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Btoke-upon-Trent, 314, 884 
Stretford, 2 7, 344 
Sydney, 972, 1015, 1051, 1095 
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AN ACTION FOR SLANDER. 

Ах action for slander which was recently tried at the Glou- 
cester Assizes, before Mr. Justice A. T. Lawrence, affords 
an illustration of the unpleasant ordeals through which a 
borough electrical engineer may have to pass in the perform- 
ance of his duties. The actions of all public servants are 
bound to be the subject of public criticiam ; but it is often 
the unenviable fate of those who are employed by local 
authorities to have to bear the brunt of the disputes which 
rage between the contending factions amongst their 
employers. 

The story may be very briefly told. The plaintiff in the 
action, Mr. Walter James Bache, was formerly an electrical 
engineer in Gloucester, where he was in receipt of a salary 
of £300 a year. While he was at Gloucester, the Chelten- 
ham electricity works were being run at a considerable loss ; 
so much во that in 1904 there was an accumulated 
deficit of £16,000. In the following year Mr. 
Bache was approached with a view to his becoming 
borough electrical engineer at Cheltenham, it being hoped 
that his skill and experience would enable the Cheltenham 
Corporation to ran their works at a profit. These hopes 
were daly realised. The new engineer, acting to a great 
extent under the orders of the Electricity Committee, was 
able to effect a number of economies. He at first received 
£100 а year by way of salary, this being £100 а year leas 
than the salary paid to his predecessor. At the beginning 
of the present year he not unnaturally applied for an increase 
of salary ; and his application for £100 more per annum 
was considered at the March meeting of the Corporation. | 
At this meeting, a Mr. Rees Jones, who had recently 
become a member of the Corporation, made a speech in 
opposition to the proposal. Although certain other 
members of the Corporation were also in opposition, it 
was eventually agreed to make an increase of £50 
per annum. Mr. Jones, who appears to have felt some- 
what strongly on the matter, voiced his opinions once 
more at а Tariff Reform meeting. The connection between 
this subject and the fiscal question does not appear obvious, 
but that is by the way. In the course of this Speech he 
was alleged to have uttered words which formed the subject- 
matter of Mr. Bache's action. According to the note of 
a shorthand writer, the speaker said: “These 80-called 
economists, the Radicals, voted that one of the Corporation 
officials (meaning the plaintiff), who was already getting 
nearly £9 a week, should have another £1 a week. Eight 
Liberals were among the 12, as against eight Conservatives 
and three Liberals against. Five membera of their 80-called 
Ratepayers’ Association voted for that official to get another 
£1 a week, although he was getting nearly £9 and had been 
cutting down the working men at the electrical works to the 
very bone." Assuming that these words were uttered, it is 
difficult to imagine a charge more likely to cause pain and 
annoyance to the “ official " in question. 
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As counsel for the plaintiff observed to the jury, the 
innuendo clearly was: Here is а man who does not get on 
with his employés; he deals unjustly, ungenerously, and 
illiberally with them, and he starves them by cutting down 
their wages to the lowest possible point.” For any engineer 
to allow such an accusation to pass unchallenged would be 
fatal indeed. The defendant was asked to apologise, but did 
not do so, and in the result the plaintiff brought this action. 
There appears to have been some confusion in the mind of 
the plaintiff's solicitor (who was also chairman of the 
Lighting Committee) as to the persons against whom 
the attack was made, for in a newspaper letter written by him 
he described the speech as a slanderous charge against a set 
of business men, meaning the committee; but when 
he subsequently wrote on behalf of his client to demand 
an apology he received no reply. The case for 


the defendant, put quite shortly, was that he never 


uttered the words complained of. According to 
him it was the councillors who had voted for the increase of 
salary that he had been attacking, not the plaintiff. In 
giving his evidence he stated that he always thonght that the 
plaintiff was a first-class man for the office, and that his only 
. objection to his having a rise in salary was that several 
people at the works had had their wages cut down. Не 
objected to economy on lines which were not right in order 
to increase the salary of u highly paid official. His reasons 
for not writing an apology were, in the first place, that he 
had nothing to apologise for, and in the second place, that 
he could not assent to the terms demanded. In the course 
of his summing up, Mr. Justice A. Т. Lawrence said that it 
was for the jury to say, after hearing the evidence, whether 
the words in question had been uttered or not. Eventually, 
the jury found for the defendant. 

It is difficult to restrain a feeling of sympathy for the 
plaintiff, who will have to bear the costs of the action. 
Even when one has regard to the attack which the 
defendant admits that he made—namely, an attack upon 
the Council for raising the salary of a man who had effected 
economies—the impression left on the mind is that he 
was levying a charge against the person most deeply in- 
terested in the proposed alteration. “ You must not reward 
the man who hag introduced measures of economy, because 
he has done so with the object of obtaining added emolu- 
ment for himeelf.” That would seem to be the meaning of 
the attack, if one is to give words their natural and ordinary 
interpretation. However, the jury thought otherwise ; and in 
pronouncing their verdict for the defendant, they may have 
been influenced by a fact which was elicited in the course of 
the case—namely, that the damage of which the plaintiff 
complained was confined to his finding it difficult to obtain 
employment elsewhere. As а matter of fact, he had no 
intention of leaving his present appointment. 

Passing away from the narrow and personal to the 
broader aspects of the case, what a vista it opens up from 
the point of view of the ratepayer! Here was a man who 
did excellent work; who turned a losing business into а 
prosperous concern ; who effected, according to the evidence, 
a total saving of £700 per annum. — Mis reasonable appli- 
cation for a small increase in salary is met with strenuous 
opposition; it seems that he was lucky in securing 
the paltry rise which was eventually awarded to him. 
From whence came the opposition? From those who 


were unsuccessful in this instance. 


objected to the discharge of superfluous hands at the cen- 
tral station, and (we presume) to the redaction of wages to 
what they ought to be. In our view, this is probably a concrete 
example of a force which is just beginning to make itself felt 
in municipal affairs. The vote of the rate-paid employé is 


. becoming a matter of importance; and we are sorry to find 


that adherents of both the great parties in the State are 
nothing loath to court the suffrages of those who have both 


vote and interest.“ Statistics recently collected, and 


given ont at (of all places!) the Pan-Anglican Congress, 
show conclusively that the votes of municipal officials are by 
no means to be despised. It was there stated by Mr. E. 
Horace Green, that in Manchester the municipal employés were 
15 per cent. of the municipal voters, while this class of person 
formed one-seventh of the municipal voters throughout the 
country. Would the municipal employé &upport the candidate 


who was pledged to municipal economy—to the reduction of 


wages—to the dismissal of superfluous workmen? The ques- 
tion admits of but one answer. Small wonder that the groan 


of the ratepayer is heard in the land, when men of the fibre 


of the plaintiff in the action under discussion are discouraged 
in the performance of their public duties. 

But it is a hopeful sign that the advocates of municipal 
trading, as a means of providing work for the unemployed, 
It may be, and we cor- 
dially hope it is so, that there is a revulsion of feeling against 
this most insidious form of Socialism. We are glad to have 
had this opportunity of bringing this evil to the notice of 
the more intelligent of the rate-paying classes. 


Ir there is one thing more than another 
that the British merchant or  manu- 
facturer dislikes it is the filling up of 
forms and the giving of information regarding his own 
business. It is satisfactory to note that this constitutional 
tendency has been recognised by the officials of the Board of 
Trade who are responsible for the preparation of the 
particulars required to be furnished under the Census of 
Production Act, 1906. The first leaf of the form—on 
which alone the name of the firm making the return 


A Census of 
Production. 


appears—is perforated, and it is intimated that this first 


leaf will be detached by a responsible officer of the depart- 
ment, and the other pages only (with no indication of the 
name and address of the firm) will be dealt with by the 


staff engaged in the work of compilation." There are other 


indications that the need for confidential treatment of the 
information, so far as individual firms are concerned, is 
thoroughly recognised and amply provided for. One of the 
natural—and perhaps the principal—objections to such 
returns is thus removed; but it cannot be expected 
that manufacturers will, even so, approach the pre- 
paration of the returns with any great enthusiasm. In 
some cases considerable work will be involved, and careful 
judgment will need to be exercised. The Act provides 
certain pains and penalties for any wilful neglect or 
inaccuracy in the returns, but we do not doubt that the 
electrical engineering trades will recognise the importance 
of the aggregate figures, and will seek to comply with the 
requirements of the Act not merely to the letter, but in the 
spirit. | 

Phat perfect freedom which characterises British trade 
and manufactures, and which has contributed in no small 
degree to their progress, unquestionably results in a lack of 
the statistical figures which are available elsewhere. The 
advantage of such figures is too obvious to need enlarging 


( 
| m — 


vol. 63, No. 1,597, JULY 3, 1908.) 


ee 
8 


THE ELECTRICAL REVIEW. 


upon, and we are glad to note the steps that are being taken 
by the Board of Trade under the Act of 1906, which 
provides for a census of production, whereby will be ascer- 
tained the net selling value of the outpnts in a 
specified list of manufactures, the- materials purchased, 
the number of persons employed on particular days, 
the days worked during the year, the capacity of the 
engines, and the quantity of electricity used. Supple- 
mentary questions, the answers to which are voluntary, cover 
the output for the preceding year, the quantity of copper 
used in the manufacture of cables, and the fuel consumed. 
“The questions in this part of the schedule have been sub- 
mitted to the Oable-Makers’ Association and to important 
firms representative of the different branches of the elec- 
trical engineering trades, and, as the desired details will be 
of much valoe in connection with the Census, it is hoped 
that there will. be no unwillingness to give the particulars 
asked for.” These additional questions are more simple, 
and the information desired is more readily obtained than the 
compulsory returns. We think the Board’s hope that there 
will be no unwillingness to answer them will be shown to 
be quite justified. 


THE case of Ernest Scott & Mountain, 

A Contract to Ltd., v. Kent Collieries, Ltd., the decision 

WIE. in which is reported elsewhere in 
J. * ; "HUNE ; 

this issue, raised certain interesting 


questions in relation to the supply of electrical pump- 
ing machinery. It appears that the defendants were 
minded to acquire pumps of sufficient capacity to 
keep a certain shaft free from water. For this purpose 
they ordered two sets from the plaintiffs. According to the 
specification each generator was to have an output of 300 
K.Y.4., and each engine was to have effective B.H.P. 400 and 
indicated H.P. 450, while the steam consumption was to be 
28 lb. рег Kw.-hour. Machinery having been supplied in 
purported falfilment of this contract, the plaintiffs sued to 
recover the balance of the price. The defendants contended 
that the machinery supplied did not conform to the con- 
tract, and sued for damages and for delay in delivery. The 
plaintiffs contended that, as regards the generators, the con- 
ditions were satisfied with an output of 255 Kw., treating 
the kilowatt as equal to the kilovolt-ampere multiplied 
by a power factor of -85, and that the specification would 
be complied with if the steam consumption was 
28 lb. or 29 lb. per K.v.4.-hour. They also contended 
that, as regards the output of the motor, 272 H.P. with a 
capacity to develop up to 300 as a maximum, was sufficient. 
The Official Referee held that he could not adopt the 
plaintiffs’ contention that the specified kilowatts were the 
equivalent of 300 k. v. A. multiplied by a power factor of 
85 that was to say, 255 Kw., or that the steam consump- 
tion was to be 28 Ib. per K.v.4.-hour. 
€ next contention of the defendants was that owing to 
the machinery not being in accordance with the contract, 
they were entitled to reject it in toto. Mr. Mackenzie, 
however, found that the machinery had been accepted and 
must be paid for, but that the defendants were entitled to 
set up in answer to a claim for the balance of the price, 
the difference between the value of the machinery supplied 
and the value which it would have possessed had it complied 
with the conditions. The next point was as to the capacity 
of the pumps. When run continuously day and night it 
was found that each of the motors as supplied became 
damaged through overheating. The plaintiffs contended 
that all they bad undertaken to do was to supply motors 
Which would run for six hours without overheating. Mr. 
Mackenzie held that this was the proper construction of the 
contract ; but he also said, as if anticipating an appeal, that 
If the right conclusion ought to be that the failure of the 
Pumps to get below about 540 ft. without overheating 
Owing to want of adequate ventilation were due to the 
plaintiffs’ default, the defendants would have the right to 
Claim, besides an abatement of the price, some reasonable 
compensation for the losses they incurred.” As to steam 
Consumption, he found that the machines as supplied 


\ 


required 38 lb. per Kw.-hour, as against the 28 lb. con- 
tracted for, and that they were entitled to compensation on 
that head. In the event the plaintiffs succeeded on their 


claim after making various deductions, while the defendants 


had £1,117 on the counterclaim. 

. The most interesting point in this case, as it seems to us, 
is the question—What is meant by continuous running? 
The Referee apparently found that it here had a special 


meaning; t.e., that it would ran for six hours without over- 


heating ; but that was owing to a special agreement. The 
term “ continuous running therefore remains unexplained. 


| Тнк thirteenth annual Convention of 
5 the I. M. E. A., now sitting at Nottingham, 

' has been blessed so far with weather of 

the first quality, and in such a neighbourhood what time 
can be spared from the more serious functions should be 
most enjoyably occupied. Whatever may be said as to the 
limited hotel accommodation in Nottingham, the beanty of 
its surroundings is not to be gainsaid, and the excursion to 
Dovedale on Wednesday was delightful in the extreme. 
With such attractions in the way of hospitality, scenery, and 
solid instruction to offer, it is remarkable and regrettable 


that the membership makes no more progress, especially — 


among the junior staffs. Out of some 800 possible Asso- 
ciatea, but 40 have joined—the number is actually decreas- 
ing. No doubt the main reason is that given by Mr. Talbot 
in his Presidential Address — the assistants see no 
advantage to be gained by becoming Associates. We 
doubt, however, whether any improvement will result from his 
suggestion that committees should pay the expenses of their 
assistant engineers at the Convention; it is difficult enough 
to induce them to pay the expenses of the chief engineer, 
let alone his subordinates. The great benefits to be derived 
from the exchange of views and experiences with others are 
undeniable, and probably far exceed any to be drawn from 
the papers and discussions, which sometimes are hardly of 


that high order that might be expected from a gathering of 


chief engineers—a Council of All the Talents, во to speak 
(pace the 80 municipal undertakings not represented). 

The closing paragraphs of Mr. Talbot's address call for a 
word of comment. He modestly attributes to the virtues of 
his committee the excellent results that have been attained by 
his electricity undertaking ; but to our mind the wisdom of 
the committee has been manifested rather in the freedom 
accorded to its engineer, than in the exercise 
of its administrative powers. As long ago as 1901, we 
ascribed to this course the success that he had attained ; 
we may repeat what we then said: “The secret of success 
in municipal electricity supply appears to reside in the 
adoption of this policy; get a good engineer, pay him an 
adequate salary, carry out his recommendations, and let him 
alone! We believe this formula holds good now, as it 
did then; and the results may be seen, for example, at 
Nottingham. On the occasion to which we refer, we also 
remarked that, the most, prominent feature of the generating 
plant was its uniformity, a feature of which Mr. Talbot is 
justly proud ; but whether his uniform success is due to the 
uniformity of his plant rather than to good management is 
not во certain. 


On Tuesday last the Council of the 
Institution of Electrical Engineers was 
authorised by a unanimous vote to complete 
the purchase of the Medical Examination Hall on the 
Victoria Embankment, to provide a permanent home fer the 
Institution. Some opposition was raised to the proposition, 
but this appeared to be due largely to the impossibility of 
making the members au fait with all the facts before 
the meeting, and we believe that eventually they will 
agree that the site is ideal, the buildiny admirably adapted 
to the purposes of the Institution, and the action of the 
Council amply justified. We cordially congratulate the 
members on getting settled in life, and trust that we may 
hear no more of electricity being in its infancy! The. ontract 
was signed on Wednesday last. 


The I. E. E. 
at Home. 
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THE SUB-STATION AT MANCHESTER 
EXHIBITION. 


Ox Tuesday next, July 7th, there is to be a Press inspection | 


of the building that is being erected at Fallowfield for the 
approaching Manchester Electrical Exhibition. There are 
now three clear months before the date of opening, a period 
which ought to be ample for carrying through the large 
amount of work that stil remains to be done. Between 
now and then most electrical men will be taking holiday, 
but those who are exhibiting doubtless have their plans well 
in hand already, and will see to it that at the last they are not 
behind-hand. At an exhibition that is to last only for а month 
we cannot afford to spend the greater part of the first week 
in a state of incompleteness. It would be an excellent thing 
if management, contractors and exhibitors could all co- 
operate in ensuring absolute readiness on the day of opening, 
80 that this Exhibition may be a glorious exception to the 
general rule and, inler alia, may make the Machinery Hall at 
Shepherd's Bush to blush. It has frequently happened that 
for divers reasons some firms have not made up their minds 
to take space until the eleventh hour, or even after an 
exhibition has been actually opened, and the visitor has been 
edifed with stand erectional operations. The halting 


Westinghouse three-phase static transformers; Ferranti 
high and low-tension switchgear. 

The primary high-tension voltage will be 6,500 between 
phases. The low-tension D.c. voltage will be 400 on the 
three-wire system, +.е.‚ 200 volte on either side of the middle 
wire. The low-tension voltage for three-phase supply will 
be 400 between phases, and the connection will be made to 
the neutral point of the transformers for giving an alter- 
nating lighting supply at approximately 240 volta. The 
whole of the converting plant is arranged for Three-wire 
balancing. | 

For the benefit of those who have not yet lodged their 
applications for space, we would remind them that the offices 
of the Exhibition Management are at 2, Queen Anne's 
Gate, S.W., where all inquiries should be addressed. 


THE COLLECTIVE ELECTRICAL EXHIBIT 
AT THE FRANCO-BRITISH EXHIBITION. 


. FRIDAY afternoon last witnessed the informal opening of 


the collective exhibit of the Electric Supply Companies of 
London, which occupies a prominent position in the British 
Machinery Section of the Franco-British Exhibition. 


LT. SWITCHBOARD 
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exhibitor, in such a case, hag nobody but himself to blame 
for the disadvantageous position in which he is placed. 
No-one in the electrical trade can advance the excuse that 
he did not know of the arrangements in time, for few events 
have been so much discussed and so persistently impressed 
upon the attention of everybody who reads the technical 
Press, and anybody who does not—well, as things go 
nowadays, when an electrical engineer gets out-of-date if he 
misses one issue of the ELECTRICAL REVIEW, he can hardly 
claim to be in the electrical trade. | 

In connection with the progress that is being made with 
the undertaking, it will be timely if we place before our 
readers a few particulars—obtained recently in the course 
of ap" interview at the Exhibition Management Offices 
in London—regarding the arrangements that are being 
carried out for affording to exhibitors the requisite supply 
of electrical energy. In the accompanying drawing we give 
a plan of the sub-station and its equipment, which are being 
put down in the exhibition as a Corporation exhibit. The 
plant to be installed includes a 700-KW. Westinghouse 
rotary converter, together with its three-phase static trans- 
former of 800-KW. capacity; a 600-KW. Bruce Peebles 
motor-converter; a 500-KW. induction motor-generator, 
supplied by the General Electric Co., Ltd. ; three 250-Kw. 


Our readers will be aware that this matter of an exhibit 
of the more particularly domestic side of electric supply for 
some time hung fire, and it is, therefore, a matter for con- 
gratulation that in spite of delays, the display is of an 
interesting and fairly complete character. 

The exhibit consists mainly of two buildings on either side 
of the central isle. One contains a large reception room, or 
information bureau, with a tasteful display of lamps, fittings, 
fans, &c., and suitable literature in pamphlet form for the 
information of inquirere ; the other comprises a model house 
furnished by Messrs. Waring & Gillow, and provided, of 
course, with an up-to-date electrical equ pment, not the 
least important part of which is in the kitchen. This house 
was wired by Messrs. W. Leonard & Co., the apparatus 
having been supplied by Messrs. Rashleigh, Phipps & Co. 

A certain number of individual firms are also showing 
their specialities, spaces being reserved for this purpose at 
either end of the main buildings. 

Thus, at one end of the reception building the Dowsing 
Radiant Heat Co. has a large display of heating and 
electro-medical apparatus, while the Edison & Swan Co., 
with carbon, metal-filament and arc lamps, fittings, switches, 
&c., Messre. Berry, Skinner & Co., and the Linolite Co., 
are also in evidence both inside and outside the bureau. 
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Similarly on the other stand, Electromotors, Ltd., show 
geveral applications of their motors, many of which are used 
for driving machinery in other parts of the Exhibition ; the 
stand also contains two 13-K w. motor-generators for supply- 
ing energy to the collective exhibit ; the Adams Manufac- 
toring Co. have a variety of their well-known switches and 
controllers on view, while the B.T.-H. Co. and Messrs. 
О. C. Hawkes, Ltd., show heating and cooking apparatus. 
Messrs. Reyrolle & Co. show on a side stand two specially 
interesting ironclad switch panels of self-contained design, 
suitable for H.T. generating and sub-station work, and 
similar to those largely employed in power distribution 
work on the Tyneside ; this firm is algo showing a variety 
of switcbgear and accessories on one of the central stands. 

The Westminster Engineering Co. specialises, among 
olher things, in photographic arc lamps, a high voltage 


pattern of which will attract attention, as also will the 


“ Westminster ” limit switches and flame arcs. 


Automatic electric signs and flashes by the Imperial 


Lighting Co., and a model Waygood lift are also attractive 
features on this stand. 

While the better known metallic-filament lamps are con- 
spicuous by their absence, it is а matter of satisfaction that 
such well-known English lamp-makers as the Edison and 
Swan and Sunbeam Lamp Companies are showing their efforts 
in this direction, and that the Stearn Electric Lamp Co. is 
showing its latest series metal-filament lamps. 

Space prevents us making more than a passing reference 
to the exhibits on the present occasion, but many other well- 


— known firms, including Measrs. Veritys, Messrs. Bergtheil and 


Young, Mesars. A. Р. Lundberg & Sons, the Birmingham 
Guild of Handicraft, and the Reason Manufacturing Co., 
have contributed to the success of the show in their own 
special spheres. | 

In conclusion, we must congratulate those at the helm on 
having obtained such a satisfactory result, the exhibit as a 
whole containing much that will interest and educate the 


general visitor to the Exhibition. 


» 
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CORRESPONDENCE. 


Letters received by us after б Р.М. ом TuESDAY cannot appear until 
the fi ollowing week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, — -- 


The British Electrical Industry. 


Some few months back I had the pleasure of writing you 
on the subject of electrical manufacturers’ co-operation, 
which you very kindly published in your issue of November 
8th last. As have not seen any further discussion on the 
subject of a combine amongst manufacturers with a view to 
maintaining high prices, I assume that the movement has 
found a natural death—the only possible ending to such а 


‘scheme. 


The letter to which I have made reference contained a 
few remarks anent the lamentable condition of affairs as 
regards the telephone industry in Great Britain, and the 
apparent inability of home manufacturers to keep in line 
with their foreign competitors in this particular branch of 
industry. I now see from the various technical papers 
which reach me from time to time, that one of the large 
manufacturing concerns at home have recently made a very 
bold bid for share of the trade in the manufacture and 
equipment of large telephone installations, and that their 
Progressive policy has already been partly rewarded, as they 
have received one large municipal contract which, doubtless, 
in the ordinary course of events would have gone either to 


— Sweden, the States or Germany. 


This fact has given me the very keenest pleasure, and is, 
withont doubt, the commencement of a new era in the 
history of the telephone industry, the past history of which 
has been anything but satisfactory. I cannot help feeling 
most firmly convinced that the progressive policy of this 
manufacturing firm is the antidote to bad trade rather than 
the “ protection“ about which we hear so much. It seems 
to me a parallel case with that of the two commercial 
travellers ; the one who sat in his hotel bemoaning his luck, 


the state of trade and the number of his competitors, whilst 
the other, with greater energy, cought his customers, gaine 
and lost business, but always in the end secured his share. 

I do not doubt that we shall shortly see further important 
developments in British telephones, to be followed, let us 
hope, by similar progress in the allied industries. There is 
plenty of room for improvement, as can quickly be seen from 
a glance at the Board of Trade monthly export statistics, 
which appear in the Review from time to time, and which 
go to show that our average monthly total exports are not 
more than about £160,000, which is very much lower, I 
venture to think, than it should be when it is remembered 
that British capitalists have so many millions of pounds 
sterling invested in the Colonies and abroad in railways, 
tramways, power schemes, mines, &c., all of which are large 
consumers of electrical plant. It seems apparent that these 
companies place a large portion of their plant orders abroad, 
either because they cannot obtain the same at home on equal 
terms or, a8 I believe to be more probable, they cannot get 
the same satisfaction generally. | 

Large suis of British money find their way into the 
factories of our foreign friends for work which could and 
should be successfully carried on at home, and for this 
reason it is to be sincerely hoped that the day is not far 
distant when we sball regain the ground which has been 
lost, and take the same prominent lead which our countrymen 
have secured and maintained in so many other important 


industries, to their great credit. 
А Adelante. 
Buenos Ayres, May 25th, 1908. | 


Live Steam Heating. ' 

` Referring to your contributor’s article on this subject, it 
may be pointed out that it is just as irrational to attribute a 
loss of efficiency to live steam heaters as to claim an increase. 

The live steam heater certainly puts no heat into the 
boiler that has not come from the boiler; во, unless, under 
equal conditions of firing, its use varies the temperature of the 
escaping gases, it can have no effect one way or the other. 


It is very easy to ascertain both the furnace temperature 


and the escaping gas temperature, and to verify that the 
live steam heater has no effect on either. 

The exhaust steam heater, of course, has a totally different 
effect; it returns to the boiler latent heat from exhaust 
steam otherwise wasted, and *o cannot fail to make a real 
fuel saving or increase of steaming duty, under any given 


firing conditions. 
: Erith’s Engineering Co., Ltd. 


London, E. C., June 26th, 1908. 


Conditions of Employment. . 

I notice in your issue of the 19th inst. an account of 
Messrs. Holmes & Co. giving an outing to their employés. 

It is such little acts as these which make the employés 
feel that their efforts are appreciated, and add a stimulus 
which is far-reaching in effect. 

How very different to the way a certain firm of engineers 
in the Midlands goes to work ! After paying 15 per cent. 
every year the directors pat themselves on the back, but 
when it comes to considering the employés who have worked 
hard to help to get this result, they treat them with 
absolute indifference ; and, further, try to hinder them from 
getting a living by endeavouring to bind them down under 
what they are pleased to call an agreement ? 

They contract with a man for, say, three years, during 
which time he must devote himself solely to the business of 
the company, and must not be in any way connected with 
any other company; and before leaving must give three 
months’ notice, they on their part reserving the right to dis- 
miss him at a moment's notice, if in the opinion of the 
managing director he is not competent, which means that 
should they for any reason require to replace him, it is a very 
simple matter to do so. Then the man must not enter the 
employment of a competitive firm for a period of three years 
after the agreement hasexpired. All this might be tolerated 
if there were compensating advantages in the matter of 
salary, but this is apparently out of the question. 

A number of cases have come to my notice where the 
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employés have been dismissed because they would not sign 
this agreement, and I think they were quite justified in the 
action. Any respectable firm would have no hesitation in 
engaging them if they knew the circumetances, I feel 
sure, although their employers might refuse them a 
reference. 

I would suggest to these engineers that they might take 
a leaf out of Messrs, Holmes’s book, which would, I feel sure, 
be to the mutual advantage of all concerned. — 

e A. 


. [The ugreement outlined by our correspondent savours of 
the feudal ages; no man should be asked to accept such 


one-sided terms, which place him 5 at the mercy of 


his employers. But there may be something to be said on 
the other side of the question.—Enps. E. R.] 


Working Speed in Telegraphy. 

Mr. Raymond-Barker takes exception to my remark that 
“ the duplex-automatic system is, for long distances, only 
applicable to wire telegraphy at present," and says that 
“ radio-telegraphy can justly claim to have progressed con- 
siderably further towards perfection than these words would 
lead one to suppose.“ 

He goes on to say (1) that “automatic transmission is 
already in use for wireless, and (2) “secondly, as regards 
duplex, this has already been effected." I was aware of both 
these facts. Mr. Raymond-Barker, however, omite to mention 
the distances at which the duplex-antomatic system is in 
successful practical operation with wireless telegraphy—which 
is, after all, the only point at issue. But perhaps this is 
because he is conscious that I have already supplied the 
necessary information in the Times Engineering Supplement 
of February 12th. 

The rest of Mr. Raymond-Barker’s remarks are on matters 
purely of opinion, in which he is quite likely to be right and 
I wrong; but no one can know with certitude what 
effect over-statementa in the lay Press have had on the 
general public. | | 


Charles Bright. 
Westminster, July 28rd. 


P.8.—As a matter of fact, there are serious difficulties in 
practice—as Mr. Raymond-Barker is aware—to the successful 
application of the duplex system to wireless telegraphy, 
notwithstanding various reports of what hasbeen effected by 
this or that inventor. The Diplex system can be more 
readily managed in wireless telegraphy. 


Electricity in Mines. 


I should like to make a few remarks in reference to the 
Fife Colliery prosecution. In the first place, Section 1, 
General Rule, B, was not carried out ; surely it does not 
require a great deal of knowledge to read this rule and carry 
it out as the law demands; also, Rule 11 of the same 
section. There does not appear in the evidence any mention 
of an electrician being employed to look after the plant, and 
the person who started the motor, according to this rule, was 
not competent for the work he was set to do, or else he would 
not have required the services of an ordinary miner to instruct 
him. Then, again, the motor did not comply with Rule 37, 
Section 5, and the person who started the motor was respon- 
sible for breaking Rule 88, Section 5. Now, what I have to 
say is this: It does not matter how many certificates the 
electrician-in-charge may have, these accidents will happen; 
I don’t think there is any electrician about that would be 
silly enough to take the responsibility for what might take 
place underground. Then, again, the certified electrician 
would be of no earthly use, unless he was a good pitman. 
If any certificated electricians are required, it is not the ones 
that are certified in theory as regards construction, efficiency, 
&c., of dynamos and motors, but a good practical electri- 
cian, and a good pitman knowing the conditions of mines 
and the dangers that are likely to be met with in any par- 
ticular part or parts of a mine. The law could grant this 
roan а certificate if, upon examination, it was proved that he 

айну understood the work he was called upon to do respecting 


the use of electricity in mines only. Again, as there must 
be some chief, the ‘manager is the proper person, as, in moat 
cases, he representa the owners, and he can obtain an elec- 
trician, and put the plant in his hands to keep in order as 
regards running, &c. But the manager should know if the 
motors, &c., are flame-tight and in order; and if the elec- 
trician sees that & motor, &c., is not in order according to 
the rules, let him inform the manager. Then the manager 
does as he likes ; he is the head, and he takes the respon- 
sibility. He knows more about his mine than the electrician 
is ever likely to do. "The type of electrician I have men- 
tioned would be of great assistance to & manager, and not 
one that knows nothing whatever about the conditions of a 
mine, and if he were to work on a par with the manager, 
without a doubt friction would ensue. I once remember 
taking an expert electrician down our mine, and going up 
the road he said to me, Why, Mr. So-and-So, what a 
lot of carpenters you must keep.” I asked him what for, 
and he said, Why, to fix all this timber, to be sure.” He 
meant the pit props and bars supporting the roof. At our 
colliery we educate our men, deputies, all motor attendante and 
machine men. When we bave anything todo at any motors 
we have the motormen with us, and we have made them 
take the smaller motors to pieces, clean all parte, and put 
them together again under supervision. The larger types 
they are just as familiar with. The same applies to the 
coal-cutters, drillers, &c. We have not any motorman who 
cannot clean and adjust his machine and know what is 
wrong with it in an instant; better still, he is with 
his motor, and should any gas burst out he knows 
what to do without asking anybody. He makes, and is 
qualified to make, an inspection for gas before and during 
working hours, besides the inspection of the deputy. Thir 


is the proper system to keep down accidente ; we never have 
bad an accident yet, and we have employed electricity for 


some years. If an accident should happen, I feel confident it 
won't be through either ignorance of the mine or careless- 
ness. We consider the hours spent in the tuition of 
deputies, machine men, &c., well spent. 


Mines Electrical Engineer. 


Telephone Licences. 


Referring to the article which appeared in your issue of 
June 5th, and to the letter under the above heading in your 
current issue, we would point out that it is somewhat early 
to claim that there is a new field thrown open to telephone 
engineers, as the question at issue has to be argued before 
the House of Lords. 

We are surprised to hear of any firm applying to the Post 
Office for permission to erect a line between the houses of 
two individuals, whether doctors or otherwise, who are in 

nership, as we thought it common knowledge that even 
the Post Office admitted that such lines did not come within 
the scope of their monopoly. We have always contended 
that the ordinary А. and В. lines, as generally understood, 
also were outside such monopoly, and it may be of interest 
to know that the National Telephone Co. have always been 
of that opinion too, but it has suited their purpose until now 
to pay the royalty on such lines in order to prevent the point 
being fought out in the Courts, which would have per- 
mitted us and other electrical firms to erect such lines. 


The Private Wire and Telephone 
Iustaliation Co., Ltd., 
Јони L. NEWLAND, Managing Director, 


London, E.C., June 24th, 1908. 


Twickenham Lighting.—The D.C. has agreed to install 
electric light in the Town Hall, and has passed a scheme submitted 
by the Twickenham and Teddington Electric Light Co. There was 
considerable discussion at the last meeting of the Council on a 
recommendation of the Highways Committee to light the new 
isolation hospital with electricity. It was proposed by the Com- 
mittee to take the current required from the Council’s sewerage 
works, and, with this object, to spend asum not exceeding £1,000 


on doubling the generating plant at the works. The recommenda- 
tion was carried, 
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| LEGAL. уа1пе of the thing supplied, and the value which they would 
| : have had if the conditions which were not fulfilled, had been 
| fulfilled. The next questions to be dealt with, were the claims of 
defendants to damages. The firet claim was for damages for 
delay in delivery of the machinery. Having regard to the 
correspondence between the parties, which he (the learned Referee) 
had closely. read, and very carefully considered, and having regard 
to all the circumstances of the case, he found that though there was 
delay in delivery, the defendants suffered no damage thereby, 
Since their appliances were not iu a fit condition, and were not 
ready to set the plant at work before it did actually arrive. 


The next claim, and the most serions one, was for the loss 
of the failure of the pumps 


Ї 
| Евнивт Scorr & MOUNTAIN v. Kent Соглливгав, LTD. 


Ма. Mom Maoxenzr, the Official Referee, delivered judgment in 
this case on the 23rd ult. The facts sufficiently appear from the: 


r judgment. | 
Еиғивкв said the action was brought to recover 


— — - 
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! The ОРУІСТАТ, 
(1) £3,249, the price of two sets of electrical pumping apparatus 


to be used in the Kent Collieries pits, each set to consist of an 
engine, generator, motor and pump; (2) the price of an additional 
pump and motor; (S) certain wages and allowances. Defendants 
resisted payment on the grounds that the pumping machinery was 
not in accordance with the specification, and that they were not 
liable to reimburse the wages above referred to. Defendants also 
counterclaimed for £17,000 damages for breach of contract. In 
October, 1905, there was at the defendante’ colliery a shaft sunk toa 
depth of 620 ft., lined with brick and at that time full of water. 
One of the defendante’ objects in ordering the machinery was to 
have this shaft pumped out, lined with tubbing, and sunk to a depth 
of 1,300ft. The description of the machinery ordered was con- 
tained in a specification submitted by the plaintiffs, dated Decem- 
ber 14th, 1905, the construction of which was one of the cbief issues 
in the case. Plaintiffs alleged that they had complied with its 
terms, while the defendants denied this. It provided inter alia 
that each generator should have an output of 300 к.у.л., and, as 
regards each engine, 400 effective B. H. p., 450 indicated H.P., and 
28 lb. steam consumption per Kw.-hour. Each pump was to 
be driven by a three-phase motor developing up to 300 н.р. at 
1,440 B. p. M., and was to be capable of raising 1,000 gale. of water per 
minute against a head of 640 ft., with a speed of 1,440 revolutions 
per minute. Plaintiffs contended that, as regarded the genera- 
tors, the conditions were satisfied with an output of 255 Kw., 
and that the ғресібсабіоп would be complied with if the steam 
consumption was 28 lb. or 29 lb. per x.v.a.-hour, treating the 
kilowatt as equal to the kilovolt-ampere, multiplied by a power 
factor of 86, and as regarded the output of the motor, that 
272 B.P., with capacity to develop up to 300 н.р. ав a maximum, 


was sufficient. Defendants contended, on the other hand, for an 


output of 300 xw., with a steam consumption of 28 lb., and an 
output from the motor of 300 в.н.р. under ordinary working 
conditions. Applying the principles laid down in the case of the 
Bank cf New Zealand v. Simpson, the Official Referee said he was 
bound to look at all the facts, so as to ascertain the meaning of the 
words and phrases used. After giving weight to all the evidence, 
he could not adopt the plaintiffs’ contention that the specified 
kilowatts were to be the equivalent of 300 K.v.a., multiplied by a 
power factor of 85— that was to say, 255 Kw.; or that the steam 
consumption was to be 28 lb. per E. v.A.-hour. If the plaintiffs 
had so intended, they should have made it clear in their last 
tender. He, therefore; held that the generators to be supplied 
should have had an output of 300 Kw. each, and the steam 
consumption was not to exceed 28 lb. per Kw.-hour. Ав to the 
motors, the development of power up to a maximum of 300 B. R. y. 
was guaranteed, but if tbe required work could be done with a 
tmaller normal в нр., the terms of the contract would have been 
satisfied. That was sufficient to dispose of the main point of the 
defendants’ claim to be reimbursed the losses incarred by the failure 
of the pumping machinery. The next question was whether the 
pumping machinery was according to the specification. It was 
delivered in Jane, 1906. The output of each generator was 255 KW., 
while the steam consumption exceeded 28 Ib. The normal develop- 
ment of each motor was 272 K. ., but it could be developed up to a 
maixmum of 300 н.р. The next issue was whether the property 
in the two sets passed to the defendants, which was material to the 
determination of the defendants’ liability and rights. The contract 
Provided that a complete running test was to be taken after 
delivery and erection, before the defendants’ representatives. 
A portion of the purchase price was reserved until after the test. 
He held that the property in the generators, two pumps and motors 
d in to the defendante. The case was thus one 
to which the following provisions of the Sale of Goods Act 
applied :—8ec. 11: (1) (c) Where the contract of sale is not 
revocable, and the buyer has accepted the goods, or part thereof, or 
where the contract is for specified goods, the property in which has 
passed to the buyer, the breach of any condition to be fulfilled by 


the seller can only be treated as а breach of warranty, and not as а 
ground for rejecting the goods and treating the contract ав 
repudiated. Sec. 53: (1) Where there is a breach of warranty by 
the seller, or where the buyer elects, or is compelled to treat any 


breach of condition on the part of the seller as a breach of warranty, 
the bay er may set up against the seller the breach of warranty in 
diminution or extinction of the price, or may maintain against the 
seller an action for damages for the breach of warranty. (2) The 
amount of diminution damages for breach of warranty is the esti- 
mated loss directly and naturally resulting in the ordinary 
course of events from breach of warranty. (3) In the case 
of a breach of warranty of quality such loss is primá facie, 
the difference between the value of the goods at tbe time 
of delivery to the buyer, and the value they would have had 
if they had answered the warranty. Sec. 64: Nothing in this Act 
affects the right of the buyer to recover special damages in any 
case where by law special damages may be recoverable. The 
defendants, continued the learned Referee, were clearly entitled 
to set up, as against the claim of the plaintiffs for the balance of 
the contract price of the machinery, that they were entitled to a 


sustained in consequence 
during the latter part of 1906. The early negotiations 


and correspondence showed that the plaintiffs contemplated and 


advised the defendants that the two pumps should be put into the 


shaft together, and worked alternatively. In his opinion the 


defendante’ gear and appliances were not fit, however, to adopt 
this method, and only one pump at a time could be lowered into the 
shaft, so that if that broke down or failed, it had to be lifted out 
and the other one lowered by the same appliances, in each case a 
lengthy operation and one which involved the rising of the water 
in the shaft. Having detailed the breskages and stoppages which 
had occurred, the learned Referee pointed out that the 
defendants’ claim was that these stoppages and breakdowns had 
occurred because the machinery of each pump was not capable 
of pumping 1,000 gallons per minute at a head of 640 ft, 
and this contention was supported by the test which was 
made in 1908. This test, it was contended, showed that the pump 
could not do its work owing to over- heating due to in- 
sufficient ventilation. On this part of the case, although the 
output of the generator was 255 Kw., instead of 300 xw., their out- 
put was sufficient for the work they had to do. Не found this on 
the evidence, but it seemed to follow from the fact that the 
generators supplied sufficient power to work No. 3 pump satis- 
factorily. Each of the pumpe Nos. 1 and 2, as driven by the motors, 
was capable of raising 1,000 gallons of water at a head of 640 ft. 
with 1,440 R. . M., but neither of the pumps, if worked night and 
day continuously, in the manner in which they were worked by the 
defendants, could by itself get down as far as 640 ft. and from that 
depth raise 1,000 gals. of water per minute. The plaintiffs argued 
that the motors were not designed so that each of them should be 
capable of running by itself continuously for a long-period at the 
maximum load without overheating. This was supported by the 
passage in the specification, which, in effect, as far as the generators 
were concerned, guaranteed a full output for a continuous run of 
six hours without overbeating. In his opinion, the defendants 
were not under any obligation to put both the pumps 
into the pit simultaneously and work them in the 
manner suggested by the plaintiffs. Having, however, decided 
not to do so and to try and unwater the pit with one pump only, 
they could not recover damages for the loss occasioned by each 
pump breaking down except in so far as the breakdown was due to 
the plaintiffs’ default, and the losses which the defendants were 
seeking to make the plaintiffs liable for were not, as he found, 
except to a certain extent, due to the plaintiffs’ failure to make the 
electrical pumping machinery conform in all respects to the con- 
ditions of the contract. He ought, however, to add that if the 
right conclusion ought to be that the failure of the pumps to get 
below about 540 ft. without overheating owing to want of adequate 
ventilation was due to the plaintiffs’ default; the defendants 


would bave the right to claim, besides an abatement of the price, 


some reasonable compensation for the losses they incurred. With 


regard to the claim for coal consumption, he found that the steam 


consumption per Kw.- hour was 38 lb., as against 28 lb. guaranteed, 
The engine was, therefore, less yaluable to the defendants than an 
engine conforming in this respect to the contract would 
bave been. In respect of this failure of the plaintiffs to 
comply with the contract, the defeudants were entitled to 
damages. They claimed the estimated excess of coal consumption 
when the plant was at work over the coal consumption guaranteed. 
and for the quantity used by the plant when at work withont 
producing useful resulte. That, in his opinion, was not the right 
measure of compensation, and he decided that the right measure 
was to award such sum as one could estimate to be the difference 
in the value of the engine as delivered, and an engine with the 
guaranteed steam consumption. He, therefore, took the basis of 
the plaintiffs’ claim, and he awarded them the balance of £2,943 6s. 
On defendants' counterclaim he disallowed £30, because he was 
unable to find that those expenses had been incurred 
by any breach of the contract expressed or implied. 
But defendants had also a claim for £375 in respect of No. 3 pump, 
but this, he held, failed. Plaintiffs had delivered the plant which 
was less valuable to the defendants than if it had conformed to the 
contract, and he allowed them in this item £417. He also assessed 
them the sum of £700 onthe contract. Defendants were, therefore, 
entitled to reduce the claim of plaintiffs by the sum of £1,117, and 
deducting that sum from the £2,943 6&, he gave judgment for 
plaintiffs for £1,826 6s. Defendants had succeeded in some of the 
issues, but it was very difficult to separate them, and if it was соп. 
venient for the parties on both sides, he would hear an application 
with regard to costs at a future date. 
Counsel agreed to this, and the arrangement was acceded to. 


In the Official Referee’s Court of the High Court of Justice, 
before Mr. Muir Mackenzie, on Monday, thie case again came up, 
the parties having to decide the question of costs. 


— . — 
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eh HE 


Mn. Russmrr, K. C., 
mitted that pleintiffs had be 
action, and therefore they 


who was counsel for plaintiffs, now sub- 
en perfectly justified in bringing their 


were entitled to the costs. The 
defendants had put forward an enormous counterclaim, and the 
only figure they had recovered on which they could get costs was & 
sum of £417, therefore plaintiffs should bave all the costs of the 
action, excepting as regarded that sum. Mr. Russell read a letter 


which had been written by the plaintiffs to defendants during the 


progress of litigation, 
£2,000 as an allowanc 


stating that they were prepared to give 
e to be accepted by defendants, each party 


to pay their own coste, In reply to that letter, counsel said, 


defendante’ 
inadequate, and the onl 


solicitors wrote stating that the offer was wholly 
basis upon which their clients could 


consider the matter would be that the defendants should keep No. 3 
pump and set off the amount of the generating plant against an 
amount to be discussed and arranged. Having regard to that 
letter plaintiffs had no option but to fight the counterclaim. 

Мв. BousFIBL», K. C., said it was an extremely bad precedent to 
bring forward such letters of compromise when the question of 
costs was being considered. 'The action had been brought for 
seven days when the letters were written, and defendante could 


not have replied otherwise. The 


Official Referee bad found in 


subetance not only that the machinery was not according to 
contract, bnt having regard to the amount he had allowed off the 
price, he had found in defendants’ favour that there was very 
considerable lack of conformity with the contract. 

The Orricran ВВРЕВЕВ declared that the costs would follow the 
event. In that case plaintiffs would get the costs of the action 
just as if there had been no counterclaim at all. He directed the 
costa of the counterclaim, half of which would be awarded to the 
defendants, to be taxed, and the amount deducted from plaintiffs’ 
coste. The Official Referee refused to grant a stay of execution, as 
it was not, he said, for him to do so. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only.] 


“ ANXIOUS ” writes :—'' Could you kindly give me any information 


on the following:—4A town had a Provisional Order in 1903. This 
year it has been revoked by the Board of Trade. The town has 
since purchased the gas undertaking from a company. There is 
now & movement on foot for the formation of an electric light and 


power company. I presume that 


application must be made to 


obtain the Council's permission, and that they would oppose the 


scheme. Have they power to prevent a company being formed, 
having allowed their order to lapse ? " 


There is not. the slightest necessity to apply to the Town 


Council for permission to start an electric li 


unless, of course, 


ght and power company, 


the company requires a Provisional Order. In 


that case, by virtue of the Electric Lighting Act, 1888, Sec. 1, the 
consent of the local authority must be obtained, unless the Board 
of Trade see fit to dispense therewith. It is more than likely that 
they would see fit to take this course in a case where the local 
authority had themselves obtained a Provisional Order and had 
allowed it to lapse. It should be observed, however, that the 
necessity for obtaining a Provisional Order will only arise if the 


company requires power to break 
laying cables. Such work cannot, 


en without the consent of the local 


up streets for the purpose of 
generally speaking, be under- 
authority concerned. 


RR a PI ara, 


PARLIAMENTARY, 


Electricity Supply Bills. 


THURSDAY, JUNE 25TH. 


Mn. Вовне, K. C., ope 
and Kensington) Bill 


ned the case for the London (Westminster 
Counsel said that the whole of the 


object of their Bill was covered by the decision come to by the 
Committee in the case of the London Joint Committee Bill — 


that was to link up the stations with 


of electrical energy to each other. 

to the passing ot their Bill, and 
would be a valuable instrument in 
work. The four companies who 
ton, the Notting Hill, 
minster Electric Com 
Kensington or Westminster. 


one another to give a supply 
They attached great importance 
if their Lordships passed it, it 
their bands to carry on their 


proposed to link up—the Kensing- 
St. James’ and Pall Mall and the West- 
panies—were situated in the Boroughs of 

The powers exercised by the four 


companies were composed in a provisional order and ап Act, and 


those powers authorised the construction of 


stations. 


steam electric generating 


Up to the year 1899 the companies worked individually, 


Parliament not recognising combination or association, with the 
result that the companies were subjected to inconvenience and 
restrictions which hampered their progress. They were there that 
day to ask their Lordships to remove the restrictions under which 


they had been working, and to allow combination and association 
between the four companies. Іа the year 1829 Parliament relaxed 
their stringency to an extent and 


to unite into two groups of two, 


allowed the four companies 
and each of those groups had 
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now a generating station outside its own area. The Westminster and 
the St. James’ and Pall Mall Companies took a supply from the 
Central Supply Co., which was really a subsidiary company of those 
two, from their station at Marylebone. The energy was conveyed 
from there by high tension mains down to the separate company's 
station, and was there transformed to low pressure, joining 
with the current generated at the steam-electric generating 
station and sent down the mains in the ordinary way. The other 
two companies—the Notting Hill and the Kensington—bad a station 
at Wood Lane, Hammersmith, from which they took their energy. 
The result of that combination had been entirely satisfactory. The 
object of the present Bill was simply to carry that association 
further. Where there were now two groups, they wanted to make 
one of the four companies, and if that Bill were passed that object 
would be accomplished. It would tend to economy, and would, 
therefore, be to the public interests. | 

Answering the СнлтвмаАХ, Мв. Воѕне said it was true they were 
included in the schedule of the Joint Committee's Bill, but they 


wished to have their Bill in case the other one should not, for any 


reason, be proceeded with. It was quite within the power of the 
Joint Committee to say you have not paid any of the costs of 
promotion, and we will, therefore, strike you out.” | 

Мв. L. Н. HỌRNDEBN, general manager of the Westminster Elec- 
tric Supply Corporation, aud joint manager at the Wood Lane 
station, corroborated counsel's statement. He said there was по 
reason to suppose other than that at some future date they might 
join with the Joint Committee. 

In answer to Mr. Freeman, K. C., representing the L. C. C., 
WiTNESS admitted that he had never known of Parliament passing 
а Bill authorising a particular scheme when that object was already 
contained in another Bill. j ‚ 

eply ing to the CHAIRMAN, WITNESS said that they wanted their 
Bill in case the other Bill was not proceeded with. It was true 
that they had all they wanted under the other Bill. He did not 
think the shareholders would agree to combining with the other 
companies, | 

By Lorn Lyrron: Their Bill was a standby in the event of 
anything bappening to prevent the passage of the other Bill, or in 
case they were cut out of that measure. If they were not cut out, 
of course their Bill would not be required. T | 

Mn Вовне said it would be disastrous for them if their Bill was 
not allowed to proceed and they were cut out of the other measure. 
He most earnestly asked the Committee to pass his Bill. | 

Mr. Freeman, K. C., opposed the measure on the ground that it 
was coutrary to Parliamentary practice to pass a Bill as a standby 
in the event of another one failing. That Committee had passed a 
Bill which admittedly covered the ground which would be covered 
by the measure now before them if it became law. . There was 
nothing even now to prevent those companies associating with the 
other promoters of the other Bill—they could do it at once if they 
chose. He submitted that the Bill was totally unnecessary. The 
promoters had taken advantage of the other Bill up to a certain 


» point—they had not opposed it. As he had said, it was contrary 


to Parliamentary practice to pass two Bills covering the same 


object; let the promoters be reasonable and support the other 
Bill. 


After coneultation in private, -— 
The CRHAIMAR announced that the Committee were of opinion 
that the Bill might proceed, but it must be understood that the 


clauses would have to be practically identical with those of the 
Joint Committee Bill. | : 


МохраАҮ, JUNE 29TH. 


On Monday Lord Cromer’s Committee sat to consider clauses in 
the London and District Electricity Supply Bill. 

Ма. Влгғосв Browne, on behalf of the London Electric Supply 
Bill, said they did not intend to take part in the discussion on 
meres BuosHE stated that a similar course would be followed by 
the Westminster and Kensington Companies. 

Numerous amendments to clauses, or new clauses, were then 


considered. In very many cases they were rejected. On Tuesday 
the consideration of clauses was continued. 


The Electrical Industry and the Port of London 
Bill. 


On Tuesday the Joint Committee of the Houses of Lords and 
Commons, considering the Port of London Bill, heard evidence 
from Mr. Alexander Siemens. a director of the firm of Messrs. 
Siemens Bros. & Co., Ltd. He supported the case put forward 
by the London Waterside Manufacturers' Association, which is 
representative of all the waterside manufacturers in the Port of 
London. Mr. Siemens, who is a member of the Council of the 
Association, informed the Committee that the rateable value of 
his premises by the waterside was b:tween £9,000 and £10,000. He 
was emphatically of opinion that the waterside manufacturers ought 
to have the certainty of some representation on the Port authority. 
The latter body ought to have such knowledge as only the manu- 
facturerscould give them when fixing rates,&c. Mr. Siemens endorsed 
evidence that the rateable value of the waterside manufactories 
represented by the Association was nearly half-a-million, and the 
industries gave employment to about 70,000 people. Cheap trans- 
port was essential to the large manufacturing industries. It was of 
great importance to the welfare of London that the waterside 
industries should be represented on the new Port authority. The 
Association was satisfied with the present conditio 


n of affairs. At 
present they were able to hold their own with foreign competitors, 
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because they had a tree port. Many materials were bought by 


waterside manufacturers from merchants in London, who, paying 
the dues, wonld, therefore, get the vote for representation instead 
of the waterside manufacturers. Their interests ought to be pro- 
tected against foreign competition. Mr. Siemens emphasised the 
fear of manufacturers and industry being driven away if heavy and 


ill-considered charges were imposed. 


Second and Third Readings.—In the House of Lords on 
Tuesday, the Ayr Corporation Tramways Order Confirmation Bill 
was read a third time and passed; the Paisley District Tramways 
Order Oonfirmation Bill was read a second time. 

In the House of Lords on June 25th, the North-East London 
Railway Bill was read a third time and passed. | 

Macelesfield and District Tramways Bill.—On Thursday, 
Jane 25th, this Bill came before the Unopposed Bill Committee of 
the House of Commons, and the preamble was declared proved. 
The object is to authorise the Macclesfield Tramways Co. to 
abandon the works authorised by the Act of 1906, except certain 
tramways situated within the urban districts of Hazel Grove and 
Bremhall, which tramways have been invested in the urban district 
councils, The company will be dissolved under the powers con- 
tained in the Bill. 

Bristol Tramways Bil].—Tbis Bill came on. Thursday, June 
2bth, before tbe Unopposed Bill Committee of the House of 
Commons, presided over by Mr. Emmott. The object of the Bill 
is to extend the time for the completion of tramways authorized in 
1904. The Parliamentary Agent submitted an amendment suggested 
by the Speaker's Counsel, but the Committee passed the Bill 
unamended. 

Tramway Aecidents, — In the Parliamentary Papers, Mr. 
Harwood asks the President of the Board of Trade if he can 
state how many persons have been run over by tramcars daring the 
past 12 months, or for any shorter period. Mr. Churcbill states, in 
reply, that the following had been reported to the Board of Trade 
for the year ending April 30th last :—Number of accidents, 1,329 ; 
persons killed, 105; injured, 1,003 ; uninjured, 221. 

West London, Barnes and Richmond Tramways Bill.—It is 
announced that this Bill has been withdrawn. The object was to 
incorporate a company with a capital of £240,000 and to construct 
about seven miles of tramway in the district of Barnes and 
Richmond, * 

The District Railway Sliding Doors. In the Parliamentary 
. last week, Mr. Byles referred to the danger of the sliding 

oom on the District Railway, and asked whether the Board of 
Trade орон to take any action in the matter. He was iuformed 
п rep Арн the railway company were preparing to cbange all 
the present pneumatic apparatus controlling the movement of the 
doors, so that the doors can be worked by hand. 


THE INCORPORATED MUNICIPAL ELEC- 
TRICAL ASSOCIATION. 


AFTER а lapse of only four years, Nottingham once 
again becomes the scene of a Municipal Electrical Con- 
vention, the thirteenth annual meeting of members of the 
Municipal Electrical Association having been inaugurated in 
that city on Tuesday last. Fortunately this year's pro- 
ceedings are being favoured with summer weather, in 
Td contrast to the extraordinary climatic conditions of 
, The proceedings commenced at the University with a 
civic welcome by the Mayor of Nottingham (Mr. Councillor 
Spalding), who, in the course of his speech, remarked on the 
humerous gatherings of a similar character, of which his 
city would be the ecene during this year, and of which 
the present was by no means the least important. 
Nottingham was, he considered, fortunate in its engineer ; 
his department was a most successful one, and had contri- 
buted handsomely to the rates. His welcome was ably 
seconded by the Sheriff, Mr. Councillor Carey. 

Mr. H. Talbot, the President for the year, then read his 
address, which is dealt with below, after which Bailie 
Murray, convener of the Edinburgh electric lighting de- 
partment, moved a special vote of thanks, at the same 
time pointing out that the address touched on one or two 
саше pointe, 

allie Wightman's r, dealing with his experiences in 
establishing the Goran ceded e and the dis- 
on —or shall we say enlargement ?—of it by Brother 
en, both English and Scottish, occupied the remainder 

the morning. | | 


With the Bailie's paper we deal elsewhere (p.34). Alderman 
Pearson (Bristol), who opened the discussion, created con- 
siderable amusement, by suggesting that the “kindred 
spirits" with which the Bajlie mentioned it had been his 
privilege to forgather for so many years, must bave been 
essentially Scotch. With legal caution, he refreined from 
absolutely committing himself to the assertion that Govan 
would have been better off electrically under Glasgow's 
wing, although he obviously favoured that idea. From 
experience, he advocated a bold course in matters of electric 
supply, and pleaded, rightly, for reasonable continuity in 
office of chief officials of electrical undertakings. 

Bailie Finlay (Glasgow), in the course of some pointed 

remarks on that enterprising city, hinted that the Kelvinside 
generating station (which the city apparently took over when 
its original owners were faced with financial suicide) was 
kept as asort of museum for the express purpose of overawing 
refractory neighbouring burghs, which persisted in refusing 
the Glasgow E.L. Department's welcome and started “on 
their own.“ 

Councillor Sinclair (Swansea) pleaded for more Conveners 
and Bailies to come forward with past experiences; Alderman 
Smith (Liverpool), Bailie Murray (Edinburgh), Alderman 
Coates (Hanley), and Bailies Jackson (Partick) and Fisher 
(Paisley) obliged on the spot. | | 

With Alderman Coates’s remarks we cordially agree, he 
pointing out that small electricity supply stations without 
a day load could rarely pay their way, and evidently he 
regretted the existence of so many small central stations in 
the Potteries area, when one larger station might have suc- 
cessfully dealt with the whole. 

At the invitation of the chairman and members of the 
Nottingham Electricity Committee, the members of the 
Association were subsequently entertained to luncheon at 
the Mechanics’ Hall. The afternoon was devoted to sight- 
seeing at the  Corporation's power stations and car 
depóta, &c. 

On Wednesday an enjoyable excursion to Dovedale, one 
of the most charming localities in Derbyshire, was planned, 
luncheon and tea being provided at the Peveril Hotel ; 
while yesterday was wholly devoted to business, the annual 
general meeting being held in the morning, and papers on 
generating station design and the reconstruotion of au 
electric lighting scheme being read and discussed in the 
afternoon. In the evening the annual dinner was to be held 
in the Exchange Hall. | 

The business of the Convention finishes to-day with the 
reading of papers on alterpating-current accumulator sub- 
stations and on the work of a testing department. 

In addition to the municipal electrical stations at, Not- 
tingham, the generating stations of the Derby Corporation 
and the works of the Brush Electrical Engineering Co., the 
British L.M. Ericsson Telephone Oo. and the D.P. Battery 
Co. are open to the visitors during their stay. 


Mr. HERBERT TALBOT opened his Presidential Address on 
the key-note of equitable charges for an efficient and cheap 
supply of electricity ; we hope he is not the prophet of a 
lost cause, but it is certain that flat rates and sliding scales, 
both of which he condemned, are gaining ground at the 
expense of the maximum demand system. While the offer 
of a flat rate as an alternative to the maximum demand 
really stultifies the latter altogether, depriving it of the 
opportunity of exercising its legitimate function, the com- 
bination has become very common—possibly, in many cases, 
ав a preliminary to the total abandonment of the M.D. system. 
At Nottingham, however, the latter is in force for lighting 
pure and undefiled, and from the data given by the Presi- 
dent it appears to have operated very satisfactorily. 

The fact that it affords no means of discriminating 
between consumers who use their maximum demand respec- 
tively on and off the peak is regarded by Mr. Talbot as of . 
very slight importance: it is, however, an incurable defect 
in the system, increasing in importance with the develop- 
ment of the power load. 

The complete failure of the Council's efforts to induce 
assistant engineers to join the Association is noticed by the 
President—this year not a single paper has been received 
from any Associate, in spite of the travelling studentships 
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offered for com petition, and the number of Associates has 
actually diminished. Mr. Talbot attributes their shyness 
to their inability to attend the Convention, while they can 
read the papers and discussions at leisure. To remedy this 
backwardness, he suggests that their expenses should be paid 
by the Committees, who would be the gainers, as the 
assistants would become more useful. | 

The arrival of the metallic-filament lamp inevitably 
receives attention in the Addrees ; Mr. Talbot considers it 
impossible to predict their ultimate effect upon electrical 
undertakings, but somewhat discounts this remark by pro- 
ceeding to forecast в temporary reduction of revenue, followed 
by a larger output in the near future, the contractors for 
electrical plant being the losers for a time, due to the post- 
ponement of extensions. 

Turning to the announcement that the Corporation of 
Birmingham is going to register wiring contractors, Mr. 
Talbot admits that this appears to be exceeding the 
powers of the municipality, which cannot lawfully prevent 
any contractor or person from carrying out an electrical 
installation, or refuse to supply such installation if the work 
is properly done. On the other hand, he approves of a 
system of registration for workmen, carried out not by any 
municipality, nor even by the I. M. E. A., but by the Electrical 
Contractors’ Association, with the aid of an elementary 
examination. 

Although at the Easteroft destructor, Nottingham, over a 


million units were obtained from refuse last year, the . 


President states that the handling and burning of the refuse 
alone coste more than the same output could be obtained for 
at the coal-fired generating station. Yet the destructor 
runs 14 to 18 hours a day, and generates 9 per cent. of the 
total electricity supplied to the city, with a load factor of 28 
per cent. The explanation of the seeming paradox is that 
the destructor station supplies cheap units at, the bottom of 
the day-load curve, leaving to the main station the expensive 
ones at the top of the peak, with a reduced load factor. 

But refuse must be disposed of, and burning is the best 
method ; it would be a pity not to utilise the heat generated, 
‚ even though the electricity department has to contribute 
indirectly towards the cost of burning. It will be seen that, 
while Mr. Talbot recognises the advantage to the ratepayer 
derived from the generation of electricity from refuse, he is 
pardonably jealous of its effect upon the working costs of bis 
undertaking. 

We cordially welcome the President’s remarks on the 
gubject of reserve and depreciation funds; the former he 
considers & vitel necessity, and he urges that it should be 
increased each year before anything is given tothe relief of the 
rates, while the latter is also necessary to place the undertaking 
on a sound financial basis. The reserve fund in Nottingham 
stands at £43,926, and is invested outside the Corporation. 
The purchase of meters and other short-lived plant out of 
revenue, as recommended by the L.G.B. of late, does not 
appeal to Mr. Talbot so favourably. 

Lastly, the President commente upon the variety of plant 
installed in some generating stations, and points to the 
admirable results obtained at the Nottingham works by 
adhering to one pattern throughout the 14 years they have 
been at work—only four armatures and one field coil have 
had to be repaired, and there has been but one short inter- 
ruption to supply, and that during the daytime. For, this 
policy Mr. Talbot expresses his indebtedness to his com- 
mittee, whose chairman, Sir John Turney, has occupied that 
post for 16 years. 


Tue CounciL’s REPORT. 


The report of the Council shows that the membership 
stands at 385, a reduction of seven as compared with last 
year; the total is made up of 175 Committees, 168 chiefs, 
two honorary members, 10 chief assistants and 40 assistants. 
During the year various matters have been discussed, 
including the report of the Departmental Committee on the 
accounts of local authorities, local authorities’ lability 
under the Employers’ Liability Act, the Home Office 
Regulations, the G.E.R. General Powers Bill, &c. The 
hon. treasurer's report shows a surplus of £39 for the year, 
and a total surplus of £349 ; the income for the year was 
£588, and the expenditure £549. 


BUSINESS NOTES. 


Santoni Flame Lamps.—TsHe Santon: Arc LAMP 
AND ENGINEERING Co., Lrp., of 11, Farringdon Avenue, London, 
E. C., write under date June 30th, as follows :—'' We beg to inform 
you that we have instructed our solicitors to take immediate pro- 
ceedings against Messrs. J. and H: Grevener, Eldon Street House, 
E. C., for their statement re our ‘Santoni’ flame lamps in their 
advertisement in last week's Ruvinw.” 


Marseilles Electrical Exhibition.—In  Z'7ndusiris 
Electrique of June 25th there is given the programme of questions 
which will be put forward for discussion at the Internwtional Con- 
gress, which will eit at Marseilles from September 14th to 20th 
thie year. The applications of electricity will form the principal 
subject for discussion on this occasion, though regulations and 
measures will receive attention. Reports on a wide range of 
practical questions have already been taken in hand by various 
engineers of repute, and these will be available to those who wish 
to take part in the discussions, on application to the Secretary, 63, 
Boulevard Haussmann, Paris. From a plan of the Exposition 
published by our valued contemporary, we infer that, apart from 
stands allotted to Bergmann and the A.E.G., the exhibits are 
almost wholly of French or Swiss origin. Not a single Britieh name 
appears. | 


Battery Prices in Germany.—It was mentioned in 
these columns a short time ago that certain makers of stationary 
accumulators in Germany had lowered prices as a consequenoe of 
the fall in the quotation for lead. The most important company, 
and that which controls a large portion of the trade by reason of 
its absorption of other undertakings and by its intimate relations 
with the large manufacturing firms—the Berlin-Hagen Accumu- 
lator Works Co.—refrained from making a similar concession at 
the time. Now, however, it is announced that the company has 
abolished the 10 per cent. increase on the list prices of accumu- 
latore, which was introduced when lead so largely advanced. This 
percentage rise is stated not to have wholly covered the higher 
cost of production when lead was very expensive, the metal 


representing about 60 per cent. of the total value of the accu- 
mulators. 


Book Notices. Electric Bells and all about Them. 
By S. R. Bottone. London: Whittaker & Co. Seventh Edition. 
Price 28. net.— In this.book the author commences with the deriva- 
tion of the word electricity and the observations of Thales, 2,500 
years ago; he proceeds to describe the frictional method of pro- 
ducing electricity, but remarking on page 7 that this has not any 
practical application to bell-ringing, he turns to primary cells, and 
prepares a pitfall for learners by stating that the portion of an 
electrode outside the electrolyte is in a different electrical con- 
dition to the portion that ie in the latter. A number of experi- 
ments are described relating to electrodes in dilute acid, and it is 
not until we arrive at page 31 that we come to the familiar 
Leclanché cell, entitled under fig. 8 a Bell.“ Other cells, mostly 
useless for bellwork, are discussed, and, generally speaking, 
we find the authors treatment discursive and irre- 
levant. If he would keep to the business in hand, he 
would get on all right, but directly he leaves the beaten track of 
practice, he gets into trouble through loose wording and actual 
error. For instance, on p. 55, we have 1 square millimetre trans- 
lated as th of an inch; оп p. 56, cells coupled in parallel“ have 
their resistances reduced." The making of an electric bell ia 
described in the words of Mr. G. Edwinson, as a good way for the 
bell-fitter to learn the peculiarities of electric bells, and probable 
faults are explained ; the author then proceeds to describe various 
commercial patterns of bells, pushes, alarms, indicators, &c. He winds 
up with a few pages on the supply of the bell current from the light- 
ing mains, showing in one case а resistance coupled direct across the 
D.C. lighting mains, and the bell circuit connected across a small 
portion of it (a horrible arrangement, which the author rightly 
condemns), and in another a transformer in a like position on 
an А.С. supply—a system little less objectionable. Unfortunately, 
the author states that with a primary coil of 100 turns and a pres- 
sure of 200 volts, a secondary of two turns would give 50 volts—8 
startling result, even from such a remarkable design. His remark 
on page 102 that the force exerted between two magnetic poles is 
inversely proportionate to the square of the distance between 
them, a law” which he applies with conviction to the magnetic 
circuit of a bell, shows once more the danger of knowing a little. 

The Engineering Index Annual for 1907. London: The Engi- 
necring Magazine. Price 10s.— This is the sixth volume of tne 
Index, making a total period of 24 years for which continuous 
references are provided. As the Index is now issued annually 
instead of quinquennially, its usefulness is vastly increaseed, and 
the monthly continuation published in the Engineering Magazine 
brings it close up to date. Some 250 publications, in six languages, 
are examined; it is significant of the trend of progress to observe 
that three-fourths of tbe journals in question are printed in 
English. We have so often informed our readers of the excellence 
of this publication, that we hesitate to repeat our eulogy. Suffice 
it to say that the Engineering Index is the first work that one would 
naturally turn to, in order to carry out any search involving the 
examination of articles published in the engineering Press. 

Physikalische Wandtafeln. By Prof. L. Pfaundler. First 
series: 12 tables. Bruuswick: Friedr. Vieweg & Sohn. 1908. 
Price 12 M. (Single tables 1.50 M.).— This is the first instalment 
of a series of large wall diagrams, illustrating the properties of 
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gases, including steam, by curves; other diagrams show the con- 
struction of classical apparatus, such as Regnault’s apparatus for 
determining the latent heat of steam, and the Hampson and Linde 
methods of liquefying air; others again give the melting and 
boiling pointe of various substances in tabular form. The present 
series is issued as an experiment, upon the result of which it will 
depend whether further diagrams are published or not. For 
lecture purposes, no doubt, such diagrams will prove 
extremely useful, though nowadays practically the same end 
can be attained by optical projection. .The diagrams, however, 
have the great advantage that they can be left on view for any 
length of time, and several can be exhibited simultaneously, while 
they can also be put up before the lecture, and thus the services of 
an assistant during the lecture may be dispensed with. The 
sheets are of such dimensions that they can be read from any part 
of an ordinary lecture theatre, and for the most part they are as 
applicable to English classes as to German, the language of 
scientific measurement being universal ; in some cases the titles are 
given in three languages, There are some objections, of course, 
to cut-and-dried diagrams and drawings; the gradual growth of 
diagrams upon the blackboard before the eyes of the students not 
only enables the latter to sketch them without difficulty, but also goes 
far—in capable hands—to explain the function and importance of 
the various parts; but the use of these printed diagrams does not 
preclude the teacher from using a blackboard also, and we have no 
doubt that in many places they will be found very helpful. 

Les Nouveaux Livres Scientifiques et Industriels. Vol. I (parte 1 
to 20). Paris: H. Dunod and E. Pinat, 1908.— This work consists 
ofa bibliography of the works in the classes named, published in 
France during the period 1902-1907 ; it is divided into three parts: 
Subject index; author index; and the original quarterly parts as 
first issued. The last section, which constitutes the great bulk of 
the volume, gives the title, size, price and contents in brief of each 
work. We should not like to read this book conscientiously from 
cover to cover, as all good reviewers are believed to do; but it is 
well bound, and will form a comprehensive and useful reference 
book, of which we have no parallel in this country. 

" Industrial Measuring Instrumenta." By K. Edgcumbe. London: 
A. Constable & Co. 1908. Price 88, net. 

"Field Telephones for Army Use." By Lieut. E. J. Stevens. 
London: Crosby Lockwood & Son. 1908. Price 2s. net. 

"Science Abstracts.” June 25th, No. 126, Sections A and B. 
London: E. & F. N. Spon, Ltd. 1908. Price 18. 6d. per section. 


Wolverhampton. — The District Electric Co., of 
Wolverhampton, have recently carried out an installation of elec- 
tric lighting, telephones and bells, at the Nurses’ Home in 
connection with the Wolverhampton and Staffordshire General 


Hospital, which has now been officially opened. 


Paper Works Electrificatiou.—We learn that the 
Brasted Paper Mills at Sevenoaks are being electrified to the 
specifications of Mr. Frank Broadbent, M. I. E. E., consulting 
engineer to the Brasted Paper Mills Co. All the motors sre being 
designed for wide-speed ranges by means of shunt control, and in 
the сазе of the large machines, such as calenders, a speed control 
system is being used by means of which creeping speeds down to 
about 10 per cent. of the full speed n be obtained for leading 
in the paper. It is important that these low speeds should be 
maintained fairly constant while the paper is being threaded 
through the machine, and this will be possible by means of the 
system adopted, which is on the lines of rotary printing press 


contro], 


Trade Announcements.—Messrs. PooLky & AUSTIN, 
of 25, Victoria Street, S. W., have been appointed sole agents in 
London and the Home Counties for Messrs. Engineering Instru- 
ments, Ltd., manufacturers of special totally enclosed motor control 
gear for direct and alternating current. 

Mussns. Wm. Мс@косн & Oo., Lro., have removed from 11, 
Charing Cross Road, to 90, Charing Cross Road, London, W.C., 
Mdh they will have more extensive office and display accommoda- 
ion. \ 

Masons. Crompton & Co., Lro., have removed their offices in 
Salisbury House, London Wall, to a larger and more convenient 
suite on the first floor of the same building. The entrance will be 
in the main corridor, which is accessible from either London Wall 
or Finsbury Circus. Their telephone numbers will not be altered. 
Mreses, В. HABxAN & Co. have removed their offices from 30, 


Gray's Inn Road, W.C., and their works from Stoke Newington, to 
er and more convenient premises at Astbury Engineering 
B.E., where the offices and works 


Works, Astbury Road, Peckham, i 
will be combined, per where the frm are manufacturing lifts, 
hoists, &c., as hitherto. i 
We learn that Mzasns. Ano Lames, Lrp., have now removed their 
Works from Camden Town to their specially built factory at St. 
Albans, In order to facilitate the securing of spares, Mesers. 
Frampton & Paine, of 29, Old Queen Street, Westminster, their 
sole selling agents for London and the South of England, hold а 


stock of carbons, globes, and other spare parts. 
The address of the Engineers’ Club of Philadelphia has been 


altered to 1,317, Spruce Street, Philadelphia, Pa. 


Bankruptcy Proceedings.—T. C. HopcKinson.—An 
application was made on Thursday, June 25th, to Mr. Registrar 
Hope at the London Bankraptcy Court for an order of discharge 
on behalf of Thomas Clement kinson, trading Pm “The Electro 
Nenrotone" st Goldhawk Ros , Shepherd's Bush. The only 
offence reported by the Official Receiver was the insufficiency of 


assets to pay 10s. in the E to the nnsecured creditors. His Honour 
offered the bankrupt a discharge, subject to a jadgment for £20, 
ааа after some discussion the hearing was adjourned until August 
4th next. 

THOMAS ARTHUR .Evans (T. Arthur Evans & Co., 14, Heathfield 
Street, Swansea), electrical and mechanical engineer and contractor. 
A receiving order was made on June 23rd on debtor’s own petition. 
First meeting July 9th; public examination July 3lst—both at 
Swansea. 

ERNST GoAchER, Gateford Road, Worksop, Nottingham, elec- 
trical engineer, &c.—The public examination of this debtor was to 
have been held last week at the County Court Hall, Bank Street, 
Sheffield, before Mr. Registrar Binney, but the Official Receiver 
informed the Court that the debtor went away about May 28tb, 
and had not since been heard of. The examination was accordingly 


adjourned sine die. 


Е. B. EaciNTON.— The accounts under this failure mentioned 


last week show gross liabilities amounting to £103, unsecured 
liabilities £99, assete £17, and a deficiency of £82. Debtor attri- 
butes his failure to bad trade and pressure by creditors. He 
commenced business in October, 1905, and during the last six 
months has been repeatedly sued by creditors. 


Dissolutions and Liquidations.—British RUBBER 
SYNDICATE, Lrp., and BarrisH CorPER Synpicats, Ltp.—These 
companies are winding ‘up voluntarily, with Mr. H. Read Smith, 
16, St. Helen’s Place, E.C., as liquidator. 

CHELMSFORD Югвотвіс Ligutina Co., Ltp.—A meeting is to 
be held at Salisbury House, Ei C., on July 30th, to hear an account 
of the liquidation proceedings. 

Totnes Егиствісгтү Ворргү Co., Lrp.—A similar meeting of 
this company is to be held at the same address on the same day. 

“Z” ErECTBIO Lame Synpioatz.—At a meeting to be held at 
Orient House, New Broad Street, E.C., on July 28th, Mr. H. J. 
Owens, the liquidator, will give au а count of the winding up. 

Tae HasrE Pump Co., Ltp.—This company is winding up, with 
Mr. Н. B. Clark, of 62, Old Broad Street, E.C., as liquidator. 
Creditors must send in particulars of debts, &c., by Jaly 31st. 

Sanrit, LTD.—This company is winding up voluntarily, with 
Mr. F. 8. Tomkins, Watergate House, Adelphi, as liquidator. 


Roumanian Lamp Imports.—In an official report 
from Braila, the following statement is made regarding trade there 
in 1907 :—Since the introduction of the electric light not long ago, 
the imports of luxury goods,” such as hanging lamps, table lamps, 
chandeliers and globes, show a decrease of not less than 30-40 per 
cent., and lamps for offices, for instance, are scarcely asked for at 
all. For cheaper goods such as table, wall, and kitchen lamps, 
the consumption may be said to be about the same as before, and 
the statistical figures of the value of the imported goods, which 
come chiefly from Bohemia, show no change. About 80 per cent. 
of the better quility lamps are imported from Austria, while the 
reat come chiefly from Germany—-especially the table lamps which 
hail from Berlin. Austria-Hungary, Germany and France supply 
nearly the whole market with electric lamps. The value of the 
Austro-Hungarian imports of fine chandeliers is estimated at 
£1,200, and the imporf from France shows a similar amount. 
Crystal chandeliers come chiefly from Bohemia. Of incandescent 
lamps and small electric lamps and globes, the greater portion come 
from Germany. Some 10,000 incandescent lamps were, however, 
imported from Austro-Hungaria, chiefly from Hungaria, Of Nernst 
lamps, as well as Osmium lamps, the entire import is covered by 
Austria-Hungaria, while Germany predominates in all other elec- 
trical accessories, such ss insulators, electric wires, &c. The report 
does not mention British goods, but agents and representatives 


with knowledge of the trade and well introduced, should find a good 


market. 


Catalogues and Lists.—Tuxe INTERNATIONAL Time 
Кксовріма Co., of 151, City Road, London, inform us that they 
have just brought out a booklet showing the fallacy of some of the 
methods at present in use of distributing the overhead or non- 
productive charges, and at the same time giving a system which 
will always, under all circumstances, accurately and properly dis- 
tribute the overhead burden. 

Tas British ELECTRIC TRANSFORMER CO, Ітр., Hayes, Middle- 
sex.—Illustrated four-page circular briefly describing their Berry 
patent auto-transformers for use with metallic-filament lamps. 

Tus Вілокмам ЁхРОВТ Co., Lrp., 70, Finsbury Pavement, 
London, E. C.—IIlustrated leaflets describing the double Blackman 
ventilating fan and their electrically-driven blowers,’ 

A. E. G. For81GR DEPARTMENT.—A number of new sections to 
their catalogues, dealing, in English, with standard switch panels, 
lightning arresters, spare parts for flame arc lamps, high-tension oil 
switches, high-tension fuses, current collectors and accessories for 
crane motors, furnace hoists, &c., press-button switches, and 0.0. 
ampere-hour meters. Full descriptive information, weights, 
dimensional drawings, and price particulars, are given in each case. 

Тав BBockrE-PELD Arc Lamp Co, Wimbledon, 8.W.—Price 
list “Т,” fully particularising their patent high-efficiency auto- 
transformers for ordinary purposes, for use with metallic-filament 
lamps, and for arc lamp work. This department is an addition to 
the Brockie-Pell arc lamp business. ` 

Messrs. L. E. Witson & Co., 20, Cross Street, Manchester. 
Four-page catalogue describing their Thomson pocket lamp, the 
Thomson electric gas lighter, and a belt lamp for policemen. 

Тнв C. W. Hunt Co., New York.—Pocket pamphlet, No. 081, 
containing a great deal of illustrated information relating to their 
coal-handling machinery, conveyors, industrial railways, 1 


——— ͤN—[—f 
— — •— z 


— — 
T нел ы сн M s 


— o ee —„„ M 


— — 


— ee 3 
— алаа 2 o Oo 
-< Scu 
— — — 


12 | THE ELECTRICAL REVIEW. 


[Vol. 63. No. 1,697, JULY 3, 1908. 


Tae Evxorricat Co., LtD., 121-125, Charing Cross Road, W. C. 
New publications as follows:—No. 283, new automatic self- 
focussing Projector lamp; No. 285, Aegma miniature lamps 
with metal filaments for use with accumulators; No. 286, ozone 
ventilator; No. 287, portable testing instruments. In each a list 
of prices is given. 

MxssBs. ALFRED HERBERT, Lrp., Coventry.—Section “J” 
(ninth edition) of their catalogue giving a very full description of 
their patent hexagon turret lathes and their various parts. The 
1908 pattern of these machines is shown. Its principal improve- 
ment lies in the great increase in the amount of belt power 
delivered to the machine to take advantage of the possibilities of 


‚ the firm's patent roller steady tool. We undertand that in recent 


tests it has reduced 2 in, diameter bar mild steel to $ in. diameter 
at one cut, with a feed of 11 in. per minute, which means the 
removal of 7? lb. of metal in one minute. 

THE BBITISH ALUMINIUM Co., Lrp., 109, Queen Victoria Street, 


. London, E.C.—Two new publications in acceptable pamphlet 
form; one, discussing the question ok Aluminium v. Copper for 


Electrica] Conductors"; the other, entering more fully into the 
whole subject of Aluminium: Ite Present and Future Uses.” 

Messrs. ALFRED GRAHAM & Co., St. Andrew's Works, Crofton 
Park Road, 8.E.—' This is an admirably produced catalogue of 
between 80 and 90 pages, in which a variety of loud-speaking 
telephonic apparatus is set out, important improvements recently 
effected having been embodied. The company have specialised in 
the application of telephony in battleship and mercantile marine 
service, fortification and military works, and in docks, railway 
depóte, mines, power stations, &c., and in this book will be found 
representative examples of the types of instruments evolved in the 
course of their experience in these directions. We need not select 
any one or more of the items for special reference, but commend 
the catalogue to the notice of engineers and others who are specially 
interested in these matters. Some pages are devoted to lists of 
Governments, shipping companies, and vessels, for whom and for 
which the Graham loud-spesking apparatus has been supplied. 
There follows an illustrated account of the various departments at 
the works at Crofton Park. 

Тив WosarHINGTON Pump Co, Lro., 153, Queen Victoria Street, 
London, E.C.—New catalogue (No. 8) in which in some 48 pages 
they give descriptions, with excellent and large photographic 
views, of the Worthington patent rectangular and circular steel 
cooling towers. Some of the pictures show the interior and ex- 
terior of the towers at Continental electric light, power, and 
tramway stations, illustrating very clearly the arrangements of air 
ducts, the water distributing system, the galvanised sheet filling, &c. 
Any reader can have a copy of this catalogue on application to the 
company. 

Masses. RrícHARD Wap, Sons & Co., Lro., Hull.—Revised 
copy of their catalogue of wooden poles containing the results of 
their tests tabulated for all purposes. This edition has been con- 
siderably enlarged, and should be of value to all engineers who are 
interested in overhead construction. We are asked to state that 
Messrs. Wade are sending the catalogue free of charge to regular 
customers only ; the price to others is 10s. 6d. por copy. 

Тнв HABT ÁOOUMULATOBR Co., Lrp., Stratford, London, E.— 
Four-page circular, giving particulars, prices, dimensions, &c., of 
their special batteries for 25-volt high-efficiency metallic-filament 
lamps. 

Тнк UNDERFEED STOKER Co., LTD. Coventry House, South 
Place, Finsbury, E.C.—New 40-pp. catalogue containing full 
and very finely illustrated descriptions of their mechanical 
" Underfeed ” stoker. The theory and principle of the stoker are 
first expounded, notes on the different types and their applica- 
tions following with clearly produced sectional and interior views. 
Some pages toward the end are filled with results of tests of boilers 
using hand-firing compared with those of boilers using the different 
“ underfeed " types of stokers. The catalogue will be useful in the 
bands of engineers interested in stoking practice. We have received 
& list of orders recently received by the company for these stokers. 
A number of municipal Corporations are included therein Birming- 
ham, Newport, Colchester, Croydon, Leyton and Devonport, and we 
also observe that four E stokers have been ordered for Hornsby 
5 the Charing Cross, West-End and City Electricity Supply 

id 

Messrs. A. GaLLenKaMP & Co, LTD, 19 and 21, Sun Street, 
Finsbury Square, E.C.—Two catalogues; No. 47 gives particulars of 
the Meker hot-flame burners, Dennstedt’s combustion furnaces, and 
compressed air in cylinders, while No. 48 deals with the Darling’s 
calorimeter for solid, liquid and gaseous fuels, Hempel's gas testing 
lamp for fire-damp, and Haldane's apparatus for the analysis of air 


and mine gases. Both liste contain a number of drawings and views, 
also particulars of prices. 


Germany.—A company has just been formed in Berlin 
to be known as the Berliner Elektromobilfabrik Gesellschaft, to 


manufacture and operate electric motor vehicles in the German 
capital. 


Oerlikon Turbo-Generators.— The two 1,600-Kw. 
three-phase turbo-generators which the OERLIKON Co. supplied to 
the Stockholm Electricity Works having given all-round satisfac- 
tion, the same Electricity Works have now placed with the com- 
pany a repeat order for two considerably larger turbo-generators, 
i.e., each for 6,000 kw. output. The turbines will be built for a 
steam pressure of 13 kg. per cm?. abs, and a vacuum equal to 
0:05 kg. abs. The steam will be superheated to from 280-300? C. 
The generators will work at 6,000-6,500 volts, at 25 cycles per 
second, with a power factor of 0:85, and will run at 750 R. P. vx. Not 
lony ago the Kensington and Notting Hill Electric Lighting Com- 


* 


panies placed an order with the company for two 1, 600-2, O000-Kw. 
three-phase turbo-generators; and all the inductor type generating 
plant at Wood Lane was built by the Oerlikon Works. 


Electric Steel.—Recently a number of representatives 
of steel works in various countries visited the works of the Roch- 
ling Iron and Steel Co., at Volklingen, to inspect a new type of 
electric furnace. The latter ів a modification of the Kjellin type, 
designed for a charge of three tons, which has been continuously at 
work for several weeks, and which purifies the liquid charge of the 
basic converter, eliminating all traces of sulphur and phosphorus. 
The manufacture of steel by electricity has been carried on for a 


: year at these works. 


Restoration of Lapsed Patent.—Notice is given in 
the Illustrated Official Journal (Patents) that ANDRE BLONDEL has 
made application for the restoration of the patent granted to him 
for an invention for Improvements in or relating to wireless 
telephony," No. 15,527, July 11th, 1902, which expired on July 
llth, 1906, owing to the non-payment of the prescribed renewal 


fee. Any person may give notice of opposition to the restoration 
on or before August 24th, 1908. 


LIGHTING and POWER NOTES. 


Birkenhead.—The E.L. undertaking for the year ended 
March 31st shows & gross profit of £10,488, and after payment of 
interest, sinking fund, and income-tax, there is & surplus of £2,584. 
Out of that, £1,000 goes to the relief of the rates, and £1,584 to 
the renewals fund, together with interest on investments, &c., raising 
16 to £11,118. The debt on this undertaking was £115,347. 


. Braunton.—This village, between Ilfracombe and Bari- 
staple, is considering the advisability of lighting the township with 
electricity. At a meeting of the P.C. it was resolved to ask the 


R.D.C. to withdraw permission given to a gas company to break up 
the road. 


Brierfield.—On June 25th Mr. W. A. Ducat held a 
L. G. B. inquiry relative to the Council's application to borrow 
£4,000 for improvements. It was mentioned by the clerk that 
among the outstanding loans was £14,872 for tramway and elec- 
tricity purposes. There was no opposition. 


Cardiff.— Mr. J. Allcock, the city treasurer, in his report 
on the working of the tramway and electric light departments 
during the past year, says that the tramway receipts were £109,979, 
as compared with £106,550 for the previous year, the expenditure 
being £69,354, as against £71,261. The amount to be set aside 
for depreciation is £14,522. Dealing with the accounts of 
the electric lighting undertaking, Mr. Allcock states that the 
income during the year was £39,210, compared with £35,576 in the 
previous year, and the expenditure £24,645, as against 425,930. 
The gross profit carried to net revenue account was £14,556, com- 
pared with £9,646, an increase of £4,910. The deficiency of £2,426 
which existed on the net revenue account on March 31st, 1907, bas 
been added to during the year by £911, the revenue deficiency at 
March 31st, 1908, being 43,338. Having regard to the deticiency, 
Mr. Allcock states that it is impossible to meet the requirements of 
the depreciation fund as approved by the City Council. 


Continental Notes.—HRussrA.—4A large electric power 
plant has recently been installed at the Alexandre Works of the 
Société de Briansk, in South Russia. The plant, which is utilised 
to drive 11 iron rolling mills, comprises one 3,500-H.P. and two 
1,750-H. P. steam turbines and dynamos. 


Coventry.— Mr. F. II. Tulloch held a L.G.B. inquiry 
on Friday, concerning the City Council's application to borrow 
£35,000 for electric lighting purposes. The town clerk said that 
£10,000 of the money was required in respect of the extension of 
the distributing plant in the old area which existed before the 
Corporation Act of 1907. Under that Act they acquired power to 
supply electricity to additional parishes outside Coventry. The 
£10,000 was made up as follows: £5,000 for mains; £1,500 for 
transformers; £500 for meters; £1,000 for services; and £2,000 for 
motors. This application was occasioned by the expansion of the city. 
£25,000 was required in consequence of the compulsory laying of 
mains in certain parts of the added area to which he had referred, 
required by the Board of Trade. It was not intended to spend the 
whole of £25,000 at once. The engineer's intention was to lay the 
pipes and cables to the boundary of the old area and to continue 
the pipes into the new area in the parishes of Foleshill and St. 
Michael's Without. It was only intended to lay cables in them 
where a demand was made for enervy. 

The Corporation has issued reports by Mr. J. A. Jeckell (manager 
and engineer of the electricity works) and Mr. E. T. Peirson (the 
city professional auditor) with respect to the depreciation and 
obsolescence of the plant. Many of the loans, says the manager, 
will be extinguished in twenty years, and some of the plant has 
already become obsolete and been superseded, “but this was 
because the plant was obsolete at the time it was installed, and 
there seems to be no likelihood of any vast improvement being 
made in the gcnerating plant as we now have it, except by some 
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Council. The Committee report tbat the officials of H.M. Office of 


invention which would, to a great extent, revolutionise the whole 
machinery throughout the world.” The auditor's financial con- 
clusion on the manager's report and schedules is that tbe sinking 
fand is adequate to meet the requirements in respect of wasting 
assets ; but he thinks £15,000 should be set aside in the next six. 
years to provide for renewals required before the expiration of the 
loan periods, as well as for the risk of obsolescence or serious 
breakdown. By this course tbere will be, in 1934, a substantial 
value remaining to the credit of the electricity department. 


-Croydon.—The B.C. Committee reported on Monday 
that the fitting of three large boilers with mechanical stokers had 
resulted in a considerable saving. Two additional boilers are now 
to be so fitted at a cost of £620, and tenders are to be inviled. 


Denny.—With reference to the note that appeared in 
our issue of June 19th, it should be stated that Messrs. Stevenson 
and McGuffie, of Glasgow, are acting as consulting engineers for 
the Denny and Danipace Town Council, also that they are drawing 
ара new specification at present for street lighting, and distri- 
bution of light and power to consumers. This specification they 
hope to issue in the course of a week or two. 


Epsom.—The J..G.B. bas had under consideration an 
application from the U.D.C. for sanction to borrow £11,600 for 
E.L. purposes, and has sanctioned the borrowing of £10,120. The 
L.G.B. has deducted from the amount of the application (1) 
engineer's house, £684; (2) hand tools, £37; (3) stationery, £61; 
(4) over-charge on house service, £92; (5) over-charge on meters, 
£468; total of deductions, £1,342, also engineer's fees on these 
amounts, £33. With reference to the engineer's house, the L.G.B. 
did not see that this item could be regarded as necessary expendi- 
tare, while as to the hand tools and stationery, it did not deem 
these items as proper subjects for a loan. The Board was advised 
that the average prices charged for house services and meters were 


too high, and the sums deducted represented the total amounts of 


the charges in excess of prices which had been accepted by Messrs. 
Edmondsons as fair and reasohable in other cases. The whole 
matter was considered at a meeting of the Council held last week, 
when, in reply to a question, the clerk of the Council said that the 
deductions meant that Messrs. Edmondsons had to pay for those 
items and not the Council. The sanction of the loan of £10,120 
was for a period of 16 years, and, as this was not long enongh to 
fit in with the arrangements made between the Council and Messrs. 
Edmondsons, the clerk suggested that the Council should apply 
to the L.G.B. for sanction to the same term as for the previous 
loan, viz., 25 years. The clerk’s suggestion was agreed to. 


Heywood.—The T.C. is going to apply to the L.G.B. 
for powers to borrow £16,009 for electricity supply works, and 


£4,015 for tramway purposes. 

Ilford.—Commenting upon the accountant’s abstract of 
sccounts relating to the electricity undertaking at a meeting of 
the U.D.C., Councillor Philpot drew attention to the fact that the 
reserve fund now stood at £6,483. During the year £5,577 
additional capital had been spent, making a total of £157,271. 
The business was still increasing, and the year’s gross profit was 
£9,670. However, interest and instalments of principal, interest 
on mortgage debt, and a repay ment of £557 to the tramway depart- 
ment on account of machinery used for the generation of elec- 
tricity, had required an expenditure of £10,045, so that there was a 
deficit of £3,5. The price of coal advanced during the year, and 
the undertaking bad to pay more; and for 12 months the charge of 
34d. per unit to the ordinary consumer, instead of 4d., had been in 
force, The price for public lighting had been reduced. For the 
coming year they had made their coal contracts. at a considerably 
reduced price. The Ilford Education Committee has requested 
the electrical engineer to prepare an estimate for the installation of 


electric light at Cleveland Road Schools. 


India,—According to an exchange, the Government of 
Bombay has sanctioned an estimate amounting to about R. 20,500 
for installing electric lights and motors in the Yeravda gaol. 


Leicester.—The Т.С. has adopted the following new 
tariff for energy for motive power: —158. per quarter for every 
XP. in respect of the maximum н.р. demanded, and jd. per 
unit; consumers to be allowed to use current up to 20 per cent. 
of the consumption for lighting. 


Littleborough.—Subject to satisfactory details of 
Agreement being arranged, the Rochdale T.C. bas decided to supply 
electricity In bulk to the Littleborough U.D.C. The price for 
alternating current, tbree-phase at 3,000 volts, is to be 3d. per unit 
or the first 100 hours per quarter, and 14. per unit afterwards. 


r London. —MARYLEBONE.—A statutory declaration has 
oa received from the secretary of the Reason Manufacturing 
Wi Ltd., stating that the amount of the profit aceruing to Mr. A. 
\ ы from transactions between the Council and the company 
р to March 31st last was £36 2s. This sum, according to arrange- 
oe 18 to be deducted from Mr. Wright's account. Tenders аге 
ыш 4 for the re-arrangement of Aybrook Street sub-station 
distri for the purpose of properly concentrating the electrical 
ask ed uting staff under healthier conditions. The P. C. C. is to be 
8 for a loan of £5,000 to carry out the work. 

TEPNEY.—The B.C. E.L. Committee has resolved that legal 
Tast c. be commenced against the City of London Electric 
the su е Ltd., for restraining the company from continuing 
t Land y of electrical energy for consumption within the Tower 
statuto OD, which, it is contended, is outside the company’s 

TY area of supply, and within the area of the Borough 


Works gave the company permission to lay and maintain cables 
within the Tower precincts, but that no formal licence was granted 


by them, as it was not considered to be necessary. 
The B.C. is to apply for a loan of £2,520 for the purchase 


of additional meters. 
SouTHWAREK.—The Council has resolved to install an induced 

draught plant to the boilers, at an estimated coat of £475, the fan 

aud motor to be supplied by the Electric Construction Co. (cost 


£330). 
FurLHAM.—The accounts of the electricity undertaking for the 


year ended March 318t have closed with a surplus of £1,408, of 
which £1,000 is to be transferred to machinery maintenance and 
reserve accounts, and the balance is to be retained on revenue 
account. The gross expenditure for the year shows а reduction on 
the estimates, and the estimated receipts have been exceeded by 
£270. The total expenditure on public lighting is less than the 
estimates by £460, notwithstanding a large amount of extra work 


carried oat. l 

LaAMBETHU.—Tbe South Metropolitan Gas Co. has been carrying 
out experiments with respect to the street lighting around the new 
Town Hall on Brixton Hill, and has asked the B.C. to defer a 
decision for 12 months as to the form of lighting which shall be 
finally adopted. Meanwhile the company will light and maintain 
tbe lamps and supply gas free of charge. The Council accepted the 


offer. 
WANDSWORTH.—The County of London Electric Supply Co. has 


informed the B.C. that the failure of the electric supply which took 


place on May 29th, was due to a portion of the company's circuit 
being interfered with by lightning. | 

Malton.—The U.D.C. has accepted the tender of the 
Northern Counties Electricity Supply Co., Ltd., at £400 per 
annum, for publio lighting. 

Manchester. — At an L.G.B. inquiry into the City 
Council’s application to borrow £130,500 on electricity account (to 
meet the cost of extensions), it was stated to be the Committee's 


intention largely to increase the generating plant at the Stuart 


Street high-tension station. Figures showing the growth of the 
undertaking were given by the assistant town clerk. The scheme 
in respect of which the application was made will provide new 
plant with a capacity of 12,000 xw. It is intended to carry out 
half the scheme in the winter of 1908-9, and the other half in 
1909-10. The first instalment will involve an expenditure of £53,750, 
and the second one of £54,750. The application was supported 
by the Property Owners’ Association and the Retail Traders’ 
Association of Manchester. The inspector said the L.G.B. might 
sanction the loan for the first instalment, and wait until provisional 
tenders had been obtained before sanctioning the remainder. 
Another inquiry would not be necessary. 

The report of the Electricity Committee for the year ending 
March 31st has just been issued. The total income of the depart- 
ment was £384,602, as against £346,545 in the previous year, and 
the working expenses (including the provision in both years of 
£40,000 for future renewals) was £219,358, as against £184,801, 
leaving the gross profit £165,244 as compared with £161,744 in 
1906-7. After deducting interest and other charges, a net surplus 
remains of £19,543, of which £1,998 has been appropriated for 
extension of works (for which borrowing powers cannot be obtained), 
and £10,000 has been paid to the city fund, in aid of rates, the 
balance £7,545 being carried to reserve. The total output from the 
three generating stations during the past year amounted to 
82,752,989 units, as compared with 63,056,914 unitsin the previous 
year—an increase of 3124 per cent. The quantity measured and 
accounted for during the same time was 67,916,771 unite, showing 
a difference of 15,436,218 units, or 18°65 per cent., being the 
quantity used in distribution, or otherwise not accounted for. The 
corresponding percentage in the previous year was 18 55. The 
total mileage of main conductors laid at March 31st, 1908, equalled 
338 miles 1,084 yards, being 16 miles 1,001 yards more than at 
March 31st, 1907. 

Oldham.—The electricity works accounts show a gross 
revenue of £40,016 and an expenditure of £20,426, leaving £19,590 
as gross profit for the year. Interest and sinking funds required 
£17,866, leaving a net surplus of £1,724. During the year £3,352 
was expended on capital account, making it £284,431; 1,982,648 
units were sold, exclusive of traction, producing £15,121, an 
increase of 22:58 per cent. in units and 877 per cent. in money ; 
3,888,404 units were sold for traction, producing £24,303 (increase 
12'61 per cent.). The lamps connected increased by 25°11 per cent. 
to 117,182, and the consumers by 74 to 932. 


Orders Revoked.—The llemsworth and District 1905 
E. L. Order has been revoked ; also the following :—The Sandwich, 
Deal, Walmer and District Order of 1908, the Sittingbourne and 
Milton Order of 1903, and the Stroud, Nailsworth and Dursley 


Order of 1904. 
Pontypridd.—On June 18th the new electrical winding 
engine at the Maritime Pit of the Great Western Colliery, Ponty- 
pridd, was tested on load under the supervision of the consulting 
engineer, Mr. G. H. J. Hooghwinkel, M.I.E.E., of Westminster. 
We are informed that the results were entirely satisfactory, and 
that this is practically the first large electric winding engine 


erected in this country. 


St. Austell.—The U.D.C. has accepted the tender of the 
electric lighting company for public lighting. 
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Sheffield.—The accounts of the electricity department 
show that £33,295 was spent on capital account during the year. 
The income from all sources was £78,544, and working expenses vere 
£25,344, leaving £53,190. Interest and other financial charges were 
£27,139, and loan redemption proportion absorbed £21,255. There 
was thus a net surplus of £4,796. The number of units sold shows 
continued rapid increase. As regards light and heat the increase 
during the past year was less rapid than in the preceding year. The 
difference, though small, is, the report states, probably traceable to 
the introduction of metallic-filament lamps, the higher efficiency 
of which is likely, when they become more widely used, to result 
at first in a falling off in the amount of energy sold for lighting, 
or at least to make the net advance looked for each year less than 
it has been. There was a continuous and rapid advance in the 
energy Bold for power. The number of consumers advanced from 
3,207 to 3,383. This year, for the first time, the amount of energy 
sold for power, and the capacity of motors connected, exceed the 
respective values of light and heat. Mr. Fedden states that the 
increase in the consumption of energy for motive power is still 
rapid, and greater in proportion than the increase in the number of 
consumers. This, he states, is due to the introduction of electric 
driving in large works, which is continually in progress. The 
use of electric power is becoming widely appreciated. Many new 
connections are traceable to the recommendations of consumers, 
and continuous canvassing and advertising are producing results 
eminently satisfactory to the department." In considering the 
year's financial resulte, Mr. Fedden points out that allowance must 
be made for the increased price paid for coal, amounting to £2,304 
during the year, and equivalent to '06d. per unit sold, from which 
it follows that the surplus of £4,796 would have been increased to 
£7,100 had fuel been purchasable at the average price obtaining 
in the year 1906-7. 


South Stoneham.—The R.D.C. has been informed that 


it is the intention of Southampton T.C. to apply for a prov. order 
to aupply electricity within the Council's district. 


Stafford.—1t is reported that the electricity accounts 
show a year of steady growth, especially in power demand. After 
paying interest and sinking-fund charges there is a net surplus 
of £20. | 


Walthamstow.— The excavations and the construction 
of the foundations for the new chimney shaft, boilers, &c., at the 
generating station are to be carried out by direct labour. The 
electrical engineer has been instructed to substitute Osram lamps 
for 39-0.P. lampe on lamp columns in such parts of the district as 
he thinks suitable. 


“TRAMWAY and RAILWAY NOTES. 


Accrington.—The net surplus on the Corporation electric 
tramway undertaking for the year was;£1,145. This includes a 
gum of £486, the Corporation's share of net profit on the old 
tramway system, There is set aside £562 to sinking fund, £3C0 is 
the cost of temporarily lighting the track during construction, and 
£291 is the cost of overtime. It has been decided to carry £1,145 
forward to the current year. On the electricity undertaking the 
net profit for the year was £604. 


Belfast.—- A special meeting of the Corporation was held 
on Friday last for the purpose of considering a report froma 
deputation which had recently visited a number of English cities 
to make inquiries as to the stages and fares in operation on their 
tramway systems. The report virtually showed that the existing 
penny stages in Belfast are excessive, and that they should not 
under any circumstances exceed two miles. The report also advised 
the introduction of & halfpenny half-mile fare. After some discus- 
sion the report was adopted. 


Birkenhead.— The Corporation tramway accounts for 
the year ended March, 1908, show a profit of £20,964. Interest 
and sinking-fund charges absorb £21,564, the deficit being made up 
by a contribution from the borough fund. The debt still to be 
redeemed amounte to £296,488. 


Continental Notes.—SwzDEN.—It is reported that the 
experiments carried on by the Swedish Government have been so 
successful, that it has been decided to adopt electric traction on all 
the lines from Bollnas to the south coast, some 2,026km. The 
Government has already acquired several waterfalls, and will trans- 
mit power at 50,000 volts to transforming stations, which will be 
spaced about 60 km. apart, and will reduce the pressure to 15,000 
volts for the line. The expenditure on generating stations is esti- 
mated at £957,000, and on the distributing system at £1,290,000, 
making a total outlay, with other expenses, of £2,430,000. On the 
basis of the results obtained in 1905, the running costs, with electric 
traction, would amount to £233,500, showing a net economy over 
steam of £18,100. A saving of £163,700 would be effected for fuel, 
but this would, of course, be off-set by other expenses to some 
extent. Allowing for an increase of traffic of 60 per cent. by 1920, 
an economy of £140,000 is anticipated. 


Croydon.—The tramway accounts for the year ended 
March 31st came before the Croydon B.C, on Monday evening. 
The report of Messrs. Cash, Stone & Co., professional auditors, 


showed that the balance of the net revenue account for the year 


(after payment of interest, income-tax, sinking-fund contribution 
and instalment of loan) was £2,830, which had been added to the 
renewals fund. This account, the auditors added, had been 
charged with £1,202 for overhead work renewals on the Purley- 
Norbury line, This made the net addition for the year £1,627, 
which, added to the balance on March 31st, 1907, left £15,418 in 
the renewals fund. All ordinary repairs and renewals have been 
borne by revenue, but the above sum, which is all that is available 
out of the year’s profits, is apparently not an adequate propor- 
tionate contribution for future anticipated renewals of the track 
and rolling stock.” The manager (Mr. T. B. Goodyer) reported 
that with a total revenue of £27,595 derived from working the 
Thornton Heath route, there was a loss of £92,150 108. On his 
advice, the Oommitteé recommended that the working of the White- 
horse Road section (opened in November, 1906) should be discon- 
tinued “ {ог the present.” The reduced net balance in comparison 
with the previous one was returned as being due to (1) decrease in 
traffic receipte, £1,785; (2) loes on Thornton Heath route, 
£2,150 108.; (3) increase in energy charges (due to meters being 
found faulty), £2,850; (4) increase in permanent-way charges, 
£2,460 ; and (5) increase in capital charges (about) £2,000. The 
reduced traffic receipts were ascribed to unfavourable weather. 
The manager pointed out aleo that if the average fare charged had 
been equivalent to the average paid on 57 other municipal systems, 
the traffic receipts would have benefited by £12,886. The Croydon 
average fare per mile is 52d., and only, in five instances is it 
cheaper, viz , Hull, 36d.; Sheffield, 40d.; Leicester, 47d.; Liver- 
pool, 45d.; and Glasgow, 44d. Alderman Trumble moved the 
report, admitting that it was disappointing, and not as satis- 
factory in any way as we could wish,” but he contended that there 
were several hopeful features, and urged that the provision for 
depreciation had been adequate. The report and accounts came in 


for severe criticism in the debate, and an amendment to. refer’ 


back the proposal to cease running on the Whitehorse Road route 
was lost by 24 votes to 23. An attempt was then made, by another 
amendment, to get the Council to withhold this suspension till 
October let, for the sake of the summer traffic. This proposal was 
rejected by 25 votes to 22. In the end the report and accounts 
were adopted. 


Dumbarton.—The line from Dalmuir to Balloch was 
opened last week. 


India.—The tramway system of the Delhi Electric 
Tramways and Lighting Co., Ltd., was formally opened on the 
morning of June 3rd by the Deputy Commissioner, Mr. R. Hum- 
phreys, who drove the first car, under the guidance of Mr. J.G 
Griffin, the general manager. A large company subsequently sat 
down to а “ sumptuous breakfast” in the car-shed. Mr. Griffin, in 
responding to a toast, said that there was still much to be done in 
the way of finishing touches. They had laid 10 miles of track 
and planted 700 poles. He made the following reference to the 
failure of the contractors:—The most unfortunate failure of Mesars. 
Bruce Peebles & Co. has been a serious matter for the Tramways 
Co., who had to become their own contractors at a moment's notice 
and complete a large portion of the work, The directors are aware 
that the failure of Bruce Peebles & Co. has been a very serious 
matter to several contractors and merchants in Delhi, and they 
sincerely sympathise with these creditors and greatly regret that 
such large sums were owing by Messre. Bruce Peebles. Whilst we 
have bad to take up a position which we know is objected to by 
these contractors (lawyers smile), the directors wish it to be known 
that apart from the terms of the contract, which entitle the com- 
pany to take possession of everything, they had, at the time of the 
contractors’ failure, paid Messrs Bruce Peebles more than the full 
value of all materials supplied. Further, we do not think that the 
action we have taken can in any way influence the just settlement 
of the creditors’ claim by Messrs. Bruce Peebles & Co.’s liquidator. 

In the evening the cars were running free of charge to the public. 
There are 24 cars, aud the routes run to practically all the principal 
parte of the city, as well as to the outskirts of Subzee, Mandi and 
Sudder Baz ir. 


London.— L. C. C.— At the meeting on Tuesday the Coun- 
cil proceeded to consider an estimate of expenditure of 1,290,000 
on capital eccount during 1908-9 for the purchase of tramway 
undertakings, reconstruction for electric traction and the con- 
struction of authorised new tramways and incidental works. The 
Finance Committee recommended that the estimate should be 
approved; to this an amendment was moved by Nir John Benn 
to add the words, “and that in view of the profitable results 
referred to in the memorandum of the chairman of the Highways 
Committee, and the pressing demand for more electric tramways in 
London, it be referred to the Committee to bring up a supple- 
mental stimate providing for a capital expenditure equal to the 
average of the past two years.” The amendment was seconded, 
and a lengthy discussion ensued, in the course of which it was 
stated that the Council’s officials now estimated the cost of 
renewals at 4d. per car- mile, instead of 1d. per mile as formerly. 

The Council postponed for a week the consideration of a report 
by the Highways Committee asking for approval of an estimate of 
expenditure of £32,110 for the reconstruction on the conduit 
system of the existing horse tramways from East Hill, Wands- 
worth, va St. John's Hill to Falcon Road, and the extinction of 
the liability of the Council to maintain portions of the carriage- 
ways in Wandsworth Road beyond the tramway tracks and 
ordinary 18-in. margins. 

The Aldgate to Bow Bridge line equipped on the G. B.“ surs 
face-contact system commenced running on June 25th. 
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Manchester.—The Royal Assent having been given to the 
provisional order obtained by the Corporation for ite intended 
new tramway in Princes Road, Moor Side, the work will be 
without delay. It will connect with the new shed, which is to be 
built at the end of this road, for the accommodation of 250 cars. 


Newport (Mon.).—The Corporation tramway accounts for 


last year show a gross profit of £11,558, and after paying off £6,067 
principal and interest, and £2,858 to the sinking fund, there was a 
net profit on the tramways account of £2,632, Last year the net 
profit amounted to £2,243, and in 1906 to £1,772. The balance- 
sheet of the electric lighting account showed a net loss of £1,044, 
against a net gain of £97 in the previous year. It was pointed out 
that there were excellent prospects of making a profit on the 
electricity account this year, as the coal contracts entered into 


were considerably below those of last year. 

New York.—On Saturday last 30 passengers were injured 
in a collision that occurred on the Third Avenue Elevated Railroad. 
A seven-coacb train, carrying 1,000 passengers, overtook another 


and ran into it. : 


TELEGRAPH and TELEPHONE NOTES. 


France.—The Paris correspondent of the Daily Mail 
reports that Postmaster-General Simyan has decided to try the 
Lorimer automatic telephone system at Lyons, with 200 sub- 


scribers. 
Persia.—During the tronbles in Persia, the staff of the 
Indo-European Telegraph Oo. at Teheran were in a position of 


considerable danger, the station being under fire during the fight- 
ing; bullets flew around and over the station, and wounded one 


of the native staff in the compound. 
Radio-Telegraphic Convention.—On Wednesday last 


the provisions of the Convention came into force. The Postmaster- 
General has given notice in the London Gazette that the Regula- 
tions made in pursuance of the Wireless Telegraphy Act, 1904, as 
tothe working of apparatus for wireless telegraphy installed on 
foreign ships whilst in our territorial waters, can now be obtained 
from the usual official agents ; and notices will shortly be issued as 
to the stations on our coasts which are available for communica- 
tion with ships at sea, as well as the lists of ships and shore 
stations generally, and of the rates charged. Communication will 
be possible by means of the land telegraphs, from telegraph offices 


in the United Kingdom, by way of foreign wireless stations to 


ships in their vicinity, and vice versá, without regard to the system 
of wireless telegraphy employed. 
Telegraph Rates.—The French Postal Committee has 


adopted the proposal for the reduction of the postal rate for letters 
between France and England from 24d. to 1d. and the telegraph 


rate from 2d. to 1d. per word. 
Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 

Curacao-Coro 
Curacao-La Gua | ооой oe ГЕ) ео Јап. 12, 1906 ee ee 
Curacao-Ma bo 
Tarifa-Tangier .. es T e A .. dan. 18, 1904 .. 5° 
Port Arthur-Chifu (Closed) .. Es "T .. Mar. 9, 1904 .. ee 

Palmas—Arrecife. .. ХУ СК А .. May 18, 1908 .. 
Cayenne-Salinas .. — .. .. May 9, 1908 .. и 
Pera-Dardanelles .. May 20, 1908 .. t 
Bierra Leone. Accra .. May 28. 1908 .. gs 

. June 8, 1908. 


Cadiz-Tangier ..  .. 


Wireless Telegraphy.—Arrangements have been com- 
pleted for wireless telegraphy at the station at Choshi in Shimosa 
Province, near Cape Inuboe, the most easterly point in Japan, and 
messages can be dispatched to vessels within 120 miles of the 
station. The charges are treble the ordinary Jand rates, or double 
if the telegram does not pass over the land wires. It is intended 
to establish public wireless stations later at Shiwomisaki in Kishu, 
Osezaki on the Goto Islands and on Tsunojima in Choshu. The 
‘tteamers on which the apparatus has been installed are those of the 
Nippon Yusen Kaisha and Toyo Kisen Kaisha, which sail to 
America.—Board of Trade Journal. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—Merzourxe.—Jaly 20th. Arc lamp globes 
for the City Council. See “ Ofticial Notices " to-day. 


Belgiam.—The municipal authorities of Amay and 

Pita te (Liége province) lately invited tenders for the concession 

or the public and private electric lighting of these two little 
ot a single offer was, however, received. 


August 11th.—The municipal authorities of Louvain are inviting 
tenders for the concession for the supply of electrical energy for 
public and private lighting and power purposes in the town. Full 
particulars can be obtained from Le Directeur de l'Usine de Paz, 
while tenders are to be sent to Le Collége des Bourgmestre et 


Echevins de la Ville de Louvain. 


Bethlehem (0.R.C.).—July 15th. The liquidator of 
Harris, Lee & Oo., Ltd., is inviting tenders for the purchase as a 
going concern of the concession for the supply of electricity in 
Bethlehem, O. R. C., with engines, buildings, poles, wires, tools, &c. 
See '' Official Notices” to-day. | 


Burnley.—The Tramway Committee is in the market 
for five new cars, the tops of which will be covered the full length 
of the roof and partially enclosed in the centre. 


Corsica.—The municipal authorities of Bastia are open 
to receive proposals for the lighting of the town either by gas or 
electricity. 

Dublin.—July 13th. Sub-station switchboards, trans- 
саар accessories, for the Corporation. Bee Official Notices“ 

une : 


July 13th.— Boiler plant for the Pigeon House generating station 
for the Corporation. See Official Notices” June 26th. 


Felixstowe.—July 15th. Overhead lines and services 
for the U. D. CO. See Official Notices to-day. 


Germany, — The municipal authorities of Arnsberg, 
Westpbalia, are about to invite tenders for the establishment of a 
central electric lighting station in the town, at an estimated cost 


of £25,000. 


Gillingham.—Jaly 17th. E. L. installation for schools 
for the Education Committee. See Official Notices" to-day. 


Hungary.—July 15th. The municipal authorities of 
Vajdahunyad are inviting tenders for the establishment of a central 


electric lighting station in the town. 
Tenders are shortly to be invited by the municipal authorities of 


Zeombolya for the establishment of a central electric lighting 
station in the town. f | 


Italy.—July 15th. The Italian State Railway authorities 
in Rome are inviting tenders for the supply of 1,100,000 metres of 
telegraph cable for use in tunnels. 


" Lancaster.—July 4th. Two complete installations of 
100-x w. continuous-current dynamos, gas engines and producers, for 
the County Asylum, Lancaster. | 


London.—L.C.C.—July 7th. High-tension main switch- 
gear and low-tension auxiliary ewitchgear, for the East Greenwich 
generating station of the L.C.C. See Official Notices June 19th. 


July 21st.—Six electrically-propelled stores transport vehicles 
for the L. C. C. Tramways Department. See Official Notices 
to-day. 

IsLiNGTON.—Jnly 16th. Cooling tower for the Lighting Com- 
mittee. See ''Official Notices” June 26th. 

Sr. PaRcBAS.—July 13th. Low- tension switchboard additions 
at King's Road generating station, for the B.C. See Official 
Notices " June 26th. 


Ormskirk.—July 8th. ` Electric wiring of new imbecile 
avilion and hospital extension, and E.L. fittings, for the B.G. 
he Master, Union Workhouse, Ormskirk. 


Russia.—September 14th. The Town Clerk of Odessa 
(Upiawa) will receive tenders for я concession to erect and work a 
power and lighting supply. A central station of a minimum of 


6,000 H. r. is to be erected and equipped. ; 


OLOSED. | 


Australasia.—According to the British Australasian, 
the tender of Messrs. Siemens Bros., of London, for the manufacture 
and laying of two new cables between Victoria and Tasmania has 
been accepted by the Federal Government, the price being £47,955. 
The Postmaster-General has accepted the tender of the Western 
Electric Co., Sydney, for the supply and delivery of 20 miles 
of telephone cable at £490 per mile (a total of £9,800), and 150,000 


paper sleeves. 
Belgium.—Five concerns, including one British—Mesers. 


T. Bolton & Son, London—submitted tenders for the supply of 
45 kilometres of trolley wire for the Société Nationale des Chemins 
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de Fer Vicinaux, of Brussels. The lowest offer was that of the ALDERSHOT.—Roman Catholic Church in Station Road; additions to “ St. 


Compagnie Francaise des Métaux, of Paris. 

Fifteen firms, including one British—Callender's Cable and 
Construction Co., London—submitted tenders to the municipal 
authorities of Antwerp for the supply of 1,600 metres of electric 
cables, the lowest being that of the Land und See Kabelwerke 
Gesellschaft, of Nippes, Cologne. 


Bolton. — The Electricity Committee on June 25th 
accepted tbe tender of the British Insulated and Helsby Cables, 
Ltd., for 12 months’ supply of wire for the fittings department, and 
e the British Westinghouse Co. for the supply of & combination 

ster. 


Croydon.— The tender of Messrs. Babcock & Wilcox, 
Ltd., was accepted by the B.C. on Monday for the supply of 
materials for alteration to feed-water mains (£143). 


Dartford,—The U.D.C. has accepted the following 
tenders for annual supplies to the electricity department :— 


Johnson & Phillips, Ltd.—House-service cable, jointing material and 
accessories, £159. 

Beadle Bros., Ltd.—2,500 to 8,000 tons South Hetton rough small coal, 
148, 6d. per ton. 

E. J. & W. Goldsmith, Ltd.—2,000 to 2,500 tons of coke breeze, 8s. 64, 
per ton. 


Halifax, — The Electricity Committee has accepted 
tenders for cable work as follows :— | 
British Insulated and Helsby Cables, Ltd., Prescot.—Lead-covered cables: 
Pellon Lane lighting feeder, £461; Gibbet Street distributor, £321; 
Skircoat Green Road distributor, 4129. 
Callender's Cable and Construction Co., Ltd.—Bitumen cable: Hanson 
Lane distributor, £123. 
The following tenders for conduits have been accepted : — 


Messrs. Oates & Green, Ltd., Halifax.—940 yards of six-way 23 in. earthen- 
ware conduits, £258 10s.; and 1,880 yards of three-way 24 in. earthen- 
ware conduits, £255. 


High Wycombe.—The Borough Education Committee 
has accepted the tender of the Electric Lighting Co. for installing 
the electric light at Spring Gardens Schools, at £79 19s., with 
tantalum lamps, 99 lights and 51 switches: The lewest tender for 
gas was £95 10s. 


London.—The tender of the E.M.F. Manufacturing Co. 


for the supply of tantalum lamps and fittings to the Metropolitan 


Asylums Board for the year ending June 26tb, 1909, has been 
accepted. 

L.C.C.—The Highways Committee of the L.C.C. proposes to 
extend a contract with E. C. & J. Keay, Ltd., for additional steel- 
work required for the second portion of the Greenwich station. 


Plymouth.—The Corporation Electrical Committee has 
accepted the tender of Messrs. Cory Bros., Cardiff, for 7,500 tons 
of coal at 13s. 13d. The price for the last contract, 1,000 tons, was 
148. 14d. 


Rawtepstall.—The T.C. has placed an order with 


Messrs. E. Bennis & Co., Ltd., for six stokers and self-cleaning 
compressed-air furnaces for Lancashire boilers, in connection with 
its electricity undertaking. 


Wimbledon. — The E.L. Committee has decided to 
accept the following tenders :— 


Charrington, Sells, Dale & Co.—Supply of coal for electricity works for year 
ending June 30th, 1909 : “ Mapperley small nuts," 15s. 9d. per ton. 
Edward J. Shaw & Co.—Arc lamp globes for year ending March 31st, 1909. 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where s0 many correspondents are envaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 


ABERBARGOFD.—Cottace Hospital for the Powell Duffryn Steam Coal Co., 
Lid. G. Kenshole, architect, Bargoed. 
ABERCYNON (Portypripp).— Mixed School at Carnetown, for the Mountain 
Ash Education Committee. W. H. Williams, architect, Town 
Hall, Mountain Ash. 
ABERDARE A UU m to Vicarage. J. W, Rodger, architect, 14, High Street, 
urditf. 
ABERDEEN.—Reconstruction of walls of Trinity Congregational Church, 
Shiprow (£500). The Minister, Trinity Congregational Church, 
Aberdeen. 
Alterations and additions to the Royal Asylum (including electric 
lighting installation). Kelly & Nicol, architects, 367, Union 
Strect, Aberdeen. 
Fish-curing premises in Poynernook Road, for Allan & Dey. 
Proposed dock extension scheme (£220,000). Mr, Nicol, Harbour 
engineer, Aberdeen. | 
ABERDEENBHIRE.—Additions to Rora Public Schoo! and Kinmundy School. 
Arthur Clyne, architect, 1234, Union Street, Aberdeen. 
ABERTILLERY.—New Presbytery for Rev. Father O'Donoghue. G. Telford 
Evang, architect, 8, Queen Street, Cardiff. 
ABOY NE.—Alterations on Boghead farm on Aboyne Castle Estate. Davidson 
and Garden, 12, Dee Street, Aberdeen, 


A rebuilding of the Hippodrome (recently destroyed 
y tire). 


Kilda,“ for Mrs. Bailey. 

r of Public School. Clerk of School Board, Alyth, Perth - 
shire. . | 

ARBROATH.—Extension of Lawton Mill Mansion House. John Addison, 
contractor, Arbroath. 

ASCOT.—Vicarage in South Ascot (22,000). Rev. B. B. Murray, vicer of South 
Ascot parish, Silcote House, South Ascot. 

ASTON.—Music Hall and Theatre of Varieties in Potter's Lane, for Aston 
Hippodrome, Ltd. (new concern). 

BANGOR.—Conversion of Tabernacle Church into Public Hall. W. С. 
Williams, architect, Bangor. 

Hostel in connection with the Bangor Normal College (£25,000), 

H. T. Hare, architect, 13, Hart Street, Bloomsbury Square, W.C. 

ВАВЫВБКҮ = COPS reconstruction of Beckett Hospital and Dispensary. 
R. F. Pawsev, 8, Regent Street, Barnsley. 


BECKENHAM.—Extension of Manual Training Centre, Alexandra Schools, 
for the U.D.C. J. A. Angell, surveyor to the U.D.C. 


BEDDINGTON (near Croynon).—Houses, Smitham Downs Road, for Н. А. 
Бате. Sandy Lane, for A. Martin; Peak's Hill Estate, for 
A. G. Wright. 
BEDFORD.—Four houses in Tennyson Road, Jacob & Burton ; house in Castle 
Road East, 8. Constant; two villas in Kingsley Road, W. 
Braybrook; eight houses in Winifred Road, R. Jeakings ; sho 
in 8t. Peter's Street, Ceylon and Indian Tea Co,; shops in Hi 
Street, Geo. Haynes, The Embankment. 
BELFAST.—Warehouse in Chichester Street, W. J. Gillibrand, architect, 9, 
Howard Street, Belfast. 
BEXLEY.—E.L. installations at houses in Hansol Road. 
BIGGLESWADE.—Wesleyan Church at Upper Caldecote. Thos. Cookrill, 
architect, Biggleswade. 
BIRKENHEAD.—Extensive additions to the Workhouse (£6,344). С. W. 
Davenport & Sons, builders, Stockton Heath, Warrington. 
BIRMINGHAM.—Tramway depót in Miller Street. Ingall & Son, architects, 
3, Temple Row West, Birmingham. 
BOLTON.—Houses, Brandwood Street, for W. and J. Leigh ; alterations to 
premises, Deanagate and Crown Street, for R. Whitehead and 
Sons, Ltd.; additions to works, Nelson Square, for R. Hough. 
BOOTLE.—Re-erection of business premises after fire for E.G. Toll, draper, 
Linacre Street. 
BOURNE.—New Congregational Church. 
BOURNEMOUTH, -—Repairs, &c., at the Springbourne Infants’ School. 
Girls’ School at Boscombe (£2,956). (John G. Norman, builder, 
63, Victoria Road, 8windon (Wilts). 
BOYLE (Со. RoscoxMoN).—New Post Office. H. Williams, secretary, Office of 
Public Works, Dublin. 
BRADFORD.—Alterations to Drighlington Central Provided School, near Brad- 
ford, for the West Riding C.C. W. Wood, Divisional Clerk, 
Station Road, Batley. 
Nurses' home and isolation block, municipal fever hospital. Town 
Clerk, Bradíord. 
Two semi-detached houses at Frizinghall. E. Marten, architect, 
225, Swan Arcade, Bradford. 
BRISTOL.—Premises at Southmead for the Schoo] of Industry for the Blind. 
Edward Gabriel, architect, 42, Old Broad Street, London, E.C. 


New schools at Ashley Hil) (£11,982). G. Humphreys & Son, builders, 


У oodboro’ Street, Stapleton Road, Bristol. 
Bakery at Whitehall, St. George, for the Bristol Co-operative Society, 
Ltd. (£40,000). 
Extensive additions to the Royal Infirmary. W. E. Budgett, secre’ 
tary and house governor. 
BROADSTAIRS.—House, South Cliff Parade, for Mrs. B. Humble-Crofts. 


BROMLEY.—Development of portion of Sir S. Scott's estate for building 

: purposes; Messrs. Walford, solicitors, 27, Bolton Street, Picca- 
dilly, W. Business premises, High Street; T. N. Marks, 
builder, Cranleigh, College Slip, Bromley. Houses, Alexandra 
Crescent, for C. Banks. Works at seven schools for the Bromley 
Education Committee. 

BURSLEM.—Business premises, corner of Brickhouse Street and Queen 
Street, for W. H. Bailey & Sons, boot dealers. E. T. Watkin, 
architect, 7, Rushton Terrace, Rushton Road, Cobridge, 
Burslem, 

CANTERBURY.—Cottage, Ada Road, Wincheap, for Mrs. A. Wiffen, Newhouse 
Road, Thannington. Daniel Tottman, 13, St. Jacob's Place, 
Wincheap. 

Additions to Sturry Court for Lord Milner. W.J. Adcock, builder, 
27, Castle Street, Canterbury. 

CASTLEFORD (Yorks.).—Houses, Burnley Avenue, for Councillor Waite ; 
Lower Oxford Street, for Mr. Jones; Nicholson Street, for W. 
Thompson. 

CHELMSFORD.—Extensive alterations at the Lamb Hotel, and conversion of 
Victoria Rooms in Theatre, G. B. Bhenton, manager of the new 
theatre. 

CHESTER.— Extensive alterations and additions to premises of Messrs. 
Densons, Northgate Row, including electric lift. 
CHESTERFIELD (GLapwELr).—Stationmaster’s house. A. L. Charles, secre- 

tary, Midland Railway, Derby. 

CHIPPING CAMPDEN (Gros.).—Alterations and additions to the Grammar 
School. R. G. Phillips, architect, Midland Bank Chambers, 
Gloucester, 

CHORLEY.— Houses, Poplar Street, (от W. & H. Martindale; Gillibrand Walks, 
for Miss Clayton; Critchley Street, for R. Baxendale & Sons, 
builders, Lyons Lane; Mission room, Red Bank, for Rev. G. 
Northridge. 

COPTHORNE (Sussrx).—Men's Institute on the Bank. Rev. W. R. Scott, 
Vicar of Copthorne. 

COW E3.—Houses, Mill Hill Road, for G. Gates. 


CRES8WELL.—Infante' schoolroom and caretaker's house (£600). Rev. Е. В. 
Dutton, minister of the Creswell United Methodist Church. 


CROMPTON.—Premises, Newtown, for the Pleasant Sunday Afternoon 
Society: Mission-room, Grains Bar, for Rev. S. T. Williamson; 
sbop and bakery, Milnrow Road, for Crompton Co-operative 
Society. 

CUDWORTH (Yonxs).—Houses and shop, Syndale Road, for H. J. Dwight; 
houses, Churchfield Estate, for G. H. Gray; Pontefract Road, 
fer Miss Celia Wray. 

CARNARVON.—Renovation of Methodist Chapel. Evans & Jones, architects, 
5, Station Road, Port Talbot. 

DARLINGTON.—School at Harrogate Hill (490 scholars). G. Winter, borough 
survcyor, Town Hall, Darlington. 

DARTFORD.—Houses (24), Carleton Road, for the Devonshire Building and 
Investment Co.; houses (14), at Fulwich Farm. T. Wooller, 
architect, Priory Villa, West Hill, Dartford. 


SUE ME Rev. F. V. Baker, Vicar-designate, Christ Church, Dart- 


ford. 
DEWSBURY.—Houses, Leeds Road. Kirk & Bons, architects, Dewsbury. | 


DORSET .—Repairs at 13 schools for the County Council Education Committee. 
B. R. Swift, Becretary, County Education Office, Dorchester, 


—— — = — 
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HEYWOOD.—Bank premises for the Union Bank of Manchester. 
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LOFTUS (Yonxs.).—House and shop, Carlin How, fok Oates & Co. | 


DUBLIN.—National Schools in Lower Rutland Street, Mumby & O'Rourke, 
architects, 15, College Green, Dublin. 

DUMFRIES.—Alterations to the day school in connection with 8t. John's 
Episcopal Church.. 

DUNBEA™H.—New United Free Church, Mr. McDonald, architect, Thurso. 

DUNDEE.—Alteration of property for Chris. Malloy at 161, Brook Street. 
Addition to works for Ogilvy & Smith, Erskine Btreet. Alter. 
ation of property for A. Matthew, Yeaman's Alley. Workshop 
for Urquhart, Lindsay & Co., Ltd., in Larch Street. Works at 
harbour for H. Knuck & Co., Dens Road. Villa in Adelaide 
Terrace for J. P. Ross, wine and spirit merchant. Alteration 
on property for Dundee, Perth and London Shipping Co. in 
Shore Terr&ce. Laboratory for University College, Dundee; 
secretary, College Council. Store for Wm. A. Martin in Park 
11 Store for Urquhart, Lindsay & Co., Lid. in Bellfield 

reet. 
DURHAM.—Garage at Nevill's Cross for Thos. Phillipson. | 
EAST сура нош Oakfield Road, for Mr. Brading, builder, East 
owes. 

EABT POLLOKSHAWS (N.B.).—Halls in connection with St. Margaret's 
Episcopal Church (£1,500). 

EASTWOOD (Norrs.).—Proposed new school and cookery and laundry centre 
for the С.С. (4 10, 000). | 

FALKIRK.—Premises for Salvation Army. The secretary, 
Salvation Army. 

коп, of grinding shop and new warehouse for tbe Callendar 

ron Co. 

FELIX8TO WE.—Three private houses; Е. Knight, builder, Felixstowe. Two 
private houses; W. F. Cross, builder, Felixstowe. 


FELTHAM.—Enlargement of infants’ school. H. G. Crothall, education 
architect, Middlesex County Council, Guildhall, Westminster, 


Falkirk Corps, 


8.W. 
FENNY BTRATFORD.—Houses, Victoria Road, for E. J. Gayton; Oliver 

Road, for H. 8. Pettit; Windsor Street, for J. Edwards. 
FERNDALE (Grax.).—Alterations and additions to Blaenllechan Radical 

Club. W. M. Lewis & Morgan, architecte, Pontypridd. 
FERNHURST (Buss Rx). New village hall (£950). Vicar of Fernhurst. 


FLEETWOOD.—Houses, Milton Street, for the British House and Land 
Assurance Co.; Galloway Road, for J. Woods; Darbishire 
Road, for P. R. Morris. Proposed secondary school, Housing 
scheme contemplated by District Council. 

FOLKESTONE.—Enlargement of Acrise and Paddlesworth Council School. 
W. H. Robinson, architect, Kent Education Committee, Caxton 
House, Westminster, London, 8.W. 

FULWOOD ек Preston).—Proposed chapel. Rev. A. Dyson, Fulwood, near 

reston. 

GARVAGH (Co. Derry).—Schools at Bolerin, for the Rev. J. M'Keefrey. 
J. V. Brennan, architect, Belfast Bank Chambers, Belfast. | 

GILLINGHAM (KzNT).—Proposed music hall, for W. J. Mackay. 

GLAMORGANSHIRE.—New schoo! st Brynamman (Banwen); alterations to 
sehools at Birchgrove (Llansamlet) and Cadle, near Swansea. 
T. M. Franklin, architect, Clerk to the C.C., Glamorgan County 
Offices, Westgate Street, Cardiff. 


GLASGOW.—Double villa in Golfhill Avenue, Giffnock, for J. Taylor, Victoria 
Street, Larkhall; 9 houses in Dane's Drive, Scotstoun, for the 


Bcotstoun Estate Building Co., Whiteinch ; villa, corner of Kil- 
marnock and Tinto Roads, for J. Train, Rutherglen; double 
villa in Tinto Road, Hillpark, for G. Eadie, 405, Matheeson 
Street, Glasgow ; villa in Calderwood Road, Newlands, for J. 
Train; villa at Netherton, Mearns, for P. Hardie, 7, Howard 
Street, Glasgow ; engine and dynamo house at Newlandefield, 
Polloksha ws, for Stevenson & M‘Kellar, Pollokshaws. 
Proposed 8t. Aloysius' Church, Rose aud Hill Streets, Garnethill. 
C.J. Menart, archítect, 241, West George Street, Glasgow. 
Interiorrenovation of St. George's Parish Church (£300). 
GOLCAR.--House, Bank Top, for Н. E, Sykes; additions to the Conservative 
Club, Know] Road. 
GOOLE.—Alterations at the Theatre Royal, for F. Greaves, Royal Hotel. 
GRIMSBY.—Wesleyan Methodist Church (£4,000). 
HALESOWEN.—Conversion of Townsend House into Conservative Club pre- 
mises. 
HALIFAX,— Fireproof warehouse and offices, for Waller Bros., Onecliffe Mills, 
Wost Vale; Chas. F. L. Horsfall & Son, architects, Lord Street 
Chambers, Halifax. Р 
New en for the King Cross Cricket and Bowling Club. J. 
T [] 
HALTON (Lexps).—Parochial Hall (£1,100). Vicar of Whitkirk. 
HARBY (Norrs.).—New schools for the C.C. (21.599). W. Crane, Ltd., builders 
80, Forest Road West, Nottingham. 


HARROGATE.— Houses, Cavendish Street, Bilton, for Carrick & Cundall; 
Albert Road, Bilton, for C. A. Nettleton, builder, Balmoral 


House, Bilton; Kent Road, for D. Simpson; Knox Farm, off 
Skipton Road, for W. Sheepshanks. 
HARTSHEAD (Yonxs.).—Wesleyan Methodist Sunday Schools (£800). 
HASLINGTON (CHESHIRE).—New Wesleyan Chapel. J. Martin, architect. 
HAYES (MIppLEsEx).—T wo shops, Clayton Road, Hayes Development Co., 
Hayes; four houses, for Great Western Railway Co. | 
HESWALL (CuEsHing).—New Presbyterian Church (£4,000). Mr. Tapscott, 
Chairman, Building Committee. 
8. Barker, 


builder, Pilsworth Road, Heywood. 
HODDESDON. New church at Rye Park (£7,000). Dudley Newman, archi. 
tect, Westminster, London; J. A. Hunt, builder, Hoddesdon. 
HORN CASTLE (Lincs.).—Grammar school. Scorer & Gamble, architects, 
Bank Street Chambers, Lincoln. 


HULL.—Alterations to premises, Prospect Street, for H. Goltman. B. В. 
Jacobs, architect, Lincoln's Inn Buildings, Bowlalley Lane, 


ILF Hull. 
ORD.—Two houses for A. C. Corbett; E. T. Dunn, architect, 7, Roding 
Street, Ilford. Extensions to Convent School, Moreland Road; 
Бсо!ев & Raymond, architects. Two houses, 83 and 85, The 
IRL | Drive; W. Р, Griggs & Co., Ltd. 
AMS.O -TH'-HEIGHT (near MaNcHESTER).— Block of houses off Claremont 
ILKES Road. J. Ward, builder, Irlams-o'-th'-Height. 
KING' TON.—Proposed extension of the Parish Church (£4,500). 
AG'S NORTON.— Congregational Chapel in Watford Road (£2,500. Ewan 
LAGGAN Harpen & Brother, architects, Birmingham., i 
N (Кїмогзвтк),—Мезу Manse for United Free Church at Laggan. A. 
LANCA Cattanach, architect, Kingussie. 
STER.—Four dwelling houses in Ulster Road; Hodgson & Bowker, 
builders. Four dwelling houses in High Caton Road; W. 
Taylor, builder. Three dwelling houses in Wingate Saul Road ; 
LEAGRA J. N. Grubb, builder. 
МЕ (BeDs.).— Houses, New Road, for John Hill; Icknield Road, for 
LEEDS. Al T. Jefford; Marsh Road, for Day & Fensome. 
Is terations to Gildersome Street Lane Provided Schools, near Leeds, 
н the West Riding С.С. ; W. Wood, Divisional Clerk, Station 
355 Batley. New Sunday Schools for St. James's parish ; 
LETCHWO : D. Kitson, architect, Greek Street Chambers, Leeds. 
LINCOLN RTH.~Proposed free chureh · (5, ũ ii 
нери пов at the Shakespeare Inn, High Strect,.A, and B. 
Ц . 


LISBELLAW (Co. FERMANAGH).—Presbyterian Church. W. Scott, architect, 


Victoria Terrace, Enniskillen. 
LITTLEBOROUGH (Lancs.).—Extension to the Reform Club premises. 
1 J. Horsfall, architect, 4, Chapel Walks, Manchester. 

-— Proposed new parochial hall for St. Mary’s parish, Wavertree. 
(22,000). Rev. Н. E. Whateley, reotor. s : 
LLANDINAM (MONTGOMERYSHIRE).—New vicarage. Rev. Jas. Jones, vicar. 


LONDON (Lewisnam, 8.E.).—Two houses in Heathiet Road. A. Durbin, 
builder, Grove Park, S.E. 

(LEwisHAM, S.E.).—Bix houses, Culverley Road. T. A. Bou bton 
builder, 87, Calverley Road, S. E. 4 à ' 

(Lewisham, .8.Е.).--Теп houses, Chaleroft Raad. W. J, 
Baidamore & Bons, builders, 18, Manor Lane, B. E. 

(LrwissAM, S. E.). Twelve houses, Muirkirk Road, and twenty-two 
houses, Ardoch Road. Norfolk & Prior, architects, Catford, 

(BALHAM, 8.W.).—Additions to Clapham College. Holliday and 
Greenwood, Ltd., builders, Loughborough Park, 8.W. 

(Тоотімв, 8.W.)—Three shops and houges, Style & Winch, 
brewers, Electric Avenue, Bri ton, S. W. 

(CLAPHAM, S. W.). —Additions to publio library. J. Garrett & Son 
builders, 88, Balham Hill, S W. 2 i 

(PUTNEY, S.W.).—Houses, record office and pavilion, Priory Lane, 

К J. С. Radford, architect, 228, Upper Richmond Road, Patney. 

(KiNGsLanp Roap, N. E.). Factory. W. Н. Cone, builder 

- 80, Alkham Road, Dalston. но 

(CHELSEA, S. W.).—Alteretions to Fire Station. W. E. Riley, supt. 
architect, L. C. C., Spring Gardens, B. W. 

(BTREATHAM, 8.E.).—Twenty houses, Wavertree Road. Chappell 
and Utting, builders, 24, Wavertree Road, Streatham. 

(FULHAM, 8.W.).—Vicarage, Margravure Road. Sir Aston Webb 
and E. Ingress Bell, architects, 19, Queen Anne's Gate, S. W. 

(Hackney, N. E.).—Faotory, &., Foulden Road. C. Gordon Smith, 
archfteot, 56, Cannon Street, Е.С, 

(W.C.).—Developmert of site, Gate Street. Barlow & Roberts, 
builders, 15, Red Cross Street, В.Е. 

(OLD Forp, E.).—Building, Armagh Road. W. A. Finch, architect, 
76, Finsbury Pavement, Ю.С, 

(BLACKHEATH, 8.E.).—Proposed new School. Managers of 86. 
John's С.Е, School, Russell Place, Blackheath. 

(SovrHwark, S. E.). — Additions to School. Managers, Christ 
Church C. E. School, Bear Lane, Southwark. 

(Нкмром, N. W.).—Eight houses in Middleton Road. Е, Streather, 
builder, Sanderstead Station, Croydon. 

(HENDON, N.W.).—Two houses in Woodstock Road. J. Gibb, 
jun., builder, Golder's Green Road, N.W. р 
(Оррев HolLouax, N.).—Additions to St. John's Road Workhouse. 

Greenaway & Newberry, architects, 21, Queen Anne's Gate, 

(WALTHAMSTOW, E.).—Alterations to 65 to 75, Carlton Road. C. W. 

odgston, architect, 259, High Street, Walthamstow. 

(WaLTrHAMsTOw, E.).—Seven houses, Pentire Road. E. Brodey, 
architect, 259, High Street, Walthamstow. 

(LEwisHAM, 8.E.).—Extensive alterations at premises of A. Far- 
brother, draper, 92, High Street. 

(GoupER’s GREEN Roan, N.W.).—Eight houses. R. Vernon Hart, 
builder, Burgess Park, N.W. 

(HaxrsTRAD, N.W.).—New Roads, Garden Suburb; and thirteen 
houses, Hampstead Way. Unwin, Parker & Unwin, architects, 
Wildes Farm, North End, N.W. 

(Нкхрок, N.W.).—Sixteen houses. Improved Industrial Dwellings 
Co., 83, Finsbury Square, Е.С, 

(HENDON, N. W.).— Twenty houses in North End Road and Park 
Drive. W.J. King, builder, 7, Heath Street, N.W. 

(HAursTEAD, N.W.).—Two houses, Temple Fortune Hill. Hamp- 
stead Tenants, Ltd. ` 

(HAMPSTEAD, N.W.).—Three housek. 
ment Co., 1, Hill Road, Sutton. 

(PoPLAn, E.).—Additions to St. Matthias’ Schools. 
Thorne, builders, 266, Manchester Road, E. 

(PorLAR, E.).—Steam motor garage and additions at Sun Flour 
Mills, St. Leonard’s Street. John Hall & Bon. 


(HAMPSTEAD, N. W.) .- Re- erection of Old Black Lion beerhouse. 
E. Faux, care of Courage & Co., brewers, Horseleydown 


Lane, S. E. 

(BERMONDSEY, S. E.).— Shop in Upper Grange Road. T. Sloman, 
builder, Cowan Street, S.. 

(Bow, E.). — Building. Smeed Road. Н. C. Smart, architect, Oak. 
leigh, Teesdale Road, Leytonstone. 

(KENSINGTON, W.) .— Development of new streets. W. G. Hunt, 
architect, 17, Vicarage Gate, Kensington, W. 

(STEPNEY, E.). — Building, Christian Street. M. W. King & Son, 
surveyors, 6, Holborn Viaduct, E. C. 

(WHITECHAPEL Roap, E.).—Additions to shop, No. 75. W. G. 
Brown, builder, 190, Mile End Road, E. 

(Carronp, 8.E.).—Shop, Rushey Green. Norfolk & Prior, architects, 
Catford, 

(МітснАМ Roan, 8.W.).—Buildings between Glasford Street and 
Otterburn Street. Robertson & Barry, builders, 1, Renmuir 


Street, Tooting. : 
(Бостн TOTTENHAM, N.).—Additions to St. Ignatius College, High 
oad. 


Carshalton District Develop- 
Fred. and T, 


(ТотткмпАм, N.).—Additions, &c., to St. Mary's Priory, St. Anne's 
Road. 

(ToTTENHAM, N.).—Twelve houses. Keston Hoad, T. Rowley, 
builder, 462, West Green Road, Tottenham, N. 

(TOTTENHAM, N.).—Sixteen houses, Gorleston Road. W. G. Rowley, 
builder, 278, Philip Lane, Tottenham, N. 

(OXFORD STREET, W.).—Re-erection of Princess's Theatre (£55,000). 
Joseph Lyons, Cadby Hall, Kensington, W., Chairman of Board 

. of Directors. | 

(IsurncTon, N.).—Rebuilding premises (partially destroyed by fire) 
for W. V. Aldridge, wholesale oilmen, Islington Green, N. 

(ANERLEY, S. E.). -Additions to North Surrey District School. 
Cecil A. Sharp, architect, ll, Old Queen Street, Queen Anne's 
Gate, S. W. : G 5 , F 

(East Hau, E.).—Twenty-one houses in Montpelier Gardens. д 
Hamlett, builder, *‘ Cotswold Works.“ Barking Road, E. 

(DuLtwicn, В E.).—Two hundred houses in Woodwarde Road. 

. G. Ring. secretary and general manager, Dulwich College 


Estates, Dulwich, 8.E. 
(Futuam Roan, S.W.).—Development of street. Elms & Jupp, 
architects, 25, Sackville Street, W. 
9. w. 


(TorrgNnax, N.).—Forty-seven houses, Rosebery Avenue. 

Rowley, builder, 278, Philip Lane, Tottenham. 
(ToTTENHAM, N.),—Block of flats, High Копа, G. W. B. Bolton, 
architect, 11 and 12, Finsbury Square, E. C. ; 
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LONDON (нгы, E.). Roman Catholic. Schools (£8,000) for the Sisters 

of Meroy. | 
(Нкнрок, N.W.).—Nine shops in North End Road. A. W. Cleaver, 

architect, 54-5, London Wall, E.C. 

LUMPHANAN (ABERDEENSHIRE).—Additions to RunnyUrae House. Cochrane 
and Macpherson, advocates, 152, Union Street, Aberdeen. 

LUTON.— Extension to fan and motor house at the works of the Davis Gas 
Stove Co. Houses, Newcombe Road, for G. Angell; Hartley 
Road, for C. W. Jakins; Frederic Street, for F. Whitby ; 
Clipston Road, for E. Hillyard ; Kenilworth Road, for T. Day ; 
Smart Street, G. Kingham. builder, 106. Old Bedford Road, 
Luton; Conway Roed, for A. Carter; Ridgway Road, A. Cole, 
builder, 188, High Town Road, Luton; busiuess premises, Chapel 
Strect, for C. W. Deacon. 


LYDNEY (GLos.).—Vílla residence, Aylburton, for Mrs. Hopkins. 


MAIDSTONE.--Houses, Pine Grove, for R. Highham ; additiona to premises 
in King Street, for Herbert Monckton, solicitor. 
MANCHESTER.—~Mission Church in connection with the Bradford Memorial 

school (22, 200). 
(CHEETHAM).—Extension to the Victoria Memorial Jewish Hospital 
(£3,000). Dr. Adler, Chief Rabbi. 
(NewTon HaATH).—New Sunday schools. Smith & Matley, architects» 
ШО, Manchester; Young, Tinker & Young, builders, Miles 
atting. 

MANBFIELD.—Bueiness premises, Albert Street, for J. Н. Blake, J.P.. iron- 
monger; houses, Bould Street, for T. H. Ladyman; Albion 
Street, for John Lucas; Murray Street, for C. G. Bradder ; 
Goldsmith Street, for A. J. Copestake ; Carter Lane, for Bomer- 
cotes Permanent Land Society : Victoria Street, for Geo. Boot; 
Moor Street, fer R. Pilbeam; York Street, for the Co-operative 
Soci ty; Nottingham Road, for J. A. Robinson; Victoria 
Street, (or Miss R. Brailsford ; Quarry Lane, for H. Hallam. 

New Church (St. Lawrence) (23,085). L. H. Westwick, architects, 
T. & R. Moore, builders, Mansfield. ' 


MARKET RASEN.—Liberal Club premises. С. R. Herring, Market Rasen. 


MARSDEN (Yorxs.).—Conservative club premises (£2,000). J. A. Brooke» 
President of the Colne Valley Conservative Association. 

MENAI BRIDGE.—Additions and alterations toschools. Jos. Owen, architect, 
Menai Bridge. 

MELESHAM (Witts.).—Baptist Sunday schools (£1,150). W. W. 8nailum: 
architect, Trowbridge ; Bigwood & Co., builders, Melksham. 

MPDBOBE-- Prospective rebuilding of the Parish Church (recently destroyed 

y fire). 
MIDDLESBROUGH.- Post office at South Bank. Kitching & Lee, architects, 
| 91, Albert Road, Middlesbrough. 

MILNSBRIDGE (near HcDDERSFIELD).—Extension of Burdett Mills for Armitage 
Bros., worsted manufacturers. Abbey & Hanson, Cloth Hall 
Street, Huddersfield. 

MITCHAM.—Parocbial hall (£8,200). Rev. E. J. Baker, Vicar of 8t. Barnabas, 

À Mitcham. М 

MONEYMORE (LowpoNDERRY).—Protestant Hall in соны: E. Higginson, 
Gortagilly, Moneymore. Residence for the Rev. E. M- Aleavy: 
J. V. Brennan, architect, Belfast Bank Chambers, Belfast. 

MORCHARD BISHOP (Drvon).—Shop and dwelling-house for G. Burrow: 
С. Е. Ware & Son, architects, 18, Bedford Circus, Exeter. 

NEWQUAY (ConNwarL).—House at Headland for Leslie Williams. G. Miners 
and Son, builders, Marazion. 

NEWRY.—Premisesin Hil! Street, for R. Foster, Ltd. S. W. Reside, architect, 
Margaret &juare, Newry. 

NORFOLK.— Alterations and extensions at schools for the Norfolk Education 
Committee. Secretary, Education Offices, Shirehall, Norwich. 

NORTH BIERLEY (Yonxs.).—Extensions to the workhouse for the Board of 
Guardians. W. Mortimer, chairman of the North Bierley 
Guardians. 

NOTTINGHAM.—Institute in connection with Emmanuel Church (now 
building). 

OSSETT.—Sub-station, house, and offices for the Yorkshire Electric Power Co. 
J. W. Burrows, architect, Birstall. 

OULTON BROAD (ScvrroLk).—Conversion of school into a special subjects 
centre. E. Watkins, secretary, East Suffolk County 
Education Committee, County Ha!!, Ipswich. 

PENZANCE.—'Tonic nerve ford factory for a German firm. Negotiations 
carried out by W. J. Hosken, Fulsack, Hayle. 

PERTH.--Three double villus, at Muirton Place: Beat Bres., bnilders, Perth : 
dwelling-houses at Shore Road, Friarton ; Thomas Leith, builder, 
Perth. 

PORTH (RuoxppDA).—Welsh Calvinistic Methodist Schoolrooms. 

PORTHCAWL (Graw.).- New womens’ block for 26 patients, and new men’s 
"block for 29 patients for The Rest. Porthcawl. E.R. Bruce 
Vaughan, 21, Dumfries Place, Cardiff (architect). 

PUDSEY. Cloth premises, &c., at South Park Mills. 8. Spencer, architect 
Old Bank Chambers, Great Horton, Bradford. 

RATTRAY.—Proposed United Free Church. Minister, U,F. Church, 
Rattray. 

RHOSNEIGR (Ax. I ESE Y). New Council School. J. Owen, architect, Ux- 
bridge Square, Menai Bridge. 

ROCHDALE.—Central Church Hall in Water Street (£90,000). 

ROUNDHEY (Lxxp8).—Conversion of the C. I. Chapel into a central hall. 

BT. ANNES.--Structural alterations at railway station, for the L. & Y. Railway, 
Hunte Bank, Manchester. 

ST. ALBANB.—Alterations snd additions, including motor garage, lounge, &c., 
at Red Lion Hotel, for Stanley Alcock. 

ST. HELENS.—New schools, Cleveland Street, for Rev. J. J. Barry. 


SHEFFIELD.—Extensions to the Town Hall under consideration. 
(WoonsEAT&).—Catholic Church at Meadow Head (£3,000). 

SHIPLEY (Yonss.).— Ten houses at Docktield, for the U.D.C.; surveyor to the 
1 D.C., Manor House, Shipley. E.L. installation at Sir Titus 
Salt s Charity Hospital; W. Fry, secretary. 

e e Brougham Street, for the West Riding Education Com. 
mittee. 

SOUTHAUL.—Girls' and infants’ school (800 places), H. G. Crothall, Educa- 
tien Architect, Middlesex County Council, Guildhall, West- 
minster, B. W. И 

SOUTH END.ON-51I:A.— Alterations and additions to Brewery Road Schools for 
the Т.С. E. J. Elford, borough engineer. 

STICKEORD (IId CS.). Elementary school and master's house. Scorer and 
Gamble, architects, Bauk Street Chambers, Lincoln. 

STOCKEFORT (HraroN Nontis).—New echools for St. Mary's parish (£2,000). 
О C. Hill, architect, 9, Albert Square, Manchester; J. Briggs, 
builder, Stocknort, 

STOKE.ON.TREN'T.—PMectrical ventilation of the Board Room. A. R. P. 
Piercy, architect tothe Building and Estates Committee. 

BTOKESLEY (Yorks.).—Improvement and enlargement of Broughton School. 
Bottomley, Son & Wellburn, 28, Albert Road, Middlesbrough. 

STOPSLEY (Bevs.).—Houses, Ramriige Road, for G. Smith. 

STRATHMIGLO (Firr).—Additions to Gatcside School. W. Birrell, archi- 
tect, Kirkcaldy. 

TAIN.—New buildings at public асосі. The clerk, School Board, Tain. 


TAUNTON.—New vestry at St. Mary's Church (£500); electric light already 
in main building. F. H. Price, architect, Taunton. 
TODMOBDEN RUM place of worship, Nazebottom. Thos. Pickles, builder, 
gley. 
D eae ee in Titchfield Road for Wm. Brown, Welbeck Crescent, 
UPPINGHAM.—Alterations at Uppingham School Swimming Baths. Е. Н. 
Bancroft, civil engineer, 88, Mosley Street, Manchestor. 
WAKEFIELD.—Smallpox hospital in Carrgate. Wakefield and District Small. 
pox Committee. 
Sarnen City scheme promoted by the New Scarborough Adult 
00 е 
WALLINGTON (Surgrey).—Houses, Park Ні] Road, for F. Hill; Heathdene 
Road, for W. H. Wilson; Wolseley Road, for R. Joyce; Mint 
Road, for W. Baldwin; church and presbytery, Stafford Road, 
for Canon Bt. John. 
WATFORD.— Vagrant wards at workhouse. J. L. Tyler, builder, 189, Vicarage 
Road, Watford. in | i 
WHITSAND BAY (near MILLBROOK, PLvYMouTH).— Whitsand Bay Hotel and 
| bungalow on same site for Lady Beatrice Pole-Carew. J. 
oe jun., architect, Treval 
mouth. 


WICK.—New school and school extensions (£14,997) Clerk to the School 
Board, Wick. 


tate Office, Torpoint, Ply- 
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PLAN oF BEESTON WoBES (see next page). 


WIGAN,—Houses, Platt Lane, for Wm. Knowles; Neville Street, for J. Hodg- 
kinson; High Strect, for Mrs. M. Saxon; Ridyard Street, for 
Mrs. М. A. Swift: offices, for the Worsley Menes Ironwerks Со. : 
alterations to Crawford House and Crawford Buildings, for 
Pendlebury & Co., Ltd., drapers; alterations to Queen Anne 
Buildings, Wallgate, for the Union Bank of Manchester; 


ё entrance lodge, for the Far) of Crawford. 
WIGTON.-- New Police Station and Court House for Cumberland С.С. Geo. 


Dale Oliver, county architect, Carlisle. 

WORCESTER.— Extension to Severn Street. St. Alban's Home. 

WORTHING.- Convalescent Home in connection with the Royal Surrey 
County Hospital, Guildford : £10,000). í ; 

WREXHAM.—Detached house, corner of Spring and Cunliffe Streets. J. E. 
Tate, architect, 9, High Street, Wrexham. 

YARDLEY.—Extension of the Isolation Hospital at Llydon End, for the 
U. D.C. (£1,000). 

YNYSDDU (Mow.).—28 houses for the Brynseawen Building Club. W. A. 
Griffiths, architect, Pontllanfraith, Newport, Mon. 

YNYSHIR (Кномррал VALLEY), —Welsh Calvanistic Methodist Chapel, 

YORKSHIRE (West Ripinc).—Alterations, additions, improvements, &c., at 
nine schools for the West Riding Education Committee. J. 
Vickers-lidwaida, county architect, County Hall, Wakefield. 


Appointments Vacant.—The Pacific Cable Board is 
open to receive applications for $he post of general manager of the 
Board; applications have to be lodged by July 20th. Shift 
engineer for Burton-upon-Trent (£2); foreman wireman to 


give instruction in eleotrlo wiring at th unic 
Institute. Е e Borough Poly tec 
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= THE BEESTON WORKS OF THE 
4 BRITISH L.M. ERICSSON MANUFACTURING CO, Ltd. 


On the accompanying plan (p. 18) the general lay-out of the 


A вновт time ago we visited the works of the British L. M. 
The old factory building covers an area of 


Ericsson Manufacturing Co., Ltd., at Beeston, Notts., and works is shown. 


ал obtained information about the developments which have ^ 63,000 8. ft., and the cabinet factory 70,000 sq. ft., whilst 
a taken place in these works of late. the power station bas an area of 7,000 sq. ft., making a 
zs Originally a fac- total covered space 
be tory was started | MEM | mn | E | | of 140,000 8q. ft. 

There is plenty of 


there for making 
telephone material scope for extensions, 
by the National as thecompany isthe 
Telephone Co., Ltd., owner of nearly 20 
in 1901, and this was acres of freehold 
taken over by the land round the fac- 
British L. M. Erics- | tory buildings. The 
son Manufacturing dion | | Beeston Station of 
Co., Ltd., who are Ввр'в-Ёүк View or WORKS. the Midland Rail- 
the sole representa- way is within a few 
tires in this country of Messrs. L. M. Ericsson & Co., of Stock- minutes“ walk from the works, and quite a number of 
holm, the well-known telephone manufacturers, in 1903. workmen's cottages are springing up round the place to 
provide accommodation for ihe employés, between 500 and 


Shortly before the transfer, most of the old factory was des- 
| troyed by fire, and in the rebuilding it was greatly altered and 600 persons being at present employed at the works. 


Power STATION: DE LAVAL ToRBO-DYNAMOS. 


The buildings have naturally been luid out on the most 
modern lines, and are all of the one-floor pattern, with 


the old plant being transferred to it, and a good deal of new electric drive everywhere. The power station is of excep- 

machinery installed. In 1906 and 1907 a large new build- tional interest, the whole of the generating plant consisting 

ing was erected, chiefly devoted to cabinet work. of Messrs. Greenwood & Batley's de Laval turbo-generators, 
F 


buen by its present owners, In 1904 the factory premises 
ede again extended, and a new power station was built, 
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The owners are well satisfied with this type of generator, quarter load 28:7 lb., and at half-load 25°5 lb. of steam, 
which they find steady-ranning and economical, not only at under the same conditions as before. There is still room in the 


fall load but also on a light load. There were originally power station for two more large sets and two more boilers. 
three 50-H. P. turbines, 


each driving two dy- 3 
namos, giving jointly 

33 Kw. at 110 volts. 

Formerly the arma- 

tures were coupled in 

parallel, the works 

being fed at 110 volts, | 
but for the extensions 

a pressure of 220 volts f 
was adopted, and the 

armatures were coupled | 
in series. The three- 

wire system is em- | 
ployed in the old“ 

factory, to supply the 

original motors at 110 

voits, but all new 

motors are made for 

220 volts. The gene- 

rators above men- | | S PE ee — 

tioned, which are . | r^ FC — MA r 

driven at 1,500 R.P.M. | | | f yg ` | ГЕР Кж... 

through the usual 10 — 2 g : V VAS TVA | 

to 1 reduction gearing, oy ee . | à 

serve a8 balancers as узше: - "- i" — 0 = E 3 

well as generators, Nc S we И 

and are capable of ie EQ 

taking a load 50 

per cent. out of 


balance. 
‘larger set was 
e | Ded of ASSEMBLING BuoP (Marn FACTORY). 


295 H.P., giving | =. | | 

154 kw. at 220 volts; the turbine in this case runs at A jet condenser 1з installed, with Edwards air pumps 

10,000 R.P.M., and the twin generators at 1,000 m.P.M. driven by a motor; the condensing water is derived from au 

The steam consumption has been ascertained to be as fol- 18. in. bore-hole carried down into the gravel strata. | 

lows :—With saturated steam, at 160 Ib. per sq. in., and The main switchboard is of the three-wire type, and, with | 
the rest of the plant 
in the power station, 

was supplied by Messrs. 
Greenwood & Batley. 

There are separate 

bus-bars for lighting 

and power, and the 

mains to the two fac- 

tories are provided 

with separate meters. 

The boiler house 
contains three boilers, 
one of which is fitted 
with a Henderson 
stoker burning shav- 
ings, &c., drawn direct 
from the cabinet fac- 
tory by a dust ex- 
haust plant. Each of 
the boilers, which 
are of the Lancashire 
type, measures 30 
ft. x x ft. 6 in.; 
two of them are hand 
fired. 

À Green  econo- 
miser of 308 pipes is 
provided in the boiler 
house, and arrange- 
ments have been 
made to facilitate the 
adoption of super- 
heating at a future 


| | date. Weir feed pumps 
with a vacuum of 27:5 in. of mercury: at full load 24 Ib. per are used, drawing from an underground tank of 120,000 


Kw,-bour, and at half-load 27°5 lb. gallons capacity, which is fed by rain-water collected from 

Lastly, last autumn a 385-H.P. set was installed, of the the roofs of the buildings, the water from the bore-hole 
latest type, with nozzles all round the rotor; this set gives being very hard. The tank can also be fed from the town 
265 K., and consumes at full load 21:75 lb., at three- mains. The chimney is of brick, 120 ft. high. 
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MEgTAL MACHINE SHOP. 
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Adjoining the power station is a pump room, where a 
Mather & Platt steam pump capable of delivering 1,000 
gallons per minute is installed. "This pump draws either 
from the tank or the bore-hole, and feeds the Grinnell 
sprinklera—of which a complete system is installed throngh- 
out new portions of 
the works—and the 


fire hydrants. 
The mains are 


carried underground 
between the build- 
ings, to distribnting =>: 


boards, which in the Ue ; “ 
old building аге ARE H 
equipped for equal- ; 


L4 


i д 

! e 
ising the load on Nn j [) 
the two sides of 3 : 
the three-wire sys- 
tem, and are 
arranged so as to 
facilitate the ulti- 
mato change - over 
to 220 volts. 

The motors driv- 
ing the machines 
in the shops vary 
іп size from 2} to 
70 H.P. Most of 
the 220-volt 
motors are of — 
Westinghouse 
make. The wiring 
is in steel slip- joint 
tubing, and the controllers are ironclad. The motors and 
wiring were erected by the works staff. The grouping 
system is generally adopted, with the motors mounted in 
the roof. The main shafting is carried on Hyatt roller 
bearings, preliminary trials having shown the great superiority 


p= 
| 
І 
b 
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Lavatories and cloak rooms. 
Coil winding shop. 


: these over the ordinary swivel bearings. The advantage of 
B Ing able to test the power absorbed by the shafting from 
Ime to time, and thus to detect any irregularity, is fully 
appreciated. 

All the shops are of the saw-tooth type, with northerly 


Sad 
| 
| 


= ab 


А а * 


Тоог, Боом. 


lighting: the roof is of timber, carried on cast-iron 
columns. Central corridor& are provided through all the 
shops, and easy-running trucks are used for the transport of 
materials. The whole of the buildings are heated on the 


Sturtevant hot-air system, making the workshops very 
comfortable in win- 


ter, while insummer 
cool air is circulated 
through them. The 
provision made for 
the personal com- 
fort of the employés 
js especially worthy 
of notice, as British 
factories are not 
always satisfactory 
in this respect. 
Ample cloak-room 
and lavatory ac- 
commodation is pro- 
vided, and the em- 
ployés pass through 
the former on their 
entrance into. the 
building, leaving 
their outer gar- 
ments there. We 
give a view of the 
lavatories, showing 
how, by means of 
white enamelled 
brick walls and 
modern fittings, 
wash-basins, &c., cleanliness and order are secured. Adjoin- 
ing the lavatories there is an ambulance room, fully equipped 
for “ first aid " in case of accidents. 

The old factory building is chiefly devoted to the manu- 
facture and assembling of metal and vulcanite parts, and 


Cabinet shop. 
Part of metal Machine shop. 


VIEWS IN THE BEESTON WOBKS. 


the new factory building to cabinet-making and the final 
assembling of instruments, switchboards, &c. 

The metal machine shop, which is shown in two of our 
views, contains approximately 60 sutomatic screw machines 
of various sizes, many of them fitted with slotting, drilling 
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and other attach- 
ments. They are 
almost exclusively 
of the most ap- 
proved American 
patterns. In ad- 
dition to these 
there is а fair 
number of turret 
lathes of various 
sizes, drilling ma- 
chines for all pur- 
poses, milling and 
riveting machines. 
&c. A portion of 
the machine shop is 
occupied by a fine 
assortment of 
presses of various 
sizes. The whole 
of the machinery is 
of the very latest 
types, and is 
specially adapted 


for making cheaply 
and accurately any 
small turned or 
stamped parts that 
may be required for 
practically any pur- 
pose. In the press work 
some remarkable re- 
sults ure obtained, more 
евр ecially in the way of 
deep drawing work. 
Attached to this 
shop there is a big 
and very well arranged 
fire-proof tool store 
containing an exten- 
sive assortment of 
high-class tools for all 
purposes. ‘These tools 
ure mostly made on 
the premises, and for 
this purpose a large 
tool shop is used, 
liberally equipped with 
the best Brown and 


Sharpe milling and 


"p 
Е" а / i 


PoLIsHING SHOP. 


ASSEMBLING AND FINISHING DEPARTMENT. 


grinding ma- 

chinery, &c. 

In а central 
position in the 
building there is a 
large store for raw 
material and parts 
of apparatus, which 
are received there 
from the various 
shops and kept 
handy for re- 
issuing to the as- 
sembling shops. 

At one end of 
the building there 
is good accommoda- 
tion for the pack- 
ing rooms, and also 
an extensive fire- 
proof warehouse for 
ready material. 

Close tothe stores 
there is a plating 

and polishing depart- 
ment fully equipped 
for silvering, nickel- 
plating and bronzing. 
The low-voltage cur- 
rent used for these 
purposes is supplied 
by а special motor- 
generator. 

Adjoining this is 
the large coil-winding 
department, where 
girls are mainly em- 
ployed. Several pat- 
terns of automatic 
winding machines are 
used here, ensuring a 
large output. In this 
shop lacquering work 
is also carried out, but 
there is a complete, 
well-equipped japan- 
ning department in 
another portion of the 
building. Electrical 
heating is used in the 
winding shops for 
several purposes, such 
as soldering, melting 
paraffin, &c. 
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In this building there is also a large assembling shop for 
metal and vulcanite parts, and here a great number of bells, 
switches, relays, indicators, spring-jacks, and all kinds of 
accessories can be seen in process of assembling. 

A special shop is provided for heavy iron work with all 
the necessary machinery for making switchboard frames, 
&c., and furnaces for hardening magnets, gas furnaces, a 
smith’s forge, special arrangements for hardening high-speed 
steel for cutters, &c. 

There is also a special test room, comprising physical and 
chemical laboratories, and a research department, which is 
equipped with artificial cables, Cohen’s barretter and other 
special apparatus for testing the efficiency of transmission, &c. 
All new types of instruments or parts are systematically 
tested in this department. 

For the convenience of the employés there is a well- 
equipped mess-room, with accommodation for 275 men and 
60 women, in which the employés not only have their meals 
cooked, but sre also supplied with certain articles of food at 
cost price. The room is kept very clean and tidy, and 
it is to be noted that it is managed by a woman, which, 
perhaps, haseomething to do with its cleanliness. 

Shop orders are made out for every part that is manufac- 
tured, and а highly organised system of cost keeping is in 
vogue. Limit gauges are largely used, and a high degree of 
accuracy is obtained in .order to secure perfect inter- 
changeability. All the work is carefully examined, both 
while in progress and when assembled, before it is sent out 
from the works. 

The new factory building is chiefly devoted to cabinet 
work, but one shop is set aside for the wiring and assembling 
of telephone instruments, switchboards, &c. This building 
is divided into four large shops, entirely isolated from each 
other by fire-proof walls, carried through the roof, and iron 
doors. They are also protected by Grinnell sprinklers fed 
primarily from a tank at the top of the tower, holding 
15,000 gallons, and secondly from a steam fire pump. 
Sturtevant heating apparatus for hot air is also installed in 
the sprinkler tower. | 

To ensure cleanliness and good work, all the machines 
are fitted with Sturtevant's dust exhaust, and the shavings 
are carried, by means of two large fans driven by а 50-Bl. P. 
motor, through a big trunk right across the open yard to the 
power station, where they are automatically fed into the 
boilers, 

Ontside this building there is a well-built timber shed, 
where all the wood is kept for a fair time for air-drying. 
From there it is taken into four large drying stoves, fitted 
with Sturtevant hot-air apparatus, where it is finally dried. 
To ensure that the wood is absolutely dry and reliable before 
lt 18 worked up, the timber when taken from the drying 
stoves is kept in an extensive and very well-arranged dry 
timber store for some time for after-drying, and this 
apparently gives very good results. 

In the large saw-mill a great variety of special machinery 
is found, of the most up-to-date kind, such as saws for 
various purposes, automatic joining machines, tenoning 
machines, triple dram sanders, spindles, drills, lathes, lock- 
corner machines, &c. Special methods are used to ensure 
the highest quality of cabinet work and absolute inter- 
changeability, which is of great importance when making 
repetition work in large quantities. 

The next shop is devoted to bench workers, and is also 
very efficiently equipped for its purpose. From there the work 
goes to the polishing department, where nearly all tbe 
polishing is done by machinery, a very carefully thought-out 
system of varnishing and drying rooms being attached to 
this shop. The results obtained by the use of the polishing 
machines are very good, giving a dull polish far superior in 
artistic effect to the ordinary so-called French polishing. 

The last shop in thie building is devoted to the final 
assembling and wiring of all kinds of telephone instruments, 
wall switches, switchboards, &c. 

During our visit to the works we noticed a great variety 
of all kinds of telephone material, both for magneto and 
common-battery work, in progress, most of it being to 
the order of the General Post Office and the National Tele- 
phone Co., Ltd. The works appear to be exceptionally well 
equipped throughout with the most modern machinery and 
spplinnoes for producing any kind of high class cabinet and 


metal work. In several of the shops mercury vapour lamps 


of the Westinghouse pattern are successfully employed, 


the light giving very good satisfaction, although it is under- 
stood that the vacuum tubes are not yet all that could be 


desired in the way of uniformity. 
We are indebted to Мг. P. Hammarskjöld, the managing 


director, and to Mr. J. W. Ullett, works manager, for the 
facilities and assistance they have kindly afforded us in the 


preparation of this article. 


NOTES. 


Gas v. Electricity —Homerton New INFIRMARY.— 
In our Lighting Notes" some time ago we referred to the decision 
of the City of London Board of Guardians in favour of electricity. 
The following fuller particulars will be of interest. The Amal- 
g^mstion (Bow and Homerton) Committee, which recommended 
electricity in preference to gas, reported that an estimate and 
other details bad been presented by Mr. A. E. Pridmore, the 
architect, who had obtained figures from Mr. L. L. Robinson, 
electrical engineer to the borough of Hackney, as regards electric 
lighting, and from the Gas Light and Coke Co. relative to gas 
lighting. The estimated cost of the electricity scheme was stated 


to be about £1,000, which included everything ready for use, while 


the Gas Light and Coke Co. offered to equip tbe Institution with 
incandescent gas for £289 7s. 9d., that was, charging for the fittings 
only. Under the electricity scheme there would be about 662 
points and a total candle-power of about 13,000, made up by 
about 350 30-0. p. Osram lampe, 74 16 с.р. carbon filament lamps, 
and 160 8-c.P. carbon filament lamps; there were also included 100 
wall plugs to take hand lamps for the use of the doctor in examin- 
ing patients if required. The candle-power provided for in the 
gas scheme was about 30,000 (the number of points being about 
500), made up by about 367 "C" Bray burners of 60 · 0. p. 
each, and 45 2-light “ Humphrey lamps of 180-0. P. each. It was 
mentioned that under the electric scheme there were a number of 
small С.Р. lamps which would be in the stores, &c., where but little 
light was required. According to the Hackney electrical engineer, 
the annual cost of electricity would be amply covered by £150, and he 
based his figures on actual experience of similar institutions in the 
district. The Gas Light and Coke Co. gave an annual cost of 
£283 168. 8d., basing the figures on the assumption that the average 
lighting hours would be three per day, approximately 1,000 hours 
per annum, with an hourly consumption of 2,000 cub. ft., the total 
being 2,000,000 cb. ft. per annum, which, at 2s. 10d. per 1,000, 
would cost the amount mentioned. In regard to the annual cost of 
maintenance, Mr. Robinson said that an allowance of 4d. per unit 
was usually sufficient, but owing to the large number of Osram 
lamps the cost might be more. At id. per unit the cost worked 
out at £40, or at fd. per unit the cost worked out at £60 per year. 
The Gas Light and Coke Co. would maintain at a cost of 
£82 15s. Od. per annum. Tbe comparative costs of electricity and 
gas were set out as follows: — Initial cost per candle-power: 
electricity, 1s. 64d.; gas, 21d.; annval cost of illumination : 
electricity, 2}d., gas, 22d; annual cost of maintenance: electricity, 
ld.; gas, jd. The to'al ccst of electricity was given as £210 (the 
annual cost of maintenance being reckoned at £60), as compared 
with the annual cost of gas amounting to £366 118. 8d. It was 
pointed ont that the total candle-power given for the gas echeme 
was more than double that of the electricity scheme, but that the 
latter bad a greater variation in the illuminating power of the 
lamps, and that one 8-c.P.lamp would be used in a position only 
requiring a small light, whereas in the same position a 
gas lamp would be using а 60 c.. illuminant. The Osram 
electric lamp gave a candle-power of 30 as against the 
Bray gas lamp giving 60 c.P. The schemes only referred to 
the new buildings and the altered part of the old buildings, not 
taking into account those parte of the institution not being altered, 
which are at present lighted by gas. Electric lifts were to be 
provided in any case, necessitating the bringing-in of an electric 
cable, which the Hackney Council would not do free of cbarge for 
this item alone. There was also the fact, it was observed, that it 
might be considered advisable to have electric power for the 
laundry machinery, although tbis did not directly concern the 
question of lighting the buildings. The Amalgamation Committee 
recommended that electricity be adopted, and that the architect 


proceed to obtain tenders. 


Electrical Progress in Cermany.— Reportipg to the 
Board of Trade on the trade of the Consular District of Berlin, 
Mr. Consul General Schwaliach states that the year 1907 witnessed 
a considerable growth in the business of the electro-techpical 
industry, and the financial results of the electric companies 
proved very satisfactory also. The continued rise in the scale of 
wages and the price of raw and auxiliary materials was indeed 
unpleasantly noticeable, but cautious purchasing prevented the 
increase in price from being too keenly felt, and also weakened the 
effect of the sudden fall in the price of copper. The companies 
gought to check the growing demands of the workmen by replac- 
ing manual labour as far as possible by automatic machines. This 
endeavour accounted for the remarkable circumstance that the 
General Electric Co. in Berlin, Germany's greatest electric con- 
cem, in spite of an increased business reduced the number 
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of their employés in 1907 from 33,906 to 30,667. The scarcity 
in the money market did not affect the electric com- 
panies to any appreciable extent. А useful lesson had 
been learned from the crisis of 1900-2, and hence the financial 
power was strengthened as far as possible, and above all, fands 
were kept available. In the construction of electric engines, 
special progress was made. It had at last been proved that the 
turbine was decidedly superior to reciprocating engines for all 
heavy work, and the great economy of expense and labour obtained 
by the work of turbines had opened up ever-increasing fields of 
operation for the German industries. Alternsting-current turbo- 
generators were mostly in demand, more especially the 1,000-xw. 
size. Turbines were almost exclusively used in power stations for 
gupplying electrical energy. There was likewise an increased 
application of electrically-driven reversiblerolling mille. Although 
these machines had only been in use for a short period, German 
works had already been able to construct 12 electric rollifig mille, 
of a maximum capacity of 12,000 to 15,000 нр. Of the 12 
above-mentioned rolling mille, three were for Austria-Hungary, 
one for England (wire works in Middlesbrough), one for Switzer- 
land and one for Belgium, the others being erected in 
Germany. In the electric railway department, the German 
electric works were very active. Iu the first place, Berlin 
and Hamburg gave them continuous occupation in the further 
extension of their elevated and underground railways. The 
Prussian State, which introduced electricity for the Hamburg 
suburban traffic, also became a customer. Bavaria, too, decided 
to N electricity as a motive power for rail-road traction 
on the Berchtesgarden-Salzburg line. Undoubtedly electric rail- 
ways would be extensively used in the near future, and a great field 
of work lay open to the electric companies. The next undertaking 
would probably be the electrification of the Berlin Metropolitan 
Railway. But it might safely be predicted that the next 
advance would be the impressing of Germany's water- 
power into the service of the electrical industry. The number of 
power stations for supplying electrical energy over great distances 
would be increased by this means. The different States were 
evidently alive to the advantage of utilising streams and waterfalls, 
and were determined to secure these for the public benefit, so as to 
prevent their monopolisation by private concerns. Considering 
the great and steadily increasing influence of the electrical industry 
on economic life in Germany, it was no wonder that there had been 
some talk of monopolising the production of electrical energy for the 
Empire; hitherto, however, no definite scheme had been formu- 
lated. In conclusion, it should be remarked that the German elec- 
trical industry had succeeded in introducing a new insulating 


material called “Tenacite,” an approved and cheap substitute for 
india-rabber. 


Electric Cabs in Berlin.—The work of the Electro- - 


mobile Cab Co., of Berlin, in 1907, extended over a period of only 
nine months owing: to a strike of drivers, and the accounts show a 
loss of £9,483, thus increasing the debit balance to £12,654, ona 
share capital of £150,000. It is stated in the directors’ report 
that the working expenses were substantially reduced during the 
year, the diminution in the case of the maintenance of tires having 
alone been 27 per cent. It is intended this year to lessen the 
number of private carriages and convert them into cabs. The 
current year will allow of the utilisation of the whole of the 
vehicles, and from the receipts hitherto obtained the directors hope 
for considerably more favourable results. 


. The Electrical Contractors’ Association (Inc.).— 
At the annual meeting of this association held recently, Mr. E. C. 
Wallis, of Leeds, was elected President for the ensuing year. The 
outgoing President, Mr. A. Rashleigh Phipps, reported that during 
the past year & considerable amount of interest had been shown 
throughout the country in the general affairs of the Association. 
Nearly 100 new firms had applied for, and been elected to, member- 
ship. New branches had been formed in Dundee, Aberdeen, 
Leicester, Birmingham, and Cheltenham. The financial position 
bad been considerably improved, aud the Law and Parliamentary 
Committee bad been successful in getting the clauses amended in 
nearly a dozen Corporation Bills. A large amount of publicity had 
been given to the doings of the Association by the trade journals. 
Negotiations had been entered into with the kindred Association for 
a more intimate connection. He hoped that the ensuing year would 
be equally fruitful of results, and stated that the Central Board 
would be shortly considering the question of registration and 
examination of workmen, and of the formation of other branches 
throughout the kingdom. 


Telephone Mouthpiece Disease.—A “scare " is again 
in circulation as to the deadly germs lurking in mouthpieces.” 
A medical man recently wiped a P.O. telephone with a “swab,” 
and inoculated two guinea-pigs with the contents of that imple- 
ment or instrument. The guinea-pigs died 23 and 27 days respec- 
tively after inoculation. We note with interest, however, that they 
were il. d - they did not die of Т.М. disease—and it was only by 
post-mortem examination that pronounced signs" of tuberculosis 
were discovered. Six instruments were tested, and only one 
of them showed any trace of disease germs. We respectfully 
suggest that as a control experiment a few guinea-pigs be 
killed before inoculating them with the T.M. virus. Ten to one 
they will show similar signe of disease. It is true that if the 
general public were in the habit of inoculating itself with or 
otherwise absorbing into its system, the scrapings from mouth- 
pieces, it would undoubtedly be in danger of infection with 
diseases many and various; a good plan in snch a case would 
be to stop the process of inoculation or absorption, which can 


with much interest. 


purchase. 


in the ordinary course to £23,000. 
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hardly serve a useful purpose anyhow. But we feel confident that 
the cushions of a single railway carriage (third-class smoker in 
particular) are infinitely more efficient in the dissemination of 
disease than all the telephones in London. 


Radiodermatitis.— In the Archives d' Electricité Médicale, 
of June 25th, Mr. A. E. Dean gives particulars of more than 20 cases 
of injury due to X-ray work in England ; seven cases have been 
severe, but only one death has occurred from this cause. It has, 
however, frequently been necessary to perform operations on 
fingere, hands and arms. One of the most unfortunate features of 
the malady is the persistent and acute pain by which it is accom- 
panied, and which depresses the general health, reducing a bigstrong 
man to a thin and feeble bundle of nerves. In this connection we 
may add that on Sunday last Dr. Hall Edwards underwent a 
further operation, this time on his right hand; we regret to learn 
from our French contemporary that the disease in his case is malig- 
nant, but we trustthat the drastic steps taken to remove it may be 
wholly succe*sful. It is hoped that he may now obtain some 


relief from the agonising pains which have tormented him for 
weeks past. 


Institution and Lecture Notes.—INstiITuTION OF 
ELECTRICAL ENGmngers.—On Tuesday last the special meeting 
called to authorise the Council to purchase the Medical Examina- 
tion Hall on the Embankment was duly held. Some 200 members 
were present, and the building was inspected before the meeting 


Col. Crompton, the President, occupied the chair, and opened the 
proceedings by calling upon the hon. treasurer, Mr. Robt. Ham- 
mond, to make a statement on the financial aspect of the proposed 

From this we gather that in addition to the purchase 
price of £50,000, it is estimated that a sum of £6,000 will be 
necessary to provide for the enlargement of the theatre, six 
months’ rent of the existing premises, removal, renovation and 
furniture. The net sum available from trustee investments is 
estimated at £19,000, which will be increased by June 186, 1909, 
The book value of the Tothill 
Street gite is £19,260 (though it is expected to realise, perhaps, 
£5,000 more) and the amount to be raised on loan is £16,000, 
making a total of £58,260. The income for 1909, including £650 
rental from part of the building aiready let, is estimated at 
£13,109; and it is anticipated that a considerable sum will be 
derived from the letting of a further portion of the upper floors. 
The annual expenditure in the new building, based upon past 
experience, is £12,953, this sum including £2,201 for ground rent, 
£1,670 for rates and taxes, and £200 for amortisation. Interest on 
the loan calls for a further sum of £640, and until the Tothill S reet 
site is sold there will be an additional liability for interest of 
£150, making a total annual outlay of £13,743. Thus a deficit of 
£634 is anticipated, but this will be converted into a surp'us by 
the letting of the spare space. 

Col. Crompton then moved the resolution authorising the pur- 
chase of the building, and the realisation of investments for the 
purpose. Mr. W. M. Mordey, president-elect, and chairman of the 
Building Committee, seconded the motion, and referred to tbe 
indebtedness of the Institution to the Institution of Civil Engi- 
neers, to which alone of the great engineering societies the I. E. E. 
was second in numbers and importance. He justified the purchase 
of the Tothill Street site, though it was found unsuitable for the 
purposes of the Institution (mainly because of ancient lights,” 
according to later statements), and remarked that the present 
scheme had not been “rushed,” but it had been necessary to act 
quickly, an option having been obtained for three weeks only, ia 
competition with an important public body. The report from the 
architect was entirely satisfactory ; the average upkeep for 20 years 
had cost only £170 a year, and £50 would put tne building in asound 
condition. The question of joining with otber societies in an engi- 
neering building had frequently been preseed upon them, but their 
repeated efforts to open negotiations had led to no definite result. 
The members would not be asked for an increased subscription. 
The spare space could probably be let for £5,000. 

Sir Joseph Swan expressed his cordial approval of the scheme, 
and said that the Council was unanimous. Mr. G. G. Ward, local 
hon. secretary, New York, and Mr. E. G. C. Barton, local hoo. 
gecretary for Queensland, also welcomed the proposal, but Major 
Cardew objected to hasty action, and pointed out that while the 
membership was over 6,000, the motion was to be passed by but 
200 members. The building, he thought, was far too big, and the 
annual outlay on it would be much greater than was estimated. 

Mr. Martin Roberts moved that. the scheme be referred back to 
the Council (t.«., rejected), as the building was, in his opinion, 
particularly unsuitable for the requirements of the Institution, 
and would prove a white elephant, while it was undesirable to 
share it with others. Mr. W. B. Esson seconded the amendment, 
suggesting a few years’ delay, as they could easily hire a theatre if 
necessary, and could get office accommodation cheaply. Mr. Leon 
Gaster referred to American experience; Mr. Sidney Sharp advo- 
cated delay, to accumulate more capital; Major Erekine criticised 
Mr. Hammond’s estimate of expenditure, forecasting much larger 
outlay, both on alterations and on annual upkeep. 

Mr. Alex. Siemens then spoke in support of the scheme, for 
which he was largely responsible, and dealt with the objections 
raised. There was no hope, he said, of obtaining a site in West- 
minster, The expenditure would be less than the income, and he 
strongly urged the members to support the Council. Mr. Mark 
Robinson also advocated the purchase, remarking that some of 
them had been waiting 16 years (since the formation of the build- 
ing fund), and were getting on in years. 


Several questions were asked, and were answered by Mr. Fiam- 
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mond, and Colonel Crompton, who explained the necessity of 
maintsining silence until they were ready to act. Exactly the 
same experience, he said, was met with when the Institution of Civil 
Engineers acquired the site of their present building. The leaders 
of Local Sections were all in favour of the acquisition of a home 
for the Institution, and the Council had taken all possible steps 
to acertain the general feeling before moving in the matter. | 
The amendment was then put to the meeting, and negatived by 
a large majority; afterwards the resolution was passed nemine 
contradicente, amid applause, and the business was concluded. 

We understand that tbe building will not be transferred to the 
Institution until June next year. 

The Annual Conversszione of the Institution was beld as usual 
at the Natural History Museum, South Kensington, on Thursday 
last week. The President, Col Crompton, and Mrs. Crompton 
received the guests, who numbered some 1,700; the string band of 
the Royal Engineers performed a programme of music in the 
Central Mall and the Alexandra Ladies’ Quartette with their 
songs delighted the visitors of the Diplodocus and Triceratops in 


the Reptilia Gallery. Amongst the guests were. Lord Collins, the 


Rt. Hon. Sir R. Vaughan Williams, Sir A. Carmichael Bruce, 
General Sir C. W. H. Douglas, Sir George S. Gibb, Sir W. J. 
Howell, Sir Joseph Swan, the Hon. Sir R. J. Parker, Col. C. T. Bing- 
ham, Col. E. T. Clifford, Col. J. C. Oughterson, Major J. Stewart, 
Capt. the Hon. F. Hemphill, Prof. H. L. Callendar, Prof. W. A. 
Tilden, the Hon. W. M. Bruce, Dr. E. Divers, Dr. H. 8. Hele- 
Shaw, Dr. Alex. Scott, Dr. G. J. Stoney, Mr. J. Ardron, Mr. W. G. 
Cavendish Bentinck, Mr. E. Cunliffe-Owen, Mr. J. Hunter Gray, 
Mr. A. J. Walker, Mr. and Mrs. I. Zangwill, and many distinguished 
members of the Institution, including the President elect, Mr. 
W. M, Mordey. The oocasion was marked by the usual success, 
and notbing occurred to mar the enjoyment of the guests. 

The LE.E. students will leave St. Pancras for Derby on Monday 
next at 10.6 a.m., not 9.30, ав previously stated. Tickets must be 
obtained from Messrs, Cook, Ludgate Circus, before Monday. 

LrvgRPOoL anp Districr. ÉLECTBICAL AssociaTion.—On 
Saturday, June 27th, a party of members and friends paid a visit 
to the Pacific Steam Navigation Co.'s ss. Orita in the Alexandra 
Dock, Bootle. The visitors were received by the officer on watch, 
when a complete survey was made of tbe steamer and its equip- 
‘ment, and a detailed inspection was made of the engine room 
plant, under the guidance of the steamer's electrician. The next 
meeting of the Association, which will be the annual general 
meeting, will be held at the Common Hall, Hackins Hey, Dale 
Street, at 8 p.m. on Tuesday, July 21st, when the re-election of the 
officers and council will take place. Re E 

Society or ExdmRRRSG.— By permission of the director, the 
members of the Society of Engineers paid a visit to the National 
Physical Laboratory, Teddington, on Saturday last. 

Instirore or Merars.—On the 10th ult. the new Institute was 
formally brought into existence, at the Institution of Mechanical 
| rs, Sir Wm. White, who opened the proceedings, was 
elected the first President, and an interim council was formed, 
with Prof. C, Н. Carpenter and Mr. ҮҮ. Н. Johnson as joint hon. 
secretaries, Steps are being taken to appoint officers and draw up 


з constitution. 


Geo. Kent. Ltd., Luton.—On Jone 30th, the new 
works of Messrs, Geo. Kent, Ltd., of High Holborn, were formally 


opened at Luton, when a large gathering of engineers were present 


at the inspection and inaugural luncheon. Messrs. Kent have been 
induced to make this move by reason of the extension of their 
business, particularly in the direction of water meters, of which 
they make several varieties, including the Venturi meter. The 
various difficulties connected with the running of an engineering 
works in London have no doubt had their share in bringing about 
the change. Во far, only the hydraulic work is being moved, and 
the tools are being transferred to Luton as quickly as the pressure 
of business will allow, but ultimately other departments will 
Probably follow, and provision has been made so that the 
shops already constructed can be carried further on the present 
lines by the simple expedient of adding to one side of the 
buildings from time to time such additional bays as may be 


All the varions workshops are on one level so as to facilitate the 
bandling of material ; the machine shop is built with a saw-tooth 
or weaving-ehed roof with north lighting, and the foundry is 
ey well lighted, both by windows of large size in the walls and 
Y roof lights. The foundry is the most advanced portion of the 
mh works, and casting was in progress during the inspection. 
| e buildings include a large machine and fitting shop, iron 
oundry, brass foundry, pattern shop, packing-case shop, testing 
room, men’s clubroom, sand store, a well arranged lavatory 
m shower baths, and various smaller buildings, rooms and offices. 

6 new works lie close alongside the Midland Railway, and at 
ед occupy а rectangle of 768 ft. x 230 ft., and the capacity is 
' water-meters per week. The driving of the works is done 
Clu current at 500 volts being supplied from the Luton 
orporation electricity works. 
5 were present at the luncheon the Mayor of Luton and 
dh Alderman Warren, and from the speech of the latter gentle- 
bu the assembled company learned much of the advantages of 
E елен for the establishment of works. What with its 
RM sanitation, its pure water and plentiful and cheap gas, its 
dis tdinarily good air and the overflowing hearts of its inhabi- 
the p came away almost persuaded that here must have been 
W arden of Eden. Something may be excused to Alderman 
uc who & to have been largely responsible for the 
ill ance into the town of these works and those who suffer from the 

“considered and peevish actions of the authorities in larger towns 


| 


than Luton will, we fear, only too readily flee to less heavily rated 
towns like Luton, where, to use Mr. Kent's words, a workshop is 
regarded as something other than merely a staircase in a field, which 
seems to be the ideal of the more grandmotherly municipalities, 
The buildings are of brick, and the whole of the steel work of 
the roofs, gantrys, stanchions, &c., was the work of Mesers. Francis 
Morton, Jun., & Co., of 110, Cannon Street. It is obvious that with 
these country towns competing for the establishment of industries 
within their borders, the burden of rates in London runs no incon- 
siderable risk of increase. Indeed, what London loses, the small 


towns are gaining. 
Tungsten Lamp Patents: Application for Amend- 
ment.—In the Illustrated Oficial Journal (Patents) for June 17th 
there appear lengthy notices of applications made by the Wolfram 
(Tungsten) Metal Filament Lamps, Ltd., for leave to amend the 


following patents:— 
No. 23,899, of 1904, granted to Alexander Just and Franz Hana- 
man for "Improvements relating to the manufacture of incan- 


descent lamps." 
No. 11,949, of 1905, for “Improvements in and relating to the 


manufacture of incandescing filaments for electric incandescent 


lamps." 
No. 20,1754, of 1905, for “Improvements relating to the manu- 

facture of incandescing bodies for electric incandescent lamps.“ 
No. 3,225, of 1906, for "Improvements in and relating to the 

manufacture of incandescing bodies for electric incandescent 


lamps.” 
No. 3,684, of 1906, for "Improvements in and relating to the 
manufacture of incandescing bodies for electric incandescent 


lamps.” | - 
No. 4,081, of 1906, for "Improvements in and relating to the 
manufacture of incandescing bodies for electric incandescent 


lamps." 

In all cases the reasons given are that part of the invention 
described in the specification is of donbtful novelty, and that accord- 
ingly the claims relating thereto are of doubtful validity. One of the 
principal amendments appearing in the list set out in the Journal 
is the striking out of the word “ molybdenum.” 


„Cheap Electric Light,”—Quite a sensation was got 
up in the daily Press last week on the strength of interviews with 
Mr. Duncan Watson, who expounded to the reporters the trans- 
former system of installing metallic-filament lamps to burn at 25 
volts. In the opinion of Mr. Watson, we are told, this new depar- 
ture will revolutionise tbe electric lighting business. But Mr. 
Watson was not allowed to have things all his own way, for on 
Friday last the Daily Mail, no doubt on information received, 
pointed out that the ingenious invention for enabling householders 
to save 70 per cent. on their electric light bills was devised by a M. 
Weissmann, who “discovered” a method of transforming the 
ordinary voltage of 110 or 220 down to 22 volts. Truly we live 
in an age of progress and invention, and wonders never cease in the 
daily Press. No less wonderful are the methods adopted for 


pushing business nowadays. 
Municipal Trading at Southport. — Municipal 
trading is strongly criticised by Mr. 8. Hardman, elective auditor, 
in his annual report on the finances of Southport. "I have not 
hesitated,” he says, to call attention to what, I believe, is an 
unsound system of taxation—cbarging monopoly prices for elec- 
tricity, water, gas and other services, and applying so-called protita 
in relief of rates.“ He goes on to urge that the price of electricity 
and gas to the consumer should be reduced to the net cost. 
Dealing with the electricity works, he says: The profits shown are 
the result of the high price charged for electricity-—viz., 44 per 
unit at a flat rate. I also found that as high a price as 2d. per unit 


is charged for power to the Southport Tramways Co. A friend of 


mine, a large consumer, mentioned to me the other day that he 
held a contract with the Manchester Corporation at five-eighths of 
а penny per unit. 

As to the Southport tramway undertaking, he reports :—Owing 
to the excessive charges and onerous agreements made with the two 
municipalities, I find the tramway company have only a net 
revenue of £720 on a capital of £86,000. Out of a gross revenue 
of £16,000, no less than £9,000 per year is paid for rent, rates, 
charges and power. We cannot expect private enterprise to em- 
bark on ventures in Southport when the resulta are so unremunera- 
tive, and when they are so heavily handicapped by municipal 


charges. 
Fire.—A fire occurred in the electrician’s room at the 

Savoy Theatre last Saturday night, but the necessary repairs were 

speedily effected, so that by Monday night the Mikado was per- 


formed as usual. 

A New High Resistance.—The construction of an 
accurate and permanent resistance of the order of 100,000 megohms 
is a matter of some difficulty. The materials hitherto in use have 
consisted of fine carbon threads on ebonite or ground glass, or a 
liquid of high resistance, such as ату! alcohol or xylene. In the 
case of carbon, practically the entire resistance is concentrated at 
one point, and is due merely to a bad contact, which is, of course, 
very uncertain, and subject to all kinds of external influences. 
Liquid resistances on the other hand have a very large temperature 
coefficient. In both classes there is necessarily present a con- 
siderable amount of dielectric material, and the absorption due to 
this is a fanction of both time and temperature. Ina recent paper 
communicated to the American Electrochemical Society, Н. L. 
Bronson shows that he has overcome the difficulty in a very ingenious 
manner. It is well known that radium, amongst its other properties, 
has the power of ionising gases and rendering them more or less 
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conductive to electricity. This property ie, in fact, used as a basis 
of evaluation of the strength of radium bromide samples. The 
principle involved is simple. The rule states that the ionisation 
ourrent through a gas subject to a constant source of ionisation is 
5 proportional to the potential difference between the 
plates when this difference is small. The author has constructed 
resistance vessels, the inside dimensions of which are 2:5 by 1˙5 em. 
The electrodes are composed of aluminium, and the active material 
consists of 0'1 milligram of radium bromide. It is generally 
possible to adjust the distance between the plates so that a linear 
relation exists for a considerable range of potential. From the resulte 
given in the paper it seems possible that standard vessels of this type 
might be constructed and preserved as permanent high-resistance 
standards. These should be found useful for insulator tests or any 
other high-resistance measurements. No special gas is required in 
the containing vessels, the results being apparently unaffected by 
the nature and constitution of the ionised particles. 


Hydro-Electric Plant for Tokio, Japan.—The first 
60,000-volt hydro-electric plant in Japan has just been put into 
service, after having passed the rigid inspection which is required 
by the Japanese Government of all electrical installations. Power 
is obtained by impounding the Ugigawa, a narrow and swift but 
deep rivér, such as is often found in the mountainous portions of 
Japan. The normal rating of the main station, which is 18,000 KW., 
is furnished by six 3,000-kw., 50-cycle, 6,600-volt water-turbine- 

driven alternators, The generator voltage is stepped up through 
three banks of three single-phase, water-cooled 2, OOO-K w. trans- 
formers, to the line pressure of 60,000 volte, at which pressure 
energy is transmitted 25 miles to the Waseda sub-station just outside 
the city of Tokio. In this main sub-station water-cooled 1,800-zw. 
transformers reduce the voltage to 11,000 volts, at which pressure 
en is transmitted underground through armoured cables 
to 11 distributing sub-stations situated in various parts of the city. 
In each of these smaller sub-stations oil-cooled transformers of 
250-Kw. rating reduce the voltage to 2,000 volts, the line pressure 
of the city circuits. The territory immediately surrounding the 
Waseda eub-station is also fed with energy at low voltage for lamps 
and motors. The transformer, regulating and control equipment, 
and the cables were furnished by the General Electric Co.— Elec- 


rical World. 
The London Electric Supply Bills.—Lord Cromer's 
Committee on Wednesday continued the consideration of clauses 


in the London (Westminster and Kensington) Electric Supply 
Companies Bill, and ordered the Bill to be reported to the House. 
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Central Station Officials.—On Thursday lust week 
Мв. ALFRED J. HAsTINGS, mains superintendent in the Yarmouth 
Corporation Electricity Department, was married to Miss Lucy S. 
Lucock. The presents included a liqueur etand from the mains and 
‘wiring department, and a silver sugar-bowl from the chief and 
assistant engineers. 

At the offices of the City of Birmingham Electric Supply Depart- 
ment on Thursday evening, June 25th, Мв. W. Y. ANDERSON, а 
member of the ataff, was presented with a marble clock, two bronzes 
and a dessert dish, towards the cost of which every member of the 
staff subscribed, in commemoration of his marriage on June 29th. 
The presentation was made by the city electrical engineer and 
manager, Mr. R. A. Chattock. 

A complimentary dinner was given at the Queen's Hotel, 
Ilfracombe, to MR. A. ALAN JENKINS, the resident engineer and 
manager of tbe local electric light and power company, who is 
shortly leaving the town. 


The Derby T.C. has appointed Мв. J. Hess, as canvassing 
enginecr. 

Mr. Omas. UnpaLL has been appointed chief engineer and 
manager to the Nairobi Electric Power Co., and will sail for East 
Africa; his month. 

Mn. J. H. THOMPSON, A.M.I.E E., of Burton-on-Trent, has been 
appointed station superintendent at the Carlisle Corporation 
electricity works. 

On the occasion of his marriage, Mn. Jamrs SLEVIN, borough 
electrical engineer at Wigan, has been presented by the electricity 
and tramway staffs with a tray and service of silver. 

MR. W. T. Maocatt, of the Woolwich Polytechnic, has been 
appointed head of the Electrical Engineering Department at the 
Halifax Municipal Technical School, at a salary of £200 per annum. 


Tramway Officials, —Mn. W. бмїтн, manager of the 
Taunton tramways under the British Electric Traction Co., has 


been appointed manager at Peterburough, and Mr. AYLIFFE, fore- 
man at Taunton, succeeds to his position. 


General.—The Susgex district staff of the National 
Telephone Co. has presented a tea and coffee service to MR. F. WI 
TAYLOR, late manager, who proceeds to Manchester. Mr. Taylor 


is succeeded at Brighton by Mn. MoonHovusg, formerly contract 
manager there. 


Dg. E. RorRRRTORBD, F. R. S., of Manchester University, has 


been appointed a corresponding member of the Physico-Medical 
Bociety of Vienna. 

Mr. Mores Brows, F. C. I. S., has resigned the secretaryship of 
the Electric and Ordnance Accessories Co., Ltd., Stellite Works, 
Aston, and bas returned to his offices in London at 1, Lancaster 
Place, Strand, W.C. 

Capt. GxonGE Бото, after many years’ service, bas just 
resigned his commission in the West Lancashire Telegraph Engi- 
neers, which until recently was known as the Mersey Division 
Electrical Engineers. 

Мв. E. OnETWyND Jones has resigned his position of assistant 
engineer, Electric Light Department, Sydney, to take up duties as 
electrical engineer to the Chillagoe Railway and Mining Co., North 
Queensland. f 

It is announced in yesterday's Times that the Postmaster-General 
has appointed Lieut. F. G. Loring, R.N., as inspector of Wireless 
Telegraphy at the G.P.O. | 

In the King’s Birthday Honours issued last week, there are no 
honours conferred upon electrical engineers. We, however, tender 


our hearty congratulations to Mr. R. W. Perks, M. P., who is made a 


Baronet ; to Mr. В. A. Hadfield, of Sheffield, who becomes a Knight; 
and to Mr. H. Babington Smith, C.B., secretary of the Post 
Office, and Mr. H. Llewellyn Smith, C.B., of the Board of Trade, 
both of whom are promoted to be K.C.B.'s. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


Electrolytic Alkali Co., Ltd. (Middlewich) (64,360).—Iemue 
on May 23rd of 2500, and on May 25th of £100 0 Pez cent. debentures, part of 
series created July 9th, 1904, to secure £50,000, charged on the companys 
undertaking and property, including uncalled capital. Trustees: Liverpool 


Mortgage Insurance td., 6, Castle Street, Liverpool. Previously issued 
of same series : £36,900. 


Buenos Ayres Electric Tramways Co. (1901), Ltd. (71,206). 
—An acknowledgement of indebtedness under s dated May th, 1908 
(supplemental to a trust deed dated March 30th, 1906, and acknowledgement of 
indebtedness dated March 7th, 1907), to secure a further £90,000 second or B 
debentures, making, with £51,600 already created, a total of £71,600, out of & 
total authorised sum of £100,000, has been registered. Property charged: Cer- 
tain tramway concessions, freehold land, rights and the company's undertaking 
and property, present and future, including uncalled capital. Trustees: W. 
Greenwell, 2, Finch Lane, E. C.; and F. C. Tearks, 145, Leadenhall Street, Е.С. 


Cowans, Ltd. (57,378).—Particulars of £3,000 debentures, 


created by resolution of May 29th, 1908, have been filed pursuant to Sec. 14 (4) 
of the Companies’ Act, 1900. Property charged, the company’s assets, present 
and future, including uncalled capital. No trustees. 


Sunderland District Electric Tramways, Ltd. (79,054).— 
A trust deed, dated May 29th, 1908, to secure £20,000 5 per cent. prior lien 
debentures, has been registered. Property charged: Benefit ot the Houghton- 
le-Bpring and District Tramway Order, 1900; tramways, fixed machinery and 
plant; two acres of freehold Jand at Newbottle, Durham; and the company s 
undertaking and other assets, including uncalled capital. Trustees: C. 8. 


Cockburn, Sutton Rock, Chesterfield; and C. Eves, Capel House, 54, New 
Broad Street, E.C. 
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Bath Electric Tramways, Ltd. (74, 278).—Tbis company в 
annual return was filed on May 22nd, when 75,000 preference, 75,006 preferred 
ordinary and 30,000 deferred ordinary had been taken up out of а nominal 
capital of £230,000 in 75,000 preference, 125,000 preferred ordinary and 30,000 
deferred ordinary shares of £l each ; £1 per share has been oalled up on 75,000 


proerred and 75,606 preferred ordinary, and £150,606 has been received ; 30, 
HOSA ordinary shares are consideredas fully paid. Mortgages and charges : 
J e 4 


Anglo-Argentine Tramways Co., Ltd. (25, 363).—4 trust 
deed, dated June 2nd, 1908, to secure £565,000 4 per cent. debenture stock, with 
power to issue further debenture stock, ranking pari passu therewith (limited to 
such а sum as will not require more than £180,000 to be provided for interest 
thereon, and an annual payment to a sinking fund sufficient for its redem tion 
upon the basis prescribed in the trust deed on January 30th, 1908), has n 
registered. Property charged: The company's undertaking and property. 
present and future, including uncalled capital, subject to prior indentures 


securing £266,600 6 per cent. debenture stock, Trustees: Law Debenture 
Corporation, Ltd., 41, Threadneedle Street, E.C. 


Bournemouth and Poole Electricity Supply Co., Ltd. 
(55,189).—Particulars of a series of debentures for securing an amount not 
exceeding balf the subscribed capital for the time being (present subscribed 
capital being £375,000), created by resolutions of March 5th, 1900, July 16th, 1903, 
and May 21st, 1908, have been filed pursuant to Seo. 14 (4) of the Companies 


Act, 1900. Property charged: The company's undertaking and property, pre- 
sent and future. No trustees. 


Roundbay and District Electric Lighting Co., Ltd. 
(66,293).—This company's annual return was filed on May 90th, when 78 
ordinary апа 225 preference shares had been taken up out of a nominal capital 
of £20,000 in 1,200 ordinary and 800 preference shares of £10 each. £10 per 
share has been called up on the ordinary and £4 рег share on the preference, 
M Me receipt of £8,090. £100 remains in arrears. Mortgages and 
charges: à 


Hayward's Heath Electric Supply Co., Ltd. (81,403).— 
This company's annual return, made upto January 14th, was filed on June 11. 


Seven shares have been taken up out of a nominal capital of £1,000in £1 shares. 
No calls have been made. Mortgages and charges: Nil. 


Gloucestershire Electric Power Syndicate, Ltd. (73, 184).— 


This company’s annual return, made up to December 91«t. 1907, was filed on 
May 16th, 1908. 


81 ordinary and 421 deferred shares have been taken u out 
of a nominal capital of £7,530 in 75 ordinary shares of £100 each an 
deferred shares of 18. cach, 43,121 4s. has he 


received. Мо g and 
charges, £850. en receive rtgate 


Madras Electric Tramways (1904), Ltd. (80, 361).— This 
nipanv's annual return was fled on April 10th, when 15,000 preferred ordinsry 
and 11,152 deferred ordinary shares had been taken up out of a nominal capital 
of £120,000 in 15,000 preferred ordinary and 15,000 deferred ordinary shares of 
#5 each. 4£b per share has been called up on 5,000 preferred ordinary shares, 
саше in БР А in dd £29,160 is considered as paid on m 
shares. ortgages and charges: 4 ‚ AC i 

Шөн д qu g 00. (Capital increased irom £100, 
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CITY NOTES. 


A FORMAL meeting of this company was 

The Johnson- held in the Cannon Street Hotel on June 
Lundell Electric 30th, at which no business was transacted, the 
Traction Co. meeting being merely convened to comply 
with the requirements of the Companies’ Act. 

Since the last meeting of the shareholders the position of the 
company does not appear to have improved. The origiaal split- 
pole Lundell dynamo seems to have been almost forgotten, and 
occupies a secondary position in the proceedings of the company, 
the system of regenerative control being now regarded as the most 
important asset. Either the electrical world is not ready for 
regenerative control, or the system has not been exploited in the 
right way, if we are to judge by results. The present proposals of 
the company are to sell the works which were put up for experi- 
mental parposes, and the remaining funds of the company are to 


serve for keeping alive the patents uatil a more favourable oppor- - 


tunity occurs. In view of the many serious accidente which have 
been recorded recently in connection with electric tramway work, 
one might have thought that the present time offered as favourable 
an opportunity of pushing the claims of regenerative control for 
tramway work as is ever likely to occur in the future. 

Another meeting will be held in a few weeks’ time to hear the 
views of the board more fully, and to receive an account of the 
terms of settlement which have been arranged with Messrs. J. Н. 
Holmes & Co., the principal promoters of this unfortunate concern. 

From the statement of accounts presented, there appears to be a 
loss on the year's working of £14,269, bringing the loss up to date 
to £55,854. The assets include an item of £13,134 for motors and 
other equipments for experimental work, &c.,” an amount which 
the auditors вау is very largely in excess of the value of the assets 


represented thereby.” 


Globe Telegraph and Trust Co., Ltd. 


Тнк Marquess оғ TwEEDDALE, K. T., presided on Tuesday over 
the ordinary general meeting held at Electra House. In moving 
the adoption of the report, he said it would be a little misleading 
to compare the actual receipts of the year with those of last year, 
because, as he explained on the last occasion, their accounta for that 
period covered 13 months, which was caused by the alteration 
which the Eastern Extension and Eastern Telegraph Co. made in 
making пр their accounts. Their receipts for the year, after 
deducting expenses, amounted to £210,295. The directors recom- 
mended the payment of a final dividend of 5s. 9d. per share on the 
ordinary shares, making, with previous distributions, a dividend on 
those shares of 53 per cent.—the largest distribution · made in any 
year on that class of shares. Those dividends would absorb the sum 
of £77,884, and that left a balance of £27,206 to be carried forward to 
the next account. Dealing with the details of the accounts, they 
would see that the companies in which they held an interest, showed 
ап improvement, whilst in one case there was a diminution. The 
Anglo-American Co.'s receipts compared, on the face of them, very 
unfavourably with the corresponding period, and that was accounted 
for by the fact that in their last accounts five quarters were 
Included. As regarded the Central and South American Telegraph 
Co., they hed received 912 bonus shares, which had increased their 
Income with that holding by over £1,000. That was very satis- 
m asthey had a considerable holdiog. The receipts of the 
оше Co. showed a small increase— £72, as against £60 
мё year, consequent upon their dividend being 6 per cent., as 
inse 9 per cent. last year. The Eastern Telegraph Co. and the 
"ida Extension Co. had paid their usual dividend. As to the 
elegraph Oonstruction and Maintenance Co , that company, he 
was glad to say, had paid an increased dividend of 17 per cent. 
it against 15 per cent., which had increased their receipts by 
£1,000. Turning to the Western Union Telegraph, he had to 
on a decrease in the dividend received from that company, 
ut that was not surprising when they remembered the recent 
sieve which America had passed. Their total investments 
of £380,000. ап increase on their original value when bought, 
К jue PENDER seconded the motion, and the report was 


New General Traction Co., Ltd. 


Tye directors’ report for the year ended March 31st, 1908, showed 
^ revenue received and accrued from the various sub-companies, 
amounting to £18,893, against £14,768 in the previous year. The 
E expenses amounted to £2,509, as against £2,483 in 1907. 
e amount paid for debenture interest was the ваше as for the 
Previous year, vis., £13,200, before deducting income-tax thereon, 
48 had formerly been done. The item of “ interest on loans, dis- 
count and commission,” figured as £3,293, against £1,836. The 
accounta for the year show a small profit of £264, thus reducing the 
has ce of loss previously shown to £26,520. The Coventry system 
chown satistacto results, enabling that company, besides 
Paying an increased vidend, to reduce ite indebtedness to this 
company by 44,000. The Norwich Tramway trafic returns аге 


disappointing. The returns from the Douglas property have again 
been satisfactory. The Philadelphia undertaking is complying 
regularly with the provisions of the agreement mentioned in last 
year's report. 

The ordinary general meeting was held on Tuesday at 
20, Bishopagate Street Within, Baron Emile B. d’Erlanger pre- 
siding. 

The CHAIRMAN, in moving the adoption of the report, said that 
the changes in the accounts were absolutely insignificant. The 
only point to which he wished to call attention was tbat there had 
been an increase of about £4,000 in their receipts from the 
securities which they had invested in subsidiary companies— 
namely, £18,802 compared with £14,768 last year. Apart from 
that they had made a profit of £913 in the way of commission on a 
new contract at Coventry. The balance-sheet showed a slight 
balance to the good as compared with last year. There had been 
£4,000 earned at Coventry, which they had not treated as a profit, 
but simply as а return of capital. The amount of secfrities which 
they held had diminished by about £5,000, the figures being 
£655,773, as compared with £648,773. That difference was to be 
attributed to the sale of bonds in the Philadelphia undertaking. 
They had held them so long becanse of the American crisis, and 
had only sold as many as were necessary to provide the funds 
that they required. Should the American market revert to ite 
former firmness, they intended to pay off the floating debt on 
the Traction Co., with such bonds as were not pledged to the 
prior lien debentures, and after that they could be sold to 
pay off as many as possible of the prior lien debentures, which 
would begin to rank for redemption in 1910. As he had said on 
many occasions, they were really a trust company in different 
undertakings—Coventry, Norwich, Douglas Southern and Phila- 
delphia. The Coventry company had given every satisfaction 
during the last two years, showing a very large increase in receipta 
and a very handsome return upon the capital invested. The 
Norwich Electric Tramway Co. had given them a good deal of 
anxiety and was very disappointing in its results. Instead of 


‘showing any improvement, the company year by year showed a 


diminution, and all they could do was to trim their sails and cut 
down expenses in every way possible. The Douglas Southern Co. 
gave a steady return, and as for the Philadelphia undertaking, in 
which they had such a large sum of money at stake, it was fulfilling 
all its obligations under the lease. As they knew, that lease pro- 
vided, first of all, for the payment of interest on the debentures and 
a small dividend on the shares, rising gradually until a maximum 


of 5 per cent. was reached in 1911. 
Mr. R. J. West seconded the motion, and the report was 


adopted. 


Elmore’s German and Austro-Hungarian Metal 
Co., Ltd. 


Mr. Јони MACFABLAN presided on June 24th at Finsbury House, 
E.C., over the meeting of this company, and, in moving the adoption 
of the report (see ELgcTRICAL Review, June 29th, page 1040), he 
said the directors met the shareholders with greater satisfaction 
than they did last year. The trade done during the year showed a 
considerable advance upon anything hitherto attained by the Metal 
Co., but the extra profit made thereby was swallowed up to a large 
extent by the unexpected increase in the general expenses, which 
prevented a substantial decrease in the total cost of production 
being made. The Metal Co. paid in interest a total of £7,400 
during the year, as against £5,787 in 1906. The directors thought 
it wise to continue depreciating at the same rate as heretofore, and 
they bad also written off M.13,800 on patent account, which brought 
the total amount written off on account of depreciation to over 
M. 82,000 for the year, so that the position of the Metal Co. was 
very stable. During the year considerable increases were made to 
plant and buildings, which they believed would be instrumental in 
reducing the cost of production; so far Беу bad been successful 
апа tbe cost of production last year showed a marked improve- 
ment over that of 1906. During the tirst quarter of this year, not- 
withstanding the falling off in trade generally, the sales showed a 
large increase over those of the first quarter in 1907; this, coupled 
with certain economies which were being carried out at Schladern 
led the directors to believe that the profits from the Metal Co. 
would further increase. In order that the shareholdera might not 
have to wait for a whole year befcre obtaining information ав to the 
progress of the Metal Co., the directors proposed sending outa 
circular in July, giving full particulars of the work done for the 
half-year ending the 30th inst. The fall in the price of 
copper had released a certain amount of capital since December 
3186, and the financial difticulties which had always been 
a source of trouble to the company, had, at any rate for 
the time beirg, disappeared, notwithstanding the large expen- 
diture which bad been made on new plant and buildings 
The German auditors did not appear to have quite understood the 
accounts of the Metal Co., and had ventured the opinion that 
the assets had in 1906 been over-valued. The directors disputed 
that opinion, In 1906 the property of the company was valued by 
independent experts, who valued the land, buildings, water-power 
and fixed plant (which stood in the books at only M. 1,742 209) at 
M. 3,396,175, so that those items stood at M. 1,653,966 less in the 
books than the amount at which the experts valued them. And it 
must not be forgotten that these experts were appointed by the 
bankers, who had, after receiving this valuation, made an advance 
the company. Ав to the copper, the actual results proved that the 
stock was, if anything, under-valued. They had on December 31st 
1906, 629 tons, and notwithstanding that a large pr-rortion was 
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either wholly manufactured, or partly manufactured, it was valued 
in the books at an average of £81 per ton, while on the same day 
they paid £110 per ton for raw copper, and on January 2nd, two 
days afterwards, they had to pay £112 108. perton. The fact that 
they faced the great fall in the price of copper, and yet showed an 
increased profit of about M. 60,000 cn the trading account, was the 
best possible proof that the copper stock was not over-valued. The 
German auditors also drew attention to the fact that they 
had not charged repairs and maintenance of plant to 
revenue. Going back for the past 10 years, it would be 
found that they had deducted M. 433,724.00 by way of depre- 
ciation, and at the same time had maintained the plant in first- 
class condition, which was manifest, as the experts valued it at a 
much higher figure than it stood in the books, and the directors 
had come to the conclusion that plant should bear its up-keep in 
the future, as the amount deducted by way of depreciation was 
ample to cover any sum tbat was spent in repairs and mainten- 
ance. It would be seen, moreover, that depreciation was higher 
this year by «4M. 14,280, as it was deemed advisable to reduce the 
amount standing to the credit of patente. The dividend recom- 
mended was not a large one, but it was hoped that it would bethe 
starting point of steady dividends in the future. 

Мв. J. HEAL seconded the motion, which was carried without 
discussion. 

On the motion of the Caarmman, a dividend of 24 per cent. was 
ordered to be paid on the preference shares. 

Replying to a vote of thanks, the CHAIBMAN said the directors 


had had а long and hard fight, but they hoped that they saw land 
in sight at last. 


British Eleetric Traction Co., Ltd. 


Sm Онлвіиѕз Rivers WirLsoW presided on Thursday last week at 
Salisbury House, E.C., over the twelfth ordinary general meeting 
of the company. | 
In moving the adoption of the report (see ELECTRICAL REVIEW, 
June 26th, page 1077), the CHAIRMAN said the balence-sheet and 
profit and loss account had been made as simple and clear as it was 
possible to make them, and the accompanying schedules contained 
& great deal of detailed information which was not usually pub- 
lished by industrial companies. In the directors’ opinion the fall 
in market value of the company's shares and debentures in the past 
year was much greater than the circumstances of the company called 
for, and the directors considered that the best way to remove the 
unwarranted impression which seemed to prevail to a certain extent 
that the position of the company was not satisfactory, was to give 
every possible information concerning not only the affairs of the 
company, but also of the associated companies in which the company 
, was во largely interested. The figures given in the report would 
show that although the business done in the past had yielded a 
moderate reward, yet these undertakings were being worked at less 
rofit than they had every reason to believe would be the case. 
he subscribed share and debenture capital of the company was 
£4,949,969. The amount due to creditors was only £12,570, and 
the debenture interest accrued at the date of the balance-sheet was 
£46,623 ; so that apart from the reserve for depreciation 
and balance at net revenue account, the total of the debit side 
of the balance sheet was £5,009,165. To meet this there 
were assets appearing on the credit side of the balance-sheet amount- 
ing to £5,658,653, and of this large amount the intangible items like 
“expenditure on Acts of Parliament” and other rights and powers 
which might or might not be realised, and goodwill, represented only 
£18,528. There was, therefore, a surplus of assets of about 
£631,000, and the important question for the shareholders was 
whether the depreciation of securities held by the company was 
greater or less than the surplus, Wi.h regard to this question, 
the directors could not do more than give the shareholders the 
fullest information, and each shareholder must form his own 
opinion. The difficulties of making an accurate valuation of the 
numerons investments and undertakings held by the company were so 
great that the directors were unable to attempt it. The fundamental 
difficulty about making a valuation was to decide upon any general 
principle upon which the valuation could be made. Several of 
the undertakings were not yet fully developed, and the circam- 
stances surrounding others were not sufficiently definite to enable 
an accurate estimation of their value to be made. There 
could, however, be no doubt that the depreciation of the 
company's shares and debentures had been exaggerated. 
The net profit amounted to 4203, 194, and after deducting the 
interest on the first and second debentures, and adding the balance 
of £13,115 brought forward from the previous year, there remained 
4118.8 24. Atter a deal of discussion the directors had decided to 
recommend that £35,000 should be added to the general reserve, 
raising this to £602,420; that £35,393 should be carried forward 
to next account, and tbat £48,431 should be applied in payment 
of a dividend on the preference sbares of 3 per cent. for the year. 
They regretted tbat the dividend was not larger, but they had 
come to the conclusion that the important thing at the present 
juncture was to reassure the shareholders that the directors were 
not paying dividends at the expense of tbe future stability of the 
company. They were encouraged to act on this view as the divi- 
dend on the preference shares was cumulative, and if, as the result 
of the policy of the board the profits could be increared, the 
sacrifice the shareholders were asked to make might be regarded 
as only temporary. They bad over £5,0: 0,000 of assets, and how- 
ever much it might be said they had depreciated in value, never- 
theless the company stood on a firm foundation and had very small 
liabilities. On March 3186 they had £200,000 consols, and 
since then they had purchased a further £50,000. At the same 


date they had about £50,000 cash at bankers, and close 
upon £400,000 in debenture stock connected with companies, 
besides several million pounds of other securities, and there were 
very few companies in England which-could show an equally strong 
position. The company would experience no financial difficulty in 
embarking on fresh enterprises as soon as the directors could 
satisfy themselves that such enterprises could be entered upon 
with safety and with a reasonable prospect of making profits. 
They had been working for a'out 13 years, and during that time 
had established a large number of undertakings which han been of 
great benefit to the community. In the earlier years they were 
able to make profits on the promotions, and satisfactory, although 
moderate, dividends were paid ou the capital in full expectation 
that when such pfomotion profits diminished the profits made on 
the working of the undertakings would replace them. In this 
rh fii they had been a good deal disappointed. The under- 
takings 

but so far they had yielded unsatisfactory profits. The explana- 
tion was to be found in a consideration of the environment 
of these undertakings, which was to a large extent determined by 
legislative and municipal conditions. There was no doubt 
that the electrical enterprises of the country had been greatly 
influenced by political considerations. For 10 years elec- 
trical tramways were administered as sound commercial 
undertakings in America and on the Continent before any- 
thing was done in this country, and the reason for the 


_delay was that it was impossible to embark capital under the 


terms of the original Tramways Act. When the Light Railways 
Act was passed, it seemed that tramway undertakers would no 
longer suffer the hardships they had under the Tramways Act, and 
thereupon their company acquired the control of a large number of 
more or less derelict horse and steam tramways witha view to 
converting them to electric traction, and extending them. The 
immediate result, however, of the company's efforts was to 
arouse the jealousy of the local authorities who were urged on by 
an agitation in favour of municipal Socialism, and where the local 
authority did not enter into’ business themselves, they thwarted 
and harrassed private enterprise, with the result that many of the 
undertakings the company had in hand were broken up into 
sections, and even these mutilated undertakings were unnecessarily 
injured. Nor could it be fairly said that the industry had received 
the protection and encouragement which it might reasonably have 
expected in official quarters. Adding to this the constant demand 
on the part of the public for increased facilities and reduced fares, 
it was not difficult to see why industrial undertakings could not 
yield adequate returns. Proceeding to deal with the company’s 
investment of £200,000 in the Brush Electrical Engineering Co 
for which no dividend had been received for two years, 
the chairman said that while American and Continental 
manufacturing companies were prosperous and paying dividends of 
10 and 15 per cent., there was scarcely an electrical manufacturing 
company in the country which was earning an adequate profit. 
One reason was because the economic conditions of the country 
for some years past were dominated by the general desire for 
undue cheapness of all commodities and services, and the 
condition of the electrical industry afforded a good example of 
what this economic policy was costing the country. When better 
times came and the disastrous conditions under which business was 
conducted were removed, or at least alleviated, the Brush Co. 
would, with its experienced staff, be in a foremost position to take 
advantage of the fact. He might appear to be speaking in a 
pessimistic spirit, but still he believed that public opinion was 
beginning to take a distinct interest in the problem with which 
they had to deal He believed that a certain sympathy for their 
sorely tried industry was growing up. As this change of attitade 
became more accentuated, he felt that means would yet be found 
for securing to their industry some measure of that support and 
encouragement which certainly it deserved, and which had been 
80 unwisely withheld from it in the past. 

. ARNOLD FonsTEB, M. P., seconded the motion, and alluding 
to the decrease in the dividend, said the board had determined 
to pursue a constructive policy. There were, however, opportuni- 
ties for embarking on new schemes, and the board would not be 
backward in developing the legitimate business of the company. 

After some discussion the report was adopted. 


J. G. White & Co., Ltd. 


THE meeting of this company was held on Monday at the offices, 
9, СІ ак Lane, Cannon Street, Mr. J. G. White presiding. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELECTRICAL Review, June 26th), referred to another successful 
year's trading. The difficulties arising from stringencies in the 
money and securities markets, and the severe competition existing 
in all branches of trade, had been very great, but, as indicated by 
the figures now submitted, those difficulties had been satisfactorily 
met. The cash at bankers and in hand, showed an increase of 
approximately £9,000, as compared with February 28th, 1907, 
being over 40 per cent. of the company's total indebtedness, which 
no doubt they would consider very satisfactory, while on the other 
hand, the company had no monies borrowed. Investments а@рте- 
gated a higher total than last year, owiug to additional securities 
having been acquired, but since the date of the balance-sheet this 
figure had been reduced by sales at a substantial protit of securities 
valued in the balance-sheet at £24,752. In consequence, the 
present book value of securities owned was below the figures shown 
in last year's balance-sheet. After deducting dividends and bonus 
paid and recommended in the report, amounting to 8 per cent. on 


had been well established and not over-capitalised, 
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all classes of shares for the year, the company’s reserve fund would | 


stand at £80,000, in addition to further accumulated profits carried 
forward of £16,249. This left the total accumulated profits at 
£96,249. The directors believed that the investments had been 
valued ona thoroughly conservative basis. Asshareholdera doubtless 
knew, the securities owned by the company were acquired in the 
ordinary course of its business. Careful attention was given to the 
development of the properties in which the company was interested, 
with the general result that the average yield in interest and 
dividends during the year was equal to 64 per cent. on the average 
valuation of the securities owned. Thie, they would doubtless 
agree, might be considered entirely satisfactory, especially as some 
of the secarities were likely, under normal conditions, to sub- 
stantially increase in valuc. The whole of the securities were 
unpledged, and would be available for borrowing purposes shguld 
the needs of the company at any time require this. If the cash in 
hand was deducted from the total indebtedness of the company, the 
remainder was less than one-half of the general accounts and bills 
receivable, including retentions on work in progress, and these 
assets receivable, plus investments, would equal nearly four times 
the remaining indebtedness. Ample provision had been made for 
depreciation, and the fourth item on the list of assets was con- 
servative, plant and tools appearing at only about 25 per cent. of 
their cost. The item Purchase of Business remained as in 
former years, bnt this was less than half the reserve fund and 
profits carried forward, after providing the year's dividends. 
Regarding the fature, he was pleased to be able to say that the 
business in hand was sufficient to ensure thoroughly satisfactory 
profits for the current year, and negotiations for other important 
business were progressing favourably. After referring to the 
company's interest in Waring & White (1906), Ltd., the chairman 

ssid that the profit and loss account submitted did not include 

any dividends or other profits from the shares owned in Waring 

and White (1906), Ltd. If the earnings of the building company 

had been taken into account, the profits of the company for the 

year would have been substantially increased, and considerably in 

excess of last year. With the standing which the building com- 

pany had earned for itself, their company’s interest in it should 

during future years be a source of substantial income. 

Мв. J. B. Waiter seconded the motion, and the report was 


adopted. 


Buenes Ayres Grand National Tramways Co., Ltd. 


Sin IVG Courtenay presided last Friday at the annual meeting 
held at Winchester House, and in moving the adoption of the 
report (see ELECTRICAL Revimw, June 25th), he said that for com- 
parative purposes they might fairly take the figures appearing in 
the revenue account as representing the result of the first year's 
working under electric traction. The gross receipts of the joint 
system for the year amounted to £380,969, an increase of £59,713 
over last year's figures, or 18°58 per cent. During the 12 months 
44,380,221 passengers were carried, being 8,505,319 more than 
during 1906-7, and the car-mileage amounted to 7,767,008 miles, 
an increase of 752,009 miles, or, say, 10°72 per cent. Taking the 
working expenses, exclusive of the small amount of coal and cargo 
traffic, the increase was £23,520, or 10°77 рег cent. over the pre- 
vious year, Putting the items alongside the figures for 1906-7, 
they would observe that the maintenance cost of buildings, plaut, 
permanent way and cars, was about the same as last year, and that 
consequent on the suppression of the horse traffic the items repre- 
senting the maintenance of horses and harness had dropped from 
£18,797 to £3,267. The principal increases were general traffic 
expenses and wages, &c., £18,879, a large proportion of which was 
accounted for by the increased wages bill, and taxes and official 
imposts £4,737, The principal item here was the municipal 6 per 
cent. tax on the gross receipts, the amount of which would, of 
course, flactnate with the traffics. As to the purchase of current, 
the increase had been £12,790, but against this had to be put the 
increase of 10°72 per cent. in the car-mileage. The percentage of 
working expenses to the gross receipts was 63:55 percent. Last 
year the figures were 68°60, a reduction of, say, 5 per cent., which 
Е extremely satisfactory. This company's proportion of the 
гоо iu receipts of the joint system for the year amounted to 
icd ag compared with £68,406 for the preceding 12 months, an 
55 is of 33:68 per cent. The total number of miles constructed 
T. electric traction to the end of March, 1908, was 86:82 miles. 
OF p were still to be constructed 24 96 miles, making 111778 miles. 
5 above 86:82 there were 497 miles not yet operated. As 

did 8 the future, he must sound a note of warning against 
ie denied. expectations, The traffics of the system, as a whole, 
1 to show inereases month by month as compared with the 
rival lj s year, but a new and active competition on the part of a 
in {рл was affecting certain of their services, and they had seen 
тшш roe papers statements of the formal consolidation of 

iaon ramways in Buenos Ayres. This company was working in 
sings id. Mes this consolidation. He had always been of opinion, 
tio studied the tramway situation on the spot, that consolida- 

п was bound to come about. 

The report was adopted. 


7 
Куч. s Asbestos Co., Ltd.—An interim dividend of 1s. 
2445 те, гев ої income-tax, has been declared for the half-year 
е 30th, being at the rate of 10 per cent. per annum. 


sinner 14 per ann , ees first quarterly interim 
cent. on : } 
ember 91 ар, 1908, ia fr aaa stock for the year ending 


Indian Electric Traction and Supply Co., Ltd.— 
The annual genera] meeting of this company was held on Monday 
at Orient House, New Broad Street, Mr. W. H. Cheetham presiding. 
In moving the adoption of the report, the chairman said that the 
expenditure up to December 3186 last was £149,000. It was 
anticipated when the company was formed that the amount of 
£125,000 issued in construction debenture stock would suffice to 

complete the first portion of the company's undertaking by January 
Ist, 1907, and that from that date the revenue from the tramways 
slone would meet the expenditure. The capital éxpenditure had 
been in excess of the estimate, partly becaase the revenue had not 
come in to meet the debenture interes: as soon as was expected. 
They anticipated that it would be necessary to issue further capital 
next year to pay off the indebtedness and to provide for extensions 
of mains. The supply side of the company was far more promising 
than the tramway. There had been a loss on the half- year's working 
of £6,681, including payment of interest. Mr. Cruickshank seconded 
the motion, and after some discussion the report was adopted. 


India-Rubber, Gutta-Pereha, and Telegraph Works 
Co., Ltd.—At the half-yearly meeting held at the offices in Cannon 
Street, on Tuesday (Major Darwin presiding), the directors’ recom- 
mendation that a 24 per cent. interim dividend be paid, was 
approved, and at a later special meeting the directors were 
authorised to issue new capital. At the first meeting the chairman 

made reference to the high prices of raw materials, which (says the 
Times report of the speech), had shown decided symptoms of a 
permanent lowering, although since the beginning of their financial 
year there had been ups and downs, and even at the present 
moment a slight stiffening had taken place. This increase might 
be due to the present cheapness of money, which certainly enabled 
dealers to hold larger stocks at less cost than was the case a year 
ago.” For india-rubber high prices could not be maintained 
without quite abnormal effort. The increasing quantities of 
rubber from the plantations which had been springing into exist- 
ence during the last eight or nine years must eventually tell their 
tale, and have their intluence on the raw rubber market." 


Financial Operations in Germany.—lt is reported 
that the Allgemeine Electricity Co., of Berlin, has a scheme in 
band for the formation of a new financing compdny, which would 
have an ordinary share capital of £1,250,000 and an issue of obliga- 
tions raising the total capital to £3,750,000. The funds provided 
in this way would serve the purpose of proceeding with various 
electrical schemes which have been brought forward recently. The 
question i8 not one of immediate necessity, especially having regard 
to the condition of the market for securities bearing a fixed rate of 
interest. The Siemens Electrical Working Co. bas resolved to 
raise a Joan of £240,000 for the extension of its scope in the opera- 
tion of electricity works. It is intended to issue the loan in 
Switzerland through the Handelsbank, of Basle, the loan being of 


the 44 per cent. type. 
Stock Exchange Notices. — The Committee has 


appointed a special settling day as under :— 

Wednesday, July 8th.—County of Durham Electrical Power Distribution Co., 
Ltd. 250, 000 5 per cent. first mortgage debenture stock. 

And ordered the undermentioned securities to be quoted in the 
Official List :— | 

County of Durham Electrical Power Distribution Co., Ltd.—£250,000 5 per 
cent. first mortgage debenture stock; and 10,009 additional ordinary shares of 


£10 each, fully paid, Nos. 1 to 10,000. 

South Metropolitan Electric Light and Power Co.—Further issue of 25,000 
Т; ре. cent. cumulative preference shares of £1 each, fully paid, Nos. 267,969 to 
Anglo-Argentine Tramways Co., Ltd.—Mr. J. B. 
Concanon presided on Monday at an extraordinary general meeting 
at which a provisional agreement between this company and La 
Compagnie Générale de Tramways de Buenos Ayres was approved. 
A proposal to acquire a Buenos Ayres, 1900, concession, and all the 
issued shares of the Buenos Ayres Electric Tramways Co. (1901) 
Ltd., and one to vary a resolution passed last year relating to 


: capital, were also approved. 


Caleutta Electric Supply Corporation. Ltd,—The 
number of units delivered to consumers during the four weeks 
ended April 24th, 1908, were 564,508, compared with 434,915 unita 
in the corresponding four weeks of 1907, and for the five weeks 
ended May 29th the figures were 700,232 in 1908, and 599,157 units 


in 1907. 
Notting Hill Electric Lighting Co., Ltd.—The 


directors announce an interim distribution of 6 per cent. per annum 
and а bonus of 1 per cent. (together 8s. per share) on the preference 
shares and б per cent. per annum (6з. per share) on the ordinary 


shares for the past half-year. 
Underground Electric Railways Co. of London, 


Ltd.—Sir George Gibb presided on Monday at a meetin 
i ing of Proft- 
sharing Secured Note-holdera, The scheme of arrangement ieu 


creditors of the company was approved. 
. 
year has been declared. i 
Provincial Tramways Co., Ltd. — The directors have 
declared an interim dividend of 38. each on the ordinary shares, 


Hobart Electric Tramway Co., Ltd.— > 
have declared a dividend of 1s. а Е directors 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIO RETURNS. 


| Fort- Receipts for | No. Route 
Looality. night | the of | Total to date. miles 
ended. fortnight. wks. open. 
& &* & £* Ino. 
Aberdeen. June 21 2,855 — 79 4 5,180 — 179 144 
Ayr oe oe ° " 20 816 + 95 5 1.556 тт 67 | 8 
Bath . ee ve [1] 21 1.557 — 105 95 16,958 — 1,409 18 
Belfast ee ee LA] 26 7,657 + 49 18 46,416 + 672 37 
Birkenhead.. .. | o B| 2,165 T 60 18 18,747 |+ 697 |1852 
irmingham Corp. „ 90 | 18,582 | - 1,481 | 12 75,151 |+ 4,081 | 56°46 
Blackburn oo | n 24 1.213 158 | 18, ‚289 |+ 788 |1418 
Blackpool Corp. . s, 6 | 2,718 790 | .. 10,57 |+ 652 |11:81 
„ -Fleetw'd. | , 27) 1,608 804 | 96 9,904 |— 488 | 8:95 
Bolton = oe | n Wi 4,954 493 | 18 80,763 |-- 1,479 | 96 
Bournemouth o> | gs 10| 3,667 504 10 14,710 |— 1,904 | 21°5 
Bradford ae oe LAJ 20 10,844 799 12 L] t 199 64:9 
Brighton .. |» 98 | 1,856 83 | 18 11,158 |+ 185 | 9-6 
Bristol „ % ,998 48 | .. $ 1 12°21 
Brit. Elec, Trac. Co. 
Airdrie е 25 ee 99 19 445 4 24 5,895 55 8°65 
Barnsley n 19 885 1 " 4,182 238 oe 
Barrow . sjin B 585 58 „ 5,558 58 | 6°87 
Cavehill • L] * 19 204 17 n 1,988 172 ee 
Devonport oe T 19 1 ‚004 404 Т 10,682 11 | 8:85 
Gateshead | op 19 | 2,051 58 „ 28,997 196 |11:95 
Gravesend . " 19 516 18 " 4 S30 714 6'5 
Greenock.. . n 19] 1,086 998 | „ | 12,119 |— 8,808 | 7°28 
Hartlepool |.» 19 562 69 | „ 5,385 |— 1,059 | 6'79 
Kidderminster .. | 19 891 154 „ 2,3 9 118 | .. 
Leamington ‚| „ 19 488 168 | „. 8,652 |+ 185 
Merthyr ee " " 19 498 85 » b 16 
Metropolitan os ," 19 14,188 + 8, 7 " 
Middleto . | » ДӘ | 1,003 2 " 
Mid. Joint Com'te " 19 19,897 + 2,805 " ee 
Oldham—Ashton и 19 1.906 |+ 118| „ + 4 | 9°18 
Peterborough ..| , 19 315 + + 839 | 681 
Potteries .. | » 19, 8,682 |— — 87 W 
Rothesay .. .. „ 19 478 — — 178 | 2°96 
Bouthport.. .. | s» 19 849 |+ — 2,811 
8. Metropolitan. „ 19 2,108 |+ + 456 
Swansea .. „ 19 9,167 |+ + 1,691 | bb 
Tynemouth » 19 664 | + 4,188 |~ 831 | 8°98 
eston-a-Mare .. | , 17 547 |+ 1.888 — 86 8 
Worcester „ 19 720 |+ 6,271 |+ 10 | 6% 
Wrexham „| » 19 256 | + 2,376 + 10 
Yorks. Wool. Dist. 1$ 19 1,091 asd 749 m, 947 17 
Miscellaneous. „ 19 411 {+ 648 — 351 
Burnley và 


Burton-on-Trent .. 
Bury .. we es 
Carlisle 
Chatham and Dist. 
Cork .. es ef 


+++ +++ ГЇ 


TTT 


+ | 


Hastings 
R 


Kilmarnock .. Vs 
Lan'kshire Trm 
Lancashire United 
Leeds ws vx 


+++) [+14 


8 
[^1] 
ES 


I Lowestoft .. 
Manchester.. " 
Newcastle .. 


ЖЖЖЖ [tee li itt 


[| +++ +1 | 


Oldham E 
Pontypridd .. 4 
Portsmouth.. 85 
Preston 


+++ |il++t++] 


Southend-on-Sea .. 
Sunderland.. 
{Swindon .. “> 
+Tyneside .. - 
Wallasey .. m 
Walthamstow es 
West Ham 

Wolverhampton 


petti |+ 


Baker Bt.-Waterloo 
Cen. London Rly... 
Char. +, Eus. Hamp. 
City & 8, Lon. Rly. 
Dublin-Lucan Rly. 
G.N. and City Rly. 
G.N., P'dy. & Brmtn. 
L'pool Overh'd Rly. 
Mersey Railway .. 
Metropolitan Rly... 
Met. District Rly... 
Anglo-Argentine .. 
Auckland. es 
Brisbane ..| May 
Buenos A. & Belgr'o. June 17 
Calcutta Sy za 
Cape Electric T. Ld. 
Geneva ee oe 
$Kalgoorlie, М.А... 
Madras se 
+Perth (W. A.) 


+ 1,421 
— 94 


June 15 


ee 


13,974 
86,256 


18.979 


Compared with the corresponding period of 1907, 
t Includes horse, steam and other receipts, 


t One week only, 
$ One month, 


STOCKS AND SHARES. 


Tuesday Evening. 
Duaine the past week, apart from the fortnightly settlement, there 
has been very little business passing, while prices, on the whole, 
keep firm. There are many alterations in quotations, which, 
however, are chiefly due to dividend deductions. 

Judging by the amount of business already done, it looks as if 
the old-time traditions of a 19-day account will hold ‘good, and the 
sooner it is over the better. 

The Electric Railway market has been very idle, and only a 
emall amount of business bas been booked. The decline in Central 
London issues has come to an end as regards the Ordinary Stock, 


the closing quotation being the same as last week. The Deferred 


is 1 lower. Metropolitan Consolidated has fallen a point, while 
Metropolitan District is also 1 per cent. lower. 

In Telegraphs dealings have been restricted to very narrow 
limits, but prices have been well maintained, despite the lack of 
interest displayed in this section. The only exception has been a 
little weakness in Anglo-American descriptions, the Ordinary stock 
falling a point, while the Preferred and Deferred stocks are both 
5 easier. Monte Video Preference advanced 4. 

Dealings in the new 4 per cent. Debenture of the Anglo- 
Argentine Tramways Оо. have eased off a little, but the price is 
unchanged on the week, after reacting a little. The meeting of 
the British Electric Traction Co. passed off quietly, the proposal 
of the directors to reduce the Preference dividend to 3 per cent. 
meeting with little opposition. Dealings in the shares and 
Debentures have been on а small scale, and with the exception of 


a а nominal rise of 1 per cent. in the first Debenture, the quotations 


Show no change on the week. 


British Aluminium 6 per cent. Preferences have gained 1, and 
Telegraph Constructions are j up. The Rio de Janeiro Tramway, 


Light and Power new issue of 5 per cent. Bonds is quoted 41-35 
discount. 


In the Electricity Supply division prices have hardened up a bit 
on the decision arrived at by Lord Cromer's Committee that the 
different power Bills (with modifications) may all proceed to 
Parliament. It seems as if at last the question of power supply for 
London will be settled, for which shareholders in London companies 
will по doubt Ъе thankful, having had this bug-bear” hanging 
over their heads quite long enough. 

Westminsters have changed hands pretty freely and close 4 up. 
Bromptons and St. James's have both advanced 4. Kensingtons 
are £1 higher, while Notting Hills, besides recovering the dividend 
deduction, have risen 4. Many others have gainel і. 


Brush Electrical Engineering Co., Ltd.—An eztra- 
ordinary general meeting has been called for July 7th to confirm 
the resolutions already passed providing that each of the 150,000 
fully paid non-cumulative 7 per cent. preference shares (£1 68. 8d. 
each) be sub-divided into four fully paid non-cumulative 7 per cent. 
preference shares of бз. 8d. each; and that each of the 105,732 fully 
paid ordinary shares (£1 68. 8d. each) be sub-divided into four fully 
paid ordinary shares of 68. 8d. each. | 

Оп the same day, at a subsequent extraordinary meeting, the 
following resolutions will be considered :— . 


1. That the fully paid non-cumulative 7 per cent. preference shares of the 
company be consolidated in such a manner that every three of the existin 
fully paid non-cumulative 7 per cent. preferance shares of ¢s. 8d. each shal 
constitute one fully paid non-cumulative 7 per cent. preference share of £1 


each. 

2. That the fully paid ordinary shares of the company be coneolidated in 
such manner thatevery three of the existing fully paid ordinary shares of the 
сорашу of 6s. 8d. each shall constitute one fully paid ordinary share of #1 
each. 


8. That each of the 74,268 unissued ordinary shar2s of £2 each in the company 
be sub-divided into two ordinary shares of £1 each. | 


Greenwood & Batley. Ltd.—The report for the 
twelve months ended March 31st, 1908, states that after providing 
for interest on the debentures and expenses of management and 
making due provision for doubtful debts, the accounts show a profit 
of £23,695, plus £654 brought forward, together £24,349. The 
directors have written off £5,000 for depreciation, and they 
recommend a dividend of 4 per cent. for the year on the ordinary 


share capital, carrying forward £5,451. 
Harper Electric Piano Co., Ltd.—The directors 


recommend a dividend on the preference shares for the half-year 
ended June 1st at the rate of 10 per cent. per annum, carrying 


forward £733. 


France.— The balance sheet of La Compagnie Con- 
tinentale Edison, of Paris, for the last financial year, shows & 


profit of £144,675, as compared with only £69,575 in the preceding 
12 months. 


Eastern Extension, Australasia and China Tele- 


graph Co.—An interim dividend for the quarter ended March 918 
last of 2a. 6d. per share is announced. 
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TELEGRAPH AND TELEPHONE COMPANIES. 


Closing 


N D Dividends for the last | Qui s | tati 
Ў otations Оашопа 
АМЕ four years. June 28rd. | une 30th. 
1906. 1906. 1907. 
Nil Ed і 


Telegraph Co.'s shares, Nos. 1 to 96,000 
ph d Debe., Nos. 1 to 1,950 Red. 


1 Do. do. 
$181,561, American Telephone & Telegraph, Cap. Stock .. 
Бре 000 Do. Collat. Trust, 4% Bonds 1 to 28,000 and } 4% 
698, yen т € ph 68,001 to 78,000 84%, 
American Telegra vs ss E vs 
8,900,910 | Do. do, do. 6% Pref. s s 
do. Deferred ss T 


Do. do. 
Anglo-Portuguese Tal., 6 Y Mort. Deb. Stook Red. 
Chili Telephone, Noa. 1 to 44,000 .. 5.2. 

ear 4 95 Deb. Bk. Red. 


м һа 
© © сл a DO ьс, 


44,000 
2,889,976 | Commercial Cable Sting. 600 y 
16,000 Cuba Telegraph ee ee ee ee se. ee 
00 £8 ? h 1 ee °з os ee 4 
Direo panis elegrap ? е е oe 
16500 Do. do. 10 % Cum. Pret. a 0 
80,000 Do. ; до. 44 Debs. [A] ee 445 
80,9001 Direct W. Indis Cuble 23 & Rog. Deb. 1 to 1,200, R. 44% | 4i 
, e 8, g. ° П 3 е 
4,000,000 | Eastern Telegraph, Ord. geo eder ee ы 7 & 7 188 —186 
9,000,000 Do. Pret. Stock. e ее es 84 83 
1,806,706 4 % Mort. Deb. Stock. Red. 4 4 % | 1004 —102 
800 Eastern Extension, Australasia, and China Tele. 7 4 
752,400 . Deb.8tock.. .. .. 4 4 1004—102 
269,700 | East & 8B. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1900 4 4 101 —103 
200,000 Do. 4 db Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 544 |а Ф | 100 —102 
181,127 | Globe Telegraph and VF 54% | 54% 
‚197 Ро. do. 6% Prein. 6 5 e 
a f Ballas and DOE Aa Cables M Xo More] » 
ax an ermu e, sí Mort. —10. 
HAN В Deba., within Nos. 1 to 1,900, Red.) iod чы осо: 
17,000 o-European Теепар ке X #5 18 18 % 
$41,880,400 e mmon .. өз T + 84 14 60 — 70 
$50,000,000 | Do. o. 1% Cum. Pref. .. .. .. 42144 4 
904,190 | Магоопі?в Wireless Telegraph .. .. .. .. Nil | Nil 
72,680 | Monte Video Telephone Co., Lid. Ord. .. .. 6 6% : 
86,492 s do. 0. 5 96 Pret. eo b 5 Ф Y 
2,225,000 | National Telephone, Pref. Stock — ..  .. .. 6 6 1084 —1104 
8,725,000 | Ро, o. Det. Stock RE Yi. eia 5 6 a 113 —116 
16,000 | Do. do. 6 % Cum. Ist. Pref. .. .. 6 6 1 
2000 | Do do: T "um edP. 1'to $650,008 H 5 Е 
[] * о. on-cum. * 
3,000,000 | Do, do. 83 LX Deb. Stock Red. 8j 4265 994—101 
1,716,598 Do. do. 4 Deb. Btock Red. ve ee 4 4 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid .. 7 8 | li- 
60,000 Do. do. do. 69% Cum. Pref... i 6 6 2 14— 
99,100 | Ро, o. do. 49% Red. Deb. Stock 4 Фф 4 90 — 93 
99,400 | Paciflo & European Tel., 4 * Guar. Debe., 1 to 1,000 4 4% | 9з —102 
Жи | Telephone С. of дурь d % Deb G.. % | ae e ie 
, epnone 0 А b. е о E d ^ SN 
8,083 Submarine Cables Trust 3 £ "X 6 6 % | 127 —180 
100,000 | United River Plate Telephone 8 8% | 6й— ék 
40,000 Do. 5% Cum. Pref., Nos. 1 to 40,000 5 5% 5— 5% 
80,008 | W. Coast of America, 1 to 30,000 & 58,001 to 68,008 24 2i ыз 1 
160,000 | Do. 4% Debs., 1 to 1,500 guar. by Bras. Bub. Tel. 4 4% —102 
307,990 Western Telegraph, Ltd., Nos. 1 to 207,990.. .. 7 .. | 189— 184 13g— 134 xd 
800,000 ; do. 4 9, Deb. Stock Red. 4% | 4% | 101 —108 934—1014 xd 
88,821 | West Indis and Panama Telegraph ..  .. .. Nil | Nil i— 3 PL. 
84,568 Do. до. 69% Cum. Ist Pret. en Nes 8 % 6 75, | 8i— Bixd| 8— 
4,669 Do. do. ` 6 Cum. 2nd Pref. ee oe Nil £2 6 0 8 — 9 84 — 93 
mee D do. 5 $ Debs., Noe, 1 to 1,800 is 6 96 5 * 101 —104 99 —102 xd 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| i ! 
W Trama 10 e Mom Oum апа}: к 9%] 8%— 8}! | Bj— 88 88 8 | — 6 5 4 4 
360,007 Do. 6 % Cum. Prefs., 1 to 20,007 .. 5 52% | t€i— 63 | fá— 6йха 6| .. : 410 2 
966,000 Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 % | 141 —146 188 —148 xd 143 Us 4 8 11 
986,100 | Auckland E. Trams, 5 % Ist Mort. Deb. Воск .. | 100 6 % | 104 —1u7 | 1U2 —105 xd ` I . 415 3 
880,000 | Baboock & Wilcox, 1 to 580, % IU ti. 1 20 % Bt i 4%, 8— 4 79/6 a | 6 0 0 
100,000 Do. do. 6 % Cum. Pref., 1 to 100,000 . 1 6 % 1.4, — 1,5 lya— 1^ Es ** 8 16 10 
000 | British Aluminium, Ord., 1 to 40,000 ..  .. .. 6 19 8— 3 8 — 84 e TE 10 0 0 
40,000 | ро. do. 7% Cum, Pret... | .. ws |B 1%] 4— 4 4 — 4 TEE 715 7 
90,000 | Do. do, 46 Cum. Prefnß. 5 6 2 — 5 3 — i e e +$ | 514 8 
30,000 Do. do, 4% Funding Certs. .. .. 6 4%; 8 43 4 г .. . 414 1 
986,900 | Ро. do. 6% lst Mort. Deb. Stock Red. | Stock 5 % | 104 —108 104 —108 55 .. . 419 7 
800,000 | Do. do. 5 % Loch Leven Debs. .. | 100 54% | 97 —100 97 —100 97/6 И ; 631 
400,000 | British Columbia E. Rail Def. Ord. Stock .. 100 % | 125 —130 12+ —130 T z . 6 24 
800,000 | Do. 5 % Pref. Ord. Stock e .. | 100 % | 106—112 108 —112 109 je . 49 8 
800,000 | Do. 6 % Cum. Perp. Pref. Stock — ..  .. | 100 % | 107 —ill 107 —111 1004 .. vs 41) 1 
983,000 | Do, 1j % Ist Mort. Debs., 1 to 6,50. | 40 9% , 99 —102 99 —102 je | T T 488 
220, Do. Vancouver Power Debs., 1 to 2,200 | 100 % | 101 —104 101 —101 e е T 4 6 2 
188,901 | British Electric Traction "NS | : 10 i 18— 18 lj— 14 T ys Nil 
161,487 | Do. do. 695 Cum. Pref. ..  .. 10 % 44— 44 ij— {ха | 91/3 | 88/9 ss 6 6 4 
1,473,688 | Do. do. 5 % Perp. Deb. Stock .. | Stock о! 92—87 94 - 97 © | +t 531 
528,936 | Do. do. 44 % 2nd Deb. Stock Red. | 100 75 — 77 75 - Ti 15i . T 615 5 
100,000 | British Insulated and Helsby Cables е б .. im 61 51— öl » 8 0 0 
000 Do. do. 6% Cum. Pref... .. b Ф 64— 51— 63 | 416 0 
600,000 | Ро. do. 44 % 1st Mort. Deb. Red... | 100 j 102 —105 1C0 -103 xd : Е 475 
212,000 gate Thomson-Houston 44 % 1st Mort. Debs. .. | 100 % | 93 — 98 93 — 98 . . Р 41110 
400,000 ! ir , Ni | ye th | &— H | . |. кй 
1016,58 | ро, do. 4% Mort. Deb. Stock .. | 100 4% 45 — 50 43 — 48 xd А " 8 4 8 
60,000 |t Browett, Lindley & Co., бта. l. 1 Nil ў à Pr. н NU 
60,000 |; Do. do. 6% Cum. Pref. .. vis 1 i i Nil | 14/6 to 15/6 | 14/6 to 15/ , Nil 
106,781 | Brush Electrical Engineering, Ord., 1 to 106,781 .. 2 Nil | 24% 0— à 0— 4 |: xus Nil 
150,000 Do. do. Non- cum. 6 % Pref. .. хе 9 % 16 Ф — та ла ta | es Ni) 
136 0001 Do. do. 9% Perp. Deb. Stock .. Stock | 44% | 44 10 — 75 70 — 75. A воо 
25,0001; Do. do. % Perp. 2nd Deb. Stock.. | Stock | 44% | 44% | o | 55 — 60 ӧз — 5&xd 115 2 
Buenos Ayres & Belgrano, 1 to 100,000 DE 6 4 89,'B95] .. 4i— 4 4i— 4 А i 8 1 6 
10,00 | Do. do. „A6 Cum. Pref., 1 to 40,000 5 |6 $ 6% 169.16 % | 48— 5 4&— bxd : 5 17 1 
12500 40. "B"do,lto 27,500 .. ..| 5 [6516551695 695, 4i— 44— bixd |, — |6171 
86,400 | Do. do. 5% Deb. Stock .. iu .. | 100 5% 15% 5% 5 95 110 —116 110 —116 xd КА EN ; 46 2 
1 Do. do. 5% 2nd Deb. Stock .. 100 |5%|5 [5% | 6 % | 102 —105 102 —105 xd = m Ц 415 8 
p s Calcutta Trams, 1 to 137,610 .. .. ..  .. 5 8 8 895, 6 | 5;— Og 52— 65 55 53 Я 414 1 
ооо Do. 5% Cum. Pref., Nos. 1 to 29,890.. 5 В 15% 5 | 5 — b — xd ЖА zy 413 Q 
pen Do. 4% Ist Deb. Stock.. — ..  ..| 100 | 44% | 44% | 44% | 44% | 103 —106 101 —104 xd Y 467 
inp Cellender's Cable Construction shares T 2 5 1124% 15 52 15% 115 H 93 — 103 3 — JOS 107 : 7 2 10 
MODE Do. do. 5 % Cum. Pref. .. us а 5 595515951595, 5 % bł— 5 bi— sfx d 5] Уи 4 511 
"үү Do. do. 44% lst Mort, Deb. Stock Red. | Stuck | 44% 44% | 44% %% | 107 —109 105 —107 xd : : 441 
van Саре E Trams., 1 to 491,222; 72 1 (6%! Nil | Nil! Ni j sà— à vy * NU 
$1000 Conner Kellner Alkali, | to 450.000 — 1 [44$ ua ac ies | T Vu. 100 See 27/ 8l4 7 
, . o. lst Mort. Deb. Stock | 100 | 44% | 4 95 135 — — M i ic 
8 Central London Railway, Фа. Stock. | Воск by 4 & 4 F | 15 — 78 75 — 18 162 753 T 3 18 Н 
65819 Do. do. 4% Pref. Stock .. .. Stock 4 4 |4 $5 [4 056 0 — 92 90 — 92 92 9} e | 470 
1 — Do. do. 1. do. -. | Stock 4 4 4 2 56 — 59 55 — 58 583 56 =l 8 9 0 
"0.000 | City and Sonth London Railway  ..  .. Stock | AK | 1355 |AK 2% 39 — 41 88 — 40 40, 39 —1 5 6 f 
+ A period of nine months. i From Manchester Share List. 


* Unless otherwise stated, all shares are fully paid. 


Continued on next Hate 
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SHARE LIST OF ELECTRICAL COMPANIEB.—(Oonténued.) 
; ANI Continued) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMP ES.—( | 
ie | Rise +) Present 
Closing Closing Business dane Yield 
Presen | Btook Dividends for the tions | Quotations | week ended | or 
lusto, "TE Share, | t four years, June gira. | Sune Sch. | June th 1008. Fell — per cent, 
Ы р а 
heat Lowest. £ v. 
090 ... .. .| 8 |9%%|%|5%|5% 6 6 11 
85,000 | Crompton & Co., Nos. 1 to 85, 95 M ' 
100,000 { Do. 6 96 1% о, Ве 200 Red. si 5 65 567 5 % | 92—95 92 — 1 6 6 
260,000 Dick, Kerr & Co., 1 to 960,000 ee ee ee ee 1 6 6 6 6% 1 — i l — 1 ° ee Li 4 8 8 
— S D o 45 Dev. 8 1 to 805,000 ee 100 , 4 4 4 ae 101—104 i m xd se oe ee 4 18 д 
в C. * tock ee ee ee 1 1 on eo ee 
60,000 | Dublin United Trams. (1898), 1 to 60,00 ... 10 |в 6% 6216 i 1 i » Mr. 
69,081 Do. 6 % Pret. between 1 and 60,000 10 6 4 = a 13/6 10/- m 869 
99,9261 Edison & Swan Utd., “A” shs., £8 pd., 1 to 99,961 b 3l 4 d 4 1 1 9 M i$ oe 513 
17,189 Do. “A” shares, 0 — 017,1 б 41% % T —B 0$ — 9 xd | .. e is 8 1 
819,475 Do. 4 Ф Deb. Stock Red. ee ee 100 4 4 6 5 85 yes 87 85 — 87 ee ee oe Nil 
20 Do, 5% md De [сот Certa. all pd, 100 b A А NP | е |. ( уй E к ИП 
1 1 Electri Construction, to ae ee te ^ . 1 е ae 
yes = do. 7% Cum. Pref., 1 to 31,890.. 3 |79 1 xa PY А \ = Ө 1d à i : a 
рас ЫН ЕЕ | S ZI 
, L) 0 eee ee Á ". 1 — А . 
75,000 | Gt. N. 4 City Rail. Pret. Ord.“ A" 4%, 1 to 78,000 10 | 4 % | 4 ‘ 4% Ё E. 10 — 104 | E 6 10 8 
96,000 | Greenwood & Batley, 7 % Cum. Pref. wb C ae 10 7 5T : E rue 103—108 A P еп 
1000 Do. do. 5 Mort. Debs. ee ee 100 б / О 15 15 169 104— 11 104— 11 10$ е 4 1 10 
£2,000 | Henley’s (W, T.), Telegraph Works, Ога... | 6 jg 5 ž M d TK | ; 44 
0 о. е ee ьо 9 NON 3 ü * 
150/000 Do. do. Mort. Deb. Stock | Btock 43 n үш 163 ig | б lo [вв 
50,000 | India-Rubber, Gutta-pereba elegraph Works. 10 b А NI Nu d 1 1 1 1 Е e 8 0 0 
87,600 Liverpool Overhead Railway, Ord... „„ 0 | 13% А к 5 * Be сен 
10,000 |4 Do. do. Pref., fully paid. 10 5 А 5 8 Di РИ ссн 
600,070 | London United Trams, (1901), 1 5080007 .. . 10 |64 298 А a . | = | aan 
899, Do. do. 60,008 to 100,000 oe os 10 6 / D 8 b 5 = 7 8 7 PEN 8 xd 25 А е 4 15 9 
125,000 | Bo. do 69% Cum. Pref., 1 to 185,000 10 5 5 )) | ree 
6,782,062 | Metropolitan Consolidated .. ..  .. 100 8 i % 68 — q0 68 — 70 69} 68 . i 
2,640,914 Do. — furplus Lands Е" 100 |a ое) 12 12 — 18 90 121 | —1 An 
Я istric je x m " і Е hs : і 
"814,016 Metropolitan Electrio Trams., Def... |  ..| 1 [Nil Ni Nil E = М а M Ше 6 à 1 
600,000 в до. 5 Cum. Pref. ee 1 5 6 4 P 95 ДЕЙ 9 98 Ел 96 ха M 8 0 0 
850,000 Do. do. 43% Deb. Stock Red. | 100 43 ap |6 x оа 00 
945,600 Potteries E. Tro. ee * ә oe е ve ев 1 6 4 6 Б i- ў — 1 s. © 7 4 18 9 
245,500 Do. 5 % Cum. Pref. ee ee oe 1 б 5 4 93 ER 96 98 — 06 ae . . 6 Б 0 
945,000 Do. 44% Deb. Stock. ..| 10 | 44% |4 а i 20 — B24 91 — 83 ŝia | 81 жо Б 
87,860 | Telegraph Construction and Maintenance. 19 [15 15 % 1 | 102 —104 100 —104 Е D А 1 
160.0007 Do. 4% Deb. Bds., 1 to 1,500 Red., 1900 100 |4% 4 : : 9 05 80 — 43 m ni 113 6 
8,699,200 | Undergd. E. R., Lon., 6 Jo Front Bhar. S. Nts. .. ys 5 5 a NE hod B 11 E He Jan 
4 pe. 6 C 5. 50 d to 0000 & 1200 70 10.6% Ai Na % 4-34 | of 9|. 5 5 8 
res Do. 44 let dert. Be. Bard eo 0. WX 4 4 149 T: 70 — "4 D eu ec 8 
ELECTRICITY SUPPLY COMPANIES, 
610 0 
4à— 5 44— б ni 5 4 10 11 
15,060 | Bromley (Kent) E. L. 4 P., 1 to 15,000 eo "Es 5 — 91 се x Ў 
70,000 Bo, do. 44 % 184. deb. stock .. | 100 = c" кє — g » + # : 12 " 
930 Poppin à Kens. Bias: Lt. Sup., d o DAD 8 g 6}— 72 6j— "3 . . 819 3 
, Я А O. m. rret. an —101 : ji 
836,876 | Central Electrio Supply 4 Guar. Deb. Stock ..| 100 4 98 pu 98 4 | ANE " 8 
80,000 | Charing Cross and Strand lectricity Supply 25 5 8 A — 4h La 80/ 7776 ue 
80,000 Do. do do. 4 m. Pref, 5 4 4 M 48 8j— 44 xd Bs do 
,000 Do. “ City Undertaking ” 44 95 Cum. Prf. 6 |4 95 — ова | 95'— 98° Bi Ae 
"(49 | Ch еа Eleotri „„ ааа 8 18 44% — 34 n PARE cones 48 3 
, elsea Electricity 8u А TC ET ВЕ —102 xd E и 
75,000 Do. do. PPI % Deb. Stock Red. .. | Stock | 44 A & | 101 и 99 1103 10 57 2: Б и a 
70,595 | City of London Elec. Lighting, Ord. 40,901—110,595 10 6 6 12 — 18 12 — 18 : И 8 4 2. 
«00 0001 De, Be DL Bu ts i se 27 116) al pa} 16 5 Ф |14 —122 cae NE RE RT 
0. а 5 11 О $8. a e oe à — ха > 
‚000 Do. 445 2nd. Db. Btk* Prov. Crts., all pd. 100 a 2 102 I 100 18 8 E 8 
(0000 Сеш of Durham Electrical Power, OH ut" сато : & 1 SA ih a LE 
U в O. O. e ee aa è 
40,000 | County of London Electric Lighting, Ord.1—40,000 10 Ta : 109 E 18 1 E ^ 5 4 7 
40,000 Do. do. 6 % Pret., 40,001—60,000 10 6 43 107 —110 106 —108 xd i es 4 1 
400,000 Do. do. 4$ % 2nd. Deb. Stock .. Stock 4 N " — à — d ва Ж 7 Nil 
80,000 | Edmundeon’s Electric Corporation, Ord. Shares .. 5 1 Nil — 1 — 1 є Ей 52 Nil А 
80,000 Do. do. % Cum. Pref...  .. 5 |6 68 — 73 68 — 73 2 oe m 6 8 
489,000 Do. do. 44 % 1st Mort. Deb. Stk. | 100 Ei Hi 4— 47— A " — | 544 
10,000 | Folkestone, 11010000... ^... ... .. .. 5 : ui dm 51 : i = 41011 
10.000 Do. 5 96 Cum. Pref., 1 to 10,000 ee ee 5 г 4 g, 94 е 97 95 = 98 Ж e +1 4 il 9 
90,000 Do. % lst Deb. Stock 190 B $| в е 6 — 63 2 І » 6 10 7 
15.000 Hove 1 to 18, ee . ae hy ee д ДУ 10 % 17 — 8 8 — 9 8,4, И +1 5 9 0 
21,000 | Kensington end Enightebridge e M Deb T. "E р ч * (4 96 — 99 06 — 99 : : ‘ 0 10 
90 000 * O. O. 2 . . е Á y = А А 
10,000 | London Electric Supply Corporation, Limited, Ord. 8 |8% 1% 4 18 4 41 Хь | 63.1 
10,000 Do. do. 0 6 % Pret. .. 6 |64 2 B9 — 921489 — 92 ун с 4 1710 
14,895 Го. do. 4% lst Mort. Deb. Stk. Red. Stock 4 X а 5 * 4 — 5 6 10 0 
900,000 | Metropolitan Electric Supply, 1 to 100,000 .. - 5 [10 X А 4— 8 4— 43 xa 412 4 
76,121 Do. Cum.Pret.1—71106.. | 6 8 26s iic x © 112 7 
220, 0001 Do. 4$ % lst Mort. Deben. Stock X 4 88 —— 90 84 — 89 xd | ŝi » 818 8 
$50,0001 Do. Mort. Deben. Stock Redem. | Stock ү, е — го Mois : 412 9 
360,000 | Midland Electric Corporation, 4à % Ist Mort. Deb. | 100 | 4 i 5 % oh Н PE | 5 618 4 
87,500 | Newcastle-on-Tyne, 1 to N, 500 00. 6 |8% B % at 3 im н 121431 
ы се юзю. о 154 2 1 13 12 — 13 ха | 12 615 5 
10,852 | Notting Hill Electric Lighting — 10 78 14% st 51— 67 и ` 512 0 
20,000 | Oxford, 1 to 96 and 407 to 20,810 i 5 |1% 1% bt e a © [418 
50,000 | Do. 49% Deb. Stock ..  ..  .. .. 10 | 4¢ 04 Ы "TÀ— 83 i +4 | 517 8 
ооо аана Мац e LZ 19 % в if 6h— 1 ; ; EE е 
e do. е U , U = ° 
160,001 Do: do, 96 Deb. Stock Red. .. | 100 84% 84% 85 — 90 88 — 88 xd ie " 8 Nu 
12,000 | Smithfield Markets Electric Surply, Ord. .. Ms b 4 x il i — ut "n 1 è n 5 8 1 
50, 000 Do. do. : do. 4 Deb. Stock Stock | 4 (0 4% 70 — 2 ы 52/6 61). з à 619 2 
65,000 | Bouth London Electricit баргу, € . ws xs 5 4% 4% +— 23 — 25 52/ | 8 8 8 
120,000 | South Met. Elec. Lt. & Power, 2 г. 1 Nil 24% — 8 : . . . 568 
117,968 Do. do. 79% Pref. ..  .. 1 |7 1% 99.— ló m 1 . 483 
200.000 Do. do. 4 % 18 Deb. Stk. | 100 43 449% —102 — P 12 10 0 
80,000 Urban Electric Supply, Ord... ^ .. e| 5 l6 5 1— 2 1 — | nS 
50.000 Do. do. 5 % Cum. Pref, s Я 5 5 b 95 li— 23 li— 23 oe 500 
900 000 Do. do. 44% lst Mort. Db, Btk. Red. | 100 [4 445 = 87 — 90 f oy | биз 
110,000 | Westminster Electric Supply, Ord. .. ^. к 5 114 10 | 7— 8 7— 83 CR d eo 
81,279 | Do. do. % Cum. Pref. si 5 b 4496 44— bg 43— 63 xd А +. 
| (Original 6 35—Red. to 44 % from Bist Deo., 1908) 


* Unless otherwise stated, all shares are fully paid. t Quotations on Liverpool Stock Exchange. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING MAY. 1908. 


Tuz May values for electrical business fully maintain the excellent 199:0 thousands, this comparing with 167 7 thousands the corres- 

record of the earlier months of the year. ponding average for the whole of 1907. | 
The exports from the country, at £203,063, are rome £8,000 in Over the same periods the imports of electrical goods have made 
much less progress, the five months average of this year amounting 


excess of the total attained in April. to 161˙0 thousands, which compares with 1540 thousands during 
1907. Touching the individual items, a somewhat smaller machi- 


The imports, which reached a total of £156,150, are some £11,000 
less in value than in the preceding mohtb, while the re-exports of nery export value was counterbslanced by improved business in 
foreign and colonial goods from this country, amounting to cables, while other items showed considerable advances; the 
£12,279, were also somewhat lees in value than in April. importe, on the other hand, show an improvement in machinery, 

It is interesting here to notice that the average value of the with а counterbalancing reduction in cables, &c. Some £29,000 
goods exported during the first five months of 1908 amounted to worth of electric lamps entered this country during the month. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 


E Sss ЕЁ я Е 2225 „ nds 
„ ae „ , , 
Country receiving exports and importing. НЕЕ 3 253 © TE я £8. 2 2522 ges E 8 
,, ЕЕ НЕКЕ ЕТЕНЕ 
8“ MEME уа ag s 83" E] $ 
| & ` £ | & & — 4. 3 
Russia, Sweden, Norway and Denmark s .. 1,887 121 22 204 
Germany s. d ..Q . 221 550 5 76 168 
Netherlands oe T as T we 415 842 4 30 бо 
Belginummmummmm .. 186 763 6 22 155 
T c. mum. . Set, ИРИ 71, 806, 57 
Portugal, Madeira and Portuguese Africa ... 18 1,561 4; 187, 88 | 
Spain vnd Canary Isles . 34 11 10 18 761 Кое M 
Italy and Austria-Hungary... ss . 289: 530 54 144 | 946 бв | è | | 
Greece and Turkey .. dds . 35 35 | b e = 10 | TRANS | 80 
Charnel J Јев, Gibraltar and Malta 98 238 35 46 163 | 3,098 | 3| 27 3,732 
| | | 
U.S.A. and Philippines. ,.. sis To | 11 | 619 20 92! 32 147 | 17 60 | “ | . | 998 
Canada and Newfoundland... ..  .., 542 957 125, 23, 63 735 106 | „ | . | 2,558 
British West Indies and British Guiana | 8 14 32. 5 15 | e | 12 | | 2 | 86 
Mexico, Colombia, Nicaragua, Gautemala, = | | | | | 
Venezuela and Panama “ar 925 E. 88 219, .. 15 235 4 | | ЖО | | 554 
Pera and Uruguay | А к E | 211 152 90. 29 82 | 153 peace зев 717 
Chile М | 1109; 419 73 . 1.777 | V 3,378 
Em. .. 40 426 20 194, 105 | 3416] 227 28 23 290 55207 
Argentine Sen “йыз adc | thts ше, 0664 | 9,651 , 540 13? 35 12,956 29) d 589 | — | 20,827 
‘ | | | 
ett. . 900 796 64 210 128 | 1568| 74 56 | 23i | 4,026 
British West Afri. 112 2 27 ND 10; 11 .. 80 | | 242 
Саре of Good Hope... o.oo . 730 251 14 344 57 1.505 4 | 6 | ! 2,911 
Natal 2 „оу . 9591 2,904 | 225 549, 374) 3588 16% 20| вә) 27 .. ! 8897 
Zanzibar, Brit. East Africa, Mauritius & Aden; 14 (om 80! — M 6| 27 931, 63! 42 
| н | 
China and Sm „| 1,024 | 7,008 559 382 49 | 2,703 285! 1d 1236 
Jap enn . .. 1338 3,597 | 35 190 712 | 9,167 86| .. | 61] 92; —. | 15,253 
Java and Dutch Borneo... - s ME 12 | P Mt Ü— se 15 .. | 10 | " "a 46 
hia. „ш ш ш. „ 14021 8,853 | 1432 1,6 | 1,851 | 11,492 | 1,267 | 285 | 712 31,862 
Bumi. Q. . 241 687 134 55 15 7,189, 252; .. 481 34 " ‘| 9,068 
Ceylon - Ms a ies р 44 | 348 | 92 80: .. | 187 | 16 | 2 58 45 | 865 
Straite Settlements and Fed. Malay States. 169 258 225 322 769 507 127 56 29-9. | 2,456 
Hong Konng . . 428 1,778 29 172  .. | 3,554 17 „16 | | 5,994 
| | | оз ; : | | 
West Australia.. . 251 2,465 | 129 u.s 6 | 1,543. 910 | 8 | |. 56,195 
South Australia .. 109 557, 40 186 109 55, 3: 75 1,131 
Victoria.. . 1.072 5,990 85 191 ... 489, „ „ 101 | |, 8,003 
New South Wales аа 1,15 6,579 564 1,148. 881 6,484 1,233 192 | 599 | 19,095 
Queensland — ... wee '005. 68 12 83 3 .. ' 1038: .. 690 | 1,164 
Tasmania „ 30 489 — 2 aie i ae esos s e do sS c Dal 
New Zealand ... awe 2,479: 4406 435 365 71, 1722 67  .. , 222 36. ' 9,503 
Total, E 16,880 60,968 5.824 9.442 7,857 85,011 5,739 | 915 6,492 3,941 203,060 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
————— — = rener rn E 
| £ £ | £ £ | 44 £ | £ | £ £ £ £ | £ 
Norway, Sweden and Denmark ^... n в! .. | 10. .. 728 442 193| 4241] ... | 5626 
77. . 1,871 12,960 850 8,740; 362 30,007 593 3,135 2,307 247 61.072 
Holland s „. „. .Q 806 4,065; 396 17,773! 4,057 | 3,323 | 197 6,372 376] 80 | 36.945 
Belgium. . 745 5290 | 1,010 1,479, 27 | 5,887 | 155 837 7,055) ... | 22,485 
France. 2 Q 108 3,104 | 1403 | 995 615 | 9238 2,941 | 2,3831 174) 10 | 11,966 
United States. 2,892 76 | 1,464 224, 10,600 | 214 524 362,959 | 37,769 
m 13,444 14,189 2,596 | ... 155,883 
| | 


i 


—— —— 


| | | | - 
Total, E 5,417 25,510 5,123 29,221 | 5061 i 50,780 
] | | | 


| EN 


аа ИИК HR 
Additional Importa: Italy, cable, £34; electrical machinery, £6 ; also electrical machinery from Canada, £155; and Queensland, £72. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


„„ £ £ £ | £ | £ | £ £ | £ 

Various countries, main ly ав above coe 2,322 | 2,628 | UNS | 1,899 44 2,411 409 і Pug 4,061 v UT | А 

| | ВЕ 0 ИЕТ RUE PENES - 2. 
ToTAL Ім ORB TGS: £156,150 


Toran RE-ExPonTS: £12,279 


ngs are classified according to the Customs returns, The firat and 
otherwise unclassitied, the latter, doubtless, consisting of similar 


Тота, Exports : £203,063. 


Norx.— The amounts appearing under the several headi 
third columns contain many amounts relating to goods d 
materials to those appearing in adjacent columns. 

| © This section does not include telegrapb cables and apparatus. 
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METAL MAREET. 


Fluctuations in June. 


SPELTER (G.O.B's.). 


Junw 1 2 3 4 5 9 10111215 16 17 18 192228 24 25 26 29 30 
225 


LEAD (ENGLISH). 


JuNE 1 2 3 4 5 9 101112151617 18 1922 23 24 25 26 29 30 
£20 


19 


IRON. 


JuwE 1 2 3 4 5 9 1011121516 17 18 19 22 23 24 25 26 29 80 
60% 


59). 
58, 
57i. 
56, 
58, 
54, 
58, 
59/. 
би. |, 
50/- 
491. 


TIN. 


JUNE1 2345 9 1011 121516 17 18 19 22 23 24 25 26 29 30 


£135 
184. 
BEL 
139 
131 
130 LLAL 
128 


Prospectuses.— West Kootena 
Ltd.—This company has this week b 
2240, 000 first mortgage 6 per cent. bonds of £ 
pany has lately acquired the Cascade Wat 
and thus securee the practical control of hy 
in the central portions of Southern Britis 

Sekong Rubber Co., Ltd.—50,000 shar 
pany have been offered this week at par. 


64 |! z — 
Et escis 


E pepe por 
exi үү 
во аа 
es AL 
58 SEIS 
57 ` 
56 ШЕЮ 
E us 


h Columbia. 


y Power and Light Co., 
een offering for subscription 

100 each. The com- 
er-Power and Light Co., 
dro-electric power eupply 


es of £1 each in this com- 


TANGLED. TOPICS. 
Br "INNOCENS." 


Are any engineers necessary ? 

An examination of the trend of modern eventa shows that 
a most unsettling and distressing spirit is creeping into the 
electrical profession. It may be briefly summarised in the 
disyllable ** Cutting." What with rate-cutting by central 


station financiers, price-cutting by manufacturers who want 


to kick the bottom out of the mercantile bucket, the cutting- 
out of local contractors by wholesale firms, and the direct 
cut; which the wife of the borough engineer (named “ Civil“) 
gives to the wife of the borough electrical engineer, it is a 
wonder there is anything left to cnt at. We are rapidly 
getting into the parlous condition of the “three sailors of 


Bristol City, who took a boat and went to sea,” во feelingly 
depicted in the lines :— 


Says gorging Jack to guzzling Jimmy, 
“ Т am extremely hungaree.” | 
To gorging Jack raya guzzling Jimmy, 
" We've nothing left, us must eat we." 
and before long we shall be saying to one another :— 


“ Oh, Billy, we're going to kill and eat you, 
, Во undo the button of your chemie,” 


and the weaker brethren amongst us will follow the line of 


conduct of Billy, who “ used his pocket handkerchie." 

The desperate pass to which things have come is amply 
shown by the discussion which is now raging as to whether 
consulting engineers are necessary. I envy the temerity of 
the gentleman who raised that query. To me he appears as 
noble and statuesque as Cromwell must have stood when, in 
his sublimest moment, he exclaimed “Take away that 
bauble!” Personally, I would as soon have hob-nobbed with 
Ajax when he defied the lightning, or stood in the shoes of 
the first socialist who howled Down with the House of 
Lords,” as be that man. A consulting engineer, raieed to а 
high static potential by means of friction, and emitting dis- 
ruptive discharges, is a most suitable object to place upon an 
insulating stand and to handle with rubber gloves and a long 

le. | 
" Yet, I venture to broach a mightier theme. We have con- 
sidered the Throne on which Consulting Majesty resides. 
Let us now nerve ourselves to discover that there is a power 
behind the throne ; and this has been revealed unto us by 
a Scottish seer, who is, forbye, a Bailie and a convener of an 
electricity committee. Fifteen years ago, as explained to the 
Municipal Association, the Hielan’ Eldera о’ Govan got a 
provisional order for lighting. “It was not obtained with 
the immediate intention of putting it into operation.” As 
the Bailie remarks : ** At this time we were merely coquetting 
with the queation.” The naughty men! My word, if we 
had caught them bending! This flippant state of things 
could not be expected to last. They found themselves, in 
the giddy whirls of coquetry, at last face to face with three 
alternatives, either to hand over their order to a private 
company, to hand it over to Glasgow, or to carry it out 
themselves. Valuable considerations saved them from the 
first two disasters. They fell into the third alternative. 

They determined to take the advice of an expert. The 
first name which was suggested to them was that of an 
eminent London engineer. Most people, dazzled by the 
radiance that emanates from the precincts of Westminster, 
would have shut their eyes and flung themselves blindly 
into the arms of that consulting engineer. Not so Govan. 
With Scottish caution, “although we had gone so far on 
our way we still wanted to leave ourselves free to go 
back on our tracks if necessary. We therefore, in asking 
for a report, requested him to state his fee in the event of 
our failing to go on with the scheme." 

What could be fairer? Yet, in reply we detect the 
autocracy of the Upper House. His answer was, that he 
would make no report unless we were prepared to go ahead. 
This was too painful. As the Bailie puts it, * Such an 
answer was unfair. We were in the position that we knew 


nothing; we wanted information; we wanted a scheme 
presented upon which we could give an intelligent decision. 
Who said, Ex nihilo nihil fit?“ They then turned to # 
local engineer, who Was more amenable to our views. 
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He got ont а scheme which, after deliberation, was carried 
out. We are gratified to learn that, viewed in the light 
of to-day, it was not a bad scheme.” This, in spite of the 
fact that if the buildings had been of greater height and 
breadth, the expense of taking a good part of them down 
would have been spared. Why are we so reminded of that 
curate's egg? But even here the Govan men did not lose 
their equipoise. They remembered that there were men 
before there were engineers. In the staffing of the 
station, the Committee did not always follow the advice of 
the consulting engineer, nor did they allow the resident 
engineer to guide Меш altogether in the subordinate appoint- 
mente" I to turn in this connection to the final 
dicta of the good Bailie, in which he insiste on the neoesaity 
of a good understanding between the Committee and the 
Chief Executive Officer. “This can only be attained if 
there be mutual sympathy on the part of the Convener and 
the official, and in order to secure that, it should be a necessary 
part of the engineer’s duties to keep the Convener constantly 
informed of the doings of his department. He should 
acquaint him with it& progress and developments, and also 
with all disappointments or ‘regrettable incidents which 
may have occurred.” 

This is the. revelation. Too long has the troubled, toiling 
engineer laboured under the empty pomp of the position of 
borough (or burgh) electrical engineer without the refuge of 
a strong and manly breast to which he can fly, and upon 
Which be can lean and sob out his sorrows. There is, or 


should be, in every well equipped community, а power 


behind the Throne—the Convener of the Electricity Com- 
mittee. And when we have such a power, at once so strong 
and sympathetic, combining the ripeness of years, the milk 
of human kindness, and technical knowledge born of 


wrestling with “ regrettable incidents," are we not forced to 


вак the question: Are Any Engineers Necessary ? " 


THE EDUCATION AND SCIENCE SECTIONS 


OF THE FRANCO-BRITISH EXHIBITION. 


ALTHOUGH the Education Section had not been formally | 


opened at the time of our visit, this portion of the Exhibi- 
tion has now been completed for some weeks. Anyone 
who is at all interested in education, either elementary, 
secondary, or technical, will find it difficult to tear him- 
self away from this section when once he has entered 
it. As represented at the Exhibition, the immense range 
aud variety of the subjects now tanght in day schools is such 
as to make the ordinary average person feel very much more 
ordinary and more average than usual. Some of the work 
exhibited, done by infants averaging about seven years of 
age, is really amazing to one who finished his school days 
from, say, 10 to 15 years ago. 

he manual work, too, which is turned out by the students 
both in the provided schools and in the higher grade schools, 
là very creditable. Whether or not we agree with the 
teaching of trade subjects in public schools, there is no 
doubt that where workshops are provided in which youths 
can practise handicraft as a pastime, considerable dexterity 
in the use of tools is shown by some of the students, more 
particularly in the departments of wood - turning and 
carpentry. Photographs of such things as cricket pavilions 
and garden seats, made by the students at the Bootham 
School, York, indicate a very high degree of excellence in 
handicraft’ work of this particular variety. We were 
interested also in noticing an exhibit from this school of a 
sæt of turned chessmen made by J. H. Holmes in 1878, 
when a youth of 15, and a student at this school. Mr. 
Holmes, who, as is well known, was the founder of the firm 
of J. H. Holmes & Co., Newcastle-on-Tyne, is still noted 
for his skill at the lathe. 

A large variety of manual work is exhibited by various 
technical institutions, some of this being equal to the best 
Work that could be turned ont by skilled mechanicians. 

Tus the Regent Street Polytechnic stand are shown a 
listic galvanometer, standard magnet, d'Arsonval galva- 


nometer, transformer with adjustable air-gap, magnetic 
balance and potentiometer, all made by the students at this 
Polytechnic. 

The exhibit of the Northampton Institute covers an 
unusually wide range of handicraft, including specimens of 
electrotyping, both bronzed and silver-plated, including some 


silver-plated lace ; also such products of the electric furnace 


as carborundum and calcium carbide, both made in the 
Institute's laboratories. Some good examples of brass- 
finishing work are shown in the samples of plug switches and 
telegraph keys, and in heavier electrical engineering work an 
interesting exhibit of work done in the laboratories is a multi- 
polar dynamo with laminated fields and barrel- wound 
armature. To illustrate wiremen’s work, various samples 
of cable joints are shown, including joints in lead-covered 
concentric cables, and in three-core cables. | 

The Brighton Technical School exhibits a vertical engine, 
whilst the Battersea Polytechnic shows some very creditable 
draughtsman’s work, including detail drawings of a loco- 
motive type boiler and fire box, 40-H. P. Diesel engine, and 
four-cylinder petrol motor. A wiring board illustrating the 
wiring of one floor of a house is also very well done. 

Joiners' work would appear to be one of the strong pointe 
in the West Ham Municipal Technical School curriculum, 
this institute exhibiting a number of patterns for the foundry, 


including patterns and core boxes for a three- throw hydraulic 


pump. 
Several sets of  wiremen's work are exhibited by 


students competing for County Council scholarships. These 
will be found alongside the exhibite of the Regent Street 
Polytechnic. | 

The most comprehensive exhibit of all in connection with 
technica] education is that of the Manchester Municipal 
School. Here, in addition to samples of work done by trade 
students, are a number of very interesting exhibits illustrating 
apparatus used in technical classes, and also some very 
valuable historical exhibits, including Joule’s laboratory 
note-books, horse-shoe and bar magnets used by him, to- 
gether with apparatus to illustrate electro-magnetic rotations. 
The scientific papers of Joule and Sturgeon’s lectures on 
electricity are on view. In connection with teaching appa- 
ratus there is shown a universal lathe-tool dynamometer to 


measure the forces acting upon a cutting tool in all directions, 


and also an apparatus for making experiments to determine 
the torque and feed pressure of drills when drilling into 
various metals at various speeds. In connection with the 
experimenta] and research work carried out at the school may 
be seen rubber cable punctured with 7,000 volts, a glass 
terminal rod punctured with 100,000 volts, photographs of 
high-tension discharges between horn arresters and over 
insulators, and, in connection with the latter, among the 


most interesting photographs are those showing the pioneer 


spark and the following-up arc. Some very good samples 
of the work turned out by the students are shown, including 
lamp resistances, low-resistance bridge, Deprez d'Arsonval 
galvanometer, magnetometer, metre bridge, ammeters, 
voltmeters, &c. A very well drawn set of wiring plans for 
a private installation is also exhibited, together with specimens 
of joints. | 

it must not be supposed that the foregoing exhausts the 
list of interesting electrical features in the Education Section. 
It really merely touches the fringe of the subject; to deal 
exhaustively with it would require far more space than can 
be here devoted to it. 

The Science Section is another department which cannot 
fail to have considerable attractions for electrical engineers, 
whether engaged in telegraph work or in the heavier 
engineering side of the industry. A large number of the 
exhibits are chiefly of historical interest, and those who care 
to inquire into the genesis of some of the instruments now 
in common use, and to follow up the steps of evolution 
through which they have passed before reaching their present 
form, could not do better than pay a visit to the case of 
apparatus exhibited by Profs. Ayrton and Perry. Here they 
will find the first ohmmeter constructed by these pioneers in 
1881, the second form designed in 1882, and also several 
stages in the evolution of the secohmmeter. Compared 
with the present forms of these instruments the early forms 
are delightfully crude and amateurish. 

The first gaining-clock energy meter is also to be seen at 
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this stand, the meter which was the forerunner of the now 
largely used Aron meter. е оо 

Exhibited by Sir J. W. Swan are several types of incan- 
descent lamp, including what is probably the oldest of its 
kind with an authentic history; other samples show the 
development of the lamp up to its present form. 

To go still further back in the history of electricity, we 
may refer to the Leyden jars exhibited by the Duke of 
Devonshire, ‘these having belonged to, and been used by, 
Henry Cavendish in the 18th century. 

Of very considerable historical interest are the exhibits of 
the Wheatstone Laboratory, King’s College, containing a 
set of original Daniell batteries, the original Wheatstone 
bridge, and the rotating mirrors used by Wheatstone to 
determine the velocity of electricity along wires. 

Admirers of Faraday—and who interested in electricity is 
not one ?—will examine with interest the large Russian lode- 
stone used by the father of electrical | . 
engineering in connection with his | 
original experiments in electromagnetic 
induction. Some of the coils used by 
Faraday’s American contemporary, 
Henry, are also exhibited. M 

Telegraph engineers will not fail to 
look at the collection of apparatus 
exhibited by Sir William Preece, the 
exhibits including a piece of the first 
electric telegraph line laid in 1837, 
together with other pieces of early 
cables. 

The Post Office exhibit contains a 
number of samples of telegraph cables, 
including lead- covered cable perforated 
by lightning, and also a complete in- 
stallation of the «electromagnetic in- 
duction system of wireless telegraphy 
as used by the G.P.O. in 1897 between 
Lavernock and Flatholm. 

Station engineers will feel there is 
a bond of sympathy between them 
and the P.O. engineers when they 


cable which was damaged by a work- 
man's pick during some floods in 
April, 1908. It is stated that the 
removal of this fault cost about £100. 

Other interesting telegraph instru- 
ments, including those used in railway . 
working in the early days, are shown by Mr. George Neale. 

Mr. Marconi has a very comprehensive exhibit of some 
33 pieces of apparatus, and photographs illustrating the 
developments of wireless telegraphy. tae 

The latest form of wire telegraphy, namely, electrical 
transmission of photographs and pictures, is illustrated by 
Mr. Shelford Bidwell, who shows the original model of an 
apparatus constructed in 1881 for this purpose. 

The Cambridge Scientific Instrument Co. have on view a 
very fine selection of galvanometers, electrometers, and 
other instruments with which their name is во closely 
associated. 

Many other exhibits might be referred to, bearing not 
only on electrical science, but on practically every other 
branch of applied science ; enough has, however, been said 
to indicate the claims which this section has проп the atten- 
tion of electrical engineers. 

It might be added that the Hall of Science is building 
No. 11, and is on the left-hand side of the Wood Lane 
Entrance Hall. The Education Section ison the right-hand 
side of the Court of Honour. 


Wimbledon Electricity Supply.—The L. G. B. has 
sanctioned the borrowing by the B.C. of the following amounts for 
work in connection with the undertaking :— £2,606 for new remote 
control switchboard and gallery and stairway at electricity works, 
Durntford Road; £1,240 for extensions of buildings and foundations 
for engine and boilers (after deducting £310, outstanding debt on 
old buildings); £7,575 for new 1,000-Kw. turbo-alternator, with 
platforms, cables, &c.; £4,710 for two water-tube boilers and 
economisers. 


Fic. 1.—Sremens 1,500-kw. Dynamos ON Hopkinson TEST., 


SOME SIEMENS MACHINES FOR THE 
| WAR DEPARTMENT. 


Bu the courtesy of Messrs. Siemens Bros. Dynamo Works, Ltd., 


we are enabled to give particulars of some interesting machines 
which they have recently supplied to the War Department. 
Fig. 1 shows one of two large generators, which are of special 


| interest, as being amongst the largest machines yet built with 


commutation poles. They will be driven by triple-expansion 
vertical type steam engines made by Messrs. Yates & Thom. The 
armatures are directly bolted to the engine fly-wheels. 

There are 14 shunt-wound main poles, and an equal number of 
commutation poles, round each of which the whole current of the 


machine passes in turn. Each machine is designed to give 2,900 


amperes continuously, at from 500 to 530 volts as shant generator, 
when driven at 85 R. P. u., the specified temperature rise of the 
hottest part after 12 hours’ run on full load being not more than 
70° F., and the efficiency not less than 93 per cent. by the Hopkin- 


Ld 


aon test. The specified overload capacity is 25 per cent. for two 


hours. These specified figures were more than fulfilled on test, 
the temperatures coming out very low and the efficiency 94 per 
cent., that is, 1 per cent. above guarantee. | 

The yoke is of cast-steel, and the main poles are laminated 
throughout; both the latter and the commutation poles can be 


Fic. 2.—ANarvsis OF LOSSES. 


removed without dismantling the machine. The armature is of 
the slotted drum type, and is built up of soft iron laminations, 
with specially small hysteresis losses, It is mounted on а cast- 
iron spider, and is well provided with ventilating ducts. Former 
wound and interchangeable armature coils are employed, and are 
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kept in place in the slots by wooden wedges through the whole of 
their length, the end connections being secured against displace- 
ment by centrifugal force by a special steel binding ring, easily 


removable. 
The insulation of the coils consists of layers of mica and press- 


spahn, which are held together with shellac and moulded while hot 


Фото (9 ae 


Fic. 3.—HErricigNCY CURBVEs. 


over the group of conductors, previously taped. An extra 
thickness of insulation is provided between the top and bottom 
members of two coils in а 817. A suitable number of equalising 
rings of large section, is provided. y 

The commutator is of hard-drawn high-conductivity copper, 
and is insulated with mica. Each segment was milled to the 
correct taper before being built in, and the whole subjected to a 
heavy pressure before being machined. The brushes are of 
carbon, the current density at full load being about 30 amperes 


- cc 


Fic, 5.—-Мотов wrra COMMUTATOR COVER IN PLACE. 


per aq. in. Before leaving the works, the machines were subjected 
lo severe tests, and the excellence of their performanoe may be 
gathered from the following :— 
For the 12 hours full-load run at 530 volta 2,900 amperes, the 
ee were coupled up in the usual way for the parallel 
Pkivson method, the losses being supplied electrically and both 
ds excited from an external source. The run was made with the 


generator giving the full rated output of 1,500 K w., corresponding 
to about 14 per cent. overload on the motor. At the end of 12 
hours’ continuous run at this output, the following temperature 
rises were observed (by thermometer) :— 
Rise in °C. above surrounding air. 
Motor 


Generator. otor. 
Armature core "T" 5; 29° С. 29° С. 
Armature end connections 23° C. 24° C. 
Commutator ... oa "T 21? C. 18° ©. 
Shunt coils c ae 31° С. 24-b* C. 
Commutation coils ... 28° С. 32°5° C. 


The commutation was sparkless throughout. 
In the efficiency test the machines were coupled up as before, 


and the following results were obtained : — 


| Efficiency 


| Generator. | Motor. Amps 
Volt 
Speed. com. plied Me of gach 
: mon to i machine on 
E MEC MES MEC MESES | EM: | San load 
85˙2 740 239 842 219 | 532 | 127 | 4.0 | 902% 
85 1,450 | 948 1,595 | 208 | 528 | 172 | 805 | 934% 
85 2,250 973 2.560 219 | 530 | 966 1.272 | 940% 
85 12,970 | 291 2360 228 | 539 | 38) 1.675 93:8 % 
85 3.700 | 311 4,220 240 | 529 | ^36 3000 933% 
853 4.500 | 334 5,20 | 249 | 529 767 2.570 92 2 5 


It will be noticed that, besides being well above the guaranteed 
figures at full load, the efficiency remained high also at light loads. 
The maximum motor current of 5,320 amperes corresponda to an 
overload of 84 per cent., and there was only a trace of sparking. 
In all the other cases the commutation was sparkless. 

A third test of 10 hours' duration was also carried out to 
determine the temperature rises on overload, the following results 


being obtained: 


Generator carrent — 3,500 amperes. 
Motor current = 4,000 amperes, 


Temperature rise. 


i 


Generator, Motor. 
Armature core 36 b° C. 32:5* C. 
Commutator 21:5* C. 32? C. 
Shunt coils ... 37° C. 29:5? C. 
Commutation coils... . 41°5° C. 57^ C, 


Thus, with an overload of 39 per cent on the motor for 10 hours, 
the only parts with a temperature rise higher than was specified 
for the normal load of 2,900 amperes were the commutation coils 

The reason for the lower temperature rises on the motor is due 
to the fact that the cool air was delivered to the motor side of the 
combination, and the generator had thc disadvantage of receiving 
air which bad already passed the motor. In calculating the 
temperatare rise, the mean air temperature was taken, and this, of 
course, handicapped the generator. The commutation was perfect 
throughout the test. 

It is well known that the sum of the no-load losses, plus the 
additional с? в losses due to the low, does not make up the total 
power lost at Yull load, but the extent of this discrepancy is not 


. generally recognised, and has led to much doubtful practice in 


specifying. efficiencies. The serious nature of this error is well 
illustrated in fig. 2, in wbich the upper curve represents the total 
losses as given by the Hopkinson test, and the lower curve the total 
losses as obtained from a no-load test. In curve 1, fig. 2, half the 
losses supplied from external sources are plotted againat the mean 
load of the coupled machines as fonnd from the Hopkinson test. 
The discrepancy in the efficiency as obtained by these two methods 
is very considerable, as may be gathered from fig. 3 and the 
following tab!e :— 

Kfficlency by Guaranteed 


Efflciency by 
no-load test, efficiency, 


Hopkinson test. 


Load. Per cent. Per cent. Per cent, 
50 per cent. overload... 93 94 5 ee 
Full load ... РТУ 94 95 93 
4 уу Laas a 94 94:8 — 
ee 4 93 93 8 as 
t „ 89'5 90:2 — 


In view of the fact that machines are sometimes required to give 


their full-load current with a very weak field (for instance, for 
Siemens - Ilgner fly-wheel converters for colliery winding, where а 
current considerably in excess of full.load current may be required 
at practically zero volts), it was decided to test these machines also 
in this direction. The test was a short-circuit test, and it was 
observed that about 2 per cent. of the normal shunt current was 
required to produce full-load armature current, and about 3 per 
cent. for 50 per cent. overload. With the very wesk fields thus 
produced, a current of 4,660 amperes was taken from each machine 
in turp, and the commutation was quite sparkless with fixed 


position of brushes. 
55 per cent. 


This cugrent corresponds to an overload of 


Another machine supplied to the War Department, interesting on 


account of the fact that it is one of the largest, if not tbe largest, 
motors yet made with as wide а speed variation as 1: 6, is shown 


ín figs. 4 and 5. 


It is designed to give 100 B. H.P. at a pressure of 500 volte, the 


speed ranging between 100 and 600 вр.м. There are six main 
poles and an equal number of commutation poles. As will be 
gathered from the illustrations, the motor is of the ventilated 
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type, the openings being covered with gauze. The speed variation 
is obtained by shunt control, and on test the motor was perfectly 
stable and ran absolutely sparkless under all working conditions 
from no load to 100 per cent. overload at all speeds. Sparking 
could not be detected even when the brushes were tilted on to 
their sparking edges, and a test more severe than this can scarcely 
be devised. After five hours’ run at full load and 350 B.P.M.— 
the mean speed of the motor—the temperature rise nowhere 
exceeded 37° F., and after six hours’ full-load run at the highest 
115 lowest speeds the temperature rises were quite within normal 
imits. 

The efficiency of the machine at full load is some 88 per cent. 
from 200 to 400 B. r. u, beiog slightly lower at the extreme speeds. 
In view of the nnusual nature and very special design of the 
motor, this efficiency must be regarded as very satisfactory. 
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PROCEEDINGS OF INSTITUTIONS. 


Switehgear Control Apparatus and Relays for Alternating- 
Current Cireutts. 


By CHARLES C. Олввавр, Member. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ExorwEEBs, London, May 14th, 1908.) 


Тив installation of control relays on high-tension alternating- 
current circuits has become standard practice, and is likely so to 
continue. The correct design and lay-out of such relays is of the 
highest importance; on their proper action a large part of the 
success of tbe system depends. Recognising this, it is somewhat 
remarkable that many systems are in operation to-day designed on 
wholly erroneous lines. | | 

A considerable number of polypbase maximum time-element 
relays have been installed in various supply stations. They consist 
of a polyphase-wound relay having a single moving element, which 
moves under the action of the currents in two or three of the 


With such relays very large and daugerous overloads can con- 
tinue to flow in any one pbase, without causing the relay to operate 
and to open the circuit. Polypbase relays should never be used, 
but always single-phase relays connected entirely separately on two 
or tbree of the phases on three or four-wire systems respectively. 

Exactly the same objection applies to the use of polyphase 
reverse relays. The only perfect solution is to install a separate 
single-phase relay on each phase. 

A considerab!e number of maximum time-limit relays, operating 
on the solenoid principle, are in use at the present moment. They 
consist of a solenoid having a movsble iron plunger, which is 
sucked up when the current in the eolenoid exceeds a certain value. 
The iron plunger is attached to a dashpot or air-bellows which 
retards the travel of the planger, the amount of the retardation 
being varied by means of a small valve which controls the clear- 
ance in the dashpot, or the rate at which air can pass in or out of 
the bellows, &c. Thus the plunger is caused to take a certain time 
to travel to its top position. When the top position is reached 
contact is made in the trip-coil circuit and the controlled circoit 
is opened. A typical relay, made by a well-known firm, operating 
upon this principle was experimented upon. As the plunger is 
raised within the solenoid the volt-drop across the same is 
increased largely, and, of course, the volt-ampere consumption of 
the relay goes up, and the magnetic reluctance goes down. Now, 
with a constant magnetising force in the relay the attractive force 
on the plunger varies inversely as the equare of the reluctance. 
It follows that if, due to the passage of a certain current through 
the relay, the plunger is caused to travel upwards, the higher the 
plunger goes the less the current necersary to keep it in its new 
position. Thus tbe current in the controlled circuit can fall sgain 
to its normal value, but the plunger will not fall, but remains 
“floating” for an indefinitely long period near its top position. 
If, now, the current again increases, the plunger will complete its 
upward journey, but without any time element whatever, this 
being due to the fact that the first small movement in a dashpot 
is unretarded, no matter from what position in its travel the plunger 
starts. 

Experiments made to test this theory confirmed it in every 
particular. The results show that the dashpot solenoid type of 
maximum relay is not to be relied upon for dealing with inter- 
mittent overloads or shorte. | 

A method sometimes adopted to impart а time-element character- 
istic to an ordinary circuit-breaker is to ehunt the trip coil with a 
fuse. Normally the secondary current of the current transformer 
flows tbrough the fuse and not through the trip coil, until the fuse 
blows and the current is diverted through the coil. The time taken 
for the fuse to blow gives the time element. It is only possible 
to use this scheme for alternating currents, as with continuous 
currents the whole of the current passes through the trip coil, and a 
sufficient volt-drop to blow the frse cannot be obtained. The 
chief advantage of this scheme is cheapness. Its efficiency may be 
judged from the following considerations. The two essential 
functions of atime-element device are as follows:— 

1. The time lag should prevent the circuit-breaker opening with 
every momentarily abnormal rush of current. 

2. A discriminating action should be obtainable—that is, if two 
time-element circuit-breakers are in series, it should be possible to 
adjust one to open before the other. 
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The second function is vital in all important circuits. Experi- 
ments made to ascertain how far this discriminating action could be 
attained showed that altering the thickness of the wire not only 
altered the current at which the combination worked, but also 
affected the time element enormously. Thus independent adjust- 
ments of the time and the current calibrations are not feasible—at. 
least, if fuse wires of constant length and of the same material are 
used. Regulation of the current at which the arrangement works 
can only be effected by altering the fase wire, and simply raising or 
lowering the plunger in the solenoid will have no effect. On heavy 
overloads any time discrimination disappears altogether. 

For important distributions, therefore, the fuse-shunted trip coil 


Is not suitable. It may, however, find useful application on motor- 


control panels where ordinary fuses sre not desired, and where a 
discriminating action, apart from the prevention of the machine 


being cut off due to every temporary overload, is not wanted. 


— = ве ———- 


в = relay; с.т. = current transformer. 
Fic. 1.—FauLTY RELAY CONNECTIONS ON THREE-PHASE 
THREE-WIRE CIRCUIT. 


For three-phase three-wire systems two separate single-pole 
relays are theoretically neceesary to afford complete protection. 
When what may be designated the “resultant” scheme of con- 
nections has been used, a single one-phase relay only has been 
installed, but in conjunction with two current transformers, 60 
connected that the current in the relay is the vectorial resultant 
of the current in each of the phases in which the current trans- 
formers are situated (fig. 1). A superficial examination would lead 
one to think that as the relay current ie the resultant of the 
currents in the two phases, an overload in either will cause the 
relay to operate and thus afford complete protection. A number 
of supply stations in this country have protective apparatus 
installed in this manner. On working out the currents in the relay 
vectorially, however, it will be found that the protection afforded 
by this method is doubtful. We will assume the normal full-load 
secondary current of the transformers to be 10 amperes, and that 
the relay is set to operate at 200 per cent. of full-load current; 
that is, it will operate when 34°6 amperes flow through it. If now 
the overload occur on both the phases connected to the relay, and 
the phase displacement in each phase is the same, then the circuit 
is opened when 20 amperes secondary current flows in each phase. 
It is quite likely, however, that the overload will only occur in one 
of the phases, and in this case the phase displacement will most 
probably not be the same in each phase. If the angle of lag in 
eadh phase is equal, and only one of them is overloaded, it will 
require 282 per cent. full-load current in the single overloaded 
phase to cause operation. Should, however, the current in the 
overloaded phase lag 60° more than the other phase, which is quite 
possible, then the current in the overloaded phase will have to 
increase to 386 per cent. of full-load current before the circuit is 
broken. That is to say, with this scheme of connections and the 
circuit-breaker set so that it comes out with the ordinary test at 
100 per cent. overload, one of the phases, and, of course, the un- 
protected phase, could be overloaded to the extent of 200 per cent. 
or 300 per cent. overload without the circuit being opened. 
will be agreed that such a scheme of protection is somewhat 
illusory. 

The three-phase four-wire system is shown in fig. 2. It will be 
be seen that three current transformers are necessary, but only two 
relays are used, the idea being to save the cost of the third relay. 
At first sight it would seem that, as current in R, = current ín 
c + current in a, and current in в, = current in b + current in a 


R,, Rg = relays; C.T. = current transformer. 
Fic. 9.— FAuLTY RELAY CONNECTIONS ON THREE-PHABE 
FouR-WIRE CIRCUIT. 


there could not be an abnormal current in any one of the three 
current transformers without there being a corresponding current in 
Hi or Ry. 

Exactly the same consideration, however, can be applied to this 
c^se as before, as it is quite possible for one phase to be over- 
loaded, since it bas a return path through the fourth wire. If this 
overload has a large phase displacement relative to the currents in 
the other phases, then the condition may arise of very big overloads 
in the one phase and the circuit-breaker not operating. 

The orly safe arangement is to have the same number of relays — 
a3 current transformers. If the circuit be a four-wire one, tben 
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three relays are necessary ; if a three-wire, then only two relays 
are essential. 

Alternating-current reverse-power relays are installed between 
bus-bars and sources of electrical energy ; thus they are used for 
controlling generator switches and the switches at the far ends of 
feedera In such positions complete protection is afforded by the 
reverse relay, and the installation, in addition, of maximum current 
circuit-breaking apparatus at the same places must be regarded as 
bad practice. . 

Rsverse relays on generators should only come into operation 
when a serious fault has developed on the generator or prime mover 
of the nature of an insulatien breakdown in the winding, or a total 
failure of steam-power. A short consideration will show several 
cases of accident to the prime mover, in which an automatic dis- 
connection from the bus-bars would only be an aggravation of the 


tronble. 

Agenerator rel ay which operates instantane»usly оп a reversal is 
not desirable. 

It will be understood that any form of relay, one of whose 
constituent parts is a shunt coil, will be affected by variation in the 
voltage applied to the ваше. The shunt coil of the generator 
reverse relay ig exci ed (through the intermediary of potential 
transformers) directly from the bus bars. Оп the occasion of an 
accident to one of the generators the bus-bar volts will tend to go 
down. The trouble is intensified by the fact that, as has been 
stated, an instantaneous relay cannot be used, therefore there is 
more time for the voltage to fall. It must be remembered, how- 
ever, that a failing generator in parallel with one or more good 
ones is not likely to pull the volts down to any very alarming 
extent. Probably a 50 per cent. reduction is the maximum to be 
expected. It is clear, however, that the calibration of the relay 
shonld be as little affected by variation in the bus-bar voltage as 
possible. The effect of reduction of the shunt voltage on the cali- 
bration of a reverse-power relay, consisting of a specially designed 
wattmeter movement, is practically negligible down to 10 per cent. 
of the normal voltage. The limit down to which it works is 7 or 3 
per cent.; below that it becomes inoperative. The relay is also 
absolutely inoperative on forward power under all conditions; 
testa made up toten times fall-load current in the forward direction 
have proved this. я 

The most suitable value to which a generator reverse relay should 
be set is such that it will operate, after the requisite time element, 
with an energy reversal of 10 per cent. of the full rating of the 
machine. With this setting the current which can flow in the 
generator windings i» never very excessive. 

The function of reverse relays at the ends of feeders is to prevent 
a fault on the feeder being fed back from the sub-station or dis- 
tribution network. The currents which flow into such a fault will 
have passed through long lengths of feeder, the C R and inductive 
drop in which will cause the voltage applied to the shunt of the 
relay to fall, Thus reverse relays, situated at the ends of feeders, 
are far more likely to be affected by drop in volts than are those on 


б, Generator; rx, Reverse relay; o в в B, Generating station bus. bar; 
TLR, Time limit maximum relay; ss BB, Sub-station bus-bar; 
LTL B, Long time limit maximum relay ; M, Motor. 


Fic. 3. 


Penerators, For this reason it is desirable for the relay to operate 
as quickly as possible after the occurrence of the reversal. Tem- 
int reversals of energy in a feeder may happen, however, due to 
inb of the sub.station machinery, set up by a temporary dis- 
the ci ce In the system. With an instantaneously operating relay 
ам may be opened when there is not any need for it. The 
Mt, пон reverse relay at the far end of the feeder should be 
abo erefore, во that the minimum power required to operate it is 
a put likely to flow back, owing to such a harmless bunting of 
као machinery. It follows that the feeder-end relay 
gen be set proportionately higher than the reverse relay on the 
1 probably if it were set to operate at 25 per cent. of the 
suitabl full-load capa:ity of the feeder it would form the most 
hi дау Arrangement. Other considerations also indicate that a 
А , power setting of the. feeder-end relay than the generator 

relay is admissible. 
two сар amatic representation of a generating station feeding 
in fig ne connected together by an interconnector is given 
the curr, It is conceivable that, owing to faulty superintendence, 
ep dae in the interoonnector may mount up to such an extent 
biking 0 it шау result; some kind of maximum circuit- 
this its device is desirable, therefore, and as the only object of 
long] Prevent thermal damage, the time element should be very 
break anger than that of any of the other maximum circuit- 
ers on the system, whose function it is to deal with shorts and 


accidental temporary overloads. The interconnector, from the 
point of view of control, is a prolongation of the sub-station bus- 
bars, Bo long, therefore, as the interconnector is in good con- 
dition, and not permanently overloaded sufficiently to be burned, 
overloads and shorts on the system should never cut it out of 
creuit. The occasion when і; should be cut cff is when it goes 

It is obvious 
that to attain this end something more is needed than 


simply maximum or reverse relays at either end of the 
shorts 
in other parte 


of the system. To solve the problem it is only necessary to con- 
is to pass energy from 


wrong itself, either by grounding or shorting. 


as these cannot discriminate between 


interoonnector, 
in the interconnector, and 


or grounds 


sider that the fanction of the interconnector 
one sub- station to the other in either direction; so long as it is 
doing this, it may be said to be performing its function. It is, 
however, not doing so when it takes energy from one sub-station 
and does not deliver it to the other —that is, when energy flows into 
the cable at both ends at the same time. It follows that a circüit- 
breaking apparatus must be installed at either end, and that these 
must be interconnected together. This is done generally by means 
of one or more pilot wires. : 
The principle on which the Merz-Price method depends is illus- 
trated in fig. 4. A current transformer (c.r) is included in the 
interconnector at either end, the secondaries of which are connected 
together through the trip coils (T.c.) and the pilot, the return cir- 
cuit being vid earth. So long as the current flows through both 
current transformers in the same direction, it is immaterial in 
which direction, the E. u. .'s induced in the secondaries of the c.T.'s 
balance, and current does not flow through the pilot and trip coils. 
Bo soon, however, as the currents at either end become unequal, 
or а reversal at the one end relatively to the other takes place, cur- 
rent begins to flow in the trip coils, and when this has reached a 


с.т Inte rconnectar CT. 
———— AY Ag . ANA AM 
E — P A — — 
рет TC Pilot TC. “Cr E 
2 
ка. 4.— MRZ AND Price's System оғ PROTECTION OF IxTEB- 
CONNECTORS. 


sufficient value the switches are opened. Itmay be mentioned that 
differential relays are used usually, in addition, for operating the 
tripping mechani«m of the switches, as the arrangement of fig. 4, 
although quite right theoretically, cannot be applied practically in 
the simple form sbown. P 

The advantage of Merz and Price's arrangement is that potential 
transformers are done away with altogether. In order to secure 


. full protection, however, more than one pilot wire has to be run for 


each three-phase interconnector. . | 
As the criterion of failure of an interconnector is the simultaneous 


flow of power into it at either end, snch a circuit can be protected 
by the installation of reverse power relays at both ends, both relays 


Э Phase vilisennedór 


c T, Current transformer; РТ, Potential transformer; A A, are con- 
tacts which are closed when the circuit. breakers are open. 


Fic. 5.—PRoOTECTION OF THREE-PHASE INTERCONNECTOR BY 
Means OF ELECTBICALLY-INTERLOCKED REVERSE RELAYS. 


‘being connected in a common tripping circuit arranged 80 that only 
when energy is flowing into the cable at both ends is the trip-coil 
circuit closed at both relays, and the main switches caused to open 
circuit (see fig. 5). Normally the trip circuit is broken at one 
relay and made at the other, or vice versa, according to the 
direction of flow of power in the circuit. The relays close circuit 
with a slight time element во that, on the flow of current reversing, 
one of the contacts is opened at the one relay before tne other one 
is closed. On reference to fig. 5 it will be seen that only when 

ower is flowing into the cable at both ends at the same time is the 


ЕТ circuit complete through each trip coil and the circuit 


ruptured at both ends. | ; 
A and a; are each a pair of contacts which are closed automatically 


when the main circuit-breaker at the corresponding end opens. 
Thus, if the switch at the left-hand end of the interconneetor opened 


-a- = ъ = 


а-о -°*, 


3x4 74. 
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slightly before the one st the right-hand end, the trip-coil circuit 
would be closed at А and by the relay at the right-hand end. 

Thus the circuit-breaker at the right-hand end would also operate. 

The object of this arrangement is to ensure that both ends of the 
interconnector will be disconnected even if the two switches do not 

act quite as quickly as each other. Zach trip coil is also arranged 

so that it is cut out of circuit when its main switch has opened 

circuit, after, however, a (or A1, has been closed. The trip coils, 

thereforé, experience no 0 05 of burning out. The state of 
affairs might, however, arise that the left-hand switch was open 

and the tight-hand switoh was closed, there being a short or earth 

on the inberconnector. By the act of closing the right-hand switch the 

trip coil of this switch will be put into circuit ready for opera- 

tion, and the circuit through the same will be complete through 
the right-band relay, which operates due to the flow of current into 

the fault, and through 4. Thus the right-hand circuit-breaker will 

be opened, while at the same time cutting out its own trip coil. 

Thus it is impossible to connect up the interconnector at either erd 

while there is a fault on the same. 

The arrangement as set forth above of course necessitates that 
there should be some voltage in order to operate the relays. If the 
voltage absolutely disappears, the reverse relay will not work, and 
it may be thought that in the case of a very bad short circuit this 
will happen. Considerable experience has shown, however, that 
even under the worst conditions the voltage does not entirely 
disappear, and that if the calibration of the apparatus ia unaffected 
by fall of potential down to 10 per cent. of the normal working 
voltage all working conditions will be met. 

As the pilot wire only carries the tripping current, it will be 
seen -that only one pilot is necessary, whether the relays are 
single, two, or three-pole. On а three-phase system the relays 
will be two or three-pole, according to whether the system 
be three-wire or four-wire. Messrs. Merz and Price suggest that 
the pilot wire, or wires, can be made up in the same multicore 
cable as the main conductors; this, however, is open to the serious 
ео that if a serious fault or burn-out occurs, the pilot wire 

ill most probably be broken. It would be much better to keep 
the pilot wire quite distinct from the main cable, preferably laying 
it in a different duct. 


(To be concluded.) 
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NEW PATENTS APPLIED FOR, 1908. 


Compiled expressly for this journal by W. P. THoMPsoN & Co., Electrical Patent 
Frente, E, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom ali inquiries shouid be addressed. 


12.816. Improvements in or relating to prim 


(Date lied for under Sec. 91 of the Act, June 18th, 1907, being date of applica- 
tion in ое.) June 15th. (Complete.) 


19,841. ‘Improvements in thermo-electric batteries." J. MARSCHALL. 
June 16. (Complete.) 

12,872. ‘Plating rack." Н. V. BxirH and Е. Н. H. Burtu. June 16th, 
(Complete.) 


19.881, * Improvements relating to magneto-ignition devices.“ B. V. 
CRATZE. June léth. 


12.908. Improved sparking plug for explosion engines." М, EYQUEM. 
(Date applied for under Sec. 91 of the Act, September 21st, 1907, being date of 
application in France.) June 16th. (Complete.) 


12,998. “ roved point-shifting arrangements for electric tramways and 
the like.” J. f. TiIx AMEX and J. MaLoNE. June 17th. 


12,968. ‘Improvements in the manufacture of filaments for electric glow 
lampe from refractory material in the oolloidal state," E. KuzkEL. (Applica- 
tion for Patent of Addition to No. 28,154/04.) June 17th. (Complete.) 


12,987. ‘Improvements in electrical socks." G. H. HoorER and H. H. 
HooPzB. June 18th. 


12,991. "Improvements in electric or gas pendente," Е, C. Peck. 
June 18th. 


12,997. “Improvements in magnetic compasses.” С. Barry and W. Barry. 
June 18th. 


18,011. Appliance for handling electric bub lamps in positions where 
Jadders aula” otherwise be necessary." A. T. Stace and С. F. PALLOTT. 
June 18th. 


13.015. Improvements in and relating to electric incandescent lamps." 
J. Gray. June 18th. 


13,098. ‘‘ Improvements in electric detectors." H. STEPHENS. June 18th. 


13,025. “Improvements relating to electric switches," A. P. Lux HERO, 
G. С. LUNDBERG and P. A. LUNDBERG. June 18th. (Complete.) 


19,029. ~ Improvements in metal filaments for electric incandescent lamps." 
Т. W. LowpEkx and Tux WesTiInGHOoUsE METAL FiLAMENT Lamr Co., Lro. 
June 18th. 


13.08. Improved automatic cut-out for electrical conductors in tramway 
systems.” M. G. Мкмвосір. June 18th, (Complete.) 


13,078. "Improvements in electric motor controllers." E. ScHATTNER and 
R. AMBERTON. June 19th. 


13,092. *' Improvements in and relating to electric transformers." Акт.. 
Ges. Brown, Boveri & Cie. (Date applied for under Sec. Yi of the Act, June 
28th, 1907, being date of application in Switzerland.) June 19th. (Complete.) 


13,100. ** Improvements in and relating to arc lamps." Н. MIERTSCHKE. 
June 19th. (Complete.) 


13,101. * Improvements in party line telephone selectors and cut-outs.” 
H. D. WILLIAMS. (Date applied for under Bec. 91 of the Act, June 19th, 1907, 
being date of application in United States.) June 19th. (Complete.) 

13,107. "Improvements in or relating to electrically heated apparatus suit- 
able for cooking and other purposes." A. F. Berry. June 19th. 

18,13. Improvements in brakes for electric motor- cars.“ C. DEGOUMOIS. 
(Date applied for under Bec. 91 of the Act, June 21st, 1907, being date of 
application in Switzerland.) June 19th. (Complete.) 


13,134. '* Improvements in electrolytic cells for separating the constituents 
of а mixture of metal or an alloy." U. G. pz DraonossissaGE D'OR. (Date 
applied for under Вес. 91 of the Act, July lith, 1907, being date of application 
n Switzerland.) June loth. (Complete.) 


batteries. P. G. Triquer. . 


18,196. “Improvements relating to measuring instruments having an electro. 

magnetic brake." O. SCHULZE. (Date applied for under Вес. 91 of the Act, 

8 run 1908, being date of application in Germany.) June 19th. 
mplete. 


18,184. "Improvements in electric melting furnaces, pote, ladies and tke 
like." О. A. ZANDER. (Date applied for under Вес. 91 of the Act, June 90th 
1907, being date of application in Sweden.) June 20th. (Complete.) 


` 18,185. '"Improvementa in and relating to automatic switohes for either 


ane or alternating current." L. SUNDERLAND and G. C. PILLINGER, June 


13,191. “ Improvements in or relating to electric telegraphy.” J. À. L. 
DrARLOvE. June 20th. | 


PUBLISHED SPECIFICATIONS. 


Copies of any et these cations may be obtained of Messrs. W. Р, 
Tompson & Co., 822, High Holborn, W. U., and at Liverpool and Bradford; 
price, pest free, 9d. (in stamps). 


1907. 


Мектноов or Рворосіха EriECTRIC OsciLLATIONS. R. С. Galletti. 12,684, May 
Bist. (Date applied for under International Convention, March 9th, 1907.) 


Wrme.ess TELEORAPHY. R. C. Galletti. 12,685. May Bist. (Date applied for 
under International Convention, December 29th, 1906.) 


WIRELESS TxLzGRAPHY. R. C. Galletti. 12,686. Мау Slst. (Date applied for 
under International Convention, January 24th, 1907.) 


RSORIVERS ron WIRELESS TELEdRAPHY. L. H. Walter. 15,612. July 4th. 


MEANS FOR RECEIVING INTELLIGENCE COMMUNICATED BY ELECTRIC Waves. G. W. 
Pickard. 18,842. August 2ist. (Date applied for under International Con- 
vention, August 80th, 1906.) 

ErLmorRic Motor STARTERS лир RkGuLATIXG RHEOSTATS. Allgemeine Elek. 
tricitáts Ges. 20,229. September 10th. (Date applied for under Inter- 
national Convention, September 19th, 1909.) 

Merron or Propvoing Evecrric ILLUMINATING BoD sy Cauame Raw 
MxTALLIO THREADS TO BECOME INCANDESCENT BY MEANS OF THE ELECTRIC 
CoBRBNT. W. Fairweather. (Gluhlampenwerk Anker Ges., Germany.) 
23,585. October 25th. (Rights under Sec. 91, Patents, &c., Act, 1907, not 
granted.) | 

METHOD oF INSULATING TRANSFORMERS AND OTHER ELECTRIC APPARATUS. Siemens 
Bros. Dynamo Works. (Siemens Schuckertwerke Ges., Germany.) 91,860. 
October 8rd. 

MaNvFACTURE OF ELECTRIC RxsifTANCES. C. A. Day. (Fabrik Elektrischer 
Zunder Ges., Germany.) 28,778. October 28th. 


MEASUREMENT or ELECTRICAL Power. V. Arcioni. 94,017. October 80th. 
MEASUREMENT OF ELECTRICAL Рок. V. Arcioni. 24,094. October Slst. 
SPARK PnLvosS. J. Lang. 28,201. December 21st. 


TRANSMISSION OF ENERGY BY ELECTRO-MaGneTIC WAVES, R. A. Fessenden. 
4,718. February 26th. 


MANUFACTURE OF COMPOSITIONS SUITABLE FOR ELECTRIC INSULATION AND FOR OTHER 
PuRPOszs. 8. de Pont. 9,397. April 28rd. 

ELECTRICO Авс Lamps. А. H. Brzeski and A. Strauss-Collin. 19,969. May 28th. 

CRoss-ARMS FOR CARRYING ELXCT MIO TELEGRAPH, TELEPHONE OR OTHER WIRES 
ов RoPES on Posts. Н. M. Всіріе. 12.496. May 29th. 

REGULATION ов CONTROL OF ELECTRICO Motors. J. S. Raworth and A. Raworth 
12,448. May Bth. | 

ENcLoskp ELECTRIC Авс Lamps. В. A. Quint. 12.902. June 4th. 

Ciacutt-BBEAKERS AMD THE LIKE FOR THE PROTECTION OF ALTERNATING-CURRENT 
1косстіом ELEOTRIO Motors. G. Ellison. 18,285. June 8th. 

WIRELESS TELFornapHy. G. Jahr. 13,596. June 12th. 


MAGNET OR SOLENOID Сов FOR ELECTRICAL APPARATUS. 8. J. Ross. 15,013. 
June 29th. i 


ELECTRIC FIRE AND BURGLAR ALARM, AUTOMATIC OR OTHERWISE, PORTABLE OR 
OTHERWISE. J. Yates. 15,050. June 20th. 

ELXCTRICALLY-CONTROLLkD SELECTIVE SWITCH AND A TRANSMITTER OF CURBENT 
IMPULSES FOR Usg THEREWITH. Siemens Bros. & Co. and G. 8. Grimston. 
15,578. July 11th. 

ALTKRNATING-CURRENT MACHINES OF THE CowMUTATOR Түрк. Allgemeine 
Elektricitäts Ges. 16,094. Julyllth. (Date applied for under International 
Convention, July 13th, 1906.) 

ELECTRIC SIGN ов DISPLAY APPARATUS SUITABLE FOR ADVERTISING AND LIKE 
Purposes. G. C. Fricker. 17,796. August 3rd. 

ELEcTRICALLY-DRIVEN VEHICLE. R. B. Ransford. (Compagnie Parisienne des 
Voitures Electriques procedes Krieger.) 19,245, August 14th. 


1908. 


Propuction oF Нон FREgvcENCY ELkcTRIC OsciLLATIONsS, B. Eisenstein. 98. 
January 4th. 

MULTIPLE SWITCHES PARTICULARLY APPLICABLE TO AUTOMATIC TELEPHONE 
EXCHANGE SELECTORS. Siemens Bros. & Co. (Siemens & Halske Akt.-Ges., 
Germany.) 290. January ith. | 


ELECTRIC Switch Boxes ов Cases. W. E. Garforth and G. W. Bousfield. 608. 
January 10th. 


APPARATUS FOR NOTINO Down TELEPHONE CONVERSATIONS AND THE LIKE. О. 
Schmid. 1.613. January 23rd. 

ELECTRICALLY SELECTING ONE OF SEVERAL RECEIVERS CONNECTED WITH А COMMON 
CowprcToR. Siemens & Halske Akt..Ges. 2.908. February Ist. (Dae 
applied for under International Convention, February Lith, 1907.) 

HOLDERS FOR ELECTRIC INCANDERCENT Lamps. Siemens Bros. Dynamo Works, 
Ltd., and H. C. Wheat. 2,481. February 4th. 

Current COLLECTOR FOR ELECTRICALLY-PROPELLED VEHICLES. G. Mertens. 
3,205. February lth, (Date applied for under International Convention, 
February 23rd, 1907.) 

SYSTEM OF Ревн-Всттом APPARATUS FOR OPERATING OR CONTROLLING ELECTEN 
Lirrs. J. Mair.  3,5H9. February lth, (Application for Patent О 
Addition to No. 5.958 «t 1907.) 

MeLriPLE-RaATE ELrcrBicói31 METERS. E. Evans. 4,166. February 24th. 

LIFTING MAGNETS FOR CRANES. A. G. Bloxam. (Markische Maschinenbauan- 
stalt-Ludwig Stuckenholz Akt.-Ges) 4,139. February 24th. 

Anc Lamp ELECTRODES. G. M. Little. 66. January lst. (Date applied for 
under International Convention, January 5th, 1907.) 

ARRANGEMENT ON ELECTRICITY METERS FOR DETERMINING THE MAXIMUM Сох: 
SUMPTION, Siemens Bros. Dynamo Works. (Elektricitüts Akt.-Ges. vorm. 
schuckert & Co.) 978. January lith. 

ELECTRICAL APPARATCS FOR REPRODUCING AT A DISTANCE PICTURES OR DESIGNS 
Pnopterb IN миөнт Rxrikg,. E, Belin. 1.615. January 231d. (Date 
upped tur under Internanonu! Convention, January 21th, 1107.) 
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THE GERMANS AND THE NEW 
PATENT LAW. 


THE protectionist, when it comes to the pinch, generally 
objects to the protection of other people. Our Free Trade 
Government has, in a fit of mental aberration, introduced 
a little “crude protection into its new Patent Act, and 
we might have expected such thorough-going protectionists 
as the German manufacturers to be highly gratified. On 
the contrary, however, we find the influential concern, 


known as the Union of Industrialists, presenting a petition 


to the Imperial Chancellor, to the Federal Council and to 
the Reichstag, pointing out that the provision in the English 
Patent Act for the compulsory working of foreign patente 
will seriously injure German intereste. The petition pro- 
poses: “(1) To secure through diplomatic channels the 
extension of the time limit from August 28th to at least a 
year hence; (2) To put into force similar measures against 
English patents in virtue of the German Patent Law, 
which admite of retaliatory measures; (3) To open 
negotiations with the British Government with a view 


to reforming as soon as possible compulsory manufac- 


ture of patented articles, by placing the inhabitante of 
both countries on an equal footing on the lines of the 
agreement reached between Germany and Switzerland." 
According to reports in the newspapers, Dr. von Betb- 
mann-Hollweg, the Imperial Secretary of State for the 
Interior, in his reply to the petition, has stated that the 
British Government has made a declaration whereby the 


situation for German patentees is put in а somewhat better 
light. “It was true that the British Government adhered 


to the view that the time limit of the new Patent Law was 
unaffected by the provisions of the international agreement 
for the protection of industrial property, but, in its reply 
to the Imperial Government in this connection, it ex- 


pressly pointed out that Article 27 of the new law did not. 


unreservedly’ demand the manufacture of every patent in 
Great Britain. The Comptroller and the Courts were 
authorised to consider the situation in every case, and, in 
given circumstances, were empowered to extend the time 


limit." 

The matter has also been receiving attention in the House 
of Commons during the past week. A member asked the 
President of the Board of Trade whether diplomatic repre- 
sentations had been made asking for an extension of the 
time limit, and, if so, what was the decision of the 
Government in regard to the matter. Mr. Churchill, in 
reply, stated that representations had been received from 
the Governments of the United States and of Germany in 
respect of Sec. 27 of the Act, but that his Majesty's 
Government had no intention of proposing the fresh legisla- 
tion which he was advised would be necessary in order to 


modify the provisions of the section. 


Sir Alfred Jones is said to have estimated that up 


to the present, as a result of the new law, £25,000,000 of 
foreign, principally German, capital has been invested in 
England. Some writers on this new departure in English 
Patent Law appear to think that the discretion given to the 
Comptroller of Patents will protect the consumer from the 
higher prices that would follow from compulsory working at 
higber cost, but that would probably depend on whether the 
Comptroller happened to be a protectionist or a free trader. 


[41] 
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CERTAIx letters which have recently 


The Legal appeared in these columns draw attention 
Position of a : ; 
- Consulting to the employment of a consulting engi- 

Engineer. ner. If his position in practice is noi 


| | easy to define, it is even more difficult to 
ascertain his legal position as between employer and con- 
tractor. Is he an arbitrator or not? There are few cases 
on the point; and the lawyer to whom the matter is sub- 
mitted usually has to consult decisions of the Courts relating 
to the employment of an architect. Even the position of 
the architect is not clearly defined. In a, recent Scotch 
case (Robertson v. Jarvie (45 S.L.R. 260) ) a question arose 
as to the authority of an architect to order extras. 

1% appeared that the plaintiff offered to do certain work 
for the defendant fora lump. sum. The schedule annexed 
to the plaintiff's estimate provided (infer alia) that “ The 
work to be done . . to the entire satisfaction of 
the proprietor or architect, who willbe at liberty to make 
alterationg, and to increase, lessen, or omit any part of the 
work. . . ." The defendant accepted the offer, and 
on completion of the work the architect certified that the 
plaintiff was entitled to a sum which, owing to extras, 
exceeded the lump sum. In an action brought to recover 


æ 


the balance the plaintiff averred that the extra work had all 


been authorised by the defendant's architect, and that his 
certificate was final. In his defence, the 
denied that the extra work had been authorised by 
his architect, and said that the architect had no 
power at his own hand to authorise it, and that the 
whole work executed did not, in many respects, comply with 
the contract. It was held that as the architect was not by 
the contract made an arbitrator, there must be an inquiry as 
to the question whether the additions and alterations had all 
been authorised by the architect. It was held, further, that 
assuming that fact to be proved, the defender could not, at 
least in the absence of very specific arrangements, object to 
the architect’s final certificate, he having been allowed to act 
as measurer. Lord M'Laren gave utterance to the following 
dictum :—* I think that there can be no doubt that within 
the scope of his employment an architect is the proprietor's 
agent; and if the building contract provides that the work 
is to be done to the satisfaction of the architect, then any 
order within the scope of the contract which the 
architect may give is a sufficient authority to the tradesman 
to execute the work, because he is entitled to take the order 
of the agent as equivalent to the order of the principal.” 
Applying the principle of this case to the position of a con- 
sulting engineer, it would seem that, if he has any discretion 
to increase the amount of work set out in the specification, 


he may render his employer liable therefor. 


LIEVUT.-COL. YorKr’s report to the 

роне Board of Trade has been published, and 

Accident. We are glad to find that no one was in any 

way responsible for the overturning of the 

car, which regulted in the death of two persons and injury 
to several others. 

The car ran off the rails just after entering a loop, and 
there is no doubt that this was caused by the collapse of one 
of the wheels. 

Only 100 yards from the loop the driver stopped the car 
for a restive horse, and the evidence of an independent 
witness, who was about to board the car, proves that it ran 
into the straight lead of the loop at a speed of not more 
than 6 M. P. II., which is certainly slightly above the Board 
of Trade limit, but cannot be considered a dangerous speed 
under the circumstances. 

The defective wheel seems to have been rather light for 
the work ; it consisted of a cast-iron centre with a steel tire 
shrunk on, and the makers had sought to strengthen the 
design by casting the spokes round thin iron rods which 
extended from the rim to the hub. In our opinion this 
expedient would have the reverse effect to that desired, 
unless the mass of metal around the rods was sufficient to 
prevent shrinkage from the core, and the company have 


defendant 


done the proper thing in replacing the whole of these 
wheels by the more usual type with amply heavy spokes. } 
The breakage of a car wheel is by no means uncommon, 
but it is very seldom that they collapse so entirely as did 
this one, in which the whole of the spokes were broken 
from the hub, and three of them separated from the rim, 
two others being cracked near the rim. The car had been 
overhauled reoently, and this wheel had run only 25,000 
miles, which is about a third, or less, of the life expected 
from a steel tire. 


/ 
IT is so easy to suspend a man for a 
sc and day or more, that the cruelty and 
Snes y immorality of the proceeding are glossed 
Discipline, Over in the mind of the tramway manager, 
if indeed, which we doubt, he ever thinks 


of those aspects of a custom which has become sanctified 


through long use. : | 

We understand that punishment by suspension for every 
sort of offence is universal on the tramways of Great 
Britain, and we appeal, as we have appealed before, to the 
managers, superintendents and others who exercise the 
privilege of punishment, to allow themselves to think what 
suspension means to the men who come under their lash. 
The tendency of the age is to replace punishment through 
revenge by a combination of corrective’ and deterrent 
measures, which managers educated in the old school scoff 
at as sentimental and molly-coddling nonsense; but, just as 
no one was ever edified by the hanging of a man for petty 
larceny, во no improvement of the personnel of a tramway 
ever can spring out of the use of cruelty as a means of 
inflicting punishment. | 

Punishment there must be, we suppose, so long as there 
is crime, by which we mean the breaking of any kind of 
law ; but, because punishment in the past has meant the 
infliction of pain, and that only, it is not needful that the 
rising generation of more highly educated individuals should 
be held in bondage by the definition. The manager who 
suspends an employé is creating casual employment, poverty, 
and degradation, and his action is felt in various degrees of 
pain by a number of entirely innocent persons. 

We appeal even to that type of manager who upholds 
suspension on the ground that it is a convenient method of 
finding work for the men on his spare lists; for, obdurate 
though he may be, one never can tell at what moment his 
good angel may strike a spark of decency and of respect for 
his fellow-creatures from his callous conscience. 

We have been induced to pen these words after reading 
the abstract of a paper on the merit system which appears in 
the Street Railway Journal of May 30th. There is nothing 
new in the paper, but it records that the system has been 
introduced over the whole of a large American tramway after 
careful trial on a smaller scale. | 

Marks up to 100 are given for good or bad conduct, each 
offence or meritorious action bearing a definite value. Every 
man has the right of access to his own record, and he is 
warned when the demerits reach 90 that he has only 10 more 
between him and dismissal. 

The books are made up every six months, and prizes are 
given to the holders of the highest merit marks. 

We do not gather from the paper whether demerit marks 
are expunged by the lapse of time, or whether marks earned 
by sinning have to be cancelled by marks gained through 
active virtue or by keeping out of hot water for a sufficient 
length of time. It does not fall to everyone, however well 
intentioned, to perform ‘ meritorious acte," so we think that 
crimes should be purged automatically if the system is to be 
justly merciful. m 

If it is to be administered properly, а merit system should 
be handled by a board rather than by single persons, for by 
that means continuity and consistency are ensured, an 
personal bias is eliminated in a large degree. 

Discipline by the rod is obtained at the expense of man- 
hood, truth, and willing service, and is fatal to the main- 
tenance of friendly relations between masters and men. 
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Nottingham’s electrical engineer, Mr. H. Talbot, and paid 


INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION. 


Last week we briefly recorded the doings of the above 
Association at Nottingham on the opening and following 
days. Of the first day’s proceedings almost sufficient has 
been said. Bailie Wightman’s paper formed the pièce 
d'orraston, and, needless to say, it was enthusiastically 
received by confrères hailing from over the border. We 
understand that an unofficial discussion took place of 
a prolonged character, the ** kindred spirits having brought 
the matter up later in the day. Wednesday’s excursion 
through Derbyshire proved in every way enjoyable, the 
unclouded sky contributing much towards this end. The 
members journeyed by train to Matlock Bath, and from thence 
by brake chrongh Cromford, the Via Gellia Valley, and over 
the npland plateau of the high peak, Grange Mill, to 
Tissington and Dovedale, where, after some 18 miles' driving, 
a substantial Iuncheon at the Peveril Hotel contributed not 
в little to the comfort of the inner man. The afternoon 
was spent “ go as you please; some ascended Thorpe Cloud, 
a conical height at the entrance of the Dale, whereon a 
gentleman from Barrow, celebrated for his statistical 
proclivities, discussed altitudes by the aid of a pocket 
barometer, while others, of greater avoirdupois, availed 
themselves of the local sapply of donkey traction in the 
valley, with more or less success. 

No more charming spot than Dovedale, with its leafy 
della, limpid stream and wooded heights, could be found in 
which to pass such an afternoon. 

We pass over the return journey, and turn to Thursday, 
which was devoted to serious business of divers kinds, 
morning, afternoon and night. 

The annual general meeting, which took place in the 
morning, resulted in the forming of the following Executive 


Council for 1908-9 :— 


President,—* S. L. Pearce (Manchester). 
Sen, Vice-President,—* W. W. Lackie (Glasgow). 
Jun. Vice-President.—* J. Christie (Brighton). 


Past Presidents.— 
* Н. Talbot (Nottingham). * F. A. Newington (Edinburgh). 
* 8. E. Fedden (Sheffield). * J. E. Edgcome (Kingston-on- 
Thames). 


Council,— 

* A. A. Day (Bolton). 

* A, C. Cramb (Croydon). 

* F, M. Long (Norwich). 

* V. A. Н. McCowen (Salford). 

* H. Richardson (Dundee). 

* CO. E. C. Shawfield (Wolver- 
hampton). 

* T. P. Wilmshurst (Derby). 


Ald. Bruce (Sunderland). 
Councillor Howarth (Man- 
chester). 
Ald. West (Coventry). 
Councillor Sinclair (Swansea). 
Ald. J, P. Smith (Barrow-in- 
Farness). 
Ald. Wilkinson (Luton). 
G. Wilkinson (Harrogate). 
Hon. Solicitor. —Ald. Pearson (Bristol). 
Hon, Treasurer.—* J, E. Edgcome (Kingston-on-Thames). 
_ Hon, Secretary. —* H. Faraday Proctor (Bristol). 
Secretary.—C. McArthur Butler (London). 


— — 
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* Engineers. 


. The annual report was subsequently adopted, some dis- 
asion taking place on the Supply of Electricity Bill and on 
: dis Eastern Railway General Powers Bill, and a 
“olution calling the attention of the Council to the pro- 
in sale of electricity by private companies by means of 
ieee obtained from railway and canal companies and 
| ве attendant on this course, was submitted. 
" 1 | afternoon, papers by Mr. Н. Richardson and Mr. 
Des “haw, to which we refer later, were read and dis- 


joe още the annual dinner took place іп the 
of Ма all; covers were laid for about 160, the Mayor 
ү ingham (Mr. J. T. Spalding), the Sheriff (Mr. 
Turney, chairman, and 

many other members of the local Electricity Committee 
by Mr. S. I. oe toasts of the evening were proposed 
Nerf; gin earce, Ald. Sir John Turney, and the 
Жш: John, who proposed the Incorporated 
Electrical Association," coupled with it 


a high tribute to the services he had rendered to the city. 
An enjoyable musical programme contributed to the success 


of the evening. 
Friday, being the last day of the Convention, resulted in 


a diminished attendance, when (in the morning) Mr. A. M. 
Taylor contributed a highly technical paper on Alternating- 
current Accumulator Sub-stations." 

As we shall deal with this paper and the discussion 
which followed it in a later issue, we will content ourselves 
with merely congratulating the author on his daring to 
present such a paper for discussion at the M.E.A., and those 
present on their fairly nnanimous avowal of not having read 
а paper which they proceeded to discuss, If, as appears 
probable, the author overlooked the chance of a fog upsetting 
his calculations, he will all the more readily appreciate the 
undoubted fog, which his efforts to impart a 44-page paper 
on an involved subject in such a short time produced in the 
minds of his hearers. 

After the above, one was not much surprised at the 
feeble reception accorded to the succeeding paper on “ The 
Work and Equipment of a Testing and Standardising 
Department," by Mr. Н. A. Ratcliff; that the latter was 


worthy of much more consideration than the available time 


permitted of, will be readily agreed. 
In concluding, may we urge that a more liberal use of the 


notice-board at headquarters would be much appreciated by 
members intending to visit works in the neighbourhood ; 
while local concerns bent on welcoming the members would 
be well advised to give more prominence to their intentions. 

We say this with the feeling that the De Laval tarbine 
plant at the British L. M. Ericsson Co.'s Works, at Beeston, 


would have received much greater attention from those 


present had its existence been generally known. 


—— —— re ee 


Some Considerations on the Design of a Generating 
| Station. | 


Mr. Harry Richardson’s paper on the above subject at the 
Municipal Electrical Convention admittedly deals super- 
ficially with what used to be a somewhat complex problem ; 
nevertheless, it contains several points which are interesting, 
as they presumably refer to the author’s undertaking at 


Dundee. 

Power supply there, as elsewhere, necessitated the erection 
of а station which should be essentially а commercial pro- 
position, reasonably low in first cost and able to generate at 


a low figure. 
That the design selected is in tbe main similar to others 
of its class is, perhaps, not surprising, its inclusion of turbo- 
driven alternators and water-tube boilers being almost a 
foregone conclusion. The author points out that a station 
site near a river, on made ground, involves the securing of 
stable foundations in the first place, and to this end he 
favours a reinforced concrete raft resting on piles of a similar 


ty pe. 

He states that with distances of 25 to 35 ft. to the rock 
a safe load of 60 tons may be allowed on any well- constructed 
pile ; and, further, advises more gentle treatment in driving 
than appears to be usual, recommending also that they 
should not be driven until 50 or 60 days old at least. 

The cost of the foundation, including the raft, piles and 
reinforced work for the pipe track and pump chamber, was 
£5,800. 

The author does not favour extending the reinforced 
structural work to the station buildings themselves, on the 
ground of expense botb in first cost and for subsequent 
alterations ; he recommends the usual steel skeleton building 
filled in with brickwork. Unfortunately the author gives no 
figure as to the estimated cost of his plant, but a reinforced 
concrete station, built under remarkably similar conditions 
and with similar plant, on the banks of the Thames, cost only 
some £13 per KW., which hardly points to extravagance. 
With the author's advocacy of steel skeleton buildings and 
corrugated iron walls, where possible, we cordially agree; ns 
also with his plea for cleanliness in the boiler house. | 

In regard to chimneys, һе found the comparative costs of 


different types to be as follows :— 
D 


—— 
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с. and diameter. 220 5 E ft. 80 97 а 9 ft. an estimated saving in cost of 25 per cent. for equal. 
ric eae eee , 3243 ‘ . ° б 
Оваа — 21.300 £470 capacities ; he also favours volumetric, as against weight, 
Steel £1,460 £450 measurement of the coal in the boiler house. 


Two prominent builders of the second type of chimney 


gave it as their opinion that such chimneys would stand a 
temperature at the base of 1,500° F., no fire-brick lining 
being necessary, as a separate internal concrete shell was 
provided ; steel chimneys, the author sajd, were costly in 
upkeep. j i 


The author briefly discusses prime movers and steam 


generators ; as regards the former it is interesting to note 
that he 


Was very desirous of using gas engines in connection with a 
new power station, and with much optimism made moat detailed 
and careful inquiries from owners and engineers who were using 
such engines of modern types. Some six months were spent over 
this work, as answers hdd in many cases to be got from abroad. The 
inquiries were limited to the larger units and latest installations. 
The results were extremely disappointing, in that by a large 
majority, opinions were unfavourable, principally on the grounds 
of unreliability, cost of upkeep, space occupied, first cost, and the 
inability to meet sudden overloads of short duration. 


The above remarks apply, of course, to planta operated by 
producer gas. 

On the question of draught, the author favours a 
* moderate pressure system as against the usual forced 
or “induced " draught arrangements; he'eays :— 


It is assumed that the air is supplied to & closed ash pit, and that 
the pressure above the fire is equal to or very slightly below that of 
the surrounding air.  T'he difference of pressure necessary to over- 
come the resistance of the boiler flues and economiser wouid then 
be provided by а comparatively short chimney. It is submitted that 
the pressure draught is superior for the following reasons :— 

In case of any leaks in the settings, the efficiency of the draught 
will be preserved, and as the difference in gas pressure between the 
interior of the flues, &c., and the surrounding air is much less, 
harmful air leakages will be avoided. If the quality of the coal is 
such as to require frequent opening of the fire doors to break up 


ЧТ Г 


PLAN ОЕ STATION. 


clinkers, &c., the inrush of cold air with consequent loss of efficiency 
and damage to brickwork and boiler will be avoided. 
The size and consequent price of the plant is smaller. 


He further adds :— 


During the erection of extensions nearly all power stations are 
pressed, therefore it is recommended that everything should be con- 
structionally ready for the installation of a pressure or induced 
draught, not in recognition of the superior economy of such 
apparatus, but in appreciation of their temporary utility in pro- 
ducing a desirable margin of power. 


Nothing further, we should imagine, is required to justify 
the inclusion of some system of mechanical draught at the 
outset ; a progressive station is always extending, and in any 
case the temporary overloading of a boiler plant, by means 
of artificial draught, seems only a natural accompaniment of 
the same treatment of the turbine and for similar reasons. 

In regard to coal bunkers, the author directa attention 
to the use of reinforced concrete, as against steel, there being 


€ 


Judging by his list of possible defects of the chain-grate 
stoker and the fact that he, in common with the majority 
of engineers, still adopts it, he presumably regards it as & 
necessary evil, especially as he gives it as his opinion that a 
well made chain-grate stoker is by far the most economical 


in all-roand working. 


To provide for the cleaning of economisers without the 
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PLAN or REINFORCED CONCRETE FOUNDATION, SHOWING PILES. 


necessity of shutting down and cooling them, the author 
suggests specially designed screw conveyers fitted in sloping 
V-shaped compartments in the floor; and as regards the 
circulating water-pipe system, he points out that breakages 
sometimes occur where cast-iron pipes are embedded in con- 
crete, due probably to excessive temperature variation, and 
that moulded reinforced concrete pipes have special advant- 
ages in the way of cheapness and durability. — . 

The author is sinking a large vertical reinforced concrete 
cylinder for use as a pump chamber, to a depth of 30 ft. 

Cellular switchgear, with ample space, and oil-break 
switches with a breaking capacity chosen with reference to 
the total k. v. A. capacity of the station on a momentary 
short-circuit, find favour with the author. 

Mr. Richardson covers many other points, which, however, 
do not call for particular notice. 


In the discussion which followed, Мв. 8. L. PEARCE pointed out 
that as regards pile driving, the heavy weight and short drop were 
generally preferable to the light weight and long drop as far as 
minimum damage to the pile was concerned. He doubted whether 


| any concrete chimney would stand 1,500? F. without a suitable 


lining, as concrete became crumbly on dehydration at about 600° F. 
On the matter of gas engines, he thought Mr. Richardson's unsatis- 
factory replies were due more to the producer arrangement than to 
the engine. He was convinced that the latter had a future in this 
country. The class of gas did not greatly alter the engine design, 
and first-class Continental makers would guarantee results with any 
gas. The limit of power was about 1,400 н.р. per cylinder, and by 
using a four-cylinder tandem engine, a 4,000-K w. unit could be 
obtained. A gas engine plant would cost 25 to 30 per cent. more 
than a similar reciprocating steam plant; and in regard to space, 
a 4,000-K w. gas engine and generator would take up six times 85 
much space as а 5, 000-K w. turbo-alternator. According to recent 
evidence the best fuel consumption for gas engines was 1j lb. per 
unit, as against 27 lb. per unit by steam plant. He had considered 
Mr. Andrews's idea in regerd to employing gas engines at 
Manchester; the night load never fell below 3,000 Kw., and it was 
evident that such plant could be employed for continuous running 
there. He regarded 160 lb. per sq. in. asthe economical limit of 
steam pressure for reaction turbines, and 160° as the maximum 
superheat permissible. High superheat accounted for endless 
trouble with turbine plant. Among other points, he advocated the 
adoption of every method of increasing the efficiency of condensing 
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plant, forced-air cooling for large generators, and the installation of 


three-phase motors for large auxiliaries. 

Mr. LzoNABD ANDREWS said he had recently seen some gas 
engine tests, and 1°75 lb. fuel per unit was rather on the high side. 
In regard to the gas engine's Jack of overload capacity, this would, 
to some extent, disappear in the future, ag makers were now adopt- 
ing a lower rating for their plants. He knew of an 800-x w. plant 


(with producers) in this country, which recently carried 920 kw. for 


two hours. It was difficult to get data as to the reliability of gas 
engines, a8 they were usually run by private concerns, which would 
not disclose their costs for the benefit of possible rivals. The 
repeat orders, however, obtained by the Continental makers showed 
that these engines were not giving a great deal of trouble. He 
thought that the 1dea as to producers being unreliable would shortly 
disappear, as it had done in the case of the gas engine. 

Мв. C. Е. C. SHAWFIELD was in favour of the steel'chimney, as 
it cost less than brick and required less foundations. He attributed 
accidents to reinforced concrete chimneys in America to careless- 
ness in pouring the concrete. He had never been able to obtain 


a guarantee of more than 15 per cent. overload on any gas engine. 


taking sizes of 1,000 н.р. and above. His experience pointed to 
forced draught being in all cases less economical than induced; the 
latter enabled an adequate supply of air to get over the fire and 


burn the gases, giving a higher temperature. 
Ма. А. T. YaTES pointed out that forced draught rendered back- 


firing possible; he advocated mechanical draught, though, on the 
ground of higher furnace temperature, quicker evaporation and the 


ability to deal with cheap coal. 
Мв. SzATON, on the subject of gas engines, reminded Mr. Pearce 


that he was not likely to be deliberately shown a gas engine 
which was doing badly. He knew of a modern steel works in 
France, which was conspicuous among similar works because it 
stack to steam plant, for the reason that it was certain as to its 
reliability. The only thing they could say for the gas engine was 
that it should save fuel; he knew of cases, however, where the oil 


bill was largely wiping out the coal saving. 
Мв. C. TURNBULL pointed out the possibility of corrosion of the 


copper and destruction of insulation in gas-engine stations, as 


was the case at Johannesburg. ; 
Мв. C. C. ATCHISON said he had tried a suction method of with- 


drawing soot from under economisers, but it took four hours to do 
it and cost far too much; he advocated large flues and entrance 
doors on a scale large enough to admit a man and barrow. Back 
firing would not occur in a well-designed forced-draught plant, in 
which the air was automatically cut off when the furnace door was 
opened. Air leakage had been mentioned; this was a serious 
thing in economisers, especially round the chain vents. He got 
over it by plugging the vents, except for balf an hour, morning 
and nigkt, when the scrapers were in use—this being sufficient 


scraping for ordinary use. 
Мв. J. K. BBDO ES advocated the “underfeed” stoker in pre- 


ference to the chain-grate, as also did Mr. W. A. Vignoles, the 


succeeding speaker. 
. VIGNOLES pointed out that a concrete raft foundation must 


Mr 
be uniformly supported, otherwise there was a danger of its tilting 
over; ferro-concrete piles also must be secure against the entry of 
moisture, otherwise the interior metal would rust away. He 
gathered (more from what was not said than from what was said) 
that gas engines were not satisfactory with producer gas. 

Mr. A. C. Cramp and Mr. Н. R. Вовметт also contributed some 
remarks, and Mr. RicHABDsON (who mentioned that his choice in 
the matter of chimneys was & brick one, and that wood, equally 
with ferro-concrete piles, would suffer in damp ground) reserved his 
reply for the Procecidings, 


The Worcester Steam and Water-Power Plant. 


ANY paper on the reconstruction of an electric lighting 
&cheme should be of interest to all those engineere whose 
fortune it is to have charge of the running of a plant, the 
Inception of which took place in what are now known as the 
early days of the industry—say, for example, the early 
Dineties ; bnt a paper on such a plant as is dealt with by 
Mr. Shaw is doubly interesting from the fact that the 
undertaking at Worcester is one of the very few examples in 
this country where a combined steam and water-power 
station has been installed. The paper is a good example of 
what can be done towards economy and the placing of an 
Undertaking on sound financial lines, and by this latter 
phrase [ do not mean the making of a profit which may or 
may not be purely a paper profit each year, but on sound 
financial lines when viewed from the standpoint of making 
adequate provision for a reserve to meet depreciation and 
obsolescence of plant by alteration or additions to an out-of- 
date scheme, 

There are many stations in the country having the 
same system as at Worcester, some of which have been 
modernised, while others are as badly in need of it as 
таз Worcester when Mr. Shaw took it over. The Worcester 
Scheme was complicated by the fact that there the water- 
Power plant was installed, and it was all along felt that 
somehow or other this could be turned to useful account, 


but the great question was—how ? When the undertaking 


` was laid down in 1893, electricity supply was for lighting and 


lighting only, but even then great mistakes were made in 
the lay-out of this plant. The station was designed to be 
essentially a water-power station, and in consequence the 
steam plant, which was looked on purely as a standby, was 
put down without any regard to economy, while it surely 


must have been seen that every ton of coal would be 


enhanced in cost by something like 1s. 6d. through having 
to be carted a long distance from the railway station. The 
same mistake seems to have been made all through by those 
responsible for putting up the station, and this mistake was 
that there was practically always to be a sufficiency of water 
power. How erroneous this assumption was, is shown by the 
curves by which Mr. Shaw has illustrated the points in his 
paper. To my mind the greatest drawback of all to the 
undertaking as it then was, was the fact that, combined witha 
single-phase supply of 100 periods, the water was 
rather a financial drag on the undertaking than other- 


wise, the causé of this being explained in the following 


manner :— 
In order to obtain the water-power, extremely heavy 


capital expenditure bad been incurred, and the water-power 
itself was extremely variable, failing frequently either from 
drought or flood ; and when the happy mean between these 
two came to pass, then for a very large part of the 24 hours 
good water was running to waste owing to there being no 
power load to take up the electrical power that could have 
been generated. 

The first step towards a better arrangement of things 
was taken when the generating plant had to be extended, 
and a comparatively large supply given for traction 
purposes. At this period a lively controversy arose as to 
whether it would be better to extend the generating station 
at Powick, and change over to two or three-phase, still 
keeping the single-phase 100-cycle supply for the lighting 
demand in the suburbs of the city ; or to put up a central 
steam-driven station supplying continuous current, so inter- 
connected by means of a storage battery and motor-generator, 
that use could be made of the surplus water supply (when 
there was any) at Powick. The latter scheme was decided 
on, being the first step towards doing away with genera- 
tion by steam at Powick, and doing all the steam 
generating in a place where coal could be obtained more 
cheaply, and, by laying the station out for economical 
steam raising, burnt to greater advantage. Thus were 
economies effected on the one hand ; Mr. Shaw in his paper 
has pointed out the other way in which the financial affairs 
of the underteking have been much improved. For a city 
like Worcester, where there are a good many power-using 


industries carried on, many of them using power in small 


units, and thus being a happy hunting ground for 
the station engineer, it was extremely galling to those 


having charge of the undertaking to find that with a single- - 


phase 100-cycle supply it was practically impossible to get 


power users to go in for electric motors. "The author well. 


remembers one particular case, in which, after months of 
persuasion, he got a man to put in a 4-H.P. motor for sausage- 
making. This was right in the middle of the city, and was 
taken off the main low-tension network ; when it was switched 
on for the first time it was seen by the drop in pressure and 
the blinking of the lights on the premises of all the con- 
sumers around that something would have to be done before 
the man could run his motor. А 20-Kw. transformer was 
taken and tapped off the high-tension network, and the 
low-tension mains put in parallel with the service 
from the low-tension network; this made matters 
somewhat better, but stil whenever the man ran his 
motor after dark it was quite noticeable in the premises 
around. With that sort of experience it was - hardly to be 
wondered at that not only did power users not jump at 
alternating motors, but the engineer himself was almost afraid 
to advocate their installation, at least where there was much 
lighting. Several instances also occurred about that time 
in which large works began to generate their own energy, and 
transmitted continuous current to motors scattered over their 
works. 

Mr. Shaw in his paper hus pointed out the two main lines 
along which he went to bring about the financial regeneration 
of the station, the firat being to lower the capital charges 
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per.unit Bold by so altering his system and his charges that 
a large power load was created, and not only did this power 
load cheapen the costs in the above way, but in this parti- 
cular case, by using water which was otherwise running to 
waste, it was costing practically nothing for running charges. 
From the load curves and financial results for the last few years 
it can be seen how great this alteration has been, bnt 
vot greater than the writer of these notes has all along 
thought possible in Worcester where, provided the 
selling end of the business is arranged satisfactorily, 
the generating conditions after the alteration of plant are 
almost ideal for supplying a big day load. One difficulty 
which Mr. Shaw does not seem to have touched on in his 
paper occurs to the writer, and this is that a great many of 
the people who would take a supply for power purposes are 
situated some little distance from the centre of the city 
where there is a continuous-current network, and would 
thus necessitate a considerable capital outlay on mains for 
their own particular supply, thus to some extent nullifying 
the special advantages obtained at Worcester by the use of 
water power ; information from Mr. Shaw on this point, as 
to how much expenditure had to.be incurred on special 
mains for these power consumers, and how it affected the 
selling rate of energy to them, would be of interest. 

‚ То sum up the paper shortly, I think that Mr. Shaw must 
be congratulated for the way he has set about a very difficult 
task, and, in my humble opinion, very little more could be 
done to improve matters than he has already carried out. 
The advantages, in short, seem to have been obtained by 
first of all cutting down the capital expenditure, both per 
kilowatt installed, by extensions at the steam-driven station, 
and per unit sold, by fostering a big demand for a day power 
load, and in addition the ranning costs have been enor- 
mouely reduced, chiefly by the following means :— 

First, making far more profitable use of the water-power, 
and selling a large number of water-generated units, the cost 
of which was practically nothing: by improving the boiler 
load factor; and by the use of a much more economical plant, 
doing away with the use of the old so-called water-power 


station as a steam-driven station, as it used to be for so many 


months in the year.—E. E. Н. 


\ 


The Reconstructions ef an Electric Lighting Scheme, with 
Observations on the Working of a Combined 
Steam and Water-Power Plant. 


(Abstract of paper by C. M. Saw, chief electrical engineer, 
Worcester.) 


ost every engineer of a supply undertaking has at one time or 
aote: вай io окун the very important question of the recon- 
atruction or rearrangement of generating plant and mains systems 
connected thereto, especially where such undertakings were laid 
down in the early nineties. "a 
There are two sources of prime movers in use at Worcester— viz., 
steam and water-power. Two systems of distribution irrespective 
of traction supply. Two methods of supply, alternating and direct, 
each having two standard pressures, and finally, two tariff systems 
with 19 separate prices for current. | 
PANT IN Use IX 1905. 


Powick Station (Water and Steam). 


420 xw. capacity driven by steam engines. 

120-Kw. » T water turbines. 

240-KW. ji " water or steam power by means of 

clutches. 

Six water-tube boilers ; 10,460 sq. ft. heating surface. 

Hylton Road Station (Steam). 
Kw. capacity for v. o. supply. 

SER. is " ' ” = or traction. 

70-x w. motor-generator coupled to engine by a clutch used for 
A. c. or D.C. supply. | | 

Three water-tube boilers ; 9,420 sq. ft. heating surface. 

The author devoted a full year to the close study of the con- 
ditions of working the two stations. As the systems at each works 
are different it was not possible to interwork the supplies beyond 
the capacity of the small motor-gencrator at the new works. 

In due course, the author arrived at a decided opinion that no great 
improvements could be effected in the cost of generation with the 
old conditions of working the two stations, though the acquisition 
of a limited day load was having its effect on the costs. 

The high working cost was in a great measure brought about 
owing to the heavy expenditure entailed in maintaining a steam 
plant and staff at Powick, when such plant was, during a great 
portion of the year, in-operative. | 

The author, therefore, recommended the scrapping of four small 
Loüers, and all the engines, &c., at the old works, as obsolete and 


useless for the purpose of electricity supply, if the departm 
intended to cater for a cheap power demand. ponen 

It was accordingly decided to dismantle the steam plant at 
Powick and concentrate all steam generation at the Hylton Road 
Works. Briefly, the advantages in favour of this change were:— 

1. The saving of transmission logses. 

2. The saving of coal cartage. 

3. The benefits obtainable from the use of up-to-date triple- 
expansion engines. | 

4. Improvement of boiler load factor. 

5. Baving in managament and attendance expenses. 

In preparing the scheme for rearrangement of works, due regard 
had to be given to the following conditions which obtained at 
Worcester :— 

(a) The heavy capital expenditure already incurred. 

(b) The area of supply, being very large, necessitates a н.т-. 
system. 

(c) The complete system of alternating mains and transformers 
DN supplying outskirts and a portion of the centre of the 

iby 


(4) The high periodicity of supply (100 periods single-phase) is 
unsuitable for power purposes. 


(e) The system of p.c. feeders and distributors in the centre of 
the City and power area. 


The change was particularly necessary for the following reasons 
viz., the imperative necessity for lower production costs, and au 
improved plant load-factor. Due consideration had to be given to 
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avoid increasing the then heavy capital expenditure more than was 
necessary, by adopting such a scheme that the saving effected 
thereby should give a substantia! and immediate return sufficient 
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Curve (No. VIII) RHowrsa CONDITIONS оғ WORKING UNDER 
THE Worst WATER CONDITIONS. 


to extinguish the prime cost of the new plant in the least possible 
period. 

With this point in mind and with the knowledge that most о 
the local industries were in a settled state with little prospect о 
any abnormal growth, it was not advisable to carry out апу com- 
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pletefchange of periodicity, ав such was only necessary|for a power 
oad. — 


load 

A very extensive single-phase a.c. 100 periods network had 
already been laid down at heavy cost in residential districts for the 
lighting demand. The area of supply was very extended, and the 
demand for power negligible, consequently a change-over to v. o. 
with the ascrifice of capital expended on н.т. mains, &c., would not 


have been justified, · | 
It was, however, imperative that the old 100 periods supply be 
not extended more than possible, as such system might ultimately 


have to be changed. 
New generators, switchboard, mains, &c., of a design easily con- 


vertible to 50 periods two-phase were accordingly installed. 
Fifty-period transformers of standardised capacity are also 
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Curve (No. VII) SHowrNG CompiTIONS OF WORKING WITH 
A боор WATER SUPPLY. 


gradually displacing the original small 100 períod types. A slight 
percentage in efficiency is sacrified by using these transformers, 
which loss, however, is neutralised by the reduction of open circuit 


losses, 
In view of the foregoing remarks regarding the future, and that 
all present demands for power could be dealt with from the exist- 


ing p.c. station, the f 


decided upon :— 
Extension of engine room for three generators ... £1,150 
Two д.с. steam generators, 350-400 KMW. 4,550 
Switchgear ..  ..  .. 0. 0. an 200 
Mains ... T T Ms M 5 or 260 
Contingencies фен ss д ТЕ e. 840 
| £6,500 
Less receipts from sale of old plant 1,650 
£4,850 


Net cost as is isa 


Much consideration was given to this scheme, and the question 
as to how the cost of the change should be met arose. 

The Local Government Board were communicated with, and 
sanction was eventually given to borrow £4,072 and £2,428 for three 
and 18 years respectively. | 

procedure is not quite consistent with the usual practice of 
the Local Government Board, in that the Department have still 
to meet interest and loan charges on outstanding debt on discarded 
plant, for а further term of 12 years, even though same be non- 
existent. 

The past year’s results, for 15 months ending March 25th, 1908, 
clearly demonstrate the benefits resulting from the concentration of 
working and scrapping of out-of-date plant. 

The 1905 works costs item of 1:193d., and the estimated works 
costs per unit sold has been reduced to 824d. 

This reduction is not altogether attributable to the more 
economical working of the rearranged plant, which has only been in 
operation six months, but to a combination of the economies 
effected by the new scheme. An increased power output, the 
increase of water output, and to the improved conditions of working 
the water plant resulting from our having full control of the whole 
water supply. 

The water turbine room is of very ample dimensions, having 
been designed to contain four vertical Victor " turbines of 54, 54, 
48 and 36 in. respectively, and considerable duplicate steam plant. 

In constructing this building, it was necessary to excavate to a 
depth of 38 to 45 ft. below the floor level, the latter being 
fixed some 3 in, above the highest flood, which occurred in 1886. 

Belt-driven centrifugal governors were originally used for raising 
ot lowering the cylinder gates, but this apparatus has been discarded 
as unsuitable, 

As the available head very seldom exceeds 10 ft., it follows 
that large volumes of water have to be controlled quickly, otherwise 
the pressure of the supply quickly atfains a dangerous limit if the 

load sudden! alters. Hand regulation of gates has proved to be 
the most aotory method of control, though the question of 


motor control is under consideration, 


ollowing limited scheme was eventually 


Carve No. VII shows the more'economical condition of! working, 
when the water is good, and the benefits that would have {been 
derived had all steam plant been concentrated af one station. 

Turning now to а similar built up Curve No. VITI, vou have an 
example of the worst conditions experienced with the turbines, 
when it is better to store up water for use on the peak and deal with 
all output from the steam plant. 

Attention is drawn to the rise and fall of works coste from year 
to vear, which, with one or two exceptions, inversely follows that 
of the water output. | 

Undoubtedly, it is necessary to have я market for all current 
generated by water plant, otherwise fall advantage cannot be taken 


of such power. 

In conclusion, the author bas no hesitation in saying that a 
water-power plsnt similar to that at Worcester is of great value, 
if there be a direct market for such power, without the interven- 
tion of wasteful storage entailing heavy capital expenditure. He 
does not consider any system of storage entailing accumulators of 
sufficient capacity to take the maximum ontput, as justifiable, as the 
maximum only endures for sbort periods. 

The proper combination is to build up a sufficient mean load 
throughout the day, that such mean shall be greater than the 
maximum of the water output, surplus demands being taken up by 


steam sets of suitable size. 


The discussion which followed was brief in character, Messers. 
E. E. Hoadley, J. К. Brydges, W. A. Vignoles, and the President, 
Mr. H. Talbot, contributing. The author was congratulated on his 
efforts to make greater use of the water-power than formerly, and 
on the successful results achieved. 

Мв. VicNoLES did not think that a case had been made out for 
water-driven plant in English central stations; if all the plant 
were concentrated ín one station and larger units used, he believed 
that decreased capital and working charges would result— but, of 
course, the author had done his best under the conditious. The 
speaker also doubted the efficacy of hand-governing if large motors 


were in circuit. 

Mr. SBA added that the plant had been put down in a very 
expensive manner originally, and this hampered the working, but iu 
the fnture he considered that there would be a gain from the water- 


driven plant. 


L. B. & S. C. R. ELECTRIFICATION. 


From а neat illustrated souvenir issued by the Brighton Railway 
Co. on the opening of the new station at Victoria, we gather some 
particulars relating to the improvements effected there, and the 
progrese of the conversion of the London Bridge-Victoria section 
to single-phase working. | 

The new station covers nearly 16 aóres, and has 21 miles of plat- 
form, covering an area of 40,000 sq. ft.; the old station covered 
only 84 acres. It bas involved an expenditure of considerably 
over £1,000,000 to effect this change. "The new station has 9 wide 
platforms, each about 1,500 ft. in length, with standing room for 
18 trains. Platforms 1 to 4 are to be used for suburban line trains, 
and the remainder will be givon up principally to the main line 
traffic. | | 
The old station was approached by two lines, one up and one 
down, and through this neck the whole of the traffic had to pass. 
The company has more than doubled the facilities for working the 
trains in and out of the terminus, providing five tracks, and is 
announcing improved services to south coast towns and the sub- 
urban districts, 

The signals, points and crossings, which of necesaity have been 
largely increased, are controlled and opersted electrically from 
three signal boxes, known as the North Box," “South Box " and 
„Sbunting Box." The system of signalling adopted is Sykea's 
electro-mechanical system. The North Box contains 106 levers 
(83 electrical and 23 mechanical); the South Box has 269 levers ` 
(163 electrical and 106 mechanical); and the Shunting Box 22 
levers (11 electrical and 11 mechanical). The principal advantage 
of the electro-mechanical working is that all signal wires are dis- 
pensed with, and rather less than half the space is required for the 
cabins. The electrical levers being much smaller than the 
mechanical, the signalman has them near at hand. The electric 
movement is slightly quicker than the mechanical. Further, when 
electric fouling bars sre depressed by vehicles occupying certain 
lines, the electric control, which formerly was operated by the 
signalman in the North Box, is now operated by the vehicles 


} 


themselves. 

The signalman in the North Box observes and controls the whole 
of the platform movements, while the man in the South Box 
sectionises the different trains on arrival and departure, and the 
man in the shunting box deals with the marshalling of trains in 


the carriage sidings. | 
‚А novel feature is the movable diamond crossings, which are 
operated from the South Box, the movement being electrically 
detected by the signals. 
The station has been designed to separate the main line and 
suburban traffic as much as possible, and at the south end of the 
eastern side offices is the electric switch cabin, to be brought into use 


when electrio trains are running. 
The section of the line at present being eleotrified extends from 


Victoria to London Bridge, a distance of nearly 9 miles, equalling 


кош 
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approximately 23 miles of single line. In Victoria Station five 
platform and two through lines, and in London Bridge Station six 
platform lines, are being electrically equipped. 

The improved service contemplated wil] require seven working 
trains and one spare one, each train comprising two third-class 
motor coaches with luggage and motorman’s compartments, each 
equipped with four 125-H. . motors. The motor coaches form the 
first and last coach of a standard three-coach train, the middle one 
being a first-class trailer coach. It is proposed to give a ten- minute 
service throughout the day; the time occupied by a journey from 
Victoria to London Bridge, or vice versa, will be 25 minutes, in- 
cluding stops, as compared with 36 minutes at present required by 
the steam trains. The total seating capacity of each three-coach 
train is 188. = 

Contrary to the American practice of adopting coaches of the 
tramcar type with end doors, which have been used on the under- 
ground railways, and which have proved draughty and incon- 
venient, а modified form. of side-entrance compartment coach has 
been designed, so that in the case of any one compartment being 
full, passengers can pass into the next without having to leave the 
carriage, this arrangement giving greater convenience to passengers 
and saving time at the stations. 

The overhead conductor consists of a heavy grooved solid wire, 
$ in. in diameter, which is supported at every few feet by means of 
dropper wires suspended from stranded steel catenary cables, 
which are in turn suspended from massive porcelain insulators 
through a double insulation which has been tested to ten times the 
working pressure. The insulators are supported upon specially 


designed steel structures. 


Due to the constantly varying nature of the line on this section, 
a very great number of different types of support have had to be 
designed, the strength of these having been calculated with a factor 
of safety of 10 to 1, which has in all cases been worked to in the 
overhead equipment. 

The overhead conductor is divided into sections at each station, 
specially constructed switchgear being provided in fire-proof cabins 
for the control of the sections. By this means it is possible to 
isolate any section of the line in case of necessity, and in order to 
gecure the safety of those whose duty it will be to make repairs or 
carry out inspection a system of inter-locking has been devised. 

A complete system of telephone communication exists between 
all the switch cabins, as well as the signal box adjoining to them, 
and by the use of simple clectrical relays the signalman can, in 
case of emergency, cut off the energy from the overhead line on 
the sections which are controlled by him. | 

The switchgear has been designed во ав to be as simple as 
possible, and it is srranged that any stationmaster, signalman, or 
other authorised person can easily and safely operate the switches 
without danger of their coming into contact with any apparatus 
under high pressure. 

In order to meet the conditions which have been imposed in the 
case of the South London line as regards voltage drop in the 
return circuit, with a view to complying both with the provisional 
requirements of the Board of Trade, and the requirements of the 
Admiralty in respect to interference with apparatus at the Green- 
wich Observatory, a special system of cables was rendered necessary, 


.and a duplicate feeding system has been provided throughout the 


line, everything having been so designed as to secure certainty 
and safety of operation. 


Up to the present time the cables have been laid between 


Battersea Park and Queen's Road Stations, and 11 of the 13 switch 


cabins have been erected. The switchgear in four cabins has also 
been completed, and the work of equipping the remainder is in 
active progress. 

The supply of energy is to be obtained by the Brighton Co. from 
the London Electric Supply Corporation, whose mains from their 
station at Deptford to the switch cabin at Queen’s Road Station 
have already been laid and tested, and whose railway generating 


plant, consisting of four units of some 2,000 xw. each, is in readiness 


at Deptford to supply the requisite power. 

For the normal work of the line it is estimated that one of these 
units will supply sufficient power, so that there is little fear of 
failure due to lack of generating power. In addition to the power 
cables, in order to avoid all possible danger of interference with 
the many telephone and telegraph circuits which exist along the 
line, the overhead wires in the majority of cases have been removed 
and the circuits carried in lead-covered air-space cables, metallic 
returns being substituted for earth returns in all cases. 

Many serious ditticulties have been encountered during the 
equipment of the line, since the section which is being dealt with 
includes two terminal stations, together with numerous low bridges. 

The tunnels at Denmark Hill have also added a difficulty owing 
to the nature of their construction, and to the curvature of the 
line in the tunnels. Practically all kinds of construction which go 
to form a railway are met with on this length, and very many 
obetacles.have had to be considered and overcome in designing a 
satisfactory equipment. | 

The nature of the embankments has rendered special foundations 
necessary in many cases, and these have had to be piled to a great 
depth in order to ensure stability. 

Another difficulty in connection with the low bridges at Victoria 
Station which has been a serious obstacle, is that the railway ser- 
vants have to work upon the roofs of trains in the terminal stations, 
and consequently the overhead conductor had to be placed at a 
height of 21 ft., rendering it necessary to design a special form of 
current collector bow capable of working satisfactorily at high 
speeds through a range of between 21 ft. and 14 ft., giving a vertical 
movement of 7 ft., and this has been by no means an easy task. It 
bas also been necessary in order to ensure the safety of passengers 
and railway servants under these low bridges, to design and adopt 


special devices whereby it will be impossible. for accidental 
contact to be made with the high tension equipment. 

From an article in the Railway Times we learn that within the 
next few months the Brighton Railway will have two motor-cars in 
service, in which an attempt is made to combine the efficiency of 
the mechanical drive with the ease of the electric control. The 
Auto-Mixte system isto be employed. In this system the armature 
of a dynamo is carried on the main driving shaft from the engine 
to the differential. A battery is connected to the terminals of the 
machine, which is of the ordinary shunt-wound type. When the 
vehicle is starting up, the battery discharges through the machine, 
and it acts as a motor, thus helping the engine, and increasing the 
starting torque on the wheels. When the car is running at full 
speed, the E.x.r. generated in the armature is greater than that of 
the battery, so that, in normal running on full speed, the battery ie 
receiving a small charging current. When running down hill this 
charging current is materially increased, while for up-hill work, as 
the speed of the car decreases, the B.. F. of the generator falls 
below that of the battery, so that it ceases to generate, but runs as 
а motor helping the engine on the incline. With this system, an 
engine of small capacity may be used, and it is always running 
at its maximum efficiency, viz., full load, as the battery is being 
аш, when the full power of the engine is not required to drive 
the car. | 

The trial motor-cars are being fitted with petrol engines of 120 
H. P. capacity by the Daimler Co. The dynamo is rated at 50 H. P. 
asa motor. There are 48 accumulator cells, arranged in four boxes. 
When starting the car from the rest, the four boxes are connected 
in parallel, and the four field coils are also in parallel. By this 
means a heavy starting current may be taken from the cells, and the 
strength of the field magnets is in no way reduced. There are four 
stops on the controller: (1) Four boxes of cells in parallel across the 
the armature and four field coils in parallel; (2) the cells in two: 
sets, two in series, two in parallel, the field coils being arranged in 
the same way; (3) the boxes in series with а rheostat in series with 
the armature, the field coils being now in full series across all the 
cells in series; (4) the cells in full series across the armature, the 
field coils also in full series. By this means a very large starting 
torque is obtained—the current taken from the cells when the car 
is fully loaded being about 1,000 amperes on the firet stop, and 
about 600 amperes on the second. By this means a high accelera- 
tion will be obtained. The controller has necessarily to be a large 
one, but it will be fitted with one of the best forms of blow-out on 


the market, so that even the 1,000-ampere arc will be safely blown 
out. 


LEGAL. 


Ernest Scorr & Mountain, Lro., v. KENT Согливвівз, LTD. 


IN the Divisional Court on Tuesday, before the Lord Chief Justice 
and Mr. Justice Ridley, 

Mr. Восвғікгр, K. C., mentioned this case, and said he had 
to apply for a stay of execution pending appeal. The case, 
he stated, had been before the Official Referee, who gave 
judgment for the plaintiffs for £1,826 upon the claim and counter- 
claim. 

MR. C. A. RussELL, K. C., objected to the stay of execution unless 
the amount of the judgment was paid into Court. 

After some discussion, | 

Their Lorpsiirs granted the stay of execution upon condition 
that the amount of the judgment was paid into Court. 


HILLS Patents, LTD., v. Dick, KERR & Co., LTD. 


On Tuesday in the King’s Bench Division of the High Court, Mr. 
Justice Channell,taking the special paper, bad before him the 
case of Hills Patente, Ltd., and Dick, Kerr & Co., Ltd. 

Мв. Corrax, counsel for the defendants, said this was a matter 
which raised the question as to whether or not Mr. H. F. Hills, 
one of two plaintiffs in the action, should not be struck out on the 
ground that the statement of claim which had been delivered, dis- 
closed no right of action by Mr. Hills. The defendants took out а 
summons to have Hills dismissed from the action. The summons 
came before Master Chitty, and he ordered that a question on a 
point of law be argued, and that order was confirmed by Mr. 
Justice Ridley. The action was brought to restrain the infringe- 
ment of Letters Patent 28,932, of 1902, the patent being known as 
an improved safety apparatus for use in overhead electric tramways. 
Hills was the inventor of the patent, and had parted with nis 
interest in it to a company, and the company had all the rights 
in respect to it. The defendants sought to get security for costs 
against the company, but failed on the ground that there was А 
co-plaintiff on the record, although he did not think there was any 
suggestion that he could satisfy the defendants as to costs. Hills 
assigned the patent to the company, and that assignment was 
subsequently registered. Although the assignment was not 
registered until after the date of infringement of the patent, he 
submitted that Hills ought not to be a co-plaintitt. 

Mr. Patrick Hasrinas, counsel for the plaintiffs, asked that the 
name of Hills ehould not be struck off as one of the plaintiffs. 
Hills, he said, was the inventor of the patent, and he had assigned 


„ — — — — 
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it to the company. There was no doubt that the patent had been 
infringed, and defendants were continuing to infringe it. 

Mn. JUSTICE CHANNELL, in giving judgment, said he should be 
very reluctant to strike out the name of Mr. Hills, and deal with 
the case piecemeal. He was quite clear that Mr. Hills ought either 
to be plaintiff alone, or joint plaintiff in respect of damages prior 
to the actual assignment. That being ao, if the statement of claim 
showed no otber right of action, it did show that he had a right to 
be joined in seeking damages prior to April 3rd, 1906. That being 
so, it was sufficient for disposing of the motion, which he must 
dismiss, the costs to be costs in the cause. 


D. SANTONI & Co. (1906), Lr» , v. FaRBINGDON ENGINEERING Co. 


In this cage, heard at Clerkenwell County Court last week, plaintiffs 
sued for £45 16s. 10d. in respect of 314 armature coils supplied for 
useonatramway system. According to a report in the Islington Gazette, 
plaintiffs’ CovNsEL said that the coils were made to defendants’ 
order and to sample. Defendants complained, and returned the 
coils. Counsel for the defendants said that there was a defect in 
the coils. 

Мв. Tasker, chief consulting engineer to the plaintiff company, 
said he saw a number of the coils tested before being sent out. 
They were tested with ten times the working pressure. Following 
the complaint from defendants, he tested with a pressure of many 
times the working pressure, and in no case was there a fault or 
defect of any kind. In September they had a complaint that the 
coils were inferior to what the defendants had supplied the Birken- 


head Corporation with previously, and in January defendants . 


returned the whole lot as rejected. 
Cross-examined, he did not swear that in the winding of the coils 


new wire was used. It was taken from an old machine that had 
been in use at Whitehaven and which was sent to them for recon- 
struction, because they were altering their pressure of supply. It 
was a fair and proper thing to use the old wire. It was certainly 
good. Perhaps 90 or 95 per cent. were made from the old wire. 

The foreman of plaintiffs’ armature winding department said that 
the test applied was a proper one to be applied to coils for use on 
tramway systems. 

An expert to whom a number of the coils bad been submitted 
said he had made thorough tests and found them quite satisfactory. 

Мв. Lever, for the defendants, said the real issue was whether 
there was proper insulation between turn and turn in the coils. 
The defence contended that such insulation was insufficient. Thirty- 
three of the coils were used in the tramway system of the Birken- 
head Corporation. They short-circuited at once, and would not 
bring the car out of the yard. 

Мк. James McLennan, chief engineer and manager to the 
defendant company, said they had supplied coils for the Birkenhead 
Corporation tramways some six or nine months previous to sup- 
plying the coils now in dispute. The first coils were made by 
another firm, and were quite satisfactory. After the coils supplied 
by plaintiffs were dispatched to Birkenhead, he received a com- 
plaint. He saw Mr. Tasker, and told him that the coils had 
broken down. Mr. Tasker asked if it was due to rough treatment 
in being placed in the slots. Witness replied that he had not 
received particulars from Birkenhead. The Corporation complained 
that the coils supplied were not similar to the original sample. 
His Номосв thought it very necessary that the original sample 
should be produced. It would also be helpful if someone from 
the Birkenhead Corporation attended to speak as to what happened 
when the coils were tried. 

WrrNESS went оп to say that he made an examination of the coils 
complained of. He found the wire brittle and very much dis- 
coloured. It looked like old wire. In his opinion, it was not 
proper wire to use for winding coils, Never in his experience 
bad he heard of wire that had been in use for 15 years on a 
dynamo, being used again for new coils. 

The hearing was adjourned. 


A MonECAMBE ELECTRIC LIGHTING ACCOUNT. 


Ат Lancaster County Court, before J udge Hans Hamilton, the 
Morecambe Corporation sought to recover £30 14s. 2d., value of 
electric current supplied from October 2nd, 1906, to December 31st, 
1906, to Walter Pyrah, of the King’s Arms Hotel, Morecambe. The 
point at issue was whether the jurisdiction of the Court was ousted 
by the appointment of a meter inspector. His Honour held he had 
ample jurisdiction. Mr. Humphries (Halifax) for the defendant, 
admitted that the figures registered by the meter were in accor- 
dance with the claim sent in by the Corporation, but the register 
was wrong. His Honour gave judgment for the plaintiffs, but 
granted stay of execution for а fortnight in order to give an oppor- 


tunity to appeal. Special costs were granted. » 


K ES EEG 


Holidays,—Among other evidences that we have 
received that this is the season for holiday-making, is an advance 
Су of the Great Eastern Railway Co.s new handbook, East 

ast Holidays,” by Percy Lindley. A special feature has been 
made of the illustrations, which show in colours some of the more 
ро resorts in this part of the country. Prominence is given 
‘eras lees-known districts in East Anglia and to the country 

een the Cromer Coast and the Norfolk Broads. 


PARLIAMENTARY. 


South Wales Electric Power Bill. 


On Thursday, July 2nd, Mr. Partington's Committee of the House 


of Commons considered the South Wales Electrical Distribution 


Bill, which has already passed the House of Lorde. 
The case was opened by Мв. Lrovp, K.C., and Мв. Ram followed 


. for the opponents (Pontypridd District Council). 


B. STANLEY Bouter said that the debenture-holders were in 
favour of the scheme. It was the best chance of saving the wreck. 
ye е that the prospects of the company had improved somewhat 

ately. | 

Мв. W. A. CHAMEN, the electrical engineer for the company, gave 
evidence, and after further evidence had been called the CHAIRMAN 
suggested that the parties should come to terms. After an ad- 
joutnment it was announced that terme had been arranged. 


MR. Vesey Knox said tbat the parties had agreed that instead 


of the guarantee of 30,000 units it should be somewhat smaller, 
and further, a clause would be inserted, to the effect that the 
customer of the company in the Urban District Council's area 
should not be allowed to use more than 20 per cent. of his supply 


for lighting purposes. 
the District Council to get a supply if they needed it on “the most 


favoured nation terme." ! | 
The Committee declared the preamble proved, and ordered it to 


be reported for third reading. 


Third Reading.—In the House of Commons on July 3rd, the 
Macclesfield and District Tramways (Abandonment) Bill was read 


a third time. 


BUSINESS NOTES. 


4 


Santoni Flame Lamps.—Mkxssns. J. & H. GREVENER 
write as follows under date July 7th :—'' With regard to the notice 
appearing in your last week's issue to the effect that the Santoni 
Arc Lamp and Engineering Co., Ltd., of 11, Farringdon Avenue, 
E.C., are proceeding against us for our statement re their ' Santoni ' 
flame lamps—although at the time of writing we have heard 
nothing of such proceedings— we should like to point out to the 
trade generally that we are not concerned with the lamp offered as 


' 


the Santoni lamp by the said company, which bas only just been 


formed. This particular lamp is of different make to the lamp 
formerly known as the ‘ Santoni' flame arc lamp which used to be 
supplied by the D. Santoni & Co. (1906), Ltd., which company, 
however, has now ceased business, We are now, as we have already 
informed your readers, the sole vendors of the lamp formerly known 
as the Santoni flame arc lamp, with all its accessories and spare 
parts. Except, however, for supplying spare parts and accessories 
for the same, we are taking it off the market in favour of our 
improved model, which is known as the ' Arcoflame' intense flame 
arc lamp." | 

In the opinion of the Ег,ЕСТВ1САГ‚ Review it is high time that 
these trade amenities were brought to a conclusion. The heavy 
demands upon our space will not allow us to continue to occupy 
our readers’ attention with them. Could not the differences in 
question be easily settled by reference to an arbitrator ? 


Consular Notes.—CoroMnBrA.— The German Consul at 
Medellin, in a recent report, states that electric light and power 
plants for public purposes have only been installed in Medellin and 
Jerico. In recent times, however, the London banking firm, Schloss 
Bros., have made contracts with various other municipalities for the 
installation of electric plant. 

CHINA.— The German Consul at Tientsin, in a recent report, 
states that, in August, 1906, the French Concession authorities and 
the Cie de Tramways et d’Eclairage de Tientsin concluded a con- 
tract granting to the latter company the monopoly for the installa- 
tion and exploitation of an electric tramway for the transportation 
of passengers and goods for the same period as the contract between 
the company named and the Chinese Government for the installa- 
tion of electric tramways (i e., 50 years from July 7th, 1904). A 
part of the service, which forms a communication with the inter- 
national station in the Russian Concession, and whieh will be 
extended to the borders of the French Extra Concession, is already 
working. The authorities of the British Concession have been 
negotiating with the (1as and Electric Light Co. for the substitution 
of electricity for gas in the houses of the Concession. The power 
station, which is not large enough for present purposes, is to be 
enlarged and extended. 

Roumanta.—The Austrian Consul at Crajova, in a recent report, 
states that the importation of electric lighting and power apparatus 
and accessories is largely increasing. German manufacturers hold 
about 75 per cent. of the trade. The other 25 per cent. is divided 
between Austria, France and Hungary. The total import amounts 


jn value to about 1,250,000 fr. 


A clause would further be inserted to enable 
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Sram.—The Austrian Consul at Bangkok reports that, in 1907, the 
Siamese Post and Telegraph authorities invited tenders for the instal- 
lation of new telephone plant in Bangkok to admit of serving about 
1,500 subscribers instead of only 700, as at present. The contract 
was obtained by a Swedish firm. Since the North German Lloyd 
have requested that communication should be established between 
the island of Koh Si Chang and Bangkok, the agent in Bangkok of 
the Gesellschaft fiir Drahtlose Telegraphie, system Telefunken, 


has been endeavouring to obtain the permission of the Siamese 


Government for the installation of wireless telegraphy. The 
Nord-Dentsche Lloyd have offered to work the system on their 
own account, and it is stated that this will have considerable 
importance from a trade point of view, since during a great part 
of tbe year the island of Koh Si Chang is used as a loading 
station. 

Gznxany.—The Handels Museum, of Vienna, in a recent article on 
the foreign demand for German electro-technical goods, states that 
one of the few German industries to suffer from the present 
trade depression which exists in that country is the electro- 
technical industry. How great an increase will be sbown in the 
inland trade in the course of the year, it is difficult to say, although 
the growing demand for further means of transport has given rise 
to many projects which will call for the supply of electrical goods. 
But as regards the foreign trade, it is easy to show the increase 
which has already taken place. 'The large works have secured 
orders in numerous countries which will ensure a latger trade than 
last year. They are so great, indeed, that the falling-off in trade 
with Great Britain will have little effect on the final resulte. The 
exports of the German electrical induetry in the first four months 
of 1908 amounted to 24,956,000 kg., as against 19,270,800 kg. in the 
corresponding period of 1907. Therefore, the exports this year are 
about 30 percent. higher than the exports of last year. This 
increase has been distributed over all the four months, and was fully 
maintained in April. The value of the goods has also increased, 
for the German electrical industry plays such an important part in 
the world's trade that it can afford to be independent in its 
price policy. It must be noted, therefore, that the increase in the 
exports is not an artificial result of the flooding of the home 
market. The increase in exports was chiefly shown in the trade 
with Italy, South America, Sweden, Norway, and Roumania. The 
largest increases ate shown in the exports of dynamos and trans- 
formers. The exports of machines weigbing up to 100 kg. amounted 
in value to 1,277,400 marks in the first four months of 1908, as 
against only 81,300 marks in the first four months of 1907. 
Dynamos over 500 kg. in weight were valued at 10,000,000 marks, 
asagainst 5,960,000 marks in 1907. Italy is the chief purchaser of 
dynamos, and the exports to that country showed large increases. 
In these machines an increase is also shown in the exports to Great 
Britain, as well as to South Africa, France, Belgium, and South 
America. Cables showed a moderate increase, the large decrease 
in the exports to Great Britain being doubly compensated by large 
increases in the exports to Chile and Sweden. The exports of 
appliances for electric lighting and power increased from 5,000,000 
marks in January-April of 1907, to 10,000,000 marks in tbe 
ваше period this year. The exports of these goods to Sweden 
increased by 130 per cent, and the exports to Belgium were 
doubled. 

CHINA.— The British Consul at Nanking, in a recent report, states 
that a company was formed in 1906 for the construction of electric 
tramways in the town, and in 1907 another company was started 
for the installation of electric lighting. The electric tramway 
scheme has been oe teens by the City Railway, which is a 
Government unde ing. No apparent progress has been made 
in these projects, which is ascribed to the difficulty experienced by 
companies in finding capital; foreign sbareholders are strictly 
excluded, and the vagueness of the company law in China makes 
Chinese capital distrustful. 

GaEECE.—'The British Consul in the Piræus states that the elec- 
trification of the tramway system of Athens has progressed, and it 
was anticipated that some of the important lines would be ready 
by May, 19083 15 cars have already been received, and some 
90 more are expected shortly, these having been ordered in Milan. 
The compauy, though practically of Belgian origin, is now styled 
* Société Hellenique des Tramways d'Athéne-Pirée et Environs.” 
This company has head offices in Athens, and is capitalised at 
20,000,000 drachmas (£714,286), divided into 200,000 shares of 
100 drachmas (about £3 10s. 6d.). 

JAPAN.—Tbe British Consul at Hakodate reports that a new 
concern, which should have 4 considerable influence on the indus- 
tries and trade of Hakodate, is the Oshima Hydro-Electric Power 
Co. When their works are completed it will be possible for the 
various industries to obtain power at as cheap a rate as can be 
obtained by concerns further north, which use steam. The Oshima 
Electric Works are situated about 20 miles from Hakodate, near 
the outlet of Lake Onuma, from which the water is led in a flume 
some 6 ft. square and 3 miles long to a point where a fall of 220 ft. 
is obtained. The average flow of water is 140 cb. ft. per minute. 
The total horse-power available is 3,500 E. P., but at first only 
1,500 н.р. is to be supplied. The cost per horse-power supplied 
is to range from 5 yen to 15 yen (10s. to £1 108.) which 
will effect a saving of over 35 per cent., as against the 
present cost of power using steam plaat. The capital of the 
company is £100,000. This concern has already taken over the 
electric lighting of Hakodate, and it is hoped will electrify the 

resent horse tramway eystem. 

SiciLY.— The British Consul at Palermo, in a recent report, states 
that various improvements in telegraphic communication in Sicily 
are being effected. At present there are two iron wires between 
Rome and Palermo; a new bronze wire, 654 miles in length will be 
laid, besides a bronze wire to Messina, and another of the same 


kind 5633 miles long, joining Rome with Catania. All these are to 
be operated on the Baudot system. New iron wires are to be 
laid between Palermo, Caltanisetta, Catania, and Girgenti, besides 
a new multiple cable across the Straits of Messina. The Morse 
duplex system will be adopted between Palermo and Caltanisetta, 
and on the Messina-Syracuse line; the Hughes system (simplex) on 
the Oatania-Syracuse, Palermo-Girgenti, and Palermo-Naples lines; 
the Hughes duplex on the Palermo-Messina and Messina-Catania 
lines. The Baudot duplex is to be adopted on the Rome-Catania 
and the Naples-Catania lines, whilst the Baudot quadruplex is to 
be employed on the Rome-Messina, Rome-Palermo, Naples-Messina, 
and Messina-Bari lines. 

During the second half of 1907 the public telephone system of 
Italy passed into the possession of the State, which promised 
cheaper telephones and better service—not yet realised. The direct 


service between Rome and Palermo is still very unsatisfactory. 


A wireless telegraph station is to be set up at Palermo in com- 
munication with Naples and Cagliari in Sardinia. A wireless 
station is in operation between Messina and Calabria for railway 
purposes, A Marconi station at Cozzo Spadaro, in the Province 
of Syracuse, is annexed to the naval semaphore station there. 

The British Vice-Consul at Messina reports that, in November, 
1907, an agreement was made between a Belgian society and the 
Messina Town Council for the laying down of electric tramways in 
the city. | 

FBaNcE.—The Zeitschrift fiir Elektrotechnik states that in the 


Alpine Coast District in France engineers are just now working 


hard at several large hydro-electric installations which are intended 


. to combine for supplying energy to Nice, Cannes, Monte Carlo and 


Marseillesi The intention is to erect three new stations merely for 
supplying electric energy to the last mentioned town ; a 20,000-H.P. 
station will be built at Aiguines, one for 18,000 в.р. in Ventavon 
and one for 15,000 н.р. in Bultane. The pressure on the trans- 
mission line will be 50,000 volts. 

AUBTBRIA-ITALY.— According to the Bolletíno delle Finanze of Rome, 
the Italian Government has been assured by the Austrian Govern- 
ment that the telephone line from Cormons tothe Italian boundary 
will be united to the Italian service in the course of the present 
year, and that the Austrian telephone system of Friuli will be 
extended in order to cope with the new requirements. 

MxxIOO.— According to a German contemporary, a company has 


been formed in Mexico with a capital of 500,000 pesos, to establish 


long-distance and wireless telephonic communication between 
Mexico and Vera Cruz. The company has been formed by Fran- 
cisco Affara in combination with certain London capitaliste. The 
concession for the installation of the long-distance and wireless 
telephonic stations in the district lying between the towns named 
had originally been obtained by Manuel 8. de Corbera and Engineer 
J. Bitzenstatter, of Mexico, for 50 years with the right to establish 
services between the various towns of the district. In the towns of 
Vera Cruz, Cordoba and Orizaba underground cables are to be laid, 
and more than 5 km. of underground cable has already been laid 
in Vera Cruz. The installation of wireless telephone plant will be 
postponed for the time being, and the work of installing wire com- 
munication carried on. It is proposed to install telephone systems 
throughout the whole State of Vera Cruz, so that all the rubber, 
coffee, sugar and other plantations may have telephonic communi- 
cation. | 

ToBEKEX.—The British Consul at Monastir, in a recent report, 
states that a proposal has been made by a Turkish contractor to 
construct and work an electric tramway some six miles long, 
from the railway station through the town to the large 
village of Nagarevo, but so far no satisfactory terms have been 
offered. The project has not yet been thoroughly worked out, 
either from the technical or the commercial point of view, and it 
is not certain that tbe water supply from which it is proposed to 
obtain power is sufficiently constant. 

BRLGTUM.— The French Consul at Brussels, in a recent report, 
states that the statement of the steam apparatus authorised in 
Belgium on December 31st, 1905, shows that there were 26 462 
engines, of a total power of 2,064,566 f. P., fed by 24,686 boilers 
of 1,457,128 sq. metres of heating surface; in 1905 there were 
27,052 engines of a total power of 1,946,496 H. P., and in 1904 25,679 
engines of a total power of 1,825,634 н.р. Deducting the number of 
engines and boilers for navigation and transport (railway and 
tramway) purposes, the number of steam engines in these industries 
was 19,759 (against 19,561 in 1905 and 19,472 in 1904), with a 
total power of 870.601 н.р. (against 813, 208 н.р. in 1905 and 
777,400 н.р. in 1904) and the number of boilers 18,284 (against 
18,143 in 1905 and 18,042 in 1904), having a heating surface of 
986,596 sq. metres (against 960,799 in 1905 and 942,795 in 
1904.) The extractive industries had 4,025 engines, of 269,574 
H.P.; the metallurgical industries 3,270, of 165,978 H.P.; the 
textile industries 1,270, of 116,355 н.р.; the agricultural, &c., 
industries 5,634, of 112,651 R. P.; and other industries 4,954, of 
205,822 E. P. 


“ Metalik " Lamps. —MssRS. G. M. Boppy & Co., 
of Newington Works, Liverpool, inform us that they now supply 
the high-voltage 50-C. P. Metalik lamps in round bulbs, which аге 
preferred for street lighting by some engineers; and small size 
Metaliks for chandeliers, giving 32 C. p. at 70 to 130 volts. 


For Sale—From Messrs. WHEATLEY KIRK, PRICE 
AND Co., of 46, Watling Street, London, E.C., we have received & 
pamphlet containing plans and illustrated descriptive particulars 
ot the freehold works, at Dagenham, of the Morris Aiming Tube 
and Ammunition Co., Ltd., which are offered for sale by private 
treaty. The works have a complete electric light and power equip- 
ment, of which details are given, | 


E 


Dr. K. Strecker. Berlin: Julius Springer. 
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“Simplex” Time  Recorders.— Messrs. J. C. 
Рілмртох & Co. recently received an additional order for 10 
"Simplex" time recorders from Messrs. Belliss & Morcom, Ltd., 
making a total of 26 machines they have now in use. The firm 
have also lately received a large order from Messrs. George 
Craddock & Co., wire rope manufacturers, Wakefield, and one from 
Messrs. Green's economiser works, Wakefield, for their system of 


time recording, besides very many others. 


Book Notices. Les Rayons Cathodiques. By P. 
Villard. Paris: Gauthier-Villars. Second edition. Price 2 fr. 
Important alterations have been made in the new edition of this 
work, which forms part of the Scientia series. Certain chapters 


have been omitted, thus affording space to deal more fully with the 


titular subject of the book. The author describes firet apparatus 
and methods employed in his own researches, and goes on to deal 
with the fundamental laws of the passage of electricity through 
gases. A new chapter is devoted to X-rays and ions, and the 
properties of the cathode rays are discussed at length by elementary 
methods. The book is well illustrated. 

"Atti della Associazione Elettrotecnica Italiana.” March-April. 


Vol. XII, No. 2. Milan: Rebeschini di Turati e C. 1908. 
A new monthly journal has been established in Paris, entitled 


“Les Maticres Grasses " (Fatty Substances) by M. A.-D. Cillard Fils, 


49, Rue des Vinaigriers. Its object is to deal with the oil and fat 
trades and the associated industries, including petroleum, soap, 
glycerine, varnishes, colours, &c. Price 20 fr. (France), Z6 fr. 


(abroad) per annum. ; 


Fortschritte der Elektrotechnik." 
1908, Price M.10. 


"Gas Engine Manual" By W. A. Tookey. London: P. Mar- 
shall & Co. 1908. Price 3s. 6d. net. 

“Electrical Engineering.” By W. Slingo and A. Brooker. 
New Edition, London: Longmans, Green & Co. 1908. Price 


12s. 6d. 


Catalogues and Lists.—Mrssrs. E. Brook, LTD., 
Colne Road, Huddersfield.—July price list of single-phase motors 
held in stock at their works. 

‚ Scorr ErzgcTBRICAL Co., Newark, N.J., U.S.A.—Small pamphlet 


describing the Scott flaming arc lamps. 
Mnssns. Turners & MaANvILLR, Lro, 5, Lloyd’s Avenue, 


London, E.C.—Eight-page pamphlet entitled What is Voltax ?" 
It gives information relating to the Voltax insulating and anti- 
corrosive varnishes. We understand that the firm make grades of 
Voltax for every conceivable purpose, such as for preventing 
corrosion on metal work under or above water, for all kinds of 
electrical insulation, as a water, acid and alkali-proof covering for 
the internal and external decoration of car bodies and the like. It 
is stated that the insulation of Voltax varnishes is 3,000 volts per 
mil, and when applied to metal they will stand up against the 
flame of a Bunsen. 

Stewens Bros. Dynamo Works, Lro, York Mansion, West- 
minster, 8.W.—A hanging show-card of most effective design bas 
been issued by this company, fixing the word “Tantalum” in the 
mind of the purchaser who enters the premises of the contractor 
or the supplier. It tells that the “Tantalum ” is “the best and 
most successful metal-filament lamp." 

VImaLasoL MamuracrUniNG Co., 29, Red Lion Street, Clerken- 
well, E.C.—Pamphlet relating бо “ Thalassol (Hermite colution),” 
practically, it appears, the взше substance as is being prepared at 
Poplar by Dr. Alexander. The solution is manufactured under the 
Hermite process, 

Тнв Негрторнове Co., Lro., 42, Old Broad Street, E.C.— 
Leaflet showing their Helptophone “ adjustable holder for the 
standard telephone sets, which can be used in all positions, on desk, 
table or wall. 

Messrs, Jouw SPENCER, Lro., Globe Works, Wednesbury.— 
Copy of the twenty-fourth edition of their 8mall illustrated price list 
(80 pages) of iron and steel tubes and fittings, arc lamp and tram- 
way poles, &. 
са HzLIS CELL AND ACcoMULATOR Co., Lro., 175в, Kentish 
тар Road, N .W.—Small 8-page leaflet containing some informa- 

on concerning the Helis” cell and testa as to its life. 

us Sux EEROrRICAT Co., LTD., 118-120, Charing Cross Road, 
5 -~20-page illustrated catalogue relating to their various types 

C. and D.C. electric fans for desk, bracket, ceiling and other 
ыш Ponkah fans, lampholder fans, also centrifugal and 

5 fans are shown, and prices are given in nearly every case. 
= мох ErzgcrRIC Co., Lro., Southwark, S. E. New list, No. 1,012, 
1 particulars, with tabulated information and prices, of 
forth D. o. motors, and Fortiter" motor starters. The list gives 
of al 9 range and horse-powers that it covers a very large number 
in ternative speeds for the different horse-powers. Dimensional 
mien. are also given. At the end of the list there appear parti- 
ж of air-cooled as well as oil-cooled motor starters with no- 

vae and overload release devices. | 
фе ү Н. A. Jackson & Co., Oaxton Works, Salford, Мап. 
the ты, 1S page catalogue, in which are shown a few designs of 
very ы hand-beaten repoussé fittings for electric lighting. Some 
bal] in designs of hand-beaten and hammered work pendants, 
prie terns, electroliers, and ceiling fittings are illustrated, and 

es are stated, 

үтү ALEXANDEB Ұвіонт & Co., Lro, 1, Westminster 
detailed сеа Victoria Street, S. W,—8-page publication giving а 
dard ta ebcription of the Simmance & Abady new patent stan- 
Among the recorder, and the principles upon which it is based. 
Ita aci irr sila claimed forthe instrument are the following :— 
part: th Construction, ensuring the absolute accuracy of every 

"106 recorder is made with a continuous chart, which only 


1907. Vol. III. Edited by 


requires changing every 60 days instead of every 24 hours; the 
record made can be snipped off at any convenient period, giving а 
24, 48, or 7-day record at will; the recorders are made in various 
ranges—on the one hand to show as low as -in. head of water, 
or, on the other hand, 20 atmospheres’ pressure. By many engi- 
neers the instrument, which is of English manufacture, is con- 
sidered to represent a distinct advance. A second booklet issued 
by the company particularises their automatic CO, recorder with 
continuous chart, built on the same lines as the above. 

Messrs. E. Reaper & Sons, Phonix Works, Nottingham.—A 
number of illustrated lists in binder, describing briefly апа giving 
sizes, weights, code-words and prices of their vertical enclosed 
steam engines, horizontal steam engines, enclosed high-speed single- 
cylinder and compound engines, and steam dynamo sets, for which 


they supply the engines. 
Dissolutions and Liquidations, — ILLUMINATED 

Sicns, Lrp.—A petition presented by creditors, for winding up 

this company, is to be heard at Wandsworth Court House on July 


13th. 

RmRED's ELEOTRICAL Co., Lrp.— This company is winding up 
voluntarily, with Mr. D. S. Fripp, 90, Cannon Street, E.C., as 
liquidator. 

Curppina NOBTON ELECTRIO LIGHT AND Powers Co., LTD.— 
This company is winding up voluntarily, with Mr. A. Harlow, 8, 
Maitland Park Road, Haverstock Hill, as liquidator. 

BUENOS Атвив AND BELGRANO Exectaic Tramways Co., LTD.— 
This company is winding up voluntarily, with Mr. J. B. Concanon, 
28, Austin Friare, E.C., and Mr. H. S. M. Woodrow, 52, Moorgate 
Street, E.C., as liquidators. 

Вонмірт Stationary ENGiNE Co, Lrp.—This company is 
winding up voluntarily, its business having been taken over by 
Schmidt's Superheating Co., Ltd. 

ALLAN ELECTRICAL BYNDIOATE, Ltrpv.—Creditors must send 
parenii of their debts, &c., to Mr. H. G. Asb, 3, London Wall 

uildings, the liquidator, by August 4th. 

MeLprRUM Beros., LTD., AND Societe MELDRUM, Lrp.—Creditors 
of both these companies must send particulars of their debts, &c., 
to the liquidator, Mr. Theodore Gregory, 3, York Street, Man- 


chester, by August 14th. - 


Bankraptcy Proceedings.— W. WARDLE.—At the 
Manchester Bankruptcy Court on Friday, Walter Wardle, elec- 
trician, of Osborn Road, Levenshulme, Manchester, was publicly 
examined before Mr. Registrar Atkinson as to the cau-e of his 
insolvency. His statement of affairs showed a deficiency of 
£1,097 6s. 3d. on unsecured liabilities estimated at £1,117 6s. 3d. 
Examined by the Official Receiver (Mr. J. G. Gibson), the 
debtor attributed his failure to claims upon him in respect of the 
outstanding debts of a former partnership and depreciation of 
shares allotted to him as part pnrchase money of his business. In 
May, 1907, a iimited company was formed to take over his basiness, 
and up to the time of his bankruptcy he had acted as managing 
director of the company at a salary of £4 per week. The company 
had been worked at a profit. The examination was closed. 

J. H. Carcorr, electrical engineer, late of Clayton Works, Little 
East Place, Kennington.—At the London Bankraptcy Court on 
July lst, the public examination was held, the statement of affairs 
showing total liabilities £5,191, of which £1,946 is unsecured, and 
assets £5 12s. 2d. absorbed in the preferential claims. It was stated 
that an arrangement was being made to set aside a portion of his 
pension to provide for the payment of a composition of 10s. in the 
E to the creditore. The examination was concluded. 

F. B. EcciNTON, electrical engineer and contractor, 11, Tempest 
Street, Wolverhampton. — A meeting of creditors was con- 
vened to be held at the office of the Official Receiver in Wolver- 
hampton on Thursday in last week, but no creditors put in an 
appearance, and the affairs of the debtor will therefore be dealt 
with by the Official Receiver in the ordinary way. The liabilities 
are £99, due to 19 unsecured creditors, and the deficiency is £82. 


Exhibition at Hanley.—At the Hanley Horticultural 
Show and Féte, there was an electrical exhibition tent under the 
auspices of the Hanley Corporation, the arrangements having been 
made by Мг. Yeaman. Mr. Rock, the North Staffordshire Railway 
electrician, lent and fitted up apparatus illustrating the electrical 
block system of signalling. Mr. H. W. Teeton had a stand of elec- 
trícal appliances, aud Messrs. W. A. Meadows & Co. a stand of 
power exhibits. In the evening the horticultural and children's 


show tents were illuminated by the electric light. 


A German Trade Development.—A new development 
is proposed to be made by the Bergmann Electricity Works Oo., of 
Berlin, which, commencing with installation materials some years 
ago, proceeded to embark upon the construction of dynamos, glow 
lamps, &c , and gradually increased its share capital from £50,000 
to £850,000. Now the company proposes to devote attention to 
the conversion of steam railways to electric traction, with special 
reference to the Bavarian railways, and thus intends to become a 
competitor of the Allgemeine Co. and the Siemens-Schuckert Works 
Co. and other undertakings. It appears that the company has for 
some time past been occupied with experiments in connection with 
electric railways, secondary railways and tramways. In order to be 
able to derive advantage from the experience gained, an agreement 
has been concluded with the Westinghouse Companies whereby the 
right bas been obtained to utilise the whole of the patents, designs, 
&c., belonging to these companies. The Westinghouse interests 
have recently entered into contracts with the Italian Government 
for the construction of railways to be equipped with 40 200-H.p 
locomotives, and this is considered to be of importance to the 
Bergmann Co. in conjunction with the results already achieved by 
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the Westinghouse Companies, particularly as the execution of 
similar work has now become a prominent question of the day in 
Germany. As a consequence of the negotiations undertaken with 
the Paris Westinghouse Co., it is stated that the Bergmann Co. has 
acquired the rights from the former as well as from the Pittsburg, 
London, Genoa and Berlin Westinghouse Companies for mantifac- 
turing in Germany only. In return for tbe righte which relate to 
the direct, three-phase and single-phase systems, the company will 
give a share in the profits or pay royalties. 


Monorail Electric Transporters.— Messrs. KRAMOS, 
Lrp., of Bath, have just secured a repeat order from Messrs. 
S. Pearson & Son, Ltd., Hull, for the supply of two of their 
cab-controlled monorail electric transporters for handling cement 
for harbour construction. The transporters will travel on 
a single I girder along the sea front at a speed of GO ft. per 
minute, and will lift 3-ton loads at 30 ft. per minute, and lighter 
loads of 10 cwt. at 100 ft. per minute. All the motions are con- 
trolled by an operator who travels in the transporter cab. 


Trade Announcements.—THE Енохектоз MANU- 
FACTURING Co. have removed their works and offices to 127, 
Pomeroy Street, Old Kent Road, S.E., where they will have double 


the accommodation afforded at their last address, and will install a 


new setof high-pressure hydraulic presses to meet the increased 
demand for their moulded Ebonestos insulators. 

Mr. James R. BELL, M.LC.E., has changed his London office 
ad from 26, Victoria Street, to care of Messrs. T. A. Martin 
and Co., of Vestry House, Laurence Pountney Hill, E.C. 

Messrs. G. M. Boppy & Co., of Liverpool, have opened a branch 
in London at 15, Gray's Inn Road (Holborn end), W.C., for the 
convenience of customers in London and the South of England. 


Telephone No. 4,814 Holborn. Mr. E. Slade Templeton is manager ' 


of the branch. 

Mr. L. G. Tate, the secretary, informs us that owing to the pro- 
gress of the ELBCTRICAL Contractors’ ASSOCIATION, it has been 
decided to take larger offices at the same address, 20, Bucklersbury, 
E.C. The offices are now at No. 582, on the fourth floor instead of 


on the lower ground floor, and the telegraphic address and tele- 
phone number are unaltered. 


Annual Outings.—The annual outing of Messrs. 
J. Н. HzATHMAN & Co.'s staff, which took place on Saturday, 
July 4th, consisted of a launch trip from Kingston-on-Thames to 
Windsor and back. About 120 attended and had a most enjoyable 
run up river, the weather, though dull, being fine, save for a severe 
thunderstorm on the return journey. Luncheon and tea were 
served on board, and the proceedings were enlivened with music, 
for the great part of excellent order and execution, by members of 
the staff and visitors. Before reaching Kingston on the return 
journey a vote of thanks to Mr. Heathman was proposed by Mr. 
Stark and seconded by Mr. Wildey, both representing the staff, 
and was enthusiastically received. Mr. Heathman suitably 
responded, and trusted that trade would continue at such a level 
that he might hope to see all present next year. 

The annual shop holiday of Messrs. GERT & Co., LTD., was 
enjoyably and successfully held on Saturday last. The 
employes journeyed to Cleethorpes, and after visiting Grimsby 
docks assembled together for tea provided by the firm, who had 
also contrjbuted towards the railway expenses. On the journey 
home the managing director and the works manager took a 
prominent part in tbe entertaining. 

On Saturday, the 4th inst., the staff of Messrs. VERITYS, LTD., 
Manchester, held their annual picnic, proceeding by train from 


Manchester to Skipton, where lunch was provided at the Devon- 


shire Hotel; thence the party enjoyed a pleasant drive through 
Yorkshire scenery to Ilkley, visiting Bolton Abbey on the way and 
returning to Skipton for dinner. 


The annual outing of the employés of Messrs. STEGMANN & Co., 


of Clapham Junction, took place on Saturday, July 4th, to Hastings. 


LIGHTING and POWER NOTES. 


Aldrington.—The statement of accounts of the bulk 
supply undertaking in this area shows that the Hove Corporation 
purchased some 23,612 units and distributed same at a cost of £493. 
The income, however, only amounted to £458, and, allowing for 
financial charges, a deficit of £503 remains. 


Argentine.—The German Electric Light Co. has pre- 
sented the Buenos Ayres Municipality with plans and descriptions 
of the various edifices, lands, machinery, cables, &c., the property 
of the company. The details are:—Four stations having installed 
plants capable of generating 20,490 Kw.; 17 sub-stations, 10 of 
which are iustalled at tramway company's buildings and the 
remaining seven on the property of the company ; the converters 
have a capacity of 13,600 x w., whilst the existing six batteries have 
а capacity of 11,976 ampere-bours. The company possesses other 
properties not mentioned in the inventory, viz, a piece of land 
alongside the South Dock on which a station is being built, and the 
old station which belonged to the Rio de La Plata Co., which is 
now only used to store cables and other electrical material. The 
complete length of the cable in use works,out to 1,671,868 metres; 
installations in private houses number 14,434, There are 100 trans- 
$ ormer stations, where some 280 transformers are used, capable of 
dealiug with 10,223 Kw. 


Burnley.—The T.C., at the request of the Electricity 
Committee, has sanctioned an expenditure not exceeding £6,000, 
for the purchase of a 750-xw. generating set. The Electricity 
Committee was undecided whether to have an engine or a turbine 
set, and a deputation has been appointed to visit Durham to inspect 
a direct current turbo-generator. 

The L.G.B. has sanctioned the following loans for electricity 
purposes :—£8,842 for boiler-house extensions, £6,272 for additional 
generating plant, £2,500 for mains and services, and £500 for 
Ineters. 


Ashford (Kent).—The Folkestone Electricity Supply 


Co., Ltd., has informed the U.D.C. that it intends applying fors 
prov. order for E. L. 


Canterbury.—The T.C. has decided to supply energy 
for illuminating purposes during the cricket week at 23d. per unit. 


Coventry.—The successful year’s working of the 
electricity department formed the subject of hearty congratulation 
at the last meeting of the Т.О., when the report submitted showed 
a net profit of £5,647. Alderman West, chairman of the com- 


mittee, in moving the adoption of this report, remarked 


that the average price obtained for energy in Coventry was 
1gd. per unit, and in spite of the cost of coal being 3s. per ton 
more, they had been able to show an excellent result. The 
increased cost of coal accounted for £2,233 of the larger costa of 
working. But for this rise their station costs would have been 
brought down to 63d. per unit. Councillor Bettmann urged that 
there was a great necessity for a substantial reserve fund to be 
built up, and Councillor Pridmore, replying, said that this at 
present amounted to £1,700. With regard to the extensions to 
distributing plant, amounting to £35,000, for which the sanction 
of the L.G.B. is being sought, Ald. West assured the Council that 
this money would only be spent as the demand warranted it. The 
Council sanctioned a thousand pounds of the net profits being 
handed over to the relief of the rates. 


Darlington.—The T.C. has received from the L. G. B. 


sanction to a loan of £1,030 for the provision of a new boiler and 
superheater at the electricity works. 


Dorking.— With regard to the application of the U.D.C. 
for a loan of £11,600 to cover the balance of expenditure on the 
E.L. undertaking, the L.G.B. has sanctioned a sum of £10,120, and 
disallowed £1,374. Of this, £683 is for the cost of the engineer: 


house, £468 overcharges on meters, and £92 overcharges on house 
services, 


Dover.—The T.C. has received from the L.G.B. sanction 
to a loan of £9,774 for E.L. purposes. 


A further loan of £1,000 for free wiring bas been applied for. 


. Dandee,—Quaite a sensation was caused in electrical circles 
in Dundee last week by the announcement that the Corporation 
undertaking was threatened by the inroads of a private company. 
The facts, it is gathered, are as follows:—A company with a capital 
of £200,000, which has its headquarters in the West of Scotland, 
issued a circular to power users intimating its readiness to supply 
energy in Dundee. It is proposed to generate electricity in 8 
district near coal pits, toobtain wayleaves for the distribution from 
the railway companies and to supply local authorities, mill owners, 
colliery owners, &c., at a rate of not more than Id. per unit. 118 
stated that the preliminary notes for the prospectus of such a com- 
pany are already in existence, as also are the heads ef the proposed 
agreement between the company and the North British and Cale- 
donian Railway Companies. The company states that it is acting 
under the best legal advice, and is entitled to generate energy and 
convey it along railway wayleaves and supply all works which р 
can get at from the railways without any Parliamentary sanction. 

At a meeting of the Dundee Finance Committee the situation 
was discussed. The town clerk stated that the position was that 
Dundee had Parliamentary powers to supply electricity within а 
certain area, and that any other statutory company seeking gimilar 
powers would require to intimate its intention to the municipality 
which would have the fullest powers of opposition. The new com 
pany, however, proposed to ask no Parliamentary sanction, àn 
thus no opportunity would be given of opposing them. It woul 
not have power to carry cables under the streets, but it claimed that 
it had the right to transmit energy by overhead cables, for the 
erection of which the consent of the local authority was not neces 
sary. In the course of an informal talk, doubt was expressed 88 to 
the powers of the railway companies to permit electrical transm!* 
sion along their routes, and also as to the rights of a private о, 
pany to invade districts at present served by municipalities, withou 
the sanction of a provisional order. 


Egypt.—An electric lighting plant is to be installed at 


Giza, to light the schools, and for the instruction af the engineering 
students. | 


Epsom.—We regret that through an oversight 8 note 
referring to Dorking appeared under this head last week. 


Hayward's Heath (Sussex).—The U.D.C. has received 
notice tbat a prov. order for E.L. will be applied for by 
Hayward’s Heath and District Electric Supply Co. 


Hull.—In connection with the Corporation: Electricity 
Undertaking, Councillor Costello, a member of the Committee, | 
been pressing for accounts showing the working of the unde 
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South Shields.—The annual report issued by Mr. J. Н. 


These figures were presented at a meeting over which the chairman 
of the Committee, Councillor Hanger, J.P., presided. The chair- 
mau pointed out that there was a substantial profit, despite the fact 
that there had beeh extensive renewals carried out daring the year. 
This work had been in connection with the mains and the switch- 
boards in order to bring the earlier portions of the undertaking up 


to date. 
Alderman Brown and other members of the Committee con- 


gratulated the chairman and the engineer (Mr. Bell) on the 
satisfactory nature of the accounts, but Mr. Costello insisted 


upon his vote being recorded against the accounts. 


The T.C. has been asked for terms for supplying energy to the. 


new works of Messrs. Reckitt & Sons, Ltd., on an approximate 
yearly consumption of 360,000 units. 

Kendal.—The Т.С. has decided to apply for а loan of 
£10,000 for the erection of an electricity station in conjunction with 
a refuse destructor, motors and distributing mains, &c. 


Leyton,—The District Council has had under considera- 
tion the charges for energy, and in this connection bas received a 
letter from the local Ratepayers’ Association, urging а reduction in 
the price and the need for the partial or entire abolition of meter 
rents. In the result it has been decided to adjourn consideration 
of any revision in the charges for six months, but meter rents are 

With regard to a 


to be reduced from Is. 6d. to 1s. per quarter. 
suggestion that the Council should make faller use of its powers 


with regard to the sale or letting for hire of motors, it does not 
consider the demand is sufficient to justify the expense. 


London.— Hampstrap.—The experiment of using a 
Berry series gear in one of the sub-stations having proved suc- 
cessful, the Council at the last meeting decided to fix similar 
equipment in all the other sub-stations, and also a number of 
new transformers, the whole to cost £688. Only a small quantity 
of water has been obtained from the artesian well at the generating 
station, sunk some years ago at a cost of £1,100, and at present 
£1,000 per annum is paid for water supplied. Messrs. Isler & Co. 
have made what Ald. Pritchard, chairman of the Electricity Com- 
mittee, called a sporting offer—viz., to endeavour to obtain a supply 
of water from the well by a process of their own; if they obtain 
2,000 gallons per hour they will receive £321 10s. ; if 4,000 gallons, 
£521 10s.; but if they are unsuccessful, only £36 10s. is to be paid 
tothem. This offer was accepted. 

Вевмохрвиү.--Тһе B.C. has resolved to send a communication 
to the Government protesting against the action of the B. of T. in 
allowing the private auditors of electric undertakings to also audit 
the accounts on behalf of that Board. All borough councils having 
electric undertakings are to be asked to take similar action. 


Margam.—The D. of T. has revoked the 1898 E.L. 


order. І 
Otley.—Once more the subject of electric light in the 
town is receiving attention, Messrs. Marshead, Preece and 
Mountain having requested permission to lay a suitable scheme 
before the Council. 


Rochdale.—In response to an application from the 
Littleborough D.O., the T.C. has resolved, subject to satisfactory 
details being arranged, to give a supply of electricity in bulk to 
the District Council at the Corporation sub-station. The Elec- 
tricity Committee of the T.C. has agreed to order that the necessary 
radon be laid to supply the Lancashire and Yorkshire Railway 

0. with electric lighting and power at the Castleton stores. 


f Sheffield.—Some time ago the E. I. department was 
esirous of borrowing £250,000, but the Finance Committee refused 
0 until steps had been taken to ascertain the position of the 
jin Aking financially and commercially. Towards this end, Sir 
ы Kennedy was approached, and the result of his investigation 
E now been made public. A report submitted by a sub-committee 
жаш that the Corporation bought out the original company for 
ч 8 totalling £299,324, of which some £143,686 was unrepresented 
10 aid. tangible asset, and can only be regarded as goodwill, In 
1 to the above sum, some £51,554 represents obsolete 
p bos taken over, and, taking everything into account, the 
15 mmittee concludes that at least £202,996 of the amount 
Ее in acquiring the undertaking is not now productive 
tin кыз The sub-committee considers it advisable to dis- 
fhe late between non-productive and productive capital, and 
s a 18 given as £175,723. The undertaking has been able to 
a. че в surplus of £28,529, from which £10,000 was allocated 
Кш fund. The Sub-Committee recommends that a 
that 25.000 00 of the surplus should be placed to renewals, also 
eos per annum during the next five years should be added 
- * fund out of profits, and that a reserve fund should be 
а up (о the statutory limit. Sir Alexander's report 
ts @ о е question of shutting down the Sheaf Street works, 
the pro a the plant at Neepsend, with a view to decreasing 
11 15 costs, but comes to the conclusion that this would 
orit 10 са he also concludes that neither the working costs 
idi price of supply to power consumers can be much further 
nos things are at present. 
е L. O. has applied for a loan of £11,000 for extensions at the 
cepsend generating station, 


E: Africa.—According to the Financial News, a 

blake of Messrs, Beardmore is negotiating with a view to 
| into © at Johannesburg a new electrical works which will 
added „ with the Victoria Falls Power Co. It is 
ане the new concern will have the support of Messrs. 


Cawthra, borough electrical engineer, shows a net profit on the 
electricity undertaking for the last financial year of £1,359, which, 
together with the net profit from Holborn Quay of £44, makes a 
total of £1,403. The Committee has decided to place the whole 
of the available balance to the reserve fund, bringing the latter ap 


‚ to £8,782. 


Southgate.—The U.D.C. has received a letter from 
Messrs. Foote & Milne, giving notice of their intention to apply to 
the B. of T. for a prov. order for electric lighting. At the last 
meeting of the Council, the General Purposes Committee reported 
that it had under consideration two schemes for electric lighting, 


one for taking electricity in bulk from the North Metropolitan Co., 


and distributing same in the district, and the other a proposal by 


the company for the transfer to itself of the Council's electric 


lighting order under certain conditions to be agreed upon. The 
Committee announced that at present it was unable to make any 


recommendation. | | 

Southwick.—The E. L. Joint Committee of the Shore- 
ham, Southwick and Portslade U.D.C.'s has agreed to drop the 
matter of electric supply for the present, in view of the fact that 
‘the Brighton Corporation required the matter of price to be left to 
its discretion. 

Stroud (Glos.).—The В. of T. has informed the U.D.C. 
thát the Stroud, Nailsworth and Dursley E. L. Order, 1904, has been 


revoked. | | 
Walton-on-the-Naze.—Mr. II. R. Spence, of the 

Coast Development Co., has informed the U. D.C. that he intends 

applying to the B. of T. for a prov. order for E. L. | 


Warrington.—The borough electrical engineer in his 
annual report states that the gross revenue amounted to £17,284 
and working expenses £9,701; balance, £7,533.. There has been 
paid £5,532 as interest on loans and contribution to sinking fund, 
leaving a net profit of £2,213 for the year's working, a decrease of 
£303 as compared with the previous year. This decrease is almost 
wholly accounted for by the increased price of coal. 


Widnes.—The T.C. has reduced the price of gas to 
1s. 2d. per 1,000 cb. ft., and if it is used for motive power to 10d. 
This is said to be a world’s record. The cost to manufacture and 
distribute the gas is stated to be 1s. 04d. per thousand. A corres- 
pondent suggests that competition with gas in Widnes would be 
somewhat unhealthy. mE | Me 

Willesden.— The statement of accounts of the electricity 
undertaking of the U.D.C. for the year ended March 31st, 1908, 
shows a gross profit for the year of £8,198, and a net profit. of £725, 
the actual surplus on the electricity fund (after allowing for 
deficiency in previous years) being £182. The Electricity Com- 
mittee has decided that £337 be written off as irrecoverable, 
including actual bad debts amounting to £259, and £32 for provision 
in respect of outstanding accounts, Phe B. of T. has consented to 
the Council altering the system of supply from direct to alternating 
current in part of the area of supply. Consideration of a communica- 
tion as to the charges for arc lighting to private consumers has been 


deferred until after the completion of negotiations with the North 


Metropolitan Electric Power Supply Co. with regard to a reduction 
in the prices charged for bulk supply. 


Worcester.—The accounts of the Corporation electricity 
undertaking for 15 months, show that on the net revenue account 
there is a net profit of £1,694 12s., carried to the appropriation 
account. The latter account shows that £192 of this sum went to 
clear off the deficit carried forward from 1906, and £1,149 11s. was 
applied to items of capital expenditure, leaving an unappropriated 
surplus of £362 19s. In an lanatory report Mr. С, М. Shaw, 
the engineer, states that the total revenue showed receipts amount- 
ing to £20,776. The total works costs were £8,626, leaving a gross 
profit of £12,149. кш 

Wrexham.—The T.C. has adopted a new system of 
tariff for the supply of energy to houses—viz., an annual charge 
equivalent to 124 per cent. of the rateable. value, plus 14d. per unit 
for current used, less jd. per unit on payment of accounts within 


one month. 
VV ——— À—MÀ99 
TRAMWAY and RAILWAY NOTES. 


Cardiff.—Alderman Carey, the Chairman of the Tram- 
ways and Electric Lighting Committee, at a meeting on Tuesday, 


showed how Cardiff was handicapped as compared with other 


towns by the heavy loan charges on its tramways and electric 
lighting. Between £5,000 and 46,000 was paid every year ont 
of profits for loan charges on the sum of £96,822 paid to the 
old company for the undertaking. Loan charges last year, 
amounting to over £45,000, absorbed 40 per cent. of the total 
receipts. Three depots, costing £23,500, had to be taken 
over, and these had been lying idle ever since. The capital 
expenditure had been reduced by no less than £141,443. Last 
year, the best since the inception of the tramways, showed an 


increased profit of £4,400. 


Bournemouth,—At the meeting of the Corporation on 
the 7th inst. the annual report of the working of the teamways was 
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presented, showing that nearly 14,000,000 passengers were carried 
—an increase on the previous year of about 500,000. The receipts 
were neatly £86,000, an increase of £2,400; while the expenditure 
was nearly £53,000, leaving a gross balance of £33,000. The net 
loss was £384, after providing for interest on capital, contributions 
to stock redemption fund, and rent of leased lines, &c. 


Croydon,—The Whitehorse Road section of the Corpora- 
tion tramways was closed for traffic on Sunday last, owing to the 
continued heavy loss entailed in working the line, which competes 
to a large extent with older routes. It was constracted at a cost of 
£8,124 shortly after the В.О. took over the management. 


Dudley.—At last the Tramways Purchase Agreement 
bas been completed, and for something over £71,000 the Corpora- 
tion is to become possessed of the tramways within the borough, 
and to lease them to the vendors, the British Electric Traction Co., 
for 21 years. This arrangement will give the T.C. full control of 
the roads traversed by the tramways and light railways in the 
borough, and place it in a superior position with regard to what- 
ever developments may arise in the future. It is not, however, 
expected that the Corporation will be great pecuniary gainers by 
this deal, which has taken four years of expensive negotiations and 
litigation to complete. 


Dundee.—The deputation which visited the Continent 
to examine the trackless trolley system ofitramway traction, with a 
view to its adoption in the outskirts of the city, has returned with 
a high opinion of the system. It is believed it will be able to 
convince the Council of the wisdom of adopting this method of 
traction. Meantime the question is left open until the manager has 
prepared his report. 


Hull,—Tramway fares at a 4d. commenced here on 
Wednesday for the whole of the tramway routes of the city, some 
of which extend for three miles. The 4d. whole route fare will be 
from five to nine o'clock in the morning. Over 9,000 passengers 
travel on the Hull cars each day between these hours. 


Leeds.—A very useful arrangement has been introduced 

on to the tramways, The engineer has fitted the framework of a 

trolley-car with two tip-wagons, each of a capacity of 4 tons. The 

trolley standard comes between the wagons, and there is the usual 

platform and driving mechanism at each end. The wagons will tip 

towards either side and throw,clear of the rails, and they can be 
‘readily removed if the car has to be used for any other purpose. 


Leicester.—The Т.С. has adopted a report of the 
Tramways Committee, which recommended the supply of electricity 
to power consumers upon the following terms:—(a) A sum of 15s. 
& quarter for every horse-power in respect of the maximum horse- 
power demande d by the consumer to be paid as a basic charge, and, 
in addition (b) a sum of 2d. for every B. of T. unit of electricity 

supplied. The Committee also recommended a scale of discount 
upon the units consumed ranging from 10 to 15 per cent., according 
to the load factor in each case. The chairman of the Gas and E.L. 
Committee protested against the tramways department supplying 
energy for lighting. 


Liverpool.—^A lengthy discussion took place at the 
City Council on July lst on a proposal to pay £200 each to the 
town clerk and deputy town clerk, and £100 to another official, for 
extra work in connection with the claims department of the 
Corporation tramways. Hitherto the Tramways Committee has 
been paying the Ocean Accident and Guarantee Corporation 
£12,000 annually, and has also contributed £4,000 & year in the 
way of expenses, to insure itself against what are known as third- 
party risks. Believing this sum to be unnecessurily large, it 
has oome to the conclusion, based upon the experience of many 


other large municipalities, that a considerable proportion of this 


.money would be saved if it undertook the work, instead of 
transferring it to an insurance company. Hence the decision to 
try the experiment for 12 months. The scheme was warmly 
opposed aud defended, and ultimately by a non-party vote was 
approved by 48 votes to 37. | 


London.—A report was laid before the L. C. C. on 
Tuesday recommending the reconstruction on the conduit system 
of the tramways from Euston Road, vi« Camden Road, to Holloway 
Road, with a capital estimate of £118,560. The Highways Com- 
mittee reports that in the tramway capital estimates for this year 
sums amounting to £168,810 are included for the reconstruction of 
these lines and of the lines from the '' Britannia" to Hampstead 
Heath. These figures are based on the adoption of the G.B. surface- 
contact system of traction. In view, however, of the fact that the 
working of the lines reconstructed on that system from White- 
chapel to Bow Bridge has only just been commenced, sufficient 
experience will not be available for some time to enable the Com- 
mittee to decide whether it can recommend the adoption of that 
system. | 

"The work was commenced on Saturday of electrifying the tram- 
way line from Denmark Hill to Brixton Road, along Coldharbour 
Lane, which is almost the last of the South London horsed car 


lines to cease running. It is expected to be completed in about 
three months. 


Oldbury.—The B. of T. has published the report of 
Lieut.-Col. H. A. Yorke on the accident on February 20th, near 
Oldbury, on a tramway belonging to the Birmingham and Midland 
Tramways Co. the conductor and one passenger receiving fatal 
injuries and eight passengers being hurt. The accident is attributed 
to the breaking of the left-hand trailing wheel of the car in passing 
through some points. The wheel was first brought into use in 


December, 1906, since which date it was said to have travelled 
25,500 miles. 


Portsmouth.—An important scheme for connecting 
Portsmouth with Hayling Island by means of an electrical light 
railway, which has for some time been under consideration, has 
been advanced materially by the acceptance of the contract of 
William Kennedy, Ltd., of Partick, Glasgow, to carry out the 
work. The line must cross Langstone Harbour, near the eastern- 
most extremity of the Portsmouth defences at Fort Cumberland, 
and the scheme includes the erection of a er bridge 
similar to that at Newport, Mon., worked from overhead by 


electric power at a sufficient height to allow of warships entering 
the harbour whenever necessary. 


Rochdale.—It has been suggested that there should be 
through running of cars between Rochdale and Bury. At present 
passengers have to change dt Heywood. The Bury Corporation is 
sanguine that through running would increase the traffic receipts. 


South Africa.—An electric tramway is to be constructed 
at Boksburg, Transvaal. 


TELEGRAPH and TELEPHONE NOTES. 


Cables and Trawlers.—The Postmaster-General has 
appointed a small committee to inquire whether injury is caused 
to submarine cables by the operations of trawlers; and, if во, to 
consider and report what steps it is desirable and practicable to 
take to prevent such injury. The Chairman is Sir J. C. Lamb, 
C. B., C. M. G. Mr. F. J. Brown, of the Secretary’s Office, General 
Post Office, will act as secretary, and persons desiring to offer 
evidence should apply to him. Sir J. C. Lamb was formerly 


Second Secretary to the Post Office, and is a director of the West 
India and Panama Telegraph Co. 


New Telautograph.—It is reported in the daily Press 
that a new telautograph has been devised by a German named 
Grzanna, in which the record is made on sensitised paper by means 
of two mirrors pivoted at right angles to one another. 


Paris Telephones.—The dissatisfied subscribers to the 
Paris telephone system recently found a new way to vent their 
wrath—by calling up the Under-Secretary of State for Posts and 
Telegraphs. The consequence was that the Minister's telephone 
was continuously at work, until in desperation, after 1,300 calls 


had been recorded, the number was changed and revealed only to 
8 limited circle. 


Roumania.—During the year 1905 the number of tele- 
grams handled was 1,975,429, of which 1,658,431 were private 
messages, 168,169 official and 148,829 service messages. The inter- 
national traffic increased to 576,666 telegrams, of which 291,574 
were sent and 285,092 received. During 1904 the greatest number 
of telegrams was exchanged with Austria and Hungary—vis., 
171,860. The telephone service in 1905 was represented by 
25,028 km. of line and 36,915 km. of wire, with 6,626 offices. 
Receipts from the telephone service increased from £16,398 in 1901 
to £27,515 in 1905; the expenses for the same period decreased 
from £13,923 to £12,838.— Journal Télégraphique. 


Telegraphic Interruptions and Repairs :— 


CABLES. 


INTERRUPTED. REPAIRED. 
Curacao-Coro | i 
Curacao-La Guayra | Closed ..  ..  .. Jan. 12, 1906 .. ee 
Curacao-Maraoaibo 
Terifa-Tangier .. .. .. ..  ..  .. dan. 18, 1904 ee 
Port Arthur-Chifu (Closed) Mar, 9, 1904 .. ee 
Las Palmas—Arrecife .. $e e May 18, 1908 . 
Cayenne-Salinas .. May 9, 1908 
Pera-Dardanelles 24 os s .. May 20, 1908 .. . 
Sierra Leone-Accra s - © T .. May 28, 1908 .. 
Cadiz-Tangier ee б June 8, 1908 oo 


Wireless Telegraphy.—A chess match took place by 
wireless telegraphy between passengers in the Campania and the 
Occanic, during a recent eastward passage; the match lasted for 
over two days, and ended in a draw. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia.— AnELAIDE.— August 26th. The Post- 


master-General requires tenders for 9 tons hard-drawn copper Wire, 
200 Ib. per mile; specification No. 3: 3,000 copper tapes for 200-1Ь. 
wire, and No. 5 insulators, as per specification No. 195, to be 
packed in bundles of 100 each; 3,000 copper binders for 200-15. 
wire and No, 5 insulators, ав per specification No. 195, to be 

in bundles of 100 each; and 3,000 No. 5 insulators. Specifications 
may be inspected at this office, 


—— =н —— 


. 
10, 1908 


етае 1 


à {тш 


ПШ? 
real it 


MU ME M 
tms! 
f om te ' 


e eam. 


nent 
р ond 
teg] у 


entens 


onli d 
t prez 
rating 
tapa 

ий 


e—a 


Vol. 63. No. 1,598, Jony 10, 1908.] 


THE ELECTRICAL REVIEW. 


SE LT РЧ Р Ч == —— ͥ 2 — - — 


55 


Baispang.— August 24th. The Postmaster- General requires 
tenders for iron, copper and covered wires, as per schedule 55, 
insulators, as per schedule 54, and ironwork, as per schedule 53. 


'Belgium.—August 11th. The municipal authorities of 
Louvain are inviting tenders for the concession for the supply of 
electrical energy for public and private lighting and power purposes 
inthe town. Full particulars can be obtained from Le Directeur 
de l'Usine de Paz, while tenders are to be sent to Le Collége des 


Bourgmestre et Echevins de la Ville de Louvain. 
Ввоввегѕ.--Тһе Société des Chemins de fer Vicinaux, 14, Rue 


de la Science, require tenders for the supply and laying of under- 
ground cables and return rails on the Namur suburban electric 
lines. Details are available by application to the Directeur-General 


at the above address. | 
Bethlehem (0.R.C.).—July 15th. The liquidator of 
Harris, Lee & Co., Ltd., is inviting tenders for the purchase as a 
going concern of the concession for the supply of electricity in 
Bethlehem, O.R.C , with engines, buildings, poles, wires, toole, &c. 
See Official Notices” July 3rd. | | 

Barnley.—The Т.С. has approved of the purchase by 
the Electricity Committee of a 750-Kw. generating set at a price 
not exceeding £6,000. | 

Dublin.—July 13th. Sub-station switchboards, trans- 


formers and accessories, for the Corporation. See Official Notices 


June 26th. 
July 13th.—Boiler plant for the Pigeon House generating station 


for the Corporation. See Official Notices” June 26th. 


Felixstowe.—July 15th. Overhead lines and services 
for the U.D.O. See Official Notices” July 3rd. 


Germany.—Tenders are about to be invited by the 
municipal authorities of Listernohl (Westphalia) for the establish- 
ment of a central electric lighting station in the town, at an 
estimated cost of £21,000. 

Gillingham.—Joly 17th. E. L. installation for schools 
for the Education Committee. Bee “ Official Notices” July 3rd. 


 Ipswich.—July 22nd. Rubber-insulated wires, paper- 
insulated cables, and copper trolley wire for the Corporation. See 
" Official Notices" to-day. | 

London. — July 21st. Six electrically-propelled stores 
transport vehicles for the L.C.C. Tramways Department. See 


"Official Notices” July 31d. 

IsumoToN.—July 16th. Cooling tower for the Lighting Oom- 
mittee. See Official Notices June 26th. 

St. Pancras.—July 18th. Low-tension switchboard additions 
at King’s Road generating station, for the B.C. See “Official 
Notices” June 26th. 

Manchester.—Electric wiring of the Electrical Exhibition 
Buildings. Only contractors who are exhibitors can tender. See 
Official Notices ” to-day. | 


Portsmouth.—July 20th. Coal for the Tramways 
Committee. See “Official Notices” to-day. 


Rainhill.—July23rd. Electrically-driven plunger pump 
for the County Asylum. See Official Notices ” to-day. 


Rotherham.—July 13th. Electricity meters for the 
Corporation. See ' Official Notices" to-day. - 


Russia,— September 14th. The Town Clerk of Odessa 
(Upiawa) will receive tenders for a concession to erect and work a 
power and lighting supply. A central station of a minimum of 
1000 K. r. is to be erected and equipped. 


Е Spain. — July 28th. The Spanish Post and Telegraph 
5 in Madrid are inviting tenders for the supply of 8,000 
тд ш Pigg ae ane Tenders are to be sent to La Direccion 
: orreos y Telegrafos, Carretas 10, Madrid, whence 
particulars may be obtained. ^ — pare 


CLOSED. 


Australia, —BntsBA Nk.— Postmaster-General — 


ver ae Кем lead-covered cable, at £190 per mile; 320 yd. 78-pair lead- 
£140 per S £240 per mile; 858 yd. 39-pair lead-covered cable, at 
British tae 652 yd. 26-раіг lead-covered cable, at £115 per mile.— 
8,492 yd ition & Helsby Cables, Ltd. 
5,280 5d. 52 pair lead 89 eren cable, at £165.— Western Electric Co. 
a Telegraph Works, a cable, at £176 per mile.—W. Т. Henley’s 
pair lead-covered cable, at £74 per mile.—C. E. Bernays, Brisbane. 


Мет, 
» mies or ы--Ровышазбег-@епега! of Victoria :— 
ephone cable -insul , ; 
150, не, paper-insulated lead-covered, £190 ; 
30 metallic eher teien ES Gd. per 1,000,— Western Electric Co. ж 
= 1,877 178, 64.—Ң. B Hanana s (100 lines), £45 18s. 7d. each, 
ITOW.—— 2 " 
Yhe Electricity Committee has accepted the 


tender of M 
13s. 3d. E Balfour, Barrow, for coal, for nine months, at 


Henley's Telegraph Works Co., Ltd., for sin 


Burnley.—At the T.C. meeting on July 2nd it was 
explained that the Klein Engineering Co., whose tender had been 


accepted for the erection of a cooling tower at the electricity works, | 


had gone into liquidation, and, with the consent of the company, 
Messers. Riley, Ltd., of Fleetwood, would supply the tower for 


£123 10s (£6 10s. less than the other). 


Canterbury.—The T.C. has accepted the tender of 
Mesers. Philpot & Son, St. George's Street, Canterbury, for wiring 
the Corn Exchange, Guildhall, Beaney Institute and тете 
Towers, for outside illuminations during the cricket week. e 
Council has also appointed the firm to carry out electrical work 


for the Corporation for the next half-year. 


Castleton (Lancs,).—The British Westinghouse Co., Ltd., 
have received an order from Messrs. Tweedales & Smalley, Castleton, 
for one of their latest type tandem vertical gas engines, to be direct 
coupled to a direct-current generator of a capacity of 500 xw. 
when running at 110 volts, with switchboard complete, forming 
an extension to the 235-xw. gas engine sete recently put into 
operation, | | 

Felixstowe.—The U.D.C. has accepted the tender of 
Messrs, Davey, Paxman & Oo., Ltd., for a boiler, engine and 
compressors, at £1,000. | | ! 

Foleshill.—The R.D.C. has accepted the tender of the 
Electric Trades Supply, Ltd., Birmingham, for the electric light 
installation at the Isolation Hospital, at £243. 


Leyton.—The U. D. O. has accepted the following tender 
of Messrs. Venner & Co. for ordinary meters for the electrical 
department for the year ending June 30th, 1909 :— 


Size 1} .. £118 0 Size 10 .. £2 6 0 Bize 50 .. £214 0 
» ee 1 16 0 ” 18 * fS » ^» Ба? 
„ 5 « 200 „ 25 210 0 „ 100 8 8 0 


These prices are the same as those accepted last year, and similar 
prices were quoted this year by Ferranti, Ltd. (who aleo quoted 
£2 10s. for size 18 and £3 3s. for size 75), and the British Thomson- 
Houston Co. The latter firm did not, however, quote for sizes 25, 
50, 75 and 100. Like Messrs. Ferranti, they quoted .£2. 10s, for 
size 18. | | 

The D.C. has accepted the tender of Myers, Rose & Co., Ltd., for 
the annual supply of hand-picked small hard steam coal (Linby, 
Newstead and Annesley), at 168. 54d. per ton respectively, with 
the option to the Council to tske s supply of slack, in addition to 
or in lieu thereof, if considered desirable by the electrical engineer 
at any time for use with the mechanical stoker, such slack to be 
supplied at the following prices:—Bolaover nutty, 12s. 114.; 
Creswell nutty, 12s. 11d.; Mansfield nutty, 11s. 10d.; Bentick, 
128. 7d.; West Hallam, 11s. 8d.; Shipley, 108. 11d.; and Cossall, 


118. 8d. 


London.—HonNsrEy.—The Education Committee haa 
ted the tender of Mr. F. Cottrell, at £179, for installing 


accep 
electric light at North Harringay Schools. 
BaTTEBSEA.— The B.C. Lighting Committee has decided to accept 


the tender of Babcock & Wilcox, Ltd., at £220, for work in 
connection with the re-arrangement of the electricity works boiler 
house steam range. | ; 
IsLimRGTON.— Necessary repairs to an artesian well pump at the 
B.C.'s electricity works are to be carried out by the New Oalyx 


Drill and Boring Co., at £88 11s. 
Salford.—The T.C. has aecepted the tender of W. T. 


gle rubber-covered cable 
for a year. | Ug 


Willesden, — The U.D.C. Electricity Committee has 
resolved to accept the tender of the British Westinghouse Co. for 


the supply of converting plant. 

: оше 856 has accepted the tender of Callender’s 
able onstruction Co., Ltd., for the supply of cable to 

the River Ouse, at £335. ВУ он 


CONTRACTORS’ COLUMN. 


(The following information is published in the interests of А 
tractors and others who аге seeking for openings for new TA o Сим 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in & matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 


fully investigated.) 


ABERDARE.—Two villas in Abernaut Road, for Jones & Willi ; 

Roderick, architect, Clifton Street, Aberdare. New choc. 
om (accom, 260) at Baptist Ch ; ; mi 

architect, Aberdare, “ш е . i чур, 

ABERDEENSHIRE.- Additions to Btonewall (estate of Troup); Burnett and 
Reid, 12, Golden Square, Aberdeen. House at Braikley, for J 
Mennie., J. Cobham, architect, Haddon House, Aberdeen. 

ACCRINGTON,—Church of St. Augustine, Huncoat. 

ALDERSHOT.—House, Southmead Road, Crown Estate, f 1 ines; 

К shop, Elms Road, for Clarence Sonnes, ` F 

ALFRETON.—Alterations to Stonebroom Schools, f 

Highum School Managers (£800), ee з enen nud 
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ALSAGER.—fewage Works extensions. District Council. 

APPLEDORE (Drvon).—Manee for the Congregational Church; J.J. Smitb, 

| architect, Bridgeland Street, Bideford. Council School at 

- - Northam; County Architect (Education), Richmond Road, 
| Exeter. 

ABDGAY.—New U. F. Churoh for the Kincardine (Ross) congregation. 

ASH TON-UNDER-LYNE.—<Alterations to the Cookery and Laundry Centre, 
Mechanica’ Institute, for the T.C. Burton & Percival, archi- 
tects, 150a, Stamford Street, Ashton-under-Lyne. 

AUDLEY (8tarrs.).—Scohools at Butt Lane (£3,970). J. Gallimore, builder, 

4 . Newcastle-under-Lyme. 

BARNSLEY.—Y.M.C.A. premises in Eldon Street; E. W. Dyson, architect, 10 

Regent Street, Barnsley. Pair of villas, Kensington Road: 
I. Dowton, architect, 44, Theobalda Road, London, W. C. 

BARNSLEY (WoxpwrLL)—House, shop and stable, near The Halfway 

us House, J. Robinson, surveyor, Park Cottage, Wombwell. 

BARRY DOCK.—New Police Station at Cadoxton. T. M. Franklen, Clerk to 

‚ү .- Glamorgan County Council, Cardiff. 

BEAUMARIS.—Village Hall at Llangoed. Frank Bellis, architect, Bangor. 

BEXLEY HEATH.—House, Hawthorne Road, for W. O. Penseney. 

BERKHAMSTED.—Roman Oatholic Church. H. and J. Matthews, builders, 

' Berkhamsted. 
RMINGHAM (K ma's HxarH).—Bunday schools and parish room in connec- 

Bt tion with All Saints’ Church (£4,000). 

BLACKBURN.—Houses, Cornelian Street, for W. Pickersgill ; Higher Croft 
Ro 


ad, for the National Free Homes Association, Ltd.; Alexander 


Road, for Mrs, Nuttall; Cedar Street, for Geo. Parkinson; 
Livingstone Road, for J. A. Dugdale; business premises, North- 
gate and Town Hall Street, for the Co-operative Society. 


Additions to Accrington Raad schools. Knowles & Whittaker, 


builders, Blackburn. 
New central premises for the серен Society. Simpson and 
| Duckworth, architects, Richmond Chambers, Blackburn, 


POOL. — Houses, Peddar's Lane, for Thos. Hill; Highfield Road, for 
BEAGE Н J. T. Ogden; Cunliffe Road, for J. Cunliffe; Portland Park 
Estate, for Morrison & Roebuck; Portland Park Estate, for 
John Whiteside; Lytham Road, for Mrs. 8. Rivett; Palatine 
Road, for A. J. Haworth; Portland Park Estate, for Henry N. 
Rose; Warley Road, for John Crabtree ; Mere Road, for Parker 
Bros. ; Portland Park Estate, for Fred. Greenwood ; Claremont 
Avenue, for John Fish; Whitegate Drive, for Geo. Fredk. Clark; 
ee Bank Road, for John Gregson; showrooms, New Road, for Wm. 
Tie wen NE Holmes. І 


New Infants’ schools at Reval and Devonahire Road. Director of 
^. Educatiod, Blackpool. | 


New police station at Hawes Side for the T.C. J. 8. Brodie, borough 
ба. surveyor. y 


BLAENCLYDACH (GLax.).—Renovation of the Parish Church of St. Thomas, 
Cly 


ach Vale. J. W. Rodger, architect, 14, High Street, 
Cardiff. | 
М. works, Nelson Square, R. Hough; addition to timber 
BOT а Boat Street, W. Barrow ; 12 hausan, Brandwood Btreet 
| W. and J.. Leigh; alterations to premises in Deansgate 
for R. Whitehead Sons, Ltd., fur dealers; new 
Girls’ Holiday Home, for the Girls’ Recreation Club, Bolton. 
BOSTON.—Primitive Methodist Church at Skeldgate (£800). k 
BOURNEMOUTH. Post office in Up Street. H. Barrow, contractor, Bourne. 
mourn. ` = 
BOYNDIE (BaNwrsmigE).—Additiong to publio school, Whitehills, A. Still, 
^ А clerk to board, Boyndie. 
RAD —Rebullding block of offices in Brook and Booth Streets. R. 
В КОЕР Кышы 8, Charles Street, Bradford. 
ar STOCKPORT).— Houses, Osborne Street, for A. Moore; ex- 
R N of . works, for Briddon & Fowler; extension 
of dye works, for J. Schofleld & Sons. 
BRENTFORD.—Parsonage (£2,000). P. A. Robson, architect, 9, Bridge Street, 
S. W.; Dorey & Co., builders, Brentford. 
BRIDGd WATER. —Probable re- erection of premises (after fire) for F. Snell, art 
wicker worker. 
BRIGHTON.—Installation of the electrio light at Elm Grove School for the 
, Education Committee, T. Simpson & Sons, surveyors, 17, Ship 
Street, Brighton, 
. Day Training College. Brighton Education Committee. | 
BRISTOL.—Mission Room at Upper Horfield in connection with Horfield 
Parish Church. 
Alterations and additions to the United Methodist Chapel, Winter. 
bourne. La Trobe & Weston, architects, 44, Corn Street, 
Bristol. 
BROMSGROVE.—Secondary School (£6,500). 
BURNHAM (near MaipENHEAD).—House, for F. W. Cleare. 
BURNLEY.—New Roman Catholic Church. Ivy Street (£4,000), Rev. Father 
Shine; parochial building, Belvedere Road, for St. Catherine’s 
Church; new place of worship, corner of Bright Street 
and Waterbarn Street, for the Trastees of Immanuel Baptist 
Church. 
BURTON-ON-TRENT.—New Anslow Council Schools (£1,734). 
builder, Burton-on-Trent. 
Council School (£1,725). R. Kershaw, builder, Burton-on-Trent, 
BUXTON (TipeswELL).—Works in Tideswell Dale for the Litton Mineral Co. 


CARDIFF .—Alterations, Tredegarville Chapel: C. J. Ward, architect, Cardiff, 
Alterations, business premises, 2, St. Mary Street; Veall & Sant, 
architects, Cardiff. Bix houses, Kimberley Road, for О, Т. 
Rees; W. H. Scott, architect, Cardiff. Two houses, Allens. 
bank Road, for H. Nibblett; Veal! & Sant. architects, Cardiff, 
Two houses, Lianishen Street, for Н. Coffin; Veull & Sant, 
architects, Cardiff. 

(PN VAM). — Infectious Diseases Hospital for the Gelligaer and 

Rhigos R. D. C. P. V. Jones, architect, Hengoed, Cardiff. 

CARSHALTON.— Four houses in Fairview Road. Windebank: & Co., builders, 
Hilleroombe Road, Sutton. 


CASTLE HEDINGHAM (Esszx).—New Parish Hall. 

CHADWELL HEATH (Essex).—Additions to Isolation Hospital. H. Shaw, 
surveyor, Town Hail, Ilford, Essex. 

CHATHAM. —-Proposed new Drapery premises. Chatham Co-operative Society, 


CHESHUNT.—New Schools for the С.С. (24,512). Clark & Son, builders, 
Goddesdone Road, Cambridge. 


CHORLEY.—Mission room. Rev. G. Northridge, vicar of St. George's. 

CLACKTON-ON-8EA.—Bungalows, King's Cliff Estate; Mr. Sinfield, builder. 
Houses, Holland Road, for Miss L. Harold; Cemetery Road, 
for Mrs. E. M. Simmons. 

CLEATOR MOOR.—Houses for W. Colebank and Rev. J. W. Stewart. 

CLIFTON (near MANCHESTER).—Important developments at Newtown 
Collieries, Kearsley Coal Co. 

COLCHESTER.—New church at Elmstead (£1,000). 

COLWILL (iste or WictT).—Baptist Church. 

COLYTON (Devon).—Rebuilding agricultura! buildings at Schiel Barton, South. 
leigh. Mr. Btevenson, architect, 1, Jubilee Villas, Seaton. 

CORBY.—Proposed new offices for Lloyd's Ironstone Co. 

COTON (Starrs,).-Enlargement and improvement of Cauldon Lowe Council 
School, 


Geo, Hodges, 


COVENTRY.—Houses, St. George's Road, for Herbert & Bass; Broomfie 
Road and Kensington Road, for W. Higgins; Westwood Road, 
for C. Blockley ; St. George's Road, for the executors of Geo. 
Storer; Binley Road, for H. Tatlow ; Merlborough Road, for 
R. Brown; Richmond Street, for W. Wincott, builder; 
реет Avenue, for J. W. Newcombe; Broomfield Road, for 

‚ Twigg, jun.; Spencer Avenue, for Н. Mander, jun., 75, Spon 
End; Webster Street, for E. Broad; Bt. George's Poad, for 
H. B. W. Lowe; Lythall's Lane, for E. Harris, Cope Street; 
Albany Road, for Mr. Hubbard; Spencer Avenue, for Hallam 
and Co., New Street; Cross Road, for T. Randle; additions to 
Witton Lodge, for R. A. Rotherham; extensions, Stoney 
Stanton Road, for the Coventry and Warwickshire Hospital 
Committee; extensions to the Ragged School for the trustees. 


CREWE.—Two houses in Remer Street for H. Brenchley; three houses in 


Stewart Street for H. Mingay; alterations to shops in Coppen- 
hall Terrace for L. & N.W.R. Co. 
DARLINGTON.—Houses, Millbank Road, Kitching & Lee, architecta, Dar- 
lington; Walton Street, for G. Dickinson & Son; Clifton 
Terrace, for Chas. Ross. | 
DATCHET.—House, Buccleuch Road, for J. Pearce. 
DEVONPORT.—Proposed new school at Camel’s Head (accommodate 1,000). 
DEWSBURY.—Houses, Clarke Street, for 8. Coop & Son; conversion of Manor 
House into three houses, for W. Whittingham ; houses, Leeds 
Road; Kirk & Sons, architects, Dewsbury. 
DINAS (Ruonppa),—Sixteen houses at Trealaw, for the Miskin Manor Building 
Club. Evans, Williams & Evans, architects, Pontypridd. 
r at Temple Ewell. Worsfold & Hayward, architects, 
ver, | 
DUFFTOWN.—New operating room snd other additions to Cottage Hospital. 
J. Wittet, architect, Elgin. 
DUNBLANE.—Library and reading room (22,800). Seoretary, Library 
Committee, Dunblane, Perthshire. 
DUNDEE.— Additions to Royal Infirmary at Barrack Road. Secretary, Royal 
Infirmary, Dundee. 
EASTBOURNE.—Six houses, Archery Road, for J. C. Lacey; sdditions to 
St. Margaret's, Milnthorpe Road, for Miss Tidman; pavilion, 
East Dean Road, for the Downs Golf Club; additions to 193, 
Seaside, for the L. & 8.W. Banking Co.; detached house, 
Rowsley Road, for B. Stevens; detached house, Buxton Road, 
` ior the Rev. C. P. Hutchinson, 
Publio convenience at the Redoubt (2730).ФА. E. Prescott, borough 
: gurveyor. 
ECCLEB.—Proposed elementary school in Beech Street, Winton. 
architect, 42, Deangate, Manchester. 
Alterations and improvements at Sewage Works manager's house. 
T. Moore & Co, contractor, Eccles. 
EGREMONT (BinkrxurgAD).—Extension of the pier and landing stage (£18,861). 
Alex. Findlay & Son, Ltd., contractors, Motherwell. | 
ee to farm of Windyedge, Marnoch. C. C. Doig, architect, 
gin. ‘ 
ELTHAM.—Four houses, Glenhonse Road. J. J. Bassett, builder, Earlshall 
` Road, Eltham. 
ENFIELD.—Extension to Grammar Schoo) (£6,190); H. G. Crothall, architect 
to Middlesex Education Committee, Guildhall, Westminster, 


H. Lord, 


ENNISCORTHY (Co. Wexrorp).—Parochial house for the Rev. R. Fitzhenry. 
T. F. Slevin & Sons, architect, 8, Leinster Street, Dublin. 

FARNWORTH.—Extensions to Catholic Schools. J. Cocker, contractor, 
Walkden. i 

FERMOY (Co. Conx)—Artisans' and labourers’ dwellings. ' D. J. Buckley, 
town surveyor of Fermoy, 55, South Mall, Cork. 

FERRY HILL.—Alterations at Stargate and Cornforth Council Bchools. 
F, E. Coates, Shire Hall, Durham. 

FLEET (Hants.).—New operating theatre at the Cottage Hospital. 

ЕА ОВО ов estate of Netherdale. W. L. Duncan, architect, 

urriff. 

GAINSBOROUGH .—New Primitive Methodist Church at Coningham (£1,200). 

GARFORTH (near LeeEps).—Villa residence, Church Lane, for Mr. 
Wordsworth. | | 

GELLIGAER.—Twenty-four houses at Glyngaer for the Gelligaer Building 
Club. R. O. Dowdesv-ell, architect, Cardiff. 

GERRARD'S CROSS (Bucks.).—Additions to Highwood, for F. T. Husband ; 
houses, for J. Langston; house, Bulstrode Way, for A. Taylor. 

GILLINGHAM (KN). Residence for E. Crawley, estate agent. W. E. R. 
Randall, architect, 171, High Street, Chatham; 8. L. Redford, 
builder, 6, Livingstone Road, Gillingham. 

GLOBSOP.—Nurses' home and convalescent home (£6,000). 

Р Willicomb, architects, London. 

GORSEINON.—Extensive additions to the Steel Works of Baldwins, Ltd» 
Gowerton, 

GOSPORT.—New schools, Grove Road (£7,474). 
Norwich. 

GRIMSBY.—Extensions to Welholm Road Primitive Methodist Church. 

GREENHITHE (Dantrorp).—Wesleyan Church. S. W. Neighbour, architect, 
9, Regent Street, S.W. 

HAMSTALL RIDWARE (Srarrs.).—Proposed Council Bohool. Staffordshire 
Education Committee. 

HAVERFORDWEST .—Men’s Institute at Rhos-on-Sea (£200). P 

HEBBURN.ON.TYNE.—Extensive works for the (Bauxite Refining Co., 
aluminia manufacturers. 

HIGH CLARENCE (Co. Duruam).—New Council School (280 children). J. 
Garry, architect, 47, Church Street, West Hartlepool. 

HITCHAM (near Tarrow, Bucks.) . Houses, for W. Horwood. | 

HORLEY (SUnnEY).—Additions to Salford Schcols, for the C. C. (£1,177). Smith 
and Sons, builders, Croydon. 

HORWICH.—Extensions to the Vale Mills for the Star Bleaching Co. E. W. 
Dyson, architect, 10, Regent Street, Barnsley. 

HUCKNALL (Notts.).—New Salvation Army hall in High Street (£2,200). 

HUDDERSFIELD.—Club premises at Skelmanthorpe and Lindley. J. Berry: 
architect, 8, Market Place, Huddersfield. 


HULL.—Houses, Newland Park, for W. Smith; Ryde Street, for A. William- 
son; Faraduy Street, for W. Norman; Newland, for J. tt; 
Mallison ; Perth Street and Renfrew Street, for W. Barne d 
New Street and Exmouth Street, for F, Neal ; Anlaby ке 
for J. W. Jordan; Portobello Street, for W. Sykes; Маг 
borough Avenue, for G. Kirkwood; Roxburgh Street, for 4» 
Loncaster; Faraday Street, for C. W. Norman; additions ke 
works, for the Premier Oil Co. and the British ОН and yen 
Co., Engle Oil Mills; warehouses, Withernsen Street, for Messrs. 
Chadwick; Hessle Road, for A. Vice. 

Alterntions at the George Hotel, Whitefriargate, for Ind. сол 
апа Co., Ltd. Abbott & Moon, architects, 8, Hanover Square, 
Lowgate, Hull, 


HYTHE.—House, Stade Street, Scott Bros., builders, Hythe ; house, Canis 
Gate Avenue, for John Andrews; bank and reridence, (от 
National and Provincial Bank, Ltd., A. Bromley, erobiters 
Cheriton Place, Folkestone; F. Austin, builder; house, Lon 
Road, for F. Hoskins. : 


INVERURIE.—Alterations on house and steading, Mill of Eastertown, Fyvie. 
V. L. Duncan, architect, Turrin. 


Bulman and 


E. J. Tench, architect, 
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School at Steeton -with-Eastburn for the West Riding Education 
ERROR ‘Committee. J. Hartley, architect, Swadford Chambers, 
Skipton, А 
KENDAL.—Extensive alterations to Mason's Arms Hotel. J. Hutton, architect, 
Kendal. 
to the Post Office. H. Williams, 


KILLARNEY (Со. KennY).—Additiona 
Secretary, Office of Public Works, Dublin. 
Geo. Т. 


ARK (Co. DurHAM).—Houses for White & Lewes. 
Е wilson, Шемс dd Durham Road, Blackhill (Со. Burham). 
LAUNCESTON.—Dwelling house in Tavistock Road. E. Wise, architeots 
Launceston. | 

LEEDS.— Roman, Catholic college (£22,000). Pair of semi-detached villas at 
Killingbeck ; F. Mitchell, architect, 9, Upper Fountaine Street, 
Leeds. Alterations to Belgrave Congregational Church (£2,500); 
Rev, J. G. Sutherland, minister. 

LEEDS (Brauxey).—New police station and residences for the Deputy Chief 

Constable and Chief Clerk (29,489). Blacker Bros., builders, 


Bramley, Leeds. | 
(HEADINGLEY).—Baptist Chapel and schools (£8,500). P. Robinson» 


architect, Yorkshire Post Chambers, 53, Albion Street, Leeds. 
LEIGH (BoutH Lancs.).—New weaving mill at Butts’ Bridge. J. W. Cowburn, 
eontractor, Leigh. 
LINCOLN.—Diphtheria Block at the Infectious Diseases Hospital (£1,850). 


LITTLE HULTON (near Bor rot). Block of houses in Manchester Road for 
W. Baxter, Manchester Road Weat, Little Hulton. 


LIVERPOOL.—New Free Methodist Church at Garston. 
LLANDWROG (near CaRNARVON).—New Sunday Schools, chapel house, &c., 
for Bwlan Church. R. Lloyd Jones, architect, 14, Market 
Street, Carnarvon. | 
LLANELLY.—Welsh Calvinistic Methodist Chapel in Glenalla Road. 
LLANELLY (PwLr.).—Two new pits for the Crown Colliery Co. Crown Colliery 
Co., Castle Buildings, Llanelly. | 
LLANISHEN.— Alterations and additions to Hill Cot," for Capt. C. J. Wilkie. 
W. H. D. Caple, architect, 2, Church Street, Cardiff. 
LONDON.—(MARYLEBONE, W.).—Alteration to electrio lighting sub-station: 
Aybrook Street, Manchester Square. J. Wilson, town clerk: 
Town Hall, Marylebone Lane, Oxford Street, W. 
(HanLEspgN, N.W.).—Alterations, &c., to Keble Memorial School, 
Crownhill Road. Kelly & Dickie, architects, 466, Oxford 


Street, W. . " 
dat N.W.).—Alterations, &c., to premises in 1 Park 


` 


Barnett 4 Brotchie, builders, Salusbury Road, N.W. 
(Campen Town, N.W.).—New sub-station (£4,950). Maurice 
Fitzmaurice, chief engineer, L. C. C., Spring Gardens, B. VW. 
(WILLESDEN, N.W.).—Shop and house, High Road; showroom, 
Craven Park Road. H. Shaw. architect, 60, Nicholl Road, 
Willesden. 
(WILLESDEN GREEN, N.W.).—Three shops for Metropolitan Railway. 
J. Grover & Son, builders, 79, Shepperton Road, К.Е, | 
(CrIcKLEWoop, N.W.).—Two houses, Shoot-up-Hill. 
and Sons, builders, 7, West End Lane, N.W. 
` (WILLESDEN, N.W.).—8ix houses in Chamber Lane. Callow and 
Wright, builders, Brondesbury Park, N.W. 
(PLUMSTEAD, 8.E.).—Post Office in High Street. Н.М. Office of 


Н. В. Oldrey 


Works, Storey's Gate, S. W. i 
W. 


(Мовтн WoorwicH, 8.E.).—Twelve houses in Fernhill Street. 

Harris, builder, North Woolwich. 
* (Рисмвтклр, 8.E.),—Eighteen houses. South Metropolitan Brick 

and Building Estates Co., King’s Highway, Plumstead. 

(ТоттЕннАм Covar Roan, W.).—Jewish home. Ernest Runtx, 
architect, 10, Walbrook, Е.С. 

(Рьсмвтклр, 8.E.).—Workshops and store, Princes Road. Н. Н. 
Collier & Bons, cycle engineers, 18, Herbert Road, Plumstead. 

(Portar, E.).— Manual training centre, Woolmore Street School. 

(STRATFORD, E.).—Enlargement of All Saints’ Sunday School and 
new church institute (22,560). 
Saints’ parish, Stratford, E. 

(Levrow, N.E.).—Additional school accommodation at Sybourn 
Street (212,000), and at Canterbury Road (£7,000). Architect to 
Education Committee, Leyton Town Hall, E. 

(PLUMSTEAD, 8.E.).—Shop, Plumstead Common Road. A. Н. 
Hutton, builder, 28, Chesnut Road, Plumstead. 

(PLUMSTEAD, 8.E.).—Additions to Christ Church. Kirk & Randall, 
builders, Woolwich. | 
(W.).—Residence in Upper Brook Street (£10,610. R. G. Ham- 

mond, architect, 16, Essex Street, Strand, W. C. 
(BLoowssury, W.C.).—Enlargement of Kingsley Hotel. 
and Thackery Hotels, Ltd., Hert Street, W.C. 
W N. E.). — Additional hospital accommodation (£660). W. 
a won, Council Surveyor, Leyton Town Hall, E. 
(Levron, N.E.)—Alterations to factory in Grange Road. P. 
Cornish, architect, 641, High Road, Leytonstone. 
(MARYLEBONE, W.).—Additions to 84, Queen's Road. G. Т. Jell, 
architect, 70, Carlton House, Regent Street, W. 
pon ae ANE Bever Roap, . E.). Reconstruction of engine house 
р a at chief L. C. C. Fire Station (23,650). H. L. Holloway, 
a der, Union Works, Charch Street, Deptford. 
beh: 8.W.).—Re-erection of premises, recently destroyed 
7 тте, Of G. Porter & Co., 12 and 124, Merton Road, house 
s urnishers, 
INBLEDON, 8.W.).--House in Clifton Road. Thompson and 
(wW Pomeroy, architects, Hill Road, Wimbledon. Р 
ок, 8.W.).—Church in Herbert Road. W. Т. Lowdell, 
Wine tect, 25, John Street, Bedford Row, W.C. 
LEDON, B. W.).— Extension of offices. 
бу е, High Street, Wimbledon. 
LEDON, 8. W.).—Two houses in Wilton Crescent. J. 8. 
ars Brocklesby, architect, 116, Jermyn Street, 8.W. 
Roni N.).— Extension of confectionery factory, George's 
Welb it 000). George Carter, architect, 513. Holloway Road ; 
(N.).—E ng & Co., builders, 60-62, Southgate Road, N.E. 
1155 nvent of the т балешагу, араке; and alterations to 
518, Holloway Road N. ucharist (£1,500). G. Carter, architect, 
Е NEWINGTON N.).—Disinfectin 
„ N. ).— station in Milton Road. 
(вт ЕС 8 “Loveday, Borough Bürveyor. 
| В, N.W.).—School extensions for the Governors of 
Р Frances Mary Buss Schools, Sandall Road, N.W. : : 
UMEN S.E..—Elementary School. Wills & Anderson, 
(ise: cts, 4, Bloomsbury Square, W. G. 
Church. G Alterations, &c., Harecourt Congregational 
‚ Carter, 518, Holloway Road, N.; Campbell, Smith 


and Co., builders, 25, Newman Street, W. 
Rotherhithe 
Spring 


Kingsley 


house, 


THE, E.). — Superintendent's 
L.C.C., 


Tunnel. W. E. Riley, Supt. Architect, 


ERSMITH, W.). -Four sho 8 and re- erection i 
А - | of public house 
wien Adelaide). C. d. Miller, architect, 65, Chancery Lane, 


Rev. E. Davies, vicar of All 


Hampton & Bons, 


LONDON. —(GRETNòWICEH, B. E.). Addition to 8t. Ann's School , Bendon, Ltd., 
builders, 48, Chancellor Road, W. : 
(GREENWICH, 8. .). Twenty-seven houses, A. Roberts, architect, 


. 92, London Street, B.E. 
(WHITECHAPEL, E.).—Additions to 11, Middlesex Street. Franks 


and Simons, builders, 854, Mile End Road, E. _ 
(BERMONDSEY, 8.E.).—Five shops and houses, Old Kent Road. 
F. W, Foster, architect, 41, Bedford Row, W.C. 
(BERMONDSEY, B. E.). Four houses, Oxley Street. Stock, Page and 
Stock, architects, 9, Denman Street, S. E. 
(GREENWICH, S. E.). — Residence, Liskeard Gardens. 
Mo Dougall, Clifton House. Greenwich Park. 
(бт. ORORGE-Ix- TRE. EAST ).— Building in Betts Street. 8. D. 
| Adshead, architect, 46, Great Russell Street, W. 
(Stepney, E.). Building, Ben Johnson Road. E. Jackson, builder, 
10, Whitehorse Lane, E. 
(Hampsteap HEATH, N.W.).—Flats in East Heath Road. L.. E. 
Hookway, builder, Beaufort Mansions, Chelsea. 
(HaxPsrEAD Roan, N.W.).—8hops, &c. Howell J. Williams, Ltd., 
builders, 11-17, Bermondsey Square, В.Е. 
(Kino’s Cross, N.W.).—Re-building Earges Hotel, 2-8-4, Liverpool 
Street. Higgs & Hill, builders, South Lambeth Road, S. E. 
MALTBY COLLIERIES (Lancs.).—Sinking new shaftsand other developments 
at Maltby Main Collieries. 
MALVERN.—Proposed parish room, West Malvern; Rev. M. Macdonald, 
vicar. ew Free Church Schools at the Wyche, for the 
Trustees; Н. В. Scott, architect, Birmingham. | 


MANCHESTER.—Extension of Walton Lodging House (£4,000); Corporation. 
ew Wesleyan Mission Hall, Peter Street; Morley & Bon, 
architects, Bradford, Yorks. 
(Глттіквоногон).--8сһоо! chapel at Featherstall (£1,000). 
Suggested secondary school at Gorton; Education Committee. 
Extensions to St. Mark’s Church, Gorton (£4,000); Rev. H. 
Smith, rector. i 
(MossLEy).—House and extensions to business premises at 
Roaches, for Mossley Co-operative Co. R. Worcester, archi- 
tect, 1, Balloon Street, Manchester. 
Alterations at Manchester Road Wesleyan Church, Droylsden. 


MARGATE.—Five houses, Church Lane and St. Peter's Footpath, W. L. 
Bennett; five houses Victoria Avenue, F. W. Miles. 


MARSDEN (Yonxs.).—Houses, Manchester Road, for Whitehead & Hoyle. 


MASHAM .(Yonks).—Alterations and additions to the Elementary School. 
E C. Clarke, Charlcot, Bedale. ; 
MELTON.—Chapel at Melton Asylum, Brown & Burgess, architects, Arcade 

Street, Ipswich. 


MERTHYR TYDFIL.--Rebuilding business premises at Pontlottyn, for Mrs. 
Phillips, 6, King Edward Villas, Merthyr : P. V. Jones, archi- 
tect, Hengoed, Cot Homes, Aberdare Valley (£1,160) ; Thos. 
Roderick, architect, Aberdare. Two pairs semi-detached villas; 
О. Р. Bevan, architect, Express Chambers, Merthyr Tydfil. 

(PENYDARREN).—Twenty-two houses for the Gellifselog Building 
Club, Dowlais. Wm. Dowdeswell, architect, Treharris. 
(PENYDARREN Park).—Four pairs of semi-detached villas at the 
Walk, Penydarren Park, forthe Grove Building Club. Т. E. 
| Rees, architect, Gernant, Merthyr Tydfil. 

MIDDLESBROUGH.—Garden City on Ormesby Estate, near Middlesbrough, 

for Bir Christopher Furness, М.Р. (£400,000). 


MIRFIELD (Yorxs).—New school premises and master’s house, for Calder 
Farm Reformatory. 


MONTON GREEN (near Mancuester).—New shop premises in Green Lane. 
J. F. Moore, builder, Chalwick Road, Eccles. 


MORRISTON.—New Philadelphia Calvinistic Methodist Chapel. 

MOTHERWELL (N.B.).—Halls in Airbles Street, for the Cairns U. F. Church 
Congregation (£3,000); dwelling houses in Dellburn Street, for 
J. Cummings, Leechlea Street, Hamilton; four houses in Kirk. 
land Street, for Mrs. Donaldson, Kirkland Street; twelve houses 
in Airbles Street, for Mrs. W. Kidd. 


NESTON (Cuxsuink).—Wesleyan Church (£1,750). A. E. Lambert, architect, 
' 22, Park Row, Nottingham ; D. Parks, builder, Grantham. 


NEWCASTLE-ON-TYNE.—Alterations to Rutherford College Boys’ and Girls“ 
| Schoola. Secretary, Newcastle Education Committee, Educa- 
tion Ottlces, Northumberland Road, Neweastle-on- Tyne. 
(WALKER).—Stables and other buildings in Lamb Street, for the 
Walker Co-operative Socicty, Ltd., Lamb Street, Walker. 


NORTH WINGFIELD (Norrs).—Enlargement of North Wingfield Rectory 


hools, 

NORTHALLERTON.—New Church at East Cowton (£1,500). Rev. R. G. 
Wood, vicar of East Cowton. 

OAKHAM.—Wesleyan Methodist Manse in Cold Overton. Road; Wesleyan 
Methodist Church at Knossington. 

OSWALDTWISTLE AND CHURCH (Lanes.). - New Technical School. 
Secretary, Education Committee, Oswaldtwistie. 

OULTON BROAD.—Church Institute in connection with St. Mark's Church. 
J, H. Allen, churchwarden, St. Mark's. 

PONTARDAWE (Swansea VALLEY).—Additional Tinplate Mills, for Gilbertson 
and Со. (£30,000). 

PONTYPRIDD (Citryxypp),~- Alterations, renovations and additions at the 
Primitive Methodist Chapel. P. J. Jones, architect, Brynawell, 
Cilfynydd, Pontypridd. 

Conversion of premises into Bank for the Metropolitan Banking Co 
. Ltd. Gibson, Parry Williams & Co., architects, Pontypridd. 

PORTDINORWIC.—Villa for Capt. B. Willams. E. F. White, architect, 
‘Carnarvon. 
POOL (near LEEps).—Wesleyan Chapel and Sunday School (£1,450). 
PORT TALBOT.—Co-operative Shop and Stores at Glyncorrwg. Evang and 
Jones, architects, 5, Station Road, Port Talbot. 
PORTH.—Two semi-detached houses at Cymmer for Miss A. Jones. 
Jenkins, architect, Porth. 

PRESTON.—New schocl for the T.C. in the Deepdale District (£12,500). 

READING.—Warehouse and stabling. G. W. Webb, architect, Market Place 
Chambers, Reading. 

REDRUTH.—Rebuilding business premises in Fore Street. L. Winn, 
architect, 27. Roscawen Btreet, Truro. 

ROCHDALE.—New police station in Mellor Street (£1,400). 

ROCHFORD (FssEx).—New schools at Rayleigh (£2,705). 
builders, Ilford, 

ROTHERHAM.~— Houses, Pitt Street, for Wm. Charles; Fitzwilliam Road, for 
Thos. Bartholomew, 162, Nottingham Street: Henley Grove 
Road, for executors of W. Tummon; alterations and additions 
to the Grammar School for the Governors. 

ROWLEY.—Public Library. Wills & Anderson, 24, Bloomsbury Square, 
London, W.C. 

ROYTON (Lascs.—Eleven houses and a'[ shop in' Shaw Road, for Bell 
Spinning Co. | 

RUGBY,—Works, Lower Hill Morton Road, for J. Findlay. J. G. Satchell, 
architect. ) 


Norman 


J. T. 


F. & A. Willmott, 
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ST. HELENS.—New mission hall. J. Ellison, builder, 166, Boundary Road, 
Bt. Helena. 

ВТ. MARGARET’S (Kent).—Houses, for Mr. Gwyther, Mr. Roffey, builder, 
St. Margarets ; Kingsdown Road, for C. E. Beaufoy. 

SALTNEY (near CuxsTEkR).—New school for Chester and Flintshire Education 
Committees. 8. Evans, architect, Mold. 

SANDYFORD (Co, Duutin).—New R. C. Church (St. Patrick's) at Glencullen. 

SHEFFIELD.—Extension of Dronfield Woodhouse Wesleyan Methodist 
Church (£542). 

BHILDON (Co. рсаналм).--Ехіепвіоп of the mechine shop at Shildon Wagon 
Works, for the North-Eastern Railway. W. Bell, architect to 
the N.E. Railway Co., York. 

SKEGNESS.~ New Bt. Paul's Baptist Church. 

SLEAFORD.—Wesleyan School Chapel in Grantham Road. A. E. Lambert, 
architect, 22, Park Row, Nottingham. 

PKA MEON House, Princes Road, for J. M. Rouse ; rebuilding of the Crown 

otel. 

SLOUGH.—New St. Ethelbert’s Roman Catholic Church (£7,000), Benedict 
Williamson, architect, Godson & Sons, contractors. 

SMETHWICK.—Renovation of the Town Hall and Public Library, High 

treet. O. J. Fox Allin, borough surveyor, Council House, 
Smethwick. 

SOUTHAMPTON.—Proposed E. L. installation at Bassett for Lord Swaythling ; 
New Sailors’ Home in Canute Road. 

SOUTHPORT.—Proposed band and concert hall for the T.C. (28,500). 

STANLEY (Co. Dunnam).—Alterations and additions to St. Joseph's Catholic 
ponoci: Brodrick, Lowther & Walker, architects, 77, Lowgate, 

" u 0 

STOKE-ON-TRENT.—Alterations and additions to Smallthorne Council School 
(£495), T. Godwin, builder, Hanley. 

SUTTON (ScnBEY).—Additions to Banstead Asylum. W. E. Riley, superinten- 
dent architect, L.C.C., Spring Gardens, 8.W. 

SWANSEA.—Additions to parochial schools (£1,100); G. Davies, builder, 
Swansea. Proposed rebuilding of the Arsenal and erection of 
drill hall, lectore hall, offices, &c., for the Volunteers. 

TODMORDEN.—Houses in Castle Street. J. А. Ingram, builder, Halifax Road, 
Todmorden. 

TONBRIDGE.—Villas, Douglas Road, for Mrs. J. F. Monckford ; Douglas Road» 
{ог Н. Meades; proposed new premises for the X. M. C. A. 

TUTBURY (Srarrs.). New Council school (48,498). Geo, Hodges, builders 
Burton-on-Trent. | 

UXBRIDGE (MippLESEX).—Alterations to laundry at Hillingdon Heath, Мг: 
Lee; alterations to the Breakspears Arms, Harefield, Т. Strutt: 

WALTON-LE-DALE.—New water works for the Urban District Council. 

WEDNESBURY.—Primitive Methodist chapel, King's Hill. C. W. D. Joynson, 
architect; Hammond Bros., builders, Darlaston. 

WHITEHAVEN.—Alterations and additions to Whitehaven Theatre. 

WINDSOR.—Houses, Clewer, for Mr. Foreman; Lower Village Road, Bunning- 
1 PE C. Hunt; pavilion, St. Mark's School, for-Rev. C. N. 

age LJ $ 

WISBECH (Sutton BRIDGE). House for J, Scarborough. G. Thorpe, architect, 
Post Office Lane, Wisbech. 

WOLVERHAMPTON.—New schools for Bingley Street and Brick-kiln Street 
districts under consideration, Wolverhampton Education Com- 
mittee. | 

YORK.—Houtes, Heslington Lane, Fulford, for J. W. Chapman; Boroughbridge 

ай, for Н. Atkin; Hill Row Street, Bishopsthorpe Road, for 
G. Moss, builder; shops and houses, Poppleton Road, for the 
York Equitable Industrial Society; music rooms, Dalton 
Terrace, for the Friends“ Bohoo! Trustees; alterations and 
additions to Albany Hal), Goodramgate, for H. B, Cooper. 


NOTES. 


Water-power in Germany.—It is announced that, in 
addition to the schemes under the consideration of the Bavarian 
Government for the utilisation of water-power in connection with 
the projected conversion of the steam railways to electric traction, 
the Prussian Ministry of Public Works has similar plans on hand 
in respect of the use of water-power. The electrical energy is to be 
used for the working of State railways, and the supply of power for 
the operation of the electric towing system on the Teltow Canal is 
also taken into consideration. The Government department is to 
undertake preliminary inquiries as to the water-powers available 
and as to Which of them are serviceab:e for private interests. 


Municipal Employés.—We have received from the 
Industrial Freedom League, 124, Palace Chambers, Westminster, 
an informing circular containing a number of important opinions 
concerning the growth of municipal employment and its effect on 
elections. Those who are interested in municipal trading matters 
and want a few facts on the above subject would do well to write 
for a copy of this publication. 


Smoke Abatement.—There was some plain speaking 
about the emission of smoke from electricity generating stations at 
tbe ninth annual meeting of the Coal Smoke Abatement Society, at 
the Royal United Service Institute on Friday last. Sir Wm. B. Rich- 
mond, K.C.B., R.A., presided. It was stated in the course of the 
annual report that a number of Bills recently introduced into 
Parliament, and in some cases succes-fully carried through, con- 
tained clauses which, in the opinion of the Society, were inimical 
to the interests of the public. The promoters of these Bills aimed 
at obtaining exemption from liability in respect of nuisances, 
including smoke nuisances. Special attention was directed to the 
“ serious fact that much of the smoke nuisance from which the 
metropolis suffers now emanates from electric generating stations.” 
Complaints were made during the past year to and by the Society 
in regard to 35 works, and of these 20 were generating stations 
erected, maintained and worked by the very local authorities 
whose duty it was to suppress pollution of the air by smoke. The 
difficulty of dealing with nuisances emanating from electric 
generating stations had been greatly enhanced "by the lamentable 
decision of Mr. Curtis Bennett in the case of the Chelsea Borough 


Council, who had issued summonses against the Underground 
Electric Railways, Ltd., in respect of smoke nuisances observed in 
connection with the large generating station at Lot's Road, 
Chelsea.” The Magistrate came to the conclusion that the smoke 
emitted from the four shafts was not black, and unfortunately no 
generally accepted chart or simple instrument by which the colour 
of smoke might be readily and satisfactorily identified had yet 
been devised. If Mr. Curtis Bennett's decision that the blackness 
of the smoke must be scientifically established was generally acted 
upon, there could be no doubt that the movement for smoke 
abatement would receive a great check. The Committee was 
making an effort to induce the Electric Power, Gas, and Smokeless 
Fuel Companies to combine in establishing a permanent exhibition 
of apparatus, methods, and fuel for the abatement of smoke from 
dwelling-houses as distinguished from industrial premises. 

In moving the adoption of the report, the chairman said he 
thought the Society could not do better than go on with the “dogs” 
at the various local authorities. Under its auspices a series of 
lectures for the education of stokers had been instituted. So much 
depended upon satisfactory stoking, that it was an acknowledged 
fact that it would be well if this country followed the example of 
Germany by subsidising classes for that purpose. 

Dr. H. A. Des-Véenx, in seconding the motion, referred to the 
electricity generating works in respect of which smoke nuisances 
were reported by the Society in 1907. As а matter of fact, he eaid, 
there were more electricity generating works in the metropolis 
controlled by private companies than by municipal authorities. 
The position regarding the latter was that the authority which 
owned them was also the prosecuting authority. In shorf, one 
committee of a local authority had to prosecute another committee 
of the same corporation. This he regarded as an impossible position, 
because the Corporation works went on emitting smoke which caused 
а nuisance without any steps being taken to put it down. His conten- 
tion was that in all Bills authorising local authorities or private 
companies to make electricity, there should be a clause inserted 
explicitly prohibiting the emission of smoke from their respective 
works. The annual report was unanimously adopted. 

Mr. Joseph Hurst remarked that the provisions of Sec. 81 of the 
Schedule of the Electric Lighting Clauses Act of 1899, which freed 
the owners of generating stations and works from prosecution for 
the emission of smoke, had been very successfully submitted as а 
defence. In this connection he mentioned that in the Committee 
stages of the London and Dietrict Electricity Supply Bill efforts 
had been made to make the company responsible for that measure 
free from prosecution for smoke emission. The eecretary of that 
Society had written to the Joint Committee pointing out the 
objectionable feature of the clause which would exempt the pro- 
moters of the Bill from prosecution for smoke emission. - It was, 
therefore, proposed by the Society, that the following proviso to 
Clause 3 of the Bill should be inserted :— 

„Provided nevertheless that nothing in this Act shall exonerate 
the company from any indictment, action, or other proceeding for 
nuisance caused or permitted by the company on any lands used 
by aA for generating ‘electrical energy where such nuisance 18 
caused :— 

“ (а) By non-consumption of smoke. 

"(b) By the reasonably preventible evolution of oxides of 
sulphur. . 

- 8 By the use of any refuse destructor. . 
Р " (d) By the emission of oil or other matter in conjunction with 
eam." 

The insertion of such a proviso by the Joint Committee of both 
Houses of Parliament would, he contended, protect the public 
against the nuisance of which the Society complained. | 

The chairman, responding to a vote of thanks, took occasion to 
refer to the black smoke which he alleged was emitted from the 
shaft of the generating station at the Franco-British Exhibition. 
This, he contendcd, was rapidly converting the White City into a 
black one, while at the same time it was causing considerable 
injury to the works of art which had been loaned by the French 
Government. Care, he thought, ought to be taken not to send their 
works of art back dirtier than they were when received. The 
Society might very well forward a communication to the Council 
of the Franco-British Exhibition suggesting that they do all in 
their power to mitigate the evil. In any case, it would be to the 
Bociety's advantage if the Council of the Exhibition were made 


aware of the nuisance. The shaft he described as being as black 88 
any they had in London. 


International Exhibitions.—It is gratifying to learn 
that the Board of Trade has decided to form a new branch of its 
commercial department, to deal with matters relating to the par 
ticipation of this country in future international exhibitions, and 
to superintend the organisation of British exhibits in connection 
therewith. Mr. U. F. Wintour, at present secretary of the Advisory 
Committee on Commercial Intelligence, is to be the officer 1n 
charge of the exhibitions branch. It will be remembered that the 
importance of organised effort in connection with international 
exhibitions formed the subject of several articles in the ELEC 
TRICAL Review (December and January last) shortly after the issue 
of the report of the Departmental Committee. 


Canadian Trade.—The Board of Trade has appointed 
Mr. R. Grigg, who recently completed a commercial mission 1D 
Canada and Newfoundland for the Advisory Committee to the 
Board of Trade on Commercial Intelligence, as His Majesty? 
Trade Commissioner in Canada. A number of gentlemen have 
been appointed as local trade correspondents in Canada. Mr. 
Grigg's report was considered in our issue of March 13th last. 


(Continued on page GA.) 
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in " opportune, as within the past twelve months the last sections occasional periods when the operative department is closed, 
ТҮ of direct steam-driven plant have been provided with motor and when energy is required mainly for lighting the resi- 
a drives, and at the present moment practically all of the dences, a Crossley gas engine has been installed, and is used 
uii machinery is electrically driven, and electric light exclusively in conjunction with a 50-kw. Siemens generator for charging 
dd is employed throughout the buildings. the batteries, or for giving a direct supply. 

de pun Until 1905 the major part of the machinery was driven In the boiler house the boilers are arranged on either side 
yii by three large engines of the marine type, by means of a of a central thoroughfare, above which a coal-conveying 
pon system of underground shafting connected by gearing. system is fixed with shoots down to the coal hoppers on 
yd These engines occupied the whole of the present main each side. The coal is brought from a store-house capable 
тже 

le рал 

died r 

Tig cect" 

түт 

pi 

De 

gt 

jh JE 

otis ^ 

tc. 0 

pr^ 

né 

poft 

rn 

ni 

tU 


Fic. 1.—MaiN ENGINES AND GENERATORS. 


engine room, and had been in use since 1882. It was seen, of holding about 50 tons of small coal. It is first raised by 
means of bucket elevators and then carried along to the 


shoots by means of a drag plate conveyor. 

The boilers are 22 ft. 6 in. long and 7 ft. in diameter. 
Each is fitted with a dead-weight and a spring safety valve 
and a low-water whistle. Feed water is supplied by 
Worthington pumps, and the working pressure is 120 lb. 


however, when extensions became necessary, that to increase 
the heavy frictional losses, by additional shafting and 
gearing, would be unwise, and it was, therefore, decided to 
gradually substitute electrical drives throughout. It should 
be mentioned also that for many years prior to 1905 
electricity had been generated in the Miut for supplying 
energy for lighting purposes and for a number of scattered per sq. in. 
motors, A Wollaston water-softening plant is in use, and is com- 
The generating plant, as it now stands, comprises two bined with a feed-water heating system. A rise in tem- 
Willans high-speed engines coupled direct to two Siemens perature of 100° F. is produced, part of the exhaust steam 


D.C. generators of 200 Kw. capacity each. Steam is supplied being used for this purpose. 
from six Lancashire boilers fitted with mechanical stokers The accompanying view (fig. 2) shows the central 


of the Vicars type. thoroughfare between the boilers and the pump house at the 


These boilers also supply steam for three smaller Siemens- further end. 
F 
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The main steam pipes are of steel, and were supplied by 
Messrs. J. Foster, of Preston; provision has been made 
in the engine room for connecting upa third engine and 
generator should that become necessary in course of time. 


Fic. 2.—BolLER HOUSE. 


The main Willans engines are of the three-crank com- 
pound type, and have a steam consumption of 22:9 lb. of 
steam per I.H.P. per hour on full load. The speed is 350 
R.P.M, Exhaust takes 
place partly into the 
atmosphere through 
exhaust heads, and 
partly into the heat- 
ing tank of the above- 
mentioned water- 
coftening plant. 

The D.C. generators 
which are coupled 
direct to these sets 
are six-pole compound- 
wound machines oper- 
ating at 110 volts. 
They supply energy 
for power and lighting. 
On full load the com- 
bined sets have an 
overall efficiency of 
73 per cent. 

The view of the 
engine room given in 
fig. 1 shows the two 
main generating sets 
and part of the switch- 
board. A full view of 
the latter is given in 
fig. 5. | 
The switchboard is 
of black enamelled 
slate 1} in. thick, and 
was made by Messrs. 
E. & F. Moy, Ltd. 

Each generator 
panel is provided with 
2 sr. 2,000-ampere 
* Acme ^ patent | 
switches, reverse-current circuit-breaker, field switch and 

lating resistance handle, voltmeter and ammeter, and 
B.T.-H. switchboard type recording watt-hour-meter. 


m 
L 


fuges on each pole. 
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Fic. 3.—AUXILIARY ENGINE Room. 


Two sets of bus-bars are carried at the back of the board, 
one set being used for the main generators and the other set 
being connected to the bus-bars in the auxiliary engine-room. 

The positive bus-bar for the main generators is in 


duplicate, and either 
generator, if necessary, 
may be made to supply 
any particular set of 
feeders independently 
of the other, each dis- 
tributing panel being 
provided with a special 
plug-block, from which 
connection may be 
made to either of the 
two positive bars. The 
negative bar is com- 
mon to both gener- 
ators, and for parallel 
working, of course, the 
two positive bars are 
coupled together. The 
distributing switches 
are of the tandem b. P. 
quick-break knife 
type, and have a two- 
way action. 

The upper contacte 
throw the load on the 
main generators, whilst 
the lower contacts 
make circuit with the 
system in the auxiliary 
engine room. In this 
way, as already men- 
tioned, either the 
batteries or the small 


sets may be made to feed the main power circuits when 
The feeders are protected by shunted strip 
An insulation testing set has been fixed 


at one end of the board, and readings are taken each day. 
leakage occurring cannot, 
unnoticed, and is readily located. 


therefore, remain long 
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А р.р. change-over 
purpose of coupling th 


switch has also been provided for the 
e lighting load direct to the main 


generators during running hours. 
is shown in fig. 8. The three 


The auxiliary engine room 
Siemens-Willans sets in use 
erected in 1899, but they are now used 
mainly for battery-charging purposes. 
The engines were formerly worked on 
one expansion of steam only, but 
have recently been compounded. 

Two of the generators are of 50 KW. 


capa 
volts, w 
140-160 volts, an 


hilst the third is wound for 
d is used for “ boiling 
up” the cells at regular intervals. 
They are all Siemens two- pole 
machines of the Edison - Hopkinson 
type, and run at 450 K. P. M. 

The switchboard seen in the view 
of this room controls the lighting oir- 
cuits, and can be fed from either 
the batteries or the last-mentioned 
generators, or from the main generators. 

A battery-charging board is also in- 
stalled at the extreme end of the room, 


and in close proximity is the operating 


handle for the battery regulator. 

A view of the batteries is given in 
fig. 4. They consist of two sets, of 58 
cells each, of E.P.S. OK lead alloy crate 


cells, and have a total capacity of 5,000 


city each, and operate at 100-140 : 


here formed part of a plant 


ampere-hours. A special feature of the 
tion provided by a series 


battery room is the efficient ventila 
offgrated openings in 
' The batteries supply the lighting 

plant is not running, and are capable, 


а consi 


Ев 5.— MAIN SWITCHBOARD. 


the walls, in place of windows. 
load when the steam 


in addition, of taking 
derable motor load, when that is necessary. 


* 
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The lighting and power mains are kept as fa 
distinct, and are carried through tne buildings, for the most 


part, in insulated conduit. 
The various departments are lig 
incandescent lamps. Of the former t 


hted by means of arc and 
here are 66 of the 
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Jandus enclosed type in use, and of the latter an aggregate 
of 2,085 in equivalent 8 С.Р. 

Daring 1907 the average 
generators was 19,61 
previous year. 


total monthly output of the 
G units, as against 15,566 in the 


Fic. 4.— BATTERY ROOM. 


The number of motors in use in the Mint is 64, and their 
combined H. P. ів 600. With one or two exceptions they are 
of Messrs. Siemens Bros.’ make, and are provided with the 
usual starting switch with overload cut-out and no-volt release. 


In the case of several of the larger motors, however, the start- 
ing switches are of the 


pedestal type, and have 
been supplied by 
Messrs. E. & F. Moy. 
A brief description 
of the process of 
coining may be of 
interest, and, at the 
same time, will afford 
an opportunity of indi- 
cating how the use of 
electricity has been 
adopted in nearly all 
departments. Gold and 
silver bullion on being 
received into the Mint 
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passes through the 
following opera— 
tions :— ! 


1. Assaying. — To 
ascertain the exact de- 
gree of fineness so that 
the correct quantity of 
alloy may be added. 

2. Melting. — This is 
carried out in specially 
constructed furnaces, 
using coke as fuel. 
Graphite crucibles are 
employed, and at each 
charge the necessary 
amount of copper allo 
is added to bribe the 
contents to the legal 
composition. In the 
Bilver-melting house, 
the crucibles, being of 
| а larger size than those 
used for gold and carrying a much heavier charge, are 
handled by means of an overhead travelling crane electrically 
driven, and operated from a switch table on the ground 


level. 
After being poured into moulds of the required size, the 
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rough bars thus formed are trimmed at the edges at a 
circular file. A second assay is then made to ensure that the 


Fic. 6.- SMALL Moron DRIVE ков TRYING CUTTER. 


correct composition 
has been attained. 

3. Rolling.—The 
mills in use carry 
rolls varying in 
diameter from 15 
in. to 8 in. and are 
all electrically 
driven. In order 
to economise floor 
space, it was neces- 
sary to arrange for 
the driving gear to 
be as much as 
possible under- 
ground, and, with 
two exceptions, this 
has been done 
entirely. 

The larger 
* breaking - down 
mills are driven in 
some cases by 
means of a Renold 
chain, and in others 
direct gearing by 
means of spur 
wheels and pinions 
is ndopted. 

Fig. 7 shows a 
recently added 15- 
in. mill having a 
70-H P. motor driv- 
ing direct on to a 
heavily fly-wheeled 
countershaft 
through а spur- 
wheel and pinion. 
This is in turn 
coupled to the 
bottom roll shaft 
by similar means. 
A pair of coupling 


Herde, 


pinions connect the two roll shafts at a point close to the 
large spur-wheel, and a form of flexible coupling is pro- 
vided between the pinion housings and the rolls them- 
selves. Provision is thus made for the roll centres to be 
altered to suit bars of various sizes. 

The other type of driving is on similar- lines, except that 
the motor is coupled to the countershaft by means of a 
chain, the chain wheel on the latter being fitted with a 
“spring ” boss to minimise any jerking action that may 
occur. 

In the case of the intermediate and small size mills, the 
driving is by means of a Renold chain direct on to tbe 
extended roll end, from а geared countershaft in the frame 
of the motor. 

The motor pits are covered over with chequer plates, 
which can be readily removed when the motor or any part 
of the gearing requires to be lifted out. This is seldom 
necessary, however, as sufficient space has been left in the 
pits to permit of minor repairs, &c., being carried out on 
the spot. 

During the process of rolling, annealing becomes necessary 
in some cases, and is effected in gas-heated muffle furnaces. 

Before being sent to the cutting room the “ fillets are 
carefully tested, and specimen blanks are cut by means of 
a trying cutter. 

These are weighed against a standard weight, and if the 
variation does not exceed certain limits, the fillet from which 
they were cut is sent forward. Fig. 6 shows the use of a 
1i H. P. motor for operating a trying cutter. 

4. Cutting and Marking.—The cutting-machines in use 
are arranged along each side of the cutting room, and are 
belt driven from two countershafts, which in turn are each 
driven by а 10-H.P. motor. 

After being cut the blanks are edge-rolled ог “ marked 
for the purpose of bringing them toa uniform diameter. 
The thickened edge, al&o, which is thus produced, serves us 
a protection for the design on the finished coin. 

The skeleton 
fillets, known as 
*goigsel," which 
remain, are bound 
up in bundles and 
returned to the 
melting house. 

5. Annealinj.— 
The annealing of 
the blanks is carried 
out partly in gas- 
heated muffle fur- 
naces, and partly in 
gas - heated rotary 
furnaces. 

After being thus 
softened it 18 
necessary їп the 
case of silver to pass 
the blanks through 
the “pickling” or 
* blanching " tanks 
(which contain 
dilute sulphuric 
acid) before wash- 
ing them in pure 
water and drying 
them in rotating 
drums charged with 
beech wood sawdust. 

All silver coins 
are annealed in the 
rotary furnaces, 88 
these, being in free 
communication 
with the atmo£- 
phere, permit of 
the formation of 
a thin coating 
of copper oxide 
during the process. 
Theobjectof “ pick- 
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ing " is the removal of this coating of oxide. By thus 
removing all traces of the alloy from the surface, the 
appearance of the finished piece is improved. 

The power necessary for the several drives in this depart- 
ment is supplied by four motors of 2, 4, 6 and 10 н.р. 
respectively. 

6. Coining.— The coining press room contains 19 presses, 
which are all driven by belting from a common shaft. This 
shaft extends along the centre of the room below the floor 
level, and is in tarn belt-driven from а 40-H.P. geared motor 
placed in а pit excavated for that purpose. 

The presses are each capable of striking about 40,000 
pieces per day, and are adapted by means of suitable coining 
collars for forming the milled edges on certain denominations, 
simultaneously with the operation of stamping the im- 
pression. | 

7. Weighing.—The gold and silver coins are sepa- 
rately weighed in delicately-adjusted automatic weighing 
machines. 

The machines distinguish between “ light,” ** heavy," and 
“standard " pieces, and are capable of weighing about 22 
coins each per minute. It will at once be seen how 
beautiful is the construction of these balances, when it is 
stated that in the case of half-sovereigns, all pieces which 
vary more than 0°15 grain in weight from the legal 
standard are deposited in either the “light” or the 
“heavy " receptacle as the case may be. | 

The driving of these balances, of which there are 49, is 

effected by means of a small atmospheric engine through a 
line of light overhead shafting and gut lines. The variation 
in speed which occurred with the old steam plant was too 
great to permit of a satisfactory drive being obtained from 
that source, and although an electric drive would be no doubt 
much steadier, it would not equal the present method. 
_ In the weighing room also the coins are overlooked, and, 
in the case of gold and certain denominations of silver, 
separately rung on an iron block to ensure that no 
“dumb ” pieces are issued to the public. 

8. Telling or Counting.—Al\\ silver and bronze coins are 
counted ia specially constructed “telling” machines. In 
the case of gold the “telling” is performed in a different 
manner, and at an earlier stage. At the present time two 
machines are in use, whilst a third is in course of 
construction. 

The coins are charged in from an elevated platform, each 
bag being emptied on to an open table, which is sloped off 
at one end to allow the pieces to slide by gravity into a slot 
in which they are carried against the edge of a jockey 


wheel of irregular circumference. The uneven motion of 


this wheel canses the pieces to pass in single file into a final 
straight section of the guiding slot. In the middle of this 
section the coins are lightly gripped between the rims of 
two small rubber-tired flat pulleys, suitably driven by gat 
lines. In this way a regular succession of pieces is thrust 
forward to a steel disk, the edge of which is cut into semi- 
circular notches into which the coins fit. This di-k is 
connected to mechanism, which automatically stops delivery 
after it has made a certain number of revolutions. 

In the case of half-crowns, which are made up into bags 
containing 800 ріғсев, the disk used would contain 16 
notches, and would be set to rotate 50 times in order to fill 
one bag. 

‚ The larger machine will count three-quarters of a million 
pieces а day in certain denominations, whilst the smaller 
one will count half a million. 

They are both electrically driven, by motors of 3 н.р. and 
2 H.P. respectively. 

The Mint possesses, in addition to the departments already 
described, a die and medal department, a smiths’ shop, and a 
well-equipped machine shop, and in these all driving is done 
electrically. 

A complete system of electric clocks has been installed by 
the Magneta Co., and the various offices are in telephonic 
communication with one another, and with the National 
Telephone and G. P. O. systems. 

In conclusion, we desire to express our indebtedness to 
the Deputy Master of the Mint for permission to describe 
the installation, and to Mr. J. T. Becklake, of the Operative 
Department, for assistance given in connection with the 
preparation of this article. 


necessary and desirable. 


REVIEWS. 
Technical Thermodynamics. Vol. I. By Dr. Gustav 
ZEUNER. Two Vols. London: Archibald Constable 
and Co. 1907. Price 36s. 


This, the first English edition from the fifth revised 
edition of the author's work, Grundzüge der Mechanischen 
Wärme Theorie,” has been translated admirably by Dr. 
Klein, of the Lehigh University. Dr. Zeuner's work has 
been the standard authority on the subject for forty years in 
Germany, and has been amended, extended, revised, and 
widened in its scope as from time to time has been found 
Zeuner has never been distin- 
guished as a mere theorist, but has always, as his translator 
remarks, possessed the engineer’s instinct for checking things 
by experiment, and for properly appreciating the limits 
imposed by practical conditions. Of course, it is the 
practical—the material—environment of the working fluid 
in every heat engine, which renders it futile to apply to the 
heat engiue rules derived from the fundamental principles 
which govern the ideal heat engine. Still, with all the 
limitations of practice, the engineer who has mathematics 
sufficient to read Zeuner, and practical knowledge sufficient 
to appreciate just how far to carry pure theory into practical 
cases, will not be badly armed for the study of the heat 
engine, and generally, and perhaps more particularly of the 
physics, of gas engineering, which every day play a 
more important part in the science of motive power 
engineering. 

In the first volume the fandamental laws of thermody- 
namics and the theory of gases are chiefly dealt with. The 


introduction ів а general résumé of the atomic theory, the 


theory of etheric vibration and the unity or co-relation of 
the physical manifestations, light and heat, followed by an 
historical account of the theoretical reasoning of Mayer and 
the experiments of Joule in ascertaining the mechanical 
equivalent of heat. It seems strange to-day that though it 
was known that heat was generated by work, the truth was 
probably obscured by the fact that the effects observed were 
obtained by frictional means, t.e., by direct rubbing of solids. 
To Joule is due the knowledge that a given amount of 
work always represents a definite quantity of heat. Hirn 
again measured the total heat in the steam entering 
an engine, and the amount of heat which entered the con- 
denser, and he found that the latter was the less of the 
two; from this comparatively crude method he found 
J = 752-76, which did not very materially differ from the 
value as determined by Joule. Hirn also found by means 
of a falling weight, and the compression of lead, that 
J = 774°68, a very near approach to Joule's own value. 

The author of this book adheres to the mean value given 
by Joule, viz., 772:83 ft. lb., or 424 m. kg. 

This was the figure adopted by Clausius, so that there is 
much to be said for it, though it is now generally admitted 
to be a trifle small, Rowland’s value of 775 being much 


used to-day. 
In the first section following the introduction, the funda- 


mental equations of thermodynamics are dealt with under 


the headings of the inner work of a body, the external work, 
reversible cycles, Carnot’s cycle and so on. 

In the second section, on gases, the author refers to the 
fact that the so-called permanent gases have been liquefied, 
and, therefore, it now seems to be time to treat all gases as 
“vapours,” and to acknowledge no longer the term perma- 
nent as applied to any gas whatever. The conclusion, he 
gays, reasoning from the life history of superheated steam in 
its ascent from ice into a condition in which it behaves like 
a permanent gas, is that gases are nothing bat vapours which 
are highly superheated, for to the physicist there is no 
Jimitation of the meaning of heat short of its absolute 
disappearance at or near — 274°C. Practically we may 
conceive conditions in which complete agreement with 
Boyle’s law is obtained, and a gas is ideally perfect, as 
distinguished from a vapour still in the presence of its liquid 
of origin even at the same temperature. 

On the question of dissociation the author regrets the 
lack of experimental data, but throws out the suggestion 
that dissociation is partial and progressive with temperature 
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e. . * : | ә е ө ting 
ust as а vapour may exist in the presence of its origina 

liquid, and ^ the amount of vapour increases with additional 
heat and the liquid diminishes, so with additional heat will 


the ratio of dissociated gas in a mass of highly heated gas 


increase as the temperature rises. This dissociation may, 
perhaps, be said to resemble a further and higher condition 
of evaporation, the process of dissociation rendering latent 
a further amount of heat. That dissociation does occur at 


high temperatures is certain, but practically nothing is 


known as to the time it commences, the rate at which it 
proceeds as temperature rises, or the bearing which it has 
upon the so-called variability of specific heat. 

Indeed, specific heat variation has been denied, but the 


. denial can hardly be considered tenable. True, water-gas 


may split up and show no visible difference, but carbon 
dioxide, which has been shown to have a variable specific 
heat, would surely manifest plainly any dissociation into 
О and О, for the carbon would be obvious. The 
author, taking all things into purview, does, however, 
consider it justifiable in thermodynamics to distinguish 
between gases and vapours, especially as the equations of the 
mechanical theory of heat are simpler for gases than for 
vapours, which saying rather savours of an excuse that has 
already been declared unnecessary. | 

Moat bodies resemble water in that they pass successively 
through theconditions of solid, liquid, vapour, gas; but there 
are bodies which omit a stage, passing from solid to vapour 
without liquefaotion or fusion, and others again experience 
immediate dissociation without passing through a preliminary 
evaporation. E 

Again, there are vapours that can never be considered to 
be true gases until they have dissociated, when, of course, 
the substance before us is not the original substance at all. 


The true gas has the equation of condition denoted by 
pv = constant at constant temperature. This is the law of 


Boyle or Mariotte, while Guy-Lussac’s law states that the 
increment of volume of a gas is proportional to the incre- 
ment of temperature when expansion is at constant pressure. 
. For certain gases Regnault proved by experiment that 
certain constants A, and 4, are almost identical. In an 
absolutely perfect gas, these two constants for computations 
at constant volume and at constant pressure would be 
equal. All gases except hydrogen have a, less than А,. 
Hydrogen, curiously, has the reverse, and this would almost 
seem to indicate that hydrogen was more than perfect as a 
gas, but we know this cannot be true, or else hydrogen 
would not liquefy under any conditions, 

Though there are doubts expressed as to the absolute zero 
being — 273° C. or — 274°, the author adheres to 
Regnault’s figure, which was the former, or — 459°4 in 
Fahrenheit degrees, as was done by Clausius. 

The author next proceeds to discuss the laws of gas 
mixtures, of specific heat, of entropy, and of the isothermal 
and isodynamic curves for gases, the latter being the curve 
representing the change of the pressure p with the volume », 
when the inner work U is kept constant during change of 
state, the heat added or withdrawn being transformed into 
or generated by such work respectively. For gases the two 
curves are identical, but they differ with vapours. 


The adiabatic curve snd the variability of specific heat of 


gas are next considered. This is a particularly important 
section, for until more is known of this question the 
investigation of gas-engine problems must always remain 
unsatisfactory. | 

For water vapour the formula given for specific heat is 
Cp = 0'4318 + 0˙000318 £ and с, = 0°3211 + 0:000318 4. 
It is satisfactory that the author considers that when one is 
investigating internal combustion engines the idea of con- 
stancy of specific heat must now be definitely abandoned, 
especially since water gas and CO, are such wide variants 
from the ыш accepted constancy. For all practical air 
engines, however, a constan 237 
Bue те . t value of 0:237 may be 

In the applications of the theory, reversible changes of 
state are considered; next, non-reversible changes, flow and 
efflux he cae. theory of air engines, followed by a section 
on cl hot-air engines, regenerators, &c., open hot-air 
engines, cold-air engines, closed and open ; internal combus- 


tion engines, and finally the Otto engine and the Diesel 
engine. 


[Vol. 63. No. 1,598, JULY 10, 1908, 


i lusions on the 
The first volume closes with general conc E 
с-а value of fuels, external combustion engines and 
internal combustion engines. 


NOTES. 


(Concluded from page 58.) 


Swiss Federal Fuel-Testing Laboratory at Zurich. 
— The Engineer describes a fuel-testing laboratory at Zurich which 
has been inaugurated as a direct result of the acquisition of the 
main lines of railway by the State. The executive deemed it 
necessary to institute a system of fuel testing, and this is the more 
important because there is по coal mined in Switzerland, and the 
whole of the fuel must be imported. The decision was arrived at 
that all fuel must be purchased on the basis of its calorific capacity; 
other properties being also suitable. The Federal Governmen 
furnished the laboratory, and working costs were intended to be 
covered as far as possible by fees. At the same time, tests were to 
be carried out somewhat below actual cost во as to induce the public 
to send in samples—an excellent parallel for the old woman and 
the eggs. About £1,100 were spent in altering an existing Baria ne 
to suit the purpose of the laboratory, and about £900 were expende 
on apparatus and chemicals. All kinds of fuel are examined that 
may be sent in by railways, factories or private persons. The 
examination is chemical by analysis, physical by calorimetry, and 
mechanical by estimation of wearing and cohesive qualities. | 

The laboratory contains a Millot coarse crashing machine, а 
Peugeot mill and a smooth steel-grinders Millot mill. The 
cohesion machine is a sheet-iron cylinder 1 m. long and 92 cm. 
diameter. In it are three wings or ribs for lifting the fuel and 
dropping it. The various machines are electrically-driven. The 
drying room contains a frame carrying plates of 95 cm. by 63 cm. 
with upturned edges; on these plates samples are dried on 
arrival. Two small tabloid presses compress ground samples ready 
for the calorimeter. The tabloids weigh about 1 gramme. There 
are four calorimeters in a double-walled room. They consist of а 
platinum-lined bomb in a case of nickeled brass, with a stirrer, 
encased in turn in a vessel of copper, double walled. The thermo- 
meter is graduated to 41;^ C., illuminated by a small lamp and read 
through a travelling lens. The room is generally illuminated by 
50-c.P. tantalum lamps. A gas heater maintains the room at а 
constant temperature during the cold seasons, and a cooling 
apparatus is to be installed for the same end in the warmer seasons. 
Bpecial attention ie given to the regulation of the gas pressure at 
the meter, thus enabling flames to be maintained steady, whereby 
constant temperatures may be maintained at any crucible on any 
floor. Benches, gas, wàter and all subeidiary necessary appliances 
and apparatus are supplied. 

Commercial oxygen is purified in a Berthelot incandescent 
copper oxide tube. Samples which arrive in air-tight cases are at 
once weighed and dried on the tared drying-room plates until 
their weight is constant. This determines rough moisture. 
Samples arriving in boxes, sacke, &c., are at once ground to pea size 
in the Millot mill, and then thoroughly dried for 48 hours. They 
are then ground to the fineness of sand in the Peugeot mill and to 
dust in the Millot roller mill in three or more passes, and being 
spread on a table are quartered down to 100 grammes. The 
remainder is sealed up and kept three months in case of need. Six 
1-gm. tabloids are made from the finely-ground sample and sent to 
the calorimeter. Of the remainder, two 1-gm. samples are heated 
in a toluol drying oven to 103^ C. for two hours, Ash is determined 
by heating 1 gm. in a platinum crucible for 1} hours at 850° C. 
Volatile matter is determined by heating to 850° С. in а covered 
crucible until the little flame which issues at the small hole in the 
cover is extinguished. Calorific capacity is determined by the 
Berthelot method in a bomb filled with oxygen to 25 atmospheres. 
If the resulta of two determinations differ by more than 20 cals. 
a third or a fourth test is made. The combustible matter 18 
determined for carbon, hydrogen, oxygen, nitrogen «nd sulphur. 
Specific gravity is measured. For liquid or gaseous fuel a Junker 
instrument is used for the calorimeter. 

Briquettes are tested for cohesion in lots of 50 kg. in $-kg.. 
lumps in the cohesion drum, which is rotated 50 turns in two 
minutes. The material is then put on the gridiron, and the weight 
taken after shaking. This remainder should not be less than 55 
percent. The grid contains 20 bars 4 mm. thick, end 40 mm. 
apart. In the first year over 3,300 samples were examined, and 
progress is being made in the classification and general valuation 
of the many fuels which enter the country. 


Electric Mail Service.—According to the Vienna 
correspondent of the Daily Mail, a project for the construction of & 
system of electric underground railways for the conveyance of 
letters and small parcels, to connect the 64 largest post offices, the 
central parcel office, and the principal railway termini of Vienna, 
is under consideration. The railway will have a total length of 
47 miles. The tunnels will only be sufficiently large to accommo- 
date the mail trucks, which are about 5 ft. high. 


Tramway Sports.—On Wednesday afternoon, at the 
Brighton Railway Athletic Club Ground at Croydon, the annual 


пага of the Croydon Corporation Tramways Athletic Club took 
place. ; 


c ð dd d — " 
THE ELECTRICAL . REVIEW. 65 


vol. 63. No. 1,598, Jur. 10, 1908.] 


_ A Lunatie as Lamp Sajesman.—In March and April, 
1908, advertisements appeared in various German technical papers 
wherein an engineer named Emil W—— announced :— | 

. *W—-—- incandescent lamps save 50 per cent., burn 1,200 hours, 
and in any position, are not affected by current variations up to 10 
volts. Wholesale price 28. each for 110 or 230 volts, and 10 to 
32 c.P., £7 10. for 100 lamps, carriage and packing included, lamps 
broken on the way taken back, &c.“ a — 

Several customers who were not pleased with the so highly 
recommended lampe received the answer :—“ Although I distinctly 
advertise W——— lamps save 50 per cent. several of my customers 
understand this to mean saving in current, while current saving has 
never been mentioned. I speak only of saving in lamps.“ 

The following communication, sent in by a subscriber of the Electro- 
technische Nachrichten, in Leipzig, in which this article appeared, 
June 20th, may be of interest :— We received a number of these 
lamps and tested them. They are ordinary incandescent lamps 
with the normal current consumption, worth about $d. or 4d. each. 
We referred the matter to the Attorney-General; and received from 
him the following information :—' Have stopped proceedings nt 
W--— as he has been declared to be insane and not responsible for 
his actions. Have suggested that precautionary measures be taken 
against the accused to protect the public from his dangerous doings. 

Until now he has avoided confinement in an asylum.’ " | 
' Cheating people with incandescent lamps seems to be quite a new 
and modern kind of madness, but we cannot help saying there is 
method in it. | hoe Y n, 

Admiralty Electricians.—It is announced at Devon- 
port that applications for entry in electricians’ Tating will be 
received by the Admiralty from able-bodied young men, of very 
good character, who are thoroughly efficient fitters and turners or 
instrument makers, with at least five years’ practical experience. 
The age for entry is 21 to 28; minimum height, 5 ft. 4 in.; chest 
measurement, 21 and under 22, 344 in.; 22 and under 23, 35 in.; 
over 23, 354 in. The educational examination comprises sixth 
standard vulgar and decimal fractions, simple interest, dictation and 
reading. There is also а practical examination in fitting and turn- 
ing or instrument making. The rates of pay, besides provisions, 
are as follows: On entry as electrician, fourth class, 388. 6d. a 
week ;. advancing to electrician, third class, after three years’ 
approved service, 40s, 3d.; advancing to electrician, second class, 
after seven years’ approved service, 42s, ; advancing to electrician, 
first-class, after 12 years’ approved service, 468. 6d.; chief elec- 
trician, second class, 49& ; advancing to chief electrician, first clase, 
aller zix years service in the preceding rating, 528. 6d. Elec- 
tricians,on completion of eight years’ approved service, of which 
бте must be at sea, are eligible, after examination, for advance- 

went, as vacancies occur, to the rating of chief electrician. | 


À New Use for Electricity.— Electrical engineers in 
large supply stations ‘are, or should be, perpetually on the look- 
out for every new device capable of quick sale which may be 
useful as an adjunct.towards developing the consumption of elec- 
tricity,  "Central-station engineers in America have already realised 
the importance to them of the rapidly growing use of motor-cars, 
both for passenger and heavy goods transport, as is seen by the fact 
that the Edison companies have in some instances established a 
complete series of charging stations for electric automobiles 
throughout their area. In this country, at any rate, it is found, 
however, that the petrol car is more generally used, and the elec- 

cal engineer has therefore to be satisfied for the present with the 
smaller possibilities afforded by the charging of ignition batteries 
and similar purposes. It is obviously to his advantage to necessi- 
tate the charging of such cells at more frequent intervals than at 
present, and therefore any device which extends the use of euch 
batteries to a new field is of interest to him. In this connection 
the invention of Mr. F. J. Gornall, of Pilling, near Garstang, who 
18 ад expert in motor-car manufacture and maintenance, is of con- 
tiderable interest, inasmuch as this invention constitutes a 
ге араша instrument for the purpose of repairing cycle ог motor- 

т tires, | 

When & motor tire cover or air tube is cut or burst, the only 
satisfactory means of effecting anything like a lasting repair, 
consists of filling up the resulting bole with raw rubber compound, 
and subjecting the part to regular and uniform heating at about 
280° F. for about 4 hour, or until the rubber compound receives the 
tongh elastic qualities characteristic of the remaining parts of 
the tire. This process of curing the raw rubber is termed 
; ашшы and is a function which a repair vulcaniser has to 

QUAL, 

4 vuleaniser for this purpose has essentially a metal surface, 
capable of maintaining the requisite temperature with suitable ar- 
raugements for clamping it in contact with the parts of the tire to 
be vulcanised. Machines for this purpose have been heated by gas 
flame, oil and spirit lamps, and occasionally by electricity. The main 
faults of hitherto existing machines have been the slowness with 
Which the necessary heat has been obtained and the difficulty of 
regulating the heat, this latter point necessitating the use of a 
thermometer, or where steam was the heating medium, a steam 
gauge to record the pressure of steam used. With this invention the 
Decessary heat is obtained in about three minutes, the result being 
made possible by the fact that the heat is not spread over a larger 
area than is absolutely necessary, being conserved strictly to the 
surface need for vulennising. This economy of heat also renders 
it possible to generate the required temperature from current 
obtainable from the ordinary 4-volt ignition accumulator usually 
installed on motor-cars. The amount of electricity consumed from 
such an accumulator is about 4 ampere-hour for each square inch of 
Surface repaired; hence an ordinary ignition accumulator will 


repair with one charge 60 sq. in. of surface, or 30 repairs of 2. in. 


each, costing about 4d. per repair. ; -— 
The main difficulty met with in conducting the preliminary 
experiments was the regulation of the temperature. Owing to the 


fact that the material of the rubber tire is a non-conductor of heat, 
the intensity of the enclosed heat constantly increased when the 
machine was clamped to the tire. This difficulty is now overcome 
by using a certain quantity of iron wire which, as the result of 
increased temperature, acquires an increased electrical resistance. 
Hence at any given voltage the increase of resistance automatic- 
ally limits the temperature rise. The chief points apparent in 
previous electric vulcanisers, due to waste of current by heating the 
whole of a large metallic machine and subsequent dissipation of 
heat and the great difficulty of obtaining a regular temperaturo, 
have been overcome by means of this new electric vulcaniser, and 
it should form a very satisfactory adjunct to the equipment of a 
motor-car, which in the long run benefits the supply of electricity 
fo accumulator-charging stations. | 

The Rateau Patent System of Exhaust Utilisation. 
— Considerable progress is being made in the development in this 
country of the Rateau patent system of exhaust utilisation, and 
included amongst recent orders are those for a 500-Kw. plant for the 
Barnsley Collieries of the Barrow Haematite Steel Co.; for a 
500-kWw. low-pressure turbine for the Coltness Iron Co., to use 
exhaust steam from Parsons high-pressure turbo exhausters; and 
for а 300-&w. exhaust steam turbine for Messrs. Stewarts & Lloyds, 
Coombs Wood Tube Works, Halesowen. Messers. Burnyeat, Brown 
and Co. are also arranging for a Rateau patent heat accumulator 
for equalising the flow of steam from their winding engines, whilst 
the British Thomson-Houston Co. are going to install two 
accumulators for the Fife Coal Co., and one at the Earl 
Fitzwilliam’s collieries, and a “repeat” order has been received 
from the Penrikyber Navigation Colliery Co. for one 1, 250-K w. 
mixed pressure turbine recovering power from winding engines. 

In addition to the foregoing, Messrs. Bolckow, Vaugban & Co. 
are adopting the Rateau " system for an important installation 
at their Cleveland steelworks, Middlesbrough. In this instance, 
the exhaust steam from the steelworks is to be used in mixed pres- 
sure turbines, that ів to say, turbines which operate normally. on 
exhaust steam which has passed through Rateau patent heat accumu- 
lators, but which—in case of necessity—operate as live steam 
turbines on steam coming direct from the boilers admitted auio- 
matically for the high-pressure section of the turbine, are employed 
for driving Rateau patent turbo- blowers and turbo-alternators used 
for supplying blast to the furnaces at the Cleveland ironworks and 
electric power for the ironworks and steelworks. The order 
recently placed consists of two turbo-blowers, capable of generating 
а maximum output of 1,100 R. r., and of blowing 25,000 cb. ft. of 
free air per minute to a pressure varying at will from 6 to 10 lb. 
рег sq. in. The compressors will be controlled by а specially- 

esigned gear so that at all times the turbine speed is regulated 
by the pressure of the air in the delivery main, which is effected 
by one of Prof. Rateau's patents, under which, by а simple device, 
the air pressure in the delivery pipe is multiplied, so that it may 
more readily control the piston gear which actuates the steam 
admission valve. In addition to being under the control of the 
air pressure, the machínes are, of course, fitted with a centrifugal 
governor, and in connection with this plant there will also be a 
large " Rateau" heat accumulator, capable of handling, at the 
outset, about 100,000 Ib. of exhaust steam per hour, but provision 
will be made for further considerable extensions. 

Af their Auckland Park Colliery, County Durham, Mesers. 
Bolckow, Vaughan & Co. have recently arranged for a duplicate of 
the Rateau exhaust steam recovery installation laid down last 
year. The new turbine, instead of being of the low-pressure 
type (which, when the winding engines are not running, uses live- 
pressure steam reduced to atmospheric pressure in a reducing valve), 
is of the mixed-pressure type described above. The set is of 500- 
Kw. capacity and includesa three-phase Siemens alternator, provid- 
ing current at 2,400 volts and a periodicity of 60. Another example 
of the Rateau system being adopted for colliery use will be an 
installation, comprising a 750-Kw. mixed-pressure turbine, lately 
contracted for by the Hulton Colliery Co. 


Electrolytic Refining of Iron.—The possibility of 
electrolytically refining iron bas not received the attention it 
deserves. Other metals are now being treated electrolytically on а 
fairly large scale, both in this country and abroad, and it is not 
likely that the commonest of all metals will be left out of the 
region of experiment. The work already done is very meagre, and 
has been chiefly in the hands of Burgess in America and Cowper- 
Coles in England. The latter metallurgist has gained many notable 
achievements in this field and still has experiments in hand. Now 
that some amount of success has been gained, new workers will 
certainly turn their attention in this direction, especially as there 
is a great demand for metals in a high state of purity. The latest 
contribution to this branch of electrochemistry comes from 
E. F. Kern, who has recently communicated the results of his 
experiments to the American Electrochemical Society. These 
experiments are divided into four groups, depending on the 
electrolytes used :—(a) Solution of ferrous sulphate ; (5) solution of 
ferrous sulphate and sodium sulphate; (c) solution of ferrous 
chloride and sodium chloride; (d) solution of ferrous fluosilicate, 
Neutral ferrous fluosilicate electrolytes are not suitable for the 
electrolytic refining of iron, as they decompose slowly, with the 
separation of silica, which settles to the bottom of the cell and also 
collects in the anodes and cathodes. The deposit is brittle due to 
silica. Good deposits of iron were obtained from neutral solutions 
of ferrous sulphate containing 3 per cent. of sodium as sulphate or 
4 per cent. as chloride. The voltage required is between 1'1 and 
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с inks considerably as the temperature rises. The 
bins neutral chloride ной, however, were the oe 
The grain was finer and the metal more flexible. The pu 8 
quite malleable at a red heat, and can be easily hammered. dou 18 
When ammonium salts are added the deposits become more brittle, 
but more resistant to corrosion. These results are distinctly 
encouraging, and it is of interest to note that Burgess has been 
using the chloride method for several years in his laboratory for 
the continuous deposit of iron. 


Firemen Poisoned by Sulphuric Acid Fumes.— 
While Mr. A. P. Strohmenger, analytical chemist, was experiment- 
ing with electric accumulators, the contents of a tank of nitric and 


. sulphuric acid overflowed on to the floor, and the firemen were 


called. No fire occurred, but some hours afterwards eight officers 
and men were taken ill, and the condition of some of them was 
gerious for a time. 


Is “Chow” Chinese for Juice ? "—The following 


conversation in & Shanghai tramcar illustrates the Chinese view 
of electric traction :— и К 

Passenger: You savvey how fashion this tram walkee 0. 

Native Conductor: “ О yes, Master, my savvey how fashion, top- 
side have got one piece long bamboo ; bamboo catchee chow, suppose 
no catchee chow, tram no can walkee.” | 

We are informed by the correspondent who sends us this that 
“chow” stands for food,“ and that the uneducated Chinaman 
seems to have the idea that anything in the shape of a pole must 
necessarily be bamboo. The analogy with “feeder” is clear. 
Perhaps some of our readers have not seen the comment of ап 
Oriental оп an electric сат: —“ No pushoe, no pullee; go like hellee!” 


The Manchester Exhibition.—In beautiful weather, 
and under exceedingly favourable conditions, the Exhibition 
building was on Tuesday opened to a large company of Press repre- 
sentatives and others, for a private view. The company met at 
the invitation of the Executive Committee, and had lunch with 
the latter. 

The main building, which has a floor space of 100,000 sq. ft.— 
being 560 ft. long x 186 ft. wide—stands back from the Wilmslow 
Road about 150 yards, and has an imposing appearance from the 
main thoroughfare. It is easily accessible from the centre of the 
city by railortramcar. Situated close to the old-fashioned red-brick 
building known as Platt Hall, the ancestral home of the Platts and 
Carill-Worsleys, of Rusholme, and flanked by large and well-grown 
oaks and chestnuts, it has an inviting exterior, is pleasing in archi- 
tectural design, and when lit up, as it is intended to be, nightly 
during the Exhibition, with myriads of coloured electric lamps, it 
will present a dazzling appearance. Though it is unfinished, the 
visitors could not fail to admire it as it stands, and congratulations 
were showered on the architects, Messrs. Davenport Bros., of 
Birmingaam, on the success of their work. 

Daring the visit and at the luncheon, the visitors were furnished 
with some details of the structure and the purpose it is intended to 
serve. 

The building will be well filled with machinery of every descrip- 
tion ; yet there will be room for 10,000 visitors at one time to 
inspect the exhibits with comfort. The main avenues are 10 ft. 
wide, the whole length of the interior. Twelve large emergency 
exits, which will enable the vast building to be cleared of its 
occupants in two or three minutes, safeguarding visitors against 
any kind of panic, and the building and its contents are to be amply 
insured. 

Large dining rooms, tea-rooms, and a luxurious “ lounge,” where 
a thousand guests can be accommodated at once, will provide 


creature comforts, and all catering will be under the control of Mr. 
Deschamps, of the Palace Restaurant. 


An Electrical Storm.—A violent atmospheric electrical 
disturbance took place last Friday and Saturday over a large area, 
being especially active in the London district. Friday was the 
hottest day of the year, so far as it has gone, but the sturm brought 
down the temperature to less than normal. A house near Lowes- 
toft was partially destroyed by lightning, the shock temporarily 
stunning many of the inmates. A Convalescent Home, on the 
highest point of Hampstead Heath, was set on fire, and a factory 
near Dartford was destroyed by fire following a lightning dis- 
charge. Many other buildings were more or less damaged 
generally by fire. The tramway service between Dartford and 
Bexley Heath was stopped for several hours on Saturday. One 
death from lightning shock was recorded, and several persons 


received shocks. The frequency with which chi 
is worthy of dolo y chimneys were struck 


aa eR Vacant.— Electrical tester for Gibraltar 


М! а Coincidence.—We understand that the tenants 
who are in possession of part of the buildi 
Institution of Electrical Еп F 2 


ineers are th i 2 
Homes for Waifs and Strays, e Society for Providing 


. Had the latt | . ; 
and the LE.E. the tenaute, th atter been the proprietors 


apt. c situation would have been moat 


Electric Lighting Shares.—In the C 


Court on Tuesday, before his Ho : 
асыу фей by nour Judge Rentoul, K.C., an 


Mr. Arthur C. Brown 

Lewisham, against Messrs. A. Everest & 8055 ся г 

Street House, E. C., to recover the sum of £41 118. За the value of 

five fully-paid ordinary shares in the St. James' and Pall Mall 

1 Light Co., Ltd. Mr. Cartwright appeared for the plaintiff 
r. Brown said he bought the shares and paid the defendants for 


ity of London 
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m; but he could get neither his shares nor his money back. 
The defendants did or appear. Judge Rentoul, K.C., gaid he could 
not understand why the defendants id not deliver the shares. It 
seemed a stupid thing to de. Plaintiff: They gend out circulars. 
Judge Rentoul said he must find for the plaintiff, with costs. 


Institution and Lecture Notes.—The fortieth anni- 
versary of Cornell University occurred on June 18th, and was 
celebrated by a very large gathering of Alumni; 99 students com- 
pleted the course in electrical engineering, a number somewhat 
smaller than that of last year, when 107 completed the course. 
The curriculum in electrical engineering for next year has been 
modified, во that more time and attention will be devoted to the 
theory of tbe characteristic performance of electrical circuite and 
machines. | 


SocrigTY or ÉNGINEERS.—4À notice has been issued to members 
announcing the completion of negotiations with the Civil and 
Mechanical Engineers’ Society, with а view to the amalgamation of 
the two bodies. The question has often been raised in the past, 
and eince Mr. A. В. E. Ackermann became secretary of both bodies 
it has naturally been revived with success. It is hoped that the . 
union will result in greater strength and usefulness in the future, 
and it is interesting to note that the Council proposes to adopt a 
“ forward” policy whereby the interests of the individual members 
will be more effectively served than in the past. 


Royan Восінту оғ Автв.—Оп Thursday last week the annual 
conversazione of the Society was held at the Natural History 
Museum. The guests were received by the chairman, Bir Stewart C. 
Bayley, and other members of the Council. A selection of music 
was performed by the string band of the Royal Artillery in the 
Central Hall, and в concert was given by a company of performers, 
under the direction of Mr. Harry Tipper, in the Reptilia Gallery ; 
there was also an Auxeto-Gramophone Concert in the Bird Gallery, 
provided by the Gramophone Co., which aroused much interest and 
appreciation. A large number of guests were, present, and enjoyed 
to the full the arrangements made for their entertainment. 


Power Losses in High-Speed Belts. — Belting 
usually appears fairly efficient as seen running on pulleys of fair 
diameters, and at a velocity not too high, but no one can watch а 
belt running on the small pulley of a high-speed fan without 
realising that there must be a good deal of slip. In the American 
Machinist, particulars are given by Mr. A. 8. Dickinson of the 
driving of а 10-in. pump pulley by a belt from s 15-in. motor 
pulley. The calculated pump speed was 1,275 B. P. x., but actually 
only 1,150 в.р.м. could be indicated. The belt was 8 in. wide, of 
double leather ү, in. thick, and dres:ed to pliability fora week 
before the test, and it was slack enough to run with the top almost 
touching the lower side of the belt. The belt was nearly 
horizontal, so that it was in a position for maximum effect. 
The loss of power is obviously nearly 10 per cent. For 
loss due to rigidity of belt, an old formula for new double belts is 


2 ‘ 
quoted, which gives percentage lost = 00 x =, where C 
is the belt thickness in inches, and d and p the diameters of the 
pulleys. This works out at 6'5 per cent., and the total loss 18, 
therefore, about 16 per cent. Actual tests showed the loss to be 19:5 
per cent., so that the formulæ are apparently not very far wrong. 
Bat neglected belts give much higher losses, and the loss in high- 
speed wood planers has been found аз high as 60 per cent. The 
engines had been thought too small for their work, but attention to 
the belts showed that the engine was even excessive in power, 80 
much smaller was the loss at the belts. Obviously the lesson to be 
learned is that belts must be kept pliable, and that they should 
not be run on pulleys of too small a diameter, the small pulley 
being not leas than 50 belt thicknesses. Forty feet per second is the 
velocity given as a limit for the foregoing formule. This velocity 
is by no means the velocity of maximum capacity, bat probably 18 
high enough for small pulleys on which there is but little grip. 
Small pulleys are particularly unsuitable for thick belts, for the 
resistance to bending of the belt helps centrifugal force to keep 
apart the belt and the pulley. If a thick belt is called for because 
of strength, it should be in the form of two thin belts one over 


the other. Thus superposed, the strength of a thick belt without 
its faults is secured. | | 


А New Form of High Resistance.—In the Physical 
Review Mr. G. W. Stewart describes a very convenient and satis- 
factory form of high resistance, in which a transparent lacquer 
called Zapon" is employed. The lacquer consists of soluble 
cotton dissolved in certain mixed solvente, the chief ingredient of 
which is amyl acetate. When dry, there is left a film of pyroxyline, 
which is elastic, is not subject to ordinary changes in temperature, 
does not evaporate, does not crack, and is a good insulator. When 
lampblack is mixed with this lacquer and spread with a brush проп 
an insulator, a permanent and yet high resistance 16 obtained. 
The conductivity of the film can be easily regulated by the amount 
of lampblack used and the thickness to which the lacquer is spre 
with the brush. By trial, the author secured a variation in resist- 
ance from 3,000 to 3,000,000 ohms with a tilm approximately 3 mm. 
long and 2 mm. wide. In some experiments, resistances as high 88 
40,000 megohms are desired; with a film similar to the one just 
mentioned, it would be possible to secure this enormous resistance 
by a strip 02 mm. wide and 4 metres long. In securing per. 
manency care must be taken to eliminate changes in the contact 
between the terminals and the film ; this is done by making the 
terminals a part of the base itself. In some of the experiments. 
this condition was secured by making the terminals of copper plugs 
screwed into the rubber plate. Longden solved this difficulty by 
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Tramway Officials.—Mn. J. R. GRovEs, on leaving 
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making the terminals of deposited silver films. Two resistances 
made in January were found to have varied but 3 per cent. five 
months later. Films of less conductivity do not age so quickly. 
The variation is at first quite large, but grows smaller rapidly. 
Doubtless a process of ageing by baking would bring such films to a 
practically steady value at once. Of course a resistance which is 
composed of carbon particles held in position by a hardened film 
could in no case be as constant as a metallic resistance. With 
occasional calibration it would remain sufficiently constant for 


fairly accurate work. | 
The author found the variation to be less than one-half of 1 per 
cent. with a variation of voltage of 1,000 percent. A number of 


observations were made through small ranges of temperature, and 
the results show a variation of from 0'1 to 0:15 per cent. per degree 
Centigrade. This figure will depend somewhat upon the base 
employed for the film, and consequently must be determined for 
each arrangement. Resistances of a few megohms might easily be 
enclosed in sealed tubes in order to obviate any variations due to 
moisture, as the resistances increase somewhat with increase in 


humidity. | | 
Annual Outings.— The works of Messrs. H. W. Cox 
and Co, Ltd., will be closed to-morrow, Saturday, it being the 


occasion of the annual outing and dinner of the staff and employés, 
who will spend the day at Littlehampton. 
The annual outing of the St. Marylebone Electricity Department 


took place at Margate on July 4th, and the event was very success- 
fal and enjoyable. A company of 69 sat down to dinner at the 
Terrace Hotel. The chair was taken by Mr. F. A. Wilkinson, 
resident engineer, supported by Mr. C. H. Smyth, mains superin- 


tendent, Mr. E. J. Jennings, secretary and accountant, and Mr. 
T. К. Richardson, station superintendent. Mr. Wilkinson proposed 
the bealth of the chief officers and success to the undertaking. 
The occasion was taken of presenting a case of pipes, subscribed 
for by the members of the department sick club, to Mr. Jenninge, 
their hon. treasurer, on the occasion of his recent marriage. 

The second annual staff outing of the Bermondsey Electricity 
and Destractor Works took place on Saturday last, June 27th, to 
Hastings. Dinner was held at the Waverley Commercial Hotel, 
with Mr. W. E. J. Heenan, borough electrical engineer, in the 
chair, The toast, Mr. and Mrs. Heenan,” given by Mr. A. E. 
Young, chief clerk, was received with musical honours, and Mr. 
Heenan, in responding, remarked on the success of the under- 
taking, the balance-sheet for the year just completed showing a 
net profit of £1,500. The weather being favourable, a most 


enjoyable day was spent. 


OUR PERSONAL COLUMN. 


The Editors invite elecirical engineers 
technical or the commercial side of the profession and industry, 

oficials, to keep readers of the 
their movements. 


Central Station Officials. — The Croydon T.C. has 
increased the salary of Mr. E. A. FELLA, mains superintendent, 
from £190 to £230 per annum, by yearly increments of £10. 

The Barnsley Т.О. has granted the following increases of salary 
to officials at the electricity works:—Mn. Ніввевт, assistant 
engineer, from £104 to £130 per annum; MR. MatrHews, assistant 
engineer, from £91 to £104; Мв. Cann, assistant engineer, from 
£91 to £104; aud Mr. PICKERING, book-keeper, from £104 to £120. 

The Warrington Electricity and Tramways Committee has 
resolved to appoint Мв. Н. B. Jackson, chief assistant engineer, at 
а salary of £150 per annum, in succession to Мв. PunsR, resigned. 
After consideration of the suggested re-arrangement of the duties 
of the engineer and tramways manager, the Committee has decided 
that the charge of car-sheds, upkeep of cars and the engineering 
work connected therewith, and the control of the men employed on 
the work, be'transferred to the tramways manager without any 
increase of salary for six months; the salary of the engineer is to 
remain as at present. The Committee has also decided that Mn. 
F. V. Јоврам be appointed mains engineer at £130 per annum, 
rising by £10 per annum to a maximum of £150. 

The Dover Т.С. has appointed Мв. E. GREENHOUSE as the acting 
charge engineer at the E.L. works in succession to MR. J. E. 
Ророкон, who has. resigned. 

Mn. 2. H. Kinepon, late of Sheerness, has been appointed elec- 
ым at Devonport Dockyard, vice Мв. Н. C. LEAKE, who 

e 
nos Public Lighting and Electricity Committee of the Eccles 
T.C. has recommended that the salary of the electrical engineer be 
Increased from £300 to £350 per annum. 

The Barrow Corporation Electricity Committee is retaining the 
services of Мв. GairPIN-CHEBNR as а canvasser for a further period 
of six months, 

Tias Dewsbury T.C. has increased the salary of MR. W. E. 
oa assistant electrical engineer, from £150 to £170 per 

Last Saturday evening, at the Cattle Market Hotel, Stanley, a 
marble clock was presented to Mn. J. W. CLOUGH, superintendent 
MESE of the Lister Drive Electric Power Station, Liverpool, by 
и fellow employés, on the occasion of his departure for Rugby to 

Up an кш with the British Thomson-Houston Oo. 
у“ last week's meeting of the Barking Councilpthe resignation of 
s H. L. Howanp, the electrical engineer, was received. It will 

е effect from July 31st, 


Peterborough to take over the management of the tramways at 
Worcester for the B. E. T. Co., has been presented with a silver after- 
noon tea service by the whist drivers of the city in recognition of 
his services to many charitable causes. 

The Tramways Committee of Southampton T.C. has recommended 
that the salary of Мв. Simpson, tramway traffic manager, be 
increased from £175 to £200 per annum, by £12 10s. per year. 

On his retirement, Мв. R. R. FATRBAIRN, the manager of the 
Worcester Electric Traction Co., Ltd., was presented by the staff 
with a gift of Worcester porcelain, &, at a sandwich supper given 
at the St. John’s Depót on Monday last week, after the last car 
had come in. Mr. Fairbairn, in responding to speeches, said that 
during 44 years they had carried 10 millions of passengers withont 
doing serious injury to anybody. This he described as a credit to 
Worcester motor-men. Later, in his remarks, he said that he was 
proud to have been the first tramway manager in the country to be 


elected to a City Council while in office. 


Obituary.—A. G. Н. Taytor.—We regret to announce 
the death of Mr. A. G. H. Taylor, assistant borough electrical 
engineer to the Durban Municipality, South Africa, which took 
place on June 6th, after a few days’ illness, caused by blood 
poisoning. Mr. Taylor had been connected with the department 
since its inception in June, 1897, and was a most valued and 
capable official, and had endeared himself to all his colleagnes, as 
was evidenced by the large attendance at the funeral, which took 


place on the following day. 

W. H. Ногмез. —We regret to learn that the death occurred on 
Friday of Mr. Wm. Henry Holmes, a member of the firm of J. H. 
Holmes & Co., of Portland Road, Newcastle-on-Tyne. He was 84 
years of age, and with his sons established the above-mentioned 


business in 1883. 

The Hon. Henry MansHaM, whose death occurred on Wednes- 
day last week at the age of 63 years, was a director of the India- 
Rubber, Gutta-Percha and Telegraph Works Co, Ltd. An attack 
of blood poisoning was the cause of death. — | 


NEW COMPANIES REGISTERED. 


Electric Taxicab Co., Ltd. (98 666).—This company was 
registered on July 8rd, with a capital of £300,000 in £1 shares, to carry on in 
London and elsewhere the business of proprietors of motor-cabs, cars, carriages 


and vehicles (particularly electric cabs), garage proprietors, electricians, elec- 
The subscribers аге :—Right Hon. Lord Westbary, 90, 


trical engineers, &c. 
Hil! Street, W., 200 shares; Sir David Lionel Goldsmid-Stern-Salomons, Bart., - 


Bromhill, Tunbridge Wells, 200 shares; Sir Bache Cunard, Nevill Holt, Market 
Harboro', 200 shares; Н. Willmott, Elmdon House, Rugby, general manager of 
Sheffield District Railway Co., 200 shares; W. M. Rolph, A. M. I. E. E., 20, 
Jermyn Street, S. W., 200 shares; С. L. Samson, 89, Gresham Street, E.C., 


solicitor, 200 shares; Т. G. Chambers, 7, Hertford Street, Mayfair, W., 
West, 23, Marl- 


managing director Electromobile Co., Ltd., 200 shares; W. C. 
borough Road, Wimbledon Park, clerk, 1 share; E. N. Ruddock, 23, Palace 
Road, Streatham Hill, S. W., electrical engineer, 1 share. Minimum oash sub. 
scription 60,000 shares; the first directors are Right Hon. Lord Westbury, Sir 
David 8. Goldsmid-Stern-Salomons, Bart., Sir Bache Cunard, Bart, H. 
Willmott, W. M. Rolph, C. L. Samson, and T. G. Chambers; qualífication, 200 
shares; remuneration (except managing director), £250 each per annum (cheir- 
man, £500)." Registered office, Dashwood House, New Broad Street, Е.С. 


Syndicate Lamp Co., Ltd. (98,588).—This company was 
registered on June 29th, with a capital of £2,000 in £1 shares, to adopt an 
agreement with the Metallfadenlam-penwerk, Berlin, G.m.b.H.. and’ to carry 
on the business of manufacturers of and dealers in filament and other lamps 
electricians, engineers, suppliers of electricity, &c. "The subscribers (with one 
share each) are: —R. Hilditch, 16, John Dalton Street, Manchester, solicitor; 
J. Makin, Sunny Bank, Pine Road, Didsbury, wholesale jeweller; N. R. 
Stirling, Truro, Crescent Road, Blundellsands, Lances., builder; T. D. Jones 
Eastwood, Huyton, Lancashire, manager; G. R. Makin, 3, Chandos Road, 
Heaton Chapel, Lancashire, wholesale jeweller; H. B. Walton, 36, Spring 
Gardens, Manchester, chartered accountant; E. W. Barnaby, Cliff Cottage 
Wilmslow, clerk. No initial public issue. The number of directors is not to 
be less than two or more than five; the subscribers are to appoint the first ; 
qualification, £50. Registered оћсе, 36, Spring Gardens, Manchester. i 


Hydro-Electrical Gear Co., Ltd. (98,608).—This company 
was registered on June 30th, with a capital of £6,000 in 5,000 participating 
cumulative preference shares of £1 each, and 20 000 deferred ordinary shares of 
18. each, to adopt an agreement with Col. Boddam, and to carry on the business 
of lift manufacturers, engineers, builders of machinery and electrical apparatus 
Ko. Thesubscribers (with one preference share each) are :—Col. E. T. Boddam, 
8, Estelle Road, Hampstead, N. W.; Н. R. Reynolds, 7, The Boltons, South 
Kensington, S. W., solicitor; W. P. Hewett, 14, Bedford Row, W. C., solicitor: 
R. P. Hornby, Wittingfeld, Farnbam Common, Bucks, solicitor; С.В. Cooledge, 
14, Bedford Row, W.C., clerk; F. М. Reckitt, Trafalgar Buildings, Northum- 
berland Avenue, W.C., architect; A. E. Goddard, 14, Bedford Row, W.C., clerk 
No initial public issue. ‘The first directors are Viscount Molesworth, С. E. 
Peczenik and R. P. Hornby; qualification (except first directors), 100 shares: 
remuneration, £125 each per annum (£25 extra for the chairman). Registered 


oftice, 11, Pancras Lane, E.C, 


Chipping Norton and District Electrie Light and Power 
Co., Ltd. (98,562). — This company was registered on June 29th, with a capital of 
£10,000 in £5 shares (1,000 preference), to &cquire the undertaking and assets 
ofthe Chipping Norton Electric Light and Power Co., Ltd., and to carry on 
the business of an electric light aud power company in all its branches, The 
subscribers (with one share each) are:—C. A. Bernard, 76, Finsbury Pave- 
ment, E. C., merchant; L. Gatrall, Kensworth, Ballock Road, Hither Green, 
S. E., printer; F. J. Cole, 37, Patriot Square, Cambridge Heath, E., stationer; 
F. Boulding, Glendower, Scrafton Road, Ilford, stationer; J. R. Smith, 190, 
Tufnell Park Road, N., clerk; C. F. Butcher, 25, Ballock Road, Catford, S. E., 
clerk; W. B. Murray Thomson, 221, Brecknock Road, Tufnell Park, N., cigar 
Minimum cash subscription, 10 per cent. of the shares offered to 


merchant. 
the public, The number of directors is not to be less than two or more than 
five; the subscribers are to appoint the first; qualification, 10 shares; 


remuneration ав fixed by the company. Registered office, The Power Station, 
Chipping Norton, Oxon, 
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Paignton Electric Light and Power Co., Ltd. (98,437).— 
This company was registered on Jane 19th, with a capital of £15,000 in £1 
shares, to acquire the benefits, rights, powers, authorities, hay Solana and 
liabilities of J. A. Purves, D.8c., and . T. Purves, M.A. (t ng as the 
Western Electricity Corporation), under a Provisional Order granted in 1907 to 
the said parties under the Electric Lighting Acts, 1882 and 1888, in respeot of 
the Urban District of Paignton and confirmed by the Electric Lighting Orders 
Confirmation (No. 8) Act of 1907, and to carry on the business of suppliers of 
electricity in all its branches. The subscribers (with 100 shares each) are:— 
W. J. Ham, San Clare, Paignton, gentleman; J. A. Burland, Asbleigh, Paign- 
ton; W. Lambshead, 1, Queen’s Park, Paignton, provision dealer; J. N. 
үр Glenbolme, Paignton, draper ; F. Sarson, Rycroft, Paignton, chemist; 

‚ Н. Ward, M.D., Sunny Croft, Paignton; R. Waycott, Marina, Paignton, 
auctioneer, &c. Minimum cash subscription £6, shares; the number of 
directors is not to be less than four or more than ten; the first are W. J. Ham, 
Maj.-General G. D'A. Jackson, T. Н. Ward, M.D., J. A. Burland, L.R.C.P., 
R. Waycott, F. Sarson, W. A. Axworthy and J. N. Osborne; qualification, 100 
shares; remuneration as fixed by the company. Registered office, 5, Palace 
Avenue, Paignton. 


Bourne End Electric Installation Co., Ltd. (91,428).—This 
company was registered on June 19th, with a capital of £5,000 in £1 shares, to 
take over the business of suppliers of electric light and energy, engineers and 
fitters, carried on at Bourne End, Bucks. The subscribers (with one share 
each) are:—F. C. Frye, J.P., The Plat, Bourne End, Bucks: Н. 8. Wilton, 29, 
St. John's Wood Park, N. W., saddler; J. R. Collins, 19, Delamere Terrace, 
Paddington, W., manufacturer; H. Wetton, 20, Sebert Road, Forest Gate, clerk ; 
Н. C. Brannan, 145, Merrow Street, Walworth, S. E., shortLand writer; W. R. 
Chapman, 22, Vant Road, Tooting, 8.W., accountant; E. В. Gibbs, 62, Davies 
Lane, Leytonstone, clerk. No initial public issue. The number of direotors 
is not be less than two or more than four; the first are F.C. Frye (chairman), 
Н. 8. Wilton, J. R. Collins and W. P. Wilson; qualification, £50. 


Chisholm, Gray & Co., Ltd. (98,465).—This company was 
registered on June rd, with a capital of £7,000 in 41 shares, to 
acquire the business carried on in Birmingham as the ''Chisholm Manufactur- 
ing Co,"to acquire tbe patents granted to A. Cripwell for improvements in 
electric switches, &c., to adopt agreements (1) with the said A. Cripwell and (2) 
with D. Whamond and the said A. Cripwell, and to oarry on the business of brass- 
founders, electricians, manufacturers of electrical accessories, appliances and 
machinery, £c. The subscribers (each with one share) are:—G, hisholm, 26, 
Langley Road, Small Heath, Birmingham, manufacturer; R. Gray, 45, Princess 
Road, Edgbaston, Birmingham, manufacturer; D. Whamond, 27, Snowdon 
Place, Stirling, manager; D. Clarke, 21, Langley Road, Birmingham, engineer Н 
E. G. Chisholm, 26, Langley Road, Small Heath, Birmingham; T. Gardiner, 
Eastbourne, Mansel Road, Small Heath, Birmingham, manager; E. 8. 
Maclaren, 1, Edgbaston Road, Mosley, Birmingham, clerk. No initial public 
issue. The number of directors is not to be less than two or more than four; 
the first are G. 8. Chisholm (managing director) and В. Gray; qualification, 
1 share; remuneration of G. 8. Chisholm, not less than 4250 per annum with 
an increase of £25 per annum for four years; of other directors, as tixed by the 
company. Registered office, Providence Works, Fleet Street, Birmingham. 


Bauxite Heflning Co., Ltd. (98,531).—This company was 
registered on June 27th, with а capital of £100,000 in £1 shares, to carry on the 
business of manufacturers of and dealers in alumina or other materials or 
ingrediente used in the production of aluminium, owners of mines and minerals 
winners and workers of mineral substances, &c. The subs»ribers (with one 
share each) are:—C. J. Lunn, 17, Townsend Road, South Tottenham clerk ; 
W. Moir, 205, Queen’s Road, Wimbledon, clerk; G. С. Pullman, Bt. Helens, 
Hampton Wick, clerk; A. G. Ratcliff, Moulton Settlement, City Road, E C., 
clerk; H. Barnes, 3514, Wandsworth’ Road, B.W., clerk: W. Graham 2 
Coleman Street, E. O., solicitor; W. Newbert, 129, First Avenue Manor Park, 
clerk. No initial public issue. The number of directors is not to be less than 
two or more than five; the first are the Hon. Sir James Sivewright, K.C.M.G 
J. Е. Davidson and R. 8. Portheim. So long as the United Alkali Go. Ltd. sl 
their nominees hold 1,000 shares they may appoint a director: qualification 
(except such director), £100; remuneration while only three directors £500 
per annum, divieible; when more than three, proportionate increas 
Registered office, Pandon Building, Newcastle-on-Tyne. Е 


Brown & Parsons, Ltd. (95,501).—This company was registered 
on June 25th, with a capital of £1,000 in £l shares, to acquire the busin 
carried on at 68, The Parade, Leamington, as Brown & Parsons, and to DAT 
on the business of electrical and mechanical engineers, manufacturers of elec. 


trical or other machinery, accessories and inst i 
(with one share each) are:—R. H. Newton, 85, Hagley Ro ad. pue subscribers 


trical engiueer ; H. Robinson, Cadogan Chambers, Cherry Street Birmingham 
Ы , 


&nd 10 per cent. of the net profits, after 10 er c i і і 
Shares. Registered by 8. Mandale, 41-2, "Temple чк үэ к шыу 


More than six; the first are J. Р, Hall is not to be less than two or 
special qualification, 4500 shares); Ane oe PAM (both Permanent; 


remuneration, #300 each per annum; iste 
Leid., Birchin Lane, E. C. P ; registered by W 
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_ Windermere & District Electricity Supply Co., Ltd. (41 161) 
à А оао 8 annual return was filed on May lat. when 2,000 prefere MS 
5000 1 shares had been taken up ontof a nominal capital of £50,000 in 
^ a erence and 5,000 orcinary shares of £5 each. 45 рет ае h , | in 
culled up on 3,040 preference and 1,740 ordinary shares, recul o врате has been 
of £23,850, £16,150 is considered as paid on L3 5 mg in the receipt 
Mortgages and charges: £20,000, 
A] = 1 : $ 4 
Fotkestone Electricity Supply Co., Ltd. ( 


any's annual return was tiled on April Lith, when the e 


n 20,000 shares of £5 cach had . 
and charges : £90,000. been taken up and pai 


Browett, Lindley & Co., Ltd 


&nnual return made up to April 10th, 


01,825). —This com- 
ntire capital of £100,000 
d for in full, Mortgages 


rM i „ is company's 

50.000 ordinary shares, have b ent out of a nomingt i Preference. and 

vs 8, 2 a ken up out | ; 120.0 

л Preference, and 60,000 ordinary shares ar ee S HAC 

Ecco dub oh p preference, and 23,478 ordinary 
„„ 178. £31,522 is considered as paid on & 

ordinary. Mortgages and charges: £30,000 debenture sod S EROS, ваи 
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Bromley (Kent) Electric Light and Power Co., Ltd. 
(64,127).—This company's annual return was filed on May 14th, when 15,000 
shares had been taken up out of a nominal capital of £100,000 in 45 shares. 
£76,000 has been received. Mortgages and charges: 370, 000. 


Okonite Co., Ltd. (69,327).—This company's annual return 
was filed on April th, when the entire capital of 120,000 in 82,000 preference, 
and 16,000 shares of £2 10s. each had been taken up. £525 has been 
paid on 100 ordinary and 110 preference shares, and £119,495 is considered as 
paid onthe remainder. Mortgages and charges: £48,400 (but of these £82,400 

ebentures are in the hands of trustees for the company). ae rs 


Chislehurst Electric Supply Co., Ltd. (50,980).—This eom- 
рате annual return was filed оп May 15th, wher the entire capital of £15,000 
in ^ о shards had been taken up and paid for in full, Mortgages and charges: 


Birkdale District Electric Supply Co., Ltd. (70, 259).— This 
company's annual return, made up to April 28th, was filed on June 116, The 
entire capital of £80,000 in £5 shares has been taken up and paid for in full. 
Mortgages and charges: £8,000. t i 


British L.M. Ericsson Manufacturing Co., Ltd. (79,061).— 
This company’s annual return was filed on May 22nd, when 100,010 shares had 
been taken up out of a nominal capital of £200,000 in £1 shares. #1. per 
share has been called up on 50,010, and (?) 12s. per share on 50,000, and £70,010 
has been received. £30,000 (198. per share) is considered as paid on 50,000. 
Mortgages and charges: Nil. 


Marconi International Marine Communication Co., Ltd. 
(65,759).—Issue on June 12th of £15,000 7 per cent. debentures, part of series 
created . of November 20th, 1905, and June llth, 1008, to secure 
£40,000. operty obarged : The company's undertaking and property, present 
and ae o aang uncalled capital, No trustees, Previously issued of same 
series, £25,000. 


Lancashire Dynamo and Motor Co., Ltd. (61,447).—This 
company’s annual return was filed on June 12th, when 850 ordinary and 470 
reference shares had been taken up out of a nominal cavital of £150,000 їп 
,000 ordinary and 500 preference shares of £100 each. £100 per share has 
been called up, and £182,000 has been received. Mortgages and charges at 
date of return, £53,500. A further £500 debentures were issued on June 8rd, 
1908 (see below), and an additional £15,000 is held by bank as security for 
possible overdraft, А 
Issue on June 8rd of £500 5 per cent. first mortgage debentures, part of 
series created by resolutions of March 4th and June 24th, 1907, to secure 
£75,000, charged on two plots of land ia Trafford Park, Manchester, con- 
taining about 10,946 and 5,300 square yards respectively, with the premises 
and machinery thereon and the company's other assets and undertaking, except 
uncalled capital. Trustees: E. F. Sheppard, 55, King Street, Manchester, and 
Аа Sona, 86, King Street, Manchester. Previously issued of same series: 


L] 
r 
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CITY NOTES. 


Chili Telephone Co., Ltd. 


THE directors’ report for the year ended March 31st, 1908, states 
that the aggregate number of subscribers at all centres at the end 
of the year was 7,666, a gain of 551 for the year. The gross revenue 
in Chili from all sources was $1,469,611, an increase of $300,123 ; 
the expenditure in Chili was $744,121, an increase of $95,572; and 
the net income in Chili from all sources was $725,489, an increase 
of $204,551. The average rate of exchange for the year was 11˙21d., 
as compared with 14'01d. in the previous year, giving a decrease for 
the year of 280d. Converted into sterling at these rates, the 
figures given above are £33,883, an increase of £3,469. The liquid 
assets and liabilities in Chili on March 31st, 1908, were valued at 
81 d., the current rate of exchange on that day, as compared with 
1244., at which they were valued on the corresponding date of 
the previous year. The wholeof the outstanding 6 per cent. deben- 
tures, amounting to £12,000, were redeemed on September .30th 
last. The balance to the credit of the revenue account, including 
£2,727 brought from the previous year, is £33,817, of which £19,440 
has been carried to reserve. An interim dividend of 3s. per share, 
free of income-tax, was paid on J anuary l5th last, and the directors 
now recommend a final dividend of бз. per share, free of inoome- 
tax, leaving a balance of £2,777 to be carried forward. The total 
mileage was:—On March 31st, 1908, 13,496 miles 275 yd., aD 
increase of 817 miles 1,289 yd. 


The Electric Taxi-Cab Co., Ltd. 


In & prospectus which is now before the public, this company is 
inviting subscriptions for £300,000 in £1 shares, to enable it to put 
upon the London streets within two years 500 electric taxi-cabs— 
four-seated, and with luggage roof capable of carrying as much 
luggage as the ordinary four-wheeled cab.. The Electromobile Co. 
will supply these cabs, or, at any rate, 100 of them, with chassis of 
gubstantially the same type as those used for their private carriages 
(see ELECTRICAL REVIEW, November 29th, 1907) for £360 each, 
exclusive of batteries, tires and taximeters, The Electromobile Co. 
will also supply the batteries (150) for the first 100 cabs at £60 per 
battery, but the new company will be at liberty to purchase batteries 
for the other 400 wherever they choose. It is expected that TOO of 
the cabs will be on the streets by March next, and pending the 
acquisition. of suitable garage accommodation, the Electromobile 
Co. will provide such accommodation at their Mayfair garage, 
and be responsible for operating costs of any number up to 100. 
They are also under contract for three years to maintain the 
Chassis and bodies, for the supply of electricity, and for the main- 
tenance and replacement of the batteries. The prospectus estimates 
the following income and outgoings when the whole 500 cabs are 
run and garaged by the company itself, that is, we suppose, at the 
termination of the Electromobile three-yeara' contract, although Ай 
above, the aim is to get the 500 at work in two years :— 
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Gross earnings (average) per cab per day... » £2 0 0 

Driver, per day (one per cab?) ... 85 sts 7 0 

| | £113 0 
Garage accommodation and operating costs ... 28. 8d. 
Maintenance and up-keep of chassis and T 
28, 8d. 


bodies, including lubricating oils and stores 
Electricity and maintenance and replacement 25 
na .. 98, 2d. 


of batteries. X T 
Tires (supply and maintenance) 


Per cab. ... 19s. 6d. 19 6 

Profit per cab per day,: Ves 18 6 

For 500 cabs running six days per week, profit .. £105,630 
Taximeters rent will cost 43, 500; licences, £1,375; 
insurance, £12,500; and provision as reserve for 
replacing the chassis and bodies in seven years (bat- 

teries and tires being maintained out of revenue), $ 
- DE "e 40,865 


| £29490 .. .. .. ,. on 


Leaving available for administration expenses, direc- | 
tors' remuneration and further reserves ves t £64,765 


The contract with the Electromobile Co. for garaging and 
running the first hundred cabs will for the time being involve pay- 
ments which will reduce the profit per cab per day from 13s. 6d. 
to ll&, but this, it is considered, will be amply compensated for 
by avoiding the running in the early stage of а large only partially 
filled garage, and by the fact that the Electromobile Co.’s technical 
experience will be at the company’s disposal. The company’s 
charges for garaging will be £60 per cab per annum for the three 
years; for charging with electricity and renewing and maintainin 
the batteries, 3d. per mile run; and for maintaining chassis an 
bodies, £45 per cab per annum. The prospectus refers to the 
practical absence of depreciation with the electric carriage when 
the machine is properly maintained, and it states that many of the 
private carriages of the Electromobile Co. have been in constant 
service for over five years, and they show now scarcely any sign 


of depreciation, whiist the freedom from breakdown is almost 


complete." 
The directors will proceed to allotment on the subscription 


2: 60,000 shares, exclusive of certain qualifications and other 

There can be no doubt whatever that the electrical vehicle by 
Teason of its silent running, freedom from smell, smother and 
breakdown, will have little difficulty in securing the patronage of 
the publie and we wish every success fo all who are making 
legitimate and well-considered efforts to ensure a profitable future 
for the electromobile. | 
„ О! course, in regard to this particular company everything 
depends upon the accuracy of the estimates as to both earning power 
and working expenses, and upon the extent to which depreciation 
arises in practice. The Electromobile Co. bas had considerable 
practical experience in the running of electric carriages in London, 
and the above estimates of working expenses (made by Mr. 
Theodore G. Chambers, the managing director of that company) 
are based upon “minutely kept records of carriages which have 
actually ron over 2,000,000 miles.” So far as the maintenance and 
up-keep of the cabs is concerned, there would seem to us to be a 
considerable difference between holding the carriages available in 
the garages as the Electromobile Co. has done so far, and having 
them in continuous service on the streets for hire for over 300 days 
per annum, and in all weathers. The earnings are based upon the 
authorised tariffs for motor-cabs, and the statement is made that 
they "should not be less than £2 per cab per day. It is impos- 
sible in the absence of statistics of the experiences of motor-cab 
companies to say whether this is a fair figure to reckon upon—we 
are inclined to regard it as far too liberal, though we should very 
much like to see it realised. We аге tempted to wonder whether 
sufficient allowance has been made for cabs remaining idle on the 
toad, particularly at certain hours of the day, and for some 
ipea s idle in the garage while undergoing overhanling and 

The board of the company is a strong one, and inspires con- 
fidence, including as it does Sir David Salomons, eminent both as 
а motorist and as a battery expert; Sir Bache Cunard, who is a 
tramway director and is on the board of the Chloride Co. ; Mr. 
W. M. Rolph, chairman of Marples, Leach & Co. (who represent the 
Bergmann interests in this country); Lord Westbury (the chairman), 
Mr. C. L. Sampson, and Mr. T. G. Chambers, are all directors of the 
Electromobile Co., Ltd., and Mr. H. Willmott is a railway director 
of great experience and ability. 

e list of applications closes to-day. 


Greenwood & Batley, Ltd.—At the annual meeting, 
held in London on July 3rd, Mr. A. Greenwood referred to the 
considerable increase in work turned out, making the profit nearly 
twice what it was in the previous year, thus enabling them to 
Provide for additional depreciation. Slackness was his description 
of the condition of the engineering and tool departments; the 
electrical engineering department also showed a falling off, though 
there they were fairly well employed. The chairman referred, 
among other matters, to the high price of fuel, and the anxiety 
Which manufacturers felt at threatened legislatioa in regard to 
collieries. The increased burdens imposed by legislation, and in 
rates and taxes, made the prospects anything but hopeful for 
manufacturers, and unemployment must probably ensue. 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and 


to grant a quotation to 
America Telephone and Telegraph Co.—8 100, O00, 000 4 per cent. convertible 
nds. 


And to allow the following to be quoted in the Official List :— 
Calcutta Electric Supply Corporation, Ltd.—20,000 5 per cent. preference 
Bhares of £5 each, Nos. 100,001 to 190,000. 

The Committee has appointed a special settling day as under:— 
Tuesday, July 14th.—British Columbia Electric Railway Co., Ltd.—Further 
issue of £100,000 preferred ordinary stock. 

And ordered the undermentioned to be quoted in the Official 


List :— 
British Columbia Electric Railw 
„ferred ordinary stock. 
Kaministiquia Power Co., Ltd.—BScrip (partly paid) for $1,925,000 80-year 5 per 


cent, gold bonds. 

Montreal Street Railway Co. £460,000 44 per cent. sterling debentures of 
£100 each, Nos. 1 to 4,600, in lieu of the scrip now quoted. 
Tramway and Supply Co., Ltd.—Further issue cf 10,000 


Rangoon Electric 

i рег cent. cumulative preference shares of £5 each, fully paid, Nos, 80,001 to 
Companies to be Struck off the Register.— 
According to the London Gazette, the following are to be struck off 
the Register within three months unless cause is shown to the 


contrary ;— 
Anti-Friction Roller Bearing Syndicate, Ltd. 
Electrical Appliances Syndicate, Ltd. 
Electrical Productions, Ltd. 
Electro-Smelting Co., Ltd. 
Helios Electrical Construction Co., Ltd. 
Irish Electric Railways Co., Ltd. ' 
North-West London Electrio Bupply Co., Ltd. 
Uddingston District Electric Lighting Co., Ltd. 
Western Smoke Consumer and Fuel Economiser, Ltd. 

Marconi International Marine Communication Co., 
Ltd.—According to the Financial Times the balance-sheet of this 
company, at June 30th, 1907, shows the following items :—Debit— 
Issued capital, £204,056; debentures, £20,000; creditors, £23,269 ; 
total, £247,325. COredit—Plant, apparatus, &., £13,163; office 
furniture, £1,093; consideration for licence and rights, £105,115; 
contract with Lloyd’s Corporation, £977 ; shares in associated com- 
panies, £23,715; debtors, £4,397 ; cash, £34; balance of expendi- 
ture over receipts from incorporation of company to date, £98,831 ; 
total, £247,325. ` 

Ross Electric Light and Power Co., Ltd.—The 
directors’ report to December last showed that ten new consumers 
were added. The units sold for lighting incréased from 22,913 to 
25,112. Out of the available balances of £403, two years’ dividend 
on the cumulative preference shares (to December, 1905) amounting 
to £89 had been paid, £100 has been written off preliminary 
expenses, and £200 off plant, £14 being carried forward, 


Power Gas Corporation, Ltd.—A petition for reducing 
the capital from £350,000 to £300,000 is to be heard in the Courts 


on July 14th, mE 
La Capital Traction and Electric Co. of Buenos 


Ayres, Ltd.—The directors have declared a dividend of 33 per 
cent, on the ordinary shares for the 15 months ended March, 1908, 


American Telephone and Telegraph Co. — A divi- 


dend of 2 per cent. for the past quarter has been declared. 


Consolidated Electrical Co., Ltd.—A dividend on 
the ordinary shares of 34 per cent., less income-tax, for the year 
ended March 31st is recommended. Last year the dividend was at 


the same rate. | 

Prospectuses.— British Aluminium Co., Ltd.—This 
company is offering an issue of £700,000 5 per cent. mortgage 
debenture stock at par. The list is to close to-day. 

A correspondent says that an electric lighting company is being 
floated in Paignton, with a present issue of 9,500 shares of £1 each. 
Mr. W. J. Ham, J. P., C.C., is chairman of directors, Dr. Purves is 
consulting engineer, and Mr. J. R. Mill secretary. 


Electrical Power Storage Co., Ltd.—A dividend of 
5 per cent. on ordinary shares for the year ending May 3lst is 
recommended, carrying forward £369. The volume of trade has 


ay Co., Ltd.—Further issue of £100,000 pre- 


somewhat decreased, owing to fluctuations in cost. of materials and 


to general trade depression. Last year the dividend was 6 per 


cent., and the carry-forward £787. 

Okonite Co., Ltd.—An interim dividend of 8 per cent. 
per annum, less income-tax, on the ordinary shares for the past 
quarter is recommended. 

United Electric Tramways of Monte Video, Ltd.— 
It is intimated that the whole of the outstanding balance of 5 per 
cent. debenture stock of this company has now been sold completing 
the authorised issue of £500,000. 

Hendon Electrie Supply Co., Ltd.—Mr. C. F. Tufnell 
presided at this company's annual meeting, at Salisbury House, 
E.C.,last week. He said that progress was being made with the 
mains-laying operations, and the erection of transformer stations in 
preparation for taking supply from the North Metropolitan Power 
Supply Co. For urgent needs a temporary generating station was 
put down. 

Germany.—The Berliner Elektrischen Strassenbahnen 
Gesellschaft, of Germany, reports a net profit of £15,446 for the last 
financial year, which enables a dividend of 5 per cent. to be 


declared. 
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MARKET QUOTATIONS. 


Wednesday, July sth. 


Latest Fortnight’s 
OHEMICALS, ае, Price. s 


Inc. or Dec. 


— — 


L] 
a àcid, Hydrochlorie ee ee per owt. bj. ee 
a [1] Мінс ee es ee ec per сті. 23J- эө 
с а O oe өе ee ee per сті. B8J- • 
a n Bulphurio ee ee eo per owt. 5/6 ee 
a Amm Sal ee ee ee per owt. 42). ee 
a Ammonia, Muriate (crystal) .. en та ә 
а Bl ; powder = з per ton #5 10 ө» 
a Bisulphi of Carbon ee oe per ton 218 ee 
a ee oe | os ee per юа 2 ee 
a Copper 8 hate oe oe ee per n ee 
a Lead, — oe oo oe per ton 28 ee 
a „ White Sugar.. |... . per ton £21 . 
a ” eroxide ee ee ee per ton 482 ee 
a Methylated Spirit .. E .. per gal. 9/60 кй 
a Potassium Bichromate, in casks per lb. 7 ie 
a Potash, Caustic (15/80 %) eo per ton ee 
a „ Chlorate .. «2 oe per lb. ја. is 
a " Perchlorate eo ee per b. ee 
a Potassium Cyanide e. per lb. т. es 
a Bhellac ee ee es ee per owt. 148/- . 
а Bulphate of Magnesia .. . per ion 44 10 PR 
а Sulphur, Sublimed Flowers .. per ton 46 10 m 
a IT! Recovered ee ee per ton 25 10 өе 
а ry) Lum m T өө рег ton A5 ee 
& Boda, Caustic (white 70 96 T pecho [s a 
a [1] orate ee ° о ge e [] ry) 
@ stels ее ee ec ` per ton 6 ee 
a . casks per lb. 8а, T 
@ ry} Cyanide (basis 100 %) oe pet ih. qd, 62 
METALS, &o. 
b Aluminium Ingots, in ton lote .. per ton £80 
d н Wire, in ton lots .. per ton #2180 
b A Sheet, in ton lots. per ton £128 
о BabblW'smetelingots .. . perton | £50 to £180 
e Brass re metal F to 12") per lb. та. 
6 90 be (brased) eo oe per lb. d. e 
e n solid drawn).. „ per 10. 134. 2: 
e 0 Wire, eo ee ee per lb. d. eo 
с Copper Tubes ed) ec eo per lb. ` ee 
е ” E ee (solid drawn) ee per 1 0 d. £2 d 
p Copper Paa A4 £10 £2 dec 
"n "Qe S Le — 259 10 $1 dec 
T r 5 
: " ; 50 p^ ee "eed ton £75 80 dec 
e ё m per ton £64 £1 dec 
е 55 rT] H. O. Wire Der Ib. Ted 4d. dec 
f ee oo e. per lb, 8/8 " 
f et — so oo per lb 8/- 
roba, 9 ee ee per о os 
А Orne nber, Para fine .. „ per lb. 8/114 34d. inc. 
$ Iron (Cleveland warrants) .. per ton 51/4 Jd. inc. 
l [1] те, galv. No. B, P. O. qual. per ton £14 as 
g Lead, Baglish Ingot „ рег ton £18 to £18 5 inc. 
m Manganin Wire No. .. ee per Ib. 8/- we 
9 Mercury ee ee oe se per bot. £8 ee 
d Mica (in original cases) small .. per lb. 64. to T 
d u 10 „ medium per lb. 2/6 to 4%. m 
p Phosphor B plain castings ber Ib, V vo Mi ке 
ӨР rouse 9 ee 
ә „% О ! Pare cone №. ae 
" „ Strip & sheet cae E А 15 oe 
Platinum ee oe ee ee в е ee 
A Silicium Bronse Wire  .. . per lb. 9d. zd. dec. 
T Steel, Magnet, in bers se ee рет ton í eis 10 ee 
Wire Nos. 1 to 16 eo ee per lb, 1/9 dec. 
p White Anti-friction Metale— 
"White Ant brand .. — .. per ton £34 to £58 92 
x Zine, Sn U (Vieille Montagne bud.) per ton £28 £1 dec. 
Quotations supplied by :— 
a & Co. 4 Bolling & Lowe. 
b The British Aluminium Co., Ltd. k Morris Ashby, Ltd. 
e Tbos. Bolton & Sons, Ltd, | Richard Johnson & Nephew, Ltd, 
d F. Wiggins & Bons. m W. T. Glover & Oo., Lid. 


e Frederick Smith & Co. я P. Ormiston & Sons. 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Co., Ltd. 


Telegraph Works Co., Ltd. p The Phosphor Bronze Co., Ltd, 
dines Shake e. І ғ W. F. Dennis 4 Co, | 
f Edward Till & Co. 


Hastings Tramways Co., Ltd.—The shareholders 
have just received 8 circular informing them that owing to the 
disappointing traffic receipts, attributed to the unseasonable 
weather, the directors regret they do not feel justified in making 
at the present time any payment on account of the preference 
dividend. The company has this week submitted a proposal to the 
Town Council for extending the tramway service through the old 
town by way of High Street, which will have to be widened at 
certain parts. 


Jas. Keith & Blackman Co., Ltd.—A dividend of 
5 per cent. on the ordinary shares is recommended. £1,000 is 
written off patents and goodwill, £1,854 is applied to extinguishing 
expenditure on patterns for new specialities, and £3,066 is carried 
forward. 


Brush Electrical Engineering Co., Ltd.—This com- 
pany held extraordinary general meetings on Tuesday, at which 
the resolutions printed on p. 30 of our last issue were passed. 


STOCKS AND SHARES. 


Tuesday Evening. 

Stock markets generally, during the past week, have been very 
idle, many reasons including the “ nineteen dayer,” the fine weather, 
and Henley, being put forward to account for the slackness. Apart 
from a little reinvestment, among the “ gilt-edged " category, of the 
dividend disbursements, there has been scant interest displayed in 
the course of markets all round the House,“ and price move- 
ments are chiefly nominal. A reduction in the Bank Rate this 
week, anticipated in several quarters, would, no doubt, wake 
things up a bit, and start the ball rolling again, meanwhile busi- 
ness continues ір а very “ go-as-you-please” style, and members, 
like Mr. Micawber, are waiting for something to tarn up. 

Telegraphs have displayed a little more activity than last week, 
while our list records about an equal number of advances and 
shrinkages. 

Amazon Debentures are 2 points up, and American 4 per 
cent. Bonds are 1 per cent. lower ex dividend. Anglo-American 
Preferred and Deferred have fluctuated and finish 1 and } 
lower respectively. Direct Spanish Debentures have recovered 
their dividend deduction, and West Coast cf America Debentures 
are nominally a point better ex dividend. National Deferred has been 
a bright spot showing a rise of 2, while Marconi's came in sellers 
and fell z. Monte Video Ordinary are ½ harder, and Westerns are 
3 up. | 

Dealings in Electric Railway descriptions have been few and f 
between. Central London issues are unchanged on the week, but 
Metropolitan Consolidated stock has shed 4. Underground Profit 
Sharing Notes are 1 up. 

Anglo-Argentine Tramways Second Preference have recovered 
their fall of 16, and are steady at the current quotation. Auck- 
land Trams Debenture and British Electric Traction Second 
Debenture have both gained & point. 

Among Manufacturing concerns, British Insulated Ordinary and 
Preference record а rise of 1 each, while Willans Preference have 


. risen z, the Debenture also improving to the extent of 2 per cent. 


Henley's Debenture was marked up 1 point. 

British Aluminium 5 per cent. First Debenture and 54 per cent. 
Loch Leven Debentures are both quoted 2 per cent. higher. This 
company has issued a prospectus, offering £700,000 5 per cent. 
Debenture stock at par, which, on the redemption of the above, 
will become a first mortgage on the property. 

In the Electricity Supply division prices are well maintained, 
there being, however, but few actual advances in quotations to 
record. Although dealings are not numerous in this section, it 
compares very favourably with other markets, and the tone keeps 
quite good. 

The announcement by the City of London Electric Lighting 
Company of an interim dividend at the rate of 5 per cent. per 
annum had no effect on the price of the shares. Metropolitans 
rose 4, a8 also did London Preference and Westminster Preference. 

An issue of £100,000 44 per cent. Debenture stock is contem- 
plated by the South London Electric Supply Corporation, which 
company at present has only share capital. It will be remembered 
that the old 5 per cent. Debentures were paid off about 15 months 
ago. At that time prevailing conditions were not favourable to 


an immediate new issue being made, and a temporary loan from 
bankers was resorted to. 


City of London Electric Lighting Co., Ltd.—The 
directors have declared the following dividends on account of the 
distribution for the year ending December 31st, 1908 :—6s. per 
share on the preference shares, being at the full rate of 6 per cent. 
per annum for the half-year ended June 30tb, 1908. ба. per share 
on the ordinary shares, being at the rate of 5 per cent. per annum 
for the same half-year. These dividends will be subject to the 
deduction of income-tax, and will be payable on or after August 1st. 
Last year the interim dividends were at the same rate. 


National Telephone Co., Ltd.—The directors, subject 
to the final audit, recommend the following dividends for the half- 
year ending June 30th last, after payment of the dividends on the 
preference shares:—At the rate of 6 per cent. per annum on the 
preferred stock. At the rate of 6 per cent. per annum on the 
deferred stock, less income-tax, carrying £140,000 to the reserve, and 
about £10,000 forward. The transfer books of the company will be 
closed from the 10th to the 23rd inst., both days inclusive, and the 
dividend warrants will be posted on the latter date. 


Great Northern Telegraph Co.—An interim dividend 


of 5s. per share, less income-tax, for the past half-year has been 
declared. 


Bayliss, Jones & Bayliss, Ltd. and Reduced.— 
A petition to the Courts for confirming the reduction of the capital 


of this company, by cancelling 10,000 ordinary shares of £10 encd, 
is to be heard on July 18th, 
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SHARE LIST OF ELEOTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 
„CFC Stock Business done i ge 
Present NAME, | or | Dividends for the last чет А очаш. | са шч Rise + Етавеле 
Issue. Share. four years. June 80th. July 7th. 1908, , per cent. 
T Telegraph Co.'s sh Nos 1 to 25000 | 10 | Ni | Ar Neil: Nil „„ 91 
96 Amazon Telegra .'в shares, Nos. 1 to 26, i i i i — К 
14090 Bo. de. & % Deba., Nos. 1 to 1. 0 Red. | 100 | Nil 5; 59,15 5: 85 — 88 . 618 8 
$191,551,400, American Telephone & Telegraph, Сар. Stock .. | 8100 | 78% | 7 8% 18 120 —124 68 9 
63,000,000 || Do. Collat. Trust, 4% Bonds, 601 1 7,000] e1000 | 4% * * | 4 % 89— 92 xd |^ .. 470 
698,180 | Anglo-American Telegraph .. .. of Stock | 2 85% | 84% 68 — 61 T 5614 9 
8,200,910 De. do. do. 6 96 Pref. Ws .. | Stock ja 65 $ 6 $ 6 95 116— 10 gu 5 15 11 
8,900,910 | Do. do. do. Deferred T .. | Stock il 3 D 19% 16 1: 6 5 0 
60,000 Anglo- Portuguese Tel., 5 % Mort. Deb. Btook Red. | 100 | .. |6 % 5 4, 5 Ф 99 —102 ЕВ 418 0 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. ..  .. 6 [88 T3 as 1— 72 T 6 8 8 
9,883,376 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. | Stock | 4% | 4 9, 4% | 4% 83 — 86 85} 418 0 
16,000 | Cubs Telegraph .. T s ec га РЕЯ 10 T 5% 04 че 69 es 517 8 
6,000 Do. 10 % Pret. ae #6 >» oe 10 [10 0 0 Y 10 % — 16 ee 619 5 
12,981 | Direct Spanish Telegraph, Ord. д Qe. e 6 |4 4 4%/4% 8— 8} З 631 
6,000 Do. do. 10 $ Cum. Pref. és 6 [10 0 0 95 10 % 8— 9 m 511 1 
80,000 Do. i do. 4 Debs. ee oe 50 dé 44% 100 —103 oe 8 14 10 
60,7101| Direct United States Cable ae " we .. | 90 4 Ф | .. 188— 143 14 610 9 
‚900 Direct W. India Cable, 44 % Reg. Deb., 1 to 1,900, R. 100 | 44% | 44% | 44% | 44% 98 —100 А 410 0 
4,000,000 | Eastern Telegraph, Ord. Stock.. ae i» .. | Stock | 7 7 7 7 138 —186 186 62311 
2,000,000 Do. . 2% Pref. Stock.. — .. .. | 100 | 349% | 84% | 88% 335 844— 863 a 4 011 
1,896, 708 Do. 4 % Mort. Deb. Stock. Red. .. | Stock | 4 4 4 4 101 —2103 1024 8 17 8 
Eastern Extension, Australasia, and China Tele. 10 7 7 7% 17% 1 1345 5 5 8 
152,400 Ро. 4 x Deb. Stock...  ..  ..| Stook | 4 & 4 4 4% 1004—1 102 818 ] 
269,700 | East & fl. Afric. Tel., 4 % Mt. Db., 1 to 8,000, red. 1900 | 100 4 4 4 4% 101 —103 101 817 8 
900,000) Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 | 25 4 % 4% % [4 100 —102 i 818 5 
197 | Globe Telegraph and Truss [10 54% | 54% 53% 1 10 5 8 9 
181,127 Do. do. 6 7 Pref... 10 6 6 14 1 4411 
150,000 Groat pores 1 a ah ance M E 10 24 20 Ф — 29 xd mr 6 17 11 
rmudas e, % 1s$ Mort. EN 
19.6001 |, Debs., within Nos. 1 t0 1,900, Red.] 100 | 48% | 48% | 44% | 44% 100 ө 410 0 
17,000 do-European тиери "m x es е^ 25 8 8 18 % [18 % ó4 — 67 , 514 0 
841,880, 400 Mackay Com sCommon .. ... 3100 |1 2 33% | 4 % 60 — 70 " 514 4 
000,000 | Do. 0. 4% Cum. Pref. .. .. .. |8100 | 4 f 4 4 4% 60 — 70 5 14 4 
884,190 | Marconi's Wireless Telegraph .. A es "s 1 N N Nil | Nil Ta 8/. Nil 
Monte Video Telephone Co., Ltd. Ord. ..  .. 1 5 Ф 6 6% — lys 19/9 414 1 
86,493 Do. do. о. 6 % Pref, ee 1 5 5 6 Ф, 5 К 4 oe § 12 11 
2,225,000 | National Telephone, Pref. Stock — .. ..  ..| 100 6 6 6% —1104 110 687 
8,725,000 | Do. o.  Det.Btok  .. .. ..| 100 5 % 5 |6% 115 —117 116 637 
15000| Do. do. 6 % Cum. Ist. Pref. .,  .. 10 6 6 6 * — t ee 416 0 
16,000 : do. 6 % Cum. and Pref. . 10 6 6 5 9, — 400 
250,000 Do. do. 5 * Non-cum. 8rd P., 1 to 250,000 6 %15%15%15 % 55 539 4 8 11 
9,000,000 | Ро. do. ^84 b. Stock Red. | Stock | 84% | BA% | 34% | 84% | 98 —100 xd | 98 —100 810 0 
1,716,698 | Do. do. 4 % Deb. Stock Red. .. н 100 4 4 1% 1 1024 xd | 1 1023 102 318 1 
179,318 | Oriental Telep. and Elec. 1 to 171,504, fully paid. 1 1547 8% 11— 15 516 4 
,000 Do. do. do. Cum. Pref. б ee 1 % 6 6 6 1 1 1 1 ee 4 16 0 
99,100 | Do, do. do. 4% Red. Deb. Btock..{ 100 | .. |4%]4% |4 96 |: 88 — 91 xd | 58 — 91 471 
99,400 | Pacific & European Tel., 4% Guar. Deb-., 1 to 1,000 | 10 4 4 4% | 97 —100 xd | 57 —100 - 400 
189! Renter's — .. ... .. .. .. .. .. 8 5 |5 5 % 84 7— 8i И 414 1 
99,100 | Telephone Со. of Egypt, 44 & Deb. Red. .. | 100 .. |4 44 44°% | 97 —100 xd | 97 —100 10 0 
8,088 Submarine Cables Trust ee ee ee oe ee Cert. 6 hà 6 6 % 27 —130 127 —180 19 4 
100,000 | United River Plate Telephone .. б $ 8 8 | 8%, 69— 64 6А 16 4 
40,000 . . 5% Cum. Pref., Nos. 1 to 40,000 5 5 % 5 6 % b Fe xaj 5, — by " 15 8 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 2 il| ми [25901 .. | lj— lik |1їд— lih 10 2 
160,000 | Do. 4 % Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 100 49 4% 4% 60 —102 Lib xal D 19 3 
907,980 Western Telegraph, Ltd., Nos. 1 to 07,99 0. 10 7 7 $ * 18j— 184 ха ш 14 18 0 0 
800,000 Do. . 4% Deb. Stock Red. 100 4 $ 4% | 4 9, —101$ xd | 991—10)4 99 18 10 
88,821 | West India and Panama Telegraph ..  ..  ..| 10 il | Nil | Nil | Nil R— E А! Nil 
84,568 Do. do. 69 Cum. 1st Pret. ` l: | 10 % 15% 8% 6 | 8 6. — 17 2 
4,669 Do. do. 6% Cum. 2nd Pref.  ..  ..| 10 il | Nil! Nil 42 6 0 94 9} 9 0 
S001 D do. 5% Debs. Nos. 1 to 1,800 .. | 100 [5% {5 %/ „ 5% | 99 —102 xd | 99 —102 s$ 18 0 


| 


| | 


8 {Anglo Argentine Trams, 10 % 9 ri 6 |89,189,1895,,995 | 8à— 85 8yo— Bii 85 by 5 44 
,007 Do. 6 % Cum, Preis., 1 to 260,007 5 64% 63% 6— 68d | 64— 64 бз | 6 110 2 
966,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 5 6 65 6 % | 188 —143 xd | 138 —148 141 bi d 4 811 
986,100 | Auckland E. Trams, 5 % lst Mort. Deb. Воск .. | 100 5 b 5 6 % | 102 —105 xd | 103 —106 .. x +1 414 4 
880,000 | Babcock & Wilcox, 1 to 530, 0% 6 0 1 90% 20% 909% 20 % | Biij— 4 — 473 80/- 78/9 I 6 0 0 
100,000 | Ро, do. 69% Cum. Pret., 1 to 100,000 .. 1 /6%/6%/6%/6%! lf— 1 lya— 1% 2 ^ 8 16 10 
40,000 | British Aluminium, Ord., 1 to 40,000 „Hm 6 7 7 7 1% — 45 = A 61/3 | 60/ 10 0 0 
4,000 Do. do. 7% Сиш. Pref. .. 5 7 7 1977 $—4 4 — 4 ө 715 7 
30,000 | Do. do. "А"69% Cum. Pref, .. ..| 5 6% 6% 6 6 Ф 4 st 4i— bi . U — | 514 8 
Кыен Do. do. 4% Funding Certs. .. ae 6 4 4 4 4 ж 8{— 4 | $ ES Jd 114 1 
20.00 i do. 65% lst Mort. Deb. Stock Red. | Stock | 5 6 b 5 < | 104 —108 106 —110 s. . +2 410 11 
000 | Po. до. % Loch Leven Debs, .. | 100 | .. | .. | 58% 64% | 97 —100 99 —102 98 "e *2 | 5 T710 
400,000 | British Columbia E. Rail Def. Ord. Stock 100 6% 6 6 | 8 % | 125 —180 195 —180 .. z 623 
800,000 | Do. 5 % Pref. Ord. Stock i2 „„ d] 100 |6 5 & 6 5 % | 108 —112 108 —112 1073 | 107 4 9 3 
800,000 | Do. 69% Cum. Perp. Pref. Stock — ..  ..| 100 5 „ 5 „ 8 % 5 % | 107 —111 107 —111 р ө . 419 1 
283,000 | Do. % 1st Mort. Debs., 1 to 6,50 410 4 44% 9% Re 99 —102 99 —102 2d 188 
290,000 | Do. 444 Vancouver Power Debs., 1 to 2,200 | 100 n d$ % | 43o | 101—104 1077-108 1013 | 1003 | .. 4 6 2 
188,001 | British Electric Traction 9 . we 10 6˙ 3 % NM] NI] 14 1 4 „„ | L Nil 
, 161487 | Do. do. 6 % Cum. Pref. .. ..| 10 6 % 6 % 6 3% 4{— ха 4i— 47 9S | взу, , 6 6 4 
73,858 | ро. до, 5 & Регр. Deb. Stock .. Stock БФ 695/5955 5| 9$ — 97 94 — 97 96 W |... 5 3 1 
real ае: do. 44 % 204 Deb, Stock Red. | 100 | 44% 4% | 44% | 44% 75 — 77 76 — 78 760 76 5 41 | 51 8 
100,000 British Insulated and Helsby Cables uae 5 |8% 8% 10 Хр 5 6 — 64 ts T * 88 7 
100,000 | Do. do. — 69, Cum Pref. .. | 6 |6% 69 6 doa em pr бвр .. +} 416 0 
000 | Ро. do. 449% Ist Mort. Deb. Red... | 100 1 5 sh ч 5 100 —103 xd | 100 —103 e e — |476 
0 | British Thomeon-Houston 49 % 1st Mort. Debs. .. | 100 |4 $ 4% | 48% | di. | 98 — ee ü E e | 4110 
400,000 { estinghouse 6 % i 001 tc 475,000 6 | Nil] ма [ма | Nil| yk 132 а— 14 " Je E Nil 
1,016,863 | — Do. ао. 4% Mort. Dob. Btock "e| 10 4 % 4 % 4% 4, 43 — 48 xd | 48 — 4 h ө - |8 68 
60,000 |!Browett, Lindley &С©о,Огй3. .. ..  .. 1 Nil! Nil | Nil | Nil г ith 15; ti T T và Nil 
180,000 |: Do. “do. 6% Cum. Fre... 1 | Nil Nil| Nil | Nil 14% 0 1% | 14/6 to15/6 | .. н Nil 
06,781 | Brush Electrical Engineering, Ord., 1 to 105,781. 2 Nil | 24% | Nil | Nil 0= О ш. Ni 
12000 Do. . do, Non-cum.6% Pref... — .. 2 |6 % 6 Ni! Nil 3 — 1 — 5. Nil 
135,0001/ Do. do. th i Perp. Deb. Btock — .. | Btock т, % | 44° n% 44] 10—15 70 — 75 — 6 00 
10 0% Ро, do. 44 % Perp. 2nd Deb. Stock.. Stock | 4 % 44% i 46% 4% | 53 — Sbxd | 53 — Sx a + | 715 2 
9055 Buenos Ayres & Belgrano, 1 to 100,000 ix 2S 6 4 8% | 8 ps 4i— st a 3 16 
$2000 Do. do. “A"6% Cum. Pref., 1 to 40,000 5 |6% 6% 6% 6760 |. du— Баха o y . 517 1 
136400 Do. do. “B"do.,1to 27000  ..  .. 5 !6%|6% 6 6 % „48 — бах = eet "e 517 1 
% Do do 69% Deb. Son. Xj 10 5 % 15% 15% 5956 | I10 —116 xd i eo 2 ы . 4 6 2 
180,000 «do, 6% 2nd Deb. Stock ., — ..| 100 5 % 5 95 |5% 15 % | 102 —105 xd pir F "e — | 415 3 
800 Calcutta Trams, 1 to 187,6 10. 5 8 8% 8 6. % 57 — 6 54— Gg 6i "E АН 414 1 
adam Do. 5% Cum. Pref., Nos. 1 to 29,880.. | Б | .. [5 | 6% Бъ „%%% UR TENES | | oe | 413 0 
Bo Do. 44% Ist Пер, Boch. | 100 | 44% | 44% |44% | 44% | 101 —104 xd | 100 —100 | .. . 467 
"re Callender'$ Oable Construction shares $5 Б 124 115 Ф 15% 115 wk— 104 54— 10% E | : 7 210 
200000 Do йо, 6% Cum. Pref. .. „ Б 5% 6% Ф ооа Ор, Ssd |. BE 5] | 4145611 
м, Do, „ до. 449% Ist Mort. Deb. Stock Red. | Stock | 44% | 43% | 44% | 44°, | 105 —107 xd | 105 —107 TELE - 441 
а Cape E Trams., 1 to 491,222 "T os E 1 5 % | Nil „ if ij ante d | ra 
15000 | Castner-Eellner Alkali, 1 to 450,000 .. .I 4% [6% 8 b 12: iv 1 ц— 1 Ue 814 7 
Ts Do. do. 44 % lst Mort. Deb. Stock | 100 | 44% | 44% | 44% | 44% | 101 —104 0 Ж e 46 7 
10 Central London Railway, Ord. btock.. kh. | Stock | 4 Ф [4% 14% ЗФ 15—18 75 — 18 77 15 31611 
568,195 Do. do. 49% Pref. Btock .. — .. | Stock | 4 4 4 4 90 — 92 90 — 92 t: T 170 
Do. do. Def. do. Stock |4 5 [4 5,4 2% | 55 — 58 97 м 39 0 
Ойу and South London Railway — .. 1; | Stock | 34 14 AS 24% 8 — 40 LL ЕЛИ. 
{ From Manchester Share Liat. 


Unless otherwise stated, all shares are fully paid. | t A period of nine months, 
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SHARE LIST OF ELECTRICAL COMPANIES,—(Continued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANTES.—(Continued) 


"* 


Pres tock osin Business done Rise +, Present 
ent NAME & ог Dividends for the 9 брат. А week ended or Yield | 
Issue. | | Bhare, | It four увага, June 30th, July 7th. | July 7th, 1008. Fall — | per cent. 
* 1904. | 1905. | 1906. | 1907 Hughes Lowest | Я т а 
86,000 | Crompton & Co., Nos. 1 to 85,000 .. 8 |2% 34% | 56% 5 % a m 
100,0002 { Do. 5 96 1st Mors, Reg. Debe. 1 100] e 59, (6595, (659515 % "T 
900 of £100, and 901 to 11,000 of £50 10 10 10 % 10 % » | с q55 
960,000 | Dick, Kerr & Co., 1 to 280, 000 2 vis 1 g б 8 217102 ijs 416 0 
806,000 Do. do. 6 % Cum. Pref., 1 to 905,000 а 1 6 6 : % 2 483 
282,580 Do. dc. 44% Deb. Stock ә . | 100 49 43 He % oe = 4 18 2 
60,000 | Dublin United ты (1896), 1 to 60,000 А 10 6 6 0 б % oe Bi 4128 
69,987 Do. 6% Pref. between 1 and 60,000 10 6 6 & А : 0 А ii о 
99,261 | Edison & Swan Utd., “A” shs., #8 på., 1 to 99,261 5 3 4% о . A f de 
17,188 Do. "A shares, 01—017,199 — .. 5 o1 44 A . ә © M 
819,475 Do. 4% Deb. tock Red. 100 4 & 4 4 5 e d ^r 6 14 11 
72,220 Do. 596 2nd Deb. Stock Prov. Certs. all pa. 100 5 15 Ju NM “+ Ж | | Nil 
112,100 | Electric Construction, 1 to 112,100 a Nil Nil п A | a Nil 
81,890 Do. do. 79% Cum. Pref., 2 to 81,890.. 9 |1 1 Ni il . ү 2 0 
25,000 | General Electric Со, 20036 Cum. Pref. 10 5 5 6 Б % vs i ви 
200,000 Do. Mort Deb.. Stock |4 4 4 4 % А " a НАЕ: 
78,000 Gt N. & City Rai. Pref. Ord. "AY 4 %y 1 to 78,000 10 4 4% |4 75 = 810 3 
96,000 | Greenwood & 8. 7% Cum. Pref. T ‘ 10 7 7 7 S s 2: 4171 
80,000 Do. Mort. Debs. ae ..| 100 Б Б б i is A m. 8 18 10 
nee geni (W. T. n Telegraph Works "d Su. X 4 y 15 p^ ae j | т 200 
, e 7 ee 1 
150,000 Do. do. 1 Mort. Deb. Stock | Stock ae 15 449%. 43% Е Ts +1 3 : | 
50,000 | India-Rubber, Gutta- га 5 Works. 10 6 1 10 е 2 $3 E | Nil 
87,500 Liverpool Overhead si 10 |} Nil N 2 oe a воо 
10,000 |{ Ро. iret. filly pa paid s4 10 5 6 6% 15 % wis 18 1 
600,070 London ig san, f. n E 5 T oe T : ý | 4 8 п 
899 0 о. ee Р ее 6 5 
| t 195,000 Do. do. 5 00 Cum. Pref., 1 to 125 000 10 5 6 4 b $ 5 о 78 71 | 415.3 
1,881,000 Do. ` do. 4 9% 1st Mort. Deb. Btock . 100 4 % 4 : X 4 % 2 E a 1754 
6,782,062 | Metropolitan Consolidated ^ .. .| 100 8 % 28% 1% 4% RE “ 7 5 318 7 
2,640,914 Do. Burplus Lands .. T e р 100 RA 24% | 27% | » 25 i d Nil 
€ 8,285,000 Do. District  .. .. c ..[ 100 d | Ni | Nil il i Na 
| 814,016 | Metropolitan Electrio Trams., Detd.. "T 1 Nil | NH | Nil e РИ e or 
| 600,000 Do. do. 6 % Cum. Pref... 1 {6 595,15 5% и : 3 
860,000 Do. do. 44 Deb. eek nor 100 44 44% | 44 44% .. .. 800 
111700 ende E. uU "ET E. A 2 4 5 ‘ d fo a. 6 18 4 
5, * m. e ee ее ее А ) E an | : ! 4 18 
945,000 44 % Deb. Stock .. : ..| 100 44% | 44% 85 me а = э x = 925 зц | Е 6 6 0 
87,850 Telograph Construction and Maintenance . 19 [15 % 15 7545 i» ol 3 À ; + WIR 5 
50,0001 E Bds., 1 to 1,500 Red., 1909 | 100 4% |4 4 A 33 19 id 5 ši 17 4 
8,599,900 Undergd. E. R., Lon b % Profit Shar. S. Nts. Ё ss 5% 5 9 5А 15 m" ус 4 * 8.070 
4% an i Ronin mee ена | i Ww MINER Dac а о ава 
66 , ? ee 2 e. я Е ee 5 5 3 
46.404 Do. 4% lat Mort. Deb. Stock А . 100 IAN 49%! 70 — 74 72 — "6 72 S | +2 Ø 
БЕБИ SUPPLY ( vie aes 
6 64%, 44— 5 44— 5 él vs " 5 10 6 
00,000 e TEN i Ме ЖД О ae 4 ge 44°, | 94 — 97 94 — 97 : Е 40 
st. de " = : 
ý #013) Brompton & Kens, Eleo. Lt, Bup., 5 d to 20,000 5 10 % 10 1 0 2% ТЕ s fe 3 6 PA 
um. Ай . I9 8 
А 896,876 Central Electric Bu "i 4 % Guar. Deb. Stock 100 4% |4 4 А 1 98 nan pum p Я B 17 8 
80,000 кашы Сговв on mere Supply B р Я 2 405 5 424 a i +s У pe es 2.1 
e А um с £ А 17 
80,000 Do. . City Undc шил" 44 % Cum. БЕ 5 iy 44 4205 12 40 ae ont ха e M 903 5 i 1 8 
ЛЛУ c ш = do. 85 Sp peck ed. * 0 s 5 : 4 $ 440 Br M 5 6 887 
49,486 elsea Electricity Bu r А | с Ж — us eo 3 
15) 7555 do. 44% Deb. Stock Red. `. | Btock 4455 m d ай» | 99 —102xd omes | н E 
055 City . Eleg. fc 595 n 6 2 : Ф 8 & É $ a 18" 11 14 ija 124 я 4 19 ‘ 
„000 F um e ae , 5 < 0 
400,000: Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. 5 % |6 % |6 ф б % 100 —163 xa 100 103 © Е Ыы : a 
800,000 Do. 43% 2nd. Db. Stk., Prov. Crts. yall pd. 100 | 44% | 44% а 13% бс) = : * 2: 1 
| 40,000 | County of Durham Electrical Power, Ord. 5 |4370 4 & : $ 2 5 "um A 3 — d í y P Nd 
; 50,000 Do. do. 5% Pref. .. 5 5 % 3 ч 5535 Е Toe 613 
40000 Boe London кше Pref: | 5 10 65 6 6 6 4 10—10] 104— 104 128 i — [591 
40,000 о. о. е ai * 434 
u 100, 0007 Do. do. 4 95 Deb. Btock k 4 % 437 ne 44% p iol xd чы EU 993 бё) ee 491 
Я 400,000 Do. do. 44 % 2nd. Deb. Stock .. | Btock Jo | 4496 96 d ^ — s 
80,000 | Edmundson's Electric Corporation, Ord. Shares. 5 1%|4 % 25 E i— L E E АК " S 
ү 80,000 Ро. do. 5 % Cum. Pref. 5 : % 6 % % : vi a 155 ml 18 p i m 8 
i 438,000 Do. do. 4) % 1st Mort. Deb. Stk. | 100 4% 4476 : 96 405 = iu "m А 6 49 
к 10,000 Folkestone, 1 to 10,000 * ee ee р 64% 85 5 o6 5 А? 5 — м 5 2 5 • 4 10 1 
10.000 Do. 59, Cum. Prof., 11010000 .. .. ii i e "A ds 5 06 — pi 6 +1 4 10 11 
90,000 Do. 44 95 1st Deb. Stock s is ..| 100 ate 45% 925 ae : — 98 : — : А 4 15 9 
15,000 Hove, 1 to 18, ee f 2 e 10 % 10 10 ae 8 — 63 8 ===. 54 oe 5 9 q 
21,000 | Kensington and Knightsbridge Electric ord. 1 P A — 99  — = X " 5 0 10 
10000 on Bs ] бого fioi A ed. “ ЕЕ 34 44 0T 21^. oe — lj gm là x Е M 6 8 1 
, 10,000 | London Electric Bupp y oration, Li ? 2.55 | -1 Я M E 6 0 0 
10,000 Do. фо 6 % Pref. 5 { % 1 я % А % d mE M a A. 96/3 92/6 + Ё 41710 
99000 se ao. Е 515 STA 18000 ы rn 10 £ 10 805 6145 43— 5 12— 5 oi +41515 7 
olitan шүн upp oe == — a 
I Metropo 95 Cum. Pret. 1—7, 106 . ёг b 43% % 4 % 1476 4i— 14 xd 2 * e: : 
220 ,0001 Do. 4 n Mort. Deben. Stock Е «à 4 0 4 со 44% ne 105 —10% ха | 105 —109 EN 3 
960,000! Do. Mort. Deben. Stock Redem. ! Stock о о | 349% | 3: % 84 — 89 xd | 84 — 89 К 412 9 
260,000 Midland Electric Corporation, 44 % lst Mort. Deb. 100 44% | 48% | 449% |4 E 94 — 97 xd 91 — 97 25 3 18 4 
87,500 | Newcastle-on-Tyne, : to 87,900. . T xe 2 5 % : 96 е 96 А 5 im d : : а 
87, 500 Do. 5% Pref., 1 to 87, 500 ee ee & % % 570 o5 13 | ae 54 54 5 16 5 
10,852 | Notting Hill Electric Lighting v xS ә is 10 1 14% 7396 42.5 12.— ) xd 1 a 13 ж 519 0 
20,000 | Oxford, i to 96 and 407 to 20,810 ae - wat e p 7 T 1 & Te |1 % 51— 6i 54— | 5:35 10 
50, 000 Do. 4% Deb. Stock .. .., 100 4725149761495 4% | 94 — 98 95 — 99 + Е a0 8 
40,000 Bt. James’ and Pall Mall Electric Light, Ord. | 5 144% 124% |10 % (10 % Th— 83 74— 84 СЯ M : 10 7 
| 20,000 Do. do. 7 % Pref. 20,081 to 40,080 6 17% 1 %% тә] 6:— т 64— "i is JE 
| 150,000 Do. do. 83 % Deb. Stock Red. | 100 | 34% | 8 % Sie 63% | 83 — 58 xd | BS — 88 87 чб s Nil 
| 12,009 Smithfield Markets Electric Bupply, Ord. .. 6 4 % 4 % il Nil — 4 — 3 5 pn 
00.000 Do. do do. 4 % Deb. Btock Btock | 4 % 4 % 4% 4% T0 — 74. 70 — "4 >, ud Барт 
65,000 | Routh London Electricity Bupply, Ord. 2s i Б 4% |4 B 4 9 28— 23 22 — 24 es 9 6 8 
120,000 South Met. Eleo, Lt. & Power, Ord. .. я 1 Nil | 94% | 24° 23% {— K i— è : Е 219.0 
117,968 Do. do. 1% Pref. . 1 [7% 17% 17% Toa | ld«— l's 1— 1 P — ya 4 8 3 
200 000 Do. do. 44 96 lst Deb. Btk. | 100 4490 | 44% | 4495 4% | gi! —102 99 —102 T 12 10 0 
80,000 | Urban Electric Supply, Ord. .. eee 5 6 5 5 15% 15% 1— 2 Lp д T - 010 6 
60,000 Do. do. 6 % Cum. Pref. 5 5c 56 % 6 % 5 % т 9g 12— 22 = E — 10 0 6 
200,000 Do. do. 44% Ist Mort. Db. Stk. Red. 100 44% | 4475 | 44% | 41^, 87 — 90 87 — 90 = : m 5 14 3 
110.000 | Westminster Electric Supply, Ord... 6 |15 9% (18 % (12 % 10 4% 7.— в 77— 82 8% at ji Б 4 3 
ei. % ро, до id % Cum, Prei. 6 „ 5 % 4% 4% di— Sisal а 65 „„ 
(Original 6 Red. ‘to 44% from 81st Dec., 1905) 
* Unless otherwise stated, all shares are fully paid. t Quotations on Midi Btock Exohange. § Interim Dividond. 
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on the outgoing feeders in a similar English 6,600-volt system, except 


PROOEEDINGS8 OF INSTITUTIONS. 


Switchgear Control Apparatus and Relays for Alternating- 
Current Circuits. 
By CnRABLES C. GARRARD, Member. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS, London, May 14th, 1908.) 


(Concluded from page 40.) 


At the present time it is general practice to install time-element 
maximum circuit-breaking devices, in various positions, on all 
large systems. We will only consider inverse time-element 


 circuit-breakers. Hitherto it has been considered generally that 


fuses possess an inverse time-element action. It must not be 
assumed that this is always the case; it is, however, often true. A 


Time ta operete n cn ` 


Vota) Cerrent in Amperes. 


Ес. 6G. -Time ELEMENT or H.T. Fuse. 


105-ampere high-tension fuse, which has been used on the outgoing 
feeders in the 50-cycle generating station referred to later, 
consists of seven strands of No. 24 8. w.. silver wire, each strand 
being enclosed in a small glass tube for a short distance in the 
middle, the whole being surrounded by an outer glass tube. The 


wires are spaced out by asbestos washers, and the outer tube is 


filled with French chalk, except for the small space in the 
middle where the wires are enclosed in the small glass tubes. 
The engineer has kindly informed me that these fuses bave 
never blown due to shorts on the low-tension network. When- 
ever they have blown it has been due to a failure in the 
feeder, in that 


and the first sub-station. The time element of this fuse is 


Standard 10-ampere relay 25 cycles. Set to operate at 60 per cent., 80 per 
cent. and 120 per cent. of full load, that 18, 150 amperes, 200 amperes 
and 300 amperes in conjunction with a 20:1 ratio current trans- 


former, 
Fic. 7. 


given in the curve in fig. 6. This curve was taken by keeping 80 
amperes flowing through the fuse till normal temperature was 
reached, then suddenly increasing the current to the value given in 
the curve, and noting the time taken to blow. 

Apart altogether from the difficulty of arranging two fuses in 
Series with the certainty of one operating before the other, high- 
tension fuses cannot now compete with automatic circuit-breakers 
either in cost or efficiency. 

It it has been decided that a time-element circuit-breaker is 
necessary on the ontgoing feeder, the next point to determine is 
what this time element should be. If it were only a question of 
arranging the various switches so that they opened in a pre- 
determined order the feeder time lag would be made as long as 
Possible, as, natarally, the longer it ig the more chance have the 
distant circuit-breakers of operating before the feeder. Fig. 7 
shows the calibration of outgoing feeder relays installed on the 
6,600-volt 25-cycle threc-phase feeders in a large generating station 
in Scotland. The curves of fig. 7 were arranged so that, under all 
conditions, the machine breaker should operate before the feeder 
breaker had time to: do so. These settings bave proved to be 
Patisfactory on tbe system in question. The sub-station machinery 
in this case consisted almost exclusively of induction motor- 
generators, 

Relayshavingtime elementa, asin fig. 7, were subsequently installed 


part of it between the generating station | 


that in this case the sub-station machinery consisted almost exclu- 
sively of 50-cycle synchronous motor-generators. The difficulty 
was at once experienced that with the comparatively long time 
elements, whenever a severe high-tension short came on the system, 


Ampa through Rates. 


Fic. 8.—CALIBRATION CURVE оғ OvutTGcornc FEEDER RELAYS 
FEEDING SUB-STATIONS CONTAINING 50-CxcLE SYNCHRONOUS 


MACHINERY. 


the shock was so great that a great deal of the syncbronous sub- 
station machinery fell out of step. Generally a swinging of the 
current to and from the eub-stations was set up, which increased 
until the motors fell out of step. To get over this the time 
elements were shortened several times until the calibration curve 
as given in fig. 8 was obtained on the outgoing feeders. It is con- 
sidered that with such settings the system will be able to clear 
itself of high-tension short circuits without any danger of affecting 
the synchronous machinery other than that fed by the faulty 
feeder. | 

The time element of an instantaneous release is less than pth 
of the time element shown in the curve No.8. The general con- 
clusion to be drawn from these notes is that the necessary and 
desirable time elements of the circuit-breakers on each system 
must be determined experimentally. When installing maximum 
relays, therefore, they should be such that their time elements may 
ba varied within wide limits independently of the currents: at 
which they operate. It is not desirable to have the time element 
too easily adjustable by means of & screw or some such arrange- 
ment outside the relay, as this provides grave danger of the time 
settings being altered by unauthorised persons. The time ele- 
mente of all the circuit-breakers on the system must be considered 
as a whole, and after the correct values have been found the settings 


need never be altered. 


DISCUSSION. 


Мв. Н. W. CLorHiEB, who opened the discussion, said he thought 
the worst offender in the matter of failure was the reverse current 
relay, it was so uncertain in action. In the Northumberland and 
Durham power circuits these relays had been removed, owing to 
the trouble experienced. He considered that time-element relays 
were almost as undesirable, as they allowed of surges affecting the 
running machinery. The necessary features of any euch gear were 
that it should act instantly on a fault occurrirg; must be simple 
and applicable to all kinds of networks, and must be able to 
discriminate between good and faulty feeders. He considered 
that the Merz-Price system was the only one complying with these 
conditions, and it enabled a considerable saving in cable to be 
made when employed with sub-stations looped on to the generating 
station. | 

Мв. B. WELBOUBRN, referring to the Merz - Price system, said 
that it was the practice in Durham to lay separate pilots for all 
cables; at present some 70 H.T. feeders (about 200 miles), supplying 
60,000 kw. of plant, were at work. The gear had operated about 
20 times, and there had never been a single failure. Mr. Merz had 
found it almost impossible to make relays discriminate on com- 
plicated networks; with the latter, as at Newcastle, it was abso- 
lutely necessary to use a balanced gear. He agreed with the 
previous speaker, that the time element in the interlocked reverse 
relay system proposed by the author would lead to trouble with 


synchronous plant. 
MR. J. G. TATTER agreed with the author that tbe solenoid 


` relay was more or less useless for the reasons stated. It was 


necessary to arrange the time lags on circuit-breakers, which were 
to be used in series and to act in a definite order, so that a small 
time element remained even on short-circuits occurring. He 
thought the wattmeter movement described by the author was not 
desirable in cases where a large reduction in current occurred. 
The solenoid movement had distinct uses for protecting motors. 

Ми. А. E. WEDMORE said the polyphase relay had some good 
features. A fault on three phases was a serious matter generally, 
and required prompt action, while a fault on only one phase might 
not require prompt action. Не found that the test results given 
by the author’ for the solenoid bellows-type relay were practically 
correct. As regarded the fuse-shunted trip coil, he considered it 
advantageous that small current changes largely affected the time 
limit. After experimenting, one fuse material had been found to 
cover all requirements, The great argument against cross- 
connected transformers was their complication, and he had 
advocated the use of two or three relays, &c., where expense was 
not a consideration. | 

Mn. LEONARD ANDREWS said he agreed generally with the 
author's remarks, but disagreed with him on the eubject of failure 
of the field current. The author considered that if two machines 
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continued to run in synchronism, the faulty machire need not be 
disconnected. He, the speaker, considered that the leading current 
on one machine would enter the other, where it would be a lagging 
current; the direct-current field would vanish owing to the react- 
ance and the volts would drop near zero, causing any eynchronous 
machinery to fall out of step. He thought the Merz-Price system 
fulfilled what reverse relays would never achieve, . e., adequately 
protected ring mains. He did notagree that that system was applic- 
able to the majority of mains networks, which bad no pilot wires, 
and the usual arrangements did very well. | 

Мв. К. EpGcuMBE considered that the important thing was for 
the time lag to be independent of the breaking load; it was also 
important that reverse relays should be reverse current and not 
reverse power relays, as 16 was the current which caused the 
damage. | 

Мв. B. M. JENKIN drew attention to the fly-wheel effect of motor- 
generators, which practically made it necessary to treat sub-station 
plant as if it were generating plant at the power station. The energy 
which was fed back from the sub-station frequently operated both 
reverse relays and maximum cut-outs on motors and feeders. 

DR. GARRARD, in reply, said the Merz-Price system, although 
excellent, was also complicated—much more зо, in fact, than was 
originally intended. The difficulty was the pilot wire, which meant 
an extra duct and extra expense; the system afforded excellent 
protection to an interconnector, but there were many cases where 
maximum time-limit and reverse-current relays were better. It was 
not possible to get selective action with fuse-shunted trip coils; the 
use of different materials for fuses did not meet the difficulty. As 
regarded Mr. Jenkin’s remarke, he was willing to set the sub-etation 
relays at 100 per ceat. or more, if desired. 


AN EARTH INDICATOR FOR 
HIGH-PRESSURE THREE-PHASE PLANTS. 


* Е 
— E 


Wirz the advent of power transmission by means of high-pressure 
three-phase currente, the tendency in switchboard design has been 
to employ switchgear of the remote control type, and to exclude all 
pressure-carrying conductors from the control board. An exception 
to this rule is, however, occasioned by the provision of earth indi- 
cating voltweters in accordance with the regulations of the Board 
of Trade. These are usually static instrumente, one being con- 
nected between each phase and earth, and, on account of the high 


Fic. 1. Fia. 2. 


price of such instruments, their use is attended by a not incon- 
siderable increase in the total cost of the switchgear. 

By the employment of the method described below, which has 
been introduced by the Felten & Guilleaume-Lahmeyerwerke 
A.-G., of Frankfort-on-Main, this drawback is removed, as in place 
of the expensive and sensitive static voltmeters, low voltage electro- 
magnetic instruments are employed.  'The principle of the device 


is shown in fig. 1. To the three bus-bars of a н.т. three-phase · 


installation to be tested a small pressure transformer is connected, 
the neutral point of whose primary is earthed. On the secondary 
side of the transformer three low-voltage voltmeters are connected 
between the extremities of the three phases and the neutral point. 
Should an earth now occur in one of the н.т. lines, a flow of current 
takes place through the earth from this point to the neutral point 
of the transformer primary, and the arm of the transformer corres- 
punding to the line in which the fault lies will be deprived of its 
current, The reading of the voltmeter connected to the secondary 
of this phase will consequently be diminished, while the other two 
voltmeters will indicate a higher voltage than under normal con- 
ditions. 

As shown in fig. 2 the bus-bar voltmeters may advantageously 
be connected to the earth - indicating transformer, or in other words, 
the eartb-indicating voltmeters may be connected to the bus-bar 
pressure transformer, which is present in most H.T. installations to 
reduce the pressure on the switchboard voltmeters and recording 
instruments. The only addition required is an earth connection 
from the neutral point of the transformer. If an earth should 
occur in any one of the н.т, lines, the phase voltmeters are not 
affected, while the earth-indicating voltmeters will show by the 
difference in their readings in which phase the fault lies. 


A simplification of the whole installation may be attained as 
shown in fig. 3, by the provision of only 1 voltmeter to indicate the 
bus-bar pressure, and one for the earth indicator, the latter being 
fitted with a three-way switch. One terminal of the voltmeter v 
may then be connected to the neutral of the transformer secondary, 
and the other to the extremity of each of the phases in turn. 

Finally, it is unnecessary to provide a separate voltmeter for the 
earth indicator, as the same voltmeter may be employed to measure 
both the bus-bar voltage between phases and the voltage to earth 
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à 


of each of the phases, by means of & suitable switch (fig. 4). On 
account of its cheapness, and the small space required for the 
various instruments, this connection is of particular value for small 
installations, as a small double-pole four-way switch is the only 
apparatus required in addition to the voltmeter with ite trane- 
former, which must in any case be provided to measure the pressure 
of the system. 


THE PROFITS OF MUNICIPAL 
ENTERPRISE. 


[m жж — 


[FROM A LEGAL CONTRIBUTOR. ] 


* 


CERTAIN questions of considerable interest to those who 
have to do with municipal trading have recently been 
discussed by the Manchester City Council. It appears that 
they are making so much money out of their various enter- 
prises that they do not know what to do with it. The 
question is—Should the profits of the municipal trading 
departments be applied in relief of the rates, and во be 
enjoyed by the whole body of ratepayers? Or should they 
be distributed amongst the customers of the several 
departments in the form of cheaper gas, lower tramway 
fares, or other concessions by which the profits now earned 
might be reduced or wiped out? The present policy of the 
Manchester City Fathers is to apply the profits in relief of 
the rates generally ; but to this there are certain objections. 
Thus, it is pointed out that it is unfair to make the gas 
consumer contribute to relieve the rates of his fellow 
citizen who uses electric light and is usually better off. 
No doubt, however, most of the ratepayers use gas, and 
there is probably some rough correspondence between what 
one loses as a gas consumer and gains as а ratepayer ; but it 
is manifest that the problem presents many difficulties, from 
whatever point of view it is approached. We wonder 
whether the possibility of a municipal body making too 
much money ever occurred to the legislative mind when the 
necessary statutory powers were conferred. Having regard 
to the extraordinary measure of success which has attended 
this kind of enterprise in some parts of the country, it 
seems to us that these bodies are allowed to carry out their 
undertakings on terms which are really too easy. The first 
thing which occurs to the mind is the Public Authorities' 
Protection Act. Does a corporation which is competent to 


‚ гап a business at a huge profit require a greater meed of 


protection than an ordinary trading company? Саве 
have occurred in which unfortunate persons have been 
debarred their remedy owing to a municipal corporation 
being in an unduly favoured position. The chief pro- 
visions of the Public Authorities’ Protection Act are that 
an action must be brought within six months, and that if 
another opportunity of tendering amends is not granted, 
the plaintiff may have to pay increased costs, It appears 
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to us that any corporation which is во well able to look after primary and the eight secondary circuite. It is very 
important to have the primary connections clearly marked 


u the interests of the public that it does not know what to 
und i do with the profits of the enterprise ought to be placed on owing to the“ boosting " property of the auto. transformer 
ds 8 level with any other trading corporation. referred to above. In fig. 6 an arrangement of the terminals 
ins is shown; Ps, and рв, are the primary connections. 
ondan, à Suppose, however, that, by mistake, the primary is con- 
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The Auto-Transformer.—The auto-transformer is во well- | 
known as scarcely to require any description. As it is quite 
possible, however, to connect yp such transformers incorrectly, | 
and especially ав а case of that kind has been mentioned to Fic. 6. 


: . nected to ps, and s,: the result would be to boost the 200 
| | volts up to 250 volts, and instead of obtaining 25 volts in 
each circuit, the voltage would exceed 31. 
This sort of thing has actually happened, resulting in a . 
considerable breakage of metallic-filament lamps, and hence 
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CE 
10 it is necessary to call special attention to it. ита 
" Pig. 5 shows а 200-volt circuit divided up into eight 
a circuits of 25 volts each. Should the voltage, however, be, 
* k р. вау, 220, it is obvious that the manner of obtaining the 
| Ета. 3. 

8; © w 8, 

the writer віпсе the first portion of this article was printed, it | e ы 2 1 н 

may Dot be ont of place to say a few words on the subject. г, ов . т j 

The anto-transformer is essentially a transformer in which O11! Ол! O41 O -- - - 

а portion of the primary winding acts ав а secondary winding, | - Д ‘ 

Fg Q1, E 

L | 


if the voltage is to be stepped down. If the voltage is to 
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Fra. 4. | 
required secondary voltage is as indicated in fig. 7; in this 


be raised, however, the primary winding is then a portion of 
the secondary winding. The accompanying sketches will 
illustrate what is meant. 

In fige. 8 and 4, Р, p, represent the primary terminals, 
and 8,8, the secondary. It will be noticed in fig. 8 that 
the primary voltage is 200, and at the centre point of the 


P, 


Fig. 5. 


winding the tapping s, is taken off to give the secondary 
voltage of 100 volts. In fig. 4, however, the auto- 
transformer connections have been ceversed, and the primary 
voltage of 100 now gives a secondary voltage of 200 volts. 


This ig What is known as a booster transformer. From 


this it is quite evident that a misconnect ion may result in an 


increased Voltage instead of a decrease. The normal con 
hections for an eight-circnit 200-volt to 25-volt auto- 
transformer are shown in fig. 5. From this it may be 
noticed that Hne terminals suffice for the connection of the 


case an extra terminal P, is necessary. 
This latter arrangement, of course, is not balanced. As 
the portion of the winding between s, and P, must carry 
the total current, it is evident that the lamp capacity of such 
an auto-transformer must necessarily be limited by the 
current-carrying capacity of this winding. 

With a balanced auto-transformer, however, the capacity 
is only limited by the maximum out-of-balance current 
which is likely to be in the circuit. For the case under con- 
sideration this may be assumed at a maximum of three lamps 
taking a -total current of, say, approximately 2 amperes. 
The winding of the unbalanced transformer indicated in 
fig. 7 would require to carry the total current for the 
maximum lamps installed on any one circuit, namely, five 
lamps, equivalent to a current of 3-5 amperes. 

Wiring Details.—Everyone, no doubt, is more or less 
familiar with the general arrangement of a flexible-wire 
system, but, as it is very possible that the details of the 
System, and the accessories used, are unknown to many 
readers, it may be advisable to describe some typical forma. 
There are, of course, many different types, each manu- 
facturer having his own specialities, but those described 
here are such as lead to very good results. 

The wiring of a switch and lighting point is illustrated 
in fig. 8; fig. 9" shows the arrangement of the 
switch and distributing joint box. These illustrations are 
from untouched photographs of an ordinary installation wired 
without any attempt at special refinements, and they show 
how inconspicuous such a system may be. 
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Insulators.—The simplest insulator in use is a plain 
bobbin, as shown at A, fig. 10. These are made in several 
sizes, but a useful size is one having an overall height of 
20 mm. (about 2 in.). These insulators are fixed to walls 


and ceilings, and the flexible wire is opened ont and slipped 


over the insulator—as shown at B (fig. 10)—where it is 
retained in the; groove. { Опе advantage of such a simple 


| FiG. 8. 


arrangement as this is that the wire may be easily slipped 
off the insulator in order to clean walls and ceilings. 
Several other types will be found illustrated in Prof. 
Schwartz's paper on Flexibles already referred to (see 
ELECTRICAL REVIEW. page 1016, June 19th). The insu- 
lator used in the installation shown in figs. 8 and 9 is 
illustrated at c, fig. 10, and consists of two parts, the 
plunger à and the collar J. The length of а is 
so arranged with reference to the thickness of ö, that 
when inserted in 0 it is impossible in screwing it up to 
injure the flexible wire, which is at the same time securely 
held between the shoulder of 2 and the face of the 
collar. This insulator is easily obtainable in this country. 

The method of fixing the insulators on wood or on lath 
and plaster walls, ceilings, &c., is simply by ‘means of 
ordinary wood screws. On brickwork, however, the simplest 
method is to use small hardened steel dowels, having a 


tapped hole in which a brass screw can be inserted. Such 
а dowel is shown at р, fig. 10. These dowels are simply 
driven straight into the wall where required, and are quite 
capable of entering an ordinary brick and obtaining a good 
hold in it. In passing, the writer may say he is surprised 
that more use i8 not made of these steel dowels for fixing 
saddles in conduit work, as they show an immense saving of 
time and labour compared with the usual method of plugging 
walls and inserting wooden plugs. 

Distributing  Boces.—These are simple porcelain bases 
fitted with terminal screws and provided either with 


porcelain or moulded fibre covers. "There are various 
methods of arranging the terminals so as to enable the 
necessary connections to be readily made. Several forms 
are illustrated in fig. 12. The simplest arrangement 
is a four-way distributing box shown at A. There are four 
sets of terminals connected together in pairs; the main 
terminals are slotted so that the flexible leads may be bared, 
passed into the terminals and clamped up without cutting 
through the wires. This box is provided with a porcelain 
cover fixed by a screw passing through the centre. 

B shows a double-pole two-terminal porcelain for use 
where wires come through a wall. There is a hole through 
the centre of the porcelain base into which the end of the 
porcelain or fibre tube passing through the wall is entered. 
The wires coming through to feed the box are connected to 
the terminals shown, and may then be tapped off in four 
directions if desired. A fibre cap B, fits closely over the 
box and protects the live connections. 

For taking off switch and lighting connections a three- 
terminal box is required such as is shown at c. The connec- 
tions are made as shown in diagram с, The porcelain cover 
for this box is also shown in the illustration. 

A form of box which is readily convertible into a cheap 
form of ceiling rose is shown at D, and in use as a ceiling 
rose at D, It must, however, be used with flexible wire 
having a suspending cord (7raglitze) to prevent the weight 
of the fitting from coming on the conductors or terminals. 
The arrangement is clearly shown in the figure. 

Ceiling Roses.—Besides the form just described there are, 
of course, various other patterns similar to those in use with 
us, but the bases are grooved out to allow the conductors to 
pass in. Provision is also often made for double-pole clip 
fuses arranged on thin fibre bridges with metal end con- 
nections. 

Switches.—Any ordinary type of switch may be used во 
long 88 provision is made to permit the wires to enter 
behind the base without damage. Owing, however, to the 
low voltage suggested, a much less expensive article acts 
quite satisfactorily. | 

The usual “turn” type of Continental switch is well 
known and needs no description, but there is a small 
cheap type illustrated in fig. 11, which is, perhaps, not 80 
common here. The porcelain base is in one piece, and the 
switch contacts and mechanism are sunk in a recess at the back, 
as seen in the view showing the back of the switch. A fibre 
disk is placed behind the switch, so as to prevent any acci- 
dental contact between the live metal and the wall. This is 
the switch shown in the illustrations figs. 8 and 9. 


Fic. 12, 


Such, in brief, are the main features of the flexible wiring 
systems in use on the Continent, and which seem to give 
satisfaction there. Now what, in conclusion, are Ше 
objections urged against the adoption of such a method iu 
this country * We are told that it is unsafeon high voltages, 
and that has been taken for granted in this article. Surely 
no one will say it is unsafe at 25 volts. 

We are told again that it is not permanent enough to 
satisfy our insular conceptions. Permanency, however, 18 
after all only a relative term, and such a eystem seems 
permanent enough for the class of work suggested. Besides, 
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the cheapness of erection and of repairs in such a system as 
this counterbalance any objection raised as to want of 
permanency. | 

Fire risks wil] probably be urged as another objection, and 
it is significant to learn that the fire risk on flexible wiring 
systems in Germany is considered less than on wood-casing 


systems. 


urge the undoubted need of a cheaper system than at 
present is permitted in this country, and he thinks that a 
system which is so extensively used abroad ought to be 
given a fair trial here. The small consumers are a very large 
class; they have a better lamp-hour average per lamp 
installed than the larger consumers, and the time is ripe for 
the central-station engineer to bring them into the number 


of his clients. Consequently the writer hopes that these 


remarks may lead to a discussion of ways and means that 
may result finally in achieving this object. 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cations at the earliest. possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Are Consulting Engineers Necessary ? 


In your issue of June 19th, * A Manufacturer," who 
unfortunately remains nameless, puts forward his experience 
and views on this important question, which is now being 

He refers 
to the class of consulting engineer who has no right to the 
name of such, and whose elimination from the profession is 
aimed at in the present movement. However, these are the 
black sheep which are to be found in every open profession, 
and although their numbers have increased lately, it should 
not be difficult to obtain the desired result, if only the 
manufacturers and the profession would put their heads 
and hands together. "There are also some resident engineers 
Who obtain their measure of knowledge from consulting 
engineers’ specifications, but far more do so from mann- 
facturers’ tenders and correspondence. Unfortunately, there 
are also consulting. engineers who do this, but their number 
18 not large, and they belong to the class above mentioned. 

This matter can also very easily be dealt with by the 
manufacturers' organisations, by refusing to tender unless on 
а clear specification drawn up by a reputed consultant or 
resident engineer. If the manufacturer does the consultant’s 
work, he should certainly be paid for it, and generally is, as 
his whole organisation connected with the estimating and 
selling department is being paid for out of the general 
charges, which are again reflected in the prices -asked. 
Bat the manufacturer is not able or qualified to do this 
work, and therefore he should refuse to perform it. Нів 


complete staff, including all the engineering talent in his 


employ would probably be qualified to give advice on general 


schemes, methods, and arrangements of planta, but in most cases 


only an infinitesimal part of this engineering talent, in the 
person of one of the engineers in the estimating department or 
drawing office, is brought to bear on each job. (I am 
speaking from ample personal experience with several of the 
largest manufacturing firms at home and abroad.) But it is 
not the manufacturer’s business at all. His business is to 
nanufacture, not to study and advise on complicated schemes. 
His drawing office time is better spent, on devising new and 
improved plant, and cheaper and better methods of construc- 
tion, just the same as a firm of builders should not design 


statues, &c. That both contractors and consultants should 


seek to hide possible errors is, of course, human, but thia 
applies to both classes, and the attempts need not succeed if 
both parties know their own businesses. 

I daresay “ Manufacturer " is able to estimate for horse- 
power required, but it is not his work, and leads to the 
varions firms sending in tenders based on different estimates 
Which only bewilder their clients. 

I fully agree with the last clause in ** Manufacturer's ” 
letter, and it is to reach this end that efforts are being made 
at present. 


THE ELECTRICAL REVIEW. 


Against all these and other objections the writer would ' 
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With the letter signed “ Verbum Sap." in your last issue 
I am completely in agreement. The code of etiqnetté drawn 
up by the Institute is a wholly one-sided measure, and is not 
even enforced or obeyed by anyone. It is а farce as long as the 
consultant's practice is left unprotected, in addition to being 
hampered. Clauses Sub. 1, 2 and 3 should be left to the 
taste of the individual, and 4, 5 and 6 should be strictly 
enforced. _ 

In addition to less business due to municipal and resident 
engineers’ and also manufacturers’ breakneck methods to 
secure work, the most glaring fault of the present system 
is that salaried engineers and insurance companies act 
as consultants. The latter practice, which especially 
flourishes in the North, may surely be hall-marked as unfair 
competition. In brief, the present movement should result 
in (а) а conference between the various institutions as to 
etiquette in respect to the work belonging to each profes- 


sion; (b) the immediate formation of an Institute of Con- 


sulting Electrical Engineers to act as a “ roll” in conjunc- 
tion with the Manufacturers’ Association, and to this end, Т, 


for one, shall be glad to co-operate. 
Gerald J. Hooghwinkel. 


Westminster, July 4th, 1908. 
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Working Speed in Telegraphy. 


Mr. Charles Bright’s quotation of my words falls short 
of giving the sense of what I wrote about long-distance 
wireless duplex. A full stop and no context replace my 
comma and what follows. i 

Mr. Bright’s former statement that duplex-automatic is 
* for long distances only applicable to wire telegraphy at 
present led me to point to a known instance of practical 
long-distance radio-duplex, by the Poulsen system, across 
1,250 miles. Surely this is genuine long-distance work, 
especially when considered in the light of Mr. Marconi's 
words, as reported in the Morning Post of May 20th, 
relating to his satisfactory duplex results up to four or five 
miles. 
Regarding Mr. Bright's fresh inquiry as to “ the distances 
at which the duplex-automatic system ів in successful prac- · 
tical operation with wireless telegraphy," this is really 
outside the three points raised by me in the annotations with 
which I ventured to supplement Mr. Bright's friendly 
animadversion on certain conclusions of my own. My three 
points were :— | 

1. Effect of daily Press statements on shareholders. 

2. Applicability of auto-transmission to long-distance 
radio work. | 

3. Applicability of duplex to like conditions. 

In the case of (1) I had, in New York, ocular and auri- 
cular proof that daily newspaper over-statements of wireless 


results keenly influenced the general public. 
‚ As for (2) and (8) this correspondence has shown that 


both auto and duplex ave applicable to long-distance radio- 


telegraphy. : 

But to reply to Mr. Bright’s aforementioned query about 
* the duplex-automatic system " :—The word automatic, as 
involving no difficulty, and so meaning nothing, may 


straightway be excised. Technically, duplex-automatic 


cannot be more difficult than duplex with hand sending. 


There is no such special virtue in the hyphenated expression 
“ duplex-automatic as the old dame thought there was in 
* that blessed word Mesopotamia.” The only point is in the 
word duplex. 

Apart from the already quoted striking instance of 
successful long-distance radio-duplex between Lyngby and 
the ss. Helly (Лат, across 1, 250 miles of land and sea, I am 
in a position to affirm, on the word of a very high technical 
authority in close touch with the actual work, that, with the 
Poulsen apparatus, long-distance duplex is a certainty, not 
only on the evidence of the aforementioned 1,250-mile 
instance (which is quite authentic), but on other grounds 
which I am not, at present, free to particularise. 

With any radio system possessed of the same technical 
attributes as those inherent in the Poulsen, duplex is feasible 
where simplex is feasible. 

When the long-distance radio systems have settled down 
to work under the new Convention rules, and have got their 
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installations—now in course of erection, or of alteration— 
into order, and have tuned down or up within the lower 
or the upper margins of wave-length possibilities left to them 
by an exacting Admiralty who have—doubtless rightly— 
appropriated the lion’s share and largest slice out of the cake 
NE" when all this has come to pass, the additional 
statistics pertinently and rightly sought by Mr. Bright will 
certainly be forthcoming. 

Les, as Mr. Bright tells us, radio-diplex is easy (witness 
the De Forest and Poulsen systems working, at Cullercoats, 
in parallel from the same antenna), but diplex is not easier 
than undemped-wave duplex. 

Vet, taking all this into account, cable working, with 
its present very high standard of efficiency daily developing 
fresh possibilities fresh actualities in speed 
attributes, remains paramount, and practically untouched. 


E. Raymond- Barker. 
Wimbledon, July 5th, 1908. 


Telephone Licences. 


With reference to the letter which appeared in your last 
week's issue, in which the writer makes certain commente on 
а communication from me which you were good enough to 
insert in yours of the 19th ult., it is, of course, the case, as 
anyone with even & modicum of knowledge of matters tele- 
phonic is aware, that an A to A,” i., a private line, is 
entirely outside the scope of the Postmaster-General’s mono- 
poly, but it unfortunately happens that a considerable 
difference of opinion has existed, if it does not atill, as to 
what really does constitute a “ private line." Ава matter 
of fact, the Post master-General was not approached with a 
view to obtaining his sanction for the running of a line 


which did not in any way come under his jurisdiction, but 


for permission to run the necessary circuit along certain poles 
on the property of a railway company, over which he had 
exclusive wayleave rights. The gist of the response was that 
as, in the opinion of the Postmaster-General, the communi- 
cation desired (notwithstanding the fact that it was to connect 
the houses of two doctors—partners) came within the scope 
of his monopoly; he was unable to assent. 

I quite agree with the view held by your correspondent, 
that. A to B," as they are generally understood, are on a 
par with private lines, that is to say, they do not in any way 
infringe the Postmaster-General's monopoly. 


Electrical Installations, Ltd. 
HFH. BELL, Secretary and Director, 


London, E. C., July 6th, 1908. 


Pablic Tenders. 


A large namber of corporations, urban district councils, 
and other public bodies, in issuing tender forms for the 
supply of their annual requirements of various stores, in 
many cases specify the brands of certain manufacturers, 
thereby preventing open competition, and making tendering 
farcical. | 

In view of the disclosures made at the recent investigations 
by the Local Government Board, and the proceedings taken 
against certain Poor-Law (ruardians and others, it seems to 
us it would be to the interest of the public bodies and the 
ratepayers they represent if all reference to specific brands 
were eliminated from such tender forms, so as to leave the 
game open to fair and unrestricted competition. 


The Stern Sonneborn Oll Co., Ltd. 
JULIUS WALLACH, 
Managing Director, 


London, E. C., July 2nd, 1908. 


Placing Orders Abroad. 


Your correspondent “ T." seems to me to be wasting a 
lot of time in discussing irrelevant matter. It is evident 
that he can, if he will, answer my questions, and if he will 
do so I for one will be much obliged. The answers to the 


questions I ask are really matters of fact and have no 
intrinsic connection with party politics whatever. 

I feel sore that T." will agree with me when I say 
that the correct answers to the questions referred to are of 
vital importance to the discussion. I can assure him that 
in any letter I may have to write in connection with this 
question, party politics will have no place. 


Geo, W. Green. 
London, S.E., July 1s/, 1908. 


ROYAL SOCIETY CONVERSAZIONE. 


THE second Royal Society soirée was held at Burlington 
House on June 29th, and, as usual, there were a number of 
interesting exhibits for the entertainment of the guests. A 
number of these had been shown at the previous soirée on 
May 18th, and we shall describe here only those that we 
have not already noticed. | 

Dr. J. A, Fleming, F.R.S., exhibited arrangements show- 
ing а form of inductive wireless telegraphy. Prior to the 
date of Marconi’s inventions, many inventors, such as Sir 
William Preece and Sir Oliver Lodge, had put in practice to 
a limited extent a method of communication based on the 
inductive effect of one electric current on another. In this 
method one electric circuit was traversed by a low-frequency 
alternating current, interrupted at intervals in accordance 
with the signals of the Morse alphabet. At another point, 
at a distance, a similar circuit was arranged, having a tele- 
phone in series with it. The currents in the transmitting 
circuit induce much feebler currents in the receiving circuit, 
which last, produce sounds in the telephone. 

Dr. Fleming's improvements consist in employing in the 
transmitting circuit a high-frequency oscillation, set up by 
the discharge of a Leyden jar; the discharge takes place 
across a spark gap enclosed in a silencing chamber, the 
spark being acted upon by an air jet provided by & small 
electric motor blower. The signals are made by inter- 
rupting the primary circuit of the induction coil by means 
of a key operated in turn by a punched tape, as in the 
Wheatstone automatic system. By this means, long or short 
trains of high-frequency oscillations are set up in a closed 
electric circuit consisting of a few turns of wire, wound on а 
frame. 

This transmitting circuit was set up at one end of the 
main library of the Royal Society, and at the most distant 
end of the suite of rooms, 100 ft. away, a similar circuit of 
a few feet of wire was set up, the transmitting and receiving 
circuits being tuned to one another. In this case the 
extremely feeble ,high-frequency currents set up by the 
induction of the transmitting circuit are totally incapable 
of affecting a telephone directly, but Dr. Fleming 
places in the secondary circuit a device called an 
oscillation valve which consists of а small metallic-filament 
glow lamp having a copper cylinder sealed in the bulb and 
surrounding the filament. The filament is rendered incan- 
descent by а small battery, across the terminals of which is 
a high resistant shunt, and some point on this wire is con- 
nected through a telephone with one terminal of the con- 
denser or Leyden jar in the receiving circuit. The other 
terminal of the condenser is connected to the copper cylinder 
in the glow-lamp bulb. From the filament of the glow 
lamp negative electricity is continually being given off, and 
the action of the extremely feeble electric oscillations taking 
place in the receiving circuit is to increase this escape of 
negative electricity, which, passing through the telephone, 
makes itself evident by the creation of a feeblesound. Hence, 
on listening to the telephone, the observer hears long or sbort 
sounds corresponding to the long or short closures of the 
primary circuit of the induction coil at the transmitting end. 
In this way signals in the Morse alphabet are sent. 

At the soirée, messages were continually sent from one end 
of the Nociety’s rooms to the other, a distance of 100 ft., by 
the inductive action of two small square circuits, which 
could not have been done by the simple employment of low- 
frequency alternating currents. 


Mr. J. E. Barnard exhibited mercury-vapour lamps 
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and а covenant prevented his taking employment with. any 


applied to microscope illumination. Mercury-vapour lamps 
have considerable advantages as illuminants for microscopic 
work, as their visible spectrum consiste chiefly of three 
bright lines—one each in the orange, green and blue- 
violet. It is, therefore, possible by using suitable abso-bent 
colour screens to transmit only one bright line of the re- 
quired colour, the remaining ones being absorbed. The 
source of light then becomes truly monochromatic, and is 
practically of one wave length. Even without colour screens 
there is a marked increase of resolving power, owing to the 
absence of red radiations and the consequent reduction in 
mean wave length compared with those illuminants in which 
such red radiations occur. 

An ingenious application of Röntgen ray photography 
was exhibited by Dr. G. H. Rodman, in the form of a series 
of beautiful stereoscopic views of molluscal shells. Prior to 
the application of the Róntgen rays to this branch of 
zoological research, it was necessary to sacrifice the specimen 
in order to disclose the internal anatomy of the columella 


and whorls—a course obviously undesirable in the case of a 


rare and possibly unique shell. 
Dr. Alexander Muirhead, F.R.S., exhibited a combined 


Kelvin siphon recorder and cable relay. The latest form of 
the Kelvin siphon recorder has been converted into a success- 
ful cable relay by simply substituting fine gold wire for the 
silk fibre which connects the siphon to the vibrator. The 
local contacte are made between the vibrating gold wire and 
two silver stops which are connected to the two terminals of 
the local or retransmitting line battery. The combined 
recorder and cable relay was shown in operation between two 
circuits of Muirhead artificial cable, each having a K. R. of 


9 seconds. 


RESTRICTIVE COVENANTS. 
- . . [FROM A LEGAL CONTRIBUTOR.] 


A CORRESPONDENT has recently drawn our attention to an 
agreement which raises moat interesting questions in relation 
to what are known as restrictive covenants. It appears that 
а certain firm of engineers in the Midlands contract with a 
man for, say, three years, during which time he must 
devote himself solely to the business of the company, and 
must not be in any way connected with any other com- 
pany, and before leaving must give three months’ notice; 
they, on their part, reserve the right to dismiss him at a 
moment's notice if, in the opinion of the managing director, 
he is not competent, which means that should they for any 
reason require to replace him it is a very simple matter to 
до во. Then the man must not enter into the employment 
of а competitive firm for a period of three years after the 
agreement has expired. All this might be tolerated if there 
were Compensating advantages in the matter of salary, but 
this is apparently out of the question. 

Onr correspondent points out that a number of cases have 
come to his notice where the employés have been dismissed 
because they would not sign this agreement, and he is of 
Opinion that they were quite justified in their action. He 
adds that “апу respectable firm would have no hesitation in 
engaging them if they knew the circumstances, I feel sure, 
although their employers might refuse them a reference.“ 

It is by no means easy to say straight off whether this 
agreement would be binding upon the employé. It is first 
жы to consider certain principles of law which apply 
2 contracta of the kind, Any contract which, like that 
» 5 considered, prevents a man from entering into other 
н ү oyment, after the determination of his present contract, 
; restraint of trade, and is therefore void—subject to the 
ш widow considerations. If the restrictive covenant is not 
is s x ав to press hardly upon the employ, and not such 

М Injarious to the public, it will be upheld. The 
o s whether the contract is reasonable or not, ів a 
foin tof time and space. If a covenant prevented а man 
Tus Puce. into the service of any engineering firm at any 
the Ah would be void as being in restraint of trade. On 

other hand, suppose a man were employed in Manchester, 


competing firm in that town for a period of one year after 
the end of service. That would probably be upheld as 
reasonably necessary for the protection of muster and man. 
The question whether a covenant is or is not too wide, is 
for the Court to decide. Regard is had to the nature of the 
interests which require protection. Thus it has been held 
that it was unreasonable to seek to prevent a dentist carry- 


ing on his practice within 200 ‘miles of York, it being. 


considered that the limit of 200 miles was too wide. 
Where, however, a particular trade or industry is world- 
wide in its character, a world-wide covenant may be held 
reasonable. Thus a man was prevented from manufacturing 
certain explosives in any part of the world under a covenant 
of this kind. ! 

In a case of Walker v. Webley, which was tried in 1904, 
the plaintiffs, a firm carrying on business as grocers and 
general provision merchants, sought to restrain the defendant, 
who had been a manager of a branch of their business, from 
carrying on any business similar to theirs in breach of an 
agreement made on July 9th, 1894. Clause 9 of this agree- 
ment provided that the defendant should not, at any titne 
thereafter, without the permission in writing of the plaintiffs, 
be engaged ** in any business whatever,” either on his own 
account or as manager or assistant for any other person, firm, or 
company, within a distance of 7 miles from any shop in which 
the defendant should have acted as manager for the plaintiffs. 
It appeared that the defendant, having left the employment 
of the plaintiffs, had entered into partnership with another 
grocer and general storekeeper carrying on business within 
the stipulated limit. It was argued on the. part of the 
defendant tbat inasmuch as this covenant was wider than 
was reasonably necessary for the plaintiffs’ protection, it 
should be held void in tolo. In spite of this argument, it 
was decided that upon the true construction of the agree- 
ment the general words “any business whatever” must 
mean any business of a similar kind to that carried on by 
the plaintiffs, unless there were further words in the agree- 
ment which would compel a wider interpretation (as in Perls 
v. Saalfield 66 L.T. Rep. 666), that in this case there were 
no such controlling words, and that consequently no greater 
restraint was imposed than was necessary for the protection 
of the plaintiffs. The Court, therefore, being of opinion 
that the agreement was valid, granted the injunction. 

In another case (Rogers v. Maddocks, 1892, 3 ch. 346) 
the plaintiff engaged the defendant as a traveller to procure 
orders for, and to sell, malt liquora, and also, if required, to 
sell aerated waters to wholesale purchasing agents in a 
certain district. The defendant agreed that he would not 
be concerned in selling malt liquors or aerated waters for 
two years after the termination of his employment. The 
plaintiff never dealt in aerated waters. After leaving the 
plaintiff's employment the defendant became traveller to 
rival brewers within the same district, and in a subsequent 
action an injunction was granted to restrain him from con- 
tinuing to act for the brewers, but no order was made as to 
the aerated waters, as the enforcement of that part of the 
covenant could not in any way benetit the plaintiff. 

Applying the principles laid down in the above cases, it 
would seem that the clause by which “the man must not 
enter into the employment of a competitive firm for a 
period of three years after the agreement has expired," ig too 
wide, and would not be enforced. Who is to decide what ig 
a competitive firm ? Suppose the employé were to act for a 
firm in Japan, would that be acting for a competitive tirm ? 
It has been decided in several cases that although the Court 
will sometimes divide up a covenant, enforce one part and 
refuse to enforce another, they will not give effect to any 
part which is too wide. It would be very interesting to 
hear a legal discussion upon the covenant contained in the 
agreement referred to by our correspondent. 


— pee, 


The Nummer Almanac.—We have received from 
Mzssns. W. T. GLOVER & Co., Lro., their severth almana: for the 
ensuing twelve months, in the same style as before (detacnatue 
leaves). The useful information culled from technical publicationg 
for the benefit of the busy engineer is interspersed with humorous 
extracts from the same sources, which will do him at least ав xugo 


good, by making him laugh. 
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NEW PATENTS APPLIED FOR, 19С8. 


Oompiled expresaly for this journal hy W. P. THOMPSON & Co., Electrica) Patent 
dents, High Holborn. І or don. W. C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


18,915. ''Improvementa in electricity meters.“ G. HookHaM. June 22nd. 


18,280. ''Improvements in electric lampholders.“ W. FRNNELL and W. P. 
Perry. June 23nd. 


18,243. Improvements in frequency measuring apparatus of the resonance 


type." G. С. M. Наврпеснлм. {Haitmann & Braun Akt.-Ges., Germany.) 
June And. 3 


18.957. “Improvements relat ng to electric furnaces.” H. HRLBERGER. 
Јаре 22nd. (Complete.) 


18,269. “Improvements in thermcs atio annunciators." W. H. I. WEICH. 
June 22nd. ' 


13,275. “Improvements in and relating to arc lamps.“ British THOMSON- 
Носвтон Co., Lrp., and W. Н. DaLrox. June 22nd. 

18,995. “ Improvements in earth electrodes." J. T. SzEx. June 98rd. 

18,299. ''Bafety-trolley chain for electric tramcars." J. Curran and E. 
Kerly. June rd. (Complete.) 


18,8 . Improved automatic electric switch.” R. F. Venner, R. C. Gries: 
gach and P. K. Monnis, June 28rd. 


18,861. Improvements in automatic electric apparatus suitable for adver- 
tising purposes.“ A. E. Voss. June 28rd. N 


18,878. Improvements in magneto-electric machines.“ H. STEPHENS. 


18,401. Improvements in electric motor control.“ A. EcksTEI, A. C. 
HAP and D. B. MRLLIs. June Mth. | 


18,408. Instrument for the use of students of magnetism in its connection 
with the deviation of the mariners’ compass." FE. G. ENRIGHT., June 94th. 


18,449. Process for manipulating and mounting filaments of electric incan- 
descent lamps.“ P. G. TRIOUET. June 24th. (Complete.) 

18.451. e in repulsion electric motors.“ SiE MENS ScHUCKERT- 
WERKE G. m. b. H. Date applied for under Sec. 91 of the Act, August 24th, 
1907, being date of application in Germany.) June 2th. (Complete.) 

18,489. “Improvements relating to metal armouring for electric conducto! в." 
F.KunLo. June25th. (Complete.) i 

18.502. Improvements in electric furnaces.” С. E. KNowLEs. June 25th. 

18,504. “Improvements in dynamo-electric machines." THE LANCASHIRE 
DyNAMO AND Motor Co., LTD., and N. 8. MeLROD. June 25th. | 

18,516. “Improvements in electric fuse boxes and fuse holders therefor." 
R. Grosz and W. R. LAMBERT. (Application for Patent of Addition to No. 
€,849/07.) June 25th. (Complete.) 


18,518. Improvements in instruments for detecting electrio oscillations." 


J. A. FLeminG, June 25th. 


18,520. Improvements relating to the control of electric motors." M. 
HanTENHRIM. June 25th. 


18,524. “Improvements in and relating to thermostatic regulators." THE 
CAMBRIDGE SCIENTIFIC INSTRUMENT Co., Ltp. (Hohmann & Maurer Manufac- 
turing Co., United States.) June 25th. (Complete.) 


18.526. Improvements in and relating to thermostatic regulators." Tur 


CAMBRIDGE SCIENTIFIC INSTRUMENT Co., LTD. (Hohmann & Maurer Manufac- 
turing Co., United States.) June25th. (Complete.) 


18.580. Improvements in electrio arc lamps."  HikMENS Bros. DYNAMO 
Works, Lrp., and C. R. Riser. June 27th. (Complete. 


13,587. Improved method of obtaining variations in the size of the air. gap 
in electrical machines." В. R. Mn. LSs. June 27%. 


13,698. “ Improved chronometer for telephone calls.” E. MULLER. 
27th. (Complete.) 


18,649. "Improvements in рыз for controlling and opesating the track 
and conductor points of electric and other railways and tramways.” T. 
O'NEILL, B. Lancton and W. Воттоміку. June Nth, ` 


18,654. Improvements in suspension devices for electric cables." W. Т. 
Flentey's TELEGRAPH Works Co., LTD., and W. F. BisHor,. June 27th. 

18,661. ' Improvements in fittings for incandescence electric lamps." A. G. 
Bioxam. (Siemens Schuckertwerke G.m.b H., Germany.) June 2. (Com- 


June 


plete.) 

18.666. Process for removing the electrolytic nickel or other metallic 
coating of metallic surfaces," A. Levy. June 27th. (Complete.) 

13,671. Galvanic element of the Bunsen type." К. Heintz. June 27th. 


18,678. “Iron conductors for alternating current," A, WorrrF. June 27th. 
4Complete.) , 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs, W. P. 
THompson & Co., 822, High Holborn, W. C., and at Liverpool and Bradford; 
. price, pest free, 9d. (in stamps). 


1907. 


AUTOMATIC SAFETY DEVICE FOR OvkRHEAD ELECTRIC Lines. F. F. Bourdil, 
19,891. September 5th, (Date applied for under International Convention, 
September 7th, 1906.) 

PORTABLE ELECTRIC VULCANISING APPARATUS. J. Нау, H. R. Couper and W. Н. 
Lindsay, 19,907. September 6th. 

ELECTRIC TRANSFORMERS, I.. Maiche. 21,535. September 28th. 
for under International Convention, December 6th, 1906.) 

Means For CAUSING АХ ELECTRIC CURRENT OF VARIABLE DIRECTION TO FLow 
ALWAYS IN ONE DinkgerioN OnLy. Felten & Guilleaume Lahmeverwerke 
Akt. Ges. 23,529. October 22nd. (Date applied for under International 
Convention, October 22nd, 1906.) 

Renays. I. Kitsee. 23,386. October 23rd. 

ELECTRIC METERS. V. Arcioni. 25,198. November 12th. 

ELECTRICAL IGNITION DEVICES FOR INTERNAL-COMBUSTION ENGINES. V. Barreto, 
25,444. November 16th. 

ELECTRIC SWITCHES, A. Loebl and the British Ever-Ready Electrical Co. 
25.4930. Novcinber 21st. 

ZLECTRICAL Hy8STEMS OR ARRANGEMENTS FOR Drivin@ MACHINERY SUPJECT TO 
VARIABLE Loans., Siemens Schuckertwerke Ges. 27.073. December 7th. 
(Date applied for under International Convention, December sth, 1906.) 

ELECTRIC Morok Coxtrou BysrEMs. British Thomson-Houston Co. 
Electric Co., United States.) 10,072. April £0th. 

ТңоьЕҮ Heaps or ELECTRIC TRAMCARS AND THE LIKE, C. W. Collins, W. J. 
Hayes and F. W. Watson. 10,293. May 3rd. 

RECEIVERS FOR WIRELESS TELEGRAPHY. L. W. Austin. 12,353. May 98th. 
(Date applied for under International Convention, May 29th, 1906.) 


(Date applied 


(General 


ELECTRIC APPARATUS РОВ COMMUNICATING BAarwEEN ONE PART OF a VESSEL AND 
ANOTHEB, AND FoR ANALOGOUS Рсвроғев. T. A. Sedgwick. 12,406. May 29th. 

SELF-REGULaTING ELECTRICAL MACHINES FOR ALTERNATING OB DIREOT CURRENT. 
A. Heyland. 12,578. May 20th. (Date applied for under International 
Convention, May 80th, 1908.) | 

BALL axp SOCKET JOINTS FOR Gas, ELRCTRIC LIGHT AND OTHER LIKE FITTINGS. 
J. Tonry. 12,857. June 8rd. 


Devices ков Errsorine ELECTRIC SyxcHRonovus WORKING OF Two APPARATUS, 
M. Hellmann. 12,969. June 4th. 


Systems For ELkcTRIC Raitways. A. C. Eastwood. 18,089. June 5th. 

MEANS FoR ELECTRICALLY DETECTING THE POSITION OF THE SWITCH TONGUES AND 
Locking Bouts oF Railway Points. T. E. Haywood and McKenzie and 
Holland, Ltd. 14,572, June 25th. 

Contact ARRANGEMENT AND STAND FoR ELxkcTRIO INCANDESCENT Lamps. N. 
Amit end б. Jelich. 18,0134. (Date applied for under Rule 13.) 

ugust 8th. 


TELEPHONIC AND LIKE CALLING APPARATUS. C.H. Ellison and C. M. Jacobs. 
18,808. August 18th. 


MEANS For SUPPORTING ELxcTRIO Lamps. K. Fusser. 19,078. August Mth. 


ELECTRICO AvTOMATIO TR Switch MECHANISM., V. W. Moore. 19,447. 
August 80th. ` 


ELECTRIO Авс Lamps. O. Gross. 19,784. September 4th. 


TRANSMITTERS FOR WIRELESS TELEGRAPHY. G. Marconi and Marconi's Wireless 
Telegraph Co. 20,119. September 9th. 

TELEGRAPHIC Сора APPLIANCES. W. C. Dotesio and G. H. Powell. 921,950. 
October 4th, 


MEANS FOR RECTIFYING ALTERNATE CURRENTS. Siemens Bros. & Co. (Siemens 
and Halrke Akt..Ges.) 24,758. November 8th. 


DvwAMo-ELECTRIO MACHINES OF THE HOoMOPOLAR Түрк. J. Arenas y Garcia. 
25,850. November 15th, (Date applied for under International Convention, 
August 2nd, 1907.) 


Ravio-TFLerHony. Amalgamated Radio-Telegrsph Co. (G. Seibt.) 27,879. 
December 11th. 

ELECTRICAL DRIVING GEAR MORE EBPECIALY INT RN DED FoR Motor ROAD VEHICLES. 
G. W.Johnson. (Felten & Guilleaume Lahmeyerwerke Akt.-Ges.) 28,516. 
December 21st. 

COMPENSATED ALTERNATE-CURRENT SERIES Morors. Felten & Guilleaume 
Lahmeyerwerke Akt..Ges. 12,957. June 4th. (Date applied for under 
International Convention, July 12th, 1906.) 

VOLTAGE-REGULATED SYSTEM FOR THE ELECTRICO LIGHTING AND HEATING OF 
VEHICLES. Н. Grob. 18,199. June 6th. (Date applied for under Inter- 
national Convention, June 9th, 1906.) 

Ехсіовер ELECTRIC Авс Lamps. J. Brockie. 18,147. June 6th. 


ELECTRODES FOR ELEcTRIC Аво Lamps. H. T. Harrison and H. Hirst. 18,190. 
June 6th. 


FusisLE ELECTRIC Cut-Outs. E. Schattner. 18,492. June 10th. 


REGULATION or Dynamo-ELEcTRIC MacuHixERY. Hon. С. A. Parsons and A. Н. 
Law. 18412. June 8rd. 


CorN-CowTROLLED TELEPHONES. R. B. Jentzsch. 18,821. June lith. 

ELECTRICALLY-OPERATED ELECTRIC BWITCHES. A. Eckstein, A. C. Heap and 
D. B. Mellis. 14567. June 25th. 

ni hh CONTBOLLRE REovLATOBs. R. Amberton and Е. Schattner. 15,906. 

u'y 3rd. | 

Мктнорв or Рворџсмо REFRACTORY ELECTRIC CONDUCTORS, PARTICULARLY 
METALLIC FILAMENTS. British Thomson-Houston Co. (General Electric 
Co., United States.) 15,367. July 8rd. 

COMBINED ELECTRIC CONNECTION PLUG AND SOCKET AND SWITCH. W. W. Buckton. 
17,300. July 29th. (Post-dated January 24th, 1908.) 

Момо.Рнлве SHUNT ELECTRIC MACHINES. Felten & Guillenume Lahmeyerwerke 
Akt-Ges. 18,044. August 8th. (Date applied for under International Con- 
vention, August 11th, 1906.) 

MEANS FOR SIGNALLING THE APPROACH OF TRAMCARS AT CRoB8-ROADS WHERE 


Oa kuatan ELECTRIC WIRES ARE EMPLOYED. G. A. Bailey. 18,187. August 
th. 


ELECTRIC OsCILLOGRAPHS, J. T. Irwin. 20,824. September 19th. 


IGNITION Вүзткмв COMPRISING MULTIPLE INDUCTION COILS WITH SEPARATE 
TREMBLER OR TREMBLERS. S. J. Watson and G. H. Smith. 22,082. 
October "th. 

ELECTRIC METER FOR CONTINUOUS CURRENT PROVIDED WITH A PERMANENT 
MAGNET AND AN ARMATURE ARRANGED IN THE FIELD THEREOF. W. 
Meyerling. 26,084. November 26th. (Date applied for under International 
Convention, November 28rd, 1906.) 


SPARK PLUGS FOR EXPLosion ExOIN RES. J. C. Anderson. 26,978. December 6th. 
(Post-dated December 11th, 1907.) 
STARTING MEANS FOR VaPOUR-ELECTRIC Devices. P. H. Thomas. 28,220. 


December 21st. (Date applied for under International Convention, Decem: 
ber 24th, 1906.) 


1908. 


SECTION INSULATING ARRANGEMENTS FOR CONDUCTORS USED IN THE OTRA 
CONSTRUCTION OF ELECTRIC RAILWAYS OR Tramways. Siemens Bros. Dynam 
Works, Ltd. (Siemens Schuckertwerke Ges.) 4,119. February 24th. 

Зіхстк - РНАВЕ Commutatok Morors. Maschinenfabrik Oerlikon. 5 
February 27th. (Date applied for under International Convention, Marc 
9th, 1907.) (Application for Patent of Addition to No. 2, 286/04.) 

MANUFACTURE ОЕ Co':L8s oF LARGE SECTION FOR ELECTRO-MAGNETIC APT 
Siemens Bros & Co. Siemens & Halske Akt.-Ges.) 4,464. February ИП. 

ELECTRICALLY-CONTROLLED APPARATUS FOR SEEING AT A DisraNcK. J. Adamian. 
7,219. April Ist. 

METHOD OF TRANSMITTING GRAPHIC S1GN8, PHOTOGRAPHS AND THE 11КЕ BY 8 
oF ELECTRIC CURRENT. Polyphos Elektricitats Ges. 3,701. February : 
(Date applied for under International Convention, February 25th, 1907.) 

ELECTRICAL RA DIATORS. H. J. Dowsing, 4,444. February 27th. 


MANUFACTURE OF HEAT INTERCHANGERS BY AN ELECTROLYTIC PROCESS.. as 
FriedEeim. 4,621. February 29th, (Date applied for under Internatio 
Convention, March 4th, 1907.) "th 

ELECTRODES Yor Anc Lamps. Allgemeine Elektricitäts Ges. 5,225. March 7th. 
(Date applied for under International Convention, July 5th, 1907.) ch 

INCANDESCENT ELECTRIC Lamps. Allgemeine Elektricitäts Ges. 5,610. MT. 
12th. (Date applied for under International Convention, March 14th, a 

PYROMETERS AND THERMOMETERS OF THE TuHkERMO-ELECTRIO OR PA er 
RESISTANCE Түрк. Siemens Bros. & Co. (Siemens & Halske Akt.- 
7,910. April 9th. eth 

Inpuction IaNiT1oN Coils. R. W. Sanders and M. Greenberg. 325. Jane ost 

BUBPENSION DEVICE FoR MicmorHoNEks. V. Tardieu. 4,286. February ' 
(Date applied for under Rule 13, November 16th, 1907.) RE 

STARTING AND WOHKING OF Tunkk-PHARE MOTORS FROM A BINOLE-PHASE ned for 
Siemens Schuckertwerke Ges. 4.433. February 27th. (Date арр Patent 
under International Convention, June 28th, 1907.) (Application for 
of Addition to No. 1,243 of 1907.) Ges 

BnvsH.-HoipERs FoR ELEcrRICAL MACHINES. Siemens Schuckertwetke tion, 
4,692. March 2nd. (Date applied for under International Conve 
March 2nd, 1907.) & Co 

ELECTRIC BLOCK APPARATUS OR THE LIKE Por RAILWA LS. Siemens Bros. ¢ 
(Siemens & Halske Akt.-Ges.) 5,698. March 13th. 
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[No, 1,599, | 
Page THE Exhibition of Colliery Machinery now being held in 
: Olympia is the fourth since the year 1908, which fact is 


sufficient to show that old methods of mining, wherein hand 
labour was predominant, are rapidly giving place to mining 
by machinery. It is instructive to visit first the model 
of the tin mine, where two men are engaged in drilling a 
hole, one holding thé drill while the other taps it with a 
hammer, and to take note of the time occupied in the 
process. If we next inspect the many exhibits of rock 
drills, several of which are shown in operation on huge 
blocks of stone, the enormous saving of time and labour 
is at once apparent. | 

The rock drill and the coal-entter are the golden keys 

which unlock the mineral wealth in our mines, and while 
the visitor is struck with the number of rock drills, all 
driven by compressed air, he also has brought strongly 
before him the fact that coal-cutters are mostly electrically- 
driven, and that even the compressors for generating the 
compressed air for the “ rock drills” are being tarned by a 
little insignificant electro-motor attached to the compressor. 
But probably the most stri ing feature of the Exhibition, 
showing the adaptability and cleanliness of electric driving, 
lies in the number of small motors employed to tem- 
porarily turn almost every piece of machinery that is in 
operation. 

There can be no doubt that in the near future electricity 
will play a large part in the development of the mining 
industry, and more especially in the coal mines of our own 
couniry. As tlie mines become deeper, necessitating a greater 
expenditure of capital in sinking shafts and erecting machinery 
to hanl and wind the coal, it is absolutely necessary to reduce the 
cost of operation, and the most economical means of trans- 
mitting and utilising power is by electricity, and it is to the 
extended use of electrical machinery, both underground and 
on the surface, that we must look to combat the labour 
difficulties, and the enhanced Price of coal, that must arise on 
the passing of the “ Eight Hours Bil] ” into law. 

For many years electricity has been applied to pumping, 
hauling, lighting, and coal-cutting, and in very many cases 
enormous saving has resulted, and in the near future we may 
expect to see small motors taking the place of horses and 
ponies now used to haul the coal between the coal-face and 
the main haulage roads. Already it is being utilised to 
convey the coal along the face and load it into the tuba or 
wagons, and there would appear to be a: wide field for deyel- 

opment in this section of mining. Further, in regard to 
ventilation, electricity i& now being. used for driving small 
underground fans, for the purpose of “ boosting » the air, 
along passages and into workings which otherwige could not 
be worked. 

Turning next to plant on the surface, we now usually find 
electric lighting and electric driving applied to screening 
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and washing machinery, driving the various machine tools 


in the workshops and elsewhere, Where it would otherwise be 


necessary to transmit steam with all its attendant diffionlty 
with jointa and condensation losses. Electric winding— 
judging from the winders already or now being installed— 
is also beginning to find favour, and there. is no reason to 
think that this will not be the winder of the future, as the 
tendency is to increase the size of the central power plant 
put down at either an individual colliery, or in connection 
with a group of collieries. By increasing the load-factor 
the cost of generation is lowered, and the addition of tbe 


winder greatly helps in this respect. The result is that 


though the initial cost of the winder may be higher than 
chat of a steam winder, the cost per horse-power ma) be so 
reduced as to warrant the extra expenditure of capital. 

The only thing that electricity will not do satisfactorily, is 
to work a percussive rock drill; this, however, may come 
in time. Inthe meantime electrically-driven air compressors 


are being placed underground close to the work to be done . 


by the air-driven rock drill, and the latest, development in 
this reapect is to place a small electrically-driven air com- 
pressor close to the drill and connect them with a pair of 
flexible air tubes, so that the air puleates backwards and 
forwards between the two cylinders. Though this arrange- 
ment—already on the market—is still in the experi- 
mental stage, the saving in the consumption of power is 
something like 50 to 70 per cent., and it is not improbable 
that at no distant date the present air-driven drill will give 
place to one combined with an electric motor. 

With the introduction of delicate and complicated 
machinery, it is necessary that the education of the miner 
and the mining official be attended to, as it is useless to 
expect good results if the persons in charge of the plant are 
not skilled in its employment. With continued use, how- 
ever, this will follow in the natural order of things, and 
though daring the transition stage—as we may call the 
present period—accidents will occur, and difficulties crop 
up, we have no hesitation in saying that experience will 
remove the former, and the pluck and determination of the 
mining engineer will always get over the latter. | 


= 


lr is now a matter of common know- 
Employers and edge that the Workmen's Compensation 
Infectious { 
Diseases, Act makes employers liable to pay com- 
pensation in cases where their workmen 
suffer from certain diseases. But, apart from the diseases 
which are scheduled to the Act, it is expressly provided that 
nothing therein contained is to prevent the Court from 
holding that a workman who becomes infected in the course 
of his employment is the victim of an accident. We recall 
a case tried a few yeara ago, in which the relations of a man 
who died from anthrax were held to be entitled to com- 
pensation. This is a liability which is likely to press 
heavily upon the woolcombera of Yorkshire. Only last 
week there was a death at Bradford from this cause. Accord- 
ing to the report of an inquest which appeared in the Man- 
chester Guardian for July 10th, it appeared that the deceased 
had for some years been employed by a firm of woolcombers. 
For the last three years he had never manipulated any wool 
except in the form of „tops,“ in which condition it is 
supposed to be clean and free from dust. A doctor who had 
made a post morlem examination, said that he found a sore 
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on the back of the head about the size of a penny, and that, 


in his opinion, the cause of death was anthrax, contracted 7 


inoculation in the first instance, and afterwards becoming 


general. He said that he had never known a ease of anthrax.-- 


arising from English tops. It was proved, however, that the 
deceased had handled tops made of wool imported from 
various countries. The jury found that anthrax was 
the cause of death. The liability of an employer 
in cases of this kind must, however, be limited to 
claims under the Compensation Act. To an ordinary 
action for damages sustained in this way, the plea 
conld always be raised that the workman had voluntarily 
undertaken the risk. In a case which was heard by the 
Lord Chief Justice last week an attempt was made to recover 


damages on the ground that the plaintiff had become 


infected with tuberculosis while engaged in the manufacture 


of camel’s-hair brushes. At the close of the plaintiff's case 


the jury found for the defendante, apparently on the ground 


that it had not been proved that the disease was due to 
the employment. But even if that had been successfully 


proved, it is difficult to see how the employer could have 
been held liable at common law. | 


E —... ͤ—o—e7—ññ T 


Passenger Lifts. —On the occasion of the opening of 
new offices tor the National Pension Fund for Nurses in 
Buckingham Street by the King and Queen last Saturday 


week, the new automatic electric passenger lift, installed by 
MEssRS. ABOHIBALD Smita & 


3 STEvENS, was used by their 
Majesties. This machine is stated to be up-to-date in every 
respecl. No attendant is required. On each floor served is an 


ordinary button push, momentary pressure of which will call the 
lift if it is not already in use by another passenger. When the 
lift cage arrives at the landing the door may be unlocked and 
opened, and the cage entered. After entering the cage the landing 
door must be again closed and locked Бу the simple movement of а 
lever; if the door is not locked the control circuit is interrupted, 
and the cage cannot be moved. In the cage are placed a number 
of button pushes corresponding to the number of floors served. 
Momentary pressure of any button will send the cage to the corres- 
nonding floor, where it stops. A stop button is also provided to 
stop the cage if a wrong button has been pressed. When the lift 

: hat interference 
with the passenger using the lift is impossible. No door can be 
unlocked or opened when the cage is not standing opposite that 
particular door. The action of locking a door simultaneously 
restores the electric circuit. We understand that Mesers. 
Archibald Smith & Stevens have recently erected eight lifts 


worked on this principle at the new offices of the Morning Pos! 
in the Strand. 


Alaminium Works on the Tyne.—Recently the 
ALUMINIUM CORPORATION, Lro., established works at Wallsend-on- 
Tyne, the first furnace [being tapped in March this year. Since 
then the company has been adding to the furnaces, and producing 
the metal. Now a subsidiary company has been formed called 
the Bauxite Retining Co., and a site of four acres has been obtained 
at Hebburn (on the opposite bank of the river to the Wallsend 
works) and this company will establish its works there. 
The capital, our correspondent understands, is held by the 
Aluminium Corporation and the United Alkali Co., Hebburn. 
Sir James Bivewright, K.C.M.G., is chairman of the Bauxite Co. 
Preparations are being made to push on with the works at Hebburn 
as speedily ав possible, and it is expected that they will be in 
swing by the end of the year; employment will be given to 
about 150 men. Mr. H. T. Fletcher has been engaged as manager. 


Kuzel Lamp in Europe.—The New York Electrical 
World has the following : —“ Arrangements have just been com- 
pleted by which the Pintsch Co. has acquired the European rights 
to the Dr. Kugel lamp. A factory will be started in London to 
manufacture these goods, and it is expected that it will be in 
operation by August. W. J. Fahn, of Fahn & McJunkin, of New 
York, representatives of the Kuzel patents, will be general manage! 


of the London factory. The business in this country will remain 
in the hands of Fahn & McJunkin.” 


Tramcar Liferuards.—Messrs. HUDSON & BOWRING, 
Lrp , have just booked a repeat order for the fitting of the new 
Salford cars with their lifeguard, and also an order for the Dews- 
bury and Ossett cars. The firm completed the cars at Greenock 


and Dumbarton, Singapore, Penang and other systems abros 
during the month of June. | 


Measuring Consumers’ Pressure.— MESSRS. ELLIOTT 
Bros., of Lewisham, аге now in a position fo supply portable 
indicating and recording voltmeters for p.c. and А.С. circuits that 
comply with the requirements of the B. of T. and local authorities 
for measuring the supply voltage on consumers’ premises. Their 
instrumenta have been approved for this purpose. 


INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION. 


Storage in Electricity Supply. 


THE attitude of the British central-station engineer towards 
the adequate storage of electrica] energy is, as a rule, a some- 
what doubtful and suspicious one ; he regards it as a risky, 
if not foolish, expedient, and in the face of all reason and 
example, he is apt to consider it a costly luxury. Even 
when he goes abroad and sees the magnificent installations 
of accumulators in foreign works, he is by no means con- 
vinced or even shaken in his views ; but in this respect his 
indifference is pardonable, for Continental stations are often 
laid out on a scale of extravagance which puts even our 
municipal juice-palaces in the shade, and the casual visitor 
might reasonably suppose that the batteries formed but 
another outlet for expenditure, less showy bnt costly 
enough. It may well be, however, that it is the employment 
of big batteries that enables the running costs to be kept 
down in spite of the apparently lavish expenditure on roomy 
buildings and ornamental features. 

The origin of the mental attitude to which we refer is not, 
we think, difficult to find. It probably arose from the 
troubles that were experienced in the past with small 
batteries, ill-used, neglected, and inadequate for their 
purpose. But the fault was probably rarely to be ascribed 
to the batteries. More often it was due to the lack of know- 
ledge of the proper care and treatment of storage cells on the 
part of the station staff, for in а small station it was 
impossible to afford the luxury of a battery specialist, a 
rare bird in those days, and the assistants could not be 
expected to be fully conversant with the peculiarities 
of a storage battery—a sensitive plant indeed. Fre- 
quently the battery was looked upon as a last resource in 
case of emergency, and was called upon heroically to lay 
down its life in order to keep the lights going until other 
steps could be taken—after which, it was abandoned and 
never replaced. Moreover, consulting engineers, who have 
been responsible for the design of so many generating stations 
without the necessity of afterwards working them, have hesi- 
tated to adopt electrical storage on a large scale, and only in 
а few cases has a really adequate amount of storage been 
provided. To follow the fashion is the first law of inexperi- 
ence, and to fashion must be ascribed the perpetuation of 


much error in design. 
Abroad, however, where works are more generally laid out. 


_ by those who have to use them, the employment of very large 


storage batteries has become recognised practice in connection 
With both А.С. and PD. C. stations and sub-stations, and the 
paper read by Mr. A. M. Taylor on the subject at the recent 
Convention should do valuable service in calling attention to 
our backwardness in this respect. Mr. Taylor, of course, 
is by no means the first to deal with the question; but we 
hope that he will be more fortunate than his predecessors in 


gaining the attention of his brother engineers. 


That he has expended an immense amount of work upon 
the preparation of the paper is obvious to all who have seen 
it; it is accompanied by numerous diagrams and detailed 
tableg which, unfortunately, we cannot reproduce—to do во 
"а require some 20 columns. The author has а gift 
or constructing curves and diagrams, which, however, are 
ud always so readily intelligible as we could wish, partly 
5 use of the small scale to which they are necessarily 
E üced. In our abstract, of the paper we have endeavoured 
s the salient points and the author's conclusions, 
kie ut the details of the process by which he arrives at them, 
1 ы to the author, any criticism of the paper 

Th based upon direct reference to the original. 

Ae storage batteries nowadays are thoroughly trust- 
dels and can be made of any desired capacity, hardly 
зк р; there is usually, however, some confusion 
= E amount of generating plant that can safely be 
dom y the battery, In view of the fact that while the 
во 35 only Come into action for a few hours, the former 
Taylor of supplying a practically continuous output. Mr. 
ao ows clearly how the battery can be most advan- 
ie asiy employed to deal with the peak load, which never 

more than a few hours, while the continuous load is 
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‚ handled entirely by the running plant. It should be par- 


ticularly noticed that his figures are based upon the three-hour 
rating of thecells, so that the latter can be loaded 100 per cent. 
beyond this rating in case of need for one hour. But he also goes 
farther, and shows that the battery can be atilised with 
advantage, not only in the winter, but all the year round, 
providing an economical load for the generating plant, and 
allowing a large proportion of the latter to be shut down alto- 
gether for a great part of the year. 

‚ Curiously enough, he does not greatly elaborate the sec- 
tion from which his paper draws ita first title ; probably 
the advantages to be derived from the installation of really 
large batteries in sub-stations, whether А.С. or. D.C., are even 
greater than when they are put in the main stations, for they 
enable the feeders—those very expensive items of plant—to 
be utilised to a far greater extent, and store the energy close 
to the spot where it is required. Thermal storage presents 
precisely the opposite kind of storage—at the beginning 
instead of the end of the route of the energy—so that 


it does not relieve the engines, generators, feeders, or 


staff of a fraction of their load. In this connec- 
tion, it may be remarked that batteries rarely blow up, 
and batteries installed in properly ventilated rooms never do so. 
Ingenious methods of using batteries in conjunction with 
alternating-current generators have been elaborated on the 
Continent to a remarkable extent, and a variety of boosting 


systems has been developed there. As for the installation of 


batteries on consumers’ premises, this has been mooted before. 
It wonld probably work well in the case of large consumers, 
but not with small ones. But if it pays the consumer, it 


will surely pay the undertaker at least as well. 
In conclusion, we should like to ask, what is this new 


system to which Mr. Taylor vaguely refers? Пе excites our 
curiosity, but gives no details. We trust that he will con- 
tinue his campaign ; although, as was pointed out in the dis- 
cussion, the development of the power load and metallic 
filaments militates against the use of storage, there is 
still, and long will be, abundant scope for the installation of 


accumulators with advantage. 


‘ 


& A. C.“ Accumulator Sub-stations; and the Use of 
Accumulators for Peak Loads. 


Ву A. M. TavroB (Associate Member), assistant electrical 
engineer, Birmingham. 


(Abstract of Paper read July 3rd, 1908.) 


A BATTEBY will pay for itself if it only lasts as short a period as, 
say, five years, and therefore there cannot be much risk in installing 
it (as guarantees for much longer periods of maintenance can be had, 
at reasonable rates, and from responsible parties), but in order to 
ensure its paying under these conditions, it must be relied on as a 
real, and not merely a nominal, substitute for generating plant. 

Tables I and II give the kilowatts of battery installed for supply- 
ing the peak of the load by the Continental Tudor Co. in Berlin 
and by the American Chloride Co. in the States. | 

If cells are installed exclusively to take the peak of the load, and 
are not discharged unnecessarily, the value of the energy wasted in 
the cells and accessories is only of the order of 1 to 2 per cent. of 
the value of the revenue introduced by them. Consequently their 
inefficiency is not nearly so serious a matter as most people 
imagine. 

TABLE I (condensed), 


No. of Aggregate 
cells KW. capacity 
(approx.). (1 hour). 


— 
— —— ee 


Stations. 


Berlin Electricity Works (three central 


stations and 12 sub-stations), total 5,280 37.660* 


Berlin—Schoneberg (S.W. Electricity 
Works. 1,200 8,520 
Bremen T 885 bos ih T: 240 1,244 
Hagen i. W. ... sss 885 26 TA 240 1,340 
Halle a. у  .. у. uo D 240 2,340 
Ham burg (four sub- stations) s Wes 840 7 400 
Hanover e jut ies Ше “шы 720 1,780 
Munich (three stations) ы Ves 840 5.120 
Copenhagen (three stations) 1,560 5180 
Stockholm (two stations) 360 3:360 
Gothenburg ... sin ie an 885 130 2,000 
Stutt gat 300 | 1,600 
Grand total es als тр ЗАР | 80,540 


| 


The generating plant displ i 
PIE g 8 P splaced by the cells is of only half the capacity 
e 
D 
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TABLE II. (condensed). 


The lower half of fig. 1 shows a typical load curve for a station 
having a present maximum demand of 5,000 xw. All further 
. extensions are assumed to be carried out with batteries till, in 


Btations. Date of NG: барас 1913, the maximum demand reaches 10,000 Kw. 
installing. cells. (I hour). Neglecting changes in the load factor, we may assume that, say, 
| | dus оаа we sent m in 1908, and 10,000,000 units in 1913. 
| . | | е ery has thus introduced a revenue of, say, £31,200 pe 

Chicago, Edison Co. (9 station s) | 1897-1902 | 1,606 34,840 annum (taking 14d. as an all- round price for light anà power and 
New York, Edison Co. (16 sub- neglecting losses in transmission in each case), What are the 

stations) 25 .. . . . | 1895-1902 | 3,960 49,000 losses due to the inefficiency of the battery and adjuncta? 
Edison IIIg. Oo., Brooklyn (eight From figures published for the maximum demands at Neptune 
sub-stations) "X PUR e 1896-1902 | 1,980 22,000 Bank by Messrs, Merz and McLellan in April, 1904, the lower 
Edison Illg. Co., Boston (six | curve in fig. 2 has been compiled, as a rough approximation to the 
sub-stations) ... ste .. | 1894-1900 | 1,280 25,000 relative periods of time the station was working during the year 

— on different loads. 


Grand total (U.8.A. only) ... NI D s | 130,840 


From the upper curve of fig. 2, which embraces the extra 
5,000,000 units introduced“ by the battery, it will be noticed 


that the batteries are only called upon to deliver energy when the 
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peak exceeds 5,000 kw. They are, of 
course, charged when the load is small and 
the engines and boilers inefficiently loaded. 

The author, in the notes accompanying 
fig. 2, has only considered the employment 
of the battery in the winter, and for dis- 
charging at the heaviest peaks; the extra 
losses involved in the occasional charges 
and discharges required during the summer 
are not serious. 

It will be noticed that some 1,100,000 
units are put into the battery, of which 
some 700,000 are reclaimed as useful 
work. In the figures for the increment in 
fixed charges due to the introduction of 
the battery, the author debits the “ extra” 
units introduced by the battery with the 
whole of the increment in the fixed charges 
of the station, as well as with the capital 
charges on account of the cells: con- 
sequently it is unnecessary. to debit the 
400,000 “wasted” units with anything 
beyond the coal, water and petty stores 
consumed. These items are sufficiently 
covered by the one-fifth penny allowed (see 
notes on fig. 2). The cost of 400,000 units 
at one-fifth penny (or £334) is, then, the 
sum to be set off against the revenue of 
£31,200, introduced by the cells, on account 
of the wasted” units in the battery. 

The capital cost of the cells depends very 
largely on the proportion of the peak which 


is taken up by them, each guccessive kilo- 


watt so taken up requiring a longer period 
of discharge. In a typical case, the first 
1,000 xw. taken up require only an average 
duration of discharge of 1°15 hours, the 
second 1,000 Kw. require 
three hours, and the third 
1,000 xw., 4°26 hours. The 
average duration of discharge 
for 3,000 xw. taken up 18 
2:8 hours, and for 2,000 Kw. it 
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batteries, it is assumed that 
no provision is made for deal- 
ing with fog loads, there being 
numerous towns in the country 
where such loads are no 
materially felt. Куеп where 
the contrary is the case, the 
battery can still hold its own, 


== 


provided that a lesser propor- 
tion of the peak is taken up. 
In order to obtain a clear 
idea of the various economies, 
both in capital cost and run- 
ning expenses, which may be 
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effected by the introduction 
of cells to take the peak of 
the load for light and power 
work, a typical station has 
been selected, in which the 
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annual development 18 
assumed to progress at a 
healthy rate, and the effect 18 
noted of installing accumu- 


- | | NT „Г r | брат, | lators to deal with the peak 
| F ‚ 7 Ҹу > ‘ m Tomis N . 
| is | 2 joe ЖОК согон МЕШ — елер DR RE of the load in place of gener 
үр "D ie | { t } a : ating plant, and the annual 
| | tll | = U^ i 171 — expenses are estimated in the 
I d ²˙¹- ͤI. 10 ЛГА | А two cases over a number of 
T , 1 ; ? | | А 1422 d L і | 4 4 | 
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а ы : 9 о га LM * BOILERS UNDER The maximum demand in- 
E ' s о 25 { о FACTOR 50 x BOILERS UND COMMISSIO * > ‘ T i 
: i Р отат ы E EF * KILOWATTS OF EAR à сгеавев from 12,000 KW. in 
І ' t 1907-8 to 29,400 xw. In 
Fia. 3.- RELATION oF Cost PER Сміт AND LOA FACTOR. FIG. 4. ) de 
| | 1919-18, the units sold from 
Notes TO Fie. 3.— A h. Accumulators: € n, Modern stenin plant, additions only (ex. dist.): EF, Existing steam plant 20 to 54 millions, and the 


(ex. dist.); @ H, ditto (inc. dist); L M. Watec-power dow head); r, Gross cost, о Net cost, of energy supplied 0 
41 per км. per annum = ut 167 % LF., 164d. per unit; at 205, L. ., 17d. per unit; at 25% L. F., 11d. per Н. to cells. 


plant installed from 16,300 
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By this means it is possible to use the batteries to deliver alter- 


The steam expenses incurred in the year 1907-8 are taken as the 
basis, and it is assumed that, since no further generating plant is 
added, the fixed charges and interest and sinking fund charges 
will remain constant. A consideration, however, of fig. 4, and the 
remarks made upon this in the Appendix, will show that the author 
has been very liberal to the steam plant in assuming that the same 
fixed charges will be incurred at the station. Fig. 4 shows very 
clearly how it is practicable to considerably reduce the average 


number bf boilers under commission. 


To the total of the steam plant charges incurred in the year 


1907-8 is added a sum representing 12 per cent. on the cost of the 
cells added during the year 1908, and the total so obtained is 
plotted as the cost for the year ending in March,1909. The capital 
cost of the cells and their accessories, inclusive of building, bas veen 
put in at £15 per kilowatt throughout. In the years 1910 to 1911, 
1911 to 1912, and 1912 to 1913, a small sum (£1,000) has been added 
to cover the cost of extra wages for attending to the cells and 


apparatus, 

Interest charges on the cells are taken at 3 per cent., and depre- 
ciation and maintenance charges at 9 per cent.* 

The savings introduced by the cells, as against steam plant, are 
£12,000, £24,000, £37,000, £46,000, and £64,000, respectively, in 
the five years following 1907-8 ; a total saving of £183,000. 

The author has taken the increments which each year shows over 
1907-8 in annual expense, and has divided these by the correspond- 
ing increments in unite sold, with the result that for the steani 
plant the costs of each extra unit sold are 1:09d., 0°9d., 0°91d., 
0'86d., and 0'85d., whereas with the combined steam and accumu- 
lator plant, the corresponding costs are 0:624., 0:44d., 0°40d., 0°42d., 
and 0'39d., with the result as already stated that the total net 
saving in five years i8 £183,000 after providing for the payment of 
interest, depreciation and maintenance on the accumulators, repre- 
senting an average saving of £36,600 per annum. 

It may be pointed out that the £64,000 saving in 1912-13 would 
pay an additional 104 per cent. interest on the total investment in 
cells and accessories, including that of 1912-13. 

As a further illustration of the relative costs of the cells and of 
the steam plant, the author has resolved the cost into curves, con- 
necting load factor and price per unit, which are shown on fig. 3. 
In this figure the cost for the battery itself and the increment in 
fixed charges introduced by it is shown by the curve a в, the corres- 
ponding curve for the increment in the generating plant (excluding 
distribution) being marked o p on the above figure. It is to be 
noted that in these two curves (fig. 3), we have a comparison 


between the cost of introducing to an already large generating . 


station the necessary steam plant, of the most modern reciprocating 
type and in large units, in order to deal with a stated increment in 
the maximum demand of the station; and on the other hand, the 
corresponding costs for accumulator plant capable of dealing with 
the same increment in the maximum demand. We are not, there- 
fore, comparing merely the total capital and other costs per kilo- 
watt, incurred to date (which figure would be handicapped by the 
amount of capital that had been spent in past years on obsolete or 
Inefficient plant), but are considering the relative merits of the 
two systems under absolutely identical conditions. To show the 


difference that would be obtained in favour of the electric accumu- 


lator system, were we to compare its added coste with the existing 
costs of the steam system (as we might do if the station bad reached 
its limit of extension), we have only to compare curve 4 B with 
curve ® F (the latter representing the costs for 1907-8, for any load 
factor). The author submits that in estimating the saving intro- 
duced by putting down accumulators, it is not in certain cases unfair 
to take the difference in costs between the curves E ғ and А В 
аз representing the saving, since the station is at the present 
time charging the consumer on the basis of the curve EF, while 
к added cost for each unit sold with the accumulators is only 
= represented by the curve a B. Each extra unit sold (due to 
9 growth of the load) would, therefore, bring in, if present prices 
ааа unaltered, a net profit represented by the difference 
1 two curves; or say, 0:854, per unit on a 16 per cent. 
йы cost of the energy used in charging the cells is so very low 
the inefficiency of the cells and accessories is much more than 
шы rh by the gain in coal economy on the interest-paying ” 
hs The result of calenlations which the author has made in 
5 eee with the employment of sub- stations has satisfied him 
Win ЕЕ is a future for such a scheme (particularly їп connection 
ong-distance transmission of power), the batteries being put 
Mil rather than at the generating station. 
is MEI s of very large individual capacity can be installed, it 
ho tapes, е to obtain a discharge representing 6 xw. (on a three- 
atio в) for every square yard of floor space for a single tier of 
res; the extra floor space required for the rotary converters, 
1$ not at all serious, A separate building could be erected for 


the cells on a single floor only for something under 7s. 6d. per KW., 


&04 even were the cells arranged on two or three floors the cost 
is ab exceed, say, 15s, to £1 per Kw.; land in the vicinity of 
Des ^ could generally be obtained at the rate of about 12s. 
nd T 5 for a single-storey battery, works out at 28. per 
e e smaller sizes of sub-stations, up to 2,000 K w., the 
"ud. leves that his low-voltage system of accumulators will be 

ery useful in reducing floor space, as well as capital cost. 


s А 
Р Es question as to whether a sinking fund need be allowed for 
E ы case of cells, which may require replating every six or 
ease, 009 15, in the author's opinion, rather a moot one. In any 
di nodis : » per cent. on the cells will not make а very material 
юше 70 n the savings indicated. The cells themselves only cost 
: per cent. of the sum on which the above 9 per cent. is 


Paid. Some 104 per cent. on the cells is thus really covered. 


nating current of high pressure into the line at times of peak load, 
while at the same time delivering direct current of suitable prea- 
sure to the bus-bars of the sub-station, and the author believes that 
this and other combinations will be found to be valuable as а 
means of relieving the main generating station at the time of peak 
load, as well as the feeders. The efficiency to be obtained on dis- 
charge, as between battery terminals and a.c. bus-bars, will in a 
large sub-station be found of the order of 93 per cent., and that 
between the battery and the sub-station p.c. bus-bars of the order 
of 87 per cent., and even in a small sub-station these figures would 
not be materially less than 90 per cent. and 82 per cent. respectively. 
Such a system may be found very helpful on long high-presssure 
lines, such as those on the outskirts of a power company, the 
accumulators in this case enabling a given amount of maximum 


demand to be met at a sub-centre for a very much less expenditure 


in K. H. T. cables than would otherwise be incurred; or it would be 
possible to supply a given maximum demand at much greater dis- 
tances from the main generating station with economy than has 
hitherto been the case. 

The introduction of accumulators into the smaller stations, 
worked on the lines of fig. 4, would introduce great economies, 
and in many cases would enable the existing small units to be 
replaced by large and more economical units. 

The author suggests that fig. 3 will be found helpful as showing 
at a glance and in a single di the net effect of using cells on 
the cost per (extra) unit for different (station) load factors. It also 
shows in a clear way the pronounced saving introduced by using 
cells, as against modern steam plant; and that, too, of the largest 
sizes likely to be available in the majority of cases. 

The figure of £15 per kw. of maximum demand for the batteries 
includes building and land, but no spare battery capacity, there 
being 100 per cent. overload capacity in the battery for one hour, 
and the chance of interruption with a properly-designed battery 
plant being so much more remote than with running machinery 


or even 8team boilers and accessories. | 


APPENDIX.—THE BATTERY A8 A COAL BAVER. 


In fig. 2 we have the battery providing only some 700,000 units 
out of a total of 10,000,000 ; or 7 per cent. of the total. In fig. 4 
we have precisely the same battery used to provide some 7,500,000 
units, or, say, 75 per cent. of the total. The station is also 
equipped with the same steam plant in the two cases. 

Consider first the peak-load battery. While the coal consump- 
tion on the whole output of the engine is reduced by adding the 
battery load, in the ratio of 2:5 Ib. to 1:96 lb. (a reduction of 22 per 
cent.) the efficiency of the electrical system is decreased by 18 per 
cent., leaving 4 per cent. in favour of the change, so that, consider- 
ing only the application of the battery to the winter peaks, it can 
hardly claim to be much of a coal saver. | 

If, however, the battery is used on the lines indicated in fig. 4, 
the case is very different. It will be clear from this figure that 

the running plant (or 3,000 xw.) could be entirely 


60 per cent. of 
shut down over 11 months of the year and a further 20 per cent. 


over 10 months; whereas, in fig. 2 the same 60 per cent. could only 
be shut down for six months and the 20 per cent. for, say, the 
equivalent of six months (more correctly, 40 per cent. for three 
months). 

The last 20 per cent. in fig. 4 will have to run longer hours daily, 
in order to generate the energy shown in the unshaded. part of 
the figure; but the set will, throughout, be running under condi- 
tions of maximum economy, and the total amount of coal saved in 
the year would be quite considerable. The author estimates it at 
some 1,791 tons, representing an annual saving of, say, £680. The 
above saving is quite distinct from the corresponding saving on 
those steam sets which are entirely displaced by the battery. Figs. 
2 and 4 both contemplate 5,000 xw. of plant so displaced. On 
this account a total of some 1,450 tons has to be added to the 
1,791 tons already estimated; or 3,241 tons in all. 

The saving on the running units, due to better loading-up by 
means of the battery, has again to be added to the above. It may 
be taken as being, in the most favoarable case, 22 per cent. of, say 
13,400 tons, or 2,940 tons. The total saving would thus be some 


6,180 tons. 
Against this must be set off some 4,000,000 “waste” units at 


1°91 Ib. per unit or 3,420 tons. | 
A net saving of some 2,760 tons would thus appear to be what, 


under favourable circumstances, the battery might effect; but it 


will be noticed that in fig. 3 the author contents himself with 
merely assuming that the gains balance the losses—an assumption 
distinctly favouring steam. 

The author believes that it will be found in the future that large 
manufacturers, employing either л.с. or p.c. motors will find it to 
their interest to put down accumulators on their premises; and 
where their works are large these installations will take the nature 
of sub-stations. By means of the low-voltage system of suppl 
which he has worked out, the author anticipates to be able D 
introduce accumulators of large capacity successfully on consumers’ 


premises. 


Introducing the paper, in abstract, the AuTHOR rem 
battery after battery of exceedingly large capacity Bees piss 
during & period of some seven years for peak-load purposes in 
Chicago, New York, Brooklyn, Boston, &c.; the inference should 
be safe that, for seven years at least, the cells gave entire satis- 
faction, and his figures for maintenance, being based on the renewal 
of the plates at the end of a seven-year period, should, therefore be 
substantially correct. Under the author's system of independent 
units, 16 was possible in the earlier stages of the equipment to 
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provide 100 per cent. spare battery capacity consisting of practically 
unused cells, and 25 per cent. (or, counting overload capacity, 50 


* per cent.) in the later stages, for an additional annual charge of 


£0'4 per kw. of м.р. corresponding to ‘055d. per unit at 20 per 
cent. load-factor; and it was perfectly practicable to switch out the 
faulty group of cells and switch in the spare group at any time, 
and at a moment’s notice. There was an estimated saving of 
£64,000 in the year 1912-13, but the increment of £5,300 allowed 
for fixed charges was insufficient, and had been corrected to 


£13,150, reducing the saving by £7,850, to some £55,000 per 


annum, AV 

The £7,850 (= £0:45 per extra Kw. of м.р. added) required to be 
added to the accumulator costs for 1912-13. 

In fig. 3 the results were expressed in terms of the load-factor. 
Curve a B showed costs per extra unit for cella; curve ср those for 
steam. Curve AB should be corrected by 060d. per unit at 20 per 
cent, L.F. on account of the £7,850 alluded to above. If the cost of 
steam plant were taken as low as £20 per Kw. of maximum demand, 
curve c D was only reduced by 04. 

In connection with the employment of cells in sub-stations, the 
authors arrangements would double or treble the capacity that 
could be stored on a given area of floor space, and at the same time 
would permit of а capital outlay which was much less than with 


existing schemes, and would provide means for extending from the 


amallest sizes of sub-station up to any size desired without waste of 
floor space or scrapping of plant. 

A saving of some 4,750 tons of coal per annum was 8hown as the most 
favourable case for a station having an output of 10,000 kw. of M. D., 
and this would be probably not less than 3,000 tons even where the 
engines were already well loaded up. This figure would corres- 
pond with 9,000 tons in a station of the magnitude considered in 
fig. 3. The curves and data applied to both a.c. and p.c. sub- 
stations. 


DISCUSSION. 


The discussion was opened by Мв. Т. P. WrrwsHuBsT, who noted 
that only two pages of the paper directly referred to the subject of 
ita title, the remainder dealing with the question of taking up the 
peak load during the next five years. The author's proposal was a 
bold one, and it invited much criticism ; as far as the a.c. battery 
sub-station was concerned, he thought the additional cost of the 
converting plant would wipe out any prospective saving in other 
directions in purely alternating supply areas. With steam plant they 
could take an indefinite overload as regards time, but the battery 
was only good for an hour or two. Large towns had to deal with 
very heavy fog loads, and he thought the author had not given this 
matter sufficient consideration in his argument; he farther, could 
not agree to the author's typical load curve, as the peak curve at 
his own station (Derby) was more than 50 per cent. wider, and this 
would double the battery. power on the peak load. The author 
appeared to base his arguments on one load factor during the five 
years, but this would not be the case, and the financial aspect would 
alter accordingly. He also doubted whether the ampere - hour 
efficiency of the batteries would not suffer through the 
heavy discharges, and asked whether the American 
batteries referred to were used in this way. Batteries 
were very useful for taking light loads, as auxiliaries, 
and in his own town they took the early morning car service and 
some of the street lighting. 

Mn. L. Ввоокмах agreed with the author that there was greater 
immunity from breakdown with battery plant than with rotary 
plant. He considered that the “unit” construction was a great 
point in favour of batteries, and advocated the use of automatic 
stills for obtaining suitable water. 

Mr. H. ВтонАврвон said he thought that before the author's 
echeme came into being it would be a case of large power stations 
doing a little lighting, rather than vice versa. The peak load was 
already improving through the combined effect of efficient lamps 
and improving motor loads. He could not agree as to the life of 
the battery suggested by the author, under his conditions of 
working. Load factors were improving all round, and he could not 
see how the problem set by the author could be approached 
commercially. 

Mr. J. E. Ерасоме doubted whether the author's scheme was 
applicable to such an area as the City of London, where fog loads 
frequently lasted all day. 

Mz. E. S. New said there was no material difference in efficiency 
in a battery discharging on the l-hour or the 10-hour rate. He 
considered that the battery maker would be only too glad to get 
the 9 per cent. for maintenance; he only got 6 percent. now. The 
important point to consider, though, was the financial standing of 
the battery makers. 

Мв. E. 8. Jacon pointed out that the peak load was regularly 
taken by batteries in a number of stations in this country and 
abroad. The largest battery, of 6,000 to 7,000 Kw., was installed 
in a London station. It represented some 25 per cent. of the plant 
installed. 

Mr. F. C. RAPHAEL asked for information as to the watt-hour 
efficiency of batteries on varying discharges; -he also doubted 
whether the battery makers would be prepared to give a 9 per cent. 
maintenance contract, if the batteries were to be subject to emer- 
gency discharges. ; 

Mr. S. J. Warson thought it mattered little that а battery was 
only capable of taking the load for two or three hours at a time, as 
it was not necessary that it should do more. The whole question 
turned on load factor. With a large load factor, the battery would 
be of little use, but with а 10-15 per cent. load factor, it might be 
exceedingly useful, and this applied particularly to cases where а 
bulk supply waa taken from a company for distribution, the price 


depending on load factor. Taking the ong-hour rate, the cost of the 
battery and buildings in his own undertaking came out at £8 
per kw.; at a 7-hour rate, the figure became £20, во the question 
turned largely on the discharge rate. 

Мв. P. J. TippEMAN thought the battery would be more costly 
than shown, asin practice a large margin of spare capacity was 
required. 

Мв. C. TURNBULL said there was a good deal in the battery, 
which had suffered in the past through lack of кее 
as to its usage. He felt that the battery would eventually 
be used for all jerky loads, such as might occur with railway 
operation. | 

Mn. F. A. NzwixGTON thought the really useful figures as 
to works costa of the American battery stations had been omitted 
by the author. | 

Ма. A. M. Taxron points out in a written reply, that after ana- 
lysing many peak tops, including those of stations having a tramway 
load like Manchester, Birmingham, &c., he invariably finds that a 
3-hour battery rating would take up some 33 per cent. of the peak. 
This applies to stations having load factors of 20 per cent. and over, 
and shows that the load factor, except as regards the saving of coal, 
is of much less importance than Mr. Wilmshurst implies, owing to 
the fact that one gets 100 per cent. more Kw.-hours out of a battery 
on a 3-hour rating than on a 1-hour, and so on for longer dis- 
charges. As regards fixed charges, the battery scheme can face а 
larga increase in the annual load factor with equanimity. Power 
loads themselves vary from day to day and hourto hour, and 
some stations have tramway loads as well, and are expecting big 
lighting loads. The first Chicago battery was absolutely a gub- 
stitute for generating plant,for which there was no accommodation. 
Ав regards the working expenses, these were recently given by Mr. 
Parshall at 0°25d. per unit for Chicago. The Kw. capacities 
alluded to in the paper are based on a three-hour rating: hence the 
15,000-ку. battery could do 30,000 xw. for one hour (the 100 
per cent. overload capacity alluded to), which, however, since there 
are 19,000 Kw. of steam plant, and the peak load only 30,000 Kw., 
it would never be called on to do, unless the steam plant totally 
failed. Fogs excepted, the. estimates given in the paper will hold 
for towns having large power and tramway loads such as Man- 
chester, Liverpool, Birmingham, &c., provided that only some 30 
per cent. of the peak is taken up by the cells. In euch towns the 
fog load rarely exceeds 66 per cent. of the peak load on account of 
the less amount of lighting; consequently the steam plant 18 
capable of meeting it with very little assistance from the batteries ; 
one figure shows a fog load of nearly 10 hours’ duration—probably 
rarely exceeded even in London—and the estimates of the saving 
(per kilowatt) given, would still apply, provided that the battery 
was only put in to deal with, say, 25 per cent. of the peak. If the 
batteries are put in for 50 per cent. of the peak, a fog load 
averaging 75 percent. of the mid-winter peak, over 7-8 hours, can 
be dealt with by the combined plant, without any extra expendi- 
ture on battery power. 


„ ——..;:K 


THE COLLIERY EXHIBITION. 


THE fourth exhibition of colliery machinery instituted by 
Mr. W. Greville Montgomery, M.P., was formally opened 
by Lord Strathcona on Saturday last at Olympia, and will 
remain open until the end of this month. 

In opening the Exhibition, Lord Strathcona remarked on 
the mining industry of Canada, which contains vast mineral 
wealth, and said that whereas the produce of the mines 20 
years ago was worth ten million dollars, to-day they were pro- 
ducing nearly ninety million dollars worth ; he emphasised the 
opportunity given by the Exhibition to mining engineers of 
inspecting the latest improvements in the various appliances 
used in mining. Lord Airedale, in proposing 8 vote of 
thanks to Lord Strathcona, also referred to machinery 
exhibits, and expressed a hope that the more extended пее 
of mechanical appliances would remove any difficulties that 
might be encountered through the passing of the Hight 
Hours in Mines Bill. A large number of guests were 
afterwards entertained to luncheon. | 

With regard to the exhibits, these consist of excellent 
examples of the most up-to-date machinery for rock drilling, 
coal-cutting, hauling, screening and sorting coal, ar- 
compressing, pumping, ventilating, water softening, Kc. 
very many of which are designed to be operated by electricity. 
The rock drills are all operated by compressed air, 88 for 
the most part, when dealing with hard rock, a percussive 
action is required, and it is interesting to note the reduction 
in the size and weight of these machines compared to what 
they were a few years ago, due to the adoption of the 
“hammer” action. 

For softer material, such as coal fire-clay, &c., a rotary drill 
may be used, and for this purpose MES SRS. Јонх Davis & SON 
(DERBY), LTD., exhibit a new Jeffrey electric drill, which 
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they claim will bore ironstone, phosphates, oil-shale, &c., 
specimens of these being shown on the stand, and it is 
claimed that the electrical and mechanical portions will with- 
stand any daty they are called upon to perform. The drill 
mounted upon the stand is shown in fig. 1, and as will be 
seen, the drill frame is of the usual pattern, and is jacked 
between the floor and roof of a mine, or between timbers in 
the ordinary manner. The drill may be fixed at any con- 
venient height and at any desired angle. 

The design embraces several features of novelty. The 
armature has a hollow spindle, through which the drill feed- 
screw . By this means a well-balanced drill is pro- 
vided ; hitherto the motor has necessarily been above, below, 
or on one side of the feed-screw. The gearing is also 
remodelled in this drill. A pinion surrounds the hollow 
armature shaft, and this engages above and below with two 
driven wheels, both of the same size. Mounted on the 
same shafts with the gears are the pinions of the second- 
reduction set of gearing. These pinions engage the gear 


Fic, 1.—Jerrrey ELECTBIO DRILL. 


Which drives the feed-screw. The gear wheels are accessible, 
and one of the features obtained in the design is the ease by 
which the gears may be varied. 
Р It will be seen by the figures given below that the revolu- 
1105 per minute of the auger may be varied from 106 to 
15 and the forward feed or rate of cutting may be varied 
5 6 in. per minute up to 62 in. per minute, out of a 
m E у of 16 combinations. It will thus be possible to 
1 Aa most suitable gearing, not only for rate of cutting 
à hi or speed of rotation, to suit almost any degree of 
ardness of the material it is desired to drill. | 


— — 


UT — — 


Descriptive letter Gk. А B 
Rev. of feed screw | 
3 per minute ee | 106 167 224 310 
hreads per inch of | 
the feed screw. Е | Forward feed рег minute. 
Rar aa к ке, э | 
Ё 
P 5 Acme threads. | 21-2 in. | 33 5 in. | 4475 іп. 620 in. 
Gg" » . | 17:9 in. | 27°8 in, | 37:4 in. | 51 ˙6 in. 
H |10 ” n 13:25 in.“ 20:9 in. | 28'0 in. | 38:8 in. 
10'6 in. | 1677 in. | 22:4 in. | 31:0 in. 


| n n 5 | 
ОО 8 
A friction band ig i i i 
End provided, with a winged nut and bolt 
vi, tin amg the pressure, to allow the feed bar to revolve 
en ворег without progressing should it encounter any 


fo dc 
Sid substance in drilling, and so avoid unnecessary 


Blackett underground conveyor, 
is rhea a specially designed 
under the trough. Hitherto no electri j 
6 1с motor of sufficient 
Diamond Co. 
difficulty. 
5 сус gears, 
ш Ol, and occupy a very small space. In 
gear Бох 10 E. P. is transmitted, and 

the ratio of 16 to ]. eI а 


The motor starting switch and gearing are contained in a 
case which is both water and gas tight. The terminal pins 
are so arranged that when the cable sockets are withdrawn 
the arc is broken in an enclosure. Thus the drill may be 
used in pits where Rule 8 of the Electricity in Mines Act 
applies. 

The firm also show the well-known Jeffrey heading 
machine, which has been reconstructed to conform with the 
Home Office rules. The motor is totally enclosed, as also is 


Fic, 2.--Ввотневноор AIR-COMPRESSOR. 


the starting switch. The electrical connections are also 
“ fool-proof," so that it is impossible for a spark to ignite gas 
when withdrawing the connecting plugs. 

Тнк DIAMOND CoaL-Currer Oo., of Stennard Works, 
Wakefield, exhibit a number of their well-known Diamond 
Longwall machines, both of the disk and chain types. The 
disk pattern is represented by two coal cutters, one a Diamond 
Standard compressed-air machine fitted with double-acting 
tandem cylinders, the overall height being less than 18 in. 
The other is a two-motor standard Diamond electric disk 
machine of the latest pattern. The motors (direct current) 
are wound for 500 volta, and each is capable of developing 
continuously 18 B. H.P. All the cables on this machine are 
entirely enclosed, but, at the same time, are easily accessible. 
A tramway type controller is used, with magnetic blow-ont 
and a separate fuse chamber. The switch lid, the fuse 
chamber lid and the cable plug are automatically locked 
when the current is switched on, and cannot be opened or 
removed till the current is off. 

The 1908 type electrically-driven Diamond chain cutter js 
fitted with a 24-B.H.P. (direct or alternating current) motor 
and. it is claimed that the reduction gears are of a simpler 
form and more efficient than in any other machine of this 
type. The gears are of steel throughout, are enclosed and 
run in oil. The chain jib parts are interchangeable with 
those of the compressed-air machine, and the overall height 
of the cutter is 19 in. and the length only 7 ft. 6 in. This 
cutter is particularly suitable for short faces where a com- 
paratively light and small machine is Decessary, and one that 
will cut its own way under the coal. A two-motor Diamond 
longwall chain machine is also exhibited, this being of the 
overcut type to remove a parting at any height, from 20 in 
upwards, from the floor. The débris removed is carried by 
the cutters over plates provided for the purpose and deposited 


direct into the gob. 


The firm also exhibit a section of their latest type improved 
The discharging-end shown 
electric motor which fitg 


into this space, but the 
have now succeeded in overcoming thig 
A further improvement is the recently 
which are entirely enclosed, run 
а little 
| reduced i 

The Diamond Co.'s stand also eu 
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tains examples of their latest pattern! underground electric 


switches fand other equipment, and the usual accessories 
connected with machine mining. | 


Messrs. PETER BROTHERHOOD, LTD., exhibit several 


examples of their vertical electric-driven air compressors, 
one such for mining work mounted upon wheels, being 
shown in fig. 2. The electro-motor drives the compressor 
through gearing, which, together with the air receiver, ig 
mounted upon а box bedplate, which forms a reservoir for 
the circulating cooling water. Another machine exhibited 
on this stand is designed for use in central stations 
for the purpose of blowing dust ont of armatures. For 
this operation a length of tube fitted with a nozzle 
is provided. One feature of these compressors is the 
small spring-loaded cup-shaped valve, which is pressed out 
of sheet-steel, and works on a plain flat face of cast-iron. 
(To be continued.) 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ох TUESDAY cannot appear until 
the following weck. Correspondents should forward their communi- 
cations at the earliest possible moment. Na letter can be published 
unless we have the writer's name and address in our possession, 


Working Speed in Telegraphy. | 

The only reason I did not quote the rest of Mr. Raymond- 
Barker’s sentence, to which he alludes, is because it appeared 
to be mainly based on a report in another journal. I have 
since, however, learnt that the information Mr. Raymond- 
Barker quoted is, at any rate, authenticated by others. 

In anything that I said originally, I merely intended to 
convey that I did not consider the duplex-automatic 
syatem applicable in practice to wireless telegraphy in the 
same way that it was to cables. And I think so still, for it 
must be remembered that Mr. Raymond-Barker is speaking 


of a particular system of wireless telegraphy—not that . 


which was being dealt with by the Morning Post. 
As I spoke originally of the duplex-automatic system in 
connection with cables, I continued to do so in connection 


with radio-telegraphy, though quite appreciating Mr. 
Raymond-Barker’s point that there is no difficulty about 


radio-automatic working. 

Mr. Raymond-Barker and myself have now reached much 
about the same position —i. e., that cable-working with its 
present very high standard of efficiency daily developing 
fresh possibilities . . . fresh actualities in speed attributes, 
remains paramount and practically untouched.” 

The only difference between us is that he considers the 
recent statements in the lay Press in regard to wireless 
telegraphy supplanting cable telegraphy have had a serious 
influence on cable shares, and I was inclined to differ from 
this view ; but this is, of course, purely a matter of opinion, 
in which Mr. Raymond-Barker is—as I have already said— 
quite likely to be right and I wrong. 


Charles Bright. 
Westminster, July 14/h. i 


Tramway Discipline. 


It is not a weakness of mine to rush into print, in fact, I 
think it is the first time that I have transgressed, but your 
leading article in this week’s issue on “The Merit and 
Demerit System of Discipline” attaches to the tramway 
managers of this country so much cruelty and immorality 
with regard to their dealings with their employés, that I 
think it only fair that your wholesale denunciation should 
have some reply. 

It has for some time past been apparent to many of us that 
the system of suspension was a form of punishment which did 
not adequately meet the case, as we all know that the sufferers 
under this system are not the men, who will not have one 
ounce less tobacco, or in the majority of cases suffer any 
personal inconvenience, but their wives and children, who 
feel the pinch, and in order to give the managers some more 
flexible and satisfactory method of dealing with minor offences, 
various systems of bonuses have been devised which appeal 


more to the self-esteem of the men than perhaps the actual 
monetary value attaching to them. 


In our own case it consiste of a bonus which is given in 


the form of а Christmas box at the end of the year, and 


which is liable to deductions at the entire discretion of the 
manager, the employé who gets his bonus untouched also 
receives а good conduct stripe. This system has been in 
operation now for over two years, and I have found it most 
efficient and satisfactory. 

I should like to add that in every case when the deduction 
is made upon an inspector's report, the employé is notified 
of the same, and has the right of appeal to tbe manager if 
he considers it unfair, or if he has any explanation to offer. 

On behalf of myself and other managers who I know 
adopt this or a similar system. 


Ке Е. $. Ваупег. 
Electricity Works, Doncaster. | 


July 10th, 1908. 


P.S.—We always knew that our editor was a soft-hearted 
man 


[We trust that our remarks have not been construed to 
imply intentional cruelty on the part of the managers. As 
regards their general accuracy, it will be seen that Mr. 
Rayner agrees with us on the whole.—Ebs. E. R.] 


Electricity in Collieries. 

With reference to your article in a recent number of your 
paper regarding the recent explosion in the, Mary Pit, Fife, 
you made certain remarks as to the necessity of having 
capable electrical engineers in large collieries. 

It has been my pleasure to have been acquainted with the 
present chief electrical engineer in the above pit, and I 
know from his past experience and the responsible positions 
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he has previously held with credit, that the plant in Ше. 


Mary Pit would be kept in the best possible condition. 

An enclosed motor and starter was in readiness to replace 
the open type motor which was supposed to have caused the 
explosion, but, unfortunately, circumstances prevented it 
being in time to prevent this explosion. 

I only write this to clear from the minds of your readers 
the impression that this unfortunate explosion was in any 
way caused by an incapable engineer. 


H. D. B. 


[We hardly need point out that the article in question 
contains no reflection upon the electrical engineer at the 
Mary Pit, but we would ask why the enclosed motor and 
starter were not installed af first, as they ought to have 
been? H. D. B., however, seems to miss our point, 
which was that the electrical engineer should be responsible 
to the “ law, and not the manager.—Eps. E. R.] 


Telephone Licences. | 

Referring to the letter in your issue of the 3rd inst. 
from Mr. J. L. Newland, that gentleman's statement that 16 
has always been the opinion of the National Telephone Co. 
that “A to В” lines were outside the monopoly of the 
Postmaster-General, is quite correct, but I fear the same 
adjective cannot be applied to his statement that it has suited 
the company’s purpose untiknow to pay Royalty on such lines, 
in order to prevent the point being fought out in the Courts, 
which would have permitted his and other electrical firms to 
have erected such lines. In view of the fact that the com- 
pany has been fighting the department on the point for years, 
with the result that it was finally referred to a Court of First 
Instance, when Mr. Justice Swinfen Eady gave a decision 
against the company—which decision has been, as you know, 


recently reversed by the Court of Appeal—I think that 
further comment is unnecessary. 


The National Telephone Co., Ltd. 


S. J. GoppABD. 


London, E. C., July Tih, 1908. 


Conditions of Employment. 


I have been interested in reading your article on agree- 
ments. Perhaps the following facts would be of interest to 
your readers. | 

Personally I have had a little to do with signing down, 
but have always managed to turn the benefits on my own 
side. I would never lose a berth because of signing, but 
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architect, who, in the nature of the case, can hardly be an 


then would do as I chose, as I have been legally advised, 
unless everything in the agreement is equal on both sides, 


the agreement is void. | 
Ап old schoolmate of mine was holding a berth with a 


large cycle dealer. A new manager appeared on the scene, 
and the first thing he did was to tie everyone in the offices 
with signed agreements. I know of several who have left 
their berths rather than sign. As far as I can remember, 


the terms were as follows :— 
No other berth within a radius of 50 miles of offices in 


any cycle dealers, manufacturers’, &c., employ whatsoever 
for two years; they to dismiss at a week's notice, if 
wished to. | 

Now this looks rather formidable, especially as, at that 
time, the only berths worth having were in cycle departments 
offices. 

My old mate signed on, and stuck his job for a few 
months, Another firm offered him a better berth, and he 
accepted it, handing in a week's notice. He was informed 
that legal proceedings would be taken if he left, but he was 
not to be frightened, and took up his new berth. The firm 
applied for an injunction against him in the local County 
Court, but the Judge found for the man, not for the firm, 
stating that agreements of this kind were a farce and not 
worth the paper upon which they were written. He also 
stated that, for an agreement to be of any good, it must 
be about equal to all parties concerned. 

Now, if a few cases like this could be brought to the notice 
of the public, possibly firms would get tired of sealed agree- 


ments. 
Fairplay. 


Rail Corrugation. 


The theory put forward by Mr. J. F. Jones in your issue 
of June 5th is one that has also suggested itself to me—in 
fact, you were good enough to publish a letter of mine on 
the subject about two years ago, when I pointed out the 
resemblance between a spoked wheel and a “milling” or 
“knurling ” tool, and advocated the trial of spokeless 
driving wheels. I do not think, however, that spoked 
wheels can possibly be the sole cause of the trouble, because 
such wheels have always been used on steam-worked rail- 
ways and tramways, and have never been known to produce 
such effects as are now being experienced on electric 
tramways. | 

I am aware that the railway systems of India have been 
an exception to this immunity, and this circumstance seems 
to point to the existence of some important factor, either in 
the construction or the werking of the railways of that 
country, which is common to a large number of electric 
tramway - systems. It would be exceedingly instructive if 


this factor could be isolated. 
| D. E. 


Are Consulting Engineers Necessary? 


I have been much interested in the correspondence which 
has recently been appearing in your columns on this 
subject. 

І most heartily endorse the letter signed Verbum Sap.,” 
which appeared in your issue of June 26th, and consider 
that the writer states the case for the genuine consultants 


extremely well. 
It is very right and proper that our Institution should 


issue their rules of etiquette for the guidance of consultants, 
but their work ia only half done if they do not also make 
some effort to вее that they do not suffer from unfair com- 
petition. 
As pointed ont by“ Verbum Sap.,” architects trespass 
freely in what is the consultant/s legitimate work, and I 
commend the suggestion that the I.E.E. should take the 
matter up with the Royal Institute of British Architects. 
The following extract from a letter which I received only 
à few days ago from some clients, will, I think, be found to 
express the opinion of many with regard to the employ- 
Me of architect& in connection with electric light instal- 
1008 :— 
. We all feel very much obliged to you for help in 
this matter, which must otherwise have been left to the 
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expert, and who would have to rely on his contracting firm. 


We are convinoed that a better result will be achieved by 


your help.” 


A wiring contractor recently told me that he is always 
required by one of his architect-consultant clients to draw 
These specifications are then 

formally issued to the contractor to work to. However, 
given ап honest contractor. perhaps this is preferable to the 


up his specifications for him. 


architect drawing up specifications for himself. 


I believe that there exists at the present time a desire in 


the electrical profession for the services of genuine and 
capable consultants, and any steps which can be taken to aid 
the development of such a body will be to the advantage of 


the profession as a whole. 
One who is interested. 


PARLIAMENTARY. 


Telegraph Construction Bill. 


Тнїв Bill was before Standing Committee С on Thursday, July 9th. 
The Bill amends the Telegraph Acts, 1863 to 1907, with respect to 
the construction and maintenance of telegraphic lines for tele- 
phonic and other telegraphic purposes. Clause 1 sets out that if 
the owner or occupier of any hedge or bank forming the boundary 
of a public road along which the Postmaster-General desires to 
construct a telegraphic line fails to give consent within one month 
a difference shall be deemed to bave arisen between the parties, 
and in that case Secs. 3, 4, and 5 of the Telegraph Act of 1878 
shall apply. Clause 3 provides that the provisions of Sec. 2 of 
the Telegraph Act of 1892 shall apply where, on the application 
of the Postmaster-General, the Railway and Canal Commission are 
satisfied that owing to the refusal or failure of any person or being 
the owner or occupier of any land or building, to consent to the con- 
struction or maintenance of a work by the Postmaster-General, tele- 
graphic communication cannot be supplied to any district or place, 
except at unreasonable cost or on unreasonable conditions. Clause 4 
provides forthe lopping of trees which obstruct a telegraphic line 


and give the Postmaster-General power to issue instructions to his 


officers with a view to “ensuring that trees shall be lopped in а 
. husbandlike manner and во as to avoid injury to their growth.” 

At the instance of the Postmaster-General the Committee 
inserted the following new clause after Clause 4 :— 

“ Notwithstanding anything in the Railway and Canal Traffc 
Act, 1888, any difference directed to be determined by the Railway 
and Canal Commission under the Telegraph Acts, 1863 to 1907, or 
this Act, may in the discretion of the Commission be heard and 
determined by the two appointed Commiesioners, whose order shall 
be deemed to be the order of the Commission.” 

"The provisions of Sub-Sec. 2 of Sec. 4 of the Telegraph 
Act, 1892, shall be deemed to extend to telegraphs placed and 
maintained under a street or public road." 

Viscounr Мовритн moved the addition of the following clauze, 
which was carried :—'' Notwithstanding the provisions of this Act 
no telegraphic line shall be constructed on, over, along, or across 
any land dedicated to the recreation of the public, or any hedge or 
bank adjoining such land, without the consent of the person in 
whom such land is vested or under'whose control or management 
such land for the time being remains." 

The Bill as amended was ordered to be reported to the House. 


London County Council Tramways Bill. 


Mr. Еммотт'з Select Committee of the House of Commons has 
passed the preamble of this Bill. In a report to tbe House the 
Committee stated that they had a report from the Board of 
Agriculture and Fisheries in which it was stated that under the 
Bill the L.C.C. sought power to utilise a strip, about 7 ft. wide, of 
Streatham Green, which appeared to be an open space under the 
management of the County Council. The board said they did not 
think it would interfere with the value of the Green, and, therefore, 
the Committee thought that the power sought might be sanctioned. 
With respect to the resolution in the House on March 3rd, the powers 
to construct Tramways Nos. 3, 4 and 5 bad been struck out of the Bill 
during its passage through the House of Lords. The time limit 
for the construction of the tramways was, to a great extent, depen- 
dent upon the new street and street widenings, and although the 
time proposed in the Bill—namely, seven years— was in excess of the 
period allowed by Standing Orders, they were of opinion that such 


period should be allowed. 


Nottingham and Derby Tramways.—The Unopposed Bill 


Committee of the House of Commons has passed the preamble of 


this Dill. The object of the measure is to extend the time for the 
purchase of land and for the construction of tramways, and also to 


430 a year. 
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provide for the transfer to the Corporation of Nottingham of 
certain powers to enable them to construct additional tramways 
and a tramroad and certain street improvements. The Chairman, 
in a report to the House, says that a report from the Local Govern- 
ment Board was laid before the Committee, and they had amended 
the clauses and struck out Article 10 of the agreement scheduled in 
the Bill between the company and the Corporation. 

Metropolitan District Railway.—Sir Lewis Melver's Select 
Committee of the House of Commons, which has passed the pre- 
amble of the Bill, states in its report to the House, that it does 
not authorise the construction of any new railway or new works. 
The Bill enables the company to raise money necessary to carry on 
their undertaking by the creation and issue of prior lien debentures. 
It also proposes to authorise the company to abandon the con- 
struction of certain railways and portions of reilways authorised by 
the Metropolitan District Railway Acts, 1897 and 1903. 


LEGAL. 


BourH-EaAsTrERN Ratuway Co. Ax D BouTH-EASTERN AND CHATHAM 
RaiLwav Co.’s MANAGING COMMITTEE v. THE NATIONAL 
TELEPHONE Co., Lip. 


THIS case came before the Court of Appeal consisting of the Master 
of the Rolls and Lords Justices Farwell and Kennedy on the 
defendants’ appeal from a judgment of Mr. Justice Warrington. 

In this case the plaintiffs claimed а declaration that the defendants 
were not at liberty to construct and were not now at liberty to 
use or maintain any pipes, cable, or telephone works in, 
upon, or over a bridge which crossed the plaintiffs’ railway 
at Tonbridge Station, except upon payment of the annual rent of 
£30, and with the consent of the plaintiffs. | 

It appeared that the bridge carried a public road which was 
constructed more than 65 years ago by the road trustees of the 
day and was, by virtue of the Public Health Act, 1875, vested in 
the local authority and repairable by them. | 

In November, 1905, defendants, by an agreement with the 
plaintiffs, carried a telephone cable under the surface of the foot- 
path of the rond over the bridge and a few inches above the 
masonry of the bridge, the defendants agreeing to pay a rental of 

In January, 1907, the defendants wrote repudiating 
the agreement on the ground that the consent of the plaintiffs was 
not necessary. Plaintiffs thereupon commenced the present action 
for a declaration as stated. 


Defendants contended that they were authorised by their statu- | 


tory provisions to carry their cable across the bridge without the 
plaintiffs’ consent, and that therefore as the agreement was without 
consideration they were not bound by it, or to pay the rent of £30 
reserved by it. Mr. Justice Warrington held that the defendants 
were not authorised to construct the works without the consent of 
the plaintiffs, and granted the declaration as prayed. Hence the 
present appeal of the defendants. 

After hearing the arguments of Мв. RoskiLL, K. C., and MR. 
damm on behalf of the appellants, their LoRpsHIPS, without calling 
upon counsel for the respondents, dismissed the appeal with costs. 


Cross & Cross v. E. MosLEV & Вох. 


In the King’s Bench Division on Thursday, July 9th, before Mr. 
Justice Walton, an action was brought by Messrs. Cross & Cross, 
constructional engineers, of Bridge Street, Walsall, against 
Emmanuel Mosley & Son, contractors, of Gerard Street, Derby, 
to recover damages for alleged breach of contract for the supply 
and erection of iron and steel work for an electrical power station 
at Derby for the Corporation. | 

Mr. Hamilton, K.C., and Mr. Disturnal appeared for the plaintiffs, 
and Mr. Hugo Young, K.C., and Mr. H. A. McCardie were for the 
defendants. 

Plaintiffs case was that, under a contract contained in letters 
dated August, 1907, they agreed to sell and fix, and defendants 
agreed to purchase and pay for, certain iron and steel work neces- 

for the screen for the protection of the plant and machinery 
at the electrical power station of the Corporation of Derby. It was 
one condition of the contract that the work was to be according to 
plans and specifications, subject to variations in parts of the con- 
struction, and another was that the price was to be about £200. 
Plaintiffs purchased a large amount of material, and used a quantity 
which they had in stock, and did certain work upon it to make it 
fit for the screen, when, on or about November 5th or 6th, 1907, 
defendants by telegram and letter refused to accept the screen. 
The material and the labour which had been spent upon it con- 
sequently became wholly useless, and plaintiffs lost their profit 
upon the contract, and sustained damages. 

Defendants admitted the contract, but asserted that it was an 
express term of it that the whole work was to be supplied, fixed, 
and completed by October 3lst, 1907. Time was the essence 
of the contract. Plaintiffs, defendants complained, failed to 
supply or fix or complete the work by that date, and they claimed 
therefore to be entitled to rescind the contract. They denied that 

laintiffa had sustained any damages, and said that they 

defendants) (bad to erect at larger expense a temporary screen, 
and had to enter into a contract at a higher price with Messrs, 


Andrew, Handyside & Co., Ltd., to do the work which plaintiffs 
had failed to do. They, therefore, counterclaimed for damages. 
PLAINTIFFS joined issue on the counterclaim, and said defendants 
altered the original plans and specifications, and failed to supply 
the necessary details, dimensions, and particulars, to enable them 
to carry out the work by October 31st, 1907. 
His Говрзнр reserved judgment, 


Brusa ELucrBICAL ENarsEEBRING Co., Lro., v. West HALLAN 
CorLrEBY Co. 


AT the Notta Assizes on July 7th, before Mr. Justice Bray, plaintiffs 
sued defendants for £400, the price of an electric coal-cutter, which 
had been returned as useless. Mr. Hugo Young, K.C., and Mr. J. E. 
Pritc , were for the plaintiffs, and Mr. H. Y. Stanger, K.C., 
and Mr. McCardie, for the defendants, According to the Notting- 
ham Express, it appeared from the correspondence read by counsel 
that the defendants were unable to make the machine work satis- 


| factorily. It did not cut at floor level, and defendants alleged that 


the cutter cost them 9s. a ton for coal, or three times as much as 
though the coal had been cut by hand. The machine waa costing 
them from £60 to £80 a week. The plaintiffs contended that the 
machine would have worked all right had it been properly adjusted. 

Ма. N. Тлүгов, civil engineer, who was employed by the 
plaintiffs at the time of the transaction, said that the average depth 
of the coal left on the floor for the whole of the seam was only 
about 3 in. He was of opinion that if the machine had been 
allowed time to adjust itself it would have worked satisfactorily. 

MR. F. W. Новр, of Glasgow, stated that the machine could be 
adjusted to cut practically at floor level, and Mr. Andrew Cranford, 
colliery under-manager, formerly at the Digby Colliery, 
declared that the machine was made according to the plans. The 
cause of the difficulty in the present case was the hard 
“ pavement.” 

Мв. Тномлв WinLIAMSON, the manager of the West Hallam 
Colliery Co., said that the machine was given over a fortnight's 
opportunity. He did not once see it work at floor level, and 
knocking timber out made the work җен айы T» 

A consultation of the parties took place, as a result of which it 


was agreed that judgment should be entered for the defendants 


with costs on the claim, and also for the defendants for £25 with 
costs on a counterclaim. 


Harrison & Co. v. GOODWIN. 


Ix the Marylebone County Court on Monday, Messrs. Harrison and 
Co., electrical engineers, 35, Broadway, Cricklewood, sued Mr. John 
Morris Goodwin, of 4, Devonshire Villas, Brondesbury, to recover 
£6 14s. 6d., balance of an account for electrical work done. Mr. 
Nonweiller, who appeared for the plaintiffs, said that defendant 
had asked plaintiffs for an estimate for putting up the electric light 
to a villa, No, 2, North Mansions, which had been let to a tenant 
desirous of having the light introduced. An estimate was fur- 
nished, and the work commenced, and later on, as the tenant was 
anxious to enter in possession, defendant asked him to expedite 
the work. He did so, and the whole was completed by July 16th 
last year. After its execution, the defendant refused to pay the 
account because the Willesden District Council had declined to 
supply the light, stating that their mains had not been brought up 
to the premises by 80 or 100 yd., and they took up the position that 
they were not justified in incurring the expense of carrying the 
main to defendant’s premises—the flat being the only house for 
which the supply was required. Mr. Harrison, the head of the 
plaintiffs’ firm, was called, and bore out this statement. In cross- 
examination by Mr. Goodwin, he denied that he undertook to get 
the District Council to supply the electric light. He did not wait 


for them to supply the light, because the defendant pressed him to 


have the work done before tbe tenant went in. The tenant, Mr. 
Crane, signed the application form to the Council to supply the 
light. Up to the present the mains had not been extended. For 
tbe defence, Mr. Goodwin said that his agreement with the plaintiffs 
did not include his getting the Council to supply light. The fittings 
as put up were useless without the supply, and he said that plain- 
tiffs ought not to have gone on with the work till the will of the 
District Council had been ascertained. Mr. Bruce, electrical engt- 
neer to the Willesden District Council, stated that an application 
had been received from Mr. Crane, but his board did not feel 
justified in taking the main to the defendant's premises, as the 
return to be obtained from the supply would be so small. His 
Honour held that the plaintiffs had not contracted to do more than 
put up the fittings, and gave judgment for the plaintiffs with costs. 


j 


ELLISON v. MANCHESTER CORPORATION. 


Ат the Manchester Assizes, before Mr. Justice Bucknill, on Monday 
last, an action to recover damages under Lord Campbell's Act was 


MEER Lud B 


brought against the Corporation of Manchester by Leah Ellison, . 


pawnbroker, &c., of Great Ducie Street, Strangeways. The plaintiff 
claimed damages for the loss of her husband, who had been 
Buffocated by an escape of gas, which found its way into his house 
from an outside main on the night of March 16th. Negligence on 
the part of the Corporation was alleged. This, however, was denied, 
and the defendants pleaded that Mr. Ellison's death was due to 
natural causes. Counsel in the case were Mr. Ambrose Jones #0 

Mr. Horowitz for the plaintiff ; and Mr. Sutton for the defendant. 
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E the morning of March 16th the family were aroused by a strone 
i smell of gas which pervaded the whole house, Mr. Ellison had AND PLANT. 
as been unwell, and as he was rendered unconscious by the fumes, he 
"m was removed to the Royal Infirmary. IE ооо 5 15 и апа — 
| it was contended that his death was accelerated by the inhalation 
of coal gas. On investigation, it was found that the escape had B.T.-H. Tungsten Patént Lamps. 
been We р uid аала 5 cable, which passed the Glow lamps with tungsten filaments are now being manufactured 
premion ап ore y А at Rugby by the British Thomson-Houston Co., Ltd., of the pattern 
It had already been held, counsel said, that where an electric aho 25 nd tue accompanying figure (fig. 3). The lamps have ES effi- 
cable fused and caused personal injury, the owners were liable for ciency of 1'25 watts per British Parliamentary standard candle, burn 
Ый : but, in thi he. Corporation denied that it was : ius : рк. 
damages; buf, in this case, t гр 5 in any position, and are suitable for use on both А.С. and p.c. circuits. 
that cireamstance which contributed to Mr. Ellison's death. ae For 100-125 volts, they are at present made in one size, consuming 
tifi Before the evidence was completed, the Manchester Corporation 50 watts and giving approximately 40 C. r.; 25 and 50-volt lamps 
dich consented, through counsel, to judgment being entered oe are also. made for nse with transformers оп 4. 0. circuits, the former 
J. E. them for £125 and costa, the money to be paid to the plainti: Аш in two sizes (124 and 20 watts), and the latter in one only (20 
KC, executrix of her late husband. watts). The В.Т.-Н. Co. have been engaged for a long time in 
Ha elaborate experiments, in order to ensure that their lamp shall be 
el of high quality, and they undertake to defend all claims against 
stij CARTBB v. Ввгтїїн Тномвон-Нопзтон Co., Lr». users for infringement of British patents in respect of their 
that At the Newcastle-on-Tyne County Court on the 14th inst., before tungsten lamps. | Тһе lamps are guaranteed against breakage in 
И; Judge Greenwell, Lily Oarter, a teacher of cookery at Blaydon, transit, when delivered in standard casks, whatever the quantity. 
fing sued the British Thomson-Houston Co., Ltd., electrical engineers Fig. 2 shows the B. T.-H. lamp assembled with a Holophane shade 
n and manufacturers, for £21 in respect of articles which the plaintiff and gallery, forming a neat pendant fitting: 
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On behalf of the plaintiff, the evidence was that about 2.30 on 


Fra. 1.—Improvep CONDUIT. 
| The right-hand detail shows an alternative design. 


had, it was contended, written for a pamphlet to the order of the 
defendant company. Mr. Tait appeared for the plaintiff, and Mr. 
Grunhutt for the defendante. 

Мв. Tarr suid that plaintiff had lectured at cookery exhibitions, 
and had devoted а good deal of attention to the question 
of cookery by electricity. For 18 months she had contri- 
buted a series of articles to the Tyneside Electrical Pioneer, 
which he believed was the official organ of the Newcastle 


NEW ELECTRICAL DEVICES, FITTINGS, 


F. d. 2. Fic. 3. “ty 
B.T..H. Tosestan Lawr. \ 


Improved Electric Conduit for Surface Work. 
The accompanying illustrations (fig. 1) show thé details of a new 


form of conduit tbat has been provisionally protected, for use more 
especially for interior surface wiring. Briefly, the conduit consists 
of a gapped tube, the gap being smaller than the maximum 
internal diameter of the tube, with flanges for fixing purposes. 
The wires »re laid in the conduit, and are held within it by the 
natural twist in the wires taking up“ within the conduit. 


Electric Supply Co. Negotiations were entered into between 
the defendants and the Newcastle Supply Co. with a view 
to the former obtaining an interview with Mies Carter. In 
ber last the plaintiff saw Mr. Booth, of the defendant com- 

pany, and he explained that they were the manufacturers of a 
domestic appliance known as a chafing dish. They desired to push 
the sale of it, and he asked Miss Carter to write articles on it and 
fhe food that might be cooked in it. Plaintiff agreed, and said 
at her terms were 308. а page. The articles were eventually 
p uM the claim was for 14 pages of printed matter at 308, 
te E RUNHUTT said that the defendants’ point was that the 
was аы в page were not accepted, and another arrangement 
ае PLAINTIFy bore ont her counsel's statement, and in cross- 
declined it" said that she had been offered £5, but had 


Мв. @воннотт said the 30 i 
в. & page was an estimate, but it 

ius d ceptance by his clients. "They offered £5, which was not 

Pus ’ ка the MS. was returned to her. 
vive my ILLIAM Bownay, district engineer for the defendants, 
could not ce ав to an interview with the plaintiff. He told her he 
Pamphlet io Def to terms, but suggested that she might drafta 
er an offer, orwarded to the head office, and they would make 
т evidence was to th ae 
what e effect that the plaintiff did not know 
detena charge, and the matter was left to the head office of the 

His Hos to make an offer. 
the recipes writ found for the Plaintiff for the amount claimed, 

ten by the plaintiff to be given to the defendants. 


—— 


Man 
lut nest ater Exhibition. We are informed that at the 
to € Committee of this Exhibition, it was resolved 


The conduit is made continuous by means of one type of clip 


only, which is also used to attach tees, bends, inspection boxes, &o, . 


The conduit is fixed by screws or nails through the flanges, which 
are punched where required. 

The beck of the tube is kept clear of surfaces by the flanges, 
which allow air to pass freely all round the conduit, and thus prevent 
unequal temperature within the tube, the cause of most condensa- 
tion and corrosion troubles, Sudden changes in temperature 
which set up condensation, &c., will also quickly disperse the Bame, 
the gap acting as a natural ventilator, Alterations and additions 
can be easily carried out, because it is only necessary to pull out 
wires from any length of conduit at the point of alteration or 
addition, and after inserting the necessary box, tee, or bend, all 
the wires can be replaced quickly with an enormous saving of time 
5 The inventor is Мв. d. d. SARNEY, of 16, Chaucer 

, S. L. 


The “ Sirius-Efesca” Tungsten Lamp. 


Messrs. FALK, STADELMANN & Co., Lrp., of 83-87 Farring 
Road, E.C., are introducing under this title а patent desir 
filament lamp, for which an efficiency of 1:1 watts per candle is 
claimed. This lamp is made for pressures йр to 130 volts in varioug 
candle-powers (not less than 25 c.P. from 100 volts upwards): 
it will burn in any position. We have a couple on trial, burning 
in series in & nearly horizontal position, on 200 volte, and so far 


5, B. Contact Plugs. 
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plug and socket, has long been felt, and the device which we 
describe below will be welcomed by all users. It is being placed 
on the market by Мивѕвв. G. A. STEINTHAL & BOYDELL, Lrp., of 
41, Piccadilly, Bradford, from whose shop it originated, and it is, 
of course, patented. ; 

The plug is of the expanding type; it is readily inserted into 
the socket or sockets, and is then tightened to any desired degree 
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Fias. 4 AND 5.—" S.B." Contact PLUGS, IN SECTION. 


by rotating the handle, а right and left-handed screw which draws 
taper sleeves into the interior of a split tube providing the outward 
pressure, as shown in the sectional drawing, fig. 4. The plug is 
removed by rotating the handle in the opposite direction. The 
sockets are drilled “ parallel,” and need not be precisely accurate 
in size. For connecting bus-bars on the front and back of a switch- 
board, and for similar purposes, the plug is made double-ended ; 
for single contacts, jumpers, &c., а single right-hand screw and 
sleeve suffices (fig. 5), and a cable-sweating socket is provided on the 


Fig. 6.—"8.B.” Contact PLUGS. 


shoulder of the plug. The sleeve is prevented from rotating with 
the screw by a small fin, which slides freely in one of the slits in 
the tubes. 

The device was, we believe, invented for use on plug-boards such 
as are employed in technical colleges, laboratories, &c., but is 
applicable to all cases where large currents have to be distributed 
in varying paths, and leaves little to be desired in efficiency and 
convenience. 


A Self- Lubricating Trolley - Wheel. 


One of the principal causes of trouble with trolley-wheels is 
insufficient lubrication; when not properly lubricated, the wheel 
wears down very quickly, and in addition causes the wire to 
wear down. To overcome these drawbacks an Italian engineer, 
Signor Molteni, Inspector of the Milan Tramways, has designed 
the self-lubricating trolley-wheel represented in the accompanying 
figures. Owing to the satisfactory results obtained with this 
trolley-wheel, the Società Italiana Edison di Elettricità has 
decided to adopt it exclusively. 

The wheel (fig. 7) comprises three parts, viz.: the wheel 
proper a, which is made of gun-metal; the bush ö, made of 
hardened steel ; and the pin c, which is likewise made of hardened 
steel. 

In the interior of the wheel there is a compartment which, after 
fixing the bush, is filled with oil, vaseline, or some other lubricating 
substance, by slightly heating the latter and pouring it on the 
holes of the bush, the hole of the pin being kept vertical. The 
lubricating oil then flows on to the pin through specially arranged 
channels, while other channels cause it to flow back to the 
reservoir, keeping up a continuous circulation. 

The wear and tear of the trolley wire is said to be reduced to 
а minimum, while a considerable saving is effected in the course of 


operation, As-there is no necessity fcr oiling the wheel, superin- 
tendence is greatly rednced. 


According to experiments so far made, the Molteni wheel can 


be used 72 days successively without any renewal or repair, the 
wear being even throughout the surface. 
wheel the wear on the pin was so great as sometimes to require 


While in the old type of 
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Fic. 7.—MorTrENI TROLLEY WHEBL. 


renewal twice as often as the bush, the pin and steel bush of the 
Molteni wheel have been found to last at least six times longer 
than the wheel itself. Bushes that have been in use for more than 
a year are as good as new.—A. G. 


The “ Watkin’? Switch. 


This is a new patented apparatus for economising electric 
current, which is beiug marketed by Mussrs. ADAMS & Co., 109, 
Victoria Street, S.W. It consists of a switch resembling the 
tumbler type in outward form, combined with a series of. graphite 


resiatances held in frames and composed of short rods laid side by 
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Fic. 8.—THE “ Watkin” SwITOH. 


side and pressed together by screws. The dolly of the switch 18 
connected with a rocking lever, which carries at the inner en 
spring pistons such as are used in lamp-holders, travelling over 
contacta connected with the graphite resistances. The switch a 
seven steps, enabling the user to obtain a corresponding number 0 
degrees of illumination when the apparatus is connected in series 
with a lamp—the main purpose of the device ; the last step reduces 
the current to one-fifth of the maximum, and the light to а mere 
glimmer, suitable for a night light. The switch can be used either 
in series with the ordinary switch, or in place of it, and is very 
neat and compact, while the internal construction is excellent. It 
is claimed that when this device is used, electric light becomes as 
cheap and as easily regulated as gas; the switch can be adjuste 
suit any ordinary voltage and to carry a maximum of 260 watte. 


. Besides controlling lamps, many other functions, guch as regulating 


the speed of fans, motors, &c., can be fulfilled by this apparatus 
which, as shown ір fig. 8, is of ornamental design, and occupies 
only 44 x 64 in. z 


Dartford Electricity Supply.—The R. D. C. has 
received notice from the South Metropolitan Electric Light and 
Power Co. of its intended application to the B. of T. for a pu. 
order authorising the supply of electricity in the Council's district. 
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Lifting Magnets for Plate Glass.—An_ electrical 
device has been introduced in Philadelphia for the bandling of 
large sheets of plate-glass for shop windows, &c. Heavy magnets аге 
placed against the glass on one side, while on the other are flat 
plates of iron or steel, the magnets holding the plates through the 
glass. A heavy plate of glass can thus be handled with ease, using 
as many magnets as may be required; each magnet is connected 
with a source of electric current, which can be cut off when 


neceasary to release the glass plate. 
Book Notices.—Ayendu de lEleciro, 1908. Brussels: 
L'Electro. Price 5 fr.—Belgium has hitherto been without a 
single electrical pocket-book of home production. To us, who are 
overwhelmed with such, this must seem a matter for astonishment. 
L'Electro now supplies the deficiency by producing а neat little 
volume, opening normally, printed on thin paper, convenient for 
the pocket (but who ever carries these books in his pocket ?) and 
as regards its contents extremely comprehensive. Unfortunately, 
like во many Continental works, it lacks the first essential of a 
handy reference book—it has no index. Besides electrical 
matters, many mechanical are dealt witb, and the electrical field 
ranges from lighting and power to telegraphy and electrolysis ; 
particulars are also given of Belgian regulations, patent law, 
- colleges and schools, electricity works and tramways, &c. It is a 

very nice little book, but it ought to have an index next time. 
E. and F. N. Spon. 


Alduin's Mathematical Tables. London: 
Price 4d. net.— This is a very neat set of four-figure logarithms 


and antilogarithms, with trigonometrical ratios and useful con- 
stants, folded up into an extremely compact form, about 6} x 4 x 
ys in. The covers are of stiff cardboard. The tables are quite 
suitable for most engineering purposes, and especially fo 
the use of studente. | 

“Proceedings of the American Society of Civil Engineers," 
May, 1908. Vol. XXXIV, No. 6. New York: The Society. 

" Journal of the Institution of Electrical Engineers.” July, 1908. 
Vol. 41, No. 190. London: E.and F. N.Spon, Ltd. Price 5s. 

„Fire Tests with Fire Extinguishers.” The Committee's Report 
on the “Diamond” Dry Powder Extinguisher. “Red Books" of 
the British Fire Prevention Committee. No.127. London: British 


Fire Prevention Committee. Price 28. 6d. 


Fire.—A fire occurred on Tuesday on the premises of the 


А.С. ErLEcTBICAL Co., in Cock Lane, Snow Hill, London, E. C., 


through the overturning of a spirit lamp. 

Catalogues and Lísts.—Mxrssns. SIMPLEX CONDUITS, 
Гтр., Birmingham.—Leaflet showing some new designs of brass 
and copper electric kettles and saucepans. Reductions in the prices 
of their electric kettles are announced. 

Messrs. A. P. LuxpRRRG & Sons, Liverpool Road, London, N.— 
Three new publieations: one dealing fully and diagrammatically in 
the firm's usual admirable manner, with the Tripin combination“ 
switch and wall connection; the second is devoted to the pivot 
tumbler switch, while the third is concerned with the pivot 
Intermediate " switch. Each of the lists contains a note of prices. 

E.M.F. ManvrFAcTURING Co., 10, Ironmonger Lane, Cheapside, 
E.C.—Six-page illustrated circular giving particulars with prices 
of Siemens tantalum lamps, also adapters and fittings for the 


same. 

Messrs. L. Wem & БКюхнаврт, Mannheim.—From Mr. О. 
Rühl, of 6 and 7, Redcross Street, E. C., who, we understand, is 
now the sole agent for the British Empire, we have received an 
illustrated pamphlet concerning the system of protected cable 
troughing, of which we gave a description on page 95 of the 
Erxoricar Review for January 18th, 1907. 

Messrs. Lupw. Logwm & Co., Lro., Farringdon Road, E.0.— 
Pamphlet F (14 pages) giving notes on circular milling and par- 
ticulars of the firm’s circular milling machine. Any reader 
interested can obtain a copy on application. 

Tux ІнтевматіомАг, ELECTBIC Co., 55, Redcross street, E.C.— 
New edition (18th) of their bell and telephone liet, in which in 

«the course of some 34 pages are published illustrations and prices 
of many varieties of electric bells, pushes, indicators, wires, &c., 
also batteries, alarms, and telephone instruments and materials. 

Messrs. Crompton & Co., Lro., the Arc Works, Chelmsford.— 
New brochure dated June, the contente of which consist almost 
exclusively of half-tone typical views of the works, exterior and 
Interior, showing various classes of electrical machinery, lamps, &c., 
In course of manufacture, and of views of finished manufactures 
such as eleotric generators, capstans, pumps, winding engines, and 
electric lamps. A number of the pictures show the Madras and 
Cawnpore electric generating stations and their equipments. 

Messrs. Gent & Co., Lrp., Faraday Works, Leicester.—Leaflets 
giving prices of Refulgent" incandescent lamps, Tangent” brand 
electric light wires and cables, and electric syrens for tire alarms, 
collieries, &c. 

Tum бтывілмо TELEPHONE AND Егиствіс Co., 200, Upper 
Thames Street, London, E.C.—Pamphlet No. 132 (48 pages) in 
Which are given brief particulars and prices, with many illustrations, 
of the firm's various lines in telephone instruments and apparatus for 

all classes of service, also mining and other belle, indicators and 
accessories. 

THE CAMBRIDGE SCIENTIFIC INSTRUMENT Co., Lro., Cambridge.— 
Beveral new liste have been issued in expanding binding case. 
List No, 52 is a 60 odd page publication in which are well shown 

bed a variety of physical instruments, the matter being 


divided up into the following sections :— General laboratory equip- 


Destructor Departments 


ment; special and angular measurement; recording and time- 
marking apparatus ; mechanics ; sound, light, and heat ; magnetism ; 
and examples of special apparatus. List No. 53 is also a 50-page 
catalogue. but it is devoted exclusively to electrical instruments, 
these including various galvanometers; Duddell’s thermal instru- 
ments, thermo-galvanometer and thermo-ammeter; fluxmeter, 
Duddell’s magnetic standard; galvanometer telescope and scale, 
mirrors and lenses, and suspensions, &c. A leaflet (No. 54) 
describes the Cambridge extensometer, and a further pamphlet 
deals with the Callendar and Griffiths's self-testing bridge. 

Messrs. Ово. Rosson & Co., Sheffeld.—New catalogue of 
labour-saviog machinery, in which clearly-illustrated brief descrip- 
tions appear of their barrel elevators, epiral conveyors, adjustable 
hangers, double-deck travellers, ball bearings, &c. <A separate 
pamphlet contains an article describing their latest Eclipse port- 
able grinder for tramway track maintenance work. We understand 
that a large nomber of these grinders have been supplied, and that 
the firm have received an order from Rotherham Corporation for 
one fitted with drilling and sawing attachment. 

LaNGBEIN-PFANHAUSER Wonks, Ltp., 18-26, Constitution Hill, 
Birmingham.—Circular relating to their solutions and outfits for 


electro-plating and electrotyping. 
Bankruptey Proceedings.—T. A. Evans, Swansea.— 
The first meeting of creditors was held on Thureday, July 9th, at 
the offices of the Official Receiver, Swansea. Gross liabilities were 
estimated at £2,699, expected to rank £1,697, assets £68, deficiency 
£1,628. Speculation in a colliery undertaking at Sowerton was 
the cause assigned for the failure. No creditora were present, and 


the Official Receiver remains trustee. 
Dissolutions and Liquidations.—GEIPEL & Рүмах, 
electrical engineers and contractors, West Hartlepool.— Messrs. 
E. Geipel and A. A. Pyman have dissolved partnership. Mr. 
Geipel will attend to debts and continue the business under the 


old style. 
Mica ВопЕв CO ERG Co. LTD.—A winding-up order was 


made on July 7th. 
Kevan ELRO TRIO Co., Lrp.—First meetings of creditors and of 
contributories, are to be held on July 28th, both at 33, Carey 


Street, W.C. 

Annual Sports.—The Robertson Electric Lamp Co.'s 
Social and Athletic Club held their second annual sports at Pond 
Meadow, Ealing, on Saturday, llth inst. There was a large 
attendance, and a programme of some 24 items was got through 
very smartly, the time-table being closely adhered to. Music was 
provided by the Enfield Town Silver Prize Band during the 
afternoon. An excellent concert was given by members of the 
Choral Society, and dancing was indulged in till a late hour. The 
prizes were presented by Mrs. С. Wilson. : 

Trade Announcements.—We are asked to state that 
Mr. J. Sambidge and Mr. E. W. T. Ward, having severed their 
business interests, are no longer trading as Sambidge & Ward. 
Mr. Ward continues to represent the Victoria Dynamo and Motor 
Co. at 17, Victoria Street, S. W. 

Mr. W. H. Keys, of Hall End Works, West Bromwich, announces 
tbat for purely family reasons he has converted his business intc a 
limited liability company, under the style of W. H. Keys, TD. 
No shares have been or will be offered to the public, and the 
management will be the same as heretofore, Mr. G. H. Shakespeare 


continuing as & managing director. 
Messrs. ScHoLES & Co. have removed to 4, Corporation Street, 


Manchester. 

Messrs. CUNNINGHAM & Моввізон, of Balfour House, Finsbury 

Pavement, E.C., are now sole London and district agents for the 
Premier Electric Lamp Co., of Huyton Quarry, near Liverpool. 
. Messrs. CowaNs, LTD., whose works at Salford were destroyed 
by fire in January last, announce that the works are now com- 
pletely reconstructed and equipped, and able to give prompt 
delivery. A circular in which they announce this fact to the 
trade contains a photographic view of the switch-shop of the new 
works, as seen on April 18th last, when the works were in full 
swing; also an illustration of some of their E. H. r. and н.т. switch- 
gear installed at the Franco-British Exhibition. 

Annual Outings.—On Saturday, the 4th inst., SIMPLEX 
Conpuits, Lrp., held their annual works outing at Matlock Bath, 
the excursion being attended by some 200 of the employés, together 
with the various departments and branch managers. An early start 
was made from Birmingbam, and the usual sports were completed 
before luncheon. For the tug-of-war event, the prize was a 
challenge cup, presented by the managing director, Mr. L. M. 
Waterhouse, which was eventually won by the Birmingham 
и осе " team, who just beat The Forwarding Department." 
After lunch, when the prizes were presented by Mrs. Sheppard, 
wife of the works manager, the party broke up, and various 
excursions on the river and in conveyances to Haddon Hall, and 
other places of note in the district, occupied the time until the 
return to Birmingham in the evening. 

The annual outing of the employés of the BROMLEY ELECTRIC 
Licut AND Power Co. took place last Saturday week, Margate 


being visited. | | a 
The employés of the Greenock Corporation Electricity and 
held their annual excursion to Millport, 

The party numbered 


Cumbrae, on June 20th, in beautiful weather. 
d included treasurer N. M. Brown, convener of the 
е e J. W. Bennett, convener of the 


A. Robertson, M.I.E.E., burgh elec- 
rt, dinner was served in the 
t was made to the 


Electricity Committee; Baili 
Destructor Committee ; Mr. J. ] 
trical engineer. On arriving at Millpo 
Masenic Hall, and thereafter an adjournmen 
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Public Park close at hand, where a programme of sports was gone 
through. On returning to the Hall, tea was served and the various 
prizes for the sports were presented by Mrs. Roberteon. After 
remarks by Treasurer Brown, Bailie Bennett and Mr. Robertson, 
the party returned by steamer to Greenock. 

On Thureday, July 9th, the staff of the Tramways and Electrical 
Department of the Pontypridd U.D.C. held their second annual 
outing. The Council granted the staff two days’ holiday, and 45 
of the employés availed themselves of the concession. They left 
Pontypridd for Barry, en route for Ilfracombe, in charge of Mr. 
J. E. Teasdel, the manager of the department, assisted by Inspector 
Miles. The channel passage was somewhat stormy. Glorious sun- 
shine prevailed throughout the whole day, and the party lunched 
at the Monte Bello Hotel. After a stay of several hours in IIfra- 
combe, the party re-embarked for Barry. | 

The employés of Messes. Bnowrrr, LimpLEY & Co., LTD., 
Patricroft, held their annual picnic on Saturday last, when a party 
of about 130 journeyed to Llandudno. The party included Mr. 
F. C. Gibbons, managing director, and Mr. T. G. Kay, the secretary. 
Llandudno was reached about 10.30, which allowed a short time 
for looking round the town before lunch, some of the party getting 
as far as the Happy Valley. Luncheon was taken at the Grand 
Hotel, and in the afternoon a large number went down the Menai 
Straits on board the steamer La Marguerite. Unfortunately, 
however, rain fell heavily during the whole of the afternoon. 
Tea was subsequently served at the Grand Hotel, and a short time 
was spent in toasta and speeches. Mr. Gibbons proposed The 
Royal Family"; " Browett, Lindley & Co., Ltd.,” was then pro- 
posed by Mr. Kay, supported by Mr. W. G. Terry, and Mr. 
Gibbons suitably responded; Mr. J. Hulme proposed The 
Employés,” this being supported by Mr. Albert Brittain, and Mr. 
Kay replying; The Committee” was proposed by Mr. F. R. 
Ashworth, and supported by Mr. H. Smith, Mr. J. Myles, who had 
acted as secretary and treasurer of the picnic, replying on behalf of 
the Committee. 

On Saturday, 11th inst., the employés of Messes. RAwLINGS 
Bros., Lrp., of Gloucester Road and Belgravia, journeyed to 
Southsea, on the occasion of the annual outing. The party 
numbered nearly 100, Dinner was provided at the Portland Hotel. 
Mr. W. R. Rawlings, one of the managing directors was in the 
chair. The toast of The Employés,” given by the chairman, was 
responded to by Mr. A. Sharp. As the day was fine, the speeches 
and the toasts of The Firm and Directors,” proposed by Mr. T. 8. 
Howden, and responded to by the chairman; and The Visitors,” 

roposed by Mr. E. C. Nicholson, and responded to by Mesers. 
ilton and Clarke, were kept as brief as possible. 

On Saturday, July 11th, the employés of FERRANTI, Lrp., went 
for their annual outing to Scarborough. At the close of the mid- 
day meal, presided over by the managing director, Mr. A. B. 
Anderson, a very cordial vote of thanks to the directors for their 
contribution towards their outing was proposed by Mr. Campion 
and seconded by Mr. Hibbertson. The chairman, in replying, 
referred to the hard times,” and said that the reason why they 
did not get as much work as they would like, why they did not 
employ a great many more men than they did, why they were not 
making sufficient money to exploit more markets, was foreign 
competition.” Having spoken of the hard times for the industry 
generally, however, he was glad to be able to say something on the 
other side for their own company. During the whole course of his 
connection with Ferranti, Ltd.,some 16 or 17 years, there had never 
been less cause for anxiety than there was to-day. The company 
had had its bad times. It fell into the hands of the receivers, and 
it climbed out again. In the first half-year of the reconstructed 
company it made a considerable loss, the next half there was no loss, 
and since then there had been a steadily increasing profit. He hoped 
that, as the yeara went on, he would meet them in that manner at 
least once a year, and in increasing numbers, and that on each 
succeeding occasion he might be able to give them a better report. 
The company was employing to-day just about the same number of 
men as when it had an engine and dynamo shop in addition to the 
switch and meter works. 

On Saturday last the staff of the Eastbourne Corporation Elec- 
tricity Department had their annual outing by motor, the place 
selected being the picturesque village of Heathfield. A start was 
made at 7 a.m., and breakfast was partaken of at Hailsham. The 
weather being fine and the roads in fair condition, a good pace was 
made, and the party reached their destination about 11 a.m, After 


light refreshment, a cricket match took place between teams com- | 


posed of the inside and outside staffs, the inside men showing their 
superior cricketing powers and winning fairly easily. After the 
match, dinner was served at the Star Hotel. 

The annual outing of the employés of the AntI-ATTRITION METAL 
Co., Lrp., of London, took place on Saturday, 4th inst., when а 
visit was paid to Littlehampton. A large number were present. 

The staff of Мв. W. D. WiLLSON, electrical and gas engineer, 
Croydon, went for their annnal outing on Saturday last to the 
hills of Holmwood,” Dorking, Surrey. The party returned vid 
Reigate, the brake being brilliantly illuminated by Osram lamps. 

The annual outing of TRR Sun ELECTRICAL Co., LTD., took place 
on Saturday, July 11th, in the form of an Up- River Trip to Hurley. 
The electric launch Rosalind left Maidenhead Bridge at 10.15 a. m., 
luncheon being served at The George and Dragon” Hotel, Marlow. 
The toast of The King” having been duly honoured, Mr. A. G. 
Beaver, the manager, proposed The Sun Electrical Co., Ltd.” He 
referred to the increasing prosperity of the company, and thanked 
the staff for their loyal co-operation. He also expressed his 
satisfaction with the success which had attended the introduction 
of the Kalkos system of tubing during the past year, and 


predicted a great future for it. Tea was partaken of at Ye Olde 
Bell," Hurley. 


LIGHTING and POWER NOTES. — 


British Columbia.—Mail advices from Victoria, B. C., 
give particulars of a new installation of salt water protection 


against fire inaugurated by the British Colombian Electric Rail- 


way. Sea water is pumped by electricity to a high level basin, 
from where it can be laid on in the usual way. A similar installa- 


tion is about to be made for the protection of the City of Victoria 
against fire risks. P з 


Chipping Norton.—The local E.L. and power company 


has informed the T.C. that it is applying to the B. of T. fora prov. 
order for electric supply. 


Continental Notes.—Norway.—The work of harness- 
ing the Rjukan waterfalls, the highest in Norway, from which the 
power for one of the Birkeland-Eyde works for manufacturing 
nitrogen from the air is going to be supplied, is in full progress. A 
contract for the welded parts of the water pipes has just been con- 
cluded with some manufactories in Ober-Silesia. This is said to 
be the largest contract for water pipes that has ever been made, 
and the water pipes are of dimensions unknown up to the 
present. Through these pipes the water from the Lake 
Mösvand is going to be conducted for a distance of 700 metres 
from the reservoir destined for distributing the water, to the power 
station. The whole plant will comprise 10 large turbines, each of 
a capacity of 14,000 н.р. These turbines will be the largest in the 
world, as those at Niagara Falls are only of a capacity of 
11,000 нр. 

ItaLy.—Application has been made to the authorities of the 
Province of Caserta for a concession to put down a plant to utilise 
the water-power of the River Garigliano at Roccadevandro in the 


generation of electrical energy for lighting and power purposes. 


AUSTBIA.—]t is announced that the municipal authorities of 
Vienna have completed negotiations for the purchase of the 
collieries of the Ostran Bergban Gesellschaft, in Bohemia, in order 
to supply therefrom the coal required by the electric lighting and 
gas undertakings in the Austrian capital. 

SWITZEBLAND.—According to the Standard a 16-mile 27,000- 
volt transmission line bas been brought into use between 
Obermatt and Lucerne. Four 9,000-н.р. Pelton wheels coupled 
to 6,000-volt three-phase generators, are installed at Obermatt. 
The transmission line is in triplicate, one line being 
regarded as spare, and is carried for the most part on lattice steel 
towers spaced 170 ft. apart. Every transmission tower is earthed 
through a 5-mm. copper wire carried some 7 ft. below the trans- 
mission cables, and connected at every tenth pole to a copper earth 


plate having an area of 10 sq.ft. Several small sub-stations are 
supplied, but the chief one is at Steghof, near Lucerne. 


Ealing.—At the meeting of the T.C. on Thursday, the 
town clerk reported the result of the proceedings against the Ealing 
Hippodrome for having supplied Mesers. Lipton's, Ltd , with elec- 
tricity. In view of future action, the matter was discussed in 
private. At the Police Court hearing at Brentford it was stated 
that an arrangement was entered into by the T.C. with Mr. Walter 
Gibbons for the supply of electricity to the Hippodrome on special 
terms. There was a restaurant attached to the Hippodrome, buf 
the energy for this was charged separately. Subsequently the 
restaurant was closed, but reopened again by Messrs. Lipton. Mr. 
Gibbons supplied them with energy, and the effect was to put the 
Council in the position of supplying electricity in bulk, which it 
had no power to do. For the defence it was urged that the agree- 
ment entered into with the T.C. by Mr. Gibbons covered the whole 
of the buildings at the Hippodrome. Mr: Gibbons, giving evidence, 
said when he first took over the Hippodrome he approached the 
Council with a request to be supplied at cheaper rates. He was 
refused, and thereupon obtained expensive machinery to generate 
his own current. Before it was installed the Council came to him 
with an offer to supply ‘at a lower rate, and he got rid of the 
machinery at a loss of £250. The Bench held that a technical 
offence had been committeed but decided to dismies the information 
under the powers of Вес, 1 of the Probation of Offenders’ Act, 1907, 
on payment by the defendants of two guineas coste. 


Edmonton.—The B. of G. at the last meeting decided, 
on a report by Messrs. Мау & Натев, of Westminster, to enter into 
a five years’ agreement with the North Metropolitan Co. for the 


supply of energy for power and lighting to the new infirmary at 
21d. per unit. 


Farnworth. At a L.G.B. inquiry held on the 
7th inst, it was stated that the local Council proposed to 
install additioral plant at its Albert Road works, and to take 
a bulk supply from the Lancashire Electric Power Co. with whom 
it had entered into an agreement to take 400,000 umits рет 
annum. The Council proposed spending £7,000 on the scheme, 
including £1,281 for new buildings, &c., £2,500 for tranaforming 
plant, £450 for switchboards, £300 for battery extension, &c. 


Feltham.—At the last meeting of the U. D.C. the 
Drainage Committee submitted a scheme for drainage by 
electric pumps. The Committee recommended that Mr. Midgley 
Taylor, of Westminster, be employed to advise as to the best are 
for sewage disposal, including, if practicable, arrangements i 
street lighting by electricity. The recommendation of the Com 
mittee was carried with the proviso that Mr. Taylor should o 
give an estimate of the cost of electric lighting. Notice 
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received from the United Electric Supply Co. of its intention to 
apply for a prov. order to supply current in the Feltham district 


and the surrounding areas. | | 
cells, which have now been 


Fleetwood.—The destructor 
in use continually for eight years, are to be pulled down and rebuilt 


in conjunction with a larger boiler. The work has been let to 
Mesars. Hughes & Stirling, of Bootle and London, to the specifica- 
tion of Mr. Oswin Hansom. It is expected that by bringing the 
destructor up to date it will be capable of supplying sufficient steam 


to generate 200,000 units per annum. 

Hampton Wick.—The U.D.C. has decided to formally 
dissent from the application of the United E.L. and Traction Co. 
for a prov. order for electric lighting. 

Hastings.—The accounts for the year ended March 31st 
last have been presented this week. The gross profit for the year 
is £8,043. The net result of the year's working, however, is a 
deficiency of £2,982. The total income for the year ended March, 
1908, was £17,833, as compared with £19,766 for the year 1907. 
The total expenditure (apart from sinking fund, &c.) for 1908 was 
£9,790, as compared with £9,160 in the previous year. The debt 
outetanding on March 20th last was £125,449. 


Hemel Hempstead.—The United E.L. and Traction 
Co. has informed the T.C. that it intends applying for a prov. order. 
for E.L. The matter is being considered by a Committee. | 


Heywood.—The growing demand for electricity both for 
lighting purposes, for power, and for the use of tramways, bas 
made an extension of the Corporation Electricity Works necessary, 
and at the meeting of the T.C. on Thursday, July 9th, a resolution 
was submitted and approved authorising an application to the 
L.G.B. for sanction to borrow £16,008 for extensions and new 


plant. 
Isle of Thanet.—At a meeting of the R.D.C. on July 


Sth, notice was received from Messrs. Foote & Milne of their 
Intention to apply for a prov. order for E.L. in the Council's area. 


No action was taken in the matter. 
London.—SocTuwark.—A notice of motion to sell or 
lease the municipal electric undertaking, and a request for more 
money for free wiring, caused a full muster of Progressives on 
Wednesday, the absence of many opponents of municipal trading 
giving the former a temporary majority. The Electric Lighting 
mmittee reported that the £1,000 voted for free wiring or 
rry ou 


Co 
practically spent, and £250 more would be necessary to ca 
orders in hand. Councillor Scriven moved that the report be 
referred back with instructions to the Committee not to spend more 
than the £1,000 voted, on the ground that the experiment had been 
tried for 14 years, and no genuine report had ever been made show- 
ing that it had been a snocess, Councillor the Rev. W. J. Sommer- 
ville seconded. In the course of a heated debate, Councillor Cook, 
the Progressive Chairman of the Electric Light Committee, con- 
tended that a profit of 124 per cent. was being made on the free- 
wiring outlay. Councillor Scriven's amendment was defeated by 
32 to 23 on a show of hands, and by 29 to 26 on a division. Later 
on, Councillor Scriven moved“ That a Committee be appointed 
to inquire and report to the Council on what terms the electrical 
undertaking of the borough can be sold or leased, having due regard 
to the interests of the ratepayers of Southwark, the consumers, and 
the employés" However, it was now 9 p.m., after which no 
Opposed business can be taken, and the motion, being opposed, 
stands over for discussion on July 22nd. 

ManvuzBoNE.—Tbe Lighting Committee of the B.C. has re- 
celved a petition from 39 ratepayers and residents of Church 
Street for the lighting of that atreet by electricity. The petitioners 
have been informed that the matter is under consideration in con- 
junction with the proposed lighting of other streets in the borough 
by electricity. 

Mansfield.—The Electricity Committee of the T.C. 
reports that the undertaking continues to make satisfactory pro- 
gress, The gross profit on the past year's working amounts to £3,979, 
and the net profit £553. The actual working results are £1,000 
better than in the previous year, but this has been largely neu- 
tralised by various extra charges. It has been decided to pay 
н a relief of the district rate the sum of £500 out of the net 
profite, 

Marlborough.— The Marlborough Electric Supply Co. 
has informed the Т.С, that it is applying for a prov. order for 
electric lighting. 

. Neston.—The Heswall District Power Co., Ltd., has 
informed the R. P. O. that it intends applying for a prov. order for 
E.L. in the parishes of Heswall, Leighton, Hinderton, Parkgate, 
and Neston, 

New Romney (Kent).—Messrs. Foote & Milne have 
notified the T.C. of their intention to apply for a prov. order for 
electric lighting. 

Otley.—A syndicate is applying to the В. of Т. for a 
Prov, order for electric lighting, and the U.D.C. has decided to 
remain neutral in the matter. 

Paignton (Devon).—A company has been formed here 
to carry on an electric light undertaking, with Mr. W. J. Ham, C. C., 
as chairman, and Mr. J. R. Mill as secretary. 


Pontypridd.—At а special meeting of the Finance Com- 
mittee of the U.D.C., the financial position of the electric light 


and tramways undertakings were considered, and it was resolved 
that no further expenditure be incurred, or any additional appoint- 
ments be made in the departments until the manager (Mr. J. E. 
Teasdel) submits a report showing the undertakings in a better 


financial position. | 
Romford.—The United E. L. and Traction Co. has 
informed the U. D. O. that it intends applying for a prov. order for 


electric lighting. 
Rugby.— The U. D. C. has applied for a loan of £1,500 
for the provision of an additional 150-Kw. generating set. 


Stalybridge.—The Stalybridge, Hyde, Mossley and 
Dukinfield Tramways and Electricity Board has received from the 
L.G.B. sanction to a loan of £25,000 for electricity purposes. 


Sunderland.—Having regard to the serious depression 
that has been experienced in the shipbuilding industry on the Wear, 
the annual report of the Corporation Electricity Department has 
been awaited with interest, and when presented at a meeting of the 
Town Council on the 8th inst., was the caure of some sharp criticism 
of the undertaking. The total units generated were 10,933,825, 
and of these there were sold 8,644,523 unite, equal to 79 per 
cent., an increase of 1,067,006 units compared with the preceding 
year, the increase representing 14:1 per cent. The units sold were 
distributed thus :—Power, 4,344,854 ; ordinary lighting, 1,401,501; 


ordinary motors, 694,504; public lighting, 369,638; and for 
Although power consumers took 4,944,854 


traction, 1,834,026. 
units, which was an increase of 1,180,650 units on the preceding 
year, yet aix firms consumed 336,470 units less than in the preced- 
ing year. The capital expenditure," the report continues, again 
shows an increase, but the influence of thé new capital has been 
good inasmuch as the expenditure per kilowatt installed has dropped 
from £51 to £42; this figure shonld continue to come down as the 
next generating plant extension will be a comparatively cheap one, 
as we now have buildings affording sufficient accommodation for a 
second turbine when required, and also a chimney shaft arranged 
for the corresponding boilers.” The capital expenditure during the 
year was put down at £51,467, made up as follows :— Buildings 
and land, £10,305; machinery and accumulators, £30,816; mains, 
services, &c., £10,556 ; meters, instruments, &c., £177 ; incidentals, 
£113. Mr. Blackman reports substantial all round reductions in 
operating coste, and says the influence of the new turbo-generator 
has been very great. The abstract of accounts shows a gross revenue 
of £58,202 made up of £18,106 for private lighting ; £23,605, power 
and heating; £12,895, tramways; and £3,031, public lighting ; 
together with several other small items. The expenditure was 
£35,225, leaving a balance to be carried to the net revenue account 
of £22,977. Interest absorbed €11,831 and sinking fund £12,750, 
so that on the year’s working there is a debit balance of £1,908 ; 
but against this special items of expenditure account for £1,144. 
At the meeting of the T.C. on the 8th inst., Ald. John Turnbull 
said it was high time that the T.C. did something with regard to 
the electric lighting department. He moved that а special com- 
mittee of the Oouncil be elected, outside the Electricity Oom- 
mittee, with power to bring in anyone it might think 
desirable to advise it as to what was the best thing to do with 
the works at present. The Tramways Committee were paying 
something like £5,000 more for power than other towns in other 
parts of the country. He was of opinion that a saving of 
3d. in the £ could be effected, provided if they were supplied 
from some public power company. He did hot think that any man 
in that chamber should allow that state of thingstogoon. Mr. 
Robinson moved that the annusl report be adjourned for considera- 
tion for a month, in order that Alderman Bruce, the chairman of 
the Committee, who was unfortunately absent through illness, 
might be given an opportunity of replying. This was agreed to. 
Swansea.—The Corporation Electricity Committee has 
decided, in order to increase the demand for electrical energy to 
carry out installations at private houses on the hire-purchase 
system through contractors, the rate of interest charged being 7 per 


cent. 
The T.C. has also decided to have the Oxford Street Market lit 


by electricity, | 
Swindon.—The T.C. has applied to the L.G.B. for a 


loan of £1,800 for extensions to the public arc lighting. 


Wadebridge.—The U.D.C. has decided to sanction the 
application of Mr. G. L. Ellis, acting for a syndicate, for per- 
mission to use overhead wires in order to carry out an E. L. scheme. 
Euergy will be supplied at 8d. per unit, and the Council is to have 
the option of purchasing the undertaking at stated intervals. 


Walsall.—The T.C. has entered into an agreement to 
supply energy to the South Staffs. Tramways (Lessee) Co., Ltd., for 
working the tramways, at 134. per unit, less 10 per cent. discount, 
the annual minimum consumption to be 60,000 units. The Т.С. is 
to bear the cost of laying cables, estimated at £800, and the price 
of electricity is to be subject to revision every three years. 


Wolverhampton.—The annual report of the Electri- 
city Committee of the Corporation has been issued. It shows 
that on the year's working a gross profit was made of £15,122, 
and a net profit of £3,325. Capital to the extent of £34,334 
was expended during the year, the greater part of this ex- 
penditure being incurred in respect of the recent extensions 
to the main generating station at Commercial Road. These 
extensions were practically completed early in March ]ast, 
but no revenue whatever was obtained from the new plant during 
the period covered by these accounts. The Committee states that 
the cost per unit of generation and distribution still remains at a 
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low figure, although during the past 12 months the cost of repairs 
and maintenance has been considerably increased. This is partly 
owing to the extensions carried out at Commercial Road, the cost 
of which has been charged to revenue. Moreover, in accordance 
with the dictates of the L.G.B., the wages of all permanent 
employés when engaged on capital work have to be charged to 
revenue &ccount, and all meters and indicators are now purchased 
out of revenue owing to the refusal of the L.G.B. to grant a loan 
for a longer period than five years in respect of these articles. 
During the year ended March 3186, 1908, the total units generated 
at the destructor station were 957,329, representing a total revenue 
of £1,396 to the Team Department. The output of electrical 
energy for private consumers for lighting and motive power pur- 
poses has increased by 32 per cent., and even this rate of progress 
is being considerably exceeded during the current financial year. 
The total number of motors connected to the mains on March 31at 
last was 283, representing an aggregate of 2,135 B. H. p. This is an 
increase of 586 B. H.P. installed during the 12 months ending March 
31st, 1908. 

The town clerk has been empowered to prepare agreements to be 
submitted to the B. of T. for its approval, between the necessary 
parties in respect of the proposed supply of energy in bulk to the 
Midland Electric Corporation, Ltd., within its area at Bushbury. 
The Electricity Committee has approved a scheme recommended 
by the electrical engineer for public and private lighting on the 
Littenhall Road and adjoining area at a cost of £740. 


United States.—Sr. Lovis.—A committee appointed to 
report upon the public lighting of St. Louis a year ago has now 
announced ite conclusions. Municipal ownership is eaid to be 
inadvisable except as a last resource, the result being lees efficiency 
and greater cost. Competition is also objected to, as being in the 
end more costly, increasing the damage to the pavements, and 
wasteful ; reasonable rates should be fixed by the city, and pay- 
ment should be based upon metered service. Contracts should be 
limited to short periods, to enable the city to reap the benefit of 
improvements in electric lighting, and efficient control over the 
supply company should be retained. 

CHIOAGO.— The city electrician, W. Carroll, in a report to the 
chairman of the Council Committee on Finance, gives the following 


table showing the maximum electrical horse-power in the city of 
Chicago, May 26th, 1908 ” :— 


E:H.P. 
Commonwealth Edison Co. ... з Me date 211,720 
Elevated and surface street railways, exclusive of current 

furnished by Commonwealth Edison Co.... e °... 98,532 
Small electric light and power companies ... 13,041 
Small isolated plants " sii T 79,275 
City street lighting and isolated plants 7,000 
Sanitary district ... ‘sé M sis ' 15,000 


The same report estimates that the total water-power that will be 
available for development at Lockport on the Sanitary Canal will 
be 34,091 M. p. Deducting losses of 22 per cent. in the water- 
wheels, 5'5 per cent. in step-up transformers, 84 per cent in step- 
down transformers, 10 per cent. in distribution lines and feeders, 


and 9:8 per cent. in customers’ transformers, 18,671 H.P. remains 
for distribution.— Electrical World. 


Worthing.—The T.C. has received from the L. G. B. 
sanction to a loan of £810 for fitting incandescent lamps to arc 


lamp standards, £250 for meters, and £900 for additional condens- 
ing plant. | 


TRAMWAY and RAILWAY NOTES. 


` Birmingham.— An agitation is being carried on in Stech- 
ford with a view to linking up the district to the Bordesley Green 


tramways. The matter is being considered by the Birmingham and 
Yardley suthorities. 


Brentford.—A letter from the President of the B. of T. 
was read at the last meeting of the U.D.C. stating, with reference 
to complaints as to the condition of the London United tram- 
way track, that Colonel Yorke would be sent to inspect the line. 
It was arranged that the chairman and other members of the 


Council and the surveyor should meet Colonel Yorke when the 
visit took place. 


Cardiff.—The Tramways Committee has had under con- 
sideration the payment of 10 per cent. to the Public Works Com- 
mittee on all work carried out by it in connection with the 
tramways. It was decided to appoint a special committee to go 
into the matter, as the engineer, Mr. Arthur Ellis, considered 
that the department would save by doing the work itself. 


Chatham.—Last week. through the brakes failing to 
act, a tramway car in Middle Street, Old Brompton, ran away down 
& steep hill and collided with the Dockyard wall at the bottom ; 
fortunately, no aerious injuries resulted to those on the car. 


Continental Notes.—Grruany.—Plans are being pre- 
pared in respect of a projected electric tramway between 
Vohwinkel and Geresheim. 

The Grand Duchy of Baden has decided upon an elaborate pro- 
ject of electric railway traction, the necessary power being obtained 
from waterfalls and rivers. Thus, out of 507,550 H. p. believed to 
be available, 261,520 would be obtained from the Rhine, 24,110 


. 


from the Neckar. and 221, 620 from the rivers and torrents of the 
Black Forest. A third of this force is directly obtainable, and as 
the railways of the Grend Duchy can be worked by 32, 000 R.., 
sufficient power is left to light by electricity all the towns of 3,000 
inbabitants and over. The first application of the principle will 
be made in the valley of the Weise. 

HOLLARD.— The municipal authorities of Amsterdam have lately 
put in service a Krieger electrical motor ambulance. 


Dundee.—The report of the deputation which recently 
visited the Continent to inspect trolley "bus systems, has been 
made public. It is recommended that the Clepington Road should 
be equipped without delay and a circular route formed. "T'hetram- 


. Way manager has designed a typeof vehicle for use in Dundee, and 


- 


full details of the proposal are to be submitted to the B. of T. 


Erith.—Negotiations are still proceeding between the 
U.D.C. and the Bexley U.D.C. with & view to effecting inter- 
‘running between the tramway systems of the two authorities. As 
the result of a conference, the Bexley Council offered to lease to 
the Erith Council, on certain terms, the Bexley tramway from a 
point in Market Place, Bexley Heath, to Northumberland Heath. 
The Erith Council, not being prepared to accept this offer, has 
submitted alternative terms to the Bexley authority. At the last 
meeting of Erith Council it was reported that the Highways 
Committee of the L.C.C. had informed a deputation upon the 
subject of the suggested janction between the L.C.C. tramways at 
Abbey Wood and the District Council’s trams and the through 
running of the Jatter to Beresford Square, Woolwich, that it was 


not at present prepared to make any arrangement. However, it 


suggested that the deputation should further interview it in three 
months’ time, and that in the meantime the tramway officers of 
the respective Councils should keep in touch. 


Handsworth.—The District Council has fallen out with 
the Birmingham Tramways Co. over the negotiations as to the 
purchase by the company of the Villa Road tramways. The Council 


cannot agree to the Villa Road line being coupled up with the cable 
route. 


Hull.—The returns of the Corporation tramways for the 
year ending in March last show that nearly 31 million passengers 
were carried, and some 3,022,844 car-miles run. The total revenue 
amounted to £129,837; working expenses to £74,192, and gross 
profit to £55,645. Financial and other charges absorbed £26,952 ; 
£20,000 was voted in relief of the borough rate, and £9,895 was 
carried to the reserve fund. Some 16 miles of route are in opera- 
tion, and the department’s own power station supplied 3,844,826 
unite out of the total of 3,865,051 units used for tramway purposes. 
The total operat/ng cost per car-mile amounted to 7:84d., power 
expenses amounting to ‘94d. The workscost of the tramways power 


station was approximately jd. per unit. The reserve fund now 
amounts to 487,043. 


Liverpool.—On Saturday the B. of T. published the 
report of Mr. A. P. Trotter on a fire which broke out in a coach 
on the Liverpool-Southport Electric Railway on April 30th, soon 
after a train left Freshfield station on the down line. Mr. Trotter 
says the cause of the primary fire may be divided into two con- 
siderations:—(«) The defect, undoubtedly a short circuit, from a 
positive cable to “ earth," that is, to the underframe of the carriage; 
and (b) the persistence of the electric current after it should have 
been automatically cut off. Consideration of the whole circum- 
stances, he thinks, shows that while the use of materials not treated 
with non-inflammable composition, allowed the secondary fire to 
spread through the carriage, the most serious matter was the persis- 
tence of the electric supply. The exact nature of the defect which 
resulted in the short circuit was not ascertainable. He suggests 
that in constructing new rollirg stock, greater care should be 
exercised in protecting the cables against the weather so that short 
circuits caused by water or snow may be avoided. Each section 
should have its own feeders, circuit-breakers, &c., in order to guard 
against a persistence of current, such as occurred in the accident 


under notice, when the current was supposed to have been autema- 
tically cut off. 


London.—At a meeting of the L.C.C. on Tuesday an 


expenditure of £5,100 was sanctioned for the erection of a sub- 


station in Arlington Road, Camden Town. The station will be 
required in connection with the working of the tramways from 
Euston Road to Holloway Road, from Euston Road to Hampstead, 
King's Cross to Kentish Town Road, &c. 

The Council postponed for & week the consideration of & pro- 
posal of the Highways Committee to expend £89,370 for the 
reconetruction on the conduit system of the tramways from Nine 
АА Lane, viá Wandsworth Road and Lavender Hill to Falcon 

ad. 

The Highways Committee recalled the fact that the Council 
some time ago decided to enter into a contract with the G.B. 
Surface Contact Co. for the supply of magnet ekate equipments for 
48 cars to be used on the tramways from Aldgate to Bow. A 
sample equipment had since been delivered and experiments made 
with it showed that satisfactory results could not be secured with 8 
single skate owing to the large size of the Council's cars and other 
circumstances. It would, therefore, be necessary to fit the cars 
with a double equipment. The company were prepared to supply 
the equipments for 12 cars at the late of £137 per car, and the 
remainder at £125 per car, and the Committee recommended the 
acceptance of the offer 

Nottingham.— The returns of the past year’s working 
of the Corporation Tramways show that 31,411,860 passengers 
were carried, an increase on the previous year of 3, 193, 109. The 
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miles run were 3,299,283 and 5,294,979 units (or 1:63 per car-mile) 
were consumed. The total income for the year amounted to £153,743, 
and after deducting working and financial charges, a surplus of 
£22,357 remained. Of this sum, some £17,000 has been contributed 
to the genera! district rates, and £4,457 carried to the reserve fund, 
which now amounts to £59,813. The receipts of the extension 
through Sneinton to Trent Bridge via London Road, have fallen 
short of the total working expenditure, and this and other things 
have reduced the average receipts per car-mile from 12:30d. to 
/1118d.; the average working expenses were, however, reduced 
from 7˙28d. to 7:12d. during the same period. 

Rhondda.—The Rhondda Valley Tramways Co., after 
overcoming many difficulties locally with different interested 
opponents, commenced a public service on Saturday, July 11th. 
Colonel Druitt, of the B. of T., accompanied by Mr. H. J. Nesbitt, 
chief engineer and manager, inspected the route, with Mr. R. P. 
Wilson, consultíng engineer, and Mr. F. E. Stanley, representing 
the company. The Pontypridd electrical department has offered 
to give a “standby” or reserve supply to the Rhondda directors 


in case of emergency. 

Richmond.—Sir Clifton Robinson has informed the 
Т.С. that unless consent is given to the adoption of the overhead 
trolley system, the Bill authorising the tramways in Kew Road 
and over Kew Bridge will be dropped. He intimated that in the 
light of recent experience the surface-contact system of traction 


was not one that the directors on the ground of public safety саз 
e 8 


would be prepared to install along so important a route. 
chairman of the Tramway Committee at last week's meeting of 
the Т.С. referred to surface-contact systems, which were working 
satisfactorily in Lincoln, Wolverhampton and Hastings, and said 
he thought the Tramway Co. was playing with the Council. A long 
discussion ensued, but no motion was adopted. 


Rossendale.—On the 10th inst. a deputation from the 
Rawtenstall Corporation met the officials of the Rossendale Valley 
Steam Tramways Oo., in London, and completed the purchase of 
the tramways for the purpose of reconstruction and electrification. 
Mesers. Underwood Bros., of Dukinfield, Manchester, have obtained 
the contract for reconstructing the tramways in the borough, and 


the work will be commenced without delay. 


Torquay.—The borough engineer formally reported at 
the meeting of the Т.С. on Tuesday that М. Dolter, accompanied by 
the city engineer of Paris and others, paid a visit to Torquay on the 
3rd inst., and went over all the tramway routes. A communication 
was received from Sir Clifton Robinson, asking to be furnished with 
ап opinion as to tbe working of the electric surface-contact tram- 
ways in Torquay. The town clerk reported that, after consulting 
with the chairman of the Tramway Committee, he replied that the 
system was working satisfactorily, and was popular with the public, 
and that, when considering systems in 1902, the Council thought it 
decidedly superior to the overhead aystem. 


Metoria.—The Hon. J. A. Boyd, a member of the 
Vietorian Government, Australia (without portfolio), bas been 
making a tour of inspection in the counties of Northumberland and 
Durham during the early part of the week, studying the elec- 
trical developments that have taken place with & view to the elec- 
trical equipment of the Melbourne suburban railways. These 
railways have a length of about 40 miles, and serve a population of 
534,000. This extent is similar to the area served by the North- 
Eastern Railway's electrified lines, hence the appropriateness of 
the study of ithe Englieh company's works. The Melbourne rail- 
ways are the property of the State, and at present are worked by 
steam. Mr. Boyd visited several generating stations in the 
county of Durham, and made a tour of the North-Eastern Rail- 
ways electrified section. Mr. Boyd left Newcastle on Monday 
evening for Glasgow, there to inspect the city tramways, He will 
р 1 visit America and inspect the electrical installation at Niagara 


TELEGRAPH and TELEPHONE NOTES. 


‘bine Telephones.—The various Alpine shelters are 
nnected with neighbouring towns by telephone, for the 
benefit of tourists obliged to take refuge (berein. P ' 


Büste lum.—Tbe system of telephone lines increased from 
of 18.959 ku. of wire in 1905 to 154,477 in 1906, an increase 
lie Dreri m. There were 182 exchanges, an increase of 20 over 
28.07] dini Че. while the number of subscribers increased to 
dealt pé es excess of the number of 1905 by 2,779. Tbe system 
vereations осе internal conversations, while 281,896 con- 

` ebanged with place with foreign countries. There were ex- 
19301. ith Germany 04,404 conversations; with England, 
Lube | France, 154,488; with Holland, 46,709; with 
totalled 1036 994. Receipts on account of the inland service 
e 544 fr., an increase over 1905 of 112,934 fr., while 
an incre Е on account of the international service were 560,106 fr., 
7,742 016 5 of 67,221 fr. The total receipts amounted to 
кта, » 85 Increase over 1205 of 844,466 fr. 


British Indies.—During the year 1906-7 the telegraphic 


8 К 
d Increased by 4,599 km. of line and 25,934 km. of wire, 
system being represented by 108,186 km. of aerial line 


7 


with 416,764 km. of wire and 628 km. of cable with 1,753 km. of 
conductors. The Government owns 85,821 km. of aerial line and 
264, 278 of wire, and also 495 km. of cable with 727 km. of conduc- 
tors. The remainder of the cable system is owned by the railway 
companies, canals, and private systems. The railway companies 
rank next to the Government in the ownership of aerial line, of 
which they have 12,497 km. under their control, representing 131,017 
km. of wire, but the Government is the actual owner of the greater 
part of the railway and canalsystems of telegraphs, as they are 
only leased by the Government. During the year under review 
tbe Government constructed for its own account 17 new 
lines with a length of 1,248 km., representing 14,005 km. of line; 
13 other sections were reconstructed as well. The systems belong- 
ing to the railways and canals were extended by 1,774 km. of line, 
and 3,993 km. of wire. 

The number of telegraph offices open to the public was 6,994, as 
against 6,723 in 1906. The inland telegraphic correspondence 
numbered 10,199,487 telegrams, of which 891,145 were on Govern- 
ment service, while 9,248,492 were private and 59,850 Press tele- 
grams. The International traffic totalled 1,185,679 messages, 
15,859 being Government, 1,162,660 private and 7,160 Press tele- 
grams. This makes the total telegraphic business 11,385,166 
telegrams. This figure represents an increase of 924,050, or 8°83 
per cent. over thd previous year’s record. Of this increase the 
inland service claimed 811,665 telegrams, or 9°55 per cent., and mE 

a 


International service 78,949 telegrams, or 7°23 per cent. 


receipts were 124074,196 fr. on account of the inland, and 
3,725,525 fr. on account of the International service. The former 
shows an increase of 569,483, and the latter a decrease of 118,706 fr., 
leaving a net increase of 450,777 fr. The decrease in the receipts 
for International traffic is due to a reduction of rates. The total 
revenue for the year amounted to 20,880,883 fr., and the expenses 
to 16,040,702 fr., showing a surplus of 4,840,181 fr. This represents 
a return of 2:95 per cent. on the capital outlay, which was increased 
in 1907 by 9,443,358 fr. to 163,935,540 fr. 

Telephoncs.— Receipts from subscribers increased by 55,887 fr. to 
442,445 fr. The Simla installation continues to grow, and at this 
place and st Caleutta it has been decided to ereot central ex- 


changes.—Journal Télégraphique. 


New  Zealand.— Amended regulations governing 
the use of public telephones throughout the Dominion have 
been gazetted, as follows:—For a distance up to 25 miles, 3d. 
(non-subscribers 6d.) ; up to 50 miles, 6d. ; up to 75 miles, 9d. ; up 
to 100 miles, 18.; up to 140 miles, 18. 6d.; up to 180 miles, 28. ; 
and for every succeeding 40 miles or less, 6d. The charges for 
long-distance conversations are as follows:—During the ordinary 
hours of attendance, 28. 6d. for each period of six minutes; at other 


times, 5s. 


Telegraphic Interruptions and Repairs :— 


INTERRUPTED. REPAIRED. 


CABLES. 

Curacao-Coro | 
Curacao-La Guayra ;Closed.. — ..  .. . Jan. 12, 1906 .. e. 
Curacao- Maracaibo 
Tarifa-Tangier oe ee oe ee oe ө Jan 18, 1904 ee 
Port Arthur-Chifa (Closed) .. - $a .. Mar, 9, 1904 ,. - 
Las Palmas—Arrecife .. «d 8 as .. Мау 18, 1908 .. e 
Cayenne-Salinas .. May 9, 1908 

May 20, 1908 ae 


Pers-Dardanelles 

erra Leone- Accra 
Cadiz-Tangier 
Kwandang-Menado T CAE NE 

Wireless Telegraphy, — Wireless telegraphic com- 

munication was opened on the 9th inst. between Lima and Iquitos, 
the great port at the head of the Amazon River, in Peru. 

The Government of New Zealand has decided not to allow any 
private body to own the rights for wireless telegraphy in that 


colony, but to purchase the rights for itself. 


s Mi June 8, 1908 ,, "e 
.July9, 1908 .. 5 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. — ADELAIDE. — August 26th. The Post- 
master-General requires tenders for 9 tons bard-drawn copper wire, 
200 Ib. per mile; specification No. 3; 3,000 copper tapes for 200-1Ь, 
wire, and No. 5 insulators, as per specification No. 195, to be 
packed in bundles of 100 each; 3,000 copper binders for 900-1b. 
wire and No. 5 insulators, as per specification No. 195, to be packed 
in bundles of 100 each; and 3,000 No. 5 insulators. Specifications 


may be inspected at the ELECTRICAL Review office. 
BRISBANE. — August 24th. The Postmaster-General requires 


tenders for iron, copper and covered wires, as per schedule 55, 
insulators, as per schedule 54, and ironwork, as per schedule 53. 


Belgium.— August 11th. The municipal authorities of 
Louvain are inviting tenders for the concession for the supply of 
electrical energy for public and private lighting and power purposes 
in the town. Full particulars can be obtained from Le Directeur 
de l'Usine de Paz, while tenders are to be sent to Le Collége des 
Bourgmestre et Echevins de la Ville de Loüvain. - 

BRULSsELS.— The Société des Chemins de fer Vicinaux, 14, Rue 
de la Science, requires tenders for the supply and laying of under- 
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ground cables and return rails on the Namur suburban electric 


lines, Details are available by application to the Directeur-General 
at the above address. 


BaossELs.—July 27th. The Forest-les Bruxelles bourgmestre 


invites tenders for installations of apparatus, fittings and wiring, 
&c., for the electric lighting of the Pont-de-Luttre Schools. 


Bulgaria —July 20th. The Bulgarian State Depart- 
mest of Mines is inviting tenders for the installation of an electric 
lighting and power plant in the State coal-mines at Pernik. 


Devonport.— General stores for the Corporation Elec- . 


tricity Department. Borough Electrical Engineer. 


Eccles.—July 25th. Electric light installation at the 
new Clarendon Road Council school, for the Education Committee. 


Specifications, &c., from Mr. Henry Lord, architect, 42, Deansgate, 
Manchester. 


France.—CHaTELLERAULT.—Jaly 29th. A large supply 
of cable and electric wire is required by the war department. Par- 
ticulars may be obtained at the Direction des Forges, 2, Avenue de 
Sise, Paris. 

PaBIS.—The Under-Secretary for Posts and Telegraphs, 103, 
Rue de Grenelle, requires tenders for 12 lots of copper and bronze 
wire by July 31st; for iron and copper brackets, &c., by July 29th ; 


for 14 lots of steel accessories, by July 25th; and for 1,250,000 
insulators, by August 1st. 


Germany.—The municipal authorities of Belzig (Saxony) 


ате about to invite tendere for the establishment of a central 
electric lighting station in the town. 


Gillingham.—July 17th. E.L. installation for schools 
for the Education Committee. See Official Notices" July 3rd. 


‘Hull.—Joly 27th. One 900-кү. D.C. generator and 


Bellisa engine for the Corporation tramway power stations. See 
" Official Notices" to-day. 


liford.—July 20th. The Education Committee invites 
tenders for the followirg works at Uphall School, Ilford, viz.:— 
Electric light wiring and fittings for about 200 lamps of 16 с.р. 
Mr. C. J. Dawson, F. R. I. B. A, 11, Cranbrook Road, Ilford. 


Ipswieh.—July 22nd. Rubber-insulated wires, paper- 


insulated cables, and copper trolley wire for the Corporation, Bee 
" Official Notices" July 10th, | | 


London. — July 21st. Six electrically-propelled stores 


transport vehicles for the L.C.C. Tramways Department. See 
“Ofcial Notices" July 3rd. 


Manchester.—Ele:^tric wiring of the Electrical Exhibition 


Buildings. Only contractors who are exhibitors can tender. See 
" Offizial Notices" July 10th. 


Portsmouth.—July 20th. Coal for the Tramways 
Committee. See Official Notices” July 10th. 

Radceliffe.—The Hauxley Parish Council invites pro- 
visiona) offers for providing and establishing 21 electric street 


lamps with aerial wiring, ready for receiving the current. Apply 
W. Gibson, Clerk, 94, Queen Street, Amble, 


Rainhill.— July 23га. Electrically-driven plunger pump 
for the County Asylum. See Official Notices” July 10th. 


Russia.—September 14th. The Town Clerk of Odessa 
(Upiawa) will receive tenders for 4 concession to erect and work a 


power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Sierra Leone.—August 22nd. The Municipal Corpora- 
tion of Freetown invites tenders for the lighting of the 
municipal 'buildings and streets by arc and incandescent lamps. 
Tenderers to quote price per 1,000 units. The exclusive right to 
supply electricity for private lighting for a period of at least 30 
years will be granted to the successful tenderer. The right to 
install electric tramways may also be acquired. Tenders to Town 
Clerk, Freetown. Some further information may be seen at the 
office of Wilkinson & Broadbent, 4, Queen Street Place, Е.С. 


Spain.—July 25th. The Spanish Post and Telegraph 
authorities in Madrid are inviting tenders for the supply of 8,000 
metres of telephone cable. Tenders are to be sent to La Direccion 


General de Correos y Telegrafos, Carretas 10, Madrid, whence 
particulars may be obtained. 


York. — July 27th. Carbon brushes, carbons, meters, 
motors, lamps, &2, for the Electricity Committee. 
Notices " to-day. 


OLOSED. 


Australla.—PERT.—Postmaster-General's Department 
(for Commonwealth). 500 dry cells, 33. each, Splatt, Wall & Co., 


Perth: 1,996 four-way conduits, 43. Od. each; 4,628 six-way con- 
duite, 6s. 8d. each, Mills & Co., Perth. . 


Вее Official 


CoTTESLOB (W.A.).—The D. P. Battery Co., Ltd., have received 
an order for the renewal of the central-station battery of 120 cells 


of their W. L. 9 type. 


Ashton-under-Lyne.— The T. C. has accepted the tender 
of the British Insulated and Helsby Cables, Ltd., for the supply of 


1,000 yards of pilot cables. 


Crawley.—The Sussex Electricity Co. has accepted the 
tery Co., Ltd., for the supply and erection 


tender of the D.P. Bat 
of a atorage battery. 


Devonport.—The Т.С. Electric Power Committee has 
accepted the tenders of Messrs. Olarke & Clarke for a cargo of 
Digby smalls at 10s. 94d. per ton, and of Mr. G. F. Treleaven for a 


cargo of Aubank small coal at 9s. 11d. per ton. 


Dundee, — Mesars. Lowden Bros. have received the 
contract in connection with the electric lighting of the new 


Engineering Laboratory at Dandee. 


Felixstowe.—The Felixstowe and Dalston U. D.C. has 
placed with the D.P. Battery Co., Ltd., of Bakewell, a contract for 


110 cells for a storage battery. 


Germany.—The Allgemeine Electricitäts Gesellschaft, 


Berlin, has obtained the contract for the construction and equip- 
ment of the electric tramways in Baden-Baden. 


London.—Horwsey.—The B.C. has accepted the tender 
of Messrs. Herbert Clarke, Ltd., for the supply of wharf slack for 


the electricity department; that of Messrs. Charrington, Sells, 


Dale & Co. for hard steam coal (Ibstock); and the tender of 


Messrs. Rickett, Smith & Co. for anthracite peas (Aberpergwym). 
The Highways Committee of the L.C.C. has considered the 
following tenders for the supply of (1) high and low-tension 


switchgear for the second portion of the Greenwich generating 
station, and (2) of coal for this station :— 


HIGH AND Low- TENSION SWITCHGEAR. 
Spagnoletti, Ltd. 


es (recommended) £2,212 
Whipp & Bourne ès € i sé x. 2,319 
Johnson & Phillips ee Ке s is 2,408 
Electric Construction Co. "o Re^ us 2.646 
British Westinghouse Co. .. © a Ме 2,864 
А. Reyrolle & Co. [Г] : ee ee 3,700 
Солт, SUPPLY rog ҮЕАВ ENpIxG WITH JULY, 1909. 
Tonnage Price 
offered. per a 
8, . 
Wm. Cory & Son We .. (recommended) 100,000 11 0 
G. Owen & Со. “о ee Ф о е 4. е» 100, 11 14 
J. & M. Gunn & co. 40, 000 to 50,000 11 6 
J. Hudson & Co. (London), Ltd. Е .. 100,000 11 8 
| ( 50,000 117 
Myers, Rose & co. eo 2 20,000 12 8 
LI 
Dinham, Fawcus & Co. .. A 10,000 1 ) 
A. Blackmore & Co. ee ee e £e m i оо 12 8 
Harris, Hardman & Co. .. .. oe we TE 150.000 12 10 
Rickett, Cockerell & ko... 80,000 12 10 
Cleeves & Со. a к «s M НЕ Чч 30,000 12 11 
B. Einstein & Co. oe ee ee ee А ee on 100,000 13 6 
Lindsay, Blee & Co. v £5 vi ae 1,000 to 1,600 13 6 
per month. 18 4 
Charrington, Sells, Dale & Co... — «x T 12/000 14 2 
J. Fenwick (not to specification) a — ч 8 


The tender of the Standard Engineering Co, amounting to 
£1,474, is to be accepted for the heating and ventilating of the 
central car repair depót. Davidson & Co. also tendered, at £1,447, 
Musgrave & Co. at £2,158, and J. Keith & Blackman Co. at £2,524. 

The Highways Committee proposes to make arrangements with 
Hadfeld’s Steam Foundry Co. for the supply of the special track- 
work for the tramways from Nine Elms Lane to East Hill, Wands- 
worth, the expenditure being estimated at £9,000. . 

PoPLAR.— On July 9th the B.C. considered tenders for an addi- 
tional water-tube boiler at the electricity works, the following being 
the amended particulars :— 


f tiring Boiler Co., Ltd. 
Clarke, Chapman & Co., Ltd. 


(accepted) £2,225 
Turner Bros, .. 


.. £2,573 | Babcock & Wilcox, Ltd. .. £2,750 
$e . . 2,605 | Davis ; m vs .. 2,100 
The Electricity Committee reported that it had carefully gone 
into the qualities of several types of boiler, and directed an ex- 
haustive comparative teat to be made of the boilers already 
installed by the Stirling Boiler Co. and Messrs. Clarke, Chapman 
and Oo. at the works. The results of the test had been submitted 
to it, and in the whole circumstances it had decided that the 
tender of the Stirling Boiler Co. should be accepted. 

SrEPNEY.—The B.C. on Wednesday had before it recommenda- 
tions to accept a number of electrical tenders as follows:— 


Reason Manufacturing Co., Ltd.—Meters up to 10 amperes capacity (£170) ; 
and demand indicators (£359 11s.). 


Ferranti, Ltd.—Meters up to 10 amperes capacity (4328 10s.). 
Sloan Electrical Co., Ltd.—Carbons (£707). 
Venner & Co.—Time switches, £303. 


Gilbert Are Lauip Co., Ltd.--73 ** Magnaine " flame lamps, at £8 10s. ea, 
Universal Electrical. Manufacturing Co.—70 switches and cut-outs, 4 
£1 Зз. 8d. each. 


Maidenhead.—The U.D.C. has accepted the tender of 


Callender's Cable and Construction Co., Ltd., for the supply of 
cable, at £471. 


Malvern.—The U.D.C. has accepted the tender of the 


Electrical Construction Co., Ltd., for a 50-K W. alternator with 
Belliss engine. 


(Continucd on page 103.) 
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ELECTRICITY SUPPLY IN SUTTON (SURREY). 


The Undertaking of the South Metropolitan Electric Tram ways and Light Co., Ltd. 


Тнк township of Sutton, which, together with Carshalton, 
Wallington and Cheam, constitutes this company’s electric 
supply area, lies due west of Croydon and just outside the 
south-western boundary of the County of London. 

Although at present an isolated ‘area possessing many 
rural features, its close proximity to Greater London hardly 
leaves any doubt as to its ultimate rapid development as a 
residential neighbourhood—if, indeed, that development has 
not already began—and in such circumstances the company 
has every reason to be satisfied with the future utility of 
both its electric supply and tramway ventures in the 
district. | 

Originally registered as the County of Surrey Electrical 
Power Distribution Co., Ltd., in April, 1899, the name of 
the undertaking was changed ‘to its present one in August, 
1901. Electric lighting orders were obtained for the places 
above mentioned, that for Sutton being transferred from 
the Јоса] authority. | 

Further, the company acquired several tramway orders, 
and under the powers obtained, constructed in 1906, lines 
between Croydon and Sutton, Croydon and Tooting, and on 
the other side of Croydon in Penge. 


engine, pump rooms, &c. Its original equipment of Brush 
Universal engines coupled to alternators gave rise to such 
trouble with surrounding householders through vibration 
and noise, that ultimately the company decided on the 


` Fia. 1.—Tug Company's SUTTON GENERATING STATION | 


Fic. 2.—Pansons 500-kw. D.C.-A.C. TunBo-UNiT, RECENTLY INSTALLED FOR TRAMWAYS AND LIGHTING SUPPLY. 


adoption of turbine-driven plant as the best solution of a 
difficult problem. How difficult the solution of this 


question proved can best be gathered from a visit to the 
Y 


{ "s he generating station of the company, which is situated 
: е to the Sutton Railway Station and almost in the 
eof the area, is a brick building containing boiler, 
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plant, which, it must be remembered, stands on the solid 
chalk, as also does the private property some 100 yards 
away. 

As a temporary expedient, a trench about 30 ft. in depth 
was dug out round the edge of the company's land abutting 
on the private property, but without appreciable result. 


Fig. 3.— VIEW SHOWING THE ARRANGEMENT OP THB FERRO-CoNOBETE TURBINE 


FOUNDATION, SUPPORTED ON RUBBER PADS, 


The new generating plant—which, we may remark, has 
given great satisfaction—consists of three turbine units, two 
being of Messrs. Parsons’s most recent type, consisting of 
a 500-Kw. turbine coupled in each case to a 250-Kw. direct- 


current generator and a 250-Kw. alternator arranged in 
tandem, and the other 


a 500-kw. Brush ma- 
chine driving an alter- 
nator only. 

Al the  turbine- 
driven machines run 
at 3,000 R. P. M., the 
alternators generating 
50-period single-phase 
current at 2,000-2,200 
volta, and the D. C. 
generators, which are 
intended for tramway 
work, supplying at 
550 volts pressure. As 
will be seen from our 
views, the turbine 
units are each pro- 
vided with an exciter 
coupled on to the 
extreme end of the 
ghaft. 

Special interest at- 
taches to the founda- 
tions of these sets, 
they being each 
mounted on a ferro- 
concrete bed 18 in. 
thick, which in turn 
is supported on 14 
groups of rubber pads 
on the Prache system. 
Each group consists of 
seven pads, and is 
carried in a circular cast-iron tray mounted on а concrete 
pillar, which forms the fixed foundation. The arrange- 
ment can be clearly seen in fig. 3; we understand from 
Mr. C. W. Durnford, the late engineer to the company, 
who, we are informed, has been appointed engineer and 
manager of the tramways at Devonport since this article 
was compiled, and who suggested its employment, that it has 


proved perfectly satisfactory in damping down the vibra- 
tions. 


The Parsons units have shown a steam consumption of 


20 lb. per Kw. on full load, rising to 24 lb. at half load, 
using superheated steam and exhausting into a 26-27 in. 
vacuum, these consumptions being much less than were 
contracted for. 

Two of the new sets are housed in a 
recently-built extension to the older 
engine room, and the latter, in addi- 
tion to containing the third turbine 
unit, also houses the remainder of the 
old plant—viz., two alternators, of 
300-Kw. and 150-Kw. capacity re- 
spectively, coupled to Universal engines, 
with speeds of 187 and 273 R.P.M. 
respectively. In connection with the 
new plant, a Brush surface condenser 
is installed in а pit in the extension 
engine room. The auxiliaries, in- 
cluding the three-throw air and cen- 
trifugal circulating pumps, are coupled 
to single-phase motors, and the plant 
is interconnected with an Allen steam- 
driven surface condensing plant (shown 
in fig. 6), which served the original 
steam engines, the exhaust being 
passed through a Holden & Brooke 
oil separator prior to entering the latter 
condenser. The steam-driven con- 
densing plant and a steam-driven air 
compressor, used in connection with a 
deep well, are installed in an annexe 
to the boiler house; the well supplies 
all the water required for operating the station—viz., for the 
make-up for circulating and feed purposes. 

The feed storage tank is situated over the boiler house, 
and is surmounted by a Mather & Platt water softener—the 
well water beingivery hard. In connection with the con- 


Fia. 4.—STEAM Emp, Parsons TUBBO-(GENEBATOR. 


densing plant, a wooden cooling tower, of the natural 
draught type, is provided, standing over a concrete tank. 
The steam-raising plant, like that in the engine house, has 
recently been extended and modernised. Originally, three 
Babcock & Wilcox single-drum hand-fired boilers sufficed 
for the needs of the station, but recently two 30 ft. x 7 ft. 
6 in. diameter Galloway boilers, fitted with superheaters, have 
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been added ; Hotchkiss circulators are also provided, and а 
Nichol compound steam-driven vertical feed pump—all thie 
new plant being installed in an extension built on to the 


original station structure. | | 

The original boiler-house equipment also included а 
Worthington and two Weir feed pamps—the former utilised 
for forcing the hot-well water through a Cowans oil filter and 
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LT. " " ae cess 
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UPPER 
„ WALLINGTON 


Fia. 5.— PLAN SHOWING THE LIGHTING AND Power CABLE 
NETWORK, ETC. 


Rankine filter in series, to the suction of the two latter 
pumps. 

It is hardly necessary to say that smoke equally with 
vibration is a serious matter in а residential neighbourhood, 
for this reason only selected Welsh coal is used in the 

ilers. 

A switch gallery occupies one side of the old engine house, 
and carries six А.С. machines and 10 А.С. feeder panels of the 
Ferranti cellular pattern with oil switches. A Frahm 
frequency indicator and a recording voltmeter occupy а side 


flee Rey 


Fic. 7.—BrusH 500-kw. TUBBO-ALTERNATOB, RECENTLY INSTALLED. 


Board of Trade instruments together with a Raworth 
cut-out. 


Fic. 6.—TRHR ALLEN STEAM-DRIVEN CONDENSING PLANT, 


It is necessary!here to explain that this station actually 
supplies only a short section of the South Metropolitan 
tramways lying in 
Sutton and Carshal- 
ton, and that the 
Raworth cut-out —a 
device not frequently 
met with on traction 
boards—is necessitated 
through the employ - 
ment of regenerative 
control on some of tLe 
cars using this section. 
Briefly, the cut-out 
comes into operation 
if the incoming ге- 
generated current from 
the cars exceeds that 
being sent out by the 
station ; its functions 
and arrangement wele 
described in the ELEc- 
TRICAL REVIEW of 
December 21st, 1906 
The principal dis- 
tributing point in the 
area is the Mulgrave 
Road sub-station ; be- 
tween this and tle 
generating station, н.т. 
concentric paper-insu- 
lated lead-covered 
feeders are drawn in- 
to ducts, and elsewhere 
similar feeders are laid 
solid in troughing. 
For distributing 
purposes, concentric 
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lead-covered and armoured cable is employed, laid direct, 
and for the tramways lead-covered paper-insulated cable 
drawn into ducts. 

Altogether 17 milea of feeder and 35 miles of distributor 
cable are in use. 


panel ; synchronising gear is fitted above the board, and the 
field resistances are placed below. 

To the right of the above, a recently-added four-panel 
traction board is placed. This controls the two turbo- 
Benerators and one traction feeder, one panel containing the 
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Fic. 8.—Diaakam SHOWING THE SOUTH METROPOLITAN AND ADJOINING TRAMWAYS. 


Numerous transformer chambers and pits are situated at 
convenient points in the mains network, the Berry air-cooled 
transformer being employed throughout, for stepping-down 
the H.T. supply to distribution pressure. 

At the end of last year коше 603 consumers, with 


31,100 equivalent- 
8-С.Р. lamps, were 
being supplied, these 
including certain 
power consumers 
and the public 
street lighting in 
Sutton and neigh- 


bourhood. 
For this latter 
purpose, in main 


thoroughfares, 
‘standards carrying 
four 30-C. p. Osram 
lamps, run two in 
series, areemployed ; 
side streets are 
similarly lighted, 
but only two lamps 
are fitted in each 
standard, and alto- 
gether 193 such 
lighting standards 
аге in use. 

As regards the 
tramways, some 15 
miles of track are 
in use, the prin- 
cipal routes running 
through Croydon, 
Mitcham and 
Tooting, and Croy- 
don, Wallington, 
Carshalton and 
Sutton. 

A route author- 
ised, but not yet 
constructed, will 
couple upthe Sutton 
terminus of the 
existing line with 
the line running 
through Mitcham. 

A 3. mile section 


of the company's route in Anerley and Penge, which was 
isolated when the Corporation took over the working of the 
routes in Croydon on the termination of the B. E. T. Co. 's lease 
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Fic. 9.— VIEW б 'IN D Sw : 
IEW SHOWING THE SWITCHBOaRDs, &C., AND PORTIONS OF THE ORIGINAL 


PLANT, SUTTON GENERATING STATION. 


stands at £10,052. 


in 1906, serves as an important con- 
necting link between the Corporation 
routes and the Crystal Palace, its 
isolation having given rise to a 
mutual scheme of through running 
by means of which the company’s 
cars still run into Croydon from 
Penge. 

The routes practically all consist of 
double track, and are laid with 96-lb. 
rails, having Thermit welded joints for 
the most part. The overhead work 
includes both span-wire and bracket 
arm construction, the trolley wire being 
3/0 size, grooved and fitted with 
mechanical ears. 

Three car depóts are provided, one 
on each of the principal routes, and 
these house the 51 cars forming the 
rolling stock equipment of the under- 
taking. 

The cars are of three principal 
patterns, mounted on bogie, radial and 
ordinary fixed trucks; half those 
operating on the Sutton section are 
fitted with the Raworth regenerative 
system of control, and all employed 
on the Penge section, which includes 
a well-known hill—grade 1 in 9— 


leading from the Crystal Palace into Penge, are fitted with 
Spencer track brakes. As previously mentioned, the com- 
pany only supplies energy to some 3 miles of its own 
tramway undertaking, the remaining portions being supplied 
by the Croydon Corporation and Beckenham Council in 


their respective 
areas. 

The company’s 
undertakings, both 
electric supply and 
traction, are, 0 
course, of compara- 
tively recent origin, 
and occupying, as 
they do, a rapidly 
developing district, 
may reasonably be 
expected to attain 8 
favourable position 
during the next few 
years. 

In conclusion, we 
are indebted to the 
company, and more 
particularly to Mr. 
C. W. Durnford, the 
company’s late chief 
engineer, for assist- 
ance in the pre- 
paration of this 
article. 


Plymouth Elec- 
tric Lighting.—Tbe 
borough treasurer re 
ported to the Finance 
Committee with refer- 
ence to the electricity 


come for the last 
financial year was 
£24,610, and the 
working expenses 
£13,147, leaving 8 
gross profit of £11,463. 
The gross profit was 
disposed of ав follows: 
dividends and interest, 
44,886; stock redemp- 
tion, £4,444; amount 


transferred to the general district fund in aid of rates, £1,300. 
The balance of £833 was placed to the reeerve fund, which now 


account, that the 10- 


^ V. mem — —— —— 


MEL E ggg ae 


m m ge m 


= 


vol. 69. No. 1,599, JULY 17, 1908.] 


THE ELECTRICAL REVIEW. 


CONTRACTS CLOSED. 


(Concluded from page 98.) 


Stalybridge. — The Stalybridge, Hyde, Mossley and 
Dukinfield Electricity and Tramways Board has accepted the 
tender of Messrs. J. P. Hall & Co. for the supply of feed pumps, 
and that of Messrs. Tangyes, Ltd., and the British Westinghouse 


Co. for motor-driven eentrifugal pumps. 

Walsall.—The Electricity Committee has accepted the 
tender of Messrs. T. Boston & Bon, Ltd., of Birmingham, for 
supplying coal to the electricity department for one year. 


Willesden,—The following is a list of tenders received 


by the District Council for conyerting plant :— 
Crompton & Co., motor.generator .. ck oe ae 


oe ee ee 


Schorch. motor-generator sa s iå 
generator si ae "35 0 


British Thomson-Houston Co., motor z 
Electric Construction Co., motor-generator - — 750 0 
British КЕРИ amps co., rotary converter (accepted) 786 0 
General Electric Co., rotary converter es oe e Pe 873 0 
Siemens Bros, Dynamo Works, motor-generator.. ws - 871 0 
British Electric Plant Co., motor-generator oe MEM es 955 0 
Bruce Peebles & Co., motor- converter E - бе ; 1.045 0 
Mavor & Coulson, motor-generator .. v 25 s .. 1,070 0 

T ee . 1.101 0 


Johnson & Phillips, motor - generator m 
Whitehaven.—The Education Committee of the Cum- 
berland C.C. has accepted the tender of Messrs. F. B. Hellon and 
Co., of Liverpool, for installing the electric light at Whitehaven 


Schools, at £284. 
Woodbridge.—The D. P. Battery Co., Ltd., has secured 
the contract for the donbling of the storage battery installation of 
the Suffolk Electricity Co., Ltd. 
Worthing.—Twenty-one tenders were received for the 
supply of 1,600 tons of coal at the electricity works during the 
ensuing year. The T.C. has accepted the tender of the Crynant 


Colliery Co., Ltd., for the supply of 800 tons of Welsh coal at 
178. 10d. per ton, and that of Messrs. Wm. Cory & Son for 800 tons 


of unscreened Holmside Durham coal at 188, 9d. 


е 
F 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 


able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, bat it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 


fully investigated.] 


ABERDEENSHIRE.— Additions and alterations on estate of Rothie. W. L. 
Dunoan, architect, Turriff. 


ABERLOUR.—New Roman Catholic Church. 

ABERYSTWYTH.—School; D. Lewis, architect, Aberystwyth. 
Town Clerk; G. T. Bassett, architect, Aberystwyth. 

ALNWICK.—Additions to house in Grey Croft for Major Scott. 

ABHFORD.—House in Canterbury Road, С. Howland, builder; bungalow, in 
Eastern Avenue, for W. H. Louth. 

BARNET.—Four houses in Fitzjohn Avenue. J. Farrer, architect, 23, Cole- 
man Street, Е.С. 

BARNS8LEY.—New premises for the Radical and Liberal Club. IZ, W. Dyson, 
architect, 10, Regent Street, Barnsley. Houses, Peel Street, 
for T. W, Woodcock ; Blenbeim Road, for Chas. Woodruff ; new 
entrances, dressing rooms, refreshment bars, &c., for the Foot- 
ball Club. Proposed school (accommodation 900) in Grove 
Street, for the Barnsley Education Committee. 

BARNSTAPLE.— Four houses, Carlyle Avenue, Yeo Vale Road, for J. O. Rice. 
Residence for Mr. Ridge, builder, The Strand, Barnstaple. 
(Will probably use electric light.) 

BARROW-IN-FURNESS.—Ten houses, Flash Lane, T. Lec, builder; additions 
to house in Croslands Park, for Col. Strongitharm ; public 
conveniences in Church Street, Nuchaldson Road, and Holker 
Btreet, for the Corporation; housein Ferry Road, for Vickers, 
Sons & Maxim, Barrow; pair of houses in Croslands Park, for 
F. W, Cookson ; pair of houses in Croslands Park, for W. Ray. 

BARRY GTAu.).— Police Station at Cadoxton, for the Glamorgan С.С, 

. Manse] Franklen, clerk of the County Council, Council 
Offices, Westgate Street, Cardiff, 

BECKENHAM.—Additions to “Highwood,” Westmoreland Road, Е, G. 
Crickett; three houses, Avenue Road, S. Stepning ; five houses, 
Arrol Road, for H. Baldwin. 

BEDFORD.—Girls’ Modern School. Governors of the Harpur Trust. 


BELFAST. Additions to Municipal Technical Institute. 
BIRKDALE (LAxcs.). Houses, Cardigan Road, for Mrs. Pickup; Cardigan 
Road, for 8. W. Rimmer; Sandringham Road, Ainsdale, for 
Mrs. Robins; Mill Lane, for Mr. Gibson; additions to 
premises, Liverpool Road, for the Liberal Club. 
BIRKENHEAD.—schools for the T.C., Hemingford Street, to be lit by 
electricity. T. T. Rees, architect, Liverpool; Morrison & Son, 
builders, Wavertree. 
Elementary Schools in Conway Street. Morrison & Son, builders, 
Wavertree, Liverpool. 
BIRMINGHAM.— Church House at Acock's Green (£1,700). H W. Hobbiss, 
architect, 33, Newhall Street, Birrningham. 
BIRSTALL.--Bixteen houses for the Birstall Co-operative Society. 
BLACKBUBN,.—Seasions house, police station, public hall, and new County 
ourt and Government oftices at Blakey Moor, for the T.C. 
BLACKPOOL —Mission Church at Revoe (£1,100); J. B. Thornley, пош: 
in entra 


Blackpool. New Primitive Methodist Church, | 
Road; Trustees. New Swedenborgian Church, for Stanley 


Road Church. | 
BLETCHINGLEY (Bunnkv).—AJterations and additions to the Council 
Schools (£1,258). G. E. Everitt, builder, 79, Windmill Road, 


Croydon, 


House for 


BOSTON.—Houses, Castle Street, for F. Davy; workshop, Wormgate, for 
W. H. Parker & Son; conversion of five houses into shops, 
West Street, for F. Bull; additions to malt-kilns, Bond Street, 


for Peacock & Co., Ltd. 


BOURNEMOUTH.—Parish Hall, for Talbot & Wallis Down (£740). F. Ling, 


architect, Winton, Bournemonth. 
(Co. DurHamM).—8chool for the Durham С.С. (450 scholars). 


BOWBURN 
H. T. Gradon, architect, Market Place, Durham. 
etached house st Great Horton; 8. Spencer, architect, Old 


BRADFORD.—D 
Bank Chambers, Great Horton, Bradford. New Bt. Laurence's 
Mission, Bolton Woods; H. E. Priestley, 17, Bertram Road, 
Manningham, Brad ford. 

BRECHIN.—Alterations to shop, for Mrs. Birse, clothier, Brechin. 

BRENTFORD.—Additiona to Isolation Hospital. J. W. Croxtord, Borough 
Sasveyor, Clifden House, Boston Road, Brentford. 

BRIDLINGTON.—House and stable in Belgrave Road, for J. Hartley. М.В. 
Parkin, architect, Midway Avenue, Bridlington.’ 

BRISTOL.—Extensions to Nos. 55 and 56, Castle Street, for Reynolds and 
саша La Trobe & Weston, architects, 44, Corn Street, 

riBto . j 

BROMLEY.—Additions, &c., to motor garage. W.E. Tapley, builder, 2, Wend. 
over Road, Bromley. | 

BROWNHILLS (near WarsALL).—Houses, Lichfield Road, Shire Oak, for 
Fredk. Bradbury; Lichfield Road, Sheffield, for A. Gibbs; 
Lichfield Road, Sandhills, for Geo. Craddock. 

BRYNMAWR.—New Congregational Church, for the Bailey Street Congrega- 
tion (£1,400). " 

BUCKHAVEN (Fire).—New Infectious Diseases Hospital. Town Clerk, Buck- 
haven, Fife. 

BUCKIE,—Extension of Cluny Harbour (£80,000). W. T. Douglas, M. Inst. C. E., 
Westminster. 

BURNLEY.—Assembly rooms and shops in Oxford Street, for the Fulledge 
Conservative Club. Secretary, Fulledge Conservative Club, 
Burnley. 

BURY.—8even houses in Ainsworth Road. Radcliffe & Pilkington Co- 
operative Society, Ltd., Sion Street, Radcliffo. 

CAMBORNE.—New church, Trelowarren Street. Mitchell & Bond, builders. 


CAMBRIDGE.—Examination rooms, Parson's Court, for the Chancellor of the 
University; 10 houses Stanley Road, for Т. Buck, 22, Stanley 


Road; additions to Victoria Assembly Rooms, for the Rev. P. H. 
Mason, 6, Brookside. | 
CANNOCK.—Houses, Heath Hayes, for J. Vernon; offices, Cannook Foundry, 
for 8. Jellyman. 
CARDIFF .~— Warehouses on site of old City Hall, St. Mary Street, for the 
Wholesale Co-operative Society, Ltd., Manchester. 


CARLISLE Wesleyan -school hall and vestries in Currock and Blackwell 
8. 


CATERHAM HILL (Surrer).—Additions to schools for the С.С. (£2,994), and 
cial subjects department at Little Roke Schools (£1,270), 


spe 
W. Wallis, builder, Ramsden Road, Balham, S. W. 


CASTLE-DOUGLAS.—Telephone installation at new higher grade school, 
Kelton. J. Dunn, Clerk to the Kelton School Board, Castle- 


; Douglas. 
CHARLTON (Kent).—Enlargement of fire station. W. E. Riley, Superintendent 
Architect, L.C.C., Spring Gardens, 8.W. ' 

CHEADLE (Cxesarre).—Houses, Stanley Road, Cheadle Hulme, for G. P. 
Hadfleld; Grove Lane, for J. H. Clibran; heating and store 
rooms at Demming’s Works. 

CHELMSFORD.—New laundry and lodge and additions to Baddon Road 
Isolation Hospital, for the Joint Hospital Board. C. & W. Н. 
Pertwee, architects, Chelmstord, 

CLIFTON (near MANcHESTER).—In last week's notice re developments at 
Newtown, it should have been Clifton & Kearsley Coal Co., not 
Kearsley Coal Co., as stated. 

CLYDEBANK.—Congregations! Church in Fifth Street, Radnor Park; 
прошу Roman Catholic Church in Duntocher Road (seat 
000) 


COCKERMOUTH.— Conversion of “Grecian Villa” (£5,000 residence) into 
infirmary, for the Board of Guardians. 
COOKHAM.—Detached residences, Furze Platt, for P. M. Lever; Alwyn 
` oad, for Н. Vaisey, and for W. Oetzmann ; bungalow residence, 
for W. Oetzmann. 


CORK.—Rebuilding premises in Great George's and Brunswick Streets for T. 
yons & Co., Ltd, J. F. M'Mullen, architect, 80, South Mall, 


Cork. 

COULSDON (Всвккү).—Рагївһ room for St. Andrews. 8. Knight, architect, 12, 
Rossdale Road, Putney, 8.W. 

CREW E.—8Sunday schools in connection with Trinity Wesleyan Church. W. G. 
Timperley, 243, Walthall Street, Crewe. 

CROMPTON.—Houses, Chamber Road, for T. Milne; George Street, for J. E. 

uckley ; alteration to shops in Rochdale Road, for the Cromp- 
ton Co-operative Society, 

DARLINGTON.—Additions to premises in Priest Gate, for the Darlington Co- 
operative and Industrial Society, Ltd. Clark & Moscrop: 
architects, Feethams, Darlington. 

DARTFORD.—Council school, Crayford, Northend. Architect, Kent Educa. 
tion Committee, 44, Bedford Row, W. C. 

DERBY (MickrEovkR).—Primitive Methodist Church and schools. John 

ills & Sons, architects, Derby; J. & J. Warner, builders, 


Mickleover. 
DEVONPORT.—New school (accommodate 1,000). W. G. Crang, Secretary to 
Education Authority. Extensions to premises, Catherine 
Btreet, for J. B. Love, draper. Lethbridge & Sons, builders, 
Plymouth. 
DROYLSDEN.—Extension to the sewage works for the District Council. 
DUDLEY.—Extensions to the workhouse for the B.G. E. G. Coslett, architect, 


Dudley. 
DUMFRIES.—Alterations and additions at Crichton Royal Institution. 4, 
Mitchell & Wilson, architects, 13, Young Street, Edinburgh. 


EASTBOURNE.—Repairs (after flre) at St. Peter's Church. 
EAST GRINSTEAD.—Council school at Ashurst Wood (43,810). 
ELGIN.—Villa, E. C. Doig, architect, 174, High Street, Elgin. 


ESTON-IN-CLEVELAND (Yorks.).—New Parish Hall (21, 400). 
architect, 
FAIRFIELD (near BuxroN). —Houses, Tongue Lane, for Mr. Baines, 
FOLKESTONE.—New Corporation schools, Chart Road, lit by electricity 
(£10,000. F. Newman, architect, 4, Bouverie SEO. Polke. 
stone; Hayward & Paramor, builders, London Road, Dover. 
FRIERN BARNET.— Flats, Button Road. D. Dakers, builder, 56, Wi 
Avenue, Hampstead, N. W. Institute. Mackintosh & мае 
architects, Birkbeck Bank Chambers, W. C. Ó 
Eight houses, Pollard Road, C. Dicks; two house іе 
J. Reynolds. тн на, 
FRIMLEY (near Ғанхвовоссн, Hants).—Proposed new Cottage Hospital. 
; alterations to the 


J. Loftus, 


FROME.—Improvements at Milk Street Council, School 
Railway Hotel. | 
GILLINGHAM.—Houses, Rainham Road, for Mr. Obee; Rain} 
Н. Brunning ; Barnsole Road, for Driver & Ei pier 
premises, Canterbury Street, for Mr, Thorn, 
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GLASGOW.—Church at corner of Upper Bridge and Queen Streets for the 


Alexandra Bridge Street U. F. Congregation (£5,000). Rev. W. 
Hamilton, pastor. 


GOSPORT.—Proposed new Baptist Church (23,690). 


GRAVESEND.—Offices in King Street. Bridgland & Clay, architecte, King 
Street, Gravesend. ' 


HANLEY.—House, Eston Street, for W. H. Johnson; house, Baskerville Road, 
{от W. Sargeant. — 

HARLOW GREEN (Co. DvzBAM).—8chool for the Durham С.С. (476 scholars). 
J. W. Roundthwaite, architect, 19, Mosley Street, Newcastle- 
on-Tyne. 

HARPENDEN.—Farmhouse, Little Bamville, for H. C. Wright; additions to 
„ Bamville," for 8. Childs. 

HEMEL HEMPSTEAD.—Houses; Marlowes, for E. G. Jackson; new road, for 

. J. T. Vaughan-Hughes. 

HESSLE (Yorxs,).—Houses and villas in Trinity Grove, Marlborough Avenue, 

Davenport Avenue and 8wanland Road. 

HETTON-LE-HOLE (Co. Durnam).—Houses, Four Lane Ends, for R. Lawson 
and Sons; Elemore Lane, for Mr. Stewart. 

HEY WOOD.—New Mission Church for St. James’ Parish. 


HINCKLEY.—New Baths for the U.D.C. (292,650) ; two houses at Earl Shilton, 
for J. Knight. 


New Workhouse Infirmary (£6,220), Clerk to Guardians, Union 
Offices, Hinckley. 


HOLCOMBE BROOK (Lancs.).—New boiler house at Redisher Bleach Works: 
Messrs. C. Ainsworth & Co., Ltd, 
HYTHE.—New post office in High Street under consideration. 


ILFRACOME.—New County Schools at Shepherd’s Park (24,000). R. Pickett, 
builder, Ilfracombe. 


INVERESK (N.B.).—Alterations to Wallyford School. 
90, George Street, Edinburgh. 

KINCARDINE.—Restoration of farm steading at Hallhill, Kinneff. George 
Gregory, architect, Stonehaven. 

KINGSTON-ON-THAMES.—Adaptation of The Grove," Penrhyn Road, for 


office accommodation. R. Nares, secretary to Surrey Education 
Committee, Kingston. 


R for Gallatown U. F. Church, Minister, Gallatown Church 
anse, 


LAMPETER.—School, Tymawr; J. Owen, builder, Lampeter, Police station at 
Drefach ; J. Evans, builder, Llanylyther. 


A. M. Hardie, architect, 


LANGPORT (Somerset).—Enlargement and improvement of the Board Room, 


for the Board of Guardians (£325). 


HEU Herm Tos аш one self-contained villa in Lixmount Avenue for 
. В. Black. 
LIVERPOOL.—New 8t. Mary's Mission Hall in Northdale Road, Wavertree. 
H. L. Beckwith, 3, Cook Street, Liverpool. 
Proposed new hotel in Lime Street, for Midland Railway Co. 
LONDON (E.C.).—Additions, &c., to theatre, Guildhall School of Musio. Archi- 
tect to Music Committee, City Corporation. 
(McswELL Hinr. N.).—Two houses, Woodberry Crescent, Edmund. 
son's, Ltd., Woodberry Crescent, Muswell Hill. 
(MvsweLL HILL, N.).—Blocks of residential flats. 
Holmes, architects, Archway Road, Highgate. 


(Мовжоор, B.E.).—Factory, Somers Place, for the Trustees of the 
Stockwell Orphanage. 


(HAMMERSMITH, W.).—Addition to chapel at 127, Uxbridge Road for 
Rev. E. G, C. Parr. : | 

(WHITECHAPEL, E.).—Addition to 75, Whitechapel Road. W. G. 
Brown, builder, 190, Mile End Road, E. 

(Hacxnry, N.E.).—Buildings, Stamford Hill, for Lady Wm. Cecil, 
98, Queen's Gate Gardens, 8.W. 

(HAursTEAD, N.W.).—Church room. E. A. Pearce, care of Building 
Committee, 8t. Stephen's Church. 

(ComMERCIAL Roan, E.).—Building in Christian Street. Mark 
King & Son, surveyors, 6, Holborn Viaduct, E.C. 

(Юертғовр, 8.E.).—Sixteen houses, Avignon Road. F. J. Oldman, 
builder, 91, St. Asaph Road, В.Е. 

(DEPTFORD, 8.E.).—Thirty-two houses, Revelon Road. G. Sim- 
monds & Sons, builders, 62, Erlanger Road, Deptiord. 

(GonpeB's GREEN, N. W.).— Church of England. F. W. Brodie, 
secretary, Golder's Grecn, N.W. 

(HackNEY, N.E.).—Addition to premises in Mare Street. J. Mowlem 
and Co., builders, 19, Grosvenor Road, Westminster. 

(Hackney, N.E.).—Additions te London and Provincial Bank, 
Stamford Hil. T. Rider & Bon, builders, West Chislehurst, 
Bromley. 

(LrwisHAM, 8.E.).—Additions to Parish Hall, Courtrai Road. J. 
Dorey & Co., Ltd., builders, Brentford. 

(STRATFORD, E.).—Alterations, &c., 18, Broadway. 
builders, York Road, East Ham. 

(HOLBORN, W.C.).—Adaptation of premises for trade classes 
(£5,460). T. J. Bailey, Education Architect, L.C.C., Spring 
Gardens, S. W. 


(LEWISHAM, 8.E.).—Buildingsin Manor Lane. W. J. Bcudamore and 
Sons, builders, 13, Manor Lane, S. E. 


(Lewisas, S. E.).— Houses in Inchmerry Road. Norfolk & Prior, 
architects, Catford, В.Е, 


(SILVERTOWN, E.).—Bottle-wasbing shed for Co-operative Wholesale 
Society, Ltd., Silvertown, 


(STRATFORD, E.).— Alterations to“ Swan ' depót for Aerated Candy 
Co., Ltd., Victoria Street, Btratford. 
(BorrHGATE, N.).—Additions to Colney Hatch Asylum (£450). 
W.E. Riley, Superintendent Architect, L.C.C., Spring Gardena, 
S. W. 
(VAUXHALL, S. W.).— Enlargement of fire station. W. E. Riley, 
superintendent Architect, L. C. C., Spring Gardens, S. W. 
(STREATHAM, S. W.). TWo shops and telephone exchange, Bromley 
and Watkins, architects, 6, South Square, Gray’s Inn, W.C. 
(StEPNEY, E.).—Adaptation of Trafalgar Square School. T. J. 
Bailey, Education architect, L. C. C., Spring Gardens, S. W. 
'GHBOROUGH.--New Vestries and extension of chancel accommodation 
BOUM at Emmanuel Church. Rev. R. H. Fuller, Rector. 
LUTON.—Proposed new Catholic Church. | 


HAM. New Institute and Public Hall at Ansdell. G. H. Willoughby 

a architect, Parr's Bank Chambers, Manchester. ' 

MAIDENHEAD.— Workshop, Grenfell Road, for T. Free & Sons, Ltd.; work- 
shop and stables, York Road, for T. S. Vevors. 

MAIDSTONE.—Rebuilding of business premises, Week Street, for М. Jacobs, 
house furnisher. 

MANCHESTER.— Proposed new Baptist Church at Moss Side (£2,000). Rev. 
A. Streuli, pastor. Plumber's workshop at Monsall Hospital; 
City Architect, Town Hall, Manchester. Warehouses and 
offices in Fennell Street, in connecgion with the Corporation 
Improvement. 


MARPLE.—Motor house for G. T. Buckley, Field Housc; New Girls’ 
Institute, 
MARBRE-BY THE. SEA. New “Sunday, School, and alterations to the 


Wesleyan Church. D. M. Spence, architect, Shotley Bridge, 
Co. Durham. 


Coleman and 


Clemens Bros., 


TONBRIDGE.— Alterations 


MERTHYR TYDFIL.—Houses, Lower High Street, Dowlais, for M. M. 
Morgans ; Dixon Street, for G. Cleary ; Cwm-Nant-y-Coed, for 
Nathaniel Moss. : 


MIDHURST.—Improvem ents at the Grammar School. West Sussex Education 
Committee, Я 

MONMOUTHSHIRE.—Secondary schools at Eastern, Western and Rhymney 
Valleys under consideration for the Monmouthshire Education 
Committee. Clerk to the Committee, Education Offices, New- 
port, Mon. 

NEW MILLS (DersysHine).—Probable rebuilding (after fire) of the works of 
J. & E. Dalton & Co., Ltd., emery cloth manufacturers. 

NEWPORT (Mox.).— Houses, St. Julian's Estate, Caerleon Road, Magor, for 
Chas. West. 

NEWQUAY.—New county school for local education authority. B.C. Andrew, 
architect, St. Austell. 

NEWTON ABBOT.—Extension of the joint hospital. 

ЕС Union Street, Newton Abbot. 

NORTHALLERTON.—Church at East Cowton. 
60, Castle Street, Liverpool. 

NORTHWICH (Cursuire).—Rebuilding and extension of premises for Wm. 
Shield, pawnbroker, Witton Street. 

OLDHAM.—Extension to the wash-house and laundry at the workhouse, C. T: 
Taylor, architect, 10; Clegg Street, Oldham. 

ORMSKIRK.—Four houses in Queen Street for A. W. Wiggins. 

OSWALDTWISTLE.—Houses, Margaret Btreet, tor Anthony Woodworth. 

PAUL (near PExzANCE).—Block of buildings, Bucca's Pass, for R. R. Bath; 

. eight houses, Thos. Tonkin, builder, Newlyh. 
e Club. F. Miller, architect, Mountain 
sh. 

PETERSHAM (Surney).—Dairy and store, Manor Farm. C. E. Sims, 

builder, Ham Common. 

PLYMOUTH. Timber sheds, R. and R. Bayley, timber merchants, Cattedown, 
Plymouth; 18 houses, E. E. Endicott, builder, Holland Road. 
Penerell, Plymouth; addition to offices, I. Foot, jun., 21, 
Lockyer Street, Plymouth; house, H. J. Palmer, Colebourg 
Buildings, Plymouth; additions to houses, C. W. Н. Fox, 11, 
Lockyer Btreet, Plymouth ; six houses, Mr. Danverell, builder, 
Honudiscombe Estate, Plymouth; house, D. Ward, shops, 
Ebenezer Chapel Trustees, Saltash Street ; conversion heuge to 
shop, E. J. Jarvis, 4, Bilentley Plain; warehouse extensions, 
Britannia Clothing Co., Kinterbury Street. 

PONTYPRIDD.—School for the U. D. C. Education Committee (750 scholars). 
P. R. A. Willoughby, surveyor to the Council, Municipal 
Buildings, Pontypridd. 


PRESTWICH mear E refuse destructor for the District 
ouncil. , 
RICHMOND.— Extensions to Town Hall, tor Richmond Town Council. Altera- 


tions to Richmond Theatre; B. Crewe, architect, 75, Bhaftes- 
bury Avenue, W.C, 


RICKMANSWORTH.— New schools at Mill End for Herta C.C. 
county surveyor, Hatfield. 
RINGWOOD (Hants.).—New post-office, Barrow Bros., builders, Ringwood. 
ROCHDALE.—Church Army headquarters, in Water Btreet; Sykes & Evavs, 
architects, Rochdale. Extension to Wicken Hall Printworks, 
Milnrow. 
ROCHESTER.— Residence, King's Avenue, St. Margaret, for E. R. Wood. 
ROTHERHAM.—Municipal High School for Girls (accommodate 300); 8. Hey, 
Clerk of the Governors, Education Offices, Town Hall, Rother- 
‘ham. New church at Whinney Hill, Thrybergh. 
ROTHWELL.— Extension of Gladstone Street School. 
ROYSTON (Yonxs.).—Houses, Midland Road, for Geo. White; Godley Street, 
| for Kaye & Hughes. ; 
RUGBY.—Church in St. Peter's Read. Rev. A. V. Bailie, pastor. 


RUSTINGTON (BvssEx), —Entrance lodge at Millfield. W. T. Hatch, engineer- 
in-chief, Metropolitan Asylums Board, Victoria Embankment, 
Е.С. 

RYHOPE (Со. Оскнам). 18 workmen’s dwellings for the Sunderland R. D. C. 
J. Spain, architect, 12, John Street, Sunderland. 

БТ. ALBANS.—Houses, Hatfield Road, for Miss Hill; York Road, for W. A. 
Gooding; Blenheim Road, for Mrs. A. M. Phillips; Cambridge 
Road, for F, Toogood. 

ST. ANNES-ON-THE.SEA (Laxcs.).— Enlargement of technical school; 
detached villas for W. A. Crawshaw and A. Patterson, Mrs. 
A. A. Hamer and Miss F. Watson. Houses, Clifton Street and 
Bt. Alban's Road, for Madame A. Hopwood; St. Andrew's Road, 


South, for J. Shepherd & Sons; Bromley Road, for J. Heap 
&nd Sons. 


ST. HELENS.—Houses, Samuel Street, for Makin & Griffith. 


8. Segar, architect, 


Woolfall & Eccles, architects, 


U. A. Smith, 


SHREWSBURY.—Nurses’ Home at Salop Infirmary; А. E. L. Oswell, architect, 


Dana Chambers, Castle Gates, Shrewsbury. Congregational 
Church (£3,500); Rev. W. Fry, pastor. 


SOUTHAMPTON.—New Church Institute at Highfield (£3,000). 


SOUTH MOLTON (Devon).—Class rooms at the United Schools. A. Lauder, 

i architect, Bridge Buildings, Barnstaple. 

BOUTHPORT.—Chapel in connection with Portland Street Welsh Presbyterian 
Church (£1,200). 

SOUTH 8HIELD8.—Fourteen houses for T. Thornton. H. Grieves, architect, 
King Street, South Shields. 

SPALDING.—Residence for R. Barker, Stonegate. 


STEYNING (BSussrx).—Proposed joint isolation hospital scheme. Steyning 
Board of Guardians, 


STACKSTEADS (Lancs.).—Pending restarting of the Tunstead Mil by a 
Pendleton firm. 


STOCKPORT.--United Methodist School at Edgeley Park. 


BTOCRTON.-ON-TEES.—Warehouse for the Tyne-Tees Steam Shipping Co. 
houses, Osborne Road, for E. A. Jones; Buckingham Street, for R. 
Bainbridge; estate in Oxbridge Lane, to be laid out for building 
purposes, R. Appleton & Sons, estate agents, 134, High Street. 
Stockton. 

STONEHOUSE.—Children's home for the Board of Guardians. Thornely snd 
Rooke, architects, The Crescent, Plymouth. 

SUDBURY (Strrork).—Alterations and additions to Grammar School. А. A. 
Hunt, building inspector, Shire Hall, Bury St. Edmunds. 

SWANSEA.— Additions to Carmarthen Road Congregational Chapel ; c. T. 
Ruthen, architect, Swansea. Proposed new training ге 
and schools, Uplands, for the T.C. (£80,000). Offices for the 
Harbour Trustees; A. O. Schenk, engineer t the Trustees, 
Harbour Offices, Swansea. . 

TENBY.—AdWditions and alterations at Bay View, The Norton; additions wv 
1 Дао Houses, The Norton, J. Preece James, architect, 

enby. 

THORPE (near Lixco.n),—Wesleyan Methodist Church (£900). i 

TILBURY.—Residence and surgery, Peninsular Road, for Dr. A. H. Fowler; 
house and shop, Dock Road. for S. J. Skinner; six houses, 
Christchurch Road, for T. B. Colenott. 

TODMORDEN.— Houses in Beaconsfield Street, Kilnhurst. Hoyle & Carpenters 
contractors. New Secondary School for the Council. 

and additions to Fast Peekham Schools for Kent 


C. C. W. H. Robinson, architect to the Kent Education 
Committee, Caxton Houre, Westminster. 
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TRENTHAM (near Srokr-owTaxwT).—Proposed establishment" of Garden 
Village, with own electric generating plant. G.: Townsend, 
Stoke-on-Trent. 

TRURO.—Alterations to Lis Escop, the residence of the Bishop of the Diocese ; 
Mr. Sedding, architect. Alterations to business premises, for 


: Webb & Co., drapers. 
TWICKENHAM.—Two houses, Campbell Road; Brewer, Smith & Brewer, 
architects, 11, The Green, Richmond. Seven houses, Hampton 


Road; G. F. Sharpe, architect, 57, Chancery Lane, W. C. 
WADEBRIDGE (CogNwALL).— Two houses in Glen Road, for Davey & Benney. 
WALKDEN.—Five houses, Wilfred Road, for J. Haliam; alterations to local 

Labour Institute. : 
WALTHAM ABBEY.—Factory for Joyce & Co., Ltd. (£14,320). W. Lawrence 

and Son, builders, Waltham Cross. 

WANSTEAD.—Proposed new Church for Aldersbrook Baptist Church (£4,000). 

Rev. W. Knight Chaplin, pastor. 

WANTAdE.- Business premises to be rebuilt for Valentine & Barrell, 

drapers, &c. 

WELLS.—New laundry buildings, and alterations to boiler house at the 
ylum. G. T. Hine & Co., architects, 35, Parliament Street, 

Westminster, S.W. 


WATFORD,—House, Boreham W^od, for E. Sandon ; alterations and additions 
to ' The Cottage," Chorleywood, for Lord Tiverton ; иза ыа 


and additions то ''Riverside," Hunton Bridge, for L. 


Thompson. 
WEDNESBURY (DanrasToN).—Proposed new baths for ths Darlaston Distriot 
Council (£3,500). 


WEST AUCKLAND (Co. Drnnaw).— School for the Durham О.С. (650 
scholars). Vaux & Mark, architects, 29, Norfolk Street, Sunder- 


d : 
VESTHOUSETON -Alteration and additions to 90, Church Street. E 
ittle. 


WIGAN (SrawptsH).—Houses, Almond Brook Road, for R. Baxter; Moore's 
Lane and Grove Lane, for J. Liptros. 

WINCHESTER.—Extension of 8t. Paul's Parish Church. Rev. С. Н. Gould, 
rector of 8t. Paul's. 

WINDERMERE.— Mansion at Fell Foot, for owner, Newcastle (£60,000). ' 

WOLSINGHAM (Co. DurgaM).—Schoo! for the Durham С.С, (500 scholars). 
F. H. Livesay, architect, Newgate Street, Bishop Auckland. 

WOLVERHAMPTON.—New Corporation Baths (£9,000). Borough Engineer, 
Town Hall, Wolverhampton. 

WORKINGTON.— Houses, Berwick Street, for Wilkinson & Miller; Beck Side 
aod William Street, for J. P. Bennett. 

WORSLEY.—Four pairs of villas in Hardy Street for J. Tyldesley. 

WORTHING.—Extension of the Swandean Isolation Hospital (£3,429). J. 
Longley & Co., builders, Crawley. 

Houses, Highfield Road, for Tate & Co., J. E. Lund, architect} 

Wykebam Road, for Mrs, Forsey; Grove Road, Broadwater, 
for A. Т. Clarke, Н. М. Potter, architect; Upper High Street, 


for Apted, Greenfield & Co.; Sea Lane, for A. Standing. 


WREXHAM.—Contemplated additional premises for the Co-operative Society. 


YARMOUTH.—Additions to factory, Admiralty Road. for Johnson & Sons; 
additions to store, A.B.C. Wharf, South Quay, for кено 


и ош additions to fishing premises, Crown Road, for 

. 8. 

YEOVIL.—New butter and cheese factory, Martock, for Paull & Со, 

YORK.—Girls' secondary school, for the City Education Committee. W. H. 
Brierley, architect, 13, Lendal, York. 


FORTHCOMING EVENT. 


Saturday, July ISth. At 7 p.m. At the Franco-British Exhibition. Institution 
of Marine Engineers. Paper on The Generation and Electrical 
Transmission of Power for Main Propulsion and Speed Regulation, 


by Mr. W. P. Durtnall. 


_ NOTES. 


Electric Burglar Alarms.—Any new invention or 
application relating to electricity is held up by the daily papers 
(usally а year or two after the event) to glorification. But let 
there be a whisper of failure in regard to any well-established 
electrical device and they will tumble bead-over-heels in efforts of 
vilification, “The lesson to be learned from the burglary at my 
Place,” ssid Sir Francis Cory-Wright to a Daily Telegroph repre- 
tentative, “is that -electric burglar alarms are unreliable. Here 
was a private residence fitted up throughout with a system 
of electric alarms, and yet burglars coolly walk in ... and 
nota single person in the house was disturbed." It seems, according 
to Sir Francis, that the electric alarm attached to the door through 
which the burglars entered his house was out of order, but all the 
others were in good condition. Sir Francis had been informed by 
bis butler, however, that they were frequently going wrong. 

Now, if Sir Francis knew of this before the burglary, he should 
have had the alarms seen to by a competent person, and failure to 
do во makes bim practically an accessory before the fact. If, on 


the other hand, the butler knew of it, but only told his master 
ssness in bis duty. 


afterwards, he must be deemed guilty of remi 

In any case someone is culpable, and to proclaim burglar alarms as 
uoreliable shows not only ignorance but neglect of the ordinary 
duties of a householder to his house. As well might a man fail to 
bare his kitchen boiler cleaned for ten years, and when it bursts 
condemn it as unreliable. Я 

Burglar alarms are, as everyone knows, merely mechanica 1 

closing or breaking devices; they, and the battery and bell which they 
control, should be kept in order as well as locks, т рро 
boilers and other fittings connected with a house. If the Ap 
holder has not made himself acquainted with their пева of 
working, he should leave their maintenance in the hands o 


WE eh en 
electrical contractor. If he takes this duty upon himself, he must 


see that the battery is always in proper order, and that the devices 
do not fail to work owing to dirty contacts, warped doors or 


window-frames, &c. In the present instance it is impossible to 
cause of failure without further know- 


state the actual 
ledge of the facts; but as the burglars got into eight 
rooms, the doors of which were all fitted with contacts 
(and assuming that the burgiars were not better acquainted 
with the alarms than Sir Francis and bis butler), it is pretty clear 
that the battery must have been out of order, or that a common 
connection was broken. Under the circumstances, to make such a 
sweeping assertion as that attributed to Sir Francis is unjustifiable. 
He would be well advised now to have the installation overhauled 
and properly maintained, while a test switch, for the butler to 
operate every evening before retiring, might be useful. 


Cricket.—MaxsriELD v. CHESTERFIELD ELECTRICITY 
DEPARTMENTS.— Teams representing the above departments met 
on the Town Ground at Mansfield for the second of what is hoped 
will be annual fixtures, on Wednesday last week. Chesterfield 
batted first, and compiled the respectable total of 126. H. C. 
Heys took seven wickets. Manstield then went in, and the runs 
were hit off for the loss of only two wickets. H.C. Heys 85 and 


Е. О, Foulds 28, not out, were responsible for the bulk of the runs. 
Both the match and the subsequent tea and smoker were much 


enjoyed. 

Notes from New Zealand.—According to a report 
from Dunedin, Messrs. Noyes Bros. are issuing a writ against the 
City Corporation for £7,339, being the balance of commission 
alleged to be due in connection with the Waipori works. 

Mr. Small, chairman of the Dunedin Finance Committee, in a 


report on city trading investments, advocates setting aside adequate 


sinking and depreciation funds—which 18 not now done—for tram- 


ways, electric power, water and gas departments. He estimates that 


there should be at least £30,000 per annum, and this will leave a 


net profit of £15,000. 
The Ross Goldfields Co., Ltd., has received intimation that 


Messrs, Maben & Welch, contractors, have ordered pumps and com- 
plete plant in England, The unwatering and opening-up of the 
mine will cost £50,000. 

Sequel to Fife Pit Disaster.— Eight actions, involving 
about £5,000, have been called in Kirkcaldy Sheriff Court against 
the Fife Coal Co., Ltd., for damages in respect of death and in- 
juries to miners as a result of the recent disaster in the Mary Pit, 
Lochore. The explosion, it will be remembered, was caused by з 
spark from an electric motor used for driving a fan, in con- 


р 
nection with the working of which a number of officials were 
Three young miners were killed and five 


recently prosecuted. 
seriously injared. The cases were debated on the question of con- 
joining them, and the Sheriff made avizandum. | 


Moscow Electric Tramway Contracts.—According 
to the Moscow correspondent of the Standard, after 18 montbs' 
discussion, the Moscow electric tramways extension has been under- 
taken by the municipality, but large orders have been placed 
abroad. The original British scheme fell through. The largest 
orders given abroad, however, will still fall to Britis: firms. Messrs, 
Dick, Kerr & Co. and the British Insulated and Helsby Cables 
have secured orders to the value of £83,000, while three orders for 
smaller amounts have gone to two German firms and one Swiss firm. 
The correspondent continues:—''For the supply of electrical 
engineering appliances hitherto Germany has been unassailable in 
Russia, owing to the fact that she possesses extensive works in this 
country, which the Government, by pressure, has practically com- 
pelled the municipalities to favour, irrespective of prices and other 
conditions, on the ground that they employ Russian labour, The 
Mayor of Moscow, M. Nicholas Guchkoff, brother of the leader of 
the majority in the Duma, ventured to show his independence of 
Ministerial dictation in the present case, in favourable contrast 
with the municipality of St. Petersburg, whose action early in the 
year compelled British tenderers to retire from a similar com- 
petition. The Moscow order obtained in the open market is the 
first real footing the British electrical industry has won in Russia. 
The work will be carried out wholly in Lancashire, making amends 
to the North of England for the import of Russian rails recently 


complained of." 
Institution and Lecture Notes.—Tramways AND 
Ілант RAILWAYS’ ASSOCIATION.— Prof. Carus-Wilson's lecture on 
" Rail Corrugation," which was delivered at the Shepherd's Buah 
Congress on Friday last, is to be discussed at a meeting of the 
Association at the offices, 35, Parliament Street, S. W., on Friday 
next, July 24th, at 4 p.m. Weare asked to state that the model 
shown by the lecturer will be on view for half-an-hour before the 


meeting. 

SociETY OF ENGINEERS.—By permission of Messrs. James Powell 
and Co., the members of the Society paid a visit to the Whitefriars 
Glass Works, Tudor Street. E. C., on July 14th. 


Breathing Ozone.—Writing to the Times, Sir Oliver 
Lodge points out the danger of breathing air artificially charged 
While this substance is an excellent disinfectant, and 


with ozone. 

perfectly harmless when present in natural quantities, it may cause 
very injurious effecta if inhaled in excess, and Sir Oliver quotes a 
painful experience of his own in support of this statement. His 
action is due to the marketing of apparatus for the domestic manu- 


facture of ozone. 
Appointments Vacant.—Junior 
the. Yorkshire Electric. Power Co. 


assistant engineers for 
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OUR PERSONAL COLUMN. 


‘Fhe Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and 


industry 
also eleciric tramway and railway officials, io keep readers of the 
BLmorBICAD Rum posted as to their movements. 


Central Station Officials.—Mn. P. F. ROBERTS, who 
has been switchboard attendant at the Kettering U. D. C. electricity 
works for the past three years, is this week proceeding to 
Kilmarnock, to take up a similar position there. 

Ма. HART Соттлм, ofthe Mansfield Corporation electricity 
works, is leaving there in order to take up, on July 20th, the 
poal on of shift engineer at the Dewsbury Corporation electricity 
works, 

Мв. Percy THORNBER, borough electrician of Summerland, 
British Columbia, was married on July 8th to Miss Lilian Bourn, 
hailing from Preston, who sailed for British Columbia some weeks 
ago. T 
The Poplar Borough Council has decided to increase the salary 


of Mr. J. Н. BowpzN, borough electrical engineer, from £500 to 
£600 per annum. 


Tramway Officials.— The directors and members of the 
New England Club, Peterborough, have presented a gold watch to 
Mn. J. R. Groves, manager of the B. E. T. Co.'s system, who is 
leaving the city, in recognition of his services to the club. 

The tramway staff at Bournemouth has presented an inlaid 
mahogany bureau to Mr. P. A. Hiscock on his marriage. 


General.—The board of the Mersey Railway Co. some 
time ago resolved to appoint a general manager who is an elec- 
trical engineer, and Mn. J. Shaw, M.Inst.C.E. and M. I. E. E., the 
resident engineer of the company, has been appointed to the 
position; he entered on his new duties on Monday last. Con- 
sequent on this appointment Mr. R. Bowman Вмітн, the present 
traffic manager of the company, has intimated his resignation, and 
he will cease to act in that capacity, but his services have been 
retained for the company until the end of the present year. The 
general offices of the company will now be transferred from James 
Street, Liverpool, to Central Station, Birkenhead. 

Мв. C. C. Hawkins, who has resigned the position of chief of 
the electrical department at the works of Messrs. W. H. Allen, 
Sone & Co., Ltd., Bedford, has been presented by the directors with 
a Georgian silver tea service and salver. 

We are informed that Мв. Cuas. W. D. Newman, A. M. I. E. E., 
A. M. I. Mech. E., for six years past chief assistant to Buchan and 
Partners, consulting engineers, Edinburgh, has recently started a 
practice on his own account in South Wales, where his address is 
31, Rawden Place, Cardiff. ; 

On Friday last the local staff of the Manchester branch of 
Siemens Bros. Dynamo Works, Ltd., presented MR. PuiriP C. Porn 
with a gold watch, on the occasion of his resigning his position as 
manager of the branch office. MR. EpDpMUND L. HILL, who has been 
appointed to take Mr. Pope’s position, made the presentation before 
the whole of the staff. We understand that Mr. Pope is leaving to 


take up a position with Messrs. John Musgrave & Son, engineers, of 
Bolton. 


CITY NOTES. 


Consolidated Electrical Co., Ltd. 


Mr. HERBERT ALLEN presided at the annual meeting held at 
River Plate House, on Monday, and in moving the adoption of the 
report, he said that the year’s income from interest, dividends and 
so forth was £6,941, a decrease of £591 as compared to the previous 
year. This decrease was more than accounted for by the fact that 
in the previous year there was a cash profit of over £1,200 by under- 
writing. Their investments, ав a whole, were far from being over- 
valued in the balance-sheet, at £82,256. The Consolidated Supply 
Co., Ltd., to which they handed over the Canonbury works and 
business a few years ago, had at length gone under. That company 
was unable to continue the struggle without further assistance on 
the part of this company, but that assistance they were not pre- 
pared to give. The concern had been given a fair chance, and in 
the end had been found wanting, and this company had now done 
with it. When Mr. Baylor came upon the scene with new 
ideas and new business in new industries—such as electric tramcar 
and motor-’bus appliances and accessories—they were a little more 
hopeful, but both of those industries had passed under a cloud, 
for the building of tramcars was almost at a standstill at present, 
and of motor-'buses, the less said the better. He thought that the 
shareholders would not be sorry to feel that they had shaken off the 
Canonbury incubus at last. What they would save from the 
wreckage it was too early yet tosay. There were the works and 
the stock that had accumulated over a period of years, and they 
would be pleased to hear of a purchaser or tenant. Unfortunately, 
however, similar small establishments in the light engineering 
trades abounded without tenants all over the country, but they had 
one consolation; however little they might recover from that con- 
cern, they had, at all events, about come to the end of their losses 
there. To protect their interests as debenture-holders, they put in 
a Receiver some time ago, and about nine-tenths of what was 
realised in the winding up sbould come to this company. Asto the 
Private Wire and Telephone Co., this concern had never loomed very 


large intheir accounts. It bad managed to struggle along for some 
years, and when he last addressed them, it looked almost as if it 
had turned the corner and become self-supporting, but that prospect 
was of brief duration.  Remunerative orders in that line had 
become more and more difficult to procure, and it was impossible 
for small and impecunious concerns to compete successfully 
with powerful competitors like the National Telephone Co., and the 
General Post Office. The Private Wire Co., therefore, looked like 
going the way of the Supply Co., and so far as they were concerned, 
it was practically done with. Time was, and that only three or 
four years ago, when the disappearance of the Canonbury and 
Private Wire businesses would have caused them grave concern. 
Happily they were now able to face the loss of them with compara- 
tive equanimity, because, whilst hoping for better things, they had 
been quietly and imperceptibly preparing for what had happened. 
In other words, they had anticipated the entire loss by what they 
had already written off. In 1903-4 they took the precaution to 
write down the value of the stock and plant by about £20,000. In 
1905-6 they wrote down the good will by over £16,000, and so-called 
investments by over £4,000, at the same time writing off pre- 
liminary expensesof nearly £2,000. In 1906-7 they wrote down 
certain other investments by a further £4,500, and now they had a 
surplus at credit of profit and loss account, after payment of a fair 
dividend, of £6,635, which would come in very handy, if necessary, 
asa set off against any further and final loss in closing up the 
Canonbury premises. The Anglo-Portuguese Telephone Co., in which 
they were so largely interested, and which indeed was their mainstay, 
continued ite career of increasing prosperity,and had felt justified in 
increasing ite dividend from 74 to 8 per cent. There were probably 
few shareholders in this company now who realised that (under their 
old name of the Oonsolidated Telephone Construction and Manv- 
facturing Co.) they promoted not only the Anglo-Portuguese Tele- 
phone Co., but were sponsors for the original telephone system of 
Italy, Austria and Argentina (all of which had grown to great 
dimensions) The success which had attended British telephone 
enterprises in foreign countries had been most striking, and he was 
unable to reeall a single instance in which they had not givena 
handsome return on the capital sunk in them. | 

After further remarks, the motion for the adoption of the report 
was seconded by MR. C. WooLLEXx, and carried unanimously. 

The resolution for a dividend at the rate of 34 per cent. per 


annum on the ordinary shares was passed, and the retiring director 
and auditors were re elected. 


Lancashire Power Construction Co., Ltd. 


Tux directors’ report to September 30th, 1907, was presented at 


the meeting held at Winchester House on Tuesday. It stated that 
in order to meet the requirements of the district it bad been 
found necessary to carry out additional work beyond that origin- 
ally contemplated. For this purpose further capital expenditure 
was and will be necessary. “In these circumstances the board 
decided to consult some of the largest shareholders as to the best 
means of dealing with the situation. At an informal meeting à 
committee of shareholders and directors was appointed to consider 
the position and report to the shareholders, Numerous meetings 
have been held, and the Committee has made recommendations for 
the raising of fresh capital, in which the board fully concur, and 
which are embodied in the report of the Committee sent herewith. 
The district in which the company operates contains a large number 
of power users, and the board confidently expects within a com- 
paratively short time to so enlarge the company’s business as to 
make it profitable, and they, therefore, unanimously concur in the 
Committee’s recommendations for the raising of further capital, 
and request the approval of the shareholders. Notices are enclosed 
for meetings at which the necessary resolutions will be submitted 
to give effect to the recommendations of the Committee. As will 
be seen from this report and statement of accounts, the total 
liabilities amount to £53,765. The Committee recommends that 
further capital to the amount of £150,000 be raised by the creation 
of 5 per cent. debenture stock, to be offered to the shareholders at 
par, with a bonus in 4 per cent. income bonds of 50 per cent. of the 
amount of debenture stock subscribed for. At present the receipts 
of the Lancashire Electric Power Co. for current supplied are more 
than sufficient to meet all station expenses, and to bear a consider- 
able proportion of the administration, office and development 
charges. The results would have been much better had not the 
company, along with all manufacturers, suffered severely from 
the abnormally high price of coal which prevailed during 1907. 
As has been the experience of all similar undertakings, the 
establishment of the business of the Lancashire Electric Power 
Co. has taken much longer than was expected, and many unfore- 
seen difliculties have had to be overcome. The development of the 
business had been retarded, owing to the difficulty in the past in 
making satisfactory arrangements with the local authorities, but 
with the completion of the agreements for supply, direct and 
in bulk, referred to below, these difficulties are at an end, 
and a large extension of the company’s business may now be 
anticipated. The number of inquiries now being dealt with give 5 
most favourable indication of the extent of the future business 
which may be expected, leading to the complete employment of the 
existing plant in the generating station. The Power Co. " 
already giving a supply in bulk to the Urban District Council o 
Swinton and Pendlebury, and has made agreements for а eupply ps 
bulk to the Urban Districts of Farnworth and Hindley; it bas 
made agreements to take over the provisional orders granted to ш 
Councils of the Urban Districts of Ramsbottom, Tyldesley, Little 
Lever, Little Hulton, Kearsley, Worsley, Whitefield, West 
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would, he believed, be materially improved 


houghton, Abram and Aspull, and of the Rural District of Bary, 
and isnow in a position to supply direct to power consumers in the 
said districts; and negotiations with other local authorities are in 
progress. The Power Co. has also itself obtained a provisional 
order authorising the supply of electrical energy in the Urban Dis- 


trict of Tottington. 
commenced to supply power in October, 1905, and 


The company 
the following is a statement of output :— 


1906. 1907. 
Units sold... oe m 3,043,723 5,380,847 
Works costs per unit sold 476d. 368d. 
Total costs En 728d. 561d. 
Connections 3,280 H. P. 4.342 H. P. 


At the end of the period covered by the accounts 4,052 E. p. 
were connected with the company’s mains out of a total 
capacity of approximatély 12,000 u.p. Since then, additional 
customers have been secured, and there are now, approximately, 
4,600 f. . connected with the mains, besides a further 1,045 H. P. 
arranged for, but not yet connected. 

A considerable proportion of the present output is supplied 
under one contract which was taken as an experiment at rates 
which experience has shown to be unremunerative. This contract 
has now only a little more than a year to run, and the consumers 
wish to arrange & new contract to replace that now existing on 
lines which are much more favourable to the company. The direc- 
tors regret to report the resignation of Mr. H. Wolfenden and Mr. 
Mark Barr, two of the directors, on account of pressure of other 


business, 


Mr. T. O, CALLENDEB presided at the meeting held at 
Winchester House on Tuesday, and in moving the adoption of the 
above report, he said that there had been igreat delay in getting 
the Lancashire Power Co. to work. "When they erected their 
station and laid their mains, and were in a position to supply, 
they found that the position which they held was misunderstood by 
many of the local authorities, and that instead of being léoked 
проп as а useful member of sociéty in Lancashire, they were con- 
sidered as a bitter enemy by most of the local authorities. They 
did their best to alter that position, but it took a long time before 
they could make any impression upon the authorities who had the 
power to say whether they should supply or not. Practically two 
good years were wasted. During the first two years of the com- 
pany's practical existence, after the station was built, they were 
able to do but little in any part of their area, and it was only since 
they had become better known to the authorities, since they had 
appreciated the object of the company’s existence, that they bad 
overcome those objections, and that they had got into 
the position in which they now were, which ponte 

in the 

Immediate future. As the report showed, they bad made 
arrangements with three local authorities to supply them with 
electricity in bulk, and no fewer than 12 other local autho- 
em their provisional orders to be 


nities had handed over to th 
carried out. Nothing he could say would be such strong evidence 


of the changed attitude of the local authorities, That, however, 
had not been brought abont easily. It had meant an immense 
amount of trying and heart-breaking work. They found that it 
Was necessary for them to apply for orders. They did so, and 
with the exception of one order, as soon ва they sought to get 
powers the local authorities themselves applied, stopped them, and 
took ont their own provisional orders, This company made 
arrangements with them, and fortunately, among the 11 orders to 
be transferred, several were those which were originally applied 
for by the company. This explained to a large extent the reason 
of the delay, and the reason why their progress had been so slow. 
Another point, strange as it might seem, had been the booming 
Prosperity of Lancashire. When things were so good among 
manufacturers as they had been in Lancashire, it was hopeless 
lor any person to introduce electrical power or any other 
Improved methods on a large scale. The people to whom they 
Went in the hope of getting them to install improved machinery 
sid, " Right enough—good improvement—a proper thing to do 
buf we are too busy to look at it!" They would not stop their 
mill for one single day, or slacken their production for one week, 
While they had that excellent trade. That was quite a sensible 
Point of view for them, but it was unfortunate for this company. That 
fact, together with the action of the local authorities, explained why 
meh small relative progress had been made, and why they were 
not making а much larger profit, They had, roughly speaking 
~allowing for spares—only one-third of their capacity employed. 
They were at present supplying from the station 4,000 H. P., and 
could supply, without any additional machinery, simply with 

the additional mains and connections, three times as much, namely, 
12,000 н.р, In regard to the further finance necessary, they found 
that a considerable amount of money would be required to pay 
the amount owing by the company, and to carry out the exten- 
fons which were necessary if they were to make it the success 
which they originally expected, and which they still hoped forto-day. 
In view of the difficulties of the money market, and especially the 
ties of raising money for industries of that kind, they called 
together an informal meeting of some of the largest shareholders, 
gentlemen who were interested in financial matters, and who 
thoroughly understood the position of things in London, and could 
give the best possible advice. A committee was formed and had 
ued its report which had been circulated. It was the opinion of 
the committee that the best method of raising money was that 
which would be dealt with at the following meeting. There 2 
bo doubt that the directors and committee felt that it was absolutely 
necessary to raise the money, and that it was necessary to make one 
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bite at it and raise a larger sum than was required for clearing the 


position, so that when the further extensions had to be made 
they would have the money in hand. The expenditure 
of the company had been somewhat in excess of what was originally 
anticipated. The excess amount was £37,000, but very little of 
that had gone on plant, machinery, buildings and distribution 
system, the difference here being only £4,000. It had been 

to expend large 


necessary in order to push the business 
sums of money on machinery on the hire-purchase system. 


After careful consideration the directors came to the conclusion 
that that was indispensable, and that in order to push the business 
they wonld have to adopt the plan employed by many electric 
systems and supply the plant to a certain extent on the hire- 
purchase system. No less than £10,900 had been expended thereon. 
Their various acts cost £25,100, or £4,000 more than they originally 
anticipated. Development of the business had cost £13,000. That 
development was expected to be taken over by the Lancashire 
Power (Parliamentary) Co., but under the circumstances which had 
arisen it had been necessary for this Construction Oo, to carry on 
the development of the Lancashire Power Co. in a way which was 
never anticipated. In the original scheme it was anticipated that 
£12,600 would be necessary to meet the loss before the company 
was in proper working order, but owing to the long delay that loss 
had been actually £16,700, во that they were £4,000 worse off 
than they expected tobe. They did not see how that expenditure of 
£37,000 could have been avoiced. Circumstances had arisen 


which prevented their carrying out their policy of the 
The 


undertaking in the way which was originally proposed. 
receipts of the company at the present moment were sufficient to 
pay its station expenses, and they were in hopes that all they 
wanted now in order to leave them with a considerable balance on 
the right side was additional customers, and these they were 
striving most strenuously to obtain. As the report showed, con- 
siderable progress had been made during the past year in unita 
sold. Abəut one-fourth of their day-load was under contract. 
They were in negotiation with a number of would-be customers 
who, now that affairs in Lancashire were less busy, were turning 
their attention to practically putting electrical supplies into their 
works. Some of these matters had already been settled, and they 
were finding more and more inquiries for current and more and more 
disposition to enter into relations with the Lancashire Co, In 
regard to one particular contract entered into at unremunerative 
rates, when the matter was brought before the board, it received 
very careful consideration, and it was agreed that it was abso- 
lutely impossible to find out what the proper cost of driving 
this particular installation was, The only thing to do 
was to take a contract for a limited number of years, and see for 
themselves. It was a heroic remedy, but it was the only thing 
they could do. Though it had been directly unremunerative, it 
had paid the company in the knowledge it had given, in the 
prestige gained, and by showing that the company was in a position 
to deal with the staple industries of Lancashire. As soon as possible 
they indicated that they could not renew the contract at the same 
prices, and the owners had expressed their willingness to enter 
into a contract with them on much more satisfactory terms, They 
would then be able to do it at a small profit. 
Мв. Е. E. GRiPPEB seconded the motion, and it was adopted. 


Mr. Callender was re-elected a director. 


A special meeting followed, at which resolutions were passed, 
adopting certain new regulations necessary to bring the compan 
into conformity with the New Companies“ Act, authorising the 
creation of £100,000 income bonds, and approving an agree- 
ment with Mr. H. F. Pareball, under which he becomes chair- 
man of the company, and receives £1,000 a year salary, with 
a commission of 10 per cent. on the profits in excess of £20,000, 
calculated before charging interest on the debenture stock and 
income bonds. The following directors are also appointed :—Sir 


R. A. Hampson, Mr. John Young, and Mr. J. L. Rushton, 


Bruce Peebles & Co., Ltd. 


A SERIES of meetings were held in Edinburgh on Friday last in 
connection with the reconstruction scheme of this company. 
Under an order of the Court of Session, separate meetings were 
convened of (1) the debentare-holders ; (2) the creditors other than 
debenture-holders; (3) the holders of preference shares; and (4) 
the holders of ordinary shares. Mr. J. A. Robertson Durham, 


hartered accountant, Edinburgh, one of the joint liquidators, pre- 
sided at all the meetings, and Mr. A. W. Tait, the other liquidator, 


as also present. | 
Ma ebenture- Holders, —The arrangement proposed is that the pre- 
sent debenture-holders are to get first debentures in the new com- 
any for the present amount of their holding, viz., £75,000. The 

ebentures are repaysble in 10 years—July lst, 1918—and are 
secured on the heritable property and fixed machinery, but they 
have no charge on the movable plant, book debts and other loose 


. The debentures carry interest at 5 per cent. per annum as 
8519 g fund of 2 per cent. has to be set aside for 


resent, and a sinkin | 
d es purposes. One-third of the surplus profits, after pay- 
ividend of 6 percent. per annum on the issued capital, 


es de t aside for this purpose 

i set aside for ; 

" the CHASEMAN stated that the scheme was presented under the 

Companies’ Acts of 1870 and 1900. The liquidators had received 

proxies as follows :—Creditors, £158,472 in 25 ar ба ао 
-holders there were ,700 in favour, 

ШШ лм di r two cases conditions were attached 


"m £500 against. In one o 
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to the proxies. Of the ordinary shareholders there were £106,510 
in favour, and £5,075 against; and of preference shareholders, 
£29,305 in favour, and £4,700 against. 

Mr. GILBERT TAxLOR (London) representing a holding of £25,000, 
said they had subscribed to the debentures on a 6 per cent. basis. 
At the last meeting they gave way, however, on the stipulation that 
they should have two nominees on the board; but this question was 
evidently to be left to the decision of the Court, so that at present 
they had not obtained any concession. He proposed to vote 
in favour of the scheme upon the condition that the debenture- 
holders were given two nominees. | 

Ма. Jonn Witsox moved that the scheme of arrangement be 
approved of, and that the confirmation of the Court of Session be 
obtained. He was hopeful that there was sufficient strength and 
backbone in the firm to make it eventually a profitable and useful 
concern, and so far as he could see the liquidation was being carried 
through most judiciously and wisely. 

Мв. W. A. Моввалу, representing a debenture-holder, who 
disapproved of the scheme, moved the previous question. 

Мв. GILBERT TAYLOR decided that he would not press his motion, 
but he asked the liquidators to state their views fully and fairly to the 
Court, and in reply to Mr. Taylor, Mr. James Watt, W.B., of Messrs. 
Davidson & Syme, W.J., agents for the liquidators, said that that 
would be done, and that Mr. Taylor could be represented when 
the matter came before the Court. | 

On the vote being taken, three voted in favour of the scheme 
and one against, the respective values being:—For, 454,450; 
against, £500. 

Мв. Талтгов then moved that Mr. A. W. Tait and Mr. A. B. 
Anderson be nominated on the board as representing debenture- 
holders, and this matter will be left to the Court to determine. 

The Creditors.—Here followed the meeting of the creditors. 
Under the scheme the creditors are to receive in respect of their 
admitted claims 78. 6d. in the £ in & second debenture, carrying 
interest at 6 per cent., and 12s. 6d. in the £ in ordinary shares of 
the new company, credited as fully paid. The second debentures 
are repayable, either wholly or in part, at any time at 14 days’ 
notice by the company, and, in any event, are repayable in ten 
years from the date of issue. Creditors whose claims are under 
£10, may, if they choose, recdive a composition of 5s. in the £ 
payable in cash in three months from the date of the allotment of 
tbe capital of the new company, instead of debentures for 7s. 6d. 
in the £ and shares for 12s. 6d. per £. All fractions of debentures 
and shares to which creditors may be entitled will be satisfied by a 
cash payment equal to 58. in the E of such fractions. 

Мв. T. O. CALLENDER, London, moved the adoption of the 
Scheme. That was the best thing that could be done. As one of 
the largest creditors he had gone personally through the works, and 
had taken a lot of trouble over it. 

Мв. A. D. Mackenzim seconded. He was the largest of the 
Scottish creditors. They had gone into the matter to the best of 
their ability, and from all they had learned, and from their know- 
ledge of the state of the works, and the undoubted value of the 
goodwill of Bruce Peebles & Co., they were able to say that that 
was the best course to take. With reasonable luck, and good 
prospects of improvement of trade generally, and with good 
management, they saw no reason to doubt that the concern might 
be brought round and be made a valuable asset for the creditors and 
Bhareholders. 

MB. GvaROS, representing Ganz & Co., Buda-Pesth, thought they 
should have fuller information as ќо the debts of the old company 
before being asked to commit themselves one way or another. He 
moved that they adjourn, that the liquidators might submit fuller 
information as to the assets and liabilities of the company. 

MR. G. Всногт2, London, seconded. It seemed to him absurd 
that business men should be called together to consider a scheme во 
incomplete. There was not a word given from beginning to end of 
that liquidation as to the real condition of Bruce Peebles & Co. It 
was desirable to adjourn the meeting until they had received at 
least an assurance from the members of the committee appointed by 
the shareholders that they had investigated the figures that they had 
recommended. 

Mr. A. W. Tarr said the claim put in by Messrs. Ganz & Co. 
was at that moment subject to adjustment, and was not admitted. 
It was through Messrs. Ganz & Co. that Bruce Peebles & Co. lost a 
large sum of money in Canada, and it was well known to a section 
of the creditors that a substantial amount was used in putting that 
right. The Committee had gone carefully into the position of the 
company, and they would not have signed the circular unless they 
had been fully satisfied about the scheme. The longer they delayed 
taking decisive action, they were simply taking money out of their 
own pockets. 


Mr. Wasp, General Electric Co., thought the scheme should be 
considered further. 

Мв. Tait said that, notwithstanding the strong appeal which Mr. 
Ward had made for everybody in the electrical business to come 
out of it, he believed that the electrical industry had probably seen 
its worst, and they all hoped that in the future it would be better. 

Mr. BnENING (Messrs. Allan & Co., Sheffield) asked if the 
Creditors’ Committee were unanimous in recommending that 
scheme, and MR. ROBERTSON DUBHAu replied that that was so. 

Mr. WATT said the directors would be acting in the interests of 
the concern if they applied for a Stock Exchange quotation in 
Edinburgh. 

Mr. Tair further stated that no obligation or understanding 
had been given that the Committee would report back to the 
creditors. 

In reply to a question as to the position of the liquidation at 
bat moment, the CHAIRMAN said they had given a balance-shect as 

February loth, and be was not going to give any guesses. The 
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figures were the figures at the date of the liquidation. They had 
done their best to carry onthe business. They had a large number 
of orders for a company in their position, and they had kept the 
thing going at a smaller loss. While they had lodged a large 
number of claims by creditors about which there was no doubt, 
there were a considerable number in a very doubtiul position. 
There was a sum of £170,000 in the books said to be due. Speak- 
ing roughly, the claims lodged amounted to £310,000, but he hoped 
the total wovld not materially exceed what appeared in the books 
at February 14th. A so-called balance-sheet at the present time 
would only have been misleading. 

Мв. Бирак-Вкювргы (Glasgow) considered it was folly at this 
time for creditors to come forward when the Committee had 
reported in favour of the scheme. If the matter were thrown back 
it might be impossible to bring matters so far forward as they were 
now, in consequence of which the works would, perhaps, have to be 
broken up at scrap prices, and the creditors would get absolutely 
nothing. As a preference shareholder also—Mr. Ridge-Beedle 
added—he was prepared, if necessary, to put his hand in his 
pocket, and if the preference shareholders were willing to do thaf, 
it said little for the creditors if they objected to this scheme. 

After the CHarnman had explained that it was, by law, incom- 
petent for them to adjourn, the vote was taken. 

Three were against the scheme, vig.:—Ganz & Co., £14,500; 
General Electric Co., £343; Morrison & Gibb (printers), £218. 
For the scheme the total amount, including proxies, was £168,472, 
and against £17,888. Thescheme was, therefore, approved of. 

The Shareholders.—'The preference shareholders are, on applica- 
tion, to be allotted three ordinary sbares of £1 each in the new 
company, credited as 13s. 4d. paid up, for each £5 preference share 
held, and the balance of 6s. 8d. per share (which is equal to £1 
per share of the old company) will be called up in cash. 

At the meeting of the preference shareholders, Мв. Носи 
MAvBERRY, Glasgow, said that the scheme appeared to be well 
constructed and fair. ° 

Мв. Rick, London, inquired as to the trade prospects. H 
they any talisman that would enable them to compete with the 
prices in the electrical business to-day? In reply, the OHAR. 
MAN said he could not tell whether the electrical business would 
succeed or not, but he put before them the views of the gentlemen 
who were competent to judge. The shareholders must be guided 
by the recommendations of the Committees ; if not, then they must 
take their own course. Every one of the Committee knew the 
electrical business. It was an influential and strong Committee. 

After Mr. Day had made some objection to the principle of the 
Scheme, a shareholder asked whether the company had been 
carried on at a profit or not during the last five months. Tbe 
CHAIRMAN, in reply, said they could not answer that question, 
because to do so they would require to take stock. They were, he 
would add, surprised at the success they had had in carrying the 
business on. There were far more orders than he expected; they 
had reduced expenditure; and if there was a loss it was a great 
deal less than they had anticipated. 

On a vote being taken, the requisite three-fourths majority was 
obtained, the figures being:— For, 37,300; against (including 
£3,800 of shares, the owners of which did not vote), £11,350. 

The Ordinary Shareholders.—The ordinary shareholders are, on 
application, to be allotted one new ordinary share of £1 each, 
credited at 108. paid up for each £5 ordinary share held, and 
the balance of 108. per share will be called up in cash. 

The voting resulted in 925 shares being for the scheme, and only 
17 7 The proxies in favour amounted to £106,510, and against, 


As the result of the various meetings the scheme of arrangement 
of June 15th, 1908, has been approved of. This scheme will now 
have to be brought before the Court of Session for approval. 


Electrical Power Storage Co., Ltd. 


Tun directors’ report to May 31st, 1908, to which we briefly 
referred last week, shows a profit for the year, including the 
balance of £787 brought forward, of £4,661, out of which the 
directors recommend the payment of a dividend of 5 per cent. on 
the paid-up ordinary share capital, which will absorb £4,491, and 
leave £369 to be carried forward. The buildings, plant, tools, Ac. 
have been maintained in thorough repair and condition at а cost 
of £3,046, which sum has been provided out of revenue. The 
debentures, amounting to £28,400, which appeared in the last 
balance-sheet, have been redeemed. These have been replaced to 
the extent of £10,000 (part of an authorised issue of £30,000), thus 
reducing the debentures outstanding by £18,400. Owing to the 
fluctuations in the price of lead and other raw materials, together 
with the general depression in trade, the volume of business bas 


somewhat decreased as compared with the previous year. Ene 
meeting was held in London yesterday. 


Electric Construction Co., Ltd. 


Tue directors report a satisfactory increase in the volume of the 
company’s business during the financial year. The amount of work 
in progress is considerably greater than at this time last year, includ- 
ing large power installations for India and the Midlands, in addi- 
tion to machines of all sizes for home and abroad. The industry, 
however, is still suffering severely from over-production, and a mall 
margin of profit only is obtainable. The net profit for the yea" 
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after payment of £10,250 for debenture interest, and crediting £5,000 
as formerly to depreciation account, is £5,932. The sum brought 
forward from last year is £209 and the amount available for 
distribution is therefore £6,141. The directors recommend that this 
profit be appropriated in payment of the dividend on the prefer- 
ence shares for the year ended May 31st, 1907, £4,395, leaving a 
balance to be carried forward of £1,746. In view of the volume and 
character of the work in progress, the directors hope to declare, 
about the end of December, a dividend on the preference shares for 
the year ended May 3186 last. In accordance with the arrange- 
ments described by the chairman at the last annual general meeting, 
the directors have subscribed for £5,000 43 percent. preferred ordinary 
shares of the Madras Electric Tramways (1904) Ltd. A portion of the 
company's holding in the tramways has now been disposed of, and 


a depreciation of £2,000 on the realisation has been debited to 


general reserve fund. The directors are pleased to report a marked 
improvement in the traffic receipts from the tramways during the 
past few months. 

[The above statement represents a substantial improvement. For 
the previous year the operations showed a loss of £1,442, which 
taken from the balance then brought forward left only £209 to be 


carried forward to this year.] 


‚ National Telephone Co., Ltd. 


Tex ditectors’ report shows that the income Accrued in respect of 
the business of the half-year ended June 30th, amounts to 
41,452,826, as compared with £1,315,038 for the corresponding 
period of 1907, being an increase of £137,787. The working 
expenses amount to £832,638, as compared with £749,760 for the 
corresponding period of 1907, being an increase of £82,878. The 
net result for the half-year (after deducting the Post Office royalties 
amounting to £139,547) is a profit balance of £480,641, as compared 
with £439,980 for the corresponding period of 1907, being an 
inctease of £40,661. The rentals carried forward for unexpired 
terms of running contracts amount to £1,314,591, as compared with 
£1,210,117 at tbe corresponding period of 1907, being an increase 
of £104,474. Ont of the available balance of £369,427, shown by 
the net revenue account, the boatd will recommend the payment 
for the half. year of a dividend at the rate of 6 per cent. per annum 
on the first and second preference shares, 5 per cent. per annum on 
the third preference shares, 6 per cent. per annum on the pre- 
ferred stock, and 6 per cent. per annum on the deferred stock, less 
meome-tax in all cases. The board also propose to transfer 
£140,000 to the reserve fund account, and to carry forward the 
balance of £10,677. £496,584 has been expended on capital account 
during the balf-year in the erection of 16,761 additional exchange 
and private stations, and in the construction of underground works. 


United River Plate Telephone Co., Ltd. 


THE directors’ report states that for the year ended March 31st last, 
the gross receipts in sterling in the River Plate were £250,750, as 
against £216,204 for last year. Deducting expenses in Argentina 
and London, debenture interest, dividend on preference shares, and 
interim dividend on ordinary shares, and adding interest on invest- 
ments, transfer fees, &c., there remains a profit of £77,740, to which 
must be added £4,070 bronght forward from the previous year, 
making an available balance of £81,810. The introduction of the 
common battery system has necessitated the replacement of part of 
the overhead by underground plant, and also other changes. The 
cost will be carried to a special replacement account as the work 
Proceeds, and be gradually written off. After applying £25,000 to 
the reduction of this special replacement account, and after meet- 
ing the cost of paying off the old debenture stock and the issue of 
the new, the directors recommend that a final dividend of 5 per 
cent. be paid up on the ordinary share capital of the company, making, 
with the interim dividend paid December 31st last, a return of 8 
per cent. for the year, free of income-tax, and that the balance of 
£4,904 be carried forward. The new issue of ordinary shares 
referred to at the last general meeting has been made, and the 
Whole amount subscribed. The first instalment was payable on 
April 1st, 1908, and only the amounts received in advance of the 


due date come into the balance-sheet. 


Yorkshire Electric Power Co., Ltd. 


A SPECIAL meeting of this company, to sanction the issue of new 
capital, was held on 9th inst. at Leeds, Mr. A. G. Lupton presiding. 
The Снатвмам, alluding to the death of Sir Richard Mottram, 
з director, said that the board had asked Mr. A. Meysey-Thompson, 
006 of the first shareholders, to step into the breach. This 
he had consented to do. At the February meeting he (the 
chairman) told them that it would be necessary to raise 
new capital to meet arrangements made with customers 1D 
Brighouse and other places. The amount now required was 
£45,000, and after giving the subject full consideration, the 
directors had come to the conclusion that the most advantageous 
method of raising money was on a second mortgage of the under- 
ing ranking directly after a sum of £40,000 owing to the bank. 
The directors propose to ask the shareholders to provide the ко 
on the following terms:—Repayable at the end of five years 1 
desired by the lender, with the option to the company of repaying 
it any time after two years, six months’ notice on either side; ІС: 


payment to be made at the rate of £105 per £100 subscribed ; and 
interest, payable half-yearly, at the rate of 6 per cent. pet annum. 
The money was wanted to extend the company’s mains into new 
districts. When all their new customers had been connected, it was 
estimated that there would be a revenue of £18,000 a year, and 
that there would be a considerable balance of profit. The proposal 
of the directors had received the endorsement of a private and 
informal meeting of some of the principal shareholders. 
The resolution authorising the issue of fresh capital to the extent 
of £45,000 was seconded by Мв. T. О. CALLENDERB, and carried 


unanimously. 


Thomas Parker, Ltd.—4A circular has been issued by 
this company dated July 14th, and reading as follows :—'' Owing 
to the increasing demand for Rees Roturbo pumping and other 
machinery, for which Thomas Parker, Ltd., holds the sole manu- 
facturing right for Great Britain and Ireland, the present working 
capital of the company has been found to be inadequate for the 
increased business. Consequently s new company is being formed 
entitled the Rees Roturbo Manufacturing Co., Ltd., which will 
take over the whole of the assets and liabilities of Thomas Parker, 
Ltd., and carry on the business as a going concern. The directors 
of Thomas Parker, Ltd., intended originally to transfer the business 
under the powers given them in the memorandum and articles of 
association of the company, and at a meeting of shareholders in 
April this scheme was passed unanimously. Owing, however, toa 
judgment given in the High Court immediately after this meeting, 
the directors were advised that it would be necessary to proceed 
by а voluntary liquidation and a transfer by the liquidator under 
Sec. 161 of the Companies’ Acts of 1862. The necessary meetings 
of shareholders have now been held, and the scheme has been 
passed, and the company is now in voluntary liquidation for the 
purpose of carrying out the scheme, in full accordance with the 
advice of counsel In the meantime, the business will go on as 


usual.“ 


Companies to be Strack Off the Register. The 
following are to be struck off the register within three months, 


unless cause is shown to the contrary :— 


Cox Thermo Electric Co., Ltd. E 


Folophane, Ltd. 

Patent Universal Smoke Condenser Co., Ltd. 
Simplex Electric Tramway Conduit Syndicate, Ltd. 
Standard Dynamo and Motor Manufacturing Co., Ltd. 
United Electric Wire and Telegraph Works, Ltd. 


The under-mentioned has been struck off the register, and is | 


accordingly dissolved :— 
New Electric Light Syndicate, Ltd. (Registered December 19th, 1895.) 


City and South Lendon Railway Со, — The 
directora have declared a dividend at the rate of 14 per cent. per 
annum on the consolidated ordinary stock for the half-year ended 
June 30th. £1,500 is placed to renewal fund, and £1,868 is carried 
forward. Last year the dividend was at the rate of 24 per cent. 


per annum. 


New Issue.—The Times says that preliminary arrange- 
ments are being made for an issue of £500,000 Toronto Light and 


Power 43 per cent. debentures. . 


Stock Exchange Notice.—Application has been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— | 

Metropolitan Electric Tramways, Ltd.—891,887 ordinary shares of £1 each, 
fully paid (special application). 


Platinum Substitutes, Ltd.—A special meeting of 
this company was held on Monday last at Winchester House. We 
were informed that the proceedings were not open to the Press, and 
that the business to be done related to proposed alterations in the 


capital arrangements of the company. 


Neweastle-upon-Tyne Electric Supply Co., Ltd.— 
The directors have declared an interim dividend of 24 per cent. 
on the ordinary shares for the past half-year. Last year's interim 


dividend was at the same rate. 


Telegraph Construction and Maintenance Co., Ltd. 
The directors have declared an interim dividend of 128. per share. 


This is at the same rate as for last year. 


Dublin United Tramways Co., Ltd.—The directors 
recommend a dividend for the half-year ended June 30th, at the 
rate of 6 per cent. per annum, free of income-tax, on the ordinary 
shares, carrying forward £6,494, in addition to £4,749 unexpended 
of the sum provided last half-year for reconstruction and main- 


tenance. 


Mexico Tramways Co., Ltd.—The directors have 
declared a dividend at the rate of 4 per cent. per annum for the 


three months ended June 30th. 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Compared with the corresponding period of 1907, 
t Includes horse, steam and other receipts, 


nd Fort- Receipts for No. Route 
Locality. night | the of | Total to date. thiles 
ended. fortnight. | wks. open. 
і 
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t One week only, 
§ One month, 


STOCKS AND SHARES. 


Tuesday Evening. 
WiTH money cheap and likely to become still cheaper, it is rather 
surprising that the markets are во slow to respond to the abundance 
of capital. Apparently the public prefer to allow money to remain 
on deposit with the banks at 1 per cent. instead of investing it in 
securities which pay more profitable rates. New issues bave, no 
doubt, taken up a good deal of floating cash, but cannot be held 
accountable for all the lack of confidence which is still a feature of 
the financial world. 

The end of the firet half-year of 1908 has brought no relief to the 
wearied proprietors of Home Railway! stocks. Prices continue to 
fall away in disheartening fashion, and the new six months bave 
provided little comfort, so far, for stockholders. As regards elec- 
trical railways, however, the showing is generally satisfactory for 
the earlier half of the year. Only the Great Northern and City and 
the North London Companies show traffic decreases, and the fgures 
of the other undertakings come out well. The statistics are clearly 
set forth by the Economist as follows, but we should point out that 
the North London is, unfortunately, not yet electrified :— 


i | Increase or 
Half. year ended June — 1907. 1908. decrease. 

: 
Baker Street and Waterloo. £62,241 £79,410 + $17,169 
Central London a ox 157,930 162,503 t b, 
Charing Cross, Euston, &... — 81,460 — 
City and Bouth London vs 78,100 83,675 + 5,575 
Great Northern and City... 47,206 43,783 — 3,428 
Great North., Piccadilly, &c. 102,669 141,190 + 88,461 
Metropolitan з "s 898,931 7 + 4,478 
District .. - ае . , 207,638 288,084 + 25,401 
North London .. 5 Be 281,869 204, — 2.600 

£1,285,188 £1,434,978 + £149,785 


Bakerloo 4 per cent. Debenture stock has hardened to 91, and 
the price carries the dividend, which will be deducted immediately. 
Therefore: the yield to a buyer at the present price is 43 per cent. 
The Debenture stock of the Piccadilly Tube, which is doing best of 
all the Underground group, stands at 904, the price being ex 
dividend at the end of last month, 

City and South London Ordinary stock slumped to 36, upon the 
declaration of a dividend at the rate of 14 per cent., which is 1 per 
cent. less than that of a year ago. This result is certainly disap- 
pointing, and it would appear as though the company had not yet 
felt the full benefit of the latest extension. The traffic increase of 
£5,575 has been more than swallowed up by increased working 
charges and the additional capital ranking for dividend. 

The weakness of Central Londons isexplained by the fact of the 
traffics being less brilliant than expectation had locked for after 
the opening of the new Exhibition, and the only hope for the 
hapless North London would appear to lie in the proposed absorp- 
tion by the London and North-Western. 

Electricity Supply shares have lost most of their animation, but 
prices are well maintained. Keneingtona keep at 84, and the list 
shows a few small rises. Charing Cross shares are somewhat dull. 
Three lots of Newcastle-on-Tyne Ordinary shares are now quoted, 
the old and fully-paid new shares being 52, while the new £2 paid 
shares are about 10s. premium. The latest is«ue of Preference, also 
with £2 paid, are called 23 middle. Indian Electric Supply 6 per 
cent. Debenture fell 5 points to 50, but St. James's 34 per cent. 
Debenture moved up 2 per cent. to 89. : 

National Telephone stocks have again improved, the company в 
report being an exceedingly good one. The income for the past 
six months fell less than £50,000 short of the round million and а 
half sterling, and the net profit of £480,641 shows an increase of 
£40,700. While the Deferred dividend rests at 6 per cent, the 
reserve fund and the carry forward are both augmented. The 
United River Plate Telephone Company has also issued its report 
this week, and the declaration of a final dividend of 5 per cent. 
caused the Ordinary shares to gain half a crown. Chili Telephones 
at 7i are 5s. better, while Orientals, on the other hand, have given 
way a trifle. 

Weakness in the American group is almost the only feature 
amongst Telegraph securities. Anglo-American Preferred has again 
crumbled, and Direct United States Ordinary went 4 lower. Anglo 
Deferred has been moving erratically, its fluctuations governed to 
some extent by movements in the American Railroad market. 
Eastern and Western Telegraphs are very quiet, with quotations 
practically unaltered. 


Marconi shares exhibit no recovery after their drop, the price 


‘continuing about 7a. 6d., and the market being a weak one. 


Globe Telegraph Ordinary shares have come into request, and s 
will be noticed that the quotations for Mackay Common ап 
Preferred shares have been materially narrowed. ture 

Electric Construction Preference rose 5s, aud the Deben 
stock 4 points, upon the issue of a report which is distinctly 8 ist 
The Preference dividend is to be paid up to the end of MAT tal 
year, which will leave only 12 montbs' interest in arrear. p the 
Aluminium Ordinary weakened to 2j, but recovered to 3, ае р 
prior-charge securities have advanced. Up to to-night, Tue S : 
the allotment letters for the new Debentures have not been rece! 
by applicants. Nominally the price of the new пахи i 
discount. British Insulated Ordinary and Preference аге ! 
and Willans Preference show 3 rise. 


Tramway and traction issues are so quiet as to call for no detailed 
comment. М 


— 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Business done 


— r; 


; Btock Closing Closing 
"Issue, ашан four years. Su. | Ушу. | 9 а, 
1904. 1906. 1906, 1907. 
Amason Telegraph Co.'s shares, Мов, 1 to 25,000 Nil | Nil | Nil | Nil 2— 8 2— 
$131,561,400! American Telephone & Telegraph, Cap. Stock  .. 7496 |8 96 | 8 % | 120 —124 120 —124 i 
8,000,000 Do. Collat, Trust, 4% Bonds, k о eA ol 4%14%14%] 89 — 92 xà | н — | 
593,180 | Anglo-American Telegraph  .. ..  .. .. 8195 | 8325 | B4% | 58 — 61 58 — 61 | 
8,200,910 | Do. do, do, 6% Pret, vs " 6 6 6 grids 102 —108 
8,200,910 | Do. до. do. Deferred ..  .. 4% | 12% |1% | 18—19 153— 16} | 
50,000 lo-Portuguese Tol., 6 % Mort. Deb. Stock Red. b b 5 99 — 99 —102 
44,000 | Chili Telephone, Nos. 1 to 44,000 mwmm .... 8 8 E 71— 72 74— 8 
9,883,378 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. 41% 144 149% | 88 — 83 — 86 
16,000 | Cuba Telegraph  .. S ne wien? "us 5 5 ds 7 e 7)— 
1401 Direct Spanish Tale anode $^ rt Art ar T 7 с 6 
ect Span elegraph, " T ee Өй A 
6,000 Do. do. 10 % Cum. Pref, 10 10 10 % 8— 9 8 — 
80,000 à о. 43% Debs, .. 4 44%, | 100 —108 100—103 | 
60,7101] Direct United States Cable we së а 2y \ 2. 1ag— 14 184— 14 
50,900: | Direct W. India Cable, 43 Ф Reg. Deb., 1 ю 1,200, R. | 4495 | 43% | 98 —1С0 98 —100 
4,000,000 | Eastern Telegraph, Ord. Stock. ae : 7 7 7 % | 183 —186 183 —156 
2,000,000 * Pret. Stook.. ee ае 84 8j 34% 4— 864 844 — 863 t 
800,000 | Eastern Extension, Australasia, and China Tele, 7 1 7% | 123-1 127— 12 
152,400 : 4 b. Sto ng. 41 47 4 1003 —102 1004 —102 
369,700 | East & 8. Afric. Tel., 4 9) Mt. Db., 1 to 8,000, red. 1900 194174 $ 101 —108 100 —102 | 
200,000 Do. 4 qi Res. M. Debs. (Mauritius Sub.) 1 to 8,000 49 14914 4 | 100—102 100 —102 
181,127 | Globe Telegraph and Truss 6376 | 54% | 54% | 1 1 104— 11 | 
181,127 Do. do. 6% Pref...  .. 6 6 6% | 18§— 14 13g— Hå ' 
000 ares neben elesreph d олеше е : 24% 20 V |20 % | 297 — 29 xà | 27 — 29 
an ermudas Cable, 1st Mort. e d 
19:600 [ Debs., within Nos, Lic 1,900, Ned. 4% | 44% | 44% | 98 —100 0 | 
17,000 | Indo-European Telegraph „„ 18 % 18 % | 64 — 57 55 — 58 | 
$41,880,400 | Mackay Companies Common 349 4% | 60 — 70 — 68 i 
000, 000 Do. o. 4% Cum. Pref. ..  .. 4 4 60 — 70 64 — 6А | 
884,190 | Marconi’s Wireless Telegraph.. — .. .. Nil | Nil | $$— fe — 17 
72,680 Monte Video Telephone Co., Ltd. Ord. .. 96 | 6 96 + la — 114 
86,494 , do. o. 5 Y Pref, gis] H— a — li : 
2,225,000 | National Telephone, Pret. Stock 6 95 | 1084-1104 109 11 : 
8725000 Po. d T poks С 6% |l —H7 | 1154-117 | 
15,000 : do, 6 % Cum, Ist. Pref. ..  .. 6 | 104— T 10g— 1 
15,000 ‘ do. 6 % Cum. 2nd Pref. . 5% pm 12 104— 1 
250,000 Do. do, 5 % Non-cnm. 8rd P., 1 to 360,000 5 — bij 68— öğ 
3,000,000 | Do. do. Bà „ Deb. Stock Red. 84% | 98 —100 98 —1C0 | 
1,716,698 | Do. do. 4 А Deb. Stock Вед... К 4 ИЕ 1003 —1 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid 8 14— 1 lj l4 | 
,000 Do. do. do. В9% Cum. Prel.. va 6 11— 1 iá— 1j E t 
99,100 Do. do. do. 4% Red. Deb. Stock .. 4% | 88 — 91 88 — 91 ; 
400 | Pacific & European Tel., 4 % Guar. Debe., 1 to 1,000 4 9 | 97 —100 97 —100 
11,8891] Reuter:: .. ... „„ 5% „. 8 7i— 84 | 
99,100 | Telephone Co, of Egypt, 44% Deb. Rocco. 44% | 97 —100 98 —101 | 
8,068 | Submarine Cables Tru. 6 127 —180 127—130 " 
100,000 | United River Plate Telephone Werde. ooi d т 8% | 684— 65 64— 7 
,000 Do. b 96 m. Pref., Nos. 1 to 40,000 5 6 прык 5 5 em 54 А 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 ; "^ um ly 1 1,5 н 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. 4% —101 xd —101 TE 
907,830 | Western Telegraph, Ltd., Nos. i to 907,980. . 2 d , ot 14 184— 14 RN 
800,000 4 % Deb. Stock Red. _ Ё 24-103 ши боо 
{ 


е о. 
West India and Рапата Telegraph .. a Ко 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


84,568 Do. do. 6% Cum. Ist Pref. 7 8 | = 
4,669 Do. до. 6% Cum. 2nd Pref,  .. .. i j 6 9 8j— | . 
кшш р do, 6% Debs., Nos. 1 to 1,800 bi 5% | % | 99 —102 99 —102 | Me 
Oe a UNE Me ducc cues аы ы р oS rece cca iu ы ы Liu e a ыш E uer 


—v— . — — — — 
Anglo-Argentine Trams, 10 % Nom. Cum. 2nd 5 4 p 
230,000 | Pref, 960,008 to 580,097 Ж „ 0 : ^" Nn 
360,007 Do, 6% Cum. Prefs., 1 to 960,007 ..| 6 |5 5395 | 52% ЛЕ ^ 3 
600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 |6 6 % 6% TEE per UTE 
385,100 | Auckland E. Trams, 5 95 1st Mort, Deb. Sto. | 100 5 54 | 5% £n d | ] 
% | Babcock & Wilcox, 110 580,000.. — .. — .. 1 |80 30 rt: 8 16 10 
100,000; ро, do. 6 sb Cum. Pret., 1 to 100,000 ../ 1 | 6 6 & | 6 1015 4 » g 
40,000 Britiah Aluminium, Ord., 11040000.. 1. 6 |7 7 55 |1% 218 7 E ogg 
40,000 | Ро. do. 7 % Cum. Prei. 6 7 15/44 514 8 n on 
20,000 U do. “ d 6 % Cum. Pref, ee oe 6 6 6 6 % 4 14 1 i 7 
259,900 b do. 6% 1st Mort. Deb. Stock Red. | Stock | 5 5 % | 5 26 5 710 Vee ows 
800,000 Г Do. йо, 5) % Loch Leven Debs. — ..| 100 | 53% | 5% 640 p- 
400,00 | British Columbia E. Rail Def. Ord. Btock .. — ..]| 100 l6 6 |3 % 498 i 
800,000 5 Pref. Ord. Вюск  .. .. ..| 10 5 5 K 410 1 | | 
800,000; Do 5 & Cum. Регр, Pref. Stock 100 | 6 Tb. 4 8 8 EE 
$83,000 | Ро. 43 % 1st Mort. Debs., 1 to 6,950.. .. | 40 4 | % 462 с 
220,000 Do. Vancouver Power Debs., 1 to 2,200 | 100 | Nd Nil EN 
183,801 | British Electric Traction me ee 0 g 6 6 4 „ 
161497 Do. do. 6 % Cum. Pren. 10 5 5 20 SEV 
1473858 | ро, do. 5 % Perp. Deb. Stoox .. | Stock 4e 514 8 „ Ве, 
528,936 Do. do. “4 % Deb. Stock Red, 100 4 à 8 8 7 ad, 
100,00 | British Insulated and Helsby Cables б АСЯ 416 0 11 
100,000} Do. do. 69, Cum. Pref. 5 44% 415 nr 
600,000 | о. do. 459% 1st Mort. Deb. Red... | 100 Ue 4 11 10 ir 
213,000 | British Thomson. Houston 44 9% Ist Mort. Debs. .. | 100 | Nil { d 
400,000 | { British Westinghouse 6 % Pref., 1 to 200,000 and b Nil Nil | Nil П 3 
' $75,001 to 475,000 3 ae Y 
1,016,968 | ро, do. 4% Mort. Deb. Stock .. | 100 |4 v * | wi Nil » 
60,000 |tBrowett, Lindley £Co.,Órd. ..  ..  .. «| 1 il Nil | Nil Nil T 
60,000 { Do, " 6 % Cum. Pref. oe ee 1 Nil Nil Nil Nil 1 : 
106,781 | Brosh Electrical Engineering, Ord., 1 to 106,781 .. | 9 | Nil SHEET Nil eon 
160,000 ро. do. Non-cum,6% Pref... _.. 3 |6 6 m 0 0 E 
15,00% Ро. do. Perp. Deb. Stock .. | Stock Н, $ “ue 715 2 1 
155, 00 Ро. do. Perp. 2nd Deb. Btook.. | Btock 4% | 4 bs 1 6 pco 
100,000 | Buenos Ayres & Belgrano, 1 to 100,000 — .. .. 5 |4 А 6 9 517 1 ubt 
40,000 | ро, do. " А” 6 % Cum. Pref., 1 to 40,000 5 |6 6 6 6 % 517 1 | 10 
97,500 Do, do, “p” do., 1 to 27,500 ee oe 6 6 Б Б Б 6 2 Í ' 
186,400 | Do. do. 6% Deb, Stor. | 100 Б 5 T 415 8 { oof; 
190,000 Do, do. 5 % 2nd Deb. Btock ec ec 100 b 8 8 6 Ж 0 о 1 { ` 
187,610 Calcutta Trams, 1 to 187,610 ae oe ae oe 5 8% Б 5 96 5 96 A 7 2 
80,000 Do. 5% Cum. Pref., Nos. 1 to 39,880. . 5 as 4 g 43 43% 2 10 { 
860,000 Do. 4% let Deb. Biock.. +.» | 100 ie o Ф 505 2 10 | 
85,000 | Callender's Cable Construction shares 5 Пер % "5 d 5 4, 41 d 
40,000 . do, 5 % Cum. Pref, ..  ..  « 5 5% 4 Na 44% Nil | 
800,000 | Do. do. 43 %% Ist Mort. Deb. Stock Red. | Stock | 44 do egi Ni б К 
2128 Саре Ш Trams., 1 to 4 ogre 4. ct ее oe 2 6 B 96 2 96 9 * d 
, Castner-Kellner Alkali , oe ee si 
10 010 Cent f rna an 449,184 Mort, Deb, Stock | 100 | 44 ag 27 n» a E 
f tral London .Btok.. | .. e oc 
568,196 4. 4% Pref. Btock .e .. Btock í T НДЕ E | ; 
1% | 14% | 4% | A% | 


2 738 
De, ind oes oe 
40000 Do. do. Det. do 
1,480,000 | City and South London Rail 35 { А period of nine months. 1 From Manchester Share Liat. 
Unies otherwise stated, all shares are fully void. 
a ра лы м ыо SN a c 
Continued os next pedo | 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continued) - 


Stock Divid tor the Closing Business аше Rise + еа 
nn МАМЕ. ga | last ms ur years, notations week end or i 


uly 14th. | July 14th, 1908. | F'ail — | per cent. 


eee 


s p 115 re rg u- 1 Highest|L^?west. x " а 
86,000 Crompton & Co. Nos. 1 to 85,000 ee oe ee 8 ae ee ee 
Do. . Jet, Mort, Вер. Deba, to | .. |65%]5%|в5%|5% 90 — 93 T à . [581 ! 
100,000 900 of £100, and 901 to 11,000 of 450 Red. ara hae wares hee id m | 
900,000 Dick, Kerr & Co., 1 to 960,000 S oe oe oe 1 Еч 6 6 6 70 1 t б oe 4 16 0 | 
pongo, ро: na Tiger ient 1 te 805,000 a “a, | 44 РА 9 5 а 8 т dud 
982, Г] C. * tock ° э ee ее С 
60,000 | Dublin United Trams. (1896), 1 to 60, ooo 10 |6 : б 1 1 iiy. id та : H А 
69,987 ; 6 % Pref. between 1 and 60,000 | 10 |6% | 6 Н % ure 
00] Кап t Seren Utd., 1 abe 28 a to 99,961 Р 9 | 1 { ilo 1 * ed ни pu 
8 " А e ae ee 
819,415 Do. 4% Deb. Stock Red.. 100 | 4 4 : 4% ы 8 oe - e. b J 1 
72,220 Do. 5% d De * Stock Prov. Certs. all pd. 100 6 ja N m à se е ee 6 Nil 
112,100 | Electrio Construction, 1 to 112,100 .. ..  .. 2 |4 ни i д vs as E Ni 
81 Do. do, 179% Cum. Pref., 1 to 81,800.. 247957 ie : i : : «х T + } А А 
25,000 | General Electrio Со. (1900), 5 % Cum. Pref. as 10 6 X 5 : { A a 5 T «d vs 6 5 i 
200,000 Do. do 4 Mort Deb. en ee Stock 4 / 0 4 3 1 ee oe ee 8 
78,000 | Gt. N. & City Rail. Pret. Ord. “А” 4%, 1 to 78,000 10 | 4% | 4 : à ў — d ө P 3 10 8 
05 Creare & 1 um 75 ды) we ee 100 : 4 Q Н 5 ee 109 —108 ee es ee 4 17 1 
80, • 0. е se Ф. { 0 ee os @e "E 
255 Bales (W. P.). . . ee ae : 15 A 15 14 ae 10} i 3 "s di ae P E = 
150.000 à do. Mort. Deb. Stock Stock 4 4 106 — 19 s A „|41 
50,000 | India-Rubber, Gutta-percha elegraph Works.. 10 1 x ш P4 pim А PS a 6 І В 
87,500 Liverpool Overhead way, Ord. .. T 10 N : de ч di ee — i 31 l 
10,000 + Do. do. Pref., fully paid ee 10 b 8 ee ee ee 8 0 
600,070 | London Uniten ram От 155 8 бол ee 10 0 : T d .. is . ‘ В п 
0 О» oe se ee ee . 22 
196 000 Do. do. 5 * Cum. Pref., 1 to 195,000 10 b 5 6 7 — 28 Ei — Н 7 т: 6 5 0 
1,881,000 Do. do. 49 Ist Mort. Deb. Stock . 100 4 4 415 79 — i — 79 784 415 3 
6,782,062 | Metropolitan Consolidated. Du. шу ср ^ que 100 1 9 31 393 ай та 2 л —2 1 К : 
9,640,914 Do. Surplus Land 100 эе гыш i= uh n ae E i ү 
8,285,000 Do. District T s bs Nil | Nil ^. An 
814,016 1 litan кырр Trams., ей. Eu ! - : 5 à, ir — 11 iE ; ў М ; anb. 
850.000 Do. до, $$ % Deb. Stock Red. | 100 EZ] ej do — 96 98 — 96 94 983 ín 418 9 
945,500 | Potteries E. Tr rei... 1 4 : i — ў }— } EM RE s $0 ) 
345,500 Do. сс. ribet ze de сш 105 4 ut i $ 50 — 55 "m a | is ИК ; F - 
87,850 Telegraph Construction and Maintenance .. | 12 15 % 16 me in Sm А 100 ms 82 81 » 6 : 5 
150,000! à 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4 4 1 % D t N E T ss m B1 
* 8,699,200 | Undergd. E. R., Lon., 5 % Profit Shar. 8. Nts. ...| .. 6 5 < % — — 44 42 413 EN 11 74 
Sis aea e imd LES] i | мые аи | ец . 
; 44.404 Na. i fut Mert. Ded. Block c ee ! 49% 4 la 72 — 6 то — 76 553 
ELECTRICITY SUPPLY COMPANIES, 
rom] E. L. & P.. 1 to 15,0% ũ  .. . 5 % «— 6 4— 5 2 is .. | 5100 
0,000 = Lo до. 15 e esr 805 100 10 a Е = g | к- = s T gs © { 0 и 
80,181 | Brompton ens. Elec. Lt. Bup., " j = — R 885 A 
i 9,869 Do. do. 7% Cum. Pref. А x 1 Í A a 101 981015 ae я й f 10 5 
i 886,876 | Central Electric Bupply 4 * Guar. Deb. Вюск .. T РЕ „> : 
80,000 | Charing Cross m Gand lectricity Supply SE 4 8 6 3 — i 4— hi 2 EM А б 17 : 
" о. o. um. . ux - Ed 
90.000 Do. " City Undertaking’ 44 Cum. Prf, 6 4 4 tł} Bi— 4 75]- | 72/6 —% {417 4 
4345 ee El tri 185 Did dE к » 19 6 1205 n = r^ 9 — 993 э үз =! 6 à 1 
elsea Electric u { es m КА = — gs T 
115,500 з Do. dd WI Deb. Btock Red. .. | Btock | 44 ae 99 Bof 100 10 ВЕ 3 +1 4 7 5 
70,596 | City of London Elec. Lighting, Ord. 40,001—110,596 10 6 = 03 94— 104 10 | 6 14 | 
40,000 Do. 6 x Cum. Pref.,1 to 40, 600. 10 |6 6 12 — 18 12 — 18 HR| ia [ama | 
400,000! Do. 6 Db. Btk., Scrip. (iss. at 115) all pd. ee 6 100 —12⁵ 122 —1925 ae " 4 0 7 
800, 0000 e 96 2nd. Db. Stk., Prov. Crts., all pd. 100 e 4 100 —103 101 —104 103 +1 4 6 р 
40,000 | County of Durham Electrical Power, Ота... as 5 70 2 d 8 8 ži m Ea 8 6 
9550 er e Electi Lighting Jr J 400 | 10 4405 5 7 8 1 — 4 Е E кү 
оп e 8 е 7 ee eae 
Аю ы Ro vepres | » i % [add | e| mz [id 
$00,000. Do. do. & and. Deb. Sock . Stock 4] 0 98 —101 98 —101 = i m qu 9 1 
80,000 Edmundson's Electrio Corporation, Ord. Shares Б 17 Nil ü i— d I. e Nil 
80,000 Do. do. % Cum. Pref. .. - 5 6 Nil 1 +— ex М " 
483,000 Do. do. 44 % 1st Mort. Deb. Stk. | 100 Hi 51% б — 73 68 — 78 P i i 2 
10.000 e m 5% Cam Pret 1 00 10,0% ũ DM 5 5 Н * 5 — st m d U A К 41011 
{ à Deb. 8 eo s | 100 — 99 = Е LH 410 0 
31,000 Kensington and Knightsbridge Blectric Ord. — .. 5 [12 o 10 % 8— 9 8— 9 0 ‚ Б 9 + 
90,000. Do. do. do. 4% Deben. Stk. | Stock | 4 4 & 96 — 99 96 — 99 F vá 4 9 1 
10,000 | London Electric Supply Corporation, Limited, Ord. 8 |8 23 E là là M iw 5 Ee 
10,000 Do. do. о 6 % Pref. .. 6 6 96 44— 5 44— 5 PA e d ina 
14,896 Do. do. 7 4 % Ist Mort. Deb. Stk. Red. Stock 4 % 89 == 92 89 — 92 oe ee 15 
‚000 Мено ал Electric Supply, 1 to 100,000 .. es 5 110 05 ‘ 94 48 — d о zb : 4 
76,121 А 4 Cum. Pref. 1—71 ,106 .. $5 6 4 4 — 4i— 4 90 / 88/9 E 153. 
0001 Do. 1st Mort. Deben. Stock РР Sa 4 44% | 105 —109 105 —109 Р ae 18 8 
$60,000! Do. % Mort. Deben. Btock Redem. | Stock 33% | B4 — 89 B4 — 89 88 2: | 1 
960,000 | Midland Electric Corporation, 44 % 1st Mort. Deb. | 100 4 4 % 94 — 97 94 — 97 ‘ s e] Н 18 4 
87,500 | Newcastle-on-Tyne, 1 OED is xs ss р E : % T : e 8 о A "i аР 
87, 500 Do. . Б J © 3 to 87,500 oe ee 10 7 1 ^o 12 E i 11 m 180 2 . 5 15 5 
10,863 Notting Hill Electric ighting oe oe oe ee 4% = Y 3 ws bs 5 12 0 
20,000 | Oxford, 1 to 96 and 407 to 20,810 ЧЕ ee are 5 1 1 % 52— 61 51— 61 . » 4 010 
50,000 | ро. 4 % Deb. Stock .  .. .. | 100 4 4% | 95 — 99 96 — 99 Us 5 E 
40,000 | Bt. James’ and Pall Mall Electric Light, Ord. .. 5 [144 10 do 75 B TÀ— BÀ " 116 7 
20,000 Do. do. 1% Pref. 20,081 to 40,080 b 1 7% 64— 7 62— 2 B n 517 9 
50,0001 Do. do. 83 96 Deb. Stock Red. .. | 100 Bà 84% 83 — BR 86 — 90 К +2- Nu 
12,000 | Smithfield Marketa Electric Supply, Ord. .. s b 4 il a — $ i— 2 e : вва 
99800 on d Electri ity Bodl . eee 4 ф , & 93 2 p — 733 т n ^ 6 19 3 
South London Electric . mm ee — — ek v 
50:000 South Met. Elec, Lt. & Power, Gra. zi se še 1. Nil 24%, A ü ja ae T : 1 | 
117,968 Do. do. 79% Pref. .. .. 1 1 1 & 1— 1 1 — 13 we - 4 8 3 
200,000 Do. do. 44 % 1st Deb. Stk. 100 43 44% 99 —102 99 —102 а is 12 10 0 
80,000 Urban Electio Вау, ОЧ. ds ass - we 5 5 5% 1— 9 1— 2 , s vs 1010 6 
50,000 Do. ‚ 596 Cum. Pref. = E 6 5 Фф Б 0 li— 2g li— 98 S n 5 0 0 
900,000 Do. do. 44% lst Mort. Db. Stk. Red, | 100 44 4195 — 87 — 90 P. ns xs 8 14 З 
110,000 | Westminster Eleotric Bupply Ord. .. TY 5 14 А 10 % 7 82 m 8; 29 n n 459 
81,279 Do. do, i 96 Cum. Pref, ae 6 6 44% 4 — bg 4 paun 5a s ь 
(Original 5 %—Red. to 44 9o from 81st Deo., 1908) 
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t Quotations on Liverpool Stock Exchange. § Interim Dividond. 
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THE ELECTRICAL REVIEW. 


ELECTRICAL TRADE OF JAPAN 


IN 1906-7. 


Tux following figures showing the imports into, and exports from, 
Japan of electrical and other materials during 1906 and 1907 are 
taken from the recently issued official trade statistics; information 


as to increases and decreases is added :— 


1906. 
uu Yen. 
Galvanised wire.— 
From United Kingdom .. 27,297 
„ Germany n 845,314 
„ Belginm end 41,692 
„ Austria-Hungary’... — 
„ United States 220,888 
„ Other countries 2,796. 
Total 1,137,987 
Rails. — 
From United Kingdom ... 62,110 
» Germany .. ... 1,035,924 
„ France see 2,748 
» Belgium iia 281,232 
» United States 829,820 
» Other countries 4,358 
Total .. 2,216,192 


Materials for building and posts for 
electric wire, and like materials.— 


From United Kingdom ... 365,447 
» Germany ... ia 3,353 

» Belgium 63,123 

» United States 471,641 

» Other countries 559 
Total 904,123 


Submarine and underground cables. — 


From United Kingdom 102,663 
» France  .. T 26,091 
„ Germany wee 68,455 
„ United States 10,432 
„ Other countries ser 
Total 207,641 
Insulated electric wire.— 
From United Kingdom 635,819 
„ France... Те 35,181 
„ Germany 47,969 
» Italy F 5,283 
„ United States 332,282 
„ Other countries 631 
Total ... бав 957,165 
Locomotives,— 
From United Kingdom ... 411,620 
» Germany ... Э 49,825 
» United States 921,258 
Total .. 1,882,703 


Railway passenger and freight cars, 
and рагіз.— 


From United Kingdom 745,511 
» France zn 6,398 
„ Germany ... 15,093 
„ Belgium 26s 109,222 
» United States 376,397 
„ Other countries 636 
Total 1,253,257 
Parts of electric cars.— 
From United Kingdom 49,231 
» Germany ... MT — 
» United States 256,521 
n Other countries — 
Total  ... ni 305,752 
Sleain engines,— 
From United Kingdom .. 479,611 
„ France Gi — 
„ Germany ies 32,524 
„ United States 361,538 
» Other countries ... 9,725 
Total "e 883,398 
(ras, otl and hot-air engines. — 
From United Kingdom... 153,430 
» Germany ... jj 25,612 
p Belgium oes oes IE 
„ Sweden = 
» United States 34,325 
» Other countries 4,725 
218,092 


Total 


3907. 


Yen. 


16,818 
1,187,109 
106,055 
6,134 
109,664 
1,141 


1,426,921 


488,688 
1,579,110 
10,268 
379,134 
1,371,016 
5,286 


3,828,502 


i 


1,251,814 
16,434 
7,103 
887,285 
16,251 


2,178,887 


567,888 
106,263 
619,669 
39,188 
143 


1,333,144 


647,297 
104,710 
124,072 
17,687 
234,403 
1,399 


1,129,568 


175,989 
103,047 
1,432,965 


1,712,001 


642,804 
2,645 
8,952 

16,812 

350,300 


—X 


1,021,513 


27,012 
46,550 
478,034 
6,936 


558,532 


727,159 
74,250 
31,220 

513,906 

3,633 
1,350,168 


431,855 
34,333 
9,441 
6,404 
66,899 
545 


549,477 


+ 


| +++ | 


Increase ог 
decrease. 
Yen. 


10,479 


64,363 
6,134 
111,224 
1,655 


288,934 


421,578 
543,186 
7,520 
97,902 
541,196 
928 


1,612,310 


886,367 


+ 
+ 13,081 


+ 
+ 


56,020 
415,644 
15,692 


+ 1,274,764 


+ 
+ 
+ 
+ 


+ 
+ 
+ 
+ 
+ 
+ 
+ 


+ 
+ 


—— 


+ 


+ 
+ 
+ 


465,225 
80,172 
551,207 
98,756 


1,125,503 


111,478 
69,529 
76,103 
12,404 
97,879 

768 


172,403 


235,631 
53,222 
511,707 


329,298 


102,707 
3,753 
6,141 

92,410 
26,097 
636 


231,744 


22,219 
46,550 
221,503 
6,936 


-- 252,780 


+ 


—— 


— 


+ 


* 


247,548 
74,250 
1,304 
152,368 
6,092 


— — 


+ 


+ 
+ 
+ 
+ 
4 


466,770 


278,425 
8,721 
9,441 
6,404 

32,574 
4,180 


pde 


* 


331,385 


341,795 
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Increase о 
Yen. Yen. Yen. 
Steam turbines. — 
From United Kingdom ... — 655,896 4- 655,896 
„ France... $us — 5,887 + 5,887 
5 Germany ae . 149 . 33,699 + 83,557 
» Switzerland 8.240 1427 — 6,813 
„ United States 121,430 309, 058 + 187,628 
Total 129,812 1,005,967 + 876,155 
Electric machinery.— 
From United Kingdom ... 442,534 707,513 + 264,979 
» France T 198,350 293,482 + 95,132 
n Belgium эз 32,543 10,590 — 21,953 
» United States 1,129,312 1,526,874 + 397,562 
„ Other countries, 8,756 4,478 — 4,278 
| Total 1,811,495 2,542,937 + 731,442 
Steam boilers,— 
From United Kingdom ... 942,814 1, 212,933 ＋ 270,119 
„ France E 642 8,677 + 8,035 
Е Belgium T" -— 631 — — 631 
» United States... 284,414 236,543 — 47,871 
» Other countries. 9,860 6,076 — 3,784 
Total  ... 1,238,361 1,464,229 + 225,868 
Pumping machines.— 
From United Kingdom ... 219,249 423,471 + 204,222 
» Germany ... ді 33,296 161,637 + 128,341 
» Belgium ... 8,693 20,274 + 11,581 
„ United States 190,441 477,096 + 286,655 
„ Other countries 1,339 5,61 + 4,122 
Total ... 453,018 1,087,939 + 534,921 
Lifting machines.— . 
From United Kingdom ... 644,757 717,238 + 72,481 
„ Germany PA 231,248 220,006 — 11,212 
» Belgium ... 23,535 6,217 — 17,318 
„ United States 186,484 129,647 — 56,8987 
„ Other countries 117 — — 117 
Total 1,086,141 1,073,138 — . 18,003 
Copper torre. Total 29, 229 16,623 — 12,606 
Telephoncs.— Total. ' 114,744 105,526 — 9,218 
Electric lamps and 
parts thereof.—Total 236,393 126,790 — 109,603 
| EXPORTS. 
Electric dynamos and motors.— , 
To China - ee 69,766 
, Kwantung —— 87,303 1119005 }+ 79003 
» Corea "MEER 11,581 70,739 + 59,158 
„ Other countries 2,239 1,479 — 760 
Total ... 101,123 245,189 + 144,066 
Copper wire.—Total... " 125,242 126,971 + 1,729 
ө 
74,764 103,771 + 29,007 


eee 


Telenliones.— Total. 
N. B.— Len = 28. 04d. 


Continental Tour of Electrical Engineers. — On 
Monday last a party of engineers left for the Continent, under the 
ægis of the Key Engineering Oo., with Mr. Leonard Andrews as 
their leader, to visit a number of large gas-engine installations ; 
the programme was similar to that carried out last year, including 
visits to tbe iron and steel works at Homécourt, the Government 
mines at Heinitz, and the works of Messrs. Ehrhardt & Sehmer, 
with a trip down the Rhine. This year, however, visits to the 
works of Messrs. Thyssen at Mülheim and to the gas-power station 
at Bruckhausen have been substituted for some of the items in last 
year's programme.“ The gas engines to be seen, made by Messrs. 
Ehrhardt & Sehmer and Messrs. Thyssen, are of 1,200 to 
2,000 H.P., and some of the latter are running on producer gas; 


four 2,600-н.р. Thyssen engines are also to be seen in course of con- 
We are informed that gas engines aggre- 


struction and erection. 
‘gating some 300,000 H.P. are In use in Germany alone for driving 
electric generators, and at Heinitz there will ultimately be over 
10,000 н.р. entirely gas-driven. The party will see many gas- 
driven alternators working in parallel, the power being derived 
from blast-furnace, coke-oven and producer gas. It is hoped that 
they will also be enabled to visit an electric winding plant and an 
electrically-driven rolling mill. The visit is timed to end 
to-morrow. The party consisted of the following members: Mr. 
II. Talbot, Sir John Turney and Mr. Councillor Clarke, of Notting- 
ham; Mr. W. W. Lackie, Mr. Dalrymple and Mm Ferguson, of 
Glasgow ; Mr. Chattock, Mr. Councillor Ellaway and Mr. Councillor 
Freeman, of Rirmingham ; Mr. Watson, of Bury; Mr. Cramb, of 
Croydon; Mr. Percy Allen, Ruocorn; Mr. Lynn, of the Power Gas 
Corporation, London; Mr. Crampton, Mr. Н. Б. Matthews and Mr. 
E. W. Cowan, of London; Mr. Slacke, of Manchester; and Mr. 
Andrews, London. 


— 


— 
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THE GERMAN ELECTRICAL INDUSTRY. 


Tur FIRST RESULTS OF THE INDUSTRIAL REACTION. 


HE large manufacturing companies have not waited very long 
dod offering tor subscription the additional capital whicb, as 
reported in а former issue, they had decided to raise for various 
purposes. No doubt the large sums required will be readily 
obtained in view of the financial support rendered by the banks 
associated with the undertakings, In addition to there, the 
Berlin Electricity Works Co., which has a monopoly of electric 
lighting in the German сара: has come forward for applications 
totalling £1,625,000 in ordinary shares and bonds. The money is 
largely needed for the acquisition of а considerable interest in 
the Electricity Supply Co., and for extensions of the company 8 

stem. 
MG Felten & Guilleaume-Lahmeyer Works Co. had all de- 
partments briekly employed during 1907, and the new orders 
booked were in excess of those received in the preceding year. 
According to the directors’ report, the turnover increased by 16 per 
cent., although the orders on hand at the close of the year were 
somewhat less than at the end of 1906. In consequence of the 
quiet course of the retrogression in conjunction with the circum- 
stance that the purchase of raw materials was proportioned 
according to the orders for delivery, the company experienced no 
losses through the fall in the quotations for copper, tin, zinc and 
lead. The prices of dynamos, motors and accessories were still 
not in harmony with the cost of production. As to the new com- 
meroial treaties, the report pointed out that these indicated a 
considerable deterioration in the sale conditions for a number of 
articles and countries, and it was now seen that the export trade 
was more difficult owing to the increase in foreign duties. In 
addition to this a further prejudicial effect was produced by the 
differential treatment of the import duties on the part of the 
British colonies in favour of the Motherland, and to this was 
added the compulsory working of patente in the United Kingdom. 


The accounts show the following figures :— 

1907. 1906. 
Share capital £2,750,000 £2,600,000 
Grots profits sist js 712,237 751,141 
Working expenses ... ae 287,582 257,915 
Depreciation... e 121,338 116,971 
Net profite 329,781 356,486 
Dividend i а 264,250 286,000 

„ . percent... bis 10 11 


The reduction in the dividend is attributed by the directors 
partly to a diminution in the yield on investments, and partly to a 
three weeks' strike at the dynamo works in the spring of the year. 
The Frankfort dynamo works delivered 9,330 machines, of a total 
of 358,000 H P., as compared with 8,070 and 265,000 н.р. respec- 
tively in 1906. The number of officials and workmen advanced 
from 10,470 in 1906 to 11,760 last year, the dynamo works alone 
employing 5,225 of the latter. At the recent general meeting the 
chairman stated that the orders then available were approximately 
of the same extent as at the corresponding period in 1907, and 
that although a decline in the period of prosperity was being 
experienced, the situation of business in general could be regarded 
as satisfactow. : 

The Voigt & Haeffner Co., of Frankfort-on-Main, had a turnover 
in 1907 which was 20 per cent. higher than in the preceding year ; 
but, notwithstanding this, the gross profits were slightly lees, the 
causes being the increase in the prices of materials containing 
copper, and the difficulties of manufacture due to the unfavourable 
location of the different factories and the inadequacy of the work- 
shops. This hampered the development of the undertaking, and it 
was therefore proposed to acquire a new site of larger extent in the 
near future. The net profits totalled £34,203, as compared with 
£27,728 in 1906; and a dividend at the rate of 10 per cent. bas 
been declared, being the same as in 1906. During the year the 
company increased its share capital from £100,000 to £150,000. 
The number of officials and workmen remained at approximately 

in the previous year. 

F in the Accumulator Works Co., of Berlin- 
Hagen, recently approved the accounts for 1907, and the payment 
of а dividend at the rate of 124 per cent., as in 1906, on a share 
capital of £400,000. It was mentioned in the directors’ report that 
the workshops at Hagen, Berlin, and at Hirschwang, near Vienna, 
were extraordinarily well occupied during the year, and the volume 
of business rose from £779,500 in 1906 to £956,500 last year. On 
the other hand, raw materials were dearer and wages and salaries 
were higher, and stocks depreciated owing to the fall in prices. 
The net profits amounted to £59,453, ав compared with £59,464 in 
1906. The participation in subsidiary undertakings again yielded 
increased receipts, and the company had acquired an interest in 
the Italian (ieneral Accumulator Co., of Milan, whose factory 
would be in full working at Malzo in a short time. Down to the 
end of March, 1908, the orders and sales represented a considerably 
larger value than in the same month in 1907. 

The general meeting of the Hartmann & Braun Co., of Frankfort- 
on-Main, approved the directors' report and accounts for 1907. 
According to the report, the electrical engineering industry did 
not suffer so much as other trades from the downward economic 
movement; but, in consequence of the increasing competition in 
the manufacture of measuring instruments, the augmentation in 
the company's turnover was comparatively slight, although, the 


number of officials and workmen advanced from 596 in 1906 to 639 
last year. The accounts showed net profits of £26,370, as against 
£25,698 in 1906, and a dividend at the rate of 12 per cent. has been 
declared, or the same as in the preceding year. An increase in 
business took plaoe in the first quarter of the current year. 

The report of the Bergmann Electricity Works Co., of Berlin, 
for 1907, announces that all departmente were well employed 
throughout the year, and the turnover increased by 30 per cent., 
the whole of the output being the company's own production. 
Costly preliminary works and experiments for various new branches 
of manufacture were paid for out of revenue, the methode of 
working were improved, and the capacity of the plant was 
increased. The financial position is as follows :— 


1997. 1906. 
Share capital ... se .. £700,000 £700,000 
Turnover 2j аз 1,051,000 802,500 
Depreciation provision vee 67,121 66,455 
Net profits { TA 137,990 115.226 
Dividend, per cent i 18 18 


A material extension of the machine department took place by 
the construction of steam turbines, and the abundance of orders 
allowed of the full utilisation of the enlargement of the turbine 
factory that has just been completed. During the year the com- 
pany started the production of high-pressure apparatus, and ex- 
tended the transformer branch; the specialisation of direct and poly- 
phase current generators was proceeded with up to those of average 
sizes; the meter department was developed, the glow-lamp factory 


. commenced the manufacture of metallic-filament lamps, and the 


building of motor-cars was inaugurated. The first three months of 
the current year have witnessed a noteworthy advance in the 
manufactures invoiced, and the orders still in hand ensure 
employment for a long time to come, the company providing occu- 
pation for an average of 4,000 workers. 

The directors of the Land and Sea Cable Works Co., of Cologne- 
Nippes, in the course of their report for 1907, point to the 
appropriateness of their foresight in the previous year in having 
secured the undertaking against losses through fluctuations in prices 
by entering the stocks of copper and other materials at a low 
value. As far as sale prices are concerned, both those of Germany 
and other countries largely declined in advance of the falling 
market for raw materials, and, as a consequence, the prices could 
not always be kept in agreement with the cost cf production. 
Although the company had some specially large orders in 1907, and 


-enjoyed favourable market conditions, the volume of business 


remained about the same as in 1906. The net profits were £29,286, 
as compared with £34,657 in the previous year, and the sbare- 
holders have sanctioned the payment of a dividend of 8 per cent., 
as against 10 per cent. in 1906. 

The accounts of the Mix & Genest Telephone and Telegraph 
Works Co., of Berlin, which were passed at the general meeting, 
indicated net profits amounting to £33,092 for 1907, as compared 
with £33,751 in the previous year. It was decided to pay a divi- 
dend of 9 per cent., this being the same rate as in 1906, on a share 
capital of £250,000. A proposal was adopted authorising the issue 
of new shares to the extent of £100,000 for the purpose of pro- 
viding additional working capital, and undertaking the production 
of new manufactures. 

The North-German Sea Cable Works Co., of Nordenham, ex- 
perienced an unfavourable period in 1907. An abetract of the 
directors’ report shows that a loss of £4,412 was incurred on mant- 
facturing, cable laying and repair accounts. After writing down 
the value of raw materials, and providing for depreciation, the 
accounts represent a deficiency of £34,806, which, however, becomes 
reduced to £19,273 by absorbing the balance forward from 1906, 
the share capital amounting to £300,000. Including the balance 
from 1905 the net surplus realised in 1906 was £30,244, and & 
dividend of 5 per cent. was distributed. 

The directors of the Accumulator and Electricity Works (late 
W. A. Boese) Co., of Berlin, state that the sales in 1907 again 
experienced a considerable augmentation. This was of special 
importance, having regard to the continued endeavours to create a 
monopoly in the department of stationary accumulators, and it 
showed that users were offering greater resistance to the formation 
of a ring in batteries. The net profits in 1907 amounted to £11,303 
as contrasted with £10,856 in the previous year, and the directors 
proposed to pay a dividend of 2 per cent. on the £3,000 in ordinary 
Shares, and 24s. per ghare on the £222,000 in preference shares, these 
being the same as in 1906. At the recent annual meeting, however, 
these proposals were withdrawn and the profits were partly 
transferred to the reserve fund and partly carried forward, the 
object being to financially strengthen the position of the company. 

The net profits of the Wilhelminenhof Cable Works Co., of 
Berlin, amounted to £9,541 in 1907 as against £9,463 in the 
preceding year. A dividend at the rate of 15 cent. on a share 


үн of £60,000 has been declared, this being the same rate as in 
6. 


^ 


Peru.—Messrs. J. W. Brooke & Co., Ltd., of Lowestoft, 
have just delivered a 25-H. P. Brooke " motor, six-cylinder, erected 
on its own bedplate, self-contained with radiator, water tank an 

petrol tank, and fitted with a 10 in. x 6 in. pulley for electric 


lighting work, the outfit to be shipped to Peru in sections not 
weighing more than 4 cwt. 
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THE CONGRESS OF | 
THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION. _ 


ө 


THE annual meeting of this Association was held on 9th and 10th 

insts., in the Congress Hall, at the Franco-British Exhibition. 
The Duke of Argyll, President of ,the Association, and the 

Reception Committee, welcomed the members, and presided 


| during the first portion of the proceedings. 


Sir Clifton Robinson, who lectured on the subject of Tramways 
of the World,” reviewed the progress made since 1860, when George 
Francis Train introduced the pioneer strect railway into Birken- 
head, following it with extensions of his system in London, South 


Staffordshire and Darlington. 

As to mechanical traction, the cable system, introduced into 
Бї. Francisoo in 1873, marked the first real advance ; this was fol- 
lowed by the introduction of the system in Chicago, New York, 
and other American cities, Highgate Hill (Loudon) in 1884, and 
laser in Paris, Birmingham, Edinburgh, South London, Mel- 


bourne, &c. ; 

The first electric trolley line in Great Britain was the Roundhay 
route, Leeds, opened in June, 1893. He, the speaker, carried out 
the electrification of the Bristol tramways, which commenced 
running in 1895; he subsequently opened the Dublin Southern, 
Middlesbrough, Stockton and Thornaby, and in 1901 the first 
section of the London United Tramways. In this connection he 
pointed out the great opposition to the introduction of the trolley 
system at Hammersmith, when those tramways were proposed, 
remarking on the fact that the L.C.C. were themselves using it now 
in tbe same locality. 

Speaking of British tramways generally, he saw no reason why 
they should not enjoy an indefinite period of financial prosperity, 
d 


if skilfully managed and conservatively financed. 
There were three points which handicapped us in comparison 


with other countries: | 

1. Our tramway cars were not permitted to travel fast enough, 
the average speed being less than 10 miles an hour. 

2. The double-deck tramway car in general use caused much 
delay, particularly at stopping points, The adoption of this 
type of car was consequent upon the regulation enforced by the 
authorities that no сага shall be licensed to carry any passenger for 
whom a seat was not provided. 

3. Traffic could be handled more successfully on special occasions 
were the present licensing restrictions regarding passengers removed 


or amended. 

It was undoubtedly the fact that in no other country in the world 
were such onerous conditions imposed upon the operation of electric 
tramways, and we were faced by the alternative that either we 


Were right and all the rest of the world was wrong, or we were lagging 


behind the more progressive nations. 
He was much struck during his recent journey with the ica 
ong- 


ment of electric tramways in Tokio, Yokohama, Shanghai, 
Kong, Singapore, Colombo, &c. These followed western models ; 
indeed, most of them had been built and equipped by British 
engineers. In Japan, however, they were run by native officials ; 
but in China, Europeans were in administrative command, аз in 
those towns in India where tramways had been installed. The 
natives took well to the innovation. The cars were usually divided 
The main obstacle to greater development in 


into two classes. t 
eastern cities was the narrowness of the streets; this was particu- 


larly noticeable in Tokio, the capital of Japan. That city was a 
network of electric tramways, either in operation or proposed, 
though there were several important main arteries of traffic too 
harrow to admit of even a single line of rails. The greatest possible 
impetus was given to the promotion of important lines of electric 
railways extending from Tokio and connecting with the large, and 
in some cases far distant, provincial business centres. 

It was very difficult to draw any clear dividing line on the 
Continent of Europe between electric railways and electric tram- 
ways, a8 there were so many interurban lines which could be 


ae as partly the one and partly the d —— 
peaking of purely street lines, the greatest develop : 
in the han eat Berlin Tramway Co., and in 


in Berlin, in the hands of the great and 
ів under a number of companies. There had been а bewildering 


variety of systems, but the overhead trolley ruled in most places. 
ck construction had also presented many varieties, but was 
gradually conforming to standards like our own. | 
A prominent feature on the Continent was the use of alternating 
current instead of continuous. Single-phase alternating current 
was, indeed, tried in America, but in Europe it occupied relatively 


4 More prominent place. г 
The great variety of local conditions in different горад 

countries, and of nationalities and customs, was reflected in the 

differences of equipments. As а rule, the operation was in 


hands of companies. Russia was equipped 


An extraordi little trolley line in 
nd pat шоок tion or. fixe months of every “his ы 
і 


afresh and put into opera 
the frozen River Neve, ав St. Petersburg. Sleepers and ra and a 
laid down, standards put up, trolley wires run и ср 
system 14 route miles in extent, run over the delta of the , 
until the approach of the warm season. Кр 

In concluding, he pointed out that we had lagged 1 28 
Tace with other countries, not from any ани 1155 rise 1D 
capitalista, inferiority in our engineers, or lack a heap nis 
our business men, but because we had been boun ] E rofited by 
restrictions and innate conservatism. But we had also р 


the experience and mistakes of those who led the way, and as a 
result we had produced apparatus and plant superior to that of any 


other country. 


. Tramway Rail Joints. 
(Abstract of paper by ALFRED H. Опввіхов, M. I. E. E., A. M. I. O. E.) 


THE purport of this paper is to describe briefly some of the modern 
forms of rail joints for tramway track, and the methods which 


have been adopted to make the joint in operation as nearly as 


possible like the rest of the rail. 
The modern permanent way in this country has become almost 


of standard construction. The track is usually formed by laying 
girder rails directly on a bed of concrete, bat there are some 
exceptions, notably at Sheffield and Hull At Sheffield, several 
experiments have been, and are being, tried with various forms of 
wooden sleepers laid longitudinally under the rails, to which the 
rails are anchored down by bolts and plates, and this sleeper forms 
a good support for the jointe. It appears, however, too soon to 
say whether this method, in addition to forming a cushion for the 
rail, also resulta in a satisfactory joint. It would seem that any 
initial irregalarity in the rail ends forming the joint would 
ultimately result in the well-known knocking, and would produce 
holes where the wheels jumped forward. At Glasgow, during the 
last three years, heavy cross timber ;sleepers have been adopted on 
all extensions and renewals of track. For the purpose of this 
paper, however, the ordinary concrete track will be assumed. 

In most of the principal towns the rail weighs frem 90 to 105 lb. 


per yard, according to the section. 
With the inauguration of steam and electric street railway 

8ystems, deficiencies of jointings were quickly apparent, and all the 

trouble with bonds and fishplates, through pounding, began to be 


* 


experienced, 

Experience proves that in all cases joints have a tendency to 
become loose and “spring” through the continual passing over of 
the cars, and, however slight this springing may be at first, it is 
rapidly increased by every car which passes over it. Hence, when 
the joint is badly worn, it appears that the only remedy is to cut 


out and renew either the joint or the concrete beneath it, or both. 
nsive operation, and necessitates removal 


This becomes a very a 

of setta and paving. It seems to follow, therefore, as a natural 
deduction from the foregoing remarks that fishplates should not be 
required to take a vertical thrust. 

The function of fishplates should be confined to jointing the web, 
and the vertical thrust should be taken by some other means, 

The principal types of rail joints are comprised under one or 
other ot the following classes :—(a) Sole Plates; (b) Weldsd Joints ; 
(c) Anchors; (d) Combinations; (e) Adjustable Joints. 

In order that the latest practical experience might be brought to 
bear upon this subject, the writer submitted a list of inquiries to 
several tramway managers, and they very kindly responded to the 
request for information. Their replies are embodied in the 
following paragraphs, and they record wide and diverse ex- 


eriences. 
d The original and simplest method of taking the vertical thrust 
at the Joint was by means of sole plates and fishplates. Sole plates 
are now in use at Hull and Darwen. In the case of Hull the rail 
ends are cut to an angle of 45° in plan, and the rails are laid on 


continuous creosoted sleepers. | 
At Darwen they are apparently being discarded in favour of 


other types. | 

The principal welds are the Falk,” the Thermit,“ and the 
electric. One or other of these welds is in use in many towns, 
including Glasgow, Leeds, Southampton, Nottingham, Liverpool, 
Brighton, Darwen and West Ham. The replies from Brighton 
and Darwen are both favourable to the welded joint, but it does 
not appear that welds have been extensively used in those towns, 

There can be no doubt that when two rail-ends are thus fastened 
together with a close joint, the result will appear theoretically and 
practically perfect. Asa matter of fact, however, the rail-ends in ' 
some portion of the rail and rail head always remain severed, and 
this occurs principally near the running surface or point where the 
real wear takes place. In other words, the weld is the least effec- 
tive and satisfactory at the point where it is most required. 

The difficulties of making a satisfactory practical weld are 
many and obvious. The difference in the chemical composition of 
the two metals in the case of the Falk” and “ Thermit” welds, 
and the great cost of tbe electric weld may be cited by way of 
illustration. All three processes also tend to alter the temper and 
nature of the rail-ends, and so produce a new fault while remedy- 


ing an old one. | | 

The opinion at Glasgow is that the welded joint is the most 
satisfactory from every point of view, except in the case of renewals; 
at Leeds and Southampton a similar opinion is expressed. 

At Nottingham it seems to be the practice when a renewal 
is required, to cut out the weld for а distance of about 18 in. 
on each side of the joint, and then to insert a new piece of rail, 
thus getting two joints in place of one. | | | 

The important question, with regard to this method is what is 
going to be the result in a few years, when large renewals become 
imperative. The solution is not an easy one to suggest at the 
moment, but putting all practical difficulties aside, the inference ів 
that the cost will be heavy. | | | 

Among the more prominent types of anchors in use in this 
country аге the Cooper,” Winby,” “ Kirkland,” Bull Dog” and 


“ Positive” rail anchors. 
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The anchor joint, in one form or another, appears to have 
appealed to a к number of engineers, and may be found in 
use on the majority of tramway undertakings. 


Anchors are preferred or ате used in Burnley, Huddersfield, — 


urnemouth, Wolverham ton, Birmingham and Darwen. The 
zuter has also put them ока throughout a 25-mile system of 
tramways. , 

The Cooper anchor, or piece of inverted rail, may be fastened 
to the rail either by bolts or rivets. Bolte are hardly likely to 
be satisfactory, 88, like fish-plate bolts, they tend to work loose. 

In all cases of anchors at joints, the ordinary type of fish-plate 18 
used, the function of the anchor being merely to prevent springing 
of the rail ends. | 

The success of this method of jointing depends absolutely on the 
stability of the concrete in which the anchor is buried, the nature 
of the soil beneath the concrete, and getting a true alignment on 
the running surface, without grinding. 

The experience at Burnley is interesting, and tends to bear out 
entirely the dependence on the condition of the soil and concrete. 
It is there claimed to maintain a good joint, but that hammering 
develops after two or three years, when the rail has to be ground. 
It is further stated to be bad for the rolling stock, and that rigid 
foundations and hammered joints break the car axles. 

A combination joint consists of a device in which an attempt is 
made to distribute the forces and counteract the effects of the 
hammering and pounding. | 

The Continuous Rail Joint Co., of Great Britain, Ltd., claim that 
their type of combined fish-plates and sole-plates “ preserves the 
much-desired continuity of wave motion, at the same time main- 
taining the joint in good condition by preventing any play between 
the rail surfaces and holding the rail-ends in alignment.” Booth's 
rail joint is very similar—in fact, it differs only in two details, viz., 
(1) the separate sole-plate which (2) extends entirely under the 
flange. It is difficult to see what different effect in practice there 
can be between the two types, provided that the fit to the rail 
section is equally good in both cases. It is just this qualification which 
is likely to constitute the chief difficulty and obstacle in practical 
application. | | 

Оп the Cavehill and Whitewell tramways, "positive" rail 
anchors are fixed at each end of the continuous rail joint. It would 
be interesting to know what is the cost for joints and anchors on 
that line per mile of single track, but, apart from that, the solidity 
A the joint, if laid on concrete, must be rather more than the rest of 
the rail. | 

Reverting to the question of the fitting of these joints, no abso- 
lutely accurate fit between the head and flange can be assured, 
because, in practice, no two rail-ends which are brought together 
to form а joint are rolled exactly to the same section. It is this 
slight difference, which gives rise to the trouble of knocking and 
hammered joints. 

With regard to the Dicker” joint, these have been put down in 
several towns, and particular reference to them is made by Preston 
and Darlington. Some experience of these joints has been obtained 
3 Diserpoos and also on the Tooting lines of the London County 

ouncil. 

Several years ago an attempt was made to forge out the fishplate 
and rail-end in one, by means of a portable hydraulic press and 
furnace. The rail-end was formed in such a manner that the joint 
faces were at an angle of about 30? with the rail edge. 

The idea was never successful in practice for several reasons. 


First, the cost was prohibitive ; and, secondly, the rails were much 


shortened in the process. The re-heating also had the effect of 
gore ки јо отат ое the steel. | 
"he adju e joint differs in almost eve icular f t 

шге: пате been described herein. чн , SE 
ny de ression due to the rolling load or any other cause, is 
readily adjusted by the use of & box-spanner without any disturb- 
ance of the paving. Hence the joint can always be maintained 
аз кот gi the d the rail. In adopting this type for 

new tracks, the heavy fishplates can be dispensed wit 
n steel plates substituted. i entre ere 
e question of bondsand bonding is intimately associated with 
and directly affected by, the form of jointing device adopted, 
hence tbese brief remarks во far as the subject is involved. 
au е pos part of 8 subject, the devices may be 

; wo classes, viz.:—(a) Those in whi 
M пс (^) welded т : тикшер UN 
he universa practice is to use two bonds per joint i 
8 заа " g the current, and & 10 xis R 
st position for them is one at 
i OAN eae e at the top of the web and the 
The anchor joint, the short bond and th 
] f e conceal 

may be used without seriously affecting the efficiency of ы 
support; with the combination,“ or continuous rail-joint, the 


only alternative is to use a long and un 
rendering that method still more edu E bond, thus 


Discussion. 


MR. J. R. SALTER, who opened the di i 
n e discussion, thought 
ium i pube the 5 of paving, for . of a 
closely bound up with that of pavin ir 
necessity of keeping the track and pavi E DIU ie 
I | latively fixed. Th 
ideal track was a flexible one; he had p endo k 
; a section of t 
mus on sleepers and without concrete, but the N 
| е paving, which was, of course, rigid. This style of track work 
as also used in Moscow, but the paving difficulty was not pro- 


minent, owing to the i i 
te g long winter period when only sledge traction 


joint was expensive unless done in quantity. 


. ME. J. B. HAMILTON expressed his belief in concrete foundations, 


but complained of the short life of track laid in the ordinary way. 
Since 1902 he had (in Leeds) been using welded joints—which were 
very satisfactory in themselves—but this was no use withont suit- 
able anchoring, and he thought the author had done well to draw 
attention to the matter. А 
Мв. А. BANISTER said that he had had some 5,000 Falk cast joints 
in use at Norwich for about eight years and had not had any broken. 
For extensions and repsirs he had adopted Thermit welded joints 
(some 450 having been made) and this was because the latter were 
equally cheap to make singly or in quantity, whereas the Falk 


described by the author seemed to require machine shop labour, 
such as could not readily be obtained on the road; the average 
labourer was not competent to do accurate fitting. The adjustable 
rail joint, if lifted by way of adjustment, allowed water to filter in 
under the pavement and caused a swamp at the joint. The great 
thing was to obtain a joint which would not disturb the paving. 

Mr. Srurz said he did not consider that the Falk weld was 
real weld—there was no actual fusion, although there was adhesion. 
The Thermit weld was much more extensively adopted than 
appeared from the paper, and it was generally giving satisfaction. 

Mn. E. Вкн®югст asked as to the conditions under which wooden 
sleepers were used on tramways ; judging from railway experience, 
they would give elasticity, but the adjustment seemed to be а 
matter of difficulty. , 

Mr. Н. M. Savers remarked that the vertical rigidity of the 
joint should be equal to that of the rest of the track —i. e., the track 
should be equally rigid or elastic throughout its length. The use 
of deep vertical anchors often led to the sacrifice of the concrete 
substructure. Bolted or fitted jointe covered with paving would 
always give trouble, and he favoured the welded joint, in spite of 
the fact that the rails were softened on either side of the joint in 
the process of welding. Electrically the weld was almost perfect. 

Mn. STEPHEN SELLON considered that an elastic bed was easily 
obtainable, and was preferable if it could be used without paving 
troubles. He was against the introduction of elaborate systems of 
anchor joints, as simple systems of construction were in use ап 
were giving satisfaction. He thought possibly the fact of there 
being plenty of money behind many tramway undertakings really 
led to the introduction of additional complications in track con- 
struction. So many novelties were introduced, and they required 
such a long time to prove their value that it was best to leave them 
alone. Local conditions really decided the necessity for their use 
or otherwise. 

The matter closed with some remarks from Sir J. Clifton 
Robinson, Mr. Gibbings deciding to communicate his reply. 


= 


ELECTRICITY IN AGRICULTURE.* 


By SIR OLIVER LODGE. 


Some thirty years ago a Swedish Professor named Lemstrom 
sought to elucidate the Aurora Borealis by trying to imitate its 


appearance by electrical experimente. For this purpose he pro- 


duced high-tension discharges of various kinds, and sent them 
through vacuum tubes until he got an appearance Very like those of 
the Northern Lights. Some of these experiments he conducted in 
his greenhouse, and he noticed incidentally that the plants seemed 


to thrive under the treatment, and that the electrification jum 


produced in their neighbourhood appeared to do them good. 56 
also noticed, as remarkable, the flourishing development of plants 
in Arctic regions, where the sunlight was very weak; and he attributed 
part of this growth to the influence of electric discharges. "m 

He says that when the plante in the North of Norway, Spite- 
bergen and Finnish Lapland, have resisted the frequently destruc” 
tive night frosts they show a degree of development which greatly 
surpasses that of plants in more Southern regions, where the 
climatic conditions are more advantageous. This rich development 
appears principally in the fresh and clear colours of the flowers, in 
their strong perfume, in the rapid development of the leaves on the 
trees, and their scent, but particularly in the rich harvest which 
different seeds—such as rye, oats and barley— will produce when, 
as before stated, they are not destroyed by the frosts. From & 
bushel of rye sown they will often produce 40 bushels, and from 
barley 20 bushels, and so forth. It is the same with grass. The 
results are attained although the people cultivate their soil very 
imperfectly, using only ploughs and harrows of wood. 
| Не pursued the matter by careful observation, taking test plants 
in pairs or groups, electrifying one group—that is to 84у, or 
charging some electricity into the air above them—and keeping a 
similar group away from the electricity, in order to be able 
compare them. Then he photographed the two groups side by 
side, and found in nearly all cases a marked improvement 8? the 
result of the electrical treatment. He concluded that the necdle. 
like shape of the leaves in fir trees, and the beard on the ears : 
most cereals, had the discharge of electricity as their function, 8n 
found that they did act in this way. ; 

It can hardly be doubted that the electrification of the ап bas 
some effect on growing plante. For it is found that, under ше 
influence of sunshine, electrified plants can give off electricity into 
the air from the leaves; and the fact that the air i8 electri 4 
relatively to the soil requires that the plants shall be electrifie 
too, so that in all probability they are in & constant state 0 . 
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electrica] discharge, which becomes more rapid when the sun is up. 

In what way this discharge of electricity from their growing tipa 

and hair, and surface generally, really acta must be studied and 
po 


reported on by physiological botanists; but it is natural to suppose 


that it cannot be without influence, and reasonable to think that 
that influence must be beneficial—a hypothesis which direct ex- 


ment confirms. 
When, after some preliminary experiments at Bitton, Mr. J. E. 
Newman, of Gloucester, acting in conjunction with Mr, R. Bomford, 


of Salford Priors, determined to try the phenomenon on a really 
large scale, and came to me to see if I could help them electrically, 
and enable them to maintain a continuous high-tension discharge 
for hours tegether each day over ten or eleven acres by means of 
power furnished by an oil engine and dynamo, I very willingly 
assented, and set my son, Mr. Lionel Lodge, upon the job. 

The method is to stretch over the field to be treated a number 
of wires on poles, high enough for loaded wagons and all the 
usual farming operations to go on underneath the wires withont 
let or hindrance. The wires are supported on the posts by 
elaborate high-tension insulators, and they extend over all the 
acreage under experiment, a control plot of similar land under 
similar conditions being, of course, left without any wires. 

The system of conductors is then connected at one post with a 
generator supplying positive electricity at a potential of something 
like a hundred thousand volts, and with sufficient power to main- 
tain a constant supply of electricity at this kind of potential. 

Leakage immediately begins, and the charge fizzes off from the 
wires with a sound which is sometimes andible, and with a glow 
which is visible in the dark. Anyone walking about below the 
wires can sometimes feel the effect on the hair of the head, as 
ofa cobweb on the face. They are then feeling the stimulating 
action of the electrification., _ 

The electrification is maintained for some hours each day, but is 
shut off at night ; it is probably only necessary to supply it during 
the early morning hours in summer time, and in spring time or in 
cold cloudy weather for the whole day, or during the time of the 
plant's greatest activity. But at what stages of the growth of a 
plant the stimulus is most effective has still to be made out. 
However, in the case of wheat, both the ear and the straw are 
valuable, and the electrification is accordingly applied for a time 
each day during the whole period of growth until stooling begins. 

The power required to generate the electricity is very small, for 
although the potential is high the quantity is insignificant, and 
the energy is accordingly comparatively trivial. It is known that 
eren when natural atmospheric electricity has accumulated 
intensely, and has become a thunderstorm, the quantity even then 
is quite small, though the potential or tension is so enormous that 
the flashes are of astonishing violence and power while they last. 

The electricity can be generated in more than one way. It can 
be generated by the revolving glass plates of a static influence 
machine, usually known in this country as a Wimshurst machine ; 
or it can be generated by transforming up to high tension, and 
rectifying to one direction, the current of the revolving magnetic 
generator called a dynamo. The first is in many respects the 
simplest, and was used in the early and amall-scale experiments, 
but it can hardly be regarded as an engineering method adapted to 
continuous or rough use. The latter is the one which in the trials 
now to be described we have adopted. : 

e power is generated by a two-horse oil engine driving a small 
ynamo in an outhonse of the farm. Thence the current (3 amperes 
at 220 volts) is taken by ordinary overhead wires to the field, 
Where they enter a suitable weather-tight hut, which contains the 
transforming and rectifying apparatus. The only moving part here 
is the “ break,” and if the original dynamo had been an alternator, 
even this might have been dispensed with. The transformer is a 
large induction coil, specially made to stand continuous use, and 
ite current is rectified by means of vacuum valves in accordance 
with a patented device of my own. | : . 

The negative electricity is conveyed direct to earth, while high- 
tension electricity, all of positive sign, is led by a specially 
Insulated conductor out of the shed to the nearest post of the over- 
head insulated wires, which are thereby maintained at continuous 
high positive potential. 

The overhead system of wires covered about 194 acres of ground. 

9 wires were mounted on insulators placed upon larch poles 
some 15 ft. high, which were placed in rows, the rows being 
separated by a distance of 102 yards, and the poles in a row being 
71 yards apart. Stout telegraph wire carried the current down 
each row, while thin galvanised-iron wires, placed some 12 yards 
apart, were stretched between the rows, and acted as the diacharge 
vites, In this way 22 poles were sufficient to support the же 
over the 19 acres. Roughly, only one pole per acre is required, 
therefore the inconvenience is practically nil. T 

Owing to the flexible suspension, risk of breakage to the wires үн 
тегу small. During the two years the wires have been up а 
Bevin ires broken at harvest time by 

gton, apart from a few wires bro ire h 
чы the top of an extra high wagon-load, only one wire has 
en. 

А ч ld 
read over two different fields: in one fie 
some 11 acres of wheat were under treatment, in the other б, ee 
of barley, and a half-acre plot planted with potatoes, шп, us 

The wheat field was of 184 acres extent; the 1 and 
were sown with English (White Queen) wheat, 1à sem aian 
„айап (Red Fife) on 53 acres. In oe electrified p 
Wheat occupied 24 acres, English wheat 9 acres. 

The result hd the barley field, including the amal рор y 
be neglected owing to the great local variations ргобпсес эу the 
had previously undergone ; 
very manuring the field previ had been very 
wheat field, however, as far as опе could judge, hs 

uniformly treated previously. 


The acreage was sp 


In the wheat, a difference was noticeable at an early stage, the 
young blades on the electrified part being, in the opinion of, many 


observers, of a darker green. 
The crop was judged as considerably heavier by several practical 
observers, and the straw was, on an average, from 4in. to 8 in. 
higher. Both experimental and control plots came into ear at 
about the same time, but the Canadian wheat under treatment was 
ready for cutting some three or four days before the control area. 
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Fic. 1.—Instpz THE TRANSFORMER SHED, SHOWING SIR OLIVER 
LopGE's Inpvctive Break, SPECIAL INDUCTION Соп, AND 
HianH-TENSION VALVES, FOR SUPPLYING CONTINUOUS CUBBENT 


AT 100,000 Vors. 


The following is a very brief summary of returns and information 
supplied to me by Mr. Newman and Mr. Bomford, showing the 


results from the electrified as compared with the control unelectrified 
plots. 


` 


SUMMARISED RESULTS OF THB 1906 EXPERIMENTS, 
Bushels of Wheat per Acre. 


(Estimated corresponding increase in straw not measured.) 
Fromthe From the 
electrified unelectrified 
plot. plot. Increase. 
Canadian (Red Fife) ... 354 254 40 per cent, 
English (White Queen)... 40 31 30 per cent. 
Moreover, the electrified wheat sold at prices some 74 per cent. 


higher, several millers in baking tests finding that it produced a 
better baking flour. 


The increase appears to be mainly due to better stooling. No 


marked difference was observable in the development of ears. 


Mr. J. Kirkland, of the National School of Bakery, Borough 


Polytechnic, found the evidence from baking tests supported by 
the average of dry glutens from all his tests thus :— 


Та the electrified 11:15 per cent. 
In the unelectrified 10°35 per cent. 


The somewhat poor yield of wheat obtained from the unelectrified 


portion of the field is probably explained by a deficiency in lime, 
which has now been rectified. 


Further, the wheat was spring 
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Fra. 2.—Part OF THE WHEAT FIELD, SHOWING THE POSTS SUP- 


PORTING THE ELECTRICAL DiscHARGING WIRE. THE WIRE 


ITSELF IS SO FINE THAT IT DOES NOT SHOW. 


sown, and Red Fife, under this condition, does not usually yield 


The experiments are being repeated upon wheat 


crops. 
E 7 PE present season, and strawberries are also under treatment 
nce more. | 
once mo in in the 1906 wheat field. Current 


1907, wheat was grown agai 
1 off from most of the barley field, which was down to clover 
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and rye grass; 8} acres in an adjoining field were planted with 
strawberries (Stirling Castle) in March, approximately 22 acres 
having a wire network erected over them. Mangolds were planted 
between the strawberry rows. 

The wheat field during the early spring was given a dressing of 
lime 10 cwt. to acre, 4 cwt. to acre bone meal drilled in; the 
unelectrified part was given 1} cwt, sulphate of ammonia, and the 
electrified part $ cwt. Barley had been grown on the strawberry 
field in 1906, and this was given 10 tons to the acre of farmyard 
manure, which was ploughed in. | 


Resvtt оғ Crors, 1907. 
| Waeat. 
(Variety, Red Fife, Spring Sown. ) 
73 acres unelectrified gave 239 bus. 38 lb. Head Wheat, 15 bus. 
1 lb. Tail. боо, 
11 acres electrified gave 455 bus. 50 lb. Head Wheat, 17 bus. 
27 lb. Tail. ` 
Or, summarising as before :— 
Busgers PER AOBE (HEAD WHEAT). 
Electrified. Unelectrified. Increase. 
41˙4 32 29 p.c. 


Electrified wheat brighter and a better sample. Increase due to 
better stooling and also better filling-out of ears. 


Hours PLANT RUNNING. 


1906.— March 16th to July 10th, inclusive, 6212 on 90 days. 
Average electrical pressure corresponded to a ?-in. spark, 


1907.—March 28th to July 27th, 1,014 hours on 115 days. 
Average pressure corresponded to a j-in. spark. 


STRAWBERRIES. 


This being the first year, the crop was necessarily very small, and 
was picked chiefly to see if any increase had been obtained. The 
result showed a 35 per cent. increase. Earlier ripening was also 
observed. 

Mangolds.—1t was found impossible to weigh either the whole or 
а part of this crop. Estimated increase (from number of cartloads 
removed) 25 per cent. Analysis showed an increase in the sugar 
where electrified, but the results varied considerably. 


Fic. 3.— COMPARISON OF ELECTRIFIED WHEAT WITH WHEAT 
GROWN IN THE CoNTBOL FIELD UNDER THE ЗАМЕ CONDITIONS ; 
AN AVERAGE PLANT BEING TAKEN IN EACH Case. NOTE THE 
BROADER LEAVES AND GBEATER NUMBER OF SHOOTS OF THE 
ELECTRIFIED WHEAT. 


Small plots of raspberry canes showed a marked improvement in 


growth. A curious point about the raspberries was that the foliage 


and fruit on the old canes ehowed no difference, but that the new 
growth, particularly after the old wood was cut back, showed an 
enormous difference in favour of the electrified. The manurial 
treatment was exactly similar. 

Small plots of tomatoes also showed a large increase in the crop. 

Those interested in the experiments are much indebted to the 
enthusiastic co-operation of Mr. Bomford. It may be interesting 
to note that it was at a farm belonging to Mr. Bomford’s father that 
the first steam ploughing in England was done. | 

Prof. Lemström is undoubtedly the pioneer in this sort of work ; 
thougb circumstances connected with the natural electrification of 
the atmosphere, and with the discharge of electricity from various 
n have been pertinaciously examined by Profs. Elster and 
Geitel. 
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Prof. Lemstróm published his results with fall details and 
illustrations, both of the apparatus used and of the appearance of 
some of the resulting crops, in a small book called Electricity in 
Agriculture and Horticulture," published in English by the 
Electrician. Co. in 1904, and it is well worth referring to.* 

The Abbé Berthelon, in 1783, raised a head of metallic points in 
the air, in the manner of a lightning conductor, and made it 
terminate in a series of discharge points just over the plants. He 
atates that the use of this apparatus was invariably accompanied 
by an improvement in the appearance of the vegetation and by an 
increase in the fertility of the plants. 

An opposite or control experiment was made by Grandeau in 
1879, when he protected a plant from atmospheric electricity by 
means of a wire cage, and showed that its development was greatly 
retarded. 

Other experimenters have done the same thing and made careful 
measurements of the resulte, which are all in the same direction. 

Prof. Berthelot compared the growth at the top of a 28-metre 
tower with that of plants growing at the foot, and considered that 
the greater growth at the bigher level was largely due to the 
potential gradient in the atmosphere. 

Dr. Cook, of Bristol, likewise obtained an increase in the rate of 
growth by the use of an overhead discharge on a small scale. 

During the winter of 1904 Mr. J. E. Newman installed a small 
trial apparatus, consisting of a small influence machine of the 
Wimshurst type and overhead discharge wires, at the Golden 
Valley Nurseries at Bitton, near Bristol. The wires ran about 
16 in. above the tops of the plants, or above the rows of tomatoes 
in the glaashouses, and short pieces of fine wire, with the free ends 
pointing downwards, acted as discharge points. 

From March 7th to July 26th the machine was running during 
108 days for a period of 9'3 hours daily, principally at night. 

In all cases control plots were provided, which, as far as prec 
ticable, were under identical conditions, and the very favourable 


results obtained led to the experiments on a larger scale above 
described. 
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AWKWARD WIRING RUNS. 


Tug maxim that “а bad workman blames his tools is 8 
very true one, and, therefore, an awkward wiring contractor 
is very liable to make an awkward wiring run. There are, 
however, cases which one comes across in practice in which 
even the genius finds himself face to face with a particularly 
stiff job, and it may be worth noticing one or two of the 
difficulties which stand in the way of securing plain and 
simple rans, and the methods that could be adopted to over- 
come these obstacles. Just as an architect can design 8 
neat and compact house, if he is a smart man, quite ав easily 
as another man can put up an awkward structure, 80 8 wire- 
man can by a proper grasp of his work, with the addition of 
a flash of the brilliance which makes his business superiority 
secure, make the difference between a smart piece of work 
and a methodical “ keep to the track sort of job. A man 
with a little thought and originality can obviate many 8 
sharp twist, and yet do sound work all the time. 

The first stumbling block to be overcome is usually the 
electricity supply company. Their contention, which is 
perfectly correct from their own point of view, is that they 
must enter the premises to be wired at the point nearest to 
their mains, and from that point the wireman is compelled 
to carry the installation to any point at which the consumer 
requires his supply; usually the point of entrance of ser- 
vice is situated in the basement. If there are several floors 
to be wired, each having the usual distribution board, ап 
endeavour should be made to run the mains along the 
shortest route to the staircase, or to some other portion 
of the building where the conductors can be carried straight 
up through each floor with the minimum of cutting. Even 
should the distribution boards be not required exactly at the 
points where these mains pass through the floors, wires can 
be led off to every position of distribution board, but in the 
majority of cases it is desirable and requisite that distri- 
bution boards should not be inside a room, so that the 
landings are as good places as can be found in the building 
for these points. 

It will usually be found that the buildings which give the 
most trouble in wiring runs are those which have been 
erected for some time, inasmuch as at the present day 
new buildings are generally wired before the decorations are 
finished. This frequently involves the fact that the premises 


* Prof. Lemström's experiments were fully reported in our issues 


of November 4th and 25th, and December 2nd and 16th, 1898.— 
Eps. E.R. 
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insulated condition, so that there is not much difference 


electrically whether wood casing and capping or steel 
tubing is used. 
in wiring such buildings is to endeavour to make 
the appearance of the protection used for the wires 
agree ag nearly as possible with the surroundings. For 
example, а picture rail or wood dado along a passage 
may wel be imitated and. used to: conceal the wires; 
even plain casing jadiciously fixed and suitably coloured can 
be rendered almost unnoticeable. 

If it is required that lights be suspended from the 
ceiling, and it is found that it.is impossible to run the casing 
underneath the floor immediately above that ceiling, it will 
be necessary to put the casing directly on the surface; 
instead of running direct to the ceiling rose and then 
finishing, it will probably give a better appearance if 
the casing is carried right across the whole ceiling, so as 
to render the latter more symmetrical and pleasing in 


appearance. 

A point which is often lost sight of, and which tends 
towards the simplification of awkward runs, occurs when в 
portion of the building that has to be lighted is at a distance 
from the main building or from the point of supply. If, 
instead of taking devious and complicated courses through 
the building itself, the wiring is carried outside the structure, 
the work is greatly simplified. Very often overhead mains 
may be resorted to, with a great gain in efficiency, simplicity, 
and cheapness ; but even if this is objected to, it is quite 


permissible to adopt a system of screwed watertight 


conduits, neatly placed on the outside walls. 
Places of worship provide many wearying tasks for the 


average wireman, and in such cases, if the building be of 
any size and beauty, it will be good policy to call in an 
experienced wood-worker to assist in the wiring run, as the 
best of wiremen cannot be expected to be expert carpenters 
or cdbinet-makers. With the aid of such a man it will be 
an easy task to fix wood-work to contain the wires, which 
will match the surroundings, if the work has to be 
carried on the surface. 

_ Some of the older factories and workshops which have 
increased in size with the growth of the business of their owners 
have very often many awkward turns in the proposed wiring 
arrangement, and the use of overhead mains, unless very high, 
may be out of the question; in trying to make short runs, more- 
over, circumstances will often not permit of the ground being 
disturbed for laying underground cables. When one is con- 
fronted with a-case of this sort, if one cannot go over 
or under the obstacle, then the only plan is to go round it, 
carrying out the wiring by means of: bare cables overhead 
or cleated to the walls. In wiring places of this descrip- 
tion one is not bound to study the wsthetic point of view, 
во that a freer hand is given in making bold innovations. 
Cables can be slang across the roof principals, supported on 
porcelain insulators, or put into conduit and sunk flush with 
the floor, the wiring being carried up to the lights at the 
various points in pedestal form. 

If the mains are being carried up a staircase and a twist 
has to be taken over a stone landing, the cables can be made 
almost unnoticeable by using, as their only covering, a piece 
of extra-heavy sheet lead. In carrying cables through 
floors, it is not always possible to get a direct course for 
the purpose of using a piece of casing or conduit. 
Circumstances it is usefal to slip a piece of lead pipe over 
the cables, which, at the point considered, will give a 
flexible and ample protection. 

The above notes show that a wireman who has a little 
resource and ingenuity will be able to surmount most of the 
troubles that present themselves due to apparently awkward 
rans. The difficulty of any wiring ran does not generally or 
altogether arise out of the job itself, but is often due rather to 
the way in which an inexperienced customer wishes the work 
to be done in order to suit a special fad, while he is not pre- 
pared to meet the-extra cost of special work. It is 
generally presumed that because electricity with all its 
attendant advantages is being adopted one can do any- 
thing one likes with regard to the wiring, but while this is 
true in a great degree there is a limit in all things. If the 
licence that is allowed to the people concerned in installing 
gas in hacking and disfiguring the walls were allowed even 
in part to electrical contractors, there would be no need 


The great point to bear in mind. 


In such 


for any such article as the present one, inasmuch as any 


run could be conducted to a desirab 
brate foro. | 


FOREIGNERS AND ENGLISH PATENTS. 
[FROM A LEGAL CONTRIBUTOR.] 


IN our leading article of last week we drew attention to the 
fact that American and German inventors are becoming 
aware of the fact that they must work their English patente 
on English soil. Large sums, it is reported, are being spent 
upon costly sites in manufacturing districte. - | 

Making due allowance for the enthusiasm of those who 
support the principle of Mr. Lloyd-George’s Act of 1907, it 
is manifest that this measure will compel some foreigners to 
work inventions in England, or confer upon some of our 
countrymen the right to do во. . 

We have no doubt that there are a certain number of 
electrical patents now in force which have never been worked 
in England ; and whatever disputes may rage as to the exact 
force and effect of the Act passed last year, it is obvious that, 
sooner or later these patents may become forfeited, if their 
owners do not comply with the la x. 


t 


In view of the fact that some of our readers probably have 
been, and that others soon will be, approached with a view 
to their becoming licensees of patents, it may be useful to 
write a few notes upon Ше question of licences. The 
licence itself is a technical document which must be drawn 
by a lawyer if large interests are at stake ; but the “ layman ” 
can best instruct the lawyer when he is blessed with some 
slight knowledge of the document which be is to be called 
upon to sign. ma 

The Nature of a Licence.—A licence may be а. bare 
licence, in which case, whether it is exclusive or not, it is 
revocable at will; or it may be a licence coupled with an 
interest in the invention to which it relates. If it is coupled 
with an interest, the Court will construe it as irrevocable 
and binding on both parties for the full period for which it 
is granted, though the failure to observe conditions incor- 
porated in it may entitle the licensor to treat it as forfeited 
and to sue the licensee as an infringer. 

The phrase “licence coupled with an interest" may be 
thus illustrated. Where the licence was an authority 
enabling the licensees not merely to make the patented 
articles, but also to sell them when made to any persons they 


liked and at any profit they liked, provided they paid the. 


stipulated Royalty and complied with the terms and con- 
ditions of the licence—this was held to be a licence coupled 
with an interest, and as such, not revocable at will. 

Infferent Kinds of Licence.—A patentee may impose what 
conditions he thinks fit upon his licensees; and if they 
accept licences from him, with knowledge of such conditions, 
they are bound by them. The licence may extend to the 
whole or part of the invention. It may also limit the exercise 
of the patent for a particular time о: for a particular 


district. Thus it would be competent for a German patentee 


to allow his monopoly to be exercised for a year in Scotland 
or in England. 

The usual return received by the patentec is so much on 
each article sold, with a minimum payable in any event. 
The licensee should be careful to see that the patentee shall 
keep the patent in force by payment of the proper dues to 
the Patent Office. His position, with regard to the validity 
of the patent, is somewhat anomalous. As licensee, he 
cannot dispute the validity of the patent; and if its validity 
was infringed during the currency of the document, he would 
still have to go on paying royalties untii the expiry of the 
term. The wily licensee will see that there is inserted in 
his licence an express guarantee that the patent is valid, 
and that the payment of royalties is on!y to continue so long 
as that validity is maintaincd. 

Other Methods of Disposing of Patent lights. -A patentee 
can also dispose of his privileges by assigning his patent to 
another person. This transaction is generally carried out by 
payment of a sum down ; but our readers need hardly be 


le point by means of 
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warned of the danger of buying a енн outright which 
may prove to be wholly worthjees. To acquire a legal title, 
he must get the patentee to sign a deed of assignmept, which 
is usually prepared at the expense of the purchaser. It 
must be registered at the Patent Office. Before carrying 
the transaction through the purchaser shonld cause the 
register at the Patent Office to be examiped in order to 
ascertain that no previous assignment by the seller to anyone 
elee has been registered. He should register the deed of 
assignment without delay. | 


А 


—— 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only.) | 


“Tams” writes:—' A Statutory Authority under Provisional 
Order or Special Act has been asked to give a supply to a works 
whose land is without the Authority’s area but adjacent thereto, . 
a river forming the boundary line between the two districte. The . 
district in which the proposed consumer is situated is within 
another Authority’s area of supply. Can the first Authority to 
which application is made give a supply with overhead lines across 
the river to the land on the other side which belongs to the person 
making the application?“ 

*.* This query has often been considered in this column on 
former occasions. It is clear that the answer must be in the nega- 
tive. Вес. 4 (2) of the Electric Lighting (Clauses) Act, 1899, 
provides that undertakers shall not at any time after the commence- 
ment of the special order supply energy, or except for the purposes 
of that order erect or lay down any electric lines or works beyond 
the area of supply otherwise than under the authority of Parlia- 
ment, or under a licence granted by the Board of Trade under the 
principal Act. Supply by overhead cable across the boundary of 
supply would clearly be an infringement of this section. The 
point has not been decided in relation to electricity, but it has 
clearly been held in relation to gas, that a gas company has no 
right to send its prcduct through pipes to be consumed elsewhere 
than within the statutory boundary (see Gas Light and Coke Co, v. 
South Metropolitan Gas Co. 62 L.T. 126). 


„W. J.” writes :—" Assumirg that an hotel which is using gas 
changes over to an electric supply company and still wishes to 
retain a gae stove— 

“1. Can a gas company legitimately refuse to continue the supply 
for this gas stove? Also, in the event of their entering such 
premises and cutting off the supply and removing the meter with the 
consumer's consent, can an action for damages be entered against 
them ? | | 

“ 2. Can а gas company legitimately refuse to give a consumer а 
supply of gas for а gas stove except on the condition that he dis- 
continue the use of electric light altogether and substitute gas in 
ita place ?” | ‚ 

%% The answers to these queries depend entirely upon the terms 
of the contract between the gas ы ты and the consumer. This 
contract isnot before the writer. ith regard fo the firet question, 
asa rule an agreement for the supply of gas contains a provision 
that the consumer shall pay a certain minimum rent. On failure 
topay tbat, the supply may be cut off. That is oneof the remedies 
which the law provides for tbe gas company. Moreover, upon 
failure to pay for gas supplied, the company may enter and remove 
a meter, But there is nothing to prevent a consumer uring no gas 
at all or to prevent him laying down an electric installation. His 
doing so would not justify the company in refusing to continue & 
supply. 

With regard to the second question, it is difficult to imagine that 
any gas company could exercise such a power, or place any restric- 
tion upon the use of electric light. 
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NEW PATENTS APPLIED FOR, 1908. 


Compiled expressly for this journal by W. Р. THompgon & Co., Electrical Patent 
ents, 822, High Holborn, London, W. C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


18,704. "Improvements in or relating to electric cable conductors." W. E. 
Нітсн. June 49th. 


13,706. ‘* Improvements in primary batteries.“ E.RicHMxOND. June 29th. 


18,715. ‘ Process of and means for preventing oxidisable metals and the like 
from rusting after they are electro-plated." C. Mason, June 29th. 
13.719. Improvements in or relating to squirrel cage rotors for induction 


motors and alternators.” J. C. B. 1огквү. June 29th. 

18,730. “Improvements in telegraphy.” E. Кїтвкк. June 29th. (Complete.) 

18,733. “ High voltage adaptor for electric incandescent lamps with metallic 
filaments.” F. WisorzkY. June Bth. 

13,734, ‘Improvements in and relating to electrodes for electric furnaces, 
radiators, lamps and the like.“ G. Сокхлко. (Date applied for under Sec. 91 of 


tbe Act, June 27th, 1007, being date of application in Italy.) June 29th, (Com- 
plete. 


' Brd, 1907, being date of application in 


18,748. '* Improvements in or relating to dynamo-eleotrio machines.” A. A. 
PirER and E. F. ARI. June 29th.: (Complete.) 

18,752. ‘Improvements in incandescence vapour lamps.” A. Krrsox, 
June 29th. E 

18,761. “Improvements in electrostatic machines for Réntgen rays, 
connie and space tel graphy.” F. Онплньссс. June 2th 

mplete.) 


18,700. “Improvements in or relating to combination electric switches and 
fuses." H. Т. Harrison. June th. 


18,772. “ Automatio distributor for gas or electrically-controlled valve." P. 
BNA RD. Date applied for under Bec. 91 of the Act, July 12th, 1907, being 


4 


date of application in France.) June th. (Complete.) 


18,779. “ Improvements in a atus for the electro epos Hon of metals 
eleotrolytic cleaning and the like." G. E. Osmonp. June а 


3 іза. "Improvements relating to magnetic brakes." О. H. BALDWIN. 
une 7 

18,787. ‘Improvements іп and relating to electric meters.” Ваттівн 
. Co., Lrp., and F. W. Carrer and A. J. Martin. June 


18,788. Improvements in end relating to electric meters." Bnrrisn 
Tnomson-Hovstox Co., LTD., and A. J. Martın. June 29th. 

18,887. ‘* Improvements in means for шора ов poles slotted hollow arms 
for supporting electric conductors in the open.“ T. BucHHoLz. (Date applied 
for under Rule 18, July 19th, 1907. An invention comprised in Application No. 
16,577 dated July 19th, 1907.) June80th. (Complete.) 

18,849. ''Disinfected mouthpiece and eer-cap for attaching to existing 
mouthpieces and ear-caps of telephones." А. С. D. June Both. 

18,862. "Improvements in incandescent gas lamps а with electric 
ignition.” М. Олок and P. Wooo. (Date applied for under Sec. 91 of the 
Act, December 8let, 1907, being date of application in France.) June 80th. 

(Complete.) 

18,868. '' Electric socket shell.” H. HusBELL. June 80th. (Complete.) 

18.866. Improvements in electric signalling." R. A. FxsseNDEN. (Date 
applied for under Beo. 91 of the Act, July lst, 1907, being date of application 
in United States.) June 80th. (Complete.) 

18.875. n in or relating to telephone a tus." H. Н. STOLZ 
and O. Н, Vieaars. (Date applied for under . 91 of the Act, January 18th, 
1908, being date of application in United States.) June 80th. (Complete.) 

18,884. “ e in and relating to sparking coils particularly applic- 
able for use with internal combustion engines." C. A. VANDERVELL. June 

18,808. ‘Improvements in switches." С. В. CHAMBERLAIN and D. Hannmo- 
том. (Date applied for under Bec. 91 of the Act, M eee 19th, 1907, being 
date of application in United States.) June 80th. mplete.) 


18,900. "Improvements in electric fuses.” Z. B. V. HERWEG, June 90th. 


‚ (Complete.) 


18,994. “Improvements in lifting gear for overhead trolleys.” A. W. Mxr- 
CALFR. July lst. 


18,927. “Non-corrosive carrier for electric accumulators or the like.” H. T. 
WiLKINSON. July lst. 


18,957. ‘Improved regulating device for electric circuits." F. RircHiE. 
July lst. (Complete.) ‘ 


18,982. Improvements in and relating to telephones.” Н. HADIDA. 


July Ist. | 
18 " Improvements relating to ting apparatus such as typewriting, 
oa deni „ and 5 L. CHAMBONNAUD. July 
i mplete. 


3 rud "New or improved coupling for electric wires." R. WINDER. 
uly 204. . | 

14.048. Improvements in overhead electric traction ms," SIEMENS 
BcHUCKERTWERKE С.м n.H. (Date applied for under Вес. 91 of the Act, July 
any.) July nd. (Complete.) 
14,049. “Improvements in dynamo-electric machines.“ SIZMENS Bros. 
Dynamo Works, Ltd., and M. Kross. July 2nd. 


14,080. “Improvements in or relating to electric light switch setting.” 
M. Rorm. July 2nd. (Complete.) 

14,082. "Improvements in magnetic separation.” G. ULLRICH. July 200. 

14,086, “Improvements in or connected with secondary batteries.” E. М. 
Preston. July nd. 

14, 000. Improvements in electric heaters for liquids.” BRITISH THOMSON- 
Houston Co., Lro. (General Electrico Co., United States.) July 204. 


14406. „ Improvements in electrically operated rock drills specially applicable 
for stoping.” J.KwioHT. July 8rd. 


14.116. ‘Improvements in telegraphic relays or receiving devices. 
I. KirszE, July 3rd. (Complete.) 


14.121. Improvementa in electrical vulcanising appara ” J. Hay, 
Н. R. Correr, and W. H. Linpaay. July 8rd. 


14,194. ‘* Belf-looking catch et for receiving ownerships denoting tallies 
or tokens arranged for an electrical release." G. Н. DENISON. July 8rd. 
(Complete.) 

14,160. ‘Improvements in electric heating devices." THE PUT 
3 Co., Lap. (General Electric Co., United States.) July 

14,161. ‘Improvements in and relating to electrical power transmission 
systems.“ Tae British THomson-Hovston Co., LTD. (Allgemeine Electricitats- 
Ges., Germany.) July 8rd. 

14,188, “ Improvements in metallic-filament lamps for a higb intensity 0! 
light.” W. MART. (Date applied for under Вес. 91 of the Act, June 2200, 1905, 
being date of application in Germany.) July 8rd. (Complete.) : 

14,184. e in process of cleaning metallic - fllaments for electric 
M LT ps &nd giving them & more compaot structure.“ W. MAJERT. 

uly 8rd. 

14.188. Improvements in wireless telephony." R. KHABAROFF. July 8rd. 

14.189. Improvements in electric accumulators.” Н. LEITNER. July 8rd. 

14,287. '** Improvements in and relating to electric arc lamps.“ E. R. GROTE. 


| July 4th. 


14.252. Improvements in Morse or other signalling lamps.” G. R. 
LanomaiD. July 4th. 


14.959. ‘Improvements in or relating to apparatus for preventing the theft 
of electrical energy." M. G. Diaz and А. AZAROLA. July 4th. (Complete.) 


—€——————— 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 


Тномрвох & Co., 322, High Holborn, W. C., and at Liverpool and Bradford i 
price, pest free, 9d. (in stamps). 


1908. 


INCANDESCENT ELECTRIC Lamps. J. W. Howell. 5,783. March Mth. (Date 
applied for under International Convention, March 16th, 1907.) 

ELECTRIC CABLES, V. P. von Pindtershofen. 6,7507. March 26th. | 

SHUTTLE ÁRMATURES FOR DyNAMo-ELECTRIC Machixks. Firm of R. Bosch. 


7,125. March sist. (Date applied for under International Convention, 
March 14th, 1903.) 
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CAPITAL AND LABOUR IN 
AUSTRALASIA. 


THOSE who are interested in the relationship of employers 
and employed in England are often glad to profit by the 
experience of other countries. In Great Britain the prob- 
lems are many-sided and complex. The population is 
vast ; there are infinite varieties of labour and sub-divisiors 
of labour. What might be good for the cotton spinners of 
Manchester would be harmful to the shipbuilders of the 
Clyde ; what might tend to ameliorate the conditions of the 
working classes in the electrical world, might only tend to 


disturb the relations of employers and employed in some 


other great department of industry. 
If, however, it could be shown that in a less highly- 


developed community, State interference between master and 
man was of advantage to both, it might be worth the while 
of our Legislature to take definite steps in the ваше direc- 


tion. From this point of view, a short examination into the 


system of compulsory arbitration in New Zealand, and the 
practical working of Wages Boards in the Colony of 
"ictoria, is both interesting and instructive. | 

What are the facts? Some 13 years ago a system of 
compulsory arbitration was started in New Zealand. You 
sball not strike; you shall not lock your men ont," was the 
practical effect of the edicts pronounced to men and masters. 
Have these edicta been obeyed ? In Victoria, Wages Boards 


‚ have been established to fix, by arbitrary rule, the rates of 
+ pay in various trades. Has this led to better conditions for 


` Ње working classes, increased efficiency, or a reduction in 


the cost of living ? 
To some of these questions a partial answer may be 


found in the pages of a Blue Book recently published under 


the auspices of the Home Office. Last year a Commissioner 


set forth to inquire into the industrial conditions in Austra- 
lasia. His report is published in the work above mentioned. 
„ One fact stands ont clearly amid what we must say, with 
all respect to the Commissioner, is a somewhat nebulous 
statement of the conclusions at which he has arrived. It is 
that things are still in an experimental stage. Even while 
he was pursuing his investigations, he found that fresh 
legislation was under active consideration in every State. 
“ In no case, therefore, he writes, was it possible to study 
the workings of legislation that was regarded as having 
reached its satisfactory and most appropriate form.“ Leaving 
his actual conclusions out of consideration for the moment, 
we should like to draw attention to some of the views put 
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forward by certain employers in the Colonies, whose opinions 


he sought. What do they think of compulsory arbitration ? 

‘Speaking generally, the New Zealand Employers’ Federa- 
tion does not think that the Industrial Conciliation апа 
Arbitration Act bas proved beneficial to either the worker, the 
employer or the consumer. The point tbat it is unfair to 
the community, in a protected country, is thus elaborated :— 
“Tf the judge of the Arbitration Court is not a 
very strong man the public as a whole is not represented, 
and it is possible for trades in which there is no outside 


competition for the masters and men to agree to an award 


which is unfair to the publicat large.” It is also pointed out 


that while the Court can enforce the awards against a master, 


it cannot do so against the men. That, to our minds, is 
the fundamental objection to the whole system. Who shall 


make a man work against his will? But it is only to a 


limited extent that an award can be enforced against the 
master. He cannot be compelled to employ anyone, nor 


can he be restrained from shutting down his works or 


moving them to another State outside the jurisdiction of the 
arbitration court. | | 

To the work of the Wages Boards there are also objec- 
tions, the validity of which must be manifest to all who have 
an inkling of the firet principles of political economy. It 


appears, however, that many of the employers in Victoria 


are favourable to the existence of these bodies on the ground 
that they prevent sweating, and do not appear to press 
hardly on the small employer. They have, however, 
encouraged the use of machinery, increased the sub-division 
of work, and diminished the efficiency of employés. "This 


last finding is corroborated by the Attorney-General of 


New Zealand, who, in the course of a speech recently 
reported in the Times, stated that the production of certain 
workers in one industry had decreased 15 or 20 per cent. as 
the result of uniform wages." = 


Again, the employers in New Zealand are of opinion that 


their effect has been to depreciate the quality of the work 


done ; to increase the cost of production ; to disturb the 


harmonious relations between master and man; and lastly, 


but not least, to increase the cost to the consumer. 


Finally, the view has been freely expressed, and the Com- 
missioner who has drawn up the Blue Book confirms the 
opinion, that Protection and State interference between 
capital and labour must go hand in hand. Ina Free Trade 
country it would be impossible. 

Regarding the findings of the Commissioner and the 
evidence before him as a whole, one is impelled to the con- 
clusion that these experiments have been futile even in 
countries which are thinly populated, which have been 
enjoying a period of commercial prosperity, and in which 


commercial relations are comparatively simple. But if 


further evidence is necessary, one need only quote the 
opinion of Mr. Ramsay Macdonald, who recently studied 
these questions on the spot for himeelf. He says that “ on 
the most generous estimate it—the Act (in New Zealand)— 
has been calculated to have raised wages by about 82 to 10 
per cent., but the cost of living has at the same time 
increased between 15 and 30 per cent." Seeing that the 
worker has to live as well as work, it seems to us that to 
decree higher wages which involve increased cost of living 
is like feeding a dog with a bit of his own tail.” 


It this be the result in the Colonies, what would be the 


effect at home? Here, active competition would prevent the 
employer from shifting the burden on to the consumer. If the 
State were to бх a minimum wage, or to decree that strikes 
should be ended on certain terms, employers would have no 
alternative but to shut down their works. 


AN interesting paper was read on 
. . Electro. Saturday evening by Mr. W. P. Durtnall, 
5 before a meeting of the Institute of Marine 
ropulsion of : | 
Steamships, Engineers at the Congress Hall at the 
| Franco-British Exhibition. The attend- 
ance was not so large as could have been wished, considering 
the importance of the subject, and the discussion was, there- - 
fore, postponed, so as to give members an opportunity of 
reading the paper. A large number of slides were shown, 
illustrating the development of marine practice since the 
date when the Great Britain was equipped with a two- 
cylinder engine working at 18 R.P.M., and at a steam 
pressure of 6 lb. per sq. in. This engine, it is interesting 
to note, drove the screw by means of à chain gear having a 
ratio of three to one, and the ship took about 15 days to 
cross from Liverpool to New York. This was contrasted . 
with the latest marine practice; illustrations of the 
Mauretania and Lusitania were shown, and some details 
were given of the engine room equipment. | 

One of the principal disadvantages of the steam turbine- 
driven ship is the reversing difficulty. Auxiliary turbines 
have to be provided for reversing, and these are necessarily 
only of comparatively small power. According to the author 
of the paper, on short, voyages, turbine-driven ships lose in 
reversing and manceuvring most of the time gained by 
increased speed in the passage, and it was pointed out that 
this disability would be even more serious in naval vessels 
than in the merohant service. 

As regards steam consumption, it was pointed out that 
satisfactory as are the results obtained with marine turbines 
as compared with reciprocating engines, the highest 
possible efficiency cannot be obtained owing to the fact that 
the turbine has to be run at a speed lower than its best gpeed, 
owing to the inefficiency of the propeller itself at, high speeds. 
The propeller is essentially a low speed, and the turbine 8 
high speed device, and a compromise has to be made to get 
the best results from the combination. Another disadvantage 
is the serious falling off in efficiency at reduced vessel speeds. 
In the tests of the Lusitania the steam used by the turbines, 
including auxiliaries, was 14:46 lb. per shaft н.р. when 
running at 2/74 knots; and 26°53 lb. at 15°77 knote—an 
increase of over 80 per cent. per shaft H.P. for a reduction of 
about 38 per cent. in vessel speed. | 

This consumption may be compared with the consumption 
of a turbo-electric generator working at its best speed with а 
steam pressure of 160 Ib. per sq. in. and 150° of superheat, 
and 274 ір. vaccum. Under the above conditions the steam 
consumption of a 7,500 Kw. set running at 750 R.P.M. Was 
given as 13:5 to 14 lb. per Kw.-hour. In larger sizes this 
consumption can be materially reduced. It will be noted 
that the steam consumption per Kw.-hour is practically the 
same as the consumption per shaft H. P. in the much bigger 
sets of the Lusitania. This is really the crux of the problem, 
and Mr. Durtnall claims that by using turbo-generators, 
driving electric motors coupled to the propeller shafts, the 
turbine and propellers could be run at their most efficient 
speeds and a saving in coal consumption of upwards of 41 
per cent. at full speed, and about, 37 per cent. at half vessel 
speed could be secured, reckoning on sizes of 1,000 H.P. only. 
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The weight of the equipment would, the author estimates, 
amount to about 25 per cent. more than the equipment for 
an ordinary turbo-dri ven ship, and this could be distributed 
with advantage. There would be no need to have the 
boilers and generating sets close up to the shaft tunnels. 
The motors, of course, would be fitted as close to the pro- 
pellers as possible, but the generators can be put further 
forward so as to get a better distribution of the weights. 

The author claims that the saving in the fuel consump- 
tion would be such as would permit of a ship of the same 
size as the Lusitania being built with three funnels instead 
of four. 

Nothing was said in the paper as to the probable cost 
of the equipment, but any saving in fuel consumption 
which resulted from the electro-mechanical system would 
have to be set against the increased capital charges of the 
equipment. | 

Mr. Dartnall informs us, however, that owing to the 
smaller turbines required for an equivalent power, the 
elimination of reversing turbines, and reduction of condenser 
and boiler capacity, the total cost will, according to his 
calculations, be practically the same as under the present 
system, —— | 2 

Ав regards the electrical side of the proposals, these will 
be given in an abstract of the paper itself, which we hope 
to publish at a later date. We have no doubt that a very 
interesting discussion on the proposals will take place at the 
forthcoming meeting. | 


— — 


THE article by Mr. Miles Walker, 
Physical which appears elsewhere in this issue, 

Quantities, — Merits the attention of all who have to do 
7 with engineering under modern con- 
ditions. We do not envy Mr. Walker in the task which he 
has been commissioned to undertake : to devise a new set 
of symbols, distinct from each other and from existing types, 
and satisfactory to the numerons and diverse interests con- 
cerned, is a problem by no means easy of solution. It will 
be seen that the symbols are intended to convey to the eye 
by their forms, the ideas which they respectively represent, 
being thus symbolic in the strictest sense; but whether in 
the abstract or the concrete appears, as yet, to be indeter- 
minate. We are accustomed to the sign % for “ohms,” 
but it is rarely if ever used to represent this .quantity 
ш а formula—and it is particularly in formule that 
symbols are required. If it is used in a formula, it 
18 called omega, just as z is called eks. Surely it is more 


Symbols for 


convenient, and quite as intelligible, to say C equals E over 


R, than to say Amperes equals Volts over Ohms? We need 
hot multiply examples, though it would be easy to adduce 
Some terrible ones; the principle that we wish to emphasise 
is that each symbol should have a name of ita own, other 
than that of the thing it represents, When one is working 
with symbols, one does not require, and, indeed, it is not 
practicable, to form a mental picture of the things repre- 
sented, or of the processes through which they are sym- 
bolically passed. What idea, for instance, does the process 
of dividing volte by ohms convey to our minds? As a 
matter of fact, we do not carry out this process; we 
deal only with the numerics corresponding to the 
Values of the quantities dealt with, in the manner 
hid down by the formule, and the various mathe- 
matical transformations through which the formule 
may pass could be carried out quite as easily and accurately 
bya person who had not the faintest idea what the symbols 
stood for, provided that he was informed as to their relations 
with one another. The relations between magnetomotive 
force, flux and reluctance, are similar in form to those 


between potential difference, current and resistance, but the 


quantities concerned really differ widely in their character- 
istics, though they are handled alike for certain purposes. 

Ав was pointed out at a meeting of the Civil and 
Mechanical Engineers’ Society, when discussing this question 
not long ago, few engineers have occasion to deal with 
more than a very limited range of quantities and formule ; 
it would suffice, therefore, that within the scope of each 
subject the symbols (for which at least 100 different 
letters and types are available) should be organised so that 
each is not used more than once; the fact that the same 
symbols were used again in other branches of science or 
engineering with other significations would be of little 
consequence. 

We fail to see the necessity of new symbols, and we believe 
that the task of designing and introducing them will be 


Herculean. 


nn THE case of Moss v. Salford Corpora- 

n Deu tion, which was tried a few days ago 
uthorities | : ў \ : 

Protection Act, before Mr. Justice Bucknill and a special 

jury at the Manchester Assizes, affords an 

illustration of the way in which local authorities are favoured 

by the Public Authorities’ Protection Act, 1893. The 

action was brought to recover damages for injuries alleged 


to have been sustained in a tramway accident on July th. 


1907. The Corporation first heard of the accident on 
November 9th, 1907, and the writ was not issued till March, 
1908. The Corporation relied on the statutory defence that 


the action was not brought in time. The Act provides that 


* Where any proceeding is commenced in the United 
Kingdom against any person for any act done in pursuance 
or execution, or intended execution, of any Act of Parliament 
or of any public duty or authority, the proceeding shall 
not lie or be instituted unless it is commenced within 


six months next after the default complained of, or, 
in the case of а continuance of injury or damage, within 


six months next after the ceasing thereof." It was 
urged that this defence could not be raised, inasmuch as the 
injury was of a continuing nature, and that, therefore, the 
action was not launched too late. The judge, however, 
feeling bound by authority, was compelled to dismiss the 
action. He expressed the view that the case was one of 
some hardship, and granted a stay of execution. It is 
always argued with some show of reason that, in the per- 
formance of its strictly public duties, a local authority is 
entitled to this kind of protection. But in running tram- 
ways at a huge profit to the ratepayers it is difficult to see why 
it should enjoy greater privileges than those which are 
extended to the shareholders of an ordinary tramway com- 


pany. 


d THE interesting paper read by Prof. 
Corrugations. Carus- Wilson at the Tramways Congress, 
describing his experiments on the cor- 

rugation of rails and the conclusions deduced therefrom, 
deserves close attention on the part of tramway engineers. 
While the theory put forward can only be regarded as 
a working hypothesis, it appears to be well supported 
by observed phenomena, and cannot be dismissed off- 


hand. The fact that so many conditions must be present in 


order to bring about rail corrugation is very significant, and 
may account for the apparently contradictory reports which 
have been recorded. It seems desirable that careful 
investigations should be made on the lines laid down by 
the lecturer, in order to ascertain in each case where 
corrugation has occurred whether all the conditions are 
fulfilled—and where corrugation is absent, whether one or 


more of the necessary conditions are wanting. 
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LOCALISING HIGH-RESISTANCE BREAKS 
IN CABLES. 


Bx J. RYMER-JONES. 


Introduction.— Although there are several very good tests 
in common use for localising breaks which expose more or 
less conductor to the sea water, it is generally recognised 
that, if the conductor end be buried in stiff mud, coated 
with a hard incrustation, partially sealed, or finds earth, 
through the water contained in an inch or so of insulating 
tubing, tests based on Kennelly’s law, or modifications of it, 
do not in the least apply. 

When confronted with a high-resistance break of a few 
thousand to 40,000” or 50,000”, it is no exaggeration to 
say that even the most experienced cable electrician feels 
almost helpless, for it is not always possible to open the 
fault sufficiently by applying а strong current, even if the 
normal insulation of the cable and joints permits this; and 


it is а serious predicament when the responsible man is . 


unable to tell within 100 miles or so where the ship should 
cut in to effect the repair. 
It was in consequence of this difficulty arising—especially 
in connection with the Amazon River cable, where break 
resistances of 20,000* are occasionally met with—that the 
writer devised the test, published in the ELECTRICAL REVIEW 
of June 7th and 14th and July 5th, 1901, which he has 
now revised and simplified. 
In so far as this method requires a measurement of the 
broken cable resistance, and also of the charge which the 
cable portion of the circuit holds under the special con- 
ditions of testing, the principle involved is very similar to 
that on' which Mr. Н. К. Kempe bases his test, for the same 
object, first described in his Handbook of Electrical 
Testing,” Second (1881) Edition, page 308. It will be 
seen, however, that the method about to be described differs 
widely from that of Mr. Kempe as to the manner of making 
the tests, compensating for the cable current and working out 
the results. Indeed, no formula at all is employed beyond 
that required for an ordinary cable с.к. test by direct 
deflection method and for a capacity test by charge method. 
The position of the break is evaluated from the results of 


these tests by the help of very simple tables, in connection 


with which only a simple proporiton sum is required for 
greater accuracy than the tables alone afford. 

Although the required data are obtained by very 
simple methods, the -teat is, of course, not equally easy 
in practice. Indeed, it would be as unreasonable, when test- 
ing toa break which varies greatly owing to ebullition of gas, 
to expect s/eady results, as when localising a high-resist- 
ance earth leak in an unbroken cable by the simple and 
efficient “ fall of potential" test. In both cases reliable 
resulte can only be obtained by exercising patience and by 
repeated trials. That the test is sound in principle and 
capable of giving correct results is proved by the annexed 
examples. ' 

Localising High- Resistange Breaks in Cables.—This. test 
includes a measurement of the cable circuit resistance ; of the 


charge taken up by the cable portion ; of the cable current, . 


as well as the constants required for resistance and capacity. 
All of these are made with a galvanometer connected up in 
the ordinary way, with the sole exception of the charge 
measurement, for which a galvanometer is employed having its 
coils equally divided, so that each half of the turns exercises 
an opposite influence on the suspension when connected пр 
in parallel circuits to act differentially. This arrangement 
is preferred because, although a bridye system is practicable 
for the charge measurement, and thus admits of а single-coil 
galvanomeler* being employed, yet it involves important 
disadvantages (see Principle of Test in Explanatory Remarks). 

Obviously a correct result is the first consideration, and 
this can only be expected when the charge measurement is 
made under the best conditions. For this reason it is highly 
desirable that these difficult localisations be made when 
8 from the shore, and also from the end nearer to the 

reak. 

Preliminary Measurement of the Total Resistance of the 

Cable Circuit.—This resistance (k 7) is not only required as 


See (alvanometer in General Remarks. 


one of the data for the test, but the knowledge of its approri- 
mate value assists in quickly finding the galvanometer 
balance, with R ö, necessary for the capacity test described 
later on, and it is therefore ascertained first by any method 
preferred. | 

As R/ will, in the case of some high-resistance breaks, 
change, its value should be re-determined after the charge, 
and other data for capacity have been obtained. 

To Obtain the Balance (see fig. 1).—Put plugs in holes 
1 and 4 of commutator в, and also plug 5 in commutator А 
to connect ку with the junction (7) of the galvanometer coils ; 
then, leaving к, and K, in the position shown, move both 
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handles of K, to the right to put the negative pole of testing 
battery through g, (shunted with ui) via plug 1 to cable; 
and also through the parallel circuit y, (shunted with u, 
equal to U,) via plug 4 to the resistance coils R апа earth. 

Note that the positive pole of the battery is to earth 
through k, and that the short-circuit key is between points 
10 and 11. | 
Adjust в 0—ог alter shunt v,—until equilibrium is estab- 
lished between this and the parallel circuit. Both coils g, 
and g, should have wniversal shunts capable of being varied 
as desired. 

As equilibrium is being perfected by & 5, increase, if neces- 
sary, the resistance of both the shunts, which should be of 
such a value as will afford a good throw, say, 300 or 400 
divisions, when subsequently observing the cable charge. 

The testing current must be suited to the resistance of the 
break to obviate as much as possible unsteadiness due to 
excessive generation of gas at the broken end. 

As a change in the balance has to be compensated by R b, 
or by v, the former had better be a resistance with a sliding 
contact (not plugs) capable of being adjusted quickly with- 
out breaking the circuit; or, if a slide resistance be not 
available, R“ may be a fired resistance and the balance 
obtained by adjusting the shunt v, (see Short-circuit Key 
in General Remarks. 

When the balance is effected depress к, quickly. This 
cute off the testing current by removing the earth from the 
positive pole of the battery while the cable is being dis- 
charged direct to earth, for (say) two seconds, through the 
lower front contact of Kj. Then allow K, to rise an 
thereby put the testing current on again. Note the cable 
charge throw (c) due to the “fall of potential " when the 
current is re-applied, and also the shunt M P on Ore 

To prevent any important disturbance of the galvano- 
meter balance by the cable current passing through g, or 9s 
while K, is moving from ita lower to ita upper contact, the 
distance between these contacts should be very small, The 
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ordinary trigger form of discharge key is very suitable 
for Ki. 

Although the prolonged testing currents through g, and 92 
have, after the first few seconds, been made to equilibrate 
each other by means of к ö, yet the balance will be momen- 
tarily upset at the instant of re-applying the battery through 
K, by the amount of charge taken up by the capacity of the 
cable. The testing current for this need only be kept on 
long enough to observe c. 

If successive throws vary, a serves of charges should be 
observed by alternately depressing K, to discharge the cable 
and then allowing it to rise to re-charge‘the cable. Accuracy 
will depend on a sufficient number of readings being taken 
to secure a true mean value for c. | 

(Re charge readings (с) see Polarisation of (he Break in 
Explanatory Remarks.) 

The fact that the balance remains steady between throws 
will show that the break resistance and cable current are also 
steady ; but if R б (or Ug) has to be varied to maintain an 
approximate balance, the value of R / should be re-measured 
by direct, deflection (as explained later on) before commencing 
another series of readings. . | 

To Obtain the Condenser Constant.—Ohange plug from 
5 to 6 of A, and from 1 to 2 of B. Also put a plug in 
hole 7 (see fig. 1), and, when making all the following 
measurements required for the test, connect the short-circuit 
key between points 9 and 10, ùe., between terminals T and 
TG of U, on у, which alone is required for the remaining 
measurements: 9, being in circuit for the charge measure- 
ment and balance only. 

For this constan! the adjustable resistance 7 is made equal 
to the galvanometer coil 4g, as shunted for the cable charge 
lest (see Sun in General Remarks). 

On moving the handles of кз to tbe right, the negative 
testing current circulates through and through the cable 
to earth. If the handle of к, be now switched to the right, 
the condenser K is charged from point P through the gal- 


vanometer coil y, —shunted if necessary— which is to earth 


through plug 2 of в. Turning the switch handle to the left 
puts the condenser on short-circuit to discharge it. Note 
the condenser charge throw (c) and any shunt m p employed. 

If the condenser charges vary considerably—as is 
frequently the case, owing to the testing current affecting 
the break—another constant may be observed later on when 
à resistance equal to the calculated value of n / is substituted 
for the cable by moving the plug from 7 to 8 of B. 


C x MP 
Charge taken up by the cable — K m y rafds. (f) 


(See Hsu) deflection d and charye throw c in General 
mar | 
Cable Current Correction о be A pplied to Cable Charge(f ).— 
After taking a few readings c, as explained above, and while 
still keeping the testing current on with K,, remove plug 6 
from 4 and cut off the testing current. Then turn handle 
of K, to right to charge the condenser from the cable 
Current through g,, and note if the throw (v) is on the swme 
side of scale zero as с or nol. Next take out plug 7 from B 
and replace 6 in A, and then observe the charge (у) into the 
condenser with the full E. M. F. of testing battery. It is 
advisable to observe v before v во that the cable current may 
change as little as possible after obtaining the cable charge 
(с) and condenser constant throw (c). The same shunt 
Њоша be used for c v and v, and in that case the 7/01 


betw^en the cable current and testing current E.M.F. — 2 


This ralio will be required to correct the above calculated 
capacity (f), employed for evaluating the first calculated 
distance of the break, for the influence of the cable current. 
(See Cable current correction in Explanatory Remarks.) 

1 0 Measure the Total Resistance (R / ofthe Cable Circuit by 
Direrl- Deflection. Method.—This measurement should be 
tepeated as follows at the end of the foregoing observations 
to ascertain if any marked change bas occurred, and if so, 
another series of readings for c, c, “and v should be made. 

With plugs only in 1 and 5 (see fig. 1), and retaining the 
&hort-citcnit key between points 9 and 10, move both 
handles of к, to the right to put the negative current to the 
cable through y, shunted suitably by с,. Note the deflection 
(4) and the shunt value (m p), then switch handles of K, to 
the left and observe the cable current (8) which is to be added 


to d if on the opposite side of the scale zero, or subtracted if 
on the same side, in order to obtain the corrected deflection 
for calculating the true resistance (R /) of the cable circuit, 
including the resistance of the battery (Br) and of the 


shunted galvanometer coil g, (r). | 
or this test is taken—after the other 


The constant f 
localisation measurements are concluded—by keeping in plug 5 
of 4 and changing the plug from 1 to3 of B. Move handles 
of K, over to the right to put the tésting current through g, 
(suitably shunted) and high resistance R c to earth. Note 
deflection (р) and them P of shunt. — 

Resistance in circuit 


Rf=ke 


Resistance of cable conductor and break 
: RI =R é — [y, (shunted)* + Br]. 

Alternative for Measuring the Total Cable Cirewit Resist- 
ance (в ¢).—This is a little more expeditions when the break 
varies greatly and re-balancings for repetitions of the charge 
throw с are frequent. 

After obtaining a balance with k b, switch, both handles 
of K, to the left, thus putting both galvanometer coils 7, and 
7, direct to earth, via 9, 5 and key k.. ; 

Note the cable current deflection, and after putting the 
testing current on again with К, re-balance to this false zero 
with R ö,; R ^, will then equal the true cable circuit resist- 
ance R / (+), and the difference between R апа R /i is the 
resistance effect produced by the cable current. 

Correction ( —).—1f the resistance of the cable circuit be 
measured as above instead of by direct deflertion, the two 
halves of a doubly-wovnd Sullivan galvanometer coil will 
equalise each other very closely, but this is not likely to be 
so with a Kelvin galvanometer converted to a differential 
use. It is only necessary, however, to put a resistance R, 
(approximating that of the cable break) in circuit with y, 
and to adjust coils R /, to get equilibrium when testing with 
one cell, 

If y, and g, are both equally and suitably shunted for 
obtaining the charge throw c while this balance is obtained, 


R^ gives the rio wherewith any subsequent balancing 


may be corrected for the difference in effect of y, and y, on 


the galvanometer suspension. 
(To be continued.) 


SYMBOLS FOR PHYSICAL QUANTITIES. 
Bv MILES WALKER. 


IT is very desirable to have a notation for the representation 
of physical quantities in scientific books and periodicals, 
which shall be the same in all languages. 

The subject is under the consideration of the International 
Electrotechnical Commission with a view to international 
agreement, and committees in the different countries (in 
England under the chairmanship of Lord Rayleigh, О.М.) 
are discussing this particular subject. They are dealing 
more especially with symbols for electrical and magnetic 
quantities, but the system might with advantage be extended 
to embrace all important quantities in physical science, 
especially as the subject is receiving the attention of most 
technical societies with a view to some action being taken 
in the matter. 

There are, however, two great difficulties which arise 
when we try to fix upon a standard notation. 

The first is the difficulty of persuading a number of 
writers and readers, who have become accustomed to a certain 
symbol for a certain quantity, to change it in favour of an 
equally large number of writers and readers who have 
become accustomed to another symbol. For instance, in 
France and Germany the letter“ 1” commonly represents 
the strength of an electric current, while in England and 
America “ C" is more commonly used. 

In the second place, there are not enough letters in the 
two or three alphabets at our disposal to give a distinct 


* See Resistance of (ralvanometer Сой уу as shunted in General 
Remarks. 
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symbol to each quantity, without resorting to the combination 
of more than one letter to form a single symbol. There is à 
great objection to this combination of letters, because the 
use of subscript letters and numbers is required for 
distinguishing between particular quantities of the same 
general kind. If, for instance, C represents current, C, 
might conveniently represent armature current, and Ci the 
current in circuit No. 1. It would therefore not be good 
to take C4 to represent capacity, or any quantity other 
than an electric current. | 
There is, moreover, an objection to using letters at all to 
represent quantities in a universal notation, because, unless 
initial letters are used, there is no connection in the mind 
between the letter and the quantity, and the symbol is 
difficult to remember. We cannot always use initials, 
because the initial letters differ in different languages. For 
instance, in England “ R ” commonly stands for resistance, 
while in Germany it is more convenient to use W for 
widerstand. Moreover, the same initial occurs for a great 
number of different quantities. For instance, К” might 
stand for Resistance, Reluctance, Reactance, Radius, &c. 
One way of avoiding the above difficulties would be to 


create a number of new symbols which could be printed by: 


means of type, like ordinary letters, and which would repre- 
sent each physical quantity in u distinctive manner. 

The question, however, arises as to whether a number of 
entirely new symbols would be acceptable to writers, readers 
and printers alike, and the Sub-Committee on Symbols 
appointed. by the British section of the Commission, has 
requested the writer to place his views publicly before the 
Profession, with a view of obtaining suggestions and 
criticisms as to the feasibility of such a scheme from as 
wide a circle as possible. | 

In choosing a symbol, we would try to make a very 
simple picture of something that reminds us of the quantity 
in question. For instance, | might represent temperature. 
If we were told that this simple outline of a thermometer 
represented temperature, we would have no difficulty in 
remembering it. Similarly, / might represent Force, and 
the various © Forces" might be derived from it; for 
instance, 4 electromotive force (conventional representation 
of lightning), and () magneto-motive force. 

It is not my purpose here to say what would actually be 
the best form of symbol for each quantity, but it is nota 
difficult matter to devise very simple characters which .can 
be written quickly, easily and with sufficient accnracy, and 
which can at the same time assist the memory to connect 
them with the quantity for which they stand. 

What would the printers say to the new type? The 
author has taken up this matter with avery large publishing 
firm, and is assured by their chief expert that 200 or 300 
new type would be a small matter to a modern printer, who 
is already accustomed to deal with many hundreds of 
different founts, each of which contains from 30 to 120 
different symbols. He estimates that a printer in a large 
way of business has at his command as many as 60,000 
distinct type, differing from each other either in letter, size, 
body or face. The addition of 200 or 300 more would be a 
drop in the ocean. The size of the new type could he 
standardised for most purposes, and it would only be in some 
special case that another size would be called for. 

The setting up of the formule with the standard size of 
type would be simpler than wich the present system, in which 
sub-script letters are often unneccssarily introduced. One 
symbol under the present system sometimes consists of four 
or five letters. | 

If it be admitted that the introduction of new symbols is 
advisable, the question arises, What shall the new symbols 
represent exactly? Shall the sign J (Temp.) represent 
‘Temperature in any units, or shall it repcesent the number of 
degrees of temperature, measured by some scale agreed upon, 
and embodied in the definition of the symbol. If the 
system of units employed were not prescribed, fewer symbols 
would be required, and the general writer who now says 
vagnely Let Т equal the temperature," would find the 
symbol sufficient for his purpose. But from the reader's 
point of view, there is much to say in favour of a symbol 
which will embody in its definition a standard system of 
units. Any formula expressed in such symbols would be 
completely self-contained, and would be an exact statement 


of a well equipped testing department. 


of a physical fact. Until the units employed in any formula 
are known, the formula expresses only half ite meaning. 
Perhaps some slight addition to the symbol, or even to the 
whole formula, might be used to indicate that the standard 
system of units was employed. Without that addition, the 
symbol would have a general meaning. For instance, | 
might equal temperature, while } might indicate the degrees 
Centigrade above tbe absolute zero. The name of the type 
might be the name of the physical unite which it representa ; 
for instance, for 4 we might read ** volts." 

If writers, printers and readers, who have any definite 
views as to the best method of devising a system of symbols, 
would communicate with the technical Press, or with the 
author, they might assist in solving the many difficulties 
which arise in connection with this matter. | 
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The Commercial Efficiency of a Testing Department. 


THE paper by Mr. H. A. Ratcliff on “The Work and 
Equipment of a Testing and Standardising Department ” 
(au abstract of which appears on later pages) raixes some very 
important subjects for discussion. One of the most impor- 
tant points raised, and one, the settling of which would 
have the most practical and far-reaching results, is how is 
a Chief engineer to know when his testing department is 
getting beyond the * valuable financial asset stage to the 
scientific luxury one. It is not to be expected that many 
central station engineers have a clear grasp of all the work 
They have many 
other departments under their care, and to master all 
the details of every department of a fairly large supply 
system is an absolute impossibility. With the excep- 
tion of a few large towns similar in size to Manchester which 
are obliged to have a large staff and can easily afford a hand- 
somely equipped testing department, money is, as 8 
rule, spent very sparingly on testing instru- 
ments, and the staff is kept down to the minimum. 
To carry this economy to the extreme is financial folly. It 
is as important to be absolutely certain that every unit used 
by a consumer is properly measured and paid for, as it is to 
measure the coal that is delivered at the works to be con- 
verted into electrical energy. Many chief engineers would 
undoubtedly be surprised if the accuracy of the meters in use 
were carefully investigated at different loads. In many 
stations absolute reliance is placed on the meters being 
accurate when received from the manufactarer’s works. ‘This 
will most likely result in considerable loss to the supply 
authority for the following reasons :—The type of meter 
may be most unsatisfactory, as, having no meter tester on 
the staff, the engineer is obliged to take the statements ав 
to the accuracy of the meters offered him by the manufac- 
turers as correct, and they can hardly be expected to get 
any but the most perfect results. The meters may be 
rendered inaccurate by the rough usage in transit, but 
this may be got over by having a man from 
the maker’s works to go through each batch as they 
arrive, and repair the bad ones. This is still an unsatis- 
factory arrangement, as the meters will only be subjected to 
those tests that yield the most accurate results, for the man 
has his employer’s interests to serve, and these differ from 
the supply engineer's interests, Then again, if the type of 
meter is changed, the original manufacturer will charge 
dearly for the testing and repair of meters that have been 
in use for a little time. Enough has been said to show that 
it will pay all engineers except those in charge of very small 
stations to have apparatus sufficient to test all the meters ab 
various loads, and а man of sufficient ability and leisure to 
make these tests. 'l'he very small stations that are near 
enough to a large station should adopt Mr. Ratcliff's 
Suggestion, and get their meters tested for them. 

A meter manufacturer who knows that his meters will be 
subjected to severe tests on arrival, will either of his own 
free will or otherwise, see that the meters are cnrefully 


Vol. 63. No. 1,600, JULY 24, 1908. 


THE ELECTRICAL REVIEW. 


assembled and tested before despatch. In these days of low 
candle-power lamps (5 C.P. or less), it is most essential 
that meters should register their currents correctly. In А.С. 
systems, with the extensive use of 25-volt transformers for 
metallic-filament lamps, the supply authority will lose a large 
number of unite if the meters fail to register the small but 
continnous magnetising currents taken by these devices. 
Large power meters with a high starting current are another 
source of logs, as frequently several motors are kept working 
after the majority are shut down and the current taken by 
there may not be registered at all. 

With reference to the testing and repairing of instruments, 
recorders and clocks, &c., only the larger stations will be able 
to afford the necessary apparatus and skilled staff to do this 
work. The same applies to a chemical laboratory. 

As to the value of equipping a testing department with 
photometric appliances, Mr. McCourt read a very good paper 
on this subject last year before the same association. If a 
system of testing all lamps used by consumers is adopted, 
as at Harrogate and other places, then suitable apparatus 
and staff are absolutely necessary. Engineers differ 
greatly in opinion as to the advisability of this course, and 
undoubtedly many look upon all work of this description as 
a scientific luxury. A well-equipped photometric room, as 
at Manchester, will certainly be of great help in fighting 
the gas interests, and where the competition is very keen, may 
be a financial help to the undertaking. Any station of 
moderate size will derive some benefit from the addition of 
the simple apparatus necessary to enable candle-power and 
life tests to be made of all new types of lamps, and if much 
street lighting is done, a portable photometer. will also be of 


use. The effect of different types of reflectors and shades 


can be ascertained, and sound advice offered to consumers 
who are dissatisfied with their lighting. 

In his paper Mr. Ratcliff describes a simple arrangement 
for the periodical testing of live networks. There are 
several types of apparatus on the market for conducting 
tests of this nature, and many engineers will have had 
experience of their use. It would be interesting to bear 
from them as to whether this testing of the distributing 
system had proved of any practical value. If slight defects 
on the cables are indicated and can be located and repaired 
before they develop into bad faulta, then the number of 
scrious breakdowns on the mains will be reduced, and the 
cost of the apparatus and time spent in testing will be amply 
repaid. It is to be feared, however, that, whilst the instru- 
ments will readily show a fault developing on a part of the 


network, it will only be with the greatest difficulty that this 


fault can be located to a particular cable before it assumes 4 
serious aspect. The high pressure testing set described in 
the paper for breaking down small faults can, of course, 
a be used when the particular cable is found and made 


Jonductivity tests on newly arrived drums of cable might 
һе of service, as nearly every engineer at present places 
implicit reliance on the honesty of cable manufacturers, and 
possibly in a few cases this confidence may be misplaced. 

The author's remarks on fault localising are very good, 
and certainly the simplest apparatus will generally give the 


best results. Small portable accumulators are rarely of any 


ове for this work, as the pressure they give is generally 
жш, to send any appreciable current through the 
au . s 

Where a supply authority hires out motors, some 
simple tests before sending them out will save a good 
deal of trouble. If motor and starter repairs are under- 
taken by the staff, suitable apparatus and arrangements 


for rapidly finding the faults and testing when they. 


have been repaired, will be absolutely necessary. Mr. Kat- 
cliff’s description of the method employed at Manchester for 
testing motors under varying loads strikes one as being very 
economical and effective. As he states in his paper, 
elaborate efficiency tests are only a waste of time, with the 
possible exception of the test of a sample motor from the 
Contractor for the year. 

The testing of switches, fuses and similar apparatus is 
neglected in most stations, and, perhaps, rightly во, as the 
best tests for these things are time and ordinary wear and 
tear. Manchester had, and perhaps still has, some system 
of testing these fittings, and recommending them to 


- disrepute. 
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consumers as being approved of by the Corporation. The 
author makes no mention of this in his paper. If this can 
be successfully done, and only competent contractors allowed 
to do work in a town, electric lighting would never get into 

Each engineer can divide the work of his testing depart- 
ment under two heads—testing that is absolutely necessary, 
and which will bring in an immediate financial return, and 
testing that will either tend to prevent interruptions tq the 
supply of current, or probably bring in some financial return 
in the future. Mr. Ratcliff’s paper will then be of con- 
siderable belp to the engineer, in deciding first of all whether 
his testing department is efficiently equipped with apparatus 
and men to carry out work under the first head. This 
accomplished, provided he has sufficient funds and enter- 
prise, the work under the second heading can be undertaken 
to а greater or leas degree as his judgment decides. 


The Work and Equipment of a Testing and Standardising 
Department. 


Ву Н. A. Ratcuirr (Associate Member) Assistant, Manchester 
Corporation Electricity Works. 


( Abstract of paper read July 8rd, 1908.) 


THE importance of a well-equipped testing department is begin- 
ning to be realised, for by the judicious testing of mains, meters and 
distributing apparatus generally, the proportion of units sold to 
units generated may be considerably increased. In the case of 
small stations, where it would not pay to equip fully a testing 
department, the work should be carried out by a larger neighbour- 
ing authority ; the Manchester Corporation, for instance, tests and 
calibrates a considerable number of meters for other authorities, at 
moderate though profitable rates. | 

Tbe steady currents necessary for accurate testing are best 
supplied by accumulators, for D.o. work. At Manchester there are 
two classes of cells for this purpose; one for tests requiring a small 
current at pressures up to 500 volts, the cells having a maximum 
discharge rate of 6 amperes, and being divided into five sections of 
100 volts each; and the other for heavy work, using large cells in 
groups of 10, each feeding a separate panel. , 

In the case of the former, the first section is sub-divided, as in 
fig. 1, and with the aid of a battery of larger auxiliary cells and 
a potential divider, any voltage from 0'2 to 500 volts can be 
obtained, in steps of 0°2 volt—2,500 steps. | 
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For the larger currents, 10-cell units were chosen because experi- 
ence showed that 20 volts was the lowest pressure that could be 


. conveniently used. 


Under no conditions does any unit ever feed more than one 
circuit at the same time, lest alterations in one should affect the 
current in the other. With the existing arrangements the current, 
once set, will remain constant long enough to enable a row of 90 
meters to be tested without readjustment. 

The best source of А.С. supply is a small motor three-phase 
generator combination. Inverted rotary convertors are occasion- 
ally used for this work, but they are not so convenient as the 
motor-driven generator. | 

Regulation of testing current and voltage, &c., should be centra- 
lised as much as possible, in preference to having switches 
resistances and instruments, &c., scattered about the test rooms. 

For the actual control of heavy currents, rheostat switches 
connected with wire resistances, constitute the most satisfactory 
arrangement; water and carbon resistances are by no means во 
convenient. 

A range from ;i,th of an ampere to 1,000 amperes may be 
obtained with comparatively small resistance frames, if suitably 
designed. The frames may be connected up to the rheostat switches 
controlling them, either in series or parallel; there are many 


— Чч = arb WU eer A mus 
X — — ULM hm: * 


128 


THE ELECTRICAL REVIEW. 


[Vol. 63. No. 1,600, Jur 24, 1908. 


objections to the first method, and though the parallel controllers 
are rather more expensive, they are far more reliable in their 
working, and, moreover, the increased cost is not so great as may 
be supposed. 

A very convenient arrangement is to have the rheostats in three 
groups, as follows :— 


One group having 10 approximately l-ampere steps 
10 10 


» » » » » 


13 » 5 L 100 ,» » 


These would all be connected in parallel. with a resistance 
capable of carrying & maximum current of 1:5 amperes, and having 
a practically infinite range of variation; about the most convenient 
resistance of this type is the Kelvin" drum rheostat. 

It is convenient to be able to adjust the current, voltsand power 
factor, separately and without appreciably altering either of the 
other quantities, also to be able to make slight adjustments of the 
watts without altering current, volts or power factor to any great 
extent. 

The following diagram, fig. 2, shows an arrangement which has 
heen found to be very convenient for all classes of А.С. meter and 
instrument testing. 

The voltage of the alternator may be varied from practically zero 


that they can only touch one commutator segment at a time, and 
moreover, cannot cause a short when moving from segment to 
segment. 

By loosening the clamping screws, the brushes may be moved 
relatively to each other, and the voltage between them varied by 
steps equal to the volts between two adjacent segments of the 
commutator. When the handles are clamped to the sleeve, the 
combination as a whole may be moved round the commutator, thus 
producing any desired phase difference between the “pressure 
circuit" fed from the phase shifter, and the “current circnit” 
connected to the L.T. side of the step-down transformers. 

The diagram (fig. 2) shows the complete connections of the 
phase shifter to a meter testing circuit. 

Standard instruments should only be used by the senior testers 
for the purpose of checking suitable sub-standards. For D.o. work, 
the most suitable sub-standards are direct-reading instruments of 
с moving-coil type,” provided that well-made instruments аге 
use 

For А.С. work, hot wire instruments form most convenient sub- 
standards, and can be checked against the p.c. standards. 

The most convenient standards for the checking of current, volt, 


. and watt measuring sub-standards are undoubtedly the potentio- 


meter, and Kelvin balances. 


4 


‘up to 450 volts. The fine control rheostat in the alternator field 
can be used for maintaining the watts in the testing circuit abso- 


А most reliable method of measuring a.c. volts accurately, is by 
means of a sensitive multi-range electrostatic voltmeter, the modus 
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operandi being as follows :—The deflection on the voltmeter when 
connected to the a.c. circuit is noted, the instrument is then switched 
over to а р.с. supply, and the previously noted deflection reproduced 
by suitable adjustment of the pressure, which can at the same time 
be measured on the potentiometer. This method eliminates ell 
scale and zero errors of the voltmeter. 

All instruments should, as far as possible, be permanently joined 
up and ready for immediate use on the particular work for which 
they are primarily intended. 

For cable testing, with the aid of Price’s guard wire, the author 
has found it possible to absolutely eliminate any leakage deflection 
on an unsbunted galvanometer, having a constant of 1,000,000 
megohms when connected to a 400-volt battery, and using a test 
lead over 100 yards long with damp ends. This severe test was 
only made as an experiment ; in practice it is advantageous to have 
the guard wire as well insulated as conveniently possible, in order 
to avoid excessive discharges from the batteries. 

If a secondary battery is installed for the meter and general 
testing work, there is no reason why it should not be used for 
insulation testing, &c., provided that a few necessary precautionary 
measures are adopted. The accumulators have a very low in 
resistance ; it is, therefore, necessary to put in series with them а 
fairly big resistance, to prevent accidental burning of contacts, &c. 

For insulation testing, one end of the battery will require to be 
earthed, and it is, therefore, advisable to arrange the circuits 1n 
such a way that when the battery is in use for testing purposes it 
cannot be connected to the charging circuit, which probably forms 
а portion of an already earthed network. | 

Banks of lamps are used for the artificial battery resistance, and 
also act ав a potential regulating resistance, thus enabling 
various intermediate voltages to be obtained. 

Money is well spent on photometric apparatus. 

Probably the most convenient standard, both for reliability and 
durability, is the “ Harcourt " 10-0.р. pentane lamp. | 

Corrections must be made for the effect of barometric or hygro- 
metric conditions on the candle-power of the lamp, by means of the 
formula established by Mr. Paterson. Я 

Ordinary incandescent lamps will be found very usefal sub- 
standards, and should preferably be of the metallic-filament type. 
Before calibration they should, if new, be run for at least 200 hours, 
aud the volts should be rather below the normal when making the 
final adjustment of candle-power. 

Such a calibrated sub-standard will retain a definite candle- 
power for two or three hours, provided that the current is main- 


lutely constant, since, by moving it, slight variations are produced 
in both tbe current and the volt circuits, but not to a sufficient extent 
to be of any consequence, although quite sufficient to give the neces- 
sary adjustment of the watts. " 

The main current circuits are controlled in thc same way as in D.C. 
work, except that the fine contro] is obtained by a resistance in the 
primary circuit of the current transformers. i 

As in the case of the p.c. system described above, the main current 
circuits and the volt or shunt circuits are quite distinct, there being 
no electrical connection between them.  : 

The former are fed off the secondary side of step-down trans- 
formers, the voltage being about 20; these transformers are built 
in halves, and both the primary and secondary windings mav be 
connected in series or parallel, as shown in the diagram. It is 
thus possible to utilise them with a large range of alternator volts. 

The volt circuit is not connected directly to the alternator, 
but to the piece of apparatus designated ''phase adjuster" in the 
diagram. | 

A common method of altering the power factor in л.с. testing 
circuits isto make use of choking coils, &c., but this method has the 
great disadvantage that alteration in power factor also produces 
changes in the volts and amperes. 

The “phase adjuster” overcomes this difficulty. The amperes 
and the volts may be set to any required value, and the power 
factor can then be adjusted to any value from zero to unity, 
lagging or leading, without disturbing the current or volt adjust- 
ments. 

The main portion consists of the armature of a 10-H.P. 400-volt 
four-pole p.c. motor, complete with windings, commutator and 
shaft, &c., the armature being of the toothed-core type, with former- 
wound coils. In order toform a closed magnetic circuit, thus avoid- 
ing excessive magnetic leakage, and at the same time keeping 
down the magnetising current, sheet-iron stampings, in the form 
of rings, separated by paper in the usual way, were pressed over 
the armature, making good magnetic contact with the iron core 
stampings. 

The armature being four-pole, the three-phase mains are led in 
at six points as shown. | 

The armature and outer ring are fixed inside a specially con- 
structed switchboard, the commutator and shaft end only being 
visible. A loose sleeve is fitted on the shaft, and on the sleeve, 
two arms are clamped. These arms ate provided with wooden 
handles and support insulated spindles carrying brush-holders. 
The brushes are made of copper, and ‘are filed to з knife edge, во 
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"tained constant ; this should not be done by adjusting the volte at 


its terminals, but by actually measuring the current taken on the 
potentiometer, and regulating it with a resistance having a fine 
range of adjustment, By this means all errors due to drop of volte 
in contacta are eliminated. 

After а set of comparisons with other lamps has been made, the 
sub-standard should again be checked against the pentane lamp. 

For comparing lights of different colours, the author prefers the 
Simmance-Abady patent flicker photometer. For the ordinary 
work of comparing incandescent lamps with a standard incan- 
descent lamp, excellent resulta may be ebtained with a grease spot 
photometer, probably with less fatigue.to the eyes and in less time 
than would be possible with the flicker type. 

A standard gas meter and reliable pressure gauge are absolutely 
essential if gas lamps are to be tested; and this should certainly be 
done if possible, as nearly all the existing figures for gas illumina- 
tion have emanated from gas authorities, and without going во far 
as to doubt their accuracy, it must certainly be admitted that the 
source of information is a strongly biased one. 

Apparatas designed for mains testing should be as simple to 
operate and as direct reading as possible, since the local and 
climatic conditions usually associated with this class of work are- 
not such as conduce to expert manipulation of apparatus, or, the 
rapid working out of involved mathematical formule. 

The periodical testing of the distributing system under working 
conditions has been very much neglected in the past, but engineers 
are now beginning to realise the advantages of being able to feel 
the pulse of the network. The best known methods are the 
" Raphael,” the “ Russell " and the “ Frisch." 

The Russell" test is a very convenient ene to carry out, and 
has been reduced to its simplest form in the extremely ingenious 


instrument knówn as the Groves” network tester. It has been 


found best to use a multi-range ammeter and voltmeter for this 
test, since it then becomes practically possible to obtain open 
scale reading under almost al] conditions. 

Fig. 3 shows a simple arrangement which has proved itself to be 
most convenient for the purpose of portability. 

The four-way ammeter switch gives ranges of 5, 10 and 50 
amperes, also a by-pass position. The voltmeter has 75, 150, 300 
and 450-volt ranges. Should the outer faults be nearly balanced, 
an artificial fault of 10, 20, 30 or 40 ohms can be thrown on either 
side of the system by means of the two-way knife switch. 

А portable testing plant is very convenient for carrying out the 
B. of T. "double working pressure test" on sections of E. r. 
feeders before they are joined through to the generating station ; 
or for testing cables which cannot be linked through to the station. 
In Manchester all the necessary machinery and apparatus is in- 
stalled in а specially constructed van, which may be drawn by 
(wo horses. 

А l0-xw. 500-volt single-phase alternator is direct-coupled to a 
16-B.H.P. р.с. motor. The alternator is connected to the primary 
of a “Cowan-Still” patent regulating transformer, and the 
E ad e 55 is connected to the primana of 

€ Oll-insulated and cooled step-up transformers, ing voltages 
up to to 30,000. ee | nee 

The D.C. supply for the motors is usually obtained from the 
nearest point on the L. T. network. | 

Owing to the small size of the plant, and the fairly high magnetic 
leakage in the transformers, it is necessary to exercise great care 
when raising the pressure on а cable, as the conditions are very 
favourable for producing resonance effects; and, moreover, the 
comparatively heavy leading current causes a considerable rise in 
the terminal р.р, of the transformers and alternator. It has 
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frequently been found that an adjustment of the transformers, &c., 
Which would give a pressure of about 10,000 volts on open circuit, 
would easily give from 15,000 to 20,000 volts on a long length of 
cable, When conducting tests of this description, it is therefore 
esential to have a voltmeter connected directly to the cable, 
instead of estimating the pressure from the readings of a voltmeter 
in the primary circuit of the tranaformers. 

For fault, localising the following is a simple, but little used, 
method for making a slide wire bridge practically direct reading, 
aad at the same time utilising the full length of the slide wire 
(fg. 4). The faulty cable is connected to the terminal a, and the 
loop or return cable to B. | 

The other gap of the bridge is closed by a resistance n, exactly 
equal to the resistance of the slide wire, and preferably constructed 
^f the same size and class of wire. If an ordinary millimetre 
scale is used. and the full length of 1,000 millimetres is taken to 


represent unity, smaller readings representing proportionate 
decimal’ fractions; then if г, = length of cable (single) land 
р = reading on scale, x = p L. 

It will be seen that the available length of scale is exactly 
doubled, since if the extra resistance were not used, no reading 
beyond centimetres conld be obtained. Should the cables 
forming the loop not be of the same size, then the usual calcula- 
tions would have to be made, and consequently, as with other 
direct reading localisers, there would not be much gain beyoud 
the opening out of the scale. 

The work allocated to the motor test room is of far more 
importance that would appear at first sight. 

About 50 per cent. of the motors delivered require adjustment 
in some form ог other, and it is frequently necessary to reject 
machines altogether. | 

It is advisable to make rough efficiency tests on all sample 
machines, and occasionally on an odd one or two out of a large 
delivery; but, as а rule, tests of this description should be omitted 
from the ordinary routine work, as the actual efficiencies of the 
machines generally agree very closely with the makers' guaranteed 
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The following characteristics of a р.с. motor аге the ones which 
mostly concern the actual users:—Speed variation (with varying 
load) ; ditto (with varying temperature); temperature rise; spark- 
less commutation under all conditions of load and temperature. 

All this information is obtained from, say, a six hours’ run at 
full load, combined with short tests at varying loads, both before 
and after the six hours’ heat run. 

Tbe motors are.most conveniently loaded by belt connecting 
them to dynamos, the output of the latter feeding back to the 
supply. | 

Motor starters require to be tested for correct coil: resistance, 
adjustmsnt of overload and no-volt release coils, &c., also for 
heating when starting up a motor under the conditions of the 
specification or guaranteed time limit rating. 


Discussion, 

The discussion was opened by Мн. GzonaE WirnKINsoN, who 
remarked that the paper wonld be of great value for reference 
to those regularly engaged in testing work, &c. He was quite 
opposed to the idea of co-operative testing stations, as testing 
departments should be conveniently situated in the areas they 
served, otherwise carriage and such like expenses would be largely 
increased. He further thought that routine testing would be im- 
possible, and this was the most important point against the echeme. 
At Harrogate their testing apparatus cost some £250 (this not 
including armature winding or instrument-making plant). 

Мв. HavpN Harrison advised that portable photometers should 
be used with inclined вогвепв, поё horizontal ones. He thonght 
that more errors crept into photometry through using the Harcourt 
standard than was generally imagined, and suggested that the 
ea Physical Laboratory’s electric sub-standard should be 
1186 : 

‚Мв. A. J. Свірвв drew attention to a phase-shifting device which 
he had devised for work in the Sheffield Electricity Department's 
test room, and Мв. H. D. Вовнютт pointed out that, in short-period 
testa, the error in starting watches often caused discrepancies in 
results, as regards meters; he also mentioned the necessity of dial 
testing. 

Мв. R. Horney agreed with a previous speaker as to the advis- 
ability of carrying out routine tests in & particular district, but he 
thought it would be a good plan to link up the private testing 
laboratories with some central institution, so that standard instru- 
ments could be tested there. 

A simple phase shifter could be made for 30s., which was much 
less than the price of the various devices on the market. 

Mz. Rarcrryy decided to reply in the Proceedings. 


TRADE WITH NEWFOUNDLAND. 


Tam Board of Trade have issued a report on the conditions and 
prospects of British trade in Newfoundland, by Mr. Richard Grigg, 
the special commissioner, who recently paid a visit to the colony 
for the purpose of investigating the situation of affairs. There is 
scarcely anything of electrical interest in the report, a fact which 
is probabi; explained by the circumstance that the population, 
including Labrador, only comprises 230,000 people, a large propor- 
tion of whom are engaged in the fishing industry, which is the 
principal trade. : 

St. John’s, the capital of Newfoundland, is provided with an 
electric street railway and a reasonable equipment of telegraphs is 
in existence. The telegraphs, railways and certain other under- 
takings were transferred by the Government in 1898 to Sir Robert 
Reid, the well-known contractor, but in 1901 the telegraphic 
system was handed back to the Government. The Grand Falls, 
which are situated about 200 miles from St. John’s, give a head of 
water which appears likely to yield abundant power for all prac- 
tical needs of the wood pulp and paper industry. The three 
countries which participate principally in the foreign trade of the 
colony are the United Kingdom, Canada and the United States. 
As far as the total imports are concerned, British trade gradually 
declined year by year down to 1905-6, and the Canadian propor- 
tion to the total has also slightly decreased, whereas that of the 
United States has steadily increased, although a considerable share 
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of the latterzcomprises raw materials in which Great Britain cannot 
compete. In the case of manufactured articles only, tha, British 
share in the four years ended with 1905-6 averaged 45°1 cent., 


that of Canada was 21:3 per cent., and that of the United States 


26:6 per cent. 

Dealing with the question of competition with the United 
Kingdom, the report states that severe rivalry in regard to 
machinery and steel is experienced from Canada or foreign coun- 
tries, which in rome cases have become predominant, the United 
Kingdom being badly beaten by the United States and Canada in 
cranes and mining machinery. The causes of the success of 
Canadian or foreign competition are to be found in the geographical 
aituation of Newfoundland in relation to Canada and the United 
States, their more numerous manufacturers’ commercial travellers, 
-and their Government commercial agents; willingness to take any 
amount of trouble in offering or showing goods, and in meeting 
buyers’ wishes in regard to the nature of the goods, delivery or 
terms of purchase. The result bas been, to some extent, the 
creation of the impression amongst buyers that British merchants 


and manufacturers are inclined to be indifferent to the Newfound- | 


land market, regarding it as almost insignificant in comparison 
with-their total trade. Other reasons are afforded by competitors 
adapting their goods to the requirements of the colony; the 


superiority of Canadian nnd foreign goods over British manufac- . 


tures, which is alleged in a number of cases in respect of quality 
and workmanship, together with cheapness, as, for instance, in steel 
axles, car wheels, steel rails, &c. ; and the quotation of goods c.i.f. 


in dollars and cents, and the use of identical weights and measures 


as in the colony. | 

The report proceeds to suggest that British firms should seek to 
increase their trade by the promotion and encouragement of 
facilities for quick and cheap transportation and communication ; 
that manufacturers should study Newfoundland conditions for 
themselves, and not depend so much as in the past upon merchants 
and agents; thet they should cater for the demand and produce 
the goods required in the colony; that they must adopt the 
American standards, particularly for iron and steel, which have 
been introduced in the colony. It is also suggested that more 
business might be done with detailed catalogues and advertising, 
and that the British Government should appoint a national trade 
representative to render similar services as the United States 
- consuls. 

An appendix to the report gives details of the Newfoundland 
Customs tariff. Ita from the list that a duty of 35 per cent. 
ad valorem is levied on telephone and telegraph instruments, 
electric and galvanic batteriee, lampe snd lanterns; 40 per cent. on 
india-rubber manufactures, 30 per cent. on iron or steel rails, 
railway coaches and tramcars and their component parte, and 
automobiles; 35 per cent. on steam boilers, machinery and разів, 
electric light machinery and electrical material of every descrip- 
tion, including carbone, electric meters and electrical apparatus ; 
25 per cent. on gas engines. Among the articles exempt from duty 
are those imported by or for the uee of the government depart- 
ments or of the municipal conncil, and also machinery of all kinds 
to be employed in the actual breaking of coal or ore anderground 
or in an open pit, as, for instance, coal-cutters, pumping engines, 
compressors, special machinery, &c. 


PARLIAMENTARY, 


Central Ireland Electric Power Bill. 


Tuis Bill came before the Earl of Donoughmore's Committee of 
the House of Lords last week. 

Mr. Freeman, K.C., appeared for the promoters, and Sir Ralph 
Littler represented the Dublin and Alliance Gas Consumers’ Co., 
petitioners against the Bill. | 

Mr. ЕвЕЕмАН explained that under the Bill it was 
proposed to construct a generating station at Robertstown. ‘The 
site would be near the Timaho bog, and the promoters by an 
arrangement with the owners had acquired 500 acres of the bog, 
which had a depth of 25 ft. They estimated that on a 30 per cent. 
load factor with 15,000 H.. that would meet the requirements 
for the next 50 years. The electrical energy would be generated 
by means of gas produced from the peat. 

Mr. J. STURGEON, engineer to the promoters, gave evidence 
in support of counsel's opening statement. 

Witnesses were called to prove that the proposed capital would 
be ample, and that there would be no difficulty in raising the 
£200,000 proposed to be found. 

MB. LAWRENCE WICKHAM, chairman of the Blackrock U.D.C., 
supported the scheme. In hie opinion, the opportunity of obtaining 
electricity in bulk would be of great advantage. The Council had 
powers under an Act of 1901 to establish generating works, but 
had not carried them out, owing to the great cost that would 
be entailed. If the Bill passed, the Council had entered into an 


agreement with the company to obtain enough current to carry out 


the powers under its provisional order of distribution. 

Mr. HxRON, town clerk of Blackrock, gave similar evidence. 

бів RarPH LIiTTLER, K. C., called, on behalf of the Dublin and 
Alliance Gas Consumers’ Co., Мв. W. F. Соттон, secretary and 
manager of the company. He said that they were opposed to the 
Billon the ground that it would be unfair competition. If the 
scheme of the Council in taking a supply from the promoters 
should fail, the Gas Co., as ratepayers, would have to pay their 


share, whilst suffering at the same time from the Electricity Co.'s ` 
competition. 

Мв. B. SELLON said that, in his opinion, the proposals of 
the promoters were absolutely impossible. 

SIR RALPH LITTLER then addressed the Committee in opposition 
to the scheme, and Mr. Freeman having replied, 

The CHAIRMAN said that the Committee had decided to allow the 
Bill to proceed. | 


Metropolitan Electric Tramways Bill. 


Tuis Bill came before the Unopposed Committee of the House of 
Commons (Mr. Emmott presiding) qn Thursday, and was ordered 
to proceed. The measure authorises the construction of a small 
extension of the Jine between Harrow Road and the Paddington 
line, 80 as to connect the tramways inside and outside the Metro- 
politan area. There is a proviso in the Bill that the construction 
of this tramway shall not proceed without the consent of the 
L. C. C., and if that body comes for power to construct, the company 
shall not oppose it. | 
A clause was inserted by the Committee, providing that the 
police authority can make representations to the Board of Trade on 
the condition of the tramway track. A clause was also inserted pro- 
viding that, in calculating charges in respect of traffic conveyed 
partly on the proposed tramway and partly on any other part of 
the company’s undertaking with which it is connected, the pro- 
posed tramway and the existing undertaking shall be deemed 
to be one undertaking: The Committee further reported that, 
while of opinion that as a matter of general public convenience it 


might be desirable, as suggested in the report, that the Commissioner 


of Police should have the power to affix notices to tramway 
standards subject to proper protection being afforded to the owners 


of the tramway, yet they considered that, as the tramway proposed 


to be authorised by the Bill was only about a mile in length, it was 

desirable to secure to the tramway undertaking better protection 

than was afforded in the clanse submitted on behalf of the Secretary 

x pei and they allowed the powers sought without inserting 
e clause. 


London United Tramways Bill. 


Tuis Bill, which has already passed the House of Commons, came 
before the Select Committee of the House of Lords, presided over by 
Lord Donoughmore, on 'Tuesday. Mr. Balfour Browne, K.C, 
appeared for the promoters, and the opponenta were the Middlesex 
and Surrey County Councils. 

Мв. Browne explained that the object of the Bill was to 
enable the company to link up their systems on the north and south 
sides of the Thames by the construction of a tramway over King 
Edward VII Bridge at Kew, and the only question was as to what 
the company should pay to the County Councils for the right. The 
House of Commons Committee inserted a clause to the effect that 
the company should pay the County Councils £1,000 a year by way 
of rent. He did not think this was right, but still he could not 
get out of it. The County Councils, however, now wanted the 
company tc agree to lay the tramway either on the conduit or the 
surface-contact system. This the company objected to, and they 
futther objected to regulations regarding the traffic on the bridge, 
which the authorities wanted to make. | 

Severs] witnesses gave formal evidence on behalf of the 
promoters. 

Мв. CUTHBERT BRERETON was called on behalf of the petitioners, 
and said that the overhead system would interfere with the 
amenities of the neighbourbood. The conduit system could be 
used on the bridge. 

The Committee passed the preamble of the Bill, but left it to the 
Board of Trade to decide what system should beused. The County 
Councils would be able to go before the Board on the matter. 


Great Northern, Piccadilly and Brompton Railway Bill. 
—Mr. Emmott’s Committee of the House of Commons, on Tuesday, 
passed the preamble of the above Bill, to which there was no 
opposition. Sir George Gibb, general manager of the Underground 
Electric Railways, explained that the real object of the rearrange- 
ment of capital was that the railway was leased to the Under- 
ground Railways Co., who were to pay a rent, under a perpetual 
lease, equal to 4 per cent. on the total share and loan capital of 
the company. The anticipations of those who made the agree- 
ment had not been realised, and it was practically intended to 
cancel the agreement, 


Leith Burgh Tramways.—Mr. Emmott's Committee of the 
House of Commons has passed the preamble of the above Bill, 
which authorises the Corporation of Leith to construct and work 
tramways beyond the limits in respect of which they are the local 
authority, under the Tramways Act, 1870, viz, in the City and 
Royal Burgh of Edinburgh. The tramways are to be in con- 
nection with other tramways to be constructed by the Corporation 
under the powers of the Bill, and the Committee is of opinion 
that having regard to special local circumstances, such construction 
and working ought to be constructed subject to a clause agreed 
upon between the two Corporations. The amount proposed to be 
borrowed for the construction of tramways and street works is 
£50,000, and the Committee has fixed 30 ycara as the period for tb^ 
repayment of the loan. 
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Ravensthorpe Urban District Council Bill.—The Police 
and Sanitary Committee of the House of Commons has passed the 
Ravensthorpe Urban District Council Bill, Ie II of which deals 
with electricity. Clause 10, which provided for the purchase of 
electricity in bulk; Clause 11, giving power to transfer tbe electric 
lighting order to the Electrical Distribution of Yorkshire, Ltd. ; 
Clause 13, dealing with the supply of electricity where the con- 
sumer has a separate supply; Clause 14, providing for electric 
lighting consumers giving notice to the Council before removing ; 
and Clause 16, to allow a discount on electric lighting and power 
accounts, were all withdrawn. Clause 12, giving the Council power 
to supply eleotrical fittings, was agreed to. 

Barnley Corporation Bill.—The Select Committee of the 
House of Lords presided over by Lord Donoughmore has passed the 
preamble of the above Bill, which provides for the construction of 
new tramways, at an estimated cost of £70,000. Power is also 


given to supply electric fittings. 


LEGAL. 


Окрввавоонр ELECTRIC Ra ILWAVYS Co. 


Os Thursday, the 16th inst., in the Chancery Division of the High 
Court, Mr. Jastice Swinfen-Eady granted a petition by the Under- 
ground Electric Railways Co. of London, Ltd., for the cor firmation 
of its scheme for the conversion of ita profit-sharing security: notes 
into new obligations. 

The petition was opposed by the dissentient note-holders. 

Мв. Younczs, K. C., said the scheme involved very large figures 
and very important interests. The company was formed in 1902 
with a szare capital of £5,000,000, of which £4,800,000 was paid. 
It had constructed the Baker Street and Waterloo Railway tube, 
the Great Northern, Piccadilly and Brompton tube, and the Charing 
Cross, Euston and Hampstead tube, and had electrified the Metro- 
politan District Railway. Por the purpose of supplying electrical 
power to these four companies, it had erected a large power station 
at Lot's Road, Chelsea, at a cost of nearly £1,400,000. The com- 
pany also had а considerable interest in the London United Tram- 
ways. In addition to its share capital, the company had issued 
£7,000,000 profit-sharing secured notes, £775,000 power-house 
debentures, and £300,000 secured temporary loans (outstanding). 
Оп December Ist last, interest on the profit-sharing notes of 
£7,000,000 amounting to £173,591 was not paid, and the interest 
of £175,000 due on June 1st being also unpaid, the principal fell 
due, and unless this scheme. of readjustment went through, 
the company could not pay the money. The scheme, which 
was duly approved at the meetings (only holders of £28,000 out of 
£7,000,000 being against it), authorised the company to create (1) 
£1,000,000 5 per cent. prior lien bonds to bearer, maturing in 
November, 1920, and, with the consent of the holders of 44 per 
cent. bonds, a further issue of £250,000; (2) £3,000,000 44 per 
cent. bonds to bearer, maturing in 1933; (3) £5,200,000 6 per cent. 
income bonds to bearer, maturing in January, 1948. 

All these bonds carry additional interest equal to the amount of 
the British iacome-tax. 

The terms of the exchange are that the company shall allot to 
each holder of notes fully-paid 4j per cent. bonds of a capital 
amount equal to 40 per cent. of the capital amount of his notes; 
and fully-paid income bonds of a capital amount equal to 70 per 
cent. of the capital amount of his notes. Two holders respectively 
of £26,000 and £500 profit-sharing securities now opposed the 
scheme on the ground that it was framed in the interests of the 
shareholders and not of the note-holders. 

Ms. Leverr, K. C., stated that the scheme was not fair and 
reasonable; that it did not disclose to the Court the state of the 
Company, ahd in particular the loan of a million pounds, nor what 
oe for nearly three-quarters of a million, now held for 
idee Joan notes, was being given to the company, and that it 

d not, with the exception of providing for the redemption of the 
temporary loans, compel the company to apply the money in the 
Way in which the circular said it would be applied. 

His LonpsntP said the duty of the Court was to consider whether 

y еще was a reasonable compromise or arrangement, and one 
Which would by reasonable people conversant with the subject, be 
ded as beneficial to those on both sides who were making it. 

6 points raised by the opponents of the scheme did not go to the 
substance of it or prevent ite being a fair and reasonable one. His 
view was that taken as a whole it was fair and reasonable, and 
Probably the best that could be devised in the interests of all 
parties concerned. He therefore affirmed the scheme. 


Escorr v. МїхЕнЕАр ErECTRICAL Ѕоьріу Co., Їр. 


is case came before his Honour Judge Beresford at the last 

ton en County Court, in which Clara Escott, widow, claimed 

m the defendants £156 under the Workmen’s Compensation Act, 

1 of her husband, James Escott, who died through carbon 

oe poisoning while in the respondents’ employ. The case 
Meet in our issue of June 26th. 

a ‚ CLARKE, on Tuesday last week, said that he had consulted 
under t and admitted that carbon monoxide did not come 
he definition, although he was advised that it ought to. 
the ‚Н, C. Weramaup then asked for an award in favour of 

Feepondents, which his Honour made, with costs. 


NATIONAL TELEPHONE Co. v. GOURAUD, 


AT the Brighton County Court on Friday last, Colonel Edward 
Gouraud, of Marine Parade, was sued on an adjourned default 
summons by the National Telephone Co., Ltd., to recover £5 bs., 
proportion of telephone rentals, Post Office fees, and removal 
charges. Defendant counterclaimed for £10,000 on the following 
grounds: (a) neglect of duty; (^) breach of contract; (c) pecuniary 
loss; (d) injury to health; (e) prolonging an already long and 
critical illness; (/) increasing expense of doctors; (g) unwarrant- 
able and illegal disconnection of exchange service; and (л) making 
statements prejudicial to the credit and honour of the defendant. 

According to the Susscz Daily News, when the case was called, 
his Honour Judge Scully said he had been told that the counter- 
claim was withdrawn. 

Evidence was given as to the contracts and order of removal. 

.. CoromBEL Ооовлор announced that he was going to deal with the 
counterclaim in the High Court, and he denied the amount due. 

Евюревск Hooper, exchange inspector, described defendant as 
а very worrying subscriber. Many a hundred times he had 
inspected Colonel Gouraud's line, and in nine cases out of ten 
found it all right. In the other cases the faults were not serious. 

CoLoNERL GounRAUD: You found me one of the most troublesome 
Subscribers ?— Yes. 

I used very strong language on some occasions?—Yes; you 
always complained and said we were a lot of thick-heads and did 
not know our work. 

Mr. Моовносѕе, Brighton manager of the company, said that, 
generally speaking, Colonel Gourand had a good telephone service. 
On one occasion witness visited the Colonel, who made no specific 
complaints, but generally abused the directors. He talked of a 
portrait hanging upside down in the room, and also spoke about 
fighting duels. 
In the witness box Согохвг, GouBAUD admitted the contrast. 

His Honour gave a verdict for the plaintiffs for the amount 
claimed, as Colonel Gouraud had not established that the service 


was practically useless during the period. 


Cross & Cross т. E. Мовгку & Son. 


IN the King’s Bench Division on Tuesday, Mr. Justice. Walton 
gave judgment in the case of Cross & Crots, constructional 
engineers, Walsall, against Emmanuel Mosley & Son, contractors, of 
Derby. The case was before his Lordship the other day, and it 
will be remembered that plaintiffs claimed damages for breach of a 
contract to supply certain iron and steel work for the electric 
power station erected by the Corporation of Derby, the contractors 
for which were defendants. Defendants declared that the work 
was not supplied by October 31st last, the date specified in the 
contract, and defendants also raised a counterclaim on the ground 
that they had to procure the material from another source at 
greater cost. The plaintiffs replied that the delay in placing the 
work at Derby was due to the insufficiency of the plans and 
specifications sent to them by defendants, who denied this. | 
His Logpsuip held that the date specified for the completion of 
the work was not of the essence of the contract, and that conse- 
quently defendants had no right to rescind the contract. He 
therefore found for plaintiffs on the claim for £83 damages and 


costs. He found for the defendants on the counterclaim, on the 


ground that plaintiffs did make some unjustifiable delay, which 
put defendants to some expense. He awarded defendants £16 


damages on that issue, and £20 costs. 


Tur RionHTs оғ TBAMCAR CONDUOTOBS. 


AT the Brentford County Court on Friday, before his Honour 
Judge Howland Roberts, Wm. F. Westwood, of the Potteries 
Brentford, sued the London United Tramways, Ltd., for £50 
damages for 3 ну personal injuries. 
Mr. J. B. Morle was for the plaintiff, and Mr. Pyke-G 
the defendants. 3 | d NON for 
PLAINTIFF stated that on January 4th he, with a friend, boarded 
a tramcar in High Street, Brentford. Witness was unable to get a 
seat inside, and the conductor told bim to go outside; he declined 
and said that as they were near Kew Bridge people would be 
getting out and he could then sit down. The conductor pushed 
him out of the car on to the step, and then, whilst the car was 
moving, shoved him again, and he fell, injuring his knee. 
Corroborative evidence was given for the plaintiff. On behalf of 
the defendants, it was given in evidence that there was no room in 
the car, and the by-laws and the police regulations required that 
there should not be overcrowding. Furthermore, the plaintiff 
was under the influence of drink. He would not leave the 
car, swore at the conductor, and struck him in the mouth with a 
parcel he was carrying. The pushing-off was denied, and it was 
asserted that whilst on the step plaintiff slipped and fell. 
His Honour said that the plaintiff committed a wrong in 
refusing to leave an overcrowded car, and the conductor was acting 
in the interests of the company in requesting him to leave. But 
he went beyond his duty in pushing the plaintiff off the car, and 
obviously he should have stopped the vehicle and called in the aid 
of the police to take the plaintiff's name, and stop a breach of the 
peace. He complained of having been assaulted, and there again 
it was a matter for the police. There was an ejectment from the 
car, and more force was used than was necessary. He found forthe 


plaintiff, £12 damager, 
E 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Simplex Quick Action Turn Switch. 


Messrs. SrurLEX Conpurts, LtD., of Garrison Lane, Birmingham, 
are introducing a neat little switch, fig. 1, of low projection, with 
quick independent action. Fig. 3 shows the inside of the cover and а 
specially shaped fibre disk, which is actuated by the milled knob on 
the outside. The fibre disk is во arranged as to work the spring 
shown in fig. 2 (which is the base of the switch). The centre 
piece, which holds the spring, revolves and puts the spring in 


Fia. 1. Его. 3. 
tension; the latter, however, has. no effect until it has passed the 


centre, when it comes into action immediately, giving a rapid make 
and break. 


The cover is not fixed by ecrewing on, but by two springs fitting 


into special notches in the porcelain base; to remove the cover, 
a small screw-driver is inserted between the base and the cover 


opposite either rivet head, or a special key is supplied for the - 


purpose. | | | 
The E.A.C. Prepayment Meter. 


The accompanying illustration represents a new patent prepay: 
ment meter on the electrolytic principle, which is being put on the 
market by THE EzEOTRICAL APPARATUS Oo. LTD., of Caxton 
House, Westminster. The meter consists essentially of a gas 
voltameter, the glass vessel shown being partly filled with a 
solution of caustic soda; there are two fixed nickel electrodes 


Fic. 4.—E.A.C, PREPAYMENT METER. 


running down inside the glass cell, and а movable one suspended 
in the centre of the cell by a nickel wire from a drum at the top 
of the meter. Normally, the current flowing to the installation 
passes from one of the fixed electrodes to the suspended electrode, 
electrolysing the liquid and lowering its level in exact ratio with 
the amount of electricity consumed. When the surface of the 
solution falls below the suspended electrode, the circuit is inter- 
rupted ; connection is restored by inserting a shilling through a 
slot in the top of the case and turning the handle seen on the 
right-hand side of the meter, thus lowering the electrode into the 
solution. Several shillings may be inserted if desired, the electrode 
being lowered to a corresponding extent. 

A layer of paraffin oil on the surface of the electrolyte prevents 
evaporation of the latter; and sparking in the oil at the moment 
when the electrode ceases to touch the electrolyte is avoided by 
the following means: the third electrode is connected through a 
lamp with the suspended electrode, so that when the latter breaks 
contact the current is not wholly interrupted, but passes through 
the solution by way of the fixed electrodes, and through the lamp 


to the installation. The consumer's lamps are thus caused to burn 
dimly, until he inserts another shilling. The dimming lamp may 
be left in circuit for any length of time; as the whole of the 
current always passes through the solution, it is effective in 
lowering the level of the latter, and is paid for by the next shilling. 
None of the electrodes are fused into the glass vessel, which is 
quite plain. A small glass bell is placed over the suspended 
electrode, so that practically only the gas which is evolved from 
the surface of the latter rises around it, and there is no risk of 
ignition at break of contact. The meter is constructed to take 
about 45s. before it need be refilled, and the operation of refilling, 
which is done with pure water only, is very simple. The rate of 
charging is readily changed, by substituting a glass vessel of larger 
or smaller diameter, at trifling cost. There is nothing to wear ont 
or break down, and no means of tampering with the record. 


« Willcox-Ramoneur?? Patent Boiler-Tube Cleaner. 


A new method of cleaning boiler tubes is being introduced by 
Messrs. W. H. Уїпгсох & Co., Lrp., of 23, Southwark Street, S. E. 
The apparatus employed, called the Ramoneur," consists of a 
nozzle through which live steam is blown, inducing a jet of air; 
the dry-heated air and steam are directed spirally through the 
smoke-tube to be cleaned, and sweep out the soot, without mois 
tening it and so'forming cakes and incrustation. The operation is 
very rapid; it is stated that a nest of 70 tubes can be efficiently 


Fic. 5.—RaMoONEUB Borren-TuBE CLEANER. 


Cleaned in four minutes, and the work can be done while the - 
boiler is in use. Water-tubes can also be cleaned with this appa- 
ratus, and the accompanying illustration, fig. 5, shows the pattern 
employed for this purpose. The cone-shaped head marked 4 is 
the nozzle through which the steam and air are blown, and the 
tubular end piece p enables the blast to be directed upon the 
outside of the tubes. The nozzles can be made interchangeable, 80 
that where both types of boiler are in use, one apparatus only 18 
required. 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi 
cations at the carliest possible moment. No letter can бе published 
unless we have the writer’s name and address in our possession. 


Accumulators for Peak Loads. 


It is with much reluctance that I trespass upon the 
hospitality of your columns, but it is to correct a mistake of 
some considerable importance, and one that tells very 
adversely against batteries, and this must be my excuse. 

The comment of practically everyone who has hitherto 
criticised my paper has been that the use of cells is doomed 
to discontinuance directly any station acquires a decent load 


factor. 


In the case of the large majority of our municipal 
systems it would be most unsafe to predict that the load 
factor will exceed 30 per cent. in the course of the next 10 
years. If, then, it can be shown that, as far as fized charges 
are concerned, the battery can compete with steam additions. 
even where there is a good load factor, the only question 
remaining is whether, in the matter of runing expenses, this 
saving is not wiped out by the inefficient battery. 

An analysis of the Neptune Bank mid-winter peak for 
1903 (see Merz’s paper, April, 1904), shows that, by putting 
in a battery on a three-hour rating, it would be practicable 
to take up 40 per cent. of the peak. The capital cost would 
be £15 per KW., and the annual fired churges £2°2 per 
KW. of maximum demand per annum, as against £4°6 per 
KW. with reciprocating engines, or, say, £42 per xw. with 
turbines (see fig. 14 of my paper, corrected by adding 40.45 
per KW. to the battery curve, as already explained at Not- 
tingham). It may here be remarked that it is the high 
value of other fixed charges than capital costs which tells 
against steam, as my fig. 11 was intended to illustrate. 

The running charges will also be less (although the load 
factor at Neptune Bank must have been quite 30 per cent-), 
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because the battery enables certain engine and boiler units to 
be shut down altogether, on account of the all-night load 
being so much less than the day load. 

The diagram given with my paper (fig. 8) shows a net 
saving of some 4,750 tons of coal per annum for a station 
which is mostly a lighting station. On a station with a 
large power load, this would, no doubt, be considerably 
reduced ; but there would certainly still be a saving, even 
where steam turbines were employed, on account of the reduced 
number of boilers under commission. 

Surely there are many municipal stations that have yet 
to beat the power load possessed by Neptune Bank in 1903-4, 
or is * Lightning's” column of load factors not to be 
trusted ? 

Is it too much to hope that the above simple example, 
which anybody can check for himself, will at least cause 
engineers to consider whether the continuance of the use of 


batteries does so entirely depend on the obtaining of a 


power load ; and whether the all-night load, and the sizes of 
steam units employed, do not have something to say in the 


matter ? 


King's Heath, 
July 17th, 1908. 


A. M. Taylor. 


Electric Rock Drills. 


There appears to be in the mining industry a most im- 
portant demand for rock drills which is not at present, so 
far as I am aware, met by any manufacturing firm. Мапу 


experiments with rock drills have been made, both driven 


direct by electricity and through the medium of an electric 
air compressor, but up to the present with limited success. 

I am aware of cases where hundreds of drills are in daily 
uge, and the old methods of hand-operating are still in force, 
notwithstanding that a cheap and reliable supply of three- 
phase current at, 50 cycles is available and a good drill much 
desired by the owners. 

Through the valuable medium of your columns I shall be 
pleased to hear from, or be placed in direct communication 
with, manufacturers of electric rock drills of repute, as the 
difficulties to be overcome in boring holes 1] in. diameter 
and 4 ft. deep in rock are surely slight compared with other 
problems which have been successfully grappled with by the 


electrical industry. . T 
Electric Miner. 
Spain, July 7/A, 1908. 


BUSINESS NOTES. 


Sports.—The twelfth annual sports of the G. E. C., Salford, 
took place at Belle Vue Gardens, Manchester, on Saturday last. 
Unfortunately the weather was against outdoor sport, but the big 
list of events proved very popular. For the thirteen events there 
were some 550 entries; prizes to the value of over #50 were offered, 
these including two eilver cups, presented, as usual, by the president, 
Mr. Н. Bevis, for the 220-yd, handicap, and by Mr. Н. Hirst for 
the half-mile handicap. | 


German Lock-out.—The Vulcan Engine Building Co. 
recently started a lock-out in order to compel their employés to 
Work 13 bours overtime—from 5.30 p.m. to 7 p.m. Nearly 8,000 
men ate affected by the order. 


. Nernst Lamps.—The prices of Nernst lamps have been 
Teduced since July 15th, and all lamps are now guaranteed by the 
A.E.G. English Manufacturing Co., Ltd., 4-5, New Compton Street, 
Charing Cross Road, London, W.C. 


Book Notices,—‘“ Standard Handbook for Electrical 
сора Second edition. New York: McGraw Publishing 

R, 

" Radio-Telegraphy." By С. F. Monckton. London: A. Constable 
and Co. 1908. Price 6s. net. 


Sales, &c.—A patented method of using both internal 
Combustion and steam in prime movers is for sale or licence. An 
electrica] company's stock is offered for sale. 

Sales of machinery will take place on Tuesday, 28th inst., and 
on Thursday, 30th inst., in London. 

, А patent for the electric welding of steel tubes is to be had on 
See our advertisement pages to-day. 


Catalogues and Lists.—Mkssus., Francis BARNETT 


— 


ахо Fostzr, Lro., 66, Moor Street, Birmingham.—List of prices 
of brass hexagon nuts, sizes from 4 in. to 1 1n. ПИС 

T. Всарви, Ілр., 180, Fleet Street, E.C.—Leaflets giving par- 
ticulars, with illustrations, of Sagden’s patent superheaters for 
Lancashire, Cornish und Dryback boilers, also internally-fired 
superheaters, Sugden's steel combined stop and isolating valves, 
and Sugden’s reducing valves for varying pressures and conditions. 

THE Hoppwspon Manoracturme Co., Hoddesdon, Herts.— 
Leafiet relating to their Revolution wood split pulley. 

Hart AccUMULATOB Co., Lro., Stratford. E.— Illustrated price 
list of ignition batteries for motor-cars, boats and cycles. 

TRR British Tuowsos-HousroN Co., LtD., Rugby.— Illustrated 

phlet, No. 210, describing their Curtis steam turbines of the 
horizontal shaft type. | 

SrwPLEX Oonpurrs, Lro., Garrison Lane, Birmingham.—Pro- 
gress sheet No. 275, illustrating a new type of porcelain interior 
with split terminals, so that connection can be made without 
cutting the main wires; also cheap brass brackets. 

Messrs. SInMENS Ввоз. & Co., Lrp., Queen Anne's Chambers, 
S.W.—Oatalogue No. 508, of testing instruments and aecessories, а 
department which the company is developing. The catalogue, 
which supersedes No. 38, describes moving-coil instrumenta of 
various types, portable ammeter and shunt, improved Siemens 
Universal galvanometer, direct-reading wattmeter for unbalanced 
three-phase circuite, current transformers, mirror galvanometers, 
ohmmeters, potentiometers, portable bridges and testing sets. 


Trade Annoancements,—MeEssrs. C. J. THURSFIELD 
AND Co. have removed their London showrooms from 21, Berners 
Street, W., to more convenient and extensive premises at 28, 
Berners Street, W., where they will show a new series of examples 
of special fittings to harmonise with the panelled room, and certain 
decorations for the seventeenth and eighteenth centuries, Their 
new telephone number is 6,792 P.O. Central. 

Messrs. SOUPER & CALLAGHAN, engineers and agents, of 46, 
Grosvenor Cbambers, Deansgate, Manchester, have formed. a part- 
nership for the purpose of carrying on business as buying and selling 
чеп for all classes of machinery and engineering materials and 
supplies. - | 

ESSBS. ELEOrBO MOTORS, Lrp., Openshaw, Manchester, notify 

that their works and offices will be closed from August let to 
August 10th for the annual holiday. Estimating and urgent 
correspondence will be attended to by a small staff. 
. Tae LANCASHIRE Dynamo AND Motor Co., Lro., of Trafford 
Park, Manchester, inform us that their works will be closed from 
12 noon on Saturday, August 8th, until 9 a.m. on Monday, August 
17th, 1908. No goods will be received between these dates, but a 
small staff will be in attendance to deal with urgent matters. 

Аво Lamps, LTD., 86. Albans.—The works will be closed from 
July 3186 to August 9th, 1908, inclusive. | 

Messrs. MoRRIS-HAWKINS, Lrp., have removed their London 
offices to Hornsby House, 75в, Queen Victoria Street, E.C., and will 
be glad to receive trade catalogues of manufactures allied to the 
electrical industry. The company is in no way connected with the 
Morris Aiming Tube and Ammunition Co. ; | 
. The offices of the Engineering Times are now at 30 and 31, St. 


P 


` §witbin’s Lane, E. C., where all communications should be 


addressed. 


- Bankruptcy Proeceedings.—A sitting of the London 
Bankruptcy Court was held last week before Mr. Registrar 
Brougham for the public examination of J. T. Murray, described 
under a creditor's petition as of Gunterstone Road, West Кепвіпр- 
ton. The statement of affairs showed liabilities £3,212, against 
assets £73, apart from bad book debts £30,250. During the last 
five years the debtor has been engaged amongst other business in 
the formation of the Scutari Tramways in Asia Minor. The 
debtor attributes his failure to lock-up of money in connection 
with the tramway scheme in Asia Minor; to inability 
to obtain moneys due to him, and to law costs. Mr. 
G. W. Chapman, Official Receiver, reported that the first 
meeting of creditors stood adjourned to enable the debtor to make 
arrangements with a view to discharging his liabilities. All 

arties consenting, the public examination. was postponed until 
October 23rd next. 

ALFRED WILLIAM BENNETT, 48, Elford Grove, Leeds, lately 
carrying on business under the style of Bennett & Co.,“ 
electrical engineers, appeared at the County Court Honse, 
Leeds, on Tuesday, for his public examination. The liabilities 
expected to rank for dividend were £1,124 13s. 4d., and assets 
nil. Debtor stated that in 1892 be made a deed of assign- 
ment, and a dividend of 3s. 7:4. in the £ was paid on claims for 
over £1,400. He was one of the trustees under his mother's wil], 
and, with the consent of the other two trustees, he sold the property 
at different times, realising £1,300. (Questioned as to the disposal 
of that money, debtor admitted that about £700 was taken by him 
for use in his own business. In October last debtor made arrange- 
ments to borrow £200 at £6 per cent. interest per annum, but only 
received £131 10s. The examination was adjourned until August 
11th, the debtor being ordered to amend his statement of affairs 
by the inclusion of tbe £700 in connection with the trust. 


Contracts Awarded.—The following contracts have 
been awarded to Mxssns. J. R. Norris & Co., Oldham :—Empire 
Theatre, Bolton, lighting; Royton Ring Mill, Oldham, lighting 
and plant; Ensor Mill, Rochdale, lighting and plant. 

Amendment of Patent Specification.—I,eave is 


sought to amend Patent No. 16,269 of 1906 for “Improvements 
relating to electric induction furnaces.” Seo our advertisement 


pages for particulars. 
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Dissolutions, Liquidations, &c,—GnaaHAM, Morton, 
LT».—The liquidator, Mr. R. Hilditch, has announced that after 
the liquidators of the old company have paid the debts incurred by 
it, there will not be quite sufficient available to discharge the amount 
owing to the debenture-holders of this'company. There will, 
therefore, be no dividend for the creditors of this company. 

THOMAS Parker, LTD., Wolverhampton.— Notice is given 
that a meeting of the creditors of the above-named compan 
will be held at the office of the company, Wednesfield Road, 
Wolverhampton, on Thursday, the 30th inst., at 12.30 p.m. This 
is aformal meeting. Since the date of the circular of July 14th, 
1908, the chairman of the company, Mr. C. T. Mander, has been 
appointed receiver and manager for the debenture-holders, and he 
is carrying on the business until the necessary formalities are 
completed and the new company formed. | 

Мегрвом Beros., Ltp.—The petition for winding up this com- 
pany, is to be heard at the Royal Courts of Justice, on July 28th. 

WALSALL Erectaicat Co., Lro., AND Rmepucep.—The petition 
for reduction of capital will also be heard as above. ' 

ELECTROMOBILE Hiera Co., Ltp.—This company is winding up 
voluntarily, owing to amalgamation with the Electromobile Co., 
Ltd.; Mr. G. Cockerton, 7, Hertford Street, Mayfair, is the 
liquidator. 

LANCASHIRE ELECTRIC SyPPLY Co., Ltp.—Creditors are required 
to send particulars of debta, &c., to Mr. John Collier, the liquidator, 
4, Chapel Walks, Manchester, by August 7th. — | 

SourH-WESTBRN ELECTRICAL Co., Ltp.—A meeting to hear an 
account of the winding-up, &c., will be held at the office of Messrs. 
Elles, Salaman & Co., Oxford Court, Cannon Street, E. C., on 
August 21st. 

CONDUITS. AND FrvTINGS, LrD.— A meeting to hear an account of 


the winding up, will be held on August 17th, at the office of tbe 


liquidator, Mr. H. Douglas Brown, 12, Southwark Street, London. 


Annual Outings.— On Saturday, 11th inst., the second 
annual outing of the West Ham Corporation's electricity staff 
took place under ideal weather conditions, The party went in 
brakes to Broxbourne, Herts. After dinner a series of sports were 
held, In the tug-of-war the generating station team showed their 
pulling powers to be of no mean order. 

The Aberdeen Corporation tramway employés held their annual 
picnic last week, when Mr. R. Stuart Pilcher, manager, presented 
the prizes to the winners of the sports. 

The employés of the CHLORIDE ErnxkcTRIO STORAGE Co., LTD., 
had their annual picnic to the Dukeries on Saturday last. 'The 
weather being fine, & very large percentage of the men turned up. 
On arrival at Workeop, breakfast was partaken of at the Grey- 
hound Hotel, after which a drive of some 15 miles was taken 
through Welbeck, Eiwinstowe, Thoresby and Clumber, returning 
to Worksop for dinrer. The whole arrangements were admirably 
carried out, and the outing proved very enjoyable to all. | 

Ou Saturday last, Messrs. E. P. ALLAM & Co., of Red Lion 
Street, E.C., held their annual works outing at Rye House, the 
excursion being attended by all the employés, staff and agents. 
A cricket match was played, and notwithstanding the somewhat 
inclement weather a very enjoyable day was spent. The toast to 
the firm, proposed by Mr. W. Crisp, was responded to by Mr. 
E. P. Allam, who made an interesting speech, explaining in detail 
the success of the different departments of the firm. The Works 


Department was proposed by Mr. E. Ralph, and the Contract | 


Department by Mr. A. R. Lovell. 


LIGHTING and POWER NOTES. 


Aberdare.—The U.D.C. has approved of the E.L. 
scheme prepared by Mr. Stephen Sellon, and has decided to have 
plans and estimates prepared with a view of applying for a loan to 
carry out the work. 


Aldershot.—The U.D.C. has decided to supply energy 
for arc lamps outside business premises at 3d. per unit, provided the 
premises are lighted internally by E.L., and that each consumer 
provides a separate circuit and pays 2s. per quarter meter rent. 


Aylesbury.—The U.D.C. has received notification that 
an E. L. prov. order is being applied for by a private London 
company. 

The Chesham E.L. Co. has informed the D.C. that it desires 
to extend its area of supply into the Council's district. The 
Council has asked for fuller particulars. 


Berkhamsted,—The U.D.C. has received notification that 
a prov. order for E.L. is being applied for by the United E.L. and 
Power Co. Provided the interests of the Council are adequately 
safeguarded, the application will not be opposed. 


Beverley.—4A private company has informed the T.C. 
that it is applying for a prov. order for E.L. 


Broughty Ferry.— The electricity department has 
ended the year with a credit balance of £220, and it has been 
agreed to reduce the charge to 3d. per unit for power, and 54d. per 
unit for lighting purposes, a reduction of 1d. and Id. respectively. 


Chester.—On the 15th inst., Mr. H. R. Hooper, Inspector 
of the L.G.B., held an inquiry into an application of the Corpora- 
tion to borrow £30,500 in connection with its electric lighting 
undertaking. Thissum includes £3,000 for buildings, £20,700 for 
plant, £4,300 for mains and services and public lamps, and £1,000 
for purchase of motors. A further application is for £1,500 in con- 
nection with the wiring of consumers’ premises. The Inspector said 
he thought it was proposed to put in a very large machine con- 
sidering the returns of the power consumed. He also criticised 
the scheme for the free wiring of premises, and said that corporations 
all over the country were giving it up. He expressed doubt that 
the Board would sanction that part of the scheme with reference to 
lighting, as the Council had nothing immediate in view. It was 
stated that the profits of the undertaking were £17,773 from the 
commencement, | 


Continental Notes, — GERMANY. — The municipal 
authorities of Eschweiler have decided on the establishment of & 
central electric lighting station in the town. 


Denny.—In connection with the electric lighting, the 
T.C. has decided to adopt a system with overhead lines 
from the proposed sub-station. The system will be three-phase 
four-wire, having voltages of 230 between each phase and neutral, 
and 400 volts between phases. The B. of T. has sanctioned the 
scheme. The estimated cost, allowing for contingencies, is 
approximately £2,000. | 


Dunfermline.—Sir Alex. B. W. Kennedy has been 
asked to adjust the detailed terms of the agreement arrived at 
with. Mr. Balfour, of the Fife Electric Power Co. The town clerk 
has received a letter intimating that the Fife Electric Power Co. 
intends this year to apply for a prov. order under the Electric 
Lighting Acts for the burgh of Dunfermline. The letter explains 
that the intimation is intended merely to preserve the company's 
position, and not to interfere with the course of the present 
negotiations. 


Harrogate.—A L. G. B. inquiry was held on July 17th 
into the application of the T.C. for & loan of £106,500 for E.L. 
purposes. The inspector (Mr. H. R. Hooper) elicited the fact that 
a large sum had reference to excess expenditure, and he eventually 
amended the application to £4,600, which was reduced by credit 
gums to £2,888. 


Hastings.—The T.C. on July 17th decided to convert 


480 gas lamps for electric lighting, and to apply to the L.G.B. for 
a loan of £1,683 for this purpose. 


Hindley (Lancs.).—The B. of T. has deferred for a 
year the question of revoking the U.D.C.’s H. L. Order. 


Holsworthy.— Messrs. Christy Bros., of London, have 


informed the U.D.C. that they intend applying to the B. of T. for 
а prov. order for E. L. | 


Horsham.—At this week's Council meeting the accounts 
for the year ending March 31st were presented. The gross profit 
was £1,881, as against £1,710 for the previous year. The net loss 
for the year was £148, as against £174 for the previous year. 


Liandudno.—The T.C. has decided to reduce the flat 
rate for electricity from 54d. to 5d. per unit; the maximum demand 
rate from 7d. and 24d. to 7d. and 2d. per unit, and the contract 
rate for consumers of 15,000 units, from 44d. to 4d. per unit. 

A return issued last week, gives the total income for the 
year for the electricity undertaking as £8,828, made up as follows: 
Private lighting, £7,577 ; public lighting, £433 ; traction purposes, 
£796 ; sundries, £22. The net profit for the year, after providing 
a sum of £3,031 for interest and sinking fund charges, was £1,480, 
of which £458 was allocated to reserve fund, £600 to relief of 
rates, and £422 was carried forward. The total number of unite 
generated was 735,581. 


London, — The Highways Committee recommends 
that tenders should be invited for the lighting of Westminster 
Bridge by electricity. At present tbe bridge is illuminated partly 
by gas and partly by electric light, at & total annual cost of £512. 
The substitution of arc lamps for the existing gas lamps, which the 
Committee thinks would be & great improvement, would reduce the 
annual cost to £436. 

SHOREDITCH.—A conference was held in the Town Hall last week 
of representatives of Borough Councils owning electricity under- 
takings. The object of the gathering was to consider the London 
and District Electric Supply Bill and the London Electric Supply 
Bill, as amended in the House of Lords, and the decision of the 
conference was that both Bills should be opposed by petition. : | 

FutHaM.—The Guardians are proposing to extend their electric 
lighting plant, and the borough electrical engineer was instructed 
recently to inquire whether it would not be to the interests of the 
ratepayers for the whole supply to be taken by the Guardians from 
the Council’s mains, The Quardians furnished full information, 
and the borough electrical engineer has prepared a report which 
shows, assuming his figures can be substantiated, that the Guardians 
would effect a saving by taking energy from the Council. A copy 
of the report is to be forwarded to the Guardians. 

L.C.C.—At the meeting of the L.C.C. on Tuesday, it was 
decided to lend £14,599 to the Poplar B.C. for improvements and 
additions to the refuse destructor by the installation of power- 
raising plant for supplying steam to the electricity works. The 
plant is to be erected and maintained by the Horsfall Co. free of 
cost for a period of two years. It was also resolved to advance 
£2,520 to the Stepney В.О. for the provision of meters, the loan 
being repayable in 10 years on the instalment system. 


Vol 63. No 1,600, JULY 24, 1908.] 


THE ELECTRICAL REVIEW. 


135 


Walton.—The U.D.C. has accepted the tender of the 
Northern Electricity Supply Co. to light the town for three years 


at 2400 per annum. 
Malvern.—The U.D.C. has decided to extend the mains 
to Malvern Wells, at а cost of between £600 and £800, the canvass 


having warranted the extension. 


Norwich.— At a recent meeting of the T.C., the 
Electricity Committee reported that the units sold in 1907-8 
amounted to 3,661,529, as compared with 2,839,130 in 1906-7. The 
sales for private lighting in 1907-8 were 1,694,223 units, as com- 
pared with 1,481,339 units; for public lighting, 41,867 unite, as 
compared with 40,918 units; and for motors, 1,925,432 unite, as 
compared with 1,316,873 units, The revenue for 1907-8 showed an 
increase of £3,336, while the expenditure wae larger by £3,329. 
The balance carried to net revenue account for 1907-8 was £16,744. 
An outlay of £1,194 had been made for new motors during the past 
year at the charge of revenue. The cost of the coal consumed in 
1907-8 was £6,603, ав compared with £5,027. The charge for 
interest'and sinking fund showed an increase for the year of £1,680. 
After making provision for all charges, there was a net profit for 
the past year of £3,105, increased to £3,300 by £195 brought 
forward from 1906-7. Ont of this balance the Committee 
allocated £3,200 to depreciation, leaving a balance of £100 to be 
carried forward to the credit of 1908-9. 


Radstock.—The U. D. C. on Friday received notice that 
the Radstock and District Electric Supply Co. intended applying 
for a prov. order for E.L. 


Southport.—The annual report of the electrical 
engineer shows that during the past year the net profit of the elec- 
tricity department bas been £3,834. The gross profit was £15,568, 
on a total revenue of £25,404. During the year the capital account 
was increased by £5,755, of which £5,017 was for extension of 
mains, 53 miles of distributing cables and services being laid 


during the year. 


Swanage.—A prov. order for E. L. is being applied for 


by Mesars. Foote & Milne, Ltd. 


Taunton.—The L. G. B. has sanctioned loans as follows: 
— #290 for excess expenditure and new pump; £520 for mains; 
£550 for house services; £310 for transformers. These sums 
amount to a total of £1,670, being £330 less than the total amount 
originally applied for by the Council. The latter sum was for 
meters, but, on the Committee ascertaining that only five years 
would be allowed by the Board for the repayment of the amount, it 
was decided to provide for the purchase of meters out of revenue. 


Truro.—A notification was received last week by the 
J. O., from a certain company, stating that it intended to apply for 
a prov. order to supply electricity in the Council's area. Mr. 
Lodge: How many times have these people notified similarly ? 
The Town Clerk: Ever since I bave been town clerk. 


Worcester.—In order to encourage the use of electricity 
the T.C. has decided to supply new consumers with energy for 
lighting at 1d. per unit up to September 30th, and at 24d. per unit 
from October lat to Christmas. The same terms will be available for 
existing consumers for additional lights connected during the periods 
mentioned, including re-connected consumers. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—The halfpenny fares have proved a ghastly 
failure in Belfast, there having been a heavy falling off in the 
number of passengers and fares. The halfpenny fare was intro- 
duced chiefly through the agency of four members of the Corporation 
who made a tour of some English towns. A special meeting of the 
Corporation will be held at the end of the present week to consider 
the situation. Mr. Nance, the general manager, who all along 
opposed the halfpenny fares, will again submit the fares and stages 
he submitted three years ago, and which he then contended would 
alone make the tramway system pay. At a meeting of the 
Tramway and Electrical Committee on the 20th inst. that course 
was recommended. 


Berley.—It is anticipated that a working agreement 
will shortly be arrived at between the District Council and the 
Erith Council for the through-running of the respective tramway 
systems. The Bexley Council has resolved to accept Erith's offer 
of 61d. per car-mile upon а minimum of 68,000 car-miles рег 
annum. It has also been decided to enter into an agreement to 
lease to the Erith Council the Bexley tramway from a point in 
the Market Place, Bexley Heath, to Northumberland Heath, on a 
yearly tenancy, this being, of course, subject to various conditions. 


Burnley.—The re-arrangement of the electric tramway 
service has had a marked effect on the traffic. For four days last 
week the passengers numbered 166,239, and the receipts were 
£998, an increase of £83 on the corresponding period of last year. 


Darwen.—The revenue account of the Darwen section of 
tramways, after allowing £900 for depreciation, shows a gross profit 
of 24,068; there is a net profit of £242. This compares with a gross 
profit of £4,169, and a net profit of £478 for the previous year. 
The net loss standing to the debit of the profit and loss account 1s 
£1,196. The miles run were 213,699; receipts, 13'6d. per car-mile, 
compared with 209,936 miles at 14d. per mile in 1906-7. 


Haslingden.—At the T.C. meeting, on July 16th, it 
was reported that the Board of Trade had sanctioned the arrange- 
ment by which Accrington will run its cars to the centre of Has- 
lingden at & charge of 7d. per car-mile for cars, current, and 
a Haslingden finding ite inepectors and taking third party 


Handsworth.—The District Council is to make an 
offer to the City of Birmingham Tramways Со. to purchase the 
cable line along Soho Road from Hockley to New Inns. 


Hastings.—The T.C. has agreed that the continued 
running of Sunday trams should only be sanctioned on the tramway 
company entering into a binding agreement that, in the event of 
the Corporation purchasing the concern, the Sunday profits should 


not be considered. 


Liverpoo].—On Wednesday the Corporation decided by 
& large majority to try the experiment of running first-class cars 
on the route from Garston to the Pier Head, which passes through 
the better-class suburbs of Liverpool. The fares on these cars are 


about double the ordinary fares. 


London.—The recently electrified Aldgate-Bow service of 
the L. C. O. tramways has been suspended, apparently on the 
strength of official reports showing that there had been accidents. 
Meanwhile, the old horse service has been resumed. 

According to a Daily Telegraph interview with Mr. Fell, the chief 
officer of the L.C.C. tramways, the latter is reported to have said 
that so far as his information went, there had been only two com- 
plaints of shocks to pedestrians, and neither case was at all serious, 
and another London daily hints that the troubles have arisen 
through the improvements carried out by the L. C. C. officials on 
the original G.B. apparatus. 

Ciry AND So HH LONDON Tuss Firs.—On Thursday evening last 
week, about 6 p. m., a fire broke out on the City and South London 
Tube in the cross-over road on the south side of Moorgate Street 
Station, resulting in the stoppage of traffic. The fire arose from 
the fusing of some cables and caused damage to the permanent 
way, and the burning out of a disused signal box. 

As is usual, considerable difficulty was experienced in attacking 
the fire, whicb, however, was subdued by 9 p.m., traffic being 
resumed by mid-day Friday. Col. Yorke and Mr. Trotter have 
held an official inquiry into the matter, which stands adjourned. 


Manchester.—The Corporation tramways during the 
past year produced a revenue of £769,072, of which £500,022 went 
in working expenses; £55,000 was allocated to the relief of rates, 
£87,000 for reserve, renewals and depreciation, and £4,000 for 
street improvements. Nearly 17 lion car-miles were run, 


against 153 million in the previous year; passengers carried 


numbered 151,477,138, agsinst 143,264,501 in the previous year. 
Since 1901 the tramways have contributed £307,000 in relief of 
the rates. There was a drop in the receipts per car-mile from 
11:02d. to 10776d., chiefly owing to the inclemency of the weather. 
The report embracing the above period ended March 31at, 1908, 
was adopted by the Committee on the 21st inst. 


Mitcham.—Efforte are being made to secure an extension 
of the L.C.C. tramway system in the direction of Mitcham Lane, 
and the Highways Committee of the L.C.C. has been asked bya 
mass meeting to provide for the extension in the 1909 County 
Council arrangements. A landowner in the district has made an 
offer to the County Council to give £1,000 towards the cost of 
making the tramway from the Streatham terminus in the High 
Road to the county boundary in Mitcham Lane, but this offer has 


not been accepted, 


Rawtenstall.—It has been decided by the T.C. to extend 
the electric tramways from Crawshawbooth to Loveclough, at an 
estimated cost of £14,500. 

It transpires that the cost tothe Rawtenstall Corporation of 
the Rossendale Valley steam tramways undertaking is £21,750 
which includes everything with the exception of the length of 
tramways in the borough of Bacup. The total expenditure to date 
in connection with the tramways and electricity is £114,389, and 
Councillor Coupe stated at the meeting of the Town Council on 
the 16th that £120,000 would cover everything. | 


Tynemouth.—The T.C. and the tramway company are at 
loggerheads as to the supply of energy for the tramways. Unless 
the company agrees to increase its minimum annual pay ment on 
the basis of 250 Kw. supply, the Council is recommended to 
limit the supply to the actual rate guaranteed at present 
viz, 150 Kw.; the company had threatened to hold the 
T.C. responeible in case of an accident arising from an insufficient 


supply of energy to the tramways 


———— 
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TELEGRAPH and TELEPHONE NOTES. 


Territorial Electrical Engineers. — The London 


Wireless, Cable and Air Line Telegraph Companies (R. E.), which 


were Officially recognised last week as units of the London “ Army 
Troops,” are to go into camp to-morrow for training at Warning 
Camp, Arundel, till August 8th. 


Telephone Rates.—The Committee appointed by the 
Association of Chambers of, Commerce to handle the question of 
telephone rates has decided to nominate a deputation to meet the 
Post Offioe authorities and the National Telephone Co., with a view 
to obtaining from them statements, figures, and arguments in support 
of the new measured rate. 


London-Paris Telephone.—The trunk telephone rate 
between Paris and London will shortly be reduced to 4s. 2d., 
practically half the present charge of 8s. for three minutes. 

Before the charge is reduced, the present four cables will be 
doubled. On an average 240 conversations take place each day. 
between London and Paris, and it is expected that when the rate 
is reduced, the number will be more than doubled. | 


Telegraphic Interruptions and Repairs :— . 


CABLES, INTERRUPTED. REPAIRED, 

Curacao-Coro | 
Coracao LA Соате Closed. zi pi .. Jan. 12, 1906 .. ex 
Curacao - Maracaibo 
Tarifa-Tangier .. T - es "T .. Jan. 18, 1904 .. ee 
Port Arthur-Chifu (Closed) . ` Mar. 9, 190. 
Las P Arrecife .. АР $^ as .. May 18, 1908 Š 
Cayenne-Salinas oe ee ee eo ee ee May 9, 
Pera-Dardanelles iu "S ` May 20, 1908 аха 

етта Leone-Accra May 28, 1908 
Cadiz-Tangier . es ° e June 8. 1908 ee 
Kwandang-Menado as . . .. July 9, 1908 .. 
Cotonou-Grand Bassam .. Jüly 20, 1908 .. 


CONTRACTS OPEN and CLOSED. 


OPEN. | ss 


Algiers.—August 6th. Contracts are open for three 
years’ supply (65,645 pieces) of injected wooden telegraph poles 
for the Algerian Telegraph Service. Particulars can be obtained 
from the Inspector-General, 12, Rue Dumas d'Urberville, Algiers. 


Australia.— ADELAIDE.— August 26th. The Post- 
master-General requires tenders for 9 tons hard-drawn copper wire, 
200 lb. per mile, specification No. 3; 3,000 copper tapes for 200-1Ь. 
wire, and No. 5 insulators, as per specification No. 195, to be 
packed in bundles of 100 each; 3,000 copper binders for 200-lb. 
wire and No. 5 insulators, as per specification No. 195, to be packed 
in bundles of 100 each; and 3,000 No. 5 insulators. Specifications 
may be inspected at the ELECTRICAL REviRw office. 

ADELAIDE.—September 9th. Tenders are invited by the Deputy 
Postmaster-General, Adelaide, for the supply of one numbering 
machine and one machine for stamp perforating. Tenders must be 
sent in on the proper forms, obtainable at 72, Victoria Street, 
Westminster, S.W. The machines must be fitted with electric 
motors. 
` BRISBANE. — August 24th. The Postmaster-General requires 
tenders for iron, copper and covered wires, as per schedule 55, 
insulatore, as per schedule 54, and ironwork, as per schedule 53, 


Belgium.—August 11th. The municipal authorities of 
Louvain are inviting tenders for the concession for the supply of 
electrical energy for public and private lighting and power purposes 
in the town. Full particulars can be obtained from Le Directeur 
de l'Usine de Paz, while tenders are to be sent to Le Collège des 
Bourgmestre et Echevins de la Ville de Louvain. 

BBussELs.—The Société des Chemins de fer Vicinaux, 14, Rue 
de la Science, requires tenders for the supply and laying of under- 
ground cables and return railg on the Namur suburban electric 
lines. Details are available by application to the Directeur-General 
at the above address. 

BRUSSELS.— July 27th. The Forest-les Bruxelles bourgmestre 
invites tenders for installations of apparatus, fittings and wiring, 
&c., for the electric lighting of the Pont-de-Luttre Schools. 

ANTWERP. — July 27th. Tenders for the electric lighting 
of the new Rovers lock for the municipality. A deposit of 1,000 
francs (about £40) will be required to qualify any tender. "Tenders 
to Monsieur le Bourgmestre de la Ville d'Anvers, Hotel de Ville, 
Antwerp. Specification (cahier des charges) obtainable from the 
Hotel de Ville (0 50 franc), and a copy may be consulted by British 
contractora on application at the Commercial Intelligence Branch 
of the Board of Trade, 73, Basinghall Street, London, Е.С. 


Belgrade. — July 30th. The Post and Telegraph 
department requires tenders for iron telephone supports, i.c., 300 
for two insulators (long); 300 for two insalators (short); 1,000 for 
three insulators; 1,500 screws &c.; 2,500 hooks; 150 carriers for 
lightning conductors, &c. Particulars may be obtained from the 
асзоцоѓапЁ branch. 


Devonport.—General stores for the Corporation Elec- 
tricity Department. ‘ Borough Electrical Engineer. 


Eccles.—July 25th. Electric light installation at the 
new Clarendon Road Council school, for the Education Committee. 


Specifications, &c., from Mr. Henry Lord, architect, 42, Deansgate, 
Manchester. 


Eccles.—Steel steam pipes and cast-iron circulating water 


pipes, &c., for the T.C. Specifications and drawing from the 
Borough Electrical Engineer, Patricroft. 


Finchley.— August 6th. Switchgear for the U. P. C. 
See Official Notices" to-day. 


France.—CHATELLERAULT.—July 29th. A large supply 
of cable and electric wire is required by the war department. Par- 
ticulars may be obtained at the Direction des Forges, 2, Avenue de 
Sise, Paris. 

Panis.—The Under-Secretary for Posts and Telegraphs, 103, 
Rue de Grenelle, requires tenders for 12 lote of copper and bronze 
wire by July 31st; for iron and copper brackets, &c., by July 20th ; 
for 14 lots of steel accessories, by July 25th; and for 1,250,000 
insulators, by August 1st. 


German y.—The municipal authorities of Belzig (Saxony) 
are about to invite tenders for the establishment of a central 
electric lighting station in the town. 

July 28th. Regierungs-Baumeister Dechling at Memel will 
receive tenders for a 3-ton iron crane electrically controlled. 
Particulars may be obtained at a cost of 2s. : 


Hull.—July 27th. One 900-Kw. D.C. generator and 


Belliss engine for the Corporation tramway power stations. See 
“ Official Notices" July 17th. 


Limerick.—July 24th. Arc lamp poles for the borongh 
electricity department. See “ Official Notices " to-day. 


London.—STEPNEYy.—July 28th. The Borough Council 
requires tenders for the erection of a high-pressure electricity 
generating station at Phyllis Wharf, Harrow Street, Limehouse, 
Stepney, E. Particulars шау be obtained, on the deposit of a 
£5 note, from Mr. M. W. Jameson, A. M. Inst. C. E., Managerial 
Offices, Great Alie Street, Whitechapel, E. 


Manchester.— Electric wiring of the Electrical Exhibition 


Buildings. Only contractors who are exhibitors can tender. See 
“Official Notices” July 10th. 


Manchester.—July 28th. The Tramways Committee 
requires tenders for special trackwork (permanent way). Specifi- 
cations can be obtained on deposit of £2 28. with Mr. J. M. M'Elroy, 


General Manager, Tramways Department, 55, Piccadilly, Man- 
chester. | 


Norwich.—Sewage screening and electrical lifting gear at 


Trowse sewage pumping station for the T.C. A. E. Collins, City 
Engineer, Guildhall, Norwich. 


Peru.—The Direction of the “ Credito Urbano" of 


Arequida is about to invite tenders for the conversion of the tram- 
way in the town to electric traction. | 


Radcliffe.—The Hauxley Parish Council invites pro- 
visional offers for providing and establishing 21 electric street 
lamps with aerial wiring, ready for receiving the current. Apply 
W. Gibson, Clerk, 94, Queen Street, Amble. 


Russia.—September 14th. The Town Clerk of Odessa 
(Upiawa) will receive tenders for я concession to erect and work a 
power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Sierra Leone. August 22nd. The Municipal Corpora- 
tion of Freetown invites tenders for the lighting of the 
municipal buildings and streets by arc and incandescent lamps. 
Tenderers to quote price per 1,000 units. The exclusive right to 
supply electricity for private lighting for & period of at least 30 
years will be granted to the successful tenderer. The right to 
install electric tramways may also be acquired. Tenders to Town 
Clerk, Freetown. Some further information may be seen at the 
office of Wilkinson & Broadbent, 4, Queen Street Place, Е.С. 


Spain.—July 28th. The Spanish Post and Telegraph 
authorities in Madrid are inviting tenders for the supply of 8,000 
metres of telephone cable. Tenders are to be sent to La Direccion 
General de Correos y Telegrafos, Carretas 10, Madrid, whenoe 
particulars may be obtained. 

September 25th.—The Spanish Ministry of Public Works is 
invitiug tenders for the concession for the construction and working 


of an electric tramway in Madrid between La Glorreta de Alonso 
Martinez and Chamartin de la Rosa. 


Stockport.—The Electricity Committee wants offers to 


purchase two D.o. Parsons turbo-generators. See Official Notices” 
to-day. 
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Wolverhampton.—August 7th. The Borough Council 
requires tenders for uniform overcoats for tramway employés, 
according to particulars obtainable from Mr. U. A. Luntley, 
General Manager, Car Depót, Cleveland Road. 


York, — July 27th. Carbon brushes, carbons, meters, 
motors, lamps, &c., for the Electricity Committee. See "Ofcial 
Notices” July 17th, 


OLOSED. 


Australia. — AprErLAipE.— Municipal Tramways Trust. 
Supply of overhead equipment, overhead  feeders, telepbone 
on and potential wires. British Insulated and Helsby Cables 
25,806. 

TasMsNtIa.— Mount Lyell Mining and Refining Co., Ltd. Elec- 
tric compressor, Thompson & Co., Castlemaine. Three-phase 
350-Kw. motor, four electric mine pumps, the A.E.G., Berlin. 


Bedford.—The T.C. has accepted the tender of Messrs. 
W. H. Allen, Son & Co., Ltd., Bedford, for repaire to the engine 
at the electricity works, at £80. 


Birkenhead.—The B. of G. has accepted the tender of 
Messrs, Stafford & Co., 117, Oxton Road, Birkenhead, for the supply 
and fixing of telephones at the workhouse, at £87 138. 


Fife and Kinross Asylum,—tThe offers of the following 
have been accepted on the advice of Prof. Baily for the work 
connected with the new electrical plant :— 

Compton & Co., Glasgow.— Electric machinery, £252 9s. 


Green & Son, Wakefleld.— Economiser (ironwork only), £104. 
D, Houston. Cupar.—Injector piping and valves, and renewal of boiler 


cover, £53 178. 3d. 


London.—HackNEY.—After considering tenders for the 
supply of lubricating oils to the electricity works, the B.C. has 
decided that the present arrangement with Belliss & Morcom be 
continued to March 31st, 1909. The oils at present in use are 
supplied by Belliss & Morcom and Willcox & Co., and, the E.L. 
Committee reported at the last meeting of the Council, that they 
had given every satisfaction. 

L.C.C.—The Highways Committee of the L. C. C. has received ten- 
ders from Spagnoletti, Ltd., at £636, and from Johnson & Phillipe, 
at £700, for the supply of H. and L.T. switchgear required for the 
central car repair depot. The offer of the former company ів 
proposed for acceptance. 

The tender of the Falkirk Iron Co., amounting to £910, has been 
accepted for the supply of cast-iron insulator frames and covers, 
ш substitution for that of 8. Р. Hutton, who recently withdrew his 
tender of £713 15s. 


Norwich.—The Electricity Committee of the T.C. has 
accepted the tender of Messrs. Babcock & Wilcox, Ltd., for a boiler, 
with superheater, mechanical stoker and five ash elevator, hopper 
and coal bunkers, at £3,215, and that of Mesars. Green & Sons, Ltd., 
Wakefield, for an economiser with 160 tubes, at £281. 


Radcliffe (Lancs,).—The U.D.C. has accepted the 
tenders of Messrs. E. Allen & Co., Ltd. (Sheffield), for the supply 
of six spare sets of points and crossings, and of Messrs. Brundrit 
and Co, for 100 tons of granite setts, at 23s, 6d. per ton. 


Rawtenstall.—The T.C. on the 16th inst. accepted the 
following tenders in connection with tbe electrification of the 
tramways taken over from the Rossendale Valley Tramway Co. :— 

W. T. Glover & Co., Manchester.—Cnbles, £21,920. 

Browett, Lindley & Co., Patricroft.- Steam dynamos, £4,683. 

British Westinghouse Со, — Transformers, £1,000. 

Yates & Thom, Blackburn. Boilers and condensers, £5,418. | 

Dryland & Preston, Preston.--Erection of the generating station, £7,503. 

W. Underwood & Bros., Dukintield.-- Reconstruction of the permanent way, 


£39,040. 
British Insulated & Helsby Cables, Prescot.—Overhead equipment, £4,853. 


Stoke Newington.—The Electricity Committee has 
received the following tenders for the supply of an engine and 
dynamo for the new generating station :— 


W. H. Allen, Son & (o. oe 271 
770 


Belliss & Moroom, Ltd. — .. (provisionally accepted) 
Browett, Lindley & Co... Sel, Tu aS a 

For the erection of the building itself the Committee has 
provisionally accepted the tender of J. Grover & Son, at £418, and 
for the switching apparatus, that of Nalder Bros. & Thompson, Ltd., 
at £183 108. For the provision of a booster at the sub-station in 
Edwards Lane the following tenders were received :— 


759 


Thomas Parker, Lt CIC. 4407 
Laurence, Scott & co0o0oŨK:t' 0 
Siemens Bros. Dynamo Works, Ltd... ). 3 
Lancashire Dyssmo & Motor Со, (provisionally accepted) 210 


Phenix Dynamo Manufacturing Co. .. 55 iie oe 


Taunton,—The T.C. has accepted the tender of Messrs. 
Geipel & Tange for the supply of carbons, at £2 7s. 4d. per 1,000, 
and that of Messrs, Newton tor a pump and gear, atj£28 5s. 


" ABERCRAVE (BnEcowsHIRE).—Residence for В. Davies. 


Thames Ditton.—The D.C. at its last meeting received 
tenders for installing an alarm system in connection with the Esher 
detachment of the local fire brigade. The G.P.O. offered to fix 
alarmsoutside Esher Station and in the High Street and to connect 
up five firemen and the contractor for horses, for £11 158. per annum 
under a five years’ agreement; Messrs. Stuart & More offered the 
same facilities for £43 7s. 6d. for purchase and a maintenance 
charge of £5 per annum, or alternatively that a yearly payment 
should be made of £13 5s. including maintenance for that period. 
The third tender was that of Mr. Badois, at £45, with a yearly 
maintenance charge of £4 for a double-wire system, the others 
being single-wire. The alternative offer of Messrs. Stuart & More 


was accepted. . 


Worksop.— Messrs. Thos. Flamwell & Son, of Worksop, 


have secured the contract for carrying out a complete electric light 
installation (80-light dynamo) at the Worksop waterworks, 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in & matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 

С. 8. Thomas, 


architect, Wind Street, Swansea. 
ABERDARE.—Additions to Tir-rhos, Llwydcoed. J. Ll. Smith, architect, 
Aberdare. | 
ALEXANDRIA, N.B.—New United Free Church for the Bridge Street con- 
gregation (£5,000). Rev. W. Hamilton. 
ALN . alterations at the Town Hall. M. T. Wilson, architect, 
nwick. 
ARRAN, N.B.—Church and manse for Brodrick United Free Church. 


ABCOT'.—Two houses, New Road, for Mr. Newell. 

AYLESBURY (Bvcxs).—Houses, Waddesdon, for Miss A. de Rothschild; Had- 
denham, for J. Simmonds; Quainton, for T. Grace; Oving, for 
Mr. Clay. 

AYTON.—New Wesleyan Methodist Church. 

BANNOCKBURN.—Garden City. R. Traquair, architect, 4, Forres Street, 
Edinburgh. 

BARNES.—Development of Blind Lane Estate. Tyers & Gage, architects, 
10, John Street, Adelphi, W.C. 


BARROWFORD (near NELs0N, Lancs.).—New dye works. 

BARROW-ON-TRENT.—Renovation of the church (£1,500), Rev. C. 8. 
Thomas, vicar. 

BECKENHAM.—Houses, Westmoreland Road, for Р. A. Coad: Cromwell Road, 
for G. Weaver. 

BECKINGTON (SomeERsEr).—Alterations and additions to Sunnyside,” for the 
Rev. T. Н. Langford-Sainsbury. P. В. Rigg, architect, Frome. 

BEDFORD.—New Howard Memorial Church. E. H. C. Inskip, architect, 81, 
Goldington Road, Bedford; Corby & Воп, builders, Bedford. 

BEDWELLTY (Mon.).—Alterations to the Council School, for the Monmouth. 
shire Education Committee. C. Dauncey, secretary, County 
Council Offices, Newport, Mon. 

BEXHILL.—Motor garage, Terminus Road. Mr. Kennedy, owner. G. E. 
Maynard, architect. 

Dwelling house, Turkey Road. Rev. Allen, owner. J. B. Wall, 

architect. 

BIRTLEY (Co. DcurHam).—Extensive works at Urpeth Collieries, plant to be 
worked by electricity, for the Birtley Iron Co. 

BOOTLE.—New theatre in Stanley Road. J. H. Havelock Sutton, architect, 
Liverpool, 

BOURNEMOUTH HOURS and shops, Belle Vue Road, Southborne, for A. 
ves. i 

BRANDON.—Parish Hall in London Road. : 

BROADSTAIRS.—Houses, Grosvenor Read, J. T. May, builder, 26, Albion 
Street, Broadstairs: Knight's Avenue, for H. Garnett; additions 
to the Homes of the Metropolitan Convalescent Institution, for 
the trustees. 

BRENTWOOD (EssEx).—New Grammar Schools, Chancellor & Bon, architects, 
Chelmsford. 

BRIGG.—New Salvation Army barracks. 

BRISTOL.—Additions to factory, Rowley Place, Temple Gate, for Todd & Co. 
H. ал architect, Alliance Chambers, Corn Street, 
Bristol. 

BRITON FERRY.—Rebuilding the Puddlers’ Arms " for E. E. Bevan, Neath. 
J.C, Rees, architect, Parade Chambers, Neath, 

BUDE (ConNwaLrL).—E.L. installation at the Station. 

BURNLEY.—New Waterworks. Corporation. 

BURSLEM.—Proposed alterations at the Wedgwood Institute. A. R. Wood 
and Sons, architects, Burslem, 

BURTON-ON-TRENT.— Prospective rebuilding of maltings and granaries of 
R. Peach & Co. (recently destroyed by fire). 

BURY.—Municipal Housing Scheme, Municipal Engineer. 

CAMBRIDGE.—Houses, Shaftesbury Road, for W. H. Jarrold, 95, Regent 
Street; Albert Street and Castle Street, for Bennett & Sons, 
Gwydir Street. 

CARDIFF. - Reconstruction of business premises, St. Mary Street, for T. W. 
Long & Co., gold and silversmiths. 

New offices, Mount Stuart Square, for a combination of Colliery 

Companies. 

CARLISLE.—Wesleyan place of worship (£2,000). M. Johnstone, architect, 
Jlowther Street, Carlisle; Wm. Baty, builder, West Walls, 
Carlisle. 

CARMARTHEN.—Work at the Shire Hall (21,693). B. Howell & Son, Ltd., 
builders, New Dock, Lianelly. 

CARSHALTON.-- Houses, Mayfield and Hawthorn Roads, Winderbank & Co.: 
Hil! Road, for the Carshalton District Development Co.; Park 
Lane, for Mr. Hutchinson. 

CEFN-MAWR (HvanoxN).—' Three houses, shops, and stabling, for Christmas 
Jones. Geo. M. Tune, architect, Trevor, Carnarvon. 

CHELMSFORD.—Pair of houses at Widford, for Bir D, Gooch. 

CHERRY HINTON (CaknRIDGE).—Additions to schools for Cambridge С.С. 
D Clarke & Sons, builders, Goddesdone Road, Cam. 
ridge. i 

(Continue, on page 144.) 
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EXTRA-HIGH-PRESSURE IRONCLAD SWITCHGEAR. 


THE extension of networks for electricity supply on a large 
scale, and the gradual raising of pressures which has 
become necessary in consequence of the extended scope of 
power supply, has during recent years brought about an 
entirely new set of conditions as compared with those contem- 
plated by the composers of the original rules and regulations 
for electricity supply, which merely differentiated between 
high and low pressure. Practice has now emerged beyond 
the 2,000 or 8,000-volt system to ranges of pressure in which 
6,000 volta are quite common, while even in English practice 
double and treble that pressure is being adopted as a 
working value. This rapid change of conditions has 
induced the evolution of an entirely new system of design, 
and the sphere in which this change is most apparent is 
that of the apparatus designed to control the passage of 
power into, and from, feeders and distributors. 

Among the pioneers in this branch of work, Messre. A. 
Reyrolle & Co., Ltd., of Hebburn, have taken a very 
prominent place, and they have recently put upon the 
market a line of standard switch units of the ironclad type 
which may be combined to form panels to meet all the require- 
ments existing on extra-high-pressure networks. The system 
thus fufils the important requirement of interchangeability, 
with the advantage that extensions or alterations to similar 


existing gear can be accomplished at the shortest notice and 


without any break in uniformity. The gear which is about 
to be described has been specially developed in conjunction 
with the Merz-Price system for feeder and transformer pro- 
tection, although any other system of protection may be 
used. The two chief points which have been kept in view 
in the evolution of the mechanical construction of this 
switchgear have been freedom from life and fire risks, and 
reliability of action. The essential details which go to 
make up the former of these requirements are : that accidental 
contact with metal whilst this is alive must be impossible 
on the part of the operator ; the insulation must be built to 
withstand any excessive pressure that is liable to be im- 
pressed upon it, even under abnormal conditions in the 
working of the system; the design should not allow dust, 
dirt, moisture or vermin to diminish the insulation ; care 
must be taken to reduce fire risk to a minimum; there 
should be a minimum amount of cleaning necessary in от der to 
maintain the gear in good condition, and parts requiring inspec- 
tion and cleaning must be readily and absolutely detached from 
the gear to enable such operations to be carried out with safety. 

As regards reliability of action, it is necessary that the sec- 
tional areas of conductors must be such as to carry without 
deterioration the maximum overload to which they are 
liable; moving parte, such as switch mechanisms, must be 
situated where they can be observed; any chances of 
switches sticking must be reduced to a minimum, and the 
construction must be mechanically strong in order to stand 
rough usage and accidental impact. Moreover, in order to 
avoid trouble ор the remaining parts of the supply system, 
some form of automatic protection must be included in the 
switcbgear, which will isolate the faulty sections without 
interference with healthy portions, and the switches must be 
capable of breaking, without disturbance to other parts, on 
the maximum power which may instantaneously pass through 
the switch when acting under the worst fault conditions. 
In order to secure a commercial type of switch which can be 
sold at а reasonable figure, it is necessary to combine with 
the above requirements, the simplest possible construction 
consistent with economy in operation and maintenance costs. 

In the switchgear under consideration, the above points 
have been met by building up the entire apparatus on the 
solid system, and making it completely ironclad ; the solid 
nature of the insulation renders it impervious to moisture, 
whilst the ironclad construction eliminates all possible 
danger of accidental contact with live conductors. Competent 
authorities upon inspection of the gear have stated that it 
marks an entirely new era in the construction of electrical 
switchgear, and the reliability of the apparatus is best 
demonstrated by the fact that within the last three years 
over 200 panels, ranging from 1,000 to 8,000 Kw. capacity, 


have been constructed to the orders of various supply com- 
panies and installed in many cases in important power 
stations where a very large capacity of plant is running 
behind the switchgear, precluding any assistance to the 
breaking of fault loads by а lowering of pressure. As an 
example, it may be mentioned that some of the 6,000-volt 
switchgear is installed at the Carville power station at 
Wallsend, with from 20,000 to 30,000 xw. capacity of 
plant running behind it. Moreover, although many of the 
6,000-volt and 12,000-volt panels have been standing in 
damp colliery sub-stations for the past three years, where the 
buildings and switchgear are often covered with moisture, 
there has been no indication whatever of any insulation 
faulte or electrical breakdown. 

Our illustrations show in detail the appearance of typical 
panels, both in the open and closed (ironclad) conditions, 
and it may be interesting to describe their construction in 
some detail. Referring to the first type, the panel illus- 
trated in fig. 2, we have a gear designed to convey current 
from an incoming lead-covered cable to the bus-bars of a 
sub-station. The cable enters from the floor and passes 
upwards through a split dividing box, which is shown 
separately on the floor in front of the gear. The cable 
sheath is connected to the metal of this box by means of a 
wiped joint, giving absolute watertightnees, and at the point 
of junction a high conductivity ring is provided for attach- 
ing an earth connection. The current then passes upwards 
through the current transformer in each phase to an insu- 
lated copper tongue contained in a horizontal porcelain jar, 
this being the lower orifice shown on each phase in the 
illustration of the switchgear open. When the switch is 
closed the current passes through contacts which firmly 
grip the tongues to the oil-break switch itself, which is 
supported at the front of the gear on a carriage, from which 
depends an oil bath containing the arc-breaking contacts. 
The course of the current is then through the switch con- 
tacts to the top contacts of the jars, shown at the back of 
the gear, and then upwards to a compound-filled uniting 
box for the phases. 

It will be seen that so far as the circuit runs are con- 
cerned these divide up into three main sections: First, the 


run from the dividing box (filled solid with compound) 


through the lower iron pipe to the tongue pieces (this pipe 
being filled with compound), again from the tongue pieces 
through the oil-break switch, giving a liquid but perfectly. 
secure means of insulation, and, finally, back through the 
upper tongue pieces in an ironclad solid-filled system. 
There is, therefore, no possible chance of insulation breaking 
down, even under the heaviest strains and high engine room 
temperatures, while the entire framework and covering are 
continuously metallic and efficiently earthed. When the 
switch is in commission, the live contacts and the insulators 
are, therefore, completely enclosed and protected by cast- 
iron hoods, so that it is an impossibility for anyone to make 
accidental contact with a live conductor. The switch 
carriage, which is shown at the front of the gear, 
cannot be withdrawn without first tripping the 
oil switch, nor can it be placed in commission with the oil 
switch closed. The arrangements for this provision will be 
described later. Moreover, on withdrawing the switch 
carriage, a pair of cast-iron doors automatically come 
forward and close over the face of the chambers in which 
the live contacts are situated, end the reverse motion auto- 
matically folds them up and carries them into special 
housing spaces. In order to make security more secure, the 


dcors can be padlocked so that access to the live conductors, 


under any condition, is impossible. It will be seen that 
this ів a complete “separate unit“ panel for a straight 
through connection. ! | 

Passing now to the second type of panel, which 18 
constructed for use in situations where a considerable 
amount of regulation, and, therefore, a large number of 
measuring instruments is necessary, thus entailing the 
attendance of switchboard operators, the same general type 
of panel is adopted with a modification of the position of 
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removing high- tension fuses whilst alive, the whole arrangement 
being a most efficient and compact one. In order to illustrate 
the arrangement which can be made where lead-covered cables 
are not used, this view shows separate cables passing 
upwards through porcelain insulators 
by means of taped joints to the current 
transformers, the path of the current 


the switch handle. The panel is so designed that it may be 
placed at the back of a brick wall, the handle gear and 
instruments being mounted on, and operated from, the front 
of the wall. As will be seen from our illustration, fig. 3, this 


IF 0. 

Pus being thereafter as described above. 

1 The 'bus-bars are supported directly 
> from the tongue contacts in the top row 


= | ' N ; | M Y ТЕ of jars, and have a clear space round 
ВК ie” | Perce: ee Ca Cwm | them and inside the ironclad con. 
= DA E Na we “а "TI struction, which is then filled up solid 
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np ‚з. The third type of panel which serves 
id to illustrate this gear is a wattmeter 
15 3 | | А panel, which is suitable for the summa- 
. Е | | мг, ы Чен Ме БЕ. | ^ tion of energy passing through a sub- 
lici BET 2" Л. EIU station and for similar purposes. In 
| y this panel, fig. 6, we have two sets of bus- 
bars, an upper and lower tier. The 
power first passes from the lower set 
through the device which includes the 
current transformers and performs the 
function of isolating switches mounted 
on а carriage, as described above, to 
the upper set of bars, The carriage 
supports, in place of the oil break 
switch .above described, an oil tank 
for the reception of a three-phase 
pressure transformer, complete with 
fuses fixed in the manner above 
described, the three-phase transformers 
being necessary in order to give accurate wattmeter read- 
ings on unbalanced loads. When forming part of a switch- 
gear the incoming feeders connect to one line of bus-bars 
and the metered panels to the other line, so that all power 
to be metered passes through the wattmeter transformer 
device. Any panels whose power is not to be metered 
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" Fig. 1.—ExTRA-HiaH-PRESSURE SWITCHGEAR AT THE WALKER SUB-STATION OF 
aei THE NEWCASTLE-UPON-TYNE ErnEcTRIC SuPPLY Co., тр. 


ү method offers a convenient means for mounting the extra 
id instruments that are necessary in central station working, 
ш and offers a valuable arrangement for use in power stations 
2 andi rotary sub-stations. Fig. 4 shows the portion of the 
ri gear which is placed behind the wall. Particular attention 
. must he drawn in this illustration to the arrangement for 
è mounting the pressure 
3 transformer necessary 
1 for synchronising 
ш and Ње 
recording of voltage. 
This is placed below 
: the switchgear in a 
rather deeper oil tank 
| than is necessary for 
the panel gear above 
| described, high - pres- 
sure leads being taken 
from two of the phases 
through the winding 
of the transformer, and 
the secondary being 
tapped and threaded 
through a hole (which 
also forms one of the 
supports for carrying 
the transformer), and 
thence through a 
flerible connection 
running through the 
lever clamp to the top 
of the switch carriage, 
and thence through 
metallic tubing to 
the front of the 
rick wall where 
the instruments are 
situated. The trang. 
former is protected 
On each pole by a 


ugh- pressure fuse 
ur ia in oil, the Fic, 2.—ExTRa-HiaH-PRESSUBE SWITCHGEAR, CLOSED AND OPEN. 
position of which is Е 
connect to the first line of bus-bars. Тһе secondary 


indicated by the ghost hand appearing on our view. 

It will be seen that with this исан the transformer circuit from the pressure transformers passes by means of 

> completely isolated from the high-tension side by with- plug sockets. to iron tubing led to a separate meter panel, 

awing the switch carriage, thus eliminating the danger of which is shown at the side of the gear in the illustration. 
F 
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This panel, though placed flat against the wall, is hinged 80 the top of the gear; the overall distance from front to 
that it can be swung ont, enabling inspection and alteration баск when the gear is in commission is about 3 ft. 6 in.; 
of connections at the back of the meters to be made, a most while another 3 ft. 6 in. is required in the front of the 
important point in sub-station work. The B. of T. rule is gear for the operation of the carriage. It will be readily seen 
that 3 ft. must be allowed behind any 
ordinary switchboard having back con- 
nections, bnt in the arrangement described, 
the meter board can be mounted in such a 
position that the attendant can examine 
the connections while standing in pre- 
cisely the same position as he would occupy 
when withdrawing or putting into com- 
mission the isolating arrangement. In 
order to secure freedom from interference 
by unauthorised persons, a bar can be 
placed across the front of the carriage, 
and padlocked, thus preventing any move- 
ment of the gear. 

The capacity of extra- high - pressure 
apparatus is determined mainly, not by its 
normal load, but by the power it is required 
to interrupt under faulty conditions. It 
is, therefore, inadvisable to construct any 
smaller size of panel for low current-carry- 
ing capacities than for the largest which 
may be negotiated in practice, and the 
size of the gear has been standardised 
Шш accordance with the severest con- Fic. 5.—DETAIL oF Swrrcg CON- Fic. 6.— WATTMETER PANEL AND SWINGING 
ditions of breakdown that could be 5 mors AND ARC-BREAKING TIPS. IS unn BOARD. 
obtained in stations of large capacity. 

The overall dimensions of the extra-high-tension that these dimensions, which are adhered to for small stations, 
gear thus obtained are as follows: From centre to centre but which will not be exceeded in the largest gear designed up 
of adjacent panels, 2 ft. 3 in.; height, in the power to a capacity of 2,500 Kw., are remarkably compact. AS 
it is necessary to provide somewhat 
extensive insulating arrangements for 
pressures such as 12,000 volte, the 
insulators: of gear for that working 
pressure are made slightly longer than 
those for 6,000 volts. The general 
standardisation of parts is carried to such 
perfection that it is possible to turn à 
feeder panel into a wattmeter panel, or 
a static sub-station equipment into а 
rotary sub-station gear by a simple 
exchange of parts, so that an engineer 
can entirely remodel his system at 4 
trifling cost. 

The general framework of the oil 
switch is mounted on rollers which travel 
on steel rails mounted on the panel, 
and the switch-handle mechanism is of 
the free-handle type, thus enabling the 
gear to be tripped out in the event of а 
fault existing on a circuit when a switc 
is being operated. The tripping device 
(fig. 7) is operated either by a separate 
battery or current from the secondary 
of a transformer, and is of the electro- 
magnet armature hammer type. On 
the passage of current round the magnet 
coils, the armature is attracted with 
considerable force towards the poles, 
and in its passage strikes against the 
detent, which keeps the locking catch 
of the switch in position. This flies 
over and allows the switch contacts to 
fall under their own weight. The 
mechanical operation of the switch 18 
accomplished by means of the small bel 
crank lever, which is seen near the pivot 
of the switch handle. When the latter 
is in a vertical or closed position, а glight 
movement forward and upwards is suf 
cient to make the bell crank lever engage 
with the tripping device, throwing the 


jg, 4. —FRONT AND Back VI ‹ : 1 
. Views or Витузнавав openemen mamoucit gwitch immediately ont of contact. Thr 

| mechanical connection between the free 

house and rotary sub-station type, about 3 ft.; in the feeder- rotating arm of the switch mechanism and the part of the 
to-transformer panel type, an additional 2 ft. is necessary gear inside the oil chamber is made by means of wire rope, 
to provide for the uniting boxes for the cable shown at which when the switch is closed occupies a line very closely 
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qur adjacent to the centre of movement of the rotating part of is released, quite independently of any auxiliary impetus such 
ff. . the switch mechanism, thus reducing to a minimum the as is found on some other types of oil-break switches ; as, 
mat of th chance of accidental turning of the gear round its centre due for example, the coiling of springs round the vertical rods of 
all ee to vibration. The turning moment due to the tensionon the moving elements. Indeed, the downward travel is so 
the wire rope is, however, just sufficient to pull the rotating rapid that special means are necessary to soften the blow 
— part of the gear over when the locking catch is released, and when the moving element reaches the lower limit of its 
path, and for this purpose two curved swinging strips are 


— — 


Battery Trip. Transformer Trip. 
ТАП 
Fic. 7.—DETAILS OF MECHANISM OF SWITCH. 

T" obtained. On glancing at the detailed photograph of the hinged to the bottom of each contact of the moving element, 
du actual switch contacts in the oil bath (fig. 5), it will be seen which, upon passing through the oil in their downward 
| that these are formed of copper wedges, which, on the switch travel, are forced out by the oil pressure against them, and 
i being closed, are forced into tight contact with spring virtually form a species of parachute, retarding the fall of 
" fingers in parallel, each having its separate tension spring. the gear. The advantage of this is that a minimum resist- 
^ Easily renewable sparking contacts are also provided on the ance to the closing movement of the switch prior to the 
* fixed and movable elements. The angle of the contact wedge actual contact between fixed and moving elements is 
T | 

^ 


Fig. 8.—400-AMPRERE LoOw-PRESSURE PANEL, OPEN, SHOWING 
Door over Live Contacts. 


ig considerably more obtuse than that commonly adopted for 
sach sliding contacts, and the effect of this is to produce 


Ета. 9.—1,200-AMPERE Low-PRESSURE PANEL, Switcu 
CLOSED. 


obtained, and it is therefore easy to parallel quickly and 
accurately without any calculation as to the amount of 


a considerable pressure in а downward direction on the 
moving element, due to the pressure of the springs on the 
contact, This pressure, together with the weight of the gear, 
là sufficient to give rapid travel downwards when the switch 


strength necessary to force the gear along its path. More- 
over, the parachute pieces, in their travel downwards, churn 
the oil in the tank and prevent the formation of any strips 
of decomposed carbon particles along the path of the arc, 
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thus making rupture of the arc certain and rapid. It will 
be seen that the design of the oil switch throughout is 
extremely liberal so far as mechanical strength is concerned, 
and owing to there being no other moving element than a 
lever pivoted on a pin, the automatic break is extremely 
rapid and certain in action. An interesting point in connec- 
tion with the free-handle arrangement is that, whereas the 
normal position of the handle, as placed by the operator 
when the switch is open, is vertically upwards, and when the 
circuit is closed is necessarily vertically downwards, its 
position, should the circuit have been opened by the relay, 
is at an angle of about 30° from the vertical line, and it is, 
therefore, possible for the attendant to tell by a single glance 
along his line of panels which of the relays has operated. 
Mention has been made above of the arrangement for 
preventing misuse of the apparatus. This may now be 
described morein detail. In the front of the gear i8 a curved 
iron handle terminating in a central pin contact. This 
handle combines the functions of a metallic tube to carry 
the secondary circuits from the plug socket below the front 
of the frame to the top of the switchgear, a mechanical 
handle wherewith to move the carriage into and out of posi- 
tion, and a striker which can release the locking arrange- 
ment and trip the switch. The second of these functions 
can be described as follows :—At each side of the rails on 
the main framework on which the carriage rollers run, is 
a rack system with which engages a reversible pawl fixed to 
each side of the carriage. When the latter is at its furthest 
outward position it is detained by a stop on the frame. 
From this point it can be pushed inward until the con- 
tacts are nearly in touch at the back of the frame. 
Further progress is, however, impossible with a direct push, 
owing to the interlocking mechanism. It thus becomes 
necessary to operate the curved handle as a lever, inching 
the carriage forward by means of the rack and pawl arrange- 
ment ; it would be impossible to do this with the switch 
handle in a vertically downward position, as the curved lever 
would strike the handle and trip the mechanism. . Thus 
automatic provision is made against putting the carriage 
into commission with the switch closed. When the carriage 
is right home, the pin socket connection at the bottom of 
the curved handle is put into place by a half turn, con- 
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necting up the secondary low-pressure trip coil circuits 
above described. It will at once be seen that it is equally 
impossible to withdraw the switch carriage from the back 
contacts without first tripping the main switch, inasmuch 
as it is necessary to unlock the curved handle from the 
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10.—Low-PaESsURE SWITCHGEAR, WALKER SUB-STATION. 


secondary socket connection and to bring it forward before 
commencing to pull back the carriage, and this would of 
itself trip the switch handle. Moreover, it is beyond the 
strength of an ordinary man to draw the carriage back by a 
direct pull, so that it becomes necessary to operate the 
rack and pawl arrangement in the reverse direction until 
the contacts are clear. This set of provisions is distinctly 


Fic. 11.— MEDIUM-PnESSURE PANEL (UP TO 3,000 vors). 


superior to the use of protective devices consisting of 
concrete cells and padlocked doors “only to be operated 
by authorised persons,” and the gear thus in effect exceeds 
the recommendation of Mr. G. Scott Ram in his recent report 
to the Board of Trade that all exposed conductors must be 
guarded, inasmuch as there are по 
exposed conductors whatever, as the iron 
door immediately folds over the contact 
tongues on the withdrawal of the car- 
riage. The interlocking mechanism 
between the doors and the switch 
carriage consists of a round iron rod 
which, during the first portion of the 
travel of the carriage, moves with it, 
and carries the pivot of the double hinge 
on which the doors depend, backing 
into the space between the upper and 
lower ranges of plug contacts. When, 
however, the doors have been completely 
housed, which is accomplished in the 
first half of the carriage travel, the 
interlocking rod is guided by means of 
special slides through a quarter turn, 
and the pin locking it on to the carriage 
is thus conducted into a slot, leaving 
the carriage free to travel independently 
of the rods. In this way the iron doors 
are carried out of the way of the carriage 
at an early stage in the movement, 
leaving the path clear for the contacts to 
engage. 

The current transformer used 1n 
connection with the feeder panels 
for this gear is interesting, from the 
fact that it consists of an iron 
core of circular form upon which 
the secondary turns are wound, and 
the primary consists simply of the 
main cable threaded through the bore of the porcelain 
insulator in the centre of the transformer, a construction 
which renders the chance of breakdown, even under abnormal 
conditions, very remote. The protection of the current 
transformers is rendered perfect by the design of the iron- 
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described above. The chief points of difference are that it 


clad chamber, filled with compound, which is prevented . 


from lesking by means of specially grooved flanges packed 
with rope jointe. A system of coloured leads has been 
adopted for all secondary connections, by means of which 
the leads can be readily traced, assisting the erectors in their 
work, and avoiding the chance of mistake. A detail which, 
though small in itself, gives evidence of the careful con- 
sideration which the design has received, is that the door 
carrying the relays of the Merz-Price or other description, 
is placed on hinges, and after the withdrawal of the socket 
plug, the wholerelay gear can be swung forward, leaving the 
space below the oil tank free for entrance to anyone who 
wishes to get at the dividing box at the back. 

The apparatus has, of course, been subjected to the regu- 
lation tests for extra high- pressure machinery, but its insu- 
lating qualities have largely out-distanced those usually 
specified. For example, every panel sent out is tested to 
three times its working pressure before leaving the works 
(Reyrolle & Co. firmly believe in reliable insulation at the 
outset, to avoid trouble in the future), and it is possible to 
play upon the whole gear with a hose pipe while in actual 
operation on high-pressure transmission. In one case the gear 
was subjected for three hours to the searching action of hot 
vapour generated from a bucket of water boiling directly under- 
neath, while a pressure of 25,000 volts was applied during 
the three hours. No incident occurred disturbing to the satis- 
faction of the makers or their clients who inspected the test. 

It is evident that a gear of this description saves a con- 
siderable amount of cost in maintenance, as there is 
absolutely no necessity to handle the gear after it has been 
first installed; this quality compares very favourably with 
those of other types of high-pressure switchgear in which 
it is necessary systematically to dust and clean all wall 
and switch insulators at frequent intervals. The general 
method of placing the panels for service in static sub- 
stations is to line them up on the floor, without division 
shelves or framework construction of any description, and 
the gear can be worked, if necessary, in the most exposed 
positions. When an overhead system of transmission is 
adopted, the lines are brought in through a spark gap 
device or lightning arresters on the top of the panels, and 
led ont from the underside of the gear to the step-down 
transformers. Cleaning operations are the most frequent 
uses of accident, and these are eliminated now. Fig. 1, p. 139, 
illustrates a typical sub-station equipment, from a photo- 
graph of the gear at Messrs. Armstrong, Whitworth & Co.'s 
shipyard, Walker, in which three panels, each capable of 
operating a 1,000-Kw. transformer, and two feeder panels 
are installed, the pressure being 6,000 volts. Е 

It is evident that this type of gear is likely to receive 
careful attention at the hands of engineers responsible for 
the lay-ont of mining equipments. In the Home Office 
regulations concerning electricity in mines, it is required that 
à space of not less than 3 ft. clear for medium pressure, or 
{ ft. for high pressure, shall be left behind the switch- 
board, shonld there be any connections at the back of 
the board. To make the matter clear in this connection, 
Messrs. Reyrolle made inquiries as to whether it was com- 
pulsory to have а passage-way at the back of this new type 
of board, and should it be preferable for convenience in 
erecting to have the back of the board a certain distance 
from the wall, whether the space should necessarily 
be 3 or 4 ft.; in reply a letter was received stating 
that the Secretary of State had considered the 
switchboard described, and in view of the circumstances did 
not think that the requirements of No. 18 of the special 
rules for the use of electricity in mines as to a passage-way 
at the back of the board would apply. It is, therefore, 
evident that a new phase of switchgear design has been 
entered upon, Another feature which has seriously retarded 
the operation of extra-high-pressure supply is the veto which 
the Board of Trade has placed upon the use of underground 
sub-stations as a location for high-pressure gear, and it is 
hot unreasonable to hope that with apparatus of the type 
described above such restrictions may be considerably 
relaxed or altogether removed in the future. 

Tt will be seen that the principles adopted in the extra- 
high-pressure gear are equally applicable to low-pressure work, 
and Messrs. Reyrolle & Co. have developed a line of low- 
Pressure gear, which is essentially similar to the apparatus 
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is not in this case necessary to carry the bus-bars in tubes 
filled in solid. The bus-bars for low-pressure work consist 
of assembled strips of high conductivity copper of length 
equal to the distance of centres of panels and secured one to 
the other by dove-tailing and clamping. Both in high and 
low-pressure bus-bara the clamping screws are provided with 
locking washers. Perfect locking of all screws and nuts 
has been specially attended to throughout the entire design ; 
nothing is more annoying or dangerous in the usual 
type of gear than the constant necessity of tightening up 
bolts, &c. The same argument as regards determination of size 
of gear has been observed as in the case of high pressure, the 
only modification depending on current-carrying capacity 
being the variation in the size of the bus-bars; all the rest 
of the gear is perfectly uniform and interchangeable, the size 
being determined by the maximum power which the gear 
under consideration is likely to be called upon to break under 
the most abnormal conditions. The low-pressure panels are 
built for à working current up to 1,200 amperes, and their 
over-all dimensions are 1 ft. 9 in. centres, 8 ft. 6 in. deep, 


and 5 ft. 6in. high. In order to secure efficient contact 


between: the back contacts and those mounted on the sliding 
carriage, an insulated screw clamp is provided on each con- 
tact whereby, after the carriage has been slid into position, 
pressure is brought проп the contact surfaces, gripping 
them tightly and diminishing the contact resistance. 
Apparatus of this description has been used throughout the 
Tyneside district as well as in North Wales, and a typical 
sub-station is shown in fig. 10, this being taken from the 
Armstrong-Whitworth sub-station above referred to, and 
comprising the low-pressure switchgear for controlling the 
power of circuits the shipyard. 

It will be admitted that the satisfactory operation of all 
switches under fault conditions depends very largely 
on the adoption of a suitable system of protective gear, and 
we propose in a further article to illustrate and describe 
the Merz-Price gear, advance notices of which have already 
appeared in the technical Presa. 

In the meantime, from personal inspection which we have 
made, by the courtesy of Messrs. Reyrolle, of the gear at 
their works, it appears to us that an entirely new departure 
has been made in switchgear design, which will largely 
affect the questions of simplicity and safety in the trans- 
mission of power at very high pressures. This impression is 
heightened by the fact that the gear is neither new nor 
experimental; the publication of details has been delayed 
until the system has been thoroughly tested, and three years 
of operating conditions have evidenced that a distinct step 


forward has been made. | 


Searchlight Company.—Under the new Territorial 
Army scheme, it bas been notified that a searchlight company of the 
Royal Engineers is to be raised in Dover. The company will be 
attached to the Kent and Sussex Fortress Royal Engineers, and 
will be composed of four officers and 97 men. An instructor will 
be appointed from the 3rd Co. R E. stationed at Dover, and he will 
attend at the Dover Institute for the next week or two for the 
purpose of enrolling members. It is hoped to raise the company in 
time for the annus] camps, which take place at Shorncliffe on 
August Ist and 22nd, and this should be gn easy task, considering 
the number of men connected with electrical work in the town, the 
only thing needed being for then to come forward and join. 

Masog E. M. Marx has been appointed in command of the new 


Searchlight Company. 

Missing Apprentice.—We wish to call attention to a 
notice which we bave inserted in our advertisement pages, at the 
request of a well-known northern firm of electrical engineers, wko 
are kindly endeavouring to restore to his parents a youth (one of 
their apprentices) who has been missing for the past week. 


Institution Notes. — INSTITUTION OF MUNICIPAL 
ENGINEERS.— The Executive Committee of the Institution has 
issued a letter explaining the objects of the Institution to 
every member of the profession of municipal engineering. The 
membership now exceeds 200. Mr, B. Wyand is the Secretary 
(address 10, Eagle Place, Piccadilly, W.). 

CONCRETE INSTITUTE.—The first meeting of the Council of the 
newly-formed Concrete Institute was held on Tuesday last, the 
President, the Earl of Plymouth, C.B., presiding. Prior to the 
meeting there was a luncheon of the Council at the Ritz Hotel to 
meet the President, at which the chairman of the executive, Mr. 
Edwin O. Sachs, F.R.S.Ed., presided. He stated that the member- 
ship already exceeded 225, of whom the majority were civil 


engineers and architects. | 
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CONTRACTORS' COLUMN. 


(Continued From page 137.) 


CHESTERFIELD (New WurrTINGoTON).—Additions and alterations to licensed 
premises, T. B. Wilcockson, architect, Chesterfield. 

CHIPPENHAM.—Houses, Lowden Hill Estate, for Light, Son & Co., Ltd., 
builders, Union Road; Audley Road, for Mr. Linzey; Audley 
Road, for Mr. Rogers. 

CHORLEY.—Houses, Spendmore Lane, Coppull, for Messrs. Glover. 

CLEVELEYS (near BrackrooL).—Proposed new parish church. Rev. R. 
Stowell, curate-in-charge. 

CLITHEROE.—New dairy for the Clitheroe Dairy Co. 

CLOWN.—Two houses in Portland Street, for J. Day; two houses in Neale 

| Street, for J. Robinson. 
COUNTY DURHAM.—New schools for the C.C., at Tudhoe Grange (1,100 
7 children); Mount Pleasant, Tudhoe (850 children); Waldridge 

(250 children); New Lambton, Bournmoor (350 children); 
Malton’ Colliery, Lanchester (100 children); extensions at 
Washington, Greenside (Ryton Wood Side), and Hoden Colliery 
(Shotton). 

COVENTRY.—Houses, 8t. George's Road, for Mann & Co.; Stony Stanton 
Road, for C. A. Newbold; Broomfield Road, for C. J. Smith; 
Villiers Street, for E. O. C. Howells, builder, St. Raglan Street: 
Broad Street, for C. Thomas; Crabmill Lane, for A. Harris; 
Kensington Road, for G. Blakeman; St. George's Road, for W. 
Yardley; Northfield Road, for T. Reynolds; Foleshill Road, 
for R. Dalton; Avon Street, for J. Taylor; St. Margaret's Road, 
for J. Gardner; Sandy Lane, for T. Randle. 

COVERACK (ConNwALL).—Proposed new Methodist Church. 

CUPAR (Frrz).—Additions to Castle Hill Public School. 


DARTFORD.—Additions to Darenth Asylum. W. T. Hatch, chief engineer, 
| Metropolitan Asylums Board, Embankment, Е.С. 

DENNY (SriRLINGsHIBRE).—Proposed reconstruction of station for Caledonian 
Railway Co. Engineer, Caledonian Railway Offices, Glasgow. 

DERBY (LiTTLEovEB),—New Primitive Methodist Church and schools. 

DEVONPORT.—Higher elementary school in Keppel Place. Thornely and 
Rooke, architects, 29, 8t. Aubyn Street, Devonport. 

DINNINGTON (near RorRERRAM). Houses for W. C. Holmes, G. Windle, 


Mr. Lipscombe, and A. Holmes; houses and shop for Carr and 


Co.; conversion of houses into shops for Mr. Whyatt. 
DONCABTER.—New Church at Woodlands Colliery. C. Hodgson Fowler, 
architect, The College, Durham. 
Wesleyan Sunday Schools, at Woodlands, Brodsworth. P. B. 
Houfton, architect, Furnival Chambers, Chesterfield. 
Enlargement of Balby Church. 
DOVER.—Almshouses, Bowling Green Lane. Austen & Lewis, builders, 17, 
Bandolph Gardens, Salisbury Road, Dover. 
DUBLIN.—Recreation hall and library at the Royal Hibernian Military School, 
Pho:nix Park. H. Williams, secretary, Office of Public Works, 


Dublin. 
DUNDELA (Bevrast).—Alterations and additions to Dundela Presbyterian 
Church. Hill & Kennedy, architects, Belfast. * 


DURRINGTON (near WonrHiNo).—Proposed elementary school. H. P. 
Roberts, County Education Architect, Education Offices, 
Horsham. i 

DURSLEY (Gros.).—Development of estate by R. A. Lister & Co., Ltd. A. W. 
Probyn, architect, Berkeley Street, Gloucester. | 


EARSDON (Co. Dvnax)—- Additions to premises for the Back worth Workmen's 
Club. 


EASTBOURNE.—8choolroom in connection with Eastbourne College (£3,500). 
Head Master. 

EDINBURGH.—Training institute for ladies in Inverleith Terrace (£5,000). 
G. L. Wright, builder. 

EXETER (Тервгкм Вт. Mary).—Repairs at Tedburn St. Mary School. W. B. 
Trick, Felixwell, 8t. Thomas, Exeter. 

FALKIRK.—Building at Galvanising Works, Bankside, for Braby, Ltd. (£500). 

FALMOUTH.—Proposed enlargement of the County High school (£900) for 
Education Authority. ў 

FARNBOROUGH.—lIiouses, Manor Road, for R. D. McLawan; Peabody 

Road, for A. J. Galsworthy. 

FARNWORTH.— Eight houses, Joseph Street, Mrs, Dakes; 10 houses, Bt. 
German Btreet, F. Wallwork. 

FLEETWOOD.—One hundred cottages, secretary, Estate Co., Fleetwood; fish 
drying and storing shed in Copse Road, for Messrs. Marr and 
Bons, ‘ 

FOLKESTONE.— Additions, to 25, Earl's Avenue, for Miss de la Mare, T. E. 
Moody, architect and builder; additions to electricity works, 
Morehall, ior the Folkestone Electricity Supply Co., Ltd., T. 
Hesketh, architect; addition to 18, The Leas, for W. Taylor, G, 
Camburn, architect. 

GATESHEAD.— Wesleyan Methodist Church at Kibblesworth. 

GLASGOW.—Buildings at corner of Pollokshaws Road and Lilybank Road, fo 
A. Motherwell, grain merchant, Main Street, Gorbals. 

Additions to Nurses’ Home, University Avenue. Master of Works, 
Western Infirmary. 

Buildings for Skating Rink, &c.. at corner of Victoria Road and 
Cuthbertson Street, for C. P. Crawford, Tournament Hall, 
Liverpool. 

600O0LE.— Infectious Diseases Hospital, with administrative and laundry 
blocks. H.B. Thorp, architect, Goole. 

New works forthe Goole, Marshland and Howdenshire Pure Tillage 
and Cattle-fed Co., Ltd. 

GOSPORT.—New Brodrick Memorial Hall at Alverstoke (£1,370); Harry 
Smitb, architect, Star Chambers, Gosport; Lear & Sons, 
builders. 

GRANTHAM (LixcorssHIkE).—Isolation Hospital, H. C, Rudkin, surveyor, 
19, Swinegate, Grantham. 

GRIMSBY.—Additions to police buildings (£737). 
builders, Grimsby. 

HANLEY.—E.L. installation at St. Luke's Church, Wellington, 
and Sons, architects, Hanley. 

HARLINGTON (MipprEsEX),—Church.room. Rector. 

HARROW .—Sixteen houses, Rutland Road. W. T. Batchelor, builder, 1, Grove 
Terrace, Squires Lane, Finchley. 

Extension to Electricity Works for Harrow Electric Light Co. 
Six shops in Middle Road, E. R. Purchase, architect, 20, Maddox 
Street, W. 

HARWICH (I. ssHW.— County High School. 
architects, 

HEMSWORTH (Yorks.).—Houses, Moorthorpe, for G. W. Swift; Frickley 
Colliery, for Carlton Main Colliery Co., Ltd.; Ackworth, for II. 
Robinson. 

HERNE BAY.—Houses, Canterbury Road, for A. W. Woolf, builder, High 
Street, Hillborough Road. M. Messenger, architect, 16, High 
Btreet, Herne Bay. 


HESTON.— Infant School. A. L. Lang, architect to Education Committee, 
Heston and Isleworth, 


Hewson & Goodhand, 


R. Scrivener 


Brown & Burgess, Ipswich, 


HINCKLEY.—Workhouse infirmary (£6,217). W. P. Grewcock, architect, 
Stapleton. 

HINDLEY (Lanca.).—Important colliery developments for Crompton and 
Shaweross; two shops in Liverpool Road, Platt Bridge, for 
H. and F. Lomax; three houses in Swan Lane, Hindley Green, 


Meadows Bros. ; two houses in Cross Street, for J. Rosbottom ; 
two villas in Hall Lane, J. Oakes. 


HODDESDON (Hrnrs.).—County School (£2,528). 
County Council. 


HOLYHEAD.—Additions to Presbyterian School, Newry Btreet. W, Williams 
architect, Holyhead. 


HOUGHTON-LE-SPRING (Co. Duritam)s-Hovuses, Station Avenue: Fence 
Houses, for G. Marshall and J. G. Westgarth ; Durham Terrace, 
Silksworth, for Mr. Welford. 

HUCKNALL TORKARD (Norrs.).-Additions to Co-operative ло. 
premises (21,200). W. V. Betts, architect, Basford; Donnelley 
and Sons, builders, Kimberley, Notts. . 

LD.—Bungalow residence, Netherton Moor, South Crosland, 

for J. M. Evans; houses, Clayton West, for 8, Beckwith. 

HULL.—Completion of the Public Hall. J. H. Hirst, city architect, Town 
Hal, Hull. 

ILKLEY.—Winter Garden scheme under consideration. Town Council. 

INCE (near Wic4N).—Houses, Bird Street and Keble Street, for Henry 
Dickinson ; Bird Street, for Wm. Murray. i 

IRISHTOWN.—New dispensary. 


KEIGHLEY (Yorks.)—Probable rebuilding of business premises, Oakworth 
oad, for Mr, Simpson, after fire. 
KETTERING.—Houses, Russell Street. for Phillips & Slow; shop and offices 
Market Place, for L. Bagshaw; additions to factory, Crown 
Street, for Chater & Sons, boot manufacturers. 
KENILWORTH.—Houees, Barrowell Lane, for Mr. Schneider; Windy Arbour, 
for A. Cay; Rosemary Hill, for T. Hughes. 
KIDDERMINSTER.—New Swedenborgian Church (£2,000). Pritchard and 
Pritchard, architects, Bank Buildings, Kidderminster; E. 
Thompson, builder, Park Lane, Kidderminster. 
Power house for Brintons, Ltd., carpet manufacturers; house, 
Villers Street, for F. Thomas. 
KIRKBY-IN-ASHFIELD (Notts.).—Houses, Cookson Street, for J. P. Adling- 
ton; Prospect Street, for B. Coleman; Erewash Btreet, for R. 
Stow; Forest Street, for J. Hibbert. 
KIRKHILL (INVERNESS-8HIRE).—New United Free Church. 
KIVETON PARK (near 8ukrrIELD).—Houses for Moore Bros. 
LEIGH (Botti Lancs.).—New Hippodrome. Prescott & Bold, architects, 
eigh. 
LINTHWAITE (Yorks.).—Extensions to Burdett Mills, for Armitage Bros.; 
houses, Springmill Lunn & Kaye, architects. Huddersfield ; 


shop, Manchester Road, for Alfred Schofield ; Pymroyd Lane, 
for D. T. Haigh and J. W. Hirst. 


LITTLEHAMPTON.—New 8. James's Church. 
LIVERPOOL.— Secondary Bchool, Cambridge Road, Seaforth, for the Lancs. 


County Surveyor, Herts 


HUDDERSFIE 


LIVERSEDGE (Yorks.).—Houses, junction of Benjamin Street and Union 
: Road, for D. Beaumont; junction of Tichborne Street and 
Halifax Road, for Miss C. Kellett. 
LLANDUDNO.—Houses, Mostyn Avenue, for Cowell & Keogh. 


Villa Residence in Abbey Road. J. Robert, Bryn Celyn, Llandudno. 
LLANDWROG (CaARNAn VON). New Sunday School and Chapel House at 
Bwlan. R. Ll. Jones, Carnarvon. 
LLANELLY.—New synagogue in Victoria Road. 


LONDON (Fincutey, N.).—North Finchley Congregational Church to be 
electrically lighted. 
(REGENT's PARE, W.).—Alteration and relighting of the Church of St. 
Mark. Rev. M. Bell, Vicar. 
(CAMBERWELL, 8.E.).—Working-class dwellings in Pitman Street 
wm. Oxtoby, borough surveyor, Town Hall, Peckham Road 


(Hackney, N.F.).—Buildings in Spring Hill. J. Hamilton, archi- 
tect, 28, Wormwood Street, Е.С, 
(KiLuunx, N.W.).—Additions to St. Luke's Church. 
architect, 26, Great James Street, W. Р 
(PiccaniLLy, W.).—Additions to Cavalry Club. Mewes & Davies, 
architects, 6, Dean Street, Soho, W. 
(CHELSEA, 8.W.).—Bottling store, for Whitbread & Co. А. 
architect, 16, Holland Villas Road, Kensington, W. 
(HaxovER SovARE, W.).—Building in Eccleston Place. | 
Monier- Williams, surveyor, 83a, Chester Square, Victoria. 
(Охьоко STREET, W.).—Alterations to Baptist Church, Castle 
Street. T. J, Evans, architect, 61, Munster Road, Fulham, 
S. W.; Lyne & Bons, builders, Clapham, S. W. 
(Norr Rv). —Sixty-three cottages for L. C. C. W. Smith & Sons, 
builders, Croydon. 
(West Ham, E.). — Enlargement of St. James's School and Custom 
House School. F. E. Hilleary, Clerk to Education бош 
(WILLESDEN, N.W.).—New warehouses Salusbury Road. Scott an 
Fraser, architects, 10, Basinghall Street, E.C. nae 
(HanLEsbxN, N.W.).—Six houses. H. Fowler, builder, 129, Chiswic 
High Road, W. " 
(WILLESDEN, N.W.).—Addition to Langley House Laundry, 5, Bourke 
Road, for C. Batty. : | 
(BREAD Street, E.C.).—Extensions for William & Son, ККЕ 
manufacturers. Hall, Beddall & Co., builders, Pitfield Whari, 
Waterloo Bridge. 
(CLAVHAM).-—-Twenty-three houses. 
Tregothnan Road, Stockwell, S. W. t 
(W.C..—Re.erection of Freemasons’ Hal! and Tavern, аын 
Qneen Street. Brown & Barlow, architects, 12, Norfolk 
Strand, W. G. . 10 
(CLaruiaM).—Thirty-seven houses. W. H. George, arta 
Broomwood Gardens, West Side, Clapham Common, 5. 
(CHELSKA, S. W.). Buildings in Church Street. Elms & Jupp, 
architects, 25, Backville Street, W. L. C. C. 
(Wax bswok rh. S. W.). Education divisional offices e 
(£4,840), II. L. Holloway, builders, Church Street, Dep e 
(CLERKENWELL, N.).—Alterations to stores, W. E. Riley, sup 
intendent architect, L. C.. Rosd. 
(WANDSWORTH, $.W.).—Kleven houses in Wimbledon Ге Com- 
W. C. Poole, architect, 62, Belleville Koad, Wandswor 
mon, 8.W. : Я 
(ISLINGTON, N.).—Extensions, &c., to Police tation (£440. з 
Dixon Butler, Surveyor to Metropolitan Police, New 
Yard, S. W. Percy К. 
(West Нам, E.). — Hall and Sunday School (23,160). Ils 
Allen, architect, Lyndhurst Gardens, Tunbridge Wells. and 
(E. C.). Alterations to premises in Bridewell Place. Re 
Wilkinson, builders, 20, High Street, Wandsworth. E РЕВЕ 
(W.) —Alterations 1016, о Би prior to occupation by 
Bread Co., 24, Каѕісһеар, E, C. , 4, 
DAT Ham, E.),—Four shops and houses. J. Harding, builder, 
elg¢ham Road, Fast Ham, . 


J: T. Lee, 


B. F. 


B. Rashleigh, builder, 29, 
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ROTHERHAM.—New gt. Peter's Church, Whinney Hill, Thrybergh (£1,180). 


LONDON (W..—Extensions by Dickins & Jones, Ltd., silk meroers, 9230, 
Regent Street, to Nos. 226 and 228. | 
(East Нам, E.).—Six houses in Blenheim Road. T. Watson, builder, 
414, Ruskin Avenue, Manor Park, E. 
(BATTERSEA, 8.W.).—Storehouse for Metropolitan Water Board 
(£4,000). Wm. B. Bryan, chief engineer, Metropolitan Water 
Board, Savoy Court, Strand. 


(MARYLEBONE, W.).—Depót buildings in Grove Road. J. P. 
Waddington, Borough Surveyor, Town Hall, Marylebone Lane, 


(HAMPSTEAD, N.W.).—Storerooms at Electrio Lighting Department. 
G. H. Cottam, chief electrical engineer, Hampstead Town Hall. 


(Barnes, 8.W.)—Depository, Arundel Terrace. W. G. Hunt, 


architect, 17, Vienrage Gate, W. 
(Fixchl Ev, N.). Nine houses. H. F. Nicholls, builder, Holden Road, 


Finchley. 
LUTON.—New schools for the T. C., Beech Hill. J. R. Brown & Son, architects, 

Castle Street, Luton. | 
MACHYNLLETH —Two semi-detached villas in Newtown Road. R. W. 

Davies, architect, Carno, Machynlleth. А 


MANCHESTER.—New elementary schools at All Saints’ (1,214 children) an 
Oswald Road, Chorlton-cum-Hardy (£10,150) for the T.C. 


MARKET RASEN.—Wealeyan Chapel at North Owersby. J. G. Glew, archi- 
tect, Market Rasen. ` 

MANBFIELD.—Houses, King Edward Avenue, for 8. F. Moss; Derby Street 
and Cavendish Street, for С. G. Chapman; Victoria Street, for 
J. A. Beck; Oxford Street, for G. Wade; Thoresby Street, for 
C. G. Percival, builder, Newcastle Street; Bould Street, for 
Hill Bros.; new Church, Bt. Lawrence, Peck’s Hill and 
Skerry Hill, for the Vicar and Churchwardens of St. Peter's. 

MARGATE.—Houses, Westbrook Avenue.. S. E. Burrows, architect, 8, Cecil 
Street, Margate; Westbrook Esplanade, Reeve & Reeve, archi- 
tects, Margate. 

MARKET HARBOROUGH.—New Nursing Home (£2,000). 

MARLBOROUGH.—New Church Institute. 

MARKET DRAYTON.—Secondary School for Salop С.С. 
6, St. Mary's Gate, Manchester. 

MELBOURNE (DERBYSHIRE).—House, Station Road, for G. Hough, Derby. 


MELTON MOWBRAY.—New Working Men'$ Club. Joseph E. Wakerley, 
architect. 
Villa in Craven Street West, for Mr. Denman. 
MERE (Wirrs.).—Engine house for the R. D. C. J. McKenzie, town surveyor, 
Castle Street, Mere. | 
MERTHYR TYDFIL.—Thirty-eight houses, Danyderi, Merthyr Vale. T. A. 
Rees, Town Clerk, Merthyr Tydfil. 
New Higher School for 500 children. J. L. Smith, Architect to the 
Education Committee, Town Hail, Merthyr Tydfil. 
Enlargement Gellifaelog School. Dowlais, to provide for 388 extra 
children. J. L. Smith, Architect to the Education Committee, 
Town Hall, Merthyr Tydfil. | 
New infants’ school (500 children), Dowlais. .T. L. Smith, Architect 
to the Education Committee, Town Hall, Merthyr Tydfil. 


MIDDLETON (Laxcs..—New elementary school. Durnford Street, for the 
T.C. Edgar Wood, architect, 78, Cross Street, Manchester. 

MILFORD (Surrgy).—Renovation of the parish church. Vicar. 

MIRFIELD (Yonxs.).—1Installation of the electric light at Hopton Church. 

aE Veale Church. Geo. E. Everitt, builder, 79, Windmill Road, 

roydon. 

MORRISTON.—Proposed new . M. C. A. premises (£5,000). 

e school for the Surrey Education Committee 

MOUNTAIN ASH.—New church at Miskin for the Rev. J. 8, Jones. E. M. B. 
Vaughan, architect, Dumfries Place, Cardiff. 

NEATH (ONLLWyN).—Vestry at Maesymarchog for the trustees of the Welsh 
Independent Congregational Chapel, Onllwyn. Т, E. Richards, 
architect, Pontypridd. 


NEWLYN.—Proposed new Primitive Methodist Church in Church Lane 
; (£8,000. Rev. J. H. Howlett, minister, Primitive Methodist 


Church, Boase Street, Newlyn. 
NEWQUAY (ComNwALL).—County Secondary School. B. C. Andrew, architect. 
NORTH SARTON аР RoruERHAM).—Houses for Mr. Coggan and Mr. 
eynolds. 
NORTH WOOD.—New offices for the Urban District Council. 
NORWICH.—Renovation of Chapel-in-Field Church and school buildings 


J. Holt, architect, 


( ; 
NOTTINGHAM. — Extension of the Nottingham School of Art, and installation 
of the electric light throughout, under consideration. 

New bleaching and dressing works at Bagthorpe for A.J. Taylor. 
A. H. Goodall, architect, Wheeler Gate, Nottingham; Thos. 
Barlow & Co., builders, West Bridgford, Nottingham. 
New church hall for St. Mark’s Parish (£950). A. E. Heazell, 
| architect, Burton Buildings, Parliament Street, Nottingham. 
OUGHTERSIDE (AsPATRIA).— School extensions for Cumberland С.С. (£1,297). 
E. Musgrave, builder, Carlisle. 
OXTED (Brumgy).-- House, Barrow Green Lane, for Mr. Crittenden. 
МА and enlargement of St. Columba Gaelic Church 
PENDLEBURY (Lanca.).—Institute, Broomhall Road, for Miss M. Heywood. 
PENYGROES (CAnNARVON).—Additions to Llanllyfni Council School. Rowland 
Lloyd Jones, architect, 14, Market Street, Carnarvon. 


PERZANCE,—New County School for Boys, at Treneere, for the Cornwall 
Education Committee. S. Hill, &rcbitect, Green Lane, 
TR Redruth. 
NTY PRIDD.—Alterations to brewery premises. Geo. Adlam & Sons, archi- 
tects, Bristol. 
V. M. C. A buildings. У. Hodge, architect, Teddington. . 
Alteration to premises. A. Ll. Thomas, architect, Pontypridd. 
Twenty honses. A. О. Evans, Williams & Evans, architects, 


Pontypridd. 
RAWMARSH (Yorxs.).—Houses, Green Lane, for Henry Wright & Geo. 
Walsh; Infirmary Road and Thrybergh View, for Dawson an 
Briddon; Dale Road and Chapel Street, for Jabez Jackson; 
Ashwood Road, for Hiram Wilson; Main Street, Ryccroft, for 
RA J. P. Claye. 
WTENSTALL.— Proposed alterations to Waterfoot Market Buildings. J 
READIN Johnson, Borough Surveyor, Municipal Offices, Rawtenstall. 
ADING.— Alterations and additions at Reading School for the Education 
Committee. Ravenscroft, Son & Morris, architects, 22, The 
RHY Forbury, Reading. 
MNEY (Mon.).— Additions to the Rhymney Brewery, for A. Buchan & Со. 
ROCHD T. Roderick, architect, Clifton Street, Aberdare. 
АРЕ, persion of old steam tramway depot into motor garage, for 
H. Waller. 
Renovation of the Hamer United Methodist Church (£ 400). 


J. E. Knight, architect, Rotherham. 
RUGBY.—Tailor’s worksbop and Educational Hall, &c.,for the Co-operative 
Society. Franklin & Newman, architects, Rugby. 
Factory, Lower Hillmorton Road, for the manufacture of electric 
lamps. Rugby Lamp Co., Ltd., owners. 
ST. CLEARS.—Two villas near station. 
24, King Street, Carmarthen. 


SANDOWN (Iste or Wicut).—Houses, The Avenue, for W. C. Clark; Vic- 
toria Road, for J. E. Radford ; North Street, for A. J. Chambers; 


nineteen houses, for W. J. Payne; eight houses, Sandown Road, 
for L. A. Moorman. 
SALTASH.— V. M. C. A. Hall in Fore Street (4900). | 
SEVENOAKS.—Extension to the Laundry for the Sevenoaks Guardians (2300). 


SHEFFIELD.—Primitive Methodist Chapel at Over Reage. W. G. Smithson, 
architect, 18, Bond Street, Park Row, Leeds; J. Spendlove, 


builder, Heage. 
Proposed Primitive Methodist School Chapel at Dalton Brook 


Underground lavatories, tramway office, and other works, for 
the T.C, City Engineer, Sheffield. 


SHOTTON (Co. Durnas). —Alterations to premises for the Shotton Colliery 
Workmen's Club, Ltd. Secretary of the Club. 
SHREWSBURY.—New place of wership, Coton Hill (£3,500). A. B. Deakin, 

architect, 124, Pride Hill, Shrewsbury; Т. Pace, builder, 

Berwick Road, Shrewsbury. 
SIDMOUTH.—Enlargement and adaptation of buildings for new police 

atation. Е. H, Harbottle, County Surveyor, Queen Street, 


Exeter, 
SLOUGH.—Houses, Datchet Rosd, for J. Shackles; Arthur Road, for Mr. 
- Cozens ; King Edward Street, for N. Grove ; White Hart Road, 
for H. D. Bowyer, builder, Mackenzie Street; Green Lane, for 
M, Holdway; Chalvey Road, for the Co-operative Society ; 
house and stables, High Street, for Col. W. N. Davis. ок 
SOUTH BANK (Yorxs.).—New County Schools (£9,844). Howe & Co., builders, 
Whitby Street, Hartlepool. 
SOUTH MOLTON (Devon).--House for Sir Thomas Acland ; house, East Street, 
for N. J. Holcombe. 
SOUTH SHIELDS.—Two new churches in connection with Saville Street 
Primitive Methodist Church. 
New premises for the Y.M.C.A. 
SOUTHWELL.—Proposed Parish Hall in Easthorpe (£2,000). 


BTAFFORD.—Additions to 57, Marston Road, for Thos. Follows ; additions 
Р 16, Tipping Street, for Siemens Bros. Dynamo Works. Ltd.; 


6 
Cottage, Wright Street, for Thos. Herbert, builder, 80, Wright 


Street. 
Institute in connection with St. Thomas’ Church for Rev. W. 8. 


Allison. 

STALYBRIDGE.—Car-shed extensions for the Stalybridge, Hyde, Mossley and 
Dukinfield Tramways and Electricity Board. R. Blackmore, 
chief engineer. 

STAMFORD.—Additions to works for the Martin Cultivator Co., Ltd. T. J. 
Ward, architect, Stamford. 

STANSTED ABBOTTS.—Enlargement of the Congregational Churoh. 

STEVENAGE (Hznrs.).—County school (836 places). County Surveyor, Herte 
County Council. 

BTOURBRIDGE.—Extensions to the Secondary School for the U.D.C. Fredk. 
Woodward, architect, Town Hall, Stourbridge. 

STRATHPEFFER, N.B.—Renovation of Contin Parish Church. 


SUTTON-IN-ASHFIELD (NbrT8.).—Houses, Silk Street, for Mrs. Renshaw; 
Hardwick Lane, for Miss Coleman; Charnwocd Street, for L. E. 


Sidebottom ; Church Street, for R. S. Bailey. 
SWADLINCOTE.—Houses, Belmont Btreet, for Earp & Thorpe; Sunnyside, 
Newhall, for Ben Warren; Sunnyside, Newhall, for G. H. 
Hibberd. 
SWANAGE.—Two semi-detached houses in King Street, for Burt & Burt; 
garage at Grand Hotel, for В. М. Davis. 
RR at the hospital. G. Moxham, architect, Castle Street, 
wansea. 
SWINDON.—Houses (114), A. J. Colborne, builder, Swindon; Ashford Road, fer 
J. Bennet; Okus Road, W. J. Rogers, builder, Okus Road. 
SWINTON (Lascs.).—8even houses, Moss Lane, for J. McDowall; four houses, 
Cemetery Road, tor J. Newton. ' -~ ` ў 
TADCASTER.—New Wesleyan Church at Allerton Bywater. 
TAUNTON.—Addition to St. Mary's vicarage. Sprankling & Price, architects, 
House in Belvedere Poad, Taunton. Mr. Ashman. 
Two houses in Salisbury Terrace. Mr. Rabjolins, builder, 
| Two houses, Leslic Avenue. Mr. Rabjohns, builder. | | 
THORNLEY (Co. DunHAM).—Villa residence at High Wheatley Hill, Н. F. 
Cowx, Avenue Hotel, Whitley Bay, 


TONBRIDGE.—New Y.M.C.A. premises, 
TYNEMOUTH.- Economiser house, &c., at the workhouse for the B. of G. 
Р, Spencer, architect, 30, Howard Street, North Shields. 

ULVERSTON.—Turbine house, Summerhill, Haverthwalte, for Mrs. Altham. 

WALTON-ON-THE-NAZE.—Jewish Convalescent Home on the Naze High 
Cliff (£23,000) Messrs. Lawrence, builders, Westminster, 
London, S. W. 

WARE (HERTs).— Houses, Hailey Lane, Great Amwell, for H. W. Green, 

engoe ; kennels, for G. R. 8mith-Bosanquet, Broxbornsbury. 

WAREHAM.—Proposed new stores in South Street. W. E. Randall, builder. 

WARLINGHAM „ for R. Davison; alterations at Melrose, for 

J. R. Ford. . 

WARSOP (Norrs.).—House, Wood Street, for F. J. Robinson; additions to 
house, High Street, for Sir Hugo Fitz Herbert. 

WATERLOO (near LivERroor).—Houses, Picton Road and Oxford Road, for 
J. and A. Burroughs; alterations and additions to the E.L. 
Station, Brighton Road, for the Liverpool District Lighting Co. 
Ltd.; billiard room, for Stephen Asheroft, Haigh Road, 


Waterloo Park. 
WAUNLLWYD (Mos.).—8hop for the Ebbw Vale Co-operative Society. H. 
Waters, architect, Market Chambers, Ebbw Vale. 
LASTON).— Primitive Methodist Church at King's Hill 


WEDNESBURY (Dak 
£2,000). 


WHEATHAMPSTEAD (Herts.).—County School (£937. County Surveyor, 
Herts. County Council, 


WHITHEHAVEN.—Reconstruction of premises at 33, 85, and 37, James 
Street, and alterations to shops, Roper Street. J. N. Singleton, 


architect, 61, Lowther Street, Whitehaven. 


WIDNES.—Ten houses, Foster Btrect, for E. Wood. 

WOOLWICH.—Additions tothe Standard public-house. Gardiner á Theobald, 
architects, 110, Great Russell Street, W.C. 

Proposed buildings for the Army Medical Corps in Shooter's Hill 


Road. 
ORSLEY (LAN cSs.).— Five houses, Wilfred Road, for J. Hallam; four pairs of 
bas | villas, Hardy Street, for J, Tyldesley, | 


YORK (BisnorstHokre).—Alteration to the Parish Church (£250), 


George Morgan & Son, architects, 
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NOTES. 


British Association for the Advancement of Science 
(Engineering Section).—The following is the provisional pro- 
gramme for the meeting at Dublin :— К. 
Thursday, September 3rd.—Address by the President of the Section, 

Dugald Clerk, F. R. S. 

Friday, September 4th —Report of the Committee on Gas Explosions, 
to-be followed by a discussion jointly with members of 
the Physical and Chemical Sections. 

Monday, September 7th.—" Recent Advances in Steam Turbines,” 
by Gerald Stoney, M.Inst.C.E. 

Producer Gas," by J. Emerson Dowson, M. Inst. C. E. 

“Suction Gas Producers," by P. W. Robson. 

“The Utilisation of Peat for Making Gas on Charcoal," by 
Capt. H. Riall Sankey, R.E. 

Tuesday, September 8th.—' The Laws of Flight, by F. W. 
Lanchester. 

"On the Causes of Wear in Motor Vehicle Machinery," by 
| F. H. Royce, M.I.Mech.E. | 
"On a Fundamental Error in the Theory of Power Trans- 
mission by Belts,” by W. Worby Beaumont, M Inst.C.E. 
“ Railless Traction," by F. Douglas Fox, M. Inst. C. E. 


Legal.— Action AGAINST WOLVERHAMPTON ELECTRICTY 
DzPARTMENT.—AÀt Wolverhampton County Court on Monday 
before Judge Howard Smith—the Wolverhampton Corporation 
Electricity Department were respondents in an action brought by 
Hugh McCrudden, who sought to recover undér the Workmen’s 
Compensation Act damages as compensation in respect of an injury 
sustained while working in the electricity department. 
McOrudden was formerly employed asa wireman by the Corporation. 
On December 30th he was working at a fitter's bench in the generat- 
ing station, when an anvil weighing about 30 lb., which be was ham- 
mering on, fell on to his left foot. Although in pain, McCrudden 
continued working, but later he told the foreman about the accident, 
and on getting home he found his foot was crushed, and in some 
parts swollen. Next day he absented himself from work owing to 
the injury, and on returning to bis duties he was told to get his 
money, and that hie services were no longer required. Considerable 
correspondence arising out of the accident was read to the Court by 
Mr. Eddy, barrister, who appeared for McCrudden, and in one 
letter from Mr. C. E. C. Shawfield, the borough electrical engineer, 
it was stated that McCrudden had not notified any official of 
the mishap, and further that he was discharged owing to 
some work he had done. In _ cross-examination by Mr. 
Lawrence, barrister, who represented the Corporation, McCrudden 
said he did not know that complaints had been made 
about his work. It was, he admitted, а fact that he had been 
injured through accidents while working for other firms, and in 
one case had accepted £10 as compensation, instead of taking pro- 
ceedings. Three times he bad met with accidents while following 
his employment, the foot injured in the present case having been 
previously hurt. Evidence having been given by two fellow work- 
men, and by two doctors, Mr. Lawrence submitted that the claim 
was put forward by McCrudden in a grossly exaggerated way, 
and, he alleged, was practically a bogus one. The judge said it 
was a proper case for investigation, inasmuch as he was sure there 
was a suspicion about the bond fides of the claim. He believed 
applicant had not properly described the accident, and that he had 
grossly exaggerated che facts. His Honour awarded McCrudden 
£12 15s. and costs, and found that there was now no incapacity 
resulting from the injury. 


Territorial Electrical Engineers.— According to the 
Gazette, Lieut. J. F. Lister, A. M. I. E. E., from the London Division 
(Electrical Engineers) R. E. (Vols.), is promoted to be Lieut.- 
Colonel. 

Satisfactory progress is being made in the formation of an 
electric light corps (Devon Roval Engineers) in connection 
with the Territorial Army. Although this special branch 
did not commence to enlist until the other arms had made 
a start, the applications received by Capt. J. H. Prior, D. S. O., 
at Mutley Barracks, Plymouth, have been highly gratifying. 
A good number of young men engaged in electrical and 
engineering work have decided to serve, and only a few more are 
required for the necessary steps to be taken to have this corps 
recognised by the Army Council. 


Naval Electricians.—It is officially announced by the 
Admiralty at Devonport that it has been decided to authorise, as a 
temporary measure, the transfer of armourers to the rating of elec- 
trician, subject to the following special provisions:—(1) The privilege 
of transfer is to be limited to chief armourers and armourers passed 
for chief armourers, who have shown marked mechanical ability and 
general efliciency; (2) men who desire to present themselves for 
examination for transfer to electrician must be reported to possess 
sufficient ability to pass the educational and trade examination 
prescribed for candidates from the shore; (3) the candidates selected 
are subsequently to undergo a modified electrician's course on board 
H. M. S. Vernon or / гелсе, and at the conclusion of the course to 
pass the examination for acting clcctrician, fourth class, as pre- 
reribed above; (4) men who pass this examination may be trans- 
ferred to the rating of acting electrician, fourth class, by order of 
the Commander-in-Chief, and they are to receive the pay and wear 
the uniform of their new rating from the date of the. Commander- 
in-Chief's approval. It is not at present intended to prescribe а 
definite limit of age at which transfer may be allowed, but in con- 
sidering applications for transfer, each cage is to be dealt with on 
its merits, preference being given to young men. | "A 


Fire Brigade Competitions.—In the annual com- 
petition of the London Private Fire Brigades at the Crystal 
Palace on Saturday last, the Robertson Fire Brigade again won the 
shield presented by Sir Thomas R. Dewar for the best drill. In 
the championship totals the Robertson Brigade came out second 
out of 23 competing brigades, the aggregate time for all the drills 
being 348 secs., against the winners’ 342 secs. It was unfortunate 
for the Robertson Brigade that whilst their 5-men drill with 
water” was being ran there was a sudden squall, the wind being 
so strong that it broke the jet into a fine spray and prevented 
them from dislodging the target. Owing to this the Robertson 
Brigade lost over 34 secs., otherwise they would have again easily 
won the championship of the Association. 


Angola Rubber Developments.—The Portuguese 
Province of Angola occasions a heavy yearly deficit to the Govern- 
ment, chiefly due to the lack of capital for the exploitation of the 
rabber forests and the great competition of the Congo Btate. The 


„Government have now decided to make an effort to develop the 


region, and will accept the proposal of a group of Belgian 
capitaliste, who offer to exploit the district of Lunda, the richest 
in the region of Angola, and bordering on the Congo territory. 
They propose that the Government shall receive 50 per cent. of the 
profits, and that ali the export of the rubber shull be done through 
the Portuguese port of Loanda. 


Appointment Vacant.—ALExanpDria.—Chief assistant 
to chief engineer, municipal electrical supply station (£420, rising 
to £480). Apply to M. l'Administrateur de la Municipalité d'Alex: 
andrie, Egypt, by October 15th. 


Lightning.—Doring a violent storm near Poitiers, 18 


out of 14 people on a farm were killed by lightning, and not one of 
the cattle escaped. | 


Educational Notes.—Binmincuam TECHNICAL SCHOOL. 
—A course of lectures on wireless telegraphy is to be given by Dr. 
W. E.Sumpner. As many of the probable students for this courte 
will be members of the Telegraph Engineers’ Corps of the Terri- 
torial Army, it has been arranged for Capt. Iles, the Adjutant of the 
Corps, to be associated with Dr. Sumpner in the conduct of the 
clase, and he will bring with him apparatus actually in use in the 
Army for this purpose. 

Universiry OF MARCHESTER.—The new session begins on 
October 6th; special courses are provided for electrical engineer- 
ing students, and the B.Sc. degree is awarded in Engineering and 


Physics. | 


Кіхав COLLEGE, Lonpon.— The 1908-9 session begins on 
September 30th. Day and evening classes are held in engineer 
ing, and the B.Sc. degree of London University is awarded. 


OUR PERSONAL COLUMN. 
fhe Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of tM 
ELmOo?RICAD REVIEW posted as to their movements, 


Central Station Officials.— The Finchley District 
Council bas agreed that the salary of the electrical engineer (Мв. 
E. CALvERT) shall be increased from £450 to £475 per annum, such 
increment to take effect from July let. 

Мв. J. E. DoNoGHUE has resigned his position of chief assistant 
electrical engineer to the Sydney Municipal Council, to take up the 


. appointment of chief engineer to the new Electric Light and Power 


Supply Corporation, Ltd., Balmain, Sydney. 

The Burton-on-Trent Electricity Works staff has presented а 
number of electrical books to Mr. THOMPSON, who has been 
appointed station superintendent at Carlisle. 


Tramway Officials.—On June 30th the Recreation Ground 
was formally opened at the depot of the Falkirk and District Tram- 
way Co. Mu. D. Hays, manager of the company, presided. It 
was stated that the Recreation Ground, which a year ago Was 
simply waste land, had been obtained by the united efforts of 
every man in the company’s service. Mrs. Hays performed the 
opening ceremony, and a rose-bowl was subsequently presented to 


her as a memento of the occasion. Presentations were also made 
to several officials. 


General, — The Postmaster-General has appointed 
Lieut. F. G. Lorina, R.N., as Inspector of Wireless Telegraphy 
at the General Post Office. 

Mr. VicroR DELERECQUE has relinquished his appointment as 
Manchester representative of the Electric and Ordnance Accessories 
Co. and has taken up the duties of Birmingham manager for 
Messrs. J. Rhodes & Sons, Ltd., Wakefield. 

MB. W. Corin, of Launceston, Tasmania, has been appointed 
electrical engineer for the Department of Publie Works, New South 
Wales, with a salary of £750 per annum. 

Additional presentations have been made to Мв. C. C. HAWKINS, 
late head of the electrical department at the works of Messrs. 
W. H. Allen, Son & Co., Ltd., Bedford. From the staff he bas 
received a Westminster chiming clock, and from the men of the 
dynamo shop a case of briar pipes. 


Mx. F. W. WiLsoN has been appointed electrical inspector under 
the Government of Bombay, 


Obituary.—We regret to record the death, in his thirty- 


fifth year, of ARTHUR ChosLANxD Hanson, late burgh electric 
engineer, Stirling. 5 Ps „ Sa 
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CITY NOTES. 


Tus undertaking, which is under the control 
of the British Electric Traction Co., being one 


The Bombay 
Electric of its subsidiary flotations, is undergoing con- 
Supply and version froni animal to electric traction, and it 
Tramways is, therefore, probably somewhat premature to 
Report. discuss what the promotion is likely to do for 
| the ordinary sbareholder. At the present 


time it requires £27,000 per annum to satisfy the interest on the 
debenture stock, and when the preference shares have been fully 
paid, the preference dividend will need a sum of £36,000 per 
annum. It is significant that whereas the British Electric Traction 
Co. apparently owned shares árd so forth in the Bombay Co. at 
March 31st, 1906, of a par value of £240,714, that holding had 
been reduced to £114,328 at March 31st, 1908. Is this conversion 
ostensibly for the benefit of the electrical industry? Does it mean 
a policy of “getting in" and "getting out" with the ultimate 
retention of only such an interest as will ensure the maintenance 
of paramount control ? 

А noticeable paragraph of tbe report for 1907 states that the 
toard bas concluded an arrangement with a syndicate in Bombay 
to take up the balance of the ordinary shares, and that these shares 
were offered by the syndicate for subscription in Bombay in 
February last. 

Considerable progress has been made both in the electric supply 
and tramway sections, and complete electrification in the near 
future, and further development of the electric supply business 
ehould be reflected in increasing profits. For the year 1907 the profits 
only amounted to £29,000 after debiting profit and loss with £7C0 
(proportion of a euspense account), capitalising £15,457 of deben- 
ture interest, and £2,511 administration expenses, as well as allo- 
cating to the asset of horse tramways £279 worth of additiors and 
improvements which, having regard to the fact that tbe horse lines 
will shortly be superseded, and that when supersessiop takes place 
the book loss will be probably a permanent feature in the accounts, 
it bad been advisable to charge to revenue, unless, indeed, Mr. 
Garcke is seriously contemplating adopting the “doctrine” of 
Мемт. Peat & Pixley as expounded in their L.C.C. report. 
Recasting the profit and loss account on the usual lines, the 
se fcr distribution is reduced to the neighbourhood of 

To exhibit it lucidly, tbe grouping of some of tbe capital 
E e leaves room for segregation and consequent improve: 

ent, 


— — 


Toronto Power Co, Ltd., and Toronto Railway Со, 


i first named company is issuing £500,000 43 per cent. deben- 
р stock, redeemable 1918, and guaranteed by the Toronto 
ilway Co. 
i The price of the issue is £98 per cent. ; the stock will be secured 
H Pel hon deed constituting it a specific first mortgage upon 
н 000 5 per cent. gold bonds, and over four-fifths of the 
T shares of the Electrical Development Co., of Ontario, Ltd. 
ii раа Power Co. has a share capital of $1,000,000 issued 
line b paid, and the Railway Co, which operates 114 miles of 
adds vis paid-up share capital of $8,000,000 and mortgages, bonds 
sight tures outstanding to the amount of $4,069,101. With 
is Ров the outstanding bonds do not mature until 1921, 
r the date of maturity of the debenture stock now offered. 
e eubscription list cloged on Wednesday last. 


Telegraph Construction and Maintenance Co. 


ш walt yearly meeting was held on the 21st inst., Вів JAMES 
ide „presiding, He eaid tbat cable work generally had not 
ita fair sh as it was last year, but be thought the company had 
papers telo are. The proprietors would have seen in tbe news- 
the English., many references to damage to cables by trawlers off 
гае Irish coaste. This had cost the cable companies а 

appeared to be net for repaira and renewals. Tho newest cables 
id for some not eo often interrupted as those which had been 
the mischief 1 во 16 was probable that the trawlers did not do 
the ты once, but wore the cables out by continually 

very busy. and а over them. This had kept the cable steamers 
ot this descri i ё company bad been offered more repairing work 
undertake on during the past year than they had been able to 
26у Were, however, making arrangements to build 


an 
other ship Specially suited for the work. 


‚ Cryselco, Ltd. 


Is submitti 

May ers е balance-sheet and accounts for the year ending 

pany continues 105 directors report that the business of the com- 

ear, includin A rade а Beane improvement, the profit for the 

Dumber of lame се bronght forward, being £6,081. The 

standing the ae са shows a substantial increase, and notwith- 
ety keen competition existing throughcut the year, 
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which has necessitated a still further reduction of price, it is satis- 
factory to note that a larger profit has been made. 

The directors have reason to believe that they will be successful 
during the present year in placing upon the market a metal fila- 
ment lamp, which should satisfactorily replace the decreased 
demand for carbon filament lamps which is undoubtedly occurring. 
Success will necegsitate an increased working capital, which the 
directors hope may be met out of the revenue of the company, 
but it is possible that it may be necessary to raise additional 
capital. 

The directors recommend the payment of the usual dividend at 
the rate of 10 per cent. for the year. 


East London Railway.—The report for the half-year 
ended June 30th states that the gross earnings over the line for the 
six months ended April 30th, were £21,086, against £23,640. The 
coaching traffic shows a decrease of £2,017, and the goods traffic a 
decrease of £587. Having regard to the serious losses sustained, 
arising out of the declining receipts from through passenger traffic, 
the lessee companies have, since last February, given the question 
of the electrical working of the line exceptional attention. Mr. C. 
Jones and Mr. H. W. Firth—electrical engineers respectively of 
the Metropolitan and the Great Eastern Railway Companies—have 
prepared a comprehensive report as to the best system and the 
cost of equipping the railway for electric traction. The matter 
had been referred to the general managers of the lessee companies 


for their report to the Joint Committee. 


Electric and General Investment Co., Ltd.—The 
report states that the gross profit for the year was £7,891, and, after 
deducting all general charges and the interim dividend already paid 
on the preference shares, and providing for the proportion of the 
final dividend accrued on the preference shares to May 31st, 1908, 
there remained a balance of £568, which the directors have carried 
to the contingencies fund, thereby raising the amount to the credit 
thereof to £67,556 as on May 3186, 1908. The trustee for the 
ordinary shares reserve fund proposes to distribute the sum of 6d. 
per sbare out of the dividends received on the trust investments, 
and the trustee for the founders’ shares reserve fund proposes to 
distribute a sum of £10 per share out of the dividends received on 


the trust investments. ' 
Malta Tramways, Ltd.—This company invites sub- 


scriptions at par for 125,000 ordinary shares of £1 each. The com- 
pany has been formed to purchase as a going concern, as from 
August 1st next, the tramway undertaking and pasaenger lift, carried 
оп іп Malta by Mesars. Macartney, McElroy & Oo., Ltd., together 
with allthe premises, assets, the goodwill and the benefit of all 
subsisting contracts. The tramway is an electrical one, with its own 
power station and other buildings. The lift operates from the 
Marina of tbe Grand Harbour, that is, the port of Malta, to the 
Upper Barracca, or highest level of Valletta, a height of about 
160 ft., and constitutes the shortest route from the Grand Harbour 
and Custom House to the centre of Valletta. The average profit 
on the basis of the last two years is £10,388, which is equivalent 
to more than 7 per cent. on the whole of the capital, and it ie anti- 
cipated that the future profits of the undertaking will be consider- 


ably greater. The lists close to-morrow. 


Vallambrosa Rubber Co., Ltd.—The report for the 
year ended March 31st, 1908, states that the profit is £24,217, to 
which must be added the balance brought forward of £8,140, 
making together £32,358. An interim dividend of 25 per cent., 
less income-tax, was paid in December, 1907, absorbing £12,017, 
and leaving a balance of £20,340. The directors recommend a final 
dividend of 30 per cent., less income-tax (making 55 per cent.), 


leaving to be carried forward £5,919. 


Bruce Peebles & Co., Ltd. — The joint liquidators 
announce that the result of the meetings held on the 10th inst. 
(ErnECTRiCAL Review, page 107) having been reported to the Court, 
the Judge in the liquidation has pronounced an Order allowing all 
creditors and other parties having ar interest to lodge answers to 
the scheme of arrangement, if во advised, on or before Thursday, 
August 13th, 1908. As soon thereafter as possible, the application 
to the Court for approval of the scheme of arrangement will be 


proceeded with. 


The Electric Construction Co., Ltd.—The fifteenth 
annual general meeting of the shareholders of this company was 
held on Monday at Winchester House, Old Broad Street, Mr. 
Walter В. В. McLaren presiding. The report will appear in our 


next issue. 

The United River Plate Telephone Co., Ltd.— 
Mr. F. Green presided at Winchester House, E.C., on Tuesday 
over the 22nd ordinary meeting of this company, which will be 


reported in our next issue. 
Montreal Light, Heat and Power Co.— A dividend 


of 14 per cent., being at the rate of 6 per cent. per annum for the 
quarter ending July 31st, has been declared. 


St. James’ and Pall Mall Electric Light Co., Ltd.— 
The directors have declared an interim dividend on the preference 
shares at the rate of 7 per cent. per annum, and on the ordinary 
shares at the rate of 10 per cent. per annum, for the half-year 


ending June 30th. 
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Chili Telephone Co., Ltd. 


Тнк nineteenth ordinary general meeting of this company was 
held on Thursday of last week, at the offices of the company, 42, 
Old Broad Street., E. C. 

The CraIRMAR, in moving the adoption of the report (ELECTRICAL 
Кетік, р. 68), said that the business in Chile had been more active 
during the past year, and they now had a more favourable report and 
statement of accounts to present to the shareholders. The result of 
the year's business was, he thought, satisfactory, considering the 
acute financial crisis and labour troubles through which the country 
had been passing. The unprecedented depreciation in the paper 
currency was a serious factor in the economic conditions of Chile, 
causing an all-round rise in financial directions. Their general 
business had prospered even at a greater rate than it had been doing 
in the past, and was now as it was before the earthquake of 1906. 
The Chilian paper dollar had fallen from 134d. to 82d. during 
the year. The expenditure had also increased and worked 
out at about 50 per cent. of the revenue or about the same ratio as it 
was before the disastrous earthquake. The net income from Chile 
came out at £33,883, which was an increase over the previous year 
of £3,469. Interest and transfer fees amounted to £745, making a 
total income of £34,631, After deducting London expenses, 
debenture interest and income-tax, and adding the £2,727 brought 
forward from last year, there was an available balance of £33,817. 
Out of that the interim dividend paid in January last bad absorbed 
£6,600, and £13,440 would be placed to reserve. The directors 
now recommended the payment of a final dividend of £11,000, 
making with the interim dividend a total distribution for the year 
of 8 per cent. on the shares, free of income-tax, leaving £2,777 
to be carried forward. The whole of the outstanding 6 per 
cent, debentures, amounting to £12,000, had been paid off, 
thus leaving the business free from debenture charges, After 
providing for the loss in converting the currency into 
sterling to liquidate tbe assets in Chile at the lower 
rate of exchange, and for the replacement of plant, the 
reserve stood at £113,000, an increase of £10,000. The capital 
expenditure had increased £1,604, while the investments remained 
the same as last y ear— at cost. They still showed a depreciation of 
£700, compared with the market price, but they hoped as money 
was getting cheaper, that they would gradually return to their old 
figure. The company’s property was being maintained to meet the 
requirements of the business. The extension of the double line of 
copper had been completed south down to Santiago in the Talca 
district. They had equipped and added to the mileage of wires 
817 miles. A commencement had been made in placing the over- 
bead wires in Santiago underground. The low rate of currency had 
somewhat retarded the development of Chile. The past year had 
been a difficult one for the company, and they were very much 
indebted to the staff for the constant zeal and energy which bad 
brought about the success of the year's business. 

Мв. F. W. Jones seconded the motion, and the report was 
adopted. 


Bombay Electric Supply and Tramways Co., Ltd. 


Tux third ordinary general meeting of the above company was 
held on Tuesday at Winchester House, E.C., under the chairman- 
ship of Sir Edward Sassoon, Bt., М.Р. | 

In moving the adoption of the report, the CHAIBRMAN said that 
last year he expressed the hope that their entire system of 
tramways would be working electrically before the monsoon of the 
current year, and he was glad to say these anticipations had been 
realised. The whole of the lines had been working electrically 
since May 18th, which was two months before the period prescribed 
inthelicence. Theirrevenue in the past year was derived from two 
sources, viz., firstly, the working of the horse and electrical tram- 
ways; and, secondly, from the electricity supply section which, for 
the first time, contributed to the revenue. The balance from the 
working of the traffic and tbe electricity supply section amounted to 
£43,442, whilst sundry receipts were £395 18s., making a 
total of £43,838. From this had to be deducted the proportion of 
London Administration and general expenses, £1,076; the amount 
written off the electricity supply department, £700; interest, 
£1,181; and debenture interest on unproductive capital outlay, 
£11,542; which left a balance of £29,337 to be carried to the 
balance-sheet. To this had to be added £1,363 brought forward, 
which made a total available of £30,701. The dividend on the 
preference shares amounted to £16,757, and that was accrued to 
December 31st, 1907, to £11,007, and after deducting these amounts 
there was £2,936 15s. left, which the directors recommended should 
be curried forward to the next account. The cost of working the 
electric tramway services had been only 38 per cent. of the receipts 
taken by the electric cars, but in future years it would be necessary to 
make some allowance for depreciation. The electricity supply section 
was making rapid progress, and that year it had contributed £2,000 
to revenue; but the working expenses of that section represented 
a rather large proportion of the receipts. In order to be 
able to meet the demands of power usere, arrangements had 
been made for the acquisition of a site on tbe eastern 
foreshore on which to install additional plant. The special 
facilities for coaling and condensation which the site afforded 
would enable them to generate economically, which was an 
essential condition where power was supplied at a cheap rate. The 
question of making provision for depreciation and sinking fund had 
occupied their earnest considcration and steps would be taken to 
create that fund. The additional capital outlay during the year was 
£334,659. The balance of £4 per share on the preference shares had 


been called up, but it had been necessary to raise further capital, 
and in the past year they made arrangements with a syndicate in 
Bombay for a loan of £70,000. The interest and commission on that 
had. been treated as preliminary expenses and credited to capital’ 
account. Since the close of the year they had made arrange- 
ments for a loan of £200,000 with another syndicate, and 
that loan would be similarly treated in the accounts next year. 
Their relations with the Bombay municipality continued to 
be harmonious, for the authorities 1 that it was to their 
interest to assist them rather than hamper them, in the develop- 
ment of an industry which would eventually revert to them. 


Мв. E. GaRcxE eeconded the motion, and the report was 
agreed to. 


Edmundson's Electricity Corporation, Ltd. 


Тнв company is issuing £100,000 5 per cent. prior lien debenture 
stock at par, redeemable at the option of the company in whole or 
in part at any time after March 31st, 1912, upon six months’ notice 
in writing, at 105 per cent. until 1920, and thereafter at par, and 
similarly redeemable in the event of voluntary liquidation of the 
company. 

Provision is also made for the redemption of the stock by means 
of a cumulative sinking fund of 1 per cent., commencing in July, 
1912, to be applied in the purchase of stock at or below 105 per cent. 
or in redemption by drawings at 105 per cent. until 1920 and there- 
after at par. Р 

The stock is secured by a trust deed in favour of the trustees, by 
which it is constituted a specific first charge on certain debentares 
and debenture stock of the face value of £92,700 in various electric 
supply companies, and a first tloating charge upon the undertaking 
and remaining property of the company, which stood in its books 
on March 31at, 1907, at £1,220,606. 

The trust deed provides that no mortgage or charge upon any of 
the property of the company shall be crested ranking in priority 
to the stock now offered, but power is reserved to issue furtber 
stock, to rank pari passu with the present issue, to a total amount 
not exceeding £200,000, including the £100,000 now offered. 

The company is interested in the following undertekings:— 
Folkestone, Winchester, Salisbury, Newmarket, Melton Mowbray, 
Wycombe, Guernsey, Bromley, Chislehurst, Alderley Edge, Lyming- 
ton, Ilfracombe, Ramsgate, Ventnor, Sandown, Newport, Cowes, 
Ryde, Cromer, Surbiton, Dorking, Frome, Newbury, Godalming, 
Weybridge, Walton, Caterham, Grantham, Stamford, Twickenham, 
Teddington, Hampton, Newton Abbot, Dartmouth, Camborne, 
Redruth, Glossop, Berwick, Hawick, Hamilton, Montrose, Brechin, 
Inverness, Scarborough Tramways, and Lancashire Power Co. 

The profits of the company for the last three years, for which 
published accounts are available, have been certified as follows :— 


From con- From 
For the year ended— tracting work. investments. Total. 
March 31st, 1905 £38,618 £30,204 £68,822 
С, 1906 27,709 32,284 59,993 
" 1907 4,058 31.480 35,598 


` On the basis of excluding unrealised contracting profits altogether, 
and charging all outgoings directly against income from investment, 
and realised contracting profits (with the exception of a sum of 
£2,500 estimated to be properly chargeable against unrealised con- 
tracting profits), the accounts show & net profit for the year ended 
March 31st, 1907, of £24,082. 

The accounts for the year ended March 31st, 1908, are not yet 
available, but the gross profits earned by the various undertaking* 
are substantially larger than those for the previous year, and these 
profits should be still further increased by the additional earnings 
power of the new capital, as well a8 by the expected normal 
increase from the company's general business. 

The proceeds of the present issue are not required to meet any out- 
standing liabilities, but will be used for carrying on and developing 
the various undertakings and for the general purposes of the com- 
pany, and it is expected will be sufficient to provide for all the 
requirements of the company for the next two years. 

The whole of the debenture stcck now offered has been under 
written by the Electric and General Investment Co., Ltd., under 
contract. The list of subscriptions closed yesterday. 


Crompton & Co., Ltd. 


Tue report of the directors, to be presented at the annual general 
meeting, states that the output from the Chelmsford works during 
the financial year shows a large advance over that of any previous 
year, and, at the same time, further economies in the cost of mant 
facture have been introduced. There is a considerable increa*e 
also in the turnover of the sales department, and some important 
contracts have been carried out during the year. The net prof 

for the year amounts to 431, 220 (as compared with £38,291 for the 
year ending March 3lst, 1907, and £20,060 for the year ending 
March 31st, 1906), and from this figure has been deducted the sum 
of £1,212, representing a loss on old type stock, which, 09106 | 

the introduction of improved designe, it has been thought advisable 
to dispose of at less than cost. After providing for debenture 
interest, and other items shown in the net revenue account, there 


remains, with the sum brought forward from last year, an available 
balance of £28,210. 
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In view of the continued keen competition and low prices, and 
the general depression in trade experienced during the latter part 
of the year, the directors are of opinion that the results of the year's 
working are satisfactory. The directors propose to recommend a 
dividend at the rate of 5 percent. per annum for the year,to provide 
£2,000 for doubtful debts and contingencies, to place £8,000 to 
reserve, bringing that account up to £28,185, and to carry the 
balance £6,103 forward. 

The undertakings of the Electric Supply Corporation continue to 
make progress. A further sum of £9,687 has been invested during 
the year in shares of the Guaranteeing Co. referred to in the report 
for the year ending March 31st, 1905, but the directors anticipate 
a substantial reduction in the amounts which will be required for 
the remaining two years during which the guarantee has to run. 
Any possible logs on this head is partly covered by insurance, which, 
with the further amount proposed to be placed to reserve out of the 
year's profits, will, in the opinion of the directors, afford ample 


provision for this item. 
In accordance with the articles of association, Col. R. E. 


Crompton, C. B., retires from the board of directors by rotation, but 


offers himself for re-election. 


General Electric Co., Ltd. 


Tux report of the directors, which is to be submitted at the meeting 
to-day, shows that for the year ended March Mat, 1908, the net 
trading profits and income from investments, &c., amount to 


259,759. After deducting depreciation and debenture interest 


amounting to £25,030, there remains a balance of £34,723, out of 
which the dividend on the preference shares at the rate of 5 per 
cent. for the year ended March 31st, 1908, has been paid, absorbing 
£12,500, leaving an available balance of £22,223. This the 
directors recommend should be appropriated as follows: Pro- 
vision for managing directors’ and employés’ bonus, £2,222; pro- 
vision for dividend on ordinary shares at the rate of 5 per cent. for 
the year ended March 31st, 1908, £15,026 10s. ; to reserve account, 
£1,974. The reserve account stands in the accounts at £118,369, 
being the amount of undivided profits as at March 31st, 1907. 
The proposed appropriation of the undivided profit of the year 
ended March 31st, 1908, amounts to £1,974, giving a total reserve 
account of £120,343. The exceptional feature of the year has been 
the sudden fall of prices of raw materials, which has adversely 
affected the results of several departments, and has besides 
necessitated a considerable writing down of stocks. The factories 
at Salford, Witton, Birmingham and London have been well 
employed, and are majntained in a high state of efficiency. The 
development of the Osram metal filament lamp business referred 
to in the last report proceeds to the satisfaction of the directors. 
Further ordinary shares to the number of 1,466 have been allotted, 
during the period covered by the accounts, to the directors and 
staff at par. During the year Mr. M. Byng tendered his resigna- 
tion as а managing director, which was accepted by the board. 
Mr. Ernest G. Byng, who was appointed a director by resolution of 
the board, dated May 25th, 1908, being eligible, offers himself for 
re-election. 

Last year the net trading profits and income from investments 
amounted to £68,546. The dividend on the ordinary shares was at 
the same rate, and there was added to reserve £9,791. 


Electrical Power Storage Co., Ltd. 


Tur nineteenth ordinary general meeting of this company was held 
on Thursday of last week, at the offices, 4, Great Winchester Street, 
E.C., Mr. Frederick Green presiding.. 

The CHarRMAN, in moving the adoption of the report, 
(Euxcraicat Hzvigw, p. 108), after referring to the indis- 
Position of the chairman of the company (Sir Irving Courtenay) 
which prevented his presence that day, said that the balance- 
theet showed, after the payment of debenture interest, a net 
profit of £4,074 3s. 7d., which, with the sum of £786 11s. 2d. 
brought in from last year, made a total of £4,860 14s. 9d. Out of 
that sum the directors recommended the payment of a dividend of 5 
Per cent., leaving £369 6s. 9d. to be carried forward. They had 
spent on maintenance, renewal and repair of tbe plant and build- 
ings, the sum of £3,046 9s. 6d., and they had added new plant to 
the extent of £3,836 18s. 10d. This was largely represented by gas 
engines and suction gas plant, the use of which, however, they had 
only hed for a few months, but they had every confidence that 
ега reductions in cost would follow. The business during 
єч year had unfortunately shown a considerable falling-otf 

9n compared with the previous twelve months, and it 
was noticeable that this change had all occurred since Novem- 
eth when the money panic took place. Up to that 
ie 1T were ahead of the previous year in output, and it really 
this as if the stagnation in business might be directly traced to 
с а, but the most disturbing element was the absence 
11 deb |7 throughout the year of large contracts, which were con- 

x nA less in numbers, and far less in monetary value, than 
төсе! 4 Ormer years. This wasnot in any way due to their having 
fact that E less proportion of the work, but simply owing to the 
obtain. Т ere had not been the work in the market for anyone to 
competiti his scarcity of orders had brought about а keenness of 
described ac amongst the firms competing which could only be 
only had hag suicidal, and it was from this cause that they had not 
been payi face a diminution in business, but, although they had 
compan des Е more for lead than they had ever paid during the 
not been existence, the prices that they had been obtaining bad 

› Ой the whole, as good as those of the preceding period. 


During the last few weeks, however, there had been a slight revival. 
Their chief engineer, Mr. Butler, and the company's staff were 
giving considerable attention to batteries for use in self-propelled 
vehicles, but while they were keeping the question of electric 'bus 
propulsion well before them, they did not intend to enter into this 
business until they saw their way to do so on commercial and 


remunerative terms. 
Siz James PENDER seconded the motion, and the report was 


adopted. 


City and South London Railway Co. 


THE directors report that the receipts from all sources for the past 
half-year have amounted to £88,501 and the cost of working has 
been £40,964, leaving a profit of £47,537. Inclusive of the balance 
brought forward the net revenue account shows an aggregate total of 
£48,656. After making provision for the debenture stock interest, 
rent charge, and the transfer to the renewal fand of £1,500, a 
balance remains available for dividend of £32,999 128. Out of this 
sum the directors recommend that the full dividend of 5 per cent. 
perannum be paid on the preference stocks, 1891, 1896, 1901 and 
1903, and that a dividend at the rate of 14 per cent. per annum be 
paid upon the Consolidated ordinary stock for the half-year, leaving 
£1,868 to be carried forward. 

The number of passengers, exclusive of season ticket holders, 
carried during the last three years, and dividends paid in each half- 


year are as follows:— 


Passengers Receipts ' Dividend 
Half-year. (exclusive of (including % p.a. on 
season tic. hldrs.), season tckts.). ord. stock. 
Ended December 81st, 1905.. 8,607,486 £70,103 14 s 1$ 
„ June 90th, 1906 аҹ 9,045,120 - 92,454 4 “> 2} 
„ December 31st, 1906.. 9,104,298 АР 12,228 3 
» dune 30th, 1907 Р 10,048,780 77,619 12 11 
„ December 3156, 1907.. 10,732,145 89,451 16 1 
4 June 30th, 1908 ,. 10, 891.535, 89,474 11 1} 
201,801,061 41,606,651 


Total since opening of line ~. 
The receipts for the half-year have been unfavourably affected by 


various causes, The weather in May and June has been finer and 
warmer than in 1907; an exhibition at the Agricultural Hall in the 
summer of 1907 proved far more attractive to the public than that 
which has been held in the corresponding part of this year; and the 
London County Council’s electrified tramways from Moorgate to 
King’s Cross, and past the Angel to Highbury, were opened for 
traffic in July, 1907. Also since April 10th, 1908, the London 
County Council tramways on the south side of the Thames have 
been placed in direct communication, by way of Westminster 
Bridge, with the Angel and Highbury through the completion of 


the Subway from the Victoria Embankment to Theobald’s Road. 


The lower price of coal has only to a limited extent influenced the 
working of the half-year. 

With the exception of & sum of about £2,800, the whole of the 
charges for the extension to Euston, the new works at Stockwell, 
and the two new trains of five coaches each, ordered in the month 


of July, 1907, have now been paid. 


— 


The Direct United States Cable Co., Ltd. 


THE report of the directors for the six months ended June 30th, 
1908, shows that the half-year's revenue, after deducting out-pay- 
ments, amounted to £51,367, as compared with £57,055 for the 
corresponding period of 1907, showing a difference of £5,688, 
against the half-year under review. The working and other 
expenses for the same period, including income-tax, amounted to 
£24,982, leaving a balance of £26,435 as the net profit, making 
with £6,397 brought forward from the previous half-year, and 
£2,299 adjustment of income-tax, a total of £35,131. For the 
corresponding period of 1907, the working expenses and other pay- 
ments amounted to £24,699. Three quarterly interim dividends of 
4s. each per share, amounting to £36,426, have been declared and paid 
during the financial year, and a final dividend of 4s. per share is 
now proposed, together with a bonus of 1s. per share, making 
with the three interim dividends 4} per cent. for the year, being a 
total distribution of £51,603 108. After transferring £5,000 to the 
reserve fund account, the balance of £2,812 on the revenue fund 
account is proposed to be carried forward. The reserve fund 
account has been debited with £12,853 for the cost of cable 
maintenance, and after being credited with interest on investments, 
profit on sale of securities, and amount transferred from revenue, 
the balance now amounts to £505,196. The interests of the company 
were represented at the International Telegraphic Conference 
which was held in Lisbon from May 4th to June 11th. Two of the 
directors, viz., Mr. H. C. B. Underdown and Mr. E. M. Underdown, 


retire, and offer themselves for re-election. 


County of London Electric Supply Co., Ltd.—The 
directors have declared an interim dividend on the preference 
shares at the rate of 6 per cent. per annum, less income-tax, for the 
half-year ended June 30th, 1908, and an interim dividend on the 
ordinary shares for the same period at the rate of 4 per cent. per 
annum, less income-tax, as last year, both payable on August 
lst, 1908. 

Prospectus.—//eswell District. Power Co., Ltd.— This 
company has advertised locally a prospectus inviting the public 
to subscribe for 29,493 shares of £1 each. A report by Messrs. 
Т. L. Miller & Wilson, consulting engineers, accompanied the 


prospectus. 
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MARKET QUOTATIONS. 


Wednesday, July 22nd. 


ч 


CHEMICALS. &e. 


Latest Fortnight's 
rioe. Inc. or Deo. 
a Acid, н hlorie ee oe per owt, 6). ee 
a n Nitric co вә оз c Derowt. 29/- өө 
а Г Oxalic ee oe oe ee per ew. 88 ee 
a „% Bulphurdo .. ..  .. per ct. 6/6 as 
a moniac, Sal Me es рег сті. 49/- ee 
a Ammonia, Mariate (crystal) . per ton 288 10 T 
a a U ee ee @e per ton £90 on 
a Bleao powder e оо о per ton #5 10 - 
a Bisulphide of Carbe oe per ton £18 eo 
a Borax .. e „„ per ton £16 =з 
a Copper Bulphate .. ..  .. per ton £21 £1 dec. 
a Lead, Nitrate es oe ee per ton 38 T 
a [T] White Sugar.. ee ec per ton . £27 ° 
а i Peroxide ee eo ee per ton 2892 . "e 
a Methylated Bpirit е ee per L] 9/6 өө 
а um Bichromate, in casks per ad. T 
a Potash, Caustic (78/80 per ton ee 
a ” Chiorate ee е ee per Ib б эө 
а [T] Perchlo te ee ee per b. r oe 
a Potassium Cyanide .. per lb. 7d. , 3 
a Bhellac n $5 sè .. perowt. 185/- 18/- дес. 
а Bulphate of Magnesia  .. ee рег ton £4 10 ee 
а Sulphur, Bublimed Flowers .. per ton 8510 _ ee 
a u Recovered ES ee per ton &5 10 oo 
в ee рег ton 85 ee 
a Soda, Caustio (white 70%) .. per ton 210 15 ec 
a „ orate es ee per lb 8а. on 
& U siala ee oe ee per ton 6 ee 
@ Bodium ichromate, casks es per lb, 8d. "T" 
а m Cyanide (basis 100 %) ee per lb, qd, ae 
METALS, &о. 
b Aluminium Ingots, in ton lots .. per ton 280 
b " Wire, in ton lots .. рег ton £180 
b i Bheet, in ton lots ., per ton 2 
v Babblt'smetalingois .. . per ton 250 to #190 
e Brass (rolled metal 2" to 19") basis per Ib. 
du s ye OPE ү in 
e oe 20 wn). ee per iD. » es 
e 99 Wire, bonia e. ee LE ` per 1b. d, ee 
с Tubes (brazed) .. ee per lbb. а, 
€ »9 [I] (solid drawn) ee per Ib. L d. оге 
9 Copper Bars (best selected) . рег ton £71 £1 ine, 
g Copper Sheet ee - ee рег ton £71 41 inc. 
g эз Rod oe ee ee ee per ton : £71 £1 ine. 
е „ (Blectrolytico) Bars e, рег ton £60 10/- inc. 
€ vs 10 Sheets .. per ton £76 £1 inc. 
e » 80 Rod oe r ton £65 £l ine. 
е n " H. O. Wire per lb. 73а zd. inc. 
f Ebonite Rod eo „ c. per lb. 9/8 
Sheet „ ee per Ib 8/ 
German Bilver Wire „. per lb. 176 
к Gutta-percha, fine eo e. Der lb. 5/6 to 6/6 vx 
h Indie- rubber, Para fine „ per Ib. 3/81 344. dec. 
i Iron (Oleveland warrants) .. per ton 50/- 1/4 дес. 
l n du pe. No.8,P.O.qual. per ton £14 ИА 
p Lead, Engli Ingot ee ee per ton £18 5 inc, 
m Manganin Wire No, 98 oe eo per lb. 8/- oe 
g Mercury ee - oe ee per bot, £8 ee 
d Mioa (in original cases) small .. per lb. 6d. to 1j- T 
d n " s» medium per ib. to ĉj- os 
Phosphor Bronse plain castings per 1b mde Ku 
p . s К 
р T rolled & per Ib. to oe 
p н m strip & sheet per ib. u% to 1/5 ae 
o Platinum ee ee ee eo per os. 85/- to 90/ ee 
e Silicium Bronse Wire .. . per lb. 9d. E 
r Stool, Magnet, in bars ee ee per ton 06255 os 
g Тіп, Blook (English) .. .. perton | { 213810, £7 ine. 
n Wire, Nos. 1 to 16 ео se per 1р, 1/94 Id. inc. 
White Anti-friction Metal- 
" White Ant brand. ee per ton £34 to £58 
k Zino, Bh't(Vieille Montagne bnd.) per ton m 


Quotations supplied b :— 


i: Bolling & Lowe. 
k Morris Ashby, Ltd. 

‘Richard Johnson & Nephew, Lid. 
m W. T. Glover & Co., Lid. 
п P. Ormiston & Sons. 
о vhs get Мао & 885 er 
р The Phosphor Bronze Co., Ltd, 
r W. F. Dennis & Co. : 


а G. Boor & Co. 


Frederick Smith & Co. l 
f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 
James & 


ak eare, 
Edward Till & Со, 


Correction.—In our report of the Yorkshire Electric 
Power Co., Ltd., last week, there was a reference to the death of 
Sir Richard Mottram. We are happy to learn, on the authority of 
Sir Richard himself, that he is living and in good health; in this 


instance we are unable to express regret that our report was 
incorrect. 


Anglo-American Telegraph Co., Ltd.— The directors 
have resolved after placing £5,000 to the eredit of the renewal fund, to 
declare an interim dividend for the quarter ending June 30th, 1908, 
of 15s. per cent. on the ordinary stock and £1 10s. per cent. on the 
preferred stock, less income-tax. There will be в balance of £6,962 
to be carried forward to the next account. 


Bournemouth and Poole Electricity Supply Co., Ltd. 
—The directors have declared an interim dividend on the ordinary 


shares at the rate of 5 per cent. per annum, less income-tax, for the 
half-year ended June 30th last, 


STOOKS AND SHARES. 


"CL Tuesday Evening. 
Corp comfort is provided for the holders of securities by the 
events of the past few days. Prices in most departments have 
been weak, and almost the only section to give any token of 
strength is that for American Rails, which are, as usual, manipu- 
lated by the wire-pullers of Wall Street. | 

No limit can yet be fixed to the speed with which issues crowd 
upon the stage. The Toronto Power Company, Ltd., come out 
with half a million 43 per cent. Debenture stock at 98, principal 
and interest being guaranteed by the Toronto Railway Company. 
There does not seem to be much special attraction about this 
investment. T 

Another fresh arrival is the £100,000 5 per cent. prior lien 
Debenture stock of Edmundson's Electricity Corporation, the 
stock being offered at par. This money should suffice to put the 
company on its financial legs again; and it is understood that 
the full amount has been underwritten at a commission which, in 
the circumstances, is not large. These are only two of the issnes 
amongst the many which have appeared within the last few days, 
in the general markets, and others are known to be impending. 

City and South London Ordinary stock, already depressed by 
the poor dividend, was further knocked down to 32 by the fire in 
the Moorgate Street tunnel, an accident attended, so happily, by 
no catastrophic result. Upon realisation of the small damage done, 
buyers came in to pick up the stock, and the price recovered to 34, 
which still shows a fall of 2 points on the week. The half-yearly 
report made it very clear that the Company suffers more heavily 
than ever from the competition of the tramways in North and South 
London. | 

Central London Ordinary stock fell 4, and the Deferred 1 upon 
the disastrous start made in the Olympic games as regarde the 
attendance of visitors. The revision of prices charged for the 
Stadium seats, and the rather better weather, should make a 
difference to the number of visitors, but it was a pity that the start 
Should have been so bad. Metropolitan Consolidated lost a further 
2 percent, and Metropolitan Districts at 114 are j down. Even 


nom, after the long and severe fall in Home Railway stocke, 


opinions differ sharply as to whether or not the end of the lane is 
in sight, and better prices likely to return. It may be mentioned 
that Bakerloo 4 per cent. Debenture at 91 has recovered the interest 
deducted from the price last week. 

In the electricity supply division a drop of 5 points in Urban 
First Debenture stock is, of course, the direct result of the 
Edmundson's prior lien Debenture iesue. The Ordinary shares have 
sbrunk to about a sovereign, and the Preference changed hands at 
378. 6d. City of London Preference hardened 4, and other pre- 
Ordinary issues kept firm. St. James' and Pall Mall shares under- 
went no change upon repetition of the 10 per cent. dividend on the 
Ordinary. 

Telegraph stocks and shares show a number of small advances 
and falls, fairly evenly divided, but no outstanding feature has 
presented itself, Where dividends were deducted last week, the 
whole, or else the greater part, has been recovered in the majority 
of cases. Direct United States shares continue to shrink in con- 
sequence of the report. Indo-Europeans, on the other hand, bave 
again hardened. 'The Globe Telegraph and Trust shares are ex 
dividend, and show the deduction in their prices. 

One of the few sensations this week has been a rise of 5 in 
National Telephone Deferred stock. Accompanying it are vague 
guesses as to what the stock will be paid off at by the Government 
when the company's licence runs out. As high as 140 is named as а 
possible return, having regard also to the funds which the concern 
is accumulating under one guise or another. The Second Preference 
are 108. down, but the Thirds moved up a little. Chili Telephone 
shares have advanced again. 

While Anglo-Argentine Tramways Second Preference show z rise, 
the Firsts are ү, down. Other traction issues have remained 
remarkably quiet. 


Underwriters of the recent issue of British Aluminium new 
Debenture had to take up 90 per cent. of their obligations, and the 
price has fallen to about 24 discount. There are not many anxious . 
buyers about either. Crompton's kept steady, the diminution in 
profit indicated in the recent report nof affecting the quotations. 
British Insulated Preference rose +, and the Debenture stock put 
on 2 points. General Electric Debenture has fallen 3. India- 
Rubber shares and Telegraph Constructions are both ex dividend, 
but the quotations remain unaltered, 
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Melbourne Tramway and Omnibus Co., Ltd.—A 


bonus at the rate of 5 per cent. has been declared for the year 
ended June 30th last. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 
Business done 
Present ; Closing Closing Rise +| Present 
listo. NAME. энда шш last | Quotations | Quotations | "eek Ended or Yield 
y x July 14th, July 21st. 1908. ! Fall —| per cent. 
1900. | 1907 Highest,Lowest. Bs d. 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 Nil | Nil 2— 8 2— 8 ES | + Nil 
1 Do. do. 5 % Debs., Nos. 1 to 1,250 Red. 5% 5 % 86 — 89 e6 — 89 "x =. 5 12 4 
8181, 551, 400 dais e i оеган Cap. Stock .. 8% | 8 % | 120 —124 119 —123 ха $a 610 1 
58,000,000 : r QE COS QUI 495149 | 89 – 92 89 — 92 91 47 0 
698,180 | Anglo-American Telegraph vs as ге РИ 849 | 84% | 58 — 61 57 — 60 57 516 8 
8,200,910 | Ро. до. o. 69% Pret. a. esa 6 €, | 6 % | 102 —108 103 —104 103g 515 5 
8,200,910 | Do. do. do. Defe NEAR 1 1% | 109— 16} 152— 1°} 16è 6531 
50,000 | Anglo-Portuguese Tel., 6 % Mort. Deb. Stock Red. Б 5% | 99 —102 100 —1°3 — 417 1 
44,000 | Chili Telephone, Nos. 1 to 44, — 8 " 7À— 8 7j— Bł .. 5 0 0 
9,688,376 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. 4 |4 % | 83 — 86 83 — 85 853 417 0 
16,000 Cuba Telegraph nn 6595] .. 7)— 8 7Tà— 2} = 517 8 
6,000 Do. 10% Pre. .. .. .. .. 10 0%] 1 16 154— 164 T 618 
12,981 | Direct Spanish Telegraph, Ord. — Ж 4 $ 4%| 8— — i 60/- 681 
6,000 Do. do. 10% Сат, Pref, » 10% 10 % 8— 9 8 — 9 .. 511 1 
80,000 Do. do. 4 & Debs.  .. . 8% 43% | 100—108 100 —1¢3 100 8 14 10 
60,710!| Direct United States Cable Ф 44% | 1844—14. 138 —. 184 1370 8 0 
50,9001 Direct W. India Cable, Веб, Deb., 1 to 1,900, R. 4% | 44% | 98 —100 98 —100 " 10 0 
4,000,000 Eastern Telegraph, Ord. tock.. ee ee ee 7 7 183 —186 132 —136 xd 134} b 3 8 
2,000, Do. 84 * Pref. Stocn . 8495 | 84% 843 — 86 — 854 85 4 110 
1,896,706 Do. 4% Mort. Deb. Stock. Red. 4 4 95 | 101 —108 101 —108 102) 817 8 
800 Eastern Extension, Australasia, and China Tele. 7 7% | 143—1 123— 18 Kd. 1 5 5 8 
762,400 Do. 4 Deb. Stock ee ae ee 4 4 100 —102 101 — 108 1 3 17 В 
; Do. 4 % Reg. M. Debs. (Mauritius Bub.) 1 to 8,000 4 4 % | 100 —102 100 —102 P 318 5 
181,197 | Globe Telegraph and Trust tt 649% | 64% | 104— 11 103— 104 10% 511 4 
181,197 Do. do. 6% Pref... .. .. 6 95, | 6 138 — 143 188— 134 133 4 6 6 
150,000 J тч ӨП M 20 / 20 Ф 21 — 27 — 29 T 61711 
| ап rmudas е, ort. Е EN 
9.0: { Debe, within Nos, 1 to 1,9400, Red. 44% | 4% | 99 —100 cu к odd 
17,000 | Indo-European Telegraph — ..  ..  .. ws 18 9% |18 % | 55 — 58 66 — 69 58 . 510 2 
$41,880,400 | Mackay Companies Common 3205 1 64 — 68 68 — 70 К à 614 4 
$60,000,000} Do. о. 4% Cum. Prein. «%|4%| 64 — 68 66 — 10 674 T 14 4 
884,190 | Marconi's Wireless Telegraph .. — ..  .. .. Nil | Nil — fa ҮК та 9/8 X Nil 
Monte Video Telephone Co., Ltd. Ота, .. .. |. 6 6 96 uem d р, +f 12 20/- | 19/6 M1 
86,492 Do. о. о. b 96 Pref. ee 6 6 % 1— і 14— 19 17/6 же 6 8 
9,225,000 | National Telephone, Pref. Stock 6 6 109 - 111 110 —112 1111 | 110 7 2 
8,725,000 | Do. o. Def. Stock DC b 6 g 1154—1174 1204—1224 22 116 18 0 
16,000} Do. do. 69 Cum. Ist. Pref, .. .. 6 6 1 10g— 124 e . 16 0 
15,000} Ро. do. 6 & Cum. 2nd Pref. .. : 5 5%} 10$— 12 10 — 12 "t .. 8 1 
_ 950,000} Ро. do. 5 % Non-cum. 8rd P., 1 to 350,000 5 5% | bj— 58 BR 6g 5i 576 8H 
2,000, Do. o. Deb. Stock Red... 84% | 84% | 98 —100 374 — 99 994 973 10 4 
1,710,598 Do. do. 4 Deb. Btock d. ee ee 4 4 1005—1023 1004 — 102] 1012 ee 18 1 
179,818 Oriental Telep. and Elec. 1 to 171,504, full paid ее 7 8 lyk— 1% 114— 173 эы oe 1 11 
50,000 Do. do. do. 6 Cum. Pre] * ee 6 6 14— 1} 18— 1 a ibd 18 0 
99,100 | Do. do. do. 49% Red. Deb. Stock .. 49% 14% | 88 —91 68 — 9l ө L 7H 
99,400 | Pacific & European Tel., 4 % Guar. Debe., 1 to 1,000 4 4 % | 97 —100 y7 —100 . L 0 0 
1,890); Reuter) 6 6%] 7 Bi 7 Р m . 4 1 
99,100 | Telephone Co. of Egypt, 44% Deb. Вей. .. .. 44% | 44% | 98 —101 8 —101 - x 9 1 
8,088 | Submarine Cables Trust.. .. .. .. .. 6 % | 6 % | 127 —180 147 —180 1274 | 127 la 4 
100,000 | United River Plate Telephone 8 8% | 64— 7 62— "i ja 61 10 4 
40,000 Do. 5% Cum. Pref., Nos. 1 to 40,000 5 5 5— 5 5 =b ө . 15 B 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 53,008 2%] .. | le 13 lyk— lja . 10 2 
150000 | Do. 4 % Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 4 49% | 98 — 95 —101 es 19 3 
,980 | Western Telegraph, Ltd., Nos. 1 to 20% 0. 7 .. | 184— 14 13g— at 18% 19 1 
000 Do. . ` O. 4 Deb. Stock Red. ee 4 4 % 9 —1013 994—10. aor * 18 10 
88,891 | West India and Panama Telegraph ..  ..  .. Nil | Nil i 1— 12/6 .. Nil 
64,568 Do. до. 69% Cum. Ist Pret. „ 8 P/ 6 % 8— 84 8 — 8 "d 8$ 1 2 
4.660 Do. до. 69 Cum. 2nd Pref.  .. .. Nil 42 60 81— 93 &}— vi y > 90 
D 5 do. 6% Debs., Nos. 1 to 1,8000 6 * 5 * 99 —102 99 —104 | TED 18 0 
i i 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
Angl i | 
890,000 { glo-Argentine Trams, 0% Боп. io 650,097 8 |ва 1,895, 9 | В, — 814 81n — 813 8% | +à 5 3 7 
poral Do. 6 % Cum. Prefs., 1 to 260,007 .. BA% | 64% | 6396 | 53% | 6à— 68 — бта 6 | — * #111 
206,000 Do. Permanent, 6 % Deb. Stock, 1888 6 6% | 6 6 % | 189 —144 189 —141 Ue e 4 8 4 
pe Auckland E. Trams, 5 % 1st Mort. Deb. Stock .. 5 6 b 5 95 | 108 —106 103 —106 st 414 4 
eye Babcock & Wilcox, i to 580, 0 0 nn. 20 % |20 % 190% 20 25 8 4 — 014 75- | —& | 6 111 
,000 Do. do. 69% Cum. Pref., 1 to 100,000 . 6 6 6 6% | Aye 1 Li— 1^ I e. 8 16 10 
40,000 | British Aluminium, Ord., 1 to 40,0 m. 7 7 7 1% a 55/74 T 1015 4 
40000 | Do. do. 7% Cum. Pref... .. .. 7 1 ie 1% 80. | —à | 717 9 
20,00 Ро, do. 46 Cum. Pref, ..  .. 6 % | 6 6 6% M —} | 600 
оо Do. do. 4% Funding Certs. ..  .. 1% 4 4% | 4% .. z 414 1 
x0 NO Do. do. 5 ꝙ Ist Mort. Deb. Stock Red. 5% 15% | 5% |5 % MEL T 4 10 11 
reyes Do. do. 9975 Loch Leven Debs, „ .. | 54% | 64% е . 6 710 
400,000 | British Columbia Е. Rail Def. Ord. Btock .. — 635695 16% | 8 % EM — | 640 
— Do. 5 9% Pref. Ord. Stock а 5 СФ б 5 % 1094 : 49 3 
280000 Do. 5 % Cum. Perp. Pref. Stock ..  .. 6 5 5 5 96 .. —8 | 412 7 
— ро, H Ist Mort. Debs., 1 to 6,350 . 220 4 4 4 405 " = 488 
Do. sncouver Power А 4 4 ih = 
pre British Electric Traction SP 6 18 D Ril 31/3 A : Nil 
1 199600 Do. do. 6 % Cum. Pref. os ee 6 6 6 3 % m | 6 6 4 
CC 2 Баага (EELS (he |e „ 
, JO, eb. Д : T ТЕ 5 8 
100000 British Insulated and Helsby Cables s m 85 8 10 RA э + { 1 i 2 
600000 Do. do. 6 % Cum. Pref. z E 6 & 6 6 . T 416 0 
313/000 Do, do. 43 % 1st Mort. Deb. Red. И 9 | 44% oe +2 469 
pies Thomson-Houston 43 % 1st Mort. Debs. .. 44% | 44% . - 4 11 10 
400,000 { ritish Westinghouse 6 % ref., 1 to 200,000 000 Nil Nil I # .— H 
Tv | po 275,001 to 475,000 1 Nu 
650000 do. 1% Mort, Deb. Stock 7 4% |4% 43 — 48 48 — 48 à : 888 
4000 Browett, Lindley & Co., Ord. .. ... ... . Nil | Nil I d ў th P. 2s Nil 
105 f то, до. 5 6% Cum. Frei... Nil | Nil 14% to 15/6 | 11/6 to 15/6 ae ae Nil 
160 000 rush Electrical Engineering, Ord., 1 to 105,781 . 24% | Nil 0— 0— à oe Nil 
196 0001 85 do. Non- cum. 6 % Pref. .. ae 6 Nil 2— 1 1u— Ya ee Nil 
196 000, ; до % Perp. Deb. Stock ж ug 4 1 — g 70 — 76 . f 600 
000 Poenos Ayres & Blancs 1 to 100,000 id ap : 8 8 sie A : р Н E 6 
500 Г do. “A"6% Cum. Pref., 1 to 40,000 6 $ 6 96 Я 617 1 
18.400 Do, do. B do., I to T, 500. 6% | 6 96 . |5H 1 
1000 | 20 40 6% Deb, Stock.. .. ox 54 5 E: — |462 
107 О І do. 69% 2nd Deb.Stock ..  .. 5 g i 415 8 
80/000 Caloutts Trams, 1 to 197,610 .. — .. .. — .. 8 8 96 à 5 00 
20000 Do. 5% Cum. Pref., Nos. 1 to 29,880. . 5% | 5 9, $ ‚ | 418 0 
85,00 | Calles: % lst Deb. Stock. 44% | 44% . | 467 
40000 Cellender's Cable Construction shares. 15 % 5% 17210 
a — Do. do. 5 Cum. Pref, .. . 5 % 5 % 2 о 34:541 
49,299 | Саре do. 43 % Ist Mort. Deb. Stock Red. 44% | 46% — 31144 6 
450,000 баре Е Trama, 1 to 91, % % fi Nil x i Nu 
25,045 Kellner Alkali, 1 to 450 6 & 55 be в 7 0 
Ks 5 9 
195 Rail 69 —{ 4 4 6 
ee . 4 & 11 
58 —1 8 11 0 
3³ —2 687 


Det. do. oe ee 


ê» oe oe 


Uniaes otherwise stated, all bares are fh peja 
Continued on next Pade 


t From Manchester Skare List. 


+ 4 period cf nine months. 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Continued,) | 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(Oontinued) $ 


Cl Business done | Rise +) Present 
Btock | — pividends for the жэр e coded fee wie 
Present AME or 9 Q 
Issue. N А Share, last four years. uly lich. July 21st. | July 21st, 1908. фай per cent. 
: ‚ 11901. Highest|Lowest £ s. d 
| a % ae 5 зо wm | we ag An 8 6 0 
65,000 | Crompton & Co., Nos, 1 to 88, 00000 B | 2% | 9496 
Do. "6% 1s Mort. Reg. Debs., 1 to 69% 6 & 159% | 90 — 98 90 — 93 i d modus ee 
000,000 . t 4560 Red .. 6 6 * 
900 of £100, and 901 to 11,000 o . oe lie: у о [зс ic | 175 6 
360,000 | Dick, Kerr & Co., 1 to 980,000 .. V li— 11 is " " | 4160 
,000 e. do. 6 96 Cum. Pref., 1 to 806,000 . 100 44% 43 43 4 00 99 —102 99 — 102 ae M Da 4 8 8 
оо e ee ДН 10 |695|69, |6 % | 12331— 1 194— 1 " » — | 418 2 
60,000 | Dublin United Trams. (1896), 1 to 60,000 0 1$ 6 6 6 & 121— 1 1 18 = ee 413 
59,981 Do. 6% Pret. between land 59. 000 1 44% |а F г i ii 16 15 0 
219475 Do. sA" sharon O н | 10 |4%|4%|4 $ 4o, | T6 — T9 76 — 79 d e [548 
. e a — — ee ae ae 
Do. 6% «nd Deb. Stock Prov. Certs ali pa. a & NS | We | Na | SL n te^ . ie Е Nil 
112,100 | Electrio Construction, 1 to 119,100 „ i р КЇ, ssi | n " | Ni 
81,890 Do. do. 7 Cum. Pref., 1 to Bl, 500. ins i 6 % ö „ a в 75 — Е | үе 650 
9055 General ius Co. (1900), 4% Cum. Me e E Я A 4 ot 80 ao 853 d E ‘ ia 
" 8. oe .4 oe 
78,000 | Gt. N. 4 City Rall. Pref. Ord. “А” 4%, 1 to 98,000 10 1% FAE Mo| 1 Ш 10 — 101 >» i. i Ров 
80000 Bo. d. Kaon Deb. 5] 0 |i IER A .. |102 —108 102 —1u8 E Е 8 3 1 10 
` „ 104— 11 73 ^ s 
40,000 | Henley's (W. T.), Telegraph Works, Ord. .. .. 5 09% | 15% 15 % | 15% 191 — m 0 1 a - dil 
40,000 Do. do. 44 % Pret. 5 de 4 e 44 ae бс 1 aio Pt A 2 134 
150, 000 Do. do. 45 % Mort. Deb. Stock | Stock & f 10 % 1549—16 164— 16 1513 E i 6 1 8 
60.000 | Indis Rubber, Gutia percha Ё Telegraph Works., | 0 | 6% 110% à i tj 18 а 13 | ПОРО logge 1 
87,500 (Liverpool Overhead Railway, Ord. . T 10 | 13% : 5 * 83 bj— 6} 51— 62 м B ч 8 0 0 
10,000 |+ Do. do. Pref., fully paid MS 10 5% 8 : л 61— 6 oh x 4 81 
iom regen e e c | ИНАЧЕ od | d | z|c clt 
2. 85 : | % 7— 8 1—8 » " 
, do. 5 % Cum. Pref., 1 to 125,000 10 5 | 5 С б 5% 45 
1.875000 Do. do. — 44 Jet Mort Deb. Stock. 100 | 4 % | 4% | 4 $ 9% т a т. . . 18 2 
6,782,062 | Metropolitan 0 ne - is 100 21 do 25 2. о р крс 7 [ 5 691 i zu 819 9 
8:486. 000 F : | .. 100 [NP | йй | NP Ni li- 124 п — 12 12 | ng | —4 Ni 
L] М 2 2 — » Е У ы 
814,016 Metropolitan кесп Тташв., Dela i 1 а ч m 6 9, RT ay” Me К 15/- 13/9 . 6 : | 
60,000 Do. do. 44 % Deb. Stock Red. 100 ah аъ Y 4455 = 93 — " 933 : 4 10 9 
945,500 | Potteries E. Tro. m M m ia s & o E А | E 
D . b Cum. Pref. ee ee е • 1 5% 6 0 б 5 0 6 4 „ „ е ee 8 9 
240000 Do A Deb Btok .. .. ;. | 10 | 44% ay "m ir 23 = % | 93 = 96 n i хи 4 18 9 
87,850 | Telegraph Construction and Maintenance . 19 [15 % 15 15 17 0 : | = 118 3 
150,000! Do. 4% Deb. Bde., 1 to 1,500 Red., 1909 | 100 4 % 4% 4 J 4 Ф 100 -10i 100 —102 : - 1,818 5 
8,599,200 | Undergd. Е. R., Lon., Б % Profit Shar. 8. Nte, ..| .. 5 c 15% 5 J | 5 b | — 4 — 1 | TQ. 
000 & 80,001 to 116,666 1 Nil i} | Nil 10 95 1 i 
66,666 | Willans & Robinson, 1 to 80, | т 6 Š 91— 37 ві s 10). 65. 947 
66,666 | Do. 6% C. P., 80,001 to 80,000 & 125,001 to 141,668 Же lata т gh. aspe d | 5 5 3 
46,404 ! Do. 4% Ist Mort. Deb. Stock — ..  .. . . 100 !4%!4%'4%'4%! 12—16 72 — 7 |... _ Nu. MNO ee ые 
ELECTRICITY SUPPLY COMPANIES. 
Bromley (Kent) B.L. & P., 1 to 15,000 | 6 % 54% | 44— Б 45— 8 T T -- | 510 0 
70.000 o a 96 Ist. deb. stock .. | 100 115 “ae d о | 94 — 91 м — 07 2s з (on 
80,181 Brompton & Kens. Elec. Lt. Sup., vt do es 000 : 10 T 0 ! g п | a- A aa 7 = ; A 
388 ; = = І . 319 8 
886,876 | Central Electric Во apply 4 Guar. Deb. Stock .. | 100 ‘ % : : & 3 g "M 41 js 1— К “ i : 5178 
ripae Charing Croes Ms and erui Supply ues : : 2 ү 92 tel: ao u= it : i ig 
• 5 a " Rees x 411 
a a ee а НА aA a g ini 
ee о, — 4 — . A vs 6 B 
49,496 Chelsea есы Supply, Ога. . А 5 6 % 6 96 9% |4 io 8 = 33 | 10 65 60/73 n5 
175,000: ро ij % Deb. Stock Red. .. Stock | 44% | 44% $ 43% | 100 —103* 100 —103 s c ws a 
70,595 | City of London Elec. Lighting, Ord. 40,001—110,595 | 10 (6% 169 |6 6% | 9—10 12 — 1% 9i Hj — 5H 8 
40,000 Do. 6 3, Cum. Pref., 1 to 40,000 .. 10 6% 8 7 b d s 1 ij T và b: 10 5 
400, 0001 Do. 6% Db. Stk., Scrip. (iss. at 115) all pd. ss 40 тоо 105 0 d 12 » ТЕ 
800,000 Do. 44% 2nd. Db. Btk., Prov. Crts. Да 58 100 0 40 tie 222 1 | Тр "T e А 3 68 
9000 бшу of . Electrical Power, pus Ber о 15 d : f & 2 D HER 41 2 — 4 và un : ae 
E: X j^ — 71— В 3 т 613 
don Electric Lighting, Ord. 1—40,000 10 44% | 5 6% | 5 7 8 i 4 á . © 
40000 R 6% Pref, 40.00 160,00 10 | 6 6 6 V 6 l0j— 104 104— 11 104 io | +a 2 
400'0001 Do. do. 4 % Deb. Stock vs ati 4% ie % | 44% | 105 —10x 106 —109 1074 m 41 { | 
400,000 Ро. до. 44 95 9nd. Deb. Stock .. | Stock | 44% 43% 4% | 49%, бв —101 к; .. ae | 
80,000 | Edmundson's Electric Co raven, о (heres 5 : * : i 2 al | m 10 ; T us Nil 
е um ү oe ee 
43.000 Do. do. 4305 lst Mort. Deb. Stk. 100 ds 44 995 dus 63 — 73 i m T - —2 : г ; 
10000 | Bo. 5 J Cum, Pret, 1 70 10,00 5 L| 8 59 $ Б 5% 5— s E | 4 1011 
* о. ee ee oe : ° ry . 1 
| о, —H :—101 " A 1 4 9 
00.00 5 ie % 18% Deb. Stock - a 100 ale 95 90% : r " Si 03 15 E T | + е T o 
* J ( — 1 
dge Electric Ord. 5 (12 10 10 10 8— 9 8 ) : 
91,000 | Kensington and Knightsbridge Е 18 sd 870 % $ í " a uod aic : i 4 0 10 
19050 v 249 1 1 26/8 5 8 1 
10,000 | London Electric Supply Corpo oration, Era rd ч в $ к 1 а % i 14 а 18 Ў 5 0 0 
70, 000 Do А d N a7 ee 4 17 10 
do. 4% Ist Mort. Deb. Вік, Red. | Stock | 4 4 44% | 44% — 92 89 — 92 : 
300,000 шо Шай Electric EE 13 ше кз ae H 14 Ф 10 T 8 A ү: = i {= à s ү ; 15 1 
21 Do. 4 96 Cum еї. 1— , oe ae С н N — t Р, a i 
320) 0001 Do. 44 % 181 Mort. Deben. Stock gual ae 11 9 do 4 % ds 105 10 105 zo 1053 bs - a { 
750, 0001 Do. Mort. Deben. Stock Redem. | Stock | 84% 0 % % 84 — t ! t А of 412 9 
960,000 Midland Electric Corporation, 44 9% lst Mort. Deb. 100 44% 44% 44% | 4 E 91 — 97 91 — 1 , 511 
87,500 Newcastle- -on-Tyne, N ы: СШ 5 8 ? 8 & 8 ф E та 7 a 5; xd $5 i Zà | fiso 
,000 ee ee о : ed о — " Р 
1056 Notting Hill Electric Lighting.. ic ae ee 10 q 7496 | 14% | 7 © 12 — 13 12 — 18 is bo р T 0 
9 % pee 45 ] 100 4 e 1 1 $ 44 01 out A m ou = Uo |4010 
O. e oe ee . ` — 9 о — А а " 
40,000 Bt. James' and Pal) Mall Electric Light, Ord. 6 [144% 124% 10% 10% TÀi— 83 74— ag 5 "Н А 
20,000 Do. do. 1 % Pref. 20,081 to 40,080 6 7% |7 99 7 | 15, 64— "1% 6à— 7 6; : f 4101 
50,0001 Do. do 84 9 d Deb. Stock Red. 100 8475 | В 5 Мо 34" Ен — 90 86 — чо . 8 Nil 
12,000 | Smithfield Markets Electric Surply, Ord. .. 5 4 Ф 4 il Nil i— d — Ме . : Sog" 
50.000 Do. do. 4% Deb. Stock | Stock 4% | 4 Ф 149% | 4% — 74. 70 — 74 К 5 Ald 
65,000 | Bouth London Electricity Supply, Ord. .. a 6 49% 14% |B % | 4 o 23— 28 28— 24 è , .. a non 
20,000 | South n Elec. Lt. S Ponet S ER E 1 b 7275 ae 13 = | ; : ш A E 
ч 0 o. 7 Д 22 == ; e 2 4 
200 000 Do. do. а let Deb. Btk. | 100 | 44% | 44% | aag | aao | 99 102" | 99 —102 SERE 
80,000 | Urban Electric Supply, Ога. рт Ж DE E d. p d i 3 sio - 2110 10 в 
Do. о. um. e | ; у t— 4| &— Qi : oe 
400 000 Do. do. 44% Ist Mort, Db. Btk, Red. 100 |44% 43% | 43% | 41, | 87 — 90 2 — 55 —5 5 d P 
110,000 Westminster Electric Supply, Ord. .. m 6 14 9% 18 % 19 % {10 to 7Ti— 8j y= вз R "à . 5 : s 
81,279 Do. do 44 % Cum. Prei. 5 5 “ | 44% 43% | 44— 53 44— 63 ; - {| 4 
(Origina! 6 %— Red, ‘to 44 * from lst Dec., 1905) 
* Unless otherwise stated, all shares are fully paid. t Quotations on Liverpool Stock аи § Interim Dividend. 
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THE COLLIERY EXHIBITION. 


(Continued from page 88.) 


Messrs. REAVELL & Co., LTD., of Ipswich, exhibit several of 
„their high-speed air compressors, all electrically driven, and 
suitable for use ** in-bye " at collieries for driving coal-cutters 
at the face. Among the exhibits is the small sub-station 
cleaning set for blowing dust ont of armatures, &c., which we 
noticed some little time ago. This firm also shows ‘a small 
high-speed, double-acting, enclosed-type steam engine, with 
throttle-valve governor, suitable for a small lighting set. 

Messrs. Jos. Wricut & Co., Tipton, exhibit a “ Multi- 
plex” water heating and softening plant, with the soda tank 
and automatic chemical apparatus on top of the heater. They 
may, however, be arranged in a variety of ways to suit the 
space to be occupied. The firm guarantees with this 
apparatus to heat water to a temperature of from 205° F. to 
210° F., and absolutely to eliminate grease. 

Messrs. THE INTERNATIONAL CHANNELLING MACHINES, 
Lrp., Sheffield, exhibit a new electrical!y-driven compound 
air-compressor, the chief feature of which lies in the con- 
struction of the valves, which consist of plain cylindrical 
steel tubes, with a new overload device. 

MESSRS. CLARKE, STEVENSON & Co., LTD., of Barnsley, 
to whom credit is due for firat applying electricity to drive 
à longwall coal-cutting machine, exhibit their latest improved 
coal-cutter, which is shown in fig. 3. This machine may be 
driven by either a direct-current or a three-phase motor, and 
will work in a total height of 18 in. or 22 in. ; it may be 
arranged to under-cut to a depth of 3 ft. 6 in., 4 ft. 6 in. or 
5 ft. 4 in, and, as will be seen, works on skids. The 


of ball bearings and inclined working faces, in place of the 
supporting legs of the“ Zimmer.” The conveyors are made 
in sections, and are driven by means of eccentrics—also 
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provided with ball bearinge—so that each length works 


in the opposite direction to the other. Fig. 4 shows the 
arrangement and the 


driving eccentrics, and 
the method of enclosing 
the latter, while fig. 5 
is a section through 
the conveyor and ball , 
bearings. This shows 
that the conveyor trough 
is divided into two decks, 
the upper one being 
fitted with a perforated 
plate for sizing the coal 
or other material being 
conveyed. The lower 
ball race is fitted to a 
spherical bearing, which 
allows the two faces 
automatically to adjust 


Fic. 3.—CLARKE-STEVENSON WORM-QEAR COAL-CUTTER. 
i themselves to each 


“pecial feature of the machine ів in the worm drive, which 
reduces the noise when working, thus minimising the risk 
when working under a bad roof, and enabling the workmen 
lo carry on a conversation easily when the machine is 
running. The worm gearing consists of a steel worm and 
phosphor-bronze worm wheel running in oil, and the thrust 
Is taken up by ball bearings of massive design. 


other, and the two brackets are covered with leather · 
to keep the bearings as dust-proof as possible. As the 
screen rapidly reciprocates, it imparts energy to the 
particles of material lying in the trough. Thus, on the 
forward motion the material is thrown upwards and forward, 
and as the screen recedes, it falls again on the plate into a new 
position a little in advance of that previously occupied; 
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Fic. 4.—BENTLEY' S PATENT CONVEYOB. 


Mussms. Tue New Lowca ENGINEERING Co., LTD., 
hitehaven, exhibit Bentley’s patent screen conveyors. This 
Ony eyor is of a similar class to the well-known “ Kreiss ” or 
Limmer, in which the material is moved along by a 
ping motion. The improvement lies in the application 


this action is quickly repeated until the end of the 
conveyor is reached. The only advantage of the machine 
lies, of course, in the reduced friction of the sliding surfaces, 
due to the ball bearings, and the eonsequent reduction of 
power required for driving, and it retains all the disad- 
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vantages of grinding soft and friable material, which are 
practically inseparable from this type of conveyor. In view, 


however, of the increasing desire to drive this class of. 


machinery by small independent electro-motors, the former 
advantage is important, and as an example of the small 


packed, gas cannot be excluded from the interior 
of the casing. Messrs. Mavor & Coulson, therefore, have 
turned their attention. to designing a motor which, while 
being fully enclosed for protection from mechanical injury, 
will also be safe from injury due to slight explosions of gas 


Fic, 6.—Mavor & Courson TuHnEgE-PHasE MEDIUM SIZE Coar-CUTTER. 


power required, i& may be stated that in the case of the 
screen on the stand, which is 20 ft. long x 2 ft. wide, 
and capable of dealing with 20 tons of coal per hour, 
though it is driven by a 5-н.р. motor, the actual power 
consumed does not exceed 1 H. p. 


Fic, 7.—Sarety MOTOR. 


Messrs. Млуок & CounsoN, LTD., 147, Broad Street, 
Mile End, Glasgow, exhibit several of their“ Pick-Quick ” 
coal-cutters, one of which is shown in fig. 6. This repre- 
sents a medium size machine, 234 in. in height, with three- 

hase motor and improved | | 
жен gear, mounted upon 
skids. Another machine— 
which is claimed to be the 
smallest longwall coal-cutter 
yet produced—is of the direct- 
current type, with a total 
height of 15) in. The cutter 
bar is 3 ft. 6 in. long. In 
the three-phase machines the 
rotor is of the squirrel-cage 
type, with a starting auto- 
transformer enclosed in a 
flame-tight cast-iron box. 
Another exhibit consists of a 
27-p.H.P. safety motor, which 
is illustrated in fig. 7. As is 
well known, it is practically 
an impossibility to construct 
a motor that shall be gas-tight and to maintain it so, 
as no matter how carefully the cover and inspection door 
joints are made, and the passages for cable connections 


which may occur in the interior. This is obtained by pro- 
viding an opening on top of the casing, which is covered by 
a cast-iron box, as shown. This cover contains a series of 
diaphragms of safety lamp gauze, each diaphragm being 
separated from the next by an interspace. These diaphragms, 
which are protected from injury by strong grids, permit the 
release of any internal pressure due to the ignition of small 
quantities of gas, while the gauze prevents any possibility 
of the passage of flame. The cable connections of the 
motor are taken throngh sockets which are hermetically 
sealed by an imperishable darnp-and-heat-resisting cement. 
A fully-enclosed starting switch is shown, in which the 
resistance coils are fitted inside cylindrical asbestos tubes, 
while the various flexible connections are covered with glass 
beads, a simple means of at once retaining their flexibility 
and providing mechanical protection. A set of their patent 
box-type brush gear is also shown. 

Another exhibit of this firm is a new “ face ” coal conveyor. 
Owing to the largely increased outputs due to coal-cutters— 
from relatively short lengths of face — practically the 
only method of dealing economically and promptly with the 
coal is to load it on a conveyor running the length of the 
longwall face, which conveys it to the gateway and loads it 
direct into the tubs. The variety of conditions met with, 
however, have caused more or less difficulty in devising 
suitable apparatus, but the advantages to be derived from 
successful conveyors are so great that ingenuity will be 
further stimulated in this direction to obtain the desired 
result. Тһе “ Gibb” conveyor shown on this stand consists 
of a long, low, jointed carriage running on plain broad 
wheels, which, in addition to discharging the coal into tubs 
placed below the discharge end, by means of scrapers in the 
usual way, moves to and fro along the coal face. Fig. 8 
shows the conveyor as seen from the coal face side, 
while fig. 9 illustrates a section through the seam to 


Еа. 8.—Mavor & CovLsoN Facet CONVEYOR. 


The carriage exhibited 
pavement of 
in. It consists 


show the method of working. 
has a maximum height from the 
19 in. and an inside width of 25 


‘pulleys into the 
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of the two end sections and five intermediate sections, 
each 6 ft. long. The end discharge is effected by angle- 
bar scrapers attached to a pair of endless chains, which 
are returned under the bottom of the carriage. The 
discharging end contains the gear by which these scraper 
chains are operated. The gear wheels are all of cast-steel, 


as are the cheeks carrying tbe shaft bearings, and the 


framework is substantially built of steel angles and sheets. 
The intermediate sections are also built of steel throughout, 
and are provided with wearing strips and guides for the 
scrapers. The back end is constructed similarly to the 
discharging end, but is ouly fitted with a sprocket wheel for 
returning the scraper chains, and a shaft which carries at 
one end a rope wheel and at the other end a ratchet. A 
rope is passed around this wheel, which is free to rotate 
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‘Fia. 9.—Sxcrion or Seam $номпна Face Conveyor. 


idly while the rope is operating the discharge, but when the 
direction of the rope is reversed, the ratchet fixes the wheel 
and the whole carriage is drawn along the face to the 
desired position. The motor for working the apparatus 
H placed on one side in the main gateway, and drives 
an endless rope haulage wheel through worm gearing, 
the rope being led by means of snatch blocks and guide 
uired directions, and in order to 
move the carriage to and fro the motor is reversed. The 
carriage, therefore, after being filled is hauled along the face 
to the gateway until its end overhangs a coal tub, when 
its further progress is arrested by “stops,” automatically 
operating a trigger, which disengages the discharging gear, 
thus setting the scrapers in motion, The controller of the 
motor is placed close to the discharging position, so that the 
rate of discharge may be regulated or stopped for the 
purpose of changing tubs. After the load is discharged the 
travel of the rope is reversed by operating the controller, the 
trigger re-engages and locks the discharging gear, and the 
carriage returns along the face to the fillers, who, in the 
meantime, have been breaking down and preparing coal for 
filling, and where dirt is present casting this back into the 
goaf. The arrangement is one which has many advantages 
to recommend it, such as absence of noise—as the machine 
I8 at rest while being filled, and moves quietly along the 
face, and warning sounds which precede a fall are audible to 
585 men—portability and freedom from damage by falls of 
(To be continued.) 


THE PETROL-ELECTRIC DRIVE AND OTHER 
MIXED SYSTEMS. 


Br FRANK BROADBENT, M. I. E. E. 


Sox Heilmann ran his experimental steam- electric locomo- 
tire on one of the French main-line railways, there has been 
bat little attempt to follow up this somewhat radical departure 
in train propulsion. Few people were found at that time to 
believe in the advantages of carrying an electric generating 
station and complete power distribution equipment on the 
locomotive ; for it will be remembered that Heilmann 
carried not only the generating plant on the locomotive, but 

à the electric motors themselves, which were geared up to the 
driving axles. As the experiment was carried out on a main- 
line express, the full advantages of such a system were not 
fully bronght out, the principal claims for the system being 


the reduced wear and tear of the permanent way and the . 


steadier running of the train. Had the experiment been 
tried on a suburban line, where frequent starting and stop- 
ping is necessary, the advantages of improved acceleration 
might have been demonstrated, more particularly if the 


THE ELECTRICAL REVIEW. 


electric cars on their Hartlepool brauch line. 
equipped with 85-в.н.р. four-cylinder Wolseley engines 
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driving power had been split up among ‘the coaches on 
the lines of the multiple-unit system. Since the adoption 
of the modern form of internal combustion engine—that ia 


to say, the petrol engine—for auto-car propulsion the . 


Heilmann principle has been revived (although Heilmann’s 
pioneer work is almost forgotten), and several petrol-electric 
cars have been tried on short lines of railway. The North- 


Eastern Railway Co., for instance, put down two petrol- 
These were 


running at 420 R. P. M., and direct coupled to 55-Kw. 
compound-wound generators, the car being driven by two 
50-H. P. motors. The system does not appear to have been 
extended, so that it might be inferred that the advantages 
anticipated for this method of working have not been fully 
realised. Several petrol-electric cars 
on somewhat similar lines are in satis- 
factory use on two pf the Hungarian 
railways. The system has also been 
adopted on a small scale in several 
parts of America; in some cases the 
series - parallel method of control 
is used, and in others the con- 
trol is obtained by a shunt regu- 
lator in the exciting circuit of the 
generator. 
Some trial petrol-electric railway cars are now under con- 
struction for the London, Brighton and South Coast Rail- 
way. These will operate on the Pieper Auto-mixte system, 
and each car will be equipped with a 120-H.p. Daimler 
engine coupled to a dynamo, which can act also as a motor 
developing 50 B.H.P. А battery of 48 accumulators is pro- 
vided, the cells of which are charged by the dynamo. 
When the full power of the engine is not needed for propel- 
ling the car when starting and accelerating or hill-climbing, 
the accumulators drive the motor which then assists the 
engine. The configuration of the line and the ratio of the 
number of stops to the running time must clearly play a 
not unimportant part in the successfal running of such a 
system, and in the kind of life the battery leads. At the 
best, the lot of an automobile battery is not a happy one. 
"That the idea of driving trains by a mixed electro- 
mechanical system is not quite so mad as might at first sight 
appear to the mechanically-frained engineer, is shown by the 
comparative figures contained in the report recently prepared 
for the Hungarian Minister of Commerce (vide Elektrotechnik 
u. Maschinenbau, April 26th). 
According to this report, tue cost per car kilometre is as 
follows == : 


ARADER-CSANADAR RaAILWAYS.—Fuel Costs, 


With а 40-H. . Daimler petrol engine only = 933d. 
35-Р.р. Ganz steam engine (wood) = 784d. 
30-H.P. Weis petrol-electric set = 734d. 


The maintenance costs per train-kilometre also show the 
petrol-electric system in а favourable light, thus— 


Ordinary loco. and tender . . 1'18d. 

Petrol 70 -H. P. motor- coach 488d. 

Petrol- electric 70-H. p. ditto .. 404d. 

Steam ditto, 30-H.P. is ... 115d, 
^ 35-H. T. n кз . 48d. 

те si 548d. 


50-H. P. 


n 


One must not, of course, attach too much importance to 
comparative figures based on only one or two equipments, 
but there is quite sufficient justification in the above 
figures for tbe belief that, from commercial considerations 
alone, a mixed electro-mechanical system of driving is worth 
developing. Then the lessened wear and tear of the per- 
manent way, the comfort of the passengers, and the increased 
acceleration which the electric drive gives, are all points 
which have a considerable market value. 

Some figures relating to the motor-coaches on the 
Hungarian State Railways show the comparative costs 
between a 35-50 H.P. Ganz steam set, using coal, and a 
70 H. P. Weiz petrol-electric set. The fuel costs are 454. for 
the steam and 1°12d. for the mixed drive. 

This is favourable to the steam coach, but when we add 
the cost of oil and attendance, the total running costa are 
1:974. and 2°46d. respectively, a difference of about id. per 
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car km. When, however, we compare the total costs, 
including maintenance, the mixed system comes out the 
better owing to the very much lower maintenance costs. 
The full comparison is as follows :— 


Steam, —— Petrol- Electric. 
Fuel ... a i .. O0'4bd. 11974. 
Oil .. i28 us . 0184. 0:270d. . 
Attendance ... .. 137d. 1:063d. 
Running costs l97d. 24604. 
Maintenance И 1°154. 0°404d. 
Total costs ... 3°12d, 9.8644. 


It should Бе ꝓointed out, moreover, that the costs of the 
steam set are the average over 1,591,411 km., whilst the 
km. run by the petrol-electric set are only 135, 048. 

It will be interesting to see the comparative figures when 
the mileage is more nearly equal. 

It is, however, in connection with road vehicles, and more 
particularly omnibus working, that attempts are now being 
made in this country to show the advantages of the petrol- 
electric drive. In an interesting paper recently read before 
the Society of Road Traction Engineers by Messrs. Percy Frost- 
Smith and W. A. Stevens, it, was clearly shown that quite apart 
from the many obvious disadvantages of the ordinary petrol- 
driven bus there is another disadvantage, which will pro- 
bably carry more weight than all the others, namely, the 
fact that these "buses are commercially unprofitable. In 
the course of the paper the authors say that many of the 
smaller companies have gone under, and the appalling 
financial losses made by the larger companies indicate the 
urgent need for- a radical reform in the methods of working. 
The present high cost of operation is attributed to the abuse 
to which the vehicle can be subjected by reason of the bad 
driving and carelessness, which results in undue wear and 
tear of the clutch gear, and damage to gear boxes and 
transmission gear. It is stated that the present night staff 
necessary to prepare the mechanism for the following day's 
work, excluding washers, is 1˙5 men per vehicle, and even 
then the object is not always achieved, that is to say, the 
"buses are not always ready when required. The authors are 
of opinion that we must not look for any improvement in 
the type nor in the degree of intelligence of motor- bus 
drivers, but that we must take the man as he exists, and 
design vehicles to suit him, rather than first of all designing 
vehicles, and then trying to find competent drivers to 
understand and work them. The present working costs of 
the motor-’buses run by Messrs. Tillings, the company which 
Mr. Frost-Smith represente, are practically 18. per bus-mile, 
made up as follows :— 


Day running 0°265d. 
Night running 0°750d. 
Maintenance 2:443d. 
Lubricants ... 0:241d. 
Grease 0:080d. 
Paraffin К? 00404. 
Vehicle lighting ... 0°105d. 
Body upkeep 0:250d. 
Drivers А 1°308d. 
Tires ues 1°750d. 
Conductors ... 0°944d. 
Petrol 1:325d. 
Traffic expenses v a *- um 0:255d. 

Depreciation, insurance, rents, rates, taxes, 

water, gas, garage lighting, supervision and 
establishment charges ... n д е 2°180d. 
Total ... 11:937d. 


The above figures represent the average over a period of 
three years, and clearly show the hopelessness of continuing 
on present lines. Apart from the expense of running these 
"buses, there are the obvious disadvantages of noise, smell, 
the dropping of oil on to the roadway, and the danger to 
lifeand limb. Things have now come to such a pass that at 
a recent meeting of representative city business men, resolu- 
tions were passed condemning the present state of things, and 
calling upon the authorities to exercise proper control over 
street motor traction. Whilst it is recognised that it is futile 
to call for the abolition of motor traction altogether, it is 
maintained, and rightly so, that it should be conducted on 
such lines as shall not prove a nuisance to the public 
and hamper the conduct of business generally. It was 
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pointed out, at the meeting referred to, that along the line 
of route it was quite impossible now, owing to the noise and 
smell of the vehicles, to work with the office windows open; 
and even with the windows closed, business was verv 
seriously disturbed and interfered with. 

The authors of the paper quoted from are confident that 


the solution of the problem lies in the petrol-electric drive, 


and they base their conclusions not upon any theoretical 

considerations, but upon actual trials on the road with "buses 

equipped on the petrol-electric system running side by side 

be the same routes as others fitted with the direct petrol 
rive. 


Many attempts have been made to popularise the mixed 


system of driving, not only in connection with "bus traction, 


‘bat with ordinary automobile work. In some systems, 
accumulators are used, such as in the Pieper Auto-mixte 
method, to assist the motor on gradients; others use the 
electric apparatus merely for starting purposes, and then run 
on the direct drive; whilst others use electric transmission 
both for starting and running, but without accumulators. 
There are several modifications of the latter system, the 
differences being either in the method of control, or in 
mechanical details connected with the driving gear or 
arrangement of the motors. К. 

Ав the Smith-Stevens arrangement is one of the latest, 
and is at the time of writing the only one in actual opera- 
tion under the ordinary every-day conditions of motor- bus 
traffic, a brief description of the method adopted may be of 
interest. | 

The engine is rated at 30 H.P., according to the R.A.C. 
rating, having a bore of 110 mm. and a stroke of 140 mm. 
It is directly coupled, by means of a flexible coupling, to a 
dynamo fitted with commutating poles, and having a maxi- 
mum output of 18 Kw. when running at 900 R. P. v. The 
current range of the dynamo is 0 to 250 amperes, and the 
voltage range 0 to 200 volts. The dynamo is not quite a 
constant output machine, although it has a falling character- 
istic, the volts and amperes rising and falling almost in 
inverse proportion. Two series-wound motors are used for 
driving the bus, each being worm-geared to one of the 
back wheels, which are mounted on a dead axle. The. 
worm-gear is placed between the wheels and the springs 
carrying the car-body, so that the two motors are exposed 
at the side of the bus, and are therefore readily accessible. 
The arrangement of the worm box and housing is such that 
leakage of oil is practically impossible. For London ‘bus 
traffic the worm ratio is 12/1, and for mail-van and 
country work generally 16/1, the latter being adopted 
on account of the better efficiency obtained in hill 
climbing. 

The motors are series wound, each being capable of taking 
half the full output of the generator when running at a speed 
of 1,200 R. P. uv. By means of a controller they may be con- 
nected up in series or parallel, but the series connection is only 
required in ascending steep gradients. The control 18 
effected by means of two pedals, one of which operates the 
throttle and the other operates the brake. A third pedal 
connected with the main switch locks the controller, making 
it impossible to alter the connections without first breaking 
the circuit. The speed of the engine is controlled by means 
of the throttle pedal, which in the top position brings the 
speed down to about 300 R. P. M., when the dynamo loses 
its excitation. The car, therefore, can be brought to rest 
without stopping the engine at all and without breaking any 
electrical connection. To start up, it is merely necessary to 
depress the throttle pedal, gradually bringing up the excita- 
tion and with it the speed of the motors. A resistance in 
series with the shunt field of the generator may be varied 
by means of a small lever on the steering wheel after the 
manner of the spark advance lever, and by this means the 
voltage of the generator can be raised above the normal when : 
fast speeds are required. As the motors are series wound, 
their torque is independent of speed, and full torque can 
be obtained when crawling along in and out of dense 
traffic. 

The advantages of a drive of this nature, from the 
passengers’ point of view, are readily appreciated by those 
who have travelled in vehicles equipped on this system. 
Instead of the sudden jerks which take place on the driver 
bringing the clutch into operation, the car starts from rest 
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very gradually, and accelerates easily and almost imper- 
ceptibly. Even if the driver presses his starting pedal down 
suddenly, the self-induction of the generator field is alone 
sufficient to prevent a sudden start such as would take place 
if the drive were through a clutch or any other mechanical 
device, 
From the point’ of view of the general public, the advan- 
tages of such a system sre the absence of the deafening 
and irritating noises which are inseparable from the use 
of the clutch and scrunch or speed-change gear; the 
absence of the pools of oil which leak from the gear- 
boxes of the ordinary motor-’bus ; and the minimising of 
the smoke nuisance due to the better conditions under 
which the engine is running. 

From the point of view of the ’bus proprietors, the great 
advantage is the reduced cost of running and maintenance. 
It might hardly be expected that the petrol consumption 
per bus-mile would be less with a petrol-electric than with 
the ordinary direct-geared system of driving, as, although 
the gear-box, clutch and differential gearing are eliminated, 
there is the double loss in the dynamos, motors and worm 
gear. In practice, however, it has been found that the con- 
gumption with the petrol-electric drive is lower than with 
the purely petrol drive. This advantage was at first put 
down to the fact that in the petrol-electric 'buses the engines 
were new and in good condition, but comparisons with new 
petrol "buses in which exactly similar engines are used, still 
show that the advantage is in favour of the petrol-electric 
drive by at least half-a-mile per gallon. 

The B.T.-H., Greenwood & Batley, and other continuous- 
current systems, .differ in details only from the foregoing, 


and not in any essential electrical feature. 


. The system known as the Hart-Durtnall system, however, 
в on somewhat different lines. Messrs. Hart & Durtnall 
have satisfied themselves that the direct drive is more 
economical than a. drive in which electric transmission 
between the engine and the road wheels is employed ; and 
in their system the electrical apparatus is used only for 
starting and accelerating, the propeller shaft being coupled 
directly throngh an electromagnetic clutch to the engine 
shaft when the running speed is attained. Their system is 
really what might be described as the development of a prin- 
ciple patented by Jenatzy and others a few years ago. 

In Jenatzy's original patent a field magnet system was 
coupled up to the engine shaft and revolved round a closed 
circuit armature—that is to say, an armature closed upon 
itself on the same principle as an ordinary squirrel cage 
induction rotor. Whilst the field magnets revolve without 
excitation there is no torque between them and the armature; 
but, as the exciting current is gradually increased, the torque 
between the two is also gradually increased. The Cutler- 


Hammer magnetic accelerator is somewhat on the same 


principle, but has the advantage of using mechanical friction 
in addition to magnetic drag. There are obvious practical 
limitations to a simple arrangement on the lines of Jenatzy's 
method, and little or nothing appears to have been done to 
develop it until the introduction of the Hart-Durtnall 
arrangement. | 

In this arrangement the engine is directly coupled to the 
revolving magnets of а three-phase generator, the armature 
itself being stationary. A series-wound exciter, also driven 
from the engine, is connected through the controller with a 
pair of slip rings on the alternator magnets. The rotor of a 
three-phase induction motor is attached to the propeller 
shaft of the vehicle, the three stator terminals being con- 
nected to the three armature terminals of the generator 
through a change-over switch which is used for reversing 
the direction of rotation. When the engine is run up to 
speed, the impressed voltage on the motor terminals may be 
varied by altering the exciting current of the generator. 
bis ig done by means of a foot pedal. In such a system 
ав this the trouble arising from the use of commutators is 

üced lo a minimum, as the only commutator is that on 
the exciter which carries a small current, and it can be 
designed with plenty of margin. The propeller shaft 
carrying the rotor is in a direct line with the engine shaft 
ти carries the revolving magnets and an electro-magnetic 
clatch is in d between them. This is brought into 
oe by the foot pedal. When the generator hag its 
ull excitation в further movement of the pedal excites the 
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clutch and cuts off the exciting current to the generator. 
In this condition the engine is driving the vehicle direct 
without any loss in electrical transmission beyond the very 


small exciting current in the clutch. 


Such an arrangement would, on the face of it, appear to 
be more economical than driving through an electrical 
transmission system; although we still have the loss of 
energy in the differential gear, and retain any disadvantages 
which the differential gear possesses. It may be pdinted 
out, however, that there is no loss in the differential 
on a straight route. As the electric generator and 
motor are only intended to be in circuit during 


starting and acceleration, they are able to take very 
heavy overloads for these short periods. In other words, 
the machines can Бе built very much lighter than 
would be necessary for continuous running. Those, how- 
ever, who have had the opportunity of riding through 
London traffic alongside the driver of a motor-'bus, par- 


ticularly on an electrically-driven motor- bus, will know 


that the top speed—that is to say, the direct gear 
comes into play very rarely, a very large proportion 
of the time during which the 'bus is in service 
being occupied in starting and accelerating. In 
following up slow traffic a bus may be started and stopped 
several times a minute, and it is obvious, therefore, that 
under these conditions the electricg] equipment must be more 
liberally designed than one in which sufficient time elapses 
between consecutive starts to allow of cooling down. The 
efficiency of the transmission, too, under these conditions is 
a point which needs to be very carefully considered. 

So far as can be ascertained at present, it would appear that 
there is little to choose between the actual cost of the direct 
petrol drive and the purely electrical drive, such as is used on 


the electro-'bus, but the difference in the running conditions 


of the two systems is very marked. It is claimed, however, 
that the petrol-electric system can show an advantage of 


fully 2d. per 'bus-mile over either the simple petrol or 


accumulator-electric drive. 
The advantages of a mixed or electro-mechanical system 


of driving, are not confined to motor-'buses. Considerable. 
improvement in traffic-handling qualities could be shown 
on many suburban lines by the conversion to either 
steam-electric, petrol-electric or a Diesel-electric system. 


"PROCEEDINGS OP INSTITUTIONS. 


The Faraday Soclety. 


RECENT DEVELOPMENTS IN ELECTRIC INDUCTION FURNACES. 


In a very admirable paper read before the Faraday Society at 
the June meeting, held on the 23rd ult, Mr. J. Hürdén, of the 
Gröndal Kjellin Co., Ltd., dealt generally with some interesting 
physioal phenomena associated with all types of induction furnaces, 
and particularly with the modified form of the Kjellin furnace, 


known as the Röchling-Rodenhauser furnace. 

It will be remembered that in the original Kjellin furnace, the 
circular trough constituting the melting bath forms the closed 
secondary of a step-down transformer. This type has been found 
ideal for making crucible steel in, because the high price of the 
product enables quite pure material, scrap or ore to be used, so 
that the furnace is merely a melting and not a refining furnace. 
Moreover, only small charges—rarely more than 14 tons—are neces- 
вагу in the case of crucible steel. For making rail or similar 
steel, however, much larger units must be used, and the charge 
must consist of the ordinary materials, for otherwise competition 
between the electric and the open-hearth furnace would be im- 
possible, and there the pure induction type has been found to require 
modification, as the power factor of a transformer furnace i8 
lowered if in consequence of its section being too large its resist- 
ance becomes too low. To get over the difficulty by increasing the 
diameter of the ring is likewise impossible to any degree, because 
in that case the distance between primary and secondary becomes 
too great and the power factor is again lowered. A combination 
induction and resistance furnace has, therefore, been devised by 
Messrs. Rodenhauser & Schonawa for the Rochling Iron and Steel 
Works, at Volklingen, Germany, suitable for making rail and 
similar steel in 5 to 7-ton lots from a material made from inferior ores 
and decarburised in a converter, and containing 0:1 to 0:2 per cent. 
sulphur and 0'05 per cent. or more phosphorus. The modified 
furnace consists of a double, instead of a single, ring-shaped bath 
forming a double secondary of the transformer, the two halves 
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communicating with one another by means of a wide channel that 
forms a square or rectangular hearth, and has doors back and front. 
In the case of a three-phase furnace, three such ring-shaped baths 
are used adjacent to one another. It is the central hearth which 
forms the “ resistance " side of the furnace, and the extra current 
it takes is derived from a few turns of heavy secondary winding 


placed around the primary on each leg of the core. Mr. E. Ristori, 


in the discussion on the paper, claimed that the new furnace is 
practically a resistance furnace, and that only the adoption of the 
resistance principle makes it possible for an electric furnace to 
refine ав well as to melt. This is no doubt partly the case, but 
not entirely. In the first place, about one-half the power absorbed 
passes through the centre channel, and one-half through the rings. 
Secondly, and this is an important distinction, the electrodes 
consist not of carbon, as in the Héroult or Keller furnace, which 
takes part in the furnace reactions and is gradually consumed, but 
of a compound of magnesite and dolomite (applied, mixed with 
tar, o rer the surface of corrugated steel plates), which conduct 
only when hot, like a Nernst filament, and which are neutral as 
far as the bath of metal is concerned. The combination furnace, 
therefore, still retains the special advantage of the induction 
furnace, that no foreign materials are introduced (the electrodes 
being practically non-corrodible), and the melt takes place in a 
neutral atmosphere, while it also acquires the valuable feature of 
arc and resistance furnaces, by which the slag is obtained in a 
sufficiently liquid condition. 

The operation of the combined furnace is as follows: The lining 
of burnt magnesite or dolomite, mixed with tar, having been 
stamped in hot and the tar burnt out, a charge from a Bessemer 
converter is run into the furnace. The carbon and silicon should 
be removed in the converter, leaving the phosphorus and sulphur 
to be dealt with in the electric furnace. Calcined lime, containing 
about 6 per cent. magnesia, is then added to form a slag, fluorspar 
being sometimes also added for fluxing, while plate scale from the 
rolling mill is added for further decarburising. If there is excess 
of oxygen in the charge, the Вад will remove the phosphorus very 
readily, and it is then cooled by adding cold lime, and when 
viecous, drawn off by slightly tilting the furnace.  Ferro-silicon 
or carbon—depending on the price of the former, which is 
preferable —is then added to remove excess of oxygen, in the form 
of silica or carbon monoxide, as the case may be. A fresh slag of 
lime is now added for the desulphurisation, and the temperature of 
the furnace raised. The oxygen is also driven out in this operation, 
partly by adding more ferro-silicon and mill scale, and partly by 
oxidising the calcium carbide which is formed in the furnace. 
The formation of this calcium carbide in situ, at a temperature 
lower than one would have thought necessary, is a matter of some 
interest, since in some of the electric furnaces it is actually added 
on account of its deoxidising properties. Finally, the temperature 
of the bath is still further raised until no more gas bubbles are 
seen to leave the charge, and then a test piece is taken out and 
forged, some coke being added if this is found to be over soft. 
The whole operation takes from 1} to 2 hours, though the heating 
may be prolonged with advantage, und a material containing up to 
0:1 per cent. phosphorus and 0:1 per cent. sulphur can be refined to 
0:006 per cent. phosphorus and 0 02 per cent. sulphur. The power 
consumption is from 120 to 150 Kw. per ton of steel, if the charge 
comes molten from the converter, and the power factor of furnaces 
at present working varies from 0°7 to 0°85. The largest com- 
bination” furnace now actually working, at Volklingen, has a 
capacity of about 4 tons, bat furnaces up to 8 tons capacity or more 
are in course of construction at the same works and at Krupps, at 
Essen. 

The quality of the steel produced would appear to be very satis- 
factory ; in particular it is, as would be expected, very uniform in 
structure and composition. The Prussian State Railways are 
ordering considerable quantities of rails made in the Völklingen 
furnace for points and crossings, and these rails generally are stated 
to command 25s. to 45s. a ton more than for ordinary rails. 

Mr. Hürdén in his paper describes some very interesting physical 
effects which he and others have observed in electric furnaces. 
One of these is called the pinch effect, and it has been noticed 
in the resistance and arc types of furnaces. If the current density 
in a bath of molten material is raised above a certain point, any 
accidental contraction at some point in the bath will become 
violently accentuated by the mutual attraction of the elements of 
metal for one another, due to the flow of current, so that the metal 
on either side of the pinch” swells up above the average level of 
the bath, and may even momentarily break the circuit at that 
point. Observations on this effect have been made in the 60-xw. 
experimental Kjellin farnace erected at Battersea, and it has been 
found to occur in the induction furnace, but only when the charge 
is considerably less than that normally applied. 

Another interesting observation that has been made is that if the 
resistance curve is taken across the terminals of an induction furnace, 
by simultaneous observations at various loads of voltage and current, 
starting with a cold ring of iron for charge, this curve makes a 
decided drop at a certain point just before the melting of the iron. 
This is because the permeability of the iron—and hence the 
strength of leakage field—is rising rapidly during the heating up 
to about 840° C., when it drops very quickly, reaching zero at 
about 920° C. In the meantime the ohmic resistance of the 
secondary iron circuit is also increasing, although more slowly than 
the change in permeability ; therefore the voltage will again rise 
until heat equilibrium is attained. 

These, and various other novel points in connection with the 
working of induction furnaces and the electric and magnetic 
properties of molten iron, are going to be investigated (so we are 
promised by Dr. J. A. Harker) in the National Physical Laboratory 


t 


to which the Gröndel Kjellin Co. last year presented a small 
experimental induction furnace, and the results will be awaited 
by all electro-metallurgists with keen interest, 


Acip-RaEsisSTING ELEOTRIO Furnace PRODUCTS. 


At the same meeting, M. Jouve, in a communication sent from 
Paris, described and showed specimens of some new acid-resisting 
alloys which have been successfully used fór the treatment or 
passage of nitric, hydrochloric, sulphuric and other acids and 
corrosive reagents, and which in many instances should form a 
cheap substitute for platinum. The alloys, which carry high 
percentages of silicon, ate made in the electric furnace. 


Physical Society of London. 


Ат the meeting held June 12th, 1908, a paper by MssRS. E. BELLINI 
and A. Tos! on Experiments on a Directive System of Wireless 
Telegraphy was read by Мв. Tost. An abstract of this will be 
given in a later issne. i 

A paper entitled Оп the Resistance of a Conductor of Uniform 
Thickness whose Breadth Suddenly Changes, and on the Shape of 
the Stream-lines," was read by Pror. С. H. LEES. 

A knowledge of the resistance of a conductor whose section 
suddenly changes is of considerable practical importance, but 
mathematical difficulties have prevented an exact solution of the 
problem. Lord Rayleigh has given an approximate solution of the 
case in which a cylinder of circular section is joined at one end to 
the plane surface of a large conducting solid; and Prof. Hicks has 
solved the case of a wire of small diameter ending in the surface 
of a conducting sphere. The mathematical difficulties of the problem 
dissappear if the conductors are of rectangular section and one 
dimension, e.g., the thickness remains constant while the breadth 
suddenly changes and the two are joined together either with their 
axes or with two sides collinear. The paper shows that the resistance 
between two transverse sections through pointe situated at consider- 
able distances from the change of section, on opposite sides of it, is 
equal to the sum of the resistances of the portions of conductor 
between each of the two sections and the change of section, each 
considered as part of an infinite length, plus the resietance of a 
length of either conductor equal to its breadth multiplied by an 
expression given. 

A paper on " The Inductance of two Parallel Wires" was read 
by Ов. J. W. NIoROLSOoR. When direct and return currents flow 
in two wires of great length, and the alternation is not rapid, the 
effective self-induction per unit length of the system may be 
calculated readily by simple integration. If the wires have 
radii a, b and permeabilities и, v, and if c be the distance between 
their axes, 

L.= 2 log / аф + 4 (и + v). 


This formula is often of little practical use when the frequency of 
alternation is several thousands per second. Such frequencies are 
of constant use in practical work. For example, in the measure- 
ment of small inductances by Mr. Campbell's method it is neces- 
вагу to employ long leads, in order to keep them at some con- 
siderable distance from the bridge and other circuits. The self- 
induction of these leads must be small, and a calculation of ite 
value is very desirable. The general case presents very great 
mathematical difficulty, but the solutions given in the paper appear 
to include most cases of practical utility. 
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THE CONGRESS OF 
THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION. 
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Rail Corrugation. 


(Abstract of Lecture given by PROF. C. A. CARUS- WII вом, 
Assoc. M. Inst. C. E.) 


SPEAKING generally, it may be said that, with some exceptione, to 
which I will allude later on, corrugation is accompanied by 4 
cutting of the check of the opposite rail. 

When wheels and rails are new there is a clearance, generally of 
about { in., between the flange and the check on both sides. An) 
side pressure on straight or curve is then taken by the throat of 
the flange bearing on the head of the rail. The flange cannot 
с in contact with the check until considerable wear bas taken 
place. 

With a view to investigating this matter, I have constructed & 
model, which consists of a four-wheel truck with braes wheels 
24 in. ia diameter, whose centres are 4} in. apart. There 18 ап 
equaliser suspension by which a weight, nung from a central Вир” 
port, is distributed equally over the four wheels. One wheel on 
each axle is keyed to the shaft, the other being a loose wheel held 
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in place by а sleeve, and able to be coupled up, either rigidly or 
flexibly as desired. | 

The truck is first loaded with a weight of 141b., a rigid coupler 
inserted in the loose рее], and the mark eet opposite a point a at 
the right-hand end of the track. The truck is then made to 


travel over the track until the wheel has made three complete 


revolutions, and the mark has met at a point в. The truck is 
taken back, and the mark placed opposite point a as before. If 
the flange of the coupled wheel is now pressed hard against the 
rail while the truck is made to travel forwards, it is found that the 
mark will meet the rail at а point с, which lies beyond point B, 
the distance в с being about 2 per cent. of ac. Owing to the side 
pressure the flange bites the rail on a line of contact whose 
diameter is greater than that of the tread of the wheel; the wheel 
tends to run on this line of contact, and the tread is forced to skid 
on the head of the rail in consequence. The result is that the 
motion is a combined roll and skid, the distance А в representing 
roll, and в с representing skid. The skidding, however, is con- 
tinuous, and for any part of a c covered, say, the hundredth of an 
inch, the same proportion, namely, 2 per cent., is skid. The two 
wheels being rigid on one side, both skid an equal amount. 

It thus appears tbat when the flange is forced against the side of 
the rail the wheels are made to skid a certain percentage of the 
distance travelled. Having ascertsined this fact, the next step 
was to find out whether any such skidding took place on an actual 
tramway track. For this purpose I conducted a series of teste at 
Croydon on a four-wheel double-deck car with Mountain & Gibson 
track equipped with two Westinghouse No. 200 motors, weighing, 
with five passengers, 7:8 tons. The truck had a wheel base of 6 ft., 
with British Griffin chilled-iron wheels. A bicycle gear wheel with 
68 teeth was fixed on one of the axles and connected by a chain 
drive to a spur wheel with 14 teeth secured on the floor of the car. 
A Harding speed counter was attached to the spur wheel by which 
the revolutions of the axle could be measured. The circumference 
of each wheel on this axle was measured with a steel tape and 
checked by callipering, the result being exactly 957 in. in each case, 
the two wheels having the same diameter. ; 

A section of straight and nearly level track was chosen on the 
road between Croydon and Purley. There were here two lines of 
rails, badly corrugated for the greater part of the distance. The 
track is of standard gauge with macadam sides, and the rails, 
weighing 95 Ib. per yard, are laid on a 6-in. bed of concrete. Two 


trips were made each way with the track very dry and two trips 


each way after a heavy rain storm, the track being then very wet, 
bot not greasy. The results are given in the following table :— 
— —— U— — ä́˙4—ääöſ —ͤ b 


Condition Mean Skid in kid in , Mean 
| f of distance speed. miles 


= of | counter counter 
track. | revolutions. . revolutions. covered. | per hour. 
Р RS si TUS 
Down {їр Dey | 1516 | 65 41 112 
n Wet 1,535 46 2˙9 111 
Up trip. Dry 1,522 59 37 14:4 
n .. Wet | 1547. | 34 21 140 
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From these experiments it appeared that, when а car travels 
along a tramway track, the wheels skid upon the head of the rails 
In the same way as they do in the model. 

It remained to be seen in what way the tkidding, which had 
been shown to take place, could produce corrugation. For this 
purpose further experiments were made on the mocel. In order to 
get a definite amount of skid that should be independent of possible 
variations in the side pressure exerted, a mets] fillet was inserted 
against one of the rails in such а way as to lift the keyed wheels off 
the rail and force them to roll on the outside of their flanges. The 
diameter of the outside of the flange is about 9 per cent. greater 
than that of the tread, and a pure roll on the flange would corres- 
poud with the distance ap оп the rail, where вр is about 9 рег 
ud of 48 which represents three complete revolutions on the 


Itthe loose wheel is now fitted with a rigid coupler, the motion 
ofthe coupled wheel will be a roll and a skid, and of the keyed 
whee] & roll and a slip, the proportion of kid to slip depend- 
mg upon the relative coefficients of friction, but the sum of the two 
always being equal to BD or 9 per cent. of a B. With а total 
Weight of 42 Ib., that is, 10-5 Ib. on each wheel, the coupled wheel 
skids about 8 per cent.. The skidding remains quite uniform and 
Continuous as before. M 
Е the coupler ів removed from the notch and placed on one side 
of the stud, the Joose wheel is at liberty to roll freely on the rail, 
and the coupler tends to draw away from the stud under the action 
of a definite force. This force can be made apparent if the rigid 
Coupler is replaced by a spring coupler fixed in the notch. Which- 
ever way the truck is pushed the spring is bent, indicating a 
tendency to twist the coupled wheel relatively to the axle. The 
angle throngh which the spring is bent represents the torsion 
required to overcome the adhesion between the tread of the wheel 
and the rail, ö 

From these experiments it is evident that when the flange of a 
ү: wheel grinds against the rail in such a way as to cause skidding, 
pu Will be twisted until the torsion is sufficient to make the 
Е of the mate wheel skid оп the rail, the elastic twist of the 

8 representing the bending of the spring in the model. | 
б fae however, the skidding is quite continuous, and there is 
У cation of any intermittent action such as could produce 
А оина. But the experiments with the model have been 
к ed out under conditions differing іп one very important 

spect from those of actual prac 

ean. It remains to be seen what is the effect of making the rail 


a 


tice. The rails have been quite 


surface rough as it is in practice. For this purpose a little sand 
may be sprinkled over the surface of the rail. If the truck is now 


pushed along the track an entirely new effect is produced ; the. 


coupled wheel, instead of moving uniformly as before, now advances 
with a series of jerks at regular intervale. 

The action is as follows: When the torqne on the spring has 
increased to a certain amount the force of adhesion is overcome 
and the wheel skids, tarning meanwhile about ita own axis, so that 
the whole force of the skid is concentrated over а limited area on 
the rail surface. In skidding the wheel grinds through the grit on 
the surface of the rail and comes into contact with clean metal; 
there is thus a large and sudden reduction in the coefficient of 
friction and the wheel flies back under the influence of the spring 
through a considerable angle. The result is that the subse- 
quent motion of the wheel upon the rail will be а pure 
roll while the spring is being again deflected. When the 
limit of adhesion is reached the wheel again skids and the process 
is repeated, the motion thus consisting of alternate roliing and 
skidding. ' The addition of the grit has made the skid intermittent, 
whereas formerly it was continuous. When the surface of the rail 
is clean there is no sudden breaking down of the adhesion which is 
required to make the skid in: ermittent. This effect is not due to 
the increased torsion on the spring consequent on the increase in 
the coefficient of friction; for the same torsion can be obtained 
with a clean rail by increasing the weight, when the skid remains 
continuous, 

The distance apart of the marks on the rail, or the pitch of the 
corrugations, necessarily depends on the action above described. 
When the coefficient of adhesion, the weight on the wheel and the 
dimensions of the axle are fixed, the limiting amount of twist 
measured, say, in fractions of an inch at the rim of the wheel is 
also fixed. Now the skid is a definite per cent. of the distance 
travelled, say, x per cent., and when corrugation takes place the 
skid between any two marks is accumulated in the twist of the 
axle, hence z per cent. of the pitch must equal the limiting twist 
on the axle. Thus if the skid is 2 per cent. and the limiting twist 
0 02 of an inch, the pitch would have to belin. It is necessary, 
therefore, to ascertain whether this relation holds good in practice. 

With the car used in the Croydon tests the weight on each wheel 
was 4,370 Ib., the diameter of the axle 34 in. and the distance 


between.wheel hubs 48 in. Taking the modulus of transverse elas- 


ticity for the axle at 14 x 10°, and the coefficient of friction at 0'4, 


the twist measured at the rim of a wheel 31 in. diameter will be 


0:073 in. Fora skid of 3 per cent. the pitch of the corrugations . 


would, therefore, have to be 2:4 ір. On the Croydon tramways the 


pitch of the corrugations on the straight varies from 21 to 23 in. 

During the process of corrugation the axle is subject to torsional 
vibration, and in order tbat the skidding may continue to take 
place intermittently the twisting force must be applied rhythmically 
with a time interval equal to the period of vibration of the axle. 
Henoe the time occupied in covering the distance between two 
successive skids will be a constant quantity for any given wheels 
and axle. It follows, therefore, that the pitch of the corrugations 
will depend not only upon the skid, but also upon the speed of the 
car. Thus, if the mean speed is 12 miles an hour for corrugations 
having a pitch of 24 in., when the speed is 24 miles an hour the 
pitch will be б in. This increase of pitch with speed has been 
noticed by many observers. 

It would seem then that the pitch is determined im the first 
place by its relation to the per cent. skid and the limiting twist 
on the axle, and in the second place by the speed, and that corru- 
gation cannot take place unless the two sets of conditions are to 


some extent in agreement. Thus, in the case just quoted, the skid 
at 24 miles an hour must be half that at 12 miles an hour, that is, 


if the ekid is halved the speed must be doubled. 
The side preseure of the flange on the rail that is necessary for 


the production of corrugations is caused, on the straight, by irregu- 


larities of gauge and level which make the car lunge from side to 
side and bear over against one rail or the other. This accounta for 
the irregular distribution of corrugations along the track, first on 
one side, then on the other, in long or short stretches with smooth 
parts in between. 

The difference of length between the inner and the outer rail 
оп а curve gives rise to a skidding, or slipping, quite apart from 
that due to the grinding of the flange on the rail. Speaking 
generally, however, it may be said that the speeds on small radius 


curves are, as a rule, too low to admit of corrugations being formed. 


The pitch of the corrugations on a curve is generally less than 
on the straight. Thus, in the case of a car which produces corru- 
gations on the straight having a pitch of 2:4 in. with 3 per cent. 
skid, on a curve of 500 ft. radius, the skid on the outer rail due to 
the difference in the length of the inner and outer rails will be 
about 0'9 per cent., making a total of 39 percent. Now, the pitch 
is inversely proportional to the per cent. skid, so that the pitch of 
the corrugations on the curve should be about 1:9 in. Observation 
ghows that the pitch on curves is reduced about in this proportion. 

Although corrugations are, in my opinion, generally caused by 
the grinding of the flange on the rail, this is not the only way in 
which they may be produced. A similar action may be set up if 
for any reason the wheel should be forced to run on its flange. 


This often happens at points and crossings, the tread of the rail. 


being lifted clear off the rail head, when corrugations may fre- 
quently be observed on the opposite rail. Thesame thing happens 
when the rail has been badly worn and the flange actually touches 
the bottom of the groove. I have noticed cases of this kind, and 
corrugations invariably appear on the other rail immediately 
opposite the marks made by the flange in the groove. : 

For more than 10 years past corrugations have been noticed on 


some Indian railways, especially on the Eastern Bengal State 
Railway. 


: 5 


м 


ала PAE — ͤ —— ————— ͤ—8—— SS ——— OB IS TSS NUNC ME EE TP т =” 


160 


THE ELECTRICAL REVIEW. 


[VoL 68. No. 1,600, JULE 24, 19¢8, 


Through the kindness of Sir Alexander Rendel and Mr. F. E. 
Robertson I was supplied with а sample of the brick boxing taken 
from a section of the Eastern Bengal State Railway, where corruga- 

tions are very pronounced. Some of the brick was crushed, making 
an exceedingly sharp and gritty powder. The model was arranged 
as before with а spring coupler in the loose wheel. So long as the 
rail remained clean the skidding was quite uniform as the truck 
was pushed along the track. When a little of the brick powder 
was scattered over the rail the skidding immediately became inter- 
mittent, indicating clearly the part played by the brick boxing in 
the formation of corrugations. 

The investigations outlined above ре to show tbat the follow- 
ing ccnditionà are necessary for the 
grooved rails :— 

1. As regards the track: (a) Irregularities in gauge or level; or 
(b) curvature; or (c) a packed groove. 2. As regards the rails: 
(d) Surface rough with sand or gritty dust. 3. As regards the 
relling Моск : (e) Wheels with check-cutting flanges. 4. As 
regards traffic: (f) A critical speed. 

Corrvgations cannot be formed unless conditions 1, 2, 3 and 4 
are all present at tbe same time—that is, peculiar conditions must 
exiat simultaneously in the track, the rails, the rolling stock and the 
speed, and the absence of any one of these conditions will prevent 
corrugations being formed. - 


NEW PATENTS APPLIED FOR, 1908. 
Oompiled expressly for this journal by W. FP. TBoMPsox & Co., Electrical Patent 


Agents, High Holborn, London, W. C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


* 


v 74.996. "Improvementa in systems of electric distribution employing low- 
voltege batteries on consumers’ premises." А. M. Таутов. July 6th. 


14.316. Improved mouthpiece for telephones and speaking-tubes." G. J. 
Sacru. July 6th. 

14,8928. "Improvements in underground conduit systems for electric rail. 
ways.” А. Н. Акок, July6th. (Complete.) 

14,890. ' Control mechanism for attachment to the handle-hars of motor 
ovoles for actuating spark advance and switch contact and exhaust and valve 
lift or throttle.“ W. F. Cox. July 6th. : : 

14,889. ‘Electric signal transmission arrangement.“ 
Bosscum, July6th. (Complete) . 

14 "Improvements in induction supply meters for polyphase electric 
wea” H. Aron. July 6th. (Complete.) 

14,856. “Improvements in means for preventing undue wear of electrical 
leads." F. W. RosszLL. July 7th. | 

14.359. “ Elections operated automatic advertising device.“ I. Н. Parsons 
and R. L. AcLAND. July 7th. 


14,880. “Improvements in the control of electricity." J. R. QuaIX and W. 
Apaws, July 7th. 

14.401. "Combined telephone and telautogreph exchange systems.“ F. 
Errcmim. July 70, (Complete.) | 

14.411. Improvements in or cre to electric lighting attachments or 
the like.” A. J. Вост. (Beojamin Electric Manufacturing Co., U.S.) July 
Tth. (Complete.) 

14,425. ‘Improvements in or relating to telephone systems.“ 
Gaanam. July 7th. (Complete.) 

14.481. ‘Improvements in and relating to apparatus for electrically con- 
trolling mechanism at a distance." C. С. LoHax. July 7th. (Complete.) 

14,486. “Improvements in and relating to the manufacture of filaments for 
inoendescent electrio lamps." British Tuosxsox.-HovsroN Co., LTD., I. W. 
Ножкі, and Н. Н. NrgpHaX. July 7th. 

14,445. ‘Improvements in contact breakers in magneto-electric machines.“ 
H. Sreruexs. July 8th. 


14,463. ‘ New or improved automatic electro-magnetic switch or cut-out for 
disconnecting charged conductors in overhead systems of electric traction or 
the like.” W. BaRRACLOUGH. July 8th. 

14.474. "Improvements in electrical measuring instruments.“ O. D. Lucas 
and E. R. CLARkE. July 8th. 

14,473. „ Improvements in tiles, electric light casing, picture rails and the 
like for fixing to or on a wall, ceiling or partition." A. J. HorLick. July 8th. 

14,480. ‘Improvements in trolley-heads for electric traction." G. B. Hor wks 
and A. D. ALLEN. (Date applied for under Sec. 91 of the Act, August 7th, 1907, 
being date of application in United States.) July 8th. (Complete.) 

14,483, ''Proceas for rapidly mounting filaments and for electrically soldering 
them in electric incandescent lamps with metallic filaments.” S. MARIETTI. 
(Date applied for under Bec. 91 of the Act, July 8th, 1907, being date of applica- 
tion in Italy.) July 8th. (Complete.) 

14,503. “ rovements in metallic-Alament lamps bent by positive tension.“ 
W. Masent. (Date applied for under Sec. 91 of the Act, June 13th, 19C8, being 
date of application in Germany.) Jnly 8th. (Complete.) 

14,513. Improved starter for electric motors," D. Timar and C. von 
Dad rn. (Date applied for under Sec. 91 of the Act, August 191, 1907, being 
date of application in Germany.) July8th. (Complete.) 

14,518. „ Improvements relating to the control of induction motors." S. H. 
Fial кх and Ruoprs Motors, тр, (Application for Patent of Addition to No. 
&960,01.) July 8th. 

14.537. “Improvements in and relating to electric heating devices,” 
British Тномѕох:Носвтом Co., Lro. (General Electric Co., Unitéd States.) 
July 8th. 


H. and P. van DEN 


E. A. 


14,745. “Improvements in or relating to electric cable conductors." W. E. 
HrrcH. (Application for Patent of Addition to No. 13,704 of 1908.) July 8th. 
14.f . Improvements in electrical vulcanising apparatus.“ P. ALLMAN 


and G. W. T. Leeson. July th. 

11,594. '* Improvements in dynamo electric generators.“ 
Hoveron Co. Lrp. (General Electric Co., United States.) July 9th. 

]4, £07. ' Improvements in or connected with electrically actuated devices 
for locking the doors of railway carriage, tramway and like vehicles.” 8. A. M. 


BaitisH THOMSON- 


Busk and C. F. Kennepy. July 9th. (Complete.) 

14.609. “Improvements in electric galvanic batteries.“ G. ScHAULI, 
July 9t. 

14,615. "Improvements in dry cells for generating electricity." H. HUNTE, 
Jaly 10th. 

14.656. “ Improved device for earthing or metallic continuity of slip sockets 


oonduits for electric wires." G. Evans, July 10th, 


14.695. * Improved current collector for use in electric traction systems,” 
А. West, July 10th. 


ormation of corrugations on 


* 4. 
July 9th. 


14,698. “Improvements in carbon brush holders for megneto electric 
igniters." The firmof В. Возсн. (Date applied for under Bec. 91 of the Act, 
April 2186, 1908, being date of application in Germany.) July 10th (Complete. 

14,689. ‘Improvements in electric oscillogaphs and the like." Britu 
THomson-Houston Co., LTD. (General Electric Co., United States.) July 


14.700. Improvements in and relating to the regulation of motors" Barrrsu 
Тномвок-Носвтох Co., Lip. (General Electric Co., United States.) July 


14,701. “Improvements in and relating to eleotric regulating devices." 
Башен. THomson-Hovsron Co., LTD. (General Electric Co., United States.) 
y 7 


14,741. ‘Improvements in electrically operated rock drills or the like, 
specially applicable for stoping.” J. Кхант. July 11th. 


14,768. “ Improvements in collectors for electrical machines." AxTIEx: 
GESELLSCHAFT Brown, Boveri & Cm. (Date applied for under Вес. 91 of the 
Act, November 9th, 1907. being date of application in Germany.) July lith. 
(Complete.) 

14,566. “ Non-screw capping and casing for electric wires and cables.” E. 8. 
Farpon. July 9th. 


14,574. "Improvements relating to electric and other clocks." T.H. Panxxx. 


14.879. Mode of and apparatus for electrically sounding a horn." А.Н. 
NicHoLeoN. July %h. (Complete.) . 


14,718. ‘Improvements in plugs for supplying electric power.” G, Cooper 


' and F. C. Snanr. July llth. 


14.776. “Improvements in automatic electric projectile igniters operated by 
admission of water.“ P. SCHWENSKE. July lith. (Complete.) 
14,784. ‘Improvements in electrically blocking a single-line railway.” 


Sizmens BROS. 4 Co., LTD. (Siemens & ke Actiengeselischatt, Germany.) 
July llth. (Complete.) 
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CONTRACTORS v. WORKS ENGINEERS. 


ENGINEERING undertakings, devoted to the production of 
machinery, almost invariably install their own electrical 
equipment for driving and lighting, whilst a similar course 
is not infrequently pursued by other manufacturing concerns, 
which employ a repairing staff under the supervision of an 
engineer. At first sight, this practice might appear to make 
for economy, but careful consideration will often reveal 


evidence showing the contrary to be the case. 

An experienced mechanical engineer, who has served a 
proper apprenticeship, should be able to make a wood 
pattern correctly for the rest of his life, the result being 
equal to similar work turned out by an expert pattern- 
maker. The difference in the time occupied, however, will 
be very marked, the job being completed very much more 
quickly by the regular workman. 

When electrical equipment on a considerable scale is 
undertaken by the ordinary factory engineer, we have 
analogous conditions as to time, the cost being further 
augmented by want of experience in the choice and purchase 


of material. | | 
Some years ago (before the days of electric motors) a works 


engineer was appointed to superintend the erection of a gas 
engine and other machinery, involving the laying of a gas 
pipe several hundred feet in length. 

As might be supposed, the erector was quite equal to 
making a good job of this piping, but the work proceeded 


. во slowly that eventually a firm, whose men were accustomed 


to gus-ficting, was called in to complete the connections. 
The difference in speed was astonishing, and, in spite of the 
profit earned by the sub-contractors, the piping was far more 
cheaply laid than would have been possible if the work had 
been done by any ordinary erector. 

The electrical contractor is continually installing dynamos, 
motors, switches, &c., in competition with rival concerns, 
and his staff and workmen, in addition to becoming very 
expert in their particular duties, are accustomed to work at 
high pressure with a view to making a profit on the jobs 
undertaken. Farther, the staff know exactly what material 
and apparatus will best suit the requirements, and where 
such goods may be purchased at the lowest prices. 

The factory engineer has none of these advantages. The 
results of his efforts as regards quality may be as perfect as 
those produced by employing a contractor, but in spite of 
the latter's profit, the work cannot be done so cheaply. The 
engineer himself will probably have to refresh his electrical 
knowledge by recourse to pocket books and other authorities, 
the lay-out of the plant being a laborious process. Then, 
again, workmen and assistants will have to be specially 
engaged for the job, involving slow progress by the former 
and high salaries for the latter. The incentive to push 
on with the work, provided by competition, is also absent, 
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and in the end the estimates are almost always greatly 
exceeded. | | 


Stated briefly, the principles of specialization and 


standardisation apply as truly to contracting as to manu- 


facturing work, and the contractor who cannot lay down 
electrical equipment for le:s money than it would cost his 
customers to do the work themselves, is bound to go to the 
wall in the long run. 


THE recent articles in this Journal, 
by Mr. John D. Mackenzie, touch on a 
subject of vital importance to the elec- 
trical supply industry. The small con- 
sumer was regarded in the early years of the industry with 
a certain amount of indifference, if not contempt. After- 
wards, when the rate of increase of consumers began to 


The Problem 
of the Small 
Consumer. 


dwindle, the small consumer was considered as desirable, . 


but an awkward customer to deal with. With the advent 


of metallic-filament lamps, this individual is looked оп. 


in some quarters a8 now apparently unattainable, as it 
would not pay to ran a service for him. The author 
of the articles in question endeavours to show that, 
so far from this being the case, the small consumer 
can provide quite a handsome revenue under certain con- 
ditions of supply, if only we can be persuaded to get out of 
the groove of preconceived notions on the subject. Mr. 
Mackenzie's suggestion, which he admite is not very novel 
except in regard to the figures he puts forward to prove his 
case, is shortly : 200 volts alternating, one auto-transformer 
reducing to 25 volts for every few small consumers, flexible 
surface wiring in the tenements, and metallic-filament lamps. 

Incidentally, he does not discuss the system of charging 
to be adopted ; and, unfortunately for his scheme, he ignores 
the fact that there are many more D.C. stations than A.C. 
stations, and the former are apparently unable to share 
in the benefits foreshadowed. There is no doubt, kowever, 
that a.c. undertakings would find such a scheme exceedingly 
advantageous, especially if leave could be obtained to run a 
secure system of bare conductors overhead. Such a 
system of distribution could easily be employed in country 
districts and small towns, and considerable economy would 
be effected thereby. The charge could be by meter per block 
of tenements, leaving it to the landlord to make a fixed 
maximum charge per lamp installed; or the undertaking 
could charge the consumer direct at so much per lamp per 
annum. 

The p.c. question presents difficulties, which could be 
overcome in two ways. The more expensive one would be 
to have a special battery of motor-alternators at the 
station for supplying alternating current through special 
overhead mains to tenements and blocks of flats, as 
‘aforementioned. The second system would be to have an 
“ auto-bnttery " of accumulators for every few consumers, 
but this might not be practicable owing to the questions of 
inspection, maintenance and depreciation. 

There is another point of view which should also be 
considered by those who are thinking of nothing but 25-volt 
lamp installations and devices at the present moment. Is it 
not possible that such systems are only a passing phase? 
That high-voltage metallic-filament lamps of low candle- 
power will be produced in the near future’ Or that a new 
kind of metallic-filament lamp will be put on the market 
of such high efficiency and mechanical strength compared 
with existing types, that the necessity for small units of 
light for reasons of economy will disappear, and an era of a 
higher standard of illumination will begin? It is idle to 


deny that we have heard rumours of a new lamp of many 
virtues, The sooner, therefore, that station engineers are 


ready with a practical scheme to capture the small consumer, 


the better for their revenues. 


IT requires no great stretch of memory 
to recall the days when commercial 
methods were regarded as outside the 
scope of the average municipal electrical undertaking. The 
necessity for a combination of technical and commercial 
ability in the responsible heads of such concerns was rarely 
considered. 

Time, however, brings many changes, and not the least 
satisfactory innovation in electricity supply is the business- 
like energy and commercial push with which many engineers 
are forcing the advantages of electricity to the front. But 
large developments usually mean heavy expenditure, and 
herein lies the difficulty, for a municipality—especially 
during the last year or two—must render a strictly accurate 
account of its financial doinge, and, moreover, these latter, 
although dictated by commercial considerations, are expected 
to conform with cast-iron-like rigidity to the terms of 
borrowing. 

An excess of expenditure in one direction, or a d. version 
of capital from one object towards another of a more neces- 
sary character, although possibly justifiable iu its way, 
inevitably leads to an acrimonious discussion with the powers 
that be, when further borrowing powers are sought. Just 
such a ‘situation arose at West Ham on the 20th inst., 
when Mr. H. R. Hooper, the. Local Government Board 
Inspector, made a determined effort to grasp the somewhat 
involved finances of the Council's electricity supply under- 
taking. P 

Mr. Elvy Robb, who appeared on behalf of the India- 
Rubber, Gutta-Percha, and Telegraph Works Co., large 
ratepayers in the borough, urged that the Council should be 
made to disclose the terms of each contract made with its 
large consumers, on the ground that the bulk of the capital 
expenditure was being incurred with the object of supplying 
those consumers at unremunerative prices. "This oourse the 
West Ham representatives naturally objected to, and in the 
result the Inspector adjourned the inquiry sine die. We cannot 
help thinking that this regrettable state of affairs is largely due 
to the inquisitorial character of the procedure, for it can hardly 
serve апу useful purpose to disclose publicly (as opposed to 
privately) the terms of contracts arranged between the 
Electricity Committee (which, of course, represents the rate- 
paying public) and private firms ; indeed, we fail to see why 
commercial privacy should not be respected in all cases, 
whether of municipal or private trading. We can quite 
understand, and heartily support the efforts of the Local 
Government Board to direct the expenditure of the rate- 
payers’ money to legitimate objects, but if the development 
of electricity supply on commercial lines is not included 
among these objects—if we are to go back to the position of 
10 years ago—a clear understanding of the matter at once 
will save much trouble in the future. 

If the loan is likely to benefit the community at large, well 
and good ; if it is required for the purpose of erecting fresh 
machinery to supply to a few large consumers electricity in 
bulk at an unremunerative rate—and on this point the 
inquiry produced no evidence, although it was insinuated - 
that such was the case—it is not business, but we have 
little doubt that Mr. Hooper, who seems to have been 
treated with scant courtesy and some want of tact, will ga'n 


bis point, and see to it that the ratepayers are adequately 
protected. 


Inquiry or 
Ingaisition ? 
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T As the majority of our readers now 

pen know, the London County Council's 
initial attempt to install and work the G.B. surface-contact 
system on its tramways from Aldgate to Bow has ended in 
failure, and no wonder. One may read between the lines 
of the circular letter issued by the “О.В.” Co. to the 
members of the Council, such ample evidence of official 
tinkering with constructive details, such total disregard of 
the requirements and suggestions of the company, that it 
requires a considerable effort of imagination in order to 


‘realise that this so-called experiment was ever intended 


to succeed. 
Indeed, in view of the fact that the Committee has 


already recommended that the ill-fated studs should be 
superseded by the overhead trolley, which system it was 
originally desirous’ of installing on this very route, and 
only discarded on account of the strennous opposition of the 
local authorities, there seems good ground for assuming 
that the life of the “ G. B.“ studs was intended to be a short, 


if not a merry, one. 

It is no good hiding the fact that the County Council 
are in a hole, so to speak, for they, in common with every 
thinking person, must realise that the expensive conduit 
construction cannot be extended indefinitely, even in 
London. Whether they were making a bond fide search for 
à subtitute, can best be gauged from. the company's circular 
letter to the Council, which shows, among other things, 
that the Council proposed that the company should 
grant a licence, to which course it agreed, quoting 
à sum per mile for patent royalties and technical advice 
during construction. 
technical advice was not required, as their technical 
Maff was fully competent to design and superintend 
the laying of the system, and the company then agreed to 
accept a considerably lower sum per mile for royalty. The 
terms of the licence granted to the Council -expressly 
reserved the company’s right to reject all material and work- 
mauship to which the company could take reasonable 
objection. Such reasonable objection has been repeatedly 
made by it in writing to the Council's officials, and во 
seriously did the company regard the deviations that on 
May 30th, 1908, the company wrote, through its solicitors, 
lo the Council, that it strongly objected to the Board of 
Trade inspection being held until the company’s require- 
‘Menta had been complied with. This warning was 
disregarded. The company now emphatically affirms that 
there is no condition prevailing in the Bow Road which 
militates against the perfectly satisfactory and safe working 
of the system, provided that the equipment both in the road 
and on the cars is properly made and fixed. 

Such a conclusion is certainly justified by the very 
successful results obtained with the system at Lincoln since 


November, 1905; these results form too great a contrast 


with those obtained in the Bow Road for us to accept 
mud and traffic as plausible reasons for failure. 

‚Ав a last resource the company has offered, at its own 
expense, to rectify the constructive errors of the Council. 
At the end of 12 months, if the Council are satisfied, they 
must repay the money expended, not exceeding £2,500. If 
the Council are genuinely in want of a cheaper system than 
the conduit, but possessing its esthetic features, they must, 
in all fairness, give the company its chance. 

In doing so they would, no doubt, be influenced by the 
attitude of the Stepney authorities, who have swiftly 


arrived at the conclusion that they are unable to give the 


Consent, required to the overhead system of electric 
traction. l 


The Council replied that such 


A VISIT TO SOME GERMAN GAS ENGINE 
INSTALLATIONS. 


[BY OUR SPECIAL CORRESPONDENT. | 


DURING the past six months an increasing interest has been 
taken by engineers in the possibilities of the large gas 
engine. It was one of the topics that received a good deal 
of attention at the last meeting of the Municipal Electrical 
Association in Nottingham ; and is one that is frequently 
referred to in recent papers dealing with power-station 
practice. Undoubtedly the large gas engine has been 
developed to л greater extent in Germany than in any other 
country at the present moment, so that when Mr. Leonard 
Andrews, of the Key Engineering Co., issued an invitation 
to view some of the more prominent German installations, 
the opportunity was gladly utilised bv a number of 
engineers and others who were interested in this type of 


prime mover. The party, whose names have already been 


given, left London on July 13th, and separated on July 18th, 
when the major portion returned to London. direct, 
while others, who had made arrangements to visit further 
works and factories, remained for a few dayslonger. On going 
out they were joined at Metz by Mr. E. G. Sehmer, principal 
of the firm of Messrs. Ehrhardt & Sehmer, the leading 
German gas-engine builders, and Messrs. F. Bartholomew 
and W. W. Hollings, his assistants. Dr. R. Drawe, who is 
responsible for the design of Messrs. Ehrhardt & Sehmer's 
gas engines, joined the visitors at Müllheim. The 
number of visitors would have been larger but for the fact 
that the invitations were issued at too short a notice for 
several engineers to be able to make arrangements to get 
away, and the date, coming as it did just before the holidays, 
also made it more difficult for some to leave England. 

Among the installations visited were those at the Heinitz 
Government Mines, Homécourt Iron and Steel Works and 
Messrs. Ehrhardt & Sehmer’s works at Saarbrucken, an 
account of which appeared in the ELECTRICAL REVIEW last 
October, at the beginning of which month Mr. Andrews 
conducted another party to these places. In addition, this 
time the party visited the engineering works of Messrs. 
Thyssen and the. gas-engine installation at the huge Briick- 
hausen iron and steel works belonging to the same concern. 

After leaving London and spending the night at 
Brussels, the party arrived at Metz on the following day 
in time for lunch. At the conclusion of lunch, motor cars, 
kindly provided by Messrs. Ehrhardt & Sehmer, conveyed 
the visitors to the Heinitz Government Collieries, some 65 
miles from Metz. The route was through pretty country, 
the roadsides of which were dotted with many memorials to 
the soldiers who fell on the field of battle in the memorable 
campaign of 1870, in which Metz was such an important 
centre of operations. 

The Heinitz plant is an excellent example of the satis- 
factory operation of gas engines, as is clearly indicated 
by the dates of the repeat orders, the first engine being 
dated 1903 and the last 1907, the others being inter. 
mediate. Foundations were being prepared for two 3,000- 
B. H. P. twin tandem engines, the present installation consisting 
of four 1,200-B.H.P. twin tandem sets and one 600-B.H.P. 
tandem set, driven by coke oven gas. The generators 
are of the Lahmeyer type, three-phase, 50-cycle, 5,300 volts, 
and it is specially noteworthy that the parallel operation of 
all the units is obtained without difficulty. The load factor 
is high, being about 60 per cent.; the nature of the load ig 
that of ordinary colliery conditions, comprising the driving 
of pumps, ventilating fans, &c., in a number of pits in the 
neighbourhood. It is anticipated that electric winding 
plants will shortly be put down. Power is also sold for 
lighting and traction in the nearby towns of Neunkirchen and 
Saarbrücken. The general impression of the visitor is that 
the plant is a sound mechanical one, though the engines, 
being twin tandem, take up a good deal of space and the 
stroke appears to be a little short, being only 750 mm., 
with cylinders 640 mm. in diameter, and a speed of 
150 R. P. uv. This, however, was stipulated for by the pur- 
chasers, Comparatively little noise was made by the plant 
which was all the more creditable to the engine builders 

D 


* 


== — 2 


= _—_.-—. à ux. 
2 O V—— 


—— ee 


m ЕЕ. 


т = ^S T VetwT ыз / ГА. „ етт, и ae WE Et WFA 1 „ Мал. А, LIN "d м © э укус 
* , ' . 
y > ' T 


164 THE ELECTRICAL REVIEW. 


Li 
- 


[Vol. 63. No. 1,601, Jury 31, 1908. 


when it was discovered that the engines had been running 


without skilled supervision until the appointment of a 
resident engineer last month ; the former staff comprising a 


switchboard attendant, a driver and a couple of greasers, 


who apparently had so much time on their hands, that on 
one occasion when a visitor arrived at the power house, they 
were discovered to be all engaged in washing the floor. 

On returning to Saarbrücken in the evening, the party 
was sumptuously entertained to dinner by Messrs. Ehrhardt 
and Sehmer at the Rheinischer Hof. After dinner the 
usual toasts were proposed ; Sir John Turney expressing the 
thanks of the guests to Mr. E. G. Sehmer, who presided. 

Wednesday, July 15th, was a day of motor-car riding, 
some 130 miles being covered. Before starting, a visit was 
paid to Messrs. Ehrhardt & Sehmer's engineering works, 
which employ about 900 men. "The great number of large 
gas engines in the course of construction there did a good 
deal to impress the visitors with the fact that the gas engine 
is no longer an experimental piece of apparatus, but rather 
a commercial prime mover, the demand | 
for which is becoming greater than 
that for steam engines, formerly the 
staple products of these works. The 
power for operating the works is 
obtained from а single-cylinder gas 
engine driven by producer gas obtained 
from coke, in a modified pressure- 
suction producer. 

At 11.30 a.m. a start was made in 
the motor-cars for Homécourt, lunch 
being partaken of on the way at Metz. 
On reaching the French frontier, the 
motor-cars were left and the journey 
continued on foot to the steelworks, 
which, are about a mile from the 
frontier. The gas-engine installation, 
driven by blast-furnace gas, is a very 
fine one, and very well looked after. 
It is fully loaded, and there is no 
stand-by—another example of a works 
manager's opinion of the reliability of 
this type of engine—the driving of-the 
whole works, rolling mills included, 
being dependent on the gas-engine 
plant, consisting of four 1,500-в.н.р. 
and two 700-B.H.P. engines. The 
power house also contained a pair of 
Oechelhauser engines of small ,size. The chief engineer of 
the works stated that the sets worked exceedingly well in 
parallel. The 50-cycle, three-phase, 525-volt generators 
of 1,300 K. v. A. capacity were built by the French Westing- 
house Co. | 

There being no speed limit for motor-cars in Germany 
(except through towns and villages), the party returned to 
Saarbrucken in record time, somewhat to the alarm of a few 
of the passengers ; one kilometre was timed downhill at the 


rate of 60 miles per hour, while speeds of 40 to 47 miles 


per hour were maintained over long stretches. Some 


members, anticipating this speed work, returned by train. 


Thursday, July 16th, was a day of relaxation from the 
tiring work of visiting gas-engine installations, train being 
taken to Bingerbruck, where the travellers embarked on a 
private launch, and steamed down that most beautiful part 
of the Rhine between Bingen and Coblentz. Lunch was 
served on board. A short stay was made in Coblentz, and 
then a departure was made for Dusseldorf, where the party 
entertained to dinner Mr. E. G. Sehmer and his assistants, 
Messrs. Bartholomew and Hollings, who had done so much 
to add to the general comfort and interest of the visit. 

Messrs. Thyssen & Co,’s engineering works at Müllheim 
were visited on Friday morning, the 17th. These form a 
splendidly equipped modern engineering establishment, em- 
ploying about 1,500 men. This firm has combined with 
Messrs. Ehrhardt & Sehmer in the manufacture of gas 
engines, and between them the two concerns are probably 
building more large gas engines than the rest of their 
German competitors. The Thyssen engine is very similar 
to the Ehrhardt & Sehmer engine, though the details 
differ in many respects; for instance, instead of two cams 
and two eccentrics to work the six valves on each cylinder, 


six eccentrics are employed. Many of these details will, 
however, soon be modified, as Dr. Drawe is re-designing 
many features so as to make the Thyssen engines conform 
more nearly with those he designed for Messrs. Ehrhardt 
and Sehmer, the latter make of engine having proved more 
successful under ordinary working conditions. 

Perhaps the most striking features of Messrs. Thyssen’s 
large and well arranged erecting shops, were the electric 
travelling cranes, which were provided with jib lifting gear, 
so that a crane in one bay could handle work in another bay, 
or assist another travelling crane to lift extra heavy weights 
in the same bay. The inability to lift weights both at the 
side and underneath the track of a travelling crane, or to 
transfer a load to another parallel bay, has always been one 
of the drawbacks of these useful lifting devices. Group 
driving is adopted for the machine tools ; the main shafting 
for each group is run under the flooring, thus keeping the 
belting out of the way of the travelling cranes. A very 
ingenious machine is installed for charging the cupolas in 


THYSSEN 2,000-H.P. Gas ENGINE, SHOWING THE VALVE GEAR, 
AND INSTRUMENT PILLAR ON THE RIGHT. 


the cast house. A number of travelling buckets are provided, 
each suspended from a carriage equipped with an electric 
motor and a bow collector; this carriage runs on a single 
girder rail above which a live trolley wire is supported. 
The cycle of operations is as follows: The empty bucket 18 
propelled along the rail until it сошев opposite a pig iron bin, 
where it stops while being loaded by hand with a certain 
weight of iron, which is indicated by a weighing scale forming 
а part of the bucket; the bucket then travels to the coke 
and limestone bins respectively, tripping switches as it passes, 
and causing the buckets ahead to stop or start travelling аз 
needed. The charged bucket eventually arrives at a vertical 
lift, which it ascends, travels along a horizontal runway 
to the charging door of the cupola, discharges its load, 
returns to the lift, goes down and passes in front of the 
various bins for a fresh charge of material. This device 
does away with at least five men, and ensures the work being 
done with better regularity and greater convenience. 11 
the foundry a number of pneumatic hand rammers were 
seen at work. | 

As at Messrs. Ehrhardt & Sehmer’s works, a large 
number of gas engines were in course of construction, 
especially noteworthy among which were four 3,600-B.H.P. 
engines. The illumination of the shops was curried out by 
means of flame arc lamps, placed under the tracks of the 
travelling cranes. These lamps,in the majority of instances, 
were not provided with globes, and were at such а height 
that globes were not required to diffuse the light. Order 
and organisation to a high degree were the keynotes of the 
impression made upon the visitors. 

In the afternoon the party proceeded to the large iron and 
steel works at Briickhausen belonging to the same company: 
This works, which employs 20,000 men, is only one of 8 
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number controlled by them. Mr. Thyssen, the founder of 
the firm, is a man of untold wealth, who only commenced 
business 38 years ago with a capital of £3,000. One of 
his sons entertained the party to an excellent dinner after 
their visit to the works. 

If any doubt had been left in the minds of some of the 
party as to the practicability of large gas engines, the sight 
of the Briickhausen installation would have removed it. 


An engine honse 72 metres wide by 80 metres in length, 


containing 12 gas engines of over 2,000 h. H. P. each, and 
foundations being made ready for two further 3, 600-B. H. p. 
engines, is an impressive sight. Six of the engines were 
driving Siemens-Schuckert three-phase 50-cycle 5,500-volt 


alternators, two of these engines being of 2,600 B. H.P.; the 


other aix engines were driving blowers for the blast furnaces, 
two of these engines were of 2,300 B.H.P. It was 
interesting to note that the speed of the blowing engines 
could be varied from 30 to 100 revolutions per minute, 
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exhaust gases. Instead of this, they saw clean, quiet, 
amooth-running engines that could easily be mistaken for 
large horizontal, slow-speed, automatic cut-off, Sulzer trip- 
valve type steam engines. There was every evidence of reliable 


working 24 hours а day regularly throughout the year, with 


the exception of a stop for a couple of hours once a fortnight 
in the well-cared-for plants, to clean-the sparking plugs and to 
make other slight adjustments that would tend to keep the 
running of the engine up to standard. That the large gas 
engine is rapidly leaving its experimental period behind, is 
indicated by the fact that there is now an aggregate of over 
500, 000 . H. P. in engines of over 700 B. H. P. actually at 
work or on order in German ironworks and collieries alone. 
and that the majority of these gas engines are working 
continuously withont any marked allowance for reserve. 
Reliability is of course of as much importance in Germany 
as it is here. When passing ironworks in the train, we 
noticed in works after works, the light white vapour 


THYSSEN 2, 000-H. P. Gas ENGINE AND GENERATOR, RUNNING ON BLAST Furnace GaAs. 


thus indicating what a flexible machine the large gas engine 
is, All the engines were driven by blast-furnace gas of 
about 900 calories per cubic metre. Messrs. Thyssen were 
the builders of all the engines except one, which was of the 
Nürnberg type. An experiment had been tried of using a 
liner in one of the Thyssen engines ; this liner had become 
loose after nearly 12 months’ working, so the engine was 
dismantled at the time of the visit, in order that the liner 
might be re-fixed. This afforded an excellent opportunity 
for seeing the results of wear and tear on the various working 
parts. It is greatly to the credit of the engine builders that 
the parts were in practically as good condition as when the 
engine started. There was no scoring on the piston-rods ; 
it was impossible to feel any ridge whatever at the points 
where the rods left the stuffing-boxes. either at the tail or 
the piston ends. To use the literal German expression, the 
rods were “ looking-glass bright.” Similar good condition 
was the prevailing feature of the other working parts, with 
the exception of the sparking plugs, which were worn and 
burnt ; but this is only to be expected under the conditions 
of working, and renewal is a very simple matter, costing but 
4 couple of shillings, 

On returning to Dusseldorf, the party entertained Mr. 
Leonard Andrews and Mr. R. B. Slacke to a light supper, 
during the course of which Sir John Turney made a presenta- 
tion to each, on behalf of the party, as a souvenir of the trip 
and ав а mark of their appreciation of the untiring efforts 
of these gentlemen to make the visit so pleasurable and 
instructive. 

Some members of the party, before commencing this visit, 
had an idea that large gas engines could be got to work, but 
they thought that these engines weie still in rather an early 
stage of development, very often needing repairs, and that they 


Mould be noisy, clattering, vibrating machines, accompanied by 


the sound of violent explosions, splashing of oil, and escaping 


caused by the water injected into the gas engine exbaust, 
showing how widely these engines are being adopted. While 
blast furnace and coke oven gases have been largely used for 
engine driving, producer gas is not employed to any great 
extent in Germany, English experience in this respect being 


evidently much greater. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following weck. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Live Steam Feed-Water Heating. 


Ihave no doubt that there are other engineers besides 
the writer, who have been awaiting some reply from the 
makers of live steam feed-water heating apparatus to the 
sweeping condemnation of their goods contained in the two 
articles from Mr. Jonel, recently published in your journal, 
who not only gives in the most candid language his opinion 
of such apparatus, but also backs it up with the resulta of 
tests. 

In the first article he deals with the question of the 
softening effect of this method of treating the water, and 
ehows clearly that any claim in this direction has certuinly 
not been borne out by his experience. One of several cases 
quoted is that of the boiler of a Thames tug fitted 
with an internal heater, which was choked up in a week, 
and the boiler nearly burst by its use, after which it was 
thrown overboard. On the question of increased running 
efficiency from the high temperature feed-water, he is equally 
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severe, and condemns all claims in this direction as ‘ mere 
bluff,” and winds up by stating that the whole thing is one 
of the “ choicest and most flagrant misstatements that for 
some time have been presented to steam users.“ 

On referring to the advertisements dealing with one type 
of such apparatus, one finds no definite claim of increased 
efficiency, but one to the effect that 40 per cent. of the 
orders this year have been repeat orders, and one can only 
conclude that if these users have tried the apparatus and 
are content to order more of them there must be an answer 
to Mr. Jonel; as the writer is one of those anxious to 
have absolutely reliable information on this point, he trusts 
that the patentees or others interested in the apparatus will 
come forward with a full and complete reply, failing which 
he is content to take Mr. Jonel’s authoritative views on the 
subject, treat the whole thing as bluff, and leave such 
apparatus severely alone. 

А Veritas. 


Worcester Steam and Water-Power Plant. 


In reply to the contribution from “ E. E. Н.” in your issue 
of July 10th, 1908, I would thank your contributor for his 


kind references to the difficulties which have been experienced 


in carrying out the reconstruction of the Worcester scheme ; 
I only regret that it was difficult in the short time I had to 
make the paper of a more contentious character. 

His remarks. regarding the small single-phase motor are 
quite in accordance with my experiences that such motors 
are best left alone if an electricity supply is to succeed. The 
motor in question was replaced by a continuous-current 
machine, with the result that the consumer’s account was 
reduced by nearly 80 per cent. 

The distribution question touched upon is not во serious as 
“Е. E. H.“ suggests. One large consumer, namely, the 
sewerage works, contributed half the cost of a special feeder, 
the remaining half being paid out of revenue before a unit 
was supplied. | | 

This extension was one mile in length and cost £1,240, or 
£620 to each department. Another large congumer, namely, 


the Royal Porcelain Works, is supplied by an extension from 


the original traction feeders, which are of ample dimensions: 
the load factors of these two consumers should work out at 
approximately 60 per cent. and 35 per cent. respectively, 
with the further {advantage that both are restricted-hour 
loads. 


"With regard to special mains for supplying power to the 


district referred to by E. E. H.,“ a general scheme for supply- 


ing the whole of the power users was drawn up on broad lines ; 
portions of the scheme were from time to time carried out in 
such a manner, and the revenue resulting from such exten- 
sions has usually amounted to quite 60 per cent. of the cost 
at the end of the first year. 


C. M. Shaw. 
Worcester Electricity Works, 


July 22nd, 1908. 


Electric Power Supply in Lancashire. 


At the meeting of the Lancashire Power Construction 
Co., Ltd., a few days ago the chairman, Mr. T. Callender, 


^ 


gave a summary of the history of the Lancashire Power Co., . 


which, as а work of Art (with a capital A) is most interest- 
ing, but which, as a guide to accurate knowledge, leaves a 
good deal to be desired. 

Of course, we can all sympathise with the chairman 
anxious to make the best of a bad job, but as the publica- 
tion in your columns gives a wide circulation to these state- 
ments, it may be as well to discuss them a little, and to 
give a plain unvarnished summary of facta. 

Probably the management of the Lancasbire Power Co. 
by its various boards sitting in London and not in the least 
in touch with Lancashire, has been one of the most brilliant 
examples on record of “ how not to do ìt.” | 

The company was promoted, in the first instance, with- 
out any material support from Lancashire men of influence, 
and althongh one or two, such as Sir W. Houldsworth, M.P., 
gave evidence in its favour they all refrained most religiously 
from putting money into the concern, and from taking 


But why ? 


current from its mains when the supply was, so to say, on 
tap. Desperate efforts were made during the years 1900, 
1, 2 and 3, to obtain financial support, but with so little 
success that no attempt has ever been made to issue a 
prospectus, and place the shares on the market. This being 
so, the L.P. Construction Co. was formed to erect: the station 
and lay the mains. At this point the only Lancashire com- 
pany interested, Messrs. Glover & Co., of Trafford Park, 
* stood down," and Messrs. Callender came on the scene. 
During all these years active negotiations had been going 
on with local authorities, the writer having been appointed 
* business manager" for that purpose. It must be borne 
in mind that the Act of 1900 was obtained to enable the 
company to supply in bulk" to local authorities, and to 


local authorities and in bulk only, unless, of course, the 


local authorities agreed to hand over their powers to the 
company for “ а consideration.” 

During the years of weary waiting at least 20 local 
authorities were brought to be most favourably disposed 
towards the company, and awaited the supply of current 
most impatiently. In fact, at least three got tired of waiting 
and either went to an adjoining borough for a supply or 
erected their own station. Nearly all the towns and villages 
mentioned in the directors’ report were included in the above 
category, and in addition such important townships as 
Gorton, Failsworth, Chadderton, Rawtenstall, Haslingden, 
Bacup, Shaw, Royton, and Milnrow, with great and various 
industries and large populations. Mr. Callender tells us 
that ** when they erected their station and laid their mains, 
and were in a position to supply, they found that the position 
which they held was misunderstood by many of the local 
authorities, and that instead of being looked upon as a useful 
member of society in Lancashire, they were considered 
as a bitter enemy by most of the local authorities.” 
Something had happened. Of the four 
centres of supply scheduled in the Act, it was decided to 
erect one station, that at Great Lever, to afford energy 
through its mains to the Bury district, and on to the 
Rossendale Valley, with its flourishing townships of Rawten- 
stall, Bacup and Haslingden, with whom draft agreements 
to supply current in bulk had been drawn up, which the 
Town Councils were prepared to“ sign, seal and deliver.” 
But, with the coming of the head engineer (not the present 
опе), a new proposition was brought along. The local 
authorities were asked to hand over their large consumers, 
such as the quarries overlooking the Rossendale Valley, to 
the company, to be supplied “ direct from the mains.” No 
doubt a good engineering device, but seeing that the authori- 
ties had been told that we were absolutely only supplying 
in bulk, and had so assured their more or less Socialistic 
constituents (who looked with a jealous eye on any more 
companies coming in to exploit them), this was a borubshell 
in the camp. Not content with this, the company 
drafted a Bill to give them powers to supply 
in bulk over the heads of the local authorities. Now, 
indeed, to quote Mr. Callender, “they were considered a8 
a bitter enemy by the local authorities.” A meeting was 
called at the Manchester Town Hall at which some 60 local 
authorities were represented, strenuous opposition was offered 
to the Bill, and the Labour members promised to throw it out 
on the second reading. Here's a how d'ye do! Needless 
to say the clause was dropped “ like a hot potato, and nothing 
more was heard of the Bill, though, emasculated, it may have 
become an Act. But the mischief was done. The Rawten- 
stall Valley was lost, and all the little places mentioned 
in the report were only obtained by taking over, and 
paying for, their little white elephants of Provisional 
Orders ! 

The next fatuous thing was to strike out from the line 
of mains all the townships directly connected with the 
great staple industry, cotton spinning, on the plea that 
electrical power could not compete with steam. This 
deleted at once Shaw, Royton, Crompton, Chadderton, 
Milnrow, Failsworth and Gorton, the very heart and centre 
of the great mill-building boom of the last three years. 

One of my last experiences was to receive a letter from 
the Gorton U. D. C. clerk asking me to attend a meeting to 
discuss and, if possible, settle terms of supply. I sorrowfully 
had to reply that my directors had decided not to enter the 
township. 


owners had expressed their willingness to acce 


‚ the eleventh century only. 
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Then, when too late, a feverish activity was shown to 
obtain mill work, and the Acme Mill, Pendleton, was offered, 
and accepted, terms per unit which have entailed serious 
loss from the beginning, as, I make bold to say, was known 
to be inevitable. Mills to the number of about ten have 
adopted the electric drive, but have installed their own 
lant. | 
d It would be exceedingly interesting to know the terms 
which have been offered to the Acme Mill, which “ the 

pt,” an d 
* which would result in a small profit.” Will the ** owners ” 
give ‘5d. per unit, and can the company make a bona fide 
profit for less ? 

Looking a little into the position as to the-districts Mr. 
Callender is so proud to put forward, let us consider 
Tottington. The provisional order of this little township 
has been held for a year or two. Ia there a single 
customer ? Abram is a little colliery village in which there 
is not à demand for 50 kw. unless a colliery demands a 
supply. In that case it will have to be supplied at 3d. per 
unit at a distance of 12 miles from the generating station at 
Outwood. | | » 

Sir, it is all very well for Mr. Callender to say, in an airy 
manner, two good years were wasted " ; it is, perhaps, as 
well that the public and the shareholders should know how, 


and by whom. 
Manchester, July 27th, 1908. 


—— — 


W. John Herring. 


Rail Corrugation. 


I have been much amused by reading the various theories 
put forward by experts as to the cause of rail corrugation on 
electric tramways. Nearly every tramway manager and 
engineer has a theory of his own, but no remedy, so much 
во that it reminds me of a story from the west of Ireland, 
where the Society of Antiquarians visited a certain part of 
Galway and came across an old building. Half the mem- 
bers said it dated back to the seventh century, whilst the 
other members gave it as their opinion that it dated from 
The members not being able 
to agree, they finally decided to appeal to an old resident. 
His reply was, “ Well, gentlemen, it was built about six 
months ago by my neighbour, Mr. Doolin, as a stable for 


his donkey.” 
М E. Cloney. 
London, S.W., July 21st, 1908. 


Electrical League. 3 

I have the pleasure to advise you that the under- 
mentioned have constituted themselves a Provisional Com- 
mittee (with myself as Honorary Secretary) in order to 
бо-орега{е with yourselves and others in the formation of an 
Electrical League to discuss commercial and legislative 
questions affecting the industry, with a view to finding 
Solutions of the present difficnlties :—A. К. Baylor ; 
Lient.-Col. Н. R. Beddoes; A. N. Connett ; В. M. Drake; 
Е. Garcke; H. Hirst; М. B. Mountain: S. Кеше; 
Mark Robinson; A. A. C. Swinton; A, G. Whyte. 

In view of the fact that I have received from a number 

of other gentlemen letters expressing sympathy with the 
Movement, though not definitely expressing willingness to 
Jom the Committee, it may be found advisable to enlarge 
the number of this Provisional Committee. 
, The first essential to the success of the proposed League 
in that the isolation of the different sections of the industry 
should be overcome, and it is proposed to extend the 
invitation to join the League to everyone who is in any 
Way interested in electricity, whether a shareholder, con- 
sulting engineer, town councillor, municipal station engineer, 
manufacturer, contractor or trader, whether employer or 
employé. The suggestion is that the League should be an 
effective combination of individuals rather than of corpora- 
lions, companies or firms, and every endeavour will be made 
to work in co-operation with all established electrical 
societies, 

The Provisional Committee will, in the first instance, 
confine itself to seconding any efforts that may be made to 


induce someone who enjoys the confidence of all sections of 
the industry to bring together the representative men in 
the industry for a general discussion of the position. 


R. Borlase Matthews, Wh.Ex., A.M.I.C.E. 
London, S. W., July 27th, 1908. 


[It will be seen that there is а considerable family 
resemblance between the scheme outlined by our corres- 
pondent and a movement which was set on foot last year 
—the proposed Union of Electrical Interests "—Tregarding 
which a premature announcement was published in the 
Times, and commented upon in our issue of October 4th. 
The objecta of the League (or Union), like ita constitution, 
are somewhat nebulous; it seems to resemble a debating 


society more than anything else. The last paragraph in . 


particular is cryptic in the extreme. Who is going to make 
the efforts that are only to be seconded by the Provisional 
Committee ? Who is the fortunate person that enjoys the 
confidence of all sections of the industry, and is to be induced 
by the unknown prime mover to bring together, &c.? 
Passing by the delicate question who are the representative 
men in the industry, what is the position that is to be 
discussed? Ав we said on the previous occasion (Vol. 61, 
p. 554), we shall be glad to place before our readers particu- 
lars of *any well-considered plan with definite objects," 
characters which appear still to be lacking in the scheme 


before us.—Eps. E. R.] 


New Patents Act. 


There have been endless discussions about this Act, as 
well as numerous articles in the trade journals and daily 
papers. But there is one aspect of it which strikes me as 
most important, and which I have not seen touched upon 
anywhere, which is, the entire absence of equity in applying 
the new Act to patents taken ont at any time before the 
passing of the Act. 

A patent, I take it,is a contract by which one party 
undertakes to disclose particulars of an invention, and the 
other party—the Government—undertakes, on payment of 
certain fees, to protect the first party, for a limited number 
of years, in the sole rights of the invention so disclosed. 

Now, any contract is binding on the parties to it, until it 
expires under its own provisors, or until its conditions are 
varied by consent of both parties. Surely this is sound 
common-sense. The fact that one party to the contract is 
the Government, makes no difference. In equity, both parties 
to a contract are surely equally bound by the conditions 
agreed upon. 

Consequently, the proposition embodied in the new Act, 

viz., that, unless a patentee starts and carries on in this 
country the manufacture of the article patented, the Govern- 
ment will, or may, cancel the patent rights granted, is 
utterly against all sense of equity во far as patents are con- 
cerned which were granted before the passing of the new 
Act. 
I feel the unequity of this so strongly that, if I were 
holding a patent under the previous Acts (which I do not), 
I would with the utmost unconcern take my case into the 
courts, if it were attempted to cancel the patent as above 
—and I do feel quite certain that the courts would decide 
that, although no individual can override the new law, 
still, neither can the new law, in equity, override a previous 
contract, and that the Government is bound to compensate 
the patentee whose patent rights it is taking away through 
no fault of his. 

To my mind, the only proper way of wording the Act 
would have been to say that from the passing of this Art 
every new patent shall be subject to the conditions as to 
working in this country. This would have left a transition 
period for patents under the old Act to expire in due course. 
But to enforce a new condition on old patentees is simply 
unfair. It is much the same thing as if you were to agree to 
take a building at a certain rental for 20 years, and after 
your machinery was erected and the business set going, your 
landlord was to say :—“ No matter what our agreement is, 
unless you pay in future 50 per cent. more rent, I consider 
our sgreement is at an end." How would you like that? 
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The point involved concerns home as well as foreign 
patentees. I would not be surprised if the difficulty should 
soon turn up in a very practical form, and sò far as foreign 
patentees are concerned, no doubt any really important 
manufacturer could exercise pressure on his Government to 
see the patent rights respected ever here, for which he has 
duly paid. 

Perhaps you may see fit to comment upon this letter in 
your paper. I am generally rather disinclined to rush into 
print, but in this matter, I feel it would be well to raise a 
discussion. I am enclosing my card herewitb. 


Non-plussed. 


[The Comptroller, we believe, has discretionary powers 
in the matter, and would probably temper the breeze to the 
foreign lamb whose term was approaching its limit. It 
would be interesting to know, in this connection, whether 
the course suggested by our correspondent was followed by 
the foreign Governments whose methods our Government has 


now adopted, when /e instituted those methods.—Ens. 
E. R.] 


è 


PRICE OF CRUDE OrL.—4À correspondent warns engineers 
who are thinking of installing oil engines to make sure before- 
hand as to the price for which they can obtain crude oil for the 
same before definitely deciding, as at the present rapid rate 
of rise in the oil market, it will not be long before it will 
pay to run steam rather than oil engines; on the other hand, 
suction gas plant might possibly be better than either. 


LEGAL. 


DAMAGE TO А MODEL. 


BEFORE Mr. Justice Pickford and a special jury at Liverpool 
Assizes last week, an action was brought against the Midland 
Railway Co. by Mr. Peter Kavanagh, of Liverpool, who sought 
compensation for damage to в working model of a tramcar for the 
electrical system, on which he had spent three years’ labour and 
expended in wages and material £150. It embodied three patents 
and other improvements of his own. On February 13th he took it 
to Sheffield to demonstrate it before the Tramways Committee 
there, and while a porter in defendants’ employ was wheeling it on 
a track, it was во much damaged that plaintiff concluded it would 
have to be entirely rebuilt. He estimated the value at £500. 

The jury awarded plaintiff £80 damages, but as they said there 
was contributory negligence, jadgment was deferred. On Tuesday 
the Judge gave jadgment for the plaintiff 


PARLIAMENTARY. 


Keighley Corporation Bill.—The Select Committee of the 
House of Commons, presided over by Mr. C. N. Nicholson, has 
passed the preamble of the Keighley Corporation Bill, which gives 
the Corporation power to supply energy to premises having a 
separate supply; to supply electrical fittings; and to lay gas or 


electric mains or pipes in &treets or roads not dedicated to public 
use. | 


. Bills Advanced.—The Great Northern, Piccadilly and Brompton 
Railway, Keighley Corporation, and the Metropolitan Electric 
Tramways Bills were read a third time on Monday. 

The London County Council (General Powers), Central Ireland 
Electric Power, London United Tramways, and the Nottingham- 
shire and Derbyshire Tramways Bills were read a third time on 
Saturday. 

The Telegraph Construction Bill has passed through Committce. 

The Bridgend, Llandaff and Dinas Powis, and Llansamlet prov. 
orders have been confirmed. 

The second reading of the London and District Electricity 
Supply Bill was to be taken yesterday. The Government proposed 
to instruct the Committee to insert a clause conferring purchasing 
powers on the L.C.C., and several London Liberal members 
intended to move the rejection of the Bill. 


Dublin United Tramways Co. (1596), Ltd.— 
The report for the half-year ended June 30th, 1908, presented 
at the meeting at Dublin on the 2%th inst., states that the amount 
available for division is £41,594, out of which it is recommended 
that dividends be paid for the half-year at the rate of 6 per cent. 
per annum оп the preference shares, and at the rate of 6 per cent. 
per annum, free of income-tax, on the ordinary shares, leaving 
£6 494 to be carried to next account, in addition to £4,719 unex- 
pended out of the sum set aside last half-ycar for reconstruction 
and maintenance. 


BUSINESS NOTES. 


Book Notices.— Technical Dictionary in Six Languages. 
Vol. III. London: A. Constable & Co. 1908. Price 16s. net.— 
The third volume of this admirable series of dictionaries deals 
with steam boilers, engines, and turbines, and is almost as bulky 
as Vol. II, the electrical section. It proves, however, that the 
paper is thicker, and there are only 1,310 pages as compared with 
2,100—nevertheless, it is a remarkable volume upon one subject. 
The editors met with great difficulties in the collection and 
tranalation of many of the terme, as there were frequent examples 
of words in one language (especially German) which could not be 
translated directly into other tongues, owing to the lack of 
synonymous exprestions. A lengthy list of collaborators is given, 
and Messrs. Otto Nerger and W. Wagner receive special thanks for 
their work as collector of the terms and editor respectively. The 
contents cover the subjects named very fully, beginning with 
fuels and the production of heat, and working up through furnaces, 
evaporation, materials, and boiler construction to the erection and 
management of boilers, pipes, &c.; the theory of the steam engine 
and turbine, and the details of parts, erection and working of the 
machines, are similarly dealt with, in a total of 25 chapters. The 
little illustrations which are so helpful—indeed, practically indis- 
pensable in many cases—are very cleverly drawn во as to convey 
their meaning most readily and clearly, and the alphabetical index 
at the end leads one at once to the desired paragraph. The volume, 
like its forerunners, is a most welcome addition to the engineer's 
book-shelves, and will in time, we believe, be regarded as indis- 
pensable. 

Holidays in Belgium. — The Great Eastern Railway Co. has sent 
us a copy of alittle book by Percy Lindley, describing Belgium 
and the Ardennes from the holiday point of view. It is prettily 
illustrated, and gives particulars of places to visit and how to get 
there. It is to be had from the publishers, 30, Fleet Street, E.C. 

Electricity for Lighting, Heating and Power.—The electricity 
department of the Borough of Woolwich has issued a very neat and 
attractive pamphlet setting forth the advantages derived from the 
use of electricity for the purposes mentioned in the title. 
Numerous half-tone illustrations are given, showing various appli- 
cations, including metallic-filament lamps, flame arcs, motor-driven 
machines, heating apparatus, &c., and much interesting information, 
calculated to arouse the interest of the prospective consumer. 

"Laboratory and Factory Tests in Electrical Engineering." 
By G.F. Sever and T. Townsend. London: A. Constable & Co. 
1908. Price 10s. 63. net. 

" Year Book," List of Graduates, and Views, of the Michigan 
College of Mines. Houghton, Michigan. From the College. 

„Regulations for Technical Schools, &., in England and Wales," 
1908-9. London: Eyre & Spottiswoode. Price 2d. 

" Colonial Preference and, Imperial Reciprocity.” London: 
The Tariff Commission. 7 | 

„The Potential of Partially Insulated Systems in Relation to 
the Potential of Earth.“ By M. B. Field. Original Communication 
to the I.E.E.; reprint from Proceedings, 1908, part 190, Vol. 41. 


Amerian Institute of Architects, Quarterly Bulletin; April, 1998. 
Washington: The Institute. | 


Catalogues, Lists, &e.—THE Foster ARC LAMP AND 
ENGINEERING Co., LTD., Worple Road, Wimbledon.—Price list of 
their patent transformers for use with metallic-filament lamps, 
listing some 300 patterns for 10 different frequencies, and a wide 
range of pressures and currents. 

THE HABT ACCUMULATOR Co., Lrp., Stratford, E.— Price list of 
special batteries for use with 25-volt high-efficiency metallic- 
filament lamps, consisting of 13 cells each, of capacities from 8 x 10 
to 960 x 10 ampere-hours. Also price lists of ignition batteries 
for motor-cars and boate, cyles, &:.; and cell-testing voltmeters of 
& special pattern, reading to tenths. with centre zero. 

Messrs. VAUGHAN & Son, Lro., Royal Ironworks, West Gorton, 
Mancbester.—Catalogue of overhead travelling cranes, showing 
work in progress in their shops, and giving illustrations of 
important installations which they have carried out, with usefal 
notes on practical points in connection with electric cranes. The 
catalogue includes hand-power cranes, pulley blocks, runwsyé, 
capstans, &., and is very well illustrated. Some of the cranes 
shown are fitted with a.c. equipment. 

Messrs. R. Worr, 7, Laurence Pountney Hill, E C.— Catalogue 
of their patent superheated Locomobiles (portable and semi-portable 
engines), which are made up to 600 в H.. The special feature of 
these power generators is their removable fire-box and tubes, which 
can be taken out, together with the superheater, for cleaning. Ап 
extended furnace attached to the boiler front, and lined with fire- 
brick, is also a noteworthy feature. The catalogue is very finely 
illastrated, and gives full particulars regarding the conatruction 
and working of the Locomobile, for which a test result of 1°04 lb. 
coal per B.H.P.-hour is claimed. The catalogue is accompanied by 
an illustrated pamphlet, showing installations employing the 
Locomobile in foreign works of various kinds, including electric 
generating stations, a purpose for which, it is claimed, the Wolf 
Locomobile is specially suitable. 

Messrs. ManPrEs, Lnach & Co., Lro , Adnil Building, Artillery 
Lane, E.C.—Leatlet describing their electric motor-driven bell, 
for D.C. or А.С. up to 220 volts, suitable for mines, foundries, 
factories, &c. The motor is enclosed, and is fitted with the other 
working parts under the gong. 

Messrs. Peto & Raprorp, Lrp., 100, Hatton Garden, E.C.— 
Illustrated catalogue and price list of accumulators for motor cycles 
and cara in numerous patterns, for ignition and lighting, and cells 
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of larger capacity for electric lighting and power; also apparatus 
for charging accumulators from p.c. and А.С. mains, carriage 
fittings and lamps, the P. & R” electric communicator, portable 
battery lampe, m lamps, wires, voltmeters, dynamos, and a 
variety of small accessories. 

Тнв AXPERP/ ELECTRICAL Co, 6, Fleet Street, Dublin.—Leaflet 
relating to an “electro-medical” transformer of British make for 
use where an a.C. supply is available, furnishing current at voltages 
suitable for surgical, dental and other apparatus, with regulating 
switch, plug for attachment to lamp-holder, &oc. 

Messrs. Lupw. Lopws & Co., Lrp., Farringdon Road, E.C.— 
Appendix to Pamphlet E," on cylindrical grinding, giving 
examples of work done on the Norton grinder. 


Trade Announcements.—Messrs. PaRMITER HOPE 
and SuGDEN, 50, Ellesmere Street, Hulme, Manchester, announce 
that their works will be closed for the annual holidays from noon 
on Saturday, August 8th, to 9 a.m. on Monday, August 17th. A 
small staff will be in attendance to deal with urgent matters. 

Мивввѕ. Crompton & Co, Lro., Salisbury House, E. O., inform 
us that the Arc Works, Chelmsford, will be closed from noon, 
Saturday, August 1st, to Monday, August 10th. The head office at 
Salisbury House will remain open as usual. 

Messrs. VauGHAN & Son, LTD., Royal Iron Works, West Gorton, 


announce that their works are closed from Friday last to Tuesday. 


morning, August 4tb. 
Mn. НАввү W. Turner, who, as consulting engineer, has for the 


last two years been occupied in advising firma in matters relating to 
insulation and winding, will from August lst be associated ex- 
clusively with the Sterling Varnish Co. at Brougham Street, Black- 
friars Road, Manchester. 

Мв. RALPH BaLL resigned his position as managing director of 
the Accessories Msnufacturing Co., Ltd., of 9 and 10, Wells Street, 
Oxford 8treet, W., with which he is no longer connected in any 
way, and has taken over the management of Messrs. Julius Sax and 
Co., Ltd., 90 and 100, Charing Cross Road, W.C. | 

Мкзввз. ALLDays & Охтомѕ Co., Lrp., Birmingham, will clos 


‘their works from August 1st to 8th for their annual stocktaking, 


and no goods will be received during that period. 

Tas Witsow-Worr EmNarxEEBrING Co., Lro., Bradford, will close 
their works and offices for the annual holiday from Saturday, 
August 13t, until Monday morning, August 10th. 


Bankruptcy Proceedings.— Francis BENJAMIN 
Ecometox, electrical engineer, 11, Tempest Street, Wolver- 
hampton, appeared for public examination in bankruptcy. at 
Wolverhampton County Court on Wednesday last week. The 
gross liabilities were set down at £103 2s. 2d, and there is a 


deficiency of £82 Os. 2d. The examination was adjourned for 


debtor's deficiency account to be amended. 

James A. WiLsON, electrical engineer, Kilmarnock.—The estates 
Were sequestrated on July 17th; a meeting to elect trustees is to be 
held to-day, Claims must be lodged by November 17th next. 

E. J. Muppte, Hove.—Notice is given of the release of the 
trustee, as from June 18th. 


Patents for Sale or Licence.—Patents relating to 
couplings for electric cables; electrical and heat insulating com- 
positions; drawgear for railway vehicles; storage batteries; 
electric lighting systems; carbon articles; regulating apparatus and 
A.C. electrical machinery, are offered. See our advertisement pages. 


Outing.—The staff, employés and friends of MESSRS. 
Түшкү Bnos., lighting and heating engineers, of 53, Kingsland Road, 
N.E., went for their summer outing to Southsea on Saturday last. 
The invitations numbered nearly 100. An excellent dinner and tea 
were presided over by Mr. W. H. Tilley, ably ро by Mr. F. 
Tilley ; at dinner, sbort speeches were delivered and replied to 
by Messrs. W. Н. and F. Tilley, Mr. W. G. Wigley, Mr. A. E. Riley 
and Mr. S. P. Ives. 


Marathon Race. It is of interest to note, in connection 
with this historic event, that the signal for the start was conveyed 
by H. R. H. the Princess of Wales by means of an electrical device. 
This consisted of an indicating apparatus fixed in a suitable 
position behind the competitors, which was operated by a special 
push on the table in front of the Princess. Mr. J. В. Huddleston, 
of Messrs. бтвменѕ Bros. & Co., Lrp., who was one of the 
stewards, fitted up the apparatus, which was made at the Woolwich 
works of the above company. 


Continuity Grip—Mussrs. J. ALBERT (кк & Co., 
of 52, Upper Jackson Street, Hulme, Manchester, are introducing 
a new “continuity grip" for slip-joint conduit, consisting of a loose 
collar through which two set screws are tapped. One of the screws 
makes contact with the onter member of the joint, while the other 
passes through it and makes contact with the inner member, at the 
same time effecting a mechanical grip. It is claimed for this grip 
that it will hold though the conduit be a trifle small; that the points 
of the &crews are hardened, and pierce the enamel; the fittings, 
couplings, &c., only require a hole drilled through them, which 
in no way affects the stock for ordinary slip-joint work; small 
cost, neatness and simplicity. The idea is certainly ingenious, and 
the sample which we have received seems quite satisfactory. 


"Ferrosnake" Draw-in Tapes.—The ARMORDUCT 
MANUFACTURING Со, LTD, of Farringdon Avenue, E. C., have 
Introduced an excellent device for drawing-in electrical conductors, 
in the shape of a spiral steel wire, which is extremely flexible in 
all directions, and cannot be got into a kink or knot or otherwise 
entangled. This greatly facilitates the process of threading through 


conduits, and the peculiar nature of the device enables it to be set 
free should it meet with any obstruction in the conduit or fittings, 
by twisting its end. To give longitudinal tensile strength, in which 
respect the spiral alone would be wanting, a steel wire traverses it 
from end to end, so that it is exceedingly strong aud durable. The 
tape is called the Ferrosnake,” and will, we believe, be heartily 


welcomed by the wiring fraternity. 


Buffer Battery Installation.—We have received 
from Тнв D.P. BíTrEBY Co., Lrp., of Bakewell, Derbyshire, a 
leaflet describing an installation of electric cranes at Sonthampton, 
in which the demand for current varies abruptly from 0 to 800 
amperes. By means of a D. P.“ battery of 245 cells, capable of 
discharging at 500 amperes for one hour or 1,000 amperes for short 
periods, in conjunction with a Lancashire Dynamo. and Motor Co.' 
booster, the variation in the load on the generator is kept down 
to about 15 amperes from the mean value, so that a dynamo 
giving 192 amperes at 520 volts, driven by a Westinghouse gas 
engine, is capable of supplying power to the installation. If the 
generating plant were shut down altogether the battery could keep 
the cranes going for over three hours. Charts are given showing 
the fluctuating character of the line load, presenting a sharp 
contrast with that of the generator, which is practically uniform. 


Dissolutions,  Liquidations, &e.—A compulsory 
winding-up order having been made against the Kavan ELECTRIC 
Co., LTD., 88, Charing Oross Боза, W. C., the statutory first 
meetings of the creditors and shareholders were beld on Tuesday 
at the Board of Trade offices, Carey Street, W. C. The statement 
of affairs shows liabilities £1,886 19s. 7d., against assets valued at 
£1,451 1s. 9d., and a deficiency of £4,190 2s. 10d. to the share- 
holders. According to the report of the chairman (Mr. W. J. 
Warley, Official Receiver), the company, which was registered as 
"The Robstone Lamp Illuminating Co., Ltd.,“ on January 28th, 
1907, was formed for the purpose of carrying on the business of 
electrical contractors, and particularly the sale of the Robstone 
Lamp” and patent reflectors. On May 16th, 1907, the name of 
the company was changed to its present title, owing to an 
injunction being threatened on behalf of the Roberteon Lamp Co. 
to restrain the company from using the word “ Robetone." The 
nominal capital of the company was originally £2,000 in 
£1 shares, but was increased on April 23rd, 1907, to £10,000 
by the creation of 8,000 additional shares of 
By the purchase agreement which was entered into on January 
30tb, 1907, by Robson, Mitcbell-Hedges and Kevan with the com- 
pany, the vendors sold to the company the sole right to sell the 
“ Robstone lamp and reflector in the United Kingdom, with the 
benefit of all contracts aud the goodwill. The purchase con- 
sideration was fixed at £1,600 payable in fully-paid shares of the 
company in the following proportions, viz. :—Mitchell-Hedges 700, 
Robson 500, and Kevan 300. At an extraordinary general 
meeting of the company held on April 21st, 1908, a resolution was 
passed for voluntary winding up, and the appointment of Mr. B. 
Heisch, chartered accountant, of 120, Fenchurch Street, E. O., as 
voluntary liquidator, The company appears to have traded unsuc- 
cessfully ; the loss to November 30th, 1907, was ascertained to be 
£696 2s. 1d., which was increased to £1,368 3s. 9d. by April 21st, 
1908, when the company went into voluntary liquidation, The 
directors, with others, promoted and formed Kevan Signs, Ltd. 
Substantial sums were advanced to the latter by the company, 
and practically the whole of the “ bad debts” shown in the 
statement of affairs is represented by the sum of £316 2s. 8d. due 
by Kevan Signs, Ltd., which company is now in voluntary liquida- 
tion. The failure of the company is attributed by Bell, Kevan and 
Robson to lack of capital. | 

Tbe Chairman reported that with regard to the sale of the stock, 
as authorised at a meeting of the principal creditors, the 
estimate placed on the stock by the directors would not be 
reached. 

A resolution was passed for the Official Receiver to act as 
liquidator, assisted by the following committee of inspection, viz., 
Mr. Frank Taussig, representing Messrs. Schiff and Co.; Mr. F. J. 
Farrow (the Electrical Co.), and Mr. F. J. Tiffin. 

THomas РАВКЕВ, LTD.—At an extraordinary general meeting of 
the company on the 14th inst., & special resolution passed on June 
20th was confirmed, to the effect that the draft agreement for the 
transfer of tbe undertaking to the new company be approved, and 
that the old company be wound up voluntarily, with Mr. W. A. 
Nelson, of Lich Gate, Wolverhampton, as liquidator. 

Lines Bros., Leeds.—Mr. J. F. Mason and Mr. A. A. A. Lines 
have dissolved partnership; debts will be paid by the former. 

CORNWALI, ELECTRIC PowER SYNDICATE, LTD. This syndicate 
is to be wound up voluntarily with Mr. J. A. Stoneham, of 90, 
Cheapside, E. C., as liquidator. All claims must be made hy 
August 31st. 

ALLAN ELECTRICAL BvNDICATE, LTD. — This company is winding 
up voluntarily with Mr. H. Garton Ash, of 52, Coleman Street, E. C., 
as liquidator. 

LLANELLY TBAMWAYS8 Co., LTD.—A . meeting to hear an account 
of the winding up is to be held at 32, Stepney Street, Llanelly, on 
August 27th next. 

Cross & Cross, electrical engineers, Pleck Road, Walsall.— 
The partnership between Mr. F. W. Cross and Mr. A. A. P. D. 
Stone, trading as above, has been dissolved; Mr. Stone will attend 
to debts. 

DorrEB ELEOrRIO Traction, Lrp.—Notice is given that a 
meeting of creditors will be held on August 5th at the oftices of 
the liquidator, Mr. W. S. Ogle, to determine whether application 
shall be made to the Court for the appointment of another 
liquidator or of a Committee of Inspection. 


£l each. 
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RR DBS ErEcTBICAL Co., Lro.—Creditors are required to for- 
ward particulars of claims before September. 7th: to the liquidator, 
Mr. D. 8. Fripp, 90, Cannon Street, E. C. "v 

ILLUMINATED 8:008, Ltp.—Notice is given of the first meeting 
of: creditors on August 7th, at 132, York Road, 8.E. 


Sale.—The sale of the surplus plant of Messrs. Marconi’s 
Wireless Telegraph Co. has, been postponed to August 5th. See 
our advertisement pages. 


LIGHTING’ and POWER NOTES. 


Bisley.—An electric lighting installation has been pro- 
vided at Bisley Camp for the illumination of the N.R.A. offces. 
The Woking Electric Supply Co. received instructions to proceed 
with the contract for installation on June 27tb, the supply to be 
provided by July 8th. Notwithstanding that two miles of cables 
had to be delivered and laid in 114 days, the work was completed 
under the direction of the engineer, Mr. J. G. McLean, in a day less 
than the specified time, and the light was available on July 7th. In 
addition to lighting the offices, energy is used to drive a linotype 
machine and a cinematograph. 


Beckenham.—The Council, on Monday night, decided 


to apply to the L.G.B. for sanction to a loan for changing . 


over the street. lighting from incandescent gas to electricity. 
The Council bas been experimenting with lamps of the 
metallic filament variety of late, and, providing the tests 
are satisfactory, will proceed with the application. On this 
subject a letter was reported from the South Suburban Gas Co., 
who, as ratepayers, stated that they would have no reason to com- 
plain if the streets could be lighted by electricity giving an equal 
light for less cost or a better light for the same cost. They sug- 
gested that they should be allowed to try inverted incandescent 
burners, 80 as to give a demonstration of their advantages for street 
lighting. The Committee recommended that the proposal in the 
latter part of the letter be accepted, on the conflition that the experi- 
ment was carried out by the company at their own cost. 


Brighton.—The Electricity Committee of the T.C. has 
arrived at an agreement for the supply of electricity for five years 
to the London, Brighton and South Coast Railway Co., at a fixed 
charge of £750 a year, plas ‘56d. per unit metered. The cost of 
laying mains to give the supply i8 estimated at £4,000. 


British Columbia.—At a recent meeting of the Insti- 
tution of Mining Engineers, Mr. F. Keffer, in discussing the 
question of mining in British Columbia, stated that steam had 
practically been displaced in the Boundary district. Power is 
supplied from a plant some 25 miles distant from the centre of the 
district, and also from a station 85 miles distant. 'The former 
plant can generate from 2,000 to 3,000 H. p., which is transmitted at 
20,000 volte. The latter plant can generate from 12,000 to 
15,000 H.P., and the power available at the falls is said to be 
60,000 н.Р. The line voltage st present is 40,000 volte, although 
arrangements are made for bringing this up to 60,000 volts, should 
occasion require it. Some of the motors erected at the mines are as 
large as 600 E. P., опе of this size and another of 500 н.р. being 
used to drive air compressors. Motore up to 100 н.р. run the 
crushers, and several of the haulages are electrically driven. 


Cambridge.—F or some two years past the question of 
the lighting of Fulbourn Asylum has caused considerable discus- 
sions at the meetings of the visitors, but at the last meeting, held on 
Monday, it was unanimously agreed that it be a recommendation 
to the Cambridge County Council, the Isle of Ely County Council, 
and the Cambridge Town Council, that the institution be lighted 
by means of electricity. In its report to the above Councils, 
the Lighting Committee explained that the Cambridge Elec- 
trig Supply Co. was prepared to supply all mains on payment 
of an annual sum of £96, and 12,000 units for £200 and further 
energy beyond 12,000 units at 124. per unit, while it was also 
prepared to clean and maintain the lamps and shades for a further 
annual payment of £52. The scheme would involve an outlay by 
the three bodies mentioned above of £2,100, divisible as follows: 
The County, £597 ; the Isle, £712; and the borough, £490, 


Continental Notes.—BrLcitm.—According to the 
Financial News, negotiations have been commenced in certain 
quarters with a view to creating a national electricity company for 
the purpose of eupplying light and power to the whole of Belgium. 
The promoters state that the Government has approved the general 
principle of the scheme. 

NonwaY.—A strongly financed syndicate has recently acquired, 
by purchase, the large waterfalls of the Aardalriver in Sogn, on 
the west coast of Norway, which river is the only outlet from the 
lake Tvin in the mountains of Yotunheimen. In order to obtain 
a constant supply of water during the whole year, it is intended 
to dam up the lake Tyin, which, in this case, will become one of 
the largest and most valuable water reservoirs in Norway. The 
future intention of the syndicate is to build large electrical works 
for the purpose of exploiting one of the processes recently invented 
for extracting nitrogen from the air by menns of electricity. 


^ 


"The carbide factory at Odda, in Hardanger (Norway), has now 
come into full work, and about 600 workmen are constantly 
employed. 

‘The production of carbide is proceeding satisfactorily, and at the 
same time experiments are being made with & new compound of 
carbide for manuring purposes. These experiments have, however, 
not met with much success up to the present, and several accidents 
have happened; the electrical transformers have repeatedly been 
totally destroyed, and the work in this part of the manufactory has 
several times had to be discontinued. 

BULGABIA.—À company is being promoted here for the supplying 


of Sofia with electric power and light. The capital of the company 


is to be 3,500,000 fr. 

ITALY.—A company has just been formed at Cavaria with a 
capital of £8,000, and the title La Società Elettricita e Forzi 
rely to establish an electricity generating station in the Val 

Arno. 

The Italian Government Gazette gives эп extract from a recent 
statement by the Minister of Agriculture, Commerce and Industries, 
on the electrical installations authorised in 1907, from which it 
appears that 226 plante were authorised for electric traction during 
the twelve months. This, compared with the preceding year, 
represents a decrease of 13. Eighty-eight generating stations with 
new plant were authorised, or 37 less than in 1906. The equip- 
ment of the stations represents a total capacity of 18,000 kw. 
According to districte, the greatest increase is noted to have taken 
place in the Piedmont and Lombardy, and the most important 
station equipped during the past year was that erected by the 
Hydro Electric Co., of Liguria, at Isola, near Parma, with a total 
capacity of 6,300 xw. | 

Dover.— It was reported to the T.C. on July 21st that a 
canvass of residents at St. Margarets-at-Cliffe was favourable to 
the electric light mains being extended to that place. The esti- 


mated cost is £3,000. Further particulars are to be obtained prior 
to the extension being decided upon. 


Dundalk.— The U. D.C. is considering the electric light- 
ing of the town, and is about to invite proposals to that end. 


Dunstable.— Messrs. Foote & Milne, Ltd., having inti- 


mated that they intend applying for a prov. order for electric light- 
ing, the T.C. has resolved to oppose the application. The Council 


, has also resolved not to entertain an offer from Mr. F. T. Bennett, 


of Southend, to establish electricity works in the borough. 
| Edinburgh.— Recently a recommendation of the Elec- 


tricity Committee in favour of reducing charges for electric 
lighting, in view of a £7,000 surplus on last year's working, was 
carried by 24 votes to 11. The present charge is only 3d. per unit. 

On the 22nd inst. the Committee agreed, by six votes to five, to 
apply the whole of the electric lighting surplus, £9,794, to the 
relief of the rates. A motion that the amount should be applied in 
reduction of capital was negatived. 


Greenock.—For some time past the Admiralty has 
been in communication with the T.C., as to the terms for 
the supply of electricity for lighting and power at the new 
torpedo factory. A report was submitted to the T.C. by the 
members who had. waited on Admiralty officials in London, 
to the effect that the latter had conceded all that the Corporation 
asked with the exception of minimum payments, and had agreed 
to take from the Corporation all the electrical energy required for 
power and lighting purposes for 14 years, the Corporation to supply 
energy up to a maximum demand of 200 xw., with such increase as 
might reasonably be demanded. A formal agreement between the 
Admiralty and the T.C. was authorised to be completed on the 
above lines. 


Haslingden.—The B. of G. on Monday discussed the 
amended offer of the Rawtenstall Corporation to supply energy 
for the lighting of the new workhouse by electricity. The rates 
were :—For 15,000 units, 32d. per unit; for 20,000 units, 38d. per 
unit; for 25,000 units, 3d. per unit; and for 30,000 unite, 264. per 
unit. Mr. T. Woodcock moved, and Mr. H. Tomlinson seconded, à 
resolution accepting any offer by the Rawtenstall Corporation for 
the supply of current at a fiat rate of 3d. per Board of Trade unit, 
with а five years’ agreement on either side. This was carried 
despite a motion that the Board should generate its own elec- 
tricity. A further quotation was requested for the supply of 
electricity for power purposes, by Rawtenstall. 


HMford.—The U.D.C. has received from the L.G.B. 


sanction to a loan of £27,000 for electric light purposes. 


London,—Woorwicu.—The B.C. bas decided to extend 
PE EE mains to Court Road, Eltham, at an estimated cost of 

BERMONDSEY.— The seal of the Council has been affixed to 
contracts with (1) Babcock & Wilcox, for boiler; (2) Deane and 
Beale, for an evaporator condenser; (3) Siemens Bros., for 8 
dynamo. The Council resolved to ask the M.P.'s for the borough 
to oppose the London and District Electricity Supply Bill, and 
appointed delegates to a deputation which is to ask the President 
ot the Doard of Trade to reintroduce the Supply of Electricity Bill. 
The Electric Light Committee submitted its report for the year 
ending March 31st, 1908, and estimates for the current year. The 
gross and net profits for the year ending March 31st last were 
£9,857 and £888. The total borrow ings for the undertaking amount 
to £145,599, of which £6,812 has been repaid. Receipts from the 
sale of current amounted to £14,269. .The following are com- 
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parative figures for the years ending March 31st, 1903, and March 
31st, 1908 :— Units generated, 358,776 and 2,972,191; sold for 
public lighting, 100,165 and 569,678; sold to private consumers, 
984,158 and 2,672,617; total maximum supply demanded, 235 kw. 
and 1,055 kw. 

L.C.C.—The Parliamentary Committee reported to the L.C.C. on 

Tuesday, in regard to the London Electricity Bills, as follows:— 
" We understand that the second reading of these Bills in the 
House of Commons is to be taken before the House rises, and that 
the President of the Board of Trade will move instructions to tbe 
Committee dealing with the Bills to the effect tbat the Council 
shonld be named in the London and District Bill as the purchasing 
authority, and also to the effect that the Committee should be 
empowered to insert a clause in the other Bills, transferring on 
equitable terms to tbe Council, the purchasing powers now vested 
in the borough councile and City Corporation. 
: “The Council has no wish or desire to take away from the 
borough councils any powers now vested in them, but undoubtedly 
great difficulty is presented by the fact that each borough at present 
bas, generally speaking, power to buy only those portions of the 
undertakíngs of the companies which are actually within its own 
ares. The result is, that in many cases the purchasing rights 
extend to parts of systems only and are wholly ineffective. This 
will be remedied by the proposed transfer to the Council, and so 
long as this takes plece on terms equitable to the borough councils, 
we see no reason why the Council should oppose the proposal of 
the Board of Trade. 

" We presume that if the consolidation takes place, it would be 
open to the Committee to consider the question whether the 
borough councils should have the right of repurchasiog from the 
Council the distribution system within their own areas." 

MaRYLEBONE.—The financial statement of the second complete 
year of the B.C.'s electricity undertaking, shows that the total capital 
expenditure at March 31st last amounted to £2,008,108, of which 
£42,503 was expended during the 12 months. The loans received 
during the year ended March 31st amounted to £92,692, making з 
total borrowing of £1,984,092 (after allowing for £15,000 received 
from the Metropolitan Electric Supply Co. for tbe purchase of 
motor-generators). The total repaid at March 318 was £28,873 (or 
£43,873, including the £15,000 mentioned above), leaving a net 
liability as regards mortgage debt of £1,955,218. The gross revenue 
amounted to £151,778, and, allowing for bad debts, the grots 
income totalled £161,492, compared with £158,459 for the previous 
year. Of this, working expenses, management, &c., absorbed 
£50,920, and special expenses brought the total charges on revenue 
account up to £57,659. The ordinary costs per unit sold averaged 
1389d., compared with 1'45d. for the previous year; generation 


costs were reduced from 77d. to 731d., due to more economical 


methods of working generally; but distribution ezpenses show 
a slight increase—‘23d., compared with 22d. for the previous year. 
The average price charged for current to private consumers, 
worked out (including meter rents) at 4:38d., compared with 47d., 
the average yield for the previous year, and 5'15d. for the year 
ended March, 1906. The net increase in the number of units sold 
was 629,175. The net increase of sales to private consumers was 
543,532 units, or nearly 7 per cent. With regard to the net 
revenue account, there was a deficiency on the year's working of 
£3,136. The shortage, say the Committee, is mainly due to the 
lower average price now obtained. The Committee feel assured, 
however, that the lower charges now made аге creating а fresh 
market for the development of the undertaking, and that the 
tariff generally is perfectly sound. Energies must now be devoted 
to increasing the sales and stimulating the demand in order that 
the heavy standing charges may be spread over a broader basis. 
The balance in hand at March 31st, 1907, was £29,325, out of which 
the deficiency will be met, leaving a credit balance at March 31st 
last of £26,189. li 

GazENWwICH.—In a report upon Major Cardew's experiment of 
deodorising sewer gases by means of an ozone generating apparatus, 
suspended, in each manhole and supplied with energy from the 
street mains, the Public Health Committee stated that although 
the apparatus might deal with the normal flow of sewer gas, it was 
doubtful whether it would treat effectively gas coming from sewers 
at high pressure. Major Cardew estimated the cost of a single 
Installation, including cables and street work at £30, and the up- 
keep, provided not less than 20 apparatus were installed, at £3 per 
installation per annum. It would only be necessary to install the 
apparatus for about 60 days per annum, and, therefore, the cost per 
manhole wonld not exceed £4 per annum. 


Morecambe.—A case was heard at the County Court 
recently, in which the Corporation sued Mr. W. Pyrah for the 
Tecovery of £30 for electricity supplied during the quarter ending 
the year 1906. The point in dispute, which has dragged on for two 
years, appeared to be that the charge was considered very excessive 
compared with corresponding quarters, and Mr. Pyrah objected 
to pay the amount. According to the Morecambe Visitor, the defend- 
ШЕ solicitor argued that the judge had no jurisdiction to try the 
case, but that it could only be dealt with by an electric lighting 
inspector appointed by the Board of Trade, at the request of Mr. 

Yrah and several others, This inspector would act as an arbitrator 
and decide between the parties what the amount would be. How- 
ы the Corporation won the case, for his Honour decided that 
2e had jurisdiction to try the case. The judge argued that the 
Mspector who was only appointed in March of this year could not 

etermine whether the meter was right or wrong during the 
Дш ending 1906, which was two years earlier. Mr. Ругаһ will 
15 hare to pay the amount, together with costs. The case is 
Testing, since it has settled the Corporation's standing with 
regard to disputes on electric light. 


Motherwell.—The total energy sold during the past 


year's working amounted to 1 964,683 units. The revenue was 
£12,039, and, after meeting working and financial charges, the net 
profit was £859, 

Plymouth.—A return has been presented to the Cor- 
poration of the working of the electricity undertakiog for the 
quarter ended June. It showed a sale of 482,355 units, and 
estimated receipts £4,764, compared with 435,967 units sold 
and £4,556 received in the corresponding quarter of last year. 
For the first time the return recorded a considerable reduction in 
the use of energy for private lighting, the consumption being 
9,500 units and the receipts £200 less than last year. This loss 
was, however, more than made good by the large increase of 
25,000 unite in the consumption of energy by the Corporation 
trams, which yielded an increased revenue of £330. There was 
also a satisfactory increase in the use of energy for private motors. 


St. Helens (Isle of Wight).—The U.D.C. bas accepted 
the tender of the Isle of Wight E.L. & Power Co. for public lighting 
at Seaview, Nettlestone, Priory Bay and Springvale, for five years, 


at 508. per lamp per annum. 


Southampton,— The T.C. has decided against the 
recommendation of the Electricity Committee that Parliamentary 
powers be obtained to carry out free and assisted wiring, hire out 
lamps, &c., at a rental or on the deferred-payment system. 


. South Stoneham.—The P.C. has informed the R.D.C. 
that it sees no objection to Soutbampton Т.С. obtaining powers to 
supply electricity to the parish, subject to the R.D.C. being entitled 
to purchase that portion of the undertaking by arbitration. 


Tonbridge.—A L.G.B. inquiry was held on July 28rd 
into the application of the U.D C. for a loan of £4,200 for electric 
light purposes, including £966 for 150-xw. steam dynamo, con- 
denser and spare armature ; £308 for steam and water pipes; £246 
for switchboard extensions; £120 for extension to economiser; 
£540 for Lancashire boiler, &c.; £612 for past expenditure on 
mains, &с.; and £887 for future extensions to mains, &c. There 
was considerable opposition, and the inspector striking out several 
items, reduced the sum applied for to £3,600. | 

Watford.—The С.р C. has decided to apply to the 
L.G.B. for a loan of £1,575 for a surface condenser, with pumps, 
pipes, &c., superheaters, pipes for cooling water, &c. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—The annual report on the working of the 
tramways, shows that the total revenue for the year 1907-8, 
amounted to £71,930; the working expenses were £38,669; 
financial charges amounted to £18,341, and the balance to £14,920, 
which latter compares with £13,423 in 1906-7. Altogether 
1,566,119 car-miles were run, aud 17,517,304 passengers carried. 
The surplus went to the renewals fund which now stands at 


£31,809. 

Argentine.—The Senate of the Province of Buenos 
Ayres has, after some two yeara' delay, approved the Bill authorising 
tbe electrification of the tramways in the City of La Plata. 


Australia.—A tramway strike began unexpectedly at 
Sidney on the 24th inst., some 3,000 men being concerned. The 
cars were left standing in the principal streets; the cause of the 
strike is stated to be the dismissal of a conductor for alleged dis- 
honesty. A modified service, run by non- unionists, was put into 


operation on the 25th, when the cleaners and shed hands, also 


mauy of the power station employés, came out on strike. It is 
stated that the railway drivers and firemen may be drawn into the 


dispute. 
Belfast.—At a T.C. meeting last Friday it was decided 
by a large majority to cancel the recently-instituted halfpenny 
fares and stages, and put into operation the stages and fares recom- 
mended three years ago by Mr. Nance, manager. The recent 
innovation resulted in a direct loss of about £300 per week. That, 
however, has not ended the trouble, as a protest has been lodged 
against the alteration in the fares and stages, on the grounds that 
these can only be altered annually under Sec. 68 of the Belfast 
Tramways Act, 1904, and therefore the cancelled fares are the legal 
ones, they having been the first arranged after the annual meetiug. 
At a meeting on the 27th inst. the legal point raised was discussed 
and submitted to the town clerk, Sir Samuel Black, for consultation, 


Blaydon -The U.D.C. has asked the Newcastle-on- 
Tyne T.C. to extend the electric tramways from Scotswood to 
Blaydon, and the matter is being considered by the Tramways 


Committee. 
Brentford.—At the meeting of the U.D.C. on the ?1st 
inst., the report of Col. Yorke, of the Board of Trade, upon his 
inspection of the London United Tramway Co.'s lines in High 
Street, Brentford, was read. Col. Yorke stated that the rails were 
much worn and parts projected well above the road surface. He 
found that a special raised lip had been fixed to to metals at crosa- 
ings; such raised lips had always been objected to by the otlicers of 
the Board of Trade, and they were quite contrary to the Act 
of Parliament, which said, That the rails shall be upon a level 
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with the roadway." The points were in bad condition, being 


worn in many places to an undue degree, and the woodwork 


between the track was in bad condition, but he could not specify 
the places, as they were во many. The condition of the track was 
a source of inconvenience to the ordinary traffic and a possible 
danger to motor-cars and bicycles. He found that “there had 
been default in maintaining and keeping in good condition and 
repair во as not to be a danger and inconvenience to the ordinary 
traffic.” He recommended that the company take steps to put the 
track into order." The members of the U.D.C. considered the report 
fully maintained the position they had taken up, and that they 
could sue the company for penalties, but they decided, before taking 
any action, to ask the company for an undertaking to do all that 
was necessary to comply with Col. Yorke’s recommendation. 


Bury.—At a meeting of the T.C. last week a proposal 
to extend the Radcliffe tramway lines to Little Lever was reported. 
In the event of the Little Lever Council deciding to construct the 
lines, the Bury Corporation will work them at a cost equal to the 
working expenses. 

The traffic receipts on the different sections of the Bury tramways 
from April 1st to July 12th, 1908, amounted to £18 137, as com- 
pared with £16,322 in the corresponding period of 1907, an increase 
of £1,814. 


Continental Notes. — AUsTRIA.— After prolonged 
negotiations, the Vienna City Council has agreed to take over the 


tramways and omnibus services of the Vienna General Omnibus ' 


Co. at a total price for buildings and stock of about £58,350. 

HUxdaBT.— The Gesellschaft für Elektrische Unternehmungen, 
of Budapest, is forming a separate company to construct the Bac- 
Budapest-Godolloer electric railway, the working of which will be 
undertaken by the Hungarian State Railway authorities. 

Spain.—Plans for the construction of an electric railway from 
Valiadolid to Toro, in the Provinces of Zamora and Valladolid, are 
being prepared. 

GERMaARNY.—An electrical fire service car is to be added to the 
equipment of the Fire Brigade of Aix-la-Chapelle. 

Messra. Siemens & Halske, of Berlin, are interested in a scheme 
for the construction of an electric tramway between Bochum, 
Harpen and Gerthe. 

Pians are being preparéd in respect of a projected electric tram- 
way between Dresden and Klotschke. 

Iraty.—A company has just been formed in Ancona, with a 
capital of £22,000 and the title La Sociéta Tramvie Imprese 
Elettriche. 


Conway.—On behalf of the Light Railway Commis- 
sioners, à public inquiry was held on Saturday relative to an appli- 
cation upon the part of the Dolgarrog Aluminium Corporation for 
an order, amongst other taings, to construct a railway. It is pro- 
posed to make the railway 34 miles in length, to be named the 
Abbey, Dolgarrog and Trefriw Light Railway, and to be worked by 
electrical energy. Powers were also sought to abstract and direct 
certain waters from the Afou Dulyn river in order that water-power 
might be utilised for the purpose of generating electricity to work 
the line. It was stated for the promoters that the capital expen- 
diture of the scheme would amount to £200,000, and, practically 
speaking, there was no serious opposition to it other than a desire 
upon the part of certain parties to introduce protective clauses into 
the Order. 

The Commissioners intimated that they agreed to the Order for 
the railway being granted, subject to an agreement being entered 
into concerning the acquisition of a small mill at Talybout or its 
water rights, and also on the distinct understanding that the line 
would be continued to Trefriw, and not only so far as the aluminium 
works. l 


Hudderstield.—The financial statement respecting the 
Corporation tramways for the quarter ending June 30th is of a very 
satisfactory character, the rate of profit earned for some time past 
being well maintained. The capital outlay to date is £412,902. The 
income for the quarter is £22,110, or 10'45d. per car-mile, against 
£21,295 and 10°92d. for the corresponding period of last year. The 
total working expenditure amounts to £11,421, or 5°40d., com- 
pared with £10,198 and 5 23d. last year, leaving a gross surplus of 
£10,689, or 5:054. per car-mile, against £11,097 and 5'69d. for the 
corresponding quarter of 1907. Rent of leased lines (Liuthwaite), 
4301; interest on capital, £3,254 ; and redemption of debt, £2,467 
—a total of £6,022. After providing £3,097 for depreciation 
(3 per cent.) there is a net surplus of £1,570, or 74d. per car-mile, 
compared with £2,031 and 104d. last year. The reserve or 
renewals account stands at £45,706. The miles run this quarter 
were 507,980, compared with 467,899 in the corresponding period 
of last year. 


London.—1..C.C.— At Tuesday's meeting, the Highways 
Committee presented a report on the working of the Council’s 
tramwavs during the year ending on March 31st last, from which 
the following deta 18 have been obtained :— 


Miles in operation : 


Electric traction ... T" s € e. 65d 
Horse traction... TT беа са .. 513 

119; 
Total capital expenditure... .. £8,414,590 

Debt repaid : 

Out of revenue T a 819,376 
From sale of materials, &c. a 264,515 
Debt outstanding ... ‚ 7,203,139 


The receipts and working expenses for the year were as follows: 


Electric Horse 

traction. traction. Total. 
Total receipts ... £1,274,660 £388,371 £1,663,031 
Working expenses 724,381 445,734 1,170,115 


Surplus on working ... Td m on £192,916 
Against the surplus have to be set the following charges :— 
Debt charges— 


Interest (gross) ... £233,821 

Repayment 216,203 
| — — £450,024 

Income-tax (after crediting £11,691 for tax retained 
from interest on debt) га 85 E 82 3,309 
Interest on purchase- money i E ee 423 
Parliamentary expenses ке pud эз e 2,950 
Deficiency on Drake Buildings (re-housing obligation) 96 
£456,202 
Less net interest on cash balances, &c. T às 8,692 
i . £447,510 


Deducting this amount from the surplus of £492,916, there isa 
net balance of £45,406, which, together with £5,923 brought for- 
ward from the previous year, has been carried to the renewals fund. 
In the case of electric traction, the operating expenses are equiva- 
lent to 6:79d. per car-mile, as compared with 7:064, per car-mile in 
1906-7, and the working expenses in connection with horse traction 
represent 10°73d. per car-mile ran. Considerable loss was sustained 
during the reconstruction of horse lines for electric traction, as not 
only were some of the routes entirely closed, but sections of other 
routes had to be closed, and this disorganised the whole traffic on 
important through lines. The following are the details of the 
year's traffic :— 


Electric Horse Б 

traction, traction. Total. 
Number of passengers 279,166,461 93,349,293 372,515,754 
Number of car-miles run. 25,391,028 9,970,161 35,561,189 


The total number of units generated during the year at the 
Greenwich generating station was 51,805,633, and the cost amounted 
to 570d. per unit, including interest and sinking-fund charges, as 
compared with a cost during 1906-7 of 676d. per unit. These 
figures relate to cost of generation only. 

SrokE Newincton.—The B.C. has decided to call upon the 
London County Council to put in hand at once the electrification of 
the Green Lanes tramway line. 

WooLWICRH.— The B. of T. has inspected the new section of tbe 
L.C.C. tramways from Plumstead Church to the county boundary 
at Abbey Wood. The new line gives a connection with the Erith 
Council's tramways, reaching almost to the Gravesend system. 


Lowestoft.—Recently considerable discussion oecurred 
at the T.C. meeting, on a proposal to institute a universal 2d. fare 
on the tramways during the month of August, workmen's and 
children’s fares remaining at 1d. Eventually it was decided to 
retain penny fares as at present. 


Manchester.—It is announced that the Manchester 
Tramways Committee has decided not to begin work on the Sale 
to Northenden line (for which Parliamentary powers were obtained 
some time ago) during the present year. The work will necessitate 
a good deal of road widening. The intention is, ultimately, to link 
up this route with Palatine Road and Cheadle. 


Penarth.—The District Council is contemplating seeking 
powers to run an electric tramway from Penarth to Cardiff, and it 
is probable that a poll of the ratepayers will be taken on the 
question at an early date. 


Rochdale.—The local Tramways Committee is proposing - 


to extend the Healey route to Whitworth, in addition to inaugurat- 
ing through-running to Bury. 


West Bromwich.—The annual report of the receipts 
and expenditure in connection with the Corporation was issued on 
Monday, in which it was stated that in connection with the tramway 
department the expenditure to date was £117,755. The amount 
received as rent up to March 31st, 1908, was:—South Staffordshire 
Tramways Lessee Co., £6,979; Birmingham and Midland Tram- 
ways Co., Ltd., £1,627 ;. total, £%,606; and there was a surplus 
£l us repairs account of £58. There was a deficit on March 31st of 
£1,092. 


West Шат, —Тһе accounts of the Corporation’s tram- 
way undertaking for the financial year ended March 31st, which 
have just been issued, show expenoiture totalling £76,717. The 
total income credited to the revenue account amounts to £121,013. 
The gross profit carried to net revenue account amounta to £43,831. 
A balance totalling £25,945 on the net revenue account has been 
carried to appropriation account, Agaiast this sum are chargeable 
items of £9,945 for contributions to sinking fnnd, and to capita 
account, pending permanent borrowing; £2,520 in respect of 20 top 
covers to cars, a bonus scheme, and certain establishment charges; 
and £5,378 for relicf of rates. After debiting these amounts, 
there remains a balance of £86,101, and of this it is proposed that 
£7,436 should be applied to reserve or rencwals fund, and 
the remainder to the expenses of obtaining the provisional order, 
1907. The sum to credit of the reserve and renewals fund at 
March (including the £7,436 mentioned above) is £27,711. In this 
connection the borough treasurer hag reported that although а con- 
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 tributionhas been made each year to the fund, no fixed principle 


n adopted by the Electric Lighting and Tramways Com- 
mitte with "eund to the amount which should be set aside 
annually, The Committee has now referred the matter to the 
borough treasurer, borough engineer, and tramway manager, to 
bring up a report on the matter for consideration before tbe close 
of the present financial year. With regard to capital account, the 
treasurer's statement shows that the total net capital expendi- 
tore to date amounts to £508,785. The expenditure during the 
year was £6,900, made up mainly in respect of contracts for erection 
of car-sheds, offices, provision of cars, &c. | 


Whitworth.—The extension of the Rochdale tramways 
into the Whitworth district is at present under the consideration 
of the Kochdale Council. Bases of negotiation have been agreed 
upon between the Tramways Committee and the Whitworth local 
authority, and a meeting will shortly be held, at which it is 
expected definite arrangements will be made. 


TELEGRAPH and TELEPHONE NOTES. 


Bulgaria.—By arrangement with the Russian Govern- 
ment, a cable has been laid between Varna and Sebastopol. The 
Bulgarian Government is also negotiating for the installation of the 
Marconi system of wireless telegraphy at Varna. 


New Telegraph Stations.—The Egyptian Adminis- 
tration states that telegrams for Kadugli may now be accepted, but 
that they must be addressed “ Kadugli Talodi,” which counts as 
two words. Offices have been opened to the International Tele- 
graph service at Farm Voigtland and Hohewarte, in German 
South-East Africa, and at N yanga in Cameroon. An office has also 
been opened at Kpandu, in Togoland, and the African Direct Tele- 
graph Co. announces that telegrams may now be accepted for 
the following places, viz. :—Baro, Katcha, Kuta and Offa, in 
Northern Nigeria; at Ede Ilegbo, Ikerun, Iwo, Lalupore Okuku, 
Olodo, Origo, Oyo Road and Skaki, in Southern Nigeria. In the 
latter division offices have also been opened at Ito and Uwet, The 
station at Old Calabar is now known as Calabar. The following 
offices in Southern N igeria have been closed :—Akwanaja, Dongeru, 
Fort Goldie, Kerana, Odeni, Shonga, Stonga, Saki, Wushishi, 


Opeji, Arigbajo and Lagia. The Gold Coast also owns two more 


telegraph offices—viz., at Tamale and at Wa. 


New Zealand.—The telegraphic system of this Colony 
increased by 1,633 km, of line and 5,380 km. of wire during the year 
1906-7, and attained a development of 14,415 km. of line, and 
43,520 km. of wire, while the number of offices increased from 
1,200 to 1,447. The system dealt with 6,160,080 private and Press 
telegrams, and 236,252 Government telegrams, making a total of 
6,396,332 telegrams, an increase over the previous year of 756,113. 
The average per person for telegrams sent, is 6:84. The Pacific 
cable took 25,980 ordinary and 36 Press telegrams to Australia, а 
total of 25,316, while the Eastern Extension Co. captured 3,431 
ordinary, and 153 Press, or a total of 3,584 telegrams. It will 
thus be seen that the collections of the Pacific Cable 
of traffic for Australia exceed the Eastern very largely. 


Ав regards traffic .from New Zealand to other countries than 


Australia, it is found that while the Pacific cable captured 68,919 
ordinary, and 682 Presa telegrams, the Eastern Extension Cable 
Co, captured only 8,091 ordinary, and 994 Press telegrams; the 
total collections оп all traffic originating in New Zealand are 
34,867 by the Pacific, and 12,669 by the Eastern Co., tbus showing 
the Pacific cable has a strong hold in New Zealand. The 
cable traffic for the year 1906-7 exceeded the previous year’s figure 
by 14,949, Ordinary traffic to New Zealand increased from 81,717 
to 95,568 telegrams, of which 67,216 were carried by the Pacific 
cable and 28,352 by the Eastern Extension Co., so that even here 
the Pacific cable captures about 66 per cent. of the traffic. Traffic 
Feceipts increased owing to the increase of traffic, and stood at 
5,167,669 fr., as compared with 4,609,232 fr. for 1905-6 ; an increase 
of 437,175 fr. The New Zealand system collected on behalf of 
other administrations а sum of 1,469,242 fr. 
Telephones.~From 1,425 km. of line and 20,605 of wire the 
system гове in 1907 to 1,525 km. of line and 24,272 of wire, the 


increase being 261 km. of line and 6,528 of wire. The number of 


subscribers to the telephone service increased from 15,333 in 1905-6 | 


to 17403 in 1906-7, or by 2,070. Wellington claimed 2,706 of 
these; Auckland, 2,224; Christchurch, 2,162; Dunedin, 1,995; 
Wanganui, 529; Napier, 497 ; Lisborne, 466; Invercargill, 457 ; 
Palmerston North, 451; and New Plymouth, 347. Receipts rose 
from 2,238,552 fr, in 1905-6 to 2,520,950 fr. in 1906-7, an increase of 
281,798 fr, Expenditure on account of the Telegraph and Telephone 
etvice, exclusive of subsidies for cable communication, amounted 
to 6,914,515 fr. in 1905-6, and to 7,283,991 fr. in 1906-7, an increase 
369, fr. The expenses for maintenance absorbed 2,329,832 fr., 
КАЛЕ 2,226,178 in the previous year. Up to March 31st, 1907, the 
т had spent 33,106,114 fr. on account of construction. The 
élephone services gave a return of 3:47 per cent. on the capital 
diture of 10,502,215 fr., the surplus being 364,694 fr. | 
total financial results were: Receipts, 8,125,194 fr.; expendi- 
=, 7,283,991 fr. ; surplus, 841,203 fr.—Journal Télégraphique. 


Pollak-Virag Telegraph.—This system, by which 


40,000 words an hour can be transmitted, and received in written 
characters, is on view at the Franco-British Exhibition, and has 
excited the daily Press. It was fully described in our pages in 
March and October, 1900. 

Radio-Telegraph Convention,—The Berlin Conven- 
tion of November 3rd, 1906, with the Protocol, &c., has been ratified 
by the Governments of Germany, Belgium, Brazil, Bulgaria, 


Denmark, Spain, Norway, Holland, Roumania, Sweden, Japan, | 


Mexico and Great Britain, and by the latter country.also on behalf 


of Canada, Australia, New Zealand, Cape Colony, Natal, Transvaal 


and British Indies, and its other colonies and protectorates. 


Switzerland.—Tne telephone is coming into general use 
in Switzerland. There are 59,100 subscribers to the Federal tele- 
phone system; 35,755,500 local conversations and 7,978,500 trunk- 


line calls are made during the year. 
Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED. REPAIRED, 
Curacao-Coro 
Curacao- La Gua Closed .. Реа is .. Jan. 12, 1906 .. T 
Curacao- Maracaibo 
Tarifa-Tangier ee ee! ee ee ee ee Jan, 18, 1904 ee ee 
Port Arthur-Chifu (Closed) ee ee ee ee Mar. 9, 1904 oe ee 
May 18, 1908 


Las Palmas—Arrecife .. z „% ё T T - 
Cayenne-Salinas ., ёе iv T. s .. May 9,1908 .. July 24, 1908 
Pera-Dardanelles a E EN bs .. May 20, 1908 .. m 
Sierra Leone-Accra Е re > s .. May 28, 1908 .. 
Cadiz-Tangier ° oe ee ee ee June 8, 1908 oe 


Kwandang-Menado 22 "E Ps ex .. July 9, 1908 
Cotonou-Grand Bassam - ò АН .. July 20, 1908 
Djedda-Souakim ea е e Jaly 27, 1908 . 


Wireless Telegraphy.—The Oficial Gazette of Italy 
announces that the Government bas received a telegram from the 
man-of-war stationed at Mombasa, the Staffetta, stating that the 
radio-telegraph stations at Mogadiscio, Merka, Brava and Giumbo 
have been opened, and are in regular working order. By means of 
the British wireless station at Lamu the messages are transmitted 
from Kisimaio to Mombasa, to the vessels of the Italian navy at that 
port. 

It is reported that the battleship Connecticut has succeeded in 
communicating with the wireless station at San Diego from a 
distance of 2,000 miles. | 

The Mersey Dock Board has decided to fit the North-West light- 
vessel and Bidston lighthouse with Marconi installatiens. 

Last week successful experiments were made near Berlin with 
the dispatch of wireless telegrams from a dirigible balloon. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Algiers.—August 6th. Contracts are open for three 
years’ supply (65,645 pieces) of impregnated wooden telegraph poles 
for the Algerian Telegraph Service. Particulars can be obtained 
from the Inspector-General, 12, Rue Dumas d’Urberville, Algiers, 


Australia. — ADELAIDE. — August 26th. The Post- 
master-General requires tenders for 9 tons hard-drawn copper wire, 
200 Ib. per mile, specification No. 3; 3,000 copper tapes for 200-lb. 
wire, and No. 5 insulators, as per specification No. 195, to be 
packed in bundles of 100 each; 3,000 copper binders for 200-lb. 
wire and No. 5 insulators, as per specification No. 195, to be packed 
in bundles of 100 each ; and 3,000 No. 5 insulators. Specifications 
may be inspected at the ELECTRICAL Review office. 

ADELAIDE.—September 9th. Tenders are invited by the Deputy 
Postmaster-General, Adelaide, for the supply of one numbering 
machine and one machine for stamp perforating. Tenders must be 
sent in on the proper forms, obtainable at 72, Victoria Street, 
Westminster, S.W. The machines must be fitted with electric 
motors. » 

BnRisBANE.—- August 24th. The Postmaster-General requires 
tenders for iron, copper and covered wires, as per schedule 56, 
insulators, as per schedule 54, and ironwork, as per schedule 53, 


Belgium.— August 11th. The municipal authorities of 
Louvain are inviting tenders for the concession for the supply of 
electrical energy for public and private lighting and power purposes 
in the town, Full particulars can be obtained from Le Directeur 
de l'Usine de Paz, while tenders are to be sent to Le Collége des 
Bourgmestre et Echevins de la Ville de Louvain. 


Cornwall.—August 3rd. The Great Western Railway 
Co. wants tenders for the erection of an electricity generating 
station at Fowey, Cornwall. Particulars at the office of the 
engineer at Plymouth (North Road) Station. "Tenders on or before 
Monday next, to G. K. Mills, Secretary, Paddington Station, 


London, 


Devonport.—General stores for the Corporation Elec- 
tricity Department. Borough Eloctrical Engineer. 
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Eecles.—Steel steam pipes and cast-iron circulating water 
pipes, &c., for the T.C. Specifications and drawings from the 
Borough Electrical Engineer, Patricroft. 


Edmonton.— August 26th. Electric lighting installation 


at due Nurses’ Home for the Guardians. See Official Notices” 
to-day, 


Finchley.— August 6th. 
See Official Notices” July 17th. 


France.—August 4th. The Post and Telegraph authorities 
in Paris are inviting tenders until August 4th for the supply of 60 
tons of bronze wire, 2 mm. dia.; 40 tons ditto, 3 mm. dia. ; 10 tons 
of galvanised-iron wire, 1 mm. dia.; 100 tons ditto, 3 mm. dia. ; 
and 2,000 tons ditto, 4 mm. dia. Particulars may be obtained from, 
and tenders are to be sent to, Le Sous-Secretariat d’Etat des Postes 
et des Télégraphes, 103, Rue de Grenelle, Paris. 


Germany.—The municipal authorities of Belzig (Saxony) 
are about to invite tenders for the establishment of a central 
electric lighting station in the town. 

Tenders are about to be invited by the municipal authorities of 
Reichenbach (Saxony) for the establishment of a central electric 
lighting station in the town, at an estimated cost of £50,000. 


Glasgow.—Providing and erecting feed pumps at St. 


Andrews Cross power station. Mr. W. W. Lackie, City Electrical 
Engineer. 


London, — September 7th. General Post Office. The 
Postmaster-General invites tenders for the supply of telegraph 
poles of (а) home-grown larch or fir, and (7) Swedish, Norwegian, 
Finland, or Russian red fir, to be felled during the winter of 
1908-9, and to be delivered during the following summer. 
Particulars from Mr. G. Morgan, Controller of Stores, Stores 
Department, G.P.O., 17-19, Bedford Street, London, W.C. 

METROPOLITAN ASYLUMS Boarp. — September lst. Storage 
battery, booster, switchboard, &c., for the training ship Exmouth. 
See “ Official Notices” to-day. 


Norwich.—Sewage screening and electrical lifting gear at 


Trowse sewage pumping station for the T.C. A. E. Collins, City 
Engineer, Guildhall, Norwich. 


Peru.—The Direction of the “ Credito Urbano" of 
Arequida is about to invite tenders for the conversion of the tram- 
way in tbe town to electric traction. 


Radcliffe,—The Hauxley Parish Council invites pro- 
visional offers for providing and establishing 21 electric street 
lamps with aerial wiring, ready for receiving the current. Apply 
to W. Gibson, Clerk, 94, Queen Street, Amble. | 


Rawtenstall.—August 15th. Sixteen tramcars, and 


station lighting, wiring, instruments, &c., for the Corporation. 
See “ Official Notices” to-day. 


Russia.—September 14th. The Town Clerk of Odessa 
(Upiawa) will receive tenders for я concession to erect and work a 
power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Sierra Leone.— August 22nd. The Municipal Corpora- 
tion of Freetown invites tenders for the lighting of the 
municipal buildings and streets by arc and incandescent lamps. 
Tenderers to quote price per 1,000 units. The exclusive right to 
supply electricity for private lighting for a period of at least 30 
years will be granted to the successful tenderer. The right to 
install electric tramways may also be acquired. Tenders to Town 
Clerk, Freetown. Some further information may be seen at the 
office of Messrs. Wilkinson & Broadbent, 4, Queen Street Place, Е.С. 


Spain.—September 25th.—The Spanish Ministry of 
Public Works is inviting tenders for the concession for the con- 
struction and working of an electric tramway in Madrid between 
La Glorreta de Alonso Martinez and Chamartin de la Rosa. 

The municipal authorities of Pradoluergo (province of Burgos) 
bave just invited tenders for the concession for the electric lighting 
of the town. 


Stockport.—The Electricity Committee wants offers to 
purchase two D.c. Parsons turbo-generators. See “ Official Notices” 
July 24th. 


Watford.—September Ist. Surface condenser and pumps 
for the U.D.C. See Official Notices” to-day. 


Wolverhampton.—August 7th. The Borough Council 
requires tenders for uniform overcoats for tramway employés, 
according to particulars obtainable from Mr. W. A. Luntley, 
General Manager, Car Depot, Cleveland Road. 


Wrexham.—August 8th. Superheater for the Corpora- 
tion. See " Official Notices” to-day. 


Switchgear for the U.D.C. 


CLOSED. 


Australia. —Mernnourne.—City Council. 
descent lamps and holders, £33 5s., A. E. G. 

Burtsnang. — Postmaster-General. 1,000 Daniell glass cells 
1s. 51d. each; 200 Callaud glasses, 28. Gd. cach; 3,000 sets glas. 


500 incan- 


e 


cells for Meidinger battery, 18. 92d. each; 1,500 No. 2 Carporous 
glasses, 6d. each; 5,000 cords and tubes for Meidinger battery, 
14d. each.— Brisbane Electrical Co. 2,500 Daniell porous cups, 
44d. each. — C. A. Stone. 600 cress-arms, £107 10s. — H. 
Henderson. | i 

MELBOUBNE.—Postmaster-General. Supply and delivery com- 
plete of two submarine cables between Victoria and Tasmania, 
£47,955.—Biemens Bros., London. Also same firm for spare cable, 
as follows:—30 nautical miles of main cable, £89 14s. per n. m., 
£2,691 58.; 5 п.ш. of intermediate cable, £134 17s. per n. m., 
£674 58. ; 5 n.m. of shore-end cable, £225 68. per n. m., £1,126 10s. 
11 sections of a common-battery switchboard, 3,000 subecribers, 
telephone and other apparatus, £19,313 586.— R. B. Hungerford. 
20 tons 400-Ib. galvanised iron wire.—Richard Johnson, Clapham 
and Morris, Ltd., £275. Ditto, Government of Victoria. 20,000 
insulators, 10,000 jarrah sleeves, £343 158.; 1, 200 stoneware 
conduits, £134 3s. 4d.— George Sweet. 

SvpNEY.—Postmaster-deneral . 14} tons hard-drawn copper 
wire 200 lb. per mile), £70 188. 7d. per ton; 4 cwt. copper binding 
tape (200 lb. per mile), £4 2s. per cwt.—British Insulated & Helsby 
Cables. 3,500 best white large insulators, 64d. each.—Siemens 
Bros. Dynamo Works, Ltd. 1,000 Fallowwood  cross-arms, 
3 ft. 10 in., at 1s. 2d. per cross-arm; 2,500 ditto, 5 ft. 2 in., at 
1s. 3d. per cross-arm.—Langley Bros. 


Belfast.—The T.C. has accepted the tenders of W. Lucy 
and Co., Ltd., for house service cut-outs, and of the British 
Insulated and Helsby Cables, Ltd., for trolley wire. 


Bristol .—The Electrical Committee has recently placed 
the following contracts: 


British Thomson-Houston Co. Extra-high-tension and low-tension switch- 
gear for Avonbank sub-station, £2,255. 


Frank Chown, Bristol.—Concrete gallery for power distribution board, 
Avonmouth, £112. 


Harrison & Colmer, Ltd., Bristol.—Extension of switchboard gallery, 
Avonbank, £312. 


Geipel & Co., London. Are lamp carbons, 1908-9, £818. 


Burnley.— Messrs. Ed. Bennis & Co., Ltd., Little Hulton, 
Bolton, have received an order for the installation at the Corporation 
electricity works, Burnley, of a complete coal and ash-handling 
plant, including a gravity-bucket conveyor and elevator, overhead 
bunker, and overhead ash hopper for ten boilers. The whole plant 
is motor-driven. E 


Derby.— The T.C. has accepted the tender of Mr. G. F. 


Tomlinson for the lay-out in connection with the new car-sheds in 
Nottingham Road, at £568 17s. 


Farnborough.—The Electrical Apparatus Co., Ltd., 
has received the complete contract for the electric lighting of 


Farnborough Hill, Farnborough, the residence of the Empress 
Eugenie. 


Gillingham (Kent).—For installing the electric light 
in the schools the following tenders were accepted by the T.C. :— 


Medway Motor Engineering Co.— Byron Road Schools, £84; Barnsole Road 
Schools, £91; Richmond Road Schools, £87; Richmond Road, Infants, 
£58, These were the lowest tenders, the highest being £229, £257, £220 
and £163 respectively. 


High Wycombe.—The Borough Education Committee 


has accepted the tender of the High Wycombe Electric Light Co. 
for electric light fittings for Spring Gardens Schools, at £79 19s. 


Liverpool.—The Mersey Railway Co. has placed an 
order with Messrs. Milnes & Voss, Ltd., of Birkenhead, for four 
additional trailers, to be ready for next winter’s service. Altera- 
tions to existing stock are also to be carried out, and this work will 
be entrusted partly to Messrs. G. Marshall & Co., Liverpool, an 
partly to the railway company's own staff. | 


London.—SraaTronp.— The tender of Messrs. G. N. 
Haden & Sons, at £106, has been accepted for the installation of 
electric lighting in a portion of the West Ham and East London 
Hospital. 

FULHAM.— The Electricity and Lighting Committee of the 
Borough Council has accepted the following quotations for a crane 
and grab and electric motor to be provided for clearing the river 
sump at the electricity works, at a total estimated cost of £178 (which 
amount includes £20 for foundations, fixing machinery, &c.) :— 

Lewis & Lewis.— Crane .. £64 
— Priestinun. -Grab .. $a zs bes ee oe . . 59 
The British Thomson-Houston Co. Elcetrie motor .. .. 35 

WoorwicH.—The Borough Council has accepted the tender ot 
Messre Siemens Bros. Dynamo Works, Ltd., in substitution for 
that of the British Thomson-Houston Co., Ltd., for the supply of a 


э” е ee * ee 


-motor-alternator. At the last meeting of the Council, the Elec- 


tricity Committee reported ¢hat in submitting for approval the 
final specification and conditions as agreed with the borough elec- 
trical engineer, the British Thomson-Houston Co. declined to 
conform to the Council's standing order requiring them during the 
continuance of the contract to display upon the site of the works, 
and in their workshops, &., а copy of the rates of wages an 

hours of labour to be observed in carrying out work for the Council. 
The Committee therefore approached three other firms whose 
guaranteed efliciencies of the  motor-alternator were аррге- 
ciably near that of the British Thomson-Houston Co. Messrs. 
Siemens Bros, Dynamo Works, Ltd., were prepared to agree to all 
the conditions of contract and to the borough electrical engineer? 
Specification without qualification, and if allowed to increase the 
amount of their tender from £775 bs. to £799 5s., were prepared to 
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guarantee an increased efficiency as follows :—Full load, 83; 2, 81:5; 
4,77°5; 2, 62. (Guaranteed efficiency in original tender: — Full load, 
81; 2, 766; 4, 686; 4, 51:6.) The offer of increased efficiency, 
and the consequently amended tender, has been accepted. The 
amount of the tender of the British Thomson-Houston Co. was 


£784 10s. 

Manchester.—The Bastian Meter Co., Ltd., has again 
secured the contract for the supply of 24 and 5-ampere meters to 
the Corporation. 


Middlesex.—The С.С. has received the following tenders 


for the construction of tramwayg:—4 ш. 1f. 2:90 c. length in 
Finchley Road, Hendon, to the Gt. North Road, Finchley; 
7 f. 55 c. length from the Edgware Road to Finchley Road, 


Hendon :— 
Thomas Adams os £120,095 | Clift Ford sx = ,. £116,979 
M 119,991 


юк, Kerr & Co. (accepted) 116.979 | Wimpey & Co. ч 
ai 127,979 | County engineer's estimate 121,347 


A. Fasey & Bon oe 
Length of 1 m. 4f. 96c. from Green Lanes, Southgate, to 

Market Place, Enfield :— 

Thomas Adams RA £41,710 | Law & Co. x eo eo. £41,405 

Dick, Kerr & Co. АР е 40.648 | J. Mowlem & Со, es “г 45077 


A. Fasey & Bon "S a 13,821 | C. Wall, Ltd. oe Ба : 
.. 40,643 | Wimpey а Co. (accepted) 2 


Clift Ford T ie 
Holloway & Co. РР = 40,918 | County engineer’s estimate.. 41, 


Nottingham.—Messrs. Blackburn, Starling & Co. have 
secured the contract for electric light work at the Grand Theatre. 


Pembroke (Co. Dublin).—The U.D.C. bas placed an 
order with Messrs. Ed. Bennis & Co., Ltd., Little Hulton, Bolton, 
for two compressed-air furnaces for Lancashire boilers. 


Rawtenstall.—The Education Committee of the T.C. 
has accepted the tender of Mr. Chas. Romily for wiring Alder 
Grange Schools for the electric light. 


Seuthend-on-Sea.— The T.C. has accepted the following 
tenders :— 
Measures Bros., Ltd.— Rolled steel joists for condenser tank, £7 12s. 6d. 


per ton. 
Mr. H. Gillgiud (Societe Anonyme des Acicres d'Angleur, Belgium).—22 tons 


of rails, £6 2s. 6d. per ton. 
Morris & Bastert.— Crane and gantry, £28 Os. 9d. 
Glenfleld & Kennedy.— Valve for condenser, £28. 


Wakefield.—The Corporation, through Messrs. J. & J. 
Horsfield, Ltd., Dewsbury, has ordered from Messrs. Ed. Bennis 
and Co., Ltd., Little Hulton, Bolton, two stokers and self-cleaning 
compressed-air furnaces for a 9 ft. 6 in. diameter Lancashire boiler. 


Walsall.—The Electricity Committee has accepted the 


following tenders:— 
Coal for the electricity works for one year.— T. Boston & Son, Birmingham, 
Cleaning out Hospital Btreet battery.— Chloride Electrical Storage Co. 
Covering new steam pipes at electricity works.—Jones & Horsfleld. 
Feeder cable.—Callender's Cable & Construction Co. 
60 car wheel tires, at £16 28. Gd. per ton.— Baker & Co., Rotherham. 


Walthamstow.—The U.D.O. has accepted the tender of 
A. Blackmore & Co. for 12 months’ supply of 500 tons of anthracite 
‘washed peas” from the Yniscedwyn Colliery, at £1 18. per ton. 
The offer of Babcock & Wilcox, Ltd., to provide and fix a coal 
elevator and distributing chutes at the generating station, for 
£99 10s., has been accepted. For alterations and additions to the 
generating station the following tenders have been accepted :— 
Builder's work, W. Richardson, £530 ; steelwork, Norton Bros, and 


Co., £670. 


Watford. — The U.D.O. has accepted the tender of 
Ferranti, Ltd., for the supply of two six-way fuseboards and 
90 fuses, at £165 108. 


West Ham.—The Corporation Electric Lighting and 
Tramways Committee has decided to accept the tender of Ferranti, 
Ltd., at £247 13s., for the supply of switchgear. The tender was 
the lowest received, 


CONTRACTORS' COLUMN. 


suche. following information is published in the interests of electrical con- 
able e and others who are seeking for openings for new business. Consider- 
taken те із incurred in the production of this column, and every care is 
Eod ti ensure that the information is new and accurate, but it will be under- 
ihe am 1575 a matter where so man correspondents are engaged, and where 
Katan eed E AUOD to be handled is very large, this . ES 

Пу investigated | Беа inaccuracies are reported to the Editors, they will be 


ABERCRAVE (near SwaNSEA).— House for R. Davies, Esq. Chas. S. Thomas’ 
ABERD architect, Wind Btreet, Swansea. | 
ARE.—Houses, Brook Street, Aberaman, for Henry Edwards, builder, 
Cwmaman ; Abernant Road, for D. P. Jones, Seymour Street, 
and J, Williams, Cardiff Street; Milton Street, Cwmaman, 
ABERD W. E. Willis, builder, Ystrad. 
EENBHIRE.—Alterations at Nether Cortes, Lonmay; J. Blake, 
architect, New Pitsligo, Aberdeen. Proposed alterations at 
Hatton School; A. Н. L. McKinnon, architect, 245, Union 
Street, Aberdeen. Additions to steading, &с., on estate of 
ABERG Potterton ; С, Stephen, architect, 177, Union Street, Aberdeen. 
ELE (Овквівняніве). New Post Office in Market Street; alterations to 
property in Water Street, for H. E. Prichard. 


ABERYSTWYTH.—Nineteen workmen's dwellings (£8,000) ; R. Jones, borough 
surveyor. Four houses, Caradoc Road ; D. & M. Davies, builders, 
Gymnasium for College; Secretary, Athletic 


Aberystwyth. 
Booiety, The College, Aberystwyth. 


AGECROF' (near MANcHESTER).—Twenty houses. A. Knowles, Ltd., Pendleton 


and Pendlebury. 


AMERSHAM.—Five houses, Chesham Bois, three at Penn, three at Chalfont 
St. Peter, and six at Little Missenden; home for children at the 


Epileptic Colony. 
ABHBOURNE . Methodist Manse in Sandybrook 


ASHFORD.—Renovation of the Wesleyan Chapel, Mersham. 

AUDLEM (CnzsurgE).—Conversion of Audlem Grammar School into higher 
elementary school, 

BACUP.—New central Post Office. Н.М. Office of Works, Btorey's Gate, S. W. 

BARNBSLEY.—Two houses, Sherwood Street. Jas. Муке, 67, Princess Street, 
Barnsley. 


` BEAUMARIB,— Roman Catholic Church (£2,000). 


BELPER.—Important additions to Belper Wesleyan Schools. 
BIRKENHEAD,—Additions to Nurses’ Home at the Union Workhouse. E. 
Kirby & Sons, architects, 5, Cook Street, Liverpool. 


BIRMINGHAM.—Infirmary in connection with St. Edward's Roman Catholio 
Home (£1,000). Father Hinson, hon. secretary to the Birming- 
ham R,C. Diocesan Society. 

BIRSTALL (Үонккв.).—Ртесеріоту for Father Russell; 16 houses for the 
Co-operative Society. 

BISHOP STORTFORD.—New Roman Catholic School, Rev. R. Rossall. 

BLACKBURN „оез Palace at Blakey Moor, under consideration. Town 

uncil. 
New offices for the Power Loom Overlookers’ Association (£5,000). 
Proposed Workshops for the Blind. Alderman H. Harrison, 
f Blackburn. 
BLETCHINGLEY (Susxey).—Additions, alterations, &o., to Surrey County 
School. G. E. Everitt, builder, 79, Windmill Road, Croydon. 

BOGNOR.—New Church, ‘St. Wilfrid (£10,000. C. H. Fellowes-Prynne, 
architect; J. Jarvis & Sons, builders. 

BOLTON.—New Baths for Astley Bridge district. Borough engineer, Town 
Hall, Bolton. 

BOOTHSTOWN (пеат R houses in Chaddock Lane. Prescott 
and Clare. 

BOSTON.—New schools in Carlton Road for the ducation Committee. G. E. 
Clarke, borough surveyor, Municipal Buildings, Boston. 

BOURNEMOUTH (Srrmesourne). — Reconstruction of the Springbourne 
Infants’ School. Borough engineer. 

BRISTOL.—Chspel at Stapleton Workhouse. J. J. Simpson, Clerk to the 
Guardians, Bt. Peter’s Hospital, Bristol. 

(KRVINSHAM).— Extension of station buildings for the Great Western 
Railway. G. K. Mills, secretary, Paddington Station, G.W.R., 


London, W. 
BROMBOROUGH (near Port BSuNLicHT).—Chemical works. Robert Neill and 
Bons, builders, Broughton Lane, Manchester. 
BURNHAM (8oMEBSET).—House, Rectory Road, for Mrs. Н. В. Pitts. 
BURNLEY.—Probable rebuilding of works for Greenhalgh, Ltd., dyers. 


BURRY PORT (CanMARTHENSHIRE).—Bbop and stores in Station Road for the 
Burry Port Co-operative Society, Ltd. Secretary, Co-operative 


Society's Offices, Station Road, Burry Port. 
BURY.—Additions to mill st Freetown for J. К. Schofield & Co. 
CAMBRIDGE.—New school for girls for the Cambridge County Education 

Committee; Wm. Bell & Son, builders, 2, Downing Btreet. 

Repairs to the Round Church; Wm. Bell & Bon, builders, 2, 

Downing Street, 

CANNOCK (8rarrs.).—New store-room, alterations to premises for nurses’ 
quarters, and additions to the Union Offices. A. Уеа], architect, 

84, Darlington Street, Wolverhampton. 
CANTERBURY.—Two houses, St. Augustine’s Road, Barton Fields, Canter- 

bury. Clarke & Epps, builders, Maidstone. 
CARDIFF.—Proposed technical blocks at the Canton Secondary School (£4,150), 

С. James, architect, Charles Street Chambers, Cardiff. 
CARLISLE.—Extension of Cumberland Infirmary, including new electro- 

medical department (£26,000). J. d. Burnett, architect, 239, 

St, Vincent Street, Glasgow. 

CARMARTHEN,—Chapel in connection with Carnay Congregational Church. 


CARRON (ABELDEENSHIRE).—Proposed public hall. Mr. Blair, secretary of 


Committee, Carron. 
CARSHALTON.— Special subjects centre for Surrey С.С. (21,236); a T 


Hawkins & Co., builders. Houses, Mayfield Road, for W. H. 
Gibson; Lavender Road, for L. Stafford; Gordon Road, for F. 
Johnson. 

Olrig. Sinclare 


CASTLETOWN  (ScorLAND) — Church at Castletown, 
Macdonald, architect, Thurso. 


CHARLEVILLE.—Alterations and additions to licensed premises in Main 
Street for Miss M. Barry. M.A. Hennessy, architect, 74, South 
Mall, Cork. 

CHELFORD (/CHEsHIkE).—Parish hall, 

CHELTENHAM.—Conversion of Victoria Rooms into Palace of Varieties, E. B. 
Shenton, Cheltenham, 

CHESTERTON (Camus.).—Houses, Springfield Road, for B. J. Woollard; 

Aylestone Road, for H. C. Buttress. 

Proposed electric light installation at the workbouse for the 


CHICHESTER.— 

B. of G. 

COLWYN BAY.—First portion of St. Paul's Mission Church, Porter & Elcock, 

architects, The Estate Office, Colwyn Bay. : 

COWES.—House, Baring Road, for A. E. Marwin, jun. 

CREW E.—Additions to the Cottage Hospital ; G, E. Bolshaw, architect, 2, Mill 
S dude Crewe. Proposed new police station ; Borough engineer, 

rewe. 
CROYDON.— House, Foxley Lane, Beddington; and motor house, Furze Lane, 
Beddington. Southern Building Co., builders. 
CUDWORTH.—Ten houses and shop, Syndale Lane, for H. J. Dwight; six 
houses, Bloemfontein Street, for Mr. Hutchinson; six houses, 
Bloeinfontein Street, for C. Ogden. 

CWM (Mow.).—Railway goods shed, G. K. Mills, secretary, Paddington 
Station, G. W. R., London, W. 

DARTFORD.— Eleven houses, Nelson Road. Dann & Lucas, surveyors, 28, 
Budge Row, E. C. 

DAVIST.—New wing to house at Bilbo, Mounie, Davist. Burnett & Reid, 12, 
Golden Bquare, Aberdeen, 

DEFYNNOCK (Brecon).—Rebuilding police station, C. W. Best, County 
surveyor, Brecon. 

DERBY.—New children’s ward block at Derbyshire Royal Infirmary, E 
Forster, superintendent and secretary. 


DESFORD.—Elementary school, Surveyor of Schools, 89, Bowling Green 


Street, Leicester. 

DEWSBURY,—Bix houses, Wakefield Road; Barton & Son, architects, Dews- 
bury. Extension of the textile department of the Technical 
School under consideration by the Governors. Houses at High- 
town; E. V. hing, architect, 24, Westgate, Dewsbury, Houses 
at Earlsheaton ; Kirk & Sons, architects, Dewsbury, 
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ENFIELD,—Secondary school and institute (£12,400). 
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DOVER.—Addition to No. 1, Effingham Lawn; J. Duthoit, 6, Claremont Place. 
Extension to Buckland Paper Mills for Wiggins, Teape & Co., 
Dover. Rebuilding premises, 9, Cannon Street, for Boots, Ltd., 
chemists. 
DRIFFIELD (Yonzs.).—Farmhouse at Cottam, for the executors of the late 
Geo. Robson. Tennant & Collins, architects, Pontefract. 
DUBLIN.— Prospective re-erection, after fire, of the premises of Morgan, 
Mooney & Co., Ltd., chemical manufacturers, Rogerson’s Quay. 
DUNDEE.—Additions to warehouses in Dundonald Street for Е, 8. Sandeman 
and Sons, manufacturers. Alterations and additions to house 
for Dundee and Arbroath Joint Railway; the secre i 
Dundee. Extension of works in Loobee Road for А. Р, 
Mathewson & Oo., manufacturers. Additions to house at 14, 
cw Terrace, for Thomas Shaw, Houses and workshop for 
J. A, Jobson, Small's Wynd. 
DUNSTABLE.—Houses, Waterlow Road, for B. Timms. 
DURHAM.—Houses, Low Pittington, for Robert Murray; Anton Stile, for 
Henry Meredith; Bowburn, for Geo. Brass; Bowburn, for 
Bell Bros., Ltd.; house and sb » Coxhoe, for Alexander 
Jamieson ; alterations and additions to the Wheat Sheaf Hotel, 
8 um, for the Trustees of Bishop Middleham Brewery 
EASINGTON (Co. DuRHaw).—Houses, Seaham Colliery, for Mr. Kirton; 
Station Town, for Mrs. Chas. Lee; Cookson Estate, for T. 
Dobson ; Dalton-le-Dale, for F. R. Gregson. 
EAST GRINSTEAD.—New Council school at Ashurst Wood (£8,840). 
Alterations to East Grinstead Court House (£800). 
EASTLEIGH (Hanrs).—Thirteen houses, Archer’s Road, for L. W. Bushell. 
ELGIN (Dvrrvs).—Additions and alterations, at Hopeman Public School, for 
the Duffys School Board. D. J. Corrigall, arohitect, Keith. 
ELLAND.—New mill, for James Fielding & Co., cotton doublers. Walsh and 
Nicholas, architects, Museum Buildings, Halifax. 
ELLON.—Proposed extension of Burgh School, R. Gordon, chairman of 
School Board, Ellon, Abeerdeenshire. 


ELTHAM.—Residence. Hodgkinson & Son, architects, 22, Wellington Street, 
Strand, W.C. | 


Treasure & Воп, 
builders, Holloway, N. 


EPSOM.—Narses’ home; also additions and alterations to workhouse, A.C. 


Williams, ‘architect, 14, Great James Btreet, Bedford 
Row, W.O. 


FERMOY.—Business premises. A, Hill, architect, 22. George's Street, Cork. 


FERRL BILL (Co. DvRHAM).—Alterations and improvements at the Hall, for 


the Parish Council. R. Willey, Clerk to the Council, Ferry. 
hill Village. | 
FLEETWOOD.— Proposed extension of Cottage Hospital. 
GRANGEMOUTH.—New office at soap works, for Co-operative Wholesale 
Society. The Manager, Co-operative holeeale Society, 
Grangemouth, 
GRAYS.—School at Aveley, for the Orsett District Education Sub-Committee. 
| C. M. Shiner, architect, 10, John Btreet, Adelphi, London, W.C. 
GREAT CROSBY (near LivERPooL).—Houses, Hall Road West, for Costain 
ne n Cook's Lane, for John Johnson; Victoria Road, for 
i “юп Е p 
GREENOCK.—Admiralty torpedo factory. R. Neill & Bons, builders, Brough- 
ton Lane, Manchester. | 
GUILDFORD.—New Schools at Artington, for Surrey C. C. (£1,521). 


Mitchell 
Bros., builders, Shalford, Guildford. 


HALIFAX.—Block of semi-detached houses, Trimmingham Lane. С. Buckley 


and Воп, architects, Tower Chambers, Halifax. 
HANLEY.—New Mission Church at Sneyd Green. Rev. J. W. Alston, vicar of 
Christ Church, Cobridge, Staffs. 
HARBRO’ HILLS ard BanmNsLEY)—Probable colliery developments. Mr. 


road 
HARROGATE.—Houses, Kent Road, for D. Simpson, builder; Trewit Well 
ad, for Isaac Pickard; Birch Grove, for D. Baynor; Caven. 
dish Street, for J. Croston: 68, Dragon Avenue, for Richard 
Annakin, builder, 7, Dragon Avenue; Trewit Well Road, for 
G. Brown. Alterations to premises, Station Bridge, for R. T. 
Hodgson, ironmonger. 
HECKMONDWIKE. — Extension of the Primitive Methodist Church. 
HENLEY-ON-THAMER.— Extensions to the Workhouse, for the Board ot 
Guardians. T. Neighbour, chairman of the Board of Guardians. 


HIGH WYCOMBE.—Houses, Desborough Park Road, for W. Joynson; shop, 


Church Street. for H. J. Cox: additions to factory, for V. M. 
Millbourn, West End Road ; business premises, Church Street, 
for Lipton, Ltd. | 

HINDLEY (LaNcs.).—Frederick Street School to be converted into a Central 
Hall for cinematograph entertainments, electrically equipped, 
for the proprietor of the World in Motion," Leigh, Lancs. 

HITCHIN.— Houses, Ickleford Road, for J. Knight; Bearton Road, for A. 
Bridges. Conversion of Temperance Hotel into shops, for 
W. B. Moss & Sons, warehousemen. 

HORBURY (near WaxrrrELD).—Minister's house. 
Street, Horbury, 

HORLAKE (Cuesuire).—Villa residence in Cromer Road. 
builder, Curzon Road. 

HORSHAM.—New Mission Hall at Broadbridge Heath. Alterations and addi- 
tions to Itchingfleld Council School; H. P. Roberts, architect, 
County Education Offices, Horsham. 

HYDE (Cutsuire).—New Waterworks (£11,000). 
Hall, Hyde. | 

ILFORD.—Church, Baxter Road; E. T. Dunn, architect, 7, Roding Street, 

Мога. Nine houses, Aden Road; Е. B. Harrison, builder, 166, 

Balfour Road, Ilford. Additions to laundry, Ley Street: B. 
Bailey & Co., surveyors, 21, Ironmonger Lane, E.C. Additions 
to houses, Buckland Road: A. R. Upsdale, surveyor, 738, 


Romford Lane, liford. Five houses, Benton Road, for С. G. 
Shirling, Stratford, Е. 


INCE (Lancs.).—New spinning mill, for the Empress Spinning Co., Ltd. 
(50,000 spindles). J. Parkinson & Sons, builders, Blackpool. 

INVERNESS.—Boat shelter at harbour, to cost £10,000. J. Fraser, C.E., 
Harbour engineer, Inverness. 

IPSWICH.-8t. Nicholas parish room. Brown & Burgess, architects, Arcade 
Street, Ipswich. 

KEN DAL. — Extensions to Btramongate Hall. S. Shaw, architect, 45, High- 
gute, Kendal. 

KEN NETHMONT (ABERDEENSHIKE).—Proposed public hall. 

KETTERING.—Additions to premises, York Read, for E. Watts, 
and Archer, architects, Wellingborough. 

KIRKCALDY.—Extension of hich school. W. Williamson, architect, Kirk. 
caldy. Alterations to the Corn Exchang« 

KNARESBOROUGH (Yonxx.).—Proposed secondary school. 

LEEDSTOWN (Conswatti.— New Wesleyan Sunday School. R. II. Mitchell, 


G. F. Andrassy, Queen 


Jas. Seddon, 


Borough Engineer, Town 


Sharman 


E 
ELI 


secretary to Building Committee, 
LEICESTER.--Additions to the Technical and Art Schools for the T.C. 
(£14,000). 


(Ingo к), -Extension of the Baptist Chapel and Sunday Schools 
(£1,000), Goddard and Wain, architects, Coalville; Өтіп 

Bros., builders, Hugelescote. 
NCOLN.—Adldtttone to St. Nicholas’ Church, C. Hodgson Fowler, architect 
DISCOS The College, Durham. à ! 


LONDON свток Roan, N.W.).—Shops, &c., on site of Nos. 45.118, for 
Е Skinners Co. W. C. Jone, architect, 32, Bedford Row, W.C. 
AMD, W.C.).—Alterations and additions to St. Clement Danes 
ME à Hall (£700). J. Murray, architect, 11, Suffolk Street, Pall 
| Mall t, S. W. 

(Bond Street, W.).—Rebuilding business premises. 
and Co., builders, 258, Gray's Inn Road, W.C. 
(CHELSEA, 8.W.).—Working-class dwellings in Manor Street for the 

Borough Council (£21,000. Borough surveyor, Town Hall, 
: King's Road, Chelsea, 8.W. A ; | 
(NEw Cross, S. E.).—Alterations to The Arrows public. house. 
McKilliam and Procter, architecte, 89, St. Paul's Church- 
yard, Е.С. | 
(CLAPHAM, 8.YV.).—Shops in Clapham Road ‘and Union Road. 
J. Mayo, 2, Union Road, Clapham, 8.W., builder. 
(WALTHAMSTOW, E.).—Shops at Hoe Street and Highams Park 
stations; Architects“ Department, Great Eastern Railway Co., 
Liverpool Street, E. O. Fire brigade station; G. W. Holmes, 
engineer, Urban District Council, Town Hall, Walthamstow. | 
(WoorWicH, 8.E.).—Additions to The Burrage Arms" public 
house. T. Glenfield, 870, Evelyn Street, Deptford, S. E. | 
(HENDON, N.W.).—Two houses, Park Avenue; W. J. King, builder, 
North End Road, N.W. Twenty-two houses, Dartmouth Road; 
Н. Shaw, architect, 6, Nicoll Road, Willesden. Two houses, 
Ravenscroft Avenue; Б. Vernon Hart, builder, Burgess Hill, 
Hampstead. New road for Ecclesiastical Commissioners; Caróe 
and Passmore, architects, 84, Whitehall Place, 8.W. 
(HoLBorn).—Buildings in Baldwin'g Place for Willmott & Bons, 
machine rulers, 55, Bartholomew Close, Е.С. 
(ROTHERHITHE, S.E.).— Buildings in Oxley Street. 
Stock, architects, 9, Denman Street, В.Е, 
(Hampstead, N.W.).—Churches for Garden City. E. L. Lutyens, 
architect, 29, Bloomsbury 8quare, W.C. 
(Мовтн Exp Roap, N.W.).—Nine shops. 
54-5, London Wall, Е.С. | ; 
(GornpER's GREEN, N.W.).—Ten shops. J. Gibb, builder, Golder's 
Green Road, N.W. Two houses; Suber & Son, builders, 1 and 3, 
Bt. Peter'g Street, Islington. me 
(Woopsrocx Roan, N.W.).—Motor garage. J.Gibb, jun., builder, 
Golder's Green Road, N.W. . 
(Kincsway, W.C.).—Shops and offices, corner of Vernon Place (in 
course of completion). Grant, Taylor and Atkinson, 89, Blooms- 
bury Square, W.C., surveyors. | 
(FULHAM, 8.W.).—Motor garage in Seagrave Road. А. Е. Vigors, 
architect, 4, Fredericks Place, Old Jewry, Е.С. 

(CHELSEA, S. W.).—Additions to premises in Sloane Street, Hudson 
and Hunt, architects, 24, York Place, Portman Square, W. 
(KENNINGTON, B.E.).—Three blocks of buildings in Upper Kennington 

Lane. Hayward and Maynard, architects, 14, Jobn Btreet, 
Adelphi, W. C. 
(Hor Lowa, N.). Building in Hornsey Road. Sprosson & Babb, 
* builders, Hornsey Rise, N. | 
(Lisson Grove, N.W.).—Hospital for Invalid Gentlemen. C. W. 
Ferrier, architect, 11, Waterloo Place, 8.W. | 
(HaxrsrEAD Roan, N.W.).—Shops. Bartlett & Ross, architects, 
8, Bream's Buildings, W. C. 
(бео W.).—Proposed additions to hospital. W. Hodson, clerk to: 
. D.C. E * 
(DEPTronp).—Central public library and two branch libraries. 
G. W. Preston, town clerk. ; 
(HamPsTEAD, N.W.).—Church rooms (£3,000) in connection with 
Бї. Stephen’s (Rev. H. N. Bate, vicar). 
(S.E.).—Electric lighting extension to Borough Polytechnic 
Institute. W. M. Richarason, secretary. 

(HAMMERSMITH, W.).—Refreshment saloon for Lyric Opera House. 
F. Matcham & Co., architects, 9, Warwick Court, W. C. 
(St. MARTIN'S АМЕ, W.C.).—Block of dressing rooms, &c., at New 

Theatre. W. G. R. Sprague, architect, 10, Jermyn Street, W. 
(STRAND, W.C.)—Cinematograph chamber, Tivoli Music Hall. 
Wylson & Long, architects, 16, King William Street, W.C. 


(ROTHERHITHE, 8.E.).—Buildings for H. J. Enthoven & Bons, Ltd., 
153-155, Leadenhall Street, Е.С, 


LONGFORD (CovENTRY).— Proposed L. N. W. Railway goods station. 


LUTON.—New vicarage, London Road, for Rev. Т. Bulman, 8, Union Street; 
factory, Gordon Street, for J. Hill; houses, Kenilworth Road 
and Westbourne Road, C. H. White, builder, 72, Dunstable 
Road: Ashburnham Road, for Hill Bros.: Reginald Street, F. 
Chandler, builder, 78, Cromwell Road; Clipston Road, for E. 
Hillyard ; Dunstable Road, for B. W. Johnson; West Hill Road, 
for R. Jones; Naseby Road, for W. Mardle; Chatsworth Road, 
G. W. Pryer, builder, Downs Road; West Hill Road, for W. Н. 
Guest Hubbard; Round Green, A. Mardle, builder, 18, Cowper 
Street; parish room, Shaftesbury Road, for Rev. B. H. Winter- 
botham ; rebuilding Rabbit Inn, for J. W.Green, Ltd., brewers, 
Park Street West. 


LYNTON.—Monastery. B. Jones, Lynton. 


MAIDSTONE.—Proposed infectious diseases hospital, near Loose. Houses, 
Old Tovil Road; Clarke & Epps, builders, Cornwallis 
Pope Street, for T. G. Large. 
MARKET HARBOROUGH.--Secondary school. 
Chambers, Market Harborough. 
MELTON MOWBRAY .—Becondary school. E. Shelbourn, Melton Mowbray. 
MERTHYR TYDFIL.—New free library at Treharris. T. F. Harvey, borough 
engineer, Town Hall, Merthyr Tydfil. 
MIDDLESBROUGH.—New Wesleyan Methodist Church at Grangetown. 
(OnMEsBY).—Alterations to the U.D.C. Offices, High Street, North 


Ormesby. W. G. Harrison, surveyor, Council Offices, High 
Street, North Ormesby. 


MILLBROOK (CLoxN RS). Five new houses. 

MOSLEY COMMON (near MANCHESTER).—Two houses for J. T. Smith. 

MULLINGAR.— Operation ward at the Westmeath Infirmary. E. Joyce, County 
Surveyor, Mullingar. 

NANTWICH.— Alterations and extensions to Congregational Schools, Monk's 


Lane: alterations to residence, Wellington Road, for Mr. 
Farmer ; alterations to White Lion Inn. 


NEATH.— Intermediate school. L. J. Kempthorne, Duffryn Chambers, Neath. 

NEWBOROUGH (ANGLESEY).—- Houses for Capt. H. Evans. H. Thomas, archi- 
tect, Castle Buildings, Carnarvon. 

NEW MALDEN (RrRREY)—'Three houses. A. Cole, architect, Mogok,” 
Thurlestone Road, West Norwood, S. E. 

NEW MILLS (Drnky&HIRE).—New Wesleyan Church (£2,009). Trustees. 

NEWPORT (ISLE or Wit). Business premises, Upper St. James's Street, 
for Jordan & Btanley, grocers. 

ОТНИ = Extension or rebuilding of Westhouses Primitive Methodist 

‘hools. 

ORRELL (Laxcs.).~-Houses, Moor Road, for Reginald Lyon; Smith's Road, 
for P. Lathom. 

PARTINGTON (nenr MaNcHEBTER).—New Wesleyan Sunday Schools. W. 


Campbell, architect, Manchester; Brew Bros., builders, Cadis- 
bead, Manchester, 


„ 


W. Cubitt 


Stock, Page and 


A. W. Cleaver, architect, 


Coales & Johnson, Bank 


* 
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Extensive alterations to business premises, Bedford Street, for 


Browse & Co. 


PONTYPRIDD. — Twenty-one houses at Church Village, Liantwit Vardre. 
A. L. Thomas, architect, Church Street Chambers, Pontypridd, 


PUDSEY.—BPresbytery in The Lanes for St. Joseph's R. C. Church. 

RADCLIFFE (Lancs.).—Seven houses in Ainsworth Road for the Radcliffe and 
Pilkington Co-operative Society, Ltd., Sion Street, Radcliffe. 
New Public Offices for the U.D.C. (£18,500. Gillow & Holt, 
architects. 

REIGATE.—Houses, Waterhouse Lane, Kingswood, for Densham & Berry, 
Kingston Station; and Peter Riddock, ''Fonthill," Reigate 
Road, Reigate Park Road, Smallfield, Burstow, for E. E. 
Mitchell, builder, 51, Lumley Road, Horley. 

ROMFORD.—Additions to Workhouse. Н. Harrington, architect, 65, Bishops 
gate Street Without, E.G, 

ROSCREA.—Alterations and additions to the Post Office. 
tary, Office of Public Works, Dublin. 

ROTHERHAM.—Extension and alteration of premises in the Labour Test 
Yard for the Guardians. D. B. Jenkinson, architect, Imperial 
Buildings, Rotherham. Alterations and additions to the 
Grammar School for the Governors. 8. Hey, Education Offices, 
Town Hall, Rotherham. Newchurch at Catcliffe. 

RUNCORN.—Shop and houses, Sandy Lane, for the Runcorn and Widnes Co- 
operative Society. l 

BT. LEONARDB-ON.SEA.—Large villa residence in Filsham Road; Boniface 
and Elworthy, architects, St. Leonards. Additions to Lawnhurst, 
Hollington Park, for J. Dimsdale ; Murray, Delves & Murray, 
architects. New assembly room at rear of 32, Norman Road, for 
Farmer & Carpenter ; Pigott & Oxley, architects, Saxon Chambers, 
St. Leonards. Additions to Nos. 50 snd 51, Marina, for the 
Trustees of Goodwin's Estate; H. Ward, architect, Bank 


Buildings, Hastings. 
SCORRIER (CorxwaLt).—Rebuilding Scorrier House for J. Williams. В. C. 
Andrew, architect, Biddick’s Court, 8t. Austell. 
SCUNTHORPE (Lincs.).—Mission Church at Crosby (£200). 
SENGHENYDD (near CARDIrT).—Congregational Chapel; J. H. Phillips, 
architect, Clive Chambers, Windsor Terrace, Cardiff. Public 
ball (seat 1,000) with gymnasium and library and institute; W.B. 
Rees, architect, 8, Dumfries Place, Cardiff. 
SHAW (Lancs.).—Shops and bakery, in Milnrow Road, for the Crompton Co- 
Operative Society, Ltd.; J. H. Mills, architect, 9, Oak Street, 
Shaw. Houses, Chamber Road, for Thos. Milne; George Street. 


for J. E. Buckley. | 

SMETHWICK.—Houses, Great Arthur Street, for J. W. J. Kingstone; St. 

Ё Alban’s Road, for G. A. Hill; warehouse, 585, Bearwoed Road, 
for Messrs. Faulkner. 

SOUTHEND-ON-8EA.—Conversion of four houses into shops, Leigh Road, for 

: Watson & Temple; houses, Leigh Road, for S. Barnett: Cliff 

Road, for Mrs. Burton; Leigh Road West, for A. E. Day; South 

Avenue, for A. O. Moore; Shakespeare Drive, for Mrs. Neal; 

South View Drive, for W. L. Knight; Imperial Avenue, for Dr. 

P. B. Jakins; Leigh Cliff Road, for W. H. Ridgley; South 

Avenue, for W. Goldsworthy; Leigh Road East, for J. Bane ; 

North Avenue, for W. Robinson: Glen Road, for 8. F. Johne on: 

shops, Victoria Avenue, for F. F. Ramuz; motor house, 

Laurence House, Valkyrie Road, for Dr. T. Brice Poole. 

80U THSEA.—Proposed Congregational Church (£3,500). Rev. G. F. Williams, 
pastor, Victoria Road Church, Southsea. 

SOUTH SHIELDS.—Two semi-detached villas for J. T. Atkin ; J. H. Morton, 
architect, King Street, South Shields. Premises in King Street, 
for the North-Eastern Banking Co., Ltd. ; J. H. Morton, archi- 
tect, 50, King Street, South Shields. 

STANTON-UNDER.BARDON (near LEICESTER).-New Church. Toone and 
Warrington, builders, Anstey. 

BTOKE-ON.TRENT.—Alterations and additions at the Workhouse; А. R. P. 
Piercy, architect to the Guardians, Union Offices, Stoke-on- 
Trent Conversion of buildings in Wolfe Street into suites of 
offices; R. T. Longden, architect, Market Place, Burslem. 
New Wesleyan Church at The Mount; Ford & Blater, archi- 
técts, Stoke. н 

TAMWORTH.—Probable erection of a model lodging-house. Town Council, 


THORNLEY (Co. Dvnnax).—Residence for Dr. Ryan, and nine houses for 


Nixon Bros., at Wheatley Hill. 
8. Macdonald, architect, Thurso. 
R. 


PLYMOUTH.—Premises, Courtenay Street, for the Co-operative Society. 


H. Williams, secre- 


THUR8O.—New Church at Bettyhill, Farr. 
TODMORDEN.—Electrio light to be installed at the new Hippodrome. 


Dewhirst, manager. 

TREGARON (CaRDIGANSHIRE).—New chapel (£920. D. L. Jones, builder, 
Esgertendy, Tregaron. 

TREHERBET.—Extension of Baptist Chapel. W. D. 
94, Ystrad Road, Pentre. 

TWICKENHAM.—Four houses, Fifth Cross Road. G. N. Street, builder, 
Lebanon Park, East Twickenham. Additions to laundry, 
Cambridge Park House. Leslie & Co., Ltd., builders, Kensing- 
ton Square, W. 

WAKEFIELD.— Twenty-seven houses for the Crigglestone Collieries, Ltd. 

WALKDEN.—Structural alterations contemplated at St. Paul's School, 
Extensions to dye houses at Hope Mills; L. Lane & Sons. 


Morgan, architect. 


WALLASEY.—Additions, including new café, to the New Brighton Pier 


Vaults, 
WALLINGTON ST RRRY).— Houses, Blenheim Gardens, for J. Beavan. 


WALSALL.—Propored institute at Chase Terrace. 
WATFORD.— Houses, Monmouth Road, for H. Young; Sydney Road, for 8. 
Swain; Hampstead Road, for F. Н. Gorle ; Whippendell Road, 
for T. Callam ; King Edward Road, for Mr. Wright; Cambridge 
Road, for Andrews & Воп ; Monmouth Estate, W. King, builder, 
41, Market Street; Pinner Road, for J. & G. Waterman, 
builders, 108, High Street; bungalow, Field Road, for Mr. 
Wright; additions to convent, Percy Road, for St. Vincent's 
Convent; shops and offices, Chalk Hill, for J. Rodwell ; Metal 
Work Centre, for Herts C.C.; Palace of Varieties, Clarendon 
Road, for the Watford Hippodrome Co., Тф, 
H. 


WELLINGTON (SaLop).—Propored secondary school in King Street, 
Smith, Chairman of the Salop Education Authority, Shrews- 


bury. 

WEMBLE Y.— Proposed rebuilding of St. James’ Church, Alperton. 

WESTBURY WIS.) House at Westbury Leigh, for Mr. Alley. 

WEST DRAYTON.—Baptist Church. Rev. Е. W. Stenlake, pastor. 

WEST KIRBY.—Extension of St. Andrew's Church, Meol's Drive. Wm. H. 
Forde, Ltd,, contractors, Birkenhead, 

WHITBY.—Harbour improvement works for the U. D. C. (£59.344). J. W. Sande- 
man and Son, engineers, Newcastle-on-Tyne; Hill & Co., 
contractors, London. 

WICK.—New Manse at Lybster. Sinclair Macdonald, architect, Thurso. 

WIGAN.—Alterations and additions to Clarence Hotel, for Councillor Ross, 

WINDEOR.—Extensions for the Co-operative Society. 

WOLVERHAMPTON.-- Proposed new works to be established 

| Robinson, The Hollies, Penn Fields. 

WOMEWELL (YoRx8.).- Норғек. Park Street, for Johnson & Taylor; Hough 


— ee Lane, for F. Lembert: Brocmhill, for Mrs. P. Greenwood ; 
` g Everill Gate Lone for Famuel Moody; Cemetery Road, 


Hemingfield, for Adam Taylor. 


by Wm. 


WOOLACOMBE (DxvoN).—Proposed new church. 

WORCESTER (MARTLEY).—Restoration of the Parish Church (£2,000). J. F. 

| Hastings, Rector. WE 

WOBESOP нов, ео Road, for Mrs. Drabble ; Watson Road, for 
Li eec . 


FORTHCOMING EVENT. 


Saturday, August Ist.— At 2 p.m. At the Wood Memorial Hall, Newcastle-on- 
Tyne, North of England. Institnte of Mining and Mechanical 


Engineers. Annual general meeting. 


NOTES. 


Consulting Engineers.—An article signed ^K" in 
the current number of the  Electrotechnischer Anzeiger deals 
exhaustively with the rules laid down by the Institution of 
Electrical Engineers with regard to consulting engineers. While 
agreeing in the main, the writer makes some pertinent remarks on 
Rules 2 and 3 dealing with advertising and the answering of 
sdvertisments. He says:—''The big consulting engineer, who 18 
known by everybody without the need of advertisement, can easily 
comply with these rules, but less known men, if they respect them- 
selves, fare. badly and lose much business, which goes to the former. 
Tbe rule may be good in itself, but the worst is that the Institution 
bas no power to compel anyone to adhere toit. Anyhow, if 
advertising is to be prohibited, it ought to be left to the individual 
choice of anyone, whether he cares to answer advertisements or 
not. Iftoo much is demanded and the conditions are too rigorous, 
nothing at all will be effective. The consulting engineer is not iu 
the same position as the medical man, who forms a distinct class, 
and who cannot be a maker of chirurgical instruments to-day and 
a practitioner to-morrow, and any regulations which tend to take 
the bread out of the mouth of a decent and conscientious man and 
give it to the one whose conscience is more elastic are pernicious, 
and that is surely the case in the long run as far as the rules of the 
Institution are concerned." The journal adds that really only 
Rules 4 and 5, which deal with ‘secret commissions, matter, and 
these have also been adopted by the Berlin Association of 
Consulting Electrical Engineers. 

Appointments Vacant.—EasTsovyRNE.—Charge engi- 
neer (£104) for the T.C. electricity worke. 

PrymoutH.—The Secopdary Education Sub-Committee of the 
Plymouth Education Authority requires a visiting lecturer in elec- 


trical engineering at the technical school. | 
BERMONDSEY.— Engineer-in-charge (£110) for the Corporation 


electricity works. 


Territorial Electrical Engineers. — Arrangements 
have been made for the annual camp of the West Lancashire 
Telegraph Engineers (Territorials), late the Mersey Electrical 
(Volunteer) Royal Engineers, to be beld at Ruthin, North Wales. 
The battalion will accordingly parade at headquarters in Liver- 
pool on Sunday morning, and proceed to camp for a fortnight's 
training under Lieut.-Colonel S. W. Doyle, V.D., commanding. 


Educational Notes.— IMPERIAL COLLEGE oF SCIENCE 
AND TECHNOLOGY.—The Royal Commissioners of the Exhibition 
of 1851 have appropriated the whole of the remaining site of their 
estate at South Kensington for the purposes of the Imperial 
College.. New mining and metallurgical buildings are to be pro- 
vided for the Royal School of Mines. The Hon. R. J. Strutt, 
F. R. S., has been appointed additional professor of physics. 

NORTHAMPTON POLYTECHNIC INSTITUTE. — The day courses in 
Mechanical and Electrical Engineering commence on October 5th; 
tbey extend over four years, and prepare for the B.Sc. degree. 
Tecbnica! Optics is a subject to which the Institute devotes special 
attention. 

City anD Gurups oF Lonpon Instirute.—The diploma of 
„Associate“ has been awarded to 91 matriculated taird-year 
students of the Central Technical College, who have completed a 
full course of instruction. Of these, 58 were students in Civil and 
Mecbanical Engineering, and 26 in Electrical Engineering. The 
Bramwell Medal in tbe former was awarded to F. H. Bramwell, 
and the Siemens Memorial Medal and Premium in Electrical 
Engineering to R. E. Neale. In addition to the above, Certificates 
have been awarded to 25 matriculated third-year students who 
have completed a full course of instruction at the Central Technical 
College, and to 62 students who have completed a full course of 
iustruction at the Technical College, Finsbury. 

UNIVERSITY COLLEGE.—A new Lectureship in Electrical Design 
bas been instituted, and Mr. H. M. Hobart has been appointed 
thereto. The new laboratories and extensions of the Departments 
of the Faculty of Engineering, which were opened by the Chan- 
cellor, Lord Rosebery, last Merch, will be further equipped during 
the present Long Vacation with a new boiler, a steam turbine, 
bydraulic apparatus, and equipment fcr research in metallography 


and radiotelegraphy, 
Institution Notes. — LIVERPOOL AND DISTRICT 
ELECTRICAL ASSOCIATION. — The annual general meeting was 
held on Tuesday last, the chair being taken by Mr. J. J. 
Richardson. The report sod balance-sheet for the past 12 months 
was presented by Mr. S. Fritb, showing a satisfactory balance 
carried forward, The election ot the сћсета, &., for the present 
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year was then proceeded with, when the following gentlemen were 
elected: — President, Mr. H. E. O'Brien, Formby ; Vice-Presidents, 
Mr. J. A. Crowther, Liscard, and Mr. C. W. Mallins, Liverpool. 
Members of Council, Messrs. H. W. Brooks, J. Greenhalgh, W. H. 
Hamilton, R. A. Lambert, C. I. Moore, J. Maxwell. and J. J. 
Richardson. Mr. Samuel Frith, 77, St. John’s Road, Bootle, is the 
Hon. Secretary and Treasurer, assisted by Mr. J. T. Stanbury, 
Litherland. i 


` ASSOCIATED MUNICIPAL ELECTRICAL ENGINEERS (GREATER 


Loxpon).—The annual general meeting of this association was held 
on Friday last, when the following officers were elected for the 
ensuing year:—President: C. Newton Russell, Shoreditch. Vice- 
Presidents: G. G. Bell, Hammersmith; W. C. P. Tapper, Stepney ; 
W. C. Ullman, East Ham. Treasurer: G^ G. Bell, Hammersmith. 
Auditors: A. J. Fuller, Fulham; P. E. Rycroft, Heston. Hon. 
Secretary: А. Н. Shaw, Ilford. Council: б. W. Baynes, St. 
Pancras; J. R. J. Bowden, Hackney ; А. C. Cramb, Croydon; С. S. 
Davidson. Mortlake; A. Gay, Holloway; A. C. Gilling. Epsom ; 
C, F. McInnes, Gravesend; L. L. Robinson, Hackney; E. Sayer, 
Hampstead; A. H. Seabrook, West Ham; N. Staniland, Hornsey ; 
J. E. Tapper, Beckenham. 


-e 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
EnsoTrRICAL Витни posted as to their movements. | 


Central Station Engineers.—Mr. Tom DuxckLRV, 
a member of the staff at the Kilmarnock T.C. electric station, was 
last week entertained by colleagues and friends and presented with 
a dressing-case, on the occasion of his leaving for England. 

The Luton T.C. has increased the salary of the electrical 
engineer, Мв. W. H. СоокЕ, from £300 to £350 per annum. 

Мв. P. F. Ropers, of the Kettering electricity staff, who bas 
secured an appointment at the Kilmarnock municipal electricity 
works, has been presented by the station staff and employés at 
Kettering with a dressing-case. 


NEW COMPANIES REGISTERED. 


А. C. Cossor, Ltd. (98.652).— This company was registered on 
July 2nd, with a capital of £3,500 in £1 shares, to take over the business of a 
scientific and electrical instrument maker, manufacturer of incandescent 
. electric Jamps, electrica] apparatus, vacuum tubes, mercury pumps, McLeod 
gauges, X-ray tubes and apparatus and electro-medioal apparatus, experi- 
mental and electrical glass blower, &c., carried on by A. C. Cossor, at 54, 
Farringdon Road, Е.С. Private company with only two subscribers, viz. :— 
A. C. Cossor, Fawley. Hants, scientific instrument maker; and W. R. Bulli- 
more, 16, Linthorpe Road, Stamford Hill, N., electrical engineer, each taking 
one share. The number of directors is not to be less than two or more than 
three; the flrst are A. C. Cossor (chairman), W. R. Bullimore (managing 
director), and Mrs. A. Cossor; remuneration, #141 per annum, divisible. 
Registered office, 54, Farringdon Road, E.C. 


Brown-Mackenzie Signal Co., Ltd. (3.3°5).—This company 
was registered in Dublin on July 8rd, with a capital of £1.000 in £1 shares, to 
acquire certain British patents for improvements in electric signalling on rail- 
wave, and also any patent granted in any other country with respect to the 
saine invention. The subscribers (with one share each) are:—G. Н. Brown, 
14, Dublin Road, Belfast, merchant; W. J. Mackenzie, Marlborough Park, 
Belfast, laundry manager; W. R. McMurray, 14, Dublin Road, Belfast, mer- 
chant; H. Brown, jun., 14, Dublin Road, Belfast. merchant. Private company. 
The first directors are G. H. Brown, W. R. McMurray and H. Brown, jun. 
Registered office, 1, Marcus Ward Street, Belfast. 


Ernest Scott & Co., Ltd. (98.667).— This company was regis- 
tered on July 3rd, with a capital of £30,000 in £1 shares, to acquire tbe businets 
carrled on by E. Scott, at London, Manchester, and Glasgow, as“ Ernest 
Style & Co., and to carry on the business of mechanical and electrical engi- 
neers, machinery manufacturers, &&. Private company, with only two sub- 
scribers, viz. :— E. Scott, 8, Frognal, Hainpstead, N. W., engineer; and H. J. 
Pooley, 65, Elm Park Road, Finchley, N., engineer, each taking one share. 
The number of directors is not to beless than three or inore than seven; the 
first aro E. Scott (chairman and managing director), and others to be appointed 
by him; qualification, £200; remuneration of E. Scott, £1,000 per annum, 
Registered by Hillearys, 6, Fenchurch Buildings, Е.С. 


Premier Electric Control, Ltd. (98,772).—This company was 
registered on July 9th, with a capital of 47.000 in £1 shares (1,500 preference), 
to acquire the business carried on at 11, Red Lion Street, Clerkenwell, M. C., 
us “15. P. Alam & Co.,“ to adopt an agreement with L. I. Robinson and A. E. 
Ralph, and to carry on the business of manufacturers of clectrical controlling 
gear and motor starters and regulators, electrical engineers and contractors, 
electricians, &c. Private company, with only two subscribers, viz., A. E. 
Ralph, 11, Red Lion Strect, E.U., engineer; and H. E. Aldridge, 16, Warwick 
Street, Regent Street, W., solicitor, each taking one share. The number of 
directors is not to be less than two or more than seven; the first are L. I. 
Rotypson and A. E. Ralph; qualification, 4500; remuneration of original 
directors, £15 per annum divisible, in respect of every completed sum of £1,000 
by which the share capita! of the company paid up, or credited as paid up, may 
be increased beyond £4,000; of other directors £25 each per annum. The 
directors (including original director») are further to receive 15 per cent. of the 
«urplüas profits. remaining after 10 percent.1s paid on the ordinary shares. 

tegistered оћсе, II, Red Lion Street, Clerkenwell, К.С. 


Railless Electric Traction Co., Ltd, (98,728).—This company 
was registered on July "th, with a capital of £5,000 in 4,750 shares of £1 each, 
und 5.000 shares of 18. each, to adopt an agreement with M. Schiemann and 
F. Momber, and to carry on the business of engineers, electricians, suppliers of 
electricity for light, beat, motive power or otherwise, manufacturers of and 
dealers in electrical apparatus, хе, Private company with only two subscribers, 


viz. . F. D. Prox, ob, Moorgate Street, E.. C., civil engineer; and T. G. Gribble, 
8, Dagmar Road, Stroud Green, N., civil engineer; each taking one ordinary 
share. The number of directors is not to be less than three or more than seven: 


the tirst are T. G. Gribble, II. O. Foster, F. D. Fox and B. D. Fox. 


: 1 Remunera- 
tion, X10 cach per annum (chairman, £300). 


Rugby Lamp Co., Ltd. (98,691).—This company was registered 
on July 4th, with a capital of £10,000 in £1 shares, to adopt an agreement with 
B. Н. C. Fox, of Maplewell, near Loughborough, and T. Hunter, of Rugby, for 
the acquisition of a freehold land fronting Lower Hillmorton Road, Rugby, and 
to carry on the business of manufacturers of and dealers in are, incandescent 
and other electric lamps, lighting appliances of all kinds, &c. Private company 
with three subscribers, viz. :— T. Hunter, Elmburst, Hillmorton Road, Rugby, 
railway wagon builder, 250 shares; J. Findlay, 165, Clifton Road, Rugby, elec- 
tric lamp maker, 250 shares; T. H. V. Hunter, Elmhurst, Hillmorton Road, 
Rugby, engineer, 50 shares. The number of directors is not to be less than two 
or more than five; the first are T. Hunter and J. Findlay; qualification, £250; 
remuneration as fixed by the company. The said Т, Hunter and J. Findlay 
may not reduce their respective holdinga below 2,000 and 500 ordinary shares 
respectively during the first five years, except in the event of the death or 
removal from office of either of them, when the ehares of the deceased or 
retired director shall be offered to the survivor at а price to be fixed by the 
auditors. Registered by Jordan & Sons, Ltd., 116-117, Chancery Lane, W. C. 


Malta Tramways, Ltd. (98,766).—This company was registered 
on July 9th, with a oapital of £140,000 in £1 shares, to acquire the tramway 
undertaking and pessenger lift carried on in Malta by Macartney, McElroy and 
Co., Ltd., to construct and equip tramways, railways, lifts, waterways, and 
other means of communication and transit in Malte and elsewhere, and to carry 
on the business of carriers of passengers and goods, railway, tramway and lift 
proprietors, generators, atoumulators and distributore of electricity, &c. The 
subscribers (each with one share) are:—J. F. Macartney, Glen Fern, Tbe 
Avenue, Southampton, electrical engineer; J. A. McElroy, Artillery Mansions, 
Victoria Street, S. W., mechanical engineer; Maj. Ò. Lovell. Wright, 2, 
Vincent House, Regency Street, Westminster, secretary ; F. A. Scadding, 62, 
Lady Margaret Road, Southall, accountant; H. C. Holt, 77, Brodrick Road, 
Wandsworth Common, S. W., solicitor; E. A. Nuttall, 1, Castlenau, Barnes, 
solicitor; F. A. Mitchener, 37, Fontenoy Road, Balham, S. W., secretary. 
Minimum cash subscription, 100 shares. The number of directors is not to 


de less than two or more than nine; the first are J. F. Macartney, J. A. McElroy 


and F. H. Carter; qualification, £200; remuneration, £900 per annum, 
divisible. Registered office, Caxton House, Westminster, 8.W. 


Norfolk Electrical Co., Ltd. (98.700).—This company was 
registered on July 6th with a capital of £2,000 in £1 shares. to acquire the 


" business carried on in Birmingham as the Norfolk Electrical Co., and to carry 


on the business of dealers in eleotrical goods and appliances connected with 
the applica Hon of оше for lighting, heating, motive power or otherwise, 
&с. vate companys with two subscribers, viz., G. W. Holt, Norfolk House, 
Cannon Street, Birmingham, merchant; and J. A. Dale, 12, Bennett's Hill. 
Birmingham, solicitor, each taking one share. The number of directors is not 
to be less than two or more than five; the subscribers are to appoint the first. 
Remuneration. as fixed by the company. Registered office, Norfolk House, 
Cannon Street, Birmingham. 


Mallinson Brothers (1908), Ltd. (98,793).—This company was 
registered on July 11th, with a oapital of £500 in £1 shares, to carry on the 
business of tool makers, ironfounders, mechanical and electrical engineers and 
manufacturers of dynamos, motors, carriages, vehicles and engines. and to 
acquire the business carried on at Mytholm Foundry, Hipperholme, Yorks, as 
Mallinson Brothers, and to adopt an agreement with J. Mallinson and W. 
Mallinson. Private company. with only two subscribers—viz.: J. Mallinson 
and W. Mallinson, machine tool makers, of 15, Waverley Terrace, Hipperholme, 
taking one share each. The number of directors is not to be less than two or 
more than five; the first are J. Mallinson and W. Mallinson, and each may 
retain office while holding £50 shares. 


Balchin, Schulz & Co., Ltd. (98,799).—This company was 
registered on July 18th, with а capital of £10,000 in £1 shares (7,500 5 per cent. 
cumulative preference), to adopt an agreement between H. A. Balchin, G. F. 
Schulz and С. Н. Hayward of the first part, Н. A. Woodman and F. Coomber of 
the second part, and the company of the third part, for the acquisition of the 
businesses (1) carried on by the said Н. A. Balchin, G. F. Schulz and C. Н. 
Hayward as “ Balchin, Schulz and Co.,“ at Lennox, House, Norfolk ftreet, 
W.C., and (2) carried on by the said Н. А. Woodman and F. Coomber as 
* Armitage & Co., at 27a, Gloucester Street, Queen Square, W. C., and to carry 
on the business of electrical and mechanical engineers, founders, manu- 
facturers of agricultural implements and other machinery, &c. The sub- 
scribers (with one share each) are:—H. A. Balchin, Broadclyst, New Malden, 
Surrey, chartered secretary; G. F. Schulz, Dereham, Whitehall Road, Thornton 
Heath, engineer ; C. H. Hayward, Neroburg, Ventnor, Isle of Wight; H. A. 
Woodman, 27a and 27u, Gloucester Street, Queen Square, W.C., engineer; 
F. Coomber, 274 and 272, Gloucester Street, Queen Square, V. C., engineer. 
Private company. The number of directors is not to be leas than thrce or more 
than seven; the first are H. A. Balchin, G. F. Schulz, C. H. Hayward, H. A. 
Woodman and F. Coomber (all permanent, subject to holding 200 shares each): 
qualification of ordinary directors, 100 shares. Registered office, Lennox 
House, Norfolk Street, Strand, W. C. 


Dey Time Registers, Ltd. (98,801).—This company was 
registered on July 18th, with a capital of £50.000 in £1 shares (15,000 6 per cent. 
cumulative preference), to take over the business carried on at Liverpool, 
London, Glasgow, Paris, Brussels, or elsewhere, as patentees, inventors, &n 
manufacturers of, and dealers in time recorders, tell-tale and other clocks and 
watches, time stamps, horological instruments, slips, sheets, cards, disks, crates, 
boxes and cases and other articles and mechanism, as Howard Bros.,“ and to 
adopt an agreement with F. M. Howard, W. R. Howard, E. S. Howard, and 
W. T. Jollit!e, and to carry on the said business, and that of electrical engineers 
and contractors, suppliers of electricity, synchronisers of clocks and time- 
pieces, manufacturers of and dealers in railway, tramway, electric, magnetlo, 
galvanic, and other apparatus, &c. The subscribers (each with one share) 
are:—F. M. Howard, Ashwood House, Hawarden, Flint, merchant; W. Ё. 
Howard, St. Winifreds, Bertram Drive, Meols, Cheshire, merchant; E. B. 
Howard, 379, Upper Richmond Road, S. W., merchant; W. T. Jolliffe, Mount 
Alyn, Rossett, Denbigb, gentleinan. Private company. The number of 
directors is not to be less than three or mcre than seven; the first are F. М. 
Howard and E. 8. Howard (joint managing directors), and W. R. Howard (all 
permanent, subject to holding 1,000 shares): qualification of ordinary directors, 
100 shares; remuneration of joint managing directors, £500 each per annum. 
and 5 per cent. of the surplus protits in excess of £6,000; of the other directors, 
£200 per annum. Registered office, 40, Paradise Street, Liverpool. 


Coweys, Ltd. (95,833). —Тһів company was registered on July 
15th, with a capital of £6,000 in £1 shares, to udopt an agreement with L. E. 
Cowey, and to carry on the business of clectric, hydraulic, mechanical, manu- 
facturing, civil and mining engineers, founders, &c. The subscribers (each with 
one share) аге :— К. Honston, 22, Lancaster Gate, W., solicitor ; W. Inman, 
101, Sternhold Avenue, Streatham Hill, S.W.. clerk; E. P. Barrington, 139, Park 
Road, hingston-on-'Thames, clerk; B. B. Houston, 22, Lancaster Gate, W., 
articled clerk; W. P. Hunter, 117, Manor Street, Clapham, S. W., clerk ; C. 
Brown, 18, Treherne Road, Brixton, S. W., clerk ; E. W. Church, 70, Nightin- 
gale Road, Clapton, N. E., law clerk, Private company. The number ot 
directors is not to be less than three or more than flve ; the subscribers are to 
appoint the first. Registered office, 39, Victoria Street, Westminster. 


Electrical Regulators and Economisers, Ltd. (98,802). — 
This company was registered on July 18th, with a capital of £2,000 in £1 shares, 
to acquire and turn to account certain patent rights granted or to be granted to 
H. 8. Martin, of Liverpool, relating to improvements in clectric resistance, to 
make experiments in and exhibitions of applied electricity, magnetism, OF 
similar agencies, Ke. The subscribers (each with one share) are :—C. T. Wood, 
Oak Gables, West Kirby, retired provision merchant; E. H. W. Butterworth, 
51, North John Street, Liverpool, director; R. M. Grierson, 22, Lord Street, 
Liverpool, estate agent; H. S. Martin, 16, Cumberland Street, Liverpool, 
electrical engineer. Private company. Table A" mainly applies. Regis: 
fered office, 51, North John Street, Liverpool. 
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THE ELECTRICAL EQUIPMENT OF THE FERNDALE 
COLLIERIES, SOUTH WALES. 


of Caxton House, Westminster, to prepare a suitable scheme. 
The latter embraces а generating station, which has been 


erected in Tylorstown, at the lower end of tbe series of 
pits, and from 


which a main over- 
head transmission, 
at 6,600 volts 
pressure, extends 
up the valley, call- 
ing at transformer 
sub - stations adja- 
cent to the various 
pits. 

The Tylorstown 
power station is a 
steel-framed brick 
structure, hand- 
somely finished in 
glazed brick as re- 
gards the engine- 
room, and equipped 
with every modern 
VIEW OF THE Ромен STATION FOR SUPPLYING THE FE£RNDALE COLLIERIES. appliance. 


SITUATED some 20 miles north of Cardiff, in one of the 
smaller Rhondda valleys, are the extensive Ferndale 
Collieries of Меввга. D. Davis & Sons, Ltd. 

The Ferndale 
properties include 
a series of pita 
dotted over some 
three miles along 
the bottom of the 
valley ; their yearly 
output of steam 
coal amounts to 
nearly 14 million 
tons, and some 
6,500 men are em- 
ployed by the firm. 

With a view to 
securing greater 
efficiency in connec- 
tion with its many 
power - producing 
and consuming 
appliances, the 
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SEoTIONAL ELEVATION THROUGH Borer House, sHowiNG CoAL-HANpLIN G PLANT, Евер Pumps, &c. 

company recently decided to largely substitute elec- Four water-tube boilers of the three-drum Stirling type 
are installed in the boiler house. Fash of these boilers has 


trical for steam driving, and, with this in view, called in 
Mr. W. H. Patchell, M. Inst. C. E. , &c., consulting engineer, 6, 209 sq. ft. of heating surface, and is provided with а 
F 
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McPhail-type superheater of 800 £q. ft. heating surface; tanks; these latter are supplemented by а tank 100 ft. 
each is capable of evaporating 30,000 Ib. water per hour at long under the boilers. One end of the boiler house forms 
180 Ib. pressure and superheated 150° F. | 

Two underfeed stokers are fitted to each boiler, the 
furnaces of which are operated by forced draught gupplied 
through ducts by two motor-driven Musgrave fans in the 


Switch operating gallery 


Auxiliary Switch Gear. 
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ViRw IN THE BOILER HOUSE. SECTION THROUGH Бутон GALLEBIES. 


basement. Each pair of boilers is coupled-up through a a pump room, equipped with three Clarke, Chapman tandem 


Е. рее to a 7-ft. diameter steel chimney, some compound feed pumps, each capable of delivering 5,000 
5 fü. high. 


The coal used is 
“ Ferndale small’’; 
this is brought in 
wagons to an ad- 
jacent siding, where 
the wagons are tilted 
by hydraulic rams 
operated from tbe 
boiler feed pumps, 
their contents falling 
into a hopper. A 
16-in. motor-driven- 
baud conveyor, with a 
capacity of 20 tons per 
hour, transfers Ше 
coal to the top of the 
boiler house, where, 
by means of a throw- 
off carriage, it is dis- 
charged into stel 
bunkers of 150 tons 
capacity, and ulti- 
mately gravitates 
through shoots to the 
stoker boppers. 

The ashes from 
the grates are dumped, 
through sluice-valves, 
into small trucks 
running on а narrow- 
gauge tramway in the 
basement. INTERIOR OF THE ENGINE Room, SHOWING 2,500-H P. SULZER-LAHMEYEB SETS. 

The water supply 
to the station is pumped from the company’s No. 8 
pit, which is close at band, into two outside storage 


gallons of water per hour. Duplicate steam supply is Phe 
vided, i.e., either direct from an auxiliary range or rom 
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main steam header; similarly, duplicate suctions and heaters in the engine-house basement, heat the feed water 
deliveries (either hot or cold) are provided. prior to its passage through the pumps. Ава stand-by a 
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DIAGRAM SHOWING THE POSITION OF THE POWER STATION AND VARIOUS Points оғ SUPPLY, FERNDALE COLLIERIES 
INSTALLATION. 


Views or Typicat Prrs SHOWING THE ELmOTRICAL-WiNDING ENGINE HOUSE (B.H. VIEW), AND DISTRIBUTING 
HovsE (г.н. VIEW). 


Wortbington tank-pump, with a suction 
into the adjacent river, i8 provided to 
replace the main water supply in case 
of failure of the latter. A simple 
main steam header is provided behind 
the boilers, with engine branches leading 
into the basement of the engine house. 
The steam piping was supplied by 
Stewarts & Lloyd, and Templer & Ranoe 
screw-up spindle valves are employed. 

The engine - house equipment аі 
present includes three Sulzer сговв- 
compound horizontal engines, each 
rated at 2,500 B. H. P., and coupled to 
Lahmeyer three-phase fly-wheel type 
generators, the speed being 94 R. P. M. 
‘These engines are substantially the 
same as described in the ELECTRICAL 
REVIEW of December 15th, 1905, being 
each provided with two jet condensers 
(in the basement) standing on their 
own air pumps, which latter are 
driven from coupling rods attached 
to the H. and L. P. crank pins respec- 
tively. 

Tail rods carried on swivel bearings 
are provided to all cylinders, also a 
gravity oil lubricating system with return 

The teed- m a Belliss exciter pumps and filters, and electrical barring gear on each engine. 
engine and "e 1 т a Cochrane open- The auxiliary feed-heaters are inserted in the exhaust 
type steam heater, and the latter and certain auxiliary trunks above the condensers. 


FERNDALE COLLIERIES. 


One or THE UNDERGROUND HAULAGE PLANTS, 
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The injection water is taken from the cooling tower output of 1,600 Kw. with a 85 power factor and 2,200 volts 
tanks through a 4-ft. main buried in the basement floor, pressure; the overload capacity is 20 per cent. for two hours, 
and, after passing throngh the condenser, is collected or 30 per cent. for half an hour. 


STANDARD TYPE or ĪBONCIAD SwitcHGFAR, FOR DISTRIBUTING PURPOSES. 


in u hot-well header 
outside the build- 
ing. From the hot- 


well the water is 


forced up to the 
cooling towers by 
60-H.P. motor- 
driven centrifugal 
pumps situated in 
the basement. The 
motors, of ће a.c. 
slip-ring type, 
operate on 2,200 
volts, and are each 


For excitation purposes a 75-KW. 
Belliss- Lahmeyer set and а 100/120-Kw. 
motor-generator- booster set are provided; 
the booster of the latter combination is 
capable of raising the pressure from 200 
(the excitation pressure) to 290 volts 
for charging a 115-cell Tudor battery. 
This has a capacity of 380 ampere- 
hours at a 38-ampere rate, and is regu- 
lated by hand through a 21-contact 
regulating switch. 

The battery can also be charged in 
emergency by the steam-driven exciter 
get. 

The whole of the switchgear, which 
is of Messrs. Lahmeyer's make, is 
arranged on three 
galleries at the south 
end of the engine 
room. The middle 
gallery contains the 
operating — switcb- 
gear, cousisting of a 
three-panel bench 
board for the gene- 
rators on the edge 
of the gallery, and 
a series of seven 
feeder pillars some 
distance behind. 


e switch 
handles are of the 
loose type, ап 
are mechanically 
coupled to oil 
switches on the 
gallery below; the 
generator panels 

the usual in- 
struments for deal- 
ing with the gene. 
rator output, an 
for synchronising 


provided with 
main and short- 
circuiting switches 
near by. 

The cooling 
towers, which can 
be seen in our 
view of the sta- 
tion, are of the 
natural draught 
type, 33 ft. dia- 
meter and 83 ft. 
high; they are 
constructed with 
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FEEDER CONTROL PILLAR: POWER 
t STATION SWITCHGEAR. 


Тнк WAGON SHOP, WHICH HAS BEEN CONVERTED TO ELECTRICAL 
DRIVING. 


steel shells and interior wooden troughing, and stand on 
concrete tanks. 
The main gencrators each have a normal continuous 


and excitation, Ferranti reverse current relays being also 
provided in the generator circuits. Ап illumina 
synchroniser is suspended over the bench. 


The feeder pillars control three transmission lines, the 
station supply, the supplies to Nos. 6 and 7, and Nos. 8 
and 9 pits—the last two having two separate feeders. 

The pillars are of simple design (as shown on page 182), 
carrying an ammeter, indicating lamp and switch handle. 

Indicating lamps are alto fitted on the generator panels, 
their function being to light up when the main switches 
trip out—the switch handles being unaffected. 

The station supply pillar is fitted with an additional 
earthing device for testing the lines. 

The three bus-bars are arranged in the form of a rec- 
tangle under the switch gallery, with the generator and 
feeder oil switches enclosed in grilled iron compartments, on 
opposite sides; the feeders and generators are coupled up 
through meters fitted in the end sections of the bus-bars. 
mS} — Isolating links are provided to both feeder and generator 
maae gpitches, and maximum relays in the feeder circuits. 

From the feeder switchgear, the circuits leading to the 
‘eat, EP distant transmissions lead through one 1,000-Kw. and two 
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Nos. 6 and 7 pits are only about 900 yards from the power 
station ; energy is therefore taken direct (overhead) to them 
at 2,200 volts. In the case of Nos. 1 and 5 pits at Fern- 
dale, which are 2,500 yards away, and Nos. 2 and 4 pits, 
which are some 2,000 yards beyond them, up the valley, 
energy at 6,600 volts pressure is transmitted overhead on 


| duplicate lines. Beyond the switch house at Nos. 1 and 5 


pits, the 6,600-volt Jine is cabled where it passes through 
Ferndale Village, and then carried overhead to a fan house 
where suitable transforming plant reduces the pressure to 
2,200 volts for supplying Nos. 2 and 4 pits. Duplicate pole 
lines are provided for the main transmission up the valley, 
two circuits being carried on one line and one circnit on the 
other ; creosoted wood poles are employed, protected by an 
earth wire carried on the pole tops, every fourth or fifth 
pole being earthed. | 

A typical distributing station at Nos. 1 and 5 pits is 
arranged with the transformers on the ground floor, the 
Bwitchgear on the floor above and the incoming lines entering 
a small chamber above that, in 
which also the lightning arresters are 
placed. | 

The н.т. transformers are of Messrs. 
Lahmeyer’s oil-cooled type for stepping 
down to 2,200 volta ; the H.T. switchgear 
is of the same makers' ironclad type, in 
the form of two benches, containing the 
6,600 and 2,200-volt bus-bars and oil 
switches respectively. The 2,200-volt 
switchgear controls two cables which 
pass down the adjacent Nos. 1 and 5 pite, 
also two Berry air-cooled transformers 
which step down the pressure to 110 
volts for the surface lighting and motors. 
For controlling the L.T. output from 
these latter transformers a further switch 
bench of similar design to the others is 
installed. 

The bare 6,600-volt lines enter the 
switch house through porcelain pipes ; 
below the arrester choke coils, and 
throughout the switch and transformer 
chambers, rubber-insulated asbestos- 
braided cable is employed, carried on in- 
sulators and coupled up to the outgoing 
feeders in special terminal boxes. The 
cables carried down the pits are of tbe 
double wire-armoured paper-insulated 
three-core type, clamped at intervals of 
15 yd. to cross timbers. The clamps 
consist of rectangular wood blocks, 
bolted together with the power and 
telephone cables in between. 

At the pit bottom, in each case, the 
feeder passes to а lock-up switch house, 
equipped with a similar ironclad switch 
bench to that employed in the 
distributing house above, containing 


VIEWS SHOWING THE ARBANGEMENT OP А 200-H.P. HAULAGE GEAR. 
bus-bars and oil switches for con- 


300-Kw. step-up (2,200/6,600-volt) transformers in the base- 
ment, and then to an extra-high-tension switch chamber on 
the top gallery, from which the outgoing feeders pass, through 
porcelain pipes in the wall, to the transmission lines. 

The upper switch-chamber contains switchgear for 
coupling the lines and feeders as required ; isolating links, 
fuses and lightning arresters are also fitted in each line. 

An auxiliary fuse-panel controls the supply to the А.С. 
motors in the station, and a direct-current board on the 
operating gallery controls the steam-driven exciter, motor- 
Вепегаќог and battery. 

" Both the hot and cold feeds to the boilers are fitted with 
enturi meters, and Sarco CO, recorders and draught-gauges 
are provided in connection with the boiler plant. 

me location of the station and various points of supply 
\ | be gathered from the plan (page 181); it will be seen 
toat energy is taken by main feeders (both underground and 
Overhead) to distributing centres at the various pits. The 
Motors are generally worked: at 2,200 volts, but in certain 
places, ш accordance with the Home Office rules, the pressure 

a8 to be stepped down by transformers to 440 volts. 


trolling armoured three-core feeders for supplying the 
haulages and pumps. 

Where possible the underground cables are carried on 
wooden supports, and cleated to the side of the tunnels. 

Galvanised earth cables, 2 in. diameter, run from the 
machines to iron earth plates, about 1 yd. square, immersed 
in the sump at the bottom of the shaft. 

Some 22 haulagex are being installed, varying in size 
from 200 H.P. to 50 H.P. The gears were made specially 
heavy to Mr. W. H. Patchell’s specification, by the Uskside 
Engineering Co. Lahmeyer slow-speed motors have been 
generally adopted, and the electrical equipment is of massive 
construction ; the controllers being of а new design arranged 
by the consulting engineer. 

The haulages are generally of main and tail type, and 
work at a speed of six miles an hour. They are principally 
of single reduction, but in some cases to suit the exigencies 
of the positions in which they had to be installed, double 
reduction type bas been chosen. In all cases there is a 
flexible coupling between the motor and the gearing, which 
to a very large extent takes the jar of the gear off the 
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motor. 
with the drivers ; and, owing to their reliability and ease of 
working, not only have great economies been effected over 
the old steam-driven haulage gears, but it has also been 
possible to obtain a greatly increased output, as there are 


no delays in starting up—the haulage gear commencing work 


immediately the driver manipulates thé lever. 

We illustrate on page 183 one of these haulages, showing 
the arrangement of the resistances, controller and reversing 
switch ; the small oil-pump driven from the coupling box 
circulates oil through the resistances, &c. | 

The underground pumping is now being handled electric- 
ally by three-throw pumps and high-lift Sulzer centrifugal 
pumps. 

The lighting of the pit bottom, switch houses, haulages, 
&c., is carried out electrically, and cables will eventually be 
run in conduit cleated to the walls for this purpose. 

The ventilation of the pits is a most important part of the 
work, not only from tbe colliery manager’s point of view, 
but also inasmuch as the continuous user makes it a most 
desizable load for the power station. | 

At pit No. 9, which is a new pit adjacent to the power 
station. a “Sirocco” fan has been put down to handle 
300,000 cb. ft. of air per minute at a 4-in. water-gauge. 
This fan is rope-driven from either end of its shaft by two 
300-H. PD. motors working at 375 R.P.M. One of the 
* Schiele" fans, which has been driven for several years by 
a steam engine, and delivering 300,000 cb. ft. of air per 
minute at 3:5-in. water-gauge, has lately been converted to an 
electrical drive. 

Two further Sirocco“ fans are at present being installed, 
each capable of giving 125,000 cb. ft. of air per minute at 
4-in. water-gauge. 

We show on page 182 one of the fan-drives at No. 9 pit ; 
the switchgear controlling each motor, consisting of a main 
oil-switch and rotor circuit switches, is mounted just behind 
it. These motors are fed through the basement of the 
fan house, which in this and similar cases is utilised as 
the distributing station for the adjacent pits, containing 
ironclad 2,200-volt switchgear of similar design to that 
previously described. This distributing station is fed direct 
by underground cable, at 2,200 volts, from the power 
station bus-bars. 

The surface lighting in the majority of cases will be on 
direct-current circuits, duplicate motor-generators being 
installed for transforming the alternating current. 

The No. 9, or new pit, is being entirely equipped with 
electrically-driven plant, including an electrical winding 
engine of the Ilgner pattern, which is nearly completed and 
will raise 1,800 tons of coal per day. 

The new engine house is a substantial building, lined 
with glazed brick and measuring some 78 ft. x 41 ft. The 
winding drum, some 16 ft. dia. and 9 ft. wide, is coupled to 
two motors which will exert some 2,500 н.р. for winding 
purposes; we hope at a future date to describe this plant in 
detail. 

A complete telephone installation couples up the power 
station with each switch house, both above and below ground, 
the instruments being of the mining pattern. Instruments 
of normal pattern are also provided for communicating with 
the ottiċes and departments on the surface. 

The various fitting shops and workshops connected with 
the pits, the screening plant and various surface pumps are 
all being converted to electrical driving. 

In conclusion, we are indebted to Mr. W. H. Patchell, who 
has acted as consulting engineer throughout, for assisting us 
in the preparation of thisarticle. Mr. l'atchell has collaborated 
with Mr. David Ilannab, manager to the Ferndale Golleries, 
and our thanks are due to the latter gentleman for facilitating 
our inspection of this interesting installation. 


Canada.—The Montreal City Council, after a nine hours’ 
sitting, has decided to accept the offer of the Robert Syndicate for 
supplying electricity in the city. The by-law adopted requires the 
company to supply 5,000 н.р. by 1910 and 20,000 н.р. by 1915, at 
defiuite rates agreed on. For incandescent lighting the rate of 
charge will not exceed 10 cents per KW., and is subject to discounts 
of from 5to 10 percent. For power the charges vary from $40 to 
$^ per И.Р. per annum, according to amount and usage. 


These electrically-driven gears are very popular 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Coatbridge and Airdrie Electric Supply Co., Ltd. (89,178).—A 
charge dated June 29th, 1908, to secure £7,235 17s. 8d., charged on the com. 
pany's undertaking and property, present and future, including the Coatbridge 
and Airdrie undertakings and uncalled capital, bas been registered. Holders: 
County of London Electric Supply Co., Ltd., Moorgate Street, Е.С. 


Cowans, Ltd. (electricians, Manchester) (57,378).— A memo- 
randum of satisfaction to the extent of £2,000 of debenture stook, dated Feb- 
ruary 26th, 1908, securing £5,000, bas been filed. 


Rhondda Tramways Electric Supply Co., Ltd. (94,770).— 
Particulars of £44,000 debentures created by resolution of August 7th, and 
secured by a trust deed dated August 8th, 1907 (already registered), have been 
filed pursuant to Sec. 14 (4) of the Companies’ Act, 1900, a debenture of reoent 
date having been produced to the Registrar. Property obarged: The benefit 
of the said trust deed, the benefit of an assignment of leasehold redemption 
polícies dated March 16th, 1908, and the company's undertaking and property, 
present and future, including uncalled capital. Trustees: C. A. Scott- Murray 
(director of Воп Life Assurance Society), 68, Threadneedle Street, E. C., and 
L. B. Schlesinger, 21, Cornbill, Е.С. 


Buenos Ayres Electric Tramways Co. (1901), Ltd. 
(71,200).—An acknowledgment of indebtedness under seal, dated June 2th, 
1908, to secure a further £7,000 second or B” debenture stock (ranking рап 
pasu. with and supplemental to £71,600 forming part of a total authorised sum 
of £100,000 similar stock secured by a trust deed dated March 80th, 1906, and 
two acknowledgments of indebtedness dated March 7th, 1907, and May Pith, 
1908), has been registered. Property charged: Certain tramway concessions, 
freehold land, rights and the company's undertaking and property, present and 
future, including uncalled capital. Trustees: W. Greenwell, 3, Finch Lane, 
E.C., and F. С. Tiarks, 145, Leadenhall Street, Е.С. 


South London Electric Supply Corporation, Ltd. (50,392).— 
This company’s annual return was filed on May 29th, when the entire capital of 


£260,000 in £4 shares had been taken up and paid for in full. Mortgages and 
charges: Nil. 


Hartlepool Eleetric Tramways Co., Ltd. (49,734).— This 
company's annual return was filed on June 4th, when the entire capital of 


£100,000 in £10 shares had been taken up and paid for in full. Mortgages and 
charges: £50,000. 


Waterworks Lighting and Power Investment Corporation, 
Ltd. (88,390).—Tssue on June 29th of £410, and on June 30th of £1,000 6 per cent. 
debentures, part of series created August 8th, 1906, to secure £10,000, charged 
on the company’s property, present and future, including uncalled capital. No 
trustees. Total amount previously issued of same series: £8,255. 


Tramways and Light Railways Estates Co., Ltd. (65,201). 
—A statement of the total amount outstanding on July Ist in respect of mort 
gages and charges created prior to that date and not required to be registered 
under Seo. 14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of 
the Companies’ Act, 1907. Date of charge: December 28rd, 1902. Amount 


secured, £700. Property charged: Moxham's Yard, Oystermouth Road, 
Swansea, 


Fleetwood and District Electric Light aad Power Synd!- 
cate, Ltd. (49,666).—A notice of the appointment of W. Cash, chartered ассос 
tant, of 90, Cannon Street, E.C., as Receiver, by Order of Court dated Merc 
18th, 1903, has been filed pursuant to Sec. 11 (2) of the Companies’ Act, 1907. 


Maxim Electrical Co., Ltd. (Walthamstow) (84,426).—A 
notice of the appointment of J. Poynter, of Maxim Works, Bhernhall ibn 
Walthamstow, and G. Stirling. of same address, as receivers, on March ld 
1908, by C. Bright, under powers contained in debentures, bas been fi 
pursuant to Sec. 11 (2) of the Companies’ Aot, 1907. 


Britannia Electric Lamp Works (1905) Ltd. (86,967)— 
A notice of the appointment of J. J. B. Cross, of 65, Linzec Road, Hornsey. а 
receiver and manager, by order of court dated May Ist, 1908, has been ё 
pursuant to Sec. 11 (2) of the Companies’ Act, 1907. 


D.P. Battery Co., Ltd. (44084). This company’s annual 
return was filed on July 4th, when the entire capital of £10,000 in 4,99% 1 
4,996 “B” and 8 other shares of £1 each had been taken up and paid for! 
full, Mortgages and charges: £12,000, 


CITY NOTES. 


Direct United States Cable Co., Ltd. 


THE sixty-second ordinary general meeting of the ahareholders of 
this company was held on Tuesday at Winchester Houee, Old Bros 
Street, Mr. E. M. Underdown, K. C., presiding. 

The CHAIRMAN, in moving the adoption of the report (ELECTBICAL 
Review, page 149), maid that the revenue for the six months to 
June 30th, after deducting outpayments, amounted in round figure? 
to £51,367, while the working and other expenses, exclusive of tbe 
cost of maintenance of cablee, absorbed £24,932, leaving & balance 
of £20,435 as net profit, That, with £6,397 brought forward, and 
£2,229 in adjustment of income-tax, made a total of £35,131, which 
had been appropriated as follows: Interim dividend 4s. per sbare 
to March 31st, £12,142; proposed final dividend of 48. per share 
and a bonus of 1s. per share to June 30th, £15,177 ; transferring 
to reserve fund account £5,000, leaving a balance of £2,812 to be 
carried forward. {The revenue showed a falling-off of £5,688, 98 
compared with the corresponding period of 1907, when tbe gres 
activity that had characterised tbe Atlantic business began to show 
signs of falling off. That was followed by serious financial difficul- 
ties in America, the effects of which had not yet entirely 
disappeared. On the whole, he thought they might congratulate 
themselves that they had not suffered more than they had in com” 
sequence of the financial disturbances in that country. y 
reserve fund had been credited with £9,295 from interest on invest- 
ments; £2,159 from profit on sale of securities; and £5,000 tran- 
ferred from revenue. On the other side it had been debited with 
£12,553 for the cost of maintenance of cables, and the balance it 
the account now amounted to £505,196. If they took the resu 
of tbe interest and profite upon the reserve fund fof the 
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whole year, it тоша be found that the expense of the 
maintenance of cables had been completely covered. One 
of the most important features of the company was the reserve 
fund. The ideal figure at which they aimed was £500,000, and it 
was little short of that at the present moment, which was a matter 
of congratulation. Twelve months ago things looked very gloomy, 
and they then thought it prudent to set aside £40,000 in order to 
cover any deficiencies which might arise in the valuation of their 
securities. He was very glad to вау now that the price at D 
eal- 


j ities stood would be realised if they had to sell. 
foe with the w their receipts had amounted to 


ing with the whole financial your ; 
£111,935, while the expenses amounted to £50,035, leaving & 
balance of £61,900. They had paid away in dividends £51,603 ; 


they had placed to reserve £10,000, and they bad an increased 
balance in band of £279. The reserve fund had been increased on 
balance during the vear by £13,228. £10,000 had been transferred 
from revenue; interest on investments, £18,490; and profit on 
saleof securities, £2,688. From those amounts, £17,950 had to be 
deducted for the cost of maintenance of cables. There had been 
some apprehension as to the damage to cables by trawling vessels 
on the coast of Ireland, and on the other side of the Atlantic. It 
bad been found that damage had been caused in some cases. He 
did not think it applied to their cables, but still it was а matter of 
very great importance, and the Postmaster-General appointed an 
Inter-Departmental Committee to examine into the question. That 
Committee was now considering the matter, and he had no doubt 
that measures would be taken as far as practicable to secure sub- 
marine cables from damage in that way. Representatives from 
their company had attended the inquiry, and submitted various 
recommendations. The other matter to which he wished to call 
attention was the International Telegraph Conference, which had 
deen held at Lisbon. They were répresented at the Conference, 
and he was glad to вау that nothing of a prejudicial character to 
their undertakings came forward, and the Conference would not be 


renewed for another seven years. 
Sm James Ремрев, Bart., seconded the motion, and the report 


was adopted. 


Metropolitan Railway Co. 


Tur report of the directors for the half-year ending June 30th, 
1908, submitted at yesterday’s meeting, shows that the total 
receipts on revenue acoount have been £356,786 16s., and the 
expenses £199,780 6s., leaving a profit of £157,006 10s. Compared 
with the corresponding half-year of 1907 the receipts show an 
Increase of £11,267 6s., and the expenses an increase of £6,419. 
The net revenue account, after providing for the interest upon the 
debenture stocks and other fixed charges, and the dividend upon 
the preference stocks, shows a balance of £18,002 168., from which 
the directors recommend a dividend upon the ordinary stock, at 
the rate of 108. per cent. per annum, and to carry forward the 
Mutat of £3,672 13s. to the next balf- year's ‘accounts, The 
ni Lands Committee announces that the dividend on the Sur- 
pins Lands stock, for the past half-year, will beat the rate of £2 158. 
ж cent. per annum. During the half-year the train services have 
been considerably increased, and a greater mileage has consequently 
э Taur The full benefit has not yet been felt in the receipts, 
company pected that ав the greater facilities offered by the 
ле better known among the travelling public the 

A t9. respond. It is now more than twelve months since the 

e tube lines was opened, and the immediate effect of that 


 vompetition is therefore known. The opening of the several tubeg 


Caused a serious diversion of i 
bnt i rsion of traffic from the Metropolitan line 
dd e x E ваше time given rise to a large е аз: in the 
to this Or loca 0 . will be a continuing benefit 
the balt. some sections of the line the traffic durin 
there ioe UN а healthy expansion, and on others, where 
taken to Шо LA ing-off through competition, steps are being 
to the delay 1 iiia ies and to regain the business, Owing 
Puit tion, the traits 150 etion and opening of the Franco-British 
tinge the ord was contemplated. 
develop largely 388 06 July, and it is fully expected that it will 

ughout th hal year cle el and excursion season advances 

given every sati а 1-Jear the electrical Plant and machinery have 
de produced at 5 in working, and the current continues to 
installations, During 4555 Compares very favourably with other 
were carried ; the tra in a half-year some 48,243,951 passengers 
18,963; goods ;, eaga being :—Electric, 1.705.011 - 

miles of ront pa mineral 97,712. The com any w sighs, 
е, Including 4 miles of foreign о J "Ра some 
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Ed 
mundsons Electricity Corporation, Ltd, 


report of the di ec 
relented at the an tors for the year end to 

: Pas th ed March 
et profit af nnual meeting on August 6th, ыы. пе 


рапу 


additional amount of over £12,000 having been so set aside, of 
which over £10,000 is apportionsble to the corporation's holdings 
in these companies. . va 

The directors believe that this more liberal application of profits 
to these purposes is calculated to enhance the credit and strengthen 
the position of the corporation no less than that of the subsidiary 
companies, whilet the money is equally available for capital pur- 
poses, whether it is so dealt with or whether it appears in the 
corporation’s accounts. Е 

Although not apparent on the face of the accounts, which can 
only reflect improvement in the accounts of the subsidiary oom- 
panies to the extent to which those companies make larger dividend 
distributions, the directors are satisfied that the position is better 
than it was a year ago, and that there is evidence of its steady 
improvement. The gross profits of the subsidiary companies have 
increased during the year by £9,133, the amount expended on 
capitel account during the year being £69,065. This compares with 
£92,760 for the previous year. The reduction of £40,926 in the 
item of investments and advances to subsidiary companies 18 
accounted for by a reduction in the amount of the advance to the 
urban company consequent upon the issue of £75,000 debenture 
stock by that company. A sum of £1,491 3s. 10d. has been added 
to the reserves, which now amount to £183,564 6s. 9d., making with 
the reserve fund of £95,000 and the prcfit balance of £20,530 
12s. bd. a total reserve of £299,094 19a. 2d. As the shareholders 
are aware, the report of the committee appointed at the last annual 
general meeting was adopted by the sbareholders at the extra- 
ordinary general meeting of the company held for the purpose in 
February of this year. The committee's report included recom- 
mendations for the appointment of the present board and for the 
creation of £200,000 prior lien debenture stock. The consent of 
the debenture stockholders to the immediate creation of £100,000 
5 per cent. prior lien debenture stock was subsequently obtained, 
and that amount of stock has accordingly been created and recently 
issued. The proceeds of this issue are expected to provide for the 
corporation's capital requirements during the next two years, and 
the directors believe that tbis provision will go far towards safe- 
guarding the financial position of the corporation. 

Mr. F. E. Gripper has resigned his position of managing director, 
and is now the general manager of the company. Mr. Stanley 


Beeton Was appointed to a seat on the board in acoordance with 


the recommendations of the Committee above referred to, and the 
shareholders will be asked at the meeting to confirm this appoint- 
ment. Mr. P. D. Tuckett retires by rotation, and offers himself for 


re- election. 


` BcHEDULE SirowiNG. CAPITAL EXPENDITURE AND GROSS PROFITS OF SUBSIDIARY 


COMPANIES FOR THE YEARS 1906 AND 1907. 


Name, Capital expended. | Gross profit, 
— * 

! Dec. 81, 1907, | Dec. 81, 1906. | 1907. 1906. 
Alderley ..  .. £46,065 445,727 — £1459 £1,909 
Bromley .. T 155,150 148.637 12,168 10,825 
Folkestone 198,591 187,249 12,789 11,262 
Isle of Wight 258, 256, 10,731 9,501 
Ilfracombe 82.484 30,763 294 
Lymington » 86,211 85,510 1,396 1,979 
Melton Mowbray 89,993 99,815 1,777 1,692 
Newmarket `.. ,396 88,462 2,588 9.045 
North of Bcotland 104,688 103,214 1,543 1, 
Ramsgate..  .. 37,164 ‚100 1.342 698 
Scarboro’ Trams. 5580 99,499 —99 1,118 
Salisbury .. — .. ‚607 70,402 5,148 4,898 
Urban Со... 1,049,957 1,011,746 85,274 81,429 
Winchester 2 86.622 6,842 6,291 
у ycombe .. 99,661 99,174 4, 4,219 

Juernsey .. 197,836 128,959 4,493 4,419 
Cromer 1,280 80,256 7 
Dorking 36,995 85,849 1.463 1,511 

rome id 51,408 49,856 '631 7 
Hamilton 61.571 57,038 1,658 1 а. 
Surbiton .. 54,661 54,270 8:308 2.9 35 

Total . £2,713,897 £2,644,832 £109,798 £100,360 


The equivalent 8-c.p, lam 5 HIGH OH NV. 
from 1,023,660 to 1,14 5,505. nections increased during the year 


PARTICULARS OF INVESTMENTS IN AND ADVANCES To SUBSIDIARY Oompa | 
| ' NIES. 


—— —— — 
w ——- 


Advances. 


Company, Shares, | Deben. 
ME" ures. 
Alderley and Wilmslow Elec. 8 5 E oe 
slow Elec. ly Co 
Bromley (Kent) Elec. Light and Power co. | £2858 | £5,000 | 
Folkestone Electricity Bupply е Сб: э, 23,100 — кр 
Guernsey Electric Light and Power Co, “ 13,495 ee т 
1125 of Wight Electric Light and Power Co. 11 eaa 49,500 >= 
П racombe Electric Light and Power Co. 5,300 JU NUN 12.293 
ancashire Power Construction Co mE о = 36,61: 
y mington Electric Light and Power Co. 85,800 — E у 
N eiton Mowbray Electric Light Co * mes 19,800 9,600 1 
N Electric Light Co. big eps a 15,910 19,900 
Ramsgate and Dee ene ight and Power Со, 49170 Po ~ 
Eo o rough Tramways Co. Supply 6 7T 920 = 99055 
sbury Electric Light an ply co 64,100 Ore 
Urban Electric Supply co Supply Co. 44.919 20,000 8 
inchester Elec, Light and Power Co.” "| 286,820 ik 169 r. 
16,515 9,000 | 109500 


Feombe(Borough) Elec, Lightand Power Co. 31,160 = 
• 7 33.700 21 71 
i 1/18 


а | £194,598 | e591 eN 
| , 
Shares T Summary, 
Debentures RN : yi ws t. 
vances 85 x s £703 
Avestment in Cr mer, Dorking 191. 
, 391,071 


l 0 ОЕ ИИК: 

(local authorities) undertaki y Frome, Hamilton and Surbiton 
oe ee ee P 80, 

m 

£1,409,771 
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General Electric Co., Ltd. 


Tus ordinary general meeting of the shareholders of this company 
was held on Friday last at the offices, 71, Queen Victoria Street, Mr. 
G. Byng presiding. 

The CHalnmAN, in moving the adoption of the report (see ELEC- 
TBICAL REvIEW, р. 149), said that a further allotment of ordinary 
shares had been made during the year, and they had now £360,000 
in ordinary shares, thus considerably increasing the security of the 
preference shareholders. They had added £15,000 to their plant 
and machinery during the year, and had written off £17,000 for 
depreciation. Their stock-in-trade was almost exactly the same 
in value as last year, but in bulk it was considerably larger, 
as the rate at which it was taken was considerably lower. 
Their investments now stood at nearly £60,000—£4,000 
more than last year. That £4,000 had been invested in 
subsidiary companies, which were yielding them good returns. 
The profit last year was less by nearly £9,000, and he could but 
acknowledge that the profit they had made had not been satis- 
factory, or an adequate return for the large capital invested. The 
main cause of the reduced profits was the fact of the price of raw 
Materials falling suddenly. While in the previous year they 
suffered from the advance in prices, in that they could not obtain 
the extra price for their manufactures, this year the fall in prices 
had affected them, mainly on account of the large stock they were 
required to keep. When they considered that a stock of over 
£300,000, largely composed of copper, iron, india-rubber, &c., had 
to be written down in accordance with the market fluctuations, some 
of which were 30 or 40 per cent. below the prices quoted six months 
ago, they could imagine that it was a serious item for the company. 
During the year they had introduced the Osram metal filament 
lamp. The outlook for the business was a very good one, 
and soon they would be able to put on the market 
English made “Osram” lamps. After careful study they had 
decided to enter the field of telephone exchange equipments, 
and the Post Office authorities had already entrusted them 
. with a very important contract for the equipment of one of 
the largest telephone centres in the kingdom. The particularly 
gratifying feature of that policy was that it emancipated the 


Government from the necessity under which they had been up to. 


the present of buying this important and costly equipment in the 
foreign market. In their desire to keep up to date, improvements 
were being constantly introduced in almost every department, the 
most prominent amongst those of the past year being the production 
of their " Angold" magazine arc lamp, which he trusted would 
play an important part in all coming street lighting schemes. 
Their carbon and engineering works had done excellent work 
during the past year, but he regretted that the financial results in 
those two enterprises had been disappointing. The quality of their 
carbons was admitted, even by their competitors, to be equal to the 
best that could be produced. Their thanks were due for the support 
whicb the Admiralty was giving them in this respect. As regarded 
their engineering works, there was no special feature, so far as their 
works were concerned, to distinguish them from other electrical 
engineering factories in this country. At Witton they had carried 
out a great amount of work, and he might specially mention a 
large contract for the tramway department of the L.C.C. and the 
Mint at Calcutta. It was generally known that electrical engineer- 
ing of the larger kind, such as the making of dynamos and motors, 
had become most unprofitable in this country. With very few ex- 
ceptions almost all the 40 or 50 electrical engineering works were 
complaining to such an extent, that unless something was done he was 
quite convinced thatanumberof them would have to shut their doors. 
It was a crying scandal, and should be thoroughly investigated. 
Mr. Garcke proposed a combination of manufacturers, with a view 
to a remedy, but while he (the chairman) agreed that such a step 
might do considerable good, he was afraid no real improvement of 
a permanent nature could possibly be expected unless our fiscal 
policy was altered. i 

Mr. H. Hirst seconded the motion, and the report was 
adopted. 


City and South London Railway Co. 


THE forty-eighth ordinary general meeting of the above company 
was held on Tuesday at the offices, 71, Finsbury Pavement, E. O., 
under the chairmanship of the Right Hon. C. B. Stuart Wortley, 
K.C., M.P. 

The CHAIRMAN, in moving the adoption of the report 
(ELectricaL Review, p. 149), said the extension to King's Cross 
apd Euston had been in operation during the whole of the six 
months as compared with only seven weeks in the corresponding 
period of last year. They had an increased gross revenue from all 
sources of £6,044, and working expenses had gone up by £4,372. 
Working expenses still stood at only 46728 per cent. of tbe gross 
receipts. The resulting increase in the net revenue account was 
£1,672. Unfortunately this was all that they bad to set against the 
heavy increased charges entailed by the capital cost of the pew works, 
The item of £4,1:31 for general interest received in the 1907 half- 
year was represented by no corresponding item in the 1908 half- 

ear. 
Шош in the form of interest paid by them to the company for 
money found by the company for them, a great part of the charge 
for capital raised for the new works; whereas in 1908 the company 
bad had to bear it all themselves for the whole time. If they added 
to this £4,131 the increase of £1,367 in the charge for debenture 
interest, the increase of £209 inthe amount (£275 against £66) 
of their share in the rent of the new station and subways at Euston, 
and the net charge of £672 for bank and other interest outgoings 
which 1908 showed, against the net receipt of £4,131 in 1907, they 


In 1907 the contractors bore for nearly the wLole six 


got a total of £6,379 of charges against net revenue that they 
Had to find this year. Add to this the fact that their January 
carry-over this year was £1,401 less in 1908 than in 1907, and 
they got a total of £7,780, against which their only set off was 
the increase of £1,672 above-mentioned, leaving: £6,108 
less available for dividends than last year. There 
was also £1,282 more to be found for preference dividends 
than last year. The £7,400 which would be made available if the 
shareholders sanctioned the board’s paying 1 per cent. less on 
ordinary stock than last year, just covered the £6,108 and the 
£1,282, and enabled them to carry forward about the same amount 
as last June. The June half-year of 1908'was fractionally worse 
than the December half of 1907 in respect of receipts per train-mile 
(28. 503d. against 28. 7:84d.). But the June half-year of 1908 was 
fractionally better than that of 1907 in respect of :—Receipts per 
train 17s. 9:044, against 178. 173d.; expenses per train-mile 
ls. 2'16d., against 18. 2:94d.; loco. charges per train-mile 4'68d, 
against 4'70d.; and traffic expenses per train-mile 629, 
against 6°80d. These improvements had been shown in 
spite of higher prices for coal and other stores in 1908 
than in 1907. Coal cost them an average of 14s. 54d. per ton 
in 1908, against 13s. 1024. in 1907. Ав to receipts attributable to 
the.new extension, they found that the bookings to and from Euston 


and King's Cross and from stations on the Hampstead Tube 


produced in the first 19 weeks of this half-year the gross sum of 
£13,386, as against nil in the corresponding weeks of the 1907 
half-year, during which those two stations were not as yet open. 
Calculations had been furnished to him which suggested that the 
old line showed a decrease on the half-year of £8,353. This looked 
asif the new line had come in strongly to the aid of the old, 
while it had not unduly increased working expenses, and they had 
to look elsewhere for the causes of their not having received a 
better gross revenue. The report mentioned some of them: Better 
weather in 1908 than in 1907; a less attractive exhibition at 
the Agricultural Hall; increased tramway competition to the 
Angel, and possibly elsewhere. To these might be added the 
diminished exchange bookings between themselves and the Great 
Northern and City Railway. Through bookings with the Central 
London Railway came into operation on April 17th, and there was 
every reason to hope that they would have a beneficial effect on 
the traffic. The fire which occurred on July 16th at Moorgate 
Street Station was prevented in good time from ever becoming 
dangerous, caused no panic, and no injury to any passenger, and 
did very little harm to railway property. He was not able to 
suggest the cause, because that was now the subject of the official 
inquiry which was being held under the authority of the Board of 
Trade. Officers were already considering and effecting over the 
whole system, in the light ofthe indications that the case afforded, 
the removal of every discoverable thing that could possibly lead 
to such a thing happening again, and every possible addition to 
the existing provisions and regulations for securing at all times and 
in all расов the safety of passengers. The Exhibition at Shep 
herd's Bush had tended to draw people away from the Agricultaral 
Hall and from cricket matches at the Oval, but they gota certain 
number of short hauls ” in the case of passengers making for the 
Exhibition by Tube. 

Мв. С. S. GRENFELL seconded the motion. " 

Mr. ANDREWEs asked if the board had considered the advieability 
of laying steel sleepers in the Tube when thé time came for relaying 
the line ? . 

Cor. PERRY suggested that particulars might be posted in the 
Stations showing passengers what precautions were taken in the 
case of accidents, This would tend to allay panic. ; 

Mr. CLARKSON thought it would be wise, considering the 
tramway competition, to offer lower fares during the slack periods 
of the day. | ! 

Replying to these and other questions, the CmArmMaN said the 
renewal account was baving the serious attention of the board, and 
if they thought it necessary to place a small amount more eat 
half-year to that account, they would not scruple to ask forit. He 
could not undertake to say they would put down steel sleepers 0D 
the railway all at once, although, of course, this would diminish 
any chance of fire, Their fares were pretty low already, and it 
must be remembered that a great competitor had power to do the 
same thing. 

The report was adopted. 


Electric and General Investment Co., Ltd. 


THE nineteenth ordinary general meeting of the shareholders of 
this company was held on Tuesday at Winchester House, Old Broad 
Street, Mr. J. b. Braithwaite in the chair. 

In moving the adoption of the report (ELECTRICAL REVIEW, 
p.117), the CHainMAN said, that as the shareholders were aware, thc 
company was a finance one especially connected with electrical 
investments, and the past year had been one in which there had 
been little or no finance going on for electrical securities, and it 
had been a year in which electrical investments had been somewhat 
out of favour, Under those circumstances the opportunities whic 
they had had for carrying on profitable business had been 
very much curtailed, and they had been obliged to fall 
back almost entirely upon revenue from investments АП 
their remuneration ав trustees. There was one 8808 
factory point in the report, which was that it showed that, 
apart from their ordinary financial profite, the reveume from invest- 
ments and trustce fees was sufficient to provide interest on their 
preference shares and their expenses, leaving a small balance : 
£568, which they proposed to add to the contingencies account, 


| 
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raising that to £67,556. They proposed to make a distribution of 
£10 s share to each founder's share and to pay 6d. в sbare on the 
ordinary shares. He thought, on the whole, they might con- 
gratulate themselves that their company, throughout the whole 
of its career, had done well. They had now been estab- 
lished for 18 years, and during that time they had distri- 
buted in dividends on each £1 ordinary share, £4 88. 74d. 
from the company and 7s, from the reserve, making a total 
of £4 158. 734., or 475 per cent. That worked out at about 264 per 
cent. over the whole period of 18 years. During the same period 
the founders’ shares of £5 had each received the sum of £707— 
£546 5s. from the company and £160 168. from the founders’ share 
reserve, 60 that those of them who were shareholders bad had no 
cause to complain of the profitable character of their investments, 
and he saw no reason to doubt tbat as soon as business improved in 
the direction in which they were specially interested, they would 
again make similar profits. ‘ 

Mn. Exits GAnRCKE seconded the motion. 

The CHAIRMAN, in reply to a SHAREHOLDER, eaid he regretted 


that a certain section of the founders’ shareholders refused to 
concur absolutely in the scheme of reconstruction which the direc- 
tors put forward, and he was afraid he could not hold out any 
hopes that they would alter their attitude. 

The report was then adopted. 


Crompton & Co., Ltd. 


Тн twentieth annual meeting of the shareholders of this company 
ти held on Monday, at Salisbury House, Mr. Jobn Trotter pre- 
siding. RUE 
The CHar&MAN, in proposing the adoption of the report 
(Exgcraican Review, p. 148), said be thought they might fairly 
claim that the results had not been unsatisfactory, seeing that they 
had been obtained under great difficulty, as the condition of the 
industry was not in а satisfactory state. They had been suffering 
for some years past, and were still suffering from over-production 
and low prices. As showing how prices bad fallen, he might say 
that their own price and that of other manufacturers in the case of 
standard pattern machines bad fallen between 16 and 25 per cent. 
during the last three years. They would understand that great 
reductions had been effected in their manufacturing cost to enable 
them to still sell those motors at a profit, and they would be able to 
realise what effect an increased turnover had had in producing 
those results. То give them an example, he had in his mind a 
dynamo, for which in 1901 they booked an order in com- 
Petition for the sum of £2,794. By improved design 
and cheaper manufacture they could now sell at, and the 
market price for such a machine was £1,035. He thought it was 
creditable to their engineering staff that they had been able to 
adapt themselves to euch a condition of things. That fact would 
give them some idea of the keen competition that existed in this 
country at the present moment in their trade. They had done 
their very best to keep up prices, and all along they had set their 
face against the ridiculous and ruinous “cutting ” that prevailed. 
They were constantly refusing orders at other manufacturers’ 
Prices, because they were below what they considered a proper and 
legitimate price. Despite the desperately low prices, if they could 
get а eufficient amount of business they could still obtain a triflingly 
higher price than other people, because of the excellence of their 
work. It was, therefore, their constant endeavour to turn out good 
honest work, and in the case of any trouble whatever, to give imme- 
diate satisfaction to any customers who had a grievance. It was very 
mtistactory to be able to state, as they did in the report, that the 
ontpnt from the company's works at Chelmsford during the financial 
year showed a large advance over that of any previous year, and 
that at the same time further economies in the cost of manufacture 
bad been introduced. That was a confirmation of the policy that 
the board revealed to them а few years ago, of extending their 
Works in order that they might be able to obtain an increased 
output and correspondingly cheapen their cost of manufacture. 
That policy had had the effect they desired—they had never before 
turned ont such a large quantity of goods, and not only so, but 
owing to the activity of their sales department they had been able 
lo tell their output, and although they had done so much more their 
stock was reduced from what it used to be. That was very 
important, because it showed that they could turn over their stock 
"e frequently and showa satisfactory condition of things in spite of 
b есошре оп. The contract department had been very satisfactory, 
ut it was most desirable that they should not be dependent solely 
9 that department. The increase of activity at Chelmsford and 
s Profits that were being made there was a very satisfactory 
cature in the company’s history. It saved them from taking 
undesirable contracts simply to keep the business going. Their 
ger business demanded larger capital. Some two years ago the 
ae powers of the directors were increased, and at that time 
T said that they had no ides of permanently increasing the capital. 
0 ponas; however, for the rapidly increasing business, they 
vould sooner or later have to get in some more permanent 
ical May to the extent of about £50,000. They had not 
n "mined upon any course yet, as there was no immediate 
ting (. but he was certain that if they were to con- 
Nou their present policy of doing a very large business, it 
E be cheaper to have more permanent capital than to have to 
1 the money market. Turning to the accounts, the chair - 
1 that the stock showed a decrease of £11,000. Invest- 
maa in other companies had increased by £13,500, part of which 
ve to the payment they had to make in connection with the 
Evarantee to the Electric Supply Corporation, That Corporation 


was going on well—not as fast as they could wish, but he had reason 
to believe it had done very well, especially in connection with 
Dumbarton, where they had connected up their station with the 
tramways. The reserve fund account stood at £20,900, and they 
intended to increase it by £8,000, making it £28,000. That was a 
respectable figure, bot he hoped to see it much larger. The 
net result was a profit balance of £28,000, against £30,000 
last year—not quite so good, but stil it was the second 
best in the company's history, and, in view of tbe difficulties 
of conducting business in the electrical world, he did not think it 
was unsatisfactory. They proposed this year to set aside £2,000 
for doubtful debts, which was rather a larger amount than usual, 
and to add £8,000 to the reserve, which left sufficient to pay 5 per 
cent. dividend, and to carry forward £6,103, which was slightly 
more than was brought into the account. 

Cor. Свомртом, in seconding the motion, said he considered it 
spoke volumes for the ski]! and energy of the staff, that they should 
have been able to present snch a satisfactory report. It was the 
misfortune of the electrical profession that it was so go-a-head, that 
there were so many bright brains engaged in attempting to 
improve matters, that they never could bave the same feeling of 
Security in their present patterns and designs, as was the case 
with the ordinary engineering profession. 

The report was adopted. 


National Telephone Co., Ltd. 


Тнв forty-second ordinary general meeting of this company was 
beld on Thureday of last week at Hamilton House, Mr. George 
Franklin presiding. 

In moving the adoption of the report and accounts (ELECTRICAL 
REVIEW, р. 109), the CHArRMAN said the board regarded them as 
eminently satisfactory. The income accrued in respect of the 
half-year's business was £1,452,825 as compared with £1,316,038 for 
the corresponding period last year, an increase of £137,787, which 
was в record. After deducting Post Office royalties amounting to 
£139,546 as against £125,279 there remained a net income of 
£1,313,279 as compared with £1,189,739. That income had accrued 
from 463,869 stations, which was an increase of 16,761 as against the 
number in the corresponding period of 1907. The working expenses 
showed an increase of £82,878— from £749,760 to £832,638 — which was 


‘partly due to the normal growth of the company's business and 


partly due to exceptional items. "There was an increase of £27,629 
in maintenance and renewals of lines and instruments wbich showed 
that the board were resolved to keep the plant in efficient order. 
He thought that policy should commend itself to the shareholders, 
since the purchase price to be paid for the business in 1911, on its 
transfer to the Post Office, would be based on plant values. 
Administrative and management charges had increased by £38,178, 
which reflected the growth of business, The net result for the 
half-year was £480,641, against £439,979, being an increase 
of £40,666, and as £596 more had been brought forward, there 
was an additional sum of £41,257 to be disposed of. They 
had to place against that £7,518, which went in increased deben- 
ture and other interest, £26,433 in extra dividend and £10,000 
more to reserve fund, which left a balance of £2 694, which repre- 
sented the reduced sum carried forward. It was very satisfactory 
that althovgh half a million of capital bad been unproductive, they 
were able to pay the full 6 per cent. dividend on the new stock, as 
well as the old deferred stock and to carry £140,000, against 
£130,000 to the reserve fund. This fund now stood at the con- 
siderable figure of £2,264,960. Its main purpose was to cover any 
possible shrinkage in the capital on the transfer of the company in 
1911. They should bear in mind that the capital account consisted 
of the expenditure on plant and the outlays on the acquisition of 
various telephonic undertakings from time to time. Yet, on the 
other hand, they should remember that the company was to be paid 
on the transfer to the Government on the basis only of the 
then valne of the existing plant, less depreciation. Some 
shareholders might think that in adding large sums to the 
reserve fund, the board were making excess provision. 
That might be so, but however large that fund might be 
that could make no difference at all to the basis on which the 
transfer of the businees was to be effected, whilst an insufficient 
reserve fund might imperil the shareholders’ capital. The main 
object of the board was to secure the sharebolders’ capital, If the 
fund was too great any excess would remain the property of the 
shareholders, but if such reserve should prove too little, then they 
might reasonably have cause for complaint of want of provision on 
the part of the board. He had noticed that lately some eminent 
financial authorities had been attempting to forecast the price at 
which the deferred stock would be paid off in 1911. The board 
had no responsibility for these statements, and saw no safe ground 
for such predictions. It might happen that arbitration would be 
resorted to in order to ascertain the purchase price payable, and, 
therefore, it would be unwise for the directors to speculate on the 
subject or do anything which might create false hopes on the one 
hand, or undue depression on the other. Their view was that with 
the uncertainty that was before them, the policy of the company 
required that they should keep a vigilant eye on the expenditure 
and the possibilities of arbitration. They could not go beyond 
that. The amount carried forward for unexpired terms was very 
interesting, as showing the remarkable development of the 
company. The rentals carried forward had increased from 
£1,210,117 to £1,314,591, an increase of £104,474 for the half- 
year. The capital expenditure had increased to £14,042,939, 
representing the amount expended on their 403,869 stations, That 
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gave an average cost of £30 58. 6d. per station. If they added to 
that, the amount expended on lands and buildings—£685,309, а 
total of £14,728,269 was reached. The share and debenture-holders 
had provided of that sum £11,221,593, leaving an excess of capital 
expenditure of £3,506,676. They might ask how that sum 
had been provided. They would find in the balance- 
sheet the answer to that. The first item on the assets 
side was the capital balance of £3,506,676, the next stock 
of materials, £365,928, which showed a gratifying reduction of 
£30,000. The total of the assets in the balance-sheet was £5,157,456, 


which had been provided for by rentals in advance, C1. 187,629; 


creditors’ balances, £935,438; and the reserve fund, £2,664,960, 
which left a balance of £369,426. That had been appropriated for 
the dividends, including 6 per cent. per annum on the de- 
ferred stock, for the addition of £140,000 to reserve, and for 
the carrying forward of £10,676. The directors of the company, 
in conjunction with the Postmaster-General, had adopted the 
system of measured rates. They had something like 10,000 stations 
on that system, and it was gratifying that a number of munici- 
palities had adopted the principle of measured service. The 
company, however, only adopted it in regard to new sub- 
scribers, the old ones were left undisturbed: He thought 
that the system would, at any rate, lead to the share- 
holders getting a fair and equitable return upon the capital 
which had now to be spent before the “appointed day.” 
‘There had been an increase in the number of their staff from 
17,421 to 17,946, and the number of shareholders had increased 
from 12,217 to 13,031. They had 1,513 exchanges, and the number 
of stations, exchange and private, was 463,869. The present rate 
of effective calls was 656,755,000 per annum, and of meseages, 
including call and reply 1,313,511,000. The accrued revenue per 
telephone station worked out at £6 Зв. 4d., and the average cost 
er message to a subscriber was 48d., the average per week, 
2s. 4d., or 4d. per day, including Sundays. Comparing 
the Post Office system with theirs in December last, the 
company had 93,020 stations, as compared with 46,355 of the Post 
Office, and in June the corresponding numbers were 99,068 and 
49,690, so that there was only an increase in the Post Office of 3,335 
as compared with the company’s increase of 6,048. 
Mn. S. Н. Sanps seconded the motion, and after a short discussion, 
the report was adopted. 


Electric Construction Co., Ltd. 


Tue fifteenth annual general meeting of the shareholders of this 
company was held on the 20th inst. at Winchester House. Мв. 
W. S. B. McLaren presided, and in proposing the adoption 
of the report (ELECTRICAL Review, page 108), said it showed 


a very marked improvement upon that of last year. They were 


not only able to pay last year's preference dividend, but they 
had every reason to expect that within six months they would pay 
the dividend for this year also. In spite of the severe depression 
and competition in the trade, the great excellence and high quality 
of the company's manufactures had met with their reward, and the 
works had been kept fairly well employed. Strict care and 
economy had been exercised, with the satisfactory result 
that the gross profit on manufacturing and contracting 
showed an increase of £9,775 проп the previous 
year. That would have been greater by approximately 
£1,500, which represented abnormal experimental expenditure, 
and which the board decided to write off in pursuance of their 
former policy. As intimated at the last annual mecting, the board 
resolved to adopt other branches of engineering, and the accounts 
had already benefited by this departure, a considerable amount of 
general engineering having been obtained. In common with 
other consumers they had suffered from the high price of fuel, and 
the increased cost under this head was not less than £500. Ав 
formerly, all expenditure on new lines of machines had been 
written off, and the whole of the factory equipment had been 
maintained in the most thorough manner out of revenue. In the 
opinion of the management the company was better equipped 
at the present time for the expeditious handling of 
work than it һай ever been before. The dividends on shares 
in other companies had been reduced by £1,161. Those 
shares were held in the Electrical Power Storage Co., Ltd., and 
the Madras Electric Tramways (1904), Ltd. Turning to the debit 
side of the profit and logs account, they would have noted an 
increase in general charges of £1,186. The principal changes were 
increases in salaries of about £400; workmen’s compensation, 
£200; branch offices and agencies, £500. In consequence of the 
strenuous competition wbich prevailed, the sales department had 
continued to receive the close attention of the board, and fresh 
arrangements had been made for opening up new connections both at 
home and abroad. The board was satisfied of the wisdom of such 
a step, although it meant increased expenditure, particularly in the 
case of foreign agencies, where time must elapse before they 
could become self-supporting. The result of the year’s working 
was a net profit of £5,932, compared with a loss of £1,442 for 1907. 
He was glad to say that they began the new financial year under 
more favourable conditions than formerly, and the board were 
sanguine that by the end of December they would be in 
a position to declare a dividend on the preference shares for the 
past year, and thus get rid of that liability. The financial position 
as disclosed by the accounts was perfectly satisfactory. They had 
416,700 in hand. They had no floating liabilities apart from 
trade accounts, and those were less than one-balf the amount due 
by sundry debtors, besides their having в very substantial sum in 
stock in trade and work in progress, viz., £74,000, as compared 
with £52,000 last year. No profit had been credited on that work, 


though much of it had really been earned, and it would all come 
into next year’s accounts. The shares in other companies had been 
reduced during the year by the sale of a portion of the company's 
interests in the Madras tramways, and a depreciation of £2,000 on 
the sale had been debited to general reserve fund, leaving the 
amount at the credit of the fund £28,500. In conclusion, the 
chairman referred to the satisfactory relations which continued to 
exist between the board and all grades of the staff and workmen, 
and said that, being anxious to see the Territorial Army scheme a 
success, they had offered to recoup the men who put in full com- 
pulsory drills the difference between their wages and the Govern- 
ment grant. Thirty-three men had joined the force, and the 
annual donations by the company would hot exceed £12. 

Мв. P. E. Валснсвоғт, seconded the motion, and the report 
was adopted. 


3 


United River Plate Telephone Co., Ltd. 


THE twenty-second ordinary meeting of this company was 
held at Winchester House on the 21st inst. Мв. F. GnEEN, 
who presided, in moving the adoption of the report (ELEC. 
Rev., page 109), said that during the financial year ended 
March 31st last the company's business had continued to increase. 
In Buenos Ayres their subway system had increased by 80 squares, 
and they had completed the underground connection to their 
Belgrano exchange in one of the most important suburbs. The 
Libertad Exchange, with about 2,000 subscribers, had been 
converted to the common-battery system, which was giving excellent 
resulta The new common-battery exchanges in Juncal and Mitre 
had also been installed, and the work of transferring the sub- 
scribers' line had been putin hand. The Avenida district overbead 
distribution was being prepared for the change over to common 
battery, and a new board would be installed in this exchange as 
soon as the lease for the ground floor in the Avenida building 
expired. "Their operations, besides embracing the capital, were 
spreading widely over the province of Buenos Ayres, and into that 
of Santa Fé, both of which provinces afforded an immense field 
of operations for the telephone business. The Rosario trunk line 
had been completed and opened for public use. The increase 
in subecribers in the city of Rosario itself had also been satisfactory, 
and they were there rapidly converting their aerial lines into under- 
ground connections. Cordoba was also showing very well as regards 
increase. Preparations had been made for the opening up at an 
early date during the present year of offices in several important 
districts, &nd the necessary concessions had been obtained from the 
national and provincial Governments and the respective municipal 
authorities to connect to the general system the important towns of 
General Paz (Ranchos), General Belgrano, and Lobos. A 
further important concession had been granted to them to open ап 
exchange in Dolores. In accordance with the prescriptions of a law 
recently sanctioned by Congress, all telephone companies joining 
the capital to a province or joining two provinces together would 
for the future come solely under the control of the National Govern- 
ment, and the old controversy about territorial jurisdiction had been 
satisfactorily settled, so far, at least, as their business was concerned. 
The share capital was the same as last year. The new issue of 
ordinary shares which was made towards the end of March 
been fully taken up. The old 5 per cent. debenture stock had now 
been replaced by the new 44 per cent. stock. They had spent 
£62,932 in capital expenditure during the year. Over and 
above that sum they had spent £45,396 in ‘substituting 
underground for overhead lines, and in connection with the 
installation of the common-battery system. Expenditure of this 
kind, although of the very greatest value to the company, coul 
not be considered as an addition to capital, and they had, there- 
fore, put it to a special replacement account. As the work pro- 
ceeded, they would make further additions to this account, and, 


the same time, would write it off gradually against revenue. They 


had during the year under review already written off £25,000 of 
this sum, во that the actual amount left in the account was now 
only £20,395 198. 7d. Their real estate had been increased by 
£7,579, owing to the erection of the new Central Stores Deposit 
and the extension of various exchange buildings. Securities 
were down by £15,846, and the stock of materials was 
down £12,590, ss part of the common-battery plant in stores 
at the previous balance had now gone into the business. 
In the profit and loss account, there was an increase in receipts 10 
the River Plate to close on £35,000, while maintenance charges 
and general expenses were about £12,000 more than for the 
previous year. The increase in the net profit for the year wa 
£18,746. The directors recommended a final dividend of 5 per 
cent. on the ordinary share capital, making, with the m 
dividend paid on December 3186 last, a return of 8 per cent. for 
the year, free of income-tax. -sit 

Sin JoHN Gavey seconded the motion, and referring to the Men 
be had paid to the Argentine, expressed his satisfaction with 
he saw in connection with the company's business. 

The report was adopted. 


Metropolitan District Railway.—The directors [eC 
mend a dividend on the 4 per cent. guaranteed stock for the pos 
six months at the rate of 1j per cent. per annum. Last year ine 
dividend was at the rate of 13 per cent. 


Baker Street and Waterloo Railway.—Subject to 
final audit, the accounts for the half-year ended June 30th provi g 
for the full dividend of 4 per cent. per annum on the ресто 
shares and a dividend at the rate of à per cent. per annum on 
total ordinary share capital. 
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Torquay Tramways Construction Syndicate, Ltd, 


Tas report of the directors, covering the period from August 24th, 
1905 (the date of incorporation), to December 31st, 1907, showed 
that the amount standing to the credit of profit and loss account 
was £2,271 88. 3d., which the directors proposed to carry forward. 
About 3} miles of the tramway were opened for traffic on April 4th, 
1907,4 further 2} miles on November 17th, 1907, and the last 
portion on April 17th, 1908. The total receipts from April 17th, 
1908, to July 2nd, 1908, were £3,659 1s. 2d., or 10°72d. per car- 
nile. In December, 1907, the Torquay Tramways Co., Ltd., was 
registered with & share capital of £120,000, with power to issue 
£60,000 in debentures, all of which would be issued to the 
syndicate, with the exception of £5,000 debentures, which the 
contractors had agreed to aocept in lieu of cash for additional 
necessary expenditure not provided for in the contract. Additional 
cars were necessary to cope with the summer traffic, and this was 
having the directors’ attention. е question of applying for 
powers to extend the tramways to Paignton was also under con- 
sideration, Under the articles of association Mr. W. Herbert 
Fowler retired, but offered himself for re-election. Messrs. 
Monkhouse, Stoneham & Co., the auditors, also retired, but offered 
themselves for re-election. 


The second ordinary general meeting of the shareholders in this 
syndicate was held on Monday at the office, Queen Anne’s Chambers, 
Westminster, Mr. J. T. Jervis presiding. 

In proposing the adoption of the report, the OnarRMAN said that 
the profits had not been quite sufficient to enable them to pay a 
dividend, but the directors were very satisfied with the state of 
affairs and the amount of traffic they were getting. At present the 
number of passengers averaged something like 60,000 a week, but 
that was nothing compared with what they expected during the 
next two months, which would embrace the holiday season. Up to 
December 31st last they had taken £8,096, and from the 
commencement of this year to July 23rd, the receipts had 
amounted to £7,000, which was very good indeed, especially when 
it was remembered that the best part of the year was yet to come. 
The total number of passengers carried this year was 1,292,673, 
Which was а very good return. The average takings per day were 
between £50 and £60. On July 23rd they took £63 88. 2d., while 
on the two holidays Easter Monday and Whit Monday, the receipts 
totalled respectively £168 6з. 10d. and £146 2s. 10d. They would 
undoubtedly do considerably better than either of those days on 
August bank holiday. It must be remembered that the route had 
only been open throughout since July 17th, and therefore so far 
they had not had a fair chance of seeing what the traffic was likely 
to be, but he hoped to have some good figures to show them at the 
next meeting. 

Ма, GLENDONNING, a shareholder, seconded the motion, and asked 
what was the cost of operating per car-mile. 

Mz. Сотттв said that there had been many difficulties in con- 

nection with the surface contact system on which the tramways 
Were run, which had caused considerable delay, and during the 
continuance of those difficulties the expense of operating was very 
heavy. Now that the difficulties had been successfully overcome, 
the expenses had come down very considerably, and for the last 
month or two bad averaged about 7d. per car-mile. Their manager, 
however, expected to reduce the cost still further. They were 
paying between 14d. and 12d. for current, and were taking 2 06 
Units per car-mile, Of course, the gradients of Torquay were 
pretty bad, and even with the overhead system he donbted 
whether they would be able to work with less than 2 units per car- 
mile. They hoped to get the operating costs down to somewhere 
in the neighbourhood of 6d. per car-mile before they had finished. 
With regard to the receipts they had shown a considerable improve- 
ment so far this year, and he reckoned they would amount to 
£20,000 for the 12 months, With the overhead system there was 
no doubt that they would have been able to make very good protits 
indeed, but they had been obliged to use the surface-contact system, 
which was more expensive than they had anticipated. 

The report was adopted. | 


Anglo-American Telegraph Co., Ltd. 


Tux report of the directors for the half-year ending June 30th, 
shows that the total receipts, including the balance of £2,478 13s. 
brought forward from the last account, amounted to £195,258. The 
traffic receipts show a decrease of £15,625, as compared with the 

-year ended June 30th, 1907. The working expenses of the 

“year, as shown by the revenue account, amounted to £73,295 188., 
being a decrease of £1,467, as compared with the corresponding 
Period of 1907. The directors, under the powers conferred upon 
them by the articles of association have, before declaring the net 
Profita, set apart the sum of £10,000 (not £5,000 as reported last 
week) to the renewal fund, leaving a balance of £111,962 13s. 
Quarterly interim dividends of 158. per cent. on the ordinary stock, 
and of £1 10s. per cent. on the preferred stock, were paid on 
May let, 1908, absorbing £52,500, and second quarterly interim 
dividends of 158, per cent. on the ordinary stock, and £1 10s. per 
cent. on the preferred stock, amounting to £52,500, will be paid on 
August let, 1908. The balance of £6,962 138. will be carried forward 
to the next account. The same dividends were paid last year. 


РА 


Siemens Brothers Dynamo Works, Ltd.—Accord- 
to the Financial Times the accounts for the year 1927 shows а 
credit balance of profit and loss account of £1 416. 


British Thomson-Houston Co., Ltd.—The report of 
the company for the year ended March 31st, 1908, presented 
at the meeting yesterday, stated that under the terms of the 
trust deed securing the issue of the company's debentures the com- 
pany had to pay to the trustees on February 28th last the sum of 
£3,339, to be applied by them in purchasing debentures in the 
market. Debentures of the par value of £1,160 were purchased 
prior to March 3186 (the end of the year under review), and since 
the closing of the books the trustees bad purchased an additional 
amount of £2,400, making the total par value of debentures retired 
£3,560. Phe trading profit for the year, after deducting general 
and technical expenses, discounts, debenture and other interest 
amounts to £23,038. The whole of this profit, with the exception 
of £1,394 carried to the balance-sheet, has been applied, as shown 
in the profit and loss account, to various depreciations. The amount 
carried forward last year was £1,071, which added to the above 
amount of £1,394 makes the total carried forward this year £2,466. 
On the balance-sheet of last year the balance of the exceas cost 
incident to the establishment of the manufacturing business of the 
company amounted to £16,707, £51,000 having been previously 
written off. Nothing was added to this account during the year, 
and the directors have decided to write off a further sum of 
£6,707, leaving a balance of £10,000, which will be written off from 
time to time until finanally disposed of. The directors record with 
regret that during the year Mr. W. A. McArthur resigned as chair- 
man and director of the company. It is not proposed to fill the 
vacancy on the board at present, and Mr. J. F. Nauheim has been 
elected to act as chairman of the company. 


Stock Exchange Notices.—Applications have been 
made to the Stock Exchange Committee to appoint a special 
settling day in, and to grant a quotation to :— 

British Aluminium Co., Ltd.—Further issue of 20,000 “А 6 per cent. cumu- 
lative preference shares of £6 each, fully paid. 

And to allow the following securities to be quoted in the Official 
List: . | | 

Durham Collieries Electric Power Co., Ltd.—£160,000 5 per cent. debentures. 


Mexican Light and Power Co., Ltd.— 81,500,000 7 per cent. cumulative con- 


vertible preference shares of 8100 each, fully paid. 
United Electric Tramways of Monte Video, Ltd.—67,200 ordinary shares of 
£5 each, and 70,000 6 per cent. cumulative preference shares of £6 each (special 


application). 


Bristol Tramways & Carriage Co., Ltd.—4An interim 
dividend at the rate of 6 per cent. per annum for the half-year 
ended June 30th has been declared. Last year the dividend was 
83 per cent. 


Brompton and Kensington Electricity Supply Co. 
— The directors announce an interim dividend for the half-year to 
June 30th at the rate of 9 per cent. per annum on the ordinary 
shares, the same rate as last year. 


Imperial Tramways Co., Ltd.—An interim dividend 
at the rate of 8 per cent. per annum for the half-year ended 
June 30th has been declared, the same rate as last year. 


Liverpool Overhead Railway Co.—The accounts of 
this company for the past half-year show an available balance of 
£7,206 16s. The directors have resolved to recommend payment of 
a dividend at the rate of 5 per cent. per annum, as last year, 
on the (1892) preference shares, which will absorb £3,000, and 
carry forward a balance of £4,206 168, 


Electric Supply Со, of Berlin.—According to the 
Financial News, the board of directors of the Elektrische Lieferungs 
A.G., of Berlin, has convened an extraordinary general meeting 
with a view to obtaining the necessary authorisation for the 
increase of the capital of the company from 5,000,000 to 15,000,000 


marks. 


City of Buenos Ayres Tramways Co.— A dividend 
of 18. 3d. per share for the quarter ended June 30th has been 
declared, the same rate as last year. 


Central London Railway Co.—The directors have 
declared dividends for the half-year at the rate of 3 per cent. on 
the undivided ordinary stock, 4 per cent. on the preferred ordinary 
stock and 2 per cent. on the deferred ordinary, carrying forward 
£29,125. The same rates were declared last year. 


British Columbia Electric Railway Co., Ltd.—The 
directors announce a dividend at the rate of 5 percent. per annum 
in respect of three months ended June 30th, 1908, together with an 
additional dividend at the rate of 1 per cent. per annum for the 
same period. 

Chelsea Electricity Supply Co., Ltd.—The directors 
have declared an interim dividend of 4 per cent. per annum (2a. 
per sbare) on the ordinary shares for the past half-year. The same 
dividend was paid last year. 


Great Northern, Piccadilly and Brompton Railway. 
—Subject to final audit, the accounts for the half-year ended June 
30th provide for the full dividend at the rate of 4 per cent. per 
annum on 35,704 shares, being the ordinary shares which are 
converted into preference shares, as from July 186, 1908, and a 
dividend of ў per cent. per annum on the total ordinary share 
capital, carrying forward £4,886 to next half-year. 


Charing Cross, Euston and Hampstead Railway.— 
Subject to final audit, the accounts for the half-year ended June 
30th, 1908, show net revenue sufficient to pay the interest on the 
total authorised debenture capital, carrying forward £832 to next 


half-year. 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
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constitute one fully-paid ordinary share of £1 each. 


July 24) 2,19 i 183) | Al 
corresponding period of 1907. 
1 Includee horse, steam and other receipts. 


¢ One week only, 
$ One month. 


Compared with the 


STOCKS AND SHARES. 


: Tuesday Evening, 
Tuis week it is the Home Railway dividends that have aroused 
most attention in the investment markets of the Stock Exchange. 
There is vague talk of a rise, instead of the expected fall, in the 
Bank Rate, but money continues cheap. There is still little indica- 
tion of the glut of new issues coming to au end, although with the 
August holidays so near at hand, promoters will perforce be 
relaxing very soon their efforts to get the public to subscribe to 
fresh emissions. 

Seeing that underwriters have recently been obliged to take up 
about 90 per cent. of their liabilities in most cases, it seems quite 
time that they also should have a holiday as well as the school 
children. 

The Central London has declared dividends at the rate of 4 per 
cent. on its Preferred and 3 per cent. on the Ordinary, with the 
intimation that there would be enough to leave 2 per cent. for the 
Deferred, which does not become payable until the end of the 
year. Some chroniclers fell into the not unnatural error of 
supposing that the last-named dividend had been actually declared 
for payment now, but this is not the case. The Preferred stock 
has lost a point, and the Ordinary failed to rally, although the 
result is quite as good as anyone expected. 

City. and South London fell 4 to 334. Great Northern and City 
Preferred changed hands at 17s. 6d. on Monday. Metropoliten 
Consolidated rose a point upon the report, which speaks cheerfally 
of the prospects of better іта се, because of the Exhibition, in the 
current six months. The company has declared dividends at the 
rate of 10 per cent. on the Consolidated, and 22 per cent. on the 


: Surplus Lands stocks. 


Districts at 12 have advanced to a small extent. 

‚ The dividend announcements make no difference to prices in the 
electricity supply section. Metropolitan Ordinary shares are to 
receive an interim dividend of 28. 6d., f. e., at the rate of 5 per cent., 
but the quotation kept at 4i, and Chelseas at 3} are unaltered by 
the announcement of the regular distribution ; Westminster Prefer- 
ence slightly improved. 

British Columbia Electric Railway Preferred Ordinary have put 
on a point, because of the increase of 1 per cent. in the dividend. 
A feature in the traction department is the flatness of Calcutta 
Trams, which show a loss of 10s. at 5. This is due to disappoint- 
ment with the recent traffics, the new extension not swelling receipts 
as much as was hoped. Moreover, a block of shares, said to be on 
account of a deceased holder, overhangs the market. The Prefer- 
ence shares are 4 lower. London United Preference have drooped. 

Last week's spurt in National Telephone stocks has been followed 
by a natural recession, a natural sobering of the lofty optimisms 
already recorded here. From 122 the price of the Deferred 
crumbled to 118, but another reaction took the price a point bigher 
again, to 119. The Preferred stock is 1 lower. Chili Telephone? 
have further improved upon their previous strength, and even 
Marconi's, at 7s. 6d., are a little better. American Telephone and 
Telegraph Capital stuck has again started soaring, this week seeing 
a rise of 4 points, attributed to the issue of the report. 

Telegraph issues display a general quietude. Eastern Exteu- 
sions are 3 lower, aud West India shares shed т. Anglo-American 
Deferred has fallen, but none of the movements are of aby special 
significance. A few Globe Telegraph Preference came on offer, 
and the price was accordingly lowered half-a-crown. : 

Industrials are also without feature. British Aluminiums are 
rather a weak market, upon the poor results achieved by the recent 
new issue of Debenture stock. Callender's Debenture gtock has 
recovered, but beyond this the telegraph manufacturing description? 
are without any change. 


(Gee ———.½²—— —̃ñͤ 
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Brush Electrical Engineering Co., Ltd.—Àn extra- 
ordinary general meeting of this company was held on Monday sé 
the offices, 112, Belvedere Road, S. E., Lord Vaux of Harrowden 
presiding, at which the following resolutions were passed :— 

1. That the fully-paid non-cumulative 7 per cent. preference 
shares of the company be consolidated in such a manner that ore 
three of the existing fully-paid non-cumulative 7 per cen, 
preference shares of 68. 8d. each shall constitute one fully-pa! 
non-cumulative 7 per cent. preference share of £1 each. be 

д. That the fully-paid ordinary shares of tha company 
consolidated in such a manner that every three of the existing 
fully-paid ordinary shares of the company of 68. 84. each 8 


of £2 each 


3. That each of the 74,268 unissued ordinary die t £1 each. 


in the company be sub-divided into two ordinary gh ires О 


Westminster Electric Supply CorporatioB, Ltd.— 
The directors announce an interim dividend for the ра] уем 
ended June 30th, 1908, at the rate of 10 per cent. рег annum, 
same as last year. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


| Brock Closing Closing | 
week ended d 
Present or Dividends for the last | otations otations | Yiel 
ае NAME, Bhare. four years. July 218t. SS 98th. July 28th per cent 
1904. | 1906. | 1906. | 1907. Highest|Lowest. 8 E: d. 
95,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 10: | Nil | Nil | Nil | Nil 2— 8 2— 8 
M800 | Do. de. " % Debe, Nos lio 1,860 Red. | 100 | NU 525525525 19 —99 | 6—89 s 612 4 
$131,551, American Telephone & Telegraph, Cap. Stock .. | $100 | 7495 | 7% | 8 % | 8 % | 119 —123 х — - pes 
58,000,000 Do. Collat. Trust, 496 EU Тол $1000 4 % 4 % 4 % ол 89 — 92 89 — 92 ЗР d 
698,180 | Anglo-American Telegraph .. ЕЯ T 5% рох 9 3 s 8i% ou RE id pe #; еа 
8,200,910 | Do. do. do. Deferred és .. | Stoc і 4 190 105 usb 7 
50, 000 Anglo- Portuguese Tel., b o6 Mort. Deb. Stock Red. 100 ee Б Б 5 кы — 8 = 8 . 4 14 1 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. s ДА 5 8 189% |8 8%, ate x "dat. 851 44 9 
3,383,376 | Commercial Cable Sting. 600 year 4 & Deb. Sk. Red. | Stock 4 % | 4 Ф 15 %% 88 — % S — 86 417 2 
00 8 10 “ Pret. ee we ee ее 10 10 ү i & 10 дА 152— 164 1 А 16 » Н : : 
12,961 | Direct Spanish Telegraph, Ord. Bo aa i 5 10 | i 10 Ф 10 % Ta 8 Е Bt P 
1200 Do: d: 4 . 9 430 43% | 100 —103 100—103 8 14 10 
A P е . ee ee k = 8 
60,7101| Direct United States Cable "x Е e 20 s ae 44% itp n =% 184—133 184 1 5 
4000000 o He 100, e вох 7 $ 1% ve 7% 182 —185 xd | 182 —185 1343 5 3 8 
7 тп elegrap 3 e ee е? ee ee P M R5 4 1 10 
1800 700 Do. 40 Mort: Deb. Btoc к. Red.. | stock 475 "ga do 40 101 108 10 —100 109; B17 8 
$ * e a ae е ef ВА = 2 | 
Ж e ene. e e . PM R e Е ДЕ T 
7 y . e тә ee еа = ; 8 18 Б 
269,700 | East & B. Afric, Tel., 4% Mt. Db., 1 to 8,008, red. 1909 | 100 1 4 4% { $ 100 = Ts = 2270 
10004 Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 | 25 |4% |4% | 4 % | 100 00 —102 i 318 4 
181,127 | Globe Telegraph and Trust... +. + «j 10 15% Bio | 6% 650 1 3 — ist i a ч, 18 eee 
181,127 Do. do. 6.96 Pref... ee ee 10 & 20 20 m 99 27 и 99 29 6 11 11 
‚000 | Great Northern Telegraph, of Copenhagen. ss 10 24 24 96 o6 
Halifax and Bermudas Cable, 44 96 1st Mort. 100 4495 % | 4% | 4396 98 —100 98 —100 с 410 0 
19.6001 4 
Debs., within Nos. 1 to 1,900, Red. А ж 13 ababa a E 510 2 
17,000 | Indo-European Telegraph .. .. .. ..| 95 " 96 18 96 оо кка Pd 
590400 | Mackay Companies Common 8100 % og 14 66 — 70 0 25 EM 
000| Do. o. 49% Cum. Pref. .. .. .. {$100 4 e БГ ay ans NII 
884,190 | Marconi's Wireless Telegraph .. £s we 228 1 Ni Т s E 11 — iP — 17 30) 1979 414 1 
72,680 Monte Video Telephone Co., Ltd. Ord. КООР A 5 Ф 5 р ф : o 11.— ; 7— | саа 
5000 j = „ lago 6 6 6% 6 & 110 —112 109 —111 110 | 109 5 0 0 
2,225,000 | National Telephone, Pref. Stock .. ..  .. % ; à d |194—1 118 —120 155 Ts 118.0 
8,725,000 | Do, o. Def. Stock e. „ 100 г : б & ded pvc 104— 103 i54 
16,000 . do. 6 96 Cum. lat. Pret. oe ee 10 6 Б 5 9 10 a 12 10 RE 11 я 4 8 4 ; 
15,000 | Do. do. 6 % Cum. 2nd Pref. .. 10 6 0 А % 5 4 E 53 бс 6l T PT. 
250,000 | Do. | do, 6 96 Non-cum. 8га Pal to 250,000 5 Б 96 Ф A 844 | 974— 99 971— 994 983 9 10 4 
9,000,000 | Do. . do. 84 W Deb. Btock Red. .. | Stook | 34% a A А 1004 —1021 101 ins EIF A 
1,716,698 | Do. do. 4% Deb. Stock Red... .. | 100 |4% & 1 8 ic 1; 14 JB 
179,313 | Oriental Telep. and Elec. 1 to 171,504, шу paid .. 1 6045 1 : A 1 р { 2313 44 0 
50,000 Do. do, do.” 6% Cum. Pref... es 1 6 : 96 ; : E UU. tmt. 173] 
99,100 Do. do. do. 4% Red. Deb. Stock .. | 100 TO % { % 1% 97 100 97 —100 | reg her 
e Pine & European Tel., 4 % Guar. Debs., 1 to 1,000 n : & : 96 : dE : | 81 ae, и | 
3 uter's ee ee ee 4 oe Фе ee ee o = 98 —101 ] 
99,100 | Telephone Co. of Egypt, 44% Deb. Red, ..  ..| 100 . ug 8 a do Es zm ост 214 
8,083 | Submarine Cables True.  «- | Cert. б % р р Wa 6 — т 62— 7] | » 510 4 
100000 | United River Plate Telephone... .. 5 185 5 J 5 % P 5 5.— 31 » ae 
40,000 Do. 5% Cum. Pref., Nos. 1 to 40,000 5 es NE 23% má 1 13 а 1% = 38102. 
30,008 | W. Coast of America, 1 to 80,000 & 53,001 to 53,008 | 24 Р і ; i d» ii 5 жш. 98 —101 3194 
таен үре: 4 1 Debs, 1 to 1.500 guar. by Pan ah: Tel. 100 - ч 3 % 1 2 7% 18 14 193— р 18 ii ‘ 19 2 
М estern Tele А ., NOB. ,930.. ; & g z { —101 100 100 
800,000 Do. a О. 4% Deb. Stock Red. | 100 EU S i L f м f e a pa 19 6 К 
88,331 West India and Panama Telegraph .. .. .. 10 á vi R 1 . pt UA 2 3 5 
4% o. do S% Cam mapet . L| go | КП, NÉ Nit lee | s 8p— 9 95 29 9 
1 . O. um. . oe ee = — 102 
8,000; р do. 5 % Debs., Nos. 1 to 1.800100 5 * 5 $36 5% 99 —102 | 99 à | 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


— eee 
| | | | 


| | | : А 
820 000 {Anglo-Argentine Trams, 10 % Nom. Cum. 2nd } 6 s 8 8% 9% Bii— BR Bi— 85 83 833 +) 9195 
Pret., 260,008 to 580,097 B | 6% | 54% | 54% | 53% S be 64— 63 63 BAT ui 4n 1 
960,007 | Do. 6 % Cum. Prefs., 1 to 260,007  .. | 100. le 6 % | 8 ф 6 139 —144 141 —145 142 +14 429 
286,600 Do. Permanent, 6 % Deb. Stock, 1888 со 5 Ф Б 5% 5 % | 108 —106 103 —106 104 Е i 414 1 
690,000 ` Babcock & Wilcox, 1 to 530,000. . x is oe! 6 6 6 6 1 — 1% 1р lis Е В 16 10 
0000 Do. do, 69% Cum. Pret., 110100000 ..| 1 |8% 8% 7% 7% 1 — sd | i " 11015 4 
40,000 ; British Aluminium, Ord., 1 to 40,000 .. T : С Ц 14 7 2 54— 4 3j— 4i : и EL 17 4 
40,000 Do. do. T% Cum. Pref. .. — .. os 5 16 6 6%!6%| 4у— 5 di— 46 | cb. 6 3 1 
200 Do 5. й % F Ring Сега, у, . 5 42 4544 „ 8—4 06110 | | — | 1101 
000 . о. unding „ АА o4 | 106 —110 106 — 
98,00. Do. do. 5 % Ist Mort. Deb. Stock Red. | Btook | 5 % | b 5705 | 5775 | 99 —102 99 —102 е 6 110 
800,000 Do. do. 51% Loch Leven Debs. T 190 gé 6 9, 692 18 % : 194 —129 124 —129 E d 640 
1000 . 6 % Pref. Ord. Stock " oe oe 8 5 5 5 5 9 | 104 —10ч ха | 104 —108 1063 15 412 7 
800,000 Do. 6 96 Cum. Perp. Pret. Stock ee ee 1 44% % 4 95 99 —102 99 —102 ate . ! Ё 4 8 8 
1000, Do. 43 % Ist Mort. Debs., 1 to 6,250 .. 5 40 44% 42 4% | 100 —108 xd | 101 —104 ia І , 475 
QC Do. Vancouver Power Debs., 1 to 2,200 110 6 8 ҮЙ Nil ia i là— 13 807 | 7 Е Nil 
183,801 British Electric Traction 2 Vs is ae " 65516469, |8 5 4i— ij ij- 44 zs . 2 6 6 4 
161,487 Ро, . , в 95 — 98 97 96). 5 70 
1,473,653 | Ро, do. b % Perp. Deb. Stock . Stock 4% | 4% 43% 33% | 16—18 16 — 18 i mee 514 8 
528,936 | Ро. до, сапа DED: Brock Кебе AR ie oe n % 10% -. 0 6; 61— 6; 2 ; [782 
100, British Insulated and Helsby Cables oe os 6% 6 J 6 J 6% 6 — Bi 6 — 64 | 412 4 
10, ро. do. 6 % Cum. Pref. к= E 43% | 44% % | 44% | 102 —105 100 —103 ee . 4 7 6 
600,000 | Po. о, iU Al % lst Mort, Deb. Red... 100 43% 4% | 108 4 | 98 — өӊ 93 — 98, EN 4 11 10 
312,000 | British Thomson-Houston 4,7 Ist Mort. Debs. .. | 1 | ii — 4 A— d 16 | Nu 
British Westinghouse 6 % Pref., 1 to 200,000 and } 5 Nil | Nil | Nil | Nil та 1 | MET 
100,000 || {15,001 to 475,000 4% 4% 4 4 40 — 2, 4% 4% | | 6 
1,016,868 Do. . ONG b fi tt WB D: MN E Nil 
60,000 |1Browett, Lindley & Co., О 9 Cum. Frei. 1 | Nü| Nil] Ji Nil | 14/6 to jus мро | ie. iy ae Nil 
' t О 0, s А u Е i x uh i il Nil 0 nd а е | ee 
106,781 | Brush Electrical Engineering, Ord., 1 to 105,81 .. | 6% aby Ni | Ni 6 — u^ „ß ue 2 x65 9 Nil 
150,000 А до. Non-cum. 6 % Pref... se k 4 45 4300 44%, 10 — 15 пб — 75 n йй 5 6 O 0 
125,0001! Do. do. % Вер. Deb. Stock, es | Broce | 444 4% 4% dni 53 — 55 58 — 58 is | — 1755 2 
125, 0001 Do. do. % Perp. 2nd Deb. Stock. Bie Е 5 Е @ 8 6% | Бр 6 4j— 54 8 i E 12524 
197,610 | Calcutta Trams, 1 to 197, 610 - D E 5 5 % 5% 5 % b — bj — 97/6 А T? 413 0 
80,000 Do. 5% Cum. Pref., Nos. 1 to 29,830.. 44% 4% | 44% | 44% | 101 —104 101 —104 1013 | | , 467 
85,000 Callender's Cable Construction shares 5% | b Ф | 6% 5 % Б}— 5j bi— 54 ii s i 4 511 
‚000 Do. do. 5 % Cum. Pref... bis ә кх 43% | 44% 43% | 44°% 1014—1004 105 —107 105 un œ 01446 
800,000 ꝶ Do. do. 44% Ist Mort. Deb. Stock Red. вос 545 Ni NI Nil rh oth па Я ae s B Nil 
491,222 Саре E Trams., 1 A 3 1 4 6 8% 12% 1{5— lis 12— 13 25/9 | 28/3 +4 | 8 0 0 
460,000 | Castner-Kellner і, 1 to 450,000 .. ds 05 43% ma | 44 | 44% | 102 —105 102 —105 pi | 1: — 14 5 9 
1,893,610 Central London Railway, Ord. Stock.. T T | EE 4 5 4d 4 4% B — 90 | 87 — 89 | NC oW] —1 | 4 911 
558,195 | Do. do. 4% Pref. Stock DM Ё e 4 | 2 59 — 56 53 — 56 | 538 .. 311 0 
563,195 Do. do. Det. do. ee ee 81 ae 14% 23 | 24% 334— 343 38 — 34 941 , 38 = 4 6 3 0 
1,480,000 | City and south London Railway ggg | Stoc | | | | | 


t A period of nine months. t From Manchester Sbare List. 


Unless otherwise stated, all shares are fully paid. pe 
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Continued on next pade 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Oontinued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinued) 


Вос Closin Closing Business done | Rise +/ Present 
Present NAME cr | Dividends for the Quotations tations | week ended | or | Yield 
Issue. | Share, last four увага, July 2181. | July 28th, | July Bth, 1908. | Fall — | per cent. 
| d 
ы 1904. | 1906. | 1906. | 1907, Highest|Lowest. £ вг. 
j á " a m 800 
85,000 | Crompton & Co., Nos. 1 to 86,000 .. .. .. 8 |3% n | 6965 | 595 |. #— 1i 1— 13 pie 
100,000 | { . 5 % 1st Mort. Reg. Y 3" T 5%|6%|6%|59% | 90 — 93 90 — 83 ass un : 
, 900 of £100, and 901 to 11,000 of 450 Red. " 10 10 10.9 là— 1 t- 13 N $ 765 
960,000 | Dick, Kerr & Co., 1 $o 960, Wa ae eee 1 ^ А 0 3 i 1— 11 ii à s 10 
805,000 Do. do. 6 % Cum. Pref., 1 to 806,000 .. 1 : 4 2 99 —102 90 108 = . » 133 
282,580 Do. dc. 43 % De . Btock ee ee as 100 a 6 6 d 1 4 1 12 1 p n Е 4 18 9 
60,000 | Dublin United Trams. (1806), 1 to 60,000 2a 10 Н б I г 1 i 155 " 2: 1178 
59,987 Do. 6 % Pref. between 1 and 60,000 10 6 6 4 С = "i | se cans 
99,261 | Edison & Swan Utd., “A“ shs., £8 pd., 1 to 99,961 b il 4 if 4 С si А = » 8.69 
17,199 Do. " A” shares, 01-—017,189 .. b : A 7 1 E — 75 х үз ae 
819,476 ро. 4% Deb. Btock Red. .. ...| 100 4 : H E m m m 15 : TES 
72,220 Do. 6% 9nd Deb. Stock Prov. Сегіз. all pd. | 100 b St 1 А А ó “ Ni 
112,100 | Electric Construction, 1 to 119,100 .. s is 2 4 217 el Ni me i А | is Nil 
81,890 Do. do. 1% Cum. Pref., 1 to 81,890.. 9 т % 1 ( : же = W- 8 = » s ur 
900 0 чес кшен n 070.4 Nen Dens, Bion 1 ; 4 4 4 3 B4 Ed 87 B4 — 81 ee oe ae 4 12 s 
: o ME .. | Btook А ps : : 
78,000 | Gt. N. & City Rail. Pref. Ord.“ A" 4%, 1 to 8000 10 |44 £5 1$ % w | о : а. вве 
89.000 aes oat Db O njw 7 27 & 102" —1u8 102 —108 | : e 3110 
U * O. or . a ee oe f . ue Z5 E i 
40,000 | Henley's (W. T.), Telegraph Works, Ord. .. Em b |15 e 15% |15 1 87 11 m= n " 4 110 
40,000 Do. do. Pref. M К б dé d 4 we 10823 s 1211 
150,000 | Do. do. 4 Mort. Deb. Stock | Btock JG 10 EX : i : i Р ius £1 
60,000 | India-Rubber, Gutta-percha & Telegraph Works. 10 | 5% 10 0 © H- : 1 А uL Sd л 
87,500 Liverpool Overhead lway, Ord. .. is ie 10 13% 622 i js Я E 8-070 
10,000 |t Do. do. Pref., fully paid 10 5% | 5 : 96 wi ў n 4 8 
600,070 | London United Trams. (1901), 1 to 50,007 .. s 10 6 Jc 8 : В % d ei ба k : ia 
899,990 Do. do. 60,008 to 100,000 T. 10 6 % |3 : в % n- mE à y 24 318 4 
125,000 Do. do. 5 V Cum. Pref., 1 to 125,000 10 5% | 5 4 % N m aL 26 m св 
1,881,000 Do. do. 4 96 1st Mort, Deb. Btock .. 100 4 % 4 : % 344 — B54 NW ч tia 171 
6,782,062 | Metropolitan Consolidated .. ee М ..| 100 B X - 96 i-a m се ead 2330-4 
3/986 000 Do. Dio oo =. . 100 |N РАР 11 — 12 13—19} 12 T ; Nil 
509005 Metropolen Electrio Trams., ra n : ap hr Ni AP 12 f Р aa » У в 5 1 
9 Ф о. е е ee = 8 
550.000 Do. do. 44 % Deb. Stock Red. 100 4 4 44 44% | 98 — 96 93 — 96 i s : Г 4 
245,500 Potteries E. Tro. oe oe ee ee ee es 1 5 4 4 6d i- i i- ў у ee oe ee 6 18 4 
245,500 Do. 5 Y Cum. Pref.  .. - АУ 1 6 : b j Po marr оа ii А А 41 8 
245,000 Do. Deb. Stock .. és ..| 100 44 3 4h 1 nc n x ba 5 ss $50 
87,850 | Telegraph Construction and Maintenance .. ..| 12 [16 15 15 7 Oi i. ita »18 5 
150,000 Bo. 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4 4 4 f 10 — i и pr vs x 11 7 4 
8. 509, 200 Undergd. E. R., n., b % Profit Shar. 8. Nts. Ge oe b 6 b — 1 i— P e 180 e e 8 0 0 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to пош 1 il il Nil 10 1 — af E ae 60% | б „ {eis 
66,666 | Do. 6% C. P., 80,001 to 80,000 & 126,001 to 141,666 | 5 Nil ми | .. |6 „1—3 S. 2: ESE 
46,404 Do. 4% Ist Mort. Deb. Btock .. ..  ..! 10 !4%!|4% 149514 —6 [22 — 76 | 75 CAM 
ELECTRICITY SUPPLY COMPANIES, 
! 5 a 5 Y 10 0 
15,000 | Bromley (Kent) E.L. & P,, 1 to 15,000 ёз TE . 6 % | 3% б @— 6 4$— "T | 
70,000 . do. 4$ % 1st. deb. stock .. | 100 Ж x 4 f = 2 5 = A а " і 0 и 
"ang be Кеша, Eleg, La Вор, 4% Cum, Fiet | 6 124 014 T4 24 | ыс " ет 410 4 
1 0 0. um. e. f D í 5 z е 8 
886,876 | Central Electric Варріу 4% Guar. Deb. Stock ·.. | 100 4 |6 A 1 13 pi p^ 01 23 : 9 ; 
Bo on pal Cross ane end шу Supply pant : 8 iy 6 "46 A > 4 A = { a ix 2 0.0 
0 O. * um. в / О / D ee 4 
80,000 Do. “ City Undertaking " dx Cum. Prf. 5 4 4 У n у 4 e. 97% = 95 . Ы ЯЫ э 1 г y 
$15,786 scum etri ad ре ед. ee 100 H Н / D 4 / в 4 & 3 oe 83 8 8 „ ° b 8 q 
496 | Chelsea Electricity Supp У T #8 Sid А 4 = — s 5 
175,000 до. x Deb, Stock Red. .. | Btock 44% | 44% d4 a 100 —103 100 а 10 : : 4 i 
70,696 | City of London Elec. Lighting, Ord. 40,001—110,596 6 6 % | 6 56 it 12 10 " TUE 
40,000 Do. 60 % Cum. Pref., 1 to 40,000 .. ..|' 10 6 6 А 6 А 9 ie 11d = Н de 
400,000! Do. 59% Db. Stk., Borip. (iss. at 115) all pd. T b 5 % | 5 % 5 Ti ТЯ те 1 " ne Cat 
800,000 Do. 44 % 2nd. Db. Stk., Prov. Crte.,allpd. | 100 40 44% 4% 44 | : — i $ eee 
40,000 | County of pores есш! Power, 5 "E. 5 : 10 H 5 : А, : E 41 s i P IT. 
50,000 А o. o. ef. .. % 2 — ve E 8 
40,000 | County of London Electric Lighting, Ord. 1—40,000! 10 | 43% 5 5 555 d = a — E 1 » i 5 " 
400.000. Do: do. 430 Feb! . » 4c 43% 434 43 106 —109 106 —10v 1064" 104991 
' Ш O. ер. c eo ee О D — e í 
400,000 Do. do. 4 Ф 2nd. Deb. Stock .. | Stock 4 444 ae 44 ү 98 —101 98 —101 j t Я 1 
80,000 | Edmundson's Electric ration, Ord. Shares 5 7 4 Xil — i *— i | Nil 
80,000 Do. do. % Cum. Pref. .. " 5 6 6 © i aS 11 * a Ка à "UM 
483,000 Do. do. 44 % 1st Mort. Deb. Stk. | 100 Bi Hi da 4% ae — Vs i кеф: 
10,000 Folkestone, 1 to 10,000 ee oe . 0 ee oe 5 / D b 5 Б i ee ° . 4 10 11 
10.000 Do. 5 % Cum, Pref., 1 to 10,000 ee ee 5 M b b { е Б % 98 —]01 — в ee 4 9 1 
90,000 Do. % 1st Deb. Stock e 855 ..| 100 da 4 44% 44% А — 98 —101 vs Е : 310 4 
1000 | Kensington and Kni; htabridge Electric Ord. . в n2 10 4 10 & lio «| a— 65 8 — 85 Е 5971 
ington n cotes 1 4 == : 
90:000 ере? = "E do. 4% Deben. Stk. Stock | 4 о 4 4% | 4 b 96 — 99 96 — 9 n i { He 
10,000 ылас жыш ды Corporation, Е e д р X H { 8 ate i 18 | n a » A 
e о. о eae О * == — vs 
14.06 Do. do. 4% Ist Mort, Deb. Stk. Red. Stock | 495 | 4 4% Ў 89 — 9% 89 — 92 di 2 - и ч 
200,000 i Eleotrio Supply, 1 to 100,000 .. es 5 |10 А 10 8 5 &— = 6 me ee 
76,121 Ў Cum. Pref. 1—71,106 .. А 6 А 5 4 5 105 4 4 98/9 12 7 
720, 000 Do. 4 lst Mort. Deben. Btock i vx 5 4 105 — 105 —100 : у I ee 
250, 0001 Do. Mort. Deben. Stock Redem. Stock o * 84 — 8 84 — 89 я 112 9 
960,000 jest d EU 44 % 1st Mort. Deb. e : А í 4 5 : т 91 — y^ - ЖЫ — р | e iH. 
y, ewcas e-on- e, oe ee ee ee e " Ру у — —— > ee р á 
87'500 Do. 5 % Pref., 1 to 87,500 .. . 5 |5%|5% |5% 5.6 %— 188 ха б— si Ps d 
10,852 | Notting Hill Electric Lighting. ўж wa - 10 1 X 7% 1 | y% | 12— 1 12 — 13 PN : 3 
20,000 Өөп, l о г сате 20,810 ee cee | 105 1 X 1 1 í % RS A 95— 63 Ks Miwa: 
ry е . oe ee * « oe СЕЈ " 0 KE — 25 = в p : 
40.000 St. James and Pall Mall Electrio Light, Ord. .. | 6 144% 124% 10 10 % 74— в 1 83 (E "à Ки 5 " s 
20,000 Do. do. 79% Pref. 20,081 to 40,080; 6 19 7 7 1% 64— 71 61— 77 n T 4 7 9 
150,000 Do. do. 84 % Deb. Stock Вей. .. | 100 | 84% | 8 8 B% 86 — 90 86 — 00 : ви 
12,000 | Smithfield Markets Electric Supply, Ота. .. .. 6 |4%|4 il 1— 1 i— 4 à ae es 8l 
50,000 Do. do. do. 4% Deb, Btook | Stock | 4 % | 4 4 4% 79 — 74° 70 — 74 T " T 210.4 
65,000 | Bouth London Electricity Supply: d А ve - b 496514 B 4% | ?i— 2 i 27 с » 6 9 : 
190,000 | South Met. Elec. Lt. & Power, TO NEP 1 Nil | 94 % 24% 1— = ' Hi 8 oe 
117,968 Do. до. 1% Pref. .. T 1 17 7 7 7 1— 1} 1— 1 : А 2 17 5 
900,000 Do. do. 44 % lst Deb. Stk. 100 4$ 4 44 43% | 99 —102 100 —108 j +1 ius 
80,000 Urban Electric Supply, Ord. .. 2 TU T 5 b b b b 5 1— 1k j- 14 28/9 а 1 sank 
60,000 Do. o. 5% Cum. Pre. f. 5 Б b b 5 16— 23 lí— 28 0 .. |10 а 
900,000 Do. do. 44% lst Mort. Db. Stk. Red. 100 |44% | 44% 4% 43% | 82 — 85 62 — 85 Ө 5 14 3 
110,000 | Westminster Electric Supply, Ord. .. ' ..  .. Б 14% 18 4 hag 10 $ 7— 82 "— 8 5} — fang 
61,279 Do. do. % Cum. Pret, — . 6 6 5 „ | 4% | 4 4i— 68 5 — 53 5 ba, | + | 4 
* Unless otherwise stated, all shares are fully paid, ! Quotations on Liverpool Stock Exchange. $ Interim Dividend. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JUNE. 1908. 


Тив returns of electrical business for the above month, which are 
appended below, show a marked decline in value as compared 
with the first part of the year—a decline which we had 
expected somewhat earlier. Thus, taking the months of May 
and June, the exports have fallen from £203,063 to 
£178,817; the imports similarly have dropped from £156,150 
to £122,665; and the re-exports, at £8,534, compare with 
£12,279 in May. ‘These declines, however, have not as yet 


Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 


caused the export total to fall below the 1907 monthly average, 
although both imports and  re-exports are much below that 
level. | 
Of the individual items, the machinery exports have so far been 
little affected, their total being £82,764, as compared with the May 
valne of £85,011; every other class of export, except batteries, 
shows a decrease. 

Machinery importe are still the most prominent item in that 
section, with lamps, cables and carbons helping to swell the total. 


р " 
. E 2 3 & Я А FE: | 22 82 „ . 8. 
| i Š i: 52 f | E| gb | 38 | g ават TE Е 
Oountey receiving exports and importing EEE 2253 2 52 "E E S |&sd. ese | EB 3 
: 4-5 8 8 8. 8 8 ЕЕ on 5 ы Ste? 3 E: g 
È $5 | E38] E | E'&| ag |38 | d | #1 859] Eds 
a |g] 3 "B | Bg ЕНЕ 
fd 5 а а" m IC. e 
| | | 
e £; £ £ есе |e le 2% ' e 
Rasia, Sweden, Norway and Denmark . 154, 179| 70 202: 76 | 8,208 410 13 —. | 3942 
Germany... у ш ш ш. s 114 8,842 6 11 372 573 17 21 — 9,956 
Netherlands and Java... . we 302 797 | 12 | 58! 25 34/7 NO M. 1,555 
Belgium ae „ . . 99 839 2 5 174 782 | 444 2,345 
шз „„ „„ se e 20 se 11 | 550 20 | 2,093 34 30 27949 
Portugal, Madeira and Portuguese Africa... | 232 81 47 147 31 724 | 263 8 22 | | 1,545 
Spain and Canary Ieles... .. .. .. | 50 0 636 8 25 159 | ... 912 
Italy and Austria-Hungary r 2 77 34 585 | 5,161 | 5,600 | 131 | 11,590 
Greece, Roumania and Turkey ex 162, 57 166 20 227. 23 | 505 
Chaznel Jales, Gibraltar and Malta | 51 | 113 | 10 | 5 22 19,80 3 ; | i | | 4,07 » 
U.S.A. and Philippines " 69 47 . 197 78 465 2! .. o - 792 
Canada and Newfoundland . у. — 2263 951 665 91 695! 247 75 9g ie 2,377 
British West Indies and British Guiana | N re = 8 .. 3,500 65)... 63 19 P 3,682 
Mexico, Colombia and Panama - "s 13 | 31 | dis yee 3 2,520 is (s 4Al  .. 2,608 
Pera and Urugua e] is 5! iss 4. . | 21| | |] 457 
Chile ш ШШ uen! ab 23 26 90 131: 179 3,43 | .. ы. | ш. | 8,504 
Ваш ae re an . 527 759 | 212 355... [LƏL | TO| „„ 14| 45 3,493 
Argentine | 947! 2399 | 4% | 291 837 10,87% 345 17 73 43 16,363 
Egypt. ti.. q | 160 443 37 7 182 | 20 22 | 6 877 
British West Africa 5 50 49 11 183 | 88 20! .. 1223 479 
Саре of Good Hope eee. 365 1,479 192 318 202 669 14 60 1,3414 " 4,640 
з, ND PE 220 2.014 17 | 237 191 2,948 178 64 | M n 5,269 
Zanzibar, Brit. East Africa, Mauritius & Aden 27 50 | jas 47 | 9 148 1 34 | 102 бо x 448 
China and Siam... 197 | 385 182 41| 279 ae 20 - | is 3,066 
Japan nn . . 76 2095; 10 26! 917 7.784 105| .. | . | 11013 
Ind.. 4079 | 6,185 | 561 759 435 12,521 314 26} 375 2.221 . | 27,476 
Burmah and Assam ; 246 | 882 173, 188 7 945 13 171 2,620 
Ceylon.  .. ~ x = гез 63 50 30 | 88 i 344 8 sss 55 23 659 
Straits Settlements and Fed. Malay States ! 149 2.509 191 | 338 418 | 1,436 273 З | 207 5,519 
Hong Kang. 80 266 19 248 5 к 2| 40) 9, 3,286 
West Australien. 67 99 131 134 34 1, 793 2 8| 80! .. .. | 9,288 
South Australian... .. 73, 390 .. 112 15 909 20 2, uus e 1,521 
Victoria. “ш. .*. 1.714 7,141 51 581 ... 1,488 734 Ке 129 3 ... | 11,839 
New South Wales .. .. 841 4.061 366 1,580 1,238 5,196 11,470 | 137 1,340 | 16,229 
Queensland i, , | 605| 1,508: 68 3, .. | 285) .. ` 59 | 2,478 
Tasmania „ Lg EE | 8| | | 89 153 
New Zealand .| 627 2.787 495 | 30 65 1.952 24 | 5 | | 6,277 
| а — — — А — — | 
Total, E 12,853 | 47,490 | 3,857 7,055 7,010 82,764 9,678 564 | 5,142 2,404 172,817 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
hoc c ĩ аы ыйа ире ы Наа ЫНАА Mae ae EMO: M 1 3 DM MEE E = 
* E ш Ӯ н adi | Y | 220 3/736 : и : 
Norwa de 221 bes 21 si 1,081 | 4 ; Кн 5,501 
deu "Мм реш 1.243 6,813 463 9,135 524 18,470 93 793 1431] 80 39,045 
Holland ... MEA "ess 5,592 299 13,419 3,268 | 3,697 272 6,416] 269 125 33.615 
CM | 4017 | 516 1.535 181 2,03 56, 846 6,098 | 1,006 17,345 
1,228 , 2,190 | 3,569, 203 89 11,711 


8,896 : 310 1,580 10 383| ... | 15408 


— — . — u$ QR ERREUR DR 


Belgium. . 787 
ce tts s. eo» LED eee eee | 153 | e 1,118 d 773 
United States eee ТҮ eee eee ect | 246 951 524 | | 
| 


Total, £ | 4949. 18,285 | 3,347 |25,626 | 4,746 pr 3,337 13,230 111,747 | 1,683 122,625 
: i i ' ' 
„„ RE S JST Z ĩ˙ ATT... ee e ears " КР 
Additional Import: New South Wales, machinery, £40. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
er cc a ee eee, pure a 
Various countries, mainly as above ... 1,661 | 21; | 886 37 | 3,198 | 400 | 413 | 1,728 a m 


~ 


— — 
— — 


Torat Exports : £178,817. 


Тотал RE-ExPORTS: £8,534 Toran Imports: £122,665 


several headings are classified according to the Customs returns. The first and 


Norz.—The amounts appearing under the “goods” otherwise unclassified, the latter, doubtless, consisting of similar 


third colamns contain many amounts relating to 


materials to those appearing in adjacent columns. 
* This section does not include telegraph cables and apparatus. 
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LOCALISING HIGH-RESISTANCE BREAKS 
IN CABLES. 


By J. RYMER-JONES. 


(Continued from page 125.) 


Unsteady Balances.— When the break resistance is un- 

steady, the balance with R b and R b will also be unsteady, 
and it will be necessary to approximate these values by 
adjusting R / and R b, until the spot swings equally on either 
side of the zero and false zero respectively. 

When using the Kelvin galvanometer and balancing with 
к b, immediately after depressing key K, to Varl i point P of 
the cable, any unsteadiness of the spot must be checked by 
means of the check-coil (see (Galvanometer in General 
Remarks) before allowing К, to rise again and observing the 
cable charge throw c. 

Also when measuring the resistance n / of the cable circuit 
by the direct-deflection method, the extreme limits of several 
undulations must be noted and the mean dj used fo 
evaluating R/. | 


EXPLANATORY REMARKS. 


Principle of the Test.—The principle is based on the cable 
charge, and the effect of resistance at the break and testing 
end in modifying that charge. 

The potential of the testing battery falls regularly for 
every unit of resistance in both the cable conductor and 
the break in proportion to their respective resistances, but, 
of course, only the cable portion has any capacity. The 
charge taken up by the cable is equivalent to what the 
cable core holds when charged by a mean of the potentials 
T and “existing at its two ends, while the testing current 
is circulating through the above-mentioned parallel circuits. 
For instance, if the resistance of the cable conductor be equal 
to that of the break, the potentials of the near and distant 
ends of the cable conductor are respectively (say) 100 and 


50, and therefore the cable portion takes up a charge. 


due to a mean potential of 75, which charge can 
be measured as already explained; while the remaining 
half of this circuit—viz., the break resistance—has no 
capacity for a static charge ; and it is this fact, in conjunc- 
tion with the effect which the total measured resistance 
(в Г) has in modifying the cable charge, and the known 
distribution of the charge held by every part of a cable 
having its distant end earthed, which has been utilised to 
localise the distance of a high resistance break. 

Although such a break is impossible of localisation by 
any known method based only on the resistance of the con- 
ductor circuit, yet it causes the cable portion to take a much 
higher charge than would be the case were the break resist- 
ancesmall; and advantage is, therefore, taken of this, and 
also of the fact that the higher the break resistance the 
more cells may be used to increase the charge—subject to 
the limitation necessary to prevent undue evolution of gas 
and consequent unsteadiness—to devise an efficient test. 

The Advantage of Low Resistance at the Testing End, 
—The higher the mean potential in the cable portion, the 
greater the charge, and consequently the more reliable the 
measurement. For breaks of only moderately high resist- 
ance, it is, therefore, advantageous to employ a moderately 
low galvanometer resistance, or one shunted with a low 
resistance: and consequently the more sensitive the instru- 
ment in other respects the better. On the other hand, if 
the length of cable in circuit be short, the momentary rush 
of current to charge it will be small, and for this reason the 
shunt used for the алге should be of a value to ensure a 
good charge throw. | 

The advantage of only a low resistance at the testing end 
of the cable i8 oue reason why the method of joining up the 
galvanometer coils differentially for meesuring the cable charge 
is preferred to the bridye system; for although practicable 
and even desirable in so far as it permits of a galvanometer 
with a single being employed, yet a bridge system has 
the great disadvantage of introducing a high braneh resist- 
ance at the testing end, and thereby appreciably reducing 
the testing charge taken up by the cable, while at the same 
time it increases the charge, due to the calle current, for 
which the result has to be corrected. 


the test. 
Coil д, as shunted in the General Remarks.) 
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however irregular the break resistance might be. 


: R/ | | 
cable will be „; and the total capacity, with the distant 


1 ` 
end insulated, will be L f, mfd. 


To ascertain what this branch resistance is, with a view 
to calculate its effect on the cable charge, introduces an 
unnecessary complication ; and the bridge system, moreover, 
does not lend itself to so simple a theoretical explanation of 
(See Galvanometer and Resistance of Galvanometer 


Moreover, the lower the resistance 7 (4.¢., the resistance of 
the battery and shunted galvanometer coil 91) the higher 
and, therefore, the more constant and reliable will be the 
condenser throw (с) when charged from point P ; because it 
will not be so much affected by sudden changes in the 
resistance, due to the generation of gas at the break. For 
instance, were it possible that r = 0 the potential P would 
clearly be that of the testing battery and remain unchanged, 


The Rationale of the Method is as Follows :—Let R t be 
the total resistance in circuit, including the cable conductor, 
break resistance, shunted galvanometer coil y, (r), and the 
battery resistance (B7), as calculated by direct deflection, 
or other, method; then R? = ві — (r + Br) (ohms). 

Suppose this resistance R / £o be entirely made up of cable 
having a mean resistance (г) per N. M. of the whole cable as 
laid, and a mean capacity (/) per N.M. as obtained from the 
factory value as core; then the length (I.) of this imaginary 


TABLE I gives the ratio Е from the testing end, as it increases with 


‚ every additional 5 units in a cable of 1,000 units, having a uniform 


ав 1 


o. of units from 


testing end. 


2 N 


95 


H 
E. 
u 
Е 9 Calculated 
Р Ы ratio 
oe 7 
68 7 
2 ! 
N 
шы apud CU 
5 009975 
10 019900 
15 029775 
20 039600 
25 048375 
30 059100 
35 068775 
40 078400 
45 | 087975 
50 097500 
55 106975 
60 116400 
65 125775 
70 135100 
75 144375 
80 153600 
85 162775 
90 171900 
95 180975 
100 190000 
5 198975 
10 207900 
15 216775 
20 225600 
25 2334375 
30 243100 
35 251775 
40 260400 
45 268975 
50 277500 
55 285975 
60 294100 
65 302775 
70 311100 
75 319375 
80 327600 
85 335775 
90 343900 
95 351975 9: 
200 360000 400 
As F 


= I: 


‘Calculated 


(2 


367975 
375900 
883775 
391600 
399375 
407100 
414775 
422400 
429975 
1437500 
1444975 
452400 
459775 
467100 
474375 
481600 
488775 
495900 
502975 
510000 
516975 
523900 
530775 
537600 
544375 
551100 
1557775 
564400 
570975 
577500 
583975 
590400 
596775 
603100 
609375 
615600 
621775 
627900 
633975 
640000 


ts from 


No. of un 


z 


85 
90 
95 


600 


testing end. 


i 


| 
| 
| 
| 
| 


1 


| 


for the above table is unity, 
held by any length from the testing end; and also 


і 


Calculated 


ratio 


з) RN 
'645975 
651900 
657775 
663600 
669375 
675100 
680775 
686400 
691975 
697500 
702975 
708400 
713775 
719100 

724375 
729600 

734775 

739900 
744975 

750000 
754975 
759900 
1764775 
769600 
774375 
779100 
"783775 |: 
788400 
792975 

797500 
801975 
806400 
810775 
815100 


819375 


823600 
827775 

831900 
835975 
8.10000 


the ratios giv 


its from | 


testing end. 


No. of un 


Calculated 


ratio 


(( 7) 


843975 
847900 
851775 
855600 
859375 
863100 
866775 
870400 
873975 
877500 
880975 
884400 
887775 
891100 
894375 
897600 
900775 
903900 
906975 
910000 
912975 
915900 
918775 
921600 
924375 
927100 
929775 
932400 
934975 
937500 
939975 
942400 
9.14775 
947100 
949375 
951630 
953775 
955900 
957975 
960000 1000 


of units from. | 


м No 


| 
i 
| 


а 


* 


testing en 


85 
90 


95 


! 


Calculated 


capacity and conductor resistance [per N. M., and ita distant end to 
earth — where F 


1 
i 


ratio 


999975 
1000000 


ex F 


en express the charge (/) 


the difference between 
any two intermediate values represents the fractional charge of the 
corresponding intermediate length in terms of the whole charge F taken 


—— mame — 
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TABLE II gives the ratio 
tional unit in the first 100 units of a cable of 1,000 units, having a 


L from the testing end for every addi- 


By referring the ratio E to the nearest value in the annexed 


uniform capacity and conductor resistance per N. M., and its distant Tables Т or II, we find by a proportion sum the exact distance 


| 


end to earth — where F = 1. 


— — —M— M —́ü ü — —— M — —yV-— —¼ 
* + 


He EL T | 
MEE NI P i P J 
Eg | =ч кс | | ee pe eg 
2 6 138 dg rum 8$ US$ 
Gy, Calculated E M шеше ЖЯ ы Calculated в Calculated, E= Calculated 
3g, ratio as! ratio Fe, ratio Fs ratio . ratio 
5|. qp / (9$! ТИНИ ТОА 
jc £y e| * 8$ 7 GE ' 
"E | N | ON (ON 
l en KM M | t ' 03). | | ор 
1 001990 21 041559 41 |, 080319 61 118279 81 155439 
2 003096 | 22 043516 | 42 | 052236 | 62 | 120156 82 | 157276 
3 008901 23 040471 | 43 | 094151 | 63 122031 | 83 | 150111 
4 007984 24 047424 44 | 086064 | 64 123901 | 84 | -160944 
5 :009975 25 049375 45 087975 65 125775 85 | 162775 
6 011964 26 051324 ! 46 | ‘089884 | 66 127644 86 | 164604 
Т 7019951 27 053271 47 ' 091791 | 67 129511 | 87 166431 
8 015936 | 28 055216 , 48 0530906 68 131876 . 88 | "168256 
9 017919 29 057159 | 49 | 095599 | 69 , 133239 | 89 | -170079 
10 | 019900 | 30 059100 50 097500 70 135100 90 171900 
Ш. 021879 31 061039 51 | -ov9399 71 136959 91 | 173719 
12 023856 32 032976 52 , 101296 72 138816 92 175536 
13 025831 33 064911 53 103191 73 140671 93 | 177851 
M 027804 | 34 066844 54 105081 | 74 | 442524 94 | -179164 
15 029775 35 068775 | 55 106975 75 144375 95 180975 
16. 031744 36 | 070704 | 56 108864 76 116224 | 96 | 182781 
17 033711 | 37 | 072631 | 57 110751 77 ! 148071 | 97 184591 
18 035076 | 38 | 074556 | 58 112636 | 78 149916 98 | “186396 
19. 037639 | 39 76479 59 | -114519 79 151759 | 99 | 188199 
009600 | 60 | 116100 | 80 158600 100 | -190000 


40 | 078400 


— TT s 


As F for the above table is unity, the ratios given express the charge 
(f)held by any length from the testing end; and also the dij/erence 
between any two intermediate values represents the fractional charge of 
the corresponding intermediate length in terms of the whole charge r 


taken as 1. 


As, however, the distant end of this imaginary cable is 
to earth, the static charge held by the whole length (L) when 
the testing current is applied by Ks, will be only half of the 
charge which the cable would hold were its distant end 


L : À 
free—ie., F = za distributed in proportion as the potential 


falls regularly with the resistance from a maximum T at the 
testing end to zero at the distant end E. For instance, the 
first half of such an imaginary cable has three times the 
charge of the distant half, and on this basis, Table I gives 
the charge from the testing end as it increases with every 
additional 5 units in a cable supposed to be 1,000 units 
long, having в uniform capacity and conductor resistance 
рег N. M., and its distant end to earth; the total charge of 
such a cable being taken ав unity; while, to enable breaks 
at Do great distance to be localised with exactitude, Table 
IL'igves the charge from the testing end as it increases for 
Pery additional unit in the first 100 units. 

In the original description of this test, published in the 
ELECTRICAL Review of June 7th and 14th and J uly 5th, 
1901, other more elaborate tables are given to indicate the 
position of the break; but one object of this description is 
to show that with the aid of these revised tables, and a 
simple proportion sum, the evaluation of the break’s position, 
from the foregoing test results, ia very speedily effected 
without any further formula. | 

In reality, of course, к / includes only a relatively small 
amount of cable conductor resistance (Р, р), the greater part 
(p, E) existing in the ruptured end which has no capacity. 
The fall of potential is nevertheless the same and quite 
regular throughout the entire resistance. 

By measuring, therefore, the charge (c) taken up by the 
cable portion represented by the area T, /, /, P, and calculat- 
ing therefrom its capacity (/), we can obtain the ratio 
between / and the calculated total charge (к) represented by 
the area Т, E, P, which an imaginary cable—having the same 
mean С.В. and capacity рег N. M. as the cable under test— 
would hold if its distant end were to earth and its length 
equivalent to K.“ N.M. 

71 

The values / and F must here be understood to express only 
the relative rapacity of the part and whole of the cable respec- 
tively fo hold a static charge under the special conditions of 


lie lest, as already explained. 


(х) of the break in units from the testing end on lhe supposi- 
tion that the resistance R lis that of а cable 1,000 units long. 
As the break will be at the same proportional distance in a 
cable of any other length, and the length (L) of the imaginary 


cable is in the present instance | м.м. instead of 1,000, the 


1 
actual distance of the break from the testing end is— 


N n/ 
е 7 N. M. , or 


1,000 n , 
Correcting the’ above Distance for any Revised Value of 
the C. R. or Capacity per N.M.—The distance of the break is 
strictly correct only when the c.n. and capacity employed for 
the calculation are the mean per х.м. of the ruptured 
portion under test. Until the approximate distance is found 
these will not always be precisely known, and a correction 
may be necessary. For instance :—The C.R. per N. M. (7,) is 
the mean for,the whole unbroken cable as obtained from 
recorded measurements. As the greater part of this may be 
in deep, and, therefore, colder water, and the ruptured portion 
under test in shallow and warmer water, the mean revised 
resistance per N.M. (T,) of the latter will be higher. What 
this is may be approximately determined by reducing the 
factory C.R. per N.M. at 75? F. of the unbroken cable—or, 
better still, of the ruptured portion—to the observed or 
estimated temperature of the average depth of the broken 
part. Thus the revised length (Lr) = E 


2 
Again :—If the mean capacity (/) for the whole un- 
broken cable, as at first employed, differs from the mean of 
the broken portion under test ( /?)—obtained (after finding 
the approximate distance) from the factory value given on 
the “splice sheet — must also be corrected for the 


revised value „. Thus: — Revised capacity Fr = Lx 


mfd. 
The revised ratio, therefore, becomes 


х R (ohms). 


2, — 


N. M. 


^4 for which the 


я 
revised value N, is found from the table. 


Revised distance of break = . Ñ” д N. u., or 
1,000 r. 
Nr 
~ » = © —. X R/ ohms. 
99 39 ээ 1,000 


(To be continued.) 


Lifeguard Trials.—The Public Service Commission for 
the First District of New York, U.B.A., has announced that two 
public tests of fenders and wheel guards suitable for use on the 
street railroads of Greater New York, will be held within the next 
three months. Manufacturers and inventors of guards from all 
countries will be invited to participate in these tests, and to 
present their inventions for practical demonstration. The purpose 
of the tests is to enable the Commission to decide what types 
of guards are best adapted for use in New York, to the end that 
the devices which most commend themselves may be recom- 
mended for installation by the operating companies there. 

The decieion to hold these tests is the outcome of the first year's 
experience of the Public Service Commission. Organised on 
July 1st, 1907, the Commission had not been in office three montha 
before the humanity of its members was shocked by the terrible 
mortality due to accidents on the street railroads. Under the 
Public Service Commission's law, it is made the duty of street rail- 
road companies to report to the Commission at once every accident 
occurring on their lines resulting in loss of life, serious injury to 
persons, or great damage to property. 

It was found that the street railroads of Greater New York were 
killing men and women at the rate of 40 or 50 a month, and for the 
last six months of 1907 the number killed in this way aggregated 288, 
an average of 48 a month. To end such havoc of life and limb 
became the Commission's immediate task. It had general investi- 
gations made of operating conditions on all lines of street railroads, 
and appointed а Special Committee on safety devices to receive 
and consider suggestions, inventions and existing devices for the 
prevention of accidents. All these have been carefully examined, 
and so far as possible given model tests in the offices of the Com- 
mission, but the Committee soon determined that it would be 
necessary to hold public tests in a practical way. Its recommenda- 
tion that the Commission provide for such tests was favourably 
considered, and the forthcoming competitions, wiich will take 
place at Schenectady and Pittsburg, were arranged for. 
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THE COLLIERY EXHIBITION. . 


(Continued from page 155.) 


Mn. Austin HorkriNSoN, Delta Works, Guide Bridge, 
exhibits a new electric coal cutter of the chain type. This 
is a strong and substantially built machine, running on 
skids, with the “face” and “ goaf-side" fenders or guides 
constructed from flat-bottom steel rails. | 

Messrs. ACKROYD & Best, Lb., Morley, near Leeds, 


exhibit numerous miners’ safety lamps and cleaning machines. 


- The former are all electrically lighted, and the latter elec- 
- trically driven. Another interesting exhibit is the under- 
ground electric safety re-lighter, shown in figs. 10 and 11. 
It will be remembered that some little time ago one of H.M. 
Inspectors of Mires objected to the use of these re-lighters 
on the ground that the lamp must be inspected by a com- 
petent person before being re-lit. The coal company which 
was using them took the case to arbitration and lost, but, 
notwithstanding this, we understand that there are ways and 


means of overcoming the objection, or rather of meeting it,. 


and their use is rapidly extending. As will be seen, the 
re-lighter consists of two main portions, the top forming 
the lamp igniting chamber, whilst the bottom contains the 
accumulator and induction coil, the wires being carried from 
the accumulator and coil in steel tubes. 

The lamp chamber (1) is formed of an inner cylindrical 
chamber securely bolted to the accumulator chamber, with 
an accurately fitting cylindrical cap or cover (2) fitted over 
the inner lamp chamber. This cap or cover is free to 
slide or revolve in the flange ring (3). 

Lamp admission openings (4) are formed in both chamber 
and cover; the lamp to be ignited is passed through these 
openings and placed upon an insulated contact piece in the 
base of the inner chamber, the onter cover is then slid or 
revolved through half a circle, viz., until the lamp admission 
opening on the cap is at the rear of the apparatus, the 
corresponding lamp admission door of the inner lamp 
chamber remaining in its original position. This movement 
of the outer cover has the effect of making the lamp 
chamber perfectly flame-tight, because any flame which 


might by any possible means be formed in the lamp chamber 


would, to get out of the apparatus, be compelled to travel 
between the walls of the inner lamp chamber and the walls 
of the outer cover, a distance of from 8 in. to 12 in., and as 
the space between these walls is less than the distance 
between the wires of the standard lamp gauze, the whole of 
the heat of the flame would be absorbed by the large surface 
of cold iron over which it would pass. It will thus be 
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seen that should апу gas get into the apparatus 


ignited by any means, the products of the explosion would a 
be allowed to escape harmlessly, and this without bursting » 
the chambers. uev slc F 

The rotation of the outer cover (2) automatically causes 


(only at the moment when the inner lamp chamber is perfectly 
sealed) an iron guard plate to move clear from the front of a 
protected electric switch, and also causes this switch to come 
forward and make contact on the lamp, thereby closing the 
electric circuit and allowing the electric current to flow 
through the lamp and ignite the wick (the с being 
formed inside the lamp). It should be noted that if the 
lamp be absent, the electric circuit will not close, and there 
can, therefore, be no spark or flame formed in the 
apparatus. Bw 

The lower chamber for containing the accumnlators and 
induction coil is formed of a cylindrical chamber (12), the 
sides and top and bottom being all cast іп one piece, and the 
only opening being that for the admission of the accumu- - 
lators and coil; surrounding this chamber is a cylindrical 
cover (5) running in flanged rings (6), this cover being also 


^ 


provided with an opening for the admission of the accumu- 
lator. When the accumulators and coil have been fixed in 
position, the cylindrical door is revolved throngh half a 
circle and padlocked to the bottom flanged ring, and n 
not be disturbed again for months. It will be obvious that 
any gas which might by any possible means become igni 
in this bottom chamber would most certainly have all the heat 
taken out of it, because, owing to the increased diameter 
of this chamber, the flame would have to travel a distance 
of about 18 in. between two closely fitting cold iron sur- 
faces. This, also, whilst permitting the products of com- | 
bustion to escape harmlessly, relieves the pressure, and the 
chambers are therefore not subjected to the strain they 
otherwise would endure. 

The lamp chamber is provided with a spring lock (9) 
which securely locks the chamber directly the lighted lamp 
is withdrawn. Each apparatus is supplied with a sufficient 
number of such keys to supply all the responsible persons 
in each underground district selected by the manager. Т e 
keys to the padlocks (10) and (11) are only in the keeping 
of the lamp man on the surface. The electric switches ate 
easily got at by the lamp man for adjustment by unlocking 
the padlocked chamber. A thick glass-covered observation 
peep-hole (7) is provided for the purpose of observing when 
the lamp is ignited. 

Messrs. Davirson & Co., Lrp., Belfast, show one of 
their single inlet “Sirocco” mine fans 49 in. in diameter 
with a capacity of 26,000 с.е. of air per minute against à 
water-gauge of 3 in., when running at a speed of 420 N.. M. 
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direct coupled to a Mather & Platt 20-H. P. direct-current 
motor. The switchgear is contained in a substantial gas-tight 
iron case suitable for underground use. 

Messrs. HANIEL & LUEG, of Düsseldorf, in addition to 
an interesting exhibit of a model of a complete installation 
for shaft sinking by the freezing process, also show а model 
of an electrically-driven mine pump, the principal feature of 
which is that instead of double-acting pumps with a 
common valve box and air vessel, each pump is independent 
and is provided with a separate air vessel. 

Messrs. THE Harpy PATENT Pick Co., Lro., Sheffield, 
exhibit examples of their specialities in mining toole, coal- 
washing, screening and conveying plant, and their air- 
driven rock drills, the latter being shown in operation, 
with air supplied by an electrically belt-driven Alley 
and McLellan air compressor. A new coal drill driven by 
a small electric motor is also shown (see fig. 12, page 196). 
This, as will be seen, consists of a small motor driving the 
drill through gearing, mounted upon a stand, which is itself 
mounted along with the motor starter, upon skids, so that it 
may easily be dragged or pushed along the pavement. This 
should prove to be в handy machine for quickly drilling shot 
holes in the coal on a longwall face. 

Messrs, R. H. LoxasorHAM & Co., Lb., Ings Foundry, 

akefield, exhibit a model of a complete electrically-driven 
screening plant in motion. The plant consists of two tipplers, 
two jigging screens, and two picking belts, each 58 ft. long, 
fitted with lowering jibs 20 ft. long, which are lowered into 
the truck to minimise the breakage of the coal being loaded. 
The nuts and peas are discharged from each screen on to 
two vibratory screens, which sort out the peas, the latter 
falling through a shoot on to a cross belt conveyor which 
takes this size of coal direct to a washery, the nuts being 
delivered on to a fourth belt. The whole plant is worked by 
a 60-Н.Р. motor with the exception of the loading jibs, which 
are worked by а 5-н.р motor, through friction clutches. The 
Jibs are balanced by cast-iron weights. A novel feature of 
the plant is that the floor is of ferro-concrete instead of 
wood, and is not only fireproof, but binds the whole of 
the steel framed structure together in such a way that there 
is no perceptible vibration when the plant is running at full 
speed. This firm also exhibits a portable haulage gear 
driven by а 30-B.H.P. three-phase motor through treble 
reduction gearing. The controller is of the barrel type, and 
the resistances are neatly packed away under the frame, 
which is built пр of rolled-steel joists and channels and 
mounted проп four cast-steel wheels and axles, the gauge 
being 4 ft. 8} in. 

The Ackroyd & Buckley patent steam superheater is also 
shown. Unlike other superheaters, this one is constructed 
of steel boiler plates in the form of a chamber which is 
divided up into divisions by internal diaphragms and takes 
the place of the back wall behind a Lancashire boiler. The 
claims made on its behalf are that it has no tubes, and: 
cannot get blocked by priming; it will not burn ont, and 
gives a more regular and uniform superheat than is possible 
with a a tube superheater 

Messrs. TRE IxakRsoLL-RAND Co., 165, Queen Victoria 
Street, E.C., have a very interesting exhibit of air com- 
pressors and air-drills. The most interesting item, however, 
is the Temple-Ingersoll electric air-drill, shown in fig. 
13, which is taken from a photograph of the drill at 
work in the mine. The remarkable property of these drills 
is the enormous saving of power; for instance, the 3 E size 
machine, equivalent to an ordinary 2]-in. air cylinder, if 
driven in the ordinary way from a fixed compressor and pipe 
line, wonld require at least a 14-H.P. motor to work the 
Compressor, whereas with the Temple-Ingerroll, a 3-i.r. 
motor only is fitted. With the large machine 5 С, 
equivalent to a 3} in. air cylinder, a 5-H.P. motor is pro- 


vided against an 18-H.P. fitted to an ordinary compressor. ^ 


As will be seen, the drill closely resembles the ordinary rock 
drill; it is mounted in the usual way, and works with a 
percussive action. Close to the drill, and connected to it by 
two short lengths of hose, isa small electric-driven air com- 
pressor, or, more properly, an air pulsator mounted on a 
small truck. The latter consists of an electric motor 
geared to а horizontal shaft with cranks on each end, which 
drive à pair of single-acting trunk pistons making alternate 
strokes in the vertical air cylinders. One of these cylinders 


- 


is connected by the hose to one end of the drill cylinder, and 
the other end of the drill cylinder is connected by the other 
hose to the other puisator cylinder. The air, therefore, in 
the drill cylinder, hose and pulsator cylinders, remains there 
constantly, and merely alternates backwards and forwards 
according to the movement of the parts. To start 
the apparatus the drill is held until a sufficient 
pressure — about 30 to 35 Ib. рег sq. in.—is 
developed in the pulsator, drill cylinder, and hose, when 
the drill is released. It is evident, therefore, that now if 
one pulsator pi&ton be rising in its cylinder the other will be 
falling, and as a consequence the pressure upon one side of 
the drill piston will be increased, while the other is prc- 
portionately decreased, and the difference of pressure will 
cause the drill to move and make its stroke. Just before 
the end of the stroke, the movement of the pulsator pistons 
is reversed, and the pressure is reversed to the other side of 
the drill piston, cansing a stroke in the other direction, and 
so on, the drill making a double stroke for each revolution 
of the pulsator crankshaft. The drill cylinder is generally 
similar to the ordinary air drill, but is simplified by the 
removal of the operating valve, valve chesf and ports. The 
compressor or pulsator cylinders are also very much simplified. 
There are no valves for either inlet or discharge, and по 


Fic. 13.—ELECTBO-PNEUMATIC Rock DRILL.. 


water jacketing is required, nor is there the slightest need 
for it, as the heating of the air during the compression stroke 


is compensated for by the cooling which takes place on - 


its being expanded. It must be remembered that it is the 
same air that is being alternately compressed and 
expanded, consequently the enormous heat losses attending 
the usual air-compressing plant are absent in this case. 
There is further no trouble in regard to freezing, a frequent 
cause of annoyance with the ordinary air drill. There are 
only two valves in the whole apparatus, one a pull-back 
valve fixed to the drill cylinder to remove the pressure from 
the front of the piston when it is necessary to withdraw the 
drill, and the other a small air inlet valve on the pulsator. 
When the latter is working, the air pressure alternately rises 
and falls considerably below the mean, and at acertain point 
is below atmospheric pressure. It is at this point that the 
small valve comes into operation and admits more or less 
air as may be required. There is no doubt but that this 
wil be the drill of the future. It will be remembered 
that in our issue of November 181, 1904, we described it 
in its original form. 
(To be concluded.) 


Argentine.—A concession for the electric lighting of the 
city of San Juan by means of 150 arc lamps, as well as the supply of 
electricity, has been obtained. The water-power of the falle of the 
River Estero de Sonda will be utilised ; these falls will give nearly 
1,000 н.р. А three-phase 10,000-volt plant will be installed. The 
falls are 15 km. from the city. The plant will be tupplied by the 
Siemens-Schuckert Co. 


| 
| 


і 
: . 


THE ELECTRICAL REVIEW. 


198 


[Vol. 63. No. 1,601, JULY 31, 1908, 


, NEW ELECTRICAL RECORDING TARGET. 


ONE of the most tronblesome and costly features of rifle 
practice at fixed targets is the ** marking," or the signalling 
of the position of each shot on the target to the firing-point. 
This item alone costs the National Rifle Association on their 
Bisley ranges some thousands annually, besides entailing 
much delay and occasionally vexatious errors. Attempts to 


ШШ 


* 


Fig. 1.—81ҳог,в-Ѕнот TARGET AND RECORDER. 


provide a means of electrically signalling the shots to the 
firing-point have often been ‘made, generally involving the 
use of a sectionalised target, each section of which, say 3 in. 
square, is connected with transmitting and recording appa- 
ratus by means that are sufficiently obvious. Unfortunately, 
however, it is not sufficient to know the position of a bullet-hole 
within a few inches; it must be known within a millimetre 
or two. Moreover, the enormous kinetic energy of the bullet, 
most of which is expended at the moment of impact upon 
the target—some 2,000 foot-pounds in the case of the 0:303 
service cartridge—cannot be withstood for any reasonable 
period of time by a sectionalised target, and the latter con- 
sequently is soon a wreck. Even with 3-in. square sections, 
no fewer than 577 wires from the target to the firing-point 
would be required, and with 2-in. squares some 1,300 wires 
would be necessary, for a target 6 ft. square. such as is used 
at 600 yards. Even then, too, if more than one bullet were to 


strike the same section, only one would be recorded, whereas 


if one bullet hit the corners of several sections, it might 
. appear as three or four, and the record, except for single 
shots, would be unreliable. 

To overcome these difficulties, Mr. Sydney A. M. Rose, 
an electrical engineer, and proprietor of a factory in 
Melbourne, has just patented an extremely ingenious system 
of electrical recording, which immediately reproduces at the 


Fig. 2.—VoLuey-RECORDER. ` 


firing-point the exact position of the bullet-hole, in the case 
of individual shooting, or the positions of any number of 
bullet-holes, in the case of a target for volley-firing or rapid 
fire, each hole being indicated within one-sixteenth of an 
inch. The former can be effected with only three wires ; 
the latter requires some 1,153 in the case of a 6-ft. target. 
Natarally, a result such as this, which implies the individual 
examination of 1,327,104 sections each measuring v in. 
square, or 003 вд. in. in area, requires a radical departure 
from methods previously adopted. The accompanying 


will show how it is done. 


illustrations, based upon the patent specification drawings, 

Fig. 1 represents diagrammatically a system adopted only 
for recording single shots. The targets are printed ons 
roll of paper А, wound upon a drum В, whence it is wound 
over а drum с, only one shot being fired at each target. 
The keyboard р E consists of a series of spring fingers at 
q% in. centres, connected with a continuous resistance F, one 
end of which is connected through an insulated wire with 
the recorder at the firing-point, while the other lead is 
brought to a common terminal running from top to bottom 
of the row of fingers. 

After each shot, the target is wound on{the drum c; but 
in passing under the fingers, the bullet-hole (if any !) allows 
one or more fingers to drop, making contact with the 
common terminal and allowing a current to flow through the 
recording circuit. "This current actuates two relays, G 6, 
which close local circuits through electromagnets and 
simultaneously lock the drum c and the recording drum н. 


The strength of the current depends upon the vertical 


position of che bullet-hole with regard to the keyboard р Е; 
and a recording pencil J, actuated by a solenoid K or other 
means, is pulled up to a point depending upon the current, 
and therefore corresponding with the exact vertical position 
of the bullet-hole, the apparatus being calibrated to secure 
this result. All this is instantaneous and automatic. The 
operator now presses a key L, which first momentarily closes 
the circuit of an electromagnet inside the drum н, causing 
the pencil J to strike a roll of paper which is carried over 
the drum, and afterwards interrupts the main circuit, 
allowing the local circuits to open, and releasing the drums. 

An auxiliary wire м is connected with a row of keys X 
and а recording magnet and pencil o, whose function is 
automatically to indicate on the recording paper the posi- 
tions of the gauge-points P P, so that the record may be 


referred to a perfectly definite base. 


It will be seen that the operation is automatic with the 
exception of pressing the key L. Were it not for the possi- 
bility of two holes falling in the same vertical line, this 


м 


Еа. 3.—ARRANGEMENT OF MARKERS. 


apparatus would indieate and record any number of holes on 
one target. It will be ‘observed, too, that a target of paper 
or similar material is used, and that each target is shot at 
only once; thus there is no possibility of error through 
doubling shots in the same hole. The original targets can 
be kept as accurate records for a time, or can at once be 
patched in the usual way, and used over and over again. 

There are drawbacks to the system above described, 
which will readily occur to the experienced electrician, the 
principal, perhaps, being the calibration of the apparatus 
controlling the position of the recording pencil, which may 
be upset in various ways. These drawbacks are not present 
in the target used for rapid or volley firing. 

In this case (fig. 2) the keyboard р E is not connected 
with a resistance ; each finger is connected with a separate 
wire running all the way to the firing-point. At the latter 
a row of marking-points or pencils is provided, each carried 
by a lever, the outer end of which can be pulled by a small 
electromagnet in circuit with one of the aforesaid wires. . 
The manner in which the markers at the firing-point, and the 
fingers at the target, can be arranged is indicated in figs. 
3 and 4; by suitably alternating or staggering them, oF 
arranging them e» érhelon, the distances between centres can 
be made about у; in. The result is as follows :—As the 
original target, upon which a volley has been fired, is wound 
continuously upon the drum, the fingers drop into the holes 
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before patenting it all over the world. A target has already 
been constructed to his order by a British firm of electrical 
manufacturers, and the experiments which will be carried 
out will serve to demonstrate both the advantages of the 


system and the directions in which modification is necessary 
to obtain the best results. Figs. 6, 7 and 8 show approxi- 
mately the appearance of the completed target and recording 
apparatus. 


riflemen waiting while the score is signalled and the target 
patched, as at present. 

The inventor proposes to revolve the drums—which must 
move together at the target and firing-point—by a stretched 
wire or cable, carried on pulleys ; this wou'd present some 
inconveniences at long ranges, but it would not be difficult, 
to introduce a synchronous arrangement, electrically-driven. 
The connecting cable would be of the paper-insulated 
multiple-wire type, such as is everyday practice in telephony, 
and it could be taken round a whole series of targets and 
Into the head office at the range; it is only in use at the 
moment when a target is being rolled off, and consequently 
one cable will readily serve very many targete. The cost of 
the apparatus is very small compared with the enormous 
outlay on marking under present conditions, to say nothing 
of the inconvenience and delay incurred. Undoubtedly 
there are many difficulties to be overcome ; the construction 


Кө, 6.—SimGLg-SHOT RECORDER. Fic. 7.—VoLLEY-FiRING TARGET, COMPLETE. 


of а target of paper or other light, thin and flexible fabric 
Which shall withstand the elements, especially in the larger 
“ize, is not a trifling problem, and the combination of the 
comparatively delicate mechanism of the transmitting 
apparatus with the drums, &c., required to handle such 
arge Sheets calls for considerable ingenuity and mechanical 

- The inventor, however, is a practical engineer, and 
appears to have thought out the device very thoroughly 
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un the paper, and close their respective circuits, thus repro- 
n dagf ducing simultaneously at the firing-point marks which appear 
s on fig. 5; here A represents the actual target (with gauge- 
ipaa] points), B is the record, and C is a transparent gauge 
rtd e Which is applied to в, showing the score as at D, the gange- 
it вар points ensuring exact registering. Тһе record of each 
ach уч ballet-hole is obviously made by several markers, so that 
‚ух even if one failed from any cause, the indication would be 
ane: g 
d niet; 
her les! 1| 
to be: 
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bn Nd. 4—Destaits or Contact FINGERS. Fic. 5.—ТАҢОЕТ, RECORD, GAUGE, AND GAUGE APPLIED TO RECOHD. 
and 7 
"^ — made; and the record is such that a very close measurement 
‘can be made, and the score very closely determined. In 
P^ саве the centre of ia hole falls so near one of the circles that 
doubt exists as to whether it is, say, an inner or а magpie, 
D ^ the original target can always be appealed to, but as a rule 
the record wonld suffice. It will be seen that thonsands of 
"*- shots could be individually recorded on a single target in 
bi this way. As before, the original target can be patched 
“it а leisure and used again; there is no need to keep the 


in detail have already been introdaced into the design, 
and that the results obtained are quite satisfactory. 
The invention marks a great advance upon previous 
attempts to solve the problem, which, in view of the growing 
interest in rifle shooting, is one of considerable importance, 
and we trust that Mr. Rose will achieve the success that 
his invention certainly merits. 


THE CONGRESS OF 
.THE TRAMWAYS AND LIGHT RAILWAYS 
ASSOCIATION. 


Rail Corrugation. 


(An abstract of this lecture, by Pror. C. A. Савоз- вон, was 
given on page 159.) 


In discussing the lecture, on the 24th inst., Mn. H. M. SAYERS 
remarked that Mr. J. A. Panton in a paper read before the I. E. E. 
in March, 1907, hed emphasised the importance of fl inge action, 
but the author bad gone further and evolved a theory covering 
the various influences at work.. The influence of torsional vibra- 
tion on axles had been brought forward some years earlier. It 
bad been suggested that the characteristic of the seri:s motor 
might be responsible for corrugation, as a suitable manipulation of 
the controller would cause the axle torque to overcome the adhesion 
between wheel and rail, thus producing tk'd and roll. He could 
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not see why sand was a necessary factor in corrugations, norowhy 
successive cars should corrugate rails in identically; the ‘same 
positions. — 

Мв. J. R. SALTER doubted the recurrence of the seta of condi- 
tions mentioned at all times of the year so as to cause corrugation 
їп a similar way at the same places. He suggested that possibly 
the slip observed on the Croydon line was due to ‘corrugations 
already there. 

Мв. J. S. WARNER considered that any periodic oscillation due to 
torsional axle stresses would be damped out by the weight on the 


We understand that numerous improvements 
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car axles. Among the various conditions requisite for corrugations 
to appear, it was only possible to remedy check-cutting flanges, and 
this only by adopting radical changes in the construction of 
trucks, &0. 

Mn. STEPHEN SELLON considered that the author had exaggerated 
the conditions of flange wear, and that such excessive wear was not 
possible in average practice. Furthermore, he could not see how 
the corrugations of different carr, at various speeds, could always 
synchroniee as regarded position and pitch of corrugation. He 
blamed the solid track construction adopted by the municipalities 
as the main cause of the trouble, as it had not occurred to any 
extent om old tramways and railways. He suggested that the 
author had not cohsidered the wear on the opposite rail head which 
must take place before such excessive flange wear was possible in 
the case shown. 

Pror. CARUS-WirsoN, in replying, said it bad been suggested 
that differential driving would remedy corrugation, and it might be 
во, but it was early as yet to go in for such a drastic change. 
Skewed axles and flange action were a contributory cause of corru- 
gation; but flange action might occur with accurately constructed 
trucks. As regarded the part played by sand, he advanced a tenta- 
tive explanation. It was probably the fact that a certain amount 
of sand and grit became engraved into the surface of the rail head, 
and when the torsional action described in the lecture occurred, 
the gritty surface was ground away at intervals—the ground patches 
having a reduced coefficient of friction as compared with the original 
gritty surface. The wheels of following cars, with similar torsional 
stresses in their axles, would, be submitted, recover themselves by 
slipping on the patches where the coefficient of friction was reduced, 
and thus perpetuate the corrugating action in the same places. His ex- 
periments on routes free from corrugation showed that the same slip 
occurred as on the Croydon route; he agreed that a damping effect 
due to the weight of the car occurred, and its effect was to lengthen 
the period between the successive slips. He thought if the 
present tiu x construction was continued, it would not be possible 
to reduce flange thickness, as it was uncertain which way the 
wheels would move. As regarded Mr. Sellon’s remarks on flange 
wear, the example cited in the lecture was actually taken from a 
wheel in use at the present time, partly on curves, and it was, 
therefore, quite possible to obtain the amount of flange wear 
shown. Ав regarded the action of the opposite wheel on the tread 
of its rail, this was dealt with in the lecture. He agreed that it 
was necessary to have a` succession of cars at a similar speed in 
arder to obtain corragation, and if widely varying speeds occurred 
no corrugat ion would be found. Corrugations had been found on 
steam railways and early tramways in this country where the con- 
ditions had been suitable. ! 


NEW PATENTS APPLIED FOR, 1908. 


Oompiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
genta, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


14.808. Improved electrical accumulator carrier." A. H. GoopaLL. Jrly 
18th. 

11.808. Improvements in sparking plugs for internal combustion engines.“ 
A. E. LAMKIN and H. Кмотт. July 13th. 

14,811. Improvements in telegraphic relays.” 

11,814, “ Improved accumulator electrodes.“ 
plete.) à; 

14,817. "Improvements in or connected with apparatus for electrically 
beating running water." G. Есілев and L. FUuLLER. July 18th. 

14,851. "Improvements in or relating to the manufacture of metallic fila- 
ments for electric incandescent lamps. C. TRENZEN and F. R. Pore. July 
18th. 

15,852. '"Improvementsin or relating to the manufacture of bodies of metallic 
titanium, particularly for filaments of electric incandescent lamps." C. TRENZEN 
and F. R. Pore. July 13th. 


J. A. FLeNING. July 18th. 
C. VoaEL. July 18th. (Com- 


14,853. *'Improvements in or relating to the manufacture of metallic fila- 
ments for electric incandescent lamps.“ C. TRENZEN and Е. R. Pork. July 
13th. 


14,867. "Improvements in the manufacture of electric incandescent lamp 
filaments.” Britisa Tuousox-HorsTON Co., LTD. (General Electric Co., 
United States.) July 18éh. 

14,876. ‘Improvements in actuating mechanism for oscillating sparking 
magnetos." 8.Grirrin, July 14th. 

14,897. Improved method of and apparatus for compounding alternating- 
current generators." М. BRE LAUER. (Date applied for under Sec. 91 of the 
Act, July 15th, 1907 being date of application in Germany.) July l4th. (Com- 

lete.) 

р 14.904. “Improvements in diaphragms for use with Röntgen ray apparatus.“ 
J. R. Cotums. July 140. 

14.910. Improvements in protective covers for electric glow lamps.“ BIEMENS- 
SCHUCKERTWERKE G.m.b.H. (Date applied for under Sec. 91 of the Act, June 1st, 
1908, being date of application in Germany.) July lth. (Complete.) 

14,925. ‘Improvements in or relating to apparatus for electrically igniting 
miners’ safety lamps in mines.” W. Best, A. E. Best and R. O. BesT. 


July lith. 

14,934. "Improvemefits in electric time switches.“ G. RosENBUSCH. 
July 1400, 

14.950. “Improvements in electrics] release devices for the control of 


electrical energy.“ H. B. MARTIN. July 14th. 

14.956. New or improved device for illustrating the action of magneto- 
electric ignition systems for explosive engines." J. Всотт, Lok D Monracu or 
Bravrikv and G. C. SHERRIN. July lith. 


14.961. “ Improvements in the manufacture of metallic filaments for electric 
incandescent lamps." W. MAJERT,. July 140. 

14.952. Composition for the manufacture of metallic filaments for electric 
incandescent lamps.“ W. MaserT. July 1400, 

14,963. “Improvements in metallic filament electric incandescent lamps.“ 
W. Maert. July 140. 

14,967. “Improvements in and relating to electro-magnetically controlled 
switches.“ Вкигізн TuossoN-HovsroN Co, Lip, (General Electric Co., 
United States). July lith, 

14,995. “Improvement in enclosed electrical switches." H. W. Cox, 


(Application for Patent of Addition to No. 27,7927.) July 15th. 


14.998. Improvement in the magneto-electric machines.” A. Bema. 
SCHIRFF. July 15th. 

16,018. “Improvements in electric motor-starters.” G. C. Биси. 
July 15th. 

15,030. "Improvements in or relating to incandescent electric lamps.“ F, 
WiLEKiNs, July 15th. 


15,081. ‘ Improved eleotrolytic galvanising process." C. Branco. July 15th. 
15.089. ‘‘ Improvements in and relating to electro-magnetic interrupters 
С. W. ZiPPERER. July 15th. 


15,047. " маріскешене relating to alternating electric current distribution 
systems." J.B8.Pzck. July 15th. 
15,052. Improvements in and relating to electric transforming systems.” 


W. B. WOODHOUSE, 
15,064. 
July 15th. 

15, 9. Improved method of decarbonising filaments for electric metallic 
filament lamps. H.ARoN and A. GEIGER. July 16th. (Complete.) 

15,080. “Improved method of manufacturing metallic filaments for electric 
incandescent lamps." Н. Авом and A. GEIGER. July 16th. (Complete.) 

15,116. Improvements in arc lamps." L. Saaw. July 16th. 

15,180. ‘‘Improvements in and relating to electric motor-generator sets for 
supplying arc lamps for searchlights and for other apparatus.“ Bersa 
THomson-Houston Co., Ltp. (Allgemeine Elektricitats Gesellschaft, Germany.) 
(Application for Patent of Addition to No. 4,379/05.) July 16th. 

16,177. Improved method of signalling by means of electric bodies. 
SIEMENS Bros. & Co., тр. (Siemens & Halske Act.-Ges., Germany.) July 17th. 
(Complete.) 

15,186. ''Improvements in and relating to coin-controlled mechanism for 
gas, eleatricity and othe” meters and like apparatus." J. A. STONEHAM and 
F. A. ЗтокенАМ. July 17th. 

15,238. “Improvements in electric primary batteries." R. BouixskI. 
July 18th. / 

15,268. Improved method and means for controlling or braking electri. 
cally operated machinery." G. W. Birkett. July 18th. | 

15,275. ‘‘Improvements relating to the regulation or control of electric 
1 JOHNSON-LUNDELL ELECTRIC Tracrion Co., Lro., and W. A. Paice. 

uly Я 


July 15th. 


"Improvements in or relating to telegraph oables.“ R. K. баш, 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Тномрвом & Co., 822, High Holborn, W. C., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


.1907. 


ELECTRIC MOTOR CONTROL SYSTEMS AND APPARATUS THEREFOR. Britsh Thomson- 
Houston Co. (General Electric Co., U.8.) 6,528. March 18th. 

TELAUTOGRAPHS. F.Ritchie. 9,008. April 18th. 

CONTROLLER MECHANISM FOR ELECTRIOALUY-OPERATED Cranes, LIFTS, AND THE 
LIKE. British Thomson-Houston Co. (Allegemeine Elektricitats Ges., 
Germany.) 11,926. May 22nd. 

ELECTRICAL SIGNALLING SYSTEM FOR RAILWAYS AND APPARATUS THEREFOR. 
C, Enderlin, W. Landwehr and K. Schulz. 14,183. June 19th. 

Tanrtion DEVICES For INTERNAL COMBUSTION ENGINES. C. Е. Blundell. 14. 29. 
June 20th. 

ELECTRIC TELEGRAPH APPARATUS. G. G. Brown. 

THERMALLY ACTUATED ELECTRICAL CONTACT MAKERS. 
June 20th. 

APPARATUS FOR SEPARATING IRON AND OTHER MAGNETICALLY PERMEABLE METALS 
FROM FLOUR. GRAIN AND THE Like. F. King. 15,058, June 29th. 


14,262. June 90th. 


H. 8. Stoneham. 14,263. 


ELECTRICAL HEATING APPARATUS FOR USE IN APPLYING HEAT TO Liquips o 


SUBSTANCES IN HEATING WATER AND IN BOILING, CoOKING, STERILISING AND 
OTHER OPERATIONS AND FOR H«ATING SMOOTHING IRONS AND РОВ OTHER 
Purposes. W. S. Adlard. 15,079. July Ist. 


ELECTRIC Primary CLocks. А. C. Stray. 15.100. July Ist. 


EQUALISING DEVICES FOR ALTERNATING-CURRENT Circuits. J. S. Peck. 15,335. 
July 8rd. 
ELECTRIC LAMPS FOR CARRIAGES, Motor Carns AND THE Like. C. А. Vander- 


vell. 15.966. July 11th. 

ELECTRIC IGNITION APPARATCS FOX INTERNAL COMBUSTION ENGINES. 
Ignition Co. and F. Н. Hall. 16,911. July 24th. 

MAGNETO-ELECTRIC IGNITION APPARATUS FOR INTERNAL COMBUSTION ENGINES. 
Eleetric Ignition Co. and F. H. Hall. 16,912. July 24th. 

REPLY ов TELL.TaLE TELEGRAPH FOR INDICATING AUTOMATICALLY THE CONDI- 
TION OF A MACHINE OR MoviNG CONTRIVANCE AT A Distance ESPECIALLY 
ADAPTED FOR Usr IN SHiPs. W. E. Lake. (Brown Automatic Indicator 
Co., U. S. A.) 16,059. July 24th. 

ELECTROLYTIC CURRENT RECTIFIERS. А. S. Hickley. 17,457. July 30th. 

ELECTRIC Time SwirCHES. W. H. Laird. 18,790. August 20th. 

DyNAMo- ELECTRIC MACHINES. British Thomson-Houston Co, and W. F. 
Dawson. 18,881. August 21st. 

ELECTRICAL Fuses од Сот-Остз. E. J. Coller. 21,255. September 25th. (Post- 
dated March 25th, 1908.) 

COMKINED ELECTRIGO AND PERCUSSION 5. А. de 
Castilho. 21,403. September 26th. 

CONTROL SYSTEMS FOR ELECTRICALLY-PROPELLED VEHICLES. W. Cooper. 21,551. 
September 2kth. (Date applied for under International Convention, October 
3rd, 1906, being date of application in U.S.A.) 


Electric 


PRIMERS FOR ORDNANCE. 


1908. 


TEACHING INSTRUMENT FOR WIRELESS AND OTHER ‘TELEGRAPH OPERATORS. 
F. J. Chambers. 6,101. March 19th. i 
ELECTRIC INCANDESCENT FILAMENT Lamps. C. Pauli. 6,409. March 814. 
(Application for Patent of Addition to No. 27,541 of 1907.) 
TELEGRAPHICALLY TRANRMITTING SIGNALS BY MEANS OF A PERFORATED Бзд 
Siemens Bros. & Co. Siemens & Halske Akt.-Ges., Germany). 8,018. 
April 10th. | 
INTERRUPTERS FOR ELECTRICAL IGNITION. The firm Robert Bosch. 8,190. April 
13th. (Date applied for under International Convention, March 28rd, 1908. 
FIELD MAONETS FoR MaGNETO-ELEcTRIC GENERATORS. H. Ruthardt. 8,547. 


April 160. (Date applied for under International Convention, April 16th, 
1907.) 

SWITCH PLATE FOR THE AERIAL WIRES oF ELECTRIC TRAMWAYS. A. G. Boon. 
9,955. May 6th. 


ELECTRIC IGNITION DEVICES Fon INVERTED INCANDESCENT Gas BURNERS 48 
Uskp IN STREET Ligutine. F. T. Cotton. 10, 6. May 19th. 

APPARATUS FOR ELECTRIC SIGNALLING. Siemens & Halske Akt.Ges. 1592. 
January 22nd, (Date applied for under International Convention, January 
23rd, 1907, being date of application in Germany.) 
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THE PROBLEMS OF UNEMPLOYMENT. 


No man in whose mind the wells of charity are not 


completely dried up ever looks with complacency upon the | 


prospect of numbers of persons being thrown out of work. 
The happiness and well-being of every one person is fostered 
when trade is brisk, and there is enough work to go round ; 
but unemployment is attended by a long train of evil 
consequences. ‘ | 
According to a letter from Mr. A. Shadwell, which 
appeared in the Times of July 27th, the coming winter is to 
be a season of particular hardship. The existing depression 
which points in this direction is not an ordinary depression 
due only to the universal see-saw of trade; it is greatly 
aggravated by the result of national economies and the 
slackening of Government orders. Farther, the standing 
residuum of unemployment, which steadily increases, not 
from year to year, but from period to period, is perceptibly 
swollen by the reduction of Government establishments and 
the discharge of men, both workmen and soldiers. Then 
there is а special cause in one large district. The engineers 
in the north-eastern shops have been away from work for 
several months, and are evidently going to stop away till 
their funds are exhausted; when that happens they will 
find little work to go back to, and will join the labourers 
automatically thrown out of work as paupers. The Times 


' — correspondent goes on to suggest certain remedies which are 


not material for us to consider at the present time. 

With much of what he says as to the causes of unemploy- 
ment we are in cordial agreement. А time of plenty in 
Government orders is always followed by a time of famine; 
while the consequences of a long-continued and obstinate 
strike are always fatal to the well-being of the men. We 
often wonder whether the reasoning portion of the men who 
stand out for higher wages ever realise that their action 
may tend to kill the goose which lays the golden eggs. It 
should be plain to the meanest intelligence that if a shop- 
keeper closes his doors during business hours his customers 
will go elsewhere. Should he re-open in time he may 
re-gain much of his former business, but people very soon 
get into the habit of going e'sewhere. What will happen 
on a small scale to the petty tradesman happens on a 
larger scale and with much graver consequences to the 
manufacturer. The trade rival—be he Englishman or 
foreigner—is ever on the look-out for his opportunity. 
Does the striker ever realise that he is plaving into the 
hands of his master's rival by laying down his tools ? 

These are amongst the causes which make the cry of the 
unemployed heard in the land. There are others which 
we wot of, and to which the attention of the public cannot 
be too frequently directed. We refer to recent domestic 
legislation. 

Domestic legislation always has effects which its designers 
never contemplate, or which they never say much about at 
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the time when they are urging its necessity. The same sermon 
might be preached about every one of the recent Acts which 
may be properly described as domestic. They are described 
as measures for the enlightenment or relief of the working 
man. They will improve the conditions of labour ; they will 
ease the burden of the toiler throughout the length and 
breadth of the land. | i: | | 
This is the kind of high-sounding stuff one bears every- 
where on the political platform. The sound only dies away 


when the after-effects of the “ beneficent ” legislation begin to 


be felt. Of all the measures which illustrate the difference 
between promise and performance, the Workmen’s Com- 
pensation Act stands out pre-eminent. In one form or 
another, it has now been in force for over 10 years. 

In 1906 its scope was extended in several directions; so 
widely extended, in fact, that there is scarcely a householder 
in the country, who is not exposed to the risk of having to 
pay compensation to some person. What hds been the 
result? Large sums have been paid by way of compensa- 
tion; but the working classes do not seem to be one whit 
the better off. Were habita of thrift a national characteristic, 
most “dependents” who received compensation for the 
death of a deceased wage-earner would have a nest egg to 
which the lump sum received could be added. But in how 
many families is there any such nest egg? The large sum 


received to-day is gone to-morrow, and the family is no . 


better off. 

Bat there are other effects of the Act which are even 
more serious. It has thrown, and is throwing, men out of 
work. In many districts and in divers branches of industry, 
employers refuse to receive a man into their service unless he 
will consent to undergo a medical examination ; or unless he 
is under 60 years of age. If the employer is liable for 
every accident, һе will naturally choose the man who is less 
likely to be injured by accident. Another point is forced 
upon the notice of those who study the reports of compen- 
sation cases. It is that a man who has sustained an injury 
finds it most difficult to find employment. In the old days 
an employer would often give a tried and trusted servant 
who had sustained injury the chance of doing some light 
work. Now, however, a man is entitled to half wages 
during incapacity. The “ incapacity,” therefore, often lasts 
an immense length of time ; so long, indeed, that when the 
workman is unable to keep the pretence any longer, he is 
unable to get work at all. 

While lack of work is probably due to many causes, the 
reasons which we have adumbrated are surely responsible 
for some of it. 


A SENSATIONAL article in the Daily 
Mail’s characteristic style, with abundance 
of superlatives, and signed ** Nauticus II," 
appeared in that paper on Monday last. Its purport was 
that wireless telegraphy bad effected a complete revolution 
in the methods of naval warfare, with immense benefit to the 
possersor of the strongest navy. It was pointed out that 
naval operations could now be conducted on a uniform plan, 
under the continuous direction of a master mind at the 
Admiralty. The responsibility of the admiral commanding 
а fleet is therefore reduced, and his liberty of action curtailed 
to some extert. While the enormous advantages of wireless 
telegraphy in other respects are beyond question, we are not 
80 certain that in this particular we are better off. It all 
depends upon the qualifications of the “ master mind.“ Our 
admirals, we know, are men of action : but if the control at 
Pal Mall falls into the hands of an incompetent and 
hesitating officer, or of à civilian, their best efforts may be 
neutralised. 


Wireless 
Telegraphy. 


Тнк edifying spectacle was recently 
seen of members of the London County 
Council urging that certain rail orders 
should be given to the lowest tenderers, who were foreign 
rms. When а municipality is the guardian of the rate- 


Protection for 
Foreigners. 


payers’ money, it certainly seems sound business вепве if 
orders to be paid for by that money should be given to the 
firm who can supply the desired article at the lowest price. 
But in all the contracts of the London County Council there 
are clauses anent certain trade union rates of wages and 
other matters which it is not possible to enforce upon the 
foreign maker. The effect of these clauses is to render it 
impossible for our rail mills to supply material at 
a price so low as they can be sold at by the foreigner. The 
net effect of the so-called fair wages clause, which was 
inserted at the behest of a particular section of the Council, 
is, therefore, to take work away from British working men 
and hand it over to the foreigner. We have nothing in this 
article to say against the fair wages clause, but it is curious 
that the men who are responsible for that clause are now во 
busy pleading for the orders to go to the foreigner. 
This whole unfortunate . business is byt a proof of 
the difficulty which attends municipal trading. The 
immediate sufferer is the ratepayer. He suffers in order 
that men much better off than the average London rate- 
payer shall be ensured a certain high rate of pay in Glasgow 
or South Wales or other rail-making district. Then this 
same workman suffers because his employer cannot get the 
order. The foreigner is the one man who ultimately gets 
any benefit; but when orders with wages clauses are given 
out, surely no foreign firm ought to have them, for 


their rates of pay do not come up in any sense to the fair 


wages clause level, 


A CORRESPONDENT of a German news- 


шын paper, writing from Constantinople on the 
| Turkey ^ 17th ult., states that electricity appears 


likely to have a favourable future in 


"Turkey. Since the Sultan granted concessions to prominent 


persons in native circles for the introduction of the electric 
light and the construction of tramways in the larger cities, 
electricity for lighting and power purposes has become 
generally approved, although short-sighted Custom House 
officials still place difficulties in the way of the importation 
of electrical machinery and apparatus. A few days ago the 
electric tramway at Salonika was opened for traffic, and 
the similar undertaking at Beyrout is making rapid pro- 
gress. The satisfactory results obtained with the electric 
tramway at Damascus, which was the first built in 
Turkey, have dissipated the scruples which the authorities 
entertained sgainst this method of traction. Three 
concessions in all have been granted for Constantinople and 
suburbs, but nothing is reported as to when steps will be 
taken to carry them into effect. It appears that a decision 
on the question has been designedly postponed, for the 
capital is not to be at the head of technical progress. 
According to an Imperial irade just issued, the right to 
utilise the water power in the district of the Hedja Railway 
has been conceded to this railway, and it is reported that 
electrical working is to be introduced on the Kaifa-Dera 
section. As coal for the railway can only be procured with 
difficulty, the use of electric traction would represent great 
progress, but adequate water powers are only available in the 
district of the Jordan and the Asiti-Lebanon, where coal is the 
cheapest. The correspondent referred to does not know 
whether electricity produced in Palestine can be transmitted 
to Medina, but he thinks that the southern portion of the 
lledja Railway, where there is no water, will be worked by 
steam power, although coal will not be easy to obtain so long 
as the line has no connection with the Red Sea. In con- 
clusion, it is mentioned that the large European electrical 
companies are now devoting greater attention to Turkey, 
and some of them have already despatched engineers to Con- 


stantinople, in order to be able to prepare schemes and 
estimates on the spot. 
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LOCALISING HIGH-RESISTANCE BREAKS 
IN CABLES. 


By J. RYMER-JONES. 


(Continued from page 195.) 


Cable Current Correction.—-If a cable current exists it will 
affect in some degree the measured cable charge, and, there- 
fore, the result. 

In view of the fact that this test is devised especially for 
high-resistance breaks, it will be evident that the potential 
of the cable current falls very considerably before it increases 
or decreases—according to ita polatity—the cable charge due 
to the festing current. If the resistance of the break be very 
high compared with that of the cable conductor, the cable 
current makes little difference; but if it is only about 5,000 = 
or 10,000 ^ a correction is necessary, and especially for lower- 
break resistance ; and, moreover, the longer the portion of 
cable in circait, the more important the correction. 

The degree and manner in which the cable current affecta 
the measured charge (/) is illustrated in fig, 2, where the 


upper “ fall” from left to right shows a negative charge held 
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by the cable part of the circuit due to the testing currents ; 
while the upper “ fall ” from right to left is set up by the 
cable current k. M. f. As this opposes the testing current its 
effect in charging the electrically distant cable has to be 
added to the measured cable charge /. On the other band, 
the lower “fall” from right to left—arising when the cable 
current E. M. F. of the opposite polarity assists the testing 


current —charges the cable with the opposite current; and, 


as its influence is to make the measured charge f larger than 
it should be, the cable current charge in this case has to be 
subtracted. 

As the “fall” is regular for every unit of resistance in 
the circuit, it is obvious that, since the testing current 
charges а certain number of units—represented by the cable 
~at the testing end, the cable current will also charge the 
same cable (either positively or negatively), but in a much 
leas degree, because the cable is at the distant end of the 
circuit in relation to the cable current, and also because its 
k. Ur. is much less than that of the testing current. 

Based on this consideration, Table III or ТҮ enables the 
correction to be made in a very simple manner. In the 
ваше way that Table II gives the charge (/) from the test- 
ing end, increasing with every additional unit in the first 
100 unita of a cable 1,000 units long, having its distant end 
to earth, so Table III gives the charge from the distant 
. (earthed end as it increases with every additional unit for 
the first 100 units of a similar cable 1,000 units long, and 
Table IV shows the charge accumulating for every five 
units from the distant (earthed) end along the whole 1,000 
units. 


Firat, suppose, for the sake of explanation, that the cable 


current bas the same k. M. F. as the fes/ing current; that the 
whole circuit is equivalent to 1,000 units of length, and that, 


according to the first uncorrected evaluation, 30 of these : 


units Consist of cable; then clearly, the charge held by the 
30 unite of cable at the testing end and due to the testing 
current, will be 059100, as given in Table II (col. 2), and 
the charge held by the same 30 units of cable, due to the 
rable current, will be -000900, as given in Table III 
(col. 2); but, inasmuch aa the condenser charges v and v 
represent the E. M. F. of the testing battery and cable current 
respectively, and have been included in the test measurements 


for the sole object of giving their true ratio, the above value 
000900 becomes с х ‘000900. But this is not strictly 


Correct becanse, in the case of the cable current, the potential 
" fall " is through the shunted galvanometer coil 7, whose 
combined resistance raises the potentials along the cable, and 


therefore ita charge by zi x 1,000 units (n). 


Instead, therefore, of the charge representing the cable 
current correction starting from the zero end of Table III (or 
IV), it starts at n units and extends to х + n units. This 
revised charge value between л and N + n for the cable 
current correction is obtained from Table III (or IV), and 
applied to f, for which corrected value Table II (or I) gives 
the revised distance Nr of the break from the teating end, 
supposing the cable circuit (в 7) be 1,000 units long. 


But the actual length being x N.M., Ње artual distance 
7, я 


f ће break = X? у ВГ (. M.) op NT ? 
of the brea TETTE " (N. M.) ТТ XR / (ohms) 


Correction of Measured Charge (c) for Retardation,—If the 
break is more than 100 miles distant from the testing station 
the measured charge c will be less than it should be, owing 
to retardation, and a correction depending largel y on the kind 
of galvanometer employed becomes necessary. Ав retarda- 
tion increases in proportion to the K R, it is preferable to use 
a ballistic galvanometer when testing by this method.—(See 
Galvanometer in General Remarks.) | 

. , Annexed ів a curve showing the correction per cent. for 
the charge c as the KR increases when employing an 
ordinary Kelvin astatic reflecting galvanometer; also for a 
similar instrument with a much heavier mirror and vane 
suspension; and for a highly sensitive Sullivan galvano- 
meter coil for shore use. | | 


! 
TABLE III gives the ratio of charge from the distant (earthed) end as 
it increases with every additional unit for the first 100 units of a cable 
1,000 units long having a uniform capacity and conductor resistance 
per м.м. — where р = 1. | 


— — — ——ſ ee — 
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Ав ғ for the above table is unity, the ratios given express the 


charge (/) held by any length from the distant (earthed) end; and 
also the difference between any two intermediate values representa the 
fractional cbarge of the corresponding intermediate length in terms 
of the whole charge F taken as 1. 


* To be divided by — and added to the calculated ratio J if the 
F 


cable current (v) is opposed to the testing current (v) or subtracted if the cable 
current assists the testing current. 


D 
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TABLE IV gives the ratio of charge from the distant (earthed) end 
as it increases with every additional 5 unite in a cable of 1,000 units, 
having a uniform capacity and conductor resistance per м.м. — where 


‘end the greater will be the retardation per cent. of the whole 
charge. (See note on retardation under Galvanomeler in 
General Remarks.) M: | 
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ments as core in the factory. 
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* Bee footnotes on Table III re Correction pe 
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Ав the correction per cent. will differ with the kind of 
galvanometer used, it is important in the case of a very 
distant break to find what this correction is by a similar 
curve plotted from results obtained on various lengths of 
A L used for duplex working, if available. 
An approximate curve may be obtained by comparing the 
measured capacity obtained by a charge (or discharge) test 
on the whole cable as laid and in yood order; with the true 
capacity as given in the “splice list" from the measure- 
This will give the er/reme 
correction for the whole length, and intermediate values can 


be approximately plotted by comparing with the curves 
annexed. To reduce the retardation error as much as 
possible, it is desirable to test from the end nearer to the 
break. The curves annexed are for different lengths of cable 
with the distant end free, and apply when the break resist- 
ance is very high. When, however, the break resistance is 
only a few thousand ohms, and the length of cable in circuit 
considerable, there will be a good fall of potential " in 
the cable, and the retardation per cent. will not be so great 
in view of the fact that the more distant portion does not 
take so large a charge per N. u. as at the testing end. 

The break resistance does not affect the refardution except 
in so far as it modifies the potentials along the cable portion 
of the circuit, and therefore the amount of charge at the 
distant end to be affected by the natural retardation of the 
cable. In other words, the larger the churge near the distant 


: b 


Fia. 4. Fic. 5. 


* 


in fig. 3, from which point the current divides in opposite 
directions through the two halves, each tending to neutralise 
the other's influence on the suspension. That both coils do 
not affect the suspension quite equally does notsignify, because 
the balanve is brought about by the adjustable resistance R ^ 
(or shunt v,), which also serves to compensate for any 
inequality in the parallel circuits set up by the break 
polarisation, or earth currents. Fig. 5 shows how a doubly 
wound coil for the Sullivan marine form of d'Arsonvel 
galvanometer may be connected up to act differentially, and 
fig. 4 a similar coil for use on shore. 

As a high-resistance break generally polarises, and there- 
fore gives varying charge-throws (с) as the resistance К / 
changes with the generation of gas, accuracy is only attain- 
able by the mean of a large number of readings. As the 
difficulty of obtaining reliable readings is greatly increased 
by the rapidity of the throws when a marine galvanometer 
is employed, this test should be made, when possible, 07 
shore by means of a Kelvin astatic, or by a Sullivan dead- 
beat galvanometer, which gives slower throws capable of 
being easily read. , 

If a Kelvin galvanometer be employed, a small coil (2 


or 3 in. in diameter), having about 10 or 20 turns of 


insulated wire, and placed near to one of the galvanometer 
coils, will, when energised by a single cell and a reversing 


<A. 
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in bringing the spot quickly to zero after being deflected, 


rand thereby save much valuable time when the break is 
changing; or, in the absence of this checking coil, a 
‘magnetised penknife can be made to stop the swing if 


of seconds during which the Spot of light makes one com- 


J or discharge, to take full effect in moving the needle or coil. 


To secure this the tmerfis of the suspended system must be 
large. Inertia is increased by weighting the system, and 


| alo by decreasing the controlling force which brings it 


| back to the zer position, by using a fine suspension. If an 


Increasing the inertia, and thereby the periodic time of 
the swing, permits a larger Percentage of the retarded cable 


` Suspended system, which is the essential and distinguishing 


characteristic of а ballistic galvanometer. 

To reduce the damping error the air vane of the Kelvin 
galvanometer should be removed, and with this or any other 
type of instrument, the throw obtained for the condenser 
constant should be adjusted, by means of a auitable shunt, to 
appwrimate that of the cable charge. 


(To be concluded.) 
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A UNIQUE TELEGRAPH LINE. 


Wan between the City of La Paz, the capital, and the 
n i Oruro, the terminus of the railway connecting it 
е Вей port of Antofagasta, there still may be seen the 


REMAINS ор 


Мор TELEGRAPH PILLAR, IN BOLIVIA. 


remaing 0 

line ever s was probably the most original telegraph 
18 ES 

Wood jg v dios, Pelivia there are no growing trees, and 

bol furniture of to procure that even the ordinary house- 
; К the natives is invariably made, not of wood, 

18, therefore. “шы » 88 it is called. 

in i 8 Surprising that when the war broke 

ween Chile and Bolivia, and the need 
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ШШ key close to the hand of the operator, be of great assistance for a telegraph line between the two places mentioned 
beca | 
у зеа ро 


the addition of old bottlés ав insulators. 

These pillars were substantially built on stone foundations, 
and measured about 5 ft. square at the base, with a height 
of about 15 ft. They were placed at intervals of about 
110 metres, and thus held the wire at a height sufficient; to 


clear the only animals of the country, the llama and the 


donkey. | 
The total length of the line was 156 miles, and it ren- 
dered useful service for some 10 years before being replaced 


remarkable state of Preservation after being abandoned for 
20 years. 


Among other curious telegraph lines may be mentioned 


use of for a similar purpose, but here a wire is stretched 
across the road between trees on either side, and the insulator 
is suspended in ita middle, and the line is thus over the road 
and clear from vegetation. 


— —— —— 


8HORTCIRCUI TER SMITH. 


By WALTER CLAYPOOLE. 


“ SHORTCIRCUITER ” SMITH leaped into notoriety, and 
acquired a title during his first week at college. Smith 


himself (at the subsequent court-martial) attributed the 


accident to his love: of neatness and order. Urged by a 
Sarcastic professor to explain further, it appeared that his 
artistic eye had been offended by the irregular arrangement 
of the switch handles on the power board—“ some of em 
stickin’ up and some stickin’ down "—so he had proceeded 
to remedy matters. | 

The professor thereupon dwelt in eloquent terms on the 
enormity of the offence. It wag mainly of a sacrilegious 
nature, and appeared to be but little removed from theft of 
the poorbox. Aman who laughed at a funeral was a decent 
sort compared with the presumptuous fresher who dared to 
regard a Hopkinson efficiency test as anything but a solemn 
rite. - | 

Mr. Smith was advised, strongly advised, to keep at least 
10 ft. away from all running machinery for the next three 
terms, and to confine his curiosity to apparatus of the 
deflection type. A certain gentleman, long deceased, name 
of Ohm, was mentioned whose pronouncement on questions 
of current and resistance had almost a legal weight, and Mr. 
Smith was warmly urged to acquaint himself without delay 
with the literature of the subject. Finally it was intimated 
that researches on the limiting value of c when в approaches 
zero had better be of a mathematical nature. 

The inquiry then terminated, and the demonstrator 
received a private hint to keep a sharp eye on Smith, and to 
see that he played with nothing more venomous than a dry 
cell in its fourth season. 

Smith, however, from that moment seemed beset by the 
spirit of mischance. He moved in an atmosphere of 
calamity, and appeared perpetually surrounded by wreckage. 
His progress through the junior laboratory was marked by 
a trail of strained pivots, burnt-out coils and pointers that 
had to be unwound from the end stop. 

His performances were regarded by his fellow students 
with subdued joy, while the assistant demonstrator threatened 
to resign and the laboratory boy applied for an increase of 
salary. 
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He had an unerring genius for. discovering the weak point 
in any apparatus, and it would probably have paid a designer 
of pretty instruments to have tested them on Smith. He 
was the prototype of those for whom fool - proof” 
mechanisms were invented, but it is a moot point whether 
any semi-automatic apparatus, unless enclosed in a substan- 
tial steel casing and provided with one starting button, 
could have resisted the blandishments of Smith when in an 
inquiring mood. 

Although his chief successes, as indicated by his 
pseudonym, were gained in the domain of misapplied elec- 
tricity, he by no means neglected other branches of spectac- 
ular science. His operations in the chemical laboratory 
partook of the dual nature of a Brock’s Benefit worked by 
schoolboys and a sewage scheme conducted by missionaries. 
When Smith began to leave the straight and narrow way 
es leads to chemical salvation, the only remedy was abject 

ight. | 

Yet that Providence which watches over babies and fools 
never deserted this astonishing investigator. Others in- 
variably bore the consequences of his misdeeds. | 

He would look intensely surprised when a newly-charged 
hydrogen kipp went into the Great Beyond on his applying 
a light to ascertain whether it was generating properly, and 
expressed real regret while they were extracting pieces of 
glass from the cheek of his bench mate. 

He sowed and others reaped. That the harvest was 
gathered so uncomplainingly is merely a testimonial to 
Smith’s transparent honesty and genuine sincerity. To 


slaughter him out of hand were an act of common justice, to 


refrain, strong evidence of a sense of humour. 

Perhaps the most remarkable feature of a remarkable 
studentship was the undeniable fact that Smith honestly 
tried his best. Мапу an informal debate with Smith as 
the theme was held by interested parties in an endeavour to 
solve the mystery of a cureer во full of local colour. Some- 
times Smith himself was present and was unanimously voted 
to the chair, a position which he filled with amiability 
and Pickwickian grace, indeed, unfailing good temper was 
Smith’s most valuable asset.’ 

It appeared to be the general opinion at these meetings 
that the worthy chairman had chosen the wrong career, that 
his peculiar gifts would have received fuller expression in 
some field of action where greater competition of lesser souls 
would render his transcendent genius all the more striking. 
Furniture removing and railway portering were suggested as 
likely professions, but the chairman said that jesting on 
solemn matters showed bad taste, and in any case was out of 
order. | 
i" this were'anything bnt a true history, it would be a 
delightful pastime to invent a picturesque end to Smith, not 
at the college, because the opportunities for something really 
splashy are necessarily limited, but at a good big supply 
station where he has been installed in a position of superior 
responsibility through the influence of a nice kind uncle, 
who is a town clerk. 

Then if one were enough of a journalist, it would be not 
only a duty, but a pleasure, to write up the catastrophe which 
deprived the world of Smith, in that vivid, but chaste and 
accurate style which has raised the Daily Mail to the fore- 
most position among the scientific journals of the present 
day. Something like this— 


DREADFUL CATASTROPHE AT THE BARKING 
ALL-ENGLAND ELECTRICITY WORKS. 


A most harrowing tragedy has occurred at the great 
bomb-proof electricity supply works at Barking. As our 
readers are aware, the electric current, or as it is technically 
termed ~ juice ” for the whole of the British Isles, with the 
exception of Croydon, is generated at these vast works. 
Fifty thousand volts issue from the centre of the main 
switchboard, and are led by armoured cables to the chief 
distributing points at Beckton, Land's End, Killarney, and 
John o'Groata. 

To regulate this terrific current requires the ceaseless 
activity and watchful care of scores of earnest pale-faced 
“ improvers," so called from the fact that their chief duty is 
to keep the current always up to standard. When generated 
there are usually some slight impurities present, owing to 
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the invariable use of slotted cores. The most certain 
method of straining these impurities out, is to pass the raw 
juice into an accumulator battery where it is allowed to 
remain several hours. It is an axiom in the profession 
that current improves by keeping." These explanatory 
remarks will help to throw light on the occurrences of last 
evening. | | 

Shortly before midnight the chief engineer of the Greal 
Britain left the bridge to snatch a few minutes’ sleep. He 
had been on duty since 11.30 and was utterly worn out. 
Such is the mental strain on thosé acting as priests at the 
shrine of the goddess Electra that a system of 20-minute 
shifts has had to be inaugurated. His place was taken 
by deputy-chief assistant Smith, or as һе is affectionately 
called among his comrades—“ Shortcircuiter” Smith. 

At 12.5 the head greaser came running up, his honest face 
working with emotion. Saluting, he gasped ont—“ A leak 
on the floating battery, Sir!“ Mr. Smith turned never а 
hair ; alert, tense, active, he was the embodiment of all that 
is best in British engineering manhood. “ Which side? he 
snapped. “ Starboard, Sir,” replied the man, who as an old 
marine engineer understood the fell significance of the term. 
„Then we are lost! muttered the gallant officer. With 
hurried glance at the row of clock-like dials behind him he 


grasped his slide-rule firmly, and with deft fingers set him- 
self to confirm his worst suspicions. 


The cursor flew 
backwards and forwards like a shuttle in a loom ; never 


had he felt so mentally alive, во capable of dealing with 


emergencies. The dropping of a single 0, the displacement 
of а mere point might make the result ten times too large or 
too small. What matter, he took the risk, and at lest bu 
work was done. “ 4,999°9627 volts per min.” he gasped, 
“ nearly 5,000” he added as an afterthought. In a little 
over 10 minutes the whole supply of the station, 50,000 
volts, would be exhausted. | 

The mere thought of what this meant made the brain 
reel. * Oh, to be in Croydon, now that Barking's bust! " 
would be the cry of every man in Darkest England to- 
morrow. But it was no time to indulge in gloomy fore- 
bodings. The situation demanded action, and it got 1t. 
Addressing a few hurried remarks to the stokehold staff, 
who had collected in a frightened group near the emergency 
exit, he set the engine-room telegraph ёо “full speed 
ahead," and leaped from the bridge. Seizing в megobm 
from the hand of the trembling mains superintendent, he 
ran to the scene of the disaster. One glance showed him 
that the time for patching was past. The earth all round 
the leak was saturated with the precious fluid, which was 
still escaping with ominous crackles and eerie blue flashes. 
„One last hope," he muttered, and in a ringing voice, 
„Reverse the station! | 

Instantly all was activity; 60 improvers armed with 
pliers sprang forward as one man. In less time than it 
takes to tell, and amid the deafening roar of the breakers. 
they unhitched the maze of connections from the шаш 
switchboard. Carefully lifting the massive bus-bars from 
their well-oiled bearings, the handy squad swung round at 
the double and replaced them end tor end. It was done, 
and now for the benefit of our non-technical readers, we WAY 
briefly explain the brilliant inspiration which saved the 
station, but which, alas, cost the gallant “ Shortcircuiter 
Smith his life. 

The leak, it has been mentioned, was on the starboard or 
positive side of the floating battery, consequently, the care- 
fully stored volts were running from the battery ѓо the earth, 
where they were inevitably lost. It was Mr. Smith's firm 
idea that, by jacking up the leaky end of the battery with 
a megohm,“ which is an appliance of a highly resisting 
nature, he might be able, as it were, to stem the tide. 
Realising then that the situation was too serious for half- 
measures, he conceived the bold plan of reversing (he flor’, 80 
that the starboard now became the port side, and volls 
commenced to flow from the earth to the battery. 

The manœuvre was entirely successful, and if only Nature 
had been lett to herself to restore the lost volte in her ow? 
way, we should not to-day huve had to record а tragedy 

Unfortunately, Mr. Smith, with praiseworthy but mistaken 
zeal, decided to hurry up the process. Не took a spanner" 
which, since the days of Faraday, has been regarded ав the 
instrument par excellence for inducing electricity to flow 


— — —— 
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easily and rapidly—and applied it to the leak. A column 
of sparks flew up, there, was a dreadful odour of roast goose, 
and the brave spirit had fled. 


з ё * 


One can hardly help regretting that Smith's post-graduate 
career did not carry out the promise of his early years. 
Life wants more colour and sparkle. He is reported to be 
running a very successful Inventors’ Aid Bureau, and gets 
all sorts of queer schemes and models to report on. All the 
patent lunatics in the country go to Smith, and it is said 
that anything which passes his tests and meets with his 
approval is generally certain to possess very unusual merita. 


* * * 


\ 
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PROCEEDINGS OF INSTITUTIONS, 


Institution of Mechanical Engineers at Bristol. 


ELECTRICAL engineering, asa specialised branch of mechanical 
engineering, received its due share of attention during the 
recent convention of the Institution of Mechanical Engi- 
neers, held at Bristol from July 27th to 81st. 

In the course of the discussion of a paper on spur gearing, 
a remark of special interest to electrical men was made by 
a cotton-mill engineer, which was to the effect that the 
demand and need for such gearing had greatly fallen off, 
since electrical methods of driving were now becoming 
universal in the cotton industry, the motors being either 
directly connected or driving through a belt or rope, in pre- 
ference to gearing. | 


A paper by Mr. Sherard O. Cowper-Coles, entitled “ The 


Direct Production of Copper Tubes, Sheets and Wire,” 
aroused a lively discussion. The paper dealt with electro- 
lytic methods only, and first of all touched upon the various 


schemes which had been employed from time to time to 


obtain an increased rate of deposit, such as Wilde's idea of 
Circulating the electrolyte ; Elmore's process of burnishing 
the Copper as it is deposited, with agate burnishers ; 
Dumonlins sheepskin impregnator; and the various im- 
pinging Jet processes. Then the centrifugal system evolved 
у the author of the paper was described, by the aid of which 
a current density of 500 amperes per вд. ft. could be em- 
ployed. The deposited copper obtained by this process is 
very Smooth, and has a tensile strength equal to the best 


rolled or drawn copper, and in some cases a tensile strength 


“ome 50 per cent. higher than that obtained by the ordinary 
fiet of casting and rolling. The copper is obtained in 
Wi i of a tube, which. can be slit to obtain a sheet. 
ena orms are not practicable, as was illustrated by a 
ч cone, which was exhibited. At the base of this cone, 
» i of conree, the peripheral speed was highest, the 
11 80 Was very regular and all that could be desired, 
Е towards the apex it became very rough and 
One afternoon was occupied wi isi 
| pied with a visit to the new Avon- 
Aint а Geet hes 25 constructed by Messrs. John 
opened a short tin : ristol Corporation, and was formally 
tad ` pment and buildings are not complete. The 
үнө. paiana, &., are all to be electrically driven, and 
e 18 also the illuminating agent. 
contract 1 Rete & Phillips are carrying out the main 
c. and Mears 4-20) of material, the laying of cables, 
Electric ony tothert & Pitt are now erecting the cranes. 
Corporation’ or the docks is transmitted from the Bristol 
Ps Ке at Avonbank, some 8} miles distant 
cipal 1 special interest, as it is the longest muni- 
sub-atation l bee OR line in the country. A special 
300. Kw. ар п built at the new docks, containing one 
ену о .900-KW. rotary converter sets. Three- 
RS а transmitted at а pressure of 6,000 volts, and 
volts Т supplied on the three-wire system with 500 
hydraalically ^ outers, The dock gates are worked 
ock quayside f roomy subway is provided around the 
electric cable Ог Carrying the hydraulic mains and the 
» ^ construction which, though expensive, 


ibm — 


makes the pipes and cables very accessible. Open-type 
arc lamps with two sets of carbons are employed. Iron 
posta are provided for suspending the lamps from, the height 
of which is not as great as might have been expected. 

A very intereating hydraulic pumping plant is installed in 
the Underfall Yard, at the Bristol City Docks. It consiste 
of three twin-cylinder differential hydraulic pumps, driven 
by electric motors through  machine-ont double-helical 
gearing. The controlling apparatus is automatic, and is, of 
course, regulated by the height of the accumulator. As the 
accumulator descends, it operates a special group or 
accumulator switch, which actuates a starting device con- 
nected to one of the pumps, thus patting the pump into 
operation. If the pump cannot cope with the work its 
speed is automatically raised from 40 strokes per minute to 
60 by putting a resistance into the shunt. Should the one 
pump still be unable to cope with the work, the accumulator 
in descending actuates a second group or accumulator switch, 
which causes the starting gear connected to the second 
motor, to come into operation. A similar process is carried 
out with the third pump. As the accumulator ascends the 
operation is reversed, cutting out and stopping the pumps 
when they are not required. The starting gear was con- 
structed by Mesars. J. tr Holmes & Co., of Newcastle, and is 
similar in design to their printing-machine automatic motor 
starter. 

In a number of the works visited. it was noticed that 
electric power for driving was purchased from the Corpora- 
tion Electricity Supply Station. The visitors were able to 
inspect the two new 3,000-Kw. Westinghouse turbo- 
alternators, which have only recently been installed at the 
Corporation's modern station at Avonbank, which has now a 
total capacity of 12,890 Kw. j 


\ 


THE summer meeting of the Institution of Mechanical Engineers 


was held at Bristol last week. Two mornings were devoted to the 


reading of papers and their діғспввіоп, but the programme was largely 
made up of social engagements, visits to works, and excursions. The 
members on assembling on Tuesday morning at the Hall of the 
University College were cordially welcomed by the Lord Mayor of 
Bristol (Sir Edward James), the Sheriff (Col. Cary Batten) and 
the Principal of University College, Prof. Lloyd Morgan. The 
president of the Institution, Mr. Т. Hurry Riches, of Cardiff, in his 
reply referred to the recent visit of the King and Queen to open 
the Royal Edward Dock, Avonmoutb, and alladed to the advantages 
that locality potseesed for the development of a ship building 
business. Nearly two hundred were present at the dinner 
held in the evening at Victoria Rooms, where the advance of 
Bristol industrially and as a port formed the keynote of the speeches. 
Wednesday's programme included a reception and dance at the Art 
Gallery ; Thursday and Friday were devoted to excursions, and on 
the latter day an evening garden party at the Clifton Zoological 
Gardens was arranged by the local committee. 


ELECTROLYTIC MANUFACTURE OF СОРРЕВ TUBES AND WIRE. 


The paper that had chief interest from an electrical point 
of view dealt with the electrolytic manufacture of copper tubes, 
sheets and wire. This was by Mr. Sherard O. Cowper- 
Coles, London, and was read on Wednesday morning. In 
the introductory passages the author referred to the fact 
that the refining of copper by electrolysis had now assumed vast 
proportions; the annual output of electrolytic copper in 1907 
had been estimated at 400,000 tons, equal to 56 per cent. of the 
world's production, and the capital sunk in the industry at about 
£15,000,000. The whole of the copper thus produced was in the 
form of rough slabs or cathode plates, which had to be smelted and 
worked to the desired forms. The paper proceeded to touch 
on efforts to make the electrolytic deposition take the form of the 
article required, and difficulties of rapid and reliable production, 
buf. to save time this part of the subject was curtailed. 

The author, when carrying out some experiments on the produc- 
tion of copper tubes and sheets, by electro-deposition on rotating 
cathodes, observed that when the speed waa greatly increased 
entirely new results were obtained, and that a current density of 
200 amperes or more per sq. ft. could be employed, the copper 
remaining smooth and having a tensile strength equal to the best 
rolled or drawn copper, and in some cases a tensile strength some 
90 per cent. higher than that obtained by the ordinary process of 
casting and rolling, the tensile strength increasing with the rate of 
rotation of the mandrel. Further experiments resulted in thc 
process now known as the centrifugal copper process for the manu- 
facture of sheets, tubes and wire. The critical speed was accurately 
determined by means of revolving cathodes in the form of cones. 
By observing the point at which the copper remains smooth, and by 
measuring the circumference of the cone at that point and multiply- 
ing it by the number of revolutions per minute, the critical speed is 


readily determined. 


NE r 
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The vats are constructed in the shape of a ring, the arrangement 
being such that all working parts are outside the vat and do not 
come into contact with the electrolyte. The cathode consists of a 
steel or cast-iron cylinder closed at one end, which can be 5 or 6 ft. 
in diameter or even larger, so as to produce a copper sheet, say, 20 ft. 
long by 4 or 5 ft. broad. Anodes composed of crude copper are 
placed around the mandrel with intervening spaces, and are fed 
forward by suitable mechanical means, as the copper dissolves away, 
80 as to keep the voltage constant. 

One great advantage of the centrifugal process is that a very low 


voltage is required even when employing a very high current 


density; for instance, only 0:8 of a volt is required at the terminals 
of the vat when working at a current density of 200 amperes per 
aq. ft. of cathode surfacé. The effect of revolving the cathode is 
five-fold; first, it keeps the eleetrolyte agitated, so that there is 
always a fresh supply of copper ions in proximity to the cathode ; 
secondly, each molecule of copper as it is deposited on the cathode 
is burnished or rubbed down by means of the skin. friction between 
the revolving cathode and the electrolyte; thirdly, the rotation 
prevents any foreign matter that may be in suspension in the 
electrolyte from settling on the cathode and becoming entaugled 
by further copper being deposited around or over it; fourthly, it 
brushes away any air-bubbles on the cathode, which are the cause 
of nodules forming; and fifthly, the rotation of the cathode ensures 
the thickness of copper being uniform even when a mandrel, say, 
8 ft. in length is employed. 

Copper tubes produced by this process, without any drawing, have 
reached a maximum stress of 17 tons, and tubes after drawing have 
withstood a pressure of 3,000 lb. per sq. in. without showing any 
signs of distress. | 


Sheets made without any rolling have given a maximum stress . 


of 28 to 30 tons and more per sq. in. aecording to the peripheral 
speed at which the mandrels were revolved. 

Mechanical testa on copper pipes made by the centrifugal pro- 
cess and subjected to hydraulic pressure, gave results far above 
those required by the Board of Trade. | 

The electrolyte, the composition of which is 12°5 per cent. of 
copper-sulphate and 13 per cent. of sulphuric acid at a temperature 
of 40° C., is kept in the cupric state, and the impurities in sus- 
. pension are separated by means of a centrifugal filter provided 
with arc lights and an atomiser for breaking the solution up into a 
fine spray. It has been found that by subjecting the solution to a 
strong light the impurities are more easily precipitated, and the 
solution is kept in the cupric state. 

Copper wire is made by the centrifugal process in the following 
manner :—A mandrel similar to that used for making copper sheets 
is employed, around which a spiral scratch is made, the pitch being 
determined by the size of wire required. | 

The effect of the spiral scratch (which need only be very light 
but must be Айрат). is to cause the crystalline structure of the 
copper to form a cleavage plane. The copper divides exactly at 
the apex of the scratch, that is, the copper deposited in the scratch 
is equally divided and forms a small V-shaped fin on two sides of 
the copper strip. If the scratch is not angular, but rounded at the 
base, the copper will not divide, as the crystals are radial. After 
the desired thickness has been obtained, approximating the pitch 
of the spiral scratch, the mandrel is removed from the depositing 
cell and placed in a vertical position on a lathe, and the copper 
strip is unwound at an angle of about 45" to the face of the 
mandrel. During the process of unwinding, the small fin or burr is 
removed by passing the wire through a suitable die and then 
through a wire-drawing machine, provided with three or more 
draw-plates to reduce the strip to the desired diameter. By employ- 
ing а mandrel 6 or 7 ft. in diameter, lengths of wire 4 or 5 miles 
long can be made in one operation. 

The advantages of an electrolytic process as compared to a 
smelting process are many, and the day is not far distant when 
copper will no doubt be leached direct from the ore and electrolysed 
with insoluble anodes, to produce finished copper sheets and tubes 
in one operation direct from the ore without the intermediate 
process of smelting and refining. 

The centrifugal process is at least ten times faster than any 
existing electrolytic process, and a high current density can be 
employed without deteriorating the quality of the copper. There 
ig no risk of lamination, as no burnishers are employed. The plant 
is simple and free from mechanical complications, and the amount 
of copper locked up for a given output is small compared to other 
processes. 


- 


Discussion. 


Mr. E. P. Mantı! (Abergavenny) said it had struck him as a 
singular fact connected with the paper that the thinnest sheets, 
which usually were most expensive to produce, could be produced 
more cheaply than thicker sheets. In much the same way, tubes 
and other things, of which examples were furnished, seemed to be 
very easily produced and very cheaply. He thought this process 
was going to have а very great effect on the manufacturc of tubes 
and sheets, not only of copper, but ultimately of iron and steel as 
well. 

Mr. H. H. Cox (Falmouth) trusted that manufacturers would not 
be carried away with the idea that this new process was perfect, 
before giving it practical trial. Especially he urged this in connec- 
tion with copper tubes. Some knew the disastrous result of another 
process—the Elmore process—in regard to steam piping. The 
nature of steam tubes involved great risk to the lives of men. 
Before putting this process into operation, he hoped it would be 
thoroughly tested, not only submitted to tensile testa, but tested na 
to durability and as to use ín actual work, 
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Мв. Gzores T. Cm (Stoke on Trent) remarked that they some. 
times got a great deal of trouble owing to deposited copper sticking 
to the mandrel. He asked Mr. Cowper-Coles if anv insulating 
material was used between the mandrel and the deposited copper. 

Мв. W. LaNGDON (Babbington, Torquay) asked what was done 
with regard to the slimes. Gold and silver were often precipitated 
from the slimes, and, amid some laughter, Mr. Langdon mentioned 
that the recovery of these metals was the only part of one experi- 
ment which he mentioned which proved successful. 

Ма. W. Н. Duaarp (Birmingham) said the process seemed con- 
siderably cheaper than other methods, but he thought there was 
not yet sufficient evidence as to quality and tensile strength. As 
to wire, unless the small ridge or fin, referred to in the paper, was 
properly removed the result would be defective. He had been 
looking at the samples shown in that ronm and he should like to 
know if they had been rolled since deposition. They appeared to 
be of very uniform thickness. Could the process be relied upon to 
produce a uniform thickness over a large surface? 

Ma. ETEERINGTON (London) asked what practical use had been 
made of the sheets and pipes, and further inquired whether it was 
in the present stage a purely experimental process. 

Рвоғ. W. C. Unwin (London) was struck by the high yield 
point given in the table in the course of the paper. Up to 28 tons 
per sq. in. was very remarkable indeed for copper. They under 
stood what the yield point meant when talking of mild steel; he was 
not sure that they understood what it meant when talking about 
copper. It would add to the value of the paper if the author 
would give a diagram of tensile tests showing exactly where he 
placed the yield point. | 

Mr. L. Sr. LAWRENCE PENDRED (London) inquired if the pro- 
cess was limited to forming cylinders, or could bends be produced 
by the electrolytic deposition. 

Mr. Apamson (Hyde) commented on an appendix to the paper, 
in which in an estimate of practical work the electrical energy wa 
charged at 0:275d. per xw.-hour. He thought that electricity would 
coat three times as much. | 

Mn. W. C. Goopoump (Derby) asked whether the wire made 
by the deposition process would stand the ordinary teste—torsion 
and bending—the tests required by the Post Office. 

Мв. CowPER-CoLES, in reply to Mr. Martin, said the process 
had advantages in the production of thin sheets. As to the pro- 


duction of steam tubes by the Elmore process, to which Mr. Cox 


referred, the great difference between this process and the Elmore 
process was that there was no burnishing in the course of deposi- 
tion in the production to which his paper referred. That was 
what lead to failure in the past; where burnishers were passed over 
the metal it had been found that lamination ensued. In this case 
(the process described in the paper) the copper was not touched 
or treated in a mechanical way, and there was no risk of lamina- 
tion. It had been thoroughly examined in various ways, and they 
could trace not the slightest lamination. As to Mr. Ohilds 
inquiry about the use of an insulating compound, he would say 
that the mandrel was treated chemically with sulphide 


of copper. It was treated with a sulphide solution which produced 


a film of sulphide and enabled the copper to be readily stripped. 
As to Mr. Langdon’s question, the slimes were the same as those 
obtained in any other electrical process; all the gold and silver 
was recovered in the slimes. Mr. Dugard wished to know 
if the copper exhibited was rolled. The samples were 
just as removed from the mandrel. In some cases, bow 
ever, where produced in the form of a cylinder and cut, a roller 
was passed over the surface to loosen it from the mandrel to enable 
the cylinder to be drawn off. Usually that was not done; 82 
insulating strip was put down one side of the mandrel, which 
enabled the sheet to be taken off without rolling or treatment in 
any form. As to Mr. Ethrington’s inquiry about commercial appli- 
cation, for over four years they had been making cylinders for the 
textile industry which had been put to very severe tests. They 
were used for stencilling work, the rollers being inside. Wire and 
tubes had been submitted to the usual tests. As to the cost of 
electrical power, the price inserted in the estimate, 0°275d. per 
Kw.-hour, was from actual contracts offered by power stations 
if they put down plant in conjunction with their generating 
station. They would, of course, have to continue the contract for 
a number of years. Power could be obtained in many districts at 
that price. Replying to Mr. Goodchild as to whether the wire 
would stand the ordinary torsional tests of the Post Office. 
he would say “Yes, it will stand all the usual tests. 
The small fins, of course, had to be removed to produce 
wire. That was done in the drawing operation. The die was 
constructed to draw off these fins, but it did not do to draw them 
down, otherwise they would get a scaly wire not suitable for 
electrical purposes. As to Mr. Pender’s inquiry it was not possible 
to make bends; the tubes had to be made straight, and bent 
afterwards. Flanges could be made by this process of deposition. 
He should be pleased in the published proceedings to add the 
diagram that Prof. Unwin asked for as to the yield point. 


Kepitigalla Rubber Estates.—The report of the 
Kepitigalla Rubber Estates, Ltd. (Ceylon), for the year ended 
March 3186 last, presented at the meeting on 27th alt., stated 
that the balance at credit of profit and loss account was £9. 
The directors applied £2,500 of this sum towards the reduction of 
the prcliminarv expenses, and recommended the postpouement 9 
the payment of any dividend for the present, 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 


the ; following week. Correspondents should forward their communi- 
cations al the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Symbols for Physical Quantities, 


Will you kindly correct a wrong impression conveyed by 
your editorial notes of the 24th inst. on the above subject. 
I have not been commissioned to devise a new set of symbols, 
I have merely made a statement as to the possibility of such 
symbols being introduced, and asked for criticisms and 
suggestions. It is admitted that the present system is 
unsatisfactory. We have been trying for 15 years to come 
to some agreement in using letters for symbols, and to judge 
from recent reports of committees upon this subject, it seems 
as if we are not likely to finally agree upon more than two 
dozen international symbols. One cannot make a satisfactory 
system of symbols without making a radical change of some 
sort. Hieroglyphic symbols are not new, and in recent times 
they have been put to good uses. The main objection to 
them is that they would seem strange at first, Readers need 
not have any difficulty in making them out, because writers 
who adopted them world in each article give a list of the 
symbols employed and their meanings, just as all con- 
siderate writers do now. Every reader would soon 
become familiar .with the symbols relating to his 
particular work, and for all of them he would have a 
ready means of reference. Students could learn the symbols 
at the same time that they learn about the physical quantity, 
and it would be а convenient shorthand for them with an 
exact meaning. ME | | 

As to the names of the symbols, I do not follow your argu- 
ment when you say that each symbol should have a name 


і If one can follow the physical meaning of the 
operation, well and good (and there are many cases when we 
can do во with great advantage), but if the operation is too 
complex for that we gain nothing by giving the symbols other 
names. It is, however, important to try to keep clear of 
dee and four-syllable symbols, such as “ omega, “ epsilon,” 

double-u,“ 4 f accented,” * little pee,” &c. Such mono- 
Syllables ag “ohm,” “volt” and « amp." are quite as handy. 
| е le Pression - Volts over ohms " can mean the number 
M ta divided by the number of ohms just as conveniently 
ad intelligibly as“ E over В.” In the majority of formule 


the reading of the it we 
йы. g name of the unit would be of great. 


| , Miles Walker. 
Hale, July 28h, 1908. Е 
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Electrical League. 


I observe that you say, i | l 

% ш commenting upon my letter of 
| nd week, that you Will be glad to place before iu readers 
objects дн of “any Well-considered plan with definite 
| d ut that you consider the present proposal “ seems 

al » a debating society more than anything else.” 
Tee A allowed to point out that in the present state of 
stry, almost everyone has a different idea of what 


ould be the definite objects to be aimed at, and that it | 


Would 
se dc effort to try and secure concerted action 


If ! 
to dee mere Proposal that we should come together in order 
meeta with = troubles with a view to finding solutions 
fare “approval, how very much keener would be the 


Criticism if 
which had tcd ы with а cut-and-dried scheme 


R. Borlase Matthews, Wh.Ex., A. M. I. C. E., 
Hon. Sec, to Provisional Committee, 


London, 8.W., August lef, 
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FITTINGS FOR SUPERHEATED STEAM. 


D 


—— 


would mean that the bottom of the superheater should be above 
the pipe to the engine, a condition by no means always possible to 
Becure. 

Piping is the feature that demands chief attention in design in 
connection with superheat. Experience at Schenectady and other 
places, with superheat of 300° F., shows that the steam pipes should 


it was found with a perfectly steady load that the superheaters 
actually gave average temperatures of 89° at half load, 189° at 
full load and 142° at 50 per cent. overload. In any period of 20 
minutes the temperature would vary 50° ; often it would attain 995° 
of superheat or fall to none. This is just what has been preached 
in England for years by those engineers who believe in proper 
Ordinary superheaters do not, as was 
erroneously stated recently by a maker of amall · tube uncontrolled 
superheaters, give a regular superheat at different rates of working, 
for when the (ases fall off in temperature, as they do in easy 
working, the rate of heat transmission falls off faster than the rate 
of load reduction, and the superheat varies through a wide range. 
Where the temperature is controlled by an inner column of water, 
moved by the superheated steam itself, the control is automatically 
regulated. The worst feature of uncontrolled superheat is the fact 
that since в given maximum temperature must not be exceeded, the 
apparatus must be designed small enough to act within that 
maximum, and as the temperature range will always be very wide, 
the average temperature 18 very much less than the maximum, and 
half the benefit of superheat is lost by all uncontrolled superheaters. 

Mr. Kruesi goes on to speak of cast-iron as a material for super- 
heaters. This material may still be employed on the Continent, 
but we did not think its use had survived in America; it is not 
used for superheaters in Great Britain, but it is still used for pipes. 
Cast-iron may extend its volume 40 per cent. and its length 8 or 
10 per cent. when heated through wide ranges of temperature, and 
globe valves have been found to expand 80 much that the 6-in. seat 
ring originally threaded in tightly has been lifted out clear of 
the threads when cold. | 

Mr. Kruesi says it is generally believed that water may, under 
certain conditions, co-exist with superheated steam, and that. cast- 
iron has been caused to fail by the sudden cooling due to such 


water being splasbed upon the surface of the cast-iron. But cast- 


iron ought not to be regarded as safe because sometimes it has given 
no trouble, for it must ultimately become unsafe, and the danger 


may not be discovered until actual serious disaster has occurred. 


"That cast-iron has been more satisfactory with smaller sizes, thay, 
thinks the author, be due to the fact that smaller sizes are usually 
a greater distance from the boilers, and are, therefore, less hot, 
much of the superheat having gone before the steam has travelled 
во far, and if there ів still any superheat left, there is likely to be 
no water now remaining, while if there is no superheat, the water 
cannot change the temperature of the iron upon which it may 
happen to be sprayed. | 

As regards steel, open-hearth castings are preferable to converter 
castings, for they have better elasticity—a higher elastic limit. 


Gate valves are apt to be werthless if not set with their spindles 


vertical. Trouble may also arise from the unequal expansion of 
fhe very unsymmetrical body, and globe and angle valves are 
advised as easier to reface or grind. Bronze and nickel bronze 
become short when very hot, and since they expand 50 per cent. 
more than steel or iron, the seat rings soon become loose. Hence 


the advocacy of mild steel for valves and seat rings, following the | 


English practice of mild steel and nickel steel for bodies, valve 
seats, valves, spindles—in fact, every detail of the valve. Nickel 
steel as used in the Cruse valves for seats and valves is fore- 
shadowed for American practice by Mr. Kruesi. But is it not 
rather late? А | 
For pipe joints a thin sheet-steel gasket, not over 8 in. wide, 
is recommended, for, with heavy bolt pressure, such a ring if soft 
annealed will be well pressed into the rough faces of the flanges 


containing it, 7 


Dundee.—It is stated here that a London syndicate, 


interesting itself in the introduction and development of the 
trackless trolley car system in tbis country, is to pay a visit to 


Fifesbire and Clackmannan with a view to inspecting districts 
suitable for the operation of the new system, Dundee is also to 


be visited. 
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PARLIAMENTARY. 


Royal Assent. 
Tux following Acts have received the Royal Assent :— 


Patents and Designs Act, 1908. 

Fatal Accidente (Damages) Act, 1908. 

Companies Act, 1908. : 

Telegraph (Construction) Act, 1908. 

Ayr Corporation Tramways Order Confirmation Act, 1908. 

Electric Lighting Orders Confirmation (Nos. 1, 2 and 3) Acte, 1908. 

Lanarkshire Tramways Order Confirmation Aot, 1908. 

Paisley District Tramways Order Confirmation Act, 1908. 

Tramways Orders Confirmation (No. 2) Act, 1908. 

Local Government Board's Provisional Orders Confirmation Acte 
. (Nos. 1 to 11), 1908. 

North-East London Railway Act, 1908. 

Bristol Trsmways Act, 1908. 

Metropolitan District Railway Act, 1908. 

Pontypridd Waterworks and Tramroad Act, 1908. 

South Wales Electrical Power Distribut ion Co. Act, 1908. 

Wishaw Burgh Electricity &c. Act, 1908. | 

London County Council (Tramways and Improvements) Act, 1908. 

Macclesfield and District Tramways (Abandonment) Act, 1908. 

Metropolitan Electric Tramways Act, 1908. 

Great Northern, Piccadilly and Brompton Railway Act, 1908. 

London United Tramways Act, 1908. 

Nottinghamshire and Derbyshire Tramways Act, 1908. 

Central Ireland Electric Power Act, 1908. 

London County Council (General Powers) Act, 1908. 


Patents Act.—In Friday's Parliamentary Papers Mr. Croy- 
don Marks asked the President of tbe Board of Trade whether 
there was any intention on the part of the Government to waive 
any condition as to compulsory working of patents in this country 


beyond that provided for in the Patents Act of 1907, whereby the . 


patentee is afforded an opportunity of giving reasons for his failure 
io work, before the patent is revoked by the Comptroller or the 
Court. Mr. Churchill replied in the negative. 


London Electricity Supply Bills.—A Select Committee, con- 
sisting of Messre. Luke White (chairman), Baldwin, Eeslemont, 
and J. Parker, has been appointed by the House of Commons to 
consider the London and District Electricity Supply Bill, the 
London (Westminster and Kensington) Electric Supply Co.'s Bill, 
and the London Electric Supply Bill. The Committee will not 
meet until after the reassembling of the House on October 12th. 


—V—— — ——— 


LEGAL. 


WORKMEN'S COMPENSATION ACT. 


Ат Brentford County Court on Monday last week, before his 
Honour Jndge Bray, Philip Turner, of Hamilton Road, Brentford, 
an employ é pf Меватв. E. Underwood & Son, Ltd., sued the London 
United Tramways Co. for £47, damages for personal injuries. 

Plaintiff was proceding in charge of a van along High Road, 
Chiswick, in December last, and drew out to pass two carts which 
were standing by the roadside. As he got on to the metals, one 
of the defendants’ cars came up behind him, and struck the van 
with such force that he was thrown down and injured so severely 
that he was laid up 11 weeks with pain and suffering, and incurred 
a doctor's hill and heavy expenses for nursing and necessaries. 

The point raised by the defence was that the plaintiff elected to 
receive compensation from his employers. They called on him 
the day after the accident, and intimated to him that he would be 
paid half his wages; he signed a receipt that he accepted it as 
compensation under the Act. By Sec. 6 of the Workmen’s Com- 
pensation Act of 1897, if a person elected to receive compensation 
һе was estopped from proceeding at common law for damages for 
personal iojuries. 

His Honour reserved judgment. 


— —— ͤ— — ——. 


New Mountain Railways in Austria.— During the 
present year three new mountain railways will be opened for 
service in Austria. Опе is a funicular railway completely in 
tunnel from Beckerplatz to the top of Kebenenhof in Carlsbad; it 
has a length of 125 metres, with a gradient of nearly 50 per cent. 
A second connects Bolzano to Virgi. This funicular has the maxi- 
mum gradient of any similar railway which is open to the public 
in Europe, the steepest part being 70 per cent., and the remainder 
60 per cent. gradient; the horizontal distance between the two 
stations is 288 metres, and the difference in height 198. The line 
is cut through open rock ; three arches have been constructed across 
the line, the largest of which has a clear headway of 24 metres. 
The upper part of the line is constructed on a curve of 250 metres 
radius ; tbe line i8 worked entirely by electrical power. 

The third line, which was actually put into service temporarily 
in August of last year, is also worked by electrical power, and has 
a total length of 114 km., with a maximum gradient of 254 per 
cent. This line also starts from Bolzano, and is constructed up the 
sides to the top of the Ritten Mountain. The electric locomotives 
of this railway were built at the Winterthur works.— ZL'Eiettricista 


BUSINESS NOTES. 


Amalgamation of German Gas-Engine Builders. 
—In a report by our special correspondent on a visit to some 
German gas engine installations, which we published last week, 


mention was made of the fact that two of the leading makers, 


namely, Messrs. Ehrhardt & Sehmer and Messrs. Thyssen and 
Co., were co-operating in the design of large gas engines; the 
announcement has just reached us that these firms have now amal- 
gamated, and in future will trade under the title off Ehrhardt and 
Sehmer'sche Maschinenfabriken." | 


Sewage Pumping Plant. — The Doncaster Rural 
District Council has instructed Messrs. D. Balfour & Son, of New- 
castle-on-Tyne and London, to prepare plans for an additional 
pumping station for the sewerage of Bentley-with-Arksey and 
Rostholme. The work includes the laying of the necessary sewers 


: and the construction of a storage tank and engine house, including 


the electric motors and pumps. 


Large Mexican Order.—According to the Electrical 
World, the Negociacion Minera de San Rafael y. Anexas, of Pachuca, 
have recently placed with G. and О. Braoiff & Co., of Mexico 
City, one of the largest orders for electrical apparatus that have 
been placed in the Republic for many months, all of which is fo be 
manufactured by the Westinghouse Electric and Manufacturing Co. 
The apparatus comprises, approximately, 40 motors, a large number 
of transformers, motor panels, high tension and low tension 


' switchboarde, circuit breakers, pumps, &c. The electrical apparatus 


will total about 2,000 H.P, and will be used in connection with a 
new 60-stamp mill and cyanide plant, and part of the equipment 
will apply to service in the mines. For driving the stamps 75-H.P. 
motors will be used, and on the tube mills 100-н.р. motors, the 
order covering four 100-H. . and five 75-н.р. motora for these pur- 
poses. In connection with tbe cyaniding plant will be used pumps 
of various makes, all of which are to be electrically driven by their 
individua] motors, either direct connected or belted, and in the 
case of solution pumps and those pumping from tanks, automatic 
float type auto-starters will be employed to start and stop the motor 
automatically, as the solution fills or empties the tanks. The 


cyaniding equipment is sufficient for handling the output of a 100- _ 


stamp mill, so that the mill cau later be increased to 100 stamps 
very readily with little additional expense. 


Catalogues and Lists, — Messrs. JOHNSON AND 


PuiLLiPs, Lro., Charlton.—58 pp. publication being their new No 17 


catalogue of vulcanised india-rubber cable and wire. The various 
sections, separated by a fioger index, give full tabular figures as to 
sizes, prices, weights, &c, of Association and Non-Association 
wires and cables, and a variety of miscellaneous lines, including 
Paterson's fireproof cables, lead-covered cable for cc. wiring. 
flexible wires, &c. We understand that the frm intend quoting 
larger trade discounts for their Association grade cables, wires, and 
flexibles. 

THe ELECTRICAL Co., Lro., 121/125, CEaring Cross Road, W.C.— 
List No. 284, giving illustrations and particulars with prices, of 
their small c c. and 4 c. motors, and dynamos, also polishing motors 
and starters, electrical fountains, and dental lathes. 

Le CaBBONR, 17, Water Lane, Great Tower Street, E.C.—À 
number of loose liste relating to the following manufactures :— 
Carbon brushes, foliated rolled metal brushes, Lacombe central 
zinc batteries, the Z,” the Equator,” the Novator,” the porous 
carbon, Pyrofer,” “Voltex,” and “Carbi” sack cells, star 
agglomerate blocks, and the carbon-headed plates. 

Messrs. SIEMENS BROS. & Co., Lrp , London.—June supplement 
to their electro-medical apparatus catalogue (No. 506).—It describes, 
and states the advantages and uses and prices of the Siemens patent 
electrolytic valve apparatus for rectifying alternating carrent. 
Outfits are listed and illustrated for the application of the apparatus 
to X-ray work, high frequency, accumulator charging, electro- 
plating baths, and mercury vapour lamps. The reliability of the 
apparatus is safe-guarded by the employment of a patent testing 
switch, by means of which the condition of the valve apparatus таў 
һе determined at any time. 

Messrs. Watts, Fincuman & Co., Billiter Buildings, London, 
E.C.—Leaflets relating to Fiorit" sheet packing, leather belting 
and other stores for engineers, also various iron and steel manufac- 
tures. 

Mr. C. BARKER, Leeds.—Pamphlet relating to the Bosshardt 
Casting Process, whereby a very mild steel suitable for electro- 
magnetic purposes, very similar to wrought-iron in its characteristics, 
is produced by casting at a temperature of 2,000° C., at small 
cost. 

Tux Swiss Mica IN SULATIN d Works, LTD., represented by Mr. 
Archibald Campbell, W.C., have issued a circular letter stating that 
their works have again been considerably enlarged. In addition to 
Amberite paper and linen, commutator rings, tubes, and general 
moulded mica pieces, their manufactures include white Indian, white 
Canadian, and also special white Amberite sheets for commutators, 
which are covered with fine tissue paper to prevent the mica from 
flaking when being cut. Another of their departments makes brown 
Amberite sheets for transformers in widths from 450 up to 1,600 
mm., and in lengths up to 2,500 mm. 1n. 

Messrs. Kynoca, Lrp., Lion Works, Witton, Birmingham — 
New catalogue of gas engines and suction gas plante. The ые 
tages claimed for their engines of larger power are set forth an 
illustrations and particulars of their various engines are given. An 
abridged specification also appears of these engines and plants, 
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while a cable code and sheet of weights and measurements bring up 
to the rear. 

Tur GENERAL ELECTRIC Co., LTD, 71, Queen Victoria Street, 
E.0.—New issue of their measuring instrument catalogue (section 
list No. MI, 249) in which a wide range of apparatus is illustrated 
and described, prices being boldly indicated. To enumerate the 
various manufactures is needless ; we need only say that ammeters, 
voltmeters, wattmeters, portables, galvanometers, &c., to suit all 
grades of work, are included. | 

Reason MANUFACTURING Co., Lro., Lewes Road, Brighton.—Two 
new catalogues; one describes fully, with a number of clear illus- 
trations and diagrams, the Hattield and Tourtel patent time 
switches ; the other deals in a similar excellent manner with elec- 
trolytic meters (Wright and Hatfield’s patents), wall plug and 
miniature meters, two-rate, three-wire and test room types. 

Messrs. MaTTHEWS & Yates, Ltp., Cyclone Works, Swirton, 
near Manchester.—32-page illustrated pamphlet on the use of 
Cyclone fans for induced draught for boilers. Testimonials con- 
cerning their success in this connection are published from various 
electricity works engineers, and other users. Copies of the 
pamphlet may be obtained on application. 


Book Notices.— How lo Design a Gas Engine: With 
Full Working Drawings for а 7-в.н P. Gas Engine. By H. Allen. 
Manchester: Scientific Publishing Co. Price 28. 6d. net.—This work 
places in a handy form the leading facts and details of gas engine 
design in such a manner as to be of considerable use to a lecturer 
who withes to compile a dissertation on the subject, or toa civil 
engineer who is obliged to make his first acquaintance with this 
form of motor. It is chiefly concerned with the sizes and make 
of the various parts, and cannot, of course, owing to size, deal with 


the multitudinous varieties on the market; however, the leading . 


features being the каше, it will afford a useful guide to those 
wishing for some general information. It would seem to be 
intended principally for the use of the draughtsman. The diagrams 
are sufficiently clear and amply dimensioned. Some useful tables 
ate given, notably of pressures at various positions of the piston 
during the working stroke, and for weight of fly-wkeel in various 
classes of engine, 

English Prices with Russian Equivalents. By A. Adiassewicb. 
London: E. & F. N. Spon. Price 1s. net.—This is a convenient 
little book, giving English and Russian prices at 14 different rates 
of exchange, in roubles per pood, giving the English rate per lb., 
and the equivalent rate per ton. The values of the Britieh and 
Rossian units of weight and coinage are so awkwardly related 
(l ton = 62°0275 poods, and £10 = from 94 roubles 50 kopecks to 
95 roubles 76 kopecks), that some such ready-reckoner is almcst 
indispensable. The one before ua comes at a most opportune 
moment, when there are hopes of a revival and extension of British 
trade with Russia, and it will doubtless receive a hearty welcome 
from traders with that great Empire. 

Science Abstracts.” July 25th, No. 127, Sections A and B. 
London: E.& F. N. Spon, Ltd. 1908. Price 1s. 6d. per Section. 

Transactions of the Institution of Civil Engineers of Ireland.” 
1 1907-May, 1908. Vol. XXXIV. Dublin: J. Falconer. 


кь andbook of Electrical Testing.” Seventh edition. By H. R. 
сире. London: E. & F. N. Spon, Ltd. 1908. Price 18s. net. 


Electric Lift.—A Waygood electric lift to carry 16 
Passengers was formally opened at the East Cliff, Ramsgate, last 
ы afternoon. A brief description of the lift was given by 

‚Н. C. Walker, managing director of Messrs. R. Waygood and 


i T себ has been formed, with а capital of £2,000, to 


Р Dissolutions and Liquidations.—DorrrR ELECTRIC 
и Lrp.—This company is winding up voluntarily, with 
бы: 8. Ogle, 90, Cannon Street, E.C., as liquidator. 
OMMERCIAL ErEcTRo-CHgMICAL АмАгувІз Co, Lrp.—This 
rae eed 18 winding up voluntarily, with Mr. A. C. Roberts, 9 and 
мазм Тале, s as liquidator. " 
ROS., LTD., Ti — inding-up order was 
made on July 28th. D., Timperley.—A winding-up 
hela Easton Lier Co., Lrp.—A meetirg of creditors will be 
Li at Broad Sanctuary Chambers, S.W., on August 18th. 
мо. Mr. Lionel Phillips. 
HD TELEGRAPH AND CONSTRUCTION OF ‘THE AGENCE 
EC, x D.—À meeting is to be held at 13, Basinghall Street, 


i | September 7th, to hear an account of tne winding-up from 
the liquidator, Mr. W. Hardy King. dü 


,Uankruptey Proceedings —T. A. Evans & Co.—At 
in ТАШ ptcy Court on Friday, Thos. Arthur Evans, trading 
Street 8 ur Evans & Co., electrical engineers, 14, Heathfield 
liabiliti Wanse&, was examined, the accounts showing gross 
Debtor 4 £2,099 бв, ; assets, £68 9a, 8d. ; deficiency, £1,638 16s. 5d. 

stated that he commenced business in September, 1902, 


mith а capital of £200, £ i js wi 
› £150 of which dvanced by his wife. 
The examination was adjourned. W 7 


Ti Sale.— The stock and effects, &c., of Reed’s Elec- 


tender, ов liquidation), are offered for sale by private 


ulars appear among our advertisements to-day. 


le.—T wo men, named Henry Parsons and 
саз ra sentenced at Bilston to six months’ 

[ ing 80 yd. of copper cable on the Earl of 
Mi бу Me near Dudley. Electricity is generated at Castle 
lighting p and transmitted to Priory Hill, where it is used for 


4 


И 

Trade Announcements.—The E.M.F. MANUFACTUR- 
ING Oo. announce that owing to incredsed business they have taken 
new works at 172-176, King's Cross Road, N., in addition to their 
works at 205, Pentonville Road, N. They are putting down 
special plant to manufacture switchboards, switchgear, &с., of any 
size and description. 

The works of Mzssaus. Mountain & Grsson, Lro., will be closed 
from this evening (August 7th) until Monday, August 17th, for the 
annual holidays. 

PLANIAWEREE A.-G. FUR KoHLENFABRIKATION.—Notice is given 
of this firm's change of address to Berlin W. 9, Koniggrätzer- 
strasse 6, as from August 1st. 


* 


LIGHTING and POWER NOTES. 


Aberdeen.—The Electricity Committee has agreed to 
the extension of the Dee village generating station, at a cost of 
£16,000, with a view to meeting present and future requirements. 


Beckenham.—The U.D.C. has resolved to apply to the 
L.G.B. for a loan of £17,000 for public lighting by electricity. 


Brighton.—The T.C. on Friday confirmed the recom- . 


mendation of the Committee to supply energy to the London, 
Brighton and South Coast Railway Co. as mentioned in the 
ELECTRICAL Revisw last week. Mr. Christie reported that the 
company were fixing some 1,500 E.. of motors, and that there 
would be а day load of 400 to 500 н.р. The consumption of 
energy will probably be from a half to three-quarter million units 
per annum, and by the terms arrived at the supply will be dis- 
continued between 5.30 and 8 p.m. during December and January, 
зо as not to interfere with the peak load. 


Cambridge.—The С.С. on Thursday last week decided 
to consent to an expenditure by the Visitors of the Falbourn 
Lunatic Asylum of a sum of £2,100, of which the city's share is 
£897, in lighting the Asylam with electricity. 

Cheshire.— On Wednesday, July 29th, the new elec- 
trically-operated Anderton lift on the River Weaver, which has been 
reconstructed at a cost of £25 000, was formally opened for traffic. 


'ontinental Notes—Swepen.—After experimental 


Work had been carried on for some time at the Trollbätt an electrical 


power station, the results having proved satisfactory, the plant was 
taken into practical use at the begioning of last month, and 
electrical energy conducted from the falls at Trollbittan to Skara, 
where a number of factories of various kinds have been erected. 
Thus the first electrical plant in Sweden transmitting electrical 
energy at euch a high pressure as 50,000 volta has been brought into 
regular use, and this represents the first part of the great scheme 
of the Government for utilising the vast powers of the Trollhattan 
falls. The plant has been passed through some severe tests, having 
been worked at a pressure of 65,000 volts with satisfactory results. 


Croydon.—At the last meeting the T.C. agreed that 
reductions in the charges for energy should be made as follows, 
to take effect as regarding the tramways from the June quarter, 
and as regarding public and private lighting from the September 
quarter, 1908:—(a) Flat rate at 5d. to be reduced to 44d.; (b) 
heating, cooking and basement lighting, flat rate at 24d., heating 
and cooking to be reduced to làd.; (c) public lighting, the price 
per lamp per annum for arc lighting to be reduced by £1 per lamp; 
(d) power with time switch during evening load at 3d. and 14d. to 
be reduced to 3d. and 14.; (e) traction, first 1,000,000 units at 
2d., excess at 14ӣ.; all other rates of charging to remain as at 
present. 


Dartford.—On July 29th a L.G.B. inquiry was held 
into the application of the U.D.C. for a loan of £2,880 for the 
extension of the condensing plant, feeder cables and house service 


cables. A member of the U.D.C. opposed the granting of the 
loan. 


Denny.—At a special meeting of the T.C. this week, it 
wasagreed to proceed with the supplying of electric light through- 
out the burgh, under powers obtained, and to have the nece 
poles and wires erected. The T.C. has come to an arrangement 
with the local electric power company for a supply, and a power 
station is in course of erection. 


Eceles.—A L.G.B. inquiry was held on July 28th into ' 


the application of the T.C. for a loan of £16,278 for electricity 
purposes. There was no opposition. 


Grimsby.—In consequence of the increasing demand for 
energy by the G. C. Railway Co., the Т.О. has decided to lay a third 
feeder for supplying it; the June supply to the company was 
approximately 20,000 units in excess of the amount taken during 
the same month last year. 


Heston and Isleworth.—The U.D.C. has agreed to 
extend the use of Osram lamps for public lighting in the district. 
The Finance Committee of the Council recently drew attention 
to the heavy overdraft of £4,824 on the electric lighting revenue 
account, and desired the Lighting Committee to devise a means 
of reducing it. 
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India.— The Railway Board has recently addressed a letter 
to the Secretary of the Indian Railway Conference Association ad vo- 
cating the general adoption of electric lighting in carriages on 
Indian railways. The Board invites the assistance of the confer- 
ence in the matter as it considers it necessary to issue actual 
instructions to State-worked railways before the end of the present 
year, for the provision of electric lighting on all new stock and the 
fitting of a portion of the existing stock. 


London.— HammersmitH.—The B.C. is to apply for a 


loan of £10,000 for electricity purposes. The Electricity Com- - 


mittee, in connection with an application by the B. of G. fora 
reduction in the price of current, has pointed out that, although it 
is a large consumer, its demand comes on the peak of the load, and 
it is not, therefore, a particularly profitable customer. The Com- 


mittee do not think, from a business point of view, that the 


Guardians are entitled to any abatement of the ordinary rate of 
charge for the supply of electricity. | : 

L.O.C.—The L.O.C. has agreed that the offer of the Charing 
Cross Electricity Supply Co. to supply current for the purpose of 
lighting the Victoria Embankment and Westminster Bridge at the 
price of 1d. a unit for a period of four years, and 095d. a unit for a 
succeeding period of four years, be accepted, and that Parlia- 
mentary authority be sought for the use of the Victoria Embank- 
ment generating station for the purpose of testing electricity meters 
and for office accommodation. 

STEPNEY.—The Electricity Supply Committee has found that 
consumers who use time switches, for which they pay a rental of 6d. 
per month, effect a very considerable saving in their accounts, 
whereas the cost of the installation and maintenance of these instru- 
ments is more than that of the ordinary meters, amounting to 
23s. 6d. per annum for each. The Council, therefore, has adopted 
a recommendation that the time-switch meter rental be increased 
to 28. per month. 

Crrx.—In his annual report, the City Engineer (Mr. F. Sumner) 
states, in regard to electric lighting, that the lighting of most of 


the main thoroughfares of the City by arc lamps was continued . 


throughout 1907. The number of the older types electric lamps in 
lighting at the end of the year, at a cost of £26 each, was 400, a 
decrease of 89, which.is mainly accounted for by the substitution of 
new and cheaper flame arcs. A table of the length of City subways, 
mains, &c., shows that the City of London Electric Light Co. has 
mains measuring 1 mile 1,481 yards, those of the Oharing 
Cross Co. measuring 1 mile 1,721 yards. With regard to G.P.O. 
telegraphs and telephones, 2 miles 1,145 yards are the figures, 
apart from pneumatic tubes. On the question of overhead wires, 
the City Engineer expresses the opinion that the Corporation, in 
its next General Powers Bill, should insert a clause making it 


obligatory upon persons who require to erect wires, to give prior 


notice of their intentions so to do, and, at the same time, submit 
roper plans. At present, he points out, any persons can fix wires 

rovided they comply with the Act) so long as they notify the 
Corporation within one month of their having done во. As a 
result, hundreds of wires.have been erected in the City without 
any notice at all having been given, and it is only due to very 
careful supervision that new lines are detected. The overhead 
wires in the City continue to increase. During the year the 
number of private owners of lines was 133, and of companies 22. 
Both added considerably to their number during the 12 months, 
and the total stands at about 733,200 spans crossing public 


thoroughfares, compared with 731,500 in 1906 and 260,000 in 1899. 


Maesteg.—4At a recent meeting of the Council, it was 


unanimously decided to reject an offer by a company to start an . 


electric lighting plant under the Council's provisional order. It 
was stated that the scheme would mean an outlay of about £15,000 
by the Council. 


Mexico.— Messrs. S. Pearson & Son, the British firm of 
contractors, who are operating the Tehuantepec National Railroad 
under a 51 years lease from the Mexican Government, have 
installed a large amount of electrical equipment to facilitate the 
operation of the various departments of the road and to handle the 
freight at Coatzacoalcos, the Atlantic terminus, and at Salina Cruz, 
the Pacific terminus of the road. At each of these terminals there 
are now in operation 18 three-ton cranes fitted with 20-H.P. motors, 
and 30 electric capstans, each fitted with 15-H.P. motors. A power 
plant of 1,200 н.р. is in operation at each terminal for the purpose 
of furnishing electricity for lamps and motors. The firm also has 
a 600-m.P. electric plant at Rincon Antonio, situated midway 
between the two porte, which supplies electricity for lamps and 
motors for the car and machine shops, and also has installed & 
600-H. p. electric plant at Minatitlan, Isthmus of Tehuantepec, 
where it is developing a large oil field.— Electrical World. 


Newcastle.—On July 29th, a new dry dock, 450 ft. 
X 60 ft., constructed by the Mercantile Dry Dock Co., Ltd., of 
Jarrow-on-Tyne, was formally opened. The material excavated 
during its construction has been displaced chietly by means of an 
electrical upright Blondin transporter, capable of dealing with 600 
tons per working day. The dock gates are operated by a specially 
designed electric winch made by Messrs. Clarke, Chapman & Co. 
Electric power derived from the County of Durham Electrical 
Power Distribution Co.'s mains is now used throughout the work- 
shops of the firm, and for the purpose of facilitating the work in 
the dock, an up-to-date electric travelling gantry, constructed by 
Messrs. С. A. Musker & Co., and capable of lifting 15 tons from the 
centre of the dock, has also been erected. Messrs. Gwynne have 
provided the pumping machinery, which consists of two electrically 
driven centrifugal pumps, capable of delivering 3,500,000 gallons of 


` 


water in two hours. In addition, a powerful drainage pump has been 

added. | | 
Nuneaton.—The T.C. has adopted a revised tariff for 

electricity for lighting, the basis being to make a charge of 15 per 


cent. upon the rateable value of consumers’ premises and 14d. per 
unit, with an alternative flat rate of 6d. per unit. 


Portishead.—The Western Electrical Co. has informed 
the U.D.C. that it intends applying to the B. of T. for & prov. order 
for E.L. The Council has decided to " await developments.” 

Portsmouth.—A L. G. B. inquiry was held on Friday 
into the application of the T.C. for & loan of £5,000 for public 


` lighting by electricity, including £650 for E.L. in the canoe lake 


grounds. 


Rossendale.—An important conference called by the 
L. Gd. B. was held at Rawtenstalllast week. Representatives of the 
three boroughs of Bacup, Rawtenstall and Haslingden, attended to 
make, if possible, arrangements whereby the three boroughs could 
be most suitably and economically supplied with electricity. 

Alderman Maden, Mayor of Bacup, offered that Bacup should 
forego its right of supplying its own tramways with electricity, and 
allow Rawtenstall to supply it; and that in consideration of this, 
should Bacup want electricity for lighting purposes, the fact of its 
taking electricity for the tramways, should be taken into con- 
sideration in fixing the price. | 

The Rawtenstall representatives decided to agree to the terms 
offered by Bacup. | 

The Inspector then turned his attention to the negotiations 
between Haslingden and Rawtenstall, and a long and acrimonious 


. discussion ensued, the result being that a Haslingden representative 


said that so far as Haalingden was concerned, it was not prepared to 
go any further into the matter. | 


` Southall—Norwood.—The U. D. C. has declined to accept 
the proposals of the Metropolitan E.L. Co. for public lighting, and 
has informed the company that it is willing to consider any offer 
the company may make to purchase the E.L. order and powers of 


the Council without conditions. | 


Southgate.—In the matter of the proposed agreement 
between the U.D.C. and the North Metropolitan Electric Power 
Supply Co. with regard to electricity supply, the local authority has 
decided'to avail itself of the advice of Mr. Hawtayne at an inclusive 
fee of 30 guineas. 


Stevenage.—With regard to the proposed establishment 
of E.L. works in the town, Mr. Daltry recently informed the U.D.C. 
that unless local financial support to the extent of about £6,000 was 
forthcoming, there was no prospect of the project being carried 
into effect. He added that only a few persons were inclined to 


support the scheme, and there seemed little chance of getting the 
E.L. for the town. 


Stoke-on-Trent.— he T.C. has applied to the L. G. B. 
for a loan of £650 for the provision of a spray cooling system for 
the condensing plant at the electricity works. 


Sunbury.—The United E.L. and Traction Co. has 


informed the U. D. C. that it intends applying for a prov. order for 


E.L 


Wednesbury.—Up to the present there has been no 
settlement of the dispute between the Corporation and the 
Midland Power Co. The Lighting Committee of the Corporation 
has, however, issued a report,in which it is stated that Major 
Cardew, on behalf of the Board of Trade, has held an inquiry into 
the matter of the appeal of the Midland Power Co., against the 
disapproval by the Corporation of certain works, viz., the laying of 
mains under the footpaths on either side of the atreets, proposed to 
be executed by the Midland Electric Power Co. within the borough, 
under their Electric Power and Lighting Order of 1898. Tue 
Committee add, however, that the report of the Board of Trade 
has not yet been received. | 


Whitehaven.—A L. G. B. inquiry was held on July 29th 
into the application of the Т.С. for a loan of £2,000 for E.L. 
purposes, There was no opposition. | 


Wigan.—Mr. Hooper, of the L.G.B., resumed an inquiry 
on the 29th ult. into the Town Council's application for sanction to 
borrow £22,000 for electric lighting purposes. This inquiry vas 
originally opened nearly two years ago. 


Wrexham.—The L.G.B. has informed the T.C. that it 
has no powers to provide motors for hire, for which a loan of 


£1,300 was applied for. A loan of £3,000 (£2,700 for mains and 
services, and £300 for meters) has been applied for. 


TRAMWAY and RAILWAY NOTES. 


Aston Manor.—The Joint Tramways Committee bin 
passed a resolution recording its opinion that the present 211 Vi 
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Australia.— The report of the New South Wales Rail- 
ways and Tramways Commission for the year ended June 30th 
ptates that the railway mileage of the State amounted to 3,472 
miles. The gross earnings amounted to 44, 9 it, 134. The interest 
on the capital was 44 per cent. The tramway mileage amounted 
to 133 miles. The gross earnings amount 4 to £1,011,994. The 
interest on the capital was nearly 54 рег ceni, The earnings of 
the railways showed an increase of £231,728 on those for the pre- 
ceding financial year, while those of the tramways showed an 
increase of £103,293. 

The Sydney tramway strike ended on Wednesday, last week, 
amid scenes of great disorder, After the announcement of the 
Btrike Committee, that it had decided to sccept the Govern- 
ment's terms, was made known to the strikers, a rush was mado 
for the chairman and secretary of the Committee, who eventually 
took refuge in a hotel. 


Belfast.—At the last meeting of the Corporation the 
threatened legal proceedings over the change in the fares was 
discussed; Alderman Doran moved that nothing be done re the 
purchase of the Cavehill and Whitewell tramway, but did not press 
the point. The Queen's Road extension is now practically 
complete, and awaits survey by the B. of T. inspectors before being 
taken into use. The extension will be a great boon to the workers 
of and visitors to the famous Queen's I and shipbuilding yards. 


Birkenhead.—The Corporation tramways made a deficit 
of £914 on last year's working. The total receipts amounted to 
£55,936 14s., an increase of £528 on the previous year; increased 
expenditure on fuel for generating purposes, amounting to £893, 
largely accounted for the deficit. 


Cheshire.—A scheme is on foot for the construction of 
anelectric railway from Sheffield to Warrington. It is proposed 
that the line should pass through Macclesfield, Chelford, Buxton and 
Knutstord. Previous schemes of the same kind have fallen 
through owing to the tbreat of opposition by landowners, but 
the new scheme is said to be favourably regarded by several land- 
owners who have been approached by the promoters, and a number 
of people have agreed to finance the project up to a certain point. 


Continental Notes.—FRA4xcE.—H.M. Consul at Bordeaux 
(Mr. R. D. G. Macdonald) reports that the Chamber of Deputies has 
approved the construction of three railway lines which will com- 
plete the Midi railway system in the Departments of Gers, Hautes 


and Basses Pyrénées and the Landes. The first of the lines, from 


Auch to Lannemezan, will be of normal gauge, and cover a distance 
of 70 kilometres. The second line, 52 kilometres long, is to be of 
metre, gauge, and will connect Castelnau-Magnoac with Tarbes, 
pasing by Trie, Cabanac, Aubaréde and Pouyastruc, through a 
series of valleys to the main line from Toulouse to Bayonne, which 
Y will join at Marcadieu. The third line will be constructed from 
Arrean to Baint-Lary-Vielle-Aure, fo prolong the existing line from 
Lannemezan to Arreau. This will be of normal gauge and about 
ll kilometres long. These lines, which are to be worked elec- 
trically, will receive their power from the hydro-electrical works 
at Eget. The waters of the Oule are to be stored by means of a 
dam erected in the Aure Valley, and will pass througb a canal 
5,800 metres long to the Eget Plateau, whence they will pass 
through conduits to the power house near Tramezaygues. 

des facilitating communica‘i:n with picturesque districts of 
the Pyrenees, the new lines will provide means of transport for 
Prosperous agricultural, pastoral and forest regions. — Board of 
Trade Journal, 

Torkay.—The work of converting the tramways in the town of 
Balonica has now been completed, the Vardar section having just 
been put in operation. 

SWITZEBLAND.— Some time ago the Government appointed a 
Commission of Inquiry to investigate the question of the introduc- 
| п of electric traction on the State Railways, It is now announced 

bat the theoretical portion of the Commission's programme has 
already been completed in draft, and the conclusions are in favour 
of the adoption of the method, both from a technical and economic 
point of view. A sub-Commission has been nominated to further 
Inquire into the financial importance of schemes, with particular 
reference to the conversion of the St. Gothard railway, which will 
pass into the possession of the State next year. It is proposed to 
leak several estimates for single-phase working at 15,000 volts 
with periods and 25 periods, polyphase currents at 5,000 volts 
volta, 5 Periods and 50 periods, and continuous current at 3,000 

i It is intended to utilise the water- powers acquired by the 

daa Tessin and in the canton of Uri. 

wie anr It 18 proposed to convert a section of the Wiesen 

еу (Baden) stedm railway to electric traction, the portion being 
18 mil om Basle to St. Lud wig-Lorrach-Zell, of a total length of 
ud "ie and subsequently to be extended via Wehr to Sackingen, 
om ence in the form of a triangle back to Basle. The scheme 
opo utes the provision of 25 electric locomotives for handling the 
5 and goods traffic, each of from 400 to 500 K. P., and the 
To аа of power іп normal working із estimated at 1,500 Н.Р. 
& buffe, sudden demands for power, it is intended to install 

e in Wetter; in a sub- station to be erected in Basle. 
power Pply of power, which will be obtained from а large 

е" to be erected at Augst-Wyl on the Schaff- 

я 5 section of the Khine, will be transmitted to 

gle- Шы a at Basle, and there converted by transformers into 
vill beg штен at 10,000 volts, at which pressure the railway 
for the Bull led. The sub-station will also provide light and power 
e passenger and goods station, and workshops on the 


Lo 


Baden side, and it will be equipped with & steam turbine set to 
serve as в reserve plant. It is understood that the Baden State has 
concluded an agreement with the Rhinefelden power transmission 
works, which assures the utilisation of one of the hydraulic turbines 
to be erected, in return for an annua] payment of £4,000. 

LuxEgMBOoURG.—It is stated that preliminary works are in pro- 
gress with a view to the construction of an electric railway from 
the plateau of Aumetz, Luxembcurg, where the Rhenish-West- 
phalian ironworks own large deposits of iron ore. An electric 
line is also projected from Luxembourg via Esch and Deutsch-Oth 
to Villerupt on French territory. A French syndicate is endeavour- 
ing to secure a concession for the latter scheme, whilst the plans 
and estimates are said to have been entrusted to the Siemens- 
Schuckert Works Co. 


Creydon,—The general manager of the Corporation 
tramways, in connection with a recent Lifeboat Day celebration, 
sent out a gorgeously decorated and illuminated tramcar. It was 
the means of collecting £45 188., while picture postcards of the car 
have since produced about £20. The tramway receipts on the day 
in question increased beyond the average by, £100, representing 
24,000 1d. fares. 


Derby.—At a special meeting of the T.C. held on 
Wednesday last week, Alderman R. W. Spriggs, J.P., chairman of 
the Tramways Committee, reported that the receipts from April 
3rd to Jaly 25th bad amounted to £14,758, as against £13,173 
for the corresponding period of last year. The profit for last year 
amounted to £4,804, but there was & loss of over £1,000 on the 
horse cars, and they expected that the profit this year would be 
between £6,000 and £7,000. | 

The Т.С. has decided to pay the £400, for the extension of the 
tramways near the Midland Railway Station, out. of revenue, 


and has rescinded the resolution passed at the July meeting of the 


Council to apply for borrowing powers for the same. 


Eccles.—With respect to the application of the Cor- 
poration for an injunction restraining the Lancashire United 
Tramways Co. from running cars over the Eccles line between 
the Worsley boundary and Parrin Lane, Mr. Justice Joyce has 
given instructions that the matters raised shall stand over till the 
trial of the action. 


Glasgow.—The Bellshill P.C. has decided to petition 
the T.C. to extend the tramway system from Uddingston to 
Bellshill village via Tannochside. The length of the extension 
would be about two miles. The Т.С. has not yet considered the 
matter, although the District Committee of the Council was asked 
to take up the application some time ago and declined. 


Leigh-Hadleigh.—While not objecting to the project, 
the Rochford (Essex) R.D.C. has decided not to support the Leigh 
to Hadleigh tramway scheme submitted by Mr. W. Ivey. The 
Hadleigh P.C. had supported the scheme, and had asked the 
R.D.C. to do likewise. | 


Leith.—The working of the Corporation tramways for the 
past year resulted in a deficit of £3,239 after making all charges. 


London.—At the half-yearly meeting of the East London 
Railway Co., Lord Claud Hamilton said that the leasing companies 
had st last ordered a report upon the question of the cost of 
equipping and working the railway by electricity. The report had 
been prepared by Messrs. Jones & Frith, who were the electrical 
engineers to the Metropolitan and the Great Eastern Railway Com- 
paniesrespectively. It had been received and had been referred 
for consideration to the general managers of the six railway com- 
panies which worked the East London line.. The subject was a 
very complex one, especially so for the reason that some of the 
interests of the working companies were not identical, but the spirit 
in which the matter had been taken up was one which gave cause 
for much encouragement, and he trusted that they might not be 
disappointed in the result which would follow. He might state 
that it was estimated that the total cost of the equipment of the 
line, including entrance into Liverpool Street and into New Cross 
stations, coupled with all the equipment necessary in connection 
with the electrical working, would amount under one scheme to 
£59,600, and under an alternative scheme to £79,600. A further 
report, he added, was in course of preparation, giving an estimate 
of what the cost would be for the electrification of the East London 
line without entrance into Liverpool Street station, it being the 
opinion of the Great Eastern Co.'s ofliciala that it would be impos- 
sible without jeopardising the safety of the servants of that company 
and of the public to work electrical trains over the complicated 
system in existence at Liverpool Street. That report should vary 
shortly be forthcoming. 

At the half-yearly meeting of the London, Tilbury and Southend 
Railway, held July 30th, Mr. A. L. Stride pointed out that the 
working of electrically-run trains was expensive. As railway 
administrators, the board realised that they had not yet found out 
how to work such trains at anything like the cost with the old steam 
locomotive. When the Metropolitan District electrified their line, 
their company had no alternative but to do the same for the exten- 
sion to Barking. Had they not done so they would have found 
eee in the same position as the East London Railway 

ay. 


Morecambe.—At a special meeting of the T.C. on July 
28th to consider the question of the purchase of the tramways 
within the borough from the Morecambe Tramway Co., Ltd., it 
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transpired that the Corporation valued the tramways to be taken 
over at £7,661 16s., and the valuers of the company valued 
them at £15,952, with further sums for plant, &c. The Council 
was asked to sanction an application to the B. of T. for the 
appointment of a referee to determine the sum to be paid, Mr. 
J. R. Bikett said that, in his opinion, the ultimate object of the 
purchase was to introducò electric traction, but the Mayor said 
there was no mention of electrification in the resolution. The 
recommendations of the Tramways Committee were approved. 


Preston,—The T.C. has decided to fit the ** Simpson ” 
patent track brake on all its cars. 


Rotherham.—A serious tramway accident took place 
on the 30th ult. at Parkgate, when a morning workman's car got 
out of hand on Warren Hill, and eventually left the track, falling 
into a garden some distance below the road. The car was wrecked 
and nearly all the passengers injured, though none very seriously. 


Sheerness.—Colonel Boughey and Mr. H. A. Stewart, 
Light Railway Commissioners, have held an inquiry concerning an 
application for the construction of the Minster-on-Sea Light Rail- 
way. The promoters desired to construct a tramway from Sheerness 
East, the terminus of the line from Sheerness, to Minster, Sheppey. 
It was said that the tramway would greatly benefit the employésin 
Sheerness Dockyard who live at Minster. Mr. W. Clode opposed 
on behalf of the South-Eastern and Chatham Railway Co. on the 
ground that there was no need for the tramway, and that if it 
were constructed it would compete with and attract traffic from 
the Sheppey Light Railway, which had been opened only a few 
years, and the traffic on which bad not grown sufficiently to give 
an adequate return for the outlay. After hearing the evidence, 
the Commissioners refused the application. 


Uraguay.—The United Electric Tramways of Monte 
Video has converted a further 20 miles of single track to electric 
service, making about 75 miles of single track in operation by 
electric traction dut of a total of 80 miles. 


Wales.—The B. of T. recently confirmed the under- 
mentioned orders made by the Light Railway Commissioners :— 
Portmadoc, Beddgelert, and South Snowdon Railway (Light 
Railway) Order, 1908; Portmadoc, Beddgelert, and South Snow- 
don Railway (Light Railway Extension at Carnarvon) Order, 1908. 


TELEGRAPH and TELEPHONE NOTES. 


Cable Routes.—Cases have recently come under the 
notice of the General Post Office, in which the public have been 
advised by counter clerks that telegrams for New South Wales or 
Queensland cannot be accepted for transmission rid the Pacific 
Cable. When any but a City telegraph office is handed a Colonial 
telegram, the greatest difficulty is experienced frequently in 
getting it accepted, for the clerks appear to know very little about 
routes, In the interests of British lires, clerks should be made 
familiar with routes and the manner in which systems are jointly 
worked, and in the “Post Office Guide" might very well be 
included maps showing systems and vids similar to those appear- 
ing in most tariffs of private companies, who, we feel sure, would 
be only too glad to furnish them free of cost to the Postmaster- 
General for inclusion with other matter. 


Guernsey Telephones.—Tuesday last week was the 
tenth' anniversary of the opening of the Guernsey telephone 
system, and was celebrated accordingly. The capital outlay on the 
undertaking at December 31st last amounted to £31,561, or £18 
178. 9d. per line, there being 1,676 instruments connected, at an 
average radius of 1:05 miles. Metallic circuits are used throughout, 
the total length of double wire being 1,759 5 miles, of which 1,190 
miles are overhead, 49176 underground and the remainder in 
switchrooms and offices. The underground system is being ex- 
tended. The total receipts for the past financial year amounted to 
£5,613, or £3 78. per line per annum ; royalties absorbed £544, and 
redemption of capital £391, and £1,374 was carried to the reserve 
fund, which amounts to £9,407. Mr. R. McLean is the manager 
and engineer to the States Telephone Department. 


Italy.—The Director-General of Telephones has com- 
pleted his scheme for reconstructing the telephone work in the more 
important cities of Italy. The new centres will be titted with the 
most modern apparatus, and a novelty for Italy will be the 
installation of polycentric networks in Milan, Genoa and Rome, in 
each of which cities at first two and subsequently other exchanges 
will be opened. In Milan an exchange for 24,000 subscribers will 
be erected near the existing post and telegraph office, and a second 
for 10,000 subscribers will be on the Milan-Monza route; in Genoa 
there will be two exchanges, each for 24,000 subscribers. 


Jubilee of the Atlantic Cable.—Wednesday this 
week was the jubilee of the Atlantic cable; it was on August Sth, 
1858, that the cable was completed from shore to shore. It was 
not, however, until August l6th that Queen Victoria exchanged 
congratulatory messages with the President of the United States. 
Communication was maintained until October 20th, when the cable 
broke down. 


New Cable.—The now cible between Varna and Sebas- 
topol has been opened fo: tri. . 


New Telegraph Offices.—Offices have been opened at 
Kanus, in German South-East Africa; Hillstation and Wilberforce 
in Sierra Leone, and at Mulondo in Angola. 


Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED, REPAIRED, 
Curacac-Coro 
Curacao-La Guayra ; Closed .. e» Jan. 12, 1906 we 
Curacao: Maracaibo 
Tarifa-Tangier .. ay e Jan. 18, 1904 ee 
Port Arthur-Chifu (Closed) .. Mar. 9, 1904 
Las Palmas—Arrecife . May 18, 1908 
Pera-Dardanelles May 20, 1908 
Sierra Leone. Accra May 28, 1906 .. us 
Cadiz-Tangier . June 8, 1908 .. T 
Kwandang-Menado . July 9, 1908 .. July 22, 1908 
Cotonou-Grand Bassam July 90, 1908 .. T 
Djedda-Souakim.. “+ July 27, 1908 
Assab-Mussouah .. July 28, 1908 
Trinidad-Demerara Aug. 1, 1908 


Turkey.—The Ottoman Administration has issued an 
official notification to the effect that the Island of Imbros will be 
connected to the telegraph system of the world by a cable to be 
laid from Ayia Tonfolia toa place in the Dardanelles, from whence 
it will be connected by aerial wire with the cable Kilid-ul-Bahr. 
The new cable will be about 22:4 km. in length. The telegraph 
office in the island will be at Panazia. 


Wireless Telegraphy.—Attempts were made at the 
Tegel manceuvrivg grounds, near Berlin, on July 23rd, to telegraph 
from the wireless stations at Nauen and Norddeich, and from a 
portable station at Tegel, to two free balloons, which ascended 
from the latter place and which were equipped with receiving 
apparatus. It is stated that the results of the experiments were 
satisfactory. They were continued on the following day with the 
cld military airship. A complete wireless station had been fitted 
іп the car of the airsbip, which ascended and manceuvred ata 
height of 800 ft., where it had to face a strong wind from over the 
Tegel proving ground. Several messages were sent to and received 
by the officer in command of the airship. 'The experiments are to 
be extended and endeavours made to exchange messages between 
the airship and the stations at Nauen and Norddeich. 

It is reported that H.M.S. Zndumitable, on her record voyage from 
Canada, was in wireless communication with the shore all the way, 
and her messages were received at Scilly over a distance cf 1,600 
miles. By the special request of the Admiralty, the high-power 
stations at Clifden, in Ireland, and Glace Bay, Canada, belonging to 
Marconi's Wireless Telegraph Co., Ltd., transmitted the long- 
distance messages to the Jadomitable during the voyage. 

The General Post Oflice states that the Marconi Co.'s radio- 
telegraph station at Liverpool was opened for general public 
correspondence cn August lst. Telegrams intended for trans- 
mission through this station should be addressed like the following 
n “Smitb, Steamehip Carmania, Liverpool Wireless 

tation.” 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia.— ADELAIDE.— August 26th. The Post- 


master-General requires tenders for 9 tons hard-drawn copper wire, 
200 lb. per mile, specification No. 3; 3,000 copper tapes for 200-10. 
wire, and No. 5 insulators, as per specification No. 195, to be 
packed in bundles of 100 each; 3,000 copper binders for 200-lb. 
wire and No. 5 insulators, as per specification No. 195, to be packed 
in bundles of 100 each; and 3,000 No. 5 insulators. Specifications 
may be inspected at the ELECTRICAL REVIEW office. 


ADELAIDE.—September 9th. Tenders are invited by the Deptty 
Postmaster-Gineral, Adelaide, for the supply of one numbering 
machine and one machine for stamp perforating. Tenders must be 
sent in on tke proper forms, obtainable at 72, Victoria Street, 
Westminster, S. W. The machines must be fitted with electric 
motors. 


BRIsBanE.— August 24th. The Postmaster-General requires 
tenders for iron, copper and covered wires, as per schedule 55, 
insulatore, as per schedule 54, and ironwork, as per schedule 53. 


Belgium.—Aueust 11th. The municipal authorities of 
Louvain are inviting tenders for the concession for the supply 0 
electrical energy for public and private lighting and power purposes 
in the town. Full particulars can be obtained from Le Directeur 
de l'Usine de Paz, while tenders are to be sent to Le College des 
Bourgmestre ct Echevins de la Ville de Louvain. 


Devonport.—Gcneral stores for the Corporation Elec- 
tricity Department. Borough Electrical Engineer. 
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Eceles.— Steel steam pipes and cast-iron circulating water 
pipes, &c. for the T.C. Specifications and drawings from the 
Borough Electrical Engineer, Patricroft. 


Edmonton.—August 26th. Electric lighting installation 
at the Nurses’ Home for the Guardians, See “ Official Notices” 


July 31st. 


Germany.—The municipal authorities of Belzig (Saxony) 
are about to invite tenders for the establishment of & central 
electric lighting station in the town. 

Tenders are about to be invited by the municipal authorities of 
Reichenbach (Saxony) for the establishment of a central electric 
lighting station in the town, at an estimated cost of £50,000. 

The municipal authorities of Oppeln are about to invite tenders 
for the establishment ef a central electric lighting station in the 


town. 
Glasgow.—Supply and erection of feed pumps at St. 
Andrews Cross power station. Mr. W. W. Lackie, City Electrical 
Engineer. 
London. — September 7th. General Post Office. The 


Postmaster-General invites tenders for the supply of telegraph 
poles of (2) home-grown larch or fir, and (b) Swedish, Norwegian, 


Finland, or Russian red fir, to be felled during the winter of 


1908-9, and to be delivered during the following summer. 
Particulars from Mr. G. Morgan, Controller of Stores, Stores 
Department, G.P.O., 17-19, Bedford Street, London, W. C. 

METROPOLITAN AsyvLuMS Boarp. — September 31st. Storage 
battery, booster, switchboard, &c., for the training ship Exmouth, 
Bee "Offcial Notices” July 318. 

L.C.C.—September 8th. Cables, cable boxes, &c., for East 
Greenwich generating station and Woolwich Road car depót; 
electric wiring for car depót; switchgear; and six 500-xw. and 
one 150-Kw. motor-generators, for the L.C.C. See Official 
Notices " to-day. 

Norwich.—Sewage ecreening and electrical lifting gear at 


Trowse sewage pumping station for the T.C. A. E. Collins, City 
Engineer, Guildhall, Norwich. 
Peru.—The Direction of the **Credito Urbano" of 


Arequida is about to invite tenders for the conversion of the tram- 
way in the town to electric traction. 


Radeliffe,—The Hauxley Parish Council invites pro- 
visiona) offers for providing and establishing 21 electric street 
lamps, together with aerial wiring, ready for receiving the current. 
Apply to W. Gibson, Clerk, 94, Queen Street, Amble. | 


Rawtenstall.--August 15th. Sixteen tramcars, and 
station lighting, wiring, instruments, &c., for the Corporation. 
Bee “Official Notices” July 31st. 


Reigate.— August 20th. ‘Surface condensing plant with 
cooling tower, &c., for the T.C. See “Oficial Notices " to-day. 


Rochdale.— Water softening and purifying plant for the 


Corporation. See an advertisemeut in tris issue. 


Russia,—September 14th. The Town Clerk of Odessa 
(Upiawa) requires tenders for a concession to erect and work a 
power and lighting supply. A central station of a minimum of 
6,000 н.р, is to be erected and equipped. 


Sierra Leone.— August 22nd. The Municipal Corpora- 
tion of Freetown invites tenders for the lighting of the 
municipal buildings and streets by arc and incandescent lamps. 


enderers to quote price per 1,000 units. The exclusive right to. 


supply electricity for private lighting for a period of at least 30 
years will be granted to the successful tenderer. The right to 
Install electric tramways may also be acquired. Tenders to Town 
Clerk, Freetown. Some further information may be seen at the 
office of Messrs. Wilkinson & Broadbent, 4, Queen Street Place, Е.С. 


Spain.—September 25th.— The Spanish Ministry of 
blic Works is inviting tenders for the concession for the con- 
struction and working of an electric tramway in Madrid between 
La Glorreta de Alonso Martinez and Chamartin de la Rosa. 
The municipal autborities of Pradoluergo (province of Burgos) 
ve just invited tenders for the concession for the electric lighting 
of the town. 
de municipal] authorities of Santuree Ortuella (province of 
lzcaya) have just invited tenders for the concession for the 
electric lighting of tke town. 


Stock port.—The Electricity Committee wants offers to 
у two v. o. Parsons turbo-generators. See Official Notices” 


, Watford.—September Ist. Surface condenser and pumps 
or the U.D.O. See Official Notices” July 31st. 


Wolverhampton,— August 7th. The Borough. Council 
requires tenders for uniform overcoats for tramway employés, 
d nag to particulars obtainable from Mr. W. A. Luntley, 
eneral Manager, Car Depót, Cleveland Road. 


E Wrexham.—August sth. Superheater for the Corpora- 
on. See Ofcial Notices” July 31st. 


OLOSED. 


Birkenhead.—The Corporation has accepted the tender 
of the Tudor Accumulator Co., Ltd., for a new battery for the 
Flaybrick Hill sub-station, consisting of 260 cells, for the sum of 
£1,128. 


Chipping Norton.—The D. P. Battery Co., Ltd., has 
secured the contract for the supply of a battery of its L 15 type 
cells for the central station here. 


Croydon.— Тһе Corporation has accepted the tender of 


Mesers. Babcock & Wilcox, Ltd., at £530, for mechanical stokers ; 
also the tender of Messrs. Casperd & Co., at £161, for installing 
electric light in the Scarbrook Road swimming bath. 


Glasgow.—The Trustees of the Clyde Navigation have 
accepted the tender of the India-Rubber, Gutta-Percha and Tele- 
graph Works Co., Ltd., for a supply of cable for the stores depart- 
ment; Messrs. J. W. Singer & Sons’ (Ltd.) offer (£195 4s.) for the 
supply of electric light fittings for the Trustees extended office 
premises has been accepted; while the offer (£194 5s.) ‘of Messrs. 


Malcolm & Allan for a secondhand electric lighting installation for 


Meadside Quay Worka was also accepted. 


Hanley.—The Corporation has accepted the following 


tenders :— | 
Three-core т.т. distributing cable and н.р. feeder cable.—British Insulated 


and Helsby Cables, Ltd., £267 10s. and £18 8s. respectively. 
9-in. steel steam range to supply new engine.—Messrs, A. Bolton & Co., 


£154 105. 
10-in. cast-iron discharge pipes for new condenser.— Messrs. J. Warner and 


Sons, £27 10s. 


Hull.—The E.L. Committee has accepted the tender of 
Messrs. T. Parker, Ltd., for the supply of four transformers. 

The Corporation has accepted the tender of the Tudor Accumu- 
lator Co., Ltd., for a new battery for the Dagger Lane sub-station, 
together with maintenance for 10 years. 


Ilford.—The U.D.C. has accepted the following tenders : 


Cole, Marchent & Morley, Ltd., Bradford.—Surface condensing plant and 
cooling tower, £1,934. 
John Spencer, Ltd, Wednesbury.—Steam and feed pipes, boiler feed 


pump, &c., £529. 
Walsall Electrical Co., Ltd.—Extensions and ‘alterations to main switch. 


board, £417 19s. 6d. 
The U.D.C. has also accepted the tender of Messrs. Newman & Co., 
Ilford, for the electrical installation at the Uphall Schools at £300, 


India.—Messrs. Siemens Bros. have secured the contract 
for the electric lighting installation at Pondicherry. 


Lancashire and Yorkshire Railway Co,—The tender 
of the Tudor Accumulator Co., Ltd., has been accepted for the 
renewal of the battery at the Bolton power house. | 


London,.—STEPNEY.—The B.C. has accepted the tender 
of the Fulham Steel Works Co., at £15,609, for the erection of 
buildings for the electricity works at Blyth's Wharf. The prices 
ranged from £15,495 to £24,066, 14 firms competing. The chairman 
of the Committee explained that the chief reason why the lowest 
tender was not accepted was that the second lowest tenderer had 


built the Lot's Road station for the Underground Railways of 


London. Asked as to the difference between the Committee's 
estimate of £10,000 and the accepted tender, the chairman stated 
that the L.C.C. had insisted on reinforced concrete for the walla 
instead of corrugated iron; further, the cost was included of the 
foundations for the large machinery they were to have in the 


station. | 
Sr. PaNcBAS.— The B.C. has accepted the following tenders for 
the supply of coal to the electricity department :— 


J. H. Beattie & Co. 11,000 tons Bolsover (Mansfield) best nutty slack coal 
at 125. 4d. per ton (King’s Road generating station). , 
Brentnall & Cleland.—10.000 tons Desford steam coal (Regent's Park 
station), at 14s. "d. per ton, and 1,000 tons at the same price to King's 


Кова. 
Facer & Co., ,td.—600 tons Bwllfa coal, at £1 1s. 6d. per ton (Regent's 


Park station). | 


The Electricity Committee recommended the recission of the 
by-law with regard to trades union rates of labour, in order to 
accept a tender by Messrs. Beattie at 11s. 6d. per ton instead of 
12s, 4d., the company having agreed to pay a minimum wage of 
308. per week to carters. The recommendation was not agreed to. 
For additions to the low-tension switcbboard at King's Road 
generating station the following tenders were received :— 


Johnson & Phillips, Ltd. ? (accepted) £112 0 
Spasnoletti, Lid. .. E T ios e ЯЕ Ж .. 13 0 
Whipp & Bourne. .. Es А ae s ВВ i .. 116 0 
Electric and Ordnance Co., Ltd, ed к - s .. 119 0 
Bertram Thomas .. ee ae is ёа oe oe .. 126 0 
Walsall Electrical Co. «e xe - ae Ме is IW 0 
British Thomson-Houston Co., Ltd.. Pa КУ, x ios Mit 0 
British Westinghouse Co., Ltd. «s ee . T se B30 
Cowans, Ltd. ee ee oe А 151 0 
Switchgear Со. ae i o es es - > . 156 10 
Edison & Swan United Electric Lighting Co., Ltd. ere . 1602 0 
Bicinens Bros. & Co., Ltd T "m T as om „ 176 O 
F.. VI. T'. Manufacturing Co., Ltd. zi ss " .. 205 0 
A. W. Penrose & Co., Ltd. i ae аА Уз 25 .. 221 0 
Electrie Constructiou Co, - bw T ie Ке s.. 22 0 


+r. er o 
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HaxMEBSMITH.— The В.С. has renewed the contract of the Main 
Colliery Co, for the supply of Graigola and Victoria coal at 158. 1d. 
per ton for twelve months, and has accepted the quotation of Cory 
Bros. & Oo. of free-burning coal from Pentre Colliery, Rhondda 
Valley, at 148, 114d. per ton, for twelve months. | 


For static transformers the following tenders have been 
received :— 


р 100 KW. d t 
British Electrio Transformer Ce. .. .. ES .. (Accepted) £ 12 
Johnson & Phillips ee - МА аж T “> ee 201 
Siemens Bros. . oe - $3 Ае - ss 216 we, vH 
Brush Electrical Engineering Co. .. z ve sx - .. a7] 


200 kw. 
British г» [тайз1огшег бо. .. vs - 


. (accepted) 175 
Johnson & Phillips  .. : 


ae ee ee oe ^ 0 « 


Siemens Bros. E" $a Ws ext “Ser “aes T . 140 

Brush Electrica] Engineering Co. .. x és és .. 203 
In regard to these tenders, the Borough Electrical Engineer stated 
that only the British Electric Transformer Co., Ltd., was able to 
quote in accordance with the Council's present machines— viz., air- 
cooled transformers. He could see no advantage in departing from 
the present practice. In the tenders, when oil-cooled transformera 
gave the same high efficiency as the air-cooled, the price was 
higher; and in other cases a lower price was coupled with lower 
efficiencies and worse regulation, which meant extra loss of energy 
and a less satisfactory supply to consumers. 

Istincton.—The B.C. received eleven tenders for the erection 
of a cooling tower, and accepted that of the Midland Engineering 
Co., Ltd., Birmingham, at £2,170. | 

MaARyLEBONE.— The following tenders have béen received for the 
supply of half a mile of 15 sq. in. Т.С.С. paper-insulated, lead- 
covered cable :— | 

W. T. Henley’s Telegraph Works Co., II. 


British Insulated and Helsby Cables, Ltd, .. Be 
, Siemens Bros , Ltd. "T "P 


(accepted) £757 10 
Яе . 287 10 


РР - “з F . f£] 10 
W. T. Glover & Co., Ltd. ds Зр sé PM es . . 2.7 10 
Rt. Helens Cable Co., Ltd. us ae e» is s 205 O0 


Callender's Cable Co., Ltd. es ws wis F 


The tender of Siemens Bros., Ltd., was accepted, at £69 10s., for 


the supply of four circuit-breakers. Five firms sent in tenders, 
and that accepted was the lowest. 


Lowestoft. — Тһе Borough Education Committee has 
accepted the tender of Mesers, Mann, Egerton & Co. for wiring 


and electric light fittings for the Central boys’ and girls’ and 
Bt. Andrew’s Schools. 


Manchester. — Tenders have been accepted by the 


Electricity Committee from the following :— - 


Connolly Bros., Ltd., and the British Insulated and Helsby Cables, Ltd., 
for rubber cable. 


British Insulated and Helsby Cables, Ltd., fcr fuse boxes. 


With reference to the notice appearing in our last week's issue 
under this heading, we are informed that the contract for 
23-ampere and 5-ampere meters was split up amongst three mskers 
of electrolytic meters, the Reason Manufacturing Co., Ltd., 
Brighton, being one of the successful tenderers. 


Stoke-on-Trent.—The T.C. on July 30th accepted the 
following tenders :— | 


G. Till.—9200 meter boards, £24 158. 


British Insulated and Helsby Cables, Ltd.—Cable, £48 128. 9d. 
John Bpencer.- Steam piping, £41 10s. 


Staveley Coal and Iron Co., Ltd.—Cast-ircn piping, £13 10s. per ton. 


Tottenham.—An order for 120 “С” type time-switches 
for the street lighting of Tottenham has bern placed with Messrs. 
Venner & Co. by the North Metropolitan E 3. Со. 


West Australia.—CorrESLoE.— The D.P. Battery Co. 


has received an order for the renews! of the battery at the 
Cottesloe central station. 


CONTRACTORS' COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are secking for: penings for new business. Consider- 
able expense is incurred in the production of this column, and every саге is 
taken to ensure that the informa‘ion is new and accurate, but it will be under. 
stood that in a matter where sc mony correspondents are engaged, and whero 
the amount of information to be Landled is very large, this cannot always be 
guaranteed, If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.]. 


ABERCARN (Mow.).—Welsh Calvinistic Methodist Central Hall. Habershon, 
Fawckner & Co., architects, Newport; С. Shapland, contractor, 
Newport, 

ABERCYNON,—Fourteen houses for the Taff Building Club, Abercynon. W, 
Dowdeswell, architect, Treharris. 

ABLRDARE.—Refuse destructor, clinker plant and mortar mill for the U. D.C. 
surveyor, Town Hall, Aberdare, 

ABERDEENBHIIE.—Btceading at Glenpart, Monquhitter. .W, L. Duncan, 
architect, Turriff. 

ARBLRYSTWY'H.—New ward at Workhouse. Plans approved by Guardians. 
Hugh Hughes, clerk. 

ACCRINGTON.—Houses, Monk Street, for R. Nixon; Exchange &treet, for F. 
Gilbert « Боп; nddwions to Brentwood House, Hollins Lane, 
for Joseph Grimshaw; Hippedrome, Ellison Street, for F, 
Willmot. 

AEN RIDE (near GRANGE). — Extension of Chilüren'a Holiday Home. 

BAILDON (Youks.).—Seimi-detachbed houses, hirklands Road, for Wm. Ellis. 

BALLYWALTER (Со. Doww)—Additions and alterations to Bally walter 


1 residence of Lord Dunleath, W. J. Ffennell, architect 
Belfast. г 
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BARNSLEY.—Houses, Prince Arthur Street, for Geo. Haigh ; Sherwood Stre et 
for Mrs. A. White; Park Grove, for Robert Rymer ; Kensington 
Road. for Mrs. Thomas Fox. Vicarage for St. James’ parish, 
Worsborough Bridge; T. H. & F. Healey, architects, Tyrrel 
Street, Barnsley. 

BATTLE (Bussex).—Prospective rebuilding, after fire, of Normanhurst Court 
for Lord Brassey. | | ; 

BECKENHAM.—Four shops and houses. J. Farrer, architect, 2, Coleman 
Btreet, E.C. 


BENTLEY (near DoxcasTER).— Important colliery developments. Carlton 
н Main Colliery Co. . 
F church at Northehurch. Rev. R. H. Cattell, curate 
-Q arge. 2 Р | 
BEXHILL.—Two detached houses, Sutherland Avenue, for C, Brown. G. E 
Maynard, architect. | 


BIDEFORD.— Baptist Chr: ch and Sunday Schools at Alverdiecott. | 
BIRMINGHAM.—New Кош: n Catholic Mission at Sparkhill; Rev. M. O'Haga 


assistant priest, St. Joseph's, Nechells. Rebuilding Bt. Stephen's 
Church, Newtown Row (£5,000); Rev. T. B. Dennison, vicar. 


(Trsxrky).—Couneil tccondary school in Warwick Road, Tyseley, 
for the Worcestershire C.C. Education Committee. A 
Harrison, architect, 109, Colmore Row, Birmingham. 
BIBPHAM (near BrackroorL).— Houses, Frederick Btreet, for Mr. vx, 
Cavendish Road, tor E. Whiteley ; Cavendish Road, for Mrs. 
_ Schofield, ` | : 
BLACKPOOL.—Houses, Cumberland Avenue, R. Bailey, builder, 20, Kemp 
Street; Lytham Road, for F. Н. Gorst ; Mere Road, for Parker 
Bros.; Daggers Hall Lane, for Fred Potts; Manchester Road, 
for W. Cardwell; Wood Park Road, for Potts and Pickford. 
BOLTON.—Mission Hall, Harvey Street, for Col. В. H. Ainsworth ; eighteen 
houses, Willows Lane, for Makin Bros.; rebuilding premises, 
Bradshawgate, for W. Bingleton ; bank, Bradshawgate, for the 
National Provincial Bank of England. Extensions to Bt. 
George's Church (£5,000); J. L. Simpson, architect, 14, Acres- 
field, Bolton. 
BOSTON.— Villa residence, Hubbert's Bridge station. 
Kirton, Boston. 


BOURNEMOUTH.— Houses, 286, Lowther Road, for J. W. Davis, jun.; corner 
of Southborne Grove and Chestnut Avenue, for B. Brown and 
Sons, builders, Queen's Road; corner of Charminster and 
Markham Roads, for J. Welstead; Acland Road, for A. Barnes; 
Charminster Road, for R. A. Donnithorne; corner of Browmen 
and Acland Roads, for J. Francis: Acland Road, for H. Harding: 
4, Charminster Road, for J. J. Roberta; Markham Road, for 
A. G. Wiltshire; 18, Linwood Road, for E. Barrow; corner of 
Southern and Bay View Road, for G. Hine ; 202, Wheaton Road, 
. for A. Howard; Madison Avenue, for Е. Holloway; Castlemain 
Road, for E. W. Gollon; Stirling Road, for Jones & Seward, 
builders, Winton; Stourvale Road, for W. Lock; Rt. Jobn's 
Road, for J. H. West; Guildhill Road, for J. Newbury; Belle 
Vue Road, for Mrs. M. Knight; St. Anthony Road, for J. 
Sharkey ; hotel, Sea Road, for Н. О. Н. Saultern ; shops and 
bank, Charminster Road, for W. A. Bingham, chemist; show- 
rooms and store, Stewart Road, for F. King. 
BRADFORD.—Additions to Chellow Dean House. R. Calvert, architect, 4, 
Forster Square, Bradford, 
BRAY.—Proposed new baths, for the Urban Council. | 


BRIDGEND.—New Molton Church Institute. P. J. Thomas, architect, 

Bridgend. 
(NANTY MOEL).—Congregational Chapel. D. Davies, 178, Habershon 

Street, Splott, Cardiff. 

BRIGHTON.— Alterations and additions to London Road Church (£756). 
Е. J. Hamilton. architect, 2, New Road, Brighton; Barnes and 
Sons, builders, North Street, Brighton. 

BRISTOL.—Whatch house, for Н.М. Customs, at Roval Edward Dock, Avon- 
mouth ; W. W. Squire, Engineer's Office, Cumberland Road, 
Bristol. New bank in Corn Street, for Metropolitan Banking 
Co. (£10,000), t i 

BROMLEY.—Re-building Mason’s Hill Schocl. В. E. Osborne, secretary to 
managers, 1, Exmouth Road, Bromley: 

BUXTON.—Bakebouse, stables, &c., at Hogsbaw ; farm buildings at Chapel en- 
le-Frith, and house and farm buildings, at Chelmorton; d. E. 
Garlick, architect, Quadrant, Buxton. 

CAM BORN E.— Sunday schools at Tregajorran (£1,000). J. Berryman, builder, 
Camborne. 

CAMBRIDGE.—New wing, Magdalene College, for the Masters, Fellows and 
Scholars; five bathrooms, Jesus College, for the Masters, 
&с. i biliard room, Herschel Road, for E. H. Parker, Thorney- 
creek, 

CANTERBURY.—Two houses, St. Dunstan’s Street. 
112, Northgate Btreet, Canterbury. 

CARDIFF.— Proposed School at Llanbradach., 


CARLISLE.—Additions and alterations to Burgh.by-Sands Schools, for the 
Cumberland Education Committee; J. Forster, architect, 18, 
Earl Street, Carlisle. Buildings on Edmond Castle Estate, near 
Carlisle; T. T. Scott, architect, 38, Lowther Street, Carlisle. 

CARBHALTON.—Alteration at Southern Hospital; W. T. Hatch, engineer, 
Metropolitan Asylums Board, Embankment, Е.С. Houses in 
Grosvenor Avenue; A. B. Cook, builder, Cranley House, 
Wallington, Surrey, 

CHELTENHAM. -Suggested new Municipal Offices in Bayshill Terrace. 
Borough Surveyor. | 
CHRISTCHURCH.-— Houses, Fairfield, J. Preston, architect; Manor Road. 

for Cox Bros., Mr. McEwan Brown, architect; Bargates, for 
Strong & Co., Ltd., Mr. Willcocks, architect. 
CLEATOR MOOR.—Residence, Ennerdale Road, for Rev. J. W. Stewart. 


CLECKHEATON.—Extension of the Market, to be lit by electricity, for the 
U.D.C. (£2,000), 


COVENTRY,—Houses, Spencer Avenue, fer В. Oldtield ; Stoney Stanton Road. 
for C. A. Newhold; Marlborough Road, for C. Blockley; 
Kingsway, for H. Clarke & Son: Broomfleld Road, for C. J. 
Smith; Kensington Road, for W. Taylor, builder, 65, The 
Butts ; Broomfield Road, for Mr. Twigg; Spencer Avenue, for 
W. Higgins; Broomficld Road, for Mr. Spiers ; Gulson Road, 
for A. A. Wincott, builder; Foleshill Road, Swan Lane, for the 
executors of Geo. Storer; Marlborough Road. for H. Clarke 
and Son; Spencer Avenue, for Avis & Roy ; Westwood Road, 
for S. G. Baker; St. Margaret's Road, for J. Gardner; altera- 
tions, Albany Hotel, for Messrs, Marston. Proposed refuse 
dcstructor for the T.C. (£25,956). 

CRADLEY.—Two schools (610 scholars) for Worcestershire C. C. А. Weston 
Priestley, director of education for the Local Education 
Authority. 

CRANBROOK (KI NT). Pair of villas, Bedlam Field, for Mr. Simmons. Wm. 
Brooks, architect, Stuplehurst. 

CRIEFF (PERTHSWIRE).—Alterations nt Ardvreck Mansion House, for W. E. 
Frost ; alterations ut publie slaughter bouse. Burgh Surveyor. 

CROYDON.—Eight houses; И, Bacon, builder, 120, Bensham Lane, tho 
Meath, Croydon. Five houses ; G. Poulton, builder, 10, West- 
brook Villas. Thornton Hearth, Croydon. Seventeen houres; 
D. . Gooch, surveyor, 54, Gresham Street, EC. Ten houses 
and shops; Pepler & Allen, architects, 3, George e 
Croydon. Eighteen houses Stanley Pewch, architect, 29, 
Victoria Street B.W 


H. Kidd, Solent House 


Harris Bros., builders, 


` 
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PARTEORISS M MODE to St. Alban's Road Schools (£1,677). W. Blay, 


uflder, Dartford. 

DARWEN,—Place of amusement, for a new syndicate. 

DEVONPORT.—New school (£11,000). A. N. Coles, builder, Old Town Street, 
Plymouth. 

DOVER.—New тае station, for the Harbour Board and the B.E. and C. Rail. 
way Co. 

DUBLIN xc Pro-Cathedral parish schools in Marlborough Street 

EASTBOURNE.—House, Victoria Drive, Hampden Park; M. Martin & Sons, 
builders. Bungalow, Belle Vue Road, Alfriston, for F. W. 
Treherne; А. E. Hughes, architect, Newhaven. Four houses, 
Church Avenue, Westham; T. Dunlop, builder; Mitchell and 
Ford, architects. ` 

ECCLES.— Houses, Orawford Street, Monton, for Sudlow & Bannister; Gilbert 
Street, Peel Green, for Thog., Mosedale; Fir Street, Patricroft, 
for A. Lockwood, 

EGHAM.—Garage at The Chequers, Shrubs Hill, for Ashby’s Steines Brewery; 
bungalow, Cherkey Lane, for Mr. Hunt ; houses, Pooley Green 
Road, for H. Rogers; Hummer Road, for H. Channing; 
Virginia Water, for Countess de Morelia. 

ELLESMERE TORT = kilen houses for E. Peter Jones; and seven for J. 

Opley. 
ELTHAM 3 new parish hall (£1,600); Rev. E. Rivers, vicar. 
| Propo conversion of Southwood House into hostel, for 

Avery Hill Training College, for London County Council. 

ENDERBY (LeicestER).—Additions and alterations to the Co-operative Boot 
and Shoe Factory, King Btreet. | 

EWHURST (SuxRz:).—Wesleyan Methodist Church (£1,900). 

FAREHAM (Hants).—Four almshouses (£900). 

FARNWORTH (near Borrow).—Important additions to All Saints’ Church, 
Devon Street. F. Freeman, architect, Bolton. 

FENCE HOUSES (Co. DvRHAM).—Workmen's club premises at Bank Head. 
Mr, Palliser, architect, Philadelphia, Fence Houses. 

FENTON.—Additions to premises, King Street, for the Co-operative Wholesale 
Bociety, Ltd.; warehouse, Adelaide Street, for Mr. Begkett; 
foundry, West Parade, for Kerr, Stuart & Co. : 

GATESHEAD.—Extensions to the Wesleyan Sunday schools at Springwell. 
J. W. Taylor, architect, Bt. John Street, Grainger Street West, 
Newcastle-on-Tyne. 

GOSPORT .—Christ Church Institute. Cancellor & Hill, architects, Winchester» 
Lear & Son, builders, Alverstoke. 3 i 

GREENLAW (BERwIcKeHIRE).—Renovation of the Congregational Church. 


t 


HANLEY.—Temporary Pottery School in Victoria Road; Staffordshire County 


Council Education Committee. Shop premises in Piccadilly, 
for Н. Field. 

HANWELL.—Additions to asylum (£2,600). W. E. Riley, 'superintending 

И architect, L. O. C. 

HARTLEPOOL.- Important dock improvements (£85,000) A. Fasey & Воп, 
contractors, Leytonstone. 

HEBDEN BRIDGE.—E.L. installation at Bankfoot Hill for O. Watson. 

HECKMONDWIKE.—Proposed electric power installation at Thomas Street 
premises for the Co-operative Wholesale Society. 

HEXHAM.—New Presbyterian Church Schools at Hencotes (£2,700); new 
church to follow subsequently. Orwin & Spurgin, architects, 
1, Eldon Square, Newcastle; J. Herdman & Son, contractors, 
Priestpopple, Hexham. ; 

HOUNSLOW HEATH.—Additions to schools (£4,040). W. Lacey, builder, 
Staines Road, Hounslow. 

HOYLAND (Yorxs).—Houses, Noble Street, for T. P. Hague; Market Street, 
for H. Garner ; Brook Street, for Whitworth, Son, & Nephew. 

HULL.—Houses, Faraday Street, for J. Needler; Westcott and Premier Streets, 
for G. T. Spruit; warehouse, &c., Daltry Street, for W. В. 
Wilson; offices, Lowgate, for Hearfield & Lambert; Spirit 
Works, Bankside, for Blundell, Spence & Co., Ltd.; fish curing 
works, St. Andrew's Dock, for Popples, Ltd.; houses, Cecil 
Btreet, H. Vokes, builder, 16, Alliance Avenue; Montrose 
Street, for H. Johnson; Kelvin Street, for J. Ward; New Street, 
Е, Beilby, builder, 279, 8t. George's Road; Westminster Avenue, 
for W. Finch; Lorraine Street, for W. Garbutt; Albert Avenue, 
for J. W. Jordan; Tavistock Street and Sidmouth Street, for R. 
Airey; Cottingham Road, for Lison & Harris: HawtLorn 
Avenue, for G. E. Kirkwood; Westcott Street, for W. Wandby ; 
New Street (Belmont Street), for H. Hornsey; Faraday Btreet, 
J. F. H. Osborne, builder, 5, Hayes Avenue, Ella Street. 

ILFORD,—Fíve houses; E. M. Thomas & Co., surveyors, 52, ueen Victoria 
Street, E. C. Store; E. T. Dunn, architect, 7. Roding Street, 
Ilford. Residence; C. Ferrier, architect, 11, Waterloo Place, 


S. W. 
ILKLEY.—Prospective restoration, after fire, of Wells House, (hydro.) Rombald's 


oor, | 
IRVINESTOWN (Co. FrRMANAGE). New Roman Catholic Church. 
IBLEWORTH.—New Catholio Church, Twickenham Road, Isleworth. 
E. D. Webb, architect, on the works, Twickenham Road, 
Isleworth ; Erwood & Morris, builders, office on works, Twicken- 
ham Road, Isleworth. Additions to The Angel," public house; 
W. H. Pearce, builder, 53, Gardener's Lane, Putney. 
KEITH.— Reconstruction of 149-51, Mid Street, tor Commercial Bank of Scotland, 
td, and other offices. F. D. Robertson, architect, Fife 


Keith, 
KETTERING.—Additions to police buildings (£3,531), O. P. Drever, builder, 
; Round Hill Road, Kettering. 
KING'S NORTON.—Proposed new infants’ school at Cotteridge. J. P. 
Osborne, architect, 95, Colmore Row. Birmingham. 
LANCASTER. —Houses, Redvers Street, W. Waites; Sibsey Street, R. L. 
Dilworth; Wingate, Saul Road, W. С, Halliday; St. Paul's 
Drive, Scotforth, S. Waites ; rebuilding shop and workrooms, 
for W. Birchall, tailor, 27, Penny Street, Lancaster; additions 
to Newlands Hall, for H. H. Owtram. 
LEICESTER.—Superintendent’s house at Beaumont Leys Farm Bacterial 
Works for the T.C. E.G. Mawhey, Borough Engineer, Town 
Hall, Leicester. 
(BWANNINGTON).—New premises for the Coalville Working Men's 
Co-operative Society, Ltd. Goddard & Wain, architects, Station 
LEI Chambers, Coalville. 
GH-ON-BEA.—New Baptist Church (£600). Rev. W. White. 


LINDSEY (Laxcs.).—New schools for the С.С, at Little Coates (49,853); Heal- 


ing (2, 245); and Ingoldmills (£1,720). 
LIVERPOOL.— Electric lighting of Garston Parish Church, Rev, T. P. Rowe, 
Vicar ; electric lighting of St. Peter's Church; electric lighting 
LOND of St. Nicholas’ Church. 
ON (WixcHMORER Ниш, N.).—Ten houses, Edmondson's, Ltd., 9, Broad- 
way, Winchmore Hill, N.; development of two streets, R. 
Hit ren & Воп, builders, Old Park Grange, Winchmore 
ill, N. 
(Востнамртох Row, W.C.).—Fittin No. 13, for P d 
> . C.). g up No. or Pope an 
Bradley, tailors, 87, Theobald's Road, W. C. 
(Minyorp LANx, W. C.) .- Re- instating premises, IIlustrated 
London News," after fire. 
(Rroxxr's Park, N.W.).—New offices for Zoological Society. 
(CuELsza, 8.W.).—Alterations (£613) to Fire Station. J. and C. 
Bowyer, Lid., builders, Upper Norwood 


LONDON (DvrwicH, B.E.).— Alterations (£885) to Fire Station. J. and[C. 
| Bowyer, Ltd., builders, Upper Norwood. 
(CLERKENWELL, E.C.j.—Buildings adjoining LiC.C.’s Bourne Estate. 
for Bir W. Р. Hartley, Green Walk, Tower Bridge Road, 8.E. . 
(ALDGATE, E.).—New warehouse and alterations to warehouse 
(£1,895). Joseph and Smithem, architects, 83, Queen Street, 
. C. 


(WATERLOO Roan, S. W.). New Fire Station (210,047. H. L. 
Holloway, builder, Church Street, Deptford, S. E. 

(NEw SovTHGATE, N.).—Social Institute. Macintosh & Newman, 
architects, Birkbeck Bank Chambers, W.C. 

(SovrHcATE, N.).—107 houses. W. A. Goring, builder, 908, St. 
Paul's Road, N. А 

(HAMMERSMITH, W.).—School for Defective Children (80 places). 

T. J. Bailey, architect, Education Department, L. C. C. 

(Wasr Sr. Pancras).—School for Defective Children (120 places). 
T. J. Bailey, architect, Education Department, L. C. C. 

(BYDENHAM).—Additions to Secondary School (2400). T. J. Bailey, 
architect, Education Department L.C.C. 

(FinssvRy).—Alterations (£1,067) to "Training College, Moorfields. 

J. Grover & Son, builders, New North Road, N. A 

(RorHERHITBE, E.). Iron School (£1,500). T. J. Bailey, architect, 

Education Department L. C. C. 
`  (WANbEWORTH, B. W.). Workhouse iron school (240 places). F. W. 
Piper, clerk to the Guardians. 

(Papprnaton, W.) .—Alterations and additions to workhouse. F. J. 
Smith, architect, Parliament Mansions, Victoria Street, S. W. 

(BERMONDSEY, B.E.).—Alterations, Laxon Street School (£9,466). 
W. Johnson & Co., builders, Wandsworth Common, S. W. 

(PADDINGTON, W.) .— Additions (£10,700) to Technical Institute. 
T. J. Bailey, architect, Education Department, L. C. C. 

(WooLwicn, B,.E.).—Adaptation (£450) of premises as hostel. 
Johnson & Co., builders, Wandsworth Common, 8.W. 

(BATTERSEA, S. W.).— Extensions (£5,183) to Polytechnic. Joseph 
Harwood, secretary. | 

(ВАТТЕЕВЕА, 8.W.).—Additions to Bolingbroke Road School 
(£10,688). W. Johnson & Co., builders, Wandsworth Common. 

(Ie1ixcToN).—Schools (£8,675), Dowrey Street. W. Johnson & Co., 
builders, Wandsworth Common. 

(E.C.).—Additions, &. (£608), to Training. College, Graystoke Place, 
E. Lawrance & Son, builders, Wharf Road, City Road, E.C. 

(Fort STREET, E.C.).—Alterations (£878) to business premises. 
Gordon, Wilson & Co., architects, 667, Fulham Road, S. W. 

(OLD Barrer, E. C.). Restoration of premises, after fire, at corner 
of Fleet Lane, occupied by G. H. James & Co., Perry & Co., and 
Ramm, Son & Crocker. 

(W.).—Six coal offices at Acton Station, and six at West Ealing 
Station. G. K. Mills, secretary, Great Western Railway, 
Paddington Station, London, W. : 

R to 62, High Street, for J. C. Webber & Sons, Ltd., 
rapers. 
MALVERN.—Alterations to Cambridge House, Malvern Wells, for Lloyd's 
Bank, Ltd.; additions to South Lawn, Peachfleld Road, for 
T. H. Phillips ; houses, Somers Park Avenue, for W. T. Pitt. 
MANCHESTER (HvLME).— Extensions to the Hulme Grammar School (£4,000). 
J. W. Hall, head master. : 
MABHAM Шарын NR waterworks. Waterworks engineer, Town Hall, 
eeds. Ы 


MIRFIELD (Yorks.).—Works at Nunbrook [or the Mirfield Engineering Со. 

MITCHAM.—New Baptist Church on the Fair Green (£4,000). 

NEWLYN.—Block of shops, stores and stables for R. R. Bath, merchant. Н. 
Maddern, architect, 18, Clarence Street, Penzance. 

NEW MALDEN.—Farm buildings for Kingston Guardians. W. Н, Hope, 
architect, 12, Clarence Street, Kingston-on-Thames. 

NEWTON (DzvoNSsHIRE).—- New home for children under consideration. Chair- 
man, Newton Board of Guardians, 

NORTON (near Matton, YonES).— Two houses, Love Lane, for Thos. 
Anderson. 


. OLDBURY.—Schools at Abbey Road. Warley, for the Education Committee 


(1,000 scholars). W. F. Edwards, architect, Newhall Street, 
Birmingham. 

OYSTERMOUTH.—Eight houses, Chapel Street, for A. B. Beer. 

PADDOCK WOOD (KEnt).—New Council School, for the Kent Education 
Committee. W. H. Robinson, architect to the Kent Education 
Committee, Caxton House, Westminster, S. W. 

PLYMOUTH.—New Wesleyan Methodist Church at Lutton. 

POOLE.—Additions to premises in Poole Road, for W. E. Jones & Son ; saw 
and planing mills in West Quay Road, for J. T. Sydenham and 
Co., Burt & Vick, architects; motor house, Lindsay Road, for 
W. W. Shaw, G. W. Jackson, architect; ditions to 
Hillmorton, Parkstone, for W. S. Hogg, W. Andrew, architect; 
refreshment room, Shore Road, for A. Marvell; houses, 
Bingham ;Avenue for Chinchen & Co., W. T. Chinchen & Son, 
architects; Sandbourne Road, for J. E. Mitchell; Lester Road, 
for G. Willmott, A. D. Saunders, architect. 

PORTSMOUTH.--Prospective rebuilding, after fire, of the Civil Bervice Club 
premises. 

PRESTON.—New Wesleyan Church, Ribbleton Avenue. E. J. Andrew, 
architect, 30, Winckley Square, Preston. 

RAINHAM (Kres1).—Enlargement of the Council School for the Kent Education 
Committee. G. E. Bond, architect, High Street, Rochester, 

RAYLEIGH (Essex).—S8chool for Essex С.С. (£2,705). F. and F. Willmott, 
Ltd., builders. Ilford. | 


READING.—Proposed new St. Luke’s Hall. 


ROMFORD.—Schools at Laindon Hills, for Essex С.С. C. M. Shiner, archi- 
tect, Grays. 

ROYSTON (Yonxs.).—New school at Smithics (22,170). C. W. Squire, builder, 
Barnsley. 

RUGBY.—Houses, Murray Road, for G. W. Varney. 

RUGELEY.—New 8t. Joseph's Roman Catholic School (£1,300). Rev. F. J. 
Ryan, The Presbytery, Rugeley. 

8T. HELENS.—Partial rebuilding St. Thomas's Church, Eccleston Street 
(£7,000). Rector. | 

SALFORD.—Alterations to the County Court. Secretary, Н.М. Office of 
Works, Storey's Gate, London, S.W. 

SANDOWN.—Church Institute. Rev. J. Agg.Large, St. John's Vicarage 
Sandown. | 

SELBY.—Proposed new Police Station in Station Road. 


SHEFFIELD ne 1 and additions at the Wales Pro. 
vided School. . Vickers- Edwards, county architect, С 
Hall, Wakefield. N аи 

SHIPLEY.— Detached residence, Wrayfield Avenue, for A. Н. Elgey: weaving 
shed, Red Beck, for Н. Crabtree; extension of Sir Titus Salt’s 
Hospital, Saltaire, for the Governors. 

SHOTTON COLLIERY (Co. Dunisam).— Boot and tailoring department for the 
Bherburn Hill Co-operative Society. J. W. Taylor, architect, 
St. John Street, Grainger Street West, Newcastic-on-Tyne, 

e горане to the Free Library and Museum buildinys, for th 
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SOUTHAMPTON.—New Church for the Trustees of the East Street Wesleyan 
Methodist Church. 
STAFFORD.—Alterations to Nos. 6 and 7, Foregate. W. Blackshaw, borough 
engineer, Borough Hall, Stafford. 
n New Road, on Marquis of Exeter's estate, for Wm. 
irby. 


BTEWARTSTOWN (Co. Tvnoxr).—New Presbyterian Church in contempla- 
on. 


STOKE-ON-TRENT.— Two houses, Kensington Road; W. Wakefield, builder, 
1, Kensington Road, Oakbill. Twelve houses, Daintry Street, 
Oakhill ; W. Ball, builder, 190, Oak Hill Villas, London Road. 
Four houses, Victoria Street; G. Evans, builder, 2, Albany Road. 
Six houses, Princes Road; B. James, builder, 60, Richmond 
сед Four pairs of semi-detached villas in New Street; G. 
vans. 
BTONEROUBE.—Children's Home, for Board of Guardians (21,860). Thornely 
and Rooke, architects, The Crescent, Plymouth. 
SUTTON.—Alteration of Belmont Asylum for use as workhouse; E. J. Mott, 
clerk, Fulham Guardians, 120, Fulham Palace Road, W. Six 
semi-detached houses, Manor Lane, for F. G. Walker. 

SWANSEA.—Additions to St. Winefride’s Convent; additions to the premises 
of the Cambrian Cold Btorage Co. | 

SWINDON.— Additions to works, Eastoott Hill, for T. C. Newman, printers. 

THIRSK.—Wesleyan Bunday Schools (£1,700). T. Stokes, architect, Thirsk ; 
J. R. Munfield, builder, Thirsk. 

THORNTON (near FIXXTrWOOD).— New Parish Sunday School. 

TIVERTON.—New scbools. W. H. Ashford, architect, Educational Chambers, 
New Street, Birmingham. 

TODMORDEN.—Proposed Secondary School. Local Education authority. + 

TORQUAY .—Restoration of Ellacombe Parish Church (2900). 

TONYPANDY.—New central premises for the Mid-Rhondda Co-operative 
Society, Ltd. Secretary, Co-operative Society, Gilmour Street, 
Tonypandy. 

тне of steading at Bcotsbrae, Dalgety. H. Mann, Crossbrae, 

urriff. 

UXBRIDGE.—Re-bvilding portion Teading Hospital; C. Woodbridge, clerk, 
Hospital Board. Alterations, &c.. Council Chamber; W. L. 
Eves, architect, 54, High Btreet, Uxbridge. 

WANLOCKHEAD (LANARKSHIRE).—Improvements at the School, for the 
Sanquher School Board. Barbour & Bowie, architecte, 58, 
Buccleuch Street, Dumfries. 


WELLINGTON (84LoP).—Conversion of New Hall into Secondary School and ^ 


Pupil Teachers’ Centre, for the С.С. W. H. Pendlebury, 
Secretary for Higher Education, Shirehall, Shrewsbury. 

WILFORD (NorrincHan),—New ‘Dorothy Boot Homes for Veterans on 
Wilford Green. 

WEST BROMWICH.—New church at Spon Lane (49,890). E. Wood 

| architect. 

WILTON (near BaL!sBURY).—T &o houses for T. Elliott. 

WIGAN.—Houses, Kenyon Road, for J. Walkden; Caunce Street, for Wm. 
Knowles ; California Street, for Geo. Wadsworth. 

WINDSOR.— Barrack block at the Victoria Infantry Barracks. 
Barrack Construction, 80, Pall Mall, London, 8.W. 

WOLVERHAMPTON.—Proposed new drill ball and headquarters between 
West Park and Newhempton Road for the Wolverhampton 
гасы of the Territo Field Artillery; gun, harness, &o., 
store in Park Road for the Staffordshire Territorial Force 
Association (£8,000). 

WOODFORD (Essex).—Enlsrgement of asylum. W. E. Riley, superintending 
architect, L.C.C. 


Director of 


WREXHAM.—House, off Chester Rosd, to be lit by electricity, for Miss 
Wolstenholme; propoted new theatre, Regent Street; two 
houses and sbop at Caergwrle, for T. W. Davies. 


1 


NOTES. 


The Price of Crude Oi).—The following letter has 
come to hand, too late for intertion in our ‘‘ Correspondence ” 
columns :— | 

„We notice on page 168 of your last issue a short paragraph 
relating to the ‘Price of Crude Oil,’ in reference to which we 
ahould be obliged if you would allow us to make some comments, 
particularly as the inference to be drawn from that paragraph is 
entirely erroneous. 

* As owners of the Diesel oil engine patente, which isthe only engine 
successfully using the oil referred to, 1t is important to us, and to 
the mapy users of our enginee, that the exact facts relating to the 
price of oil should be known. The recent rise in tbe price of fuel 
oil—which, by-the-bye, is not crude oil, bnt the residue after the 
distillation of the lighter products from tbe crude oil—was due 
entirely to a rite in freights, and not to any shortage in the supply 

f oil. 

i he rapid increase in demand for petrol and all other 
petroleum products led to a much larger demand for tank steamers 
than could be met, with a consequent rise in the freights from 
sometbing like 10s. to over 35s. per ton. This shortage of tank 
capacity had been foreseen, aud large orders had been placed for 
many new tank steamers, but the construction of these has been 
greatly delayed by the engineering strike on the Tyne. 

“ At the same time freights have already fallen, and the prices 
for fuel oil in this country are at present declining and not rapidly 
rising, as stated. Further than this, the actual supply of oil is now 
much larger and comes from а much wider field than has ever 
previously been the care, and it may interest you and many of 
your correspondents to know that even at the present time it is 
porsible to enter into contracts at a fixed price for five or six years 
for the delivery of fuel oil suitable for driving Diesel engines at 
rates which will enable them still to compete with steam engines 
and leave a very substantial margin of profit. 

“Jt is a question whetber it would be advisable to enter into 
contracts for such long periods, on account of the almost certain 
fall in the price of freights and fuel in the near future, but any 
engineer contracting for such a supply could not be blamed, 
because he would thereby secure a supply of fuel at a price which 
would enable him to generate current more cheaply than by any 


other means, and thereby secure the financial success of his 
station. 

“ It is gratifying to notice by inference that your correspondent 
admits that even at the present price for the fuel oil it pays to 
run Diesel engines instead of steam ; but thie, of course, has been 
already fully proved in tbe case of many public and private 
installations, such, for instance, as the towns of Leatherhead and 


Guildford. 


“ We feel sure that you will be only too pleased to place these 
undoubted facts on record, in order that an injustice may not be 
done by the wide publication in your journal of the paragraph 
аа ќо. —Ртевкг Exo Co., Lro., London, E. C., August 5th, 


Lectures оп Radium.—Doring the Cambridge University 
Summer Extension Meeting, Prof. J. Cox, at the Cavendish 
Laboratory, last week delivered three interesting lectures on 
Radium and Radio-Activity. The Röntgen rays, hè said, were 
discovered in 1895, and in 1896, Becquerel found that uranium, 
without the aid of electricity, could produce similar effects. Then 
Mons. and Madame Curie extracted a substance far more active 
than uranium from pitchblende. This substance Madame Curie 
christened "radium." In 1897, Prof. Thomson showed that cathode 
rays in a vacuum tube consisted of electrically-charged particles 
travelling at high speed, and by bis experiments determined their 
speed and the ratio of their electric charge to tbeir mass. 

In his second lecture, the lecturer explained that the energy. 
producing emanation of radium had been discovered to be some 
form of gas, probably of the argon type. It was impossible, up to 


. the present, however, to discover the constituents of this gas, ot 


even to detect its presence except by its effects, as it did not yield 
to any chemical test, neither did it assimilate, во far as could be 
ascertained, with any known chemical Its energy was not caused 
by combustion, as was the case with all energy-producing processes 
jn chemistry, but was caused by the disintegration and breaking-up 
of the atoms and particles which it gave out. In spite, however, of 
this continual lors of atoms, it was calcnlated that a period of 
1,300 yeara would bave to elapse before the radium lost ite weight 
and substance. Some idea of the enormous energy produced by 
radium was given by the fact that it was several thousand times 
greater than that produced by the combustion of pure hydrogen 
and oxygen, which was one of the most powerful means of pro 
ducing chemical energy. 

Dr. Cox discussed the question of the origin of radium in bis 
third lecture. Since radium, he said, had only a comparatively 
limited existence, and in course of time would disappear in conse- 
quence of the disintegration of its atoms, the conclusion was that 
radium mut be generated by some other substance, as it was not 
self-productive ; otherwise it must have long ago disappeared from 
the world. From the nature of the composition of radium, tbe 
theories were, and their probability had to some degree been con- 
firmed by experiments, that radium was the product of uranium, & 
mineral substance that was not uncommon, and was capable of 
resisting the processes of decay for many millions of years. A 
considerable amount of radio-activity was found to permeate the 
atmosphere, and from the measurement of tbis atmospheric influence 
it was calculated that there was about 600 tons of radium in minute 
quantities distributed throughout the earth. The use of this dis 
covery in investigations of a geological character was likely to 
prove of great value. Helium was a by-product of radium, and 
the presence of an immense quantity of helium in the sup, 34 
detected by Prof. Lockyer in the spectrum, argued that radium 
bn element that entered considerably into the composition 
of the sun. 


International Conference on Electrical Units.— 
The President of the Board of Trade has appointed Lord Rayleigh, 
O.M., Prof. J. J. Thomson, F. R. S., Dr. R. T. Glazebrook, F. R. S, Sir 
John Gavey,C.B.,and Mr. A. P. Trotter, to be the British delegates to 
the Conference, which is to assemble in London on October 12th. 
Mr. W. Duddell, F.R.S., and Mr. M. J. Collins, of the Board of 
Trade, will act as secretaries to the British delegates, and Mr. F. E. 
Smith and Mr. С. W. S. Crawley as assistant secretaries. Elsewhere 
in this issue we publish the first instalment of the list of definitions 
approved by the Sub-Committee on Nomenclature. 


Electrolytic Copper.—In connection with the subject 
cf the rapid electrolysis of copper, which was dealt with by Mr. 
Cowper-Coles at. Bristol last week, it is interesting to note that the 
consumption of electrolytic copper has risen to more than 400,000 
ton: per annum, or 60 per cent. of the world's consumption of 
copper. A process patented by Mr. L. M. Lafontaine for the direct 
production of copper from the ore has been started in Paris by & 
company called the Société Française Electrolytique, with 8 
capital of £60,000. Other works are being erected, and an English 
company has been formed to work the patents in Spain an 
Portugal. А 

The Norddeutsche Affinerie, of Hamburg, has acquired а large site 
on the Reute islands in the Elbe for the erection of large works for 
the production of copper according to an electrolytic process, jr 
patent for which has been in the company's possession for gevera 
years past. In 1907 the copper consumption in Germany ane 
to 150,000 tons, whereas the domestic production only reache 
32,000 tons. ‘The principal portion of the home output emanates 
from the Mansfeld mines. It is now expected that the yield по 
the Otavi mines in German South-West Africa will in course 9 
time increase the output of ore, and that this will be smelted at ds 
new works together with copper ore to ba obtained from Spans 
aud Portuguese mines. | 


(Continued on page 223.) 
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THE CARGO FLEET IRON С0.$ ELECTRICAL EQUIPMENT. 


OxE of the best examples of the large part played by obtained from property owned and worked by the company. 
electricity in modern iron and steel manufacture, is The supply of iron ore, it is estimated, will last for some 
that afforded by the u 

works of the Cargo 
Fleet Iron Co. at 
Middlesbrough. 


For several years 
this company prodnced 
pig-iron only, but in 
1905 a most complete 
remodelling of the old 
plant, and installation 
of new plant was 
effected, in order to 
enable the firm to con- 
vert the whole of its 
output of pig - iron 
into structural steel. 

The whole equip- 
ment of the works is 
of the most up- to- 
date and complete 
nature, advantage 
being taken of the 
latest improvements in 
steel manufacturing in | 
Germany and America, from which countries the steel and 90 years at the present rate of consumption, i. e., 7,000 tons 
irn making plant has been largely supplied. per week. 

The works lie right in the hcart of a big industrial district, The electrical equipment of the works is excredingly com- 
and are also very advantageonsly situated as regards trans- prehensive and includes generating plant, of а total 
port facilities, being in direct connection with the North- capacity of 3,300 Kw. and a large number of motors, aggre- 

gating to over 4,000 

H.P., the large majority 

of whieh were supplied 

by.the British West- 
inghouse Co. 

The power house 
contains a variety of 
prime movers, these 
consisting of one ver- 
tical compound steam 
engine, one British 
Westinghouse and one 
Richardsons, West- 
garth steam turbine, 

two Premier gas 
engines operating on 
coke-oven gas, and two 
gas engines using 
blast-furnacegas. The 
View оғ THE Етніѕнінс Mir, WITH ELxcTBICALLY-DRIVEN Live ROLLER GEAR generators consist res- 
pectively of one 350- 
Eastern Railway and possessing an extensive wharf at the kW., two 750-KW., two 300-Kw., and two 375-Kw. 220-volt 
mouth of the Tees. direct-current machines. The power honse is spanned 
Supplies of the principal raw materials are obtained from by a 40-ton travelling crane (by Broadbents) operated by 
thin а radius of 20 miles, iron ore and limestone being four Westinghouse series-wound motors. 


WESTINGIIOUSE 750-K w. D.C. TuRBO-GENERATOR, CARGO Ётккт Iron Works. 
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Coal is brought 
into the works on 
railway trucks, and 
these are drawn by 
an electric haulage 
gear driven by a 
100-H.P. motor, up 
an incline on to a 
gantry running 
along the back of 
the furnaces, from 
which trucks can 
run down inclines to 
all parts of the 
works. The coal 
trucks pass from 
the top of this 
gantry to the 
screening and wash- 
ing plants and on 
to the disintegra- 
tors. From the dis- 
integrators the 
powdered coal is 
conveyed to the 
coke-oven coal 
stores by a Robin 
belt conveyor. 
These coal stores are 
situated in the centre of two bauks of 
Kopper coke ovene, and arranged to 
feed a Baroper coal-dust compre:sor. 
This produces a cube of compressed coal 
dust, which fits the interior of the oven, 
and which is pushed into any one of the 
ovens by a special charging apparatus 
running on rails. The washing, disin- 
tegrating, conveyor, compressing and 
charging plants are all worked elec- 
trically. The coal-washing plant uses 
motors, one of 140 H.P., and another 
of 10 H. P., also a washing water pump 
driven by an 80-H.P. motor. The 
disintegrator is operated by a 50-H.P., 
and the belt conveyor by a 25-H. P. 
motor. Each compressor box—of which 
there are threc—is driven by a 35-H. P. 
Westinghouse railway type motor, the 
two charging boxes being also operated 
by motors of the same size. 

The coking system in use at Cargo 
Fleet makes use of air-tight ovens or 
retorts, these yielding a far greater out- 
put of coke than the old beehive type, 
und in addition crabling many valuable 


chemical by-products and the gas pro- 
duced during the coking operation to be 
saved. At the end of the burning 
period, the coke is pushed out at the back 
of the oven by an electric ram, and is 
there cooled and broken up into con- 
venient sizes, being afterwards taken away 
from the bench by electrically-operated 
coke cars to either the blast furnace or 
to the stock bins as may be desired. 
These coke cars, of which there are four, 
are each operated by a 35-H.P. railway 
type motor. The Kopper system gives an 
increased output of 10 per cent. in excess 
of the old beehive method, and effects 
a saving by the use of the gas and the 
sale of by-products of something like 
£20.000 per annum. The gas is 
almost identical with town's gas, and 
the by-products, such as tar, sulphate 
of ammonia, &c., are extracted from it 
in the usual way; some of the puiified 
gas jis used in the coking process, 
the rest being led to a gas-holder for 
supplying two of the gas engines in 
| the power house, 
and for various 
other purpoxs. 
The manufacture 
of pig-iron is 
carried on in a 
couple of blast fur- 
naces, located at 
about the centre of 
the site. These are 
supplied with cal- 
cined ore, limestone 
and coke from two 
large hoppers, of 
bins, close at hand, 
which discharge 
into the skip of the 
Brown hoist-charg- 
ing equipment by 
means of endless 
belts, the various 
ingredients being 
automatically 
weighed during the 
passage from the 
bin, and charged 
by machinery into 


TRANSFER TABLES WITH ELECTRICALLY-DRIVEN GEAR, FINISHING MILL. the blast furnaces 


These furnaces 
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are each 90 ft. high, with 114 ft. hearth, and 21 ft. 
bosh, designed for а maximum output of 1,400 tons 
per week. 

The blowing engines are a notable feature of the blast 
furnace plant, and consist of seven Cockerill gas engines, of 
Messrs. Richardsons, Westgarth & Co.’s manufacture, Cooling 
water for these gas engines is supplied 
from a tank and Morrison cooling tower 
plant, the water being pumped from the 
engines to the tower by means of two 
Gwynne centrifugal pumps, each driven 
by a 70-H.P. motor, and through the 
cooling-tower to the supply tank by 
four pumps, driven by 32-H. P. com- 
pound-wound motors; each engine is 
fitted with an electrically worked ‘ bar- 
ring " arrangement operated in each case 
bya 10-H.P. series- wound motor. The 
engine honse is spanned by an elec- 
trically-operated — 20-ton three- motor 
crane by Booth Bros., of Rodley. 

The gas from the blast furnaces 
when the latter are in fall blast amounts 
to abont 63,000 cb. ft. per minute, and 
is used partly in the blowing gas engines, 
and partly in the Cowper stoves for 
heating the blast, being, however, 
thoroughly cleaned before. being used. 
In connection with the latter operation 
are used three Theisen washers, each 
operated by a 150-H.P. compound-wound 
motor. The gas goes into the washers 
at a temperature of from 300° to 
400° F., and with 2 to 4 grammes of 
dust per cb. m., and comes ont at a 
temperature of 70° F., with only ·016 to ‘02 grammes per 
eb. m., and is then suitable for the gas engines. 

The steel is manufactured by the Talbot continuous pro- 
cess, the plant being the largest of this type yet erected іп 
Great Britain. 
des actual process at the Cargo Fleet Iron Works is as 
ООВ :— 


"E 
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Skip AND ROLLER Geak AT THE Нот Bank, WESTINGHOUSE M 
being equipped with four Westinghouse motors. 
“ soaking ” pits, 

crane and placed on a mechanical chair for conveyance to 
the cogging mi 
required size, t | | 
bloom shears, for cutting up 1 


The iron from the blast farnaces is run into 20 and 25- 
ton hot metal ladles carried on standard gauge trucks, which 
are then hauled by steam locomotives to two metal mixers, 
each of which is of 150-tons capacity, and fired by means of 
gas from the coke ovens; the metal is poured into the 
mixer and some of the sulpbur and silicon eliminated. On 


GIRDER STRAIGHTENING MACHINES WITH Motor Driva. 


the charging side of the plant are two 40-ton cranes each 
fitted with six Westinghouse series-wound motors, with a 
total capacity of 175 н.р. per crane. From the mixers 
the metal is carried in a 20-ton ladle by means of one of 
these cranes to the Talbot furnaces, of which there are three, 
each being of 175 tons capacity. On the pouring side of 


the furnaces there are two 75-ton cranes, each equipped with 
Westinghouse series motors; these cranes carry the ladles to 
the ingot moulds, and pour the metal into moulds of from 3 to 
5 tons capacity. The ingots are then stripped and put 
direct into the soaking pit until required in the rolling mill. 
The slag from the steel farnaces is taken away to a special 
basic slag plant, which has been put down in order to crush 
the {варт for agricul- 
tural purposes. The 
gas for firing the steel 
furnaces is made in 
10 Talbot producers, 
and passes through 
large regenerators in 
much the same manner 
as in а Siemens plant. 
The next process in 
the manufacture of 
the structural steel is 
that of cogging. This 
is done by a cogging 
mill having 40-in. 
centres, and 8 ft. 6 in. 
rolls, driven by an 
18,000-H. P. 3-cylinder 
verticel-compound 
condensing engine by 
Richardsons, West- 
garth. The soaking 
pits are gas fired, 
surplus gas from the 
Talbot furnaces being 
used for this pur- 
pose, and are spanned 
by a 15-ton Broad- 
bent crane and 
а mast crane of 
the Stuckenholtz 
type, the former crane 
From the 


the reheated ingots are lifted by a 15-ton 


j «== 


OTORS IN THE FOREGROUND 


ll, where, after being cogged down to the 
hey are fed by further live roller gear to the 
nto the required lengths. The 
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live roller gear at the back and front of the mill is operated Бу means of 20-H.P. tramway-type serics-wound motors; the 
by four Westinghouse railway type motors of 55-H.P. each, finishing mill is equipped with a 60-ton electrically-operated 
to each set of rolls, the only people required in the mill стапе, fitted with 22-H.P. and 20-H.P. series wound motors 

| for the main. and aux- 
iliary hoists, and 15- 
H.P. and 6-H.P. motors 
for the longitudinal 
and cross traverses 
respectively. Under 
this crane are also the 
roll turning shop and 
the roll stores, so that 
when changes of rolls 
and repairs are neces- 
gary, they can be very 
easily carried out with 
the aid of this crane. 
Beyond the finishing 
mill is a hot bank for 
cooling purposes, 
measuring some 100 
ft. by 52 ft. From 
this bank the finished 
sections are fed by 
live-roller gear through 
the straightening ma- 
chines to the shears, 
where they are cut 
into convenient and 
standard lengths. The 
hot bank is operated 
by eight motors, each 
of 20 H.P. capacity; 


— x — d D four of these are on 

— M — — the live rolls and four 

| on the skid gears. 
ELECTRICALLY-DRIVEN SHEAR TRANSFER TABLE. The angle and beam 


| | straightening ma- 
being a man and two boys for the control of the live roller chines are all electrically driven, the former by a 55-H.P. 
gear, and one man for the cogging-mill engine. From the motor and the latter by one of 30 H. P. 
bloom shears the blooms are transferred to the Collins The live roller gear on either side of the straightening 
charger by a sheer transfer table, and are taken by the machine is operated by a 20-H. p. series-wound motor. The 
Collins charger— 
operated by fonr 20- 
н.р. and one 10-H. P. 
Westinghouse motors 
—into either a gas- 
fired heating ſurnace. 
where they are reheated 
preparatory to the 
finishing rolling pro- 
cess, or direct to the 
mill as the case may 
be. The cogging mill 
is spanned by a 40-ton 
3-motor crane, for the 
changing of rolls and 
other operations con- 
nected with the cog- 
ging plant. From the 
reheating furnaces the 
blooms go to the finish- 
ing mill, which con- 
sists of four seta of 
rolls driven by n 
steam engine of the 
same size and type as 
that driving the cog- 
ging mill. The re- 
eated bloom is placed 
on a live roller table 
and carried to the first 
pair of rolls, then 
passed in succession 
through the four pairs 
of rolls by means “a 
travelling tables on both sides and delivered to an exterior roller headstock f i ing di : jg run in 
rack, for conveyance to the hot saw orshearsas may be desired. or ont by Uus tening 5 dd hot bank 
The hot, saw is driven by a 100-H.P. shunt-wound Westing- and straightening gear are epanned b а couple of 10-100 
house motor ; the live roller gear is alzo electrically-operated gantry cranes, each equipped with three Westingbonse crane- 
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ANGLE STRAIGHTENING MACHINE, with 55-H.P. Mortor-Drive. 
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type motors. 
sided and two double-sided straighteners, electrically driven 


by 15 and 20-m.r. Westinghouse motors respectively. In 
addition, there are three ending machines and five drilling 
machines, all driven by motors by the same firm. 

Although this does not éntirely complete the list of motor 
drives, enough has been said to emphasise the importance 
of this and similar installations. | 

The Cargo Fleet Co. аге to be congratulated on their 
enterprise in a direction in which many well-known firms 


have lagged behind. 


à 
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NOTES. 


(Continued from page 218.) 
The Electrical Industry. What is Wrong ?— 


Beveral weeks ago the Engineering Section of the Times contained a 
series of articles on the state of the electrical industry in this country, 
from the pen of one who presnmably had closely read a series of 
articles written by Mr. Garcke for the same paper on the self-same 
subject some time previously. The recent articles were followed 
by letters, one from Mr. Garcke himself, of course saying Well 
Done!” and pushing his scheme for an “Electrical League” in 
which electrical investors would count for а коой many hands in a 
vote, if not heads in studying the matter. Mr. Garcke’s letter 
was followed by others on the same lines from some of his associates 
or assistante, but little harm was done, and the Times Engineering 
Supplement continues its way as uneventfully as before. In 
Wednesday's issue, however, we are intereated to find a review of 
Mr. Garcke's 1908 edition of his Manual of Electrical Under- 
takings. Now it is quite certain that the Times editor did not 
put this Manual into the bands of its former contributors 
on Electrical Industry, nor did he give it to 
other disciple of the Donington House School, for had 
he done so the following would not have been permitted to 
isene from Printing House Square. The pages which а few weeks 
earlier groaned heavily under the despairings of the pessimists now 
contain an editorial in which their own statistics concerning the 


state of the industry are produced in reply. 


(Times Review of Garcke's Manual, August 5th, 1908.) 


il the depression from which some electrical firms are suffering 
18 accepted as evidence of decline in certain branches of the 
industry, there is at least consolation in knowing that the various 
stages of the development of the industry as a whole are each 
year methodically analysed and recorded in this remarkable Manual. 
The total output of electrical energy itself, within a given 
period, is at least some indication of the state of affairs within 
that period. Pessimists may lament that the number of combined 
supply undertakings hae diminished in the last year from 288 to 
275; bnt optimists who turn to the Manual will discover that, 
nevertheless, the number of units sold bas increased during the 
last four years practically in the ratio of 4: 5: 6: 7. These 
figures may, therefore, sustain the drooping spirits of the industry 
by reminding the individual firme that there must be an increasing 
market for certain classes of machinery corresponding to increasing 
output of electrical energy. It can scarcely be cynicism that 
prompts the author to devote an important section to the Pro- 
gress of the Year,” for it is impossible to read that section without 
realising that, although profits have been more difficult to make, 
progress and development have characterised every branch of the 
industry. The inherent difficulty with the statistics ia to estimate 
the profit or losses of the municipal undertakings. A chapter 
dealing with the interpretation of such accounts, as rendered by 
а authorities, would be a useful addition to this excellent 
» 


Jear- book. 
Tramway Employes.— Answering Mr. W. Steadman 


in the Parliamentary Papers as to how many men there are 
employed in connection with the traffic departments of tram way 
undertakings in the United Kingdom, Mr. Burns states that, on 
Inquiry, he cannot find there is any exact information on this 
subject. He understands, however, that the total number of cars 
is 11,561, and that, on an average, the number of employés may be 
estimated at four men per car. This would give the estimated 


number of men employed as 46,244. 


Technical Education in Sweden. — A committee 
appointed in 1906 by the Swedish Government, to draw up plans in 
respect of higher technical education, has just finished its task and 
submitted a proposal to the Government for the erection of a new 
college at Stockholm. The total cost of the buildings, &c., 18 
estimated at more than half a million sterling. If the value of 
the buildings and sites of the present college is deducted from the 
above amount, the total outlay of the Government will amount to 
about £400,000. In well informed circlea it is considered certain 
that the project will be approved by the Government, and that 
= hecessary means will be granted by the Riksdag for carrying it 


The rail bank is equipped with one single- . 


any 


The True Fiscal Reform for Electrical Manu- 
facturers.—It is gratifying to observe the steady improvement in 
the business of Crompton & Co., Ltd., considering that the elec- 
trical industry has been suffering, to quote the words of Mr. Trotter, 
the chairman, from over- production and low prices for some years 
past. Notwithstanding, however, the fall in prices of standard 
pattern machines to the extent of some 16 to 25 per cent. during 
the last three years, the firm, owing to the great reductions which 
had been made in manufacturing cost, were still enabled to sell 
at a profit. One example given by Mr. Trotter was that of a 
dynamo for,which Crompton & Co., in competition, booked an order 
in 1901 for the sum of £2,794. By improved design and cheaper 
manufacture they could now sell that machine at the market price 
of £1,035, a reduction of no less than £1,759. This is the kind of . 
fiscal reform for which our manufacturers should strive, and we 
should then hear less about the competition and “ dumping” of 
Germany and the United States. 

We heartily agree with the chairman that it is creditable to 
their engineering staff that they had been able to adapt themselves 
to such а condition of things, and yet to maintain profitable 
prices and set their faces against the ridiculons and ruinous 
“cutting ” that prevailed. 

When Mr. Byng in mournfal numbers tells us “it was generally 
known that electrical engineering of the larger kind had become 
most unprofitable in this country, and that unless something was 
done he was quite convinced that a number of the 40 to 50 elec- 
trical engineering works would have to shut their doors,” it is 
quite refreshing to read Mr. Trotter's optimistic and breezy speech 
which goes straight for the weak spot in the industry. 


Single-Phase Railway Lines.—According to recent 
statistics published in LL'Elettricista, there are now 36 single-phase 
electric lines actually working, or under construction, five of which - 
are in Italy, three in Germany, and two in Switzerland; the 
great majority are in the United States, where one of them, the 
Rochester-A von line, is supplied at 60,000 volts, with 11,000 volts 
on the overhead conductors from which the locomotives take their 


supply. 


Liquefaction of Helium.—It is satisfactory to record 
that Prof. Onnes, of Leyden, after the abortive attempt which we 
have already mentioned, on July 10th succeeded in liquefying 
helium. His resulta were communicated to Prof. Dewar, and 
published in the Times. Prof. Onnes obtained no less than 60 cb. 
centimetres of the liquid, which lasted for two hours, and did not 
solidify at a pressure of ten millimetres of mercury, at which the 
temperature must have been within 3° of absolute zero. The 
normal boiling point of helium was found to be 4°3° absolute. 


Plant for Sale.—The L. C. C. is offering for sale the 
electric generating plant and accessories now running at the 
Victoria Embankment generating státion, and at 42, Cranbourne 
Street, W.C. Bee our aavertisement pages for particulars. 


Electric Shock Fatalities.—An inquest was held at 
Pioxton on August 3rd concerning the death of William E. Phillips, 
aged 17, which occurred in the locomotive shed of the Pinxton 
Colliery, Ltd., on Thursday last week. Deceased was a fitter's 
labourer, and had been employed at Pinxton only a week, prior to 
which he had no electrical knowledge. A witness said that the 
deceased suddenly cried out while he had hold of the cable of a 
portable electric lamp ; witness snatched it from him, but deceased 
immediately fell to the ground. A locomotive driver under whom 
Phillips was working said that he had handled the lamp previously 
but received no shock whatever. Mr. Fred Smith, the company's 
electrician, asked if he could account for the accident, stated that 
when he inspected the lamp afterwards he found signs that it had 
been tampered with. The main pressure was 230 volte, and the 
utmost that would pass through the body of deceased would be 
145 volts. The lamp was examined the day before and found all 
right. | 
yr this point Mr. Stokes, H.M. Inspector of Mines, drew witness’s 
attention to & defect in the cable, which was considered to be 
quite as strong an element of danger as the defect pointed out in 
the lamp. 

Dr. Harcourt said Phillips was dead before he arrived, although 
artificial respiration was continued for about three-quarters of an 
hour without avail. He had made a post-mortem examination of 
the body, and the only sign of the accident was a blister on the 
outer side of the index finger. The heart was perfectly sound, and 
all the other organs of the body healthy. 

A verdict of Accidental death was returned. 


A youth named William Scorer Young was killed by electric 
shock at Horton Colliery, near South Shields, on August Ist. At 
the inquest on the 4th inst., Thomas Stokes, a banksman, gave 
evidence to the effect that although there was a warning against 
touching the tubes in which the electric cables were carried into 
the mine, he had known youths get hold of the tube in question, 
which had been pulled down recently two or three times. At 
the time of the accident he saw Young take hold of it, and soon 
afterwards the youth shouted “ pull me off.” He was pulled off 
the tube, but immediately fell dead. Mr. Т. Lishman, representing 
the Coal Co., said the tube was broken at two joints, 12 ft. apart. 


Ferndale Colliery Installation.—The Stirling water- 
tube boilers referred to 1n our article on the above installation are 
of the four-drum type, not three-drum as there stated. 
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The wires within the tube were insulated, but the insulation had aleo 
been fractured, permitting the current to escape into the tube. A 
verdict of Accidental death” was returned. | 


Institution Notes. — INSTITUTION оғ ELECTRICAL 


ENGINEERS (MANCHESTER SEcTION).— The report of the Com- 


mittee for the eighth session, shows that during the session 10 
meetings have been held, at which the average attendance has 
been well maintained. The number of members at the close of 
the session was 787, as compared with a total of 740 last year, and 
included 91 members, 259 associate members, 98 associates, and 
339 students. The Committee expresses thanks to Prof, Rutherford, 
and tbe Council of the University, for allowing the use of the 
Physical Laboratory for the meetings. | 

е Students’ Section has held 10 meetings and made nine 
visits. Owing to the somewhat scanty support given to the annual 
dinner in previous years, the Committee decided to substitute for it 
an opening social evening, an innovation which met with great 
success. A first premium of £10 has been awarded by the Council 
of the Institution to Mr. W. Browning for his paper entitled 
Further Notes on £lectrical Conductivity: Stationary Contacts, 


Dry and Oiled,” read before the Students’ Section on February 15th, 


1907; and the Manchester premiums of £2 2s.and £1 1s., have 
been awarded respectively to Mr. Browning for his paper mentioned 


above, and to Mr. F. Shaw for his further paper entitled Electric 
Lamps." 


The Breathing of Ozone.—Following on Sir Oliver 
Lodge's letter to the Times, which we have already mentioned, 
several correspondents wrote to support or repel his warning as to. 
the danger of the promiscuous inhalation of ozone. The general 
trend of the correspondence was to show that while very harmful 
results had accrued from the incautious use of the gas, on the 
other hand, most valuable cures had been effected by its applica- 
tion under skilled supervision. Deafness, for example, had been 
remedied, а large cavity in the lung of a patient healed, and various 
diseases of the nose, throat, &c., treated successfully with ozone 
prepared from pure oxyeen. In a letter dated July 30th, Sir 
Oliver Lodge pointed out that his previous letter was carefully 
worded, and that its accuracy had been confirmed by all the 
correspondents; he had nothing to say against the medical pre- 
scription of ozone—his warning was confined to its unguided and 
excessive inhalation by bealthy people. 


One of his Bad Days: A Station Engineer’s morning 
experiences.— 

1, Finds the price of coal has gone up 30 per cent. for next 
contract. 

2. The rates have gone up 18. in tbe £. 

3. The assessment has gone up 50 per cent. 


\ 4. Receives a consumers’ deputation, who explain that unless the 
price of electricity is reduced they will have to substitute gas. 

5. Hears that a large works, owing the station £1,000, has failed. 

6. Gets a round-robin from his men: A rise of wages or a strike. 

7. His chairman comes in and remarks that there will be a change 
of management if there should be no profit next half-year. 

8. Such trivial matters are, however, brushed away when a series 
of explosions in the engine room announces a shut-down and 
smaah-up of the plant, due to a short on a foreign cable, which has 
been ineffectually dealt with by a foreign circuit-breaker.—C. T., 


in “ Glover's Almanac.” 


Suicide by Electricity.— According to the Paris Daily 
Mail an employé of some electric works at Fiorasco, near Padua, 
decided to commit suicide, and chose electricity as the means. He 
went to a corner of the works, rolled wires about his neck, and 
switched on a 220-volt current. He fell to the ground, but was quickly 


picked up by his comrades. He was fearfully burnt, and is dying 
in hospital. 


Proposed Financial Electrical Trust in Germany.— 
A scheme is being promoted by the leading electrical companies in 
Germany for the formation of an electrical trust for the purpose of 
financing new undertakings which may seem desirable for investors 
on the one hand and for the manufacturers on the other. At the 
present time, the manufacturing companies are powerfully supported 
by some of the principal banking institutions in the flotation of 
new enterprises and in the provision of capital in the 
form of shares or bonds, and this practice has been followed 
for a number of years past. In the circumstances, it is scarcely 
surprising to hear that the banks are opposed to the con- 
stitution of the projected electricai trust. It is declared on 
behalf of the manufacturers that the opposition is due to the 
banks not being willing to let the electrical industry become 
independent of them. An apparently inspired statement from the 
banking point of view states, however, that the cause assigned for 
the aversion to the scheme cannot prevail, as, by the foundation of 
a trust, the electrical companies would, in reality, not be at all 
more independent of the banks, The contrary would rather be the 
case, ав the co-operation of the banks would be indispensable for 
the sale of trust obligations or bonds, It is also submitted that no 
one would assert or believe that the electrical companies for such 
transactions, which are to form the basis of the trust company and 
especially of the trust obligations, would receive money from the 
banks at present and render themselves more free of the banks by 
the mobilisation of their debts, In general, such transactions have 


not hitherto been effected, as the question is presumably the 
financing of demands which have, eo far, not, been capable of being 
financed. The whole question is as to whether it would be advan- 
tageous, in the economic intereste, to favour such transactions, 
which would imply & further straining of credit. The experience 
of recent years indicates the contrary, quite apart, it is contended 


in conclusion, from the fact that the public does not like the bonds 
of trust companies. i i 


Cleaning Tungsten Lamps and Reflectors.—It has 
been shown that in а large city where soft coal is used, incandescent 
lamps and Holophane reflectors will lose from 10 to 35 per cent. in 
efficiency within a period of six weeks, by the accumulation of dust 
and dirt on the lamp and reflectors. As the tungsten lamp filament 
is very fragile and becomes more brittle with age, a special system 
of cleaning is necessary, and the following procedure is recom- 
mended :—The lamp cleaner should provide himself with a pail of 
strong soapsuds and water, a small scrubbing brush, 4 in. or 5 in. 
long with stiff bristles, such as is used for cleaning vegetables in 
the kitchen, and several rags fur washing and wiping. To provide 
against breakage, the lamps and reflectors should be cleaned while 
the lamps are burning, as the filaments are then soft and plastic 
instead of being brittle as they are when the lamps are cold. The 
cleaner sheuld first turn on the lamp which he istoclean. It would 
be well for him to be provided with a pair of dark glasses, as oon- 
tinued working with lighted tungsten lamps is likely to result in 
injury to the eyes. He should first carefully wash the lamp bulb 
and the inside of the reflector with a rag wrung fairly dry, and this 
should be followed by wiping. The cleaning of the outside of the 
reflector can be done either with a dry or damp brush, brushing 
lengthwise of the prisms or creases. Ordinary wiping witb a cloth 
will do no good on prismatic refleotors because the cloth will not 


get to the bottom of the prisms. It will not be necessary to wipe 


about once a month. Electrical World. 


^ 


the ontside of the reflector dry. This cleaning should take place 


Electric Lifts.— Hydraulic power is thought by many 
architects and engineers to be the only satisfactory method of 
working a lift for motor cars. An electric lift for this purpose 
recently installed at the F. I. A. T. Garage in Paris, is described in 
Le Génie Civil, of June 20th, 1908, and some brief particulars may 
be of interest. The lift is constructed to serve the basement, 
ground and first floors, and has a travel of about 23 ft. It has been 
designed for a maximum load of 3 tons, the speed of travel being 
about 36 ft. per minute. The motor is rated at 94 E. P., running at 
1,250 R. P. M. on а 440-volt continuous current circuit. The gearing 
is overhead and consists of two horizontal shafts carrying two 
pinions each. The shafts are driven by the motor through a worm 
gear. The platform is suspended at each corner by means of & 
Galle chain which passea over the pinions mentioned above. The 
free end of each chain is connected to the counterweights. The 
guides consists of circular section steel, fixed to rectangular iron 
supports. The supports are constructed in such a manner that the 
counterweights travel inside them. The suspension chains are 
connected to the platform through adjusting screws in order that 
any difference in the stretching of the chains can be allowed for. 
Gates and other usual safety devices are provided, and the coa- 
struction is such that a clear entrance to the platform is obtained 
on all sides. Hand-rope control has been adopted in this case, 
and the details are fully described in the original article. 


Large Storage-Battery Equipment.—The Electric 
Storage Battery Co., of Philadelphia, has recently installed in the 
Edgar Thomson Works, of the Carnegie Steel Co., a storage battery 
consisting of 125 elements, and having a capacity of 10,000 amperes, 
with switchboard and two regulating boosters, one of which is 4 
spare unit. This will be used in regulating load fluctuations sad 
can be discharged at a rate of 15,000 amperes in times of emergency. 
The chief cause of the fluctuations of load necessitating a battery 
such great capacity is the operation of two 750-H.P. 250-volt electric 
motors in one of the rail rolling mills. The current taken from 
these motors often varies from nothing to 15,000 amperes within a 
period of a few seconds, the result being not only to cause heavy 
strains on the generating apparatus, but to increase the number 
generators necessary over those that would be required were it not for 
these excessive fluctuations. Although the battery is located nearthe 
rail mill, the booster regulating the coil is located bet ween the generator 
'bus and the feeder panels, so that smaller fluctuations of load due 
to cranes, skip hoists, &c., are also handled by the battery, and the 
load on the generator is kept practically constant. The improve- 
ment іп the service can be realised by the fact that since the 
installation of the battery it has been found possible to cut off a 
1,000-&w. generator from the system, which means that the plant 
is often operated with less than half the generating apparatus that 
was found necessary before the battery was installed. It also 
provides the Steel Co. with a generator which can be used as & 
reserve, orto meet the rapidly growing demand on the power 
station. The above battery has a greater current output than any 
other individual battery installation in the world. It is the tenth 
large battery contracted for by the Electric Storage Battery Co. 
for this class of service. Electrical World. 


Appointments Vacant.—Three sub-station attendants 
for Devonport Dockyard; two telegraph inspectors for the 
Federated Malay States Railways, three years’ engagement (£300). 
е в our advertisement pages to-day for particulate. 
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ы OUR PERSONAL COLUMN. 

а The. Editors invite electrical engineers, whether connected with the 
ms = technical or the commercial side of the profession and industry, 
1 also electrice tramway and railway oficials, to keep readers of the 
з ELECTRICAL REVIEW posted us to their movements, 

we 


hs has resigned his position as general manager of the Gas, Electric 
ae Lupply and Tramways Department of the Johannesburg munici- 
as pslity, wbich he has occupied for the last three years, and will 
1 return to England early in November. Mr. Thomas was in charge 
1^" r tbe department during the troublous period through which, as 
a cur resders are aware, the electricity and tramways undertakings 
pave recently passed, and the Council recorded a special minute 


Uge 
is expressing ite appreciation of his servíces during tnat period. 
pi The Electricity Committee at Eastbourne has recommended 
я that the salary of the electrical engineer be increased from £450 to 
oS 4500 per annum, by three annual increments. 
p The Kendal T.C. has increased the salary of Мв. Barnes, elec- 
d tricity works manager, by £15 per annum. 
E We understand that Mr. H. L. HowaRD, electrical engineer to 
die Barking, has withdrawn his resignation. 
ie Tbe Wrexham T.C. has decided to increase the salary of Mn. 
ue W. G. Prckvance, borough electrical engineer, from £200 to 
oe £225 per annum at the end of his first year's service (July lat). 7 
К" Tramway Officials.—The Bolton Tramways Committee 
d bas recommended that the salary of MR. J. BARNARD, traffic 
dx superintendent, be increased from £180 to £200 per annum. 


- General.—According to the Electricul World, Lehigh 
= University has conferred on Мв. Horace F. PABSHALL, the well- 
n known consulting engineer, the honorary degree of Master of 
er Science, the highest honorary degree that it gives to its alumni. 
Mr. Parshall graduated in 1887, and almost ever since has practised 
in England. The University of Liverpool undertook, by letters 
patent from America, to act for Lehigh, and in this manner the 
degree was bestowed on Mr. Parshall in person at Liverpool, it 
being impossible for him to leave England for the purpose, owing 
to pressure of business, 


Obituary.—The death has occurred of Mr. ROBERT 
McKetvey, superintendent of the overhead equipment of the 
Шом U. D.C. tramways, Не was 48 years of age. 
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Тап ала Development Syndicate, Ltd. (98,908).—This 

| company was registered on July 20th, with a capital of £2,000 in £1 shares 
(500 A" and 1,500 ^ B ”), to seek and secure openings for the employment of 
capital in Morocco and elsewhere, to carry on business as prospectors, miners, 
explorers, concessionaires, engineers, manufacturers of electrical and 
mechanical appliances, to erect electrical, gas, steam, pneumatic or other 
installations, plant and accessories for the supply of 5 or other power, 
The subscribers (with 50 A shares each) аге: — A. D. Bredenberg. 1, 
Monument Buildings, E.C., merchant; H. J. Jones, 72, Victoria Street, 8.W., 
Consulting engineer; Н. Т. Cornwall, 21, Church Lane, Battersea, merohant; 
J. L. Matis, Berkeley, Hampton Court, S. W., electrical engineer; 8. T. Niel, 
209, Mitebam Lane, Streatham, S.W., mechanical engineer; J. P. Roe, Eldon 
Street. Ъ,С,, elvil engineer; H. Inchvald, 2, Copthall Court, E. C., member of 
Block Exchange. Minimum cash subscription 100 shares of either class. The 
„umher of directors is not to be less than three or more than seven; the first 
at: A. D. Bredenberg and H. J. Jones (both permanent), and H. T. Cornwell; 
q^alifiestion, 50 A or 100 “B” shares; remuneration according to profits. 


Hegistered office, 72, Victoria Street, Westminster. 


Nelium Electrical Co., Ltd. (99.009).—This company was 
registered on July 28th, with capital of £42,000 in 40.000 B ” shares of £1 each 
and 40,000 '* А” shares of 18. each, to carry on the business of manufacturers of 
ard dealers in electrical incandescent filament lamps, electrical engineers and 
contractors, manufacturers of and dealers in electric, magnetic and galvanic 
Wraratus, &c., and to adopt an agreement with A. Hurter, J. McConnell, T. A. 
НШ and E. Jardine. The subscribers (with one share each) are:—T. A. Hill, 
:U'sell Street, Nottingham, manufacturer; J. McConnell, 6, Southey Street, 
Nottingham, warehouzeman; J. W. McCraith, 22, Low Pavement, Nottingham, 
solicitor ; E. Harlow, 23, King 8treet. Nottingham, incorporated accountant; 
A. Cherry Hucknall Torkard, Nottingbam. secretary; T. H. Smith, 12, Ashfield 
tosd, Sneinton, Nottingham clerk; H. Atkin, Grove Avenue, Chilwell, Not- 
tiagham, Insurance agent, Minimum cash subscription, £5,000. The number 
of directors is not to be less than three or more than six; the first are T. A. 
KIN, J. McConnell and E. Jardine. A. Hurter may, while holding 500 A“ 
aod 5,00 shares, nominate a director ; qualification (except such nominee), 
£500. Megistered by Jordan & Sons, Ltd., 116-17, Chancery Lane, W. C. 


Newcastle-Emlyn and District Electric Supply Co., Ltd. 
08.027).—This company has just been registered, with a capital of £2,000 in £1 
н ie to generate, d&velop and accumulate electrical power derivable from the 
ài sol the River Tivy, and to carry on in Newcastle Emlyn and adjoining 

1801018 the business of an electric light, heat, power and supply company. 

Morricteribers (each with one share) are:—T. J. Williams, Mais-y-gwesnon, 
msn, barrister ; J. R. Parkinson, 6, Prospect Place, Swansea, electrical 

engineer; W. Lloyd, National Provincial Bank, Ltd., Newcastle Emlyn, 

Enser: A. P. Davies, Neweastle Emlyn, jeweller: J. E. Davies, Newcastle 
mly, ironmonger; W. E. Fuller, 32, Brunswick Street. Swansea, furniture 

5 anufectarer; D, Jones, 226, High Street, Swansea, mechanic. Minimum 

Ma subscription, 21,300. The number of directors is not to be Jess than four 
more than seven; the first are not named; qualification, £25. 


Underwood (Manchester), Ltd. (98,910).—This company was 
метей on July 90th, with в capital of £3,000 in £1 shares, to adopt an 
еш with W. G. Underwood, and to carry on the business of electricians, 
: ectrical, telephonic and telegraphiorengineers, fitters, &c. Private company, 
Trn trO Subscribers, viz, W. G. Underwood, 435, Chester Road, Old 
Road. ok Manchester, electrical engineer; and Т. N. Underwoad, 435, Chester 
ot ài Trafford, manufacturers’ agent, each taking one share. The number 
U сон is not to be leas than three or more than five; the “rst are W. G. 
i] twood (permanent, subject to holding 100 ordinary shares), and others 
T at statutüry meeting. Registered office, 34, Pall Mall, 


Central Station Engineers. Mn. J. F. I. Tuomas 
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Lux Candle Co., Ltd. (98.823).— This company was registered 
on July i4th, with a capital of £2,000 in £1 shares, to adopt an agreement wi 
A. A. Barron, and to carry on the business of manufacturers of and dealers 
electric candles, lights and stoves,-electric lighting and heating apparatus, 

batteries, dynamos and switches, metal workers, electrical and general 
engineers, &c. Private company with only three subscribers, viz. :—A. A. 
Barron, Cedarwood, Kidderpore Avenue, Hampstead, N. W., electrical 
engineer; A. Hooydonk, 11, Cork Street, W., decorative artist; and J. T. Brown, 
29, Great Eastern Street, E.C., merchant, each taking one share. The. first 
directors are A. A. Barron and A. Hooydonk; remuneration, £50 each per 


annum. 

Paris Accumulator Co., Ltd. (98,825).—This company was 
registered on July l4th, with a capital of £3,000 in £1 shares, to acquire the 
business of an accumulator manufacturer and assembler carried on by B. 
Leuchters, trading as the Paris Accumulator Co., at 14, Park Cross Street, 
Leeds, and to carry on the same, and the business of manufacturers of and 
dealers in motor cars, motor cycles, &c. Private company with two subscribers, 
viz. :—8. Leuchters. 14, Park Cross Street, Leeds. accumulator expert: and W. 
Wainwright, 61, Lodge Lane, Beeston Hill, Leeds, pork batcher, each signing 
for one share. The first directors are 8, Leuchters (permanent managing 
director and chairman) and W. Wainwright ; qualification, 100 shares ; remune- 
ration of S. Leuchters £250 per annum. Table A mainly applies. Registered 


office, 14, Park Cross Street, Leeds. 


Yorkshire Cable Co., Ltd. (99,015). — This company was 
registered on July 28th, with a capital of £5,000 in £1 shares, to carry on the 
business of electricians, engineers, contractors and manufacturers or pro- 
ducers and workers of and dealers in electricity, electric wires, cables, dynamo 
and instrument wires, &c. The subscribers (with one share each) are:—R. R. 
Stell. 4, Wellington Crescent, Shipley, cable works manager; J. A. Stell, 21, 
Leyburn Grove, Shipley, cable manufacturer: Mrs. 8. J. Stell, 4, Wellington 
Crescent, Shipley; W. J. Stork, 19, Heath Road, Bradford, cable manufacturer; 
W. Morgan, 23, Bank Street, Bradford, solicitor; J. H. Halev. 29, Tyrrel Street. 
Bradford, incorporated accountant; O. Morgan, Mount View, Shipley, law 
student. Private company; the first directors are R. R. Stell, J. A. Stell and 
W. J. Stork. Registered by Jordan & Sons, Ltd., 116-7, Chancery Lane, W. C. 


Foreign and Colonial Lighting, Ltd. (99,020).—This com- 
pany was registered on July 29th, with a capital of £80,000 in £1 shares, to 
carry on the business of engineers, producers of electric Nght or power, gas 
makers and suppliers, &c. The subscribers (with one share each! are:—A. 
Herrmann, 84, Bruce Castle Road, Tottenham, N., clerk; S. J. Wilkinson. 98, 
Marylands Road, Sutherland Avenue, W., clerk. Private company. The 
number of directors is not to be less than three or more than five: The first are 
not named; qualification, £250; remuneration (except managing director), 
£150 each per annum (chairman, £200), registered office, 58, Finsbury Pavement, 
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Eleetric Theatres, Ltd. (London) (96,467).—Issue on June 19th 
of a £506 per cent. debenture, part of series created April 7th, 1908, to secure 
£1,000, charged. on the company's property, present and future, inoluding 
uncalled capital. Holder: 8. G. Vernham, Lyncourt, Surbiton. No trustees. 
Previously issued of same series: ££00. 


National Telephone Co., Ltd. (15,066).—A statement of the 
total amount outstanding on July 1st in respect of mortgages and charges 
created prior to that date, and not required to be registered under Sec. 14 of the 
Companies! Act, 1900, bas been filed pursuant to Sec. 12 of the Companies' Act, 
1907. Particulars: Trust deed constituting first charge on the company's 
undertaking and property, dated November 8th, 1894, securing £1,100,000 
33 per cent. debenture stock, and two supplemental deeds, dated March 9th, 
1895, and December 6th, 1898, securing £363,448 and £596,552 respectively. 


Eastern Extension, Australasia and China Telegraph Co., 
Ltd. (7,224).—-A statement of the total amount outstanding on July 186 in respeet 
of mortgages and charges created prior to that date, and not required to be 
registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to 
Sec. 12 of the Companies’ Act, 1907. Particulars: Mortgage dated November 


19th, 1890, securing £320,000 debenture stock. 
Amazon Telegraph Co., Ltd. (44,532).—A statement of the 


total amount outstanding on July Ist in respect of mortgages and charges 
created prior to that date, and not required to be registered under Seo. 14 of 
the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ 
Act, 1907. Particulars: 5 per cent. debentures dated August bth, 1897, securing 


£136,700. 
Telephone Co., of Eeypt, Ltd. (17,824).—A memorandum of 
satisfaction, to the extent of £975, of a trust deed dated July 27th, 1904, securing 


£60,000 debenture stock, has been filed. ° 
Oriental Telephone and Electric Co., Ltd. (40,691).—A 


memorandum of satisfaction, to the extent of £1,545, of a trust deed dated June 
28th, 1905, securing £100,000 debenture stock, has been filed. 


Natrobi Electric Power and Lighting Co., Ltd. (87,728).— 
Particulars of £4,000 6 per cent. first mortgage debentures, created by resolution 
of April &th, 1908, have been filed pursuant to Bec. 14 (4) of the Companies’ Act, 
1900. Property charged: The company's undertaking and property, present 
and future, including uncalled capital, but excluding £1,500 deposited in the 
joint names of the Crown Agents for the Colonies with the National Bank of 
India, Ltd.; capital uncalled on 10,000 preference and 6,000 ordinary shares; 
and a contract dated July 26th, 1906, and all interest therein and power con- 
ferred thereby, save во far as the company shall hereafter, with consent of 
H.M. Commissioner for the East Africa Protectorate, subject the same to such 
charge. No trustees. An issue of £600 debentures, part of above series, has 


also been registered. 

British Westinghouse Engineers’ Club, Ltd. (96,057).—A 
debenture dated June 17th, 1908, to secure £675, charged on the company's 
undertaking and property, present and future, including uncalled and unpaid 
capital (if any), has been registered, Holders: British Westinghouse Electric 


and Manufacturing Co., Ltd. 

Switchgear Co., Ltd. (Birmingham) (85,405).—A trust deed 
dated June 40th, 1908, to secure not more than £2,000 debenture stock, charged 
on certain of the company’s property, has been registered, Holder: J. Sermon, 
140, Eccles New Road, Weaste, Manchester. 

A. С. Cossor, Ltd. (electric instrument makers, London) 
(92,652). —Particulars of £3,500 debentures created by resolution of July 9th, 
1908, have been filed pursuant to Бес. 10 (3) of the Companies’ Act, 1907. 
Property charged: The company’s assets, present and future, including 
uncalled capital. No trustees. All the above debentures were issued on the 


saine date. 
Bourne End Electric Installation Co., Ltd. (98,428).— 
Particulars of £2,000 debentures created by resolution of July 17th, 1908, have 
been filed pursuant to Sec. 10 (3) of the Companies’ Act, 1907. Property 
charged: The company’s undertaking and property, present and future, 
including uncalled capital. No trustees, АП above debentüres have been 


issued. 
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Sheffield Sherardizing Co., Ltd. (96,184).—This company's 
statutory report, filed June 22nd, shows 16,000 shares issued out of a nominal 
capital of £20,000 in £1 shares; 6.450 are allotted subject to payment in cash, 


and 9,550 are considered as fully paid. No mortgages or charges registered. 


Unity Motor Electrical and General Engineering Co., Ltd. 
(Bristol) (97,911). Particulars of £1,000 5 per cent. debentures created by 
resolution of July 4th, 1908, have been filed pursuant to Sec. 10 (8) of the 
Companies’ Act, 1907. Property charged: The company's undertaking and 
property, present and тіпте, including uncalled capital. No trustees. Issue 
on same date of £325 debentures, part of above series, also registered. 


Vulcan Engineering Co. (Middleton), Ltd. (66,481).—A 


memorandum of satisfaction in full of a mortgage debenture dated July 12th, 
1906, securing £200, bas been filed. 


British Electric Traction Co., Ltd. (49,855).—A statement 
of the total amount outstanding on July lst in respect of mortgages and charges 
created prior to that date. nnd not required to be registered under Вес. 14 of 
the Companies' Act, 1900, bas been filed pursuant to Seo. 19 of the Companies’ 
Act, 1907. Particulars: Floating charge on the company's underteking and 
property, present and future, including uncalled capital, dated June 30th, 1898, 


securing 41.478.658 perpetual debenture stock, in favour of the Electric and 
General Investment Co., Ltd. 


Buenos Ayres Grand National Tramways Co., Ltd. (28,374). 
—A statement of the total amount outstanding on July Ist in Terpen of mort- 
gages and charges created prior to that date, and not required to be registered 
under Sec. 14 of the Companies’ Act, 1800, has been fled pursuant to Sec. 12 of 
the Companies’ Act, 1907. Particulars: Trust deed dated May lith, 1804, and 
sundry supplemental deeds, under which £148,800 is outstanding, and income 
debenture bonds dated March 80th, 1894, securing £74,523. 


Buenos Ayres New Tramways Co., Ltd. (27,592).— A state- 
ment of the total amount outstanding on July 1st in respect of mortgages and 
charges created prior to that date, and not required to be registered under 
Bec. 14 of the Companies" Act, 1900, has been filed pursuant to Sec. 12 of the 
CompabBies' Act, 1907. Particulars: Prior lien debentures dated July 28th, 
1893, securing £50,000, and debentures dated October 24tb, 1888, securing 
£250,000. | 


GAS-ENGINE OPERATION BY STEAM 
ENGINEERS. 


A VERY practical and instructive article under the above 
title appeared in a recent issue of the Street Railway 
Journal, and developed the point of view that the 
reason for delay in the introduction of the gas engine in 
large sizes into general industrial service has been the lack 
of confidence on the part of plant owners in the ability of 
the skilled steam engineer to take over the running of а gas- 
engine plant. It is pointed out that although engineers with 
thorongh experience in gas-engine work are in great requi- 
sition, the main essentials of steam and gas-engine operation 
are very similar. Close control of lubrication and general 
cleanliness of plant are features both of the good gas 
engineer and the steam engine driver. Definite periods of 
overhauling are nothing new, and the advantages of explicit 
constructional cards and diagrams of working action almost 
date back to the days of Watt. The Carnot cycle, it is true, 
requires a little understanding: the proper admixture of air 
and gas, the importance of efficient cooling water for the 
jackets, the necessity for clearing out tarry compounds, and 
the clear understanding of the behaviour of the ignition are 
points which may be new to the range of thought of the 
ordinary steam engineer. But it must not be forgotten 
that the motor-car is now with us to such a universal extent 
that very few mechanies, particularly operators, are not 
sufficiently well posted as to their action to make them fairly 
well prepared to carry out ordinary duties in connection with 
& gas plant. 

We are, therefore, led to the conclusion that the remark- 
ably slow progress of tbe gas engine in large sizes is due 
either, as suggested in the article, to a lack of confidence in 
the adaptability of the practical engineer to new conditions, 
or to other eauses, which, we may suggest, have not been 
considered by the writer, and which have an important 
bearing on the case. 

The first reason is that, in England, there is a consider- 
able uncertainty as to the final line along which gas-engine 
operation will go. We have coal gas, suction gas, blast- 
furnace gas and coke-oven gas, all of which require slightly 
modified forms of construction in the engine in order to 
produce the best results in mixtures of air and gas. 
Coal gas suitable for illuminating purposes has hitherto done 
very well on small and medium powers, but it is difficult to 
see how it is going to compete in the future with gases 
more adapted to power as opposed to lighting purposes. 
Suction gas, although promising well, docs not seem so far 
to have met with very great success in large plants. In 
Germany the blast-furnace gas plant seems to have come 
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becomes approximately cubed, the difficulty of heat con- 


tioned by the writer of the article under discussion may 
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to stay, and we may expect its adoption in the iron 
districts in this country, while the use of gas plante in 
connection with coking ovens is a method which should 
give good results. At present, however, the large gas plant 
problem ів in the same position as was that of the three- 
phase transmission before an approximation to standardis- 
tion of frequency was arrived at. At present there are 
too many rival methods, and until one has been finally 
proclaimed the correct one for large industrial plants, the 
size of gas engines may be expected to remain small. 

There is yet another consideration which tends to operate 
against the use of very large gas engines—the almcst inevi 
able waste of heat in the metal of the engine. So long a 
the size is kept small, it is possible by means of suitable 
cooling water services to drain away this heat almost ss 
quickly as it is formed. When, however, the linear dimen- 
sions of the engine are increased, and the mass of metal 


duction becomes enormous. The problem, for example, of 
keeping cool the piston in a large gas engine is an extremely 
awkward one, and yet one which, if not solved, may 
wreck the engine. By the nature of things, the engineer in 
charge of a large gas engine is working within much 
narrower limits of safety to plant than is his comrade with a 
steam engine of equal size, and it may be suggested that 
the feeling of insecurity on the part of plant owners men- 


really arise from the operation of the last two reasons cited 
in these notes, 


CITY NOTES. 


Great Northern and City Railway Co. 


THE twentieth half-yearly meeting of this company was held on 
Wednesday at River Plate House, the Earl of Lauderdale 
presiding. 
In moving the adoption of the report, the CHarRMAN said that 
on the debit side of the accounts, with one exception, amounting 
to £83 for compensation, there had been a decrease in every head 
of expenditure, resulting in economies amounting to £1,330. 
it not been for the increased cost of coals, that figure would have 
been still larger. They had lost £3,364 in patsenger revenue. The 
amount carried forward to net revenue account was less by £2,032 
than it was in the corresponding half-year, but £386 more 
than for the preceding year. The net revenue account 
showed that the balance carried forward amounted to 4419, 
as against £1,035 for the corresponding period last ye, 
and £379 for the half-year ended December 318t last, which 
gave a slight balance in favour of the past half-year. There 
had been a serious falling off, both in revenue and passenger traffic 
— £3,364, equal to 716 per cent. in the revenue, and 1,393,833 
passengers, equal to 16:8 per cent. The decrease in the last item 
was mainly due to the severe competition of the London County 
Council tramways, and in some degree to the alteration of fares 00 
November 1st, 1907, but the additional revenue from the increst 
charges had undoubtedly compensated to a great extent for the 
heavy loss in passengers. The amount earned per passenger ws? 
1:52d., as against 1'36d. The diminution in revenue was entircly 
confined to local bookings. 1n foreign bookings, though ihe 
passengers were lees by 10:3 per cent., the revenue had increased 
by 2:9 per cent., whilst both the local and three route seasons 
showed an increase in passengers and revenue, but of the total 
decrease of 1,363,105 in local bookings over a million was 2 
the 1d. distances, whilst nearly half had occurred hetwern 
Highbury and Moorgate. It was there that the tram comp-titi2 
was most severely felt. For instance, the L. C. C. tram fare flv 
King's Cross to Moorgate was 14d., whilst the fare from High- 
bury to Moorgate, with a slightly increased distance, was only 
14. They drew the attention of the Conncil to the latter fare, and 
asked that it might be increased, but with no result. The elec 
tritication of the tramways from the Nay’s Head to Finsbury bad 
created direct competition with their Tube throughout the entire 
route, and since that date they had lost 59 per cent. of traffic, which 
would materially affect them during the current half-year. e 
experiment of the non-stop trains had proved successful, and these 
were growing in public favour, and they intended to increase their 
number. The reduction in passengers bad enabled them 
to effect some economies in the train service, with p 
result that the working expenses bad been reduced by 
£1,330, which was equal to 54 per cent. From the logs E 
trallic revenue, amounting to £3,364, bad to be deducted pu d 
saved in expenses, with the reault that the balance carried к, 
revenue, including miscellaneous receipts, was £23,190, аз ap. 
£22,301 for the preceding half-year. The working expen". 
amounted to 50 10 per cent. as against 4030 per cent. for the ee 
half-year and 52:07 per cent. for the second half-year of ane 
There had been a considerable extension of through bookings ¥" 
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other railways. They had made a revision in the train service and 
that had resulted in a saving of 90,000 car-miles and 12,700 train- 
miles as compared with June, 1907—a decrease of 8 per cent., and 
35 per cent. respectively. The position of affairs was one the 
directors lamented, but one for which they thought the line could not 
be held responsible. They thought that a very considerable period 
must elapse before any substantial improvement could be expected. 
They might, however, hope that they now knew the worst, and that no 
further shrinkage of traffic could reasonably be contemplated. Во 
far as the long-distance suburban passengers were concerned, they 
confessed they felt disappointed that the development of that 


traffic did not proceed more rapidly. 
Мв. C. Stem seconded the motion, and the report was adopted. 


Westinghouse E. & М. Co., U.S.A. 


Tax Readjustment Committee of the Westinghouse Electric and 
Manufacturing Co. has issued a report in the form of a circular to 
the depositors under the readjustment plan, and to creditors, which 
sets forth the condition of the subscriptions to the $10,000,000 new 
stock required under the merchandise creditora’ plan. The total 
subscriptions from all sources, including the underlying subscription 
of Mr. George Westinghouse, amount to $9,770,862. Of this 
amount, the subscriptions payable in cash, as distinguished from 
those payable by the surrender of claims, aggregate $5,634,950. 
Upon the united request of the various committees which had 
secured the subscriptions and by reason of the substantial progress 
made, it has been determined to extend until September 186 the 
time for securing the remaining subscriptions. The circular advises 
the creditora to be satisfied with the proposed debt reduction and 
with the increase of working capital by $6,000,000, and declares 
that the consummation of the plan will terminate the receivership 
and obviate the possible necessity of a sale. 

In Wall Street the report of the committee was looked upon as 
meaning that practically every obstacle to the success of the re- 
organisation plan would be removed. Electrical World. 


Anglo-American Telegraph Co., Ltd. 


Тнв half-yearly meeting of the proprietors of the above company 
Hn niea on Friday at Winchester House, E.C., Mr. F. A. Bevan in 

e chair. 

In moving the adoption of the report (ELECTRICAL REVIEW, 
page 189), the CHAIRMAN said they would observe that during the 
half-year there had been a decrease in their receipts amounting to 
£15,600 as compared with the corresponding half-year. He did 
hot think any of them would be much surprised at this, seeing 
how very slack business had been, and they had not yet recovered 
from the effects of the American crisis of last year. However, 
they hoped when the question of the new president of the United 
States was settled business would revive. Although their ordinary 
Tecelpts bad decreased, there was an increase in receipts of £6,400 
from the Minia. The net result, therefore, was that their receipts 
were £8,650 less, The receipts bad not decreased in any marked 
manner owing to wireless telegraphy. So far as they could see 
the effect of wireless telegraphy upon them had been very little 
indeed. It had taken a little business from them at Montreal, but 
Very little indeed. On the other hand, there had been a slight 
decrease in their working expenses of £1,460, chiefly to their not 
having had to lease a ship as last year for the renewal and repair of 
cables. дв, however, was sanctioned by the shareholders, they 
had to carry £10,000 to renewal fund, so as gradually to make up 
that fond to the £1,000,000 agreed upon. Consequently, they had 
to debit themselves with £8,540 more. Taking the two together, 
they made about £17,000, and this was represented by the carry 
forward, because they were carrying forward £7,000, against 
£24,000, They had now completed the renewals to thc:z shore ends 
on this side running out from 60 to 200 miles on tne west coast 
of Ireland. For the last two years during which they had carried 
out those operations they had had no damage from the trawlers, and 
they believed that was so, because the shore ends of their cables 
were so strong now that the trawlers could not inflict the 
"un they used to, It would, however, be premature to say that 
the trawlers could not damage them. Instead of the trawlers working 
new with the nets they used to employ, they had really now a great 
"aching, They had huge nets, which were weighted with heavy 
топ, and these nets could go down to a depth of 1,800 ft., and they 
i told that they were going to make them still more powerful, 80 

at they would go down to 3,000 ft. Attention had been drawn 
to this by the Commercial Cable Co. and others, and the Government 
Aprointed a Departmental Committee to consider the matter. They 
bot de cence, and put plans of their cables before the Committee, 
= е could not say what the result was, because the Committee 

“d Dot yet reported. It was, of course, a difficult matter, as the 
ea was free to everyone, They suggested that steps might be 
a at to warn ships to keep off the zone where the cables were laid, 
WE 55 а Government steamer should cruise about to enforce this. 
| ether this would be done he did not know, but considering the 
be apus importance of maintaining uninterrupted communication 
duda this country and the United States, he thought something 
W be done to help the cable companies in this matter. They 
ee reaks occurring on the other side, due, they believed, to the 
ЖОШ d e and if the home Government would assist them they 

97 55 perhaps, be able to get the United States and the Canadian 
к also to help them. Anyhow, he hoped something 

done to prevent a continuance of the enormous damage to 


cables done by trawlers in the past. Their new building in Broad 
Street was now nearly completed. They һай spent about £43,000 
in the purchase and erection of the building, and would have to 
spend about £7,000 more. They would have a good property which 
would be fitted with the latest appliances, and which would, he 
believed, be suitable in every way for their purposes. 

Sis GERALD FiTzGEBALD seconded the motion, which was 


carried. 
On the motion of Мв. Fay a vote of thanks was passed to the 


board and the staff. 


Metropolitan Railway Со, 


Тнк half-yearly general meeting of the above company was held 


on Thursday, July 30th, at the Cannon Street Hotel, Sir Charles 
McLaren, Bart., M.P., in the chair. | 

The CHAMAN, in moving the adoption of the report (Erxzc- 
TRIOAL REvinw, page 185), said there was an increase of £11,268 


in the receipts; but from thie should be deducted, for the purposes . 


of comparison, £4,451 in respect of the Hammersmith und City 
Railway, which they had previously included in the revenue 
account, bit which had now been transferred to the debtor side of 
the net revenue, so that the actual increase was £6,817. 
passenger traffic contributed £5,080 to the increase, but they had 


suffered a very large declension in first-class receipts of no less than 


£5,916. This, however, was more than made good by the satis- 
factory increase in third-class traffic, amounting to £9,011. With 
regard to the number of passengers carried, there was a very large 
drop in the first class, amounting to 510,218, or nearly 25 per cent., 
but the revenue they derived from the higher fare was still sufficient 
to warrant their retaining it—at any rate, foratime. The second- 
class passengers showed a decrease of 35,765, and the third - class 
passengers of 311,347. This was due to several causes — more 
season tickets had been taken by passengers who formerly pur- 
chased ordinary daily tickets; the increase in the fares which they 
made in conjunction with the Central London Railway a year ago, 
while it bad somewhat augmented the receipts, had had the 
usual effect of diminishing the number of passengers to some 
extent. But they had chiefly suffered from the effects of 
omnibus, tube, and tram competition, though во far as the 
two former were concerned, they believed they had now reached 
& period when the maximum loss from that competition 
had been sustained. The earnings from season-ticket traffic 


` had grown by £2,136, or about 7 per cent., while the number of 
 geason-ticket passengers had increased by about 9 per cent. The 


receipts per passenger had grown from 1:399d. to 1:463d. They 
were carrying large numbers of passengers at fares which were not 
remunerative, but had been forced to do so through the action of 
competitors; the unsatisfactory experience of the various rail and 
omnibus companies in the metropclis during the past few years in 
this respect had amply demonstrated the necessity of securing more 
adequate returns for the services rendered to the public. On the 
expenditure side of the accounts the maintenance of permanent 
way, works and stations, showed an increase of £772, which 
was made up of a number of small items for alterations 
and improvemente. The locomotive and generating expenses 
bad increased by £7,645, which was principally accounted 
for by the additional 385,448 train-miles run. Coal alone 
accounted for £3,200. There was also an increase of £2,300 for 
materials, repairs and renewals, and more had been paid for wagea, 
in consequence of the extra train mileage. A sum of £750 
came into this item for motor-generators added to the equip- 
ment of their motor-cars, which, after careful trial by the 
electrical engineer, had been found to be an improvement, 
and these might be considered an exceptional expense. 
Carriage and wagon repaira showed a decrease of £1,467, 
Traflic expenses showed an increase of £1,450, due to wages paid 
for the extra train-mileage and (about £800 of it) toa more 
uniform and somewhat higher rate of pay for Sunday work. 
General charges were higher by £2,022. Rates and taxes showed 
a decrease on comparison of £2,525, owing to reduced assessments, 
but they still thought they were charged too much by the rating 
authorities, especially when they considered the severe competi- 
tion they were subjected to. Compensation paid fcr accidents 
and losses was less by £557. The balance of account for working 
trains over other companies' railways showed an increased receipt 
of £2,042. The result of this side of the account was an increase 
in expenditure of £6,419, and the percentage of expenses to receipts 
was 60:3 per cent., which, though not so high as that of some other 
companies, was, in their opinion, far too great. The balance 
available for dividend was £379 more than in July, 1907, and they 
proposed to pay a dividend on the ordinary stock at the rate of 
10s. per cent. per annum, leaving a balance of £3,673 to be carried 
forward to the next half-year's accounts. Во far as the result of 
the past half-year’s working was concerned, their difficulties had 
arisen mainly through having had to find the interest 
amounting to over £8,000, on the half. million debenture 
stock which was issued early in the year. This money, 


most of which had already been expended in accordance 


with the resolutions of the shareholders, was required to complete 
the electrification of the line. At the close of the half-year they 
had a credit balance of over £40,000 on that account, and һе was 
glad to say that the heavy capital expenditure in which they had 
been involved during the last few yeare, was now practically over: 
and when the extension of the power station at N casden, which was 
nearing completion, was finished, and their system of automatic 
signalling was installed, they had no reason to anticipate any 
further serious call upon their capital resources, The work оф. 
installing the system of automatic signalling was proceeding 


The. 
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rapidly. One section had been open for some months, and had 
worked very satisfactorily indeed, and when the whole system was 
‘completed, which they expected would be during the current half- 
year, the earning power of the line would be considerably enhanced 
by reason of their being able to get so many more trains over it per 
hour. They had lost traffic in some directions through the opening 
of the several tubes, but fully expected to get this back in time aa 
their increased services became better known, and the distinct 
advantages which they possessed over the tube lines were more 
fully appreciated. 

Sm Wa. Brat seconded the motion. i 

Мв. W. R. Lawson expressed the opinion that the company had 


for years offered unlimited facilities for the public without con-. 


sidering whether the public wanted them or not. They had spent 
£3,000,000 in improving their facilities, and yet had reduced fares. 
Several shareholders complained that the fares were too low. 

The CRAIBMAN, in reply, said no doubt the amalgamation of the 
omnibus companies would make it easier for the board to deal 
with them. ME 

The report was adopted. 


Metropolitam Distriet Railway Co. 


Тик directors’ report for the half-year ended June 30th, 1908, 
shows that the expenditure on capital account during the half-year 
was £59,500. "The gross receipts in revenue acccunt No. 9 amount 
to £247,900, being an increase of £27,272 over the corresponding 
half of 1907. The working expenses amount to £164,829, an increase 
of £10,893. After providing for rent charges, interest on debenture 
stock, pnd other charges, the net revenue account shows a deficit of 
£8,952. To tbis deficit must be added the sum of £10,937 108, 
being the company’s proportion of net revenue arising from the 
City Lines Joint Undertaking, which, although included in the net 
revenue account, is not available for payment of debenture interest, 
being specially appropriated to the payment of dividend on the 
4 per cent. guarsnteed stock. With the above-mentioned addition, 
the deficiency for the half-year chargeable to capital under the 
company’s statatory powers is 19,889, as compared with £28,192 in 
the corresponding half of 1907. The dividend payable on the 
4 per cent. guaranteed stock is at the rate of £1 15s. per cent per 
annum, which will be paid on August 14th.. The following table 
shows the working expenditure in comparison with tLe correspond- 
ing period of last year :— | | 

i | Half-year ended 


Inorease or 
. | June 30th, 1908. June 30th, 1907. decrease. 
Maintenance of way and works .. £19,682 £23,798 _ = £4,046 
Maintenance of rolling stock 20, 778 21,190 — 412 
Train working and traffic expenses 
including joint stations) after 
educting the balance of ac- 
counts for work done for and , | 
by other companies M: m 81,296 66,414 4 14,882 
Rates and taxes (including joint | 
stations) ae oe ee 19,721 20,434 == 713 d 
Other items es се 18,352 12,170 + 1,182 
Total ,. £154,829 £143,036 + £10,898 


The following table gives a summary of comparative figures for 
the first halves of the years 1907 and 1908 :— 


Increase 


Half-year ended 
June 30th, June 30th, or Or per 
1908. 1907. decrease. oent. 


Passers., in. workmen and season 
ticket holders journeys ..  .. 29,626,586 25,426,825 + 4,199,761 + 16-52 


Passers. carried at workmen’s fares 5,462,794 4,653,100 + 779,694 + 16°65 
Passenger receipts... FS .. £229,632 £202,009 + 227,438 + 18:07 
Average receipt per passenger 1:864. 191d. — 0054. — 262 
Train-mileage on District ; 1,448,847 1,178,748 + 269,604 + 22:87 
Car-mileage on District 5,944,783 5, 248,529 + 696,264 + 13:26 


The Bill which was approved by the proprietors at the last half-yearly 
meeting has now become law. It is propose d to issue £550,000 of 
the authorised £750,000 prior lien debenture stock during the 
current half-year, bearing interest at the rate of 4 per cent. per 
annum, and redeemable at the price of 10b per cent. on or at any 
time after December 31st, 1920, and, out of the proceeds of the 
issue, the existing charges on the company's surplus lands, amount- 
ing to £478,175, will be paid off. 


Dublin United Tramways Co. (1896), Ltd. 


AT the twenty-fourth ordinary meeting, which took place on the 
28th ult, at Dublin, Ма. W. M. Монрнү, the chairman, who 
presided, said tbat although the receipts showed a falling-off when 
compared with 1907, a* was to be expected, they were substantially 
in excess of the receipts for the same period in 1906, but the 
unsatisfactory feature was that the working expenses were greater 
than in 1907. The falling-off of passenger receipts amounted to 
£3,115, compared with the corresponding half-year of 1907, which 
included the first two months of the Exhibition traffic last year. 
If, however, the receipts were compared with those of the first half- 
year of 1906, there was a substantial addition of £5,043, from which 
it would be seen that the continuous increase under normal con- 
ditions in the gross earning powers of the tramways showed no 
signs of exhaustion. Under general expenses there was an increase 
amounting to £2,449, more than half being due to increased cost of 
gencrating electricity, and this latter increase was largely traceable 
to coal. An item of 4378 increase in general charges was accounted 
for by expenses incurred in opposing the Central Ireland Power 
Bill. The work of reconstruction of the Southern District tram- 
ways was proceeding, and some £20,500 had already been appro- 
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priated out of current revenue for. this purpose. The expenditure 
on capital account had somewhat exceeded the original Share 
capital, and the directors were considering the best way of raising 
a comparatively small amount of additional capital during the 
current half-year. 

Mr. STANLEY BxETON had recently resigned his seat on the 
board, and it was not proposed to fill the vacancy. 

Мв. Macum called attention to the fact that the capital 
expenditure exceeded the authorised capital by some £17,587. He 
advised that such expenditure should be restricted. | 

Мв. SULLIVAN expressed dissatisfaction with the parcels trafic, 
and with the excessive consumption of electrical energy during the 
half-year, and the СнлївмАн briefly replied, the report and diri 
dends being then adopted. 


Baker Street and Waterloo Railway Co. 


In their report for the half-year ending June 30th, 1908, the 
directors show new capital expenditure amounting to £784. The 
gross receipts in revenue account No. 9 amount to £83,529, being an 
increase of £20,077, ог 31:64 per cent., on the receipts for the 
corresponding half of 1907. The working expenses amount to 
£45,458, being an increase of £3,325, or 7 89 per cent. After pro- 
viding for interest and rents, and for dividend at the rate of 4 per 
cent. per annum on the preference shares, and crediting to net 
revenue account £2,142 receivable from the Underground Electric 
Railways Co. of London, Ltd., under their guarantee agreement, 
there remains a balance of £9,834 available for dividend on the 
ordinary shares, and the directors recommend that a dividend at 
the rate of ? per cent. per annum be declared on the ordinary sbares 
and an additional dividend at the rate of 24 per cent. per annum 
(making З per cent. per annum in all) on the ordinary shares оће 
than those held by the Underground Co. or their nominees. The 
dividends will be payable on August 17th. | 


Summary of the Working Expenditure in Comparison with the 
Corresponding Period of Last Year. 


Half-year endin Increase 
June 30th, June » or 

1908. 1907. ^ decrease. cent. 
Maintenance of way and works.. .. £2,684 £2,544 + £0 "Т 
Repairs and renewals of rolling stock .. 3, 687 2,759 + 928 86 
Lift expense ns...  .. 4,619 3,564 + 1.055 29°60 
Train working and traffic xpenees 97,574 96,198 +1446 5% 
Other items E а oe PR 2,692 8,559 — 807 NB 
£41,196 — £88,554 . 42.382 60 
Rates and tare s. 44316 8,74 + 72 DTP 


Total .. oe о .. £45,452 £42,128 


Summury of Comparative Statistics for the first halves of the 
Years 1907 and 1908. 


. Half-year ending 
June 30th, June 30th, Inc. Pet 
1908. 1907. 


Passengers, including workmen and 


season ticket holders’ journeys 12,940,801 9,936,995 8,003,806 2s 
Passengers carried at workmen's fares.. 1,874,140 1,506,796 367.844 2977 
Passenger receipts .. S de Е £79,869 461,501 18,368 29 Е 
Average receipt per passenger 2d 1:48d. l:9d. Dee. Old. ' : 
Train-mileage 522.406 468,460 59.946 115 


Car-mileage 1,770,126 1,453,635 316,491 aT 


Number of Passengers carried since the Opening of the Rattway. 


Number, including estimated journeys 


Half- year ending by season ticket holders. 


June 80th, 1906 (16 weeks) . 3,006,276 
December 81st, 1906 " 6,799,895 
June 30th, 1907 к ane 9,930,995 
December 31st, 1907 .. 10,662,876 
June 30th, 1908 . . 12,940,801 


Liverpool Overhead Railway Co. 


THE directors’ report for the half-year ended June 30th, 190°, 
shows that the gross revenue receipts amount to £37,865, and the 
working expenses to £30,511. The number of passengers carrie 

during the last two years is as follows :— 


Dec. 81, June 80, Dec. 31, Jana 
Half-year ending 1906. 1907. 1907. 1908. 
First class 630,562 615.600 685 086 597,981 


ee 7 Ae 
3,362,411 3,190,871 8,529,291 8,068,707 


Third class (including tramways) 
. 1,540,650 1,617,034 1,640,204 1,709,648 
— 


Workmen (special return tickets) 


Total . 5,533,508 6,123,595 0,804,629 5,907,286 


There has been a falling-off in the traflic carried during the past 81x 
months whicb is attributable to the shrinkage in trade, and the con- 
siderable number of steamers laid up. The railway bas been care- 
fully maintained, and the train service has been worked satis- 
factorily. Mr. George Deane Killey has been elected to a seat 0D 
the board. 

The revenue account is as follows:—Receipts from passenger 
trafic amount to £36,773, miscellaneous receipts and interest 
£1,095, less working expenses £30,511, leaving £7,357. After 
deducting interest on mortgage debentures, and on calls paid in 
advance £4,329, and adding balance brought forward £4,179, there 
is available for dividend £7,207. Out of this balance the directors 
recommend the declaration of a dividend of 5 per cent. per annum 
on the (1892) preference shares (leas income-tax), leaving a balance 
of.£4,207 to be carried forward. | 
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Great Northern; Piccadilly and Brompton 
| Railway Co. 


In their report for the half-year ending June 30th, 1908, the 
directors state that the Bill promoted by the company, which was 
approved by the shareholders at the last half-yearly meeting, has 
passed into law, and under the provisions thereof 35,704 ordinary 
shares have been converted into preference shares as on and from 
July 1st, 1908, entitled, out of the profits of the company in each 
half-year, to a fixed preferential dividend at the rate of 4 per cent. 
per annum guaranteed by the Underground Electric Railways Co. 
of London, Ltd. The gross receipts in Revenue Account No. 9 


amount to £147,764, being an increase of £41,193, or 38°65 per 


cent., on the receipts for the corresponding half of 1907. The 
working expenses amount to £74,983, being a decrease of £811, or 
107 per cent. After providing for interest and rents and for 
dividend at the rate of 4 percent. per annum on the preference 
shares, there remains a balance of £22,476 available for dividend 
on the ordinary shares, and the directors recommend that a 
dividend at the rate of 1 per cent. per annum be declared on the 
amount paid up on the ordinary shares, leaving a balance of 
£4,887 to be carried to next half-year’s account. The directors pro- 
pose that the dividends shall be payable on August 18th. | 


Summary of Working Expenditure in Comparison with the 


Corresponding Period ef last Year. 


Half-year ending 
June 30, June 30, Inc. Per 
908 1907. or dec. cent. 


Maintenance of way and works. . £4,235 44,810 — 4575 11:95 
Repairs and renewals of rolling stock .. 5,055 3,156 +1,299 34:58 
Lift expenses .. v Me. ^d M 7,480 8.947 — 867 1089 
Train working and traffic expenses 47,513 47,783 — 275 58 
Other items ee р ee e? ee 0 3,174 5,030 —1,858 86:94 

£67,455 £69,701  —4£2,276 8°26 
Rates and taxes э s ks s 7,528 6,068 +1,465 24°16 


Total e» ee ee 74,983 475,794 — 4811 1'07 


Summary of Comparative Statistics for the first halves of the Ycars 


a 


1907 and 1908. 
Half-year ending 
June 30, June 30, Per 
1908. 907. Inc. cent. 


Passengers, including workmen and 

season ticket holders' Journeys .. 15,446,471 11,959,759 5,492,718 45:95 

Passengers carried at workmen's fares ` 1,977,422 1,508,950 473,172 81-48 
£5 .. £142,111 ied £39,275 88:20 


Average roosipt ner caiman 1 06d. Dec. 11d. 584 
rage receipt per passenger 95d. 06d. ec. ‚ б 

Tminmileage.. .. i ..  .. 956,938 919,881 37,049 4:03 
Car. milea ge .. .  .. 3, 742,507 2,929,871 812,686 2714 


Number of Passengers carried since the opening of the Railway. 
| Number, including estimated 


Half-year ending journeys by season ticket holders. 


December 818%, 1906 (164 days) wt 806,120 

June 80th, 1907 A e x 11,953,759 

December 81st, 1907 .. " 18,914,779 
17,446,477 


June 50th, 107 . 


Charing Cross, Euston and Hampstead Railway Co. 


Тик directors’ report for the half-year ending June 30th, 1908, 
shows that the gross receipts in revenue account No. 9 amounted to 
£88,883, and the working expenses to £56,493, and after providing 
for interest and rente, there remains a balance of £833 on the net 
revenue account to be carried to next half-year. The passengers 
carried since the opening of the railway have been as follows :— 


Half-year Number, including estimated 
ending— journeys by season-ticket holders, 


June 30th, 1907 (8 days) Е ids 421,466 
December 31st, 1907 is без .. 9,881,357 
June 30th, 190. . 12,132,639 


British Thamson-Houston Co., Ltd. 


Ma. J. F. NaUHEIM presided on Thursday, July 30th, over the 
thirteenth ordinary general meeting of the above company, held at 
the offices, 83, Cannon Street, Е.С. 

In moving the adoption of the report (ErgcTRIcAL REVIEW, 
page 189), the CHAtEMAN said that the accounts placed before them 
Were distinctly better than those of the preceding year, and the 
net profit amounted to £28,000, as against about £15,000 last year, 
this increase being principally due to improved methods of manu- 

hg, and to the policy of strict economy which they had 


followed so far a3 was compatible with efficiency. In looking at · 


the balance-sheet on the debit side, they would see the board had 
been able toreduce their indebtedness by quite a considerable sum, 
and they had also begun the redemption of the debentures by pur- 
chasing £3,560, The amount left outstanding was about £208,440. 
On the other side they had made the usual provision for deprecia- 
tion, and they had devoted the whole of the profit with the 
exception of £1,394 in writing down their factory at Rugby, and so 
on. The balance would be carried forward. At the present moment 
usiness was not particalarly brisk, although it was substantially 
the same аз at the same period last year. They hoped that with 
infinence of cheap money and other things, the remaining 
Portion of the year would show an improvement. The only other 


matter he had to refer to, was to express the board's regret at the 


- resignation of Mr. W. A. MoArthur, their chairman. 


Мв. G. FRANKLIN seconded the motion, and it was carried. 
On the motion of Мв. Levis, the retiring directors were re- 


elected. 


In our last issue we dealt with the financial details of the report 
for thetwelve months ending March 31st; the following particulars 
as to the company’s work are also of interest :— 

Works at Eugby.—The buildings and machinery of the company 
have been maintained in first-class condition during the year, and 


the directors have followed tbeir usual practice in providing for 


depreciation thereof. They have also provided for depreciation 
of patents and stock in hand, besides making reserves sufficient in 
their opinion to cover risks in connection with bad debts, deprecia- 
tion of shares beld by the company, and for other contingencies. 
Curtis Steam Turbines.—The company has now acquired all the 


outstanding interests in the patents for the United Kingdom for 


Curtis steam turbines, excepting the marine rights. During the 
year the company has developed a line of low-pressure turbines, 
several of which have been sold. | 

Industrial Developments.—The company’s business in this direction 
has been satisfactory during the year under review, and a number 
of important contracts have been closed in connection with the 
electrical operation of colliery plants, steel and iron works, and 
mills of various kinds. 

Traction Work.—The quantity of electrical equipment for tram- 
way and railway work sold in Great Britain during the year has 
been very small, but the company has received its fair share of this 


business. | 
Switchboards.—The company has closed [several important con- 


tracts for switchboards during the year. 

Metatlic-lilament Lamps.—The company has made satisfactory 
progress in the development of metallic-filament (tungsten) lamps, 
and has now in production several sizes of unexcelled quality. The 
process which is used in making the filaments is covered by patents 
owned solely by the company for the United Kingdom. 


Midland Railway Carriage and Wagon Co., Ltd.— 
The report for the year ended June 30th last, to be pre- 
sented at the meeting at Birmingham on the 10th inst., 
shows a gross profit of £35,393. Adding to this the 
amount brought forward, the sum to be dealt with is 
£38,752. The directors propose a dividend on the ordinary 
shares at the rate of 74 per cent. (free of income-tax), less the 


interim dividend paid February 20th last; also a bonus of 108. a 


share on the ordinary shares, carrying to reserve fund £5,000 
(making that fund £115,774), and leaving to be carried forward 


£4,152. | 
W. T. Henley’s Telegraph Works Co., Ltd.—The 


directors have declared an interim dividend on the preference 


shares at the rate of 4) per cent. per annum, and on the ordinary 


shares at the rate of 10 per cent. per annum, for the half-year 
ending June 30th last, both less income;tax, and payable September 
Ist next. Last year the interim dividend was at the same rate. 


Lancashire Power Construction Co., Ltd.— Mr. 
Gripper presided on Wednesday last week at Winchester House, 
E.C., over an extraordinary meeting of the above company for the 
purpose of passing a resolution approving of the regulations con- 
tained in adocument submitted to the meeting. These alterations 
were referred to at the meeting held a week or two ago, and 
reported in our issue of July 17th. The chairman formally pro- 
posed the resolution, which was carried without discussion. 


Metropolitan Electric Supply Co., Ltd.—The direc- 
tors have declared an interim dividend of 5 per cent. per annum 
(28. 6d. per share) on the ordinary shares for the past half-year. 
Last year the interim dividend was 3 per cent. for the half-year. 


Prospectus.— The Underground Electric Railways Co. 
of London, Ltd., has offered its shareholders and holders of profit- 
sharing secured notes, £1,000,000 of 5 per cent. prior lien bonds to 
bearer at 93 per cent. The list closed on Tuesday last. 


Kensington and Knightsbridge Electric Lighting 
Co., Ltd.—The directors have declared an interim dividend of 
8 per cent. per annum (4s. per sbare), less income-tax, on the 
ordinary sbares for the past half-year. Last year the interim 
dividend was 5 per cent. for the half-year. 


The Electric-Hydraulic Co. of Trezzo, on the Adda. 
—This company recently held the annual general meeting for the 
year ending March 31st last. A dividend of 11 per cent. was 
declared. In order to cope with new work it was decided at a 
subsequent extraordinary meeting to increase the capital of the 


company. 


The Italian Tecnomasio (Brown-Boveri), — An 
extraordinary mecting of the company was held recently, when it 
was decided to increase the capital of the company from 4,500,000 
lire (say £180,000) to 6,000,000 lire (say £240,000) by the issue of 
15,000 shares, each of 100 lire, to be made as soon as the directors 
consider the time opportune, 
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MARKET QUOTATIONS. 


/ 
Wednesday, August 5th. 


CHEMI Latest Fortnight’s 
OALS, Фа. Price. Inc. or Dec, 
а Ао, H ee ee per owt, 85 ee 
5 n Arie „„ оо ө» per eu. . vé 
a n Oxalio .. oo ec per сті. 8 /. & 
а „ Bulphuro „„ ., per cwt. s; 
à Ammoniac, Sal es perowt. : oe 
a Ammonia, Мана (crystal) oe per ton £88 10 ee 
а e [| өө ` oe ee per ton £90 oa 
a Bleach powder. E .. per юп #5 10 eo 
a Bisulphi of Carbcn ee ee per ton £18 eo 
« Borax oe eo ve ` ee ee per ton £16 ee 
а Copper Buiphale ee 5. per ton £21 ES 
a L , Nitrate ee ee ee per ton £28 ee 
a [T] White Bugar.. ee ee per ton 221 ce 
и roxide .5 « . per ton £89 ex 
a Methylated irit ee Фе ee per gal. 2/6 oe 
a Potassium Bichromate, in casks per lb. me ee 
a Potash, Caustic (16/80 % per ton ө 
a „ Chlorate... v» ee per lb. ыд. et 
„ _ Perchlorate eo s. per b. А T 
а Potassium Cyanide d ee per lb. "à. a 
a Shellac ee ee ee oe per owt. 125/- 10J- dec 
a Bulphate of Magnesia... „ per ton 24 10 е 
в Bulphur, Sublimed Flowers .. per ton £6 10 ee 
» Recovered es ee per ton #5 10 ee 
n E „ рег ton 45 3 
Вода! Caustic (white 70%) . per ton £10 15 da 
" Chlorate ее oe oo — ры в ee 
L ee ee ee per ее 
Bodiam Bichromate, casks ee per lb. Bd. vo 
п Cyanide (basis 100%) .. per lb, а. $e 
METALS. £o. 
b Aluminium Ingots, in ton lots .. per ton £80 Keg 
b " Wire, in ton lots ee per ton 8180 2s 
b b Sheet, in ton lots. por ton £128 
о Babbitt's metal ingots .. . perton | 250 to 4190 
e Brass (rolled metal F to 19") basis per lb. ТМ. NE 
€ „* brazed) e Per lb. ва. d. inc. 
6 rT} solid drawn)... ee per lb. Tad. | . inc 
€ T wire, asis .. ee ee per Ib. 90. d. inc 
е Tubes (brased) ee ee per Ib, id. inc 
£-- 3 » (solid dra ee per lb. а jd. inc 
g Copper Bars (best .. per ton 3 £2 inc 
9g Copper Sheet oa ec ee per £73 £2 mnc 
0 ,» Rod ee ee per ton £73 0 Pure 
e Blectrolytic) Bars e. рег ton £62 1 ine 
6 E ; м | Sheets ee per ton £78 10 £2 10 inc 
[4 T Т Rod ee per ton £67 10 £2 10 ine 
е " oe H.O. Wire per Ib. 8 fd ine 
f Ebonite Rod [I] ee ve per Ib. 8/8 е 
7 » Sheet ee ee ee per Ib 8/- 
n German Silver Wire oe в» per lb. [6 
h Gutte-perchs, fine e». e. per lb. 5/6 to 6/6 T 
h Indis- rubber, Para One .. Per lb. 3/103 24d. inc. 
i Iron Pig (Cleveland warrants) .. per ton . 00/9 9d. inc. 
L у Wire. galv. No, 8,P.O.qual. per ton £14 E 
g Lead. English Ingots oo ee per ton £198 15 to £14 inc. 
m Мап ашп Wire No.98 .. eo per lb. 8/- ee 
9 Mercury ee ec ee e. per bot. . £8 oe 
d Mios (in original cases) small .. per lb. 64. to Ц: T 
d u " „ medium per lb. 2/6 to ee 
d Pick Bre visio can se por lb. ТЕЙ ee 
or Dronse a . А 
а " „ — rolled bars &rods per Ib. 1/2 to 1/ > 
р Т и strip & sheet рег lb, 1124 to 1/5 А 
о Platinum oe ee oe e» per os, 85/- to 90/ ue 
e Biicium Bronse Wire .. .. per lb. 93d. ad. inc. 
r Steel, Magnet, in bars .. . per ton 21 16 oe 
0 Tin, Block (English) oe ee per ton 1 {08138 10 44 inc 
n Wire, Nos. 1 0 16 .. „ рег 10, 1793 
р Anti-friction Motals— 
" White Ant brand. ee per ton £84 to £58 
k Zino, Bh’s(Vieille Moniagne bnd.) per ton £23 10 


Quotations supplied by :— 


Bolling & Lowe. 

k Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Ltd, 
m W. T. Glover & Co., Lid. 

п P. Ormiston & Sons. 

o Johnson, Matthey & Oo., Ltd. 

p The Phosphor Bronse Co., Ltd. 

r W. F. Dennis & Co. 


a G. Boor & Co. 

b The British Aluminium Oo., Ltd. 

е тараа Ё Sons, Ltd, 

а Е. Wiggine & Sons. 

в Frederick Smith & Co. 

f India-Rubber, Gutta-Percha and 

Telegraph Works Co., Ltd, 

James & Bhakspeare. 

f Edward Till & Co. 


— 


Charing Cross, West End and City Electricity 
Supply Co., Ltd.—The directors have declared an interim divi- 
dend at the rate of 5 per cent. per annum on the ordinary shares of 
the West End undertsking, and increased the carry forward in the 
case of the West Ёла undertaking to £4,748, and in the case of the 
City undertaking to £4,591. The figures for the half-year ended 
June 30tb, 1908. as compared with the corresponding pericd of 
last year (excluding the bulk supply from one undertaking to the 
other) are :— 


West End. 1907. 1905. 
Units sold ... 5,098,880 5,509,773 
Revenue 465,093 468, 237 

City. 

` Units sold 4,234,389 4,792,333 
Revenue £46,372 £50,114 


the Charing Cross, the Metropolitan and the Oxford have declared 


. electricity supply, has failed to move any of the metropolitan 


[Vol. 63, No. 1,602, Avaver 7, 1908, 


STOCKS AND SHARES. 


Tuesday Evening. 


Business in the Stock Exchange, as elsewhere, has been a good 
deal interfered with by the holidays and the heat. Investment 
departments are somewhat overshadowed by the outlook for money. 
While there is now no hope of a 2 per cent. Bank Rate this autumn, 
imagination busies itself with the prospect of a 3 per cent. Rate 
this month, во Consols are weak and react in their dulness upon 
other stocks. 

Dividends in the case of the electricity supply companies are 
colourless. The Brompton has declared 9 per cent. on its Ordinary, 


5 per cent., but the prices of the shares do not move. The section, 
as a whole, is passing through its regular dog-days’ inanition, and 
all the discussion in Parliament of late, concerning London and its 


companies’ shares 80 much as half-a-crown. 

Were it not for'the issues in what is called the Canadian group, 
dealers would find their occupation nearly gone. Mexican Light 
and Power is the most popular, and the Common stock has rieen 
to 73, with a good deal of business doing in it. The 5 per cent, 
Gold bonds are up to 89} ex dividend. Canadian General Common 
shares at 944 have advanced, but are nothing like so favourite в 
speculation asthe Mexican. The 7 per cent. Cumulative Prefer- 
ence stock stands at 1124. Shawinigan Water and Power Capite] 
stock hardened to 74, and a buyer paid 103 for the 5 per cent, 
First Mortgage bonds at the end of last week. | 

Mexico Tramways Common stock ів still more in demend, the 
price showing a rise of 64 at 117. Rio Tramways, Light and 
Power shares have also begun to move, being 2 up at 54. 

Other traction issues have been quite steady. There is not much 


doing in them, and the brilliant weather over the August Bank 


Holiday did not induce purchases of any of the London shares. 
Better prices are the order of the day in the Home Railway 
market. The electrical lines still fail to attract purchasers of their 
stocks, but others are strong, and if they remain so, the effect will 
certainly spread to Tube descriptions. The Metropolitan meeting 


aroused attention because of the chairman's references to the 


“Tube manners" which had permeated his company's staff. The 
District report shows useful progress, but the Great Northern and 
City statement is a melancholy affair, while the Central London's 
increase of £8,800 in gross receipts, and of £200 in working expenses, 
is distinctly good. 


National Telephone stocks are hardening again, speculation 
playing in lively fashion round the Deferred. Other telephone 
descriptions continue hard, while the telegraph department remains 
inanimate. 

The W. T. Henley's Company has declared a dividend at the rate 
of 10 per cent. on the Ordinary shares, and the United Alkali one 
of 7 per cent. on the Preference. Neither announcement influenced 
the quotations. Manufacturing shares are quietly firm, but there 
is no special feature to notice. 


Capital Increase in Germany.—Another addition to 
the recent capital emissions previously reported is about to be 
made by the Electricity Supply Co., of Berlin, which owns and 
works a number of central stations in various districts. At present 
the company's capital amounts to £500,000, and it is proposed to 
increase it to £750,000 by the issue of new shares. 'The Berlin 
Electricity Works Co., which is closely associated with the 
Allgemeine Electricity Co. and which recently acquired 90 per 
cent. of the Supply Co.'s capital by means of an exchange of 
shares, has expressed its readiness to take over the new shares at 
the rate of 120 per cent., and to offer them to the shareholders in 
the proportion of one new share for each two shares already held. 


Blackpool and Fleetwood Tramroad Co., Ltd.— The 
report for the half-year ended June 30th, 1908, states that, in- 
cluding the sum brought forward from last half-year, the balance 
of profit, after providing for debenture interest, is £3,662, and the 
directora recommend a dividend at the rate of £4 per cent. per 
annum, which will absorb £3,000, and writing off a sum of £500 to 
depreciation reserve, leaving a balance of £162 to be carried for- 
ward. The number of passengers carried during the half-year was 
$99,346. The receipts from all sources amounted to £11,042. 


National Gas Engine Co., Ltd.—The directors. have 
resolved to pay an interim dividend at the rate of 53 per cent. per 
annum less income-tax on preference shares, and 20 per cent. ре 

е 


annum less income-tax on ordinary shares for the six months en 
June 30th, 1908. 


Liverpoo! District Lighting Co., Ltd.—The directors 
have declared an interim dividend at the rate of 5 per cent, per 
annum for the half-year to June 30th. 
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T | SHARE LIST OF ELECTRICAL COMPANIES. 
Fates 
i TELEGRAPH AND TELEPHONE COMPANIES. KENN 
—.— | d _ | Business done Ri e 4 Present 
к. roe || Dividenda forins inst Gases | Pegiat | week ended e Yield 
LA 1 NAME. Share. four years. - July 28th, | August 4th. 4008. ' рег cent 
мое. | Eds OC Кын ынна 
PP ͤ v ̃ . ке; CE 
| ; E ИА | 
26,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 96,000 100 Nil n 6 % 6 26 | B6 — B9 5 6 Г 0 
пу! 148,800 ^ до, 3 b. Car Se $100 | 7496 nd 8 % | 8 % | 123 —127 123 —127 6 
er VIA Ano. ^" Collet. Trust, 4% Bonde, 1 to 28,000 and}! gio | 49% „ 4 4% | 89-92 | 89 — өз aes 
es 598,180 | Anglo-American Telegraph FFF 6 6 6˙ | 108 —104 1023—1 1 
is 8,200,910 Бо age do. Deverred — . Btook | Ni 4 л Lu cle. Que cM TE 
^q 0 А o. í ee se 5 Z ШЕ 
i 4,000 | Chili Telephone, Nos. 1 to 44,000 foa nd Vaca |g a a 442|44&| вз — 86 — 85 11 9 
9,888,876 | Commercial Cable Sting. 500 year é % Deb. Bk. ne |5 ф Б Б 6 4 x s m Al ТА 
BEEN КЕСИНЕ ТЕЗТЕЗ i 
[] U eo ee ee ое 4 4 4 d — 
12,981 | Direct Spanish Telegraph, Ord. , ‘pret!’ | 8 02104 hoe % % 8— 9 dme 8 14 10 
ta 6,000 Do. do. 10 Ф Debe. в eec 50 % is 100—103 100 —]108 6 4 9 
80,000 Do. do. Cabl + : USO Ct] gg d 41 | 184—182 98 1005 410 0 
50,9001 Direct W. India Cabic, 49 70 Res- De T ,200, Et: Stock | 1 q q 7 9 182 —15 138 —186 20 
: 1.000 000 an id 92 5 Pret. took: ER. T. VA. d 101 же, 101 106 817 8 
€ 3,000, | | j tock. Бей. .. | Stock 4% | 4 4, 4 = = NU 
Do. 4 Mort. Deb. Stock. Red. ee : 7 123— lug 12 — 13 
1500 00 Eastern Extension, Australasia, and China Tele. а C 1 % 1 Н 4 $ 101 —103 99 —1013 xd 3 3 5 
752,400 Зо, Tel., AU Mt, Db. 1108,00, rea. 1000 | 100.142 4 % J |1010 eld zd 9 19 8 
- 269,700 | East & B. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 95 4 4 4 95 | 4 % | 100 —102 100 —102 E 
' 200, 0007 Do. 4 15 Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 то 5205 52% 53 10— 1 164 — 1 5 1 3 
i s elope TO ETAPE ADA EPRE с кү ..| 10 [6% 8 c 6 % 6 % 132— 13 14-19 61711 
; C 10 4 & 2. 0 & 20 % F. % N. — n 
— о 7 ee oe 
150,000 Halifax and Bermudas Cable, 44 96 1st o] 100 | 48% | 44% | 44% | 43% | 98 —100 98 —100 i 
19.600 |, Debs., within Nos. 1 to 1,200, Red, 25 18 95 |18 % |18 % [13% | 56 — 59 56 ү 69 9 7 
Бүкү Mackay Com ев i ny nen EN ES 7 8 P 4 Ф t 3 66 — то 69 — 79 и 
, о, о. Ы ee 928 Er i і i at T M 
60 0 19 Marconi's Wireless Telegraph .. b 1 n 5 à 3, 6% 1 — 115 2d s 6 8 
72,680 Mont Video Telephone Co. аы D. Pret.’ 8 1551555 95 б Ф 105 x | 108 10 Kd Б1 1 
4 0 о. е ое 6 r — 
9,295,000 National Telephone, I Brock „ д 100 4 : 5 & 6 Ф 8 10 аа 5 И 3 
8,725,000 . o. : ret. ж ..| 10 6 64 6 E 461 
15,000 Do. do. 6 96 Cum. let. Pret. eo ee 10 6 8 5 6 10 = 11 93 — 113 xd { ^ i 
15,000 Po. do. 69% Cum. 2nd Pref. | 0555 & 51— М 6 — 81 xd 
хош Do. do. "LX Deb, ee. IPAE Be de 101 —10 102 —104 3 16 11 
2,000, б | j ..| 10 4% 27 1 4 а рк ai 6 111 
1,716,698 Do. do. 4 Deb. Stock Red... MEL 7 8 1%— 1^, 114 — 1 6 
719918 | Oriental Ше ыш eee л ны a уз Oe lee ee ee d 17 11 
0 Do 30. do 44 Red Deb. Book : 100 48 1517 o7 100 i 100 0 0 
• . е е e "е 4 7 = a= 
99,400 | Pacific & European Tel., 4% Guar. Бер юри e & 6%|5%|5%| т 84 к. м 1 
11,8891; Reuter'e ex T 4 & Deb. Red es ** |. 100 .. | 4 ug 43% | 98 —101 5s Won 19 4 
99,100 | Telephone Co. of Egypt, 43 96 . LE Cert. % 16 6 6 % | 197 —190 127 — 1 
3,083 Submarine te 129 55 VVV % 8 % |8 & sal шн. H- ns 8 1 | 
100,000 | United River Pla - T T T : 5 >? m i— 
40,000 Do. „ Shale TR. 23 Nil Nil | 2496 | 24% 1%— la | 1%— lys 19 3 | 
50000 | "Do. 4 3, Debes i te 1,000 guar, by Braz. Sub. Fel. 100 |4 % |4 95 | | ac D M puel 18 З 
150,000 Do, 4 % De *) , g Ы : x Е 7 7 7 % —— — 
301,990 Western Telegraph, Ltd., Nos. 1 DU Hu. Е 100 $ 4 & |4 g 45 094—101) 995—104. Nc 
800,000 Do. do. 4 96 Deb. Btoc . ee 10 Nil N } Nil Nil fA— A 11 — m 1 2 
88221 | West India and Panama Telegraph .. oe oe 10 % |Б | 8% 6 A E 8˙.— ө) 1 а 
34,368 Do. 4e. 6 J Cum 20d Prei. 10.1 КЇ) NI! NÀ каб . 9 0 18 3 
i : zum. . ee > | _ АК 
клю Do aS 5 % Debs., Nos. 1 to 1,800 : 100 5 % | 
i "USTRIAL COMPANIES 
ELECTRICAL BAILWAY, MANUFACTURING AND INDUS . 
| ; | | A 
' ве > m — & 8142 в 5 1 5 : 
i 1 Nom. Cum. nd! lg lg 895,,9?6  Rà 3 | 88 | 
890,000 - [е REL Trams, Pret, 260,008 to 580,097 } i 5 | % : HA | as ea 61 bi. | И Mics : 
Cum. Prefs. 1 to 960,007 „ 5 | 54% | Bà 6% 11 —H5 141 —146 " - | +h] 422 | 
366,000 | Do. Permanent, 6 % "or Bock 100 5 $ 5 6% 5 % 103 —106 й 108 — 06 - б | n 1H u | 
385,100 | Auckland E. Trams, 5 % 1st Mort. Deb. x | 1 20 % 20 % |90 % 20 % | Blà— 342 i Sth — Ys E 8 18 10 | 
800,000 Babcock & Wilcox, 1 to 580,00 0 HU 100, 000 186 5535 % % % % l4 | 1%— 3 516 10 15 4 
100,000 Do. do. 6% Cum. Pref., 1 to 100, . 5 7 7 TST 23— 3} m | | | TM 
40,000 British Aluminium, Ord., 1 to 40,000 õ r; 8 7 7 7 | 1% | m it 3j— | e 631 
40,000 Ро, do. 7% Cum. 1 pon 6 6 6 6 6% 4i— 4 42 — i 8178 | 414 1 
200 Do de da e 5 64 54 | weet 146—119 | | 11011 
3,000 | m do, 54 Ist Mort. Deb. Stock Red. Btock 55 | 5 ag | 53 | 99 —1 97 —100 xd | $10 0 
000 l 109, Det, Ord. Beck -. . 100 |6% 6 f EO II C 107 —1H 135 | 1, 2 | 4100 
0% 5. cage reer. Ord. Ser — * 100 75 Ф x: b % | loa Clos | (M Lios |; | 413 7 
000 os ef. Ord. кз .| 10 |5 5 101 —104 72 467 ! 
800,000 Do. 6 96 Cum. Perp. Pref, Btoc . 40 43 4 o% 44% 9 —102 е К 4 5 
000 4 Ist Mort. Debs., 1 to 6, 250 x ; MEN 4% | 101 —104 | 100 —1 З : F 
Bt Dy the Vancouver Power Boba tio | 100 | BS Mx | AA р ш cio %% ви : 
1 Pesction о 1 gee gee ig as d 4 gi 5 „ „ fs 
161,487 Do. do. 6% um, D b: Bioc К Stock 5 5 6 | b n mae H 26 — 18 704 | 16 : | 614 3 { 
1,473,653 | Do. do, 0 4376 | 44% 4% 4% | 76 — 7H. и 6 782 a 
528,990 Do. do. 2n Deb. Stoc : 6 8 8 10 % 10 oe 64— 62 a 65 xd 7 20 | М YS 4 12 1 n 
100,000 | British Insulated and Helsby Con ? zi 5 6 6 64 6 6 — к Ж. 8 i К AE. T 
100000 | Do. „„ odio рер дедк | qoo. аа 9% |44% oc on s 111 10 | 
600,000 | Do. до, 44% Ist Mort. Deb. Red... | 100 ite 4% 4% 4% | 93 — 98 А 
212,000 | British Thomson-Houston 44 % 1st 1 000 ad. Nil Nil Nil Ni | ge Т = d 9/6 Nil 
British Westinghouse 6 % Pref., 1 to 200, } 5 1 | _ 868 ' 
0,000 | 215,001 to e 100 4% 149% 4% 42, | 43— a с М m s: ES 
1,016 Do. do. 4 Mort. Deb. C oe 1 Nil il Nil Nil T t ee ee ee Nil | 
: 0. s ‘Noga |. i i k М ME "s 
106/791 ‘Brash Electrica] Engineering, Ord., 1 to 106,781 .. : 6 % 6 ч Ni | Nil] р-р T * " "E Р Pu А 
180,000 | Do. . до. Non-cum.6% Pref. . stock 43 4 %| % % | 1 — 5 Une 5 e 
195,000 Do. do. $ Perp. ed вк Stock 4 4 144% rm Е 5 ЯБ БА 51 51, Ри 1 5 9 1 / 
1160 сана Т oe tte 5 z — 6 x: 4: БФ 56 qo 51 44— 51 и „ 5 з 
ou ram , * n x ЗВ —~104 | 27 4 7 | 
80,000 Do. '&%Сош. Pre, Nos. 1 to 29,830.: | Б |. |5 % өф 19% |101 104, (ога бу l i 1 | 
850,000 Do. 44% 1st Deb. Stock. ee oe 5 125 15 15 15 % 92— 105 53 87 | » Е 4 531 
85,000 СаПепдег'в Cable Construction shares TE 5 5 5 5% 5% М 95 zt 10 10 5 4 41 
Wu D de tici rel Do АВН Rad. БИЕ | Me VV ME Nil 
800,000 Do. do. 44% Ist Mort. Deb, Stoo 1 „% МП, МП Nil! д— f u-. 11 25/6 | e 8 UO 
191,222 Саре E Trams., 1 to 491,222 .. oe ee » 1 % | 6% | 8 2 cT. 101 —104 xd | | i 467 
ioe Conner Каш. Е 425 400 Mort. Deb. Stock 100 | ie 44% | 175 „ 69 — 71 "Pp! 84 | 63 14 d, : 
. . ° ock | "- AT = е. .. ` an 
ais ceni md a c BE EIE IE EET | | mS ШЕ | 
Se os Do. do. Del. do. Stock 2 | 14% 22% | 24% 38 — 34 | 824— 334 xd | 83 | .. | | EE 
1,480,000 | City and South London Railway Er. we cem ; | | | 
t From Manchester Atare List. d: 


vd of nine months 
(t. tent otherwise statuc: cl) aharce are fully paid 3 ^ perio 
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SHARE LIST OF ELECTRICAL OOMPANIES.—(Continued,) 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continued) 


Btook | | | Closing Closing | Business done | Rise +| Present 
КАМЕ. or зан for the uotations | Quotations week ended or Yield 
Bhare. ONE JORE uly 28th, Aug. 4th. | Aug. 4th, 1908. | Fall — | per cent. 
de | 
. Ы 1904. | 1905. | 1906. | 1907. Highest posee: | £ 8. d 
корып. & Oo., 14 IM Mo Bag. > oe ido 8 9% | 3396, 5 |5 % 11— 11 14— 1jxd 8 1811 
Mo Deba., 1 = 81 - 6 611 
208 6 2160, 8d 8074, Bol 42 Rad. } 4675 5 * 6 00 — 98 N — 98 : 
Dick, Kerr & Oo., 1 to 260, ME 1 [109% |10 10 95 |10 % là— 1 14— 11 7 5 Н 
Do. do. 6 €, Cum. Pref., 1 to 805,000 z 1 69616 ut 6 96 1— 1 „= 1 183 
Do, dc. 3 Deb. Stock .. .. | 100 . | 449% 43 é$ 614 99 —102 99 —102 ; E 2 
Dublin United Trams. (1896), 1 to 60,000 10 69516 6 & %ļ 1 18; 12 — 18 xd - i 
Do. 6 % Pref. between land 60,000 | 10 6 % 6 6 6 % 18 122 — 18ixd ej > 422 : 
Edison & Swan Utd., “A” shs., £8 pd., 1 to 99,961 b ae 4 ie 44% — — i А . à * 0 
Do. van shares, 01—017,189 | .. Б 44% | 44% | 43% | 1à— 2 1— 2 3 "P ES 8 T 
Do. Deb. Stock Red. 100 4 % 4 4 $ 4 o 76 — 79 76 == 79 eo ee .** 6 ц 11 
Do. 6% а De . Stock Prov. Certs, all pd. 100 5 |5 5 5 % 85 — 87 85 — 87 si s Ё К 
Electric сосн 1 to 112,100 2 4% | Nil | Nil | Nil ł— à i- } ge He к Nil 
General Electric ‘Co. (1960). 5 % Cum. Pret. ‚| 10 [Б Б б E% | Th А 7)1— 8 , ® E 
Do. do 4% Mort Deb. Btock | 4 4 4 4% 84 — 87 84 — 87 Я . | 38 
Gt. N. & City Rail. Pref. Ord. “A” 4%, 1 to 78,000 10 |4 4 4 Mx, 2— 1j 1 3 $3 
i ui wr e eee MP ZESEHI 
о ort. Debs a vs 5 0 == = А es 
Henleys 8 (W. T.), Telegraph Works, Ord. .. $ ; ез % D 5 475 3 E 1% i. 11; yy T3 : " ү 
Do. de: 4 5 Mart. Deb. Stock Stock ue d. 44% | 106 — 108 106 — 1 sa is | ET 4 3 4 
India-Rubber, Gutta-percha & Telegraph Works.. 10 6 1 ae 10 % | 154— 163 153— mM га ќ T 6 M l 
tLiverpool Overhead Railway, Ord. . Я 10 |H Nil N 3% 1 I$ | im 1 i% “© Ри 3 0 0 
ў Do. do. Pref., fully paid 10 5 5 5 5 % 5 5 гә = ae 8 81 
е пака тавсан с 10 I в % 6 — 6 ee med a 
» 0. to 5 ee ee ee 
Do. йо, 5 Cum. Pref., 1 to 195,000 10 |5 7 5 I 5 9 — 77 61— 71 тре йу — сии 
о do. Ist Mort. Deb. Btock . 100 4 % | 4 4% 4% 8 1 A m Edd 
etropolitan Consolidated m c 2275 22 0 d S 1; 905 2i 805 301 +3 HAE 
urplus в ss vs ks T "A = — 84 .. à 
Do. District i eo | 100 Nir Nil Nil fir | Mi- 123 114— 123 B : Ni 
Metropolitan Pleto Trams., Dent. Un | и zu a . A- ] 11— 5 i Уз 631 
о. um. ee 7 a a rus 
Do. do. ч % pen Віск Red. | 100 445 ma 4 44% 93 — 96 93 — 96 931 A : y^ ; 
Do. 6% um. e ae ео 100 4 Pid 93 — 96 98 — 96 0 0 | 418 9 
j9*,Deb.Stock `. 44% | 44% | 44 % К ; " ara 
bo e ee у ы cao] amt PLE % CDE СЕГЕ. ч 
е $., 1 to e 26 0 — — à 
Undergd. E. R., Lon., 5 % Profit Bhar. В. Nte. .. | .. 5 % 5 % 6 % 5 . 40 — 44 39 — 43 SOR — |n H б 
Willans & Robinson, 1 to $0,000 & 80,001 to 116,666 1 Nil | Nil | Nil 10 % i— if i— 1 ‚ 8 is 
Do. 6% C. P., 80,001 to 80,000 & 195,001 to 141,666 b Nil | Nil| .. 169, 8— 3 B — zu ; 
| Do. 4% 1st Mort. Deb. Stock -| 10 14%1!4%!4%!4%! T2 — 76 72 — 16 i. аа B Be 
ELECTRICITY SUPPLY COMPANIER. 
0 
Bromle (Kent) E.L. & P,. 1 to 15,000 is 5 1 5 3 % 4— 6 44— 5 3 T 5 10 
Do. do. ” 44 % Ast. deb. stock .. | 100 44% | 4 4 ne 94 — 91 94 — 97 ; i 
Brompton & Kens. Elec. Lt. Sup., оч d to 5 n A 10 $ D & І B & (бу A и Д : ar 
um. e 52— — 
безг! Electric Supply 4 Guar. Deb. Stock 100 4%|49% |4 $ 4% 98°—101 98 — 101 ё aa 8 1 4 
Charing Cross and Strand ee Supply 6 8 5 6 5 % 33— 4 84— 4 А А : 0: 
Do. do. do. 44 % Cum. Pref. | 6 qe 4% n% 45] £— 4 i — 4 рое 
Do. ' City Undertaking” 4 гол Cum. Prf. 5 % | 4496 | 4 44%, 34— dk Ba— 4 3 9 
Do. do. 4% Deb. Stock ed. ..| 100 4194 g 4 4% | 934— 954 . 94 — 97 с 4 9 7 
Chelsea Electricity Supply, Ord. x 5 6 | 6 ae 3— 33 З — " : 15 
Do. do. 44 % Deb. Stock Red. | Stock 44% sa 4495 | 4dÀ | 100 —103 100 —103 à ME 
City of London Elec. Lighting, Ord. 40,901—110,695 10 6 0 6 6 6 9$ 9 10 91 — 101 xd 10 d b 12 4 
Do, 6 X% Cum. Pref., 1 to 40, 00 10 6% 4 6% Ee 12 — 13 12 — 13 124 is КИ 4 0 0 
Do. 5% Db. Stk. ‚ Scrip. (iss. at 115) all pd. T 5 % | 6 5 5 122 —125 192 —125 ds M" ДЕ 4 1 
Ро. % 2nd. Db. Stk., Prov. Cris. alipa, 100 43 | 44% | 44 44% | 101 —104 101 —104 ee gs M 4 б 8 
бошу. of ala Electrical | Power, ris in 4 ло : & 4 ; do "m i 24— : 3 na 
e S о 7o ы 94 —— ee ca oe 
County. of Бей. Electric Lighting, od 1—40,000 10 44% 5 % 1 6 $ 5 do 7àÀ— 8i Th 81 xd ТА es v 6 | : 
Do 0. Deb Rock 9, 7 4 400 б [1-20 105 —109. | TOY TOE 42 
Do. д е ос .. z } — = T T T 
Do. 44 % 2nd. Deb. Stock .. Stock 4405 "s ae 40%, | 98 —101 98 —101 49] 
Edmundson's Electro Corporation, DES, Hates ee 4 1 @ Н 7 pa ы. i— |Ё à— E d 
Do. 6 95 Cum. i == 
Do. do. 44 96 1st Mort. Deb. Stk. 100 de 555 ae 1 5 60 — 67 60 — 67 s 6 14 $ 
Bele Cum Bel 1t010000 /h Б а Be А Es 5 Б} p М Е И | 410 U. 
um e ee ee oe X PTT 5 == Ba Ke aw ж 
Е Do, i % Ist Deb. Stock 100 4% 9255 ug 41 d 98 E 96 = as : » M 4 10 Ц 
оте, {0 ee / A‘ › xxi T oe * 
Kensington and Knightebridge Electric Ord. 5 129% 10% 10 & 10% | 8— 9 8 — 9 8 9 7 
Do. do. do. 49 Deben. Stk. | Stock | 4 4 & 4 4€ 96 — 99 94 — 97 xd 7A Y 8 4 2 6 
London Electric Supply e Eus. dde. р с ae sa Ls T 18 Fm 18 Ё : i г 50 ; 
Do е М Ps 17 ee oe 
Do. 40. 4% let Mort. Deb. Stk. Red. | Bock | 4% | 4 % | 44% [49% 89 — 92 By — 92 4 1710 
Metropolitan E DD xm nuo : prs 1) ? ae ie Hm 16 = 5 xd 5 А я 1 1 : 
„Cum. Pref. 1— } j= á— 8 т 
Do. 4 J Ist Mort. Deben. Btock  .. | .. | 44% | 44% | 44% 44° 105 —109 105 —100 ii | по ает 
Do. % Mort. Deben, Stock Redem. Stock % % о | 34% | 84 — 89 84 — H9 : 818 8 
Midland Electric Corporation, 4à % lst Mort. Deb. 100 44% | 4 р 4 % 44% | 94—97 94 — 97 e 412 9 
Newcastle-on-Tyne, 1 to 87,500. . Js s | 5 8 | 8 895, 8 % 54— Ед 51— 54 Se ‚ 614 9 
Do. b %, Pref., 1 to 87,500. 6 595 5 5 | b 5 Dà— X 58— 5g ў : 418 0 
Notting Hi ]] Electric Lightings ©» e. 10 7 96 | 74% 74% | TAS | 12 — 13 12 — 18 s КА 5 15 5 
Oxford, 1 to A о 20,810 Фо 105 1 т í б 1 ү 1 EM NO 51— 6} M : га 4 
Do. 4% De аа | X о — 95 5 — 99 3 . 
St. James’ ‘and Pall Mall Electric Light, Ord. S Б 1144% 124% 109% 110 бр 74— 8 71— 81xd 71 И 6 13 
Do. do. 1% Pref. 20,081 to 40,080 5 |79 17% 7% 7% 1 6— 7 64— 77 x 63 . 416 7 
Do. do. X, Deb. Stock Red. 100 33% 8 & Bj % B6 5 Be a 817 9 
Smithfield Markets Electric богу, Ord. .. | Б 4% |49, ih | Ni 1— 2 jas { : Nil 
Do. do. do. 4% Dob. Btock Bock 4 14% 4 4 % 70 — 74 бк — 79 ха ў : E 16 11 1 
Routh London Electricity Supply, Ord. bs 5 4% 4% |B95 | 4 <, p» эў 28— 22 i Ё А 619 2 
Bouth Met. Elec. Lt. ONC T UNES. | 0 Ta 3% : yon E 2— # B n g б o 
Do. 0 ‘ ^o p 1— 1 t — 1 217 6 1: 
Do. do. 41 % let Deb. Btk, | 100 | 44°% | 44% | 4% 4 | 100 ETT 100 ET. 5 i js 115 
Urban Electric Bupply, Ord. .. 5 | 5 169 1b 95 |65“, )— 1h j— 14 U Е 2: 16 18 
Do. do, 6% Cum. Pret. 5 5 0 5 5 & 5 „. 18— 9р 12— 23 TOI с 1010 6 
Do. do. 44% Ist Mort. Db. Btk, Red. 100 | 44/5 4% 43% 1 41^. | 82 — 85 82 — 85 : 5 51 
Wenn Mer Eiern Вирр!у, Ord, .. de 5 14 45 18 95 12 100, 7Tj— 82 а Bid s ee 5 17 8 
499% Cum. Prei. 5 5 % 5 „ 4% 43% 5 — b) p i i 4 110 
(ri 5 X. Red. to 44 % from 8186 Dec., 1905) | sd 
* Unless otherwise stated, all shares are fally paid, t Quotetions on Liverpool Stock Exchange. Interim Dividend. 
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Insurance Scheme. Mr. Herbert Ashling, Deputy 


lerk, Halifax, has been appointed secretary, representing 
NI and 19 company tramway undertakings, for formu- 
lating a mutual scheme of insurance against tramway risks. 
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FLY-WHEEL BURSTS. ` 


AN American writer, Mr. W. Н. Boehm, some time ago estimated 
that there were in the United States about 12 fly-wheel 
bursts per month, and, since a wheel of cast-iron bursts at & 
rim speed of 3 to 34 miles per minute, the fragments fly 
off with terrific force. Thus, a 30-ft. wheel burst at the Cambria 
Steel Works at Johnstown, upon the running away of the engine, 
and wrecked the building. Damage to the extent of £20,000 
was done by a fly-wheel burst at the National Tube Works at 
McReesport, Pa. There is always a temptation to run a wheel 
too fast, because fly-wheel energy increases as tbe square 
of the speed, and, moreover, à narrower rope-wheel will transmit 
the same power, This last statement, however, can hardly be held 
to be good when the speed parses 5,000 ft. per minute, for the 
simple reason that the centrifugs! stresses in belts or ropes begin 
to increase faster than the working capacity due to speed. 
American fly-wheels are either more severely worked' or worse 
made than in English practice. Overload and racing are the two 
causes of disruption, and their causes are set down. Notably, a 
condensing engine will race after steam ia cut off, and this calls fot 
some method of at once destroying the vacuum. There is, perhaps, 
no better emergency device than a glass plate and swinging hammer 
with which air can at a moment's notice be admitted into the 
vacuum systems. It can be operated from a distance electrically, 
and even by carrying the air admission pipes to any spot or to 
many spots and placing there the breaking devi^e or devices. 
Racing is usually sggravated by throwing off machinery as soon 
as racing becomes severe. The stress ina fly-wheel rím due to 


бү? 
Ки от the velocity squared in feet per 
second multiplied by the mass in pounds of a cubic inch of the 
material and divided by 266 will give the tension in pounds per 
square inch of cross-section. Since cast-iron weighs 0:26 lb. per 


centrifugal force is ғ = 


72 
cubic inch, we have approximately F = 10 . Thus the tension on 


each square inch of rim is one-tenth the square of the velocity in 


feet per second. i 
For 8 given material there is a definite speed for disruption, no 


matter what amount of material be used, since each unit section of 
rim carries in itself the potentiality of its own disruption. This 


speed. is E 
v = 1°63 id 
Ve 


where v = feet per second, w = mass per cubic inch of material 
and в = tensile strength per square inch, e being the rim joint 
efficiency — 1 for rims with no jointe. 

It s ів taken as the safe stress, then v becomes the safe speed 
For cast-iron of, say, 20,000 Ib. ultimate strength of test bars and Á 
factor of 20, the working stress will be 1,000 Ib. per sq. in., and 
the safe velocity works out as 100 ft. per second. 

Severe initial stresses are caused by cooling solid wheels in the 
sand where the relative sections of arm and rim are not correct for 
the rate of cooling, and these initial stresses are only partly overcome 


` by the skill and care of the foundrymen in properly manipulating 


the covering sand. | 
The usualrim joints do not possess a strength greater than 20 


per cent. of the solid rim when they are placed betwe 
Not more than 25 per cent. can be secured by any dr E 
joint comes upon the arm, when it may possess half the Strength : 
the solid rim. By means of steel links shrunk on, even 60 er о 
шау Бе secured, but these аге not applicable to thin belt ime cent, 


double factor of safety. Taking maple as havi 
10,500 1b. and weighing 00283 lb. E cubic inch, ite holes T 
with a factor of 20 will be 154 ft. per second. The famou SE 
wheel at the Amoskeag Mill, which was built to replace, wooden 
wheel, has a rim 30 ft. dia, x 9 ft. wide x 1 ft. thick and : burst 
up of 44 courses of ash plank, glued and bolted with 18 built 
Joints. It has two hubs and two seta of 12 cagt. ith broken 
ee! 18 really the best material. Assumin ioi 

cent. efficiency, and tbat no part of the rim ded ds to have 50 per 
of the minimum cross-sectional area, then with ste 75 50 per cent. 
tenacity and a factor of 10 the safe velocit in of 60,000 lb, 
second, or 90 per cent. in excess of cast-iron, У will be 188 ft 


wound at 50 lb, tension. The whee] runs at 240 къ et wire Were 


speed of 2:85 miles per minute й or at 
ar 
It may be suggested that, while it is import ii 
consideration to rim stresses, the Stresses in ihe ant to give ever 
e 


under the influence of rapidly 4 

cyclical variations also ped D ` especially wh a ттен 

with enormous rims do not appeal to the y whee 
. e 8 


tegard to the extremely light arms that have bear { roportion in 
" | ven to them 
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REVIEW. 


ae 


REINFORCED CONCRETE POLES AND 
: | PIPES. 


A NEw process for manufacturing hollow poles and pipes of 
reinforced concrete bas just been introduced into this country by 
Messrs. Siegwart, Ltd., of 1, Great Chapel Street, Westminster. It 
is the invention of Mr. Hans Siegwart, of Lucerne, Switzerland, the 
inventor of a system of reinforced concrete fire-resisting floor con- 
struction made up of hollow tubular beams laid side by side. Mr. 
Siegwart uses the material in a plastic way very much like clay, 
paper pulp, or metal, for by his process of wrapping the concrete 


\ 


round а core no moulds аге required to give it shape. P 


Fic. 1.—Enp View оғ MACHINE. 


The process is not quite new to our readers, for in our issue of 
May 24th last year we described, with illustrations, the syetem as 
it then existed. The fundamental ideas are unchanged, but the 
methods of applying them have been greatly improved ; the pro- 
cess has already come into extended use in Switzerland, and a 
machine has recently been fitted up in the works of Messrs. W. 
Cubitt & Co, at 260, Gray's Inn Road, W. C., with a view to its 
adoption in this country. On Monday last week we had the pleasure 
of seeing it at work, and inspite of a few hitches, which may fairly 
he ascribed to the fact that the plant had been erected in haste a 
day or two earlier, in order to anticipate the holiday season, we 
were impressed with its possibilities and importance in connection 
with the manufacture of poles for overhead lines, and pipes for 
use in generating-station construction. 

For ordinary work, reinforced concrete, though it has the great 
advantage of enabling poles of great height to be constructed, that 
are very durable and require no expense in the way of upkeep, bas 
not been very convenient of adoption. The Siegwart process, however, 
enables reinforced concrete poles to be constructed at a price which 
not only is very much less than the first cost of iron poles, but 
affords no excuse for continuing to use the ordinary timber poles 
a are customarily adopted for light telegraph and telephone 
poles. 

The Siegwart poles are made with any desired factor of safety, 
and large contracts have been placed abroad by municipalities with 
the licensees for the Siegwart patent for concrete poles, which have 
thus undergone the severe test of actual practice and have proved 
their efficiency and economy. : 

The following estimates of the cost of Siegwart poles, compared 
with other poles over a period of 50 years, are put forward :— 


Tramway poles, height 29 ft. (ordinary type). 


Wood 
à; Siegwart, Iron. (Impregnated). 
Price of pole we U. 9 £610 07 40 14 5 
Erection Gh Ж. 0.9 l1 0.90 UNE EA: 
Painting or renewal — 211 0 9 8 4 
Total cost in 50 years£4 0 0 £10 1 0 £10 12 4 


Poles for power distribution, height 36 ft. 6 in (ordinary type). 


Wood 
Biegwart. Iron. (Impregnated). 
Price of pole i ee 0.9 £9 0 0 £0 19 3 
Erection кй. d wd ж. ш. 1" 0 9-7] 
Painting or renewal — 2 11 6 12 5 0 
Total cost in 50 years £5 4 0 413 11 6° 413 13 10 


As regards reinforced concrete pipes, these have been constructed 
for many years on a large scale. Reinforced concrete can be applied 
to the construction of water mains, aqueducts and sewers, but diffi- 
culties are entailed in moulding a pipe, especially when of small 
diameter, and when hampered by the reinforcements. The advan- 
tages of reinforced concrete in the way of durability are obvious, 
and the Siegwart process of manufacture has given additional 
arguments in favour of reinforced concrete pipes, apart from the 
economy which is said to be effected over the other methods of 


\ 


\ 


manufacture. There is, for instance, a saving in the cost of joining 
by reason of the greater length of the pipes, these being as long as 
20 ft., or twice the length of fron pipes, and four times the length of 
plain concrete or earthenware pipes, and also a saving of other 
expenses of laying in respect of the cutting of the trenches, for the 
width of the latter can be reduced to a minimum, except at the point 
where the joint has to be made. | 

The pipes сап be constructed to withstand very great pressures, 
both internal and external. A reinforced concrete pipe offers con- 
siderable resistance to fracture during transport or by shocks caused 
by street traffic, being of small weight, owing to the thinness of the 
walls, which varies from 3 іп. to 2 in. А Siegwart pipe is only 


about half the weight of an iron pipe of equal strength. Moreover, 


Siegwart pipes can be manufactured at the place where they are 
required for use, so that the cost of transport such as would be 
entailed in bringing either earthenware or iron pipes from а 
distance, is eliminated. Sieg wart pressure pipes of a total length 
of 22 miles have been ordered for the constraction of waterworks in 
Roumania, in place of the originally planned construction with 


cast-iron pipes. The Siegwart process can also be applied to the 
construction of hollow reinforced concrete piles, for which there is 


considerable demand. | 

Fig. 1 gives the general arrangement of the machine for manu- 
facturing Siegwart poles and pipes, as it has been erected at the 
works of Messrs. W. Cubitt & Co. The machine rests in an open 
concrete pit sunk in the ground, with a track on either eide, upon 
which trestles can be run, and a stage over the machine carrying à 
concrete mixer, which discharges into. a receptacle below on the 
machine itself. This mixer has paddle wheels which rotate in an 


open box that can be tipped over to discharge ite contents into 


the hopper below. 
gredieats. | 

The concrete used in the manufacture of poles and pipes is made 
of clean screened Thames grit, which mostly consists of sand, with 
occasionally small stones not larger than 4 in. maximum diameter, 
proportioned 3 to 1 of Portland cement. The concrete is mixed 
very dry, so that it only féels moist to the touch, and does not 
even stick together when pressed in the hand, It coheres in the 
manufacture by reason of the great pressure which is applied to it. 

\ ` 


These paddles thoroughly churn up the in- 


— 
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Еа. 2.— 8IpR VIEW or MACHINE. 


The concrete, discharged from the mixer into’ the ‘hopper, falls 
from the latter into a sheet metal drum, seen in fig. 2. This 1 
holds about 8 cb. ft. of concrete, which is sufficient as а et 
make one pole or pipe. 16 slides up and down а sort of ob jv 
box or shoot; a paddle-wheel with four arms rotates within : 
drum and scrapes the top layer of the concrete regularly and con 
tinuously down the shoot. The rate at which the drum rises =, 
be regulated, во that the quantity of concrete discharged is е, A 
or less according to the thickness of the layer of concrete wbich 1 
to be applied to the core. . К ned 

The first machines that were built by Mr. Siegwart trave ex 
along a track, while the pole remained stationary ae regards gd 
tudinal movement. This, the first machine erected in this coun "1 
is also the first to be built to remain stationary, while the omi 
moved longitudinally (as well as rotating on the trestles :fcul- 
referred to) By moving the core instead of the machine, di є 
ties of feeding the latter with concrete are overcome, and many 
minor advantages are obtained. | —— 

The hollow space in the interior of the poles or pipes 18 or the 
by means of a core of sheet-iron, which is removed after ея 
concrete has been applied to it. Gauge rings are arranged on 


"12 "s C» LI 


/ 2 ‘ 
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core at suitable distances from each other, and steel rods or wires 
of small section are passed longitudinally through holes in these 
gauge rings. In the pipes these wires or rods are not stretched, for 
the operation of applying the concrete thereto drawa them taut, but 
in the poles the wires are stretched tightly by means of hooks 
that are screwed up at the ends of the core. Upon the track two 
trestles are placed, as shown in fig. 1, and the core is mounted 
between them so as to be capable of rotation. 
have toothed pinion wheels, which engage with a rack on the track, 
and are drawn gradually along by means of a wire rope. | 

The concrete from the drum falls down the shoot above referred 


to, upon a conveyor band or belt made of strong steel wire tightly 


plaited, that takes one wrap round the core, and is given its 
motion by passing over two wheels. One of these wheels (that at 
the front of the machine) is mounted in a sliding carriage that 
receives preliminary adjustment by means of a long screw turned 
by a spoked hand-wheel at the back of the machine. By means of 
two heavily weighted levers, the sliding carriage applies a pressure 
of about 5,000 lb. to the conveyor-belt, so that the concrete is 
wrapped upon the core under this pressure. Upon the conveyor 
band is a chain-like device, which, affords a grip for а band of 
strong cloth webbing about 4 in. in width, laid on top of all. The 
concrete falls upon this webbing, and the webbing and the concrete 
are wrapped round the core in a continuous spiral, so that the pipe 
or pole issues with a bandage round it, as shown in fig.2. The 
edges of the webbing just overlap, so that the concrete layer there- 
under and the webbing. are continuous, the latter preventing the 


Fic. 3.—DIAGRAM SHOWING CONSTRUCTION OF POLE. 


concrete from dropping from the core. The pressure on the con- 
veyor belt draws the longitudinal wire or rod reinforcements closer 
together. The guide rings holding the longitudinals in position 
are engaged by a wheel attachment, so that they slide along the 
rods as the core gradually passes towards and through the machine. 

Directly the webbing and concrete issue beyond the conveyor 
belt, steel wires, as close together as may be desired, are fed by a 
spool on an attachment somewhat resembling an elevator. The 
webbing is drawn up over a bar above this spool of wire, во that 
the wires for the spiral binding may be fed upon aud into the con- 
crete. A rod fastened to the elevator attachment keeps it rigid, 
and the rotation of the core draws the wire or wires from the spool 
80 hard against the layer of concrete that they penetrate into it for 
some distance. If the spiral wires are of large section, there is 
insufficient power developed to draw them into the layer of com- 
pressed concrete; another device is therefore brought into action, 
consisting of a wheel with spikes thereon that cut grooves in the 
concrete a8 the core rotates, into which the wires may penetrate so 
as to become embedded in the concrete. The rotating core draws 
the band of webbing upon the surface of the concrete again, and a 
pressure roller on the end of a long spindle, which is screwed for- 
ward by hand, works on a sheet-iron ring and presses the webbing 
and the concrete hard against the core, in order го give a final finish 
and maximum hardness. The thickness of the layer is, by the 
great pressure given by this roller, slightly reduced, and the 
consequent reduction in circumference brings it about that the 
quantity of webbing that was originally fed into the machine is now 
too long, but the slack is taken up by the elevator attachment above 
referred to, which is suspended by means of a wire rope running 
over a pulley on the platform above with a weigbt hung from the 
end thereof, this arrangement enabling the elevator to rise gradually 
a8 the amount of slack in the webbing increases. 

The electric motor that works the machine is mounted on the 
bottom frame, and drives by means ofa worm wheel and several 
chain wheels. The machine can be adjusted to the necessary angle 
to the core if tapered, as in the case of a pole. 

As soon as the core has been drawn torough the machine and 
completely wrapped with the spiral binding, it is picked up by a 
travelling crane overhead and placed on one side, to enable the 
concrete to harden and mature. To ensure its gaining maximum 
hardness, it is constantly moistened. 

The internal sheet metal core can be removed by being reduced 
in diameter by a screw attachment after about 12 hours, and the 
bandage of webbing may be removed after six days’ hardening. 
This webbing leaves a few small markings on the pole, which are 
no detriment to a pipe or pile, or to a pole erected in a place 
where appearances are not of great importance. То complete a 
pole, all that requires to be done after it comes from the machine 
is merely to fix a stopper in the top and make a square necking or 
blocking for fixing the cross-arms that carry the insulators and the 
electric wires. Where a more finished appearance is desired, the 
poles are given a wash of cement grout or a rendering of cement 
and sand, the latter giving a stone-like appearance, and if desired 
neckings or mouldings may be run round the pole, and any other 
ornamentation done by band. | 

Fig. 3 is a diagram of the arrangement of the reinforcement and 
details of the construction of a typical Siegwart pole. It will be 
seen that the reinforcing skeleton consists of Jongitudinal rods tied 


The trestles . 


\ 
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together by a wire or wires wound spirally thereon. It is im- 
portant in such tubular construction to have the reinforcements 
correctly disposed, and the Siegwart process ensures accurate 
placing, whereas in the ordinary process of moulding concrete in 
tubular form grave defects in this respect are of common occurrence, 
it being extremely difficult to ensure regularity in the disposition 
of the reinforcements. | 

The thickness of the concrete varies from 1 to 2 in. in the poles; 
the pipes vary from j in. to 2 in. in thickness. А Siegwart pipe 
that was tested, successfully resisted an internal hydraulic 
pressure of 285 lb. per sq. in. 

The end of a Siegwart pole was fixed rigidly between two blocks 
of concrete, and the top pulled on one side by means of a chain 
and pulley block; the pole, which was 31 ft. 2 in. long, with a 
load of 15,400 lb. gave a deflection of only 2756 in. When 
the load was relieved the top end of the pole returned to its 
initial position, no permanent deflection being noticeable. 

Hollow piles can be made up to the standard length of 39 ft., 
which is adopted for the longest poles, though a greater length 

could be made if desired. \ 
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Fic. 4.—SrEGWwART Pork 


Ілме. 


Fig. 4 shows а line of Siegwart poles th | 
Switzerland, for the transmission "line оа pT e a in 
T 5 made on the site. а to Zarich, 
е number of persons in the gang that 

work the machine, in the experimental PUN pos be 

but eventually Soy seven men will be necessa; en eight men 
man is required. The capacity of the machine ; 
one pole an hour, though with qued. roughly, abou 
required is slightly lv ncrete polas and 5 s 
metal is also of small amount, and costs very little d Yes and the 


ап extensive one, an 
n in this country, PUTA 
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Finland Tariffs on Electric Cars 


Customs Department has дес; | 
: " ecided (says t Finni 
that imported electric tramcars shall 901 of Trade n 
F e as follows . 
8 :— 
Rate of duty, | = English 
P ³˙·.¹ НОМАЕ : Quiva) 
пу mounted, on axles and whee) p ML. ш 
61019 motors attached °°% Finnish marks. Pme. 
separately do far, Which is аццар | 4^ 500-00 | . 
Ready mounted uf Qe. a АО... : ‚ 100k Звы є 0 0 
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An Introduction to Electricity. By B. KoLBE. Translated 
by J. SkELTON. London: Kegan, Paul, Trench & Co. 
Price 108. 6d. net. 

The study of electroetatics has of late years for two very 
good reasons been very much neglected : (1) there does not 
geem to be any direct connection between the Leyden jar of 
the laboratory and the three-phase generator of the station ; 
(2) most English books treating the subject either require 
highly developed a knowledge of mathematics, or else 
take obsolete experimenta designed to fit old and imperfect 
hypotheses as the basis of study. No wonder, then, 
that there has been neglect, and in many cases not only 


neglect but contempt. What could be the use of puz- 


zling one's brains with a lot of fantastic but useless 
laboratory experiments? Very interesting, no doubt, to see 
a doll’s hair standing on end, but not likely to bring much in 
the way of honour or promotion in one’s daily employment. 
The moral is obvious. It is not the subject that is at fault, 
but the teaching. For, when all is said and done, there can 
be little doubt that a properly-proportioned study of electro- 
static phenomena should have a prominent place in the young 
electrical engineer’s curriculum. 

It has been left for a Russian professor to produce the 
best book on the subject that has appeared for many 
years. The author is Professor of Physics at St. Anne’s 
School, St. Petersburg, and the volume, as is often the 
case, is based upon lectures to his own studente. He 
has supplied that revivifying touch needed to bring 
a subject of great attractive and ‘educative value back 
to ite proper place. For it has not only the pride of 
birth-right, but its own inherent merits to recommend it. 
To begin with, the book is well translated, and is free from 
slips and printers’ errors. Moreover, it is written in a 
breezy and attractive style very encouraging to the young 
student who has not yet had time to get his mind chained 
down to hard and unbending mathematical veracities ; as 
witness the commencement of Chapter 2—‘ The first day's 
journey has come to an end. A traveller who wishes to fix 
in his mind the road which he traverses, will do well from 
time to time to cast a glance behind him, so as to note the 
windings of his path and to impress upon his memory any 
particularly characteristic spots.“ 

As is mentioned in the preface, mathematics have been 
absolately done away with, except in so far as a good know- 
ledge of arithmetic may: be considered such. Of course, it 
is just a little questionable if such an absolute throw-out is 
justifiable, for it seems to the reviewer best, in nine cases 
out of ten, that budding engineers should have had a pre- 
liminary skirmish with equations, logarithms, and so on 
before touching the subject of electricity proper at all. But 
in this case the result is so good. that we are driven to 
moderate our opinion. 

Taking the book from an experimental point of view, 
nothing but good can be said of it. Few, indeed, of the old 
time-honoured experiments are given, but, instead, there are 
new designs more clearly to explain the matter under con- 
sideration. For instance, instead of the old cage experi- 
ment, we have Vanderfliet's insulated wire gauze, with 
movable strips of paper, which shows in a very convincing 
manner the mobile character of electricity : to demonstrate 
electric lines of force we have the very beautiful experiment 
of the bath of oil of turpentine and sulphate of quinine ; 
again, we have an adaptation of Nir Oliver Lodge's experiment 
in which the student can sre the current-carrying 
conductor wrapping itself round а permanent magnet, 
and во оп. In fact, there is a zest and freshness about all 


the apparatus that gives incentive to tbe study of the subject. 


And, moreover, it is by no means expensive material, for as we 
are told, it can nearly all be made at home with the aid of 
adittle natural ability in tool handling. 

The author occasionally wanders off into the realms of 
speculation ; but only fora short time. Оп such occasion 
he describes the experiment of the discharge of negative 
electricity by the action of magnesium light, and he talks a 
little on ions, radiation and etheric phenomena, but just 
sufficiently to whet an ardent student's appetite. But these 
little digressions do not interfere with the thread of the 
argument. 
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The book is divided into two sections, Static and Dynamic 
Electricities, and in both there is displayed the happy faculty 
of making the work interesting. The ways of the condenser, 
which the young student usually finds difficulty in assimilat- 
ing, are here set, forth so very fully, and go well supplemented 
with experiments, that the matter becomes comparatively 
simple. The difficult consideration of fall of potential in a 
conductor is likewise well! explained. 

Again, the book is just the kind that will appeal to the 
man in the street who is desirous of gaining an insight into 
the elementary considerations and phenomena of that most 
mysterious thing, electricity. Even though he may not do 
the experiments for himself, yet he will find a great deal he 
can understand from the clear descriptions. 

This work deserves to become the standard text-book in 
all British schools where a first-rate knowledge of what is 
called “ magnetism and electricity is desired. The only 
thing against it for this purpose is its price. The publishers 
would be well advised to prepare a cheaper edition for the 
use of schools. 


Standard Handbook for Electrical Engineers. New York : 
McGraw Publishing Co. Price 178. net. 


We are lost in admiration at the immense amount of 
information this hand-book contains. To begin with, it has 
1,285 pages and hundreds of diagrams. It is what we 
should call, on this side of the Atlantic, a pocket-book, but 
an enlarged and glorified one. Asa matter of fact, it just 
fills up one’s pocket, leaving not a cubic inch over, while 
its weight gives one a very lop-sided appearance. 

We are told in the preface that the work is written and 
compiled by a staff of specialists. Such names as A. ©. 
McAllister, O. A. Kenyon and Louis Bell occur, each confined 
to the domain he has made his own. The whole is thus 
divided into the following 20 sections :—(1) Unite; (2) 
Electric and Magnetic Circuits; (3) Measurements and 
Measuring Apparatus; (4) Properties of Materials; (5) 
Magnets; (6) Transformers ; (7) Eiectric Generators; (8) 
Electric Motors ; (9) Batteries ; (10) Central Stations ; (11) 
Transmission and Distribution; (12) Illumination; (13) 
Electric Traction; (14) Electrochemistry; (15) Tele- 
phony; (16) Telegraphy ; (17) Miscellaneous Applications: 
(18) Wiring ; (19) Standardisation Rules; (20) Tables and 
Statistics. 

In dealing with units there are given the Symbol, Quantity, 
Equation, Dimension, Practical Unit (Metric and English) 
Abbreviations, and Values in C.G.S., which will indicate 
the thoroughness sought to be attained. It is, however, 
the latter half of the book that is most interesting. 
Tbe section on Central Stations is very well worth 
perusal. This first of all deals with theoretical hydraulic 
considerations, then goes on to water power-house design, 
reservoirs, waterwheels, regulation of turbines, testing of 
turbines, operation of water-power plant; then steam engines 
and turbines, the internal combustion engine,, boilers and 
boiler equipment, condensers, economisers, switchboards and 
fittings, lightning protection, and so on—in fact, enough to 
fill a very fair-sized volume. 

Under Transmission and Distribution, there are some good 
notes on the details of high-voltage transmission, together 
with numerous diagrams. 

Under Illumination, we have a very complete summary of 
modern practice. Beginning with a theoretical digest, we go 
on to consider the different lamps, the osmium and the tantalum 
included. There are also referred to the Osram, Osmin, 
wolfram, tungsten, zirconium, iridium, and other modern 
types. The section on testing is good. 

The section on Electric Traction is the best in the book, 
and gives most detailed and complete information of modern 
American practice. 

Under part (14) there is given a concise summary of 
electro-chemical processes which have attained industrial 
importance; a division into three classes is made: (1) electric 
furnace processes ; (2) electrolytic processes ; (3) processes 
involving electric discharges through gases. Each clase 18 
introduced by a summary of the principles governing the 
process of that class. In (2) there are considered electro- 
typing, electroplating, nickel plating, silver plating, gold 
plating, copper plating, zinc plating, aluminium plating, an 
refining of the metals. | 
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Telephony and telegraphy are fully described. In the 
latter there are paragraphs on duplex and quadruplex tele- 


graphs, synchronous telegraphy, automatic telegraphs, writing 


telegraphs, automatic fac-simile telegraphs, printing tele- 
graphy, fire-alarm telegraphy, and wireless telegraphy. 


Under section (17) are given the powers required for ' 


machine tools, centrifugal pumps, cranes and hoists, elevators, 
steel-rail rolling mills, paper mills, &c. A new musical 
instrament, the telharmonium, is described. Electrical 
heating is gone into. Electric boate, radiography, &c., are 
some of the more miscellaneous subjects. 

The section on wiring is, of course, strongly American, 
and is not of much use to us, as the units are all different. 
The tables and statistics at the end of the volume are of 
considerable value. | 

This pocket-book contains a great deal more than has 
been previously attempted in a work of this nature. Every 
effort has been made, as is plainly to be seen, to make it 
absolutely up to date as a summary of the latest views on 
the whole field of electricity. It is the kind of book to take 
with one to the North Pole, where transportation is difficult, 
and where it is necessary to have matter with little weight ; 
on reaching one’s destination, one could easily erect a rail- 
way, a wireless telegraph station, or a silver refining plant, 
vith the help of the instructions given. i 

The book in its physical aspect is a pleasant thing, being 
bound in thin leather on a pliant back. | 

Since the foregoing review was written we have received 
а copy of the second edition (7th thousand) corrected. We 
learn from the preface that it has already been adopted for 
use ав а textbook in 30 Universities and Colleges, and we 


fully believe the statement that its success “has been 


phenomenal.” 


INTERNATIONAL ELECTROTECHNICAL 
| COMMISSION. 


(Words printed in BmaLL CAPITALS in the Definitions are themselves 
Defined, or to be Defined.) 


We have received from the Sub-Committee on Nomenclature, 
Which consists of Mr. A. Р. Trotter (Ohairman), Colonel R. E. 
Crompton, C.B., Mr. W. Duddell, F.R.S., Mr. J. E. Edgcome, Sir 
John Gavey, C. B., Dr. R. T. Glazebrook, F. R. S., Mr. Robert 
Hammond, Mr. H. W. Miller, Mr. F. H. Nalder, Mr. H. Talbot, 
Mr. L. d. Tate, Prof. S. P. Thompson, F. R. S., Mr. A. H. Walton, 
and Mr. O. H. Wordingham, with Mr. C. Le Maistre as secretary, 
the shedule of terms and their explanations which is printed 
below. Any observations that our readers may wish to make 
thereon should be addressed to Mr. Le Maistre, 28, Victoria Street, 
тА will receive the careful consideration of the Sub- 
ее. : 


Accumulator, —An electric cell consisting of plates or of grids in 
an electrolyte, of such a character that the electrical 
enérgy supplied to it is converted into chemical energy (a 
process called charging”). The chemical energy can be 
recon-erted into electrical energy (a process called “ dis- 
charging"). Sometimes called a STORAGE CELL or a 
SzcowDARY Сип. Several accumulators connected 
together in one circuit are sometimes called a SECONDARY 
BATTERY. 

Alternator,—A machine for generating alternating current. The 
exciting current is generally supplied by a separate 
machine called an Exciter. (The word dynamo should be 
reserved for a continnous-current generator.) 

Alternating Carrent.—An electric current which alternately 
Teverses its direction around a circuit in а periodic manner. 
The time occupied by each pair of half waves is called a 
Period. Abbreviated “ a.c.” 

Ammeter ; Ampere Meter.—An instrument which indicates 
directly, in amperes, the value of an electric current. 

Ampere.—The current which is produced by the electrical 
preesure of one volt applied to a conductor the resistance 
of which is one ohm. The PnacricAL unit of electric 
currént. It is one-tenth of the centimetre-gramme-second 
(C G.8.) unit. | 

Ampere-Hour.—One ampere flowing for one hour, or its equiva- 
lent ; such as 4 amperes flowing for 15 minutes, &c. 

Ampere-Turn.—A practical unit of magnetomotive force. The 
Dumber of turns or windings of a coil multiplied by the 
current in amperes which flows through it. 

Annunclator.—An apparatus containing a series of signals for 
indicating which of several circuits is making the call. 

Anode.—(a) In an electrolytic cell, the conductor through the 
surface of which the current enters the liquid. | 

() ша primary cell, the metal (usually zinc) through which 
the current enters the electrolyte. 

(c) The terminal by: which the current enters a cell or other 
apparatus euch ai « vacuum tube, ёс. 
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Aperiodic.—The motion. of the moving part of a mechanism is 
said to be “aperiodic " when it does not overshoot the 
mark on taking up a new position. Must not be confused 
with “ dead-beat.” See also DAMPED. | 

Ате. —А discharge, continuous or alternating, of electricity through. 
а gas in which the material of one or both the electrodes is 
volatilised, and takes part in the conduction of the current 
accompanied by a brilliant light. E 

Armature.—(Originally the pole-pieces attached to а lode-stone.) 

(a) Of & permanent magnet. An iron bàr for completing the 
magnetic circuit ; sometimes called a KEEPER. 

(2) Of a simple electromagnetic mechanism. The iron part of 
the magnetic circuit which is not covered with wire ; it is 

| generally set in motion by an electromagnet. 

(c) Of a generator. That part of tbe machine which is acted 
upon inductively by tbe, magnetic flux; and from which 
the induced current is transmitted to the terminals. 

(dy О{ а motor. That part of the machine which receives the 
current, and is acted upon inductively by the magnetic flux. 
In continuous-current machinery it usually rotates, in 
alterhating-current machinery it is sometimes stationary, 
See STATOR and Котов. 

Armouring.—Of a cable. A protective metallic covering of wires 
or tapes, usually of iron or steel (Verb: to armour.) 

Arrester.—An abbreviation. See LIGHTNING ARRESTER, 

Astatic.—A system of magnets or coils is said to be astatic when 
the polarities of its parts are во adjusted that the polarity 
of the whole is zero, and no directive effect is exerted on 
the system in a uniform magnetic field. 

Asynchronous. — A term applied to an alternating - current 
generator or motor, the speed of which has no fixed 
relation to the frequency of the current. 

Auto-transformer.—A transformer in which part of the winding 
is common to both the primary and the secondary circuits ; 
sometimes called 8 COMPENSATOR. 

Balancer.—A dynamo, pair of dynamos, motor-generator, or 
rotary converter, arranged to maintain the equality of 
pressure on the two sides of a three-wire system. 

Bank. A number of similar pieces of apparatus grouped and con- 
nected to act together is sometimes called a bank. Thus 
lamps are banked in parallel or in series, to form a resis- 
tance; and several transformers are banked to act as a 
single transformer. 

Barretter.— An instrument in which the current to be measured, 
generally alternating, flows through and heata a fine wire 
strip or filament, and causes a change in its resistance, 
which is taken as the measure of the current. 

Rattery.—Two or more cells connected in one circuit. 

Bifureating Box.—A box containing the joints between a two- 
core and two single-core cables. 

Blow (Verb).— When a fuse melts it is sometimes said to “blow,” 
a term suggested, probably, from the result of the melting 
of a fusible plug in a steam boiler. The same expression 
is sometimes applied to the automatic opening of a circuit- 


breaker. 


Board of Trade.—A British Government Department charged 


with the administration of, inter alia, the Electric Light- 
ing and Power Acts, Railway snd Tramway Acts, and of 
regulations made thereunder for the safety of the 
public, &с. | 

Board of Trade Unit.—One Kinowatr-Houn. The expression 
"unit" is officially used, and not the expression Board 
of Trade Unit." 

Bolometer.—An instrument in which radiant energy to be 
measured causes an alteration of the resistance of a tine 
wire strip or filament. 

Bond.—(For tramway and railway rails.) A connector, usually of 
copper, used for electrically connecting the rails to each 
other or to a return conductor, in order to ensure good 
conductivity. (Verb: to bond.) 

Boom.— See TROLLEV Boom. | 

Booster.—A dynamo, alternator or transformer, interposed in a 
circuit for the purpose of increasing or decreasing the 

' electromotive force acting in the circuit. 

Braiding.—4A plaited covering of fibrous material or wire. (Verb: 
to braid.) 

Branch Circuit.—A circuit which derives its supply of current 
from points on another circuit. 

B. T. U.; B.o.T.U.—See Boarn оғ Trane Unit. (Terms not 
recommended.) 


, British Thermal Unit.—The quantity of heat required to raise 


a pound of water one degree from 60° F. to 61° Е. 
Abbreviated “ B. H. U.“ 

Brush. — A conductor for collecting or delivering current from 
commutators or slip-rings. Originally made of copper 
wires, afterwards of copper strips or gauze, or of carbon 
blocks. 

Brush Discharge.—4A discharge having a feathery form, and con- 
sisting of an intermitient partial discharge which takes 
place from a conductor to a surrounding non-conductor 
when the potential difference exceeds a certain limit, but 
is not high enough to cause the formation of a true spark 
or arc. It is always accompanied by a hissing ог crackling 


sound. 


Brush Holder.—The apparatus which holds the brushes. 


Brush Hocker.—The apparatus which enables the position of all 
the brushes carried by it to be altered simultaneously in 


either direction. | 
Buckling.—Of accumulator plates. The distortion caused by uneven 


expansion, ` 
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Busy-Back.—An electrical signal transmitted from one telephone 


exchange to another to indicate chat the line wanted is in 


use. 

Bus- Bar.—Abbreviation for Оммтвоѕ-Вав. Conductors (generally 
on а switchboard and of comparatively large size) to 
which several mains or feeders are connected. 

B.W.G.—Abbreviation for Birmingham Wire Gauge. 

C. G. &. Abbreviation for Centimetre-gramme-second. 

Cable.—For electrical purposes: а stranded conductor with or 

without protective covering. | 

Calibration.—Of a measuring instrument, The determination of 


the value of the divisions of the scale of an instrament by ` 


сс with a standard, or by some fresh determina- 

tion. 

Calorie.—(a) The Calorie or Овлмме CaroRrm (also called the 
BMALL-OALoRIM) is the quantity of heat required to raise 
the temperature of one gramme of water one degree 
Centigrade. | / о 

(д) The Kilo-Calorie (also called the GarAT-CaronrE) is one 
thousand calories and is the quantity of heat required to 
raise the temperature of one kilogramme of water one 
degree Centigrade. 

Note: The value of the calorie depends to some extent on the 
temperature at which the water is taken and on the scale 
of the thermometer employed. The hydrogen thermometer 
is usually adopted as the standard, and the temperature 
selected їв generally 15° C. or 20° C., or the mean 0°— 
100* C. 

Candle-Power,—The luminous intensity, or illuminating power, 
of a source of light. 

Candle Foot.—See Foor CAN DLR. 


Capaelty.—(a) Of an Accumulator. The quantity of electricity 
in ampere-hours which may be taken from a cell at a given 
rate of discharge. | 

(^) Of a Condenser. The quantity of electricity which must be 
imparted to a condenser, or to a conductor acting as a 
Men in order to raise its potential from zero to 
unity. 

(c) Of a Machine or of a Generating Station. This use of the 
word capacity is not recommended. The term RaTING 
should be used. | | ! 

С'агсаве. - Of а dynamo, alternator or motor. The assembled pole 
cores, pole-pieces, and yoke or frame; 

Cascade a A series connection of two or more condensers. 

(b) A method of electrically connecting induction motors, 
whereby the induced part of one motor is connected 
electrically with the inducing part of the other. Aiso 
called ConcaTenaTion and TANDEN. 

Cathode. —Bee KATHODE. ‘ 


Cell.—(a) A source of electrical energy dependent on chemical 
action, complete іа itself. 
(bj A compartment of a high-pressure cellular switchboard. 
(c) A combustion chamber of a dust or refuse destructor. 
Choking Coll.—A coil with so great а self-induction that its im- 


pedance depends chiefly on the self-induction rather than 
upon the resistance. 


Cirenit.—The conductors connected with a source of electrical 


supply are collectively called a circuit. When they form 

a closed path through which a current circulates there is a 

CLOSED CIRCUIT. When the path is nof closed and no 

current circulates there is an OPEN CIRCUIT. | 
Ciccuit-Breaker.—A switch which ie opened automatically when 

the current or the pressure exceeds (or falla below) 

a certain limit, or which can be tripped ” by hand. 
Closed Circuit.—See CIncurr. 


Coherer.—(In wireless telegraphy.) A device employed at the 
receiving end consisting essentially of an imperfect con- 
tact, or system of contacts, such that its resistance is 
altered on the reception of a signal. 

Collecting Кар). —See Conpucror Rair. 


Collector. A sliding piece which makes contact and collects the 
current from a fixed part of an electrical apparatus, or 
vice versd. 

Collector Ring.—A ring used for making a sliding connection 

between a fixed and a revolving part of an apparatus such 
as an alternator or a search-light projector. 

Commotator.—An apparatus for reversing the direction of a 
current in any circuit. Inadynamoor motor that portion 


on which the brushes press and collect or deliver the 
current. 


Compensator.—See А сто-Твлмзговмев. 


Compound Wound.—4A generator or motor is said to be com- 
pound wound when the magnetic field is excited partly 


by series and partly by shunt coils, or independently 
excited coils. 


Concatenation.—See CASCADE. 


Concentric Cable.—A cable consisting of two or more separate 
conductors arranged concentrically with insulation 
between them. Three conductors 80 arranged form a 
TRIPLE Concentric CABLE. The external conductor 
should be called external“ and not "outer," in order 
to avoid confusion with the onter conductors of a three- 
wire system. 

Conductor Rall (Positive or Negative).—A rail employed on 
electric railways for conducting current to or from the 
train. The terms Live Rai, Taip Вап, FOURTH 
Rait, EARTH RAIL, Cotteciina КаАП, апа WORKING 
CONDUCTOR are not recommended. 
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Conduit System.—(a) For Electric Light and Power distribution. 
A system of bare conductors carried on insulators in а 
conduit or culvert, generally of concrete. Й 
(^ For Wiring. А system of metal or other pipes into which 
wires are drawn. | 
(с) For Traction. А system of bare conductors carried in a 
conduit, having an open slot through which a PLOUGH 
makes contact between the conductor rails and the 
electrical equipment of the car. | ' 
(d) For Telegraphs and Telephones. A group or collection of 
ways or passages called Ducts, into which cables are 
drawn, e" 
Consumers’ Load Factor.—The number obtained by dividing 
the actual consumption during a given period of time by 
what that consnmption would have been had the maximum 
load reached during that period continued in use through- 
out the whole of tbat period. 
Contactor.—An electromagnetic, electropneumatic or automatic 
^. Switch used for controlling heavy current circuits to 
motors, and which is itself controlled by a MASTER or 
Рот CONTROLLER. : 
Continuous Current.—An electric current in one direction and 
sensibly steady or free from pulsation. Abbreviated c.c. 
The term DIRECT CURRENT is not recommended. 
Controller.—A compound or multiple switch containing the means 
for introducing resistances, or for connecting motors 10 
series or in parallel. It has several di i or positions, 
called М№отснкв, and is intended for use on any notch for 
. an appreciable period of time. It is to be distinguished, 
in this respect, from a SrARTING SwiTCH. It із used for 
varying the speed or power of, as well as for starting, 
traction and other motors. А MASTER CONTROLLER, 
sometimes called а PIO or MULTIPLE UNIT CONTROLLER, 
does not act directly on the current supplied to the motors, 
but works CONTAOTORS. . 
Converter.—A revolving apparatus for converting alternating 
current into continuous current or vice versá; sometimes 
called a Roraux Converters. To be distinguished from 
a TRANSFORMER, RECTIFIER or MoToB-GENEBATOB. 


Core.—/a) Of a magnetic circuit. That part which is within the 


winding. The part outside the winding, if any, is called 
the Үоке. 

(0) Of. a transformer. 
magnetic circuit. | . А 

(с) Of a cable. The conductor with its insulation or dielectric. - 
Two, three or more cores may be laid together to forma 
Twix, THREE-COBE or MuLTICORE cable. | 

(d) Of an arc lamp carbon. The longitudinal filling. 

Cowomb.—The Practicar unit of electrical quantity. One 

| coulomb is equivalent to one ampere fluwing for one 
second ; 3,600 coulombs equal one ampere-hour. The 
teru AxPERE-Hovun is almost universally adopted: the 

| coulomb is seldom used. 

Cut-out.—A device for protecting apparatus from damage by over- 
load. The term cut-out comprises all the separate parte 
which, together with their mountings and base, form the 
complete device, and the term includes Fuses and CIRCUIT 
BREAKERS. 

Cycle.—A term not recommended ав a synonym for Perion, See 
PERIOD and ALTERNATING CURRENT. 


(To be continued.) 


The whole of the iron forming the 
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ANNUAL TOUR OF THE LE.E. STUDENTS 
SECTION. 


THE seventh annual visit of the Students' Section took place ше 
the week commencing July 6th and terminating on July 11th. ‘ted 
centre chosen for the visit this year was Newcastle, which was 7181 of 
previously in the year 1901. About 30 took part in the ne 
whom nearly 20 were from London. The party left London e 
Monday morning, July 6th, and broke the journey at Derby, iis d 
& visit was made during the afternoon to the works of the Mi 1115 
Railway. These works are gradually being converted to . 
driving, the present driving being done mostly by old locomou 
type engines. А 
The shops are supplied with continuous current on the three wirt 
system with 420 volts across the outers. In the smithy there are 
three electrically-driven power hammers, and electric cranes © 
installed throughout. otors 
There is a small electrical shop at the works where small m 
&., are built and all repair work executed. е ning 
The party travelled from Derby to Newcastle in the о 
and on Tuesday morning visited the works of Messrs. Hav и 
Leslie & Co., general engineers and shipbuilders. These WOT being 
electrically driven throughout, the individual motor drive Mig 
considerably in evidence owing to the heavy character of ma tne 
the tools. Three-phase power, at 6,000 volts, is taken Lanne 440 
Newcastle Electric Supply Co. This is transformed eos ming 
volts for power and 240 volts for lighting. A special trans ate 
sub- stat ion is installed at this ard most of the other works E: ply 
which take their power supply from the Newcastle Electric + n Я 
Co. The sub-ctation contains two sets of three 6,000-440 vith tive 
volt oil-cooled transformers, with the usual sw.tciboard wi 
distributing power and lighting panels. 
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The party saw under construction some large condensers, of 
which the main castings weigh about 9 tons each, for H. M S. 
Collingwood. The turbine building was also of interest, especially 
the blading process. The blades are shrouded together by a wire, 
caulked into a notch at their outer end; at the lower end two small 
projections are pressed out which engage into corresponding recesses 
in the rings of the rotor drum, which hold them radially when the 
whole of the blades are in place. 

In the afternoon Messrs. Scott & Mountain’s works were 
inspected. This firm have specialised on colliery working, 
and undertake the complete electrical equipment of collieries, 
comprising electrically-driven hauling and winding gear, pumping, 
ventilating, and lighting plant, and cosl-cutters. The firm manu- 
facture the whole of the plant at their Gateshead works, both the 
mechanical and electrical parte of the apparatus. A complete 
description of these works appeared in the ErLEgCTRICAL Review 
for May 26th, 1905. A notable point in electrically-driven 

plant of this class is that the driving motor is regarded and pro- 
vided for in the general design as an integral part of the plant, and 
not as an unimportant adjunct to be "tacked on" somewhere. 
Standard designs for hoiste, haulage plants, &c., with motor drive 
now form compact and good mechanical jobs. An interesting 
feature in this type of plant is the use of built-up plate and girder 
frames, instead of cast-iron frames. This bas the advantage that 
the frames may be dismembered in order to get them down the 
pit shafte, and through the mine roadways to the site of the 
hauling plant. The construction is also cheaper and lighter than a 
single casting, and easier to repair. In large haulage plants the motors 
and drums are split horizontally for ease in transport down the 
mine. Messrs. Scott & Mountain have recently completed 


a 300-н.р, main and tail haulage gear for hauling at 
hour; this speed is double 


a speed of 10 miles per 

many of the usual haulage speeds. Messrs. Scott and 

Mountain also have in hand a  1,000-&.v.4, 110 B. P. ., 
The firm 


24-pole three-phase gas-engine-driven alternator. 
have standardised lines of mining pumps, reciprocating, centri- 
fugal and special sinking pumps. An interesting feature of the 
special sinking pumps is the provision for cooling. The centri- 
fugal pump and motor form a self-contained totally enclosed job. 
The whold of the water delivered by the pump is passed round the 
motor through an annular space arranged in the motor casing. 
This method is stated to be as efficient as the usual methcd of air 
ventilation. Anyone who has had to deal with totally-enclosed 
motors knows the difficdlty of ensuring their having a reasonable 
temperature rise ; hence any proposals on these lines may well be 
taken advantage of. 

Wednesday morning was devoted to seeing the Elswick Works of 
Messrs, Armstrong, Whitworth & Co. These works are situated 
between the Tyne and the railway опа comparatively narrow site, 
bat with an extensive frontage on the river. On account of the 
thape of the site, transport of goods from shop to shop is rather a 
difficult problem. This is provided for, to a large extent, by motor 
trolleys which run around the shop roads. Owing to the immensity 
of the works, little more than a general survey was possible in the 
short space of а morning. Chief interest centred round the 
electrical shops and the gun shops, which were inspected more 
thoroughly. The works are electrically driven throughout princi- 
pally with three-phase motors, but continuous-current motors are 
installed where variable speed is required. All the motor switches 
are provided with press buttons, by means of which a motor may 
be instantly stopped in case of emergency. 

Messrs, Armstrong, Whitworth have. on hand at present a large 
amount of electrical work in connection with the battleships 
Invincible, Indomitable and Inflexible. Hach of these boats will 
require from 60 to 70 motors for various purposes, such as capstans, ` 
Pumpe, cranes, &c. These motors, and, in fact, practically all the 
electrical work of this firm, are made to the Admiralty specifications. 
These call for a very high grade of work, which results in a splendid 
finish to the electrical machinery as compared with the ordinary 
electrical machines for sale in the open market. 

The electrical shop is a recently erected building, arranged in 
three floors, and very well lighted. The top floor is devoted to 
winding, the second to machinery, and the third, or ground floor, to 
assembling and testing. This arrangement gives a good economy 
of ground space, which is limited. Transport from one floor to 
another is done through a shaft at one end of the shop passing 
through all floors, The standard machines for the Admiralty and 
other foreign Governments are all built to jig and gauge. This 
work constitutes the bulk of the electrical work. There are at 
Arn uk in hand from 300 to 400 machines, including 12 130-K w. 

ynamos for two new Brazilian battleships. 

Inthe afternoon the party visited Messrs. J. H. Holmes & Co.'s works. 

essers. Holmes are among the oldest electrical firms in this country, 
and engage now principally in dynamos and motors of small and 
medium size, both a.c. and cc., and also complete lighting and 
Power installations for stationary and ship work. They are still 
manufacturing the Lundell-type motor and also a line of c.c. 
оа of the orthodox type. Considerable attention is given 
ч Ventilation; the field spools аге sectionalised to assist air 
a the armature end flanges are provided with ribs, 
ver, „el ав fan blades; the commutator lugs are made of 

ету great width, with the object of preventing the slightest 
overheating at the joints. 

чы 18 Interesting to note that Messrs. Holmes are опе of the few 
a employ a “grid type” frame for induction motors. In 
ец Туре, the usual outer cast shell is dispensed with, the frame 
a of two cast end rings, joined together by axial ribs 
cooling Port the laminations. This type is very efficient for 


In the winding shop, form winding is much in evidence, 


the wound coils being afterwards impregnated in a vacuum 
oven and air-dried. A tank is provided for immersing com- 
plete armatures after winding, up to about 4 ft. long and 2 ft. 
diameter. The testing arrangements for small machines are very 
well laid out. Four test tables are arranged with quickly-made 


connections to & common switchboard, on which several machines 


may be readily conuected up to be tested regeneratively. 

Another item of interest was Holmes's patent metal clip for cast 
grid resistances. The clip consists of a channel of sheet metal which 
embraces the edges of the cast resistance grids, stiffening them 
and preventing breakages which frequently occur with this type of 
resistance. 

Thursday morning was spent at the works of Messrs. Clarke, 
Chapman & Co. The shops are driven with three-phase and с.с. 
motors, power being obtained at 6,000 volts and transformed down. 

The visitors saw large numbers of standard winches and hoists 
for electric and other tvpes of drive. The firm have in hand eight 
winches for H. M. S. Jnficrible, and about 70, 1 and 2-ton coal hoists 
for hoisting at a speed of abont 200 ft. per min. 

In the smithy is a Thomson electric welder capable of welding 
bars up to 2} in. diameter. For this size of bar, when put in cold, 
the power taken is about 70 amperes at 440 volts, the weld being 
completed in a minute or two. The current is taken through the 
joint to be welded from the secondary of the welding transformer, 


of which the secondary winding has only one turn. 
In the afternoon a journey was made to the Consett Iron Co.'s 


works. These works, although out of the purely electrical category, 


were of great interest, as the party were enabled to see iron bars 
turned out right from the ore. The present turn-out is about 5,600 
tons of pig-iron and 5,000 tons of steel, per week. The ore is 
smelted in seven blast furnaces which run practically continuously. 
There is at present a new furnace being built which will be capable 
of turning out from 1,200 to 1,400 tons per week. Coal for the 
furnaces is obtained by the company from 15 pits at the rate of about 
8,000 tons per day, of which about 3,000 tons is used for the 
furnaces, the remainder being sold. Limestone is drawn from their 
own quarries at Stanhope, 14 miles distant. The ore used is 
hematite, which is obtained chiefly from Spain, and some from 
Russia and Algeria. The draught for the furnaces is obtained 
from six huge vertical reciprocating blowing engines by Richard- 
sons, Westgarth. There are just installed two new turbine blowers 
by Parsons, each rated at 550 B H.P, and running at 3,600 R. P. u. 
These are capable of delivering 21,000 cb. ft. of air per minute at 
а pressure of 10 lb. per sq. in. The turbine blower effects a very 
great saving in floor space and head room. 


After smelting, the iron is run out into sows and pigs. The 


: pigs are broken from the sows in a “ pig breaker, into which they 


are immediately fed, and emerge direct into trucks for despatch. 

There is installed a complete rolling plant, which is all steam- 
driven by one engine on each mill. 

In the power house are two 350-Kw. 300 в.р м. 500-volt Scott and 
Mountain “Tyne” type compound engine driven c.c. generators; 
also а 400-K w. 2,800 B. P. u. 500-volt two-pole o.c. Parsons turbo- 
generator. A pumping station is built at the bottom of a hill for 
pumpiag up the water which drains from the works. This is used 
for cooling the mill rollers and spraying the hot plates during 
rolling, to prevent scaling. The pumping plant consists of three 
8-pole 140-B. H. P. 475 R. P. u. Scott & Mountain motors driving three- 
throw pumps 16-in. diameter and 22 in. stroke. 

For steel-making, a battery of Siemens-Martin furnaces is 
installed, supplied with gas from a producer plant, To give an 
idea of the size of these works, it may be stated that they cover 
nearly 90 acres, and the weekly wages bill amounts to about 
£16,000. | 

On Friday morning the party visited the ship-building works of 
Messrs .Swan, Hunter & Wigham Richardson. It was an unfortunate 
time to visit these works, owing to their not having much work in 
hand. The party saw the slipway where the Maurctania was built. 
This measures 650 ft. long by 100 ft. wide and 100 ft. high. There 
are two bays alongside, but rather smaller. These bays are 
equipped with 5 and 10-ton electric cranes driven by c.c. series 
motors. The new sheds which are being erected, will be equipped 
with three-phase cranes. Of interest, in the electrical equipment 
was в 60-H.P. motor driving a large plate-bending mill: also the 
electrical pumping plant for clearing the dry dock, which measures 
550 x 75 ft. This consists of two vertical sheft three-phase slip- 
ring, 240-8 P. 440-volt 40-cycle B.T.-H. motors. 

The pump room is built in the concrete wall of the dock, the 
pumps being located near the bottom of the dock. With a vessel in 
dock it takes from 2 to 24 hours to pump all the water ont. 

The afternoon was spent at Horden Colliery, near Hartlepool 
This i8 a very interesting example of an electrically-equip ed 
colliery. Electricity is used for lighting, ventilating, hauling ind 
pumping. Theelectric drive is not used for any of the coal-cutters 
аз it is thought desirable to keep the electrical machinery away from 
the working faces in the mine. There are installed a Шиш ot 
machine coal-cutters driven by compressed air, about two-thirds of 
the coal being machine cut; 1,000 colliers are engaged. The work- 
ings extend at present about $ mile under the sea. The generatin 
plant consists of two 250-K w. 360 R. P. M. 500-volt high-speed со : 
pound-engine driven continuous-current sets for power, and 1055 
Siemens & Crompton 230-volt rope driven sets for lighting н 

The ventilation of the mine is effected by a Sirocco fan driv 
by two 160-н.р. 500-volt c.c. motors, which may be run in seri = 
parallel, as the speed and load requires. шын 

The main haulage in the pit is of the o . 
by 100-H.P. 600 R.P м. 500-volt motors. endless rope type, driven 

For draining the workings, motor-driven turbine and ram pumps 


are provided. 
The Horden colliery has been working about four years and the 
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attached village is practically entirely attached to the colliery. The 
пл is supplied with lighting, water and coal from the colliery 
plant. 

On Saturday morning the tour terminated with a visit to the 
Carville power station of the Newcastle Electric Supply Co., which 
has been many times described in the technical Press. Extensions 
at*present going forward comprise the addition of two more 6,000- 
K. v. A. Parsons turbo-alternators, making a total of eight such sets; 
also the laying of mains under the river in order to establish 
direct connection with the south side of the Tyne. 

These tours, besides their technical and instructive value, also 
afford the members a good opportunity of meeting men engaged in 
different classes of work and exchanging ideas. As a part of this 
programme, a dinner was held at the County Hotel, where most of 
the party were staying, on the Friday evening. About 30 were pre- 
sent, and a very enjoyable evening was spent. Presentations were 
made to Mr. E. W. Moss, chairman, who had charge of the visit, 
and to Mr. W. B. Thompson, the organising secretary. The thanks 
of all members of the party are due to the various firms and their 
officials for the courtesy with which they were received on every 
hand, which will always afford a pleasant memory of the second 
visit to Tyneside. 


NEW PATENTS APPLIED FOR, 1908. 


Compiled expressly for this journal by W. P. Toompson & Co., Electrical Patent 
ents, 822, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


15,286. ‘Improvements in section insulators for trolley wire conductors for 
electric tramways and railways.“ E. M. Musko and BUECKNELI., MN HO and 
Rod ES, LTD. July 20th. 


15,289. "Improvements in or relating to magneto machines for use in con- 
nection with the ignition systems of internal combustion engines.“ R. F. 
HALL. July 20th. 


15,324. '' Device for soldering metallic filaments to their electrodes by means 
of suitable pastes and for incinerating the paste." S. Man. TTI. (Appli- 
cation for patent of addition to No. 14,443 08 ) July 20th. (Complete.) 


15,330. “Improvements in and relating to electrical fusible cartridges.“ 
P. Wrissk. July 20th. (Complete.) 


15,41. ''Improvedinsulator." C. M. GnAHAM. July 20th. 


15,342. Improved reinforced wooden support for insulators.” C. M. 
Granas. July 20th. 


15,346. “Improvements relating to means for mounting and feeding carbons 
in electric arc lamps." S. C. Мосхт and Beck Frame Laur, Lr. July 20th. 


15,350. ‘* Improvements in obtaining copper and other metals by the electro- 
lytic process, and in septa for separating solutions." Н. E. рогрніх, July 20th. 


15,354. " Improvements in receiving installations for continuous electric 
vibrations." W. Burstyn. July 20th. 

15,850. ‘Improvements in and relating to igniters for explosion engines.“ 
G. W. Sace and N. H. Pine. July 20th. (Compiete.) 

15,862. '' Metallic films and process of preparing the same for use with 
storage battery electrodes." T. A. Episox. (Date applied for under Sec. 91 of 
the Act, February 6th, 1908, being date of application in United States.) July 
20th. (Complete.) 

15.370. Automatic switch device for the inductor of telephone apparatus.“ 
G. Br scHELBERGER. (Date applied for under Sec. 91 of the Act, July lath, 1907, 
being date of application in Germany.) July 20th, (Complete.) 

15,376. “Improvements in electrical water heaters," E. I. Rains. July 
90th. (Complete.) 

15,877. ‘‘limprovements in electrical water heaters." E. J. Сохоом. (Date 
applied for under Вес. 91 of the Act, November Ist, 1906, being date of applica- 
tion in the United States. An invention comprised in applicawon No, 25,501, 
dated October 28th, 1907.) July 26th. (Complete) 


15,348. ‘Improvements in or relating to electric ace mulators.“ Van RODEN , 


AND Co., LTD., and M. Mr17. July 21st. 


15,424. "Improvements in electrical welding, especially applicable to teeth, 
tines and the like." S. E Pack, (Universal Electric Welding Co., United 
States.) July 21st. (Complete.) 

15,461. ‘‘ Improvements in electrically-»ounded horns." A. H. NICHOLSON. 
July 21st. (Complete.) 

15.470. "Improvements in electric selective systems.” 
July 2180. (Complete.) 


15,487. ‘Improvements in dynamo-electric machines." J. W. BURLEIGH. 
July 21st. (Complete.) 

15,592. "Improvements in the transformation of electric currents." H. 
TAVLOR. July 22nd. 

15,540. Improvement in metal-electrodes for electric batteries.“ J. T. 
SHK. July 22nd. 

15,544. Improvements in and relating to starters for electric motors, 
regulators and resistances.” H. So DON. July 22nd. 


15,571. "Improvements in electric capstans.” Він W. G. ARMSTRONG, WHIT- 
worth & Co., Lrp., and R. WRIGHT. Jury 22nd. 


15,500. Improvements іп and relating to the control of traffic on electric 
railways.“ W. R. Bynes and C. J. Cooke, July 22nd. (Complete.) 

15,612. “Improvements in electric motor controllers and regulators." M. J. 
RAILIN D & W. MEAb, care of General Electric Co. July 23rd. 

15.615. “ Improvements in telephone transmitters.” 
British Insulated and Helsby Cables, Ltd. July 23га. 


15.632. Combined frictional and electrical massage appliance.“ G. GREGORY, 
July 23rd. 
15,610. 
July 23rd. 


15,6011. “Improvements in or relating to the armouring of flexible electric 
trailing cables or the like." BRITISH INSULATED AND. HELSBY CABLES and F. A, 
Cote. July Ard. (Complete.) 

15,646. ‘Improvements in or relating to magnetic separators.” B. E. D. 
KiLnUnN. (E. Oesterle, United States.) July 23га. 


15,660. ~ Electric control for elevating and training operations in artillery 
mountings with an arrangement of reserve electric and hand- power.“ E. 


Margs. (Societa Anonima Italiana and Ansaldo Armstrong & Co., Italy.) July 
23rd. Complete.) 

15.661. Improvements in and relating to protective devices for electrical 
apparatus and the like." ALLGEMEINE ELEcTRICITATS GES. (Date applied for 
under Bec. YI of the Act, July 24th, 1907, being date of application in Germany.) 
July 23rd. (Complete.) 

15,668. ‘Improvements in electrical measuring or signalling instruments.“ 
Вікмемя Bros. & Co., LTD. (Siemens & Halske Aktien-Gescllechaít, Germany.) 
July 23rd. (Complete.) 


16,014. "Improvements in electric irons," H. J. Reap. July 8rd. 


F. D. PEARNE. 


W. AITKEN, care of 


"Improvements in the control of electricity," J. R. огах. 


15.678. Improvements relating to the deposition and cleaning of metals.” 
W. M. Morpey. July 28rd. 


15,679. Improvements in or connected with electric conductors or cables.” 
W. Н. Месси and W. RATTRAY. July 28rd. 


15,691. Improvement in electric and other lamps.“ W. Н. Der and F. J. 
Epulxrox. July 94th. | 


7 9 " Sanitary telephone mouthpiece.” C. Н. STEVENS and F. HAx cd, 
uly 24th. 
15,698. Improvements in electrical furnaces.” C. W. Соок. July Mth. 


15,752. "Improvements in or relating to current collectors or contact arm: 
for electric traction." Тик RAILLXaS ErmcTRiC Tracrion Co., Lr». (М. 
Schiemann, Baxony.) July 24th. 


15,753. Improvements in or relating to current collectors or contact arm: 
for electric traction." THE RaiLLkss ErEoTRIC Traction Co., Lp. (M. 
Schiemann, Saxony.) July 24th. 


15,791. “Improvements in and relating to motor-controlling switches and 


the like.“ BnirisH THoMSsoN-HovsroN Co., LTD., H. Bacon and E. B. Tvrprs. 
July 24th. 
15,792. ‘Improvements in electrolytes for electrolytic cells." Tur 


British THomson-Hovaton Co., LTD. (General Electric Co., United States. 
July Ath. 


15,99. Electrical door contact.“ C. C. SKINNER. July 25th. 


15,802. **Improvements in electricity meters and other measuring instru: 
ments." G. HookHaM. July 25th. 


15,816. Improvements in and relating to electrical heating apparatus.“ 
J. HELD. July 25th. (Complete.) 


15,817. “Improvements іп tele- photographic apparatus." P. BERJONNEAC. 
July 25th. (Application for Patent of Addition to Patent No. 8,135, 1908.) 


15,818. Improvements in telephone cordless switchboards.“ W. Armas. 
July 25th. (Complete.) 


15,819. Improvement in telephone cordless switchboards." 
July 25th. (Completo.) 


15,853, “Improvements in or relating to electric relay systems and relays 
therefor.” E. Клумохр-Влвкев and A. ORLIx G. July 25th. 


15,864. '' Device for effecting the almost complete suppression of parasitic 
fluxes in rotary transformers, without air-gaps for converting monophase and 
poly phase alternating currents into continuous currents." L. R. AUVERT and 
A. F. E. Ferranp. (Date applied for under Sec. 91 of the Act, August 9th, 
1907, being date of spplication in France.) July 25th. (Complete 


15,873. " Improvements іп or relating to the starting and controlling ol 
electric induction motors." A. C. REYROLLE and J. ScHviL. July 25th. 
15,871. Electro mechanical device." G. Н. Коме. July th. (Complete. 


15.875. Improvements in sparking plugs for explosion motors.“ E. Mooxxx. 
(Date applied for under Sec. 91 of the Act, July 79th, 1907, being date of appli 
cation in Fiance.) July 25th. (Complete.) 


W. Arrxxx. 


PUBLISHED SPECIFICATIONS. 


-Copies of any of these Specifications may be obtained of Messrs. W. P. 


THompson & Co., 822, High Holborn, W. C., and at Liverpool and Bradford ; 
price, post free, 9d. (in stamps). ' 


1907. 


APPARATUR FOR ELECTRICALLY FI RINd Mines. K. Schaffer recte Gloss! and 
D. Weiss. 22,618. October УЗга. : 

CONTROL OF ALTERNATING CURRENT ELECTRIC Morors. British Thomson. 
Houston Co. (General Electric Co., U.S.) 23,708. October 26th. 

Process For OBTAINING Corp ELECTRIC Dicar BY MEANS oF HioH-TENSION 
ELECTRICITY. D. Timar and К. von Dreger. 24,299. November 2nd. Date 
applied for under International Convention, November 3rd, 1906.) 

SWITCHING Devices SPECIALLY APPLICABLE FOR USE IN CONTROLLING THE 
ELECTRIC Laps EMPLOYED IN FLASHING LIGHTS OR FOR ADVBRTISIS 
Puaroska, W. B. Prince. (Dr. Paul Meyer, Akt.-Ges., Germany.) 24, 368. 
Noveinber 4th, 


CONCENTRATION OF ORES CONTAINING WOLFRAM, 
December ith. 


METHOD OF ELkcTRICALLY-TRANsMITTING TO A Distance REAL OPTICAL IMAGES 
AND APPARATUS THEREFOR. B. Rosing. 27,570. December 13th. 

Ркоск#5 AND APPARATUS FOR OXIDISING ATMOSPHERIC NITROGEN BY ELECTRICHTY. 
D. Helbig. 27,790. December 197th. 


PRODUCTION AND EMPLOYMENT OF ELECTRIC CURRENTS OF HIGH PERIODICITY AND 


APPARATUS OR APPLIANCES THEREFOR, J. Y. Johnson. (Badische Anilin 
and Boda Fabrik.) 12,220. May th. 


COMBINED ELECTRIC AND Gas Lamps. H. A. Rhode. 12,260. May 27th. (Date 
applied for under International Convention, May 25th, 1906.) 


ELECTRIC BATTERY. A. Wydts and Е. Jeudi. 14,649. June 25th, (Date applied 
for under International Convention, June th, 1906.) 


Arc Lamers. H. Б. Hattield and F. M. Lewis. 14.718. June 26th. 
РньғАІр Носв METERS FOR ELECTRICITY, W. B. Thorpe. 14,881. June 27th. 


ELECTRIC SECONDARY Chocks. А. С. Stray. 15,1004. July Ist. (Date applied 
for under Rule 13, July 186, 1907.) 


ELECTRICAL SIGNALLING APPARATUS FOR USE WITH Guna. A. T. Dawson and 
G. T. Buckham, 15,234, July 2nd, 

CONTROLLING MECHANISM FOR ELECTRIC Circuits. British Thomson-Houston 
Co. (General Electric Co., United States.) 15,262. July ?nd. 

AUTOMATIC ELECTRIC CIRCUIT CLOSERS FOR GIVING AN ALARM OR INDICATION. 
W. H. Weguelin. 15,311. July 3rd. 


M. Ruthenburg. 26, I 


1908. 


MAGNETIC STANDS OR HOLDING APPLIANCES FOR TOOLS OR THE LIKE. 
Campbell and J. A. Williams, 1,131. January 17th. 

Radio-TELEGRaPHY. H. Lange. 1,5175. January 22nd. (Date applied for 
under International Convention, January 22nd, 1907, being date of applica- 
tion in Germany.) А 

ELECTRICALLY-DRIVEN ROLLING MiLLs. Allgemeine Electricitats Ges. . 
February 22nd, (Date applied for under International Convention, 
February 22nd, 1907, being date of application in Germany.) A 

Disks FOR INFLUENCE OR Sratic INDUCTION AND CONDENSER MACHINES. ^ 
Wehrsen. 4,602. February th. 

Evectric BELLS. E. A. Graham, 4,757. March 2nd. 


MICROPHONES AND THE LIKE. C. E. Egne . i strom. 6,587. 0 
Ath. (Date applied for under TA A March Nin. 18, 
being date of application in Sweden.) 

TrLkoRAPHY, F. G. Creed and W. A. Coulson. 8,300. April 14th. 

MECHANISM FOR ELECTRICALLY-OPERATING RAILWAY AND LIKE SIGNALS. Siemens 
Bros. & Co. and L. de М. G. Ferreira. 10,24. May 13th. 

HoMoPOLAR DyNAwO.EtEcTRIC. MACHINEs. J. E. Noeggerath, 7,045. Maret 
Sth. (Date applied for under International Convention, April Ist, 1901.) 


F. D. 


—— -— — 


СЕЧУ 


TEH E 


Vor. LXIII. 


ELECTRICAL REVIEW. 


— — 


Vol. LXIII.] CONTENTS: August 14, 1908, (Хо. 1,603. 
Page 
The Registration of Wiremen  ... т? ie - .. 241 
Mile End and the Moral ... isi a ae is .. 242 
The Lowest Tender ^" X iu ue is .. 243 
Engineering Exbibits at the Franco-British Exhibition (://из.) 244 
The Jubilee of the Atlantic Cable (illus.) 975 we, e. 246 
Localising High-Resistance Breaks in Cables (77 s.) (concluded) 247 
Private Bills in the Past Session ... i TE it *. 250 
Correspondence :— | 
Live Steam Feed-Water Heating .., дз is —. 251 
A Service Problem vet Зе? € gei — 251 
Electrical League is | 55 sie 251 
The Electrical Industry.—What is Wrong ? 5 e. 2352 
Tangled Topics... Ве s sag ев x .. 253 
Business Notes or ate -— i h T .. 254 
Notes T T T У ‘os — ies .. 260 
City Notes m re - a ТУР . . 264 
Electric Tramway and Rail way Traffic Returns 2 .. 268 
Stocks and Shares ies o Ls TT m 5 .. 268 
Share List of Electrical Companies sve aii .. 269 
Travelling - pes 85 is Es - i 271 
Commercial Notes ... oe Ms T€ Š je: .. 271 
The Difficulties of Co-operation between Manufacturers and 
Contractors а . re 0 я 


International Electrotechnical Commission (continued) 
Proceedings of Institutions :— 
The Generation and Transmission of Power for Main " 
4 


Marine Propulsion and Speed Regul stion m zi 
Energy Losses between High-Voltage Conductors т dia 
The Colliery Exbibition (illus.) (concluded) ... ui .. 276 
Electrical Accidents in 1907 T я is ssi ns on 


New Patente Applied For, 1908 ... ар jus s 
Published Specifications... € e де .. 280 


ee ——MÀ — sein P Ml — 


THE ELECTRICAL REVIEW. 
Published every FRIDAY Prics 4d. 


The Oldest Weekly Electrical Paper. Established 1872. 
TO 33 OBTAINED BY ORDER FROM ANY NEWNAGENT IM TOWN ОВ COUNTBY, 


OFFICE 1—4, LUDAATE HILL, LONDON, E. o. 


Telegraphic Address: "Aezzxar, Lonpon.” Code, A B C. 
Telephone Nos. Holborn 983 Central 4425 (Editorial only). 
ALL Letters should be addressed to the Proprietors, H. Alabaster, Gatehouse & Co 
ADVERTISEMENT RATES ON APPLICATION. 
Tbe "Electrical Review " is tbe recognised medium of the Electrical Trades, 
and bas 
BY FAR THE LARGEST CIRCULATION 
of any Electrical Industrial Paper in Great Britain. 


SUBSCRIPTION RATES.—Per annum, postage inclusive, in Great Britain. 

X. 6d., Canada, £1 1s. 8d. ($5.8). To all other countries, £1 108. 
1NDING,—BSubscribers' numbers bound, including саве, for 4s. each volume. 

CABES,—Cloth Cases for Binding сап be had, price 28. 6d. each; post free 2s. 9d. 


„ ane CASES, to hold from One to Twenty-six Numbers until the volume 
complete for Binding, can be had (гош the Publishers, Price 6s., or Free 


by Post (in Great Britain), бз. 6d 
FORRIGN AGENTS. — New York: D. Ули NosTRAND, 99, Murray 5 
aris: 


Bororro, ONT.: WI. Dawson & Sons, Lrp., Manning Chambers. 
mid & CuxvipLET, 99, Rue de la Banque. Berlin: ASHER & Co., Unter 


den Linden, 
Cheques and Postal Orders (on Chief Office, London), to be made payable to 


r. Н. ALABAsTRR, 4, Ludgate Hill, E. C. 


— — —— — ———— 


— — — 
— —— — 


THE 
UNIVERSAL ELECTRICAL DIRECTORY 


(J. A. BERLY’S), 


1908 EDITION ` 


М. ALABASTER, GATEHOUSE & co.. 


4, Ludgate Hill, London, Е.С. 


THE REGISTRATION OF WIREMEN. 


For some time past the need for some form of licensing or 
registration of wiremen has been felt among the general 
body of electrical contractors. At present anyone can call 
himself a wireman, just as, at the other end of the scale, any 
ignoramus may add the mystic letters C.E. to his name, and 
style himself a civil engineer or a consulting engineer. In 
parenthesis, it may be mentioned that the letters C.E. really 
stand for a Glasgow University degree Certificate in 
Engineering," and it is a case of trading under false pre- 
tences for anyone to adopt these letters who has no claim 
to the distinction. Almost equally reprehensible is it for 
any unqualified person to pose as an electrical engineer, 
electrical contractor, or electrical wireman. It is a 
duty which the electrical profession owes to itself to see that, 
so far as it is possible to prevent it, the electrical industry, 
in any of its various branches, shall not be brought into dis- 
repute either by the charlatan posing as that for which he 
has no qualification, or by the well-meaning but inexperienced 
workman undertaking work for which he is incompetent. 
The set-back to the industry which might result from a 
serious fire definitely traced to defective electrical work, bas 
only to be appreciated to make one realise the importance 
of eliminating by all legitimate means the wastrel workman, 
the “gripsack " contractor—to borrow an Americanism— 
or the unqualified and incompetent electrical engineer from 


the ranks. | 
A step in the right direction, and one which we heartily 


welcome, is being taken by the Electrical Contractors’ Associa- 


tion, having for its object the registration and classification 
of workmen engaged in electrical wiring and erecting. 
The licensing of wiremen and contractors is in vogue in 
some of the States of America and in New Zealand. There, 


a licence, for which a fee is charged, is granted to persons 


who have satisfied the local authorities as to their integrity 
and competence to undertake electrical work. The licence 
ia for a definite period, and must be renewed annually. The 
necessity for periodical renewal of the licence is a feature 
which has much to recommend it, because there are other 
qua ifications than mere technical ability and skill to be taken 
into consideration in deciding as to who is or is not a fit 
and proper peraon to be licensed. 

We are pleased to note, therefore, that the Electrical Con- 
tractors’ Association has not overlooked this point. So far 
ав we understand its proposals, as outlined in the columns of 
the Electrical. Contractor for August, they are that a register 
of competent men is to be kept at the office of the Associa- 
tion; a man who wishes to be registered is required to fill in 
a registration form which contains a number of questions 
bearing upon the nature and extent of the experience which 
the applicant has ай: and the names of three firms for whom 
he bas worked аге to be given. This form, when filled in 
contains a word picture of the man as he appears to himself, 
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and is, therefore, incomplete. In order to complete the record, 
forms are also sent to the employers named, who express their 


opinions on the character and ability of the workman in the - 


form of answers to definite questions, somewhat similar to 
those on the form filled in by the man; this gives a view 
of the man as he appears to his employer. The composite 
effect of the two, as it presents itself to a third party, will 
form a fairly accurate portrait of the man as he really is. 
When а man has been employed by a contractur on the 
strength of his registration character, it is desired that the 
secretary of the Association shall be notified when the man 
is discharged; and that the contractor shall state if the 
man turned ont all that he was represented to be. In this 
way the record as to the character and capabilities of the 
individual workman can be kept up to date, which, as we 
have already indicated, is a most important matter. 


It is not proposed that any charge for registration shall, 


for the present, be made either to the workmen registering, 
or to the contractors who avail themselves of the Registra- 
tion Bureau. It may, however, be found that as the work 
of the Bureau increases, some small charge may become 
imperative in order to meet expenses. It is intended to 
classify the men under different headings, such as charge 
hands,” men qualified to do “casing work,” “ conduit work,” 
motor work," &c., so that if a contractor telephones the 
Bureau for a man suitable for any particular class of work 
there will be no difficulty in quickly accommodating him. 

It is intended also, as will, of course, be necessary if the 
system is to be of service, to divide the men into two broad 
classes of employed aud unemployed. This will necessitate 


transferring the names from one class to the other with more 


or less frequency depending upon the migratory character of 
the individuals. In practice this will, no doubt, prove itself 
to be the weak point of the system. It will be essential, if the 
records are to be of practical value, for someone, either the man 
himself or the employer, to notify the Bureau of the discharge 
of every man whose name is on the register. If the con- 
tractor or employer undertakes this, and the man immediately 
finds employment with another firm, his name will probably 
figure on the unemployed list, although he is actually in 
daily work. On the other hand, if it is left to the men 
to notify the Bureau, the chances are strongly in favour of 
their notifying only in case of discharge and omitting to do 
so if they find fresh employmert without any assistance from 
the Bureau. A card system will, no doubt, be adopted, 
each man being represented by a card containing his record. 
By means of such a system it will be possible to see at a 
glance how many men are available in each of the classified 
divisions, But, obviously, everything depends upon the 
Burcau being kcpt accurately informed of the men’s move- 
ments. Already 400 men have sent in their names and 
addresses to the secretary, Mr. Leonard Tate, who will be 
glad to receive the names of all who desire to be put on the 
register. 

It is not quite clear to us how the Bureau will be able to 
differentiate between members of the Electrical Contractors’ 
Association and contractors who are outside the pale. 
According to the announcement in the Electrical Contractor, 
the Bureau has been started “for the supply of men to the 
members of the Association,” and we note that at a recent 
meeting of the E.C.A. it was decided that outside con- 
tractors were to be debarred from benefiting by the scheme. 


Now а large number of the men who desire to be 
placed on the register may never have worked for a 
member of the E.C.A., although they are good men 
and have worked for reputable non-Association firms, to 
whom the Bureau will look for information, and to 
whom the “ private und: confidential" form will be sent. Is 
it to be expected that such non-Association firms will 
gratuitously give information about their men solely for the 
benefit of Association firms? They will, it seems to us, 
have a right to expect reciprocal treatment. However, we 
have no doubt that this aspect of the matter has been well 
considered, and that some means can. be devised to give 
preferential treatment to Association members, whilst not 
excluding other contractors from the benefits of the scheme. 

Another point which arises out of the foregoing is as to 
the value which can be attached to the opinions and recom- 
mendations of contracting firms who are non-members of the 
E.C.A., and who are unknown to the secretary. Suppose, 
for instance, that the firms cited as references on an 
applicant's form are not electrical contractors at all in the 
true sense of the term, but are builders, decorators, 
ironmongers, plumbers, and the like, who add small 


wiring work as a side line to their legitimate business. 


The man’s opinion of his late employer’s qualifications and 
methods might be of more value than the employer’s verdict 
on the man, for it is well known that such firms are 
entirely in the hands of their men, so far as the conduct of 
the electrical branch of their business is concerned. 

Out of this subsidiary consideration arises the farther 
question as to whether or not it is just as necessary to register 
the contractor and tabulate his qualifications, as it is to 
register the workman. As mentioned earlier in this article, 
such a system of registration and licensing is in vogue in 
certain of the United States, and it has much to recommend 


it. That opinion upon the subject is not unanimous is 


evidenced by the reception accorded to the Birmingham 
Corporation’s register of wiring contractors who are author- 
ised to carry out installations in that City. Mr. Talbot, in 
his presidential address to the I. M. E. A., considered that the 
Corporation would be acting wlíra vires in seeking to 
authorise or prevent а contractor carrying out an electrical 
contract. He was of opinion that the E.C.A. or some 
similar body should undertake the scheme of registration. 

On the other hand, the Central Board of the E.C.A. have 
officially approved the action of the Birmingham authorities. 
and authorised their secretary to write the engineer to that 
effect; whilst the Electrical Contractor, the official organ of 
the E.C.A., considers the Birmingham scheme *' not only 
undesirable, but useless," modestly refraining from naming 
“the only association capable of formulating a registration 
scheme and making it successful in application." For the 
present we leave the matter there as food for thought 
during the holidays. 


MILE END AND THE MORAL. 


THE proceedings which were terminated at the Old Bailey 
on Friday last week conclude another stage in the proces 
of cleansing the Augean stable of our public life from cor- 
ruption. It may have been with something of & shock that 
we witnessed the rising of the curtain, though it ought not 
to have been, in view of the persistent, rumours that had 
been in the air for years, but it must have been with a sigh 
of satisfaction that most of us heard the conclusion of the 
sorry Mile End Tale. All interested in the purity of local 
government will welcome the laying-on of the strong hand 
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upon those who, under the guise of Guardians-of the Poor 
—an office in which they should stand upon a pedestal for 
unimpeachable morality and worthiness of public trust— 
had fattened on the misuse and juggling of public moneys. 
Of the penalties that have been meted out we must say that, 
in our view, none of them is too heavy—it was impera- 
tive that they should be severe, both in the interests 
of justice and for the protection of ourselves as 
ratepaying public from being fleeced by those upon whom we 
have conferred the honour of local government. That it is 
due to the apathy of the voter at election times that such 
men are elected does not excuse the offenders who betray 
their trust. 

Everything that will tend to extirpate the tendency to sub- 
ordinate public interests to personal enrichment and aggran- 
disement ought to be encouraged, for it is a tendency that 


has taken far too great a hold. Who has not met builders 


and others who have possessed no marked ability for perform- 
ing the duties of a councillor, &c., but who pnt up because, 
speaking in a business cense, they consider it would be “а 
good thing? And they make no secret of it in conversing 
with their friends. We know of one who followed a sartorial 
calling who said that he did not exactly know why, but 
when he was on the Council his business went so much 
better than when he was not. Не sold far more suits 
and costumes wherewith to clothe Adam's sons and Eve's 
daughters, and was thus fully compensated for the time 


devoted to his public duties. 
We ought to feel grateful to Mr. John Burns and the 


L.G.B. for the fierce light that they have caused to be shed 
upon some public offices, exposing wrongdoers and their 
wrongdoing in theft and in extravagance. We do not want 


to regard the sentences imposed in a vindictive spirit, but 


we would rather forgét the quality of mercy" and its 
attributes with such a subject in our mind. 

Weshould be sorry to think that rottenness of such a 
kind as this were general, but in our position as editors 
rumours manifold have reached our ears during the last 
decade or two—the period of municipal electrical deve- 
lopment. Some of these may have been mere hearsay, 
possessing no foundation in fact; some may have had 


a modicam of truth, and have gathered a legendary 


growth by the time they reached us; others have lacked 
that evidential support that was necessary to justify 
their publication ; 80, of course, many things have not got 
into print that would form a useful commentary upon 
the offences recently brought to light. Sometimes these 
ramours have related to municipal contracts for which the 
public would have paid many hundreds of pounds less than 
they did had not reward to go to this or that gentleman. 


Sometimes they have concerned councillors who have shown : 


affectionate regard for candidates for positions as borough 


‚ electrical engineers before applications were supposed to have 


been opened, offering the full weight of their influence when 
the settlement of the appointment came up. Sometimes an 
engineer's salary is said to be only a portion of his 

makings ”—a word which means something more than 
fees for private consulting work done out of hours." 

While such things obtain, it is not difficult to comprehend 
the grievance of some men that it is necessary to know 
the ropes,” and “do as Rome does,” if you want to secure 
business—everybody else adopts certain practices, we must 
do the same! Mr. John Burns went to the presidency of 


* 


the L. G. B. with a full knowledge of municipal life, and the 
weaknesses of some councillors and guardians, and he 
apparently knew that the time was ripe for inquiry and 
revelation. In the ordinary course of things too much 
stirring up of the mud is not desirable, for we all must feel 
discredited by what our representatives do, and the effect 
may take a long time to wear off. But the revelations 
are inevitable if we are to get back to right 
ways, and these inquiries have been amply justified 
by the results so far. We trust that the fact that 
there is available, and will be used, machinery for 
bringing to the bar of justice those who are found 
to be delinquents in the public service, will have a 
deterrent effect. Fear of the law and of its penalties, 
however, is not a very lofty consideration to keep guardians, 
councillors, and others to the paths of rectitude in the matter 
of contracts and appointments. There ought to be some- 
thing higher than that impelling to strict morality in the 
public service. We hope that that may be promoted by the 
election of men who have no private ends—trade or other- 
wise—to serve, men who will be willing to sacrifice 
themselves in the interests of the community. Unless we 
have this we shall be perpetually exposing ourselves to the 
possibilities of what the American calls * graft." 


No small prejudice against the Mile 
End Guardians was created by the fact 
that in many cases tenders had been 


accepted which were not the lowest in price. | 
Probably contracts for work of the description dealt with 
by the Guardians should, in the interests of the ratepayers, 
have been allotted on the basis of the lowest tender. 
But what can be called a good bargain in dealing with 
contracts of this description does not necessarily indicate a 
good bargain in the case of tenders for work of a more 
special nature and during the execution of which consider- 


able skill is required. | 

Probably one of the greatest disadvantages of the muni- 
cipalisation of our electricity undertakings in this country— 
disadvantages from both an engineering and a business point 
of view—is the fact that so often the lowest tender has to 
be accepted regardless of other considerations. We say 
advisedly has lo be accepted due to the circumstances under 
which our public contracts are let, and due to the suspicion 
that may be cast on the engineer by members of a Committee 
if this practice is departed from. 

Price is too often looked upon as the sole consideration. 
On the Continent, on the other hand, there does not exist 
the same tendency to accept the offer which on paper appears 
to be the most favourable. 

Without question, some of the older engineers have the 
strength of their convictions, and consider it in the interests 
of their employers to recommend what they regard as the 
most advantageous to their undertakings ; but this state of 
affairs is rather the exception than the rule, and the ten- 
dency seems to exist—and this has been much emphasised 
since the carrying-out of extensions has been left to engineers 
employed by Corporations, as distinct from consulting 
engineers acting only temporarily for the Corporation—to 
avoid difficulties by recommending the tender offered at the 
lowest price. 

That the lowest tender is not necessarily the cheapest — 
in fact, is seldom the cheapest in the heavier branches of 
engineering—is exemplified in the power stations of many 
of our towns, where an abnormally large amount of stand- 
by plant is often carried to compensate for want of 
reliability. 

It would be a matter for regret if engineers in advising 
their corporations should invariably feel it necessary to 
recommend the acceptance of the lowest tender, in spite of 
their better judgment to the contrary. 


The Lowest 
Tender. 
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ENGINEERING EXHIBITS AT THE FRANCO- 
BRITISH EXHIBITION. 


THE Machinery Hall of the Franoo-British Exhibition con- 
tains much tbat will interest the general engineering 
visitor, not that there is anything particularly novel to be 
seen, but merely because the various items of machinery, &c., 
representing such a wide range of industry, are collected and 
presented in a convenient manner. 
only a comparatively small—though important—section of 
these exhibits is of direct, interest to the electrical engineer, 
to whom the following notes may appeal :— 


Mather & Platt, Ltd.—This firm's stand is one of tbe most 
prominent in the Machinery Hall, and contains among other exhibits 
a fine horizontal t«in-cylinder Korting type gas engine with a 
three-pbase generator mounted on the cranksbaft between the 
cylinders, The plant will develop 800 B H.P. output continuou:ly 
with a gas supply of about 140 B. TR. v. per cb. ft. (or approximately 
314 lb. coal per m P.-hour). ! 

The aiternator is of the fly-wheel type designed to give 170 
amperes at 2,200 volte, 25 cycles. with a 8 power factor. This 
plant follows much on the lines of steam engine design; unfortu- 
nately its position and demands in the shape of gas did not allow 
of it being shown in operation. 


View or Messrs. Matger & PraTT'S8 EXHIBITS. 


Other exhibits are a 210-B.B.P. Zoelly steam turbine coupled to a 
high-lift turbine pamp—the latter for operating against a head of 
400 ft.; a pairofhigh-lift turbine pumps, coupled in series, and driven 
by а 150-H.P. direct-current motor, this combination being capable 
of delivering against as much as 2,000 ft. head; also various fire 
pumps, &c. А 

Crossley Brothers, Ltd.—This stand which adjoins thst last 
mentioned, contains examples of the well-known Cros:ey type of 
gas engine, suitable for electric driving. Prominent among them is 
a four-crank vertical engine direct-coupled to a 140-kw. 220-volt 


FocR-CyLINDER CROSSLEY (ias ENGINE AF D G ЕС. 


As might be expected. 


GENERATOR. 


Crosstey Hicu-Seprep Gas Exotne Spt. 


G.E.C. dynamo, which is operating in connection with a Crossley 
suction plant using anthracite as fuel. 

Starting is effected by means of compressed air, receivers charged 
by a small engine-driven compressor, being provided. The engine 
is provided with forced lubrication, and can operate alternatively 
on town's gas; the change in gas can be made while the engine D 
running. А 5i B. H. p. vertical high-speed gas engine, coupled fo 
dynamo and running at 700 B. P. M., is also on view. The weight ol 
the complete set is 124 cwt. 

А two-cylinder marine motor, а 40-H. v. motor car engine and two 
horizontal type oil engines are аю 
shown. 

The British Westinghouse Elec 
tric & Manufacturing Co., Ltd.—This 
company's gas engines figure largely 
in various buildings, as mentioned 12 
our last article onthe Exhibition. The 
most important Westinghouse engine 
exhibit is the 750 B. H P. tbree-cra 
six-cylinder vertical gas engine which, 
coupled to a 500-Kw. direct-current 
generator, can be seen running аё one 
end of the Machinery Hall. 
machine is run in parallel with 8 
Parsons turbo-generator, and supplies 
energy for lighting and power purposes 
in the buildings. The feature of the 
engine is the arrangement of tandem 
cylinders to each crank. This type of | 
engine is provided with forced labri- 
cation high-tension ignition, and 18 
started on compressed air; it operates 
on producer gas supplied from а Mon 
plant outside the building. | 4 

For supplying the lighting 8D 
power in the Australian and Canadian 
sections, similar but smaller gas-engine 
driven sets are installed, operating 00 
town's gas. | 

As might be expected, Westinghouse 
motors are largely employed for oper 
ating machinery, such as the machine 
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tools at the stands of Messrs, Hetherington, and Selig, Sonnenthal 
and Co., and printing machines for Messrs. Bemrose. 


The Westminster Engineering Co., Ltd. — This company 


occupies one of the stalls in the Supply Companies’ Pavilion, and 


devotes ita exhibit principally to' arc lighting matters. Of the 


latter the photographic lamps are the most prominent, one 
specialty being a large lamp burning singly on a 500-volt direct- 
current circuit. The arc is some 6 in. Jong, and the actinic power 
of the light very high. Two similar lamps were nsed by the Dail, 
Jail on the oecasion of the visit of the French President and King 
Edward tothe Exhibition. Another item of interest to the supply 
engineer is a new pattern limit switch, designed for nse in blocks 
of flats or offices, where each tenant can be charged a fixed amount 
per annum for his lighting up.to a specified. maximum amount. If 
the maximum is exceeded the switch operates, by alternately 
opening and closing the circuit, and limiting the current to the 
specified value. This switch is shunted by a resistance, so that the 
breaking of the circuit leaves the lamps burning dimly. 

The company claims that this is the only limit switch suitable for 
metallic-filament lamp circuits, as owing to the large starting cur- 
rent of this type of lamp, if the current were entirely broken and 
the lamps extinguished, the switch would continue to work (with 
the starting current) until nearly all the lamps 
were switched off. | 

А number of photos on view give some 
idea of the range of electrical apparatus 
turned out by this firm. 

C. A. Parsons & Co.—This firm has on 
view, and running, an 1,800 kw. turbo- 
generator set, in which the two 460/560-volt 
D.C. generators are in tandem. The plant is 
of the latest type, similar to that used in the 


Joshua Buckton & Co., Ltd.—Mesers. Buckton's stand contain 
two most interesting exhibits—the one an electrically-drive п 
regenerative spring-balanced planing machine and tha other a 30- 
ton testing machine, also electrically driven. The principle under- 


Marylebone and Manchester (Dickinson Strcet) BuckTON's PATENT SPRING-BALANCED PLANING MACHINE, WITH Motor DRIVE. 


stations, and is too well known to need further 


reference here, = 
Davis & Timmins, Ltd.— Screws, nuts, 0168, washers, terminals, 


&^., for almost any purpose and in almost an y quantity, accurately 
describes this well-known firm’s specialties, a selection of which 
is on view in the Machinery Hall. E 

Electromotors, Ltd.—To enumerate this firm's motor exbibita 
would entail a lengthy reference to a large section of the exhibition, 
as they are to be found in а dozen different directions. 

One of the side stands of the Supply Companies’ pavilion, which 
forms the firm's headquarters at the Exhibition, contains motors 
applied to hoist, pump and fan driving, also for horse clipping and 
operating portable drills, &c. Those who prefer to see the com- 
pany's motors operating under practical conditions cannot do better 
than visit the Daily Mail Pavilion or the tobacco manufacturing 
plant exhibited by Messrs. Godfrey Phillips & Sons. 

Le Carbone are showing a fine collection of carbon brushes, 
contacts, microphone disks, shot and powder, welding carbons, pri- 
тату cells of various tvpes, and their patented connection for 
brushes fitted with pigtails. The range of carbon brushes, for high 
and low speed; and tramway work will particularly interest the 
engineer, 

The Power Gas Corporation, Ltd.—This firm supplied the 
2.000. f p. Mond gas plant referred to earlier. The plant includes 
two Mond producers, a patent mechanical washer, a gas cooling 
tower, two centrifugal cleaners, two scrubbers and a governor. The 
fuel is fed into bunkers over the producers by means of an 
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lying the design of the planing machine is that of balancing the 

forces by recoil springs. At the reversal the springs absorb the 

energy of the moving parts, and return it during the period of 

acceleration, thus constituting a complete regenerative system, 
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LOAD CURVS or THE Восктон Praninc MACHINE. 


These springs produce beneficial results other than the large saving 
' of power that they effect. Much time is saved by the promptitude 
with which the machine reverses and attains its full speed. The 
reversal is extremely accurate; although the machine may be cnt- 
ting at 60 ft. and returning at 180 ft., not more than 4 in. clearance 
is required between the tool and any pro- 
jection above the surface being planed. This 
accuracy is attained without having regard to 
modification either of stroke or cut. 

The stroke may be adjusted while the 
machine is running without disturbing the 
synchronism of the belt-striking motion with 
the spring compression; tbe return stroke 
peed is constant, and the cutting speed can 
be varied from 20 ft. to 180 ft. per miu. | 

The machine is fitted with a special power 
feed and traverse mechanism ; it runs remark- 
ably easily, as shown by the load curve when 
taking heavy cuts on a 4-ton steel ingot, the 
diagram being obtained from a Kelvin and 

White recording ammeter. The driving motor 


-upplied by Messrs. Laurence, Scott & Co., while 
Messrs. Bray, Markbam, Reiss supplied the 
starting aud controlling switehgear. 

The testing machine is also of more than 
usual interest, as it incorporates a patent 
autographic stress and strain recording appar- 
atus, shown for the first time. A 5-H.P. 
Laurence, Scott interpole shunt motor, de- 
Fizned for variable speed work, is provided 
with this machine. | 

Messrs. W. Н. Allen, Son & Co., Ltd., 
have a comprehensive display of the various 
types of machinery turned out by their 
Bedford works, including examples of their 
well-known vertical high-speed engines, Allen- j 
Edwards three-throw air pumps, turbine 


Moxp Gas PLANT at THE FRANCO-BnRiTISH EXHIBITION, . pumps, &c. An interesting feature is a 


elevator ; it then gravitateg through charging hoppers into the 

Producers, The producer is continuous in operation, and the blast 

1 supplied by a Roots's blower. 

b e special features and operation of this type of plant have 
con treqnently described in our pages, one great advantage is its 

adaptability to very cheap fuel. 


5-B.H.P. two-crank paraffin engine, direct coupled to a dynamo, 

which class of plant Messrs. Allen have recently commenced 

to manufacture. The engine is fitted with low-tension magneto 

ignition; at starting the vaporiser is heated by a small hand 

lamp, but subsequently ite temperature is maintained by the heat 

of the exhaust. The governor, which controls a balanced throttle 
E 


‘ 


is of 20 H. P., of the interpole type, and was 


— 
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valve, adjacent to the inlet valve, is placed in the enclosed 
crank chamber, the latter being Мя, for splash lubrication. 
Needless to add, the electrical apparatus on the stand is of the 
firm's own make. 

Rashleigh, Phipps & Co.—The model house, forming part of 
the Co-operative Electrica] Exhibit, and its kitchen in particular, 
have given Messra Rashleigh, Phipps an excellent opportunity of 
showing the manifold uses of electricity in the home, other than 
for lighting. „>; 

The electrical kitchen, replete with its cooking table (replacing 
the usual kitchen range), oven, hot plates, grill, toaster, boiler, &c., 
is very much in evidence, frequent demonstrations of cooking being 


ELECTRICAL KITCHEN APPLIANCES AT THE MODEL HOUSE. 


given daily. It should be noted, however, that the kitchen 
apparatus is much in excess of that required for the model house, 


being capable of cooking for 30 persons. The cooking table con- 


sists of a number of circuits, each controlled by two switches, giving 
three degrees of heat, pilot lamps being arranged to show which 
circuits are in use. A main switch, cut-outs, fuses, &c., and an 
ammeter, find a place behind the table. ' 
The oven ів of special construction (the first of its kind), and is 
claimed to be an exceedingly efficient piece of apparatus. The 


Tas COOKING TABLE, WITH CONTROL SwiTCHES BEHIND. 


kitchen is ventilated by a small Blackman fan, and is also provided 
with a hot cupboard for warming dishes, &c., and an electrical 
ironing outfit. | 

Domestic heating utensils, ranging from the ordinary radiator to 
the cigar lighter, are provided throughout the house, which loses 
none of its attractiveness from their presence. | 

Messrs. Babcock & Wilcox, Ltd.—The whole of the steam 
generating plant for supplying the Parsons turbine was supplied by 
Messrs. Babcock & Wilcox. This includes three of their well-known 
water-tube boilers, each rated at 10,000 Ib. steam per hour, at 160 lb. 
pressure and superheated some 100 to 120" F. The boilers are 
fitted with the standard type of internal superheater and chain- 
grate stokers, the latter being driven by a Reader engine. 
The boilers are provided with a short iron chimney and an induced 
draught plant—the latter supplied by Messrs. Musgrave, of Belfast, 
and including two Ulster" fans coupled respectively to a Lancs. 
D. and M. Co.'s motor and small tandem compound steam engine. 

Two Hall feed-pumps, a Lassen & Hjort automatic water softener, 
and a Kent water-meter, are provided in connection with the 
boilers. 

Inside the Machinery Hall, . Messrs. Babcock & Wilcox have 
further interesting exhibits, including a Marine type boiler, a coal 
conveyor, and various models and photographs. 

(To be continued.) 


THE JUBILEE OF THE ATLANTIC CABLE. 


Ав we pointed out in our last issue, the jubilee of the 
Atlantic Cable took place on Wednesday last week—ao far 
as its successful laying and landing at both ends was con- 
cerned ; its formal inauguration by Queen Victoria and the 
President of the United States, however, took place оп. 
August 16th. As an appropriate commemoration of an 
event which must forever be regarded as of supreme interest 
and importance to the. human race, above all to the English- 
speaking nations, we reproduce herewith on a reduced scale 
pages 242 and 243 (March 14th, 1857) and 532 (May 
29th, 1858) of the Zilustrated London News, showing pro- 
cesses in the manufacture of the first Atlantic cable at the 
works of the Gutta-Percha Co. ; part of the completed cable 
at Messrs. Glass, Elliot & Co.'s works; and the cable 
in course of reshipment on board H. M. S. Agamemnon 
and the U. S. S. Niagara in Keyham Harbour. 

Previous submarine cables had been laid only in com- 
paratively shallow waters and over short distances ; the new 
venture constituted a plunge into the unknown. Depths of 
miles, on a sea-bed but inefficiently surveyed, were to be 
encountered, and the length of cable—some 2,500 nautical 
miles—was not unreasonably regarded as gigantic. The pro- 
jectors themselves were thought of as little better than lunatics 
by many who prided themselves on the possession of common- 


sense. Nevertheless, they pressed on with sublime courage, 


and though at first their efforts met with disaster, they 
carried their project to fruition in the teeth of all obstacles. 

The construction of the cable was remarkably similar to 
that adopted for the most modern cables ; the core consisted 
of 7 strands No. 22 B. w. G. covered with three layers of 
pure gutta-percha, and one of tarred hemp, and was protected 
with iron wires, the deep-sea portion weighing in air about 
1 ton per mile, and the shore ends being much heavier. 
The construction of the cable, as well as the arrangements for 
laying it, was in the hands of Mr. C. T. Bright, afterwards 
Sir Charles Tilston Bright, the engineer to the Atlantic 
Cable Co. ; Mr. Whitehouse was the electrician. The contract 
for sheathing was divided between Mesers. Glass, Elliot & Co., 
of Greenwich, and Messrs. R. S. Newall & Co., of Birken- 
head, who, it may be noted, were originally pit-rope makers, 
and therefore versed in the manufacture of subterranean, if 
not submarine, cables—of a sort. The first cable cost some 
£225,000, a large sum to rikk in so speculative. an enter- 
prise. 

The British and United States Governments supported 
the undertaking by lending ships to lay the cable, of the 


combined sailing and steam-propelled type then ruling 


These took on board the cable in the Thames and Mersey 
respectively, and met at Queenstown on July 30th, 1857. 
The cable was there tested for continuity, and the vessels 
proceeded to Valentia, where the shore end was landed on 
August 5th. The Niagara commenced paying out on the 
following day, and all went well until the 11th, when the 
cable parted, 380 miles having been laid; the depth at this 
point was 2,000 fathoms. Unfortunately, there was not 
sufficient cable remaining to renew the attempt, and the 
season was too far advanced to permit of an additional length 
being manufactured that year. Some 50 miles of the cable were 
си by Mr. Bright in October, and the shore end was 
uoyed. 

New capital was raised, with difficulty, and 700 miles of 
cable were manufactured, making, with what remained, а 
total of 3,000 nautical miles. Improvements in the brake 
gear were also effected, and Prof. Thomson (afterwards Lo 
Kelvin), the electrical adviser to the company, introduced 8 
system of rigorous testing during the manufacture of the 
cable; in the spring of 1458 Prof. Thomson invented his 
famous mirror-galvanometer, which proved of inestimable 
value in the subsequent operations, and in the working of 
submarine cables in general. The same two vessels were 
also employed in experiments by way of rehearsal. 
On June 10th the expedition once more set forth, this 
time to rendezrous in mid-ocean. Very stormy weather was 
experienced, and the Agamemnon was nearly lost ; it was not 
till June 26th that the ends were spliced and the bight 
lowered into the sea. After a false start the vessels got 
under way, and paid out some 80 miles, when the conductor 
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parted at the sea-bottom, {о' the dismay of all on board the 
ships. Returning to the rendezvous, they made a third 


attempt, which also failed when 255 miles had been paid 


ont. The vessels arrived at Queenstown on July 5th and 
12th respectively, after a most arduous and disappointing 
voyage. 
Failure seemed now inevitable. There were not wanting 
those—including even the chairman of the company—who 
advocated the abandonment of the undertaking. But a new 
chairman was appointed, and a finai effort was decided 
upon. On July 17th the squadron left Queenstown on 
what was regarded as а “mad freak of stubborn ignorance." 
They met at their rendezvous on July 29th in 1,500 fathoms, 
and immediately spliced the ends of the cable and began 
paying out. A break of continuity was reported after seven 
hours, but after a short period of intense anxiety the signals 
reappeared (the fault was ultimately traced to the battery on 
the Niagara). In spite of stormy weather, and repeated 
alarms, due to faults in the coiled cable, threatened collisions 
with other vessels, and other anxieties, the Agamemnon on 
August 5th steamed into the harbour at Valentia in triumph. 
The Niagara had a far less adventurous voyage, and arrived 
at Trinity Bay, Newfoundland, on the same day. At 
3 p.m. the connection between the two shores was completed, 
amid universal rejoicings. Some 2,022 nautical miles of 
cable had been successfully laid, and the possibility of trans- 
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Tug JUBILEE OF THE ATLANTIC CABLE: 1858—1908. 


of the whole of the electrical industry has been incalculable. 
The lingitations of our space, however, forbid our venturing 
further upon this fascinating subject. "Those who wish to 
pursue it further cannot do better than consult the ** Story 
of the Atlantic Cable," by Mr. Charles Bright, F.R.S.E., 
the son of the engineer-in-chief to the Atlantic Telegraph 
Оо. ; or the * Life Story of Sir Charles Tilston Bright,” by 
his son and his brother, Mr. E. B. Bright. To these works 
we vM indebted for most of the particulars embodied in this 
article. 


LOCALISING HIGH-RESISTANCE BREAKS 
IN CABLES. | | 


By J. RYMER-JONES. 


(Concluded from page 205.) 


The annexed curve sheet shows the very different 
percentage of cable charge, or discharge, obtained from long 
cables with the distant end free and with various galvano- 
meter suspensions. It will be seen from them that the 
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Views reproduced from the Jilustrated London News, 1857 and 1858. 


Atlantic telegraphy had been demonstrated beyond question, 
ce year to the day from the commencement of the first 
attempt. 

We need not dwell upon the festivities and celebrations 
which followed ; Mr. Bright received a knighthood, and with 
his colleagues, Prof. Thomson, Mr. Canning, Mr. Clifford, and 
others, was royally entertained. The cable was quickly brought 
Into use, and transmitted some 732 messages during its short 
life. It broke down on October 20th ; but its work was well 
done, Although some years elapsed before communication was 
re-established (by the Great Eastern, in 1866), the renewal of 
the struggle was inevitable, and ultimate success practically 
certain. The influence of the achievement upon the development 


needle of a Kelvin, or the coil of a d’Arsonval, galvanometer 
for shore use may be given a sufficiently long periodic time 
to measure correctly the whole charge, or discharge, of a 
cable having a K.R. of about one million. As the distant 
half of any cable having ils further end to earth takes up 
only one-third the charge of the nearer half, it is evident 
that, for the purpose of this high-resistance break test, the 
galvanometers referred to give the correct charge for a much 
greater length of cable than is indicated by the respective 
K.R. values. 

As the galvanometer with a large periodic time is exceed- 
ingly sensitive, the shunting resistance when measuring the 
charge will be proportionately low and the potential at the 
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testing end of the cable consequently high, which, as already 
explained under retardation, is an important advantage. 
Resistance of Galvanometer Coil g, as Shunted.—The 
form of universal shunt devised by the writer and employed 
at the Silvertown Works has tlie advantage that the reaist- 
ance (7) of the shunted galvanometer coil g, required for the 
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10,000 + g, 
the shunt used. 

The use of an ordinary resistance shunt for a capacity test 
by charge or discharge introduces an error even with the 


(10,000 —n) 


EXAMPLES OF Tests MADE WITH ORDINARY KELYIN AsTATIC QALVANOMETER. 


Actual resistance of artificial cable — 188-95» 


= 30 per м.м. (assumed). 
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Length = 62:98 N. it. 


capacity cons!an! is readily ascertained from the formula 


п, where n is the scale reading of 


» capacity n ” = 23°157 mfde., i. e., O 12279 mfd. per 1% А 
012956 „ „ 
I jo. Асана ыры — — 
(1) (2) (3) 4 5 6) A 
c.B by Differential Method — | üt IE e) (6) Remarks. 
Balancing resistance в T. 0,546 9,820 19,620 * 
Е corrected: єй E 27 591000 18,360 19,000* A Sealed end of core 107 
с.В. by Direct Deflection reu 0 
ec — : 
| 4 = = 358 398 400 395 E punctured and tested after 
Roh u 1 EN 44 96 192 40 — being several days in fresh 
Cable й m p 25 — zd 10417 52:08 250 == water. Ё 
cable current à Я — 28 29 4b very slight 
D — 357 396 389 3333 226 
Н a 48 96 192 40 & 267, 268, 270, 258, 971, 255, 
Conetant MP — 2083 , 10417 52:083 250 is 268, 189, 261, 261, 298 = 4,863 
RES : 19,495 | 39,197 | 17,825 = 4,803. 27015. 
n / 10,394 | 10,247 | 20,382 | 40,445 20,150 | 18,625 18 
R? 10,189 10,189 дл, 281 40, 248 20, 108 18,322 
Length at 30° per u. .. | 3,3963 | 33063 | 6,7003 13416 | 6,027 | 6107 |- n, includes resistance ot 
Capacity of Cable— : battery Br and also of 91 as 
Bi» long. F mfds. ... | 62437 625˙6 1,245: | 2,4710 | 1,231°7* 1, 222 75 shunted. 
Cable Charge— . 
C 339 352 362:5 369 344 270:15c i Corrected for cable current 
Cable SR 200 200 200 200 400 300 “and unequal influence of 
МР 50 50 50 50 25 33:33 the Kelvin  galvanometer 
[ c 3423 3553 3584 361 169 384 5 coils gi and g2 as shunted for 
| яу 4,500 4,500 4,500 4,600 4,500 10,000 the cable charge C. A resist- 
Condenser 4 m р e] 2222 2:259 2:222 2:222 2:922 1,000 ance of 20,0009 in gı circuit 
| capacity к 1:002 1:002 1:002 1:002 1:002 1,002 was balanced by 20,740 in gı 
[constant — 9 7596 7884 7961 800:6 3748 383:6 i.e, a ratio 1 to 1037. 
Resis.: Br + gı shunted r 205 205 205 205 403 303 
Testing current v — 965 3633 3633 172 172 5 T A cable current of one Daniell 
Cable " . ә an ке 2341 237 227 2937 120 cell at the distant end of line 
5 ji side of zero' ... x opposite | opposite | opposite | opposite | opposite with negative pole to earth. 
А ү 
ae — 15:368 15 : 
Ratio - 5 80 16:52 7:32 14:87 O Natural cable current only. 
Cable Capacity— 
(End to earth) А mfds. 22:915 22'823 22°797 23:045 22° 915 23:473 4 Varvin t ti between 
; arying at times 
See Tables I and II 1 ratio ... 035739 035686 018304 009336 018627 020906 14,000 and 20,000, еше 
Nunits... | 18092 | 18005 | 91956 | 46747 | 9356 | 10505 ably steady at 19,000 during 
Cable Current. Equivalent — series of charge throws c. 
r X 1,000 
Mu — 20:12 10, 108 9 87 
2 = RE 5°06 20:10 14:375 p Ratio ¥ У 
Ratio of charge between n an 
N + n unite—see Tables ITI | zr :000108 | -000023 | ‘000004 000104 | -000031 | 
and IV. = As the m c used for this 
Distance of Break— example is орна sd 
Р actual ві and вг have 
Ratio 7 corrected for c. ct, value ES 035578 018281 009322 018523 020875 used, ав in Example 1, instead 
* Equivalent Nr units — 17:950 9181 4:0727 9.3082 10:490 of the calculated values, as in 
* resistance 183°72 182 9 186˙2 | 1881 ' 187-0 xen 9 Examples 3, 4, 5 and 6. 
ZU" 61:24 60:97 6217 62 70 
Testing Battery (8)— Há 87 В Internal resistance of battery 
Number of cells ... з | 10 10 10 10 | 5 5 = 05 ohm per cell. 
| | i 
. EE. SRM. ORARE 
Example 3— Working out— 
Constant. Capacity F. Condenser. Cab: ity. 
с.в.@ = 398 р = 396 = 259770 Е B C dS 
23 104:17 = 2:01773 20,281 = 430709 2:222 = 9:34678 3625 = 2°55931 
T3 P. — 1:69897 
975 = 2:57403 4'61543 108916 290127 a 
10417 = 901773 19,301 428558 339625 1˙002 = 0:00087 425828 
: 2°90040 
4:59176 8:90101 2)249073 7951 = 2°90040 
459176 -— o f = 22797 = 1:35788 
Bl = 20,382 = 430925 SE: 
101 f E 
—. = 018304 = 2 26266 
в! = 20,281 | E 
(x) Correction for Cable Current. 
7018304 x 9 (n Units. 
017919 205 x 1.000 19 = +000361 
= 9:1956 unite 20,486 10 = ‘000100 
from testing = 10007 — See Tables III and IV. 
end. iru 9 = 000261 
Tables I and II.) 9:1956 x 000261 
.. Cabl t ch = ae 
able current charge 90 x 15.509 000023 
9181 9:181 


Distance of Brek = ~ 
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1. „ 90,981 = 186°2 ohms, оғ 
000 me, OF 1 000 


? 


X 6,760°3 = 62:07 N. u. from testing end. 
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CoMPARISON OF RETABDATION CURVES. 


ors , Showing the percentage of the total capacity.as measured by discharge test when using various kinds of galvanometers and suspensions. Each curve is plotted for 
the same K. n. values—the true ca ty of the condensers of the several cases of a L, unretarded by conductor resistance, being taken as 100. | | 
а оп the two extreme percentages—vig., for the K.R. values 1,510,000 and 5,800,000— which alone were measured, the intermediate 


wp Curves к, k. 8, 8. K and Kg are 
к i dotted portion being made to conform approximately to the two lined curves adjacent to them. 
жр заема J Re ИСЛЕСЕ 7) бы дый ышык eee a ы ы СЕ ышыгына асры гады 
M [^] 
ah | PEN ERIE] | | 
ait © 8 8 х 
i | | КЕК S ebe, 
No. | Curve. Galvanometer. 2 * E 5 Je x Length. Remarks. 
К | E | t o" | Pr | E | | 
a | | jj) РИЕТИ 
A — ———— unge S | | 
| Ohms. | Seos. | Seos. | Divs. Et. In| In. | Im. | | uu 
z 1 | sw. Sullivan (marine) No. 222 1,089 | 4 1 101 | 3 2, 1 11 — | рыу a 5 
| | | | | Turns Dia. wire—medium. 
l. 2 81 „ (shore) No. 235, coil No. 1 866 — — | 242 | 3 2| 113 16 Y5 | 5 Coil has 
F | | . 
2 3| By „ v „ „ No. 2 1,464 — 5 174 3 2 135 | 4 | Ys | 3 rn and wider, 
| uminium frame. 
1 Bg ^ ji in » No.l 866 | 747 27 775 | 3 2 144 16 E T New upper wire much finerthan 
No.2. Coil has aluminium 
| | | frame. 
5 в "a „ special coil | 1,280; 8 | 15 7513 2| 178% 8* ү "008 in. кешш Сой 
| as no aluminium frame. 
6 8 2075 73 75 1.280 — 16: 816|3 3| 386| 8 | yy iSameasNo.5,but longer upper 
| wire. 002 in. flattened. 
7| s » „ Vo. 235, oil No.1 | 866 — — s 2 144| 16 | ур | Вашеа No. 4, but finer upper 
wire. 
8 | K Kelvin non-astatic, two coils 3,065 | 24-3 — | 65 3 6 3 | Heavy mirror $ in. diameter, and heavy 
| needle. Silk fibre coarse. Directing 
| | | magnet low down. Наз extra vane on 
| | | i below. + i 
9 x , 4Aastatic No. 185, four coils 7,046! 63 | — · 186 3 2, ly, | Small mirror j-in., and small needle. 
10 | K „ non-astatic, two coils 3,065 | 71| — | 170 | 3 6 p ud йл йпег fibre and directing 
11 к . 3.065 8? — 190 3 6! $ | Sameas8, but lower vane -+ off and system 
| 4 » : ” ” " P Es. | | weighted, | | 
12| x ji TENA - ... | 8,065 | 124 — 7 3 6| # Same as 14 but directing magnet higher. 
13 Kg 15 з 17 57 А | 3,065 15 — | 286 | 3 6 i » 1 ’ n L n 


| | DIEN. 
Notz.—The above Kelvin non-astatic is generally used with a lower vane in oil for speaking. For these curves the oil vessel is removed, 
＋ Area of vane ү; in. X 13 in. d | Weight of system, 32 grains. Extra weights, 6j grains. 
practicable (say, of 002 in. diameter wire), and have many turns in 
order to secure a high degree of inertia; and additional weighting 
will contribute to the same object. | 
Magnetic-damping in tbe aluminium frame (if used) should be 
reduced to a minimum by fine slits in several places; and air- 
damping, in the case of the light Kelvin galvanometer suspension, 


GENERAL NOTES. 


Increasing the testing battery and suitably decreasing the в.в. of 
universal shunt does not affect the percentage measured. The per- 
centage of capacity measured depends on the periodic time, i. e., on 


the degree of control which determines the inertia. For instance: 
In the case of the d’Arsonval coil the inertia depends on the relation 
of the suspending wire and spiral to the weight of the coil; and in 
the case of the Kelvin galvanometer, on the relation of the fibre (or 
directing magnet) control to the weight of the suspended system. 
Thus a comparatively light mirror and needle may have the same 
inertia a4 the heavier coil of the d'Arsonval galvanometer provided 
that the control of the former (whether mechanical or magnetic) is 
made the same as that which the suspending wire above and the 
spiral below exercise on the coil. Any difference in the electrical 
sensitiveness of the two systema will not alter the percentage result 
except in so far as the increased sensitiveness is obtained either by 
employing a finer suspension or weighting the system, both of which 
reduce the contol, and, therefore, increase the inertia. In view 
of the controlling influence of the spiral below the d'Arsonval coil 
being important, this spiral should be made as fine as is safely 


pe US 


by using only a thin wire instead of the usual broad vane, to prevent 
it swinging entirely round. 

The curves represent the measured percentages of the true capacity 
when the distant end of the cable is free; and are more strictly 
applicable when the break resistance is very high and the length of 
cable in circuit moderate compared with that resistance. When the 
break resistance is only a few thousand ohms, there will be a decided 
“ fall” in the cable, во that the more distant part will hold a smaller 
charge, and the percentage due to retardation in this part—the 
charge of which reaohes the galvanometer last—will, consequently, 
be less than that shown by the curves. How much less will be 
roughly ascertainable by comparing the first calculated length of 
cable to the break with the total resistance of BI, which will 
approximately give the potential at the distant end of the cable, 
and be a guide as to whether the full correction is to be allowed, 
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Kelvin galvanometer, and for a suspended coil form of 
galvanometer is, of course, inapplicable. 
Reproducing the Deflection d and Charge Throw c.—To 


avoid the possibility of error due to want of perfect scale 


proportionality, which with the coil suspension of galvano- 
meters on the d’Arsonval principle sometimes amounts to 4 
per cent., or even more, it is desirable always to approxi- 
mately reproduce the same deflection and throw for the 
constants as for their corresponding cable measurements. 
Shori-Circuit Key.—To avoid having to employ a short- 
circuit key on galvanometer coil g, and another on g, work- 
ing coincidently, the writer makes one suffice by connecting 
it between points 10 and 11 for the dalance and rable charge 
measurements, and between 10 and 9 for all the other 
measurements, during all of which coil 7; is not in use. 
Bridging points 10 and 11 with a short-circuit key causes 
an equal amount of the charge applied by K, to pass into the 
cable through the equally shunted coils у, and g,, and 
thereby protects the suspension from a violent movement 
due to any disparity in the cable circuit and the compen- 
sating circuit RO which latter is at starting made approxi- 
mately equal to the measured resistance (R/) of the cable. 
Yet even while the short-circuit key remains closed there 
will be some deflection due to the unequal influence of the 
coils g, and g, on the suspension. By giving to the shunts 


U, and ua an equal and low slide value to start with, this 


` deflection can be prevented from going off the scale, and 
when the charge has entered the cable the short-circuit is 
momentarily opened by /apping while adjusting the balance 
with Rb. Ав the balance is perfected, the values of the 
shunts br and v, are both equally increased, if necessary, to 
obtain а suitably large throw for the cable charge (с), as 
already mentioned. : 


PRIVATE BILLS IN THE PAST SESSION. 


[BY OUR PARLIAMENTARY REPRESENTATIVE. | 
ExcLupinG Electric Lighting and Tramway Provisional 
Order Bills, and Scotch Provisional Orde:s, there were 42 
Private Bills introduced into Parliament in the past session 
which contained clauses affecting the electrical industry to 
a greater or lesser degree. It must be admitted, however, 
that the majority of the Bills created little or no interest, 
except to the parties immediately concerned, whilst several 
of those which did look like arousing keen opposition were 
allowed to drop in their early stages. Speaking at the 
annual meeting of the largest promoting electrical company 
a short time ago, the chairman remarked that there is still 
a large field for the investor in electrical undertakings in 
this country, but certainly the promoter seems more shy 
every year of coming to Parliament ; whilst the municipal 
Corporations, many of which have found their dabblings in 
trading ventures far from being as successful as was 
anticipated, are much less eager than they were a few 
years ago, to go in for more. The one problem 
which appears likely to be solved, or partially solved, this 
year is that of the supply of electric power for London. 
Three Bills are now on the stocks, and the promoters of the 
chief of these—viz., the London and District Electricity 
Supply Bill—have still many obstacles to overcome before 
the project can be successfully launched. The details of 
this Bill must be so thoroughly well known by now that 
little need be said regarding it. In many respects it follows 
the lines of the Administrative County of London Bill, 
which is practically the model on which all the succeeding 
Bill have been based. Much the same area is embraced, 
but there is only to be one generating station at Barking. 
The chief new element which has been introduced is the 
purchase clause, and the London County Council, or any 
other body which may be authorised, is to be the pur- 
chasing authority. So far the Dill has passed Lord 
Cromer’s Committee of the louse of Lords, after а 


most exhaustive inquiry, in the course of which 
Lord Cromer und Lord Welby bad full scope for 
exhibiting their mastery of financial detail Now a 


Committee of the House of Commons has been appointed to 


further consider the Bill in the Autumn Session, and the 
Chairman of this will be Mr. Luke White, who, it will be 
remembered, was Chairman of the Joint Committee which 
considered and rejected the first Bill promoted by the London 
County Council. The other two Bills wbich are coupled 
with the London and District are the London Electric 
Supply and the ‘London (Westminster and Kensington) 
Electric Supply Co. The first was a proposal to enable a 
number of the electric supply companies to combine together 
and form a joint committee and supply electricity in bulk. 
We вау was, because this portion of the Bill was rejected by 


Lord Cromer's Committee, which, however, has allowed 


clauses to go forward which will enable the companies to link 
up their systems for mutual assistance. There was really no 
opposition to the London (Westminster and Kensington) 
Electricity Supply Bill, which seeks to enable the two com- 
panies mentioned, tbe St. James’s and Pall Mall, the 
Notting Hill, and the Central Electric Companies, to link up 
their mains for power supply. As already stated, all three 
Bills go before Mr. Luke White's Committee, and with 
regard to the latter it has been suggested that the London 
County Council shall be the purchasing authority instead of 
the Westminster City Council. _ 

There were three other Electric Power Bills brought in, 


but. only two engaged the attention of Committees. The 


most novel was the Dublin and Central Ireland Power 
scheme, by which it was proposed to generate electricity 
from gas made from peat, by a process which it was stated 
has been successfully carried out on the Continent. An 
unusual course of procedure was adopted in reference 
to this Bill It was rejected by the House of Com- 
mons Committee and then recommitted to the Com- 
mittee by the House iteelf for further consideration. 
It came back shorn of much of ite glory, for the area 
sought to be embraced was greatly modified, and the City 
of Dublin was altegether excluded. The South Wales Elec- 
trical Power Distribution Co.’s Bill disclosed a melancholy 
condition of affairs, and the disastrous history of this concern 
has doubtless been one of the causes for the timidity of the 
promoter. The power sought in the Bill is to part withs 
very large portion of the assets of the company to satisfy 
creditors and others, although the company will still exist a8 
the statutory undertaker, and may save a little from the 
wreck in course of time. The third power scheme was that 
of the Great, Eastern Railway Co. to supply electricity from 
their generating station at Parkeston to manufacturing 
tenants on their estate and others. The local authorities 
quickly took alarm, and we believe the machinery of the 
Association of Municipal Corporations was put in motion. 
The company preferred not to fight and dropped the clauses. 
What may almost be called a power scheme was also included 
in the Lower Thames (Grays) Dock Bill, for it was proposed 
to erect à generating station at West Thurrock and generate 
electricity for dock purposes. Mr. Lloyd-George, however, 
nipped the scheme in the bud by bringing in his Port of 
London Bill, and the promoters early withdrew. 
Coming to the tramway schemes promoted by companies 


as distinct from local authorities, by far che most interesting 


was the London and Windsor Motor scheme which, however, 
never got beyond the Standing Order stage. The scheme 
was to have a motor road with a tramroad on either side, and 
the point which was keenly fought was whether the Dill was 
of the class which necessitated the deposit of full detailed 
plans. Mr. Campion, the experienced Examiner, after a very 
careful hearing, decided that they were necessary, and iD 
giving his decision he alluded to the importance of the Bill 
as being in all probability the pioneer of many similar 
schemes. There is little doubt that the Bill will be 
revived next year. | ‚ 

The consideration of the London United Tramways Bill 
was chiefly notable for the opportunity it gave Sir Clifton 
Robinson of uttering his candid opinion regarding the 
methods of local authorities when private undertakers want 
facilities ; but before the Bill got to the Committee the 
company scored a distinct victory over the Surrey and 
Middlesex County Councils. The company wish to go 
over Kew Bridge, and as they would not submit to what 
they considered the extortions of the local authorities, the 
County Councils exercised their power under the Tramway® 
Act and refused their consent. The company, however, 
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argned the full case before the Examiner, who waived the 
veto, and made a special report, and accordingly the Bill 
went to the Select Committee on its merits. In the end the 
victory of Sir Clifton Robinson was only partial, as the 
company will now have to pay a rent far higher than they 
consider reasonable, although it will be far lower than they 
were first asked to pay. The Highgate Hill Tramway Bill 
was & proposal to electrify the well-known cable tramway 
in that district, but it was withdrawn, as the matter will in 
all probability be taken in hand by the London County 
Council before long. Two other London suburban schemes 
were West London, Barnes and Richmond Tramways Bill, 
and the Croydon and Southern 

The objects of the Bills are sufficiently explained 
by the titles, and both had but brief lives. The 
Metropolitan Electric Tramway Co. succeeded in getting 
their Bill for the construction of a new tramway from 
Harrow Road to Edgware Road, after making arrangements 
with the London County Council regarding that portion of 
the tramway within the county. Of the two provincial 
tramway Bills promoted by companies, the Nottingham and 
Derbyshire Tramway Co. got extended powers with reference 
to the construction of authorised lines, and the Macclesfield 


and District Tramways Co. were authorised to wind up. 


A number of municipal corporations had Bills dealing 
wholly or partly with tramways. The Belfast Corporation 
asked for authority to purchase tbe undertaking of the 
Cavehill and Whitewell Tramway Co. for the sum of £60,000, 
but the Bill was rejected on second reading in the House of 
Commons. 'The Burnley Corporation was authorised to 
spend £70,000 on tramways, and the Hull Corporation about 
the same amount. The Leeds Corporation will be enabled 
to spend £90,000 on tramways in and around the borough, 
and a further £15,000 under the Pudsey Tramways Order 
of 1905, which it is taking over. "The London County 
Council proposals showed a marked falling-off as the result 
of the last election, and the Bill only contained powers for 
the construction of about 4j miles of new tramways. 
Sanction was algo given to use the overhead system on the 
Hammersmith to Putney line, authorised in 1902. The 
Morecambe Corporation brought in a Bill for purchasing the 


hore tramways of the local company and electrifying them 


at a cost of £50,000 odd, but dropped it quite early in the 
session. Other local authorities which obtained further powers 
with regard to tramways were Bolton, Bristol, Blackburn, 
Doncaster, Liverpool, Stockport, Wolverhampton, and 
Rochdale. 

Leicester Corporation was empowered to supply electric 
energy for tramway purposes; Keighley Corporation to 
supply in bulk outside the borough ; Manchester Corpora- 
tion to take over the Gorton Electrical Supply Order and the 
Levenshalme Electric Lighting Order; Dundalk U. D. C. to 
erect а generating station ; Ravensthorpe U.D.C. to supply 
electric fittings ; and the Draycott Gas Co. to apply for a 
provisional order to supply electricity. 

Only three electric railway Bills were promoted. The 
Metropolitan District Railway Co. got authority to re-arrange 
its capital, and the Great Northern, Piccadilly and Brompton 
Railway powers of a similar character; whilst the North- 
East London Railway Co. got a still further extension of 
time for the construction of its authorised undertaking 
1 50 greatly needed, owing to tlie difficulty of raising 

pital. 


South Africa.—The Johannesburg municipal authorities 
have now definitely decided to commence litigation against Messrs, 
D. Stewart & Co., Ltd., and their sureties, Messrs. W. and J. 
Beardmore, for the recovery of the sum of £115,134 named in their 
bond ; the legal proceedings, it will be remembered, are in con- 
nection with the alleged failure of the gas-producer plant supplied 
by the contractors. Meanwhile, the Corporation’s existing direct- 
1 plant, with the 200-K w. dynamo recently purchased from 
; e Victoria Falls Power Co., Ltd., will enable the present service 
^ud town lighting and tramways to continue, but it allows no margin 

or additional consumers in town, or in the event of a breakdown, 
and on account of this fact the Victoria Falla Co. was approached 
т & TIEN to.the continuance of the present supply of 400 xw. 
тери current for a period of one year from July lst, 1908, but ан 
ы Neh were considered too onerous, it has been decided to call 
ond ders for an additional 1,000-kw. direct-current set, with 
11 e and boiler, to be erected in December, the cost of which 
Gase: ananas at £21,000.— British and South African Export 


Tramways Bill. 


CORRESPONDENCE. 


Letters received by us after 5 PM. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Live Steam Feed-Water Heating. 


Referring to the letter by “ Veritas" in your issue of 
July 31st, it is not likely that any reply will be issued to the 
articles by Albert Jonel,” which are obviously of a malicious 
nature and written under a nom de plume. 

The case referred to by ** Veritas " of a Thames tug fitted 
with an internal heater which was choked up in a week, 
seems to me to confirm the fact that an internal heater is an 
excellent preventative of scale formation on the heating 
surfaces of a boiler, but in this particular case, the water 
evidently contained. an excessive amount of impurities, and 
the heater collected more sediment than it was adapted for. It 
is obvious that an internal heater cannot be used as a 
universal water purifier, but the fact remains that it does 
collect sediment which would otherwise be deposited upon 
the heating surfaces and would quickly form scale. In cases 
where there is much deposit, it is always possible to give 
extra clearances in the heater, so as to avoid any likelihood 
of its becoming choked up; but, of course, the apparatus 
requires reasonable attention and the sediment which is 
collected should be removed at regular intervals. . If the 
water contains a large percentage of impurities, it should be 
separately treated, before it is fed into the boiler. | 

* Veritas" goes оп to point out that in the advertise- 
ments of one type of live-steam heater he finds no definite 
claim of increased efficiency ; but I do not see how a manu- 
facturer can be expected to set forth definite guarantees in 
his advertisements, ав so much depends upon the size and 
type of boiler and the conditions of working. 

If * Veritas" is a steam user, and wishes for any definite 
information on this point, I shall feel obliged if he will 
kindly send me his name and address. 

J. L. Cateaux. 


London, E. C., August 7th, 1908. 


A Service Problem. 

A problem which must often occur to all central station 
managers and engineers, is the question whether or not it 
will pay to make certain extensions to the distributing. 
system, or put in any particular service which lies 
within the option of the supply department. I should be 
greatly obliged if some of your readers would give me their 
views as to the best principle to work upon, and how to 
decide a question of this kind. 

For instance, application is made for a supply from a 
certain consumer, and it is found that the cost of the service 
will be, say, £20. The total works cost per unit for the 
station is, say, 4°24., and the cost per unit for coal ld. 
The average price received from private consumers for 
energy is 10d. per unit. 

How many units should such a consumer be expected to 
use per annum in order that this service should be a source 
of profit to the department? Total capital, say, £21,000. 
Australia, 


Electrical League. 
. I have read in your issue of July 31st, No. 1,601, 
page 167, the letter from Mr. Borlase Matthews, and your 
somewhat caustic editorial note, following that communica- 
tion, has not escaped my notice. 

I trust that I may be pardoned by you for any accusations 
you may be induced to lay at my door on the score of my 
approaching this matter, so far as you are concerned, in any 
spirit of criticism or antagonism. Nothing is further from 
my desire. 

Since, however, we all realise that the faculty of criticism 
is more easily found in its destructive, rather than its con- 
structive aspect, surely it would be more helpful if all of us 
rather encouraged the efforts of Mr. Borlase Matthews than 


damped his ardour. 


You ask Who is going to make the efforts that are only 


to be seronded by the Provisional Committee? Who ig the 
fortunate person that enjoys the confidence of all sections of 
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the industry, and is to be induced by the unknown prime 
mover to bring together, &£c.?" May I be permitted to 
put the third question, Is it not somewhat premature at this 
juncture to raise these queries ? 

I enclose you herewith extract from the City Press of 
July 18th, 1908. My letter upon which that paper speaks 
was addressed to the Times under date July 14th, 1908. By 
& perusal of either of these letters, I think that some, at 
least, of the suggested objecta of the league or union can no 
longer be considered nebulous. | 

Naturally, at the outset it must necessarily seem to 
resemble a debating society, but surely so long as those 
debates may prove of eventual gervice to tne electrical com- 
munity, none of us should have cause for complaint on this 
score. Larger movements than this have had even smaller 
beginnings. I, for one, am prepared to lend what little ser- 
vice I can to the ideas put forward. I feel sure, Mr. Editor, 
if at this juncture you may be inclined to view the attempt 
which Mr. Borlase Matthews is making with some scepticism, 
that as you say you will nevertheless be the first when the 
time arrives to ventilate through your valuable columns any 
apparent good which resulta. 

May I, in conclusion, with deep respect therefore tender 
the suggestion that your paper, one of the leading electrical 
trade journals of this country, should for the moment rather 
suspend its judgment, and if as an outcome of ће “ debating 
society " any * well considered plan with definite objects "' 
should be evolved, I express the hope that like other of your 
contemporaries, you will then encourage rather than scoff 
at that small gathering of pioneers, who, I take it, seek 
7805 inspiration in the motto “ Nothing venture nothing 

ave." | 


London, E.C., August 5th, 1908. 


[We have no desire to pass judgment upon the scheme to 
which our correspondent refers; in the absence of details 
such as those asked for in our note, it is impossible to do 80. 
We based our comments upon Mr. Borlase Matthews’s letter, 


Edward Bergtheil. 


which contained a distinct suggestion that some body or 


person, whose identity was not disclosed, was about to open 
a campaign of some sort, headed by someone else, and 
supported by this League—that, in fact, the League iteelf 
was not the prime mover, but someone in the background. 

The scheme, so far as it was disclosed, bore unmistakable 
marks of common origin with the previous scheme, to which 
we referred ; the latter was managed with a lack of tact 
and discretion which could not fail to injure ite prospects 
of success. It does not follow that the present proposal will 
be conducted on similar lines ; we have no animus against 
it, and, as we have reiterated, we shall be pleased to place 
before our readers any well-considered scheme with definite 
objecte—but we cannot be expected to support we know not 
what,.—Eps. E. R.] 


The Electrical Industry.— What is Wrong? 


In your last issue (page 223) you ask the question, 
“ What is wrong with the Electrical Industry ?" I feel 
tempted to reply to this question by quoting various pessi- 
mistic paragraphs from the current issues of the various 
electrical journals, but it will be fairer to you that I should 
confine myself to the ELECTRICAL REVIEW. In submitting 
the following quotations from your editorial columns I wish 
to say that, while I am satisfied that the excerpts are per- 
fectly fair, I do not rely upon them only, but wish to refer 
to the whole of the articles from which they are taken in 
support of my suggestion that the best answer to your 
question can be found by a little sympathetic intro- 
gpection :— 

Engineering (page 1053).—Enginsering, including, of course, 
electrical engineering, is one of the most overcrowded and under- 
paid of the professions. For the amount of time and money sunk 
in a thorough engineering training tbe financial return is pitifully 
meagre. There is & glut of ^ngineering brains on the market, and 
the supply has for a long time been far greater than the demand. 

Annual Tahles (page 1055).—Little progress apparently is made 
by the majority of power companies—several of them exist but in 
name, and more than one is in liquidation or in course of reoon- 
etruction. Only one new railway appears in our list issued last 
week, and the number of tramways bas practically come to a 


standstill. | 
Purchase of Tramways (page 974).—Tramway companies whose 


property is likely to be taken over by a local authority must not 


| full valne for their un 


ertaking. 

. Trade Unionism (page 973).—One need only mention the Factory 
Acts, the Employers’ Liability Act and the Workmen's Com- 
pensation Act to remind the reader of the way in which the Legis- 
lature in its wisdom has hampered employers in recent years. 

(Page 934).— There is no denying the fact that so far as епріпеег- 
ing work is concerned the action of Trade Unions in this country 
has had the effect of driving a great deal of work abroad. 

Rating of Tramways (page 935).—Complaint is loud that the 
business of & tramway company is seriously hampered by the 
burden of local rates. | 

Competition (page 893).— The stress of business competition has 
in these days paesed beyond reasonable limits. 

Promoting Trade [Interests Abroad (page 766).— The suggestion is 
one well worthy of consideration by the Council of the Inatitution 
of Electrical Engineers, though past experience does not lead us to 
think that that body can stoop from ite dignified professional 
„ to occupy itself with a matter which is so purely a trade 
affair. | 

Contract Conditions (page 725).— Those conversant with the 
general conditions of contract prevailing on the Continent will at 
once acknowledge that even the conditions suggested by the 
Institution of Electrical Engineers are abnormally severe on the 
contractor, and it is certain that many of the still severer condi- 
tions found in other specifications would be unacceptable to any 
firm of contractors of repute on the Continent. 

Support of Home Industries (page 425).— Whatever may be the 
opinion held on the subject of Free Trade v. Protection, or 
regarding the best means of improving at the present time 
the unsatisfactory condition of the electrical industry in this 
eountry, there can be no difference of opinion as to the claims 
which home industries rightly have upon our support. 

Electrical Manufacturing Position (page 426).—It is generally 
agreed that electrical manufacturing in this country has arrived at 
a state when many manufacturers sadly in need of business are 
offering to accept work at prices which аге: generally acknowledged 
to be below the cost of production. 

(Page 294).—The supply of electrical machinery in this country 
is far greater than the damned, and so long as this state of things 
continues it must inevitably result in a weeding out process and s 
consequent gradual extinction of the weaker firms. 

(Page 249).—It is almost tiresome to repeat the story of how 
prices are thus depressed until it has become an axiom in electrical 
business that the next worst thing to losing an order is to secure 
one. But while the English manufacturers are, with very few 
exceptions, fighting among themselves for this poorly paid class of 
work, the Germans and other exploiters of foreign made machinery 
are carefully keeping aloof from this struggle for bare bones, 
and are quietly concentrating the whole of their energies on securing 
the plums of industrial electrification. With a vigorous 
enemy in the field, and one with a wide and deep knowledge of the 
manifold applications of electricity, the home manufactarer has 
before him no easy task. 

Combination (page 294) (The heading of this article was “ Price- 
Cutting" not Combination—Eps. E.R.).—It is well known that 
one of the greatest obstacles to the prosperity of the electrical 
trades is the lack of spirit of fraternity and loyalty to kindred 
interests. 

Electrical Finance (page 42).— The electrica] manufacturing 
investor has had very little return upon his capital save in the case 


assume that when the сз price ів being assessed they will get 


of the cable companies, toward whose profite, we trow, longing eyes 


have been cast for à number of years. But noone can put his finger 
upon one characteristic and claim that as the cause of fallen profit; 
for, as well as what has happened in the way of competition between 
manufacturers, there have to be borne in mind the effects upon 
electrical manufacturing of the changes, delays &nd want of develop- 
ment occurring in electricity supply and power and electric 
tramways and railways. 

Municipal authorities in big towns may charge low fares and 
make profits, and this sort of thing has, in a way, indirectly fixed 
the fares chargeable under concessions in smaller and quite dis- 
similar places. 

Many are the causes of what we have recited above, and they 
are not all the result of conditions. Sometimes men and their 
methods have been to blame. 

I have confined myself to your editorial articles during the 
current year, but, one migbt easily prolong the melancholy 
recital, as will be seen by a retrospective glance on the first 
page of this year’s ELECTRICAL Review, the opening 
sentence of which, referring to the past year, is: “It has 
been in fact a very flat, stale and commonplace period in 
electrical history." But that the troubles are not of recent 
development is shown by your leading article of January 
18th, 1907, in which you commence a summary of the 
position with the statement: That the electrical industry 
is in a precarious condition will be denied by no one." 


E. Garcke. 
Donington House, London, W.C. 
August 11th, 1908. 


[Mr. Garcke commences his letter by d our 
title. The correct rendering we now give at the bee 

Perhaps some of our readers recognised the vein in which 
our * What is Wrong ? " question was asked, What 18 wrong 


е 


with the Times, with its contributors, with Mr. Gercke'a 
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Manual, that they are not in agreement—who was on 
holiday ? No doubt Mr. Garcke regards the appearance of 
the review of his Manual as unfortunate, and ignoring our 
reference thereto he proceeds to reply to a question which our 
readers do not dream that we ghould at this date ask them 
to answer, Mr. Garcke's own quotations show that we are 
very well informed as to some things that are wrong, and we 
are glad that he has followed our articles so closely. But 
is it altogether fair for him to ignore, when quoting 
from them, the various remedies that we have sug- 
gested? Some of his quotations are calculated to give a 
wrong impression to the reader, because they have been 
ruthlessly, and, may we say, conveniently, uprooted from 
their context. | 

Now, Мг. Garcke accepts the whole of our articles, he 
does not rely upon the excerpts. Well, then, let us see 
where we stand. We must suppose that Mr. Garcke in 
advancing the interests of his Electrical League considers 
that it is going to be the means of remedying the variety of 
evils that we have enumerated in our articles, That is, a 
Debating Socieby—every member of which would, as its hon. 
secretary suggests, attend with his mind made up on his own 
particular subject—is going to confer the following, and a 
few other more or less trifling benefits upon the electrical 
industry :— | 

l. Prevent overcrowding of the engineering profession. 

2. Make up for early power company mistakes, optimistic 
miscalculations, and extravagant prophecies ! 

3. Settle the subject of tramway purchase prices. (Are 
there not many tramway organisations, and are not Mr. 
ү and his friends very strongly entrenched in one of 
them 2) 

4. Correct the socialistic and labour legislation tendencies 
of the present Government and of the times. Control Trade 
Unionism. | 

5. Secnre reduced assessments for local ratings for tram- 
ways. Again, are there not many tramway organisations ? 

6. Stay the course of business competition. 

7. Conduct inquiries concerning foreign trade opportu- 
nities. 

8. Lighten the burden of the contractor in the matter of 

onerous conditions of contract. 

9. Encourage the support of home industries and stamp 
out foreign competition (incidentally introduce protection 
for the electrical industry). 

10. Raise electrica! manufacturiug prices all round. 

11. Reduce the manufacturing capacity of the electrical 
Works of the country. (Who will give way ? Let the 
League decide !). 

. 12. Promote a spirit of fraternity and loyalty to kindred 
interests. [otto voce, Every man for himself, God for us 
all, and the Devil take the hindmort. ] 

13. Show the effect of past errors in electrical finance 
an e course and present position of British electrical 
industry, 

14. Indicate which men and what methods have been to 
blame, so that they may be avoided in future, Homocea ! 


—Eps. E. R.] 


i 


The Lighting of the New Whitworth Institute.— 
We learn that the New Whitworth Institute, the latest bequest 
under the late Sir Joseph Whitworth’s will, to the Ойу of Man- 
cheater, which was formally opened to the public on Wednesday 
last, is lighted throughout by means of Nernst and Aegma metal 

ps. The new buildings comprise а noble entrance hall, a large 
gallery, fine library, concert room, curator’s room, and а very 
— hall on the first floor, to be used for meetings and lec- 
yin The whole of the ground floor, including the entrance hall, 

lighted by means of 111 j-amp. Luna Nernst lamps (oxidised 
copper), 12 I. amp. ditto, 10 14-amp. and two 3-amp. multiple Nernst 
маре, five “D” type, and 28 }-amp. "A" type Nernst lamps, 
giving approximately 21,678 0.P. The first floor, f. c., lecture hall, &c., 
18 illuminated by about 200 50-c.P. Aegma metal lamps, wired two 
Ш feries, fitted in special glass shades. We understand that the 
curator and committee went to much trouble to ascertain which 
was the most satisfactory artificial illuminant for a picture gallery, 
s eventually decided ‘upon Nernst lampe, as mentioned above. 
таня Crews & Handford, of Blackfriars Street, Manchester, were 
эа consulting engineers to the Institute Committee, and the work 
1 out by Mesers. E. M. Evans & Son, of Fountain Street, 
В] chester, the Nernst and Aegma lamps being supplied by the 
ectrical Co., Ltd., 121-5, Charing Cross Road, W. C. 


TANGLED TOPICS. 


By INNOCENS. 


ENGLISH, pure and undefiled, is about as desirable in an 
electrical engineer as a conscience of similar description, and 
just about as easily obtainable. To get a true idea of the 
force of this statement, let anyone try to imagine the 
mental attitude of the young person for whose sake the 
modern music hall is rendered innocuous, or, better still, a 
maiden aunt, if she were confronted with a superheated 
engineer-in-charge busy explaining to a switchboard atten- 
dant the technical absurdity of having short-circuited a 
traction feeder panel. up | 

It is, therefore, cooling and refreshing, even as a soda 
fountain in the dry and dusty Strand, to read the remarks 
of Mr. William D. Ennis, on “ The Importance of English 
in the Work of the Engineer," as recorded in the Engineering 
Magazine. As Mr. Ennis remarks, the root-idea of 
engineering is form, with its variations of informing, con- 
forming, reforming, formulating and performing. Occasion- 
ally it includes another and more formidable form of activity 
—namely, to deform. This function can be best seen in 
the operations of a gardener-dynamo-attendant truing up a 
commutator with a 10-in. file. This naturally leads us to 
another passage in the article: Тһе language of the 
engineer must be so clear that he who runs must read." 
Cases have been known when its effect has been that he 
who reads (or hears) must run. Let two men write 
reports from the same data ; one report will flash its meaning 
upon the reader, the other will bewilder him. The difference 
is of language." 

This reminds me of the case of Binks. I forget where I 
saw the case, or whether this was really bis name. Binks, 
however, seems appropriate He was a high-pressure 
reporter. It doesn’t matter which electrical paper he was 
on. or which failure of supply he was sent to report. 
Safficient to say that time pressed, the paper had to be got 
out to date, and Binks was told to wire his report, and to cut 
it sbort. His wire read, Engineer instructed to pump 
boiler up and blow her down. Pumped her down and blew 
her up. Funeral to-day. No flowers by request." I do 
not claim originality for the story, but it emphasises the 

int. 

Po Mr. Ennis adduces a few passages of approximately equal 
length from an editorial article in the New York Sun, an 


epistle of St. Paul, Mark Antony's oraticn, and recent 


technical articles, from which he deduces that the extent of 
vocabulary is from 169 to 189 words. I once heard a fitter 
address a pupil who had accidentally dropped a 1. in. spanner 
on his (the fitter's) toe in a striking passage containing 
about 350 adjectives only, without reckoning substantives, 
and he did it without stopping to take any breath to speak 
of. I remember this perfectly well, as I happened to be 
the pupil. I mention this in order to show that the 
engineering language is, perhaps, somewhat richer in variety 
than Mr. Ennis supposes. 

This brings me to my main argument, which is that * the 
divine art of using words? (to purloin the author's quotation) 
should be a fitting subject for the consideration of the 
Standardising Institute. Doctor Glazebrook has recently 
suffered many things of the scribes by using, as I 
understand the matter, the National Laboratory for testa 
on commercial manufactures ; but surely, here is an object 
which would be received with universal acclamation. 
Values for dielectric resistance, viscosity and melting points 
of various workshop sentences should be determined, and 
the elongation under very high temperatures of plastic 
phrases would be investigated. A standard code on the 
principle of Liebers or the A.B.C. could be constructed for 
the interchange of ideas per telephone on the subject of 
overdue machinery, with the beneficial result of reduction of 
strain on the tympani of the telephone girls. As Mr. Ennis 
observes, ** To follow the workings of another man's mind ig 
always a broadening thing." 

Mr. Ennis reaches the conclusion that ** It was the argu- 
ment of Comenius that the proper education of the mind 
should comprise, last of all, the training of the critical 
faculties The study of English in the technical 


school should train this critical faculty.” I would go 
Е 
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further. I would suggest that the study of English as she 
is utilised in the shops would develop, not merely the 
critical faculty, but aleo the organs of veneration, applica- 
tion, and discretion in the mind of the technical student who 
leaves college with the general idea that he is the last and 


noblest creation upon earth. 


ee 


BUSINESS NOTES. 


Catalogues and Lists.—EpisoN & Swan UNITED 
Evectric LIOHT Co., Lro., 36 and 37, Queen Street, London, 
E.C.—Leaflet showing several designs of Ediswan outside fittings 
for shop window and street lighting, and stating prices of same. 

FALE, STADELMANN & Co., LTD., 83-87, Farringdon Road, 
London, E.C.—Leaflet concerning their ''Sirius-Efesca" metal 
filament lamp, in which a few simple facts and statements of in- 
terest to consumers are set out. These lists are issued by the com- 
pany, with blank space for name and address, for use by contractors, 
electrical engineers and the trade generally. 

Union ErxorBio Co., Lro., Park Street, Southwark, S.E.—Mailing 
card, as sent to non-technical consumers, illustrating the moth- 
attracting powers of the Excello" arc lamp; also a new list, 
No. 8,014 (six pages), giving particulars, illustrations, prices and 
code words of ammeters and voltmeters in water-tight cases. 

Messrs. Мавр & GOLDSTONE, Springfield Lane, Salford, Man- 
chester.—New catalogue, of 100 odd pages, containing particulars 
concerning & variety of accessories for electric light and power. 
The firm is so well known for its manufactures, such as fuses and 
fuseboards, fuse-boxes, main, ironclad and other switches, and so 
on, that it is needless to enumerate all the different classes included 
in the book. Mill and colliery electric light fittings, hand lamps, 
steel conduits and fittings, cut-outs, ceiling roses, and other such 
things, electric lamps of various types, fans, motor-starters, wires 
and cables, and electric bell manufactures, are some of them. In 
addition, a supplementary art fittings section appears, in which are 
some excellent designs of electroliers, brackets, hall lanterns and 
other such fittings for effective electzical illumination. 

Messrs. С. W. Leavirt & Co., 220, Broadway, New York.— 
Leaflets relating to the use of magnesium for producing sound 
copper castings in sand, with high conductivity, and deoxidising 
brass and bronze with magnesium. 

Ввіттвн InsuLaTED AND HELSDpY CABLES, LTD., Prescot.—New 
pamphlet (No. P76), in which they show and describe the Prescot 
ticket punch (Mallins’ patent), 1,400 of which are in daily use on 
the Liverpool Corporation tramway system. 


Liquidations, — ЈоѕЕРН  Ricuwowp & Co., LTD., 
Kirby Street, Hatton Garden, London.—August 27th is the last 
day for the receipt of proofs for intended dividend by Mr. R. J. 
Ward, the liquidator, at 2, Clement’s Inn, W.C. 

PANTELBGRAPHY PuBLiSHING Co., Lro. — This company is 
winding up voluntarily, with Mr. J. B. Wandless, 13, Old Jewry 
Chambers, E. C., as liquidator. A meeting of creditors will be held 
on August 14th. 

Sin HIRAM Maxim ELECTRICAL AND ENGINEERING Co., LtTp.— 
Mr. Arthur F. Whinney, the liquidator, is applying to the Board 
of Trade for his release. In a circular in which this is announced, 
it is stated that the whole of the company's property was taken 
possession of by the Receiver for the debenture-holders, and has 
Dot realised sufficient to meet their claims. 


Fire.—The fire which occurred on Friday morning last 
at the premises of Messre. Wenham & Waters, Paragon Works, 
Croydon, damaged only a portion of the shops. The works were 
reopened on Monday, and temporary arrangements bave been made 
to prevent delays in execution of orders during rebuilding 
operations. 

Book Notices.—L Annuaire International de 0 Acetylene 
peur 1908. Edited by R. Granjonand Р. Rosenberg. Paris: Office 
Central de lAcetylene. Price 2 fr.—This publication is in its 
second year, and now comprises 18 chapters, occupying nearly 300 
pages. The bulk of the work, of course, relates to acetylene and its 
uses, but in the second chapter particulars are given of the carbide 
factories of the world, from which we gether that these are some 70 in 
number, having a totai annual production of 180,000 tons, and 
employing а hydro-electric power of 250,000 H.P.; more than 6,000 
employés are dependent upon the industry, and the annual sales 
from the works amount to 55 million fr. The average price per 
100 kg. (about 2 cwt.) is in France from 37 to 43 fr.; in Germany, 
30 to 35; in Austria, 32 to 38; in the United States, 37 to 45; in 
England, 35 to +0; and in Switzerland, 30 fr. Great Britain is 
credited with three factories (two of which are in Ireland !) ; there 
are 12 in France, 10 in Switzerland, and nine each in Spain and 
Italy. Тһе Irish works are at Askvaton (200 н.р.) and Collooney. 
(600 E. P.), the solitary English example being that of the British 
Carbide Factories at Thornhill (2,500 н.р.) 

Jie Aorpuskulartkeorie der Materie. By Dr. J. J. Thomson. 
Translated by G. Siebert. Brunswick: Fr. Vieweg & Sohn. 1908. 
Price М. 5.— This is the authorised translation of Prof. Thomson’s 
classic work, which we reviewed at some length in October last. 
It forme the 25th part of the series " Die Wissenschaft," which is 
in course of publication by the well-known tirm of Vieweg & Sohn, 
and which includes, as its third volume, Prof. l'homson's “ Elec- 


i 


tricity and Matter." A glance through the list of works forming 
this admirable series shows that our distinguished author is in com- 
pany worthy of that honour, such names ag Curie, Werner, Kobold, 
Fischer and Rutherford being found amongst them. The merits of 
the work itself need no reiteration; the book i8 well-printed in 
Roman type, on good paper, uncut. | | 

" High Speed Dynamo-Electric Machinery." By Н. M. Hobart 
and A. G. Ellis. New York: John Wiley & Sons. London: 
Chapman & Hall. 1908. Price 25s. 6d. net. 

"Journal of the Western Society of Engineers.” Vol. XIII. 
June, 1908. No.3. Chicago: The Society. Price 50 c. 

‚ “ Proceedings of the American Society of Mechanical Engineers." 
June, 1908; Vol. 30, No. 6. Baltimore, U.8.A.: The Society. 
Price $1. 

Messrs. Crosby Lockwood & Son send us the first number of a 
quarterly circular of Enginecring and Technical Literature (classified 
under subjects) published at their recently opened Technical Book 
Room at 1214, Victoria Street, S. W. The circular contains all the 
most important works in engineering, science and technology pub- 
lished during the past three months in England and America, and 
as it will be repeated every quarter, should prove of great assistance 
to British engineers. 

We have received а copy of No. 2 of The Electron, the monthly 
organ of Siemens’s Stafford Institute. It contains much interesting 
matter, but one contribution in particular suggests that the editor 
is short of good copy. A paper by Mr. M. Schenkel on The 
S. S. W. Single-phase Series Motor ” is reprinted, with the discussion 
on it; an article on Siemens—the Firm and the Family is com- 
menced ; and a debate that took place some months ago on “ Home 
Rule for Ireland " is reported. 


Trade Announcements. — Mr. James TURNBULL 
announces that after 81 years he has severed his connection with . 
the British Westinghouse Electric and Manufacturing Co., Ltd., as 
an engineer. He has opened an office at 3, New Street, Birming- 
ham, where he will undertake general work. 

The connection hitherto existing between Messrs. Bcnrrr & Co. 
and Messrs. H. G. Mayer & Co. has been dissolved by mutual 
consent. All communications for Messrs. Schiff should be sent to 


them direct, 67, Aldersgate Street, London, E. C., where the busi- 


ness will be continued by them. The firm in England will 
shortly be known as Ship Carbons,” Ltd. 

Messrs, E. P. ALLAM & Co., 11, Red Lion Street, Clerkenwell 
Road, E.C., announce that owing to increased demand for their 
Premier motor-starting switches and other manufactures, they have 
formed the Premier Electric Control, Ltd., аз а private limited 
liability company, to take over as a going concern their entire 
manufacturing business. All liabilities up to July 31st will be 
met by them. The firm's electrical contracting department will 
continue to be conducted by Mr. E. P. Allam under the title of 
E. P. Allam & Co. 


Bankruptcy Proceedings.—T. C. HODGKINSON, 180, 
Goldhawk Road, Shepherd’s Bush, trading as the Electric 
Neurotone."— This application for an order of discharge came before 
Mr. Registrar Hope last week at the London Bankruptcy Court. 
According to the report of-Mr. G. W. Chapman, official receiver, 
the only offence was the insufficiency of assets to pay 10s. in the £ 
to the unsecured creditore. His Honour granted an order of dis- 
charge upon the bankrupt consenting to a judgment for £20. 

ALFRED WILLIAM BENNETT, residing at 43, Elford Grove, 
and lately carrying on business at 32, Park Cross Street, Leeds 
under the style of “Bennett & Co.,” electrical engineers.—The 
above debtor, whose public examination in bankruptcy wW% 
adjourned a few weeks ago, again appeared at the County Court 
House, Leeds, on Tuesday. Mr. H. C. Bowling, who appeared for 
the Official Receiver, stated that the examination had been 
adjourned to give the debtor an opportunity of showing a liability 
to some trust monies which he bad had. Debtor had amended his 
statement, which was now worse to the extent of £700 than it was 
formerly. The examination was closed. | 

Our correspondent at Cape Town writes:—'' Amongst the ingol- 
vencies recently declared in Cape Colony are those of MB. F. D. 
LmOwoob, electrical engineer and poultry farmer, of Bast London, 
and Мв. Wy. Cuas. THOMSON, of Cape Town, importer of electric 
supplies. Mr. Lingwood also acted as inspector of electrical inst" 
lations for the Frontier Association of Fire Insurance Companies, 
his district comprising East Londoa, King William's Town 
Queen's Town, Aliwal North, &c." { 


LIGHTING and POWER NOTES. 


Bangor.—The T.C. has applied to the L.G.B. for a loan 
of £2,000 for slot-metor fittings, mains, &c. гова 
The mains аге to be extended to Penrhyn Hall, on the la 
guaranteeing an annual consumption of 250 units at 5d. per 


for two years, 
Cambridge.—The recommendation that the epee 


Asylum should be electrically lighted, which was agree’ ^ by 
the Ely and Cambs. County Councils, has been dee pA 
the T.C., which has appointed a special committee to Tepo 

the matter. 


Clevedon,—The U“. U. C. bas decided not to apply to the 
B. of T. for a prov. order for E. L. 
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Continental Notes.—G ERMANY.—The municipal central 
electric lighting station in the town of Posen is about to be extended 
at a cost of £75,000. 

France.—Owing to a strike of the employés at a generating 
station, Paris was plunged into darkness for about 14 hours on the 
evening of the 6th. It is stated that the companies agreed to the 
demands of the men, and so saved a repetition of the lengthy strike 


of last year. 
Darlington.—The Т.С. is to reduce the price of elec- 
tricity for lighting to 34d. per unit. Е 
Dartford.—The Board of Trade has informed the 
R.D.C. that it bas decided to defer for six months the consideration 
of the question of revoking the Strood and Dartford (Rural 
District) Electric Light Order, 1903. 


Derby.—A L. G. B. inquiry was held on August 4th into 
the application of the T.C. for a loan of £7,500 for electricity 
purposes, £5,750 for mains and services, and the balance for motors, 
radiators and transformers. There was no opposition. 


Dublin.—The Lighting Committee of the Corporation 
has recommended that a loan be applied for in connection with 
the further extension of the electric lighting plant, to be embodied 
in a general application of & loan of £10,000. | 


Dundee,—At a recent meeting of the T.C., Mr. William 
Forwell raised а question regarding the payment to Messrs. Willans 
and Robinson, of £7,500, equal to about 40 per cent. of the contract 
price for tbe turbines and auxiliary machinery for the new power 
station. He explained tbat the construction of the building was 
two months behind, and he did not think the Council should pay 
away this money without in some way recouping themselves for the 
logs of interest, &c. The matter was remitted back to the Electri- 
city Committee. 2 

Glasgow.—The annual report of the Corporation elec- 

tricity undertaking shows tbat the gross revenue for the year ended 
May 31st last, amounted to £253,402, and that the expenditure was 
£115317. Out of the revenue the following had to be met, 
namely :—Interest, £54,715; and sinking fund, £32,308; leaving a 
balance on the year's working of £51,061, compared with £44,824 
in the previous year. From the balance it is proposed to deduct 
£50,151 devreciation, written off capital account, leaving a surplus 
of £910. It is recommended that for the year from June 1st, 1908, 
to May 31st, 1909, the rebate price for private lighting purposes, 
that is, for shops, warehouses, offices, theatres, halls, and places of 
entertainment, should be reduced from 1d. to jd. per unit. To 
domestic consumers, who have hitherto been charged at & uniform 
Tate of 34d. per unit, it was now proposed to charge 3d. per unit. 
The report states that the quantity of electricity sold to private 
consumers during the year was 31,087,322 units ; the number of con- 
tumers was 16,926; the motors supplied numbered 3,853, with a 
total horse-power of 23,748. The number of arc lamps in regular 
use in the streets was 837, the same as last year, and the quantity 
of electricity consumed for street and stair lighting was 1,707,485 
units, There were 1,551,997 8-c P. lamps, or the equivalent in other 
devices, connected to the mains, being an increase of 147,444. The 
maximum load during the year was 22,186 KW., as compared with 
19,646 xw. in 1906-7. 


Greenock,— The balance-sheet for the year's working 
hes been approved by the T.C.'s Electrical Committee. After 
paying interest and setting aside the amount due for sinking fund, 
&c., the surplus on the year's working was sbown to be about £700. 
It was pointed out that, during the year the loss on the distribution 
of current was 9:5 per cent., compared with 2:8 per cent. in 1905, 
and the engineer explained that part of the loss was due to a 
supply not having been metered at the new worke, and to the new 
crane at the refuse destructor. 


Hertford.—The T.C. has accepted the offer ofgthe 
North Metropolitan Electrica] Power Distribution Co., Ltd., to 
Provide and light nine arc lamps at £14 10s. per lamp per annum, 
less 5 per cent. discount, for five years. 


India.—In connection with the proposals for the elettri- 
fication of the N ilgiri Mountain Railway, it is also proposed to light 
Ootacamund, Coonoor and Wellington by electricity. Tbe additional 
cost for lighting Ooty is estimated at Rs. 1,30,000. 

The Municipal Commissioners of Mussoorie have applied for a 
licence under the Indian Electricity Act in respect of the area com- 
prised within the municipal limits.—Znadiaun ап! Eastern. Engineer. 


Kirkby-in-Ashfield.—The U. U. C. has decided to take 
no further steps towards effecting a renewal of the E. L. Order, 1903, 
or а postponement of its revocation. 


Motherwell.—The returns of the electrical department 
for the year ending May last, shows that some 1,964,683 units were 
bold, as compared with 1,527,299 units in the preceding year, the 
Works cost falling from 69d. to 65d. during the period. The total 
Tevenue amounted to £12,039, the working expenditure was £6,073, 
and alter meeting the usual financial charges, there remained a net 
Profit of £859, which it has been agreed to apply towards the 
роон of expenditure on free wiring, paying off legal charges, 

in; During the year a boiler, steam dynamo, together with pumps, 
Piping, switehgear, &c., has been brought into use. 

Rossendale,— While the work of relaying the Haslingden 
th Ways is proceeding satisfactorily, there are difficulties in 

9 way of electrical working. The generation of electricity by 

den for tramway purposes appears to be almost an im- 


possibility, seeing that it is expressly forbidden by a clause of the 
Haslingden Corporation Act of 1906. According to its Act the 
Corporation may put down equipment for electric tramways, with 
the important exception of a generating station. In face of this 
it is surprising that a decision should have been come to, to erect 
a generating station in connection with the refuse destructor at 
Prinney Hill. The Haslingden T.C. has effected an arrange- 
ment with the Accrington Corporation for a supply of cars 
and current during a period of nine months. This, however, does 
not go far enough to satisfy public requirements, seeing that it only 
applies to the section between the Commercial Hotel and the 
Baxenden boundary. 

The Rawtenstall authorities have a scheme of their own, and 
there remains the question of the purchase of current from Raw- 
tenstall for the working of the Lockgate to the Commercial 
section. At the Rawtenstall conference the Mayor of Haslingden 
held that it bad been previously agreed that Accrington and 
Haslingden should jointly run the tramways between Accrington 
and Hawtenstal. This, however, was denied on behalf of Rawten- 
stall, and Haslingden’s representatives then said they were not 
prepared to go further into the matter. 

Further interest is lent to the question by & long statement just 
issued by Alderman J. H. Maden, Mayor of Bacup, in which he 
8tates tbat the interests of the whole of the ratepayers in the three 
boroughs would be best served by each Corporation taking a bulk 
supply from the power company. The Bacup Corporation is a large 
ratepayer in the borough of Rawtenstall, and its interest as 
such will shortly become much larger, owing to the completion of 
a water undertaking, about half of which is within that borough. 
The Bacup Corporation objects most strongly to the spending of 
capital which will be required for a separate generating station 
for Rawtenstall. Failing а supply from the power company, the 
Bicup Oorporation is of opinion that a municipal supply should 
be generated at one station, controlled by a body representing all 
three boroughs. The B. of T. has placed a time limit, September 
next, to the Bacup Electric Lighting Order, and the Bacup Cor- 
poration desires to come to an arrangement, as it may consider it 
advisable to make application for sanction to a loan for a separate 


gas-driven station for Bacup alone. 


Rotherham.— The L. G. B. has sanctioned the borrowing 
of the sum of £3,820 by the Corporation for the provision of a 
turbo-generator and condensing plant at the electrical station. The 
Board made certain observations with regard to the money proposed 
to be borrowed for spare parts, and it has been decided that this 


expenditure be paid out of the renewals fund. 
The Corporation has decided in favour of combining the proposed 


destructor plant with the electricity works; the engineer reports 
that the refuse should havea fuel value of some £1,000 per annum. 


Salford. —A L. G. B. inquiry has been held into the 
application of the T. C. for sanction to borrow £15,281 for the supply 
and erection of a cooling plaut and other work in connection with 
the electricity undertaking. 


St. Anne’s-on-the Sea.—The U.D.C. has received trom 
the L.G.B. sanction to a loan of £3,500 for the extension of the 
mains, &c. 

South Africa.—Some particulars of the new Brakpan 
generating station of the Victoria Falls Co., were given in a recent 
issue of African Engineering. The building is a steel-framed 
brick building containing two 3,000-kw. turbo-alternators, generat- 
ing three-phase alternating current at 10,000 volts pressure, which 
will be stepped up to 40,000 volts for transmission. The boiler 
house contains ten 1, 500-H. . Babcock & Wilcox boilers, with 
economisers, coal bunkers and conveying plant, &c. A separate 
bay is provided for the transformers and switchgear, and the latter 
will be controlled electrically from a switchroom. 


Stalybridge.—The Stalybridge, Hyde, Dukinfield and 
Mossley Tramways and Electricity Board has received from the 
L.G.B. sanction to loans of £22,178 for electricity purposes. 


Thirsk.—The T.C. has accepted the tender of the E. L. 
Co. for public lighting for three years at £205 per annum. 


Torquay.—The T.C. has decided that the following 
charges be made to consumers of energy for power whose demand 
is continuous for at least eight hours per day on an average 
throughout the year:—For each Kw. demand fora motor, for the 
first 200 units per annum, 2d. per unit; for the next 100, 1d. ; 


beyond, 14d. 


TRAMWAY and RAILWAY NOTES. 


Australia.—ADELAIpE.—The first annual report of the 
engineer of the Tramways Trust has been published. During the year 
contracts to the value of £319,563 have been let, and plans and speci- 
fications issued for further works of the value of £137,000. Plans 
are now being prepared for the power station; it is expected 
that the North Adelaide line will be opened before the end of 


the year. 

Brighton.—The question of reviving the disused horse 
tramway route from the Hove boundary to Shoreham, and operating 
it electrically, is being considered. 
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Canada.—The province of Ontario has 650 miles of 
electric railway. Of this mileage only 57 miles is operated by 
electricity generated by water power in the operating companies’ 
own power houses, notwithstanding the fact that there is so much 
said of the great water powers of the province, not exceptin 
Niagara. Eighty-eight miles of road is operated by rented elec- 
tricity. 

Orrawa-BROOKVILLE RAILWAT.— The first trunk line of electric 
railway, in which electricity will supersede steam, is expected to 
become a reality next summer. This is a new line from Ottawa to 
Brockville on the St. Lawrence. Mr. C. P. Stuart Morgan, of 
Bristol, England, a capitalist, is the leading shareholder and the 
active promoter of the proposed road. Work is expected to com- 
mence in September and the road may be completed early next 
summer. The road will cut off eighteen miles between Brockville 
and Ottawa, and give excellent accommodation to a wealthy farm- 
ing community. 


Continental — Notes.—SwITZERLAND.—AÀ tramway 
tunnel, over a milein length, has been opened by the Genoa Street 
Railway Co. for giving a direct route between Rivarolo and Genoa. 
Previously the tramway route, which passed round a mountain, was 
a mile and a half longer. 

Norway.—H.M. Embassy at Christiania reports the opening of 
the first electric railway in Norway, from Thamsha vn to Svorkmo, 
a distance of about 20 miles. The power station is some six miles 
from Thamshavn and the power is generated by a waterfall 
58 metres high, developing 3,000 E. ., and driving five turbines 
representing the same amount. The railway is said to be the only 
‘one in Earope worked on this system, In addition to ngers, 
the railway will carry copper ore from the Meldal mines, the 


owners of which are also the proprietors of the railway.— Board of 


Trade Journal. 2 


FBANCE.—AÀn electric tramway is to be constructed between 
Cagnes and Grasse, in the Maritimes Alps. 


AUSTRIA.—À Commission of the Vienna Ministry of Commerce 
and Post Office has been investigating & proposal from the Siemens- 
Schuckert Works for the construction of an electrical under- 
ground railway, linking together all the railway stations and post 
offices in Vienna. Trains would carry lettere, newspapers and 
parcels through this subway at the rate of 32 km. an hour, and the 
cellars of the post offices could be enlarged and used as stations. 
It is said that the project, which at first was regarded as quite 
impracticable, is now viewed much more favourably. Investiga- 
tions from the technical side show that there are no very great 
difficulties in the way. Financially, too, there seem to be no very 
great obstacles, as the promoting firm ie willing to build and equip 
the line entirely at its own cost, allowing the State to extinguish 
the debt by m d:rate annual payments.—- Financicr. 


Dundee.—The T.C. has had a long discussion on the 
proposed adoption of the trackless trolley system. It was agreed 


to inform the B. of T. that it is proposed to adopt the system on a 
circular route. 


Eastbourne.—The working of the Corporation motor- 
"buses (16,;in number) for the year 1907-8, shows a profit (on paper) 
of £560. The latter sum was placed to the depreciation fund. 


Glasgow.—A proposal has been made that the Tram- 
ways Committee should erect notice boards at the various tramway 
termini giving the time at which the last car departed. The Com- 
mittee, however, has declined to entertain the proposal. 

The T.C.’s Committee has recommended that the contribution 
from the surplus revenue of the tramways department to the 
Common Good fund of the city be £50,000 this year, instead of 
£35,000 as previously recommended. 

An application by the London Electrobus Co., Ltd., for a licence 
to open a service of electric omnibuses on suitable routes in the 
city has been before the Magistrates’ Committee of the T.C., and 
the matter has been remitted to a sub-committee, 


Hastings. Notwithstanding a resolution passed by the 
B. C., the operating company is maintaining its usual Sunday ser- 
vice, which it is claimed was sanctioned by a ratepayers’ poll. 

The B.C. is considering the extension of the tramway system to 
the Old Town. 


Leeds—Bradford.—An agreement as to an experimental 
through service between Leeds and Bradford was to come before 
the latter city's Council for adoption this week. The working 
expenses will be based on the ascertained figures of the two con- 
cerns; each undertaking will take its own local receipts, and 
through fares will be divided equally up to an agreed number, 
above which the ratio of the mileage traversed on each system will 
form the basis of division. It will be remembered that this route 
is built on two gauges, 4 ft. and 4 ft. 84 in. respectively, and that 
the through cars are fitted with an adjustable truck of novel 
design. 


Manchester.—The cost to the Tramways Department 
arising out of compensation claims for personal injury amounted, 
during the past financial year, to £15,356, against £8,000 in 1906. 
The increase has given rise to a good deal of concern on the part of 
the authorities, and the Chairman of the Tramways Committee, 
Alderman Bowes, stated at a recent meeting that it might become 
necessary to insure against these claims, 


A deputation, including representatives of the Tramways and 
Permanent Way Sub-Committees, with the general manager, left 
Manchester on Saturday for Berlin, to study the operation of 
trackless trolley systems. 


New York.—Two experimental eight-car trains with 
side doors at the ends, are to be put into operation in the subway 
by the Interborough Rapid Transit Co.; the present cars have the 
doors in the middle, an arrangement which is said to cause much 
delay. The entire reconstruction of the subway equipment will 
cost some $1,500,000. 


Oxford.—It is stated that an application will shortly be 
made by the Electric Vehicle Co., Ltd., for permission to place a 
number of electrical emnibuses on the streets. A trial vehicle has 


been running in the streets for the convenience of members of 
the Т.С. 


Portsmouth.—For the year ended March last, 
21,247,048 passengers were carried on the Corporation tramways, 
an increase of half-a-million on the year 1906-7. The total 
income amounted to £99,341, and the gross profit to £51,325, both 
totals being less than in the preceding year. After meeting 
financial charges, а balance remained of £13,132, which provided, 
among other items, for £2,500 placed to reserve, and £9,351 to 


: renewals. The tramways power station generated some 2,500,000 


units at a working cost of ‘601d. per unit, interest, sinking fund, &., 
bringing this up to ‘973d. per unit. The energy used per car-mile was 
99 unit. During the year a new 1,000-xw. generating unit with con- 
densing plant has been in full use, and has to some extent 
neutralised the increased cost of coal. The total re venue per car- 


mile vig 10:32d., and the working expenses per car-mile amounted 
to 4:984. 


Salford.—The Corporation tramways earned last 
year a gross profit of £92,277, with £4,486 added for interest 
on investments, &:. These sums together, make £96,763, which 
is dealt with as follcws:—Payments to local authorities for 
running powers, &c., £25,893 ; interest and sinking fund charges, 
£41,970; repairs, &c.. £92; contribution to the borough fund in 
relief of rates, £18,000; depreciation and renewals fund, £10,896; 
total, £96,762. Since the commencement of the undertaking, there 
has been a net profit of £131,835, and £79,000 has been contributed 
in relief of the local rates, whilst £58,307 has been placed to depre- 
ciation and renewalsfund. The length of tramways now under the 
control of the Salford Corporation is 75 miles. The average cou- 
sumption of energy last year was 1 58 units per car-mile, and the 
year's traffic shows an increase in the gross receipts of £6,947. The 
average receipts per car-mile, however, are slightly less than in the 
previous year, for which wet weather is largely accountable. The 
number of passengers carried last year was 45,771,611, a8 compared 
with 28,150,675 in 1903 ; the receipts £238,856, against £144,486 in 
1903; and the earnings per car-mile 10:44, against 1025. 


Wallasey.—The total receipts from the Councils 
tramways during the year 1907-8 amounted to £43,824, and the 
gross balance to £17,174. After meeting interest and sinking fund 
charges, and providing £4,000 for depreciation, £1,000 for insurance, 
£4,340 in aid of the rates and other items, a balance of £% 
remained for carrying forward. The total of the reserve fund 


amounts to some £16,800, and over £15,000 bas been applied in 
aid of the rates up to date. | 


TELEGRAPH and TELEPHONE NOTES. 


Breakage of Insulators.—Prosecuting a youth a! 
Northwich on Tuesday for shooting at telephone insulators with a 
catapult, Mr. Vaughan, a Post Office engineer, stated that the 
replacement of broken insulators cost £1,000 a year. Forty 
insulators had been smashed in a fortnight on a new line between 
Northwich and Manchester, and on one day 50 insulators were 
broken in a single township. 


Bureau International.—In conformity with a decision 
of the Telegraph Conference recently held at Lisbon, the Bureau 


will in future be known as the Bureau International de l'Union 
Télégraphique. 


Overhead Wires in the City.— Last year, 27 dereiic 
and unidentified wires, 546 yards long, were removed. е 
number of disused wires and attachments was also taken 1 90 
There are now 155 owners of lines in the City. A total of 793,2 A 
spans of wire cross the public thoroughfares, There has bene 
net increase of 1,211 miles of National Telephone Co. 8 wires. d 
tendency of that company is to take down their open wires an? 
small cables and substitute heavy cables, the larger of which эн 
tain as many as 368 wires, the number of wires thus increasing à 
& greater ratio than the spans. Although the exchange telephot 
systems of the Post Office and the company have been ied 
extended, there is a constant addition to the number of pri for 
“direct” lines. The necessity of an immediate connection in 
business purposes is one cause of this increase, and there is риа d 
to prevent such lines being erected. Last year 2,797 complain de 
broken wires and other contraventions of the by-laws were má 
and rectifled.— The Times, 
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Public Time Service.— The British Science Guild has 
issued a report on the synchronisation of clocks in London, and in 
Great Britain generally, in which it is recommended that a clock 
in each public post office should be automatically set to standard 
time, instead of trusting to hand correction, as at present. It is 
proposed also to urge the London County Council, the Corporation 
of London, the railway companies and Government departments to 
have all their public clocks synchronised, and to ask the L.G.B. to 
secure the passing of a by-law requiring all persons exhibiting 
clocks to have them synchronised—or removed. Steps are being 
taken to carry out these recommendations. The existing state of 
things in this connection is simply chaotic; hardly any public 
clock can be trusted, and it is a curious fact, though perhaps not a 
matter for wonder, that the clocks exhibited by professing clock 
and watchmakers are very frequently the worst offenders. 


Sale of Cable.— According to the Telegraph Aye, the 
sabmarine cable between Nantucket and Martha's Vineyard has been 
sold by the United States Government to the Martha's Vineyard 
Telegraph Co. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 


.. Jan. 12, 1906 .. ee 


* angie oe ee oo ее ee Jan. 18, 1904 ae өө 
Port Arthur-Chifu (Closed) . si .. Mar. 9, 1904 .. oe 
Las Palmas—Arrecife .. . May 18, 1908 .. 


Pera-Dardanelles RES EN s .. May 20, 1908 .. 

Sierra Leone. Accra ea we oe oe ee May 28, 1908 oe ae 
Cadis-Tangier .. 00. o. „ June 3, 1908 .. Aug. 8, 1908. 
Kwandang-Menado se sie =, $5 .. Aug. 6, 1908 .. ex 

. Cotonou-Grand Bassam "Р s ex .. July 20, 1908 .. Aug. 4, 1908. 
Djedda-Souakim oe ee ee ее ee ee July 27, 1908 ee ee 


Assab-M ah.. 2 b. ee oe .. July 28, 1908 .. ss 
Trinidad-Domerara Я . HT К" . eed .. Aug. 9, 1908. 

The telegraph line between Novokiewsk and Huntschun 
(Wenchuen) in the province of Kirin, China, has been re-opened for 
public traffic. 


Telephone Infection.—Writing to the Times of 
Wednesday last, Mr. R. S. Dean points out that a very simple and 
eficient cover can be applied to the mouthpiece of a telephone 
transmitter by fitting to it a piece of thin, tough paper, and 
securing it in position with a rubber band, 


Wireless Telegraphy.—The Bureau International at 
Berne notifies that the next annex to the Official Nomenclature of 
Telegraph Offices of the World will also contain a list of coastal 
wireless stations, as we]] as those on board ship. The publication 
will be issued on the 1st proximo. The Bureau will also issue a 
specia! nomenclature of such offices, as most of the adberents to 
the “ Wireless Convention " have furnished them with the necessary 
particulars as to the wireless stations operating on their territory. 

The United Wireless Telegraph Co. has opened & commercial 
station at Friday Harbour, Washington, which is in communica- 
tion with Seattle and other points on the Pacific Coast. It is also 
stated by the Telegraph Age that the United Wirelees Tele- 
graph Co, has taken over the International Wireless Co., and will 
control the patents and rights held by that company. The United 
Wireless Telegraph Co. intends to establish 11 new stations for 
the Pacific service. The most powerful will be established at 
Ketchikan, in Alaska. 

Wireless telegraph stations have been opened at Tangier, Rabat, 
and Casa Blanca, in Morocco, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—PERTH.— October 6th. The Postmaster- 
eneral requires teoders for various telegraph and telephone 
material. Particulars may be obtained at the Commonwealth 
Offices, 72, Victoria Street, Westminster, S. W. 

Ta8MANIA.— November 2nd. The Postmaster-General requires 
ко, for material for accumulators and equipment for telegraph 
urposes. 


Belgium.— Antwerp. August 31st. Four electric 
Capstans on the quays cf the Royers Lock, at Antwerp. Deposit of 
5,000 francs (about £200) to qualify. Tenders to M. le Bourgmestre 
de la Vil'e d'Anvers, Hotel de Ville, Antwerp. The specification 
(Cahier des Charges) may be obtained from the Hotel de Ville, at a 
Cost of 0:50 franc. A copy may be consulted by British contractors 
on application at the Commercial Intelligence Branch of the Board 
of Trade, 73, Basinghall Street, London, E.C. 


| Bolton.— August 27th. The Electricity Committee 
invites tenders for the supply of 25,000 tons of bituminous engine 
slack to be delivered at the electricity works, Spa Road. 


Bulgarla.—Soruta.— August 29th. Fresh tenders are 
being Invited by the municipal authorities of Sophia for the estab- 
bment of a central electric lighting station in the town. | 

SoPRIA.—Anugust 29th. The tenders for the erection and equip- 
ment of a central station to work the Government mines at Pernik 


have been modified, and the time has been postponed to August 
29th. Intending tenderers must show that they have already 
carried out similar undertakings, and must deposit £1,200 with the 
National Bank of Balgaria. 


Edmonton.—4August 26th. Electric lighting installation 
Suo Nurses’ Home for the Guardians. See “Offcial Notices" 
uly 31st. | 


Farnworth, — August 27th. Motor-generators, rotor 
converters, switchgear, transformers, &с., for the U.D.C. See 
* Official Notices" to-day. 


Galashiels.—The T.C. will receive tenders on contract 
No. 2 of their sewerage scheme for the following :—The providing 
and erection of sewage distributors, gas producer plant, dynamos, 
motors, pumps, &c. Specifications, &c., from Mr. W. A. Baird 
Laing, A. M. I. C. E., 175, Hope Street, Glasgow, up to August 24th. © 


Germany.—The municipal authorities of Cologne are 
about to invite tenders for the supply of four 3,000-H.P. steam 
turbines for the central electric lighting station. 


Holland.—A xsrERDAM.—August 19th. The Direction 
de la Marine requires tenders for electric lighting material and 
apparatus, and for cables, by August 19th. 


Hull.— August 26th. Pipework for the Electricity 
Department. See “ Official Notices” to-day. 


London, — September 7th. General Post Office. The 
Postmaster-General invites tenders for the supply of telegraph 
poles of (a) home-grown larch or fir, and (5) Swedish, Norwegian, 
Finland, or Russian red fir, to be felled during the winter of 
1908-9, and to be delivered during the following summer. 
Particulars from Mr. G. Morgan, Controller of Stores, Stores 
Department, G.P.O., 17-19, Bedford Street, London, W.C. 

METROPOLITAN ASYLUMS BoABD. — September lst. Storage 
battery, booster, switchboard, &c., for the training ship Exmouth. 
See “ Official Notices" July 31st. 

L.C.C.—September 8th. Cables, cable boxes, &c. for East 
Greenwich generating station and Woolwich Road car depót; 
electric wiring for car depót; switchgear; and six 500-Kw. and 
one 150-Ew. motor-generators, for the L.C.C. See Official 
Notices" August 7th. 


Paris.—August 20th. The Central Administration of 
the Materiel and Military Telegraphs, 51 bis, Rue de Latour 
Maubourg, requires tenders for 100 Morse apparatus, 100 optical 
apparatus, and 2,500 kilogrammes of special bronze wire of 4^; mm. 
diameter. Tenders by August 20th. 


Rawtenstall,.—August 15th. Sixteen tramcars, and 
station lighting, wiring, instruments, &c., for the Corporation. 
See Official Notices” July 31st. 


Reigate.—August 20th. Surface condensing plant with 
cooling tower, &c., for the T.C. See Official Notices" August 7th. 


Russia,—September 14th. The Town Clerk of Odessa 
(Upiawa) requires tenders for 4 concession to erect and work a 
power and lighting supply. А central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Spain.—September 25th.—The Spanish Ministry of 
Public Works is inviting tenders for the concession for the con- 
struction and working of an electric tramway in Madrid between 
La Glorreta de Alonso Martinez and Chamartin de la Rosa. 

The municipal authorities of Pradoluergo (province of Burgos) 
have just invited tenders for the concession for the electric lighting 
of the town. 

The municipal authorities of Santuree Ortuella (province of 
Vizcaya) have just invited tenders for the concession for the 
electric lighting of the town. 


Watford.— September 1st. Surface condenser and pumps 
for the U. D. O. Вее Official Notices" July 31st. 


OLOSED. 


Australia,— Brispane.—Postmaster-General. Five tons 
sulphate of magnesia for batteries, £6 2s. 6d. per ton; 1,000 
carporous pots No. 1, 2s. 7d. each; 3,000 ditto No. 2, 1s. 10d. each ; 
20 gross connecting screws, £1 7s, 6d. per gross.—Brisbane Electrical 
Co. Two tons salammoniac, £39 17s. 3d. per ton; 20 gross connecting 
screws, £1 78. 6d. per gross.—Trackson Bros. Three miles gutta- 
percha-covered wire, £16 per mile.—W. T. Henley's Telegraph 
Works, Ltd. 16 tons sheet zinc, £26 28. 5d. per toa.—t1. Willis 
and Co. 6,000 No. 2 Leclanché zincs, 2,5d. each; 1,000 No. 1 
ditto, 2id. each.— British Insulated and Helsby Cables, Ltd. 

MELHOURNA.— Post master-General. 300 counters for switch- 
boards, 78. 3d. each. — India-Rubber, Gutta-Percha and Telegraph 
Works Co., Ltd. Three cable wagons, £16 5s. each; 210 posts, 
3s. 9d. each; 400 rails, 28. 44d. each; four closets, 3s. 5d. each.— 
Weaver Bros. 125 ordinary telephone translators, multiplex, at 
12s. each; 100 telephone attendants’ head and breast telephone 
sets, £1 16s. each.—J. Bartsam & Son. One mile of 50-pair silk 
and cotton-insulated telephone switchboard cable, £190; and one 
mile of 100-pair silk and cotton-insulated switchboard cable, £365. 
— British Insulated and Helsby Cables, Ltd. 
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Auckland (N.7.).—The City Council has accepted the 
tender of Messrs. Turnbull & Jones, for a new electric generator, 
&c., at £2,259. 


Belfast.—Messrs. Thermit, Ltd., have received an order 


for one of Mattinson’s patent rail grinders for the Corporation 
tramways. 


Bolton.—The Corporation has accepted the tender of the | 


Triumph Stoker, Ltd., of Leeds, to supply six patent Triumph 
stokers to the electricity works, to replace coking stokers now in 
use. This is the sixth repeat order from the same Corporation. 


Burnley.—The T.C. has accepted the tender of Messrs. 
Dick, Kerr & Co., Ltd., for a 750-Kw. steam generating set, at 
£3,925, and that of Messrs. Mullin & Durkin for the erection of & 
boiler house and chimney at the electricity works, at £3,258. 


Glasgow.—The T.C.’s Sub-Committee on Tramways, 
Works and Stores recommend the acceptance of the following 
tenders :— 


Spare sprocket wheels.—British Westinghouse Co. 
Commutators.—Forest City Electric Co. 

Weighing machines.—W. & T. Avery, Ltd. 
Insulators.. Loudon & Clark. 
Cast-iron pipes.—R. Laidlaw & Son. 

Traction poles.— Wilsons & Union Tube Co. 

Steel rails.—Lorain Steel Co. 

Traction lamps.—Eiectrical Co. 

Motor gear cases, — British Westinghouse Co. 


Three-core ‘2 sq. in. lead-covered cable.—British Insulated and Helsby 
Cables, Ltd. 


Special trackwork at Bilsland Drive, &c.—Hadfleld's Steel Foundry Co. 
London.—The contract for the electric lift work for 
Nos. 9 & 10, Marble Arch, has been placed with the Titan Lift and 


Electric Co. Tbe passenger lift is of the push-button type, to 
serve seven floors. 


Manchester.—Messrs. Ward & Goldstone, of Salford, 


have received a contract for the supply of wires and cables for the 
Manchester Electrical Exhibition. Messrs. Lomax Kendals are the 
contractors, 


Rawtenstall.— Messrs. Thermit, Ltd., have received the 
order for weldiny the rails for the Corporation tramways; tbe work 
to be carried out by them, as sub-ccntractors to Messrs. Under- 
wood & Bro, Dukinfield, who are the contractors for the per- 
manent way. 


Rotherham.—The T.C. bas accepted the tender of the 
Worthington Pumn Co. for an electrically-driven pump, at £283. 


Salford.— The Т.С. has accepted the tender of the 
Blasberg Engineering Co., at £11,457, for the supply and erection 
of a water cooling plant; also the tender of Waring & Gillow, Ltd., 
at £344, for rewiring a portion of the Royal Technical Institute. 


Walsall.—The T.C. Electricity Committee has decided 
to purchase а 3-in. Venturi water meter from Messrs. George Kent, 
Ltd.,for measuring water from tbe canal in connection with new 
condensing plant, at a cost of £70. 


Wimbledon.—4An offer of the British Electric Trans- 
former Co., Ltd., to supply two 50-xw. transformers in exchange 
for five disused transformers and the payment by the Council of 
£66, has been accepted. 


CONTRACTORS’ COLUMN. 


{The following information is published in the interests of electrical con. 
tractors and others who are seeking for openings for new business. Consider. 
able expense is incurred in the produciion of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
gnaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 


ABERDEEN.—Two houses in Louisville Avenue, for Storie, Cruden and 
Simpson; Cameron & Watt, architects. Store in Catton Street. 
for Kemp, Walker & Co., millers. Additions to 8, Hamilton 
Place, for Rev. J. Mann. Machine shop in Ocean Row, for 
W. Slater and Sons, fish-curers; D. and J. R. M'Millan, 
architects. Store at Albert Quay, for R. Irvin & Sons, Ltd.; 
Kelly & Nicol, architects, 

ABERYSWYTH.— Welsh Calvinistic Methodist Chapel in Bow Street, in con- 
nection with Garn Church. 

ASCOT.—New Parish Room in connection with All Souls’ Church, South Ascot 
(£850). 

ASPULL (Lascs.).—New mortuary for the District Council. Е. T. Powell, 
contractor. 

BACUP.—Elementary school in the Weir district (£06,000. Town Council. 


BAG WORTH (Leicester). Forty houses for the New Bagworth Coal Co., Lid. 
J. Povey-Harper, architect, All Saints Chambers, Derby. 

BARNSLEY.—Alterations and extensions at the Beckett Hospital. R. and W. 
Dixon, architects, Eastgate, Barnsley, 

BARROW-IN-FURNESS. Important extensions contemplated. Kellner and 
Partington Pulp Ca., Ltd. 

BELFAST.—Pair of semi-detached villas in Ravenhill Road, for W. E. Bourke, 
Rosemary Street, Belfast, and villa in Donegall Road; 
J. F. M'Cann, architect, 102, Donegall Street, Belfast; probable 
re-bnilding, after fire, of printinz establishment of J. W. 
Boyd, North Street. 


BIRKDALE. -Additions to Wesleyan Chapel, Liverpool Road Sonth, for the 


Trustees: workshop. Station Road, Aimsdale, for J. Ward and 
Son; four houses, Cardigan Read, for C. E. Howarth ; 10 
houses, Mill Lane, Ainsdale, for J. Cope; house, Hatfield 
Koad, Ainsdale, for Campbell x “airhurst, 


BIRKENHEAD. Extensions to the Nurses’ Home at the Workhouse, for the 
B. G. L.. Kirby & dons, architects, 5, Cook Street, Liv erpool. 


BIRSTALL.—Sixteen houses for the Birstall Co-operative Society. R. 
Worcester, architect, Balloon Street, Manchester. 
BLACKBURN.—Houses, Lincoln Street, for C. E. Townley; Cromer Place, 
for H. Thompson; Franklin Street, for J. Highton & Son, 
builders, Bridgwater Street; Higher Croft Road, for the 
National Free Homes Association, Ltd. 


BLACKWELL (DaRLINGTON).—New chapel. 


BLANTYRE.—Proposed new Hall Mr. M'Anulty, Chairman of the Com. 
Inittee. 


BOGNOR.—Re-modelling the Pier (£10,000). 


BOLTON.—Additions to rope-works, George Arthur Street, J. Charnock; 
nine houses in Settle Street, for J. Dickinson. 
BOURNEMOUTH.—Alterations at the Gordon Hotel, Southbourne; С. E. 

Hawker, architect. Extensive alterations to the Railway Hotel, 
Holdenhurst Road, for H. Cartwright. 
BRADFORD.—Wool warehouse in Bolton Hall Road, Friziughall; A. Sharp: 
architect, Market Street, Bradford. Villa residence in Park 
Road, Eccleshbill; J. H. Bakes, architect, Calverley Chambers, 
Victoria Square, Leeds. 
Extension to Ecoleshill Baptist Sunday Schools, 
BRANDON.—Twenty houses at Sleetburn. 


BREDBURY (CnesHme).—Houses, Werneth Road, Woodley, for A. Н. 
Barlow; Mill Lane, for Mr. Bridge; Guywood Road, Romiley. 
for Jas. Swindells. 

BRISTOL.—Proposed electrical equipment of Welsh pits, tor the Main Colliery 
Co., Marsh Street, Bristol. 

BUXTON.—Alterations and additions to Heaton House, Fairfield, for H. E. 
Newbold. C. Flint, architect, 5, The Quadrant, Buxton. 

CAMBORNE.—Houses, Mount Pleasant Road, for 8. Haslett. 


CAMBRIDGE,—Alteration to shop in Market Passage, for Shippey & Sons; 
A. Negus & Sons, builders, Regent Street, Cambridge. Aters- 
tion to house in Jesus Lane; Coulson & Loftus, builders, Cam- 
bridge.  Alteration of shop in Regent Btreet, for tbe Belfast 
Linen Co.; A. Negus & Bons, bullders, Regent Street, Cam- 
bridge. Additions to KingBeld, King's College, Cambridge, for 
the Provost and Fellows; W. Bell & Co., builders, Downing 
Btreet, Cambridge. 
CARDIFF.—Houses on Parade, Whitchurch, Cardiff. Six houses, Hawthorn 
Road, Whitchurch ; Thos. Evans, builder, Whitchurch. House, 
Market Street, Tongwynlais, Whitchurch ; 8. Shail, ршде 
Sixteen houses, Waentreoda Road, Whitchurch; С. h 
Hockridge, builder, Whitchurch. Additions to house in ghi 
Road, Whitchurch; Dr. Wayne Morgan, Whitchurch. Eig | 
houses in Deri Rond; T. C. Clonter, 10. Marlborough 8 9 
Cardiff. Nine houses, Dynas Street; E. W. M. Corbett, archi. 
tect, Cardiff. Additions to Eagle Brewery, Church Street; 
W. W. Nell, Ltd., Cardiff. Rebuilding premises for Cross Bros. 
in Church Street; Veall & Sant, architects, Cardiff. Two Боша 
in Dynas Street; E. W. M. Corbett, &rchitect, Cardiff. ks 
houses, Westville Road ; W. H. Scott, architect, Cardiff. пае 
house іп Cowbridge Road forJ. E. Cobb; Veall & Sant, аго 
tects, Cardiff. Motor shed at Windsor Place for Dr. Martin; W. 
James, architect, Cardify. Alterations to business prem 
in Castle Street, Stranaghan & Stephens; Veall & Sant, pus l 
tects, Cardiff. Two houses, Pencisely Road; Blacker Bros., 
Clive Road, Cardiff. Two houses, Tydraw Road ; E. W. М. 
Corbett, architect, Cardiff. 
CHIPPENHAM (Witrs).—Houses for Н. C. Cook, and Corsham Road, for 
G. Ll. Palmer. ‘ x n 
CHORLEY.—Houses, Cowling Brow, for J. W. Lee; Aniline Street, for A. 
> Tromans. | 7 
CLACTON.ON.8EA.—Houses, Victory Road, for A. Taylor; Central nag 
for G. Mills: Branston Road, for W. Parsons; Cemetery t 
Great Clacton, for Mrs. E. Simmons. New Reckitt Convalesc™ 
Home, Holland Road, for the Great Northern and Cen 
Hospital, Holloway Road, London. | 
CHAPEL-EN-LE-FRITH.—Houses, Lower Crossings, for E. Mellor ; Eccles 
Road, for N. Spencer. 
CLAYTON (near Braprorp).—Board room, Committee rooms, &c., Mr 
Workhouse. J. Harper Bakes, architect, Calverley Chambers. 
Victoria Square, Leeds. á 
CLAYTON-LE-MOORS.—Fourteen houses, Whalley Road, for Jacob Calve | 
COALVILLE (LricfesteR).—Unitarian Hall, Bridge Road, for the Unitarian 
Trustees. 
COLNE.—Publio Library. Colne Corporation. ital 
CORK.—Alterations to the South Charitable Infirmary and County Hospi 
J. F. M'Mullen, architect, 30, South Mall, Cork. 
CREWE.—BEight houses, Gainsborough Road, for Mrs. Wade; new Wesleyan 
Sunday Schools, for Trustees of Trinity Church. 
CUCKFIELD.—Se wage disposal scheme (£10,000), Rural District Council. 
CUDWORTH.—Four houses, W. T. Turner, architect, George Chambers, 
Market Hill, Barnsley. 
DALZIEL (N.D.).—New offices in Brandon Street. ; 
DERBY.—School in Kedlestone Road for the Derby Education Committee. 
C. B. Sherwin, architect, 16, St. James's Street,. Derby. E 
DONERAILE (Co. Conk).— Sanatorium for Consumptives at Streamhill. n 
Hill, 28, South Mall, Cork ; and R. Evans, 53, South Mall, ' 
joint architects. 
DORKING.—Alteration and enlargement of the National School (£600). { 
DUBLIN,.—Theatre on site of old Queen's Theatre, Great Brunswick i 
(to be electrically lighted throughout). R. J. Stirling, architect 
24, Clare Street, Dublin. 
DUDLEY.—Bakery at Waddams Pool. 
Waddams Pool, Dudley. 
DUNDEE.—Alterations at the Albert Institute. 
91, Commercial Street, Dundee. t 
EBCHESTER (Co. DrngHAM).--Proposed Primitive Methodist Church à 
Hamsteriey Colliery. t; 
ECCLES.—Proposed alterations at the Hare and Hounds Hotel, Church isi 
further extensions at local sewage works (£1,600); boroug 
engineer, Eccles, Manchester. 
Fourteen houses in Corporation Road ; horough engineer. 
ELLESMERE PORT.—Church Institute in Station Road; Blakele 
contractors, Liverpool. New library in Btation Ro 
Council. RES 
FELLING OD es Ney work men's club premises. H. Miller, architect: 
"elling. 
FELLING (Co. D'nBawu).—Enlargement of the Wardley Council Bchool. H. 
Miller, architect, Council Buildings, Felling. 
FROSTERLEY (Co. DrnuHau).—New Institute at Weardale. 
GOLBORNE (Востн Lancs.).—House and shop in Leigh Road. E. Wyatt. 
GRAVESEND.—Repairs at the Technical Institute, for the Higher as 
Sub- Committee. J. A. Stirton, Technical Institute, аи 
HALIFAX.—Trimmingham L-tate sold to C. II. Horner, Mile Cross, High rary 
Wells, Halifax; electric light to he supplied. Conversion Bank: 
silver Street, into bank premises, forthe Halifax Equitable C osi 
J. II. Mitchell. Conversion of house into shop, 40, кше hop 
Road: Arthur Collingwood (electric light), Conversion 018 
into dwelling-house, 30, Clover Hill Road; Rich. W. Evans. 
HARROGATE.— Municipal ottlces under consideration; Town Council. 
HARROW.—F'ive houses; Clarke & Co., estate agents, Harrow. 


Secretary, Co-operative Society, 
J. Thomson, city architect, 
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HASLINGDEN.—Houses, Cross Street North, for 8. Barnes. Haywood апа 
Harrison, architects, Post Office Ohambers, Accrington. 


HATFIELD.—Pair of villas for A. Gray. 

HAWARDEN.-—Council school at Shotton (500 scholars). 
surveyor, County Offices, Mold. | 

HECKMONDWIKE.—New Elementary School for the West Riding Education 
Committee. J. Vickers-Edwards, county architect, County 
HuH, Wakefield. 

HELMSLEY.—Wesleyan Chapel at Harome. 
tects, 269, Swan Arcade, Bradford. 


HELSTON (ConxwALI.).— House and shops, Meneage Street, for J. Rowe; 
Gunwalloc, Н. A. L. Rowe, ironmonger; and Godolphin nose 


for F. Roberts. Alterations at Meneage Street Uni 


Methodist Church (£200), 
HERTFORD.—House and shop, London Road, Knebworth, for E. J. Dearman. 


8. Evans, county 


HORSHAM.—Prospective rebuilding, after fire, of Cowfold Lodge, for А. 


* 


Labouchere. 
HINDSFORD (SovrH Lancs.).—-Extensions at St. Anne's Church. 
&nd Sons, contractors, Atherton. 


HITCHIN.— Villas, Old Park Road, Messrs. Upohurch, builders. 


Rathbone 


HORWICH (LANCASHIRE).—Alterations at shop premises, Lee Lane, or ae | 
пп, for 


Boots, Ltd.; alterations at Bowling Green" 


C. Harrison, 
ILFORD.—New Isolation Hospital. Armstrong & Wright, architects, 38, 
Grainger Street West, Newcastle-on-Tyne. © 
IPSWICH.—Isolation Hospital at Burham, for the Bosmere and Claydon 
D. C. Bisshopp & Cautley, architects, Ipswich. 
KETTERING.—Church for St. Michael's Mission. Gingir, Lee & Co., con- 
tractors, Manchester. 
KING'8 NORTON. —Additions to the surveyor's office, Breedon Cross. J. 8. 
all, surveyor, Breedon Cross, King's Norton. 
KINGSWOOD.—Hall and classrooms in connection with Zion United Methodist 


Chapel. 

KIRKBY-IN-ASHFIELD (Nortts.).—Houses, Sampson Street, for Mr. Gore; 

| Oxford Street, for J. Stow. 

LEEDS.—New stores at the Kirkstall Road depót for the Highways Department. 
Connon & Chorley, architects, 16, Park Place, Leeds. 

LEIGH (Borrau Lancs.).—New shed at Firs Mill, for Tunnicliffe & Hampson ; 
billiard rooms at Baptist School, Smallbrook Lane; 14 houses, 
May Street and Firs Lane, J. Hayes; Primitive Methodist 
Church at Glazebrook (£1,700). 

LETCHWORTH.—New school for the Hertfordshire С.С. U. A. Smith, 
County Surveyor, Hatfield. 


LEYLAND (LAxcs.).— Warehouse, Earnshaw Bridge, for John Pilkington, Ltd.; 
houses, Leyland Lane, Earnshaw Bridge, for Miss Bretherton ; 
East Street, for the Co-operative Society. Renovation of the 
Parish Church ; Rev. L. Baldwin, vicar. 

LINCOLN.—Honses, Cecil Street, for С. Sands; Tealby Street, for C. Stiles; 
Fairfield Street, for A. E. Parkinson; shops, &c., Silver Street, 
for the Co-operative Society. 


LINTHWAITE (Yorxs.).—House and shop, Manchester Road, Milnsbridge, 
for Balmforth & Co.; houses, William Street, Milnsbridge, for 


J. Williams; house and two shops, Causeway Side, for 


Lawrence Walker. 


LITTLE HULTON (near BorroN).—Proposed new shelters and bowls houses 
on Recreation Ground; Surveyor, Council Offices, Little 
Hulton. Conversion of shops into houses, for the Little Hulton 


Co-operative Bociety. 
LONDON.—Rebuilding the Imperial Theatre, Westminster, on site 12 miles 


away. 

(COLLINDALE, N.W.).—Proposed extension of depét. Chief 
Engineer, Metropolitan Electric Tramways, 4, South 
Place, Е.С, 

(STRAND, W.C.).—Adapting Adelphi Restaurant for Government 
Offices, &c., for Queensland. Bir Н, Tozer, Agent-General, 1, 
Victoria Street, S. W. 

(FINCHLEY, N.)—Premises in High Street, North Finchley, for 
London and South-Western Bank, 170, Fenchurch Street, Е.С, 
Eight houses; C. W. Scott, builder, Church End Station, 
Fincbley. Three houses ; J. Chellingsworth, builder, Bibsworth 
Road, Finchley. First part of St. Alban's Roman Catholic 


Church ; trustees, 

(HomwxsEv, N.).—Fifteen houses; J. Farrer, architect, 2, Coleman 
Street, E. C. Moravian Sunday school; G. Mabey & Co., Upton 
Maaor, N. g 

(бткоср GREEN, N.).—Two houses; А. W. Jones, North Finchley. 

(Втклтғокр, E.).—Additions to Young & Marten's (builders’ mer- 
oa premises. P. H. Adams, architect, 65, Leadenall Street, 

(Finsbury Park, N.).—Alterations, &c., Beth Works, Dagmar Road; 
A. Pryke, builder, 74, Lancaster Road, N. 

(McswxLL HILL, N.).—Eighteen houses and one shop; W. J. Keith, 
architect, 7, East India Avenue, Е.С. Gymnasium ; Т. D. Steed 
and Sons, builders, 24, Langdon Place, N. 

(Влакіхо, E.),—Hospital buildings for District Council. C. J. 
Dawson, architect, East Street, Barking. 

(West Ham, E.).—Additions to Custom House school (£1,350). 
Н. С. Horswill, builder, 182, Green Street, Forest Gate, Е, 

(Втватғонр, E.).—Bacon stores, stables, &c., at Essex Works. W. 
Stewart, architect, 4, Aldgate, E. 

(Caxnino Town, E.).—Wesleyan Sunday school. Withers & Meredith, 
architects, 50, Cannon Street, Е.С. 

(Kast Ham, E.).— Enlargement of business premises; J. D. Holtar, 
builder, 33, St. May's Road, Plaistow, E. Extension of 
10 Club; J. H. Carte, Knighton,” Aldersbrook Road, 

ord. 

(W.), — Shops and show-roorns in Great Portland Street, W. J. W. 
Simpson & Maxwell Ayrton, architects, 3, Verulam Buildings, 
Gray’s Inn, W. C. 

(WIMBLEDON, S. W.). Residence and motor-house; Boyton, Sons 
and Trevor, surveyors, 70, Coleman Street, E. C. Two houses; 
T. Eaton, builder, 126, Trinity Road, S. W. Conversion of St. 
George's College into Pension; R. A. Hinds, architect, Wood 
Nook, Wimbledon Hill. Twenty-nine houses, Melrose Avenue ; 
C. Barwell, The Elms, Morden, Wimbledon, Shop and 
Show.rooms; Whitehead  Bros., builders, 21, Hill Road, 
Wimbledon. 

(HrcHGATE).—Additions to Convent laundry. E. Kerry & Bons, 
builders, 63, High Street, Highgate.! 

(Forest Garg, E.).—Additions to St. James's Schools. Newman and 

LUTT Jacques, architects, 2, Fen Conrt, E.C. 

ERWORTA.~Alteration to premises in High Street, for J. Kingston- 
LLANELLY.—New Y.M.C.A. premises (£5,000). W. Griffiths, architect, 
LLANT Falcon Chambers, Llanelly. 

ARNAM (NEwPonr, Mox.).—House and workshop, for Truscott and 
penning ; 20 houses, shop and bakery, at Cwmbran, for R. 
ge. 
MANSFIELD WOODHOUSR.— Houses, Park Road and Woodland Grove, for 
Harbtevenson ; Grove Street and Booth Street, for H. T. 
C е 


` 


W. J. Morley & Sons, archi- 


BT. HELENS. 


MARKET HARBOROUGH.—Rebuilding of ишеп: The Commons, after 
fire; house, High Cross Street, for A. C. Brown, 


MARSDEN (Yorks.).—Additions to premises for the Marsden Co-operative 


Society. 
MELIDEN (Presratyn, FLINTSHIRE).—Enlargement and improvement of the 
vicarage. ^ 
MELTHAM (near HupDERRFIELD).—Altergtions and additions to Spink Mire 
Mills for Quarmby & Sykes, Ltd. 
MELTON as cri д premises in the Market Place for Young Men's 
nstitute. 
MIDDLETON A. GEORGE (Co, DvnBAM), —New baths. 
MOTHERWELL.—Villa in Silvertonhill Avenue (€1,000). J. Wilson, archi- 
tect, Park Cottage, Motherwell. 
MOUNTAIN ASH.—Vestry for the Soar Congregational Trustees. T. W. 
‚ Millar, architect, Mountain Ash. 
NEWCASTLE-ON-TYNE.—Block of 10 homes at Walker Gate for aged miners. 
oxtensive additions to the works of W. G. Armstrong, Whit- 
worth & Co. 
NEW MILLS (DEnB1).— Proposed public library for the U. D. C. 
NEWPORT (Mox.).—Block of almshouses near Springfield. 
NEWPORT (IsLE or WIOnT).— Business premises, Nodehill (21,096). J. Meader, 
jun., builder, Cowes. | 
NORWICH.—Probable alteration and extension of premises in Bt. Stephen 
Street for the Co-operative Society. 
OBAN.—New кон 1 H. M. Office of Works, Parliament Square, Edin- 
urgh. 
OLDHAM.—Mission-room at Grains Bar in connection with East Crompton 
Church (£500). Proposed additions at the Osborne Cotton Mills. 
PARKHURST (IsLe or W1GHT).— Proposed prison for Parkhurst Forest, 


PATRICROFT.—Additions to offices for Nasmyth, Wilson & Co., Ltd., 
engineers, Bridgewater Foundry ; 18 houses, Gilbert Street, Peel 
Green, Patricroft; 18 houses, Fir Street, Patricroft, A. Lock- 


wood, 
PENDLETON.—Villas and other houses on Claremont Estate; D. Oldham, 
Rudyard Road, Irlams-o'-th'-Height, W. J. Lamb, Stretford, 


and Heys & Davies, builders, Seedley, Manchester. 


PERTH.—Alterations on works for Messrs. Cameron, saw millers, Shore. 
PINNER.—Four houses. F. and W. Bettesworth, builders, 9, Strode Road, 
Willesden Green, N. W. 

PONTEFRACT.—New school (500 scholars). Town Council. 

POOLE.—Salvation Army hall at Lytchett Matravers. 

PRESTON.—Proposed extensions at the Royal Albert Asylum. 

PUDSEY.—Secondary and technical schools. Jowett, Kendal & Sons, architects 
East Parade, Leeds. 

RAMSBOTTOM (Lancs.).—Additions to Redisher Works, Holoombe Brook, for 
С. Ainsworth & Co., Ltd. 


REIGATE.—Motor garage, Walton Heath, for the Walton Heath Golf Club, 
.; house, Duffield's Lane, for Dr. K. Goadley, A. S. R. Ley, 


Ltd 
architect; office, Victoria Road, Horley, Hallett & Ballard, 
builders, Horley; shop, Victoria Road, Hallett & Ballard, 


builders. 
RICHMOND.— Business premises, North Road; W. Vincent, architect, 8, West 
ark Crescent, Kew Gardens. Two houses; Boore & Parker, 


P 
builders, 15, Station Parade, Richmond. Eight houses; 
Brewer, Smith & Brewer, surveyors, 11, The Green, Richmond, 


RICK MANSWORTH.— Villas, Money Hill, for Franklin & Fisk. 

ROCHDALE.—Fourteen villas, Buersill Avenue, for Wm. Shepherd. Н.Н. 
Clough, architect, Butts Avenue, Rochdale. 

ROTHERHAM.—Additions and alterations to boot and shoe shop and 
workshop, College Road and Winifred Street, for E. Simpson. 
Business premises and two dwelling-houses, Fitzwilliam Road 
and Cottenham Road, Rotherham; Masbro’ Equitable Pioneers’ 
Society, Ltd., Masbro’. Nine houses and one shop, Gladys Street, 
Middle Lane, Rotherham ; T. Green, builder, Eastwood Mount, 
Rotherham, Four houses, York Road; H. Addis, York Road, 
Secondary Schcol for Girls, in Middle Lene (£12,287); 

, H. Arnold & Bons, contractors, Doncaster. 


ROTHESAY.—Proposed pavilion on the Esplanade. Town Council, 


ROYSTON (Yonks.).—Houses, for E. Larkins, T. Stendall, and M. Dixon and 


n, Ackworth; new Salvation Army Barracks. 


RUGBY.—Prorosed extensions for the Co-operative Society. 
RUNCORN.—Houses, Heath Road, for J. and A. Bavage; Picton Avenue, for 
the Littler Concrete Co.; Weston Road, for J. Yearsley ; Heath 


Koad, for W. Farrell. 
(Stockton HEArH).—Council School. J. Holt, architect, 9, Albert 
Square, Manchester. 
RUSHDEN.—New premises for the Co-operative Society. 
BT. ALBANS.—Pair of villas, Rrampton Road, for E. Dunham, builder, 65, 
Victoria Btreet. Mission room, Kinsbourne Green, for H. G. 


| Papillon. 
ST. ANNES-ON-THE-SEA (Lawcs.).—Bungalow, St. Andrew's Road South, 
for 8. Ashworth ; detached villa, St, Anne's Rood East, for T. 


Willis; houses, 8t. David's Road North, for Thos. Muirhead; 
St. David's Road North, for I. Leadbetter; St. David's Road 
North, for W. Wilkinson. New Primitive Methodist Church 
in South Drive. Institute and Public Hall at Ansdell; G. H, 
Willoughby, architect, Manchester. 

ST. GERMANS (ConNwALL).—Wesleyan Methodist Church at Tideford (£1,200), 

—Conveniences, Thatts Heath Park, for the T.C. Geo. J. С. 

Broom, borough engineer. 

ST. IVES.—House at Somersham. F. Giddings, builder, St. Ives, Hunts. 

ST. MARY CRAY.—Adaptation of Lads of the Village“ public house for 
Post Ойїсе. W. Winburn, builder, Croydon. | 

SALFORD.—New Baptist Church, Nursey Street (£2,300), Mr. Cook, architect, 
Manchester. | | i 

SHEFFIELD, —Primitive Methodist place of worship in Greystones Road. 


SHERBORNE.--New Church Hall (£2,700). 
SHOEBURYNESS.—New Roman Catholic Cburch in, Ness Road, 
public offices for the U.D.C. (£900). 
SHUTTLEWORTH (Lancs.).—Probable developments at Higher Mill. 
tleworth Bleaching Co., Ltd. 

SKELMANTHORPE.— Branch bank and dwelling houses in Station Road, for 
the Lancashire and Yorkshire Bank. 

SOUTH MOLTON (Devon).—Additions to North Road Schools (1,498). W. 
Sanders & Son, builders, South Molton. 

SOUTH PETHERTON (SomeRsET).—Wesleyan Methodist Church Schools at 

f Stoke (£1,000). 

SOUTH SHIELDS.—Eleven houses in Banbury Street, for W. Clunie & Sons. 
J. H. Morton, architect, King Strect, South Shields. 

SPALDING.—House, with bank, for Mrs. C. Filingham. R. H. H. Hand, 
architect, 6, Double Street, Spalding. 

SPENNYMOOR.— Two houses, Ruby Terrace, Tudhoe Grange. 
Post Office, Tudhoe Colliery. 

SPILSBY (Lincs.).—House, for J. Fletcher, Hagworthingham, Spilsby. 

STAINES.—Proposed isolation hospital. F. Hutchinson, clerk to the R. D.C. 

STANDISH (Lascs.).—Suggested public baths. District Council. 


PUOCRPORD E ап Methodist Church at Aspinal Gorton, Nort 
eddish, | | 
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SUNDERLAND.—New stables. &c., for Steel & Co.; W. & T. R. Milburn, 
architects, 90, Fawcett Street, Sunderland. New worshops, 
Offices, stores and caretaker's house, for the T.C. (£2,450). 


SUTTON LAST IEE De New neve at Ві. Michael's Episcopal Mission 
urch. 


SWINTON (MaxcHESTER).—Probable extension of weaving shed. Mr. Hully, 
cation goods manufacturer, Station Road, Swinton. 
TAMWORTH.—Congregational School-Chapel at Dordon (£825). 
TANTOBIE (Co. Drvnuam).—Twenty-two houses for the Tantobie Co-operative 
Societv, Ltd. G. T. Wilson, architect,’ 22, Durham Road, 
Blackhill. 
TIPTON.—Proposed baths. Urban District Council. 
TORPOINT (ComwwarL).—Addition to the Wesleyan Church. Thorneley and 
Rooke, architecte, 11, The Crescent, Plymouth. 
TURTON (Laxca.).—New institute, at Edgworth, for J. R. Barlow, J.P. 
WALKDEN.—New shop premises in Walkden Road. J.T. Proffitt, architect, 
. Longley Road, Walkden. 
WALSALL.—Primitive Methodist school at Walsall Wood. 
WARE.—Engine house, at Broxbournebury, for G. R. Smith-Bosanquet ; 
additions to High Oak House, for Mrs. R. B. Croft. 
WATFORD.—Houses, Station Road, for H. Franklin, Aldenham ; Aldenham 
i Grove, Radlett, for W. G. Taylor; Crosspath for W. G. Taylor, 
Aldenham. | 
WEALDSTONE.—Three houses. E. S. Bates, builder, 67, Barrington Road, 
. Hornsey, N. 
WHITCHURCH.—Primitive Methodist Church and school at Tilston. 
WHITSTABLE.— Re- ereotion of the New Pavilion. J. Rowland, manager. 
WIGAN.— Refuse destruétor at Bradford Place. Borough Engineer, Wigan. 
WINCHESTER.— Additional County Council offices. . | 
WINSFORD (CHesume).—Golden Lion Hotel to be rebult for Greenall, Whitley 
and Co., Ltd., Wilderspool Brewery, Warrington. 
WORSLEY.—Additions to property for Т. W. Lowe and Mr. Lucas, Moorside, 
| Worsley ; G. Partington, Moss Lane, Walkden ; and Messrs. 
Sharman & Sons, brewers, Bolton. Housing scheme under con- 
sideration. District Council. 
WORTHING.—Two houses and shops in the Broadway, Brighton Road, for Е. 
' ` Kellett; J. Е. Lund, architect, Worthing. House, Bulkington 
Avenue, for F. О. Linfield; Т. H. Selby, builder, Worthing. 
Two houses, Chantry Road, Tarring: H. Bartlett, architect, 
Railway Approach, Worthing. Two houses, Woodlea Road; A. 
Churcher, builder, Worthing. 
YARMOUTH.—Offices and stores, South Denes, Yarmouth, for Yarmouth 
Steam Drifters Co.: additional fishing preinises, Battery Road, 
for Westmacott, Ltd. 


YORK.—Four pairs of semi-detached villas on Holgate Gardens Estate; J. E. i 


tor, architect, Cabinet Chambers, Basinghall Street, Leeds. 
Enlargement of Haxby Parish Church. 


NOTES. 
Croydon’s “Lifeboat” Car.—We referred in our last 


. issue to the recent sucessful effort of the Croydon Tramways 


Department on behalf of the Lifeboat Fand ; through the kindness 


Тнв Croypon “ LIFE BOAT CAB. 


of Mr. T. B. Goodyer, the tramways manager, we are enabled to 
illustrate the decorated car which was instrumental in achieving 
such excellent reaults. 


Smoke Nuisance.—In his annual report, which has just 
been issued, the Medical Officer of Health at Westminster (Dr. 
F. J. Allan) says that when some years ago the City Council 
suggested to other metropolitan borougas tbe desirability of taking 
steps to have tbe qualification "black" omitted from the section 
of the Public Health Act which deals with smoke nuisances, they 
did not, apparently, appreciate that as much nuisance might be 
caused by brown or yellow smoke as by black. But the failure of 
a neighbouring borough (Chelsea) to obtain a conviction against a 
company producing electric power, on the ground that the smoke 
was not black, accompanied by the payment of 300 guineas costs 
to the company, has once more directed attention to the matter. 
It appears to have been contended, says the Medical Officer, that 
the whole constraction of, and method of using, the generating 
station were as perfect as human ingenuity could devise. It was 
aleo represented to the magistrate that the conversion of the 
underground railways to electric traction had conferred inestimable 
benetits on the inhabitants of London. As Westminster suffers to 
some extent from the smoke given off from the chimneys of the 
generating station at Lot’s Road, it is, he says, of interest to 
observe in the report of the Public Health Board of New York for 


the Corporation electricity works. 


1905 that generating stations there are even more perfect in this 
respect than is the Chelsea one, in that they do not give off smoke 
at all. The report says:—" In the borough of Manhattan at the 
present time there are six large power houses consuming an 
enormous quantity of coal every 24 hours and producing a great 
amount of electrical power. This power is utilised in lighting 
hotels, theatres, public buildings, the public streets, and in operat- 
ing the three great systems of transportation, the subway, the 
surface railways and the elevated roads. All of these planta have 
been conducted, through the co-operation of the managing officials, 
with very little. if any, discharge of smoke, with one exception, 
and in that case the operating officials have made very strong 
efforts within the past two or three months to entirely discontinue 
the discharge of smoke and abate any nuisance which may exist.” 
If this can be done in New York, adds the Medical Officer, local 
authorities should insist on having similar powers here.  West- 
minster had 1,234 hours of sunshine in 1907 (90 more than the 
average), but in the suburbs there were over 200 hours more sun- 
shine than in Westminster; further out the additional hours of 
sunshine rosé to 400, and at south coast towns there were 500 to 
600 extra hours. With stricter powers for suppressing smoke, these 
oe A with their consequent expenses, might be considerably 
reduced. 

A Gilbertian situation was witnessed at the Blackpool Police 
Court on Monday morning, when the town clerk, Mr. T. Loftus, 
was summoned at the instance of the Health Department of the 
Corporation tor allowing black smoke to issue from the chimney of 
Tne. deputy town clerk, Mr. 
J. W. Loftus, son of the town clerk, prosecuted, and the defendan 


was ordered to pay the coste. | 


Alice in Electroland. — Alice followed the White 
Rabbit until they came to what looked like a cucumber frame. 

“Oh,” said Alice, "I didn't think you grew cucumbers in an 
Electricity Works." 

“They are not cucumbers,” said the Rabbit. 

Tomatoes? 

“ No.” | 

" Vegetable Marrows ? " 

" No, stupid! Look at 'em. We have to put'em under glam 
to keep 'em alive." 

Alice looked, and made out that sticking up from the ground 
were а lot of things like screws, only smaller. 

“Why,” said Alicé, they look like—" 

"Exactly," said the White Rabbit, They are screws. The 
Electricity Works' Staff'a screws, you know." 

But I didn't think screws grew," said Alice. 

“They don’t,” replied the Rabbit, sadly.— PABLO, in Glover's 
Almanac." 


Copper.—In view of the reports on this metal for July 
31st, the sharp rise in the metal now taking place is abnormal. 
Messrs. Merton's statistical report for that date showed visible 
supplies at the extraordinary figure of 42,134 tons; stocks of 
standard copper in England rose from 22,696 tons on- July 15th to 
25,455 tons on the 3186; and afloat from Chile and Australia 9,850 
tons, an advance of 550 tons on the quantity afloat at the end of 
June. Deliveries had certainly fallen slightly (33,528 against 
34.998), and supplies from North America are rather down, from 
which the market probably gets its tone. Spain, however, registers 
5 679 tone, Chile is well up to average with 3,200, and the same msy 
be said for Australia, with 3,700. The advance in price can only be 
due to persistent “limited production " rumours. 


Shock Fatalities.—An inquest was held on the 11th ins. 
on & small boy named Edwin Bricknell, who was found lying 
against the conductor rail on the Metropolitan Railway at Notting 
Hill. The evidence showed that the boy climbed a low garden wall, 
and in passing over the metals he received a fatal shock. The jury 
returned a verdict of “ Accidental Death.” 

On Wednesday, Mr. Brighouse, County Coroner, held sn inquest 
at Ince, Wigan, touching the death of John M'Cormick, 18, of 
Great George Street, Wigan, an attendant at the works of the 
Wigan Coal and Iron Oo., who fell across tbree live wires 
attached to an electric coal stamper. Dr. Fletcher said that 
he found nothing to account for death except shock. A voltage 
of 600 was quite sufficient to prove fatal. 

A fireman at the works said instructions were given verbally that 
deceased had not to oil the machinery while the current was 00: 
The Coroner said that if he were the manager, he would have а 
book of instructions, so that if they were disobeyed he could 
point to them. He asked whether it would not be better to adopt 
some method by which the live wires could be protected, so that if 
a man inadvertently went to the stamp with the current on, he 
might still be protected? A fireman at the works said they bad 
done all they possibly could. 

The Coroner said that Mr. Clarke, H.M. Inspector, had made 3 
practical suggestion—that there should be a shield fastened to the 
apparatus, so that the live“ wires would be behind it. 

The jury found that the deceased came by his death by a shock 
from the electric wires, and suggested that the machine should be 
е as stated, and that each person should receive printed 
rules. 


It was agreed that H.M. Inspector and the works manager should 
confer with this object in view. 


Acetylene Gas Explosion.—An explosion of acetylene 
gas was the cause of the fire which last week completely destroy ed 


Cowfold Lodge, near Horsham, the residence of Mr. Arthur 
Labouchere. 
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Elongation of Bronze Wires.—To prevent bronze 
wire, newly erected, from stretching and coming into contact with 
other wires, the German telegraph department states that the best 
plan is to subject the wire twice in succession, for a period of two 
or three minutes, to a tension slightly less than that which it will 
have to sustain when in use. This should be done immediately 


before the wire is erected. 


Will.—According to the Times, the Hon. Henry 
Marsbam, of the India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd., whose death we recently announced, left estate valued at 


£30,142 net. 


Institution and Lecture Notes.—BnirisH Founpry- 
MEN'S AssOCIATION.— The fifth annual meeting was held at 
Newcastle-on-Tyne on August ith, 5thand 6th. Mr. J. E. Stead, 
Bessemer Medalist of Middlesbrough, gave 'a Jantern lecture upon 
“Sulphur and Phosphorus in Iron.” Mr. R. W. Kenyon, Accring- 
ton, read a paper on “ Securing the Co-operation of the Workman 
jn the Improvement of Workshop Methods." On Wednesday Mr. 
P. Munnoch read a paper ou The Practical Application of 
Chemistry to the Foundry”; Mr. J. Smith, South Shields, one 
upon Methods of Work іп а Foundry," and Mr. G. M. Riches, 
Beccles, on Theory and Practice in a Foundry." 

INSTITUTION OF ELECTRICAL ENGINEER (Cape Town).—At a 
meeting of this local section, held at the South African College on 
July 6th, Prof. Bohle was elected chairman, and Mr. C. Procter 


Banham hon. secretary for the ensuing year. 


Educational Хоїеѕ, —Тне University or LEEDS.— 
The new building, equipped completely for electrical engineering 
lustruction, will be open for work at the beginning of the Session, 


October sth. Prospectuses of the courses may be obtained from 


the Registrar. 
Guascow AND West or SoorLAND TECHNICAL CoLLEGE.—The 


Bession of this College opens in the new buildings on Monday, 
September 21st. The preliminary examination begins on 
September 14th. Particulars will be found in our advertisement 


pages. 

Fixation of Nitrogen in Norway.—The State Council 
of Norway has under consideration an application for a concession 
for 75 years for permission to carry out works for the “ regulation ” 
of the Tyins River up to the commune of Ardal, во as to allow of 
the utilisation of from 60,000 to 70,000 H.P. The scheme forms 
part of that which is already in course of development under the 
auspices of the German aniline dye works known as the Baden, 
Elberfeld and Aniline Manufacturing Companies, for the purpose of 
producing nitrates from atmospheric nitrogen. Ia order to carry 


out the project, this German combination became associated with a 


Franco-Norwegian syndicate which also owns patents in the 


direction of the fixation of atmospheric nitrogen, and which has 


considerable water power at its disposal in Norway. It is now pro- 
posed to form two Norwegian companies, one of which is to nnder- 
take the extension and utilisation of the existing water-powere, 
whilst the other will erect and work factories for the production of 
nitrates, The former company represents tbe object of the appli- 
cation now pending for a concession. The cost of tbe regulation of 
tbe Tyins River is estimated at 10,000,000 crowns, and that of the 
whole of the works is computed at 40,000,000 crowns. It was 
originally calculated that the total expenditure in the next few yesrs 
would be 34,000,000 crowns, of which one-half devolved upon the 
German combination, and one-half upon the Franco-Norwegian 
syndicate. The German companies have already made fresh issues 
of capital totalling £1,750,000, so as to be ready for the work, and 
Pm 18 "ima to have been successfully placed at the rate of 105 
? cent, 


Transformers and Metallic-Filament Lamps.—A 
Correspondent raises a very important question regarding the uee 
of transformers and low-voltage tungsten lamps on alternating- 
current circuits. He has recommended a great many of his clients 
to adopt these, on account of the great economies that can be 
effected by transforming down to 25 volts. He finds, however, 
that the supply authorities refuse to connect up any transformer 
unless it has a loss of 15 watts on open circuit. As some of the 
transformers which he intends fixing bave a total capacity of 200 
watta only, this represents a loss in the transformer of 74 per cent., 
Which ів, of course, going on all the time, and would reduce very 
materially the saving effected by the adoption of tungsten lamps. 
Oar correspondent considers that a policy which deliberately in- 
sists upon the manufacture of inefficient apparatus is wrong, and 
that supply authorities, if they fear the introduction of tungsten 
lamps is likely to impair their revenue, should revise their charges 
instead of insisting on a continual waste in the transformer. He 
18 anxious to learn what the legal aspect of the case is. 

The Point is certainly one of great interest. On the 
face of it, we should say that the supply authorities are exceed- 
lng their legal powers. The only grounds upon which they can 
refuse to connect an installation are that the wiring, &c., is not in 
good order, and that to give a supply to the installation would 
lnjuriously affect the nse of energy by other persons. These 
argumeuts obviously have no bearing at all upon the question 
raised by our correspondent ; moreover, the undertakers are for- 
bidden to prescribe the use of any special form of lamp or to 
interfere in any way with the manner in which electricity supplied 
by them is used. It appears, therefore, that the action—or rather 
Inaction—of the supply authorities is wholly unjustifiable. А 

We do not say that it is unreasonable— from the suppliers’ point 
of view; for they stand to suffer a very serious loss through 


magnétising numbers of transformers all day, without a record 
being effected upon their meters. That, however, is the fault of 
the meters; the suppliers cannot compel users to conform to the 
defects of the latter, and never to consume less than the starting 
current! A.C. meters are on the market which will record 5 watts 
out of 200, and therefore the suppliers cannot plead inability on 
this score. We suggest, however, as the proper solution of an 
awkward situation, that automatic switches be adopted to cut out 
the transformers when no lamps are burning. These are readily 


obtainable, and their cost is small. 

Appointment Vacant.— Foreman for telephone line 
construction for the Ceylon Government, on three years’ engage- 
ment. See our advertisement pages for particulars. 
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OUR PERSONAL COLUMN. 


The Editors invite cleetrical engineers, whether connected with the 
technical оғ the commercial side of the profession and industry, 
also electrice tramway and railway officials, to keep readers of the 
ELECTRICAL REVIBW posted as to their movements. 


Central Station Officials.—Mn. J. SLevin, the elec- 
trical and tramways manager of the Wigan Corporation, has, we 
understand, intimated to the chairman of the E.L. Committee that, 
in view of his having been relieved of a certain portion of his 
duties in the tramways department in consequence of the appoint- 
ment of a traffic manager, he was sgreeable to a reduction of £50 
from his present salary. ; 

At the Torquay electricity works last week Мв. ARTHUR G. 
PRATT was lupis jn with a gold-mounted fountain pen on his 
leaving to take up the appointment of engineer and manager to the 
Wadebridge and District Electric Supply Co. 

The Wolverhampton T.C. has heen recommended to increase the 
salary of Mr. H. A. Howrk, assistant electrical engineer, from £180 
to £200 per annum. 

The Eccles T.C. has increased the salary of Мв. ANavs, electrical 
engineer, from £250 to £350 per annum, by £50 the first year and 


£25 in the succeeding two years. 
Мв. Т. W. Норѕох, of Idle, has been appointed works engineer 


at the Lancaster Borough Electricity Works. There were 47 
applicants for the post, 


Tramway Officials—On Tuesday last week, at the 


Recreation Room, the staff and employés of the Sunderland 
District Electric Tramways, Ltd, presented INSPECTOR VARLEY 
with a marble clock and two bronzes on the occasion of his 


marriage. 
The Reading T.C., on August 6th, decided to increase the salary of 


Mn. WALTER Віммѕ, tramways manager, from £500 to £600 per | 


annum, by two yearly increments of £50 each. A negative 
resolution was Jost by 22 votes to 7. | 
General.— MR. CHARLES F. TRIPPE, who was con- 


nected with tbe General Electric Co, Ltd., Queen Victoria Street, 
for 12 yeare, and is now established in businees on his own 
account, at 36, Brooke Street, Holborn, was married on 8th inst. 


Indian Engineering states that MR. A. E. K. PITCHER, an officer 


of the Government Telegraph Department, has been offered and 
bas accepted the appointment of Telegraph Superintendent on the 
South Indian Railway. Ў 

Мв. А. J. ANDREWS asks usto announce that he has severed his 
connection with the Accessories Manufacturing Co., Ltd, and that 
all correspondence intended for him in future should be addressed 


to him at 75, Mark Lane, E.C. 


Obituary.—We regret to record the death of Mr 
Н. S. R. РАвтон, the secretary of the Sheffield Corporation elec- 
tric light department, under exceedingly sad circumstances. The 
deceased gentleman, who was born of English parents in 
Philadelphia in 1853, was spending a holiday with his family at 
Sutton-on-Sea, and on Saturday last, while bathing with his eldest 
son, aged 14, he succumbed. It appears that they got into a deep 
clay hole into which the tide was pouring, and Mr. Parton strained 
himself somewhat violently in holding his son up against the 
swirl of the water. The son was saved. A verdict of Death 
from Apoplexy" was returned. Mr. Parton was in the employ of 
the Sheffield Electric Lighting Co. as long ago as 1892, as assistant 
manager to Mr. Johnson. He had been continuously in the service 
of the undertaking from that time forward. 

We regret to announce the death, at the age of 68 years, of Mn. 
JAMES SHEPPARD, who for some 10 years past has been a member 
of the Executive of the British Fire Prevention Committee, and a 
most active worker in all fire preventive questions. He was most 
actively associated with the testing operations of the Committee 
having been the directing member on no fewer than 40 tests iu 
respect of which reports have been issued. For the International 
Fire Congress held in London in 1903 he was the honorary secretary 
of the meeting. 

The death took place tragically on August 5th, of ALDERMAN 
METCALFE, who was chairman of the Buraley Tramways Com- 
mittee, to which position he was appointed in 1906, in succession 
to the late Alderman Armistead. He had been vice-chairman for 
some years, and he spent much time in the interests of th: 


tramway and electricity undertaking. 
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NEW COMPANIES REGISTERED. 


a“ 


6 Electricity,” Ltd. (99,119).—This company was registered on 
August 6th, with a capital of £1,000 in £1 shares, to acquire from C. A. F. 
Duranty the benefit of certain inventions relating to the production of eleo- 
tricity. and to carry on the business of electricians, engineers, suppliers of 
electricity for light, heat, power or other purposes, &c. The subscribers (with 
one share each) are:—C. E. de Wolf, 27, BidstoneRoad , Oxton, shipowner ; 
W. C. Bacon, 14, Cross Street, Manchester, shipowner; T. F. Harrison, 67, 
South John Btreet, Liverpool, shipowner; H. E. Fry, Godmanstone, Dorchester, 
gentleman: F. S. Watts, 7, Whittingham Avenue, E. C., shipowner; N. Denny, 
The Moat, Eltham, Kent, merchant; J. Rankin, 67, South John Street, Liver- 
pool, shipowner. Private company. The number of directors is not to be less 
than three or more than five; the first are C. A. F. Duranty and C. E. de Wolf, 
and the following nominees of C. E. de Wolf, viz.: W. C. Bacon, N. Dunn and 
T. F. Harrison (all permanent). Table A” mainly applies. Registered by 
Walker, Son & Field, til, Carey Street, W.C. 


Benjamin Electric, Ltd. (99,126)—— This company was 
registered on August 5th, with a capital of £1,000 in £1 shares, to acquire 
from the Benjamin Electric Manufacturing Co., of Chicago, Illinois, U. S. A., 
the benefit of certain existing inventions relating to electrical clusters and 
ligbting specialities, &nd to carry on the business of electricians, producers and 
workers of and dealers ín electricity for power and lighting purposes, &c. The 
subscribers (with one share each) are:—R. B. Benjamin, Hotel Cecil, W.C., 
engineer; B. J. Grigsby, 46, Pembridge Villas, Bayswater, W., engineer; A. 
Bathurst, 70, Redcliffe Square, 8.W., solicitor; J. Lord, 81, Old Jewry, E.C., 
solicitor. Private company: The number of directors is not to be less than two 
or more than six; the first are R. B. Benjamin, W. D. Steele, W. C. Jones, 
K. H. Addington and B. J. Grigsby; no qualification necessary; no remunera- 
tion. Registered by Freshfields, 31, Old Jewry, Е.С. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


British Westinghouse Electric and Manufacturing Co., Ltd. 
(62,919). —'T'his company's annual return was filed on June 15th, when the entire 
capital of £1,875.000 in 500,000 preference shares of £3 each and 75,000 ordinary 
shares of £5 each had been taken up. 43 per share bas been called up on the 
preference, resulting in the receipt of £1,500,000. £375,000 is considered as paid 
on tbe ordinary. Mortgages and charges: £1,491,953. 


Tonyrefall and Gilfach Goch Electric Light Co., Ltd. 


(78,687).—This company's annual return was filed on July 20th, when 3,421 
shares had been taken up out of a nominal capital of £5,000 in £1 shares. £1 
per share has been called up, resulting in the receipt of £3,406 los. £14 5s. 
remains in arrears. Mortgages and charges: £935. 


Durham Collieries Electric Power Co., Ltd. (83,421).—This 


company's annual return was filed on July 17th, when 85,619 preference and 
25,045 ordinary sbares bad been taken up out of & nominal capital of £155,000 in 
125,000 6 per cent. cumulative participating preference aud 30,000 ordinary 
shares of £1 each. £1 per share has been called up on 85,102 preference, and 
108. per share on 517 preference and 45 ordinary, resulting in the receipt of 
£45,380. £3 remains in arrears. £25,000 is considered as paid on £25,000 
ordinary. Mortgages and charges: £159,000. 


Anglo-Argentine Tramways Co., Ltd. (25,363). —А statement 
of the total amount outstanding on July Ist, in respect of mortgages and charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been filed pursuant to Sce. 12 of the Companies’ Act, 
1907. Particulars: Indenture dated August 13th, I. securing £266,000 deben- 
ture stock, charged on the company's concessions, tramways, stations and 
property. 


Durham Collieries Electric Power Co., Ltd. (83,421).—A 


mortgage dated July 15th, 1908, to secure £2,500, charged on the company’s 
undertaking and property, present and fnture, has been registered, Holders: 
Trustees and Executors Insurance Corporation, Ltd., Old Broad Street, Е.С. 


African Direct Telegraph Co., Ltd. (21,895).—A statement 
of the total amount outstanding on July Ist in respect of mortgages and 
charges created prior to that date, and not required to be registered under 
Sec. H of the Companies! Act, 1900, has been filed. pursuant to Sec, 12 of the 
Companies’ Act, 1907. Particulars: Debentures dated February 23rd and 
March 22nd, 1593, on which £28,200 is outstanding. 


Central Electric Supply Co., Ltd. (London) (53,080).— A 
charge under the Land Transfer Acts, 1875 to 1807, dated June 15th, 1908, to 
secure £50,000 further stock and a premium of £5,000 thereon (supplemental to 
a trust deed dated July 2nd, 1901, securing £250,000), has been registered. 
Property charged: Certain land in Marylebone. Trustees: Rt. Hon. A. 
Lyttleton, K.C., 3, Paper Buildings, Temple, E. C.; and Wm. Hayes Fisher, 13, 
Buckingham Palace Gardens, S. W. 


Mountain & Gibson, Ltd. (85.036).—Particulars of £30,000 
debentnres created by resolution of July 17th, 190%, have been filed pursuant to 
Scc. 10 (3) of the Companies’ Act, 1907. Property charved :—'The company’s 
undertaking and property, present and future, including uncalled capital. No 
trustees. Amount of present issue, £20,000. 


Reason Manufacturing Co., Ltd. (64,701).—A statement of the 
total amount outstanding on July Ist im respect of mortgages and charges 
created prior to that dute, and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been tiled pursuant to Sec. 12 of the Companies’ 
Act, 1007. — Particulars:—'Trest. deed dated December Irth, 1900, securing 
£25,000, charged on certain land in Preston, Brighton, with factory and other 
buildings thereon, and company's general assets. 


Northampton Electric Light and Power Co., Ltd. (23,610). 
-A statement of the total amount outstanding on July 1st in respect of 
mortgages and charges created prior to that date, and not required to be 
registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to 
Sec. 120f the Companies! Act, 107. Particulars: First mortgage debentures 
dated 1596 to 1900, securing £19,500, and second debenture dated November 16th, 
Init), securing £3,600. 


Eastern and South African Telegraph Co., Ltd. (13.306).— 
This company's annual return, made up to May th. has been filed. The 
entire enpital of £600,000 in £10 shares has been taken up and paid for in full, 
Mortgages and charges, £11,500. 


Guildford Electricity Supply Co., Ltd. (36,725).— Particulars 
of £25,000 debentures created by resolution of November 21st, 1905, have been 
tiled pursuant to Sec. 10 cb of the Companies" Act, 1907, the armonnt of the 
present issue being £200, Property charged: The company’s undertaking and 
property, present and future, including uncalled capital. No trustees, 


Norfolk Electrical Co., Ltd. (98,700'.—Particulars of £1,000 
debentures created by resolution of June ТИП, 1908, have heen filed pursuant to 
See, 10 3) of the Cormpanies’ Act, EMT, the whole amount being now issued. 
Property charged:—The company s undertaking and property, present and 
future, including uncalled capital, No trustees. 


7 REVIEWS. 


Thermochemistry. By J. THOMSEN. ‘Translated from the 
Danish by K. A. BURKE, B.Sc. London: Longmans, 
Green & Co. 1908. Price 9s. 


The subject of thermochemistry is a somewhat curious one. 
It may be likened unto the foundations of a large building 
laid many years ago, upon which the upper part designed by 
the original architect has never yet been erected. The man 
who dug out the ground actually put in most of the concrete 
himself, and the footings were so well and truly laid that 
they have endured to the present time. The same man, 
too, sketched the broad outlines of the superstructure he 
hoped to erect, and even got ready a large number of the 
special bricks required for the work above-ground ; but 
partly for the want of a suitable scaffold, and partly because 


the younger generation of bricklayers have had their atten- 


tion diverted into other directions, the job has never been 
completed. Still, the foundations are there, and, undoubtedly, 
they will carry a handsome edifice one of these days which 
shall serve as a worthy memorial of the life-work of Julius 
Thomsen. 


It is doubtful whether any other branch of science has 
been so largely monopolised as that of thermochemistry. 
Regnault, Andrews, Berthelot, Favre and Silbermann, and 
others have made here a measurement and there а calcula- 
tion; but nearly all the data we possess were obtained in the 
laboratory of Copenhagen University by the author of this 
book. Thomsen's researches occupied over 20 years, and the 
results were collected in an enormous monograph of four 
volumes entitled Thermochemische Untersuchungen,” the 
last of which was published in 1886. This volume, of 
course, is indispensable to the student of thermochemical 
phenomena, as it contains full details of the experimental 
methods employed by Thomsen ; descriptions of the logical 
processes whereby he did succeed in inducing some hypotheses 
and theories from the facts observed, as well as a complete 
list of the numerical values he obtained. The very size of 
the book rendered it difficult to consult, and fit to be kept 
only on the shelves of a large library. Certainly, most of 
the more frequently required data were reproduced for Britis 
readers in one of the supplemental volumes of Watt 
Dictionary of Chemistry; but this, again, is a book almo 
outside the ken of the younger physical chemist. Нед, 
Prof. Thomsen was led а few years ago to prepare a smaller 
book entitled Thermokemiske Resultater " in the Danish 
language, from which practically all experimental details 
were omitted, and in which only the numerical and the 
theoretical results of the earlier treatise were incorporated. 
According to his own preface, Prof. Thomsen found an 
additional reason for the publication of the smaller book in 
the fact that his determinations were being freely qUO 
without acknowledgment of their origin ; but he is mistakeh 
if he thinks such omission a matter gravely affecting bis 
personal rights. Even to this day a thermochemical constant 
quoted without the investigator's name almost inevitably 
means a Thomsen constant. 

The“ Thermokemiske Resultater " was, therefore, a book 
to be gladly welcomed, although its appearance in one of the 
lesser known languages of Europe seriously diminished 16 
practical utility. We can stand books in German, French. 
and even American. Indeed, we see little need for their 
translation into our own tongue; but we must draw the 
line somewhere, and propcse to do so at the trilogy. Hence, 
in offering us in this country a translation of Thomsen? 
last Danish book, Miss Burke has done us a real service, 
which, apart from the importance of the book itself, 18 not 
to be compared with that performed by a translator from the 
French or German. | 

As already stated, the volume before us is essentially à 
translation of "Thomsen's **'Thermokemiske Resultater, 
which was issued in 1905. It, however, contains an intro- 
ductory chapter of some thirty pages, abstracted from 1 e 
last volume of the “ Thermochemische Untersuchungen ii 
the translator, in order to give the reader of the Engle 
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version a sound working idea of the experimental methods 
adopted by Thomsen. "The rest of the book is divided into 
four main parts which deal with the heats of formation or 
decomposition and other related properties of aqueous 
solutions, compounds of non-metals, compounds of metals 
with non-metals, and organic substances, respectively. Each 
part is subdivided into several chapters containing separately 
tables of the actual constants observed and calculated by 
Thomsen, comparison of, and reflections upon, the magnitudes 
and relationships of the figures, and discussions of the nature 
of chemical reactions regarded from a dynamical stand- 
int. 

If the one feature characterising thermochemistry that we 
have already indicated is kept carefully in sight, the Danish 
volume Thermokemiske Resultater " must be considered 
wholly satisfactory. Most science text-books are compila- 
tions with a very occasional “new fact — many of them 
are sheer digests of their predecessors. Their value, there- 
fore, depends solely upon the assimilative and the repro- 
ductive power of the individual compiler, the latter of which, 
if we may use the phrase, is largely a matter of literary 
skill. If һе has covered the old skeleton with more 
attractive flesh, if he has clothed the flesh more in accordance 
with modern fashion in thought than other writers have 
dore, his book is something beyond an unnecessary addition 
to current technical literature ; but if he has failed in either 
respect . . . . Prof. Thomsen’s book, on the contrary, is not 
а compilation in the usual senge of the word ; it is a record 
of his own work, and, therefore, is purely original. . In fact, 
it is во original that other investigators’ results are largely 
excluded, on the ground that they are not comparable. 
Hence, the volume is not so much a text-book on thermo- 
chemistry by Thomsen, as a text-book on Thomsen’s thermo- 
chemistry—a kind of scientific autobiography, во to say. 
We shall not find in it every constant determined by every 
physical chemist, not even every useful and trustworthy 
constant ; and unless the student is prepared to remember 
this, he may to some extent be disappointed. We have for 
long wanted a convenient and comprehensive collection of all 
thermochemical data hitherto obtained, and that is not 
given us in the pages of the present volume. Nevertheless 
it is à great saving of time and labour to have all Thomsen’s 
Work put before us in a single book, and in our own tongue. 
The actual book we have been examining is a further 
instalment of the set of text-books of Physical Chemistry 
Dow being brought out under the editorship of Sir William 
Ramsay. It extends to nearly 500 pages of nice clear type, 
printed on thick paper without the shiny surface that 
makes much modern print so difficult to read, and so bad for 
the eyes. Miss Burke is described on the title-page a8 
assistant in the Department of Chemistry at University 
College, London. In the main she has done her task well, 
but here and there may be found sentences awkward in con- 
struction, and not as clear in meaning as might be wished. 
On page 53 we read that a certain effect will be produced 
“provided that no secondary reaction take place, which will 
almost always be the case —an assertion that may convey 
either of two antagonistic ideas. We algo find the old and 
Incorrect word ** gasometer ” repeatedly employed, to mean 
“ gas-holder " ; and on page 38 we must convict Miss Burke 
(donbtless as scapegoat for the printers) of a numerical error 
that may create hesitation in the reader’s mind, as to the 
absolute trustworthiness of the items in the copious tables 
that make пр the real value of her book. 


CITY NOTES. 


Metropolitan District Railway Co. 


Tur ordinary half-yearly meeting of this company was held on 
аш at the Westminster Palace Hotel, Sir George S. Gibb 
ng. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
P- 228), the CHAIRMAN said that they were the most satisfactory 
accounts that had ever been submitted since he had been chairman 
of the company, as {Беу were in a much sounder financial position. 
They would remember that at the last meeting the directors sub- 
mitted Proposals for the creation of prior lien debenture atock in 
order to place the company on a sound and secure basis. Those 


proposals had been approved by the debenture-holders—they had 
got the consent of 89 per cent. of the 6 per cent. debenture-holders, 
and 80 per cent. of the 4 per cent. holders. He was sure they 
appreciated the confidence which the debenture-holders had in the 
directors. The Bill authorising the issue of the prior lien debentures 
bad passed Parliament, and they were empowered to raise £750,000. 
They would have no difficulty in placing the stock—it would be a 
well-secured 4 per cent., and having first charge on actual rentals 
raised from surplus lands. The capital expenditure during the 
year bad been £59,499. The estimated expenditure for the half- 
year was £75,000, which included ordinary expenditure, develop- 
ment of surplus lands, a number of improvements, expenditure 
on rolling stock, &c. It also included the substitution of 
another system in place of the  air-worked doors, and 
the change would enable them to effect considerable 
economies. The temporary loans stood at £478,175, and they 
were redeemable at the most convenient time during tbe 
half-year. As they were not in immediate want of money, they 
did not propose to issue the new prior lien stock until after the 


holiday season. They would probably issue £550,000 in the autumn, . 
and the interest on that would really take the place of the interest . 


on the temporary loans. With reference to the revenue account, 
they could regard that with satisfaction. They had had a good 
half-year. They had carried 294 million passengers, a slightly 
larger number tban in any previous balf-year— it was an increase of 
four million over the corresponding period of 1907, equivalent to 
164 per gent. In money the increase was £27,483, or 134 per cent. 
Their traffic earnings were made up as follows: 84 per cent, first- 
class, 104 per cent. from workmen’s, and 81 per cent. from third- 
class, Their season ticket revenue had increased by £8,326, which 
was а satisfactory increase. The average receipts per passenger 
was 1:881, which was a very low average fora route 24 miles іп 
length. When, however, they compared that figure with the one 
in September, 1906, when they revised the fares—1:68d.—it. meant 
an increase in the revenue of £22,000. He thought they were 
witnessing a very large development in the passenger traffic of 
London. It'was estimated that 667 million persons travelled in a 
year, and that was excluding persons using tronk railways 
having а termini in London. No doubt tbe special 
events which had occurred in London this year — the 
Exhibition, Suffragists’ demonstrations, &c.—had affected the 
traffic to a degree, but, in his opinion, they had not added more 
traffic than the company was likely to get in future seasons. 
Persons would travel if they had a good system to use, and if only 
those who catered for travellers would have reasonable commercial 
wisdom, tbere was no doubt that the railways ought to yield largely 
increased earnings. Turning to the expenditure, that showed an 
increase of £10,893. The improved system of signalling had proved 
successful and the efficiency of the maintenance staff had con- 
tributed to the decrease in the expenditure on that account. The 
work done for other companies showed a credit of £5,000. That 
was mainly owing to the electrification of the London and Tilbury 
lines extension, which the District Railway worked. He was 
afraid that shareholders might take the return of the train and car- 
miles, which was in the ordinary statutory terms and apply them 


to the figures of the electric train working abstract, but that method - 


gave them an entirely erroneous conclusion. The statement of the 
train and car-miles showed the car-mileage run on the District Rail- 
way, including tbat of the Inner Circle, North Western—between 
Earl's Court and Mansion House—the London and Tilbury, the City 
Joint Undertaking, &c. Altogether,of the 8,000,000 car-miles run by 
the District cars 42 per cent. were run off the District Railway, 
and of tbe six million train-miles of the District, 21 per cent. 
represented other companies. As regarded the increase in train- 
mileage, that had been 23 per cent. on the District Railway, and 


162 per cent. of mileage run by the District cars for other com- 


panies. The car-mile receipts had been 927d. as compared with 
9:244. for the corresponding period of 1907. The net result of 
the half-year after paying debenture and other interests showed a 
balance of 48,951. that was to say, а debit balance. That figure 
compared with £18,035 balance in the first half-year of 1907, во 
they had improved their position by £9,084. To that had to be 
added the sum of £10,937 which was the company’s proportion of 
the net revenue arising from City Lines Joint Undertaking. The 
total deficiency was £19,859 as compared with £28,191 for the 
corresponding period of 1907. That had been charged to capital 
account. The deficiency had been steadily declining, and he had 
no doubt that before long it would entirely disappear from these 


accounts, 
Lorp GEORGE HawILTON seconded the motion, and the report 


was adopted. 


Liverpool Overhead Railway Со. 


Tun half-yearly general meeting was held on August 11th at 
Liverpool, Sir Wm. B. Forwood presiding. 

The CHAIRMAN, in submitting the report and accounts for 
adoption (see ELECTRICAL REVIEW, р. 228), said that last February 
the directors were able to congratulate the shareholders upon a 
slight improvement in the company’s earnings, which enabled them 
to pay a small dividend upon the ordinary shares. It was thought 
there had been a turn in the tide of their affairs, and that with the 
growth of the trade of the port the future was somewhat brighter. 
That expectation had not been fulfilled, as they had not realised 
that the American financial crisis would have such a far- 
reaching effect, and would paralyse trade in all parts of the globe. 
In common with all railway undertakings, the Overhead Railway 
had felt the stress of the great depression in trade, and it bad not 
so far reaped any advantage from the cheapening of coal and all 
materials which the depression must inevitably bring about. The 
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line was essentially a traders’ railway. When the trade of the 
port was slack the railway immediately felt it, and, considering 


how full the docks were of stesmeis laid up for want of employ- 


ment, 16 was surprising: that the shrinkage in their traffic not 
been greater. As compared with the same half in last year, the 
first-class travel showed a falling-off of 17,769, and the third-claes 
a decrease of 116,953; bot in the cheap workmen’s return tickets 
there was an increase of 92,000. Their net railway passenger traffic 
for the half-year showed a decrease of 42,148 passengers, repre- 
senting £477. The gross revenue amounted to £37,868, and the 
working expenses were £30,511, leaving a gross profit of £7,357, 
from which must he deducted the interest on their debenture, 
£4,329, which left a balance of profit amounting to £3,027. Adding 
to this the balance brought forward of £4,178, there was available 
for dividend £7,206. Out of this a dividend of 5 per cent. was 


recommended on the 1892 preferencesbares. This wouldabsorb £3,000, | 


and leave a balance to carry forward of £4,206 168.94. The company 
had effected a saving in its rates. The appeal to Quarter Sessions, 
though not entirely, was largelv successful, and the saving in rates 
would be £1,600 or £1,700. In the working expenses there was an 
increase of £657, due to the increased cost of coal, oil and tallow, 
and also to the increased mileage run of 25,407 miles. The work- 
ing of the tramways had been satisfactory, and they had materially 
contributed to the gross profits. The number of passengers carried 
by the tramways showed an increase of 14,161. The through 
bookings with the Lancashire and Yorkshire Railway were still 
disappointing. The renewal fund had now reached the sum of 
£35,913. On all Ње short lines of electric railways in London 
inquiry had been made into the cost of working their traffio, with 
the result that they had found tbat in adopting the fashionable 
penny fare for short distances they were following a “ Will o' the 
wisp” which was leading them into a difficult financial 41 if 
not to actual insolvency, At the half-yearly meetings of that com- 
pany the shareholders were also carried away by the same feeling 
that the magic penny would restore prosperity to the line, and in 
consequence reductions were made in the fares, which so far 
had not been remunerative. The time had arrived when 
some slight revision of fares and the conditions of travel 
upon the line ought to be considered. The Overhead Railway 
had been built to supersede the old dock line of omni- 
buses, and during the first six years of its existence the results 
abundantly justified the views of its promoters. It had proved 
to be an enormous advantage to the trade of the port. The old 
dock omnibuses carried 2,000,000 passengers; last year the Over- 
head Railway carried 8,915,000. It was difficult to realise how the 
trade of the port could be conducted without the railway, and he 
bad often thought they had a claim npon the Dock Board for a 
subsidy. If they could have foreseen the introduction of the tele- 
hone and the establishment of electric tramways, the Overhead 
ilway would certainly not have been built without substantial 
assistance from the Dock Board. They bad also, unfortunately, 
suffered from the development of the dock estate, of which they 
did not, and could not, complain. The removal of the timber 
trade from the Canada Dock to Great Howard Street bad lost them 
considerable traffic, and the erection of the double-storey sheds 
along the line of docks had closed many of the vistas of the docks 
which were во attractive to visitors travelling by the line. It was 
somewhat remarkable that with the serious competition of tbe 
Corporation tramways and the electrical service on the Lancashire 
and Yorkshire Railway they had been able to hold their traffic so 
well, In 1902 the total traffic was 8,315,000; last year it was 
8,915,000, showing an increase of 600,000 passengers, but in con- 
sequence of.the reduction made in the fares these 600,000 more 
passengers were carried for £722 less money—in other words, 
while the traffic increased the revenue fell from £68,179 to £67,457. 
Working this down to ascertain the value per passenger, in 1902 
each passenger gave them 192d. and last year only 1770. If 
they bad carried last year's traffic upon the basis of 
the fares charged in 1902, they would have received an 
increased revenue of £5,571, and it should be remembered that in 
this interval they had introduced an accelerated service, which 
added considerably to the working expenses. The loss of revenue 
was chictly due to the workmen’s traffic. They carried last year 
3,257,000 workmen, as against 2,739,000 in 1902 (an increase of 
518,000), and received £1,461 less money, and the value per 
passenger went down from 1:664. to 229d. As the workmen's 
traffic was wore than half their traffic, the question of its value 
required their careful consideration. He was doubtful if the work- 
men’s traffic paid the actual cost of conveyance, to say nothing of 
the cost of maintenance and interest upon capital. As to the 
reduction of expenses, their powers were very limited. They had 
to maintain a rapid service on a line less than seven miles in length, 
they had the cost of 17 stations, and, unlike an ordinary line 
which, once made, required no upkeep beyond the permaaent way, 
their railway had to be painted from end to end every three years, 
and the structure itself required periodical examination, and the 
renewal of parts showing any wear or tear. Comparing their cost 
of working per train-mile with the London electric railways, they 
would tind tbat their own expenditure, deducting the renewal and 
contingent fund, was last half-year 144d. per train-mile; on the 
City and South London, which most closely resembled the Overhead 
line, it was 14:16d., and on the Central London it reached 31 71d. 
Their locomotive expenses were 5'39d. per train-mile, the City and 
South London 4'6*d., and the Central London 880d., and the 
trailic expenses worked out at 5'09d., against 6°27d. on the City and 
South London, and 10:934. on the Central London. Where they 
compared unfavourably was in the revenue per train-mile. While 
they made 187:3d., the City and South London earned 30759d., and 
the Central London Railway 61:18d. The directors’ efforts 
to effect economies were unceasing, Every item of expenditure 


was continually and closely scrutinised, and they were satisfied 
that the success of the line could only come from an increased 


revenue. . 


А SHABEROLDER asked whether the 15 intermediate stations 
could not be done away with and the fares collected as on ordinary 
street tramways. | 

The CHAIBMAN said that had been under consideration, but it had 
been decided that with such a large iseue of return tickets and 
through bookings in connection with the Lancashire and Yorkshire 
Railway Co., it was impossible. 

In reply to another inquiry, the CHa1RMAN said that the Overhead 
Co. generated power at a lower cost than any other generating 
station in the country. 

‘A question was asked as to the possibilities of connection with 
the Cheshire lines. To this Sm WILLIAM replied that something 
might be done in that direction, but at present the company had no 
proposal before them.  Replyiog to a question as to whether there 
was any probability of a subsidy being obtained from the Dock 
Board, the CHAInMAN said that he did not know of any present 


prospect. He wished they had originally stipulated for euch a 


thing; but it was easy to be wise after the event. 
The motion for the adoption of the report and accounts was then 
carried. : 
The election of Mr. G. D. Killey, as & director, was confirmed, 


& protest by a Shareholder against the number of directors finding 
no support. | 


Edmundson's Electricity Corporation, Ltd. 


THE eleventh ordinary meeting of the above company was held on 
August 6th at Salisbury House, H. C., under the chairmanship of 
Mr. P. Debell Tuckett. 

The OnHAaIRMAN, in moving the adoption of the report (see 
ErEcTBicCAL Review, page 185), said that in the profit and loss 
account a reduction was shown in the trading profit as compared 
with last year. This was accounted for, partly by the smaller 
turnover consequent upon the completion of the various works, 
partly by certain special charges having been borne by the trading 
account this year, and partly by the fact that the local authority 
losses had this year been charged directly against this profit instead of 
against reserves as previously. Interest on loans and dividends on in- 
vestments was, however, the item on which they naturally and pro- 
perly concentrated attention, and if it were not that the board were 
able to look behind their accounts to those of the local companies 
wherein lay the real strength or weakness of the position, the dis- 
closure of the reduction in the amount of this item would be 
profoundly disquieting. As it wae, with the explanation he would 
give, there was no occasion for them to entertain any anxiety on 
this head. On the contrary, it should be a source of satisfaction 
to them to feel that they were not afraid to neglect mere appear 
ances, but had used their influence with the local companies to 
encourage them to make additional depreciation provision of oret 
£12,000, of which over £10,010 would have come to Edmundson 8 
had it been distributed instead of being so set aside. Ona strict 
comparison with last year there was, therefore, an actual net gall 
of over £4,000 in the profits from this source instead of the 
decrease of £5,619 shown in the accounts. By way of illustration 
of the process which had resulted in showing this decresse, he 
might instance the case of the Isle of Wight Co., in which they held 
£100,000 ordinary share capital. On that holding they received Ш 
the previous year a dividend of 14 per cent. or £1,500. This yo 
although the profits had increased by £1,200, no dividend had been 
paid, the whole of the £2,700 having been added to the provisio? 
for depreciation. A similar procedure had been followed in the 
case of the other companies. Instead of maintaining or increasing 
the amounts of their distributions, they had increased the amounts 
of their contributions for the purposes of reserve and depreciation, 
and in thus acting they enhanced their company's credit und 
strengthened their position no less than their own. On the debtor 
side of the account, debenture stock interest had increased by 
£428 128. 2d., the last issue of stock not having borne quite a Í 
year’s interest in the previous year. The administration expenses 
had increased by £475 15&, but having regard to the fact that 
three items, aggregating £1,936 148., did not appear in last years 
accounts, he thought the substantial decrease of £1,460 19s. shown 
in the other items. was most satisfactory, especially as it follow 
on а decrease last year of £4,516. It was, however, a question 
whether they would be able to maintain the full extent of these 
reductions, for he was inclined to think that they had been carri 
to a point at which they involved some sacrifice of efficiency. d 
three special items to which he referred were directors’ fees, £ , 
committee's expenses, £988, and legal expenses, £349. The cor 
mittee's expenses were, of course, exceptional. They represente 
the cost of the professional services rendered by the engines 
lawyers and accountants who assisted the committee 10 ti \ 
labours of investigation, and although the amount might possibly 
appear large, he believed no money was ever better spent. pi 
was no question but that the position of the company Was ка 
extremely critical one, which might easily have resulted in ge 
losing every penny they had in it, and the more he realised i 
position the more he felt how greatly they were indebted Ф 
members of that committee for their painstaking examination n, 
the difficult problems with which they had to deal, and for ' 
wise conclusions to which they came. ^ The solution might not 
perfect, but it was workable and effective, and in many resp a8. 
the position was already very much more satisfactory than n 


‚ Much had been doneto improve the methods on which the business 


was conducted, and although much necessarily remained to be ae 
he hoped, now that the financial position had for the trate 
being been secured, that they would be able to conocen 
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their attention on the many details which still required attention. 
In the balance-sheet, sundry debtors had increased by £38,000, 
mainly due to an item of £27,000 owing by the Lancashire Power 
Construction Co., and it was partially balanced by a corresponding 
item of £23,000 owing to the sub-contractors of that company and 
included in the item of sundry creditors on the other side. Invest- 
ments and advances to subsidiary companies stood at £1,409,774 as 
against £1,450,700 for the previous year, and that was principally due 
to the reduction in the amount of the advance to the Urban Co. 
consequent upon the last issue of debentare stock by that company. 
To a substantial extent, however, it was due to the application of 
amounts, set aside for depreciation, to capital purposes їп relief of 
the capital which they should otherwise have had to find. The 
reserve had been increased by £1,491 from £182,073 to £183,564. 
On the debtor side, sundry creditors, £40,441, was some £11,000 up 
on last year, and this was accounted for by the cross entry in con- 
nection with the Lancashire Power Construction Co. Provision for 
bad and doubtful debts, £1,371, was largely a book entry in connection 
with their advance to the Scarborough Tramways Co., on which for 
purposes of account interest had been charged, although it had not 
been earned. The balance of £2,610 from profit and loss account 
had been added to last year’s balance and carried forward for want 
of any specific purpose to which to apply it at the moment. The 
loss on working the local authority undertakings was £295 greater 
than last year owing to the decreased profit realised at Cromer, 
Dorking and Frome, and to the increased capital charges which bad 
had to be met in the case of Hamilton. Dorking was likely to do 
somewhat better during the current year, and they anticipated a 
steady improvement at Hamilton and Surbiton, but he regretted to 
say the prospects at Cromer and Frome were very discouraging. 
The actual loss in the case of these towns was brought about owing 
to their obligation to provide not less than 6} per cent. by way of 
interest and sinking fund on the capital provided by the 
respective local authorities, so that as they earned less than 
3 per cent. in the case of Cromer and Frome, and little 
more than 3 per cent. in the case of Hamilton, and in no case as 
much as 6} per cent., it followed that there was a very substantial 
deficiency to be made good. On the other hand, they must not 
lose sight of the fact that they made contracting profits out of 
these towns, which went some way towards eliminating the losses. 
The Urban Co. guarantee was less by £32, and but for s special 
Teserve provision of £1,612, the amount would have been further 
reduced to that extent. For the current year he would be dis- 
appointed if the amount of this item was not substantially reduced. 
Turning to the schedules, they would see that the proportion of 
shares and debentures had largely increased, whilst the amount of 
the advances had decreased, and the item of investment in the 
Guernsey undertaking had disappeared, Their interest in Guernsey 
Dow appeared in the form of shares and debentures of that com- 
pany, the remaining increase in the amount of the debentures 
occurring in the case of the Isle of Wight Co. The decrease in the 
advances to the Isle of Wight Co. and the Urban Co. resulted 
from the issue of debentures by those companies. The other 
schedule showed the total capital expenditure of all the subsidiary 
companies to have been £69,065, as against £92,760 for the previous 
year, whilst the gross profits had increased by £9,433. Particulars 
of these profits were given for each of the separate undertakings, 
acd he regretted to say there was an actual reduction shown in the 
case of five of them as compared with last year, viz, 
Scarborough, Ilfracombe, North of Scotland, and the three 
local authority towns of Cromer, Dorking and Frome. In 
the case of the Scarborough tramways, the decrease was due 
Partly to the reduced traffic receipts consequent upon the 
extremely unpropitious weather experienced last year, and partly 
to the increased cost of repairs and renewale, but, he was sorry to 
ау, he could hold out no encouragement that the prospects of 
improvement in the case of this undertaking were anything bat 
Poor. They had recently investigated the position with some care, 
and were satisfied that they could do little toalter it. In the case 
of the other undertakings, speaking generally, the decreases were 
attributable to dearer coal ; writing down of stocks of wiring 
goods and fittings; and writing off of losses sustained in connec- 
tion with the dismantling of free wiring. The Lancashire Power 
Co. had not yet turned the corner, since for the year ended 
December 31ef last the accounts showed a loss of £3,777, but there 
was reasonable ground for ho ing that before long it would be in a 
position to show & substantial profit. There was no doubt that for 
торе time the company had been seriously hampered in its deve- 
pment of the business by want of necessary capital, but after 
Protracted negotiations this difficult y appeared likely to be over- 
Pi A solution had been found in the creation of £300,000 
шт cent, first mortgage debenture stock and £100,000 4 per cent. 
come bonds, of which £150,000 of the 5 per cent. debenture 
Stock would shortly be offered pro rata to the shareholders, with 
per cent. of the income bonds asa bonus. The income bonds 
d rank ahead of the shares both as to principal and dividend, 
u Aus dividends were to be non-cumulative and payable out of 
d ta only. The “A” shares, which were already preferential as 
ерші, аз compared with the B" shares, were in future to be 
E нај аз to dividend. They were to receive а 5 per cent. non- 
ry ative dividend before the “ В” shares ranked for dividend, 
es the “B” shares had received a similar dividend, 
Ha ene of profits was to be divided equally. The 
2120000 SPSL consisted of £180,000 in “А” shares, and 
held’ ? in "B^ shares, or £300,000 in all, of which they 
The 30,800 in "A" shares and £55,000 in "B" sbares. 
t Pro rata allotment of the new capital was therefore 
shonid proportion of 50 per cent. to the old, and the smount they 
present us have to find would be £42,900, The company at 
Owed them approximately £10,000, and in order to enable 


the scheme to go throngh, the board had agreed to find a further 
£17,500, leaving certain other interests to take up the balance of 
£15,400 to which they were entitled. Whether they were wise in 
agreeing to put further money into that concern was a matter of 
Opinion upon which some differed. It, atany rate, involved a serious 
and anxious responsibility which they would much rather have 
avoided, but either they had to abandon the £85,000 already sunk 
in the undertaking, or they were compelled to come in to the 
extent of this minimum amount which he had mentioned. The 
board was to be reconstituted, with Mr. Parshall as chairman, and 
Mr. Parshall estimated that the £150,000 additional capital would 
put the company in a strong financial position, and would enable it 
within approximately the next two years to earn a net profit of 
over £18,000. It was no doubt easy enough to arrive at profits by 
estimate, but Mr. Parshall was an engineer of large experience and 
high standing, familiar with the station, with the district, and with 
the problems involved, and he was hardly likely to have staked his 
reputation on the success of his conduct of the business, as he 
undoubtedly was doing. unless he clearly saw his way to a realisa- 
tion of the results he anticipated. The chairman proceeded to deal 
at considerable length with the creation and recent issue of prior 
lien debenture stock, and, referring to the provision that all profits 
earned prior to March 31st, 1911, were to be applied to capital 
purposes, said the board were determined not to jeopardise the 


future by issuing dividends even in 1912 unless the position fully - 


warranted it. 
MIB. CAMPBELL Swinton seconded the motion. 

Мв. Lacey asked whether it was the intention of the company 
not to supply the Lancashire Power Co. with any more money than 
the £17,000 mentioned. He quite agreed that the Power Co. might 
be & flourishing company some day, but they themselves, if they 
kept on lending it money, migbt find themselves in the Bank- 
ruptcy Court before that day. They had no money to speculate 
with. He congratulated the directors on the attitude which they 
bad adopted for managing the affairs of the company. He would 
like to know why such a large sum of money as £1,000 was spent 
by the Committee. 

Мв. FuLLEB wanted to know whether the board were satisfied 
that the materials of the subsidiary companies were properly 


valued. 
A SHAREHOLDER said he would like to know where the £229,000 


reserve was, 

The Снаівман: There is no fund set apart except the security 
in the investments. 

The SHAREHOLDER thought they would be in the same plight as 
the South Wales Power Co. if they did not use caution. 

The CnarRMam, replying to these and other criticisms, said he 
could assure them that the board were not anxious to put further 
money into the Lancashire Power Co., and he had no doubt that 
the past directors were sorry that they could not go back on their 
decision, and recover the money put into it. It was admitted that it 
was а bad investment. There was, however, a prospect of the com- 
pany turning the corner, and Mr. Parshall had expressed his 
opinion that if the £140,000 was raised an improvement would be 
shown. The full amount that the Power Co. required of them 
was £42,900, but the directors had stood out against that, and 
said they would go no further than £17,000. They would not go a 
penny further than that. The directors had gone into the whole 
question, and considered that what risks there were were warranted, 
and they were well assured in finding the £17,000 in the hope of 
recovering some of the money already sunk in the concern. He 
knew that power companies were not going as well as could be 
ре but the opinion was that they had got a future before 
them. 

Мв. BARBER asked whether there was any prospect of their not 
being called upon to fiad more than £17,000. He would remind them 
of the Sto:k Exchange motto, Cut а loss, and let a profit run.” 

Мв. Lacey said he thought the board would manage the affairs 
properly if left alone, but it was а question whether any outside 
influence was being brought to bear on them. 

The OnarRMAN remarked that he was a large shareholder and 
they could not have anyone to protect their interests more than he 
would. Hedid not think the outside influence had been detri- 
mental to the company. As to the Committee’s expenses, the 
auditors’ fee had come to 500 guineas, but he thought they would 
consider the money well spent. 

Mn. Влввев: Can you give us any opinion about the Scarborough 
tramways? | 

The CHAIRMAN said they thought very badly about Scarborough 
tramway prospects, They were not spending any capital there. 
With reference to the value of stocks in former years, they had been 
over-estimated, but they had been written down most drastically, 
and if anything they were under-estimated rather than over-valued. 
They could not get away from the fact that the position of the com- 
pany was very bad from the point of view of the shareholders, but 
if they wonld have patience and confidence in the board, they 
believed that in time they could pull it round, That could only be 
done by putting it on a solid basis. 

The report was adopted. 


Central London Railway Co. 


Sir HENRY Oak ey presided on the 6th inst. over the twenty- 
sixth ordinary general meeting of thiscompany held at the Holborn 
Restaurant. 

The CHAIBMAN, in moving the adoption of the report, said that 
happily they had had no serioustrouble. The undertaking had been 
completed by the construction of the line at Shepherd's Bush from 
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the down road round their yard info the uproad, which had made their 
railway а continuous working one. They had established a station 
immediately opposite the entrance to the Franco-British Exhibition, 
and that had earned its living well. The expenditure on capital 
account bad been small. The only important expenditure was the 
construction of the line referred to, and machinery for ensuring 
their working properly under all circumstances. The board had 
sanctioned an expenditure for machinery, which, if any part now 
broke down, would be more than enough to carry them on. It was 
money well spent, and they felt they were not on tenterhooks of 
failure if any unfortunate accident occurred., On the new Jine and 
' station they spent 238,650; on the additional power £11,048, which 
would enable them to reduce their expenses. Their pecuniary 
position was very simple. They had about £240,000 in powers not 
exercised, and their expenditure on capital account was £113,000 
in excess of their money. They had probably £30,000 to spend, 
so that they had £143,000 of liabilities to be paid out of £224,000, 
a margin of £81,000. But tbey did not want money for their 
present purposes, because they had a reserve which they used-for 
their working capital. On all capital questiens the board were at 
ease. They might, however, have to add two additional trains, but 
they were going to see if they could work without incurring that 
additional expenditure. The  half-year's revenue had been 
brightened by the very bandsome addition to their ordinary traffic 
in consequence of the Franco-British Exhibition. For the first 
four months up to the end of April there was a decline in their 
daily receipts and in the number of passengers carried. The traffic 
disappeared in the short-distance fares. The only way to meet 
that would have been to reduce their fares to a 1d., but there was 
still а large proportion cf the public who paid 2d. for short 
distances, and they decided to test the experiment for a year 
without altering it. In the four months they had lost 1,034,000 

assenfers. On the opening of the Exhibition on May 14th things 
begad to get brighter, and in six weeks they got 676,C00 more 
passengers than in the corresponding period last year. They were 
satisfied that they had gained more by the construction of the line 
aod the station than their competitors. There had been another 
development due to the through booking between their line and the 
other tubes. Last year they carried 2,296,000 through passengers, and 
that class of traffic was gradually increasing. Although they changed 
their universal fare of 2d. to 3d., they did so with misgivings, but 
it had produced in the half year £12,000. Though they were sorry for 
the sentimental loss of the 2d. tube title, they were recompent ed 
by the additional revenue they got. The result of ће year was 


that they had £8,761 more in earnings than for the corresponding | 


period, but that had been reduced by 4181 for additional 
expenses. That was due to an arrangement regarding the 
rates and taxes with some of the parishes, by which 
they saved £700 or £800, so that on the whole they had 
available £8,576 as an addition to the net revenue. They earned 
per passenger 1:97d. as against 1:06d. They were not quite so well 
off as they hoped, for last year they brought in £14,000, this year 
only £10,000, so that the result was that their divisible money was 
reduced by £4,000. The net balance would permit of a dividend 
being paid at the same rate as last year, and the carrying forward 
of £29,125. as compared with £25,891 last year. They had made 
provision to the extent of £5,000 for the deferred stock, which 
was not payable till the end of the year. 

Lord RATHMORB seconded the motion. 

Replying to a SHBAREHOLDEB, the CHAIBMAN said he understood 
the promoters of the Exhibition were endeavouring to arrange for 
its continuance next year, in which case the Wood Lane station 
would be exceedingly useful. 

The report was adopted. 


Lanarkshire Tramways Co. 


Тик directors’ report for the half-year ended June 30th, 1908, 
states that the receipts were £33,961, and the expenses £18,992. 
Deducting contributions payable to local authorities £1,118, 
interest on debentures £608, and interest on loans £118, апа 
adding £895 brought forward, there remains a balance of £14,020. 
Of this £8,617 is devoted to dividend (6 per cent. per annum for 
the half-year) on the share capital issued prior to January Ist, 
1908 ; £248 to dividend at the same rate on the new issue of 2,077 
shares from date of pay ments of the instalments to June 30th, 1908, 
and £5,155 is carried to revenue new account. The traffic receipts 
have again been very satisfactory, exceeding by over £4,000 the 
receipts for the corresponding half-year of 1907. Although the 
expenses have been very heavy owing to high prices for coal and 
legal charges in opposition to Parliamentary Bills affecting the 
company's interest, the profit available for distribution, after 
reserving £1,118 for contributions to local authorities as compared 
with £621 last year, is sufficient to pay a dividend at the rate of 
6 per cent. for the half-year as against 5i per cent. at June 30th, 
1907, and to carry forward approximately the same amount. The 
directors will, as usual, provide for depreciation when the final 
accounts are made up at the end of the year. During the half-year 
the balance of the loan from the company's bankers, viz., £7,500, 
has been repaid. The 2,077 shares offered to the shareholders in 
February last were subscribed for in full. The proceeds have been 
utilised in constructing the two extensions referred to in the pre- 
vious report and in the purchase of seven additional cars, The 
directors regret that, owing to delays in parsing the plans by the 
local authorities and late delivery of certain m»terials, the lines 
were not opened as early as anticipated. The Board ot Trade 
inspection was to take place on August 7th. As the company's 
plant is already working at full load, negotiations are pending for 
the supply of energy in view of the above extensions, which will 


obviate for the present further capital expenditure on power station 
plant. The company’s application to Parliament for an extension 
of time, referred to in the previous report, has received the 
Royal Assent. The dividend is to be paid on 22nd inst. 


Chatham and District Light Railways Co. 


Ture directors’ report for the half-year ended June 30th, 1908, 
shows that the receipts were £19,062, and the expenses £12,433, 
leaving £6,628, less rent of Rochester Corporation lines, £991; 
interest on debentures, £1,234; interest on loans, &c., £266; 
expenditure on lines abandoned, £51—total £2,542 ; leaving, with 
£348 brought forward, £4,434. Of this £2,940 is absorbed by 
dividend at the rate of 5 per cent. per annum on the preference 
shares, and £1,494 is carried to revenue new account. Owing to 
continued trade depression in the Chatham district the revenue for 
the half-year has been very disappointing. The Rochester Cor- 
poration extension lines to Strood Hill and Frindsbury were opened 
at Easter and leased to the company. Satisfactory arrangements 
were made for the supply of energy for these extensions from the 
Kent Electric Power Co. Daring the half-year the loan of £2,500 
from the company’s bankers has been repaid. The directors will, 


. as usual, provide for depreciation when the final accounts are made | 


up at the end of the year. 


Chilian Electric Tramway and Light Co., Ltd. 


Tux tenth ordinary general meeting was held on Monday at the 
offices, London Wall Buildings, Sir Julius Wernher, Bart., presiding. 

The CHAIRMAN, in proposing the adoption of the report, said he 
was pleased to state that there had been satisfactory developments, 
both in the tramway and in the lighting department. They had 
carried 10 million more passengers than in the previous year, and 
had increased profite from the light and power departments. It 
must, however, not be forgotten that they had more difficulties to 
contend with in the year 1906, and many stoppages from which 
they had been free in the year under review. On the other hand, 
they had suffered from increased expenditure. During the past 
year wages had almost doubled in Chile without any increase in 
efficiency on the part of labour, and owing to the low rate of 
exchange the cost of their numerous supplies, especially coal, 
had increased considerably, and it was only when the 
water-power scheme was completed that they might look forward 
to a large saving and to very much better results. They were not 
in a position to pay any dividend, and it was greatly to be regretted 
that the larger part of the capital remained unremunerative. The 
negotiations for a revision of the tariff to which he alluded last 
year were still being continued, and he had no doubt that they 
would finally come to a satisfactory arrangement. They had found 
it necessary again to change the management, and had appointed 
Mr. Carl Muller managing director, residing in Santiago. He was 
а man of exceptional experience and ability, who had been very 
successful in his past career, and they felt confident that he would 
be of material assistance and benefit to the company. 

Вів GERALD Еттговвагр, K. C. M. G., seconded the motion, and 
the report was adopted. 


The Tyneside Tramways and Tramroads Co. 


Tux half-yearly meeting was held in Newcastle-on-Tyne, on 10th 
inst., Dr. J. T. Mers, deputy-chairman, presiding. 

The directors’ report for the half-year ended June 30th stated 
that the surplus of receipts over expenses was £3,243, which, with 
the balance brought forward from last half-year of £423, made â 
total to the credit of profit and loss account of £3,665, and after 
deducting interest on debentures, loans, &c., amounting to £1,209, 
there remained an available balance of £2,456. This profit the 
directors proposed to appropriate as follows:—In the payment of 
dividend on preference shares at the rate of 5 per cent. per annum 
(less income-tax), £498; in placing to the credit of reserve for 
renewals, depreciation, and other contingencies, thus increasing the 
amount to £5,500, £900; in setting aside for the reduction of 
registration and formation expenses, £330; giving a total of £1,728 
and leaving to be carried forward £728. The decreased profit for the 
half-year, as compared with the corresponding period of last year 
was entirely consequent upon the reduction io receipts, amounting 
to £1,252, against which the reduction of running expenses was only 
£19. This falling-off in revenue was attributable to the smaller 
traftic on the company’s lines, caused by labour troubles and the 
depression in trade which had been prevalent in the district during 
the period. Of the unissued preference shares, 27 were applied for 
and allotted during the balf-year, and a further 50 had been applied 
for since June 30th, thus leaving 890 still unissued. The consols 
held in respect of Parliamentary deposits had been released 80 
were now retained as an investment of the reserve fund. ' 

The CBAIRMAN said the principal feature in the past half-year 8 
working was the considerable decrease in traffic, which amounted 
£1,251. They would at once see, comparing that with last yest 
that that was almost the exact figure that represented the ordinary 
dividend which they paid at the corresponding date a year ago. 
The reduction was partly in ordinary traftic, the decrease e 
being £553, and partly in the holiday tratüic, which represente : 
decrease of £398. The causes that had brought eon 
that reduction were well known. It was, first of ш 
due to general depression of trade; and, secondly, to the labo 4 
troubles, which had existed for six months in thia district an 
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which were still going on. They would see that these troubles 
had not only affected the ordinary traffic, whicb includéd the 
workmen's traffic, but also the holiday traffic. The mileage that 
had been run had been almost the same as that of the last half- 
year. The passengers carried had been 318,108 fewer than in the 
corresponding half of last year, and as each passenger almost 
exactly represented ld., that explained the decrease of £1,251. 
The receipts per car-mile were 7:89d., as against 8:84. in the first 
half of last year, and the expenses were about the same as last 
year. They had brought forward a balance of £423, and they 
proposed tocarry forward £728. They had written off £900, as on 
former occasions, to go to the reserve fund for renewals, deprecia- 
tion, &»., and £330 had been set aside for the reduction of legisla- 
tion and formation expenses. Of the preference shares, 2,110 had 


been iesued to date. 
Ms. J. H. ARMSTRONG seconded, and the report and balance- 


. sheet were adopted. | 


The CHAIEMAR, in answer to a question, said that, on the advice 
of their engineer, they proposed to accumulate £20,000 in the 


reserve fund. The dividend on the preference shares was: 


approved. 


American Telephone and Telegraph Co. 


THE gross receipts of this company's operating constituents 
increased $3,009,300 or 6:5 per cent. in the five months ended 
Мау 3186 About one-third of this increase was saved for interest 
and dividends. The operating expenses increased $1,978,700, 80 
per cent. of this, or $1,581,600, being represented by increased 
expenditures for maintenance or added taxes. The direct cost of 
securing the new business was but $393,000, or 13 per cent. of the 
gross return. The capitalisation of the parent company is 
$330,484,855, the stock being held by 25,000 investors. This 
capitalisation, as well as the capital obligations of the subsidiary 
companies, is represented by property, the replacement values of 
which—without considering any value in rights of way, franchises 
or patents—are estimated at $40,000,000 in excess of the entire 
outstanding capital of every kind. The franchises and rights of 
way are in greater part permanent. . 

According to the New York Electrical World, the gross receipts 
of the operating companies during the past few months have 
shown smaller monthly increases on account of a slowing down of 
new construction. The increase in the number of new telephone 
stations installed during the first months of 1908 has been less than 
for several years. On the other hand, there has been a gradual 
weeding out of certain low grade equipment installed during the 
expansion of 1906. The company feels that the substitution of 
higher class service at a higher price has caused the gain in gross 
earnings. The following figures apply :— 


Gross telephone receipts. Increase. 


January... — ...  .. 59, 607, 900 $747,000 
February i i . 9,384,400 747,000 
Marccl  .. 9,790,100 570,500 
April.. 9,882,200 535,100 
My ... 9,890,300 408, 300 


Ina later issue our contemporary adds that one of the significant 
features of the report is that the net earnings showed marked 
increase. The net balance available for dividends for the first five 
months of the year was equal to 5:27 per cent., as against 5°25 per 
cent. in 1907, on $21,000,000 less capitalisation. The condition of 
he company is thus summarised in the report:. The current year 
will be one of greatly decreased figures on the score of new con- 
struction and extensions. In the last eight years nearly $352,000,000 
was devoted to this purpose. The tendency to let up in expansion 
began early last year when the expenditure for new construction 
on the part of the Bell system was $30,000,000 less than in 1906. 
‘aintenance allowances, the most vital factor in the telephone 
altaation, continue on а liberal scale and at practically unchanged 
figures, In 1906 the ratio of maintenance to gross earnings was 
29 per cent.; in 1907 it was 287 per cent. Financial requirements 
bave been satisfied till January, 1909, and, if necessary, it is stated 
that no new funding operations will be needed till 1910, when the 
company’s note issue of $20,000,000 will become due. What is of 
dini significance, the investment merits of the company's securities 
Ford been genuinely recognised by England and the Continent. 

Oreign bankers hold at least 25 per cent. of the large issue of 
convertible 48,” 


Great Northern, Piccadilly and Brompton 
Railway Co. | 


таа half-y early meeting was held on Tuesday at Hamilton House, 

ictoria Embankment, Bir George 8. Gibb in the chair. 
moving the adoption of the report (see ELECTRICAL REVIEW, 
6.30), the Снлтвмлм said that in considering their accounts 
€ bad to remember that the company was not only a new under- 
route t but it was laid in what he might call a new route. The 
with Riek which the line ran was previously very badly supplied 
bili velling accommodation, and that fact pointed to the pro- 
PT of the growth of traffic being slow and long continued. 
ns соо which gave the best traflic upon the opening of a 
establin рва were when the railway was located on an old- 
the ей route, because the traffic was there, and rapidly came 
route 15 line, but when travel had to be developed along a new 
i „ long time coming, but when it did come it was 
tube had stop. He thought their development on the Piccadilly 
been unusually rapid. They were only in their third 


half-year of working, and last half-year they bad carried 174 
million passengers, an increase of 54 millions over those 
carried in the corresponding six months of 1907, or an increase 
of 46 per cent. That, he thought they would agree with 
him, was a very handsome increase, Their workmen's traffic 
constituted 114 per cent. of the total. The average receipt per 
passenger had been 195d. Their through traffic had developed very 
well They had carried 44 million people with through tickets 
that was 254 per cent. of their total traffic. They were able to show 
a slight decrease in expenditure, and they found that the equip- 
ment of the railway was lasting exceedingly well. The permanent 
way equipment and the car equipment were both most excellent. 
They were finding that the permanent way was lasting in the 
Piccadilly Tube better than in any London railway with which he 
was acquainted. It would be noticed that the Bill approved by the 
shareholders at the last meeting had received the Royal Assent, and 
the shares other than those held by the Underground Co. had now 
become 4 per cent. preference shares, having the guarantee of the 
Underground Co, behind them. They were able this half-year to 
declare a dividend at the rate of 31 per cent. on the whole of the 
capital of the company. It was not a very large dividend, but still 
It was most satisfactory that they shonld be able to pay a dividend 
80 soon, and he believed it was only the beginning, and that before 
long it would considerably increase. | 

Говр GrorGe HaxiLTON seconded the motion, and the report 


was adopted. : 


Dublin and Lucan Electric Railway Co.— The 
directors’ report to June 30th, 1908, shows that after providing for 
debenture interest there is an available balance of £868, out of 
which the directors recommend the payment of the usual half- 
yearly dividend on the 5 per cent. preference shares, which will 
absorb £475; the balance of £393 is to be carried forward to 


next half-year. 
Calcutta Electric Supply Corporation, Ltd.—The 


number of units delivered to consumers during the four weeks 
ended June 26th, 1908, were 561,055, compared with 490,743 units 
in the corresponding four weeks of 1908. 


Official Announcements re Companies. — The 
following companies are to be struck off the register within three 
months, unless cause is shown to the contrary :— ` 


Accumulator Syndicate, Ltd. 

Californian Electric Power and Mining Development Syndicate, Ltd 
New Mutual Telephone Syndicate, Ltd. 

Patent Oil Fuel Burner Co., Ltd. 

Penarth Tramway Syndicate, Ltd. 

Priestman Oil Engine American Syndicate, Ltd. 

Dorchester and District Electric Supply Co., Ltd. | 
Electrograph, Ltd. 


Forward Engineering Co., Ltd. N : 
Kingsbridge and South Devon Electric Lighting and Traction Co., Ltd. 


„Vernon Mechanical and Electrical Registers, Ltd. 


Stock Exchange Notices. — The Committee has 
appointed a special settling day as under :— 


Wednesday, August 26th.—British Aluminium Co., Ltd.—Further issue о 
20,100 A 6 per cent. cumulative preference shares of £5 each, fully paid, 


Nos. 20,001 to 40,090 and 40,121 to 40,130. 

And ordered the undermentioned securities to be quoted in the 
Official List :— 

American Telephone and Telegraph 9 ee 4 per cent. convertible 


bonds, 1936, of $1,000 each, Nos. 1 to 100,000. 
British Aluminium Co., Ltd.—Further issue of 20,100 ** A" 6 рег cent. cumu- 


lative preference shares of £5 each, fully paid, Nos. 20,001 to 40,090 and 40,121 


to 40,130. 
Mexican Light and Power Co., Ltd.—&1,500,000 7 per cent. cumulative pre- 


ference shares of $100 each, fully paid. 
Electric Supply of Victoria, Utd.—The directors 


recommend a dividend of 6 per cent. (18. 23d. per share) on the 
preference shares for the past year, carrying forward £782. 


Oldham. Ashton and Hyde Electric Tramways Co., 
Ltd.—The directors have declared an interim dividend of 5 per 
cent. per annum (5s. per share), less income-tax, on the ordinary 


shares for the past half-year. 


South Metropolitan Electric Light and Power Co., Ltd. 
he transfer register and register of preference sbarebolders will 
be closed from August 18th to 31st for preparation of warrants for 
the interim dividend for the half-year ended June 30th, 1908. 


Electrical Securities and Equipment Co.—The 
annual meeting of this company was held on Monday at Dashwood 
House, Broad Street. The proceedings were private, and a request 
by a representative of the ELECTRICAL Review for a copy of the 
annual report, met with a refusal. 


Oxford Electric Co., Ltd.—The directors have declared 
an interim dividend of 5 per cent. per annum (2s. 6d. per share), 
free of income-tax, on the ordinary shares for the past half-year. 


Charing Cross, Euston & Hampstead Railway Co.— 
The half.yearly meeting of this company was held on Tuesday at 


Hamilton House. 
Mather & Platt, Ltd.— The directors have declared an 


interim dividend on the ordinary suares of 5 per cent, free of 
income-tax, for the hali-year to June 30th, being at the rate of 


10 per cent. per annum. 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Compared with the corresponding period of 1997. 


1 includes horse, steam and other receipts, 


i 
| Fort- Receipts for | No. Route 
Locality. night | e of Total to date. miles 
| ended. fortnight. wks. open. 
# £* & £* | Ino. 
D .. Aug. 5; 1,638 + 57 9 15,819 |+ 10.144, ., 

eas oe * 55 8 1,060 + 191 | 12 5,096 — ^ "9 i 8 P 

Bath ee ee ° LL Б 2,185 + 889 81 Ri — 1,008 18 | ee 

Belfast oe n О] 7 7,509 + 88 19 63,659 — 847 i Н a 

Birkenhead. „ 9] 2544 — 161 19 | 90,613 |+ 611 18:59 .. 

Birmingham Corp. | 1 | 12,534 |+ 89, 18 113,279 |+ 5,598 |66:40| .. 

Blackburn . July 29| 1,1992 |+ 66 18 21,283 |+ 1,130 1413 

Blackpool Corp. .. | Aug. б 5,008 |— 233 98,539 |+ 1,004 | 11°87) . 

—Fleetw'd. „ 8| 8,601 — 197 5 5,8985 — 648 823 

Bolton . „ 9 507 — 487 19 | 45516 |+ 1,156 | 98 i.. 

Bournemoum . „ 5 4482 — 480 18 | 3,065 — 1,661 21.72 

{Bradford . .. July 25 4923 |— 50 17 80,564 |+ 579 649, 1 

Brighton .. Aug. 9 8496 |+ 467 19 | 13,69 |+ 628 9'5|.. 

Bristol * ee 7 12,470 + 2714 ee ee ee 12°21 PY} 
it. Elec. Trac. Oo. 

ЕР ee oe July 31 888 + 8 80 6,785 + 83 3:65 ds 
Barnsley н 31 369 Wl y 5,260 |+ 33%|.. 4 
Barrow . „ 81| 65— B8|n 7,938 |— 174 | 687] .. 
Cavehill . [T] 81 222 |— 5 " 2,721 + 188 | .. x: 
Devonport oo | p 81| 1,001 |+ 46,» 18,622 |— 1|885|.. 
Gateshead и 21| 2.054 — 8j» 30,354 |+ 281 115 
Gravesend ee M 81 188 — 61 T] 6,269 — 895 6:5 we 
Greenock .. oe п 81 1,342 ya 97 [T] 15,894 — 4,085 7°95 ee 
Hartlepool ‚| gp 31 6938 |— 5j» ,183 |— 1,315 | 6°99 | .. 
Kidderminster . n ЗІ 805 !+  16| n 20 — 122 
Leamington н 31 495 T 75 » 4,889 318 vs 
Merthyt ee t 81 434 + 96 Т 6,301 + 77 90 A 
Metropolitan „ 31 | 13,108 12,801 | s 167,962 |+ 33,573 | 99 | .. 
Middleton e] gs, 81 838 i+ 10] n 10, + 388 ВБ. 
Mid. Joint Com tee , 3l 11,705 60 „ 172.486 — 5522 
Gldham—Ashton | „ 31 1.222 — 63 n 17.907 — — 86 |918] .. 
Peterborough „ 31 990 [+ li|) s 8,754 |+ 91 5-81 .. 
Potteries ae "n 81 8,676 lic 62 0 54,968 жари 498 99 өө 
Rothesay .. „ 831) 1,625 + 555» 5,843 |— 287 | 2°96 
Bouthport.. -| „ 31 741 — 80) n 8,245 |— 878 | 17 
8. Metropolitan. 5, 31 1892 7 86 | „ 28,687 |+ 681 | ,. 
Swansea .. «| » 9l 2,059 |+ 89 „, 1,687 |+ 1,856 | 5°5 
Tynemouth .. » 81 795 — 12 y 6,414 |— 494 | 8°96 
Weston-s-Mare .. | , 29 648 j+ 38 | v 3,269 |— 14 
[Worcester „ 31 56 1— 3 ж 8,224 |+ 38 | 6°96 
Wrexham eja B 225 — 8} y 8,030 P 18 | .. 
Yorks. Wool. Dist. | „ 8) | 2,147 — 21, и 27,017 |— 1,148 | 17 
Miscellaneous. | „ 81 411 — Wj u 6,058 — 492 

| 
le A .. Aug. 8; 92,844 |+ 112 E T 
Burton on- Trent „ ШР 9 652 + 37 | 19 5,280 |— 418 . 

Bury... e [| 9| 9,514 1+ 137 183 23,487 | 1,920 | 10°6 

Cardiff aa .. July 18! 4,532 ,—2,198 16 34,911 — 934 

Carlisle. . | Aug. 8 487 i+ 93 | 82 0,96 + 19 

Chatham and Dist. | , 6 2.157 |+ 263 131 | 23,454 + 158 114-87 

Cork .. e. e|, 6 1,100 — 8381 14,210 |— 481 | 9:80 

Croydon . „ 78.444 1+ 98119 | 2808 |+ 241 1125, . 

Darlington .. „ 8 492 — 95:19 | 8818 — 969, .. 

Darwen v | „ 7 191 — 10,35 4,579 — 19 | 4:86 

Dover.. .. „| „ 38 628 |+ 82 18 4,138 |— 88 | 4-75 

Dublin - lad ee “Т | 12,721 |—2,938 | .. 32.465 |+ 8,014 [54°95 

Dundee .. SQ], 5) 2,574 4 872 115 | 14,615 |+ 1,114 | 14:6 

East Ham „ 8! 2,020 |— 70 19 16,557 |— 928 | 7°95 

Exeter 5 uw 832 7 7 19 6,160 |— 131 4 

Glasgow .. „ 8 89,767 |--1,54 | 10 | 170,232 + 1,467 89˙25 

Hastings ° ө oe | 95 6 9,345 с Bt ee or ee а 

Huddersfield — ..' „ В| 8,255 — 242 | 18 | 31,197 le “407 | 26-5 

Hull .. E .. a 8 5.216 ＋ 67 19 45,81) |+ 201 

Ilkeston " „ 5 345 1+ 1 18 2,668 49 

Ipswich "IZ. | 1,116 |+ 69 | 19 7,835 — 100 [ios 

Lan'kshireTrm Co. | „ 6j 2.865 |— 46 | 31 40,255 |+ 8,790 :15'82| . 

Lancashire United „ 5 3,130 — 10 31 41,201 |+ 2,023 | 

Leeds soe „ 113,762 [4+ 111 18 | 121,628 |+ 5,604 96-17: 

Leicester. „% ue 8j enn #9! ZA EE e 

Leith.. ee ee 1 1,296 + 176 117 6,485 | e» 

Liverpool |. 1; 22486 |— 768 | 3l 828,811 m 9,278 

1L. C. C. T" .. July 25 71,707 4 5,188 | 143 | 580,704 1 63,047 

London United .. Aug. 8. 19,149 11129 , 208,973 |+ 3,818 | 

tLowestolft .. „| nn 1! 378 [+ 44 7,777 |+ 157 

Manchester ed, 8 | 83,873 72,591 19 290,344 +12,82 . 

Newcastle .. . „ 8 7.805 — 565 19 74,602 — 4,9 | 

Newport |» 11.10 1 14 18 12,258 — 818 

Northampton „ 7 19861 152 182) 903 |+ £30 

Oldham v „ 9 4212 |+ 145 20 89,701 + 727 .28: 

+Pontypridd Бы, буу «| 503 |+ 111 | 19 6,977 + 1,863 

Portsmouth. „| „ 86.019 1+ 417 19 89,997 |+ 460 

Preston . . 4, 5 1,532 — 6175 M TEES 

Reading July 80 | 1,867 ＋ 103 17 11,055 |+ 274 18. 

Rotherham .. Aug. 6 1,836 — 9; 189 | 11388 + 187 10 

Salford es es „ 10, 10,110 | + 595 19 91,575 |+ 1,063 

Sheffield... „ 25.744 [+ 139 185 | 105.406 |+ 165 

{Southampton „ 5 1.509 + 88 18 12,509 + 1,562 

Routhend-on-Sea .. „ б 1,560 1+ 99 | 19 4,868 + €53 

Sunderland .. June 28 | 43,526 |— 778 | 18 15,009 |— 8,869 

Swindon ee ae Aug. 5 190 EV 32 ee ee e 

Tyneside .. „| n 5 1.014 — 48| 5 2,984 |— 211 

Wallasey .. . „ 8, 2280 — 12 184 | 17,531 |+ 818 

+ Walthamstow * 1 775 ＋ 107 18 121101 |+ 977 

West Ham .. .. July 30 | 4,539 |— 227 18 40,421 |— 2,458 

Wolverhampton .. | Aug. 5, 1,877 — 9818 16.072 — 246 

Baker St.- Waterloo , н | 5.370 |+ 985 | 6 | 17,410 |+ 2,920 

Cen. London Rly... „ 8113152 +4,057 | 6 42.958 | 412,072 

Char. +, Eus. Нашр. „ К 6,715 1. 3-56 19,915 |+ 4,140 

Cit & В, Lon. Rly. p 9 5 820 7 200 6 17,542 x 1,245 

Dublin-Lucan Rly. w 7 378 |+ 14 5 878 — 85 

D'N and City Bly. | „ 8 2 — 224 6 | 7,948 — 1,890 

G. N., P'dy. & Brmtn.| as 8| 9,295 — 1.825 6 80,470 |+ 5.910 

L'pool Overh'd Rly. | „ 9 | 8121 — 708 6 8,990 |— 1,660 

Mersey Railway » 8 812 |+ 65 6 11,141 | + 85 

Metropolitan Rly... „ 9 | 80205 41,548 | 6 95,185 |+ 9,220 

Mot, District Rly... | „ 8 16.913 142690 , 6 | 63.918 + 7,784 

Anylo-Atgentine .. „ 5 46,688 113.796 32 | 599 090 | + 83,238 

gAuckland July 17 11,10 41,742 | 282 | 82.579 + 8,578 

Bombay (B. E. T.) . „„ 16, 4278 |+ 544 98 | 06,5983 418,038 

Brisbane S Juls | 14,026 41,251 | .. Е D 

Buenos A. & Belgr’o. July 1 3 664 T 507 26 98,675 |+ 1,116 

Calcutta . Aug. 8 6219 — 22 - a 

Geneva „ . June 8 404 Ги эг 

«halgoorlie, М.А... July 3,074 2 25 28,729 ei 

Madras .. [шу 31 1,221 |+ 88 80 | 17,192 + 1.582 

Montevideo.. June | 16,519 |+2,597 | 82 | 160,490 724,45 


t One week only, 
§ One month, 
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STOCES AND SHARES. 


Tuesday Evening. 


HERE and there the Stock Markets give evidence of better prices 
and better business, This sentiment is more apparent amongst 
speculative issues, the investment markets remaining somewhat 
dull and inanimate, because of the weakness in Consols. The 
Home Railway section has become infected with fresh flatness, in 
consequence of the July Board of Trade returns showing a heavy 
decrease in imports and exports alike. July last year wasa 
bumper month so far as the country's trade was concerned, and the 
figures for the month just over compare favourably enough with those 
for the same period two years ago, although this comparison carries 
no weight with the markets. 


The exporte of electrical goods and apparatus stand out in 
solitary grandeur as the only exception to the rule of decreases 
observed in the July trade returns. Copper, the metal, has been 
mounting steadily in price for several weeks past, ostensibly upon 
the great demand for it in electrical trade circles. The group of 
American “bosses” controlling the metal market may know more 
about the real reason for the advance than electrical companies do, 
but the popular explanation has served admirably, and copper is 
being talked considerably higher. Other metals, of course, have 
sympatbised to some extent in the movement. 


Dresriness and apathy have again settled upon the Home 
Railway market. Not one of the various departments into which 
the market is divided can be called strong. A batch of excellent 
reports from the three latest Tube companies has been published, 
and Piccadilly 4 per dent. Debenture at 91 is rather firmer. 
Charing Cross Debenture remained at 82}, the company's report 
naturally showing least marked progress of the three undertakings. 
Bakerloo Debenture is steady at 92. No change marks the Under- 
ground Railways profit-sharing notes; the price is dull at 4l. 


Other Tube railway issues are inclined todroop. Great Northera 
and City Preferred fell to 15s. upon the very drab outlook at 
present apparent. Metropolitan Consolidated at 36 has loat 1. 
For this the brilliant weather of last week was held in some degree 
responsible, but since omnibus issnes are also deprersed & mote 
likely cause is to be found in the general public disinclination 
to buy Home Railway stocks. 


Central London Deferred has fallen 1, while City and South 
London shows no recovery. | 


A rise of 2 in British Columbia Preferred is balanced by An 
equal fall in the Deferred stock. The Canadian“ group continued 
strong and animated. Rio de Janeiro Tramway, Light and Power 
Common shares have risen 44 to 59,'and the 5 per cent. Gold 
bonds are better at 89. Mexican Tramways Common 
improved to 117, and the Fives to 94. Amongst the lighting 
issues, Mexican Light and Power is 71], Canadian General 104, 
the Preferred stronger at 114, and Shawinigan Capital stock is 74. 
The 44 per cent. Debenture atock of the last-named company bas 
been done at 913. 


Shares in the home electric supply undertakings are inclined to 
be easier. Oharing Crose, City Undertaking Preference dropped t? 
34, and one seller had to take 3j for his shares. The company’ 
Debenture stock, however, is 1 up. St. James's and Pall Ms 
Ordinary shed 5s., and City of London Preference lost 108, while 
Edmundson's Debenture was marked down 2 to 613. Only Metro 
politans give any indication of firmness, and in their case the 
Ordinary, with & 5s. rise, have recovered twice the amount of the 
recently deducted dividend, while the Preference are 28. 6d. better. 
The manufacturing companies’ securities have barely moved, but in 
the engineering department Willans & ltobinson Preference los 
105., and business is marked in the shares at 558. this week. British 
Westinghouse 6 per cent. prior lien Debentures ате nominally about 
their paid- up value of 68; there is another 30 per cent. due before 
the scrip becomes fully paid. British Aluminium A Preference 
are slightly easier. 


Speculation in National Telephone varieties bas lifted the 
Deferred à to 1073, and although the estimates at which the stock 
will bs paid off are becoming rather less sanguine; 
talk confidently of the proprietors receiving £120 for their £100 
Deferred stock. The Second Preference shares have come into step 
with the First Preference again, hardening to 11, and the 4 per cent. 
Debenture has further improved. Other telephone shares MS 
quiet, and the Telegraph section shows several rises in the prior 
charge issues, Anglo-American Deferred picked пр sharply i 
Direct United States rallied after their decline, and Easter? 
Ordinary continues to march upwards. None of the Trust com 
panies’ stocks or shares have changed, and Callender’s, Henley * 
and Telegraph Constructions are without movement. 


S 
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Present Dividends for the last | соак Closing week ended 
otations Quotations or Yield 
Issue, four years, August 4th. | August lith. Aue tn, | pan _ per cent. 
eras et ee EN 
1904. 1906. 1906. 1907. Highest Lowes e F Be а, 
95,000 | Amazon Telegraph Oo. 's shares, Nos. 1 to 25,000 Nil | Nil | Nil | Nil 11— 23 2— 8 8 Nil 
143 Do. do. 5 % Debs., Nos. 1 to 1,950 Red. Nil 6 5% 5 86 — 89 87 — 90 2: 611 1 
$181,561, American „ерю T eeraph, 12 4 73 8 8 $ 123 —197 123 —127 6 6 0 
58,000,000 Do. Collat. Trust, 4% ШЫ ENOL te eon 4% 4 89 — 92 89 — 92 410 
598,180 | Anglo-American Telegraph  .. ое ов АА % | 66 — 59 57 — 60 518 8 
8,200,910 : do. do. 6%Pref. |... .. 65 65 % | 1024—1 1023 —103 51511 
8,200,910 | Do. do. do. _ Deferr T T 1 1 % | 15}— 16 1 1 518 6 
50,000 | Anglo-Portuguese Tel., 5 & Mort. Deb. Stock Red. 5 5 % | 101 —1C4 101 —104 416 2 
44,000 | Chili Telephone, Nos. 110 44,000 .. ..  .. 8 8% 72— 8 xd 72 415 6 
9,883,376 | Commercial Cable Sting. 500 year 4 % Deb. Sk. Red. 4%/4% | 88 — 86 B34— 86 412 6 
16,000 Cuba Telegraph ee se ee ee eo ee 6 6 % 7 @ 1 — 7 1 2 
6,000 Do. 10 % Pref. .. .. .. .. 10% 110 9, | 154—1 154— 16 618 
12,981 Direct Spanish Telegraph, Ord, ec ee ee 4 4 % 8 — B — 6 8 1 
6,000 Do. do. Be Cum. Pref. 10 95 |10 % 8— 9 8 — 511 1 
80,000 Do. do. 4 Debs. ` oe ee 4355 44% 100 —103 100—103 8 14 10 
60, 101 Direct United States C abe 48% | 4195 | 184— 139 181—183 649 
80,9001] Direct W. India Cable, 44 & Reg. Deb., 1 to 1,900, R. 44% | 44% | 98 —100 99 —101 491 
4,000,000 | Eastern Telegraph, Ord. Stock. ee «s s 7 % 7 | 138 —186 184 —157 5 2 2 
3,000, Do. ‚ Bà Pref. Stock. * ee ee 84 33% Бару ‘B54 — 86 4 1 5 
1,806, Do. 4 % Mort. Deb. Stock. Вей... 4 4 101 —108 1014—1035 817 4 
800,000 | Eastern Extension, Australasia, and China Tele. 7 7 »I- 18 , 1 18 5 7 8 
752,400 : 4 25 Deb. 8 ГОИ" 4 4 994—1014 ха | 994—1014 8 18 10 
700 | East & 8. Afric. Tel., 4% Mt. Db., I to 8,000, red. 1900 4 4% | 99—101 xd 99 —101 819 3 
900,000!" Do. 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 4 9, |4 % | 100 —103 1004 —1 818 1 
181,127 | Globe Telegraph and Trust  .. $5 oe sa 83 564% | 10 103 104— 10 611 4 
181,197 Do. do. 6% Pref... .. .. 6 6% | 181— 19; 132— 1 478 
160,000 RA Northern eee Cable e а. ЕС 20 % [20 % — 29 27 — 99 61711 
an ermu e, ort. 
9.6001 bs., within Nos. 4% 1,900, Rad- } 44% 43% | 98 —100 99 —101 491 
$41,880,400 | Mackay Companies Common ee æ 22 83 4 69 — 73 69 — 73 59 7 
000,000 | Do. do. 4% Cum. Pref, .. šis s 4 4 69 — 79 69 — 73 5 9 7 
894,190 | Marconi's Wireless Telegraph ..  ..  ..  .. Nil | Nil $— 3 3— į Nil 
680 | Monte Video Telephone Co., Ltd. Ord. vs еа 6% 6 &&— 1 fi за 197 10 4 
86,492 . do. do. 5 * Pre. 5 5 * 14— Ff 18— 3$ 6 8 
8,725,000 | Do. о. Def. Btock ee 5 6 95 | 1104—1174 xd | 1154—1174 9 2 
15,000 | Do. do. 6 7 Cum. Ist. Pref. .. °з 6 6 % | 10 — 12 xd 10 — 13 0 0 
15000 | Do, do. 6 % Cum. 2nd Pref. .. T 5 b $ 93— 114 xd | 10 — 12 8 4 
250,000 | Do. do. 6 % Non-cum, 8rd P., 1 to 950,000 6 6 54— xd] 54— 6 11 
9,000,000 | Ро. do. 84% Deb. Stock Rd. 844, | 83% | 98 —100 883—1 7 8 
179,818 | Oriental Telep. and Elec. 1 to 171,504, шу paid .. 7 8 lyg— 1 lj-— 14 111 
60,000 do. do. 6% Cum. Pref... M 6 6% igp— 1 i&— 11 IR 0 
9400 | Pasino & кй: еа Feil, 4 Cuar. Deb. P 00d »! 129 ae 
9 0 uropean el., Guar, De Т Г) 97 — T 1 b] 
11,8807 Reuter’s ae ee ee os e. ae ea 6 6 % 71— ei 7%— 8} 17 7 
99,100 | Telephone Co. of Egypt, 44% Deb. Rd. 44 9205 98 —101 99 —102 8 3 
8,088 | Submarine Cables Trust. " АР s 2% 6 6 127 —180 127 —190 19 4 
100,900 | United River Plate Telephone .. ne © EN 8 8 % — "xd T 1 14 8 
40,000 i 6 95 Cum. Pref., Nos. 1 to 40,000 5 5% | 4d— 48 1— 48 8 1 
30,6 W. Coast of America, 1 to 80,000 & 58,001 to 58,008 24% | 2305 | 1 lrs li li 811 
150,00 | Do. 4% Debs., 1 to 1,500 guar. by Bras. Sub. Tel. 4 4% —101 “8 —101 19 8 
800,000 | o. 4% Deb. Stock Red. 474% 991—101 100 —103 18 5 
88,941 | West India and Panama Telegraph .. Ma. сеф Nil | Nil ya 5 s— } Nli 
84,563 Do. do. 69% Cum. 1st Pre... 8% | 6 9, — 8 — al 1 2 
4,669 Do. do. 6% Cum. 2nd Pret. sen dés Nil !£26 81— 84— Ui | 9 0 
9,0001 D do. 5% Debs., Nos. 1 to 1,800 ..] 100 | 5% | 5% 5 9% | 99 —104 | 100 —-102 | | 18 0 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, 
| { | | 
890,000 Alo Argentine Ташы % она p 5 |g %|8%|8%|9% 88— ei 8j— 83 84 BH 5 1 5 
ә , , | А 
960,007 Do, 6 * Cum. Prefs., 1 to 260,007 .. 5 |53% | 54% | 50% 52% 63— — 6 645 64 410 2 
956,000 Я Permanent, 6 % Deb. Stook, 1888 | 100 | 6 6 6 6 3, | 141 —146 141 —146 PN 2 4223 
156,100 | Auckland E. Trams, 5 % 18 Mort, Deb. Stock. | 100 6 Б b 5 % | 103 —106 103 —106 T 414 4 
830,000 Babcock & Wilcox, 1 to 530,000. . ds 8 А 1 20 20 20 20 % ie 8 8} 813 75/8 73/9 5111 
100,000 : do. 695 Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6% | l— 1 17— 1 d M 8 16 10 
£0,000 | British Aluminium, Ord., 1 to 40,000.. — ..  .. 5 |1 7 7 1%| @— - en 60/ 58/9 1015 4 
40,000 do. 7% Cum. Frei. Б 77 7K 7K 7 ai 4 9— 4 С 8 4 8 
90,000 H do. “A"6% Cum. Pref. .. х 5 6 6 6 % | 6 % 9 — 4 41— 4 90 / ie 6 6 4 
30,000 Ў do. 4% Funding Certs. ..  .. 5 |4 4 4% 4% 8 43 8y— 4} : 414 1 
288,200! Do. do. 6% 1st Mort. Deb. Stock Red, | Stock | 5 6 b 5 % | 106 —110 106 —110 . . 41011 
800,000 | Do. do. V Loch Leven Debs. — .. | 100 „ „ | 54% | 54% | 97 —100 xd —100 .. 510 0 
400,000 | British Columbia E. Rail Def. Ord. Stock ..| 10 6 6% | 6 8% | 121 —129 122 —127 .. . 660 
800,000 1 5 95 Pref. Ord. Stock e 5e we | 1000 |5 5 | 5 5 % | 107 —111 10 —113 11] 48 6 
800,000 | Do. 6 % Cum. Perp. Pref. Stock ..  ..| 100 |5 5%|5 5 % | 104 —108 104 —108 107 1054 412 7 
95,000 | Do, Ist Mort. Debs., 1 to 6, 50. | 40 9 44 i? 101 —104 101 ~—1C4 z . 467 
220,00 | Do. 4 Vancouver Power Debs., 1 to 2,900 | 100 v | 44% | 100 —108 101 —104 . 4 7 6 
189,901 | British o Traction . 8 ij Nil | 1j— 1 li— 1 30/- i Nil 
161,487 | Do. do. 6 % Cum. Pref. ..  ..| 10 6 6 6 3 4i— 4 — 4i 88/3 | 86/8 664 
1,473,668 do, 5 % Perp. Deb. Stock .. | Stock | 5 % | 6 95 |5% | b % | 95 — £8 AS — 98 91 520 
528,996 | ро, до, 4 % and Deb. Воск Red. 100 | 44% | 48% | 48% | 44° | 76 — 78 76 — 18 764 И 5 15 5 
10000 British Insulated and Helsby Cables e 5 : А 10 0 "% 61— : - m 67 6x 6718 1 13 i 
, 0 do. 6 um. Pref. ec ee 5 "Y mi 
600,000 | Ро. do. 4 9 lst Mort. Deb. Red... | 100 4 4 us 102 —105 102 —105 . T 4 5 y 
212,000 | British Thomson-Houston 44 9 1st Mort. Debs... | 100 4 | 444 | 444. | 4 % | 98 — 98 93 — $8 L 4111) 
400,000 (is Westinghouse 6 % Pret., 1 to 200,000 600 6 Nil | Nil} Nil Nil w—- + à— é à Nil 
1,016,958 | Do do 4 Mort. Deb, Be x 100 4% 4 4% 43 — 48 43 — 48 868 
a ө ° oc ee A id 
60,000 iBrowett, Lindley & Co., Ord... 29 И 7 1 il} Nil} Nil | Nil 175 th 77 Н zi Nil 
50,000 | Do. do. 6% Cum. Pr ef. 1 Ni | Nil] Nil | Nil | 14/6 t0 15/6 | 14/6 to 15/ aa Nil 
106,781 | Brush Electrica] Engineering, Ord., 1 to 106,781 .. | 2 Nil 23% Nil| Ni!“ 0— MD. "e ап 
Do. do. Non- cum. 6 % Pref. 2 f 6 Nil! Nil ў Ya Үз та 5 PH Nil : 
126,000 do. % Perp. Deb. Stock. | Stock j 43% | 44% ir 70 — 15 10 — 15 . . e 
000; ро, do, % Perp. 2nd Deb. Stock.. | Stock | 44% 365 % 42 | 63 — 58 93.5 08 . L 1 
1 Calcutta Trams, 110 187,610 .. . 6 83% (в в |ва 5 — 53 XE. Ova | ss 10 8 
650 000 Do. 5 Cum. Pref., Nos. 1 to 29,880. е 5 ae 6 % 5 % 5 % | 48 — 54 48 — iod “е 6 y 
000 : 44% Ist Deb.Btock.. ..  ..| 100 43% | 44% a% 44% | 101 —104 101 —104 Т 7 
8,000 | Callender's Cable Construction sharce Ma. ee Б |1249 |15 % 15 % |15 % | 94— 1 93— 104 : . 2 10 
e Do ао, Бә Cum. Pret > 7 7| 5 55 5 5 5 % bł— 5 51—. 52 58 6 11 
9000 E do. 1% % lst Mort, Deb. Btock Red. Btook 8% 4% 9% 4 Ф 105 —107 106 —1C5 25 i И, 4 
Е 4 3 oe ee ee ee 1 1 , AER 7 
180000 | Castner-Kellner Alkali, Y to 460,000 NE E NU & 6 % |8% 12 95 | 1d— 1 1 29/44 | 28/6 0 
ҮҮ; +, 40. 4 & 1st Mort. Deb. Stock 100 | 44% | 44% | 49% | 44% | 101 —104 xd | 101 —104 103 S 6 7 
‘og | Central London Railway, Ord. Sock. .. | Stock 4% | 4% | 4 d 3% | 69 — 71 саки | 6 aay 
4% рә, do. 49% Pret. Stock .. .. Stock | 4% 4% | 4 Sp ees Bj. 12 9 
1 196 Do. do. Det. do. ee ee Btock 4 96 4 4 58 ws 96 92 p 55 54 | T 6 8 
0,000 | City and South London Railway — .. ,, Stock 2% | 13% % , | 324— 334 xd | 534—3 Bl j e 
| 
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SHARE LIST OF ELECTRICAL COMPANIES,—(Continusd.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES,.—(Oontinued) 


Stock А Closing Closing Business done | Rise +; Present 

кеш) NAME. or DD dies Quotations Quotations week ended or Yield 
: Share, уе. Aug. 4th. Aug. llth, | Aug. lith, 1908. | Fall — per cent. 

э 4 : | 

* 1904. | 1905. | 1906. | 1907. £s d. 

85,000 | Crompton & Co., Боов СЕ РА 8 | 249% 194% 15 % 5 % 14— I xd 15— 12 ; 81811 

. 0 eg. 41 to А 2i 
100,000 900 of £100, acd 901 to 11,900 of 250 ed ] | 6 5 K 5 & 90— 98 Bo 5/90 TE ee 
960,000 Dick, Kerr & Co., 1 to 960,000... .. .. .. 1 |09 10 10 9% 10 % | là— 13 là— 1 " 155 
805,000 Do. do. 69 Cum. Pref., 1 to 805,000 .. 1 |6 6 6 69,] 1— 11 1— 1 — | £16 0 
282,580 Do. dc. 44% Deb. Stock... bs ..| 100 44 4 4 р 99 —102 99 —102 4 88 
60,000 | Dublin United Trams. (1896), 1 to 60, 000 10 |6 6 6 19 — 13 xd | 12 — 18 ; 418 1 
69,987 Do. 6% Pref. between 1 and 60,000} 10 6 J 6% |69 6 % 1 xd 4 51 
99,261 | Edison & Swan Utd., "A" shs., £8 på., 1 to 99,961 Б 4 4 43%, = = a |1612 6 
17,199 Do, A" shares, 01—017,189 ..| 5 44% | 48% | 41% | ц— а 1— 2 S | 869 
819,475 Do, 4% Deb. Stock Red. ..| 100 4 & 4 4 1 76 — 79 76 — 79 © 5.1 3 
72,220 Do. 596 and Deb. Stock Prov. Certs. all på, | 100 | 5% 5 5 F 5 % 85 — 81 85 — 87 . | 6141. 
112,100 | Electric Construction, 1 to 112,100 0 2 4% Nil | Nil | Nil E E № 
81,390 Do. do. 79% Cum. Pref., 1 to 81,890.. а |1 1 1% 7% 1 181d 1g— 4 a Nil 
900,000 Do. do 4% Mort Deb. Stock | 4 4 4 $ B4 — 87 84 — 87 i 4120 
78,000 | Gt. N. & City Rail. Pref. Ord. 5 A" 4%, 1 to 78,000 10 | 4 4 4 À — 1 à— 1 — 2 { 60.0 
96,000 | Greenwood & Batley, 7 % Cum. Pref. КА "s 10 1 7 1 7 9, | 10j— 1 10}— 104 ы 610858 
40,000 | Нешеув (W. T), Telegraph Worke Ora, || .. "S [5 & | 164 he 4 | 18% 10 — 1 10 — 11 IET 
А enley's (W. T.), Telegrap orks, = we ws 11 1 11 an 
40,000 Do. do. Pref. 4 » 5 Hi 4 12 5 — ch 5— b » 41» 
150,000 Do. do. 44 % Mort. Deb. Stock Stock | 4 4 100 — 1 106 — 108 E 431 
60,000 | India-Rubber, Gutta-percha & Telegraph Works.. | 10 | 5 1 10 €, 10 % | 15)— 1 154— 16 2 6 189 
87,500 Liverpool Overhead Railway, Ord. .. s es 10 12 Nu |N 4% 1j— 1 1 1 js 814! 
10,000 + Do. do. Pref., fully pad. 10 5 5 ф б 5% | b5i— 51— Jn 800 
600,070 | London United Trams. (1901), 1 to 60, O07 $5» 10 6 8 8 8 X, at 4 81 
809,990 Do. do. 60,008 to 100,000 .. 10 6 8 8 3 6 6 1 4 81 
125,000 Ро. do. Б Com Pret, pwoimo 10 |8% |5% |5% |8 &, 72 61— 7 " 611 
1,881,000 | Ро. do. 49 let Mort. Deb. Віоск.. | 100 4% 4% 4% 4% | 79 — 81 79 — м — 41d5 3 
5,782,062 | Metropolitan Consolidated ..  ..  .. 100 |8 1% % | 864—~ 87) 35 — 36 —4 179 
9,640,914 Do. SurplusLands ..  ..  ..  ..| 100 27% 2 Ф 22% 2 % 67 — 69 67 — 69 .. 18199 
8,285,000 Do. District .. e.  ..| 100 i i i 114— 1 113— 12 Ni 
814,016 | Metropolitan Electric Trams., Detd... at 1 Nil | Nil | Nil | Nil — — Nil 
500,000 Го. do. 6% Cum. Pref. .. 1 | 6 5 5 5% { i— 33 631 
850,000 Do. do, 44 % Deb. Stock Red. | 100 | 44% | 44% | 44% | 44% | 98 — 96 — 96 : 413 9 
945,500 | Potteries B. Tr ro. k: 25 1 b 4 4 4 8 800 
945,500 Do. 5% Cum. Pre. .. .. .. 1 |6 b b b ў d Y: 618 4 
945,000 Do. b Deb. Btock .. ..  ..| 100 | 44% | 4396 | 4à 93 — 96 P3 — 96 01405 
97,850 Tel h Construction and Maintenance .. © 12 [15 16 16 11 81 — 83 31 — 88 ; 715 6 
150,0001 | 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 |4 4 4 4 100 —102 100 —102 Й 818 5 
8,689,200 | Undergd. E. R., Lon., 5 €; Profit Shar. 8. N ts s 5 6 5 5 39 — 43 89 — 43 : 11 12 6 
66,666 | Willans & Robinson, i to 80,000 & 80,001 to 116,666 1 il| Nil| Nil 10 1— 1 1} " 8 0 0 
66,066 | Do. 6% C.P. 80,001 to 801000 & 126,001 to 141606 | Б | Nil| Nu .. 6 — at 8 — |1000 
46404 | Do. 4% lst Mort. Deb. Stock .. .. ..! 10 1425149549514 95 | 12 — 76 12 — 16 T 553 
ELECTRICITY SUPPLY COMPANIES, 

15,000 | Bromley (Kent) E.L. & P,. 1 to 15,000 EO b 64% | 44— Б 4 6 ss és ‘ie 610 0 
70,000 Bo. do. 44 % 18+. deb. stock .. | 100 4 4 94 — 97 94 — 91 is | 412 9 
80,181 | Brompton & Kens. Elec. Lt. Bup., Ord., 1 to 20,000 5 10 € [10 10% [10 7— 8 7— 8 к Ў 650 
9,869 Do. do. 7% Cum. Pref, 5 7 7 7 7 ei— " 6j— 14 ЗА 88 : 4 10 4 
886,876 | Central Electric Supply 4 % Guar. Deb. Stock .. | 100 4 4 4 4 98 — 10 98 —101 M p 2 $19 8 
80,000 | Charing Cross and Strand Electricity Supply as 6 8 5 5 5 84— 4 81— 4 m me "m 650 
80,000 Do. do. do. 4 um. Pref. 5 3 4 4 2» 4 — 4} 4 — 44 : А 500 
80,000 Do. !! City Undertaking ” 44 % Cum. Prf. b 4 o5 44 3 — 4 73/9 6. | — | 512 6 
49,496 | Chelses Electricity Bupply DIR. uec. Ue ws b |6 6 4 ie 8 — 8 8 — 84 ie Е 687 
175,000: Do. do. 4% Deb. Stock Red. Stock | 44% | 44 459) | 100 —103 100 —103 : 4475 
City of London Elec. Lighting, Ord. 40,001—110,595 0 6 6 6 6 91— 103 xd 9 1 9 fe 5 17 J 

40,000 Do. 6 % Cum. Pref., 1 to 40,000 .. .. 10 |6 6 6 6 12 — 13 114— 124 12} 12 En 416 0 
400,000! Do. 65% Db. Stk., Scrip. (iss. at 115) all pd. i б 95 5 5 5 122 —125 192 —125 A 400 
800,000 Do. 449% 2nd. Db. Stk., Prov. Crts., all pd. 100 | 44% | 48% | 44% | 44% | 101 —104 101 —104 ES 461 
40,000 | County of Durham Electrical Power, Ord... .. 5 |£870|4 4 2% — 8 2 8 Г i в 3668 
50,000 : do. do. 5 Pref. .. 5 5 5 5 b 96 — 4 — 4 : i 5 17 8 
40,000 | County of London Electric Lighting, Ord. 1—40,000 10 44% | 5 5 5 xd 7 at : А m 613 
40,000 Do. do. 6 % Pref., 40,001—60,000 | 10 6 6 6 6 101— 104 xd | 1 104 : 5 11 8 
400,000! Do. do. 22 Deb. Stock m е de н, 44% | 106 —109 106 —109 : 127 
400,000 Do. de. 44 & md. Deb. Stock .. Stock 4 4 4705 98 —101 98 —101 100 2 491 

80,000 | Edmundson's Electric Corporation, Ord. Shares 5 |1 4 i il i— à 1— d .. : Nil 

80,000 Do. do. Cum. Pref. .. T b 6 6 8 | Nil à— 1 — 1 ih Nil 
488,000 Do. do. 43 % lst Mort. Deb. Stk. 100 us 4 4 44% 60 — 67 58 — €5 60 594 | —2 | 6186 
10,000 | Folkestone, 1 to 10, 000 5 5 5 43— 43— р 35 549 
10.000 Do. 6 % Cum. Pref., 1 to 10,000  .. ee b . | 5 5 5 5 — 5 5 — ef 51 575 110 11 
90,000 e % 1st Deb. Stock ee ee ee 100 d 4 4 44%, 96 — 99 ха 96 — 99 es e i. 4 10 11 
15,000 | Hove, 1 to 18, КАН ИШЕ ee ee — «efe 5 9 9 % 6— 64 6 — 63 к ve 610 9 
91,000 | Kensington and Knightsbridge Electric Ord. à 5 [12 10 10 10 % 8— 9 8— 9 - ox 32 6111 
90,000 Do. do. do. 4% Deben. Btk. | Stock | 4 4 4 4 94 — 97 ха | 94 —97 ix i 426 
10,000 | London Electric Supply Corporation, Limited, Ord. 8 |8 4 4 240 18 18 Жа : £81 
70,000 Do. do. 0 6 % Pret. .. 5 |6 6 6 6% | 4i— 5 4h— 5 A ic : 6 00 
74,895 Do. do. 4% lst Mort. Deb. Stk. Red. | Stock | 4 4 43 % | 89 — 92 89 — 92 903 x 41110 
900,000 | Metropolitan Electric Supply, 1 to 100,000 .. — .. 6 10 % |10 % |8 % 4i— 5xd | 43— Bi bi | 5g + 6 31 
76,121 о. 44 % Cum. Pret. 1—71,106.. .. 5 | 44% 44% | 44#— 43 44— 5 és is 2] 410 0 
990,0001 Do. 4$ % Ist Mort. Deben. Stock .. e 14 г 44% | 105 —109 106 —109 Ке ы 421 
260,000: ро. % Mort. Deben. Stock Redem. | Stock 349 | H — 89 84 — : ; 818 8 
'000 | Midland Electric Corporation, 44 95 Ist Mort. Deb. | 100 4 ф 4 4 44%, | H — 97 94 — 97 : : | 4i2 9 
87,600 | Newcastle-on-Tyne, 1 to G, 500 . 5 |8 8 8 8% | SR 53 51— k Bá | — 1 |6192 
87,500 Do. 5 % Pref., 1 to 87,500 .. oe 5 Б 5 5 5 % bà— 53 Б 413 0 
10,852 | Notting Hill Electric Ligbting .. ere sa re 10 7 1% 78% | 74% | 12—18 12 — 18 D р : 515 5 
90,000 | Oxford, 1 to 96 and 407 to 20,810 cao wad. eds 5 |1 1 1 7%] 5i— 6 5;— 6i : : no 512.0 
50,000 Do. 4% Deb. Stock . «| 100 404 4 4 95 — 99 95 — 98 à 4 010 
40,000 | Bt, James’ and Pall Mall Electric Light, Ога. .. Б (144% [124% 10 10 % 7i— 81ixd 7 — 8 1 33 —ł 6 5 0 
20,000 Do. do. 7 % Pref. 20,081 to 40,080 5 7 $ 7951595 7 % 64— "ix 6i— 1 : 7 416 7 
150, 000 Do. do. 84 % Deb. Btock Red. .. 100 83 9 9% 83%, — 90 — 90 ` ә 817 9 

12.000 Smithfleld Markets Electric Supply, Ord. .. .. 6 |4%/4 Nil — 7 3 = . Nil 
60,000 Do. do. M do. 1% Deb, Stock Btock 4 96 4 4 % 4 % єк — 72 xd 68 — 92 5 oe iz 5 11 1 
65,000 | South London Electricity Ворруу, Ord.  .. oe 6 4% 4 8 4% 22— 25 28— 94 = ° ^ 619 ? 
120,000 | South Met. Elec. Lt. & Power, Ord. .. e a 1 Nil Te 23 24%, W : v 40909 
117 968 Do. do. 7 Pre... 1 % 7% % Ta] Č 1 1— ai au s 512 0 
900,000 Do. do. 4% % lst Deb. Stk. | 100 | 44%, | 44% | 44% | 445, | 100 —103 100 —108 2 475 
80,000 | Urban Electric Bupply, Ord. .. А “Р © Б 5 5 5 5 A, — 1} — 14 a 16 18 4 
50,000 Do. do. 595, Cum. Prot. ..  .. 6 5% |59 5 % 5 | l&— 22 1 28 .. 0 10 6 
900 000 Do. do. 44% lst Mort. Db. ВІК, Red. 100 44% | 44% | 4496 | 44°, 82 — 85 82 — 85 id i 5 511 
110,000 | Westminster Electric Supply, Ога. .. es РА 5 14 8 18 $ 12 % 110 &, 74— 83 ха 1\— gh m : 617 8 
81.270 Do. о. 44% Cum. Prof. 6 5 % 5 4% 4% | b — 5 6 — 64 ME 4 110 
(Original 5 Y Red. to 44 % (гот 81в% Deo., 1906) 12 
FFF "LE TRE EN NC NEN: E ELEME 
* Unless otherwise stated. all bares are folly paid. + Quotstions on Liverpool Stock Exchange. § Interim Dividend. 
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TRAVELLING. 
[COMMUNICATED. } 


e 
Ir may truly be said that the progress of any industry greatly 
depends on the excellence and organisation of its travellers. 


This statement is particularly applicable to that of elec- | 


trical engineering, an industry of comparatively recent 
growth, and one which finds itself in daily competition with 
Ив older rivals of gas, steam, hydraulic, and pneumatic 
wer. 
P rhe question of soliciting business can be viewed either 
from the standpoint of the individual firm or from that of 
the industry in general, but many are apt to forget that the 
advance of either is dependent upon that of the other, and 
we are afraid that there is too great a tendency for manufac- 
tarers of electrical machinery to devote their travelling 
organisations to fighting among themselves for orders 


which are bound to come to the industry sooner or later, 


and to neglect the opening up of new avenues for the dis- 
posal of their manufactures. 

To make our point clearer, let us take the case of a mill- 
owner or electrical contractor who intends to order a 20-H. P. 
motor, and obtains, say, half-a-dozen quotations from motor 
manufacturers. For the next week he will be pestered with 
visits from the representatives of these firms, some calling 
two or three times. Now, looking at the question from a 
broad view, that motor order is going to be given to one of 
the competing firms; the advantage to the industry has 
already been secured, collectively it is a secondary affair as 
to who actually gets the order. 

Would it not have been better if those travellers, instead 
of expending their forces in civil war among themselves, 
had utilised their time in persnading other factory owners to 
adopt electric power ? The result in the long run would 
be that more orders for 20-H. P. motors would flow in, with 
benefit to the industry generally and to firms individually. 

To this question the heads of electrical concerns would 
answer that it was the fault of the travellers themselves, and 
in saying so they would be partially correct. The outside 
staff, rightly or wrongly, consider that to know where an 
order is to be given ont is half the battle, and that it is 
better for them to spend their time over a party who is a 
certain buyer from somebody than over a man who, after a 
large amount of trouble had been taken with him, may 
finally decide to retain his gas engine or to equip his new 
factory with steam power. But all the same, too much 
blame must not be laid on the travellers; there is a great 
deal of the “ What we want is orders policy among em- 
Ployers, even of the Gentile persuasion, and many a good 
sound engineering traveller has descended into the bagman 
through the pernicious system of judging him solely by his 
weekly or monthly returns. 

Asa remedy, let the travelling organisations of manu- 
facturers be divided into two portions. One—the lesser— 
consisting of men whose duty it is to follow up inquiries, to 
ве that the quotation fulfils what was required, and, if 
Possible, to get the order, but not to live on the prospective 
customer s doorstep ; the other portion to be composed of 
men who are well trained as engineers, who will act as 
Pioneers, and who will preach the benefits obtained from the 
use of electricity. But, for Heaven’s sake, do not attempt 
to compare the results of the two by any weekly returns or 
such like ; the former may be able to show a steady influx of 
orders every week, whereas the latter might not get one for 
months, but when he does so it will probably be worth more 

than all those which, in the same time, had been struggled 
for over a customer's counter. | 

Another evil is the growing craze for “ publicity systems ” 
or “intelligence bureaus.” A firm, who hitherto have 
regarded their travellers as intelligent human beings, 
suddenly decide on a new method of following up inquiries 
and likely customers. A weird system of numbering 
quotations and а box of tricks with cross references аге 
Introduced ; the result is that the travellers either become 
mutinous or machines. If the former, then the innovations 


Eo by the board; if the latter, then they lose all sense of | 


personality and gradually come to regard probable customers, 
not as subjects оп whom to exercise their wits and persuasion, 


‘London. 


but as an entry on a card surrounded by dates and hierogly- 


phics. Further, all this leads to the travellers being too 


much in the office ; their place is out on the road scouting for 
business and not at headquarters practising the three-card 
trick, Also at the same time as the new methods are 
introduced elaborate traveller's reports are asked for. 
Nothing more deadening to the intelligence could be con- 
ceived ; a good traveller gauges instinctively the possibilities 
of a firm by a series of almost sub-conscious impressions 
which would tax the art of a Macaulay to commit to 


paper. | 
Providing that no fault can be found with the quality and 
delivery of the goods, it is only necessary to get good travellers, 


pay them well, make it worth their while to succeed and 


leave them alone. Travelling is solely & matter of personality, 
and nobody has yet been able to produce that, or even to 
add to it, by a report book or a card index, which, if 
anything, are more detrimental than beneficial. | 


COMMERCIAL NOTES. 


By “SEARCHLIGHT.” 


OvR attention has recently been directed to the very unfair 
conditions that distingaish many of the forms of tender 


‚ Bupplied to contractors for public works in Great Britain. 


Some of the worst sinners in this respect are corporation 
electricity works and those of urban district councils. · Nor 
are the colonial Governments free from injustice in the 
specifications they offer, through their engineers, to the 
British manufacturers, as we shall presently show. 

A careful study of the general conditions, specifications, 
and forms of tender supplied to contractors by the City of 
Sheffield (Electric Supply Department), the City of Coventry 
(Corporation Electricity Works), the Borough of Plymouth 
(Corporation Electricity: Works), the Borough of Bolton 
(Electricity Generating Station), the Stretford Urban 
District Council (Electrical Undertakings), the County 
Borongh of Salford (Sewage Works), and the Government of 
Nata] (Harbour of the Port), clearly reveals the objections 
which are at once an affront to our sense of fairplay and our 
theory of commercial encouragement. 

That such conditions are unnecessary in the interests of 
either of the “ high contracting parties is apparent to those 
acquainted with the Continental forms of tender, which may 
be searched in vain for any such unjust and hampering 
restrictions. Anyone doubting this statement may soon put 
it to the test by calling at the office of the Commercial 
Intelligence Department of the Board of Trade, 73, 
Basinghall Street, E.C., and inspecting personally the 
conditions that have been set forth fora number of recent 
contracts. 

We have before us, as we write, a letter from a well-known 
contractor with works in the north of England, and offices in 
The writer says: In dealing with two foreign 
forms of contract tenders we have not even been asked to 
put in any clause ; and there has been no objectionable long 
form of specification and tender like there is in England.” 
He then refers to a certain Electricity Committee and states : 
* ''hey have a form of tender which is very objectionable, 
Bee p. „ clause This last clause is so stringent that 
we had to refuse to carry out this contract, after the order had 


been given us." 
Turning to these conditions, as issued by the Corporation, 


we find the following :— 

„The contractor shall pay to wll workpeople in their 
employ (not merely those engaged on the work of this par- 
ticular contract) the regular standard rate of wages for the 
time being recognised by the various Trade Unions and 
Employés' Associations in the district in which the work is 
being carried out (in many instances this would mean the 
lowering of wage actuully earned and paid), and shall also 
observe the hours and conditions of labour as recognised by 
such Trade Unions and Employés' Associations, and in саве 
there be any default on their part, or on the part of any 
sub-contractor in this respect (what is a ‘ sub-contractor’), 
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the contractors shall forfeit and pay to the Corporation the 
sum of £50 as liquidated damages, and in addition thereto 
the Corporation shall be entitled to refuse to accept delivery 
of all or any portion of the works, and to obtain elsewhere 
the necessary materiala for, and to carry out and execute such 
works, according to this contract, and any sum in excess of 
the price stipulated herein and all damages and losses 
thereby sustained by the Corporation (who shall estimate 
such damages and losses?) shall be paid by the contractors 
to the Corporation on demand." 

Certainly this clause is not only loosely constructed, and 
therefore open to misinterpretation, but it is aleo such as no 
self-respecting firm could accept. 

Turning to the conditions and specification in a con- 
tract that we have in mind, we find a very one-sided 
requisition, which places the contractor completely at the 
mercy of the engineer, who is permitted to hold the former 
responsible for his own omissions, and may practically put 
what construction he likes on the “requirements.” The 
clause reads thus :— 

„The contractor, at his own cost and charge, is to find, 
provide, and do everything of every kind and description, 
including plant and temporary works, which, in the opinion 
of the engineer, is necessary for the. due and proper execu- 
tion of the whole of the works included in the contract and 
every part thereof, whether comprised in the drawings, 
specification, bill of quantities, or other documents hereto 
annexed or herein referred to or not, it being definitely and 
distinctly understood that, should anything be omitted, 
either in the drawings, specifications or schedules which is 


fitting and is usually considered necessary to be done for the 


completion of the work, the contractor shall execute the 
same as if it had been particularly specified or shown, and 
shall supply whatever may be n to complete the 
whole work, without any claim for payment for such omitted 
work.” 

Here, indeed, is an opportunity for the engineer to establish 
а reputation for “ enterprise апа “ smartness ” at the sole 
expense of the contractor. | 

Clauses 7, 8 айа 9 stipulate that the “ contractor shall, to 
the satisfaction of the engineer, do and pay everything, and 
provide against and take every risk and liability which the 
corporation, in the opinion of the engineer, would have 
had to do, pay and provide against, &c. Here it is 
clearly shown that there is no definition as to what “ every 
risk and liability " implies other than the “ opinion of the 
engineer," which might be most unreasonable, inasmuch as 
reason will not die with the engineers. 

Again, it is stipulated in Clause 8 that the contractor, 
and the contractor alone, shall be responsible for **any 
obstruction, delay or hindrance to the traffic in consequence 
of his operations, notwithstanding that such obstruction, 
delay or hindrance may be naturally incident to the per- 
formance of the contract." This stipulation places the 
contractor between the hammer and the anvil, and forbids 
him escape. 

By Clause 9 it is perfectly possible for the contractor to 
be called on by the engineer to undertake the duty of public 
protector. The crucial point of the provision is the vague 
term Which the engineer may think necessary.” Woe 
betide the contractor who, in the course of his business, 
should be so unhappy as to offend the all-powerful 
engineer ! 

Clause 11 is wholly against the contractor, inasmuch as it 
gives to the engineer power to upset the entire designs and 
yet holds the contractor responsible for the due carrying out 
of the original contract. Should the engineer elect to apply 
this clause stringently the contractor would find in addition 
10 per cent. of the value of the whole contract (which might 
mean ite entire profits) disappearing, and by Clause 12 it is 
concisely stipulated that he shall have no claim for extra 
payment beyond the contract price, unless he shall have 
received a written order from the engineer expressly stating 
that the work is to be the subject of an extra cbarge, &c. 
The engineer, therefore, having any special fads and fancies 
may have these carried out at the sole expense of the 
contractor up to 10 per cent. of the whole contract. 

Passing by Clause 16 with the mere statement that it 
might be made to tell entirely against the contractor, we 
examine Clause 21, which would seem to provide for 


unlimited holidays on the part of the engineer at the expense 
of the contractor. It runs thus :— 

* The engineer shall have power, by notice in writing, to 
delay or suspend the whole or any part of the work during 
unsuitable weather, or for any other sufficient reason, but the 
works shall be recommenced after ‘receiving due notice in 
writing from the engineer. Such delay shall in no way 
Vitiate or invalidate the contract ; and in no case shall any 
compensation for damage, injury, or loss of profit or other- 
wise be allowed the contractor for or on account of such 
delay or suspension of the work." 

It might be asked what is unsuitable weather? Does 
it depend on the engineer's preference for sunshine 
or snow ? Again, in case the weather should be in 
order, the engineer is allowed “ any other sufficient reason." 


. There is, moreover, nothing to prevent the engineer from 


suspending the work during the time that he takes 
a tour round the world, or perfects himself in 
Oriental languages, should he feel inclined. The contractor 
would have no redress, the time of suspension being abe- 
lutely unlimited. Cases are actually on record where work 
has been suspended under such a clause for over five years, 
and is still unfinished. 

Possibly anticipating that the contractor, driven to 
desperation, might at least wish to abandon the contract, 
which, owing to the absence of the engineer, he was unable 
to fulfil, Clause 32 states :—“ If in the opinion of the 
engineer the contractor shall abandon the contract or fail to 
perform any part of his obligations thereunder, the Cor- 
poration shall have power to determine the contract .... 
to expel the contractor and bis workmen from the 
works," &c. 

By Clause 47, which stipulates what the contractor shall 
pay his workmen, and the number of hours he shall work 
them, the municipality is clearly interfering with the law of 
supply and demand as it affects labour. Whether such 
interference is wise on the part of the municipality it is not, 


еще, wholly within the judgment of this generation to 


ecide. 


THE DIFFICULTIES OF CO-OPERATION 
BETWEEN MANUFACTURERS AND 
CONTRACTORS. 


[COMMUNICATED. | 


To an ordinary individual of an optimistic or Socialiste 
frame of mind the possibility of difficulty in co-operation 
would be laughed to scorn. Attention would be directed to 
the various wholesale and retail co-operative societies in the 
country, the apparently harmonious way in which the smaller 
societies of various towns support the wholesale co-operative 
firms, and the marks of success attained by co-operation in 
the way of bonuses and dividends. 

In spite, however, of this happy view of things and the 
energetic efforts of such apostles of co-operation as Mf. 
Northcote, there exists a difference between the class of 
supply mentioned above and matters electrical, inasmuch 88 
electric supplies are not required by the whole community, 
neither can they be dealt out in pounds or half-pounds at опе 
fixed price. 

The ordinary contractor does not care particularly whose 
goods he supplies, his preference lying of course in the direc- 
tion of those which bring him in the best return ; moreover, 
to suit his various customers he must perforce deal with à 
large variety of firms at the same time. These customers, 
although of small importance, require as mach attention for 
little returns as the man placing large orders. 
unfortunate point is that the man with the large order 
generally goes direct to the manufacturer, and gets 8$ 
good, if not better, terms than if he were to deal through 
a contractor. | : 

The contractor, of course, does not like this: he thinks 
that it is distinctly unfair treatment, but although it may 
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bit him particularly badly, very small blame can be 
attached to the manufacturer. 'The man who pays the 
piper calls the tune, and the man who places the order is in 
a position to indicate gently to the manufacturer that if that 
manufacturer will not supply except through a contractor, 
the order is likely to go somewhere else. If that other 
person, who is used as a menace, could be bronght to a sense 
of fairness then manufacturers as & whole would be in a 
position to lay down the law and say that they would have 
their appointed agents in any particular district for the 
purpose of receiving every order from that district, and 
through whom all communications must pass; this would 
give a chance for the local contractor. The whole crux of 
the question as to whether co-operation between manufacturer 
and contractor is possible turns on the shocking weakness of 
human nature and the unfortunate fight for supremacy 
which continues as long as a business career lasts. 

Sappose we take the case of a typical manufacturing centre. 
There are several contractors struggling along in the locality, 
but their experience is limited ait their capital more so. It 
may happen that one of the factories of the district decides 
upon electrification. Is it likely that this factory is going to 
risk its own business by turning over the work of conversion 
to one of the local contractors, or for that matter, to any 
small outside contractor? The answer is distinctly in the 
negative. They are big manufacturers themselves in their 
own line of business, and they prefer to deal with people on 
an equal business footing and to order direct without 
delay and inconvenience, such as may very possibly result 
by the interposition of an intermediate local contractor. 

We are entering upon an age of buying direct from the 
manufacturer; the daily and weekly papers are full of 
appeals towards this method of business, whether for a suit 
of clothes, a house full of furniture ог а bottle of whiskey, 
and added to this tendency is the effect of the rapidly 
increasing practice of deferred payment. The same process 
is being repeated in the electrical sphere. Added to this is 
the tendency of the rapid advances being made daily in all 
electrical matters. These make it a most difficult matter 
for the contractor to keep abreast of the times in his stock, 
and if he can only show a prospective customer an illustra- 
tion of the article in demand the said customer feels that he 
might just as well purchase direct as through the middleman. 
As an illustration of the extent to which this process has 
already gone, it may be mentioned that many architects now 
g0 to the extent of specifying that certain electrical fittings 
shall be бхей, and obtain them direct from the manufacturer 
through their own offices instead of going round about to 
the local contractor. Moreover, it is unfortunately the case 
In some instances that it is only the manufacturer who is 
Willing to allow the architect the commission, who gete the 
order. Although the electrical contractor may feel that he 
has a legitimate grievance in this matter he cannot reason- 
ably find fault with the manufacturer, as they are both alike 
in the fact that each must do the best for himself. 

With all the present-day conveniences of telephone, tele- 
graph, express passenger trains, parcels post, cheap rates of 
carriage, together with the introduction of cheaper clerical 
Work in office staffs and easy means of filing and reference, 
816 to be wondered at that the contractor is not given a 
single thought when an order is about to be placed? A 
works manager who wants to get some electrical apparatus 
dictates à letter to the typist calling for quotations of certain 
articles ; this is sent direct to various firms dealing in these 
goods ; they in turn have every detail set out, so that it is 
only the work of a few moments to make reference and find 
the best price that can be quoted. This is then sent out 
in stereotyped form without question as to whether some 
intermediate dealer, such as the electrical contractor, could 
have carried out the transaction. Even if a contractor has 
some sort of agreement with the electrical manufacturing 
firm to represent them, how is the manufacturer to tell that 
the inquirer will or will not deal with that local representa- 
tive? There may be a matter of strong disagreement or 
personal feeling between the two local parties, and it is 

ly likely that an order is to be lost on that account. If 
the rule is to be relaxed in that particular case, why may 1t 
not be abandoned in every instance? Competition is 
altogether too keen, and prices are too small for any manu- 
facturer to say that he will only deal through his recognised 


agents, even if he has appointed them in any particular 
district. The manufacturer. will not refuse an electrical 
contractor his discount on any business that he obtains 
directly, and he may even advise him of prospective busi- 
ness, but it is absolutely necessary for him to reserve the 
right to trade direct, even to the extent of under-cutting 
local dealers in his own goods, if he feels that such a course 
will benefit him in the long run. | 

Electrical contractors are no worse off in this respect than 
contractors in any other trade; the same cry is raised by 
each in turn, that with so many unemployed eager to snatch 
the smallest opportunity of making a livelihood, it is possible 
for even the smallest manufacturer to have his army of 
travellers working on a commission basis and finding their 
way into the four quarters of the globe seeking orders. 

With all these facilities at their disposal, is it to be 
wondered at that manufacturers will not come into line and 
work hand in hand with the electrical contractor or any 
other actor in the drama of business life ? 


INTERNATIONAL ELECTROTECHNICAL 
COMMISSION. : 


(Continued from page 988.) 


ё? 
Damped.—The imotion of a piece of mechanism is said to be. 


damped when any oscillations which may be started 
rapidly die away. If no oscillations can be produced it is 
said to be ApEBIOpIC. See Drap-BxAr. 


Dash-Pot.—An appliance for preventing sudden or oscillatory 


motion of any portion of an apparatus by the friction of 
air or of a liquid. 


Dead-Beat.—An instrument or other mechanism is said to be dead - 


beat when the oscillatory movement rapidly dies away. 
To be distinguished from APERIODIO. — 


Derived Units.—See PRAoTICAL Units, 
Dielectric.—Any material which permanently offers high resis- 


tance to the passage of electric current. 


Discriminating Cut-out.—4A cut-out, usually on a switchboard, for 


interrupting the circuit when the normal direction of the 
flow of energy is reversed. 


Distributing. Board.—4A board carrying small bus-bars, used for 


connecting a number of circuits to a pair of mains. Some- 
times called a DISTRIBUTION Boakp. 


Distribating Mains.—The conductors which intervene between 


the feeders and the service lines, and which are 
collectively called “distributing network,” or “low- 
pressure network," or the NETWORK. 


Diversity Factor.—The number obtained by dividing the sam 


of the maximum loads of the individual consumers sup- 
plied from any works during a given period of time by 
the maximum load delivered from the works during the 


same period. i 


Draw-in Box.—A box used in connection with a draw-in system 


of mains. When complete it contains no links, fuses, or 
switches, but in some cases permanent joints. 


Draw-in System.—A system of laying mains in which the cables 


or wires аге drawn into pipes or Ducts after the latter 
bave been laid or fixed in position, in such a manner that 
the cables or wires can be withdrawn at any time without 
disturbing the pipes or ducts. Draw-in boxes, manholes or 
junction boxes are usually provided through which the 
cables or wires may be drawn in or withdrawn. 


Drop (in pressure).— A difference of potential between any two 


points in a conductor through which a current is flowing, 
the conductor itself not being the seat of any electro- 


motive force. 


Drop Signal.—See ANNUNCIATOR. 
Ducts.—Pipes or blocks perforated with holes through which cables 


are drawn. Usually non-metallic and set in concrete. 
The holes themselves are sometimes called ducta. 


Dynamo.—A continuous-current GENERATOR. 
Dynamometer.—(«) An instrument for measuring forces, 


(% An apparatus for measuring the torque exerted by a prime 
mover or motor. 

(c) An instrument for measuring electric currents depending on 
the measurement of the electromagnetic forces between 
two or more cells. (Abbreviation for ErgcTBOo-DvNAMO- 


METEB.) 


Ear.—In overhead tramway work. A grooved metal fitting 


riveted over, soldered or otherwise attached to, a trolley 


wire for the purpose of :— 
(a) Supporting the wire. 
(b) Altering the horizontal direction of a trolley wire; termed 
‚а “ PULL Orr." 


(c) Anchoring a trolley wire. 
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Earth.—(a) An electrical connection with the earth, intentional or 
unintentional, is called an EARTH. 

(b) (Verb: to earth. To connect any conductor with the 
general mass of the e&tth in such a manner as will ensure 
at all times an immediate and safe discharge of electrical 
energy. (Board of Trade definition of “efficiently con- 
nected with earth.”) 

(с) Earth circuit. A circuit of which the earth forms a part. 

Earthed Circuit. —A circuit one pole of which is earthed at one 
or more points. | 

Earth Ratl.—See Covpuorog Ratt. 

Effective Vults.—A term not recommended. See УтвтбАг, VOLTS. 

E.H.P.—Contraction for ELEOTRICALl Horss-Powsr. 

Klectrode.—A conductor by which an electric current passes into 
or out of an electrolyte or other substance. 

Eleetro-Dynamometer.—See DynanomETER. 

Electrolysis.—The passage of an electric current through an 
electrolyte. 

Electrolyte.—Any substance which undergoes chemical decom- 
position by the direct action of an electric current passing 
through it. | 

Electrocution.—A form of capital punishment for criminals by 
electric shock. 

Electromotive Force.—That which causes or tends to cause an 
electric current. Abbreviated “Е M. F.“ See POTENTIAL, 
PRESSURE, TERSION, VOLTAGE. 


‚ ЕхеМег.—А dynamo used for exciting the field magnets of another 


machine. See ALTERNATOR. 

Farad.—The Practica unit of electrical capacity. It is incon- 
veniently large, and therefore capacities are usually 
reckoned in MICROFARADS. 

Factor of Safety.—The ratio of the “ultimate breaking stress" 
to the maximum normal working stress." 

Fault.—Any local defect in the insulation or continuity of a 
conductor which interferes with its use. 

Feeders.—Conductors for conveying electrical energy, from the 
place where generated or transformed, to FEEDING Poms 
or sub- stations. Not used for supply ing consumers directly, 
owing to the varying pressure along their length. 

Feeder Box or Pillar.—(For tramways or railways.) A box or 
pillar containing switches, links and sometimes fuses for 
connecting sections of trolley wire or conductor rail with 
feeders. 

(For electric lighting and power.) A box containing links and 
sometimes fuses for connecting feeders with distributing 
networks. 2 

Feeding Point. The point of junction of a FEEDER with the 
NETWORK. 

Field, Electrostatic.—Any region in which there are electric lines 
of force, as in the space between a positively-charged 
surface and a negatively-charged surface. 

Field, Electro-Magnetic.—See FrzLp, MAGNETIC. 


Field-Magnet.—Any magnet or electromagnet employed for the 
purpose of providing a magnetic field. (It is incorrect to 
speak of the field-magnets of a dynamo or motor as ita 
fields”: they should be called its magnets,” if the term 
“ field-magnets is too long.) 

Field, Magnetic.—Any region in which there are magnetic lines 
of force, a8 in the space between the poles of a magnet or 
within a magnetising coil. The intensity of tne field is 
usually expressed in c.G.s. measure ав the number of lines 
per square centimetre. One line per square centimetre is 
called a Gauss. See LINE. 

Figure of Merit—(a) Of a galvanometer. The deflection in 
millimetres per micro-ampere at a scale distance of one 
metre. 

(L) The current in amperes required to produce & deflection 
of one millimetre at a scale distance of one metre. Some- 
times expressed as the numbér of megohms through which 
one volt will give that deflection. The complete period 
of a swing is taken at 20 seconds unless otherwise stated. 

(с) Of a telegraph instrument. ‘The minimum current neces- 
gary to work the instrument with absolute certainty. 

Flashing.—(4) Any process of manufacture involving the tem- 
porary electrical superheating of a glow-lamp filament. 

(b) The coating of glow-lamp filaments with a layer of carbon 
by heating them electrically in a hydrocarbon vapour. 

Flashing Over.—The temporary formation of an arc from brush 
to brush on a commutator. 

Flash Test.—The momentary application of a high electrical 
pressure between two conductors insulated from each 
other. 

Foot Candle.—The illumination produced by one candle-power 
falliug perpendicularly on a surface at a distance of 
one foot. 

Fourth Rail.—See Conpuctor RAIL. 

Frequency.—The number of complete periods per second of an 
alternating current. Symbol ~. The term PERIODICITY 
is not recommended. | 

Frog.—In tramway overhead work. A fitting uniting two diverg- 
ing trolley wires with a single wire (a) provided with a 
spring tongue, or (б) pull-over tongue, or (c) of the fixed 
type. 

Puse.—The actual wire or strip of metal in a cut-out which may be 
fused by an excessive current. 

Gauge.—(/) A general term applied to various kinds of measuring 
instruments, and to lincar measurements. 

(b) Tbe thickness of a plate, or the diameter of a wire, on the 
inch, millimetre, or on any arbitrary scale. 


(с) The distance between the rails of a railway or of а tramway. 

In the case of a railway it is the distance between the 
inner sides of the heads of the rails. In the case of a 
tramway it is the distance between the inside edges of the 
tread of the rails, i. e., over and including the grooves. 

Gauss.—A name given to the absolute electromagnetic unit of 
magnetic induction in the c. 6.8. system. 

Generator. Any machine capable of transforming mechanical 
into electrical energy—c.g., a dynamo or alternator. 

Glow Lamp.—A term recommended instead of INCANDESCENT 
Lamp, in order to avoid confusion with the INcax- 
DESCENT Gas” mantle. 

Gramme Calorie.— See CALORIE. 

Great Calorie.—See CALORIE. 

Grid.—ín an Accumulator. The framework supporting the active 
material. | 

Ground,.—A term used in America, having practically the same 
meaning as earth. See EARTH. 


(To be continued.) 


PROCEEDINGS OF INSTITUTIONS. 


Institute of Marine Engineers (Incorporated). 


The Generation and Transmission of Power for Main 
Marine Propulsion and Speed Regulation. 


Ву W. P. Du&RTNALL, Mémber. 


(Abstract of Paper read in the Congress Hall, Franco-British 
Exhibition, July 18th, 1908.) 


A vasT improvement has taken place in the method of marine 
propulsion since the days when the first steamship, the Great 
Britain, crossed the Atlantic. The engine of this ship consisted of 
two cylinders, each 88 in. diameter x 72 in. stroke, working at 
a steam pressure of 6 lb. per sq. in., and running at a speed of 
18 в.р.м. The crankshaft was connected to the propeller shaft 
through a chain gear having a speed ratio of 3 to 1, so that the 
propeller, а six-bladed one, revolved at 54 B. p. M., and the vessel 
took 15 days to cross from Liverpool to New York. 

Although the cylindrical marine type of boiler has done, and is 
still doing, good work, water-tube boilers are now being intro- 
duced. Oil fuel is also making headway, not only on account of 
its high efficiency, but also of the absence of dirt and cinders, tbe 
saving in stokehold staff, and the facility with which the fuel can 
be stored and brought to the boilers by means of pumpe and pipes 
instead of by the manual labour of stokers and trimmers. 

The recent trials on the two French battleships, Patrie and 
Justice, in which Niclausse water-tube boilers were used, show that 
boilers using oil fuel may be forced well above their no 
working conditions. 

Ав a prime mover, the steam turbine is in several way? 
an almost ideal motor. It is easy to open up and repair; 
it is specially suitable for use with high superheated steam; 
it has few «working parts; there аге no exposed lubricating sur 
faces; it gives a uniform torque, and is highly efficient under great 
variations of load. Although it has secured a very strong hold for 
marine propuleion, it labours under a few diaadvantages, namely, 
in having to run at a comparatively low speed in order to permit 
of the use of a propeller of high propulsive efficiency, thereby 
increasing its weight per B. H.. developed; necessitating 8180, 
owing to its large diameter, proportionately large blade clearance 
with consequently higher steam leakage and consumption per 
horse-power. | . 

Another serious disadvantage of the turbine for marine work 16 
the difficulty of reversing for manceuvring and going astern; An 
the low efficiency when working below full speed. The increase in 
the consumption of steam per horse-power developed when running 
at speeds below full speed ів very marked. Thus, on the Lusitania 
trials the steam used by the turbines and auxiliaries was 1446 lb. 
per shaft horse-power at 25'4 knots, and 26:53 lb. at 15°77 knots. 
Whilst this latter disadvantage is not so important on steamers 
making large voyages, it is a somewhat serious matter оп those 
making short voyages, starting and stopping frequently, and 
mancuvring in and out of harbour several times a day, an 
for ships of war when in battle or manceuvring in squadrons. 

To reduce the above disadvantages, separate astern turbines have 
been carried, which, however, have only about one-third of the 
power of the ahead turbines. The disadvantages of such an arrange 
ment from the point of view of dead weight, machinery standing 
idle, the impossibility of reversing at full speed, and peor economy 
of the reversing turbines, are obvious. It bas been stated that the 
advantages due to increased speed on the turbine-driven channel 
steamers are almost entirely neutralised by the loss of time whic 
takes place in landing. 

The author then referred briefly to other methods which had been 
proposed to overcome these defects, such as mechanical gear 
hydraulic gear, and compressed air, but these he dismissed as 
unpractical. 

The adoption of electrical power transmission appears to a 
the difficulty. By its means it is possible to take advantage 0 
high-speed turbines, thus saving turbine weigbt and also secant 
the highest economy in steam consumption; and by using electri 
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motors coupled to suitable propellers, all the advantages of 
moderate speed large-bladed propellers could be obtained, and the 
control of speed and direction is more complete than is possible 
with reciprocating engines directly coupled to the propellers. 

By means of electrical propulsion the whole of the control can 
take place from the bridge or other suitable position by means of 
motor-operated switches. 

The, author then briefly described the salient features of large 
dynamos and motors both of the continuous and the polypbase 


current ty pes. | 

The steam consumption of large turbo-electric sets is very low. 
Thus a 7, 500-K w. set running at 750 B. P. vr. with a steam pressure of 
160 Ib. per вд. in. and 150° superheat, condensing into a vacuum of 
about 273 in., would require about 13 5 or 14 lb. p:r Kw.-hour, in- 
cluding auxiliary plant. A 2, 000-K w. set running at 1, 500 B.P.M. 
under similar conditions consumes about 15:5 lb. per Kw.-hour, whilst 
a 500-Kw. set running at 3,000 R. P. u. uses about 23 lb. of steam рег 
Kw.-bour. In the large sizes, the most satisfactory electrical machine 
is the low periodicity poly phase alternator, whilst the absence of com- 
mutators and brush gear on the short-circuited three-phase induc- 
tion motor renders it especially suitable for marine propulsion 
work. It is within the range of possibility to design and construct 
such motors for marine work in sizes of from 1,000 to 10,000 E. P., 
weighing from 35 to 20 lb. per n.r». developed, and the efficiency 
of these for continuous rating would be from 93 to 97 per cent. 

The following are the particulars of the electro-mechanical 
arrangements suggested by the author for a vessel fitted with four 
propellers, each requiring 1,000 B.H.P. The speed of the pro- 
pellers would be 250 B. P. u., each coupled direct to a polyphase 
induction motor with squirrel cage rotor. The stator would be 
wound for full, half, and quarter speeds. These would be obtained 
by a double winding on the stator, by means of which the 
machines would work either as 12, 24 or 48-pole motors, giving 
speeds of 250, 125 and 624 R. м. The generators would consist of 
two turbo-alternators and exciters, capable of generating together 
3,250 Kw. when running at a speed of 1,500 R. P. M., with steam at 
150 lb. per sq. in. pressure and 150° F. superheat. They would be of 
the two-pole type, so that the ratio of speed reduction between them 
and the motors would be respectively 6 to 1, 12 to 1, and 24 to 1, 
depending upon the connections to the stator windings. When 
running at top vessel speed, the alternators would be coupled up 
in parallel, and the steam consumed would be 16 lb. per Kw.-hour, 
or 13 Ib. per shaft H. p.-hour. The steam consumption of steam 
turbines directly coupled to the propeller shaft would be more in 
the order of 22 lb. per shaft н P., so that there would be a saving 
of no less than 41 per cent. in favour of the electrical scheme. 

At half-vessel speed one of the alternators would be closed down 
altogether, as only about 600 shaft m.P. would be required, and 
reckoning upon the lower efficiency of the motors and generators 
on this load, the output would be 740 Kw., and the steam con- 
sumption would be 24 lb. per kw.-hour. This would correspond 
with an actual steam consumption of 17,760 lb. per hour. Direct- 
coupled turbines running at half speed would take 47 lb. per 
shaft H.P., or 28,200 lb. so that the electrical transmission 
scheme would mean а saving of no less than 37 per-cent. at half- 
теме! speed. 

The weight of the motors, conductors, condenser, piping, pumps, 
ke, would be approximately 184 tons, whilst the weight of the 
direct-coupled turbines, propeller shaft, shaft tunnels, condensers, 
Piping, &c., would be about 148 tons, the electrical equipment 


being thus about 25 per cent. heavier than the direct drive. Against . 


thia, however, the saving in weight on the boiler side of the stop 
valves would have to be considered. Reckoning 180 1b. weight per 
LP, for! boilers, mountings, funnel, feed pumps, piping, gratings 
and platforms, the total weight, reckoning 4,700 I. H. p., would be 
3i T tons. Reckoning 16 lb. of steam per 1. H. P., including 
auxiliaries, losses due to radiation, &c., this gives us 75,200 Ib. of 
Meam per hour, or 200 lb. of steam per hour per ton of boiler 
equipment. 

For the electrically-driven vessel the steam consumption would 
de in the order of 52,000 lb. of steam, so that the weight on the 
same basis ав the above would be 260 tons, showing a saving of 
about 180 tons, or 40 per cent. in favour of the electric scheme. 

As regards coal consumption, reckoning upon evaporation of 
10 Ib. of watez per pound of coal burned, the consumption for the 
direct coupled turbine vessel would be 8,800 lb. per hour, and in the 
case of the electric vessel 5,200 Ib., or u saving of 1°6 lb. per hour, 
or UM of 230 tons in dead weight in a vessel running for віх 
The electrica] system lends itself readily to the conversion of 
existing single propeller vessels, whilst in the case of twin screw 
vessels, economical advantage is gained by the use of one power 
generating plant operating the twin screws. 


Energy Losses Between High-Voltage Condactors.* 


A PAPER ор " High-Voltage Measurements at Niagara” was 
presented by Мв. RarrH D. Merson at the Atlantic City 
Convention of the American Institute of Electrical Engineers, on 
June 30th. 

Мв. Меввнон reported the results of investigations of the 
Phenomena existing when transmissiou line conductors are sub- 
Jected to high alternating voltages. The tests were made on two 
specially-constructed lines at N iagara Falls. One, having a total 
length of 2,000 ft, and known as the "experimental line," was 
Supported on wooden poles, the line wires being suspended by 
means of paraffined cords so that the effect of ‘‘ insulators” was 


* Electrical. World. 


eliminated. The second line, known as the “dummy,” was built 
for the purpose of investigating the effect of tne insulators. It 
consisted of many insulators situated on cross-arms, with the 
minimum permissible lengths of spans between them. As the 
result of his work at Telluride, the work of Prof. Ryan, and the 
tests at Niagara, the author stated that the following conclusions 
might be drawn :— m 
With a given conductor at a given spacing and under given 
atmospheric conditions, there is a certain voltage or critical“ 
point at which a very appreciable loss of energy begins to occur 
through the atmosphere. ES 
f moisture in the atmo- 


The presence of floating particles or o 
sphere may produce a loss below the critical point, and affects the 
value of the critical voltage. 

The critical point corresponds to a partial breakdown of the 
dielectric, and coincides with the voltage at which luminosity or 
hissing (or both) of the conductors begins; it depends upon the 
maximum value of the electromotive force wave and the distance 
between the conductors, as well as upon the diameter of the 
conductors. | 

The loss over insulators in а fog is very much higher than the 
loss in dry air, and somewhat higher than that in a heavy rain. 

The smoother the surface of the conductor, the less the loss and 
the higher the critical point. The stranding of the line conductors 
reduces the loss and raises the critical. point due to the increase of 
the equivalent diameter of the conductor, which is greater the 
greater the number of strands. 

The weathering of conductors does not appreciably increase the 
Joss of energy or lower the critical point, which are the same for 
copper and aluminium under the same conditions, 

The loss over an insulator on a wooden pin 18 greater than that 
over an insulator on a metal pin, because the resistance of the 
wooden pin is in series with the capacity of the insulator. 

The atmospheric loss between conductors and the loss over’ 
insulators decreases with the frequency. 

Neither the critical point nor the logs between cables is affected 
by variation in the distance of the cables from the ground. 

Mr. Mershon stated that the tests recorded in his paper had been 
conducted on a single-phase circuit, and the results would probably 
be somewhat different on a three-phase system. He hoped to 
continue the investigations until electromotive forces as high as 


300,000 volts had been reached. 


LEGAL. 


RIGHT OF ACTION AT Common Law. 


His Honours Јорав Bray has given a written judgment in the 
action Turner v. London United Tramways Co., reported in our last 
issue. 

His Honour stated that he had to consider whether, in the 
present case, the plaintiff had recovered compensation from his 
employers, and was therefore, by Sec. 6 of the Workmen's 
Compensation Act, 1906, precluded from recovering damages at 
common law. The defendants relied on a written receipt for 
money paid to plaintiff weekly by his einployers, but the evidence of 
plaintiff himself and witnesses froin his employers stated that he 
never meant to make any claim against his employers, and took 
paymeut such as the firm bad been in the babit of paying their 
men in cases of accident or illness. He, moreover, stated there was 
an understanding between him and his employers that he would 
go against the tramway company as soon as he knew the extent of 
bis damages. Taking those circumstances into consideration, and 
not confiuing himself solely to th. receipt, he was of opinion that 
p:aintiff had not recovered compensation from his employers, and 
that he had a good ground of action. He found in his favour for 


£24 damages. 


DUMBILL v. MANCHESTER CORPORATION. 


In this action, at the Manchester County Court on Monday, the 
plaintiff was Mrs. Louisa Ann Dumbill, Runcorn, who claimed 
£100 damages against the Manchester Corporation for injuries 
sustained in a collision between two electric cars in Gorton. The 
accident took place on January 4th, and was due to the two cars 
entering a single line simultaneously. The shock was such that 
the plaintiff was thrown from her seat on to the floor of the car in 
which ste was riding, and she suffered from concussion of the brain 
and spine and other complaints. The Corpora: ion had admitted 
liability for the accident and had paid £60 into Court. After 
hearing medical evidence, Judge Parry awarded tbe plaintiff 
£79 18s., of which he particularised £60 “ав for the pain and 
suffering of which the plaintiff had undoubtedly been the victim.” 


Java.—aA correspondent writing home to us says :— 
“ With the exception of the electric light company at Batavia 
which failed, and was, I believe, taken over by the gas company, 
there are no stations worth mentioning in Java. This is a very 
discreditable state of affairs, as there is water-power in abundance 


which can be had for the asking.” 
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. THE COLLIERY EXHIBITION. 
(Concluded from раде 197.) 

Messrs. THE Wornr Sarety Lamp Co., 37, York 

Place, Leeds, had an interesting exhibit of all kinds 


of safety and other lamps for mining and general industrial 
purposes. The safety lamps are provided with an internal 
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Fig. 14.—Boure Sarety LAMP. 


igniter, so that any lamp may be re-lighted by means of a 
special key after being examined by a competent person. · 

Bohre's patent electric lamp was also exhibited. This 
apparatus is shown complete in fig. 14, and is supplied 
with the lamp either on the top or at the bottom. The 


when the lamp is burning the pure air inside the well glass 
becomes heated and its pressure raised, so that should the 
globe become broken the heated air would drive back the 
outside air and fire-damp and rush into the lamp globe, 
causing the filaments to be rapidly destroyed before the 
explosive atmosphere of the mine could reach the light. 
The lamp weighs 4 lb., and will burn for 11 to 12 hours. 
Messrs. BERRY, SKINNER & Co. also exhibited a new 
electric miner’s lamp, which is lighted by means of a primary 
battery. The lamp consists of four parts, as shown in 
fig. 15—i.e., the protected lamp cap, two cells and the 
battery case, upon the top of which the cap fits. The cells, 
we understand, are practically of the bichromate type, with 
some modification in the composing elements which pre- 


Fig. ló.--BERAv, SKINNER MiwEhk's Lane. 


vents the formation of gas; the cells may therefore be 
hermetically sealed, and a charge may remain idle for an 
indefinite period without deterioration. There are no 
switches or wire connections, and to extinguish the lamp it 
is only necessary to invert it. The total weight of the lamp 
is about 34 lb., and it will burn for a period of 12 hours at 
a cost of threepence per 12 hours’ light. 

Messrs. SAMUEL Denison & Son, Lp., Hunslet 
Foundry, Leeds, exhibited a new automatic mine truck or tub 
weighing-machine. In the ordinary way, the tub is run on 
to the weighbridge, and there brought to rest, while the 
man in the weigh-house takes the weight, and another man 


outside takes the “ token ” or “ tally ” number, and shoutsit 


Fic. 16.—Oppni&£-BaABRcLAy PUMP. 


accumulator consists of a single cell enclosed in a 
celluloid case, which fits loosely in the lamp body, and 
has a filling aperture, closed by a new three-chambered 
screw-closing device, which allows gases to escape but 
prevents acid flowing out. The glow lamp is a 2-volt 
ium lamp of 1 to 2 C.P., and is enclosed in a strong 


H rell " glass, which is fixed “ air-tight ” to the case. Thus 


Fic. 17.—TURBINE SINKING Pour. | 


to the weighman, who books both weight and number. Ii 
order, however, to see fair-play,“ the miners appolut 
another man, termed a check-weighman, to watch the other 
weighman, and ensure that the man who gets the CO 

receives the full measure of his labour. This new machine, 
then, is to remedy these defects in weighing, and to render 
the services of a weighman and а check-weighman 
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unnecessary. It consists of the ordinary weigh-table and 
special machinery to give a record of both the miner's 
token number and the weight of the tub, which is auto- 
matically stamped or printed upon a tape which cannot 
be tampered with. When the miner descends in the 
morning, he takes with him a number of special tokens, 
with his number in bold relief. These are of orass, of a 
special shape, and fit into a small locking receptacle 
fitted on the outside of the tub. One of the tokens is 
placed in this, and is automatically locked ; it can only be 
unlocked by means of a emall electromagnet at the weigh- 
ing machine. When the full tub arrives at the weigh, the man 
or boy in charge releases the token and places it in a special 
slot, when it starts the machine. The latter is driven by a 
small electromotor, and it is the miner’s own token taken 
from the tub that starts the mechanism; the very shape 
of the number causes the correct printing number to come 
into position, and once in the machine, the token cannot be 
recovered for fraudulent purposes. No skill is required to 
ше the machine, the weighing is entirely beyond outside 
control, and the record of the whole day's output is contained 
upon one continuous tape for reference. The Blake-Denison 
patent continnous weigher working with a belt conveyor 
18 in. wide was also shown in operation. This machine 
records aggregate net weight in tons and tenths of tons. 

Messrs. ANDREW Barclay, Sons & Co., Lro., Kilmar- 
nock, exhibited one of their Oddie-Barclay pumps in motion, 
driven by an electromotor through belting. This is a high- 
speed pump with mechanically-controlled suction valves. 
The complete pump is shown in fig. 16, from which it will 
be seen that it is fitted with an air-charger for the air vessel, 
and that the suction valve is controlled by a tail rod on the 
ram of the air-charger, the whole being worked from a small 
crank on the main crankshaft. Very excellent results have 
been obtained from this pump, and as high as 90 per 
cent. efficiency hag been attained in ordinary working. 
A new metallic packing was aleo shown, which bas proved 
very satisfactory, merely consisting of rings of white metal 
which are rhomboidal in section. A further feature was 
a new mine fan, the novelty of which lies in the construc- 
tion of the blades, which are formed like steps. The last 
few years have seen an almost entire departure from the 
usual construction of fan wheels, and probably the perfect 
fan has yet to be designed. Messrs. Barclay, however, have 
produced a fan, which, when driven through belting by a 
horizontal engine, gave an average combined efficiency of 
fan and engine for four tests of 70:2 per cent. 

Messrs. Joan Davis & Sons (DERBY), LTD., ex- 


hibited an electric haulage, which is an excellent example of. 


this class of machine. The starter is of the drum type; 
the first motion gearing is machine-cut, and the second 
motion accurately machine-moulded double-helical wheels, 
While the drums are fitted with post-type brakes. 

Messrs. Scorr & Mountain, Lro., Close Works, 
Gateshead-on-Tyne, exhibited various electrically-driven 
mining pumps and haulage gears. Fig. 17 illustrates an 
electrically-driven turbine sinking pump, in which all the 
water is passed through the motor casing. The whole 
pump with the pipes is suspended by ropes in the shaft by 
means of the two pulleys as shown, and is raised and lowered 
a8 required. The firm also showed a good example of 
their haulage or Winding gear, and a three-throw portable 
dip pump, with the motor driving through gearing. 

Messrs. Dick, Kerr & Co., LTD., Abchurch Yard, 
E.C., exhibited several of their direct-current and three- 
phase current motors, as well as their standard designs of crane 
motors, controllers, &c. A complete electric capstan was 
also shown, the principal feature of which was the contact 
type of starter, which is independent of the starting switch. 
Aller the circuit has been closed through the latter switch 
by depressing the foot pedal, the contacts of the former 


come automatically into operation, cutting out resistance . 


and starting the motor in the usual way. On the release of 
the pedal, or the operation of the overload device, the reverse 
takes place, thus making it impossible for the attendant to 
Start the motor too rapidly, and eliminating many starting- 
switch troubles due to carelessness in operating. Other 
items included oil switches, isolating switches, current trans- 
formers, circnit-breakers, auto-starters, &c., all designed to 
conform with the mining regulations. 
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Mr. HEIx RICOH Lanz, 6, St. Bride Street, Ludgate Circus, 
E. C., exhibited the * Lanz” patent locomobile—or, as it 
is more generally termed in this country, ** semi-portable "— 
power plant, which consiste of a steam boiler with the engine 
fixed on the top. The boiler is fitted with a firebox and 
tubes, which are removable, and a superheater is located 
either above or below the tubes, as may be found the more 
convenient. These plants are now being made up to 
1,000 н.р. It is claimed that the economy is very great, 
the coal consumption being only about 1 Ib. per B. H. E. per 
hour. 
Мв. RICHARD ScTOLIFFE, Horbury, Wakefield, exhibited 
examples of underground conveying machinery, the applica- 
tion of which will be better understood from fig. 18, showing 


Zr 0 о | "s. 
P PB, P PG E. 
LAN 


її M 4 
4 ү, 


о 


Y ea 


ө 2 
, e,, MA 
PACK 


“ 


0 
WM 
Р 


W 


МЧА 


„лт, 


NOI4VA^313 


ч : - 


ANNL AAA 


. тсз ru 
H СЕ 
ama we 
2 
‹ 


МОМО 


Fic. 18.—UNDERGROUND CONVEYING МАОНІХЕВҮ. 


the plan, and front and end elevations, respectively, of an 
electrically-driven system of working conveyors for receiving 
the coal at the “face.” and delivering it into tubs in the 
„gateway.“ Mr. Sutcliffe has adopted a plain wire-woven 
belt, which works upon rollers in a low, light angle-bar frame. 
The belt is very strong, but at the same time flexible and 
light, and is close enough to prevent small coal passing through. 
The illustration shows two face conveyors, one on each 
side of the gateway, each delivering the coal on to the gate- 


way cross-belt, which is elevated at the delivery end to 


allow of the coal-tub being placed underneath. There is 
no doubt but that this class of machinery will play an 
important part in the working of the thin seams of this 
country in the near future. | | 

Messrs. THE Hart ACCUMULATOR Co., LTD., Stratford, 
London, had a fine exhibit of all kinds of storage batteries, 
the chief interest of which lay in the patent Hexite” plate 
separators. Prolonged trials and severe tests have proved 
their efficiency in preventing short-circuiting, and they are 
applicable to any type of cell. They do not deteriorate 
and do not affect the internal resistance or capacity of the 
cells, or impede the circulation of the electrolyte, being 
of a very porous nature. 

A noticeable feature of the exhibition was the 
display of life-saving apparatus, considerable attention 
having lately been given by mining engineers and others to 
this matter owing to one or two very serious colliery 
disasters, which have resulted in the establishment of 
central depóts in colliery districts, for the purpose of 
storing equipment, and training men in the use of the 
apparatus. ‘Three firms exhibited their special apparatus 
and a smoke chamber was provided for demonstrations. 
One of the most interesting exhibits was Drüger's new 
electric head lamp, which is fitted to the helmet of 
the Dräger apparatus, and consists of а small special 
shaped accumulator attached to the back, with a 1-C.P. 
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" t TABLE IL—REzPORTED ELECTRICAL ACOIDBNTS IN FACTORIES, 
lamp fitted to a bull'a-eye case at the front. The grea ENGINEERING Works, ÈC., OTHER THAN ELEcrTsicaL 


advan of such a lamp is that it leaves the man’s hands 
urat tees for dealing with obstacles, or other work, and GENERATING STATIONS AND Sus-Srations, 1907. 
| 


he is farther relieved of the danger of being left in the dark 55 55 
through his lamp falling and being broken or going out. „ 

On the whole the exhibition was interesting. and there is | РЕИНА E = 
no doubt but that such displays help along the car of arcing of вее AEN MUI ЕЁ 
progress: electricity each year takes a more prominent 53 e E 4 


position in the mining industry, and gives rise to improve- Unprotected conductors, switches, termi ы : 


ments in apparatus and methods which afford the means fases, REY 5 3 
of a more rapid advancement, to the benefit not only of the Faulty apparatus (other than 5 „ s ч 3 
miner, but also of the community at large. We can only working on live conductors: J Unskill рен „ 
hope that the exhibition bas proved to be profitable to the Flashing at motor brushes when adjusting jes 3 — 
promoter and exhibitors alike, as we have no doubt as to Unprotected electrical appa- 

its usefulness. Electric travelling | ratus in driving-cage ... 6 — 
cranes: I Faulty apparatus di 8 == 

| Oareleesness ... dis s 7 — 

— Miscellaneous accidents in testing electrical appa- j 

ratus in course of manufacture ... is $i 23 l 

Miscellaneous... ЕРЕ ГЕН m — TS 16 17 

258 8 


ELECTRICAL ACCIDENTS IN 1907. 


„Fall following shock. + Due to a practical joke. 


The number of accidents under this Table again shows an 
increase over the previous year, probably due to the extended пзе 
of electrical energy in factories. There is little if anything new 
in the circumstances of the accidents. 

One was due to the absence of any protection on a three-phase, 
medium - pressure motor-starting switch. The switch was 10 A 
works, and not in a motor room or a switch room accessible only 
to authorised persons. Owing to the nature of the industry the 
floor at the switch would always be wet; there would therefore 
always be the risk of a fatal accident to anyone touching 8 “ live 
part of the switch. The installation was put in and the power 
supplied by an authorised undertaking, subject to Board of Trade 
regulations, under which the switch should have been во enclo 
and protected as to prevent danger of shock in the ordinary 
Electricity Supply handliog. This regulation had, however, been entirely ignore 

Companies and Private Stations. The arrangement was little better than a trap, even for an autho 
. Local Authorities. person. А 

Another fatality shows the necessity for properly protecting 
insulated wires in engineering works where they are liable to 
damage. The insulation of a conductor was cut through by the 
edge of a piece of iron which a man was carrying. Although the 
pressure was only 250 volts, alternating current, the man Was 


Тнв following is an abstract of the report of the Electrical 
Inspector to the Home Office, Mr. @. 5. Ram, for the year 1907 :— 
At the end of 1907, the horse-power of the motors connected to the 
mains of electricity supply undertakings amounted to 357,000; as 
heretofore, the information is not complete, bat a comparison of 
the figures available for both years shows an increase of 84,000 H. P., 
equal to about 32 per cent. for the year, as compared with 26 per 
cent. in the previous year. The figures do not include several of 
the electrical power companies, neither do they include factories 
where the current is generated on the premises. 


TABLE I.—AccipENTs AT ELECTRICAL GENERATING STATIONS 
AND SuB-STATIONS, 1907. 


Description. 


Non-fatal. | Fatal. || Non-fatal. | Fatal. 


Nox-ELECTRICAL — 
At engines, pumps and 


generators 6 ы 29 — 5 — 

At boilers and steam plant 61 2 10 — 

At coal-handling plant ... 17 — 2 == 

Falls 9 Р Led 53. 4 3 1 

Struck by falling bodies ... 29 — 3 — 

Miscellaneous ee T 57 1 5 — 

246 7 28 1 
ELECTRICAL— | 

At awitchboards, when 
engaged in ordinary 
routine work; mostly 
due to faulty design of 
apparatus без ee 10 == Е: 

Cleaning, repairing, &c., at 
“live” switchboards ... 13 1 3 — 

Cleaning, repairing, or 
other handling of switch- | 
boards supposed to have | 
been made “ dead ” :— | 

(a) Skilled persons ... 1 — — — | 
(b) Unskilled persons — — — — 
Adjusting brushes... ius 9 — 2 — | 
Miscellaneous TT ы 15 i? 2 1 | 
48 2 8 1 
* Suicide. 


Of the electrical accidents under the first headi 
due to mistakes on the part of the switchman. One m dus to the 
failure of a large oil-type fuse, whereby the oil was ignited and 
severely burnt the arms and face of the attendant. 

Under the second heading, the fatal accident occurred in an 
extra-high-pressure sub-station (11,000 volts) to a boy, who had 
been told to grease two switches which had been made “ dead.” 
Having done this work, it is supposed that he turned his attention 
to the next switch, which was “ live,” with the result that he was 
killed. Several other accidents of thie kind occurred, and again 
oe 5 бекет с ш ент not being arranged so that 

ey can be made dead in secti 
ЗН ш ctions, when work upon them 

One accident from shock occurred to a man when cleaning 


inside a steam boiler, and was due to a 1 ` : 
with continuous current. a leaky hand-lamp supplied 


A. B. c 


Fic, 1.—cTHBEE HANMD-LAMPS WHICH HAVE C 
ACCIDENTS, 


AvsED FATAL 


killed. Another fatality was due to a man touching with 
rod the frame of an atc lamp working at high pressure, 
of the lamp forming part of the circuit. 


cut up by а circular saw, driven directly by а three-P 


working at 350 volts per phase and, therefore, probe er the 


volts above earth. Immediately the swi ch was р 


man at the saw received a shock and was killed. The saw at the 


had become electrically charged through a trifling breakage 
switch. The cover of the switch was connected to а 


against a metal column of the building, but the ent | 


proved useless, probably because the bolt had not penetr whether 


coatiog of paint on the column. It is, however, 4 question 


an iroD | 
e 
being 


A man was engaged at a saw bench where hot metal на motor 


bolt forced 
th connection 
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earthing to a column of a steel frame building is in any case suffi- 
cient. I have known of the framework of a large shop elsewhere 
becoming electrically charged by a similar trifling accident and 
persons receiving shocks therefrom. 


The case of the practical joke sgain emphasises the danger of 
A wire was con- 


alternating current of low voltage, 200 volts. 
nected from a wall plug to a door handle. The victim took hold 


of the handle and received a fatal shock. 
Another fatality was due to a faulty band lamp. The metal 


work of the lamp, including the wire guard to the lamp, became 
live. The man was in connection with earth and received a 
shock. He could rot let go of the lamp and was killed. The 
pressure was 250 volts alternating current. I have described pre- 
cisely similar accidents in previous repcrts. Another one occurred 
during the year at 215 volts alternating pressure, but not o 


premises under the Factory Act. | 
The danger in the use of hand lamps as ordinarily constructed is 


seldom realised, and can во easily be guarded against tbat I 


propose to refer to the matter at greater length. The danger 
arises from the construction of the lamp being such that any 
metal work used is very liable to become electrically charged. If, 
therefore, 8 person holding such a lamp happens to be standing on 
metal floor plates or on damp ground or is otherwise in connection 
with earth, he may get a shock, and in all probability he will be 
unable to release his hold of the lamp and a fatal result will ensue. 
Tbe ac:ompanying illustration, бр. 1, shcws three hand lamps, 
eath of a different pattern and each of which has been the cause of 
the death of a man, under the circumstances indicated above. In 
each case the current was alternating and low pressure. Each lamp 
has an insulating handle, but this has not prevented a fatal accident. 
The lamps A and C have each a brass tube passing through the handle. 
One end of the brass tube is screwed into the lampholder and 


the other end into a ferrule which serves to hold the insulating 


handle in position and provides an atta-hment for the metal 


hook, by means of which the lamp may be hung up. In each 


of these Jamps if there occurs any defect by which any 
art of tbe melal-work makes contact with the conductors, 
the whole of the metal-work will become live. Although a 
person may be graspíng the wood handle in the proper way, he is 
liable to touch the brass ferrule at one end or the gallery of the 
protecting cage at the other. If he is at the came time starding 
on “ earth,” he will get a shock which may prevent him dropping 
the lamp; in fact he will probably grasp it all tbe tighter, although 
the actual point of contact between his hand and the charged 
metal at one end or other of the handle may be very small. 
Lamp B is símilar. but has no brass tube passing through the 
handle. The handle, however, is not large, and a man holding it 
is liable to have bis thumb upon the brass socket into which the 
handle fits. This socket terminates in а short brass tube, which 
screws into the Jempholder, and is consequently in metallic 
connection with the lampholder, the gallery: and cage. Should 


Fid. 3.— SAFE PATTEBN OF Hanp-Lamp. 


these parts become live through any defect, the person holding 
the lamp may again be unable to release his hold. In the case of 
each of these lamps the metal work became live when the persons 
holding them were in connection with earth, and were consequently 
unable to let go and were killed. Examination of the lamps 
showed the following defects, by reason of which the metal parts 
became "live," In lamp A the ilexible wires pass from the 
lampholder through the brass tube inside the handle and out at a 
т Је ід the side of the brass ferrule. The edge of this hole is 
а with insulatiog material, but the edge of the end of the 
rags tube inside the ferrule is not во bushed and has a sharp edge. 
e insulating covering to the flexible wires appears to have been 
cut through at this point, thus causing the whole of the metal 
hib. become "live," and hence the accident. In the case of 
tob С, the flexible wires pass out through the end of the brass 
1 and this, of course, is again a weak spot, the covering of 
D Wires being liable to be injured at this point. This, however, 
А lie hot appear to have been the cause of the metal work becoming 
indie in this case. There is another defect, which I have 
i ee in fig. 2. The lampholder is screwed on to the end of 
ems tube which passes through the handle, the flexible wires 
Passing through thie brass tube to the terminals fixed in the 
Жн, block in the holder. The fit of the threads in the 
бра. m the brass tube is very easy, and the bolder cannot be 
iiid s ed unless it is screwed on the brass tube, or rather the 
be is serewed into the holder, as far as it will go. This, 


until the flexible wires are in position, means that the brass tube 
is screwed in so far that it becomes jammed against the porcelain 
block. The holes in the porcelain block into which the ends of the 
flexible wires are threaded are somewhat wider apart than 
the diameter of the brass tube. Consequently when the 
flexible wires are put in place, the brass tube is screwed 
hard up against them, рірріпр them between its sharp edge and 
the porcelain block. As there is no grip upon the flexible wires 
elsewhere within the handle, and as the lamp may be frequently 
carried about by means of the wires, the whole weight will be taken 
by the latter at the point where they are nipped, Under such 
conditions it is practically a foregone conclusion that the insulation, 
even if it should escape damage in the first instance, will be cut 
through after the lamp has been in use for a short time. In the 
case of lamp B the same defect occurs, although it appears that it 
may have been considered in the original design, the braes tube 
being only a short one fitted into the end of the brass socket into 
which the handle fits, this socket forming a shoulder against which 
the lampholder can be tightly screwed. The brass tube, however, 
is just too long, and before the holder can actually be screwed hard 
up against the shoulder the end of the brass tube is already cutting 
into the wires against the porcelain in the lampholder. These 
may appear very trifling defects, but it is nevertheless upon such 
that the life of the man using the Jamp may depend. There is no 
difficulty whatever іп corstructing a lamp which should be free 
поа these defects, and оойег ordinary circumstances absolutely 
safe. ; 

The two most important points to be borne in mind in the design 
of a lamp for use in dangerous places. e., where the user is in 
connection with earth—are (1) that there shall be no metallic 
connection between the lampholder and any other metal part of 
the fitting, and (2) that the flexible wires in passing from the lamp- 
holder shall not be taken through a metal tube or be otherwise 
touching any metal part of the fitting. Fig. 3 shows a very simple 
and inexpensive type of lamp, of which a number are in use, and 
which is very much safer than any of those shown in fig.1. The 
body is made from a piece of oak, about 34 in, in diameter at one 
end and turned down to form a handle. The flexible wires pass 
through a hole down the centre to the lampbolder and are clamped 


near the end of the handle, so that no strain can be put upon the ' 


connection in the lampholder, which is of the batten" type, and 
is screwed to the flat disk end. The wire cage is attached by screws 
to the outside of the disk. There is no metallic connection between 


the lampholder and the wire cage, and there is no other metal used 


in the construction of the fitting except the hook at the end of the 
handle, used for the purpose of banging up the lamp. This hook 
should, however, be replaced by a leather or other non-metallic 
loop, as with constant use it might injure the insulating covering 
of the flexible wires where it rubs against them just beyond the 
end of the hand!e. With this slight alteration this lamp would be 
entirely free from the defects described in reference to those 
shown in fig. 1, and wovld probably be cheaper. As a result of 
my remarks on this subject in my last report, a lamp has b2en 
brought out in which the body is of wood. The lampholder, 
which is of the “ cord. grip " type, is fixed in a vulcanite ring or 
, cylinder, which is extended во as to form a guard or sheath 
comp:etely surrounding it. The wire cage is attached to a metal 
ring which is screwed to the outside of the wood base. There is 
no possibility of any metallic contact between the cage and the 
lampholder. The lampholder is supported in such a way as to give 
a large insulating surface between it and the metal cage-ring, in 
view of preventing leakage by a film of moisture if the lamp is 
used in a damp situation. The only weak spot appears to be in the 
metal hcok, which, however, can, without any difficulty, be replaced 
by a leather or other non-ccnducting loop. і | 
In the course of my inspections during the year, І came across 
further examples of dangerous conditions of electrical plant :— 
1. Switches designed so that the hand may touch live metal 
when grasping the handle. 
2. Switches and fuses fixed to the same base in such a way that 
in switching on, the operators knuckles will touch the bare fuse 


metal. ' 
3. Oil cups, requiring frequent filling up, placed close to high- 


pressure brush gear cn generators. 
4. On main switchboard of authorised undertaking, main fuses 


fixed at back of board behind bus-bars. 

5. Extra-high-pressure rubber covered cables, not otherwise 
protected, fixed in generating station basement amongst steam and 
exhaust pipes and in the way of making joints in the same. 

6. Switches for alternating current, med. um pressure, in factories 
without any protection, in some places over wet tlors. 

7. Earth wires of motors, &c., connected to gas pipes. 

8. Motor switches in factories fixed behind running belts, 

9. Iron floor-plates behind switchboards having bare conductors. 
10. Extra-high-pressure coils of generators and motors unguarded. 

11. Medium-pressure switchboards placed one behind the other 
with bare metal on both sides of the narrow working space. 

12. High-pressure alternators with no protection at high-pressure 
collectors and terminals where likely to be accidentally touched. 

13. High-pressure ard medium-pressure switchboards with 
insecure floor at back. 

13. Extra-high-pressure isolating switches, worked by attendant 
from a ladder in a dangerous position instead of by a pole from the 
floor-level. 

15. Extra-high-pressure switchboard passage-way only 16 in. 
wide, baving live metal exposed. 

16. High-pressure sub-station fitted up in a dangerous manner 
"temporarily" on emergency, still in same condition after four 


years. 
I found in one case a stop-valve which was worked twice a day 


280 


у tanding оп the steam pipe and having only the valve 
dum hold т by, with a drop of 25 ft. over the feed pump 
о ‘premises not under the Factory Act, in one case & pos 
was killed in an extra-bigh-pressure ewitch chamber. AM t : 
с nductors bad been made dead for clean ing, with the exception o 
aome which he was instructed not to touch. No divisions or soreens 
w re provided to shut off or even to indicate the dangerous 
conductors. As in several previous accidents eleewhere in similar 
circumstances, the man went on cleaning until he came to the live 
conductors and was killed. 


TABLE III.—ELEcTRICAL FATALITIES REPORTED UNDER THE 
Factory Аст, 1907. 


a 


} 


i System. 
{ | х Probable , _ ernating, 
Month. Place. | cras | pois ps а 
| system. shock. 1 = single-phase, 
| | 2 = two phase, &c. 
„„ ve | | 
January .., Raveustborpe ... , 400 — A 3. 
February  Jarrow-on-Tyne | 440 — A 3. 
April . Middlesbrough... 250 250 42. 
April. Manchester Sal. AUS cem A 3. 
Мау... ... Sheffield .. . 200 200 А 1. 
June. Birmingham m 1.000 — с. 
July... Middlesbrough... ...: 11,000 Fe A3.. 
September Wednesbury ... ... 350 200 A 3 
October ... Blaydon . 950 250 | RU 
Al. 


Octobei . Kingston-on-Thames 2,000 2.050 
| 


Ц 


2 


1 Suicide. 


* Fall following shock. 


So far as my information ie complete, there were during last 
year nine electrical fatalities in mines, seven in connection with 
electric railways and tramwaye, and one on the premises of a con- 
sumer of an authorised electric supply undertaking, the latter being 
a han!-lamp accident at 215 volte alternating pressure 

As I bave remarked in former reports, the danger of electric 
shock at low pressures is often not realised. A summary of the 
tables given in my reports for the six years from 1902, shows that 
there have been three fatalities from continuous current and 22 
from alternating current at 250 volts or less, and 11 in addition 
fr.m three-phase systems not exceeding 440 volts per phase, where 
the shock being to earth probably did not exceed 250 volts, and in 
aome cases was less than.200 volts. Of these 36 fatalities, 24 were 
оа premiecs under the Factory Act. . 


! 


+ 


NEW PATENTS APPLIED FOR, 1908. 


Compiled expressly for this journal by W. P. THOMSON & Co., Electrical Patent 
ents, 322, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


15,898. ‘Improvements in controlling electrical transmission apparatus.” 
RiEMENS Bros. & Co., Lro. (Siemens & Halske Akt.-Ges., Germany.) July 


27th. (Complete.) 

15,902. Process of preparing aluminium for plating and colouring and of 
plating. colouring and bronzing same.” W. A. Тноиз and H. C. Mossor. 
July Nth. 

15,929. * Improvements in or connected with wireless tel Lin 7 
BRANDONM. July 27th. кар: NUS 
15,936. *' Improvements in automatic switches.” W. J. Davy. July 27th. 

15.940. System of telegraphy.” R. L. DEAN. Ju' y 27th. 


ЦА (Complete.) 
15,911. " Improvements in apparatus for testing magnetic qualities of metal.“ 
BR TisH THomson-Houston Co., LTD., and A. J. MARTIN. July 27th. 

15.919. Improvements in or relating to make and break devices.” 
Нокке and E. Renkk. (Date applied ior under Rule 13, January Ard. 1908. 
Invention comprised in application No. 12,967, dated June 4th, 1907 
(Complete.) 

15562. ''Electro-chemical process for cle 
tnd the like.” А. М. koHLER. July 27th. 


15,966. “Improved cable cennector and emergency break for use with 


portable and other electrical machines particularly ini 
electrical work.“ H. WII LIS. July 28th. E See eres DIESE 


T.J. 
An 
. July 27th. 


aning and polishing silver, plate 


15.979. Improvements in or relating to el i S d 
ectric lamps. AN N & 
Liv. and M. Metz. July 28th, PE NAS ADESTE Gi 
15.991. “Improvements in shade devices for i 
л. р 9 х for electric lamps.“ 
Peaventon. July 28th. Complete.) ps С. W. 
16,02. * Iniprovements in a 


ppliances for use with telephone transmitters." 
July 28th. (Complete.) Pub 


Don diu s ee in telephone apparatus." A. M. Conn. 


16,015. Improvements in termin: i ies." 
July 23th. 1 eriuinals for clectric batteries“ H. W. BUTLER. 


16,00. * Improvements in, or 
between electrical conductors." 
Liv. July 29th. 


16.076. * Improvements in automatic t i | 
05 | ic trolley controlling devices for use o 
кесиле tramcars and the like." J. R. WILLE. and F. WORSLEY. July КҮН 


К. F. HUTTON. 


July 25th. 


in and relating to means of connection 
E. КА хен and THE CuiLLINGTON Toot. Co., 


Complete.) 


15,0941. “Improved means for i is 
16.081. го эг producing at a distance, copies o i 
Tnotographs, writings and the like.” J. J. W ADDINGTON Jug aan SENEDEN 
16,06 *"Imyproveinents in tele i i oon 
М. | s Јерһопе installations.“ SIEMENS & К 
Aci-Gix, (Date applied for under See. YL of the Sow cn 


| М Act, August 2 90 ing 

date of application in Germany.) July 2uth, (Conlon ч st 2nd, 1907, being 
15,126. „Im rovem ЕС е - j ; ғ 

А provements in starting switches for electric motors.“ 


15110, „ Shield for the use с i 
'Shie af linemen." G.E : "RN 
ate appiied for under Sec. 91 ofthe Act, Auc атаве 


tion in United States.) July 2th, СЫ Ist, 1907, being date of appli- 
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© Improvements in individual electric driving of spinning and 


16,144. J. and Т. M. Greeves, LTD., and R. V. Eves. 


twisting frames and machines.“ 

July 30th. 
16,151. 

ELECTRIC Co., 


u Improvements in electric arc lamps. TRT JANDUS Arc LAMP AND 
TD., and А. D. JONES. July 30th. 

spring switches for electrically setting railway 
points and signals." SIEMENS & HALYKE Axr-Gxs. (Date applied for under 


Bec. 91 of the Act, September 2nd, 1907, being date of application in Germany.) 


* Improvements in primary batteries." E. E. Rouse. July ath. 
16.183. “Improvements in or relating to telephony and telegraphy." J. 
BcBIESSLER. July 30th. 5 " „ 
$ “ ments in electric current tran . . 
4 Ca. ina ша & Halske, Aktiengesellschaft, Germany.) July 30th. 
(Complete.) | „ 
16,216. ‘Improvements in telephonic apparatus.” H. W.HELLMANN. July 
30th. , 
| tures 
972. "Improvements in apparatus for reproducing nt a distance pic 
Pee lee "н, BELM. (Application for Patent of Addition to No. 1,615/1908.) 
July 31st. (Complete.) 
i f electric 
15.285. Device for automatically switching in an auxiliary source o 
current on failure of the main supply." THE CHLORIDE ELECTRICAL STORAGE 
Co., LTD., and A. Inpery. July 8186. RERO 
6.298. ‘Improvements in and relating to electro-m | 
see? BuitisH TuoxsoN-HovsToN Co., LTD. (General Electric Co. 
United States.) July 91st. | 
16.299. “Improvements in electric voltage r lators.”’ British THOMSON 
Носвтои Co., Lr». (General Electric Co., Unite Piero July f HT 
16,905. ‘Improvements in supports for contact plows or electric 2 
collectors for electio railways.’ M. E. CURWEN. (J. G. Brill Co., United 
States.) August let. | | н 
16,311. * Improvements in connection with electric lampholders. . W. 
RvssELL. August lst. А T 
16.966. Improved method of regulating resistances of electric motors 
apparatus for the same." М. T. MEDWAY. August lst. 


16,170. 
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Гао & Co., 399. High Holborn, W.C., and at Liverpool and Bradford ; 
price, post free, 9d. (in stamps). 


1907. 


ELECTRICALLY-DRIVEN PULLEY BLocks ов HOISTS. 
July 8rd. 


Process FOR THE MANUFACTURE OF ILLUMINATING Bopiks FOR Ет кото Гн" 
DESCENcE Lamps. Deutsche Gasgluhlicht Akt.-Ges. 15,510. ой ae 
(Date applied for under International Convention, July llth, 1906.) 


А. А. С. Gese. 15,383. 


| : 922. 

ELECTRICAL APPARATUS FOR OPERATING WiwcHES. T. P. Pollitt. 15, 
July 11%. А Walker 

CuRRENT-CoLLEcTING DEVICES FoR DvNAMo-ELECTRIC MACHINES. M. Walker. 


19,010. August 23rd. 


ELECTRICAL SELF-CONTROLLING PENDULUM. 
9th. 


FILLING Jornt Boxes To PROTECT THE JOINTS OF ELECTRIC CABLES. 
Claremont. 20,639. September 17th. 

ELECTRIC ARC LaMPs. A. D. Jones. 24,188 November lst. 

REFRACTORY Ecectric Conpuctors. British Thomson-Houston Co. 
Electric Co., United States.) 24,707. November 7th. ` T 

Вклке-Оркһат:хо MECHANISM or ELECTRIC Lirrs ok HoisTs OR kn ard. 
Felten & Guilleaume Lahmeyerwerke Akt.-Ges. 25,987. Novem 
(Date applied for under International Convention, November 24th, Um 

METHODS or 4ND DEVICES FOR PROTECTING ELECTRICAL SYSTEMS AND а де 
2. E. F. Creighton. 26,642. December 2nd. (Date applied fo 
International Convention, February 23rd, 1907.) 

Іхсалкокаскхт ELEkcTRIC Lamps. E. C. R. Marks. 
27,309. December 17th. 9th 

ELkC HIC RAILWAY INSTALLATIONS, E. Woltmann. 27,989. December 1 s T 

METHOD AND MEANS FOR CONTROLLING ELECTRIC Motors. Н. W. Leon 
8,079. April 6th. 

SWITCH FOR CONTROLLING ELECTRICAL CIRCUITS. 
12,967. June 4th. 


CONTROLLING SYSTEM гов ELECTRICO RAILWAYS., 


W. C. Bteljes. 20,061. September 
E. A. 


(Genera! 


(Parker-Clark Electric Co. 


T. J. Rorke and E. Rorke. 


W. Arthur. 18,206. June btb. 


5,024. 
SYSTEMS FOR CONTROLLING ELECTRICAL Devices, W. E. Ebert. 
July 8th. "Y 
wes 
RECEIVING INSTRUMENTS FOR Exectric TELEGBAPHY. R. H. Edgar. i 


July 9th. 


ELECTRIC INcANDERCENCE Lamp WITH U- OR V-SHAPED SUPPORTED Мис 
FiLAMENTS. Н. Kuzel. 15,798. July 9th. (Date applied for under 
national Convention, May dist, 1907.) ; W. P. 

MorLD ror Castine ELYKCTRIC ACCUMULATOR Grips. W. Fennell and W. · 
Peny. 15,840. July 10th. ERY 

CONSTRUCTION or A Роскит Ec TRI LAMP WORKED WITH SECONDARY ph. | 
APPLICABLE FoR Various Purposes. W. Thomson. 16,034. july! E M. 

ELFCORICALLY-OPPRATED CLnorw-CrrrXG Масніхкв. R. P. J. Willis . 
Waring, U.S.) 16 073. July 12th. „ АХР 

Means FOR ATTACHING FLEXIBLE CONDUCTORS TO COMMUTATOR BRUSHY^. .. 


orga! 
Ало APPLICABLE кок Uniting OTHER BODIES OR ARTICLES. M 
Crucible Co. and C. D. MeCourt, 16.175. July 13th. 16,431. 
INcaspyserxce Exectric Lamps. C. H. Stearn and С. F. Topham. 7" 


July 17th. ЕЗСЕХ! 
MAKING ELEcTRIcALUY-CoNDreriNG JOINTS IN METALLIC- FILAMENT INCAND 


L. LECIRIC Lamps. A. C. Hyde. 17,517. August 6th. 
1908. m 
т CABL * 
Vactum DRYING AND IMPREGNATING APPARATUS FOR ELECTRIC 


E. Passburg. 3,507. February loth, H 


REGULATING DEVICE FOR ELECTRICALLY-DRIVEN FLUID CONE a 
Scott. 5,107. Mareh 6th. (Application for Patent 0 
No. 21,031 07. 95 March 

ELECTRICAL CURRENT MeTrRs. Siemen: & Halske Akt.-Ges. Dah, jun 
Zeth. (Date applied for under International Convention, e and 

METHOD oF TESTING ELECTROLYTIC VALVE CELLS OR THE LIKE. Internationa 
Halske Akt.-Ges. TASO. April sth, (Date applied for under 
Convention, April 4th, 1107.) c TRAN"; 

DyNawo ELECTRIC MACHINES ALSO ApPLICAHLE АВ ROTARY Fxfacfarlane and 
FORMERS OR MorpoicGENEWATORS.— Crompton & Co., J. C. Мае 
H. Burde. 8,065. April 11th. 


ELE iti SIGNALLING SYSTEMS FOR RAILROADS AND THE LIKE: 
(Union Switch and Signal Co., U. S.) 9,819. May Gth. 


RR. C х 
ddition © 


А. 3. Poult- 


THE 


ELECTRICAL REVIEW. 


Pol. LXIII. 


ELECTRICAL REVIEW. 


Vol, LIL.) CONTENTS: August 21, 1908. [No. 1,604. 

| Page 
The German Electrical Trade з tee 281 
American Troubles and the Electrical Trade ve P" "T Ей 
Gas Turbines eis 855 WE 
Things to Know about Coal s. M ss d а 
Соррег 985 AN 
Action of 'Вупеһгопопз Motor «из. 0 d 


er 
8 Exhibits at the Frauco-British Exhibition (cont. ) 
Hoffmann Ball Bearings applied to Electrical MEME 8 


(# из.) 
Manchester Electrical Exhibition, ‘O-tober 2 -9 n. .. 286 
New Electrical Devices, Fittings, and Plant (illus. ) жез —. 287 
Correspondence :— 
A Contract Short-Circuited . E .. 288 
International Electrotechnical Commission. ius .. 238 
Registration of Wiremen  .. is m .. 288 
Are Consulting Engineers Necessary : LEN 878 ie 289 
The Electrical 1 ae z 5 ies *. 289 
Reviews  ... aes з yis — ... 289 
Business Notes ads ssi „ 291 
21008208] Developments at Durban (illu us ) а vee 299 
Modern american Pen Works Equipment (illus.) T ies x 
Notes XLI eee eos eee eee eee eee 
City Notes ea eee eee #06 eee #06 Bee eee 308 
Market Qaotations . Or йк, age 80 oes .. 310 
Stocks and Shy.res E di iis * 310 
Share List of Electrical Companies - ove - S. 311 
"Some Germzn Metal-Filament Lamp Tests... 26 .. 313 
x oer Braply i іа Laundries ‘ .. —.. .. 0 018 
5 ightning Discharges is: a — “OES 
Coal Cutting chinery ... МЫ has. «Se OS 
V'ectri за] Cases of the] Legal Year m .. 816 
Traffic Expedieats at Brooklyn Bridge (itus) wee 318 
Rubber Insulation. si. use 819 
Our Legal Query Cplumn .. ix m ses .. 320 
New Patents Applied For, 1908 . a к аё az 


Published Specifications 


TER ELECTRICAL REVIEW. 


Published every FRIDAY Price 4d. 


The Oldest Weekly Electrical Paper. Established 1872 
TO ЭН OPTALNBD BY ORDER FROM ANY NEWSAGENXT IN TOWN OR COUNTRY, 


OFFIOE 1-4, LUOGATE HILL, LONDON, E. o. 
Telegraphic Address: 'Aamnmzar, Lonpon.” Code, А BC. 
Telephone Nos. Holborn 968 Central 4495 (Editorial only). 

ALL Letters should be addressed to the Proprietors, Н. Alabaster, Gatehouse & Co 


ADVERTISEMENT RATES ON APPLICATION. 
The "Electrical Review” is the та medium of the Electrical Trades, 


BY FAR THE LARGEST CIRCULATION 
of any Electrical Industrial Paper in Great Britain. 
SUBSCRIPTION ВАТЕВ.--Рег annum, posta 
, ge inclusive, in Great Britain. 
11 Canada, £1 le. 8d. (£5.90). ‘Co all Biber countries, £1 10s. 
0485 G- "Bubsoribera' nambers bound, including case, for 4s. each volume. 
REAL Clotb Cases for Binding oan be had, price 3s. 6d. each; post free 2s. 9d. 
із com od d CASES, to hold from One to Twenty-six N ‘ambers ary the volume 
Min Great Bring, оао ig had from the Publishers, Price 6s., or Free 
ас TaN AGENTS, — New York: D. Ули Мовтадио, 238, Murray 5 
Borveay’ ри. Wr. Dawson & Sons, Lry., Manning Chambers. 
en Linden Er, 2. Rue de Іа Bangue. Berlin: Asmar & Go. Unter 


Me Ашан E Lodgate Hi ENA Office, London), to be made payable to 
SSV ĩðâ d RP 
THE | 
UNIVERSAL ELECTRICAL DIRECTORY 


ald. A. BERLY'S), 


1908 EDITION 


H. ALABASTER, GATEHOUSE & CO.. 


4, Ludgate НІН, London, Е.С. 


AUGUST 21, 1908. 


stated to be £150,000 greater. 


No. 1,604. 


— 


THE GERMAN ELECTRICAL TRADE. 


A REMARKABLE report in regard to the present condition of 
the electrical trade in Germany has just been published by 
the Arbeit Markt Correspondenz, which is, we believe, the 
German equivalent of the labour organ published by the 
Board of Trade. Whether the report has been intentionally 
coloured it is impossible to say, but it is so extraordinary as 
to demand the attention of the trade in this country. 

The newspaper states, in the firét instance, that the 
electrical industry has only been slightly affected sympa- 
thetically with the industrial retrogression. Whilst the degree 
of employment in, and the market situation of, most trades 
are unpleasantly represented, the electrical industry rather 
shows a slight revival and both sales and prices are satis- 
factory. The condition of the labour market is certainly 
depressed by & greater pressure of applicants for work, but 
the number of employed is even higher than in the previous 
year. The favourable shaping of inland sales arises for a 


large part from the circumstance that the large industrial 


establishments are utilising the present, period for the execu- 
tion of extensive improvements in working, which variously 
consist in a greater use of electric power. This is especially 
the case with the mines, ironworks and rolling mills, and 
also in the textile industry. The erection of power stations 
in agricultural districts, and the connection of numerous 
localities and works with these stations, are likewise on the 
increase. 

The principal branch of the industry—the construction of 
dynamos, motors, &c.—has consequently exhibited a satis- 
factory development in the course of this year. If the 


degree of employment in some of the smaller works has 


transitorily declined because home requirements have been 
restricted, the opportunity for work in others has become 
more abundant. Where the latter lacked inland orders, 
they have had far more to do than in the previous year for 
account of Italy, Austria- Hungary, Great Britain, Belgium, 
This point is illustrated by the following figures 


and Spain. 
of the exports in the first six months of the two years :— 
First half of— 1908. 1907. 
Dynamos 13,460 tons 8,802 tons 
Oables 1,719 tons — 


The dynamos compia machines of all weights, and the 
export prices in part have been higher than formerly. The 
weight of the cables for the first balf of 1907 is not given, 
but the value for the corresponding period in this year is 
Chile in particular increased 
her purchases of cables, the exports thither having advanced 
from 57 tons in the first six months cf 1907, to 180 tons in 
the period of this year. A larger tonnage has also been 
furnished to Sweden, Denmark, and Belgium, but the 
requirements of Great Britain. and the Argentine were 
curtailed. 

The demand for electric lighting articles has not been so 
brisk inland as in the previous year, this being attributed to 
the diminution in building activity. It has, however, been 
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possible to find partial compensation in larger sales abroad, 


as both the quantity and the values have experienced an 


augmentation. The telegraph and telephone works have 
only had to complain in isolated cases of difficulties in 
effecting sales, there having been further overtime worked 
in some instances. The crisis in the automobile industry 
bas unfavourably affected the demand for electric motors 
їп those works which have taken up the former branch. 
The explanation for the maintenance of prices on а 
remunerative level is mainly due to the understanding between 
the large works, which has almost abolished competition in 
the securing of orders, but which has prejudicially affected 
the works of average or small dimensions. 

The foregoing statements will scarcely form’ pleasant 
reading on this side of the Channel. It is certainly а fact 
that.competition, even for orders of the value of £1,000, has 
been largely eliminated by means of a thorough commercial 
organisation throughout the country. 
in securing one order, recoupment is obtained on another, 
and thus the business taken altogether is maintained on а 
‘profitable basis. | 


AMERICAN TROUBLES AND THE 
ELECTRICAL TRADE. 


Тнк era of financial turbulence and panic with which the 
United States bas been disturbed, naturally had a terious 
effect upon American electrical industries. We gather from 
the New York Electrical World that the electrical exports 
from the States during the 11 months ended with May 
indicate totals “ quite a little" below those of 1907, unless 
the June figures, when published, reveal “ а great and 
unexpected rally " in that month. We recently saw it stated 
that the business of the American Westinghouse Co. in June 
wag 15 per cent. better than that done by it in May, the 
new orders being unusually large and ntmerous. Probably 
these include a good deal of work that had been arranged for 
some time ago, but which was deferred when the panic came. 
For the month of May and for the 11 months, the declines 
under these two headirgs were as follow :— | 


Decrease Decrease 
May, 1048s. to May 107, months. 
Electrical instruments $619,393 $155,279 81,175,879 
Electrical machinery $800,566 8331, 478 $89,084 
11 months, 11 months, 
1908. 1907. — 
Grand total .. $14,218,267 $15,433,170 $1,214,963 


From these figures it will be seen that in the electrical 
machinery section the fall for the month of May is about 
three times greater than the aggregate decrease for the 11 
months; presumably in earlier months there were sub- 
stantial increases as compared with the year 1907. 

After pointing out that most of the decrease might 
perhaps be said to be due to the difference in the value of 
raw copper alone, out contemporary proceeds to show that it 
‚ does not take an at all despairing view of the position and 

prospect, but in the belief that with returning prosperity 
the old levels “ will be reached and soon excelled,” it 
tries to administer a tonic to the electrical manufacturers of 
the States by urging them to see the wisdom of an energetic 
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policy that will build up а “ веа-рогпе trade,” desirable at 
all times as increasing the volume of product and thereby 


decreasing coste, and it adds, “ао ав an ontlet for 


` вогріов goods in the recurring seasons of depression.” We 


venture to believe that it would do some of us op 


this side of the Atlantic good to catch more of the 


spirit with which this advice is inspired. The alleged 
reluctance of some of our manufacturers to plunge properly 
into a study of the electrical requirements of the world, 
their rocking to and fro in grief, their squeeze - one- another- 
at-home weakness with its consequent undercutting, their 
displeasure at .the necessity that compels them, as was 
said not long ago, to look abroad for work, are matters for 
surprise and regret, and they are the fruit, to some extent, of a 
disposition which never will mend anything that may be 
wrong either in the matter of foreign competition or in con- 
nection with the surplus electrical manufacturing capacity of 
the country. The other day, when in conversation witb a repre- 
sentative of one of our largest electrical trading and manu- 


‚ facturing companies, concerning the present position of the 
electrical trade, our companion remarked, “ Well, things are 


quiet—these are the months when one expects them to be 
so—but I find that bad as things are said to be, everybody 
It may be true 
that some men are able to get away because trade is quiet, 
but there are others who in quiet times prepare campaigns 
for active operations. No doubt there are plenty of electrical 
men who at this moment are busily engaged with plans for 
the better trade that they look for in the late autumn and 
in the winter. "E 

We trust that the efforts of the British manufacturer 
will be centred more and more upon developing this “sea- 
borne trade” which our American cousins regard as в desirable 
thing at all times, whatever may be the circumstances and 
conditions which make it necessary. It is a kind of businese 
which pays no heed to the fact that we have a holiday 
respite in the summer months. It might, if properly 
sought for and encouraged, even make it inconvenient for 
the summer vacation to be so easily taken. A sort of 
geographical distribution of business in different markets, 
ensuring something all the time from somewhere! That 
may appear to be too fanciful an ideal on paper, but it may 
be worthy of more attention than it receives. It will never 
be secured in any particular degree unless a determined 
effort, perhaps involving temporary sacrifice, be made. 
A complaint that responsible officials cannot be spared to 
go in search of foreign business seems to us a lame excuse 
for Jack of foreign enterprise. It is a reflection проп the 
management that delivers itself of such an utterance—® 
confession of inefficient organisation. Do the wheels stop 
turning when leaders take an extended holiday ? 

Our contemporary delivers some comments on the new 
Patents Act of the present Government, which are so inte- 
resting that we reproduce them in full :— 

It will be interesting to see the effect on export trade of such 
patent laws as have recently been instituted in England compelling 
a patentee to “work ” in that country in order to keep his rights 
alive. Possibly we may run into an era of retaliatory measures ? 
this kind that will in the end lead to the abrogation and pullifica- 
tion of such laws; but meantime it looks as though American 
articles protected in England by patents will also have to e 
English in actual manufacture. We have already given юш 
details as to this important legislation, but as it does not go into 
effect until the end of the present month, no one can yet ва Just 
what the effect will be. But at first glance, it does look a8 though 
a check must be administered to patent articles; though, again, i! 
will not be altogether easy to discover for some time what that 
means. Most electrical experts, we imagine, rest for their market 


and their customers, less on patent protection than on quality, 
cheapness and intrinsic desirability. 
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| INVESTIGATIONS into the potentialities 

Gas Tarbines. of the gas turbine are in good hands and 
are being carried out with systematic thoroughness. It is 
early yet to hope for the ultimate development of an oil 
engine of turbine form, but the great convenience of such а 
machine is evident. 

The development of the idea into a machine which will 
actually turn has been done years ago, but the modern 
machines are of considerably more practical form than the 
one at South Kensington. The experimental apparatns 
referred to by Prof. Belluzzo in his article in Zeitschrift für 
das Gesamte Turbineniwesen, probably the latest information 
on the subject, follows the lines to be expected, but 
follows them with care and foresight. The apparatus 
is provided with externally driven gas and air 
compressors, with the aid of which tbe mixture 
is consumed in the turbine on the Diesel principle. 
The results obtained are compared with those of an 
“ explosions turbine " to the advantage of the former. The 
explosions turbine is not described in the article, and it is 
possible that the details are not yet made public. The 
existence of such a machine, however, is something. The 
article in question concludes with the opinion that the 
gas turbine is now in a position to take the field, under 
suitable conditions, with the piston motor as regards thermal 
efficiency, if the efficiency of the compressor is not under 
75 per cent., and that of the turbine not under 70 per cent., 
and if one aims at a single expansion in a de Laval wheel. 


Things to Kaow Wuat should a manufacturer know 
about Coal, Concerning coal ? According to Mr. E. G. 
Bailey, of the Little Laboratory, Boston, 
U.S. A., in a paper read to the Cotton Manufacturers’ Associa- 
tion, he should understand how to store coal if he be far from 
its source, so that he may not be left short. It is concluded 
that underwater storage alone will preserve coal from wast- 
ing by oxidation. Sulphur is regarded as the agent by 
Which a pile of coal becomes overhot; yet 1 per cent. of 
sulphur, if completely oxidised, would only heat a coal pile 
200° F. if there were no cooling by radiation. But coal 
With less than 1 per cent. of sulphur often fires spontan- 
eously. Heat in a pile of coal appears to be very fortuitously 
located. A deep pile may be hottest only 3 ft. from the 
surface, or it may be hottest deep down. The heat generated 
really arises from oxidation of the coal itself, and the rate 
of air circulation seems to have much to do with oxidation. 
The author, apparently, can suggest nothing, but it might 
be pointed out that coal should be stored in large sheet-iron 
air-tight holders like a (square) gasometer. Shut off from 
fresh air, it could not heat by oxidation, especially if the 
holder were charged with CO, admitted by a pipe into the 


very heart of the coal after sealing up, so as to displace the 


air by a vent, afterwards closed, at the roof. 

Then the coal to be used must be one that can be burned 
fast enongh to raise the necessary steam. Coals—perhaps 
Dot in Great Britain to any extent—will sometimes be of 
à nature to burn so slowly that the necessary heat cannot 
be got out of the available grate area. 

It is not always the highest priced coals that give the 
: t results ; indeed, it may usually be said, as regards 
‘reat Britain, that the cheapest coal that can be used 
will be found to give the most economical results. Cheap 
coal is s0 very usually small coal that it is difficult to burn 
only because of its smallness. It is often very good 
calorifically, 

d Of course, within the possibility of burning enough to 
0 the work, the author rightly says that the value of a 
18 expressed by its heat unit value per unit weight. 
as he says, there are various limitations to this 
general statement, brought in by smoke production, ash 
removal, and the liability to spontaneous combustion where 


à Моге is required. 


Every manufacturer should, of course, be guided by bis 
own circumstances. Thus, at the present moment, when 
Lancashire boiler makers would supply him with a new boiler 
at an unfairly low price, there must be many manufacturers 
who could, by putting in an extra boiler, place themselves in 
a position to make very good interest on the investment by 
the saving they would make in the reduced price of the fuel 


they would use when better supplied with grate area. 

It is important to watch that the merchant sende coal 
which is up to origina] sample. The analyses published 
by coal companies are by no means to be depended upon as 
representing average values. "They are usually from picked 
samples. If a coal company knows that its product is 
being systematically watched and analysed, this fact will 
tend to maintenance of quality or toa more ready accept- 
ance of a price varying with calorific capacity. Some 
American power stations have very elaborate forms of coal 
contract sheets devised with a view to the receipt of a 
proper allowance of thermal units potential. Especially is 
it necessary to regulate price on this and an ash basis, or 
the user may find he is getting heat at the expense of too 
much ash cartage. The calorific capacity of any fuel is 
reduced by about 1,200 B. TH. v. for each pound of water it 
contains, apart from the actual missing fuel of equal weight. 

But ash is considered by some authorities to have a 
further effect than that merely due to inert matter. It is con- 
sidered to lower the efficiency, presumably because it may 
cause a too heavy inflax of air between the fuel particles, for 
it is not easy to see how it can reduce the calorific capacity 
of the combustible elements, though it would certainly 
reduce efficiency if it allowed an excess of air and thereby 
reduced the furnace temperature. Then ash may be costly 
to cart away, or it may even be sold, in which case its 
presence is of less importance, though, of course, its carriage 
has already been paid for as though it were coal. 


— 


AN article in the Financial Times 
Copper: remarks on the upward tendency of the 
price of copper at the present time, in the face of abnormally 
large stocks and visible supply. The writer of the article in 
question is inclined to attribute this phenomenon to the 
inflaence of recent heavy buying, apparently on American 
account. Arguing from this that limited production is 
beginning to make itself felt in America while Earope is 
innocently living on stocks, we have a simple explanation. 
„The main danger of the position at present,” says the 
writer further,“ is a relapse of the European demand before 
the American consumption has regained its normal dimen- 
sions.” This infers that American consumption is low, and 
consequently, the rise due to scare. 

Practically, the situation appears to be that the speculators 
foresee a trade revival, and commence to acquire stock and 
futures in anticipation of and by way of assisting it. Per- 
sistent rumours of limited production go to help this, and 
the result probably will be the holding of stocks and conse- 
quent rise in prices. If the consumer is in such a position 
that he can leave the market to speculators for a short time, 
nothing serious should result. But these movements very 
Boon affect an unstable market like that which deals with 
copper. 

At the time of writing the market has again settled more 
to normal. Messrs. Merton's report for mid-August is 
certainly reassuring. Stocks in England and France have 
risen 2,000 tons, and those afloat from Chile and Australia are 
not diminished. French stocks of fine copper show a similar 
increase. The total visible supplies reach the imposing 
figure of 44,785 tons. At the present rate 20,000 tons 
would seem a not unattainable figure. After two years of 
an average 12,000, this figure indicates a most unusual 
condition of things, 

Deliveries are less, as well they may be, with so much 
material on the spot. The whole tone of the statistics seems 
to be that very little buying is taking place. 

D 
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CONDENSER ACTION OF SYNCHRONOUS 
MOTOR. 


By M. G. M. 


Ir is well known to engineers connected with alternating- 
current work that a synchronous motor is capable of drawing 
a large leading wattless current from the mains, provided it 
is sufficiently over-excited ; therefore it is very obvious that 
it may be employed for the purpose of improving the power 
factor of a circuit, the machine acting as though it possessed 
capacity. In many large manufacturing towns a power 
factor of 70 per cent. is by no means uncommon. This 
may be due to a number of induction motors running only 
partly loaded. Now, the effect of these lagging currents is 
to demagnetise the field of the alternator, thus causing а 
very large diop in P.D., in addition to limiting the capacity 
of the machine and mains. It is, therefore, self-evident that 
the efficiency of the whole plant is very much lowered. I 
shall endeavour to show graphically how the rating of a 
synchronous motor* may be calculated. | 

First, let us consider the case of в 1, 500-K. V. A. get 
working at 70 per cent. power factor. 

Power Factor Raised to Unity.—Fig. 1 shows the con- 
ditions that exist. A в represents the 1,500-K.v.A. load ; 
А с the true power, 1,050 KW.; and в с the wattless com- 
ponent, which is 

V (1,500 + 1,050) (1,500 — 1,050) = 1,071. 
Now, in order to raise the power factor to unity, we must 
introduce into the circuit a leading wattless component equal 
to B C; this is represented by ср. I shall assume that 
the true input of the motor is 5 per cent. of its wattless 


component (54 Kw. approx.); therefore the rating of the 
motor installed must be 


V (L,071)* + (54)? = 1,072 K. v. A. 
It will be seen that the motor is very large, compared with 
the gain in plant capacity. 
It is not always economical, or even desirable, to raise the 


power factor to unity. Let us consider ‘the above circuit 
increased to 95 per cent. power factor (figs. 2 and 8). 


8 [ Y 
o9 = ? 
» 8 M © 
< a 
a Я 
1050 С 2 1104 € 
Fic. 2. Fic. 3. 


Fig. 2.—a B = 1,500 K.v.a. load. 
A € = 1,050 KW., true power. 
B C = 1,071, wattless component at 70 per cent. 
| power factor. 
Fig. 8.—А! c! = 1,104 = true power, including motor 
input. 
Al BI = 1,162 = k. v. A. load at 95 per cent. 
power factor. 
B! c! = 362 = wattless component at 95 per 
| cent. power factor. 
Leading component to be introduced into the circuit is— 
V (AB+ АС) (AB— AC) 
— V (a! B' E A! cl) (ac pl — АГС) =1,071 — 362 = 709 
Rating of synchronous motor 3 | 
= V (709) + (54)? = 711 Kk. v.. 
The power factor of the synchronous motor is— 
54 * 100 „. 
i 6 per cent. 


Therefore, by reducing the power factor to 9 
reduce the capacity of the motor 363 K.v.a. 
and this appears the correct thing to do. | 


\ 


ә per cent. we 
or 34 per cent., 


* Sometimes called a rota 
pre ring the power factor. ry condenser when employed for 


Let us now take a case where the motor is made to do 
mechanical work in addition to raising the power factor of 
the circuit. Suppose it is required to raise the power factor 
of a 400-K.V.A. set working at 70 per cent. power factor to 
95 per cent. power factor, and also to do all the power 
possible without overloading the generating set. Here (fig. 4) 

A р = 400-K.V.A. load. 

A E = 380 KW., true power at 95 per cent. power factor. 

р E = 125 = wattless component at 95 per cent. power 

factor. 

BC = 285 = wattless component at 70 per cent. power 

factor. 

cr = B OD E = 160 (leading component to be 

introduced ). 

E € = true input to motor = 380 — 280 = 100 Kw. 

K.V.A. rating is— | . 

V (c EP + (с F) = v (160)? + (100)* = 189. 

Assuming the loss in the motor to be 10 per cent. of its Kk. v. A. 


rating (19 Kw. approx.), we have 380 (280 + 19) = 81 KW. 
(108 H.P.) in the way of mechanical power; and the power 


factor of the motor will be € È 100 = 52:4 per cent. 


CF 

In each of the above cases I have assumed that the steam 
plant capacity is capable of dealing with the full K.v.4. 
rating at 100 per cent. power factor. 


ENGINEERING EXHIBITS AT THE FRANCO- 
BRITISH EXHIBITION. 


(Continued from page 246.) 


A. Reyrolle & Co.—The most interesting section of the firm's 
exhibits is undoubtedly the ironclad switch panels for central and 
sub- station work, which can be found in proximity to the Supply 
Сов stands. This switchgear formed the subject of a gpecial 
article in our issue of July 24th last, to which we must refer our 
readers. In addition to the above, the firm are showing & variety 
of drum and lever type starters, high and low-tension fuses and 
fuse-boxes, oil switches, &c. All Messrs. Reyrolle’s starters are 
fitted with the firm’s patent resistance, which has a current-growing 
characteristic, and much simplifies the operation of starting, 88 it 18 
only necessary to bring the lever or drum, as the 
case may be, to the starting position, leaving the 
resistance to regulate the starting current. The 
starters in common with all the firm's mann 
factures, have been designed with a view to 
standing the rough usage met with in factories, 
workshops, &c., and are mechanically strong. , 

John Spencer & Sons, Ltd.—This Tyneside 
firm are well known for the excellence of thei 
forged and cast-steel products for heavy marine 
and general engineering work. The stand 18 
conspicuous by reason of a huge boiler plate. . 
some 39 ft. x 12 ft. 10 in. х 1 in. thick—aid 
to be the largest plate that has ever been rolled. 
| Robt. W. Paul.—Among the exhibits of the 
National Physical Laboratory are a number of instraments 
designed in connection with Mr. A. Campbell’s work ОП 
inductance and capacity measurements. These include ê 
D'Arsonval vibration galvanometer in which frequency сап 
be readily brought into synchronism with the alternating 
source by means of an external turning head. The mirror 15 
of good size, enabling a bright spot to be obtained when using 
a Nernst galvanometer lantern, and the sensibility of the instru- 
ment is high, being of the order of 1 mm. per micro-ampére 
1 metre, with 100 ~. The resistance of the instrument is about 
40 ohms. 

Other exhibits in this connection include a fixed and a variable 
standard of matual induction, constructed on the lines laid down 
by Mr. Campbell, as well as a consetant-inductance three- 
resistance box and a constant-inductance rheostat. Both these 
latter are во arranged that as resistance wire is cut out, copper 
wire having an equivalent inductance is cut in by the same sI 
arm, thus varying the resistance without vary ing the inductance, 8 
рр о considerable importance in connection with these measure 

Another exhibit designed on lines laid down by Mr. Campbell 
consists of two bifilar standard galvanometers. These instrumen 
have practically no “creep” even under prolonged deflection 
lasting for days, and are very suitable for use ав laboratory sub- 
standards, being used for this purpose at Bushy House. 

All these instruments have been constructed by Mr. Robt. W. 
Paul, another of whose manufactures on view 18 8 single pivot 
galvanometer, used in connection with thermo-couple tempera 
measurements at the laboratory. 

Reason Manufacturing Co.—In addition to their new type 
electrolytic meters the Reason Co. show а selection of preps men 
meters, maximum demand indicators of thermal and ectro- 
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The difficulty of keeping oil off the commutator and windings of 


magnetic type, time switches, &c. They also have a series of their 
arc lamps, five of which, burning in series off a 500-volt circuit, are 
to be found over the motor section of the Supply Co.’s exhibit, and 
two miniature enclosed arcs, run off a 220-volt alternating 
circuit, are mounted on the two pillars which flank the entrance of 
the reception room. The centre of the company’s main exhibit is 
occupied by a glass case containing test room and other apparatus 
designed by Mr. Clark Fisher, amongst which is а specimen of the 
compensating type potentiometer, with which his name is connected, 
and which is now solely manufactured by the company under his 


supervision. 

India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd. 
The company have an Oceanographic exhibit in the Science Section, 
which contains many objects of interest to the submarine cable 
engineer. Various submarine growths, specimens of cable picked 
up from the bottom of the sea, sounding apparatus used in cable 
laying, photos, charts, &c., are included in the exhibit. The com- 
pany are also exhibiting samples of their india-rubber tiling, 
adapted for use on board ship, in public buildings, churches, &c., 
and for numerous other purposes. 

Sunbeam Lamp Co., Ltd.—This company’s exhibit includes 
specimens of the Sunbeam Metal Lamps, which will shortly be 
placed on the market, for both high and low-voltage circuits. The 
220-volt lamps have an efficiency of 1:35 watts per candle, and give 
some 55 c.P. each; the low-voltage lamps run at an efficiency of 
12 watts per с.р., the latter measuring about 30. The filaments 
are strong and should stand fair usage in transit, as borne out by 
experience. 

We understand that the company are at the present erecting a 
special factory for the production of these lamps, and are also 
prepared to guarantee the lamps against infringement, as they are 
working under license of the Westinghouse patents. The company 
also exhibit a number of electrical accessories. 

Messrs. Royles, Ltd., show a variety of heat saving appliances 
applicable to steam plants, and including feed- water and air heaters, 
condensers, evaporators, steam traps, reducing valves, &c. | 

Messrs. Hans Renold, Ltd., are specialists in the manu- 
facture of driving chains, which form their sole product, and they 
show з great variety of chains, chain wheels, cutters, &c. The 
exhibit includes patent silent chains; bush roller chains; block, 
stud, balance, textile, pipe wrench and other special chains, as well 
аз cycle chains. In several cases the parts of the chains are dis- 
played separately, во as to show the construction. The complete 
chain drives shown. include sises for powers ranging from 3 to 40 
H.P., and for speeds from 400 to 1,300 ft. per minute. In the silent 
chain drive is included a spring wheel, part of the cover of which 
is cut away to expose one of the springs. This special form of 
wheel is used for drives where the load is impulsive—as in pumpe, 
compressors, forging machines, &c. 

The success of this firm, which was started by Mr. Hans Renold 
in 1879 in a very small way, is indicated by the fact that the floor 
space of the two works now measures over 7 acres, and the number 


of employés reaches 700. 
(To be continued.) 


“HOFFMANN” BALL BEARINGS APPLIED 
TO ELECTRICAL MACHINERY. 


Тнк Hoffmann Manufacturing Co., Ltd., Chelmsford, Essex, have 
sent us particulars of their ball bearings for use with electric motors, 

‚8а shown in the accompanying illustrations. 

The lubricating arrangements for a ball bearing consist of a small 
Stanffer lubricator, ag compared with an oil well with rings and 
throwers on the shaft in the ordinary bearing. The length of the 
bearing is only half to three-quarters the shaft diameter, enabling 
the length of the shaft to be reduced and the frame of the motor 
to be shortened. _ 
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Fig. 1.—Batn BEARING APPLIED TO VERTICAL MOTOR. 


Among other advantages are reliability ; absence of wear and 
жрк ийе of the armature dropping on to the pole-pieces ; doing 

Way with the oil and the trouble due to its getting on the com- 
mutator, into the windings, &c.; and the saving of friction as well 
M in repairs and oil. à 


vertieal motors has made the use of ball bearings imperative in 
this connection, The method of applying them recommended by 
the makers is shown in figs. 1 and 2. These show the frame of the 
motor brought up inside the bearings so as to make it oil retaining. 


чо. 2.—LowER BEABING ON VERTICAL MOTOR. 


The weight of the armature is carried on the thrust washer at the 
top. This may, of course, be fitted at the bottom if found more 
convenient. 

Journal bearings must be so mounted that no side thrust can 
come upon them ; and tbe thrust bearings 80 that the two races are 
perfectly concentric. The best practice is to hold all shafts end- 
ways by means of a double thrust washer (fig. 3), and to allow the 


Еа. 3.—HorrMANN STANDARD BALL T'HRUST WASHER. 


outer races of the journal bearings to slide in their housings, so that 
they can locate themselves exactly opposite the inner ball races, 
which are fixed to the shaft. Fig. 4 shows a complete journal 
bearing in elevation. 

For smail horizontal electric motors under 10 B.H.P., which drive 
by belt, it is not essential to provide thrust bearings, as there is 
practically no end thrust. In this case it is necessary to fix one 


Fic, 4.— BAL. JOURNAL BEARING. 


outer hall race so as to locate the shaft end ways, and 
other outer ball race to slide in its housing. УЗ, to allow the 
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The inner ball race should be а tight press fit on the shaft, as 


there is a great tendency for this race to creep round the latter, and 
when this starts it quickly wears into the shaft. ` 

Protection from dust and moisture is important, and for this pur- 
pose the makers recommend the form of leather washers, shown in 
fig. 5. If properly fitted, these “give ” slightly and “hug” the 
shaft. : 

Ball bearings require very little, if any, lubrication; and this is 
best accomplished by means of a Stauffer grease lubricator, with 
which a little grease should be occasionally forced in. 
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Fic. 5.—LEATHER Dust WASHER. 


Electric fans are often fixed to a ceiling or put in some position 
that makes it extremely difficult to lubricate their bearings, and for 
these ball bearings are especially suitable. 

Portable motors directly coupled to pumps, drills, &c., have to 
work in апу position, and here the use of ball bearings is imperative, 
owing to the difficulty of retaining oil. P" 

The Hoffmann Co. inform us that they have successfully applied 
their bearings for carrying loads of from 1 to 600,000 1b., and at 
speeds from one revolution to 30,000 B. P. u. 
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MANCHESTER ELECTRICAL EXHIBITION, 
OCTOBER 3rd to 31st, 


Tux following is the list of exhibitors who had booked space at the 
above exhibition by the end of July :— 


Areo Automatic Fire Alarm Co., 66, Cheapside, E.C. 

Allen, Clement, 36, Wilmslow Road, Rusholme, Manchester. 
Adams Manufacturing Co., Ltd., 106, New Bond Street, W. 
Areators, Ltd., Prana Sparklet Works, Upper Edmonton, N. 

Aron Electricity Co., Ltd., 804, Salusbury Road, Kilburn, N.W. 
Arcalia Electrical Manufacturing Co., 504, Stockport Road, Long- 


sight. 

Ай, H., 8-10, Bull's Head Yard, Manchester. 

Bullers, Ltd., 6, Laurence Pountney Hill, Cannon Street, Е.С. 

Blackwell, R. W., & Co., Ltd., 14, Great Smith Street, S. W. 

Batty, W., & Zons, Ltd., 7-9, Market Street, Manchester. 

Babcock & Wilcox, Ltd., 14, Deansgate, Manchester. 

Browett, Lindley & Co., Ltd., Patricroft, Manchester. | 

Bailey, W. H., & Oo., Ltd., Albion Works, Salford, Manchester. | 

Berry, Skinner & Co., 78, Upper Thames Street, E.C. 

Beanland, Perkins & Co., School Close Works, Leeds. 

Bray, Markham & Reiss, Ltd., Canada Chambers, Spring Gardens, 
Manchester. 

British Westinghouse Co., Trafford Park, Manchester. 

Brown, F. V., & Co., 3, Cross Street, Manchester. 

Brown, Eoveri & Co., Ltd., Caxton House, Westminster, S. W. 

Bruce Peebles & Co., Ltd., Basildon House, Moorgate Street, E. O. 

Bullough's Adjustable Rail Joint Support Co., Ltd., Oentral Build- 
ings, North John Street, Liverpool. 

Brady, G., & Co. 49. Pott Street, Ancoats, Manchester. 

Bates, W. J., & Co., Victoria Iron Works, Denton, Manchester. 

Boddy, G. M., & Co., Newington Works, Liverpool. 

British Insulated and Helsby Cables, Ltd., Prescot, Lancs. 

Broadbent, T. W., Ltd., East Parade, Huddersfield. 

Carbone; Le, 17, Water Lane, Great Tower Street, E.C. 

Chamberlain & Hookham, Ltd., Solar Works, Birmingham. 

Churchill, Chas., & Co., Ltd., 6, Oxford Street, Manchester. 

Clipper Belt Hook Oo., 251, Deansgate, Manchester. 

Collier, J., & Co., Warwick House, 29, King Street West, Man- 
chester. 

Concordia Electric Wire Co., Ltd., 64, Salusbury Road, Kilburn, 
N.W 


Consolidated Pneumatic Tool Co., Ltd., Palace Chambers, Bridge 
Street, S.W. 

Crypto Electrical Co., 155-157, Bermondsey Street, S.E. 

Cunliffe & Croom, Ltd., Broughton Iron Worka, Manchester. 

Cutler, Wardle & Co., Ltd., 35-37, Dickinson Street, St. Peter's 
Square, Manchester. 

Crossley Bros., Ltd., Openshaw, Manchester. 

Chorlton & Knowles, Mayfield Press, Boardman Street, Manchester. 

Calmon Asbeston and Rubber Works, Ltd. (and Check Fire Door 
Co.), 1-3, Trinity Place, Tower Hill, E.C. 


Climax Fire Extinguisher Co., 11, Exchange Buildings, St. Mary's 

| Gate, Manchester. 

Congdon & Muir, 42, Deansgate, Manchester. 

Drake & Gorham, Ltd., 66, Victoria Street, S.W. | 

D. Р. Battery Co., Ltd., Lumford Mills, Bakewell, Derby. 

Dugdill, John, & Co., Failsworth, near Manchester. 

Daniel, T. H. & J., Ltd., 22, Henrietta Street, Е С. 

Dey Time Registers, 1008, Queen Victoria Street, Е.С. 

Diesel Engine Co., Ltd., 179, Queen Victoria Street, Е.С. 

Dryden & Co., Grimshaw Street Foundry, Preston. 

Dunlop, D. N., Westinghouse Co.’s Publishing Department, Westing- 
house Works, Trafford Park, Manchester. 

Electrical Engineer, 139/140, Salisbury Court, Fleet Street, E.C. 

Ebenestos Manufacturing Co., 127, Pomeroy Street, Old Kent Road, 
8. E. | 

Eckstein, Heap & Co., Waverley Mills, St. Simon's Street, Salford. 

Edison & Swan United Electric Light Co., Ltd., 36/37, Queen 
Street, Е.С. 

Electric and Ordnance Accessories Co., Ltd., Cheston Road, Astor, 
Birmingham. 

Electrical Engineering (Kilowatt Publishing Co.), 203/6, Temple 
Chambers, E.C. 

Electric Journal, 17, Bouverie Street, Е.С. 

Electrical Field, 30/31, St. Swithin’s Lane, Е.С. 

Electrical Magazine, Bazaar Baildings, Drary Lane, W.C. 

Шеш Power and Storage Oo., Ltd., 4, Great Winchester Street, 

С | 


Electrical Press, Ltd., 37/8, Strand, W.C. 

Electrical Review, 4, Ludgate Hill, E.C. 

Electromotors, Ltd., Openshaw, Manchester. 

Elliott Bros., Century Works, Lewisham, S.E. 

Engineer, Ltd., 33, Norfolk Street, Strand, W.C. 

Electrician Printing and Publishing Co., Ltd., 1/3, Salisbury Court, 
Fleet Street, E.C. 

Enrst, F., & Co., 31, New Bailey Street, Manchester. 

Evans, E. M., & Son, 184/185, Fountain Street, Manchester. 

Evershed & Vignoles, Ltd., Acton Lane Works, Chiswick, W. 

Emmott & Co., Ltd., 65, King Street, Manchester. 

Electrical Times, 8, Bream's Buildings, Chancery Lane, Е.С. 

Faulkner, John, 13, Strangeways, Manchester. 

Ferranti, Ltd., Holl in wood, Lanes. | 

Falk, Stadelmann & Co., Ltd., 83/87, Farringdon Road, Е.С. 

General Electric Co., Ltd, 67/71, Queen Victoria Street, E.C. 

Glyco Metal Co., Ltd., 8/9, South Parade, Manchester. 

Green, E., & Son, Ltd., 2, Exchange Street, Manchester. 

Grevener, J. & H., Eldon Street House, E.C. 

Goodalls, Weaste, Manchester. 

Gilbert Arc Lamp Oo., Ltd., Chingford, Essex. 

Galloways, Ltd., Knott Mill Iron Works, Manchester. 

Hall, J. P., & Co., Blackriding Ironworks, Werneth, Oldham. 

Harland, G., Bowden & Co., 196, Deanegate, Manchester. 

Hart Accumulator Co., Ltd., Marshgate Lane, Stratford, E. 

Herbert, Alfred, Ltd., Machine Tool Makers, Coventry. 

Hodgkinson, Jas. (Salford), Ltd., Fore Lane Works, Broad Street, 
Pendleton, Manchester. 

Hoffman Manufacturing Co., Ltd., Chelmsford. 

Hopkinson, J., & Co., Ltd., Britannia Worke, Huddersfield. 

Howard Asphalt Troughing Co., Ltd., Trafford Park, Manchester. 

Howden, J., & Co., 105, Scotland Street, Glasgow. 

Howell, W. R., & Co., 42, Theobald’s Road, W. C. 

Hans Renold, Ltd., Progress Works, Brook Street, Manchester. 

Heatley Gresham Engineering Co., Ltd, 110, Cannon Street, Е.С. 

Hacking & Co., Lord Street, Bary. 

Hebblewaite Bros., Ltd., Huddersfield. 

Halcrow, J. (Neuremberg Engine Co.), 18, Coleman Street, Е.С. 

Heyde, J. Bennet von der, 6, Brown Street, Manchester. 

International Electric Oo., 55, Redcross Street, Е.С. 

International Time Recording Co., 151-55, City Road, Е.С. 

Kendal, J. Lomax, & Co., 4, John Dalton Street, Manchester. 

Kennedy Bending Machine Co., 34, Norfolk Street, Strand, W.C. 

Key Engineering Co., 38, Deansgate, Manchester. 

Kirkpatrick & Rastall, 16, Barrack Street, Hulme, Manchester. 

Kenyon, Alex., & Oo., Victoria Bridge, Manchester. 

Kerr, J., & Co., 62, King Street, Manchester. : 

Kent, Geo., Ltd., 199, High Holborn, W.C. (in charge of J. Pythia, 
Throstles Nest House, Congleton). 

Liverpool Electric Cable Co., Ltd., 2924, Vauxhall Road, Liverpool. 

Lancashire Electric Power Co., 196, Deansgate, Manchester. 

Lancashire Dynamo and Motor Co., Ltd., Trafford Park, Man- 
chester. 

Lea, J. E., 28, Deansgate, Manchester. 

Lyle Trading and. Manufacturing Co., Ltd., Temple Bar House, 
Fleet Street, Е.С, 

Luke & Spencer, Ltd., Broadheath, Manchester. 

Ludw. Loewe & Co., Ltd, 30, Farringdon Road, E.C. 

Manchester Corporation, Electrical Department, Town Hall. Б 

Marshall, Percival, & Co., 26-9, Poppin’s Court, Fleet Street, E. C. 

Massey, B. & S., Steam Hammer Works, Openshaw, Manchester. 


Matthews & Yates, Ltd., Cyclone Works, Swinton, Manchester. 


Mayer & Schmidt, Offenbach, O/ Main, Germany. 

Mitcham Electric Fan Co., Ltd., 6, Broad Street Place, Е.С. 
Mirrlees Watson & Co., Ltd., Scotland Street, Glasgow. 
Morgan Crucible Co., Ltd., Battersea Works, S.W. 

Musgrave, J., & Sons, Ltd., Globe Iron Works, Bolton. 
McDermott, R. W., Old Street, Ashton-under-Lyne. 

Morton & Co., 8-9, The Arcade, Lord Street, Liverpool. 
Mirrlees, Bickerton & Day, Ltd., Hazel Grove, near Stockport. 
Nalder Bros. & Thompson, Ltd., 34, Queen Street, E. C. 


3 Gas Engine Co., Ltd., Wellington Works, Lahton - under- 
yne. 
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National Telephone Co., Ltd., 192, Portland Street, Manchester. 

New Gutta-Percha Co., Ltd., Dashwood House, New Broad Street, 
E.C. | 

Neuremberg Engine Co. (J. Halcrow, 18, Coleman Street, E. C.). 

O'Brien & Co., 5, Brazennose Street, Manchester. 

Oliver Arc Lamp, Ltd., Cambridge Place, Burrage Road, Wool- 
wich S.E. 

Oliver Machinery Co., Ltd., 201-3, Deansgate, Manchester. 

Premier Electric Lamp Co., Huyton Quarry, near Liverpool. 

Price, Chas., & Son, Broadheatb, Manchester. 

Parmiter, Hope & Sugden, Hulme Electrical! Works, Manchester. 

Parsons, C. A., & Co., 65-7, Prudential Buildings, Park Row, Leeds. 

Pearn, F., & Co., Ltd., West Gorton, Manchester. 

Phillips Commutator Grinder Co., Ltd., 95, Cannon Street, E.C. 

Pinchin, Johnson & Co., Ltd., 26, Bevis Marks, E.C. | 

Pollock & McNab, Ltd., Machine Tool Makers, Bredbury, near 
Manchester. 

Power Plant Co., Ltd., Temple Bar House, Fleet Street, E.C. 

Price's Patent Candle Co., Ltd., Belmont Works, Battersea, 8.W. 

Premier Accumulator Co., Cattlemarket Road, Northampton. 

Pearson & Co., 51, Moseley Street, Manchester. 

Proctor, Jas., Ltd., Hammerton Street Iron Works, Burnley. 

Post Office, Manchester. NE 

Bapid Magnetting Machine Co., 18, The Crescent, Birmingham. 

Rhodes, J., & Sons, Utd., Grove Iron Works, Wakefield. 

Richards, G., & Co., Ltd., Broadheatb, near Manchester. 

Ripolin, Ltd., 35, Minories, Е.С. 

Robinson, Thos., & Son, Ltd., Railway Works, Rochdale. 

Robertson Electric Lamps, Ltd., Brook Green Worke, Hammer- 


smith, W. 
Ross, A., Hotchkias & Co., Ltd., 1, Glengall House, Old Kent Road, 


8. E. 
Reyrolle, A. & Co., Ltd., Hebburn-on-Tyne. 


Ronald Manufacturing Co., Milner Works, Barnsbury Street, N. 


dub stal ion.— 

General Electric Co., Ltd., Mancbester. 

, Ferranti, Ltd., Holl inwood, Lance. 

Bruce Peebles & Co., Ltd., Basildon House, Moorgate 

Street, E. C. 

British Westinghouse Co., Ltd., Trafford Park, Manchester. 
Schaffer & Budenberg, Ltd., 11, Whitworth Street, Manchester. 
Shaw, J., & Son, Ltd., Albert Works, Huddersfield. 
Siemens Bros. Dynamo Works, Ltd., 196, Deansgate, Manchester. 
Bisson, W., & Co., Ltd., Engineers, Gloncester. 
Small Power Dynamo and Motor Co., Old Lane, Openshaw, 

Manchester. 
Smith, Frederick, & Co., Wire Manufacturers, Ltd., Anaconda 
Works, Salford, Manchester. 
Standard Machine Works, Ltd., Dame Agnes Street, Nottingham. 
Steinthall & Boy dell, Ltd., 1B, Cooper Street, Manchester. 
Stubbe, J., & Co., Mills Street Works, Ancoats, Manchester. 
Sunbeam Lamp Co., Ltd., Park Road, Gateshead-on-Tyne. 
Supplies, Ltd., Parr Street, Liverpool. g 
Sanders, Rehders & Co., 108, Fenchurch Street, E. C. 
Synchronome Co. (F. Hope-Jones), 32-34, Clerkenwell Road, E. C. 
Traun, Dr. Heinr., & Sons, 8, Redeross Street, E. O. | 
Taylor, Garnett and Evans & Со, Ltd., Blackfriars Street, 
Manchester. 

Taylor, Tunnicliffe & Co., Ltd., Eastwood, Hanley, Staffordshire. 
Thomas, Bertram, Worsley Street, Hulme, Manchester. 
Union Electric Oo., Ltd., Park Street, Southwark, В.Е. 
Union Standard Machine Co., 165, Queen Victoria Street, E.C. 
United States Metallic PackingiCo., Bradford (Soho Works). 
Whipp & Bourne, Switchgear Works, Castleton, near Manchester. 
Wilson, L. E., & Co., 20, Cross Street, Manchester. 
Walsall Hard ware Manufacturing Co., Hatherton Street, Walsall. 
Wallwork, H., & Co., Ltd., Roper Street, Manchester. 
Worthington Pump Co., Ltd., 153, Queen Victoria Street, E.C. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Electric Hand Lamps. 


With reference to the report of Mr. Ram, from which we quoted 
last week, wherein the inspector deals with accidents that hap- 
pened during 1907, owing to shocks received through the medium 
of the band lamp itself, Tam GeNeRaL Exectric Co., LTD., of 
Queen Victoria Street, E.C., write saying that such shocks may be 
received, first, through the breakdown of the insulation of the 
flexible leads through constant use, and consequent leakage of 
current to the metal -part of the hand lamp, or, secondly, through 
the metal guard, which constitutes a part of most hand lamps, 
Coming into contact with live connections. The General Elec- 
tric Co. have given а great deal of consideration to the subject, 
and they have been experimenting for some time past, as the 
outcome of which they are now supplying a hand lamp which is 
composed almost entirely of insulating material, the only metal parta 
being the terminals, the screws, and the liner of the holder. It is 80 
constituted that none of these metal parts can possibly be brought 
Into contact with live connections, or with the hand of the person 
using the lamp. The guard of the lamp is made of a hard, strong, 
insulating material, and so constructed that it may be thrown 
about от even stood upon, without sustaining damage (both of these 
interesting operations were performed this week in the office of the 
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ЕгествісАг, Review, without disaster to either the lamp-guard or 


ourselves). 


The makers claim that а universal use of a hand lamp of this 
description would be the means of preventing many an accident 
Hr. Ram as having, in several 


instances, proved fatal, and further, that it would practically remove 


like those which are mentioned by 


А Т 


Fig. 1.—G.E.C. ELRCOTRIO Hanp Lamp, 


the possibility of fires which are, in some cases, also traced to the 
use of а faulty hand lamp. The company will send full particulars 


and а sample of this hand lamp to any reader of the ELECTRICAL 
REVIEW who may be interested in such a device. 


* Universal" Junction Box. 
Тнк METALLIC BraMLESS Tuse Co., Lro., of Wiggin Street, 


Birmingham, are making a new cast-iron box for conduit work, It 


is known as the Universal ' A" box, and can be used for almost 
any purpose. In a list just issued by the firm its adaptability 


Fig. J3.—LaxP-HorpEkR 
FiTTING. 


Fig. 2.—WiTH TUMBLER 
Бутон. 


as а junction box, a pendant fitting, a ceiling гове, and аз а switch- 
box and lamp-holder fitting is illustrated. The boxes are specially 
made for screwed conduits, and are supplied in all sizes up to 14 in 
The firm also make other junction boxes in the Universal ” type— 
namely: C,“ which is an oblong junction-box made in two, three 
or four ways; and " D," which is used as a connection or inspection 
“T” box, and is made in three ways. Fig. 2 shows the box with 
tumbler switch, and fig. 3 represents it with 4 lamp-holder fitting 


attached. 
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Indestructible Cables. 


Tun INDESTRUCTIBLE” CABLN Co., 47-51, Park Street, London, 
S. E., have sent us particulars of their system of covering wires, 
which consiste in applying to the latter & coating of red-lead and 
linseed oil—a preparation invented by Mr. Hackethal, Telegraph- 
Director of the Imperial German Post Office. This material 
insulates and preserves the conductors; it is particularly suitable 
for overhead lines exposed to deleterious atmospheric influences, 
acid fumes, &c. The “Indestructible” cables have been largely 
used, for example, in the Simplon Tunnel. 


Arc Lamp Suspension. 


The street lighting of Eastbourne has for many years been 
largely effected with arc lamps, carried on swan-neck side-poles, 
centre-poles, and span-wires, and thes» have all been fitted with 
lowering gear except four centre-poles of the lyre type, which 
until recently had to be trimmed with ladders. These four lamps, 
however, have now heen brought into line with the rest by the 
Lonpon Exectaic FRM, of George Street, Croydon, whe have 
adapted their patent contact and suspension device to the carriera. 
The lamp-post is shown in the accompanying view (fig. 4); a cross 
arm is fitted right through the hood, and a wire rope, working over 
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Fia. 4.— ARC Lamp SUSPENSION AT EASTBOURNE. 


„ unlocks the suspension device, draws the lamp out 
Borizontelly clear of the Dole, and then lowers it vertically. A 
single winch, fitted in the base of tbe pole (operated in the same 
direction all the while), performs the whole of these operations, 
and conversely re-hoists the lamp and takes its weight off the rope. 

The contact-suspension device is positive in action, and, being 
on the concentric principle, does not require to be manceuvred to 
ensure correct polarity. The winch is self-sustaining in all positions 
without ratchets, pawls or gear wheels, and will not run back, thus 
avoiding accidente. 
New-Style Trestles. 


For attention to lamps, as well as for dusting and cleaning 
purposes, it is convenient to have a platform upon wbich the work- 
man can stand and be free to use both his hands; and the illustra- 


“> HEATHMAN'S 

PATENT WHEELED 

FOLDING TELESCOPIC 

=1 TRESTLES WITH PLATFORM 

ADJUSTING To VARIOUS 
HEIGHTS 


Fig. 5.—NEW-STYIE TRESTLEsS. 


tion (tig. 5) shows a new style invented by MR. HEATHMax, of Par- 
воп'в Green, Fulham, which has the advantage of adiusting at various 
heighta 88 well asof closing into small space for storage. It is also 
fitted with wheels so as to bo casily moved about, and is 
undeubtedly à most useful invention. 
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CORRESPONDENCE. 


Letters received by us after 5 р.м. ON TUBBDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


A Contract Short-Circuited. 
As a side light on bad trade, and what some people must 


‘imagine to be the panic-stricken state of the electrical trade 


in particular, I give you the following instance :— 

Two well-known firms of contractors applied to us for 
catalogues of a particular telephone speciality that we manu- 
facture. The business seemed to be going along. satis- 
factorily, when we have a call on the telephone from a firm 
of furriers, stating that they have our catalogue, asking for 
our best terms, and saying that they have a man about the 
place who can fit the instruments. Fortunately, our con- 
tracting friends had informed us in what street their job 
was going, and on our declining to quote the furriers any 
terms, we were courteously informed that the order would 
go elsewhere. Poor contractors! If this is a fair sample of 
the treatment their efforts receive ! 

London Manager. 


International Electrotechnical Commission. 


Referring to page 237 of your issue of August 7th, it is 
not clear whether the definitions as given are final, or 
whether they are still open to modification. In any event, 
I consider there is much to criticise, but only propose to 
refer to one item. | 

We аге told that the abbreviations * B. T. U.“ or 
“ В. о. T.U.” are not recommended, and—in effect—that 
we should вау “ Board of Trade unit,” * kilowatt-hour,” or 
“unit.” The first two terms аге unwieldly and the latter 
vague ; and considering that this is one of our most im- 
portant unite, it is surely time that it received a name. 
was under the impression that it was to be christened the 
“ Kelvin,” or “ Kelv." 


W. Perren Maycock. 
Sale, August 11th, 1908. 


I notice that on page 274 definitions by the International 
Electrotechnical Commission of various electrical terms are 
given. Among others are the terms “earth” and “ground,” 
the meaning of the latter term being given “ refer to earth, 
practically the same meaning.” Now this is rather mis- 
leading, as traction men commonly use the term * grounded " 
in an exactly opposite sense, viz., when a car is insulated 
from the return rail, thus preventing the operation of the 
car it is said to be grounded, whereas if the car wheels 
were actually “ earthed,” of course the саг could be operated. 
I thought for the benefit of your readers this would be 
rather an interesting paradox. 


Chas. H. Thorpe. 
London. 


Registration of Wiremen. 


I must thank you for the very lucid explanation you have 
given, in your last issue, of the scheme I am initiating for 
the above, and beg to state that I now have on my books 
some 300 names of different classes of workmen who are 
out of employment. 

With regard to limiting the advantages of the bureau to 
members of the Association, although my committee came 
to a resolution on this point, still I agree with you that 
where non-Association firms have helped us to get the 
desired information, they should benefit if they 6 
desire, and I shall hold myself in readiness to assist any 
firm who may think fit to avail themselves of my services. 
I may add that I have already supplied some 20 men to 
different firms who are not members of my Association. 

Thanking you for your support. 


Leonard G. Tate, 
Hon. See., Phe Electrical Contractors! Association 
( I^corporat 4). 


London, E.C., Augusli 14th, 1908. 
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Are Consulting Engineers Necessary? 

Mr. Hooghwinkel, in your issue of July 10th, suggested 
that manufacturers and the profession put their heads and 
hands together. That is a beginning. Will you, Sir, 
facilitate progress by receiving the names of those who will 
meet to discuss the subject of the best way to conserve the 
interests of clients, consultants, and manufacturers ? 

My opinion differs from Mr. Hooghwinkel’s as to the 
difficulty of getting rid of black sheep. I believe, as 
intimated ‘before, that those who lack principle in one 
respect will not fail to take advantage of a new institute, or 
conference, or protection ; but that need not deter any from 
their best efforts towards a desirable end. I deprecate so 
general a statement ав “ the manufacturer is not qualified to 
do consultant’s work." No ressoning man thinks that all 
are. Some manufacturers are better qualified than some con- 
gultants for the latter's work. 

Further, any man's business is what he qualifies himself 
to do, I almost added, honestly and well; but I have not 
discovered a way to expel dishonesty and falsehood. Nor 
am I convinced that the fundamental motive for wanting 
such removed from our midst is purely unselfish. 

Manufacturers are unlikely to accept Mr. Hooghwinkel's 
proposal for them to refuse to quote unless a well-known 
consultant has prepared the specification. I fail to see 
the quid pro manufacturer in exchange for his forcing a fee 
into a consultant's hands. 


London, August 10th, 1908. 


A Mauufacturer. 


The Electrical Industry. 

With reference to your correspondence on the above 
subject, I think that the trouble with the electrical industry 
is a financia] one, and what the industry requires is 
thoroughly purging. The usual terms in the trade are 
2) per cent. discount for cash the month following delivery. 
Now, say that the electrical and allied trades were to insist 
on these terms being strictly adhered to, and also to insist on 
all accounts being settled on astrictly net basis not later than 
the following month, I think that under these circumstances 
the industry would soon be purged ; but the question would 
then be, How many firms would be left after some six or 
twelve months? If this rule were practised in the trade 
generally, it would very ‘soon stop a good deal of the 
gambling and over-trading which at present is rampant in 
the electrical industry, and would also very soon stop firms 
from taking on orders at cost of labour and material only, or 
even less. Still, what is the use of discussing any question 
depending on united action? Who ever heard of combined 
action in the electrical industry ? 

Richard C. Dieppe, A. M. I. E. E. 


Brixton, August 14%, 1908. | 
\ | 


Tam sorry if my letter, which appeared in your last issue, 
was the result of a misunderstanding of your question, but 
as I did not see, and do not now see, the disagreement you 
allege between the review of the Manual and the articles to 
which you referred, I could not interpret your question 
otherwise than as What is wrong with the Electrical 
Industry? " 

There is no inconsistency between the statistics of progress 
and the truism that the industry is in a depressed state. It 
18 one of my chief contentions that the scope for electrical 
enterprise in this country is considerable, but that the con- 
ditions under which the increasing work is done are 
unfavourable, and the results not as profitable as they 
deserve to be—except to the foreigners. 

This seems to be admitted by you, but you suggest that 
I аш ignoring the various remedies you have indicated. Far 
be it from me to do anything of the kind. On the contrary, 
My proposal is that an organisation should be formed to 
discuss your and other suggested remedies, and with a view 
to combined action. I venture, however, to express the hope 
that we shall be able to adopt other remedies besides to use 
your words—‘“ a weeding-out process and a consequent 
gradual extinction of the weaker firms," because such a 
process acta frequently in the direction of eliminuting the 
Mrong as well us the weak. 


Why is it that some of our best men have given up elec- 
trical enterprise and others have become representatives in 
this country of foreign firms instead of employing British 
labour ? Because they find it easier and more profitable 
to change their environment than to take part in the 
unceasing struggle to keep the works going merely to cover 


expenses. The men who leave the industry or serve the | 


foreign manufacturer may be the wiser, but is it altogether 


Just or even expedient to disparage those who continue the 
struggle or to treat with contumely their efforts to ameliorate 


the conditions ? 


As a regular reader of the ELECTRICAL Review for more 


than a quarter of a century, I have always admired your 
fearless and outspoken opposition to that which is spurious, 
and your unstinted praise of everything that makes for the 
best development of the industry. I have every confidence, 
therefore, that we shall not look in vain for your counsel 
and support when we are able to deal with the situation. 
Something must be done if British interests in the electrical 
industry are not to be entirely suppressed by industrial 
invaders aided, firstly, by our socialistic legislation, and next 
by the indifference of the Government to the reasonable 
claims of the industry, but which in the absence of efficient 
organisation cannot be effectively asserted. | 

In the present conditions of accentuated rivalry, not to 


вау jealousy, 


Men construe things after their fashion 
Clean from the purpose of the things themselves, 


and it is difficult enough for anyone to show initiative in a 


matter concerning the common good and get his preamble . 


accepted without being required to formulate all the clauses 


of his Bill. 
The modest suggestion that we should confer together and 


endeavour to combine for united action is, in my judgment, 
the best proposal that can be made under the circum- 
stances. | 
. Е. !'Garcke. 
Donington House, W. C. 
August 18th, 1908. 


BUSINESS QUERY.—A correspondent wishes to be informed 


of makers of antomatic cut-outs for transformers used in 
metallic-filament lamp circuits. | 


REVIEWS. 


The Mathematical Theory of Electricity and Magnetism. 
By J. Н. Jeans, M. A., F.R.S. Cambridge: The Uni- 


versity Press. 

The ideal advanced student, before he proceeds with his 
investigations in the special field of research which he has 
chosen, should undoubtedly be equipped with a thorough 
knowledge of the principles of electromagnetic theory. 
Twenty years ago the only English book availabie was 
Maxwell’s treatise, written for the mathematician, and there- 
fore practically unintelligible to all but a very select few. 
Prof. J. J. Thomson’s elementary treatise came next, and it 
has been followed by several others. Between these books, 
however, and Maxwell there is a hiatus valde deflendus, 
which Prof. Jeans has now bridged with this handsome 
volume. As practically all the very few physical mathe- 
maticians who are competent to write a book of this nature, 
have their spare time fully engrossed by research work of 
absorbing interest, it is no wonder that we have had to wait 
so long for an author who would clear up those difficulties 
which prove such stumbling blocks to the average physicist. 
Prof. Jeans therefore deserves the highest praise for having 
accomplished a task which he confesses had little interest 
for him, but which he undertook in the hope that it would 
prove helpful to those engaged in the teaching or study of 
mathematical physics. In our opinion the work will prove 
helpful to many. Those who are thoroughly familiar with 
Maxwell's book will appreciate both the author's simplifica- 
tions of the theory and the increased mathematical rigour of 


aomo ot his proofs. | 
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The first three hundred pages are devoted to the general 
theory of electrostatics. The next hundred to current flow 
and magnetostalics and the last hundred to electromagnet- 
ism. The author explains in his preface why he has devoted 
во much space to electrostatics. The reason is that he has 
included in this space a discussion of non-electrical subjects 


like the potential theory and the theory of stress, which 


although essential to the electrical student are equally 
essential to students of other branches of physics. Many 


theorems in pure mathematics are also given under electro- 


statics, for instance— Green's theorem, harmonic analysis, 
complex variable, Fourier's series, conjugate functions, 
curvilinear co-ordinates, &c. In our opinion, however, there 
are two notable omissions in this part of the subject, namely, 
Elliptic functions and Beseel functions. No one can under- 
stand recent advances in electromagnetism without а 
knowledge of the definitions and the more important 
properties of these functions. | 

In those portions of the subject the treatment of which 
demands the highest mathematical skill or a complete 
mastery of dynamical laws, Prof. Jeans inspires the reader 
with the greatest confidence. When, however, he touches 
on those subjects which border on practical engineering, he 
gives the reader the impression that he is hurrying him on 
through a region beset with pitfalls for both. On page 447, 
for example, we read that the quantity / т may be 
supposed to represent the number of alternations per second 
—4.e., the number of revolutions of the engine by which the 
dynamo is driven.” The engineer naturally wants to 
multiply the number of revolutions per second by the 
number of pairs of poles of the field magnet circuit, во as to 
make this statement accurate. On page 469, after the 
theory of tbe skin effect with alternating currents is 
explained, we read :—'* The results we have obtained will 
восе to explain why it is that the conductors used to 
convey rapidly alternating currents are made hollow. . . ." 
We believe that the Deptford concentric cables, long since 
removed, were the only ones in which the inner conductors 
were made hollow, with the avowed object of diminishing 
the skin effect. Practically the skin effect is only prominent 
in very exceptional cases. On page 61 it is stated that“ the 
object of the lightning conductor is to ensure that the 
intensity shall be greater at ite point than on any part of the 
buildings it is designed to protect.” We think this is 
erroneous ; the common fashion nowadays is to use moderately 
blunt ends to the conductors, as at St. Paul's or West- 
minster Abbey. Lodge’s theory is now universally accepted 
by architecte and electricians. 

On page 455, after proving in an extremely neat fashion 
Maxwell’s formula for the effective resistance and self- 
inductance of the air core transformer, he points out ita 
practical application in connection with every-day trans- 
formers where the current is usually “of very high fre- 
quency.” Assuming it infinite, he proves certain results 
which may be of value in wireless telegraphy, but which are 
of no use for ordinary lighting transformers. He proves 
that Mi, + Nt, = 0 when both i, and is are infinitely 
small. What the engineer wants is that I i. + M, is prac- 
tically the same function of the time at all loads that is, 
that the resultant magnetising turns for the core of the 
constant potential transformer remain the same at all loads. 

When the author touches on modern theory he is ex- 
tremely good. The charge of an electron is enormously 
large compared with its mass—the charge of each being 
about 8 x 10 in electrostatic units, во that a gramme of 
electrons would carry а charge equal to about 3 x 10” 
electrostatic units. To form some conception of the intense 
degree of electrification represented by these data, it may be 
noticed that 2 grammes of electrons, if placed at a distance 
of 1 metre apart, would repel one another with a force equal 
to the weight of about 10? tons. Thus the electric force 
outweighs the gravitational force in the ratio of about 104? 
to 1.” (Page 20.) This ratio puts a severe stress on the 
credulity of the average person. | 

The author, like most mathematicians, gets vague when 
he discusses capacity. On page 78 we read: This explains 
why а condenser is 80 much more efficient for the storage of 
electricity than a single conductor.” This gives the im- 
pression that a conductor stores electricity in a different 
way to а condenser. 


Now, the electrician regards the capacity of a conductor 
as the capacity between it and the earth, the two forming 
the electrodes of a condenser ; he does not, therefore, need 
to be told that its capacity is small compared with that of 
two large plates close together. We think that a definition 
of what is meant by the capacity between two conductors 
should have been given. | 

The method of finding the formula for the coefficients of 
capacity and induction between two spheres is good, but 
the reason for inverting the historical order is not, apparent. 
Kelvin's method is used for finding series for the coefficients, 
and these series are then converted into definite integrals 
given by Poisson. We think the physicist would have little 
use for these integrals. The series can be converted into 
more suitable forms without difficulty. For instance, 

У а*|(1 — а) = F (a) — F (a?), 
where F (a) denotes Lambert’s series 2 а*/(1 — a)), 
which, as Clausen bas shown, can be calculated very readily 
be means of a suitable transformation. 

A curious misprint occurs in Example 27, page 284— 
“Two insulating conducting spheres...” A question like 
this is rather hard on the student. The author is sometimes 
a little obscure. On page 295, for example, we read, by в 
linear conductor being meant one that has a definite cross- 
section at every point.” On page 321, what electricians call 
the time constant" of а shanted condenser is called the 
* modulus of decay." On page 400, Steinmetz's formula for 
hysteresis loes is not given, presumably because it is empirical. 
On page 428, the author follows the usual Cambridge fashion 
and attributes what is generally called Laplace’s formula to 
Ampere. There are sound grounds for attributing it to 
Biot and Savart, but we have never been able to find out 
the reason why some people call it after Ampere. On page 
435 it is pointed out that the self-inductance of a wire 
becomes infinite when the wire is infinitely thin. This is 
correct. But it is also stated that the energy is infinite. 
This is wrong, for if this were so, the current density would 
be infinite, which is absurd. | 

One drawback to the book is that practically no formule 
for self-inductance and mutual inductance are given. Now 
Maxwell's treatise contains many such formule, but his 
proofs can be very considerably simplified, and these prcofs 
would be most useful if included in this book. 

The treatment of rapidly alternating currents is a little too 
sketchy. Physicists use Kelvin's formule containing bei 
and ber functions or J. J. Thomson’s, containing Bessel 
functions, and they have to study the subject somewhat 
carefully. We were much interested when studying the 
three concluding chapters on the dynamical theory of 
circuits, displacement currents, and the electro-magnetic 
theory of light, which are perhaps the most useful in the 
book. 

There are a few misprints. Example 20, page 161, and 
example 1, page 493, are practically identical. In both of 
them the frequency is given as р instead of [2 v. If 
example 5, page 473, is correct, the magnetic force at the 
surface of the plate is always in phase with the magnetic 
force in the middle of the plate. This is too good to be 
true; the correct formula is given in Russell's Alternating 
Currents,” Vol. I, page 358. In the last line of the fourth 
paragraph on page 445, L i? should be т, 3/2. On page 446, 
line 7, simply-harmonic should be simple harmonic. In 
example 3, page 458, CL w should be C I ш. On page 459, 
line 3 from the bottom, т, I, should read L., L, and for M In 
example 4, page 494, read M. 

The University Press are to be complimented on the 
sumptuous appearance of this volume, on the clear printing, 
and on the freedom from printer's errors. It is & book 
which we can heartily recommend to the mathematical 
electrician or physicist, and there is much in it which can be 
appreciated by everyone interested in electrical theory. —A.R. 


Magnetism and Electricity. By S. S. RICHARDSON, B. Sc. 

Messrs. Blackie & Son. 

This is a clearly written treatise of 590 pages, divided 
into three portions, viz., Magnetism, Static Electricity a0 
Current Electricity. 

The author very rightly commences with Magnetism, 
which appears to be the generally adopted system nowadays 
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especially when laboratory work follows the lectures. In 
the magnetic work many simple experiments of a quantitative 
kind can be devised whereby the student obtains some 
knowledge of measarements before tackling more difficult 
portions. | 

Pages 1 to 112 are tben devoted to Magnetism, and 
deal with the usual subjects, such as methods of magnetica- 
tion, Coulomb’s torsion balance, deflections and oscillations, 
the dip, Gauss's A and B positione. The anchor ring and 
solenoid seem rather out of place on page 84, the student not, 
baving been introduced to electro-magnetism. Finally, the 
magnetic-circuit equation is dealt with. 

Static Electricity follows, and Weinhold's electroscope is 
shown on page 135. Why such an obscure and useless 
piece of apparatus should have been selected, it is difficult 
to perceive. C. T. R. Wilson's electroscope would have 
done admirably. Then follows the usual matter, and 
Conlomb’s torsion balance again, although everyone knows 
the utter hopelessness of this piece of apparatus for 
experimental purposes where charges of electricity are 
concerned. | 

Next there are chapters on condensers, dielectrics and elec- 
trostatic machines. Might not current electricity have been 
d by saying something about discharges through 

ere ? 

Part III, on Current Electricity, occupies the next fifteen 
chapters, which include Resistance, and * Joule" Heat, 
Electrolysis, Transient Discharge, Energy, Power, &c., and 
a very brief chapter on Discharge through Gases. 

On the whole, the book i8 very clearly written, and may 
be recommended for the purposes stated in the preface—viz., 
Intermediate Science and Board of Education, Stage II. 
The writer considers, however, that Magnetism, Current 
Electricity, and then Electrostatics would be a better 
arrangement. Ina table at the end of the book values of 
Bare given ав 8,150, 16,750. 17,750, implying an experi- 
mental degree of accuracy of f, ү and 4^, per cent. approxi- 
mately. However, this is found in most treatises dealing 
with magnetic induction, so it must be excused. 

The writer also considers it time now that Coulomb's 
torsion balance, Reiss's spark micrometer, Rubmkorff's 
commutator, the universal shunt, Barlow's wheel and 
Roget's spiral were omitted from such treatises. 


BUSINESS NOTES. 


„ Underfeed Stokers.—We are informed that the 
UXDRRFBED Втокев Co, Lrp., have recently received а large 
number of orders for the equipment of water-tube and internally- 
fired boilers with stokers, for use in Great Britain. Among these 
are included :— 
Corporation of Maidstone.—Eight В.З stokers for Lancashire boilers. 
Lancashire and Yorkshire Railway, Newton Heatb.—'len В.б stokers for 


ncashire boilers. 

Borough of Faolham.—Two “ E stokers for Babcock & Wilcox boilers. 
Corporation of Bath.—Two ' E ” etokers for Babcock & Wilcox boilers. 
Corporation of Newport.—Three “E.” stckers for Babccck & Wilcox 


Borough of Poplar.—Two “ E ” stokers for Clarke, Chapman boilers. 
Corporation of Lowestoft. —Two '* D” stokers for Babcock & Wilcox boilers. 
Newmarket Electric Light Co —Four В.З stokers for Davey, Paxman boilers. 
porough of Btepney.— Two “ Е " stokers for Babcock & Wilcox boilers. 

t. James's and Pall Mall Electric Lighting Co.—One “ E " stoker for Bab- 


cock & Wilcox boiler. 
26 Borough of Devonport.—Four E віокегв for Babcock & Wilcox 


Test on 5,000-R W. Turbine at Manchester.— During 
June last tests were carried out on the steam turbine recently com- 
pleted by Messrs. WLAxS & RoniNSON, LTD., of Rugby, at the 

uart Street station of the Manchester Corporation. It will be 
Temembered that the unit in question is rated normally at 


5,000 xw. at fall load, whilst it is capable of running continuously 


EM of 6,000 kw. The speed of the set is 1,000 R. P x. ; the 
turbine is supplied with steam superheated 100° F., and exhausts 
into а vacuum of 27 in., this being the highest vacuum practicable 
Ш view of the high temperature of the circulating water prevail- 
con, The result of the trials showed that at 5,000 Kw. the steam 
te шшрНоп was 03 lb. higher than the guarantee. At 5,500 K w. 
ои were ‘07 lb. better than those guaranteed, and at 
, Kw. the results obtained complied exactly with those 
EAM At the time when this contract was placed, doubt was 
ea in certain quarters as to whetber the results promised 
to Yu obtained in actual practice, and it is, therefore, satisfac- 
al Dole that the results at the normal loads of operation are 
ewhat better than the actual guarantees. 


The American Business Situation.—The American 
Electrical Record quotes Walter H. Whiteside, president of the 
Allis-Chalmers Co., as follows from the Wall Street Journal :— 

“There is a marked improvement in general business. Within 
the last 90 days the bookings of machinery orders have increased 
from 30 per cent. to 50 percent. of normal. The business for June 
to date indicates that at least 65 per cent. of normal will be reached. 
New inquiries received are constantly increasing in number and 
volume. They are of a much more substantial character than at 
any time since the depression began. Their general tone denoted 
extensive plans in contemplation and for early development; the 
question of prompt shipment being already regarded an important 
consideration. 

“The immediate requirements for a larger volume of new 
machinery for necessary extensions and improvements to existing 
plants аге greater than for four years. This forthe reason that 
with many operating companies purchases’ which under ordinary 
circumstances would have been made a year or 18 months ago were 

ut off, due to the monetary and other conditions, until to-day the 
actor of safety in these plants is becoming a serious matter and 
new equipment must be added. 

“Unlike previous depressions, following which collections for 
comparatively long periods continued very unsatisfactory, there 
was a substantial improvement within a short time after the recent 
flurry, and at the present time collections are exceptionally good. 

“ While some difficulty may still be experienced in the way of 
financing entirely new undertakings, yet the financial condition of 
the relatively small buyer is on a sound basis and credits are about 
In fact, the improvement in new orders placed is from 


normal. 
of purchasers, who are, commercially, an 


the smaller class 
important factor. 
diffused, but in tke aggregate it is greatly stimulating improved 


trade conditions. 
“The business outlook is distinctly encouraging.” 


Trade Announcements.—THE GENERAL ELECTRIC 
Co., Lrp, have removed their Newcastle-on-Tyne branch from 
6, Clayton Street East, to much larger and more conveniently 
situated premises at Gallowgate House, 30, Gallowgate, Newcastle- 
on-Tyne. 

Tre ‘Contract JournaL” Co, Lyp., announce tbat the offices 
of The Contract Journal and The Contractor have been removed to 
127-130, Temple Chambers, Temple Avenue, London, E.C., where 
all communications must be addressed. 

THE WaABNER ENGINEERING Co., Lro., advise us that the manu- 
facture of the М. G. Warner Truck," under the British patent 
No. 15,059, granted to Mr. J. Sutherland Warner in 1905, bas now 
been taken over, and standard types will be supplied by Messrs. 
Mountain & Gibson, Ltd., of Elton Fold Works, Bury, Lancashire. 
The conversion of existing trucks will be undertaken either by the 
Warner Engineering Co., Ltd., or by Messere. Mountain & Gibson, Ltd. 
The patents in France, Germany and the United States are worked 
by the foreign companies controlled by the Warner Engineering 
Co., Ltd., and also the Warner Railway Engineering Co, which is 


underiaking the application of the system to goods and passenger 


wagons on British railways. 


Mxssgs. SMITH & CLARKE, electrical engineers, have opened 


premises at 10, Vine Street, Grantham. 


The Price of Rubber.—In the course of his speech at 
the annual meeting of the Leyland and Birmingham Rubter Co., 
Mr. J. E. Baxter, according to a report in the Times, said tonat the 
rubber trade had experienced very troublesome times, due mainly 
to the very high prices which ruled for raw materials, and other 
materials necessary for rubber manufacture. The reason for the 
high prices of rubber was largely due to the great over-production 
of motor tires, which accounted for the absorption of tremendous 
quantities of raw rubber. Personally, he did not anticipate a repe- 
tition. of extreme prices of crude rubber such as was then 
experienced, particularly when they considered the rapid strides 
which had been made io the planting of cultivated rubber. In 
Ceylon, the Straits Settlements and British North Borneo there 
were thousands upon thorsands of acres being placed under culti- 
vation, and plantation rubber was coming into the market in 
thousands of tons, the output being doubled annually. The price 
would necessarily settle itself down to a regular one, which would 
handsomely pay the planter and enable the manufacturer to 
produce at a fair profit and largely extend his business. 


Openings in Italy.— H. M. Consul at Milan (Mr. J. H. 
Towsey) has forwarded a copy of a Report issued by the Italian 
Ministry of Agriculture, Industry and Commerce on electrical 
installations authorised in Italy during 1907. The Report may be 
seen by British firms interested, on application at the Commercial 
Intelligence Branch of the Board of Trade, 73, Basingball Street, 


Londen, E.C.— Board cf Trade Journal, 


Condensing Plant Contracts. — THE MIRRLEES 
Watson Co., LTD., bave recently received crders for а number of 
condensing plants, among which are the following :— 


Borough of Southport.— Surface plant. 
Aktiebolaget de Lavals Augturbin, Stockholm.—Two surface plants. 


Mitsui & Co.—Two surface plants for Kobe Electric Railway, Japan. 
James Howden &  Co.—One surface plant for the British Mannesman 


Tube Co. 
Blane & Co., Johannesburg.— One surface plant. 


4 Fluxite.’—We understand that the Fluxite soldering 


paste supplied by tbe AuTo-CoNTROLLER AND SwiTCH Co. has 
recently been adopted by both the Indian and the Egyptian Govern- 
ments, from whom the firm bave received large orders for this 


flux. 
E 


Of course, this class of business is widely. 
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Consular Notes.—Rvssta.—The British Consul at 
Mosoow, in a recent report, states as regards the construction of the 
new electric tramways in that town, that as the municipality had 
not the necessary funds for completing the conversion of the tram- 
way system to electric traction, foreign contractors were allowed to 
put in estimates, and a preliminary contract was signed witha 
British firm of tramway contractors. The municipality, however, 
obtained the necessary capital by means of а loan which was floated 
by a British bank, and the construction will be carried out by the 
municipality itself, the contractors being given orders for cables, 
electrical machinery, &c., in lieu of the contract. The Swedish- 
Danish-Russian company, which has a monopoly for telephones in 
Moscow, some eight years ago had about 500 subscribers. At the 
present moment there are about 25,000, and the company is enlarge- 
ing its premises so as to deal with $0,000. The present annual 
charges are: Private telephone, 71 roubles (£7 108.); public tele- 
phone, 102 roubles (£11); these charges relate to within the 2 verst 
radius; outside of that radius the prices are raised. 


rd 


Unrrep SrATES.—The British Consul at Portland (Oregon) states 
that wireless telegraph stations under the control of the Navy. 
Department are now in operation at Cape Blanco, North Head, 
Columbia River, Tatoosh Island, near Cape Flattery, and at 
Bremerton Naval Depót. According to latest available reports, 
there are 286 miles of electric railway in Oregon, two-thirds of 
which are in Portland. In Washington there are 330 miles, 


Allthe States in this district are fortunate in the possession of . 


extremely valuable water-powers, which are being utilised in 
supplying the cities with electricity for lighting and power for 
tramways and factories. A report of the Bureau of Statistica of 
Washington estimates the available horse-power in the more 
important streams of the State at 2,920,000, 


7 

MaDEIBA.—H.M. Consul at Madeira reports that regarding a 
telephone system in the island, he is informed that this is still 
being argued for and against, but that sooner or later it will be 
introduced. The question appears to be whether the system shall 
remain a Government one or not, and the expenses have to be 
looked into and considered most carefully. The general opinion, 
however, is that whatever plan is adopted it would well repay the 
outlay. The electric lighting still continues in the hands of the 
company. It has been rumoured that a British company was to 
take over the whole plant and erect a new installation, but as far 
ч the Consul can ascertain, nothing definite has been settled. 


FBANCE.—The British Consul at Lyons, in a recent report, states 
that a Paris company have made proposals to the French Govern- 
ment for the construction of an enormous barrage, 230 ft. in height, 


across the Rhone below Bellegarde, forming above stream & reach | 


14 miles long from the dam to the lake, and down stream a greater 

waterfall, from which it is proposed, by means of hydro-electric 

works, to obtain over 100,000 н.р. for transmission to Paris. 

Though this proposal for a dam has met with considerable support, 

public opinion in the Ain and Rhone Departments, through which 

the river passes between the Swiss frontier and Lyons, is by no 

means unanimously in favour of the scheme, it being strongly held 

in many quarters that the power generated by the river should be 

reserved tor the benefit of the district through which it flows, and not 

gent to Paris. It is, moreover, possible that the Jonage Co. may have 

a word to say in regard to the barrage as it might conceivably 

diminish the volume of water in the Rhone to such an extent as to 

affect prejudically their own power works. Another scheme which 
has been mooted in connection with Rhone navigation is one for 
the construction of electric traction by means of overhead trollies, 

similar to those used for tramways, by means of which boats could 
go up the swift and powerful stream at ail seasons. The drawback 
to this system already in vogue on the Teltow Canal is the liability 
of the trolley to be jerked free of the live wire by the sudden 
movements of the boat, but two French engineers claim to have 
found a means of overcoming this difficulty by interposing a sort of 
“ vedette ” between the vessel and the trolley, so that no oscillations 
or violent movements of the boat can reach the trolley but are 
- neutralised by the intervening “ vedette." The current for this 
purpose, which would also serve to light the waterway so as to 
permit of navigation by night, would be obtained from power 
stations in the valleys of the various tributaries of the Rhone. The 
very swiftness and force which place such formidable obstacles in 
the way of the navigation of the river at all seasons of the year are 
just such as to attract those who are looking for cheap and abun- 
dant water power. This is no new development, for 35 years ago a 
French company obtained a concession for harnessing the river at 
Bellegarde and utilising the power thus obtained for driving 
machinery in a variety of factories. Since that time the Cie des 
Forces Motrices du Rhone, commonly called the Jonage Co., have 
deflected the river from its course just above Lyons and they supply 
power to the town at the rate of 12,000 H P. every 24 hours for 
numerous industrial purposes. This immense undertaking which 
was only carried through in the teeth of strenuous opposi- 
tion from certain hostile quarters, has proved such a 
triumphant success that it is small wonder that a proposal has 
recently been made for the construction of similar works on a 
smaller scale all along the course of the river from Lyons to the 
sea, in order to supply power to factories in the town and country 
districts through which it flowe. Though the idea of utilising the 
latent forces of the Rhone is no new thing, the development of the 
actual use of water power in France is, next, perhaps, to the 
growth of the motor-car industry, the most remarkable feature in 
the industrial history of the country during the last half century, 
and though less than 10 years’ old has attained quite extraordinary 
proportions, not least in Savoy, Dauphine and Jura. Every year 
fresh streams are laid under contribution for hydro-electric 


power. The traveller cannot but be struck by the amazin 
enterprise and progress of which these works are the outward an 
visible sign throughout the region round Grenoble. The total 
water-power obtained in the Alps to-day amounts to nearly 


` 800,000 н.р: Opinions differ materially as to the total latent 


power still available, but even the lowest computation puts the 
yearly average obtainable at 2,300,000 H.P., while the Chief 
Engineer of Transports, Monsieur Tavernier, estimates it as high 
as 15,000,000 E. p. The works are of two kinds. The first consists 
of factdries engaged in the electro-metallurgical and electro- 
chemical industries, and utilising water-power obtained by 
them on the spot, for the manufacture of aluminium, 
calcium carbide, ferro silicium, &c. These at present utilise 
over 100,000 н.р. in the Dauphiné alone. The other kind consiste 
of the enormous power stations, pure and simple, for supplying 
current to various works, not only in the neighbourhood, but 
within an ever-growing radius. Lyons is lighted by power from 
the Volta Works at Moutiers, belonging to the Grenoble Power and 
Light Co., which sends 6,000 н.р. over a distance of 112 miles 
under а pressure of 57,000 volta, while from Lyons to Valence the 
whole Rhone Valley is fed by power stations situated in the 
departments of the Savoy and Istre. Even St. Etienne and 
Roanne, in the department of the Loire, will, before long, be using 
electricity generated far away on the other side of the Rhone in 
the valley of the Drac,a tributary of the Istre. If the present 
rate of progress be maintained, in a few years the whole of France 
will be supplied with hydro-electric power from a few distributing 
centres. It would be difficult to over-estimate the industrial 
importance of such a development. 


Baaziu.—The British Consul at Rio de Janeiro, reporting on the 
trade of Brazil, states that there is no doubt that the most effec- 
tive way for merchante and manufacturers to extend their business 
in Brazil is through the employment of efficient travellers. The 
selection of travellers is, however, often very unfortunate. Eff- 
ciency in this line depends mainly, and, in tbe first place, on & 
thorough and practical knowledge of the goods dealt in, a know- 
ledge that is only acquired by years of service and study in 
business. It is seldom, however, that men who are high up in the 
business are selected for the work; more often than not a young 
connection of the firm about to acquire a knowledge of £he world 
through travel is given the business as a secondary object, or 4 man 
is selected for his knowledge of languages, sociableness or good 
address. Buch advantages are by no means to be despised, but are 
entirely subordinate to a thorough knowledge of the goods handled. 
Unless it is worth while to establish a local agency, it is advisable 
to do business through a commission firm, for under the prevailing 
conditions of the market and local business methods and customs, 
direct trade cannot be recommended. If it is desired to establish 
a direct trade, merchants should visit the country, study the market 
and select their own customers. Brazilian customers have g00 
cause of complaint against many sbippers on account of their 
negligence in carrying out instructions, their inattention to the | 
Brazilian Customs regulations, and the carelessness with which 
Consular invoices are made out. All errors in these invoices even 
of a trivial nature or simple clerical errors, involve liability or 
result in fines, and as the Customs officers themselves profit from 
such fines, no explanation serves to evade them, and the consignee 
has on occasion to pay or advance double duties and fines and to 
suffer the consequent loss of time and extra work such errors entail. 
Inattention to these details is also a cause of loss of business, for 
customers refuse to repeat orders with firms through whose саге: 
lessness they have suffered. Customs dues are principally levied 
by weight, which includes not only the contents of the packages, 
but also the cases and packing. British packing is especially open 
to reform in the reduction of weight of the packages and packing, 
and in the more careful declaration of the same in the Consular 
invoices. Weights are divided into gross net, and real net, Gros 
weight includes the whole package including the outside casing 
or wrapping. Net weight includes the whole of the contents of the 
case, f. e., the goods and the packing used inside the case. 
net weight is simply that of the goods or material itself without 
string, paper, cardboard boxes, &c. Should the real net weight in 
the Consular invoice include any packing, such an error cannot 
subsequently be altered without giving rise to a fine, and duties 
would have to be paid on the real net weight as declared in the 
invoice. | | В 

Reporting on the rubber trade, the Consul states that exports in 
1907 and 1906 were as follows :— | 


1907 


36,490 tons, £12,644,387 
1906 


34,960 tons, £13,899,809 


The destinations of shipments in 1907 were as follows U.. A., 
16,811 tons; U. K., 14,354 tons; France, 2,506; Germany, 
2.331 tons; other countries, 488 tons; total, 36,490 tons. 
Extensive demand, and the absence of competition in former 
years raised the price, and increased the output of Brazilian 
rubber. At the same time, expenses, freights, and taxation 
increased, and reduced profits, The increased production of rabber 
in other parts of the world, and the falling off in d 
proportion as prices rose, caused a reaction in prices. The financial 
crisis in the U.S.A. at the end of the year, and the consequent 
cancelling of orders had such disastrous results on the industry, 
that in view of the heavy expenses of output and taxation to 
which Brazilian rubber is subject, preseut prices do not give 
sufficient margin and shipments are consequently restricted. Tbe 
following shows the decline in prices of fine Para rubber per M 
1905—May, 5s. 94d. ; December, 5s, 514. 1906— December, 5s. 244. 
1907— June, 4s. 7.4. ; July, 4s. 11d. ; September, 4s. 6d. ; November, 
Js. 34d. 1908 — February, 3s. 


' 
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' San Domrnao.—The British Consul at San Domingo reports that 
two wireless telegraphy installations are being set up on account 
of the Dominican Government by an American company. One is 
situated on the sea front in San Domingo, and will be of 20 xw.- 
power, and the other will be erected at Santiago de los Caballeros, 
one of the principal towns of the Republio, situated on the 
Central Dominican Railway, about 40 miles from Puerto Plata, 
This latter installation is only to be of 2 Kw.-power. When in 
working order these wireless stations will communicate with San 
Juan de Porto Rica, Guantanamo, Jamaica and the receiving 
station on the Florida coast. If these stations work satisfactorily 
they should prove a source of gain to the Dominican Government, 
and will considerably injure the interests of the Cie Francaise des 
Cables Telegraphiques, which enjoys a monopoly in cable communi- 
cation with Santo Domingo. 

SPAIN.—The British Consul at Seville reports that the German 
electric company (Compania Sevillana de Electricidad) still bas a 
monopoly of the electric lighting of Seville and of the tramway 
lines, but there will shortly be a competitor in the recently formed 
Co-operativa de Electricidad, which will. soon bave completed 
elaborate works in the province of Malaga. Both companies are 
putting up extensive plant, and offer to supply Seville and adjacent 
towns. The German company proposes to run tramways to two or 
three places within a radius of 10 miles. The new electric com- 
pany will obtain power from a waterfall which they have acquired 
on the River Guadiaro. This project has the support of much 
local capital. | 

The British Vice-Consul at Cadiz reports that the town is lighted 
entirely by electricity, and novel lamps, especially such as give 
increased power of light without a corresponding increase in 
consumption, are always in demand. In this connection it may be 
mentioned with regard to openings for British trade, that merely 
a written inquiry accompanied by a catalogue is not likely to be 
successful with firms whose attention is engaged by a capable 
traveller representing a more enterprising house. British goods 
are everywhere admitted to be superior in quality, but it 18 often 
taken for granted that their prices are considerably above those of 
German and French brands. However, if only comparisons are 
carefully made, this will frequently be found not to be the case. 


Bankruptcy Proceedings, — WILLIAM TERRELL 
GARNETT, residing at Undercliffe House, Bradford, and carrying on 


business at Barkerend Mills, Bradford, as an electric cable and wire 


manufacturer.—At the Bradford County Court on Wednesday last 
week a receiving order was made in the case of the above debtor. 
Some time ago Mr. Garnett consulted his solicitors with a view to 
their arranging for a composition being paid. Negotiations were 
entered into, but, as the suggestion was not carried out, debtor was 
advised to filehis petition. It is expected that the total liabilities 
will amount to about £94,000, the larger part of which is repre- 
sented by loans from local bankers who hold security. The liabili- 
ties expected to rank for dividend are estimated at £35,000, and 
the assets will probably yield about £10,000. The debtor was for- 
mally a worsted spinner, and in the year 1895 he started business 
as а manufacturer of electric cables. The reason for the present 
state of affairs is understood to be losses in business coupled 
with depreciated value of freehold properties in which he was 
Interested. October 7th is the date of public examination. The 
first meeting of creditors takes place at Bradford on August 26th. 


Dissolutions and Liquidations.— THE EGYPTIAN 
ENGINEERING Co., LTD.—A meeting is to be held at 20, Tothill 
Street, Westminster, on September 17th, to hear an account of the 
winding up from the liquidator, Mr. Н. К. Baynes. 

Емргве Егествіс LIGHT AND Power Co., Lrp.—August 318t is 
the last day for receipt of proofs for intended dividend. 
Liquidator, Mr. W. Allnutt, 5, Lime Street, Е.С. 

Тномрзон & VANSTONR, ironmongers, electric and gas engineers, 

Exchange Street, Norwich.— Messrs. E. C. Thompson, H. Vanstone, 
and E. Roper have dissolved partnership, Mr. Thompson retiring. 
Messrs. Vanstone and Roper will continue the business as Thompson, 
Vanstone & Roper. 
„ BLAOKPOOL ÉLECTRIO Tramways (SouTH), LTD.— [his company 
is winding up voluntarily with Messrs, A. McGowan and 
J. McWilliam, of 43, Castle Street, Liverpool, as liquidators, who 
have authority to carry out an agreement between the company, 
the Blackpool, St. Anne's and Lytham Tramways Co., Ltd., Messrs. 
J. Heap and J. Harwood Banner, trustees of two trust deeds of the 
debenture stock of the two compsnies, and three others representing 
the various classes of debenture and shareholders in the company. 
A meeting of creditors is to be held on August 28th. 

Harr SOON DART Barrery SvNDICATE, LTD. (the old company). 
meeting is to be held at 4, Romford Road, Stratford, on 
October 7th, to hear an account of the winding up of this syndicate 
from Mr. J. Н. Poulton, the liquidator, 


_Rubber Trade in French Congo.—The Financial 
News Paris correspondent says that advices from the French Congo 
state that a crisis has arisen in the india-rubber trade there. 
Exports are diminishing considerably, in consequence of higher 
Prices, and fears are expressed by the authorities of the colony that 
financial uneasiness may follow. 


Exhibition in Brazil.—On the 11th inst. the President 
Opened the National Exhibition at Rio de Janeiro. According to 

euter, the Exhibition made an excellent impression. Several 
Brazilian States have constructed handsome pavilions, and the 
exhibite show the indisputable industrial progress of the country. 
Large numbers of visitors from abroad have arrived. 


Electric Smelting in Canada.—In connection with 
the establishment of а plant at Nelson, British Columbia, for the 
electrical reduction of ores containing a considerable quantity of 
zinc, it is understood that а loan of $10,000 hag been granted by 
the provincial Government to assist in the establishment of the 
works, which will probably soon be in working order.— Commercial 


Intelligence. 


Catalogues and Lists.—Messrs. Berry, SKINNER 
AND Co., of 78, Upper Thames Street, E.C.—New eight-page list 
containing fully illustrated particulars with tabulated code 
numbers and prices and dimensional details of their various 
Berry’s patent fool-proof ironclad switch and fuse gear. 


Merssas. SCHOLES & Co., 4, Corporation Street, Manchester.— 
Small card relating to their electric heating apparatus. 

THe ELROrRTCATL Co., Lrp., Charing Cross Road, W.0.—New 
leaflet drawing tbe attention of tradesmen to the Aegma lamps 
for shop lighting, also a novelty in the shape of a lamp with a 
revolving dial whereon one may ascertain the saving of money 
possible with these metal-filament lamps as compared to the ordinary 
carbon lamps. Aleo a hanging wall show-card without name 
for contractors’ and suppliers’ use, notifying that “ Aegma lamps 
sold here save 75 per cent. in current.” 

Howarp ASPHALT Твосаніма Co., Lrp., Trafford Park, Man- 
chester.—New catalogue (34 pages) in which they give full 
desoriptive and price information concerning their system of 
troughing. The advantages of the latter are stated, and a good 
deal of additional information, not given in previous publications, 
is now included. Well illustrated instructions appear for laying 
the Howard troughing, for making a vertical bend, for mending a 
break, and for sealing rubber tails to cables laid in this system of 
troughing. 

Messrs. A. P. LUNDBERG & Sons, 477-487, Liverpool Road, N.— 


Advance proof of a new 12-page publication giving particulars and 


prices in the firm's accustomed style, of their new pattern wall and 
floor connections. A number of diagrams show some adaptations 
of the Tripin ” connection. | | 

Messrs. Fyre, WinsoN & Co., 74, York Street, Glasgow.— 
Illustrated leaflet describing and stating the costs of their paraffin 
and petrol engine seta for country house and other similar lighting 
installations, 

British INSULATED AND HmLsBY CABLES, Lro., Ptescot.—New 
pamphlet (p. 73) of 24 pages wherein their Prescot house fuse 
boxes, multiple pole type, are dealt with. The illustrations, which 
are very clearly shown, are numerous, and they depict switch cut- 
outs, fuse-boxes for non-hygroscopic and hygroscopic cables, for 
concentric and twin cables with asbestos-covered or porcelain bridge 
fuses, &c. Reference numbers, sizes, &c., are clearly arranged in 
tabular form. ZA 

BrwPLEx Conpurts, Lrp., London and Birmingham.—Twelve- 
page catalogue, very nicely illustrated and neatly arranged, showing 
a variety of their electric cooking and heating apparatus, including 
kettles with and without ornamental stands, water heaters, coffee 
machines, plate and food warmers, glue pots, electric irons, &c. 
Prices are stated. | 


* Midland" Condensing blants.— TRE MipLAND 
ENGINEERING Co., Гтр., Birmingham, haye obtained the following 
orders within the last three months for their Zylberlast patent 
condensing and cooling plants:— 

Dewsbury Corporation.—Cooling tower to deal with 50,000 gallons of water 


per hour. 
Aston Manor Corporation.—Cooling towers to deal with 950,000 gallons of 


water per hour. 
Wednesbury Corporstion.—Cooling tower to deal with 5,000 gallons of water 


per hour. | | 
Worthing Corporation.—Condensing plant to deal with 17,500 Ib. of steam 


per hour. | 
The River Plate Electricity Co., Ltd. (through Messrs. W. Н. Allen, Son 
ала Co., of Bedford).—Cooling tower to deal with 110,000 gallons of water рег 
our. 
Sherwood Colliery, Mansfield.—Cooling tower to deal with 110,000 gallons of 


water per hour. 
Islington Corporation.—Cooling towers to deal with 370,000 gallons of water 


per hour. | "m 
Messrs. Bayliss, Jones & Bayliss, of Wolverhampton.—Cooling tower to deal 
with 20,000 gallons of water per hour, 


Book Notices.—7/e Universal Directory of Railway 
Oficials, 1908. 10s. London: The Directory Publishing Co., Ltd., 
3, Ludgate Circus Buildings, E.C.—This is the fourteenth annual 
edition of what we have found {о be a useful work. It is a 
directory of railways (with a note of their length, gauge, &c.) and 
railway officials, also of tramways in the United Kingdom, the 
information given having been compiled from official sources under 
the direction of Mr. S. R. Blundstone, the [editor of the Railway 
Engineer. | 

American Street Railway Investments (1908).—Fifteenth annual 
edition. New York: McGraw Publishing Co.—This is the large 
red book containing very full particulars with maps, &c., of electric 
and other street railway undertakings in America, which is issued 
annually by the publishers of the American Electric Railway 
Journal. 'The information is compiled specially for the use of 
investors and all interested in investment matters of this 
description. 

“Electric Lighting and Power Distribution.” By W. Perren 
Maycock. Vol. I. Seventh edition. Whittaker & Co. 1908. 


Price 68. net. 
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Lighting Exhibition—We are informed that the 
practical demonstrations of modern methods of lighting and heating 
will be an attractive section of the Ideal Home Exhibition which 
is to be held at Olympia in October. The latest electric and gas 
devices for lighting, heating and cooking will be shown. The uses 
of acetylene will be demonstrated, as will also novel methods of 
lighting by means of petrol. 


LIGHTING and POWER NOTES. 


Aberdeen.—The question of adopting a different system 


of charging to the “maximum demand” is under consideration by 
a special sub-committee. 


Acton.—The report of Messrs. Kennedy and Jenkin 
respecting the local electricity undertaking was presented at the 
Council meeting on Tuesday, its consideration being deferred. 
The report, which is of considerable length, reviews the present 
arrangement of plant, and the losses in distribution, conversion 
from alternating to direct current, in battery working, &c., it being 
shown that the department purchases in bulk from the Metro- 


politan Electric Supply Co. 65 8 per cent. more energy that it selle, 


to cover these losses. It is suggested that a serious mistake was 
made at the outset in choosing a direct-current system, when the 
bulk supply consists of alternating current. The report makes it 
clear that the only real improvement must come from an increased 
sale of energy in the district, aud, in view of the low price quoted 
by the Metropolitan Co. in connection with a recent Bill in Parlia- 
ment, viz, £5 per Kw. of maximum demand plus ‘35d. per unit, 
the report goes on to suggest that an effort should be made to 
induce the company to give the Acton supply at this price, which 
would have saved the Council £1,285 on the year 1907-8. It is of 
some interest to note that the Council installed a battery as a safe- 
guard against failure of the Metropolitan Co.'s supply, and that 
such failures are stated to have occurred on a number of occasions. 


Amble.—At a meeting of the U.D.C. on the 12th inst., 
Councillor Wanless proposed that the Council should take steps to 
adopt a complete system of electric lighting for the town. He said 
that owing to the high price of gas, 50 per cent. of the people had to 
use paraffin lamps. A suction gas generating plant could be put down 
for £5,500, which would necessitate an annual expenditure of £900, 
and against that they might safely count on an income of £1,100. 
He claimed that they could relieve the rates by from £160 to £200 
per annum. It was agreed that the Council should form themselves 
into a committee to go into the matter fully. 


Arbroath.—The electricity undertaking was publicly 
inaugurated on Wednesday, when Mr. George Balfour, the manag- 
ing director of the company which has carried out the work, 
entertained a large party to luncheon. 

The station is equipped with two Belliss & Morcom condensing 
engines, of 550 and 250 н.р. respectively, coupled to interpole 
generators supplied by Messrs. Thos. Parker, Ltd. A Worthington 
surface condenser is provided to work in conjunction with the 
engines; and an E.P.S. battery of 260 cells, together with booster 
and balancer sete, in conjunction with the electrical plant. 
The boiler house contains two Babcock & Wilcox boilers, and a 
separate pump room contains a Paterson feed-water purifier and 
two feed pumps. The supply is on the three-wire system, with 
500 volts across the outers. Callender V.B. cables laid solid in 
earthenware troughing, the main feeders being triple-concentric, 
and the distributors single cables, have been used. The main 


streets are to be lighted by 20 Crompton Blondell flame arc 
lamps. 


Blandford.—The T.C. has passed a resolution to the 
effect: That owing to the unsatisfactory lighting of the town by 
the gas company steps be taken to inquire under what terms and con- 
сози an electric light company would undertake the public 
ighting.” 


Bo'ness.—The T.C. has received sanction to the borrow- 
ing of £7,000 for additional plant at the power station. The Secre- 
tary for Scotland, in consenting to the loan, advises the institution 
of a reserve fund in connection with the undertaking. 


Bridgend.—The U.D.C. has decided to apply for a loan 


of £8,260 for electricity purposes, and the provision of a refuse 
destructor. 


Burton-upon-Trent.—The Electricity Committee has just 
decided to reduce the charge for energy for outside arc lighting from 
5d. to 4d. per unit. The reduction applies only to arc lamps which 
overhang the public footway, and are on the exterior of the build- 
ing when closed, and the oniy stipulation is that the wiring which 
supplies the arc lamps shall be continued to the Corporation's 
supply point—i.c., the cut-out, so that a meter can be fixed there, 
which will be done free of charge and meter rent. This reduc- 
tion has been conceded because the use of arc lamps— particularly 
flame arc lamps—assists in the illumination of the streets and 
generally benefits the town; these lamps also prove & very good 
advertisement for the electricity department. 


Blair Atholl.—The Duke of Atholl has just introduced 
électric lighting into his Perthshire residence, Blair Castle, and the 
village of Blair Atholl, The reservoir from which power is derived 
is situated about two miles north of the Castle, and covers an area 


of three acres ; this is connected to the power house by a 15-in pipe 


line. The power house is erected near the Castle, and three Pelton 
wheel-driven generators have been installed, one for the use of the 
Castle, one for the village, and one in reserve. It is fully expected 
the Glentilt district will yet be connected. 


Canada,—The Ontario Government has awarded a 
tender for the construction of a main transmission line from the 
Niagara Falls power station, at a cost of $1,270,000. 


Chalfont St. Peter.—The P.C., which is considering 
the best method of lighting for the village, has asked the Uxbridge 
Gas Co, the Uxbridge Electrical Co. and the Gerrards 
Cross and District Electrical Co. to give estimates of the cost of 
fixing lamps (the number of which is to be decided by a Council 
Sub-Committee) and all necessary fittings). 


Chippenham.—The T.C. has accepted the offer of 
Mesars. Edwards & Armstrong, on behalf of a proposed company, to 


take over the Council's E.L.order. The Council is to have the 


option of purchasing the undertaking at the end of 21 years, to 
hold £100 worth of stock in the company, and to huve a representa- 
tive on the directorate. 


Continental Notes.—lrALY.—AÀt the recent general 
meeting of the Societá Anglo-Romana for the Illumination of 
Rome, the President Senator Cannizzaro informed the share. 
holders that they had during the preceding year sold the follow- 
ing number of units:—For lighting, 6,723,909; for traction, 
8,619,759 ; for motive power, 9,274 015; for heating, 17,453. 

Application has been made to the authorities of the province ot 
Belluro for a concession to put down a plant to utilise the water- 
power of the river Ardo at Corontola in the generation of electrical 
energy for lighting and power purposee. А 

GuRMany.—On April 186 last there were 15,030 central electrical 
stations established in Germany, producing energy for public and 
industrial purposes, with a total capacity of 730,751 Kw., with 
accumulators having an auxiliary capacity.of 128,090 xw. Statistics 
show that 1,217 of the stations baving a capacity of 243,022 EW. 
supply continnous current only, 129 of the stations with 152,659 kw. 
generate tbree-phase current only, the remainder generate both 
direct and three-phase energy ; 669 of the stations are worked with 
steam only, 161 with water only, the rest with steam and water; 
two thirds of the central stations are the property of municipalities, 
and the remaining third belong to private companies. The largest 
undertaking is that of Berlin, with 138,700 KW., followed by that 
of Hamburg with 28,622 Kw. | : 

A central electric lighting station is shortly to be established in 
the town of Markt-Erlbach, Bavaria. 

Huncary.—A recent canvass by the General Electric Co., 
of Budapest, Hungary, which supplies alternating current, 
shows that there are about 15,000 tungsten lamps installed on its 
lighting circuits, and it is estimated that the same number is in 
use on the circuits of the company supplying lighting service In 
that city by direct current, the total thus being about 30,000 
tungsten lamps of various candle-powers.— Electrical I orld. 


Crayford.—4A Committee of the P.C. is to consider the 
question of lighting the parish by electricity. At the last meeting 
of the local authority, Councillor Hopper said that after a study of 
figures, he felt confident that the district could be lighted much 
better by electricity than by gas. 


Ealing.— In reference to the summons by the Corporation 


against the Empire Palace (Ealing), Ltd., for supplying electricity 


in bulk to а restaurant on the ‘theatre premises, occupied by 
Liptons, Ltd., the defendants have entered an appeal against the 
decision of the justices, in view of the fact that they ordered pay- 


ment of costs against the company, although they dismissed the 
information. 


Glasgow.—The town clerk has been instructed to bring 
under the notice of the T.C. Watching and Lighting Committee the 
recommendation of the Electricity Committee to reduce the charges 
for electricity for public street lighting purposes from £14 to £12 
per 10-ampere double-carbon lamp, and from £12 to £10 per 7i 
ampere double-carbon lamp, per annum, and to point out that the 


reduction will mean a saving to the Lighting Department of 
£1,650 per annum, 


Gravesend.—The Т.С. has applied to the L. G. B. for 8 
loan of £6,000 for E.L. purposes. 


Harwich.—Messrs. Foote & Milne have informed the 


Т.С. that they intend applying for a prov. order for electric 
lighting. 


Hindley.—The B. of T. has extended the U.D.O.’s 
electric lighting Order for a year from June 25th. 


King's Lynn.—The profit on the works for the year 
ended March 31st last, after allowing for interest and sinking fund, 
was (£563, as compared with £593 in the previous year. Last 
year's profit went towards clearing off the balance of losses on the 
early years of the undertaking, and the estimated surplus for the 
coming year was largely disposed of by a reduction in the charge 
for public lighting and a lowering of the charge to ordinary 000° 
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sumers, from 5d. to 44d. per unit. In spite of this, however, the 
profit on the year is nearly as large as in the previous year. The 
total sales of energy during the year amounted to 553,924 units, at 
an average price of 2/70d., as compared with 514,029 units, at an 
average price of 2'784., in the preceding year. Out of the total 
mentioned above, 192,587 units were used for public lighting, at a 
charge of 1:85d. per unit. The works costs was 944d. per unit, the 
total cost 1:247d and the total iy барышы including interest aud 


sinking fund, 2 779d. per unit sol 


Ringston-on-Thames.—4A L. G. B. inquiry was held on 
Tuesday into the application of the T. C. for a loan of £12,600 for 


electricity purposes. 


London.—PorLAR.—The 1907 annual report of the 
borough medical officer (Mr. F. W. Alexander) contains some 
interesting figures relative to the cost of electrolytic disin- 
fectant. Between February, 1906, and January, 1908, some 32,586 
gallons of fluid were manufactured, of an average strength of 4:5 
to 5'0 grammes of chlorine per litre, the cost being £63 for materials 
aud energy, including some £30 11s. for 4,888 units of electricity. 
The estimated cost of producing and supplying carbolic acid 
disinfectants during the same period (based on the experience in 
1903) was £2,015, and this compares with £1,009, the actual cost 
with the electrolytic disinfectant, showing a saving in connection 
with the latter of £1,006 approximately. 


Lowestoft.—The borough electrical engineer has been 
directed to submit a plan showing the suggested lighting by elec- 
tricity of 14 streets, with the price per lamp and the cost of 
lighting each street. At the last meeting of the Т.С. it was 
reported that the cost per lamp would not exceed the present cost 
per lamp for incandescent gas. A clause is to be inserted in free- 
wiring agreements providing for a minimum payment in all cases. 


Macclesfield.—The Macclesfield District E.L. and 
Power Co., Ltd., has informed the T.C. that it intends applying to 
the B. of T. for a prov. order for E.L. The Т.С. bas asked the 
company if it is prepared to take over the Council's Order. 


Newcastle.—Messrs. John Bowes & Partners are about 
to sink a new shaft at their Delight Colliery, Dipton. With the 
exception of the winding engine, the whole of the machinery will 
be electrically driven. 


New Zealand.—Recently the City of Dunedin was 
deprived of its electric supply, owing to the breakage of some 
90 ft. of fluming at the Waipori Falls Power Station. Fortunately 
the original steam generating plant was available, and this enabled 


the tramway service to be carried on. 


Perth.—The Clerk to the Convention of Burghs bas 
written to the Electricity Committee drawing attention to the fact 
that by means of arrangements with Scottish railway companies 
and private owners, non-statutory companies are taking steps to 
provide electric power and light in competition with the municipal 
and other authorised suppliers, and desiring that the Council should 
support the Convention in such action as it may take in opposing 
these arrangements. The Committee has resolved to support the 


action of the Convention as desired. 


Peru.—Work has commenced again at the celebrated 
silver mines of Caylloma, on the eastern side of the Andes in Peru. 
The mines are situated at a height of 4,200 to 5,000 metres above 
sea level. In order to get there, a two days’ journey on mules is 
necessary from the nearest railway. Two waterfalls, one with 42 
metres, the other with 275 metres fall, will be used for the trans- 
mission of power, discharging into the Huail Lake. For the first 
fall a turbine will be used for continuous service, and for the second 
falla Pelton wheel will be operated from time to time when 
wanted. The distance of transmission is about 5 km., ata pressure 
of 3,300 volts, reduced to 440 at the mine. | 


Rawtenstall.—The T.C. has declined to supply energy 
to the Haslingden Board of Guardians for lighting purposes at 3d. 
per unit, and the B. of G. has decided to ask its electrical experts 
to advise it on the question of providing its own installation. 


South Africa.—The Simon's Town (Cape Colony) 
Municipal Council recently requested the Admiralty to consideran 
application for the supply of electric energy for street lighting 


from the Admiralty mains. The Commander-in-Cbief has replied — 


that there appears to be no objection to giving the supply asked 
for, subject to Admiralty approval being first obtained. It would 
be necessary to lay separate cables, and in the event of the 
Admiralty agreeing to such a supply, it was suggested that the 
Municipality should provide all necessary material to the satisfac- 
tion of the electrical engineer, and, as far as possible, do fheir 
own work in connection therewith, the necessary skilled labour 
being provided by the electrical engineer of the dockyard, and the 
cost charged against the Municipality. The cost of the current 
would, on the present basis, be 6/d. per unit. The Admiralty 
would reserve to themselves the right to discontinue the supply at 
any time at the discretion of the senior naval officer, and they 
would accept no responsibility for non-supply of current from any 
cause. The Council decided, at a mceting held on July 23rd, to 
leave the matter in abeyance. 


Truro.—The T.C. has received from Messrs. loote and 


Milue, Ltd., notice of their intention to apply for a prov. order for 
electric ligh*ing. 


TRAMWAY and! RAILWAY NOTES. 


Aberdeen.—At a recent meeting of the Т.С. a letter was 
read from the London Electrobus Co. intimating that it proposed to 
apply for a license for opening in the city of Aberdeen a service of 
electric omnibuses on snitable routes—to be submitted to the T.C.— 
where the city is not served by an efficient electric tramway service. 
The letter was remitted to the magistrates for consideration. 


Argentine.—The question of tubes in Buenos Ayres is 
again to the fore; the manager of the Amalgamated Railways has 
applied to Congress for a concession for the construction of an 
underground line to connect up Plaza Oonstitucion, Casa Amarilla 
and Retiro., This would give continuity between the Great 
Southern, Pacific and the Amalgamated lines. An overhead 
construction is altogether out of the question, and the only solution 
to the problem is by means of an underground line. The attempt 
of the Buenos Ayres Municipality to contract for the construction 
of tubes has been a faílure.— Review of the River Plate. 


Belfast.—On the forenoon of the 11th inst., the official 
inspection of the Queen’s Road tramway extension was made by 
Lieut.-Colonel Druitt, of the Board of Trade. Lieut.-Oolonel 
Druitt, who was faccompanied by the Corporation and Harbour 
representatives, and heads of departments, went over the extension 
in about half an hour, and at the close of his tour expressed a 
favourable opinion regarding the work. It was taken into public 
use the following day, and is proving a great boon to the thousands 
of workers employed in the great ship-building yards at the Queen's 
Island. The extension is slightly over a mile in length, and in 
this comparatively short run there are no fewer than 36 diamond 
crossings and five cross-over roads. Overhead there are six collap- 
sible spans to permit of boilers and machinery being lifted 
across the wires, and considerable alterations had to be effected in 
the gantries to enable double-decked cars to pass underneath. ‘The 
lighting of the route is by cables, carried above the trolley 
wires. The work was carried out within four months and 
a half by the contractors, Messrs. Dick, Kerr & Co., although 
they had six months to doitin. Next month the same firm will 
take in hand the construction of a junction at Station Street and 


Bridgend. 


Continental Notes.—ITaLy.—Messrs. Ganz, of Buda- 
Pest, bave constructed a movable sub-station which can take the 
lace of one of the fixed sub-stations along the Valtellnia Railway. 
e chamber is constructed entirely of iron, and contains trans- 
formers of 430 kw. It is divided into two compartments, the larger 
of which contains the high-tension apparatus, an electric fan to 
reduce the temperature of the iron,and a 20,000-volt oil switch, 
with lightning arresters and accessories. In the smaller compart- 
ment the secondary apparatus is arranged giving facilities for con- 
necting three outgoing circuits which correspond to the number at 
Сойсо; to replace either of the other sub-stations only two circuits 
would be required. This movable sub-station is found very useful 
where repairs have to be undertaken to the existing fixed sub- 
stations. 
A collision occured on Monday last between s small car from 
Rome and a large car from Marino; the small car was driven into 
the interior of the larger one, both passengers and tramway servants 


being badly injured. 


Dublin.—A movement is on for the introduction of 
the system of trackless electric tramways in Ireland, the first 
contemplated route being between Donnybrook, in the suburbs of 
Dublin, and the pretty seaside resort of Bray. The system, it 
is said, can be worked inexpensively on the existing roads from 
power derived from the usual overhead wires. The project 
has been submitted to the manager of the Dublin United 
Tramways Co., and to the County Council. The promoters claim a 
good return from small traffic, as there i8 no big sum sunk in the 


permanent way. 


Ealing.— On behalf of the Board of Trade, Col. Yorke 
inspected the London United Tramway track, within the borough, 
last week. This is the third inspection which has been held, and 
neither it nor preceding ones appear to have been satisfactory to 
the local authority; as a result of the last one, the Mayor has 


forwarded an official protest to the B. of T. D 


Hampton,—The following Councils have been invited 
to attend a conference to consider the present condition 
of the permanent way of the London United Tramways and 
its method of construction, with the view to some united course of 
action being taken in order to obtain improvement: — The Town 
Councils of Ealing and Hammersmith, and the Urban District 
Councils of Twickenham, Chiswick, Acton, Brentford, Southall, 
Norwood, Teddington, Hampton Wick and Hounslow. A letter 
was received recently from the London United Tramways 
stating that it proposes to continue the work of repairing the 
permanent way within the Hampton district upon which work- 
men were engaged until everything needing attention should have 
been completed. The company also intimated an intention to 
place a new type of silencer in certain spring points. The District 
Council has resolved that the attention of the Metropolitan l'olice 
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Commissioner be again called to what they contend to be the 
unsatisfactory condition of a number of the cars of the London 
United Tramways, whereby considerable noise and annoyance 
to residents along the route is caused. | 


Hythe (Kent).—The National Electric Construction 
Co. has informed the T.C. that owing to the cost of the present 
tramway scheme, it would be practically impossible to raise 
sufficient capital. For certain reasons given to the Council, the 
company has decided not to adopt the surface contact system for 
the tramways when laid. The Council, at the request of the com- 
pany, has consented to the abandonment of the Dolter system, and 
to the adoption of the overhead system. In order to lessen the 
cost of the scheme, the Council has also consented to the terminus 
being in Twiss Road in lieu of Market Street, thus avoiding expen- 
sive street widening in High Street. 


London.—According to recent reports, a portion of the 
Brighton Co's. electrified route, between Peckham Rye and Batter- 
sea Park Road, will be completed by the end of September, when 
trains will commence running. The fares will be unaltered. 


Maidenhead.—-A proposal has been made to run a tram- 
way along the roads from Windsor to Maidenhead and on to 
Henley. As far as Maidenhead is concerned, it is certain that the 
provision of tramways cannot be much longer delayed. The need 
increases with passing years, and there would seem little doubt 
that a tramway scheme linking the Littlewick and Maidenhead 
Thicket district with the business part of the town, and also with 
the riverside and Cookham and Bray as well as with Marlow, 
Henley, Holyport and Windsor would prove a popular concern. 


Perth.—The burgh accounts just published show that 
there has been a total deficiency since the acquisition of the tram- 
ways five years ago of £5,860 ; last year alone the loss was £1,264, 
and to meet this and other past deficiencies, the tramway rate 
imposed last year realised £1,928. D 


Queensland.—The Executive Council has granted & loan 


of £25,000 to the Rockhampton City Council for the construction 
of tramways. 


Rochdale.—On Wednesday a conference was held of 
representatives of the Whitworth District Council and the Roch- 
dale Tramways Committee, as to the extension of the Rochdale 
system of tramways to the Red Lion, Shawforth. The Rochdale 
members submitted terms on which the Corporation will be willing 
to work the extra length, and these have been favourably received. 
It is generally felt that there should be no difficulty in coming to a 
mutually satisfactory agreement. The Local Government Board 
has sanctioned a Rochdale Corporation loan of £1,600 to cover the 
cost of widening Bolton Road, Sudden. | 


Southend.—On Monday last the new extension of the 
Corporation Tramways, from the Kursaal to Bryant Avenue, was 
inspected by Col. von Donop, and subsequently opened for traffic. 


Sunderland.—At the meeting of the T.C. on the 12th 
inst., there was on the agenda a motion by Alderman J. Turnbull— 
That a special committee be appointed to take into full considera- 
tion the present position of the Corporation electric lighting under- 
taking and report its findings to the Council. That the said 
committee be empowered to eall in such expert and financial 
advisers, and to take such evidence as they deem necessary. That 
no member of the Electric Lighting Committee be appointed on 
the said special committee.” As the meeting decided that this 
motion must be taken before Alderman Bruce, chairman of the 
Electricity Committee replied to the discussion of last montb, 
Alderman Turnbull asked the leave of the Council to withdraw 
it, as he wished to make an alteration in it. There was some dissent 
to this proposition, but the Alderman declined to move it before 
Alderman Bruce had replied, consequently the motion was not dealt 
with.—Alderman Bruce then replied to the criticisms of the annual 
report. He said that with regard to the supply of electricity to the 
tramways, he would very much rath2r discuss toat with the Tram- 
ways Committee. He was asked to account for £5,000 which, it 
was said, at the last meeting, the tramways were paying in excess 
of other towns. The sole reason of that cost to the tramways was 
that the plant in the Dunning Street station was put there by the 
Tramways Committee’s engineer on the authority of the Council. 
It was put there to be used for the tramways and it never had been, 
nor would be possible to use it for any other purpose. The produc- 
tion of electricity at Dunning Street was expensive as compared 
with the newer station, but since that plant was put down for 
tramway purposes the capital charges must always be upon the cost 
per unit for tramway purposes. They could supply more cheaply 
at Hylton Road, where they had installed turbines, but he was 
sure the Council would not hear of them scrapping the Dunning 
Street plant, and going to the ezpense of getting new plant. Dealing 
with the special circumstances of the year, he referred to the great 
decline in the shipyard load owing to the depression of the ship- 
building industry, and said he had no doubt but that in the course 
ot 18 months or two years at most, that load would come again. As 
to the financial position of the undertaking, he pointed out that the 
total capital was £403,295, and they bad a gross profit of £22,978, 
which was equal to 569 per cent. Mr. T. Summerbell, 
M.P., the ckairman of the Tramways Committee, objected 
to the manner in which Alderman Bruce had put the 
responsibility for the plant at Dunning Street on the Tramways 
Committee. Dunning Street station was devised and constructed 
by, and was the property of, the Electricity Committee. The 
Tramways Committee was not responsible for the plant that was put 
down there. 


Taunton.—The T.C. has decided to renew its agree- 
ment with the local tramways company as to power supply, on 
condition that the latter constructs and opens an extension to 
Rowbarton within six months’ time. The supply will be at the 
present rate until the new section is opened, after that date it 
will be charged at 1:2d. per unit, with a minimum payment of £600 
per annum. | 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The chief Commonwealth electrical engi- 
neer (Mr. Hesketh) estimates that to meet public requirements in 
connection with telephone and telegraphic works during the next 
three years, £2,100,000 will be required. The question of arranging 
a financial system by which the Postal and Telegraphic Department 
might more conveniently secure the money it requires to carry on 
its services, is to be considered. Esch State will benefit as fol- 
lows:—New South Wales, £900,000; Victoria, £700,000; Queens- 
land, £160,000; South Australia, £140,000; Western Australia, 
£140,000 ; Tasmania, £60,000. It would not include provision for 
such undertakings as telephone exchange buildings, but it would be 
expended in revenue-producing works.— British Australasian, 


Hampton.—At the last meeting of the District Council, 
the clerk reported that he had invited the U.D. Councils of 
Hampton Wick, Twickenham, Teddington, East Moseley, and 
Sunbury. to attend a conference on the proposal of the Postmaster- 
General to extend the telephone system in the district, and for that 
purpose to construct overhead linés, with a view to uniformity of 
action on the part of the Councils interested in the case of the 
present and of any subsequent similar applications. It was decided 
that the Postmaster-General be informed, in reply to his applica- 
tion for a general consent, that each case will be treated on its 


merits. | 


International Congress of Telegraph and Tele- 
phone Engineers.—On September 21st next the firet International 
Technical Congress is to be opened at Budapest. The proposal to 
hold the Congress emanated from the French Administration, and 
was supported by the Hungarian Administration; the technical 
staff of the latter succeeded, with the/support of their Minister and 
their Director-General, in arousing the interest of other Adminis- 
trations, of which the following are sending delegates to the Con- 
gress:— England, France, Germany, Bavaria, Austria, Italy, 
Belgium, Holland, Denmark, Sweden, Roumania, Bulgaria and 
Servia. A series of highly interesting papers will be distributed to 
the members before the opening of the Congress in English, French, 
or German, and the discussions are to be held in these languages. 
Arrangements have been made by the technical staff of the 
Hungarian Administrations to enable the members to visit the 
various installations at Budapest, as well as the large electric 
plants and the factories where telegraph or telephone material is 
produced. The Congress will meet at the premises of the 
Hungarian Engineers’ and Architects’ Association, and the Hun- 
garian Committee entrusted with the arrangements will shortly 
distribute the detailed programme of the Congress. Those who 
are interested in the Congress should apply for information to Mr. 
Endre Kolossviry, Chief of the Technical Department, Direction- 
General of Posts and Telegraphs, 11, Albrecht ut 3, Budapest. 


Paris—Cologne Telephone.— Arrangements have been 
made for establishing direct communication by telephone between 
Paris and Cologne. The work will be begun at once. 


Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTED. REPAIRED. 

Cur&c&o-Coro 

Curacao-La Guayra | Closed .. ee 


ee Jan. 12, 1906 ee oe 
Curacao- Maracaibo 


Tarifa-Tangier .. s ax "m .. Jan, 18, 1904 .. өө 
Port Arthur-Chifu (Closed) .. se .. Mar. 9, 1904 .. „+ 
Las Palmas-—Arrecife .. .. May 18, 1908 .. 
Pera-Dardanelles .. May 20, 1908 .. 
Sierra Leone-Accra . May 28, 1908 .. 
Kwandang-Menado Ga i is .. Aug. 5, 1908 .. 
Djedda-Souakim .. oe as zi Eg .. July 27, 1908 .. 
Assab-Massouali.. А oa $$ .. .. July 28, 1908 .. 


Telegraph Men in Camp.—The Jims states that the 
Welsh Divisional Telegraph Company, under Captain T. A. Isaac, 
after being encamped at the back of (Government House, Farn- 
borough, for a fortnight, broke camp last Saturday. Its members 
are all drawn mainly from the Carditf postal and telegraph depart- 
ments, and, although actually following their own vocations while 
under canvas, they have found much that was new to them in the 
Army methods of telegraphy. The earlier portion of their training 
was passed principally in cable-laying by hand, but with the experi- 
ence gained in 12 days they felt justified last Friday in attempting 
to lay cable from a horsed wagon. The attempt was successful, 
and, with the horses travelling at a trot, the telegraphists laid віх 
miles of cable, and established communication between field tele- 
graph stations several miles apart. Captain Isaac says he feels 
assured that within a short time his command will be far more 


efficient than any telegraph company could have been made under 
the Volunteer system. 


—— —-— — 


— —————————— 
297 


THE ELECTRICAL REVIEW. 


Vol. 63. No. 1,604, Ат@овт 21, 1908.] 
M —— M ———————————— 


Wireless Telegraphy.—The United Wireless Telegraph 
Co. has established a station at the Ten Eych Hotel, Albany. The 
company also intend establishing a system on the Hudson River 
boats performing the day service, as well as on the boats of the 
Albany Co. who perform the night service. The Telegraph Age states 
that the United States signal service will include in ita equipment 
a device embodying complete wireless telegraph outfits which can 
be carried by two mules. It is hoped to be able to communicate 
15 miles by means of this device. 

It has been proposed by Mr. Hunt, the Australian Commonwealth 
Meteorologist, that, in addition to the wireless receiving stations 
to be established by the Government on the coast which can obtain 
weather reports from ships in the Indian and Southern Oceans, & 
sending aud receiving ststion should be built on Amsterdam 
Island, situated about midway between the west coast of Australia 
and tbe sonthern extremity of Africa. The island is in an almost 
direct line between Tasmania and Cape Town, in the midst of a 
vast oceanic space where weather systems are formed and storms 
are generated. 

Wireless Telephony.—As a result of experiments 
extending over several months, three French naval lieutenants/last 
week succeeded in establishing communication between the Eiffel 
Tower and Dieppe, some 90 miles distant. They followed this by 
an attempt to communicate with the wireless station at Raz Cape, 
in Brittany, some 310 miles from Paris, and, it is stated, with some 
measure of success. The Italian Prof. Magorana’s wireless tele- 
phonic system between Monte Mario and Porto Danzio, some 
60 km., is also reported to be giving excellent resulte. 


! : N 
Wireless Time Signals.—It has been suggested to the 
French Academy of Sciences that by international arrangement в 
special wireless signal could be sent from the Eiffel Tower precisely 
at midnight, Paris time, and thie signal, being received upon ships 
far out at sea, would furnish navigators with an invaluable check 
upon their chronometers by giving them the exact hour at a known 


point on the earth. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
" Australia.—PrnTH.—October 6th. The Postmaster- 


General requires tenders for various telegraph and telephone 
material Particulars may be obtained at the Commonwealth 


Offices, 72, Victoria Street, Westminster, S.W. 
TasuaxIA.— November 2nd. The Postmaster-General requires 


tenders for material for accumulators and equipment for telegraph 
purposes, | 


Austria-Hungary.—September 3rd. Municipality of 
Nagy-Kanizsa. Installation of electric plant for the lighting of 


that town. The contract is to be:—(1) For the erection of the 


necessary buildings ; (2) for the mechanical fitting up of the electric 
Plant; (3) for the necessary supply of water power; (4) for the 
electrical installation; (5) for the necessary materials for secondary 
installation (secundürinstallácziók). Plans, conditions of tender, 
&c, may be obtained on application at the office of the town 
engineer (Varosi Herncki Livatal, Nagy-Kanizsa) at & cost of 
150 crowns (£6 58). A copy of the notice inviting tenders (in 
Magyar) may be seen by British contractors on application at the 
Commercial Intelligence Branch of the Board of Trade, 73, 
Basinghall Street, London, E.C. | 


Belgium.—Brvssers.—August 28th. The municipal 
electricity department requires a number of air compressors. A 
deposit of £20 is required, and tenders may be obtained from the 
Echevin at the Hótel de Ville on payment of 5d. 

BaussELs,—September 2nd. Tenders are required by the 
company for narrow gauge railways (Société National des Chemins 
15 fer Vicinaux), for the supply and laying of electric cables, 

ucts, &c., for the equipment for electric traction of the section 
Brussels to Grimberghen of the Brussels-Humbeek railway. Speci- 
fications Nos. 11 and 51, 1908, may be obtained on payment of 10d. 
each, and plans at 12s. 104., at 14, Rue de la Science, Brussels. 


- Bolton.—August 27th. The Electricity ('ommittee 
SR. tenders for the supply of 25,000 tons of bituminous engine 
slack to be delivered at the electricity works, Spa Road. 


Cairo.—September 12th. The Railway and Telegraph 


department requires tenders for various material. 


Dublin.—September 4th. 500 single-phase and 100 
a A C. meters for the Corporation. See “ Official Notices” 


Edmonton.—August 26th. Electric lighting installation 
о meld Home for the Guardians. See Official Notices” 


Farnworth, — August 27th. 
моон switchgear, transformers, &c., for the U.D.C. 
ficial Notices” August 14th. 


Motor-generators, rotor 
See 


France.— August 25th. Material for the manufacture of 
submarine cables for the Ministry of Public Works, Posts and 
Telegraphs (50 km. and 100 km. submarine cable core, aleo iron 
wire, jute thread, &с.). See Board of Trade Journal August 20th. 


Pipework for the Electricity 


Department. Вее Official Notices” August 14th. 


London. — September 7th. General Post Office. The 
Postmaster-General invites tenders for the supply of telegraph 
poles. Particulars from Mr. G. Morgan, Controller of Stores, Stores 
Department, G.P.O., 17-19, Bedford Street, London, W.C. 

METROPOLITAN ASYLUMS Волвр. — September Ist. . Storage 
battery, booster, switchboard, &c., for the training ship Exmouth. 


See Official Notices” July 31st. 
Cables, cable-boxes, &c., for East 


L.C.C.—September 8th. 
tation and Woolwich Road car depót; 


switobgear; and six 500-K w. and 
See Official 


Greenwich generating в 
electric wiring for car depót; 
one 150-kw. motor-generators, for the L. C. C. 


Notices" August 7th. 
HacENRY.—August 31st. Electric light and power fittings, also 


bell and telephone installation for Pavilion " B" at Homerton 
Infirmary for the Guardians. For plans see Clerk of Works on site 


(High Street Homerton). 
Russia,—September 14th. The Town Clerk of Odessa 


requires tenders for я concession to erect and work а 


(Upiawa) 
power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Soller,—September 5th. The municipal authorities of 
Soller in the Balearic Islands will adjudicate upon tenders for 
installation, maintenance and exploitation of electric lighting for 
15 years from November 1st, 1908. A small deposit of 370 pesetas 


is required. 

Spain.—Angust 31st. The municipal authorities of 
Monbelstran (Province of Avila), are inviting tenders for the con- 
cession for the public and private electric lighting of the town. 
Particulars may be obtained from, and tenders are to be sent to, 
El Secretario del Ayuntamiento de Monbelstran (Avila). 

Tenders have lately been invited by the municipal authorities of 
Ribadeo (Province of Lugo), for the concession for the public and 
private electric lighting of the town during a period of 15 years. 


August 28th. About £400 of electric lamps 


war at the Arsenal at 


Spezio. 


are required for the equipment of men-of- 
Spezio. 
Stretford.—The U.D.C. invites tenders for steam boiler, 


economisers, and mechanical stokers for the electricity works. 


Watford.—September Ist. Surface condenser and pumps 
for the U. D. O. See Official Notices" July 31st. 


 OLOBED. 


Blackburn.—The electrical fittings, &c., for the new 
Council School, being erected in Accrington Road, Blackburn, by 
the local Education Committee, are being supplied and fixed by 


Mr. Thomas Barton. 
Denny.—The following tenders were received for the firat 


-part of the scheme for the electric lighting of Denny and Dunipace: 


British Insulated and Helsby Cables, Ltd. (accepted) £764 
Callender's Cable and Construction Co. E 835 
nol 


Johnson & Phillips, Ltd. 2$ ox "m $5 
Lowdon Bros. & Co. .. "S at "s E 923 


Dolgarrog.—The contract for installing the electric light 
at the works of the Britieh Aluminium Corporation at Dolgarrog 
has been let to Mr. H. Willoughby Lance, of Llandudno. The 
contract includes wiring for 38 arc lamps; and we understand that, 
owing to the difficulty of obtaining lodgings in the district, the . 


men are camping out. І 


Dundee.—The tender оѓ Brecknell, Munro & Rogers has 
been accepted, at £68, for certain overhead equipment in connection 
with the new generating station at Carolina Port. 


France.—The French Post and Telegraph authorities in 
Paris have just given out contracts as follows:—Les 'Ггеб1егіев du 
Havre, 60 tons of bronze wire, 1'1 mm. dia., at 3,090 fr. per ton; and 
60 tons of high-conductivity copper wire, 2 mm. dia., at 2,370 fr.; 
and La Compagnie Francaise des Metaux, Paris, 50 tons of bronze 
wire, 1˙5 mm. dia., at 3,040 fr. per ton. 


Glasgow.—The T.C. Electricity Committee has accepted 


the following offers :— 

Pair of patent feed pumps at St. Andrew's Cross station.—Messrs. G. & J. 
Weir, Catheart, £220. 

Extension of rotary converter, with transformers and spares.-- The British 
Westinghouse Electric and Manufacturing Co., Ltd., £851. 

Induction motors and trausformers,—Siemens Bros, Dynamo Works, Ltd., 
£1,665. 

Switelizecar in connection. with rotary converter and transformers.— 
A. Revrolle & Co., Ltd., 4284. 

Coal transporter for Port Dundas station.—- Temperley Coal Transporter 
Co. £2,520. 

Coal tank, girders, &c., for ditto.— Messrs. Donald Clark & Son, Ltd., 4550. 

Tirrill regulators for Port Dundas and St. Andrew's Cross stutions.— The 


British Thomson-Houston Co., £1,650 10s, 
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Liverpool.—Messrs. J. R. Norris & Co., of Oldham, 


bave secured the contract for the electric lighting at the Liverpool 
Institute. 


Londen.— The G. P. O. bas accepted the tender of 


ee Bros. Dynamo Works, Ltd., for the supply of tantalum 
amps. 


Lowestoft.— The T. C. Electric Light Committee has 
accepted the tender of Parrish & Durrant, Lowestoft, at 7s. 6d. per 
point, for free-wiring work, and that of J. W. Brooke & Co., Ltd., 
also of Lowestoft, at 335. 6d. per post, for the supply of 50 lamp- 
posts. The tender of Melloioe & Goulder, Ltd., Ipswicb, has been 
accepted for the supply of Bestwood nutty slack at 10s, 9d. per ton 
up to 1,500 tons. From E. Foster & Co., Adelphi, W.C., 1,000 tons 
of Ibstock large eteam coal is. to be ordered at 14s. 5d. per ton, and 
from Bradbary & Co. 500 tons of cobbles at 14s. 11d. The question 
of coal contracts is to be further considered at & later date. 


Mossley.—The T.C. has accepted the tender of Messrs. 
Morrison & Roebuck, of Blackpool, for installing the electric light 
at the Mechanics’ Institute. 


Perth.—Westwood & Sons have secured the contract for . 


the lighting of the new Northern district school, tolcost £16,900. 
Their offer was £218. E 


Sunderland.—The T.C. has accepted the tender of the 
British Westinghouse Electric and Manufacturing Co., Ltd., for 
the supply of extra-high-tension switchgear for the Hylton Road 
station, 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in & matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guarsnteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 


ABERDEEN (MxrHr:cx).—Now public hall. Mr. Cobban, Haddo House estate 
architect. 

ALFRETON.—Villa at South Normanton. 
Normanton. 

ALSAGER (Brarrs.).— Town hall and public buildings contemplated. 

APPLEBY.—New schools for Westmoreland C. C. (£4,500). Jas. Hartley, archi- 
tect, Skipton, Yorks. 

ARNOLD (Norrs.).— Houses, Furloong Street and Marlborough Road; alters 

tions to the Cross Keys Inn, Front Street. Baptist Chapel in 
Cross Street; W. H. Higginbottom, Friar Yard, Friar Lane 
Nottingham, ' 

ASCOT (SUNNINGDALE).—Two large villas on the golf links. Norris & Co., 
Sunningdale, and J. Wakelin, Sunningdale, builders. 

ASHFORD.—Two houses, William Road, for E. J. Bowles; and four houses, 
James Btreet, for Mr. Burra; houses, Hunter Road, Willes- 
borough, for Barl and Bailey ; residence at Bethersden for Mr. 
Martin. 

BARNSLEY.—Business premises in Eldon Street, for J. Lodge. E. W. Dyson, 
architect, 10, Regent Street, Barnsley. 

BARTON-ON-HUMBER (ULrcrsr) — New Wesleyan Methodist Church 
(£1,650), and adaptation of old building for Sunday schools. 

BEDALE.—Residence. 8. T. Jones, Wycar, Bedale. 

BELEEK.—New parochial house. W. O'Kane, builder, Bundoran. 

BERWICK-UPON-TWBED.—Farm house at White Dam Head Farm for the 
T.C. Gray & Boyd, architects, 3, Ivy Place, Berwick. 


J. Tomlinson, architect, South 


BICKERSHAW (near WicAN).—Early developments at Junction and other local ` 


collieries. Pearson and Knowles Coal and Iron Co., Ltd., 
Warrington. 
BIRKDALE.—Houses, Cardigan Road, for C. E. Howarth ; Mill Lane, Ainsdale, 
for J. Cope; Hatfield Road, Ainsdale, for Campbell and 
Fairhurst. 
BIRKENHEAD.—Alterations and additions to the Infectious Diseases Hospital 
at Flaybrick. . 
BIRMINGHAM.—Extension of Hunningley Lane Ebenezer Sunday School. 
BIRSTALL (Yorks.).—Preabytery. Kirkgate, for Rev. Father Russell. 
BLACKBURN. –- Increased office accommodation at Garden Street Mill. 
Garden Street Manufacturing Co. 
BLACKHEATH (near Dipiky).--Congregational Church. A. T. Butler, 
architect, Cradley Henth; J. М. Tate, builder, Cradley. 
BLACKPOOL,—Pending developments and alterations at Raikes Hall Hotel for 
W. Tong & Son, brewers, Bolton, United Methodist Church in 
Shaw Rond, South Shore; Н. Wade and B. Walton, joint 
architects, 27, Burley Street, Blackpool. 
(FLEFTWOoD). — New ward at the Fleetwood Cottage Hospital. 
B. Drummond, architect, 54, Alfred Terrace, Fleetwood. 
BLAINA (Mon.).—New Forward Movement Hall, Habershon & Fawckner, 
architects, Newport; W. Jenkins, contractor, Blaina. 
BOLTON. —Four houses in Chorley Old Road, A. P. Patterson; new cotton shed 
for the Bwan Lane Spinning Co., Ltd.; proposed additional 
baths, Corporation; alterations to premises, Knowsley Street, 
for Burgons, Ltd., tea merchants aud grocers, ` 
BOSTON. —Houses, Hartley Street, for II. Clarke; additions to house, South 
Square, lor Miss Matthews; new Primitive Methodist Church at 
Bicker. 
BOURNEMOUTH.—Restoration, after fire, of the Lion Rrewery; proposed 
new school at Westbourne, forthe Sussex Education Committee 
BRANCEPETH (Co. Dinaan. Ten cottáges for the New Brancepeth Со. 
operative Society. T. T. Bhevels, Secretary. ре Co 
BURRY PORT (Cans N ne) -New Cooperitive stores (£1,046), 


Themas and Jebu, huibhiers, Llanelly. в 


i 


BURSLEM.—Block of shops, Queen Street, for F. Wilson. E.'T. Watkin, 
architect, Swan Chambers, Burslem. 

BUBHEY (Hznrs.)—House, Aldenham Road, for Miss Griffin. 

CADLE (near BwaNsEA),—Additions and alterations to the Council school. 

| T. Mansel Franklen, clerk to the County Council, Council 
Offices, Westgate Street, Cardiff. | 

CALSTOCK (ConNwALL).—New United Methodist Church. 

CARDIFF.—House, Amesbury Road; W. Н. Scott, architect, Cardiff 
Congregational Chapel, Penywain Road; Habershon, Fawckner 
and Co., architects, Cardiff. А 

САВТІ ЕТОМ (near RocupALE).—Mill extension. Tweedale & Smalley. 

CHATHAM.—Houses, Rochester Terrace, for E. Graham; house, at Luton, 
for Rev. A. Ralph; dairy, Gibraltar Farm, for Н. Gurr & Bon; 
rebuilding of premises, New Road, for F. Clark. 

CHEADLE (CRREeHInE).— Engine house and battery room at the Warehouse- 
men and Clerks' School; houses, Hulme Hall Road, Cheadle 
Hulme, for J. Waine; houses, Victoria Avenue, for Westcott 
and Shorland Ball. : 

CHESTERTON (Camus.).—Houses, Aylestone Road, for С. W. Clark; Garden 
Walk, for L. Finch ; George Street, for H. C, Buttress. 

CHIPPENHAM.—Business premises, The Bridge, for Foreman & Sons, tailors, 
Warminster. 

CHORLEY.—Shops and houses, Spendmore Lane, Coppull, for H. Baxter 
conversion of Bt. Lawrence’s Lodge, Market Street, into club 
house, for the Conservative Club Buildings, Ltd. 

CLITHEROE.—New secondary school, for the Education Committee (£14,000). 

COLWALL (near MALvERN).—New Church and Institute (£8,000). J. Stallard, 
Mayor of Worcester, secretary. 

COTTINGHAM (near Hvu._).—Proposed new offices, fire station and surveyor's 
residence, for the U.D.C. J. H. Hanson, Surveyor to the U. D. C., 
Market Green, Cottingham. 

CUMNOCK (AyrsHik£).—Recreation and reading room, by the Marquis of Bute. 
Secretary, Reading Room Committee, Cumnock. 

DARLINGTON.—Houses, Belvedere Road. for the exeoutors of J. Oliver; 
Elton Parade, for A. W. Roberts; Langholm Crescent, for J. 
Culley ; Falmer Road and Grasmere Road, for Martin Meehan ; 
Marshall Street, for Clark & Moscrop; soience classrooms, 
“ Southend,” Coniscliffe Road, Clark & Moscrop. 

DERRY.—New schools for Christ Church. 

DINNINGTON (near RorBERHAM).—Houses, Lorden's Hill, for Edwards and 
Robinson; Dee Lane, for Mr. Drabbell; Dinnington Lane, 
Anston, for B. Doe. 

R Methodist Church and Sunday schools at Brods worth 

1.500). 

DORCHESTER.- Inſeotious Diseases Hospital enlargement scheme. 

DUDLEY,—Extension of the Grammar School. A. Morton, Clerk to the 
Governors, Birmingham Road, Dudley. 

DUNBLANE (Penrrusuire).—Chapel for Queen Victoria School. A. Hay & Co., 
measurers, 44, Castle Street, Edinburgh. 

DUNDALK.-—Restoration of St. Patrick's Cathedral. | 

DUNDEE.-—Alteration on shop, for F. J. McKenzie, Nethergate ; houses in 
Blackness Avenue and Seymour Street, for T. M. Cappon; new 
central reading room (£12,000); Mr. Thomson, city architect. 
New school in Dens Road; J. Н. Langlands, architect, 
Dundee. 

DUNFERMLINE.—Proposed new primary department at High School. Clerk 
to the School Board, Dunfermline. 

DURHAM.—Jewish Synagogue in Laburnum Avenue; houses, Highwood 
Road, for E. Almond. 

DUNSTABLE.—House, West Parade, for Jas. Sharp. 

EABTBOURNE.—Proposed alterations aud additions to the Bussex Hotel. 
Enlargement of Holy Trinity Church (£7,000); Rev. O. 2 
Bassett-Kerry, vicar. 

EDINBURGH.—Five tenements in Danrobin Place and Teviotdale Place; 
Edinburgh Co-operative Building Co. Nurses’ home at the 
Deaconess’ Hospital, Brown Street. Eighteen flatted villas off 
Portobello Road, Duddingston Estate ; A. Miller. 

EGERTON and EAGLEY (near Bol Tox).— Pending mill developments. J. and 
P. Coats, Ltd., Paisley. 

EGREMONT (CnxsuinE).—Row of semi-detached villas in Parkside. Roberts 
and Waugh, builders, Bulkeley Road. 

FALMOUTH.-—8even houses for Eva and Bone. 

FARNBOROUGH (Kent).—Children’s Home at the Workhouse, for the Bromley 
Guardians. J. Ladds, architect, 93, Pemberton Road, Har- 
ringay, N. 

FARNBOROUGH (HantTs).—House and shop, Victoria Road, for Н. Kingscote; 
additions to Salesian Institute, Queen's Road, Scoles 
Raymond. 

FARNWORTH (near Borton).—Destructor buildings and extension of the elec- 
tricity works. W. J. Loman, engineer, 11, Fold Street, Bolton. 

FELIXSTOWE.—Houses, Station Road: R. W. Pratt, builder. Additions to 
post office; Thos. Ward, builder, Cliff Works, Felixstowe. 

FLEET (Haxrs).—Extension of buildings in Kent Road, for the Whiteley 
Exerciser Co. 

FRINTON.ON.8EA.—Houses, Second Avenue, for A. E. Wheeler; Cambridg? 
Road, for C. H. Jones; Fourth Avenue, for B. Tench ; Secon 
rende for Colonel H. B. Fleming ; Harold Grove, for R. Bam- 

ridge. 

FROSTERLEY (Co. DvRHax).—T wo houses, J. ‘Gardener, Victoria Cottages, 
Frosterley. 

GAINSBOROUGH.—Refuse destructor buildings, 8. W. Parker, engineer to 
the U.D.C., Council Ottices, Gainsborough. 

GARMOUTH (MonavsuinE).—Alterations at Garmouth Publio School. J. 
Wittet, architect, Elgin. 

GILLINGHAM (KrsNrT).—House, corner of Garden and Manor Streets, for Dr. 
J. G. Taunton; houses, Rainham Road, for Mr. Brunnen, an 
Clifford & Co., estate agents, 43, Balmoral Road, New Brompton. 

GOSPORT.—Enlargement of St. Faith’s Church, Alverstoke. 

GRANTHAM.—Houses, Harrowby Road, for T. Barlow; South Parade, for F. 
Robertson; Victoria Street, for G. Henson; auxiliary power 
house, for R. Hornsby & Bons, Ltd., engineers; additions 
premises for the Co-operative Society; bakehouse, 5, London 
Koad, tor the Executors of Mr. Hornsby. 

GREAT CROSBY (near LivgRrooL.—Houses, Hall Road West, for r3 
Bremner; corner of Kelvinside and Myers Road East, for ©. 
Townsend; detached residence and stables, Hall Rosd 
Costain & Sons, builders, Byron Road, Blundellsands, Waterloo, 
Liverpool. th 

HALESOWEN.—Important colliery development by N. Hingley & Sons, v! 
electrical equipment; sinking being carried out by Wainwright 
Bros., Princes End and Sedgley. h 

HALIFAX.—Oftices for the Equitable Benefit Building Society and i i 
Equitable Bank, Ltd. R. Horsfall & Bon, architects, 224, 
mercial Btreet, Halifax. : 

HANLEY,—Four houses, Baskerville Road; W. Sargent. Alterations "i 
premises in Ashley Street, for Boyce & Auums. Office In May 
btreet; Messrs. Ogden & Co. Seventeen houses JN are 
Street; B. J. Simpson. Ten houses in Birches Head , 
E. Roberts. : 

HARPENDEN.— Mission room, Kinslourne Green; gift of Sir Julius W ernber. 


(Continued on page 304.) 
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ELECTRICAL DEVELOPMENTS AT DURBAN. 


(FROM OUR SPECIAL CORRESPONDENT AT DURBAN. ) 


sub-station equipment ; and of the British Insulated and 


Helsby Cables, Ltd., for cables and switch boxes. 
Additions were made to the boiler house plant by install- 


1х our issue of February 10th, 1905, we gave a description 
of the Natal Government Railway Electrical Installations ; 


since that time considerable developments have taken place, 
ing two Hornsby 


which have been 
brought about by 
the unification of 
the railway and 
harbour depart- 
mente at Durban. 
The railway 
power station 
recently built, being 
of ample dimensions 
to allow for the 
necessary additions 
to the plant, it was 
decided to close 
down the harbour 
station and place 
the control of the 


“м prig ht” boilers 
taken from the 
harbour station ; 
these  boilers are 
rated at an evapora- 
tive capacity of 
8,000 lb., and are. 
fitted with internal 
superheaters, and 
mechanical stokers 
of the Hodgkinson 
“ coking ” type. 
The engine room 
additions consist 
of two turbo-alter- 
nators, the tur- 
bines being of the 


whole supply under 

the management of Willans-Parsons 

the Government View IN THE BLurr Sus-SrATION, SHowinc Bruce PEEBLES MorOoR-CONVEBTERS make, coupled to 

electrical engineer, generators by Bruce- 
‘Peebles ; each set has a capacity of 940 K. v. A., and is 


Mr. F. W. Mills, who drew up the necessary specifica- 


tions for the additional plant. 
Tenders were invited in due course, that of Messrs. 


provided with a separate exciter, fixed to an extension 
of the bedplate. 
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WinLLANS-BRUCE PEEBLES TUBBINE PLANT IN THE NATAL GOvERNMENTS DURBAN STATION. 
Hubert Davies & Spain (now Hubert Davies & Со.), of The turbines run at a speed of 1,500 R. P. u., with а 
Durban, Johannesburg and London, being accepted for the working steam pressure of 160 lb. per sq. in. at the stop 
turbo-alternators, condensing plant, switchboard, and all valve, and from 80° to 100" F, of superheat, " 
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The governors are of ће “ Proell type, and control the 
turbines within abont 1 per cent. from no load to full 
load ; an emergency stop valve of special design is fitted, 
and comes into operation when the speed of the turbine 
reaches 1,630 R.P.M. x S | 

The generators are of the three-phase type, giving а 
voltage of 6,600 at a frequency of 50 cycles per second. 
The tests of these sets gave a temperature rise of 50° Е. 
after six hours’ run 
on full load, with a 
steam consumption 
of 19°8 lb. per Kw. 
per hour and with 
27 in. vacuum. 

Each turbine is 
provided. with ite 
own surface con- 
denser, the water 
used in connection 
therewith being 
pumped from the 
Bay, some . half-a- 
mile distant. 

The air pumps are 
of the Edwards 
type, and are each 
coupled to а 10-H. P. 
E. C. C. motor. 

The pumping 
station, situated on 
the Buyside, con- 
tains two Mather 1 
and Platt centri- * 


fugal circulating -— 
pumpe, of 2,335 
gallons capacity per 
minute each, coupled 


to. M. & P. 96-н.р. four-pole D.c. motors running at 900 
R. p. M; the starting switches are of the multiple handle 


type. 

The total head is about 60 ft., including friction in pipes 
and condensers, and the water is pumped through a 15-in. 
main to the station. | 
Peebles-La Cour 


A 200-KwW. motor converter is 


VIEW or THE ELECTRICALLY-OPERATED COAL DUMPER, DURBAN. 


where it is again transformed to 200 and 115 volts for power 
and lighting respectively. М 
The original switchboard gallery has been extended round 
one side of the engine room to accommodate the new Н.Т. 
board. е 
The latter is of the E.C.C. make, with remote controlled 
mechanically-operated oil-break switches, the H. T. parts 
being enclosed in fireproof partitions at the back. There 
| x od are two generator 
panels, four feeder 
panels, and one 
motor converter 
panel; a mains 
charging device is 
fitted under the 
gallery. 

The H.T.. com- 
partments are pro- 
vided with the usual 
isolating links, oil- 
break switches 
fitted with trip 
coils, and current 
and potential trans- 
formers, &c. 

The generator 
and feeder panels 
are fitted with time- 
limit ^ relays, and 
the motor-generator 
panel with а relay 
of the instantaneous 
type; the feeders 
are also fitted with 
ammeters and three- 
phase integrating 
wattmeters of 

Everett-Edgcumbe make, the voltmeters being of the 
Kelvin multicellular type, with illuminated dials. Everett- 
Edgeumbe synchronising gear is provided. | 
‘The cables for supplying the Point and Bluff aub-stations 
are laid in duplicate, the work baving been carried out under 
the direction of the B. I. & Helsby Cable Co.; our illustrations 
(p. 301) show the operation of laying them across the harbour. 
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TEMPERLEY CoaLiNG PLANT, DURBAN, OPERATED FROM THE NATAL GOVERNMENT Powar STATION. 


installed in the engine room, operating from the exist- 
ing 210-volt D.C. sets to supply three-phase current 
at 6,600 volts in parallel with the turbos, or vice 
vers. 

Three 15-Kw. oil-cooled transformers, made by Messrs. 
Hanchett, Barratt & Co. are also installed for supplying 
three-phase current at 2,200 volts to the Greyville yards, 


Two three-core -1-in. feeders are laid direct side by side 
from the power station to the Point sub-station (8 diste 
of three miles), and are of the paper-insulated type, д 
covered, steel-taped and served ; section boxes are arraug : 
at various places for purposes of testing. From the Рош 
to the Bluff sub-station (across the harbour) two three cm 
‘1-in. cables are laid, also of the paper-insula class, 00 
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specially designed for submarine work; this, we believe, 
being the first instance in South Africa of E. H. T. transmission 


under the sea. | 
A cable trench was dredged, by means of the Government 


LAYING Е.н.Т. CABLE ACROSS THE HARBOUR, DURBAN. 


suction dredgers, to a depth of 47 ft. below low-water level; 
the normal depth is, however, 30 ft., so that the cables 
are buried 17 ft. in the sand—a precaution which, it is 
expected, will prevent a repetition of the experience at 
“ydney, where the harbour cables were snapped by a ship’s 
anchor. 

The radial thickness of the insulation is ‘24 in. for each 
core, and the lead sheath is armoured with a triple layer of 
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WELLMAN 100-том ELECTRIC LADLE CRANES, Union STEEL Co.’s Works, Donora, U.S.A. (See p. 303.) 


galvanised-steel wire laid on a layer of specially prepared 
Jute ; the cable is heavily compounded, and served externally 
with a layer of waterproof preservative compound. 

_ Owing to the presence of the Teredo worm in these waters, 
it was necessary to protect the cables by means of a con- 
tinuous brass sheathing which is applied in the form of a 
brass strip * breaking joint," this sheathing being next in 
order to the lead. | 


After laying, the cables were subjected to a pressure of 
10,000 volts, a.C., for half-an-hour, since when they have 


been in continuous use. 
The length of cable from the Point to the Bluff sub- 


CONSECTING THE SHOaE END OF THE CABLE TO A SUB-STATION, 
DURBAN. | 


station is about 880 yards, 440 of which is laid in the 
channel. А 
In view of the probable developments on the Bluff side, 
two telephone cables were also laid (28 and 14-pair re- 
spectively), these being also specially designed for sabmarine 
work, The Bluff sub-station 1з situated near the line of 
wharves, and in close proximity to the e'ectrically-operated 
coal-handling plant. It contains three 300-Kw. (6,600-volt 
three - phase 550 - volt 
D.C.) Peebles-La Coar 
 motor-converters, each 
having an overload 
capacity of 25 per 
cent., and running at 
500 R.P.M. 

The converters, as 

will be seen from our 
view, are of the. two- 
bearing type. 
— The starting resist- 
ances were supplied by 
Messrs. Bray, Mark- 
ham & Reiss, Ltd., 
and are fixed near 
each machine, the syn- 
chronising moment 
being sbown on a 
voltmeter attached to 
the resistance: 

The parallel running 
of the converters gives 
every satisfaction, any 
fluctuation in the load 
being very evenly 
taken up by the 
machines, which, being 
fitted with commuta- 
ting poles, show no 
tendency to spark, 
with even very severe 
fluctuations. 

In addition to the 
converters, there are 
three 10-Kw. oil-cooled 

single-phase transformers, of Mesers. Hanchett, Barratt and 
Co.’s make, for supplying the local lighting at 115 volts. 

The switchboard is of E.C.C. make, similar in design to 
that in the power station ; there are 6 H.T. cells for the two 
feeders, three converters and transformers. 

The feeder and transformer panels are fitted with overload 
time relays, and the converters with instantaneous relays ; 
the instruments are of the Everett-Edgcumbe type. 
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The three D. C. panels for the converters are fitted with instru- 
ments of the N. C. S. type. There are two D.C. distributing 
panels for four circuits, two D.C. arc panels for 10 circuits, 
and two A. C. panels for local lighting at 115 volts. On the 
side wall above the switchboard are fixed excess pressure 


discharges. 


The sub-station is well lighted, and is spanned by a 10- 


ton hand travelling 


crane, supplied by 
Messrs. Herbert Morris 
and Bastert. 


The Point sub- 
station replaced Ше 
generating station laid 
down some 14 years 
ago by the Harbour 
Department, the 
machinery in which, 
though having done 
good pioneer service, 
was not considered as 
economical as the 
present arrangement. 
The portion of the old 
building now used for 
the sub-station con- 
tains one motor-con- 


verter, and H.T. and . 


L.T. switchgear similar 
to that already de- 
scribed; there are 
also three 40-KW. 
6,400115 - volt and 
three 25-Kw. 6, 400 / 
220-volt transformers. 


prepared by Mr. C. J. Crofts, the Natal Harbour engineer ; 
the erection was carried out under the supervision of 
Mr. G. H. Strayer, of the McMyler Mannfacturing Co., of 
Cleveland (U.S.A.). The plant consists of a McMyler 
dumping machine, capable of dealing with from 30 to 40 
railway trucks of coal per hour, with а maximum load per 
truck of 70 tons; two Temperley transporters, and a 
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WELLMAN ELECTRICALLY-DBIV&N CHaBGING MacHINE (See page 303). 


Both p.c. and A. C. current are distributed from here for 
the incandescent and arc lighting of the wharves and sheds, 
to private consumers in the Harbour area, the hospital, 
native and Indian compounds, the gantry crane (ELECTRICAL 
Review. October 6th, 1905) and the Bay pump house 


previously referred to. 
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storage bin; the electrical equipment consists of D.C. 
500-volt motors, supplied by the G. E. Co. (U. S.A.). 

Dealing first with the dumping machine, there 18 1) 
connection with it a small buffer trolley, termed а “ pig, 
which pushes the loaded railway tracks into position on the 
“cradle” of the dumper; the "pig" is hauled from à 
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ELECTRICAL Іксот STRIPPERS AND SOAKING Pit CRANES AT THE UNION STEEL Works, Donors, U.S.A. (See page 803). 


Our reacers will no doubt be further interested with a 
description of the recently erectcd coal-handling plant on 
the Bluff side, which bas created the bulk of the demand 
This is the first 
plant of its kind in South Africa, and was supplied by the 
Fulbam Steel Works, at g сові of £82,000, to specifications 


for energy from the Bluff sub-station. 


shallow pit up a narrow inclined track in the centre a е 

railway track, and after having done its duty 1s di 

run back by gravity into its pit to await the next truck. Е 
The “pig” hauling drum is coupled to 8 ee : 

compound-wound motor. The truck is raised to the 1 8 

platform of the dumper by means of two 179-8 
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compound-wound motors in parallel, which are coupled to a 
winding drum, provided with double solenoid electric brakes. 
The truck is tipped sidewise into ап “ apron " provided with 
six shoots, which are lowered by means of а 50-H.P. вегіев- 
wound motor, the coal gravitating into six 6-ton drop-bottom 
buckets, which are brought into position on a special truck. 
The latter is then hauled along by winches operated by two 
20-H.P. series-wound motors, automatically weighed, and 
delivered to the transporters for carriage, either to the 
ship or the storage bin, as the case may be. * 

The dumper is provided with two controlling cabins, one for 


the shoot, and one for the tipping and pig," the controllers 


for operating the motors being of the Sprague tramway type, 
with connections arranged to short circuit" the motor as 
the empty truck is being lowered, thus making use of its 
braking power. ! 
The controlling gear for the haulage is fixed on a plat- 
form below the transporters, and in full view of the track. 
Energy for operating the transporter is collected from an 
overhead line by means of a trolley fixed to the side, and is 
led into the controlling cabin in which are fixed the various 
clutch levers, circuit breakers, &c. The lifting is done by 
means of a 170-H.P. compound-wound motor, governed by 
automatic brakes, and the traversing by means of a 50-H.P. 


Series-wound motor, which also elevates the boom and runs 


the transporter along. The storage bin has a capacity for 
10,000 tons, and is 500 ft. in length and divided into 
14 compartments, which are rented by the varions mines; 
suspended bins being provided for discharging purposes. 

The rate of loading vessels is about 400 tons per honr, 
either direct or from the bin, and with the increasing 
popularity of Natal coal, and the splendid facilities of the 
port, it is hoped that additions will be made in the near 
future, especially if, as is hoped, the port becomes a naval 
coaling station. 

In conclusion, we are indebted to F. W. Mills, the 
Government electrical engineer; to Mr. F. Margrie, 
Messrs. Hubert Davies & Co.’s Durban manager, under 
whose supervision the contract was carried out, and to 
Mr. G. H. Strayer, the McMyler (o.’s representative, for 
assistance in the preparation of this article, as well as 
for some of our illustrations of the plant. 


MODERN AMERICAN STEEL WORKS 
EQUIPMENT. 


THE Donora Steel Works and Farnaces, Donora, Pa., form a 
part of the United States Steel Corporation, and have been in 
operation for about three years. The equipment of cranes, 
charging machines, ingot strippers, &c., was designed and 
built by the Wellman-Seaver-Morgan Co., of Cleveland, 
Ohio, to fulfil the extremely rigid requirements of modern 
mill practice. 

The pouring side of the open hearth building is 
covered by three ladle cranes, shown on page 301, having a 
capacity of 100 gross tons each. They are of 59 ft. 8 in. 
span, and have a clear lift of 35 ft. Each end of 
the crane is supported on two four-wheel equalising 
trucks; and the end girders iare carried downward 
to a distance of about 14 in. from the main rails, the 
object of this beipg to prevent excessive dropping of the 
crane, if for any reason a track or one of its wheels should 
break, All the track wheels on one side of the crane, 
eight in number, are driven through spur gear by a 50-H. P. 
motor placed at the end of the bridge farthest from the 
farnaces, 

The operator’s cab is placed low down at the motor end 
of the bridge, within a few feet of the pouring platform ; 
the controllers, which are of the magnetic type во exten- 
sively used at present, are carried on a platform at the 
top of the cab, the master controller only being on the floor 
with the operator. The main girders of the crane are of the 
box type with parallel flanges. On the top of these girders 
the 100-ton trolley travels ; and on the inner lower flanges 
the 25-ton anxiliary trolley travels. 


THE ELECTRICAL REVIEW. 


The 100-ton trolley or crab is composed of a heavy steel frame- 
work carrying two hoisting drums, driven through a train of 
spur gearing by а 100-H. P. motor. The armature of this motor 
is fitted with a powerfal brake, operated by a cushion type sole- 
noid, and in addition to this, there is interposed between the 
hoist motor and drums an automatic mechanical brake 
similar to the well-known Weston clutch. This, in addition 
to the magnetic brake, gives the operator full control of the 
load at all times. The lifting tackle, composed of 24 1-in. 
diameter ropes of steel, overhangs the main girders and 
connects by means of sheaves to heavy forged steel 
equalisers which carry the main lifting beam, also a heavy 
steel forging. The ropes are protected from the heat by 
sheet-steel guards. The ladle hooks are made of forged 
‘steel, and are of sufficient length to allow the ladle to be turned 
completely over under the lifting beam. The mechanism 
for traversing the trolley consists of a 25-H.P. motor, driving 
two of the four track wheels through a train of spur gearing. 
The 25-ton auxiliary trolley is of the ordinary single-drum 
type. The lifting tackle consists of eight parts of %4 in. 
diameter steel rope. The motor for hoisting is rated at 
50 H.P., and that for trolleying at 73 H. p. 

The various speeds of the crane are as follows :—100-ton 
hoist, 10 ft. per min.; 100-ton trolley travel, 50 ft. per 
min.; 25-ton hoist, 25 ft. per min.; 25-ton trolley travel, 
100 ft. per min.; crane bridge travel, 100 ft. per min. 

The charging platform on the opposite side of the furnaces 
is covered by two ladle cranes of 50 tons capacity, of the 
same design and capacity as the 100-ton cranes above 
described. 

For charging the open hearth furnaces, 12 in number, 
there are three Wellman low-type open hearth charging 
machines, as shown on page 302, travelling on а 22 ft. 8 in. 
gauge track. Their capacity is about 8,000 Ib. each, this 
being the maximum amount of scrap that can be piled into 
а 7-ft. charging box. Each machine is composed of two 
distinct carriages ; the girders carry on their. inner lower 
flanges a track on which the ‘upper carriage travels. The 
girders are further strengthened by a horizontal member 
rivetted to the bottom flange and extended outward 
about 3 ft, on which the two 25-H. p. bridge motors 
аге located. This double bridge drive is a great safe- 
guard against loss of time due to breakdowns, as the 
bridge motors undoubtedly have the most severe ser- 
vice, the machines being almost invariably used as loco- 
motives for shunting the loaded charging cars. The 
upper carriage is pivotted on the forward axle. The ram, 
extendiog forward, is given a vertical rocking motion by 
means of cranks, operated by a 25-H.P. motor through a train 
of spur gearing.. The cross travel of the trolley is secured by 
а 25-H.P. motor driving the two front track wheels through 
a train of gearing. The ram at the forward end is 
locked into the socket in the charging box head, and 
the rear half is arranged to revolve in bearings, enabling 
the operator to turn the box over the furnace, discharging 
its contents. This motion is obtained by а 7}-H.P. 
motor connected to the rear end of the ram through a train 
of gearing. All the motions are controlled from a platform 
at the rear of the upper carriage. The lift of the box 
on the end of the ram is 27 in., the stroke of the ram, 
17 ft. The various speeds of the machine are as fol- 
lows :—Hoist, 20 strokes per min.; trolley travel, 150 to 
200 ft. per min.; bridge, 250 to 300 ft. per min. ; twist, 
20 R.P.M. 

From the open hearth building the cars carrying the 
ingots in the moulds are shunted to the soaking pite, as 
shown on page 302, and stripped by two 70-ft. span electric 
overhead travelling ingot strippers, seen in the foreground, 
each having a capacity for lifting a mould and ingot weighing 
10 tons and exerting a pressure of 100 tons on the end of 
the ingot. In case of stickers the machine will exert a 
pressure of 175 to 200 tons for a short time without injary 
to the mechanism. | 

The machines each consist of a trolley or carriage of speciad 
design travelling on а crane bridge of extra heavy construc- 
tion. A single 50-H. P. motor drives two of the main 
track wheels, one at either end of the bridge. The 
cab, located at one end and to one side of the bridve, con- 
tains the controllers, switchboard and other operating levers. 
There are five distinct motions in the trolley. The 
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stripping mechanism consists of a vertical telescopic tubular 
construction, the two sections each carrying a heavy bronze 
nut working on a forged steel screw with right and left- 
hand threads, This is driven by 100-н.р. motor through a 
square shaft on which the driving pinion slides vertically. 
The upper section of the telescope carries the stirrups or 
tongs which engage the lugs on the ingot moulds. The 
lower section carries the ram or plunger which bears on the 
end of the ingot. This mechanism is carried by а cross- 
head suspended from the trolley by four l-in. steel 
ropes. When the tongs engage the lugs on the mould, the 
rotating motion of the right and left-hand screw tends to 
separate the telescopic parts, the lower one remaining 
stationary, and the upper one rising vertically and carrying 
the empty ingot таша with it. The hoisting mechanism 
consists of а single drum driven by a 100-H.P. motor 
through a train of spur gearing, in which is inserted the 
usual automatic mechanical brakes and safety devices. The 
cross travel is similar to that of the ladle cranes, and 
is operated by a 25-н.р. motor. The opening and 
closing of the tongs is under the complete control of 
the operator at all times, the tongs being connected 
through a crank motion and lever to a 7$-H.P. motor carried 
on the upper part of the trolley. An auxiliary hoist 
of five tons capacity also forms a part of the trolley, being 
used for handling moulds and for general service; this is 
driven by a 25-H.P. motor. Ж; 

This type of stripper has by long use been demonstrated 
to be the best design for the heavy service to which it is sub- 
jected. The speeds of the stripper are as follows :—Main 
hoist, 50 ft. per min.; auxiliary hoist, 50 ft. per min. ; 
stripping screw, 10 ft. per min.; cross travel, 125 to 150 ft. 
per min. ; longitudinal travel, 250 to 300 ft. per min. 

The effective stripping stroke of the screw is 3 ft. and the 
lift independent of the stroke of the screw is 7 ft. 

Directly beyond the space occupied by the strippers are 
two vertical ingot cranes covering soaking pits. These cranes 
travel on the same track as the strippers and charge the 
stipped ingots from the cars to the pits and from the pits 
deliver them on to the rolls. The bridges of these cranes are 
duplicates of those for the strippers ; the trolley, however, is 
necessarily of different design. The tongs are carried at the 
lower end of a telescopic tube to which the hoist ropes are 
fastened. 

The hoist gearing is similar to that of the stripper and 
ladle cranes, a 50-н.р. motor being used for driving. | 

For the gripping motion of the tongs, and the rotating 
motion of the same, 5-H.P. motors are used. The cross 
travel and auxiliary hoist are the same as on the strippers, 
the same size motors being used. The telescopic tubes are 
guided in a stractural steel frame-work depending from the 
main trolley. | j 

The speeds of the machine are as follows :—Main hoist, 
60 ft. per min.; auxiliary hoist, 50 ft. per min.; cross 
travel, 200 ft. per min.; rotation of tongs, 20 R. P. u.; 
longitudinal travel, 300 to 350 ft. per min. | 

In conclusion, we are indebted to the Wellman-Seaver- 
Morgan Co. for the particulars here given. 
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Glow-Lamp Resistances.—In the Electrical World | 
for August 1st, Mr. A. C. Stevens discusses the use of glow lamps as 


non-inductive constant resistances. The high negative temperature- 
resistance coefficient of ordinary carbon lamps has hitherto rendered 
it impossible to obtain constancy, but by combining in parallel with 
these à suitable proportion of graphitised- rilament lamps, which 
have a high positive coefficient, it is possible to secure constancy 
over а considerable range of voltage. The author, by experi- 
menting with various lamps, found that more than one carbon lamp 
must be employed to compensate one graphite lamp, and gives a 
method of calculation by means of which the correct proportions 
can be predetermined for yiven ranges of voltage. Thus for a 
range of 35-115 volts, two carbon and one graphite 110-volt Jamps 
give a resistance varying lesa than 1 per cent. from the mean. From 
the curves accompanying the article, it appears that between 50 
and 120 volta, combinations of 3:1,4:1, and 5: 1 give resistances 
of remarkable constancy---for instance, with five carbon lamps to one 
graphite lamp, the resistance between 60 and 120 volts varies only 
about 0°3 per cent. Similar resulta were obtained with tantalum 
instead of Eraphitised-filament lamps. Lamps can also, of course, 
be coupled in series to give high resistances of fair constancy ; thus 
one carbon and one graphite lamp in series gave a variation from 
the mean of about 1.per cent. 


-HIGH WYCO 


CONTRACTORS' COLUMN. 


(Continued from page 298.) 


HARROGATE.—Houses, Duchy Road, D. Simpson, builder: Birch Grove, for 
D. Sayner: Tewit Well Road, for G. Brown; Bilton Grove 
Avenue and Church Avenue, C. A. Nettleton, builder, 
Balmoral House; Tewit Well Avenue, for J. H. Owston; 
Poplar Grove, for Brown & Stables. Motor garage, Mornington 
Terrace; J. Allen & Son, builders, Mornington Terrace, 


e ова to Moor House, Friar Terrace, for Dr. W. 8. 
1 . 


HASTINGS.—Parish room in Hughenden Road, Hastings, for Canon Hodges, 
Christ Church, Blacklands, Hastings; A. W. Jeffery & Bon, 
architects, Havelock;Road, Hastings. Stationmaster's residence 
at West Hill Road, 8t. Leonards; C. Mercer, architect to the 
South-Eastern Railway Co. Two residences in Old Church 
Road, Hollington, At. Leonards, for W. Smith; A. Day, archi- 
tect, Town Hall Chambers, Hastings. Additions to private 
residence, 19, Church Road, Rt. Leonarés, for J. H. Weatber- 


seed: Coussins & Rothwell, architects, Havelock Road, 
Hastings. 


HEMEL HEMPS&TEAD.-— Houses, Ebberns Road, for F. W. Riddle; Belswains 
Lane, for T. C. Gold. 


HEBSLE (near Hcvrr).—S8emi.deta&ched villas, South Field Estate. for P. T. 


Runton. Runton and Barry, architecte, Victoria Chambers, 
Bowlalley Lane, Hull, 


HEYWOOD.—Important additions to mili premises. Messrs. Hargreaves. 
HIGHAM FERKERS.—Workshops, High Street, for F. Randall. 


MBE.—Additions to Bourne Villa, Oxford Road. Hooper and 
Nash, architects, Church Square, High Wycombe. 


" HINCELEY.- Houses, Factory Road. for F. Bloxham; Clarendon Road, for 


A. Toone; Highfleld Road, for Jas. Baker; Priesthills Road. 
for Mrs. E. Rogers. 
HINDLEY (near WIOGANV).—- Five houses, НАП Lane, for W. Stott & Sons; 
t. 


усац, for the Church of John the Evangelist, Hindley 
reen. 


HORSHAM.—Assembly Hall for Horsham Grammar School (£2,750). Wheeler 


and Godman, architects, Bank Chambers, Carfox, Horsham. 


HOUGHTON-LE-SPRING (Со. DWyRHAM). Houses, Wheler Street, for Matthew 
Brown; house and shop, Newcastle Street, for W. A. and J. E. 
Johnston. 

HUDDERSFIELD,—Houses, Branch Street, Paddock, and Bradshaw Road, 
Honley, and warehouse at Longroyd Milla; J. Berry, architect, 
8, Market Place, Huddersfield. New publio elementary school 
on the Birkley Hospital site; Borough Engineer. Detached 


house at Salendine Nook; N. Culley, architect, 13, John William 
Street, Huddersfield. 


HYDE.—Houses, Oldham Street, for J. Chatterton & Son; Grosvenor Road, for 
Wm. Horgrove & Sons. 
HETTON-LE-HOLE (Co. 


DvunHaw).—Houses, Elemore Lane, for R. P. 
Stewart. 


ILFORD.—New Unitarian Church, High Road; Richards, Richardson & Gill, 
architects. Alterations and additions to Beehive Lane 
Scl:ools, for the U.D.C.; C. J. Dawsons architect, 11, Cran- 
brook Road, Ilford. 4 


INCE.—Houses, Platt Bridge, for Thomas Bennett; Bird Street, for Henry 
Dickinson. 


IRLAM (Lancs.).—Houses, Caroline Street, for D. Walton: Atherton Lane, 
Cadishead, for W. Garner. 


KEARSLEY (near BoLToN).--Additions to dyeing departments at Bent Mill. 


KEIGHLEY.—Probable re-erection of premises after fire, for Verity and. 
Shuttleworth, picture moulding manufacturers. 


KENDAL.—New business premises, motor garage and workshops, for J. 
Alexander & Sons, and rebuilding other premises; J. Hutton, 
architect, Kendal. New parish church at Natlands; the 

icar. 

KETTERING.— Shops and offices, Market Place, for Berry Bros. & Bagshaw 
(£925); J. G. Covington, builder, Kettering. Houses, Kingsley 
Avenue, for the Co-operative Society; shops and club premises, 
Dalkeith Place, for 8. Manby; villa residence, Rockingham 
Road, for T. Seddon. 

KILMALLOCK (Bxvrr).—Curate's residence at Knockaney, Bruff. J. Guerin, 
architect, КпосКкапеу. 

KINGBBRIDGE (DENON. - Development of Bigbury Estate, on lines of & 
watering place. 

KIRKBURTON (near HvppERSHIELD)—Six cottages and other works at 
Storthes Hall Asylum (asylum bas own generating plant). 

| J. Vickers. Edwards, county architect, County Hall, Wakefield. 

KIRKDALE.—New premises for the Liverpool Co-operative Society. 

LICHFIELD.—Houses, Gaia Lane, for J. Thorheloe & Sons; St. Chad's Road, 
for J. R. Deacon. 

LISRANE,.—Additions to Pentwyn. G. W. Cooke, Pentwyn, Lisrane. 

LITTLEHAMPTON.—New Church, St. James's (43,000). Wheeler and 
Godman, architects, 6, Staple Inn, London. 

LIVERPOOL.—Resteration and enlargement of North Meols Parish Church 
(£3,300); Rev. R. D. Blakeney, Vicar, Conversion of thé 

| | Parthenon into clothing emporium. 

LIVERSEDGE (Yorks.).—-Houses, Beniamin Street. for D. T. Beaumont. 

LLANDAFF .— Twelve houses, Mill Road, Ely, Llandaff; A. Palmer. builder, 
Landal. Two houses. Canada Road, Gabalfa; G. Leonard. 
builder, Gabalfa, Cardiff. А 

LLANDRINDOD WELLS.— Two houses and shop, Iremont Road, for G. Mill 
ward and Walter Price; alterations and additions to the Bridge 
Hotel, for Mrs. Miles; additions to the Catholic Presbytery; 
motor depot, for T. Norton & Co., Ltd. | 

LLANDUDNO.-Free Iibrary for the C. D.C. G. A. Humphreys, architect, 
Mostyn Street, Llandudno. 


LLANDYSSUL (CanrricaxN).-- Enlargement of County School (£460). W. D 
Lewis, architect, North Parade, Aberystwyth. 
LLANISHEN i(Canpirri- House in Brill Road, for Mrs. M. A. Cadwallader. 


LOCHGE:LLY.—Maase for the Glencraig and Lochore U. F. Church. 
LONDON.—(Drvxr 8:11 r1, W.). Extension to No. 19 for W. Smith, hosier and 
glover, 36, Oxford Street, W. 
(W.) Business premises and flats in Henrietta Street and Wimpole 
A Win. King & Son, builders, 3, Vauxhall Bridge Road, 
(W.).—Addition, Whitetield's Tabernacle, in Tottenham соз 
Комі, W. Downs, builder, Hampton Street, Walworth, Be 
(Friern Barner, N.). — Development of Bethuen Estate. Bennett 
and Struttou, architects, Broadway, Finchley. ‘ 
(УУ). Rebuilding Nos, and 14, Great Castle Street. H. Kingerlec 
and Sons, builders, Oaford. { 
(Dern orp, ВЛ. New shops. &., on site of brewery, Corner 
Brooknill) Road and Deptford Broadway. 
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LONDON (Влвмев, S. W.). — 50 houses, Graemesdyke Avenue, to be wired for 
the E.L.; G. Smith & Bons, builders. Houses, Ellison Road, 
for G. Smith. Alterations, Working Men's Institute: Bartlett 
and Ross, architects, 8, Bream's Buildings. W.C. Twenty-one 
villas. Manor Grove, Fitzgerald Estate; R. B. Rowell, archi- 
tect, Triangle Corner, East Sheen, 8.W. 

(LxwisBAM, S. E.). Ten houses; W. A. Scudamore & Sons, builders 

18, Manor Lane, S.E. Four bouses; James Watt, builder 

Bromley Road, Catford, B.E. Thirteen houses; Н. and G. Taylor» 

builders, Boyne Road, Lewisham. Shop, Perry Hill; J. У. 

. Falkner & Sons, builders, 24, Ossory Road, Old Kent Road, 


S.E. 

(DuLwicn, §8.E.).—Benedictine monastery and church, J. N. 
Cowper, architect, 35, Old Queen Street, 8.W. 

(Leyton, N. E.). Additions to factory; A. W. Hudson, architect, 87, 
Finsbury Pavement, E.C. Alterations to Тһе Alma“ beer 
house; W. G. Ingram, architect, 4, Verulam Buildings, Gray's 
Inn Road, W.C. Additions to offices; W. Manders, builder, 
Leyton Green, Leyton. Slop. house, and stores in High Road 
for Stratford Co-operative Society, 54, Maryland Road, E. 
Proposed extended installation of E.L. for F. Bearman, draper, 
Ko., Leytonstone. Additional office accommodation for Council 
(£8,600), E.L. to be installed; W. Dawson, surveyor to Council, 
Town Hall, Leyton. 

(BEVEN Віктевв Roan, N.).—Buildings for London and South-Western 
ко Muskett & Co., surveyors, 491, High Road, Totten- 

am, ° 

(East Ham, E.).—Wotkshops and gymnasium at the Technical 
College. A. H. Campbell, Town Hall, East Ham, E. 

(REGENT’s Park, N.W.).—Shops and offices, 58-62, Park Road. 
Patman & Co., builders, Enfield. 

(WarwoRTH, 8.E.).—Two shops and houses, 381-8, Walworth Road, 
E. Marrable, contractor, Leytonstone, N.E. 

(W.).—Private house in Margaret Street. Godson & Sons, builders, 

| Pembroke Works, Kilburn Lane, N. W. 

(Тоттехнам. N.).—Additions to workshops for Atlas Metal and 
Alloys Co., Ltd., 52, Queen Victoria Street, E.C. Nineteen 
houses; G. W. Rowley, builder, 278, Philip Lane, N. Dancing 


hall at rear of 14, Bruce Grove for Union Club, Ltd. Forty-nine 


houses; T. Rowley, c/o Hodson and Whitehead, architects, 
7, Finsbury Square, E.C.  Piano-frame factory in Fountayne 
Road, for Clark & Co., Broad Lane Ironworks, Tottenham. 
Additions to 357 and 359, West Green Road; Hillyerand Hillyer, 
estate managers, West Green, Tottenham, N. 

C. Ellis 


(Мовттаке, 8.W.).— Three houses, Glendower Gardens. 
and Co., builders, East Sheen, 8.W. Four semi-detached villas; 


R. В. Rowell, architect, Triangle Corner, East Sheen, В.У. 

(W..—Shops and offices in Barrett Street. Galbraith Bros., 
builders, Camberwell Green Works, S. E. 

(W.).—Shops and offices in Coventry Street. Holliday & Greenwood, 
Ltd., builders, Loughborough Park Works, Brixton, S. W. 

(8.E.).—Further extension of premises for the General Motor Cab 
Co., Ltd., Brixton Road and Camberwell New Road. Allen and 
Co., builders, Pimlico Wharf, Westminster, S.W. \ 

(New (Cross, S,E.).—Building in Briant Street, for the National 
Telephone Co. C. P. Roberts & Co., builders, St. Paul's Road, 
Highbury, N. 

(W.).—Flats in Bolsover Street. Holloway Bros., contractors, 
Vietoria Wharf, Belvedere Road, S. E. 

(W.).—Roya] National Orthopa:dic Hospital (rebuilding) Holloway 
Bros., contractors, Victoria Wharf, Belvedere Road, 8.E. 

(ALDGATE, E.).—Shops and offices in Mitre and Duke Streets. W. 
Lawrence & Son, contractors, Waltham Cross. 

(E.C.),—Offices in Little Britain. Patman & Fotheringham, con- 


р tractors, 100, Theobald's Road, W. C. 


(W7.C.).—Flats in Southampton Row. Messrs. Johnson, builders. 
LOUGHDUFF (Co. Cavam)—Cburch, for the Rev. T. O'Reilly. T. F. 
McNamara, architect, 50, Dawson Street, Dublin. 
MANCHESTER.—New Institute in Cavendish Street. J. Chapman & Sons, 
MA: builders, Patricroft. 

NBFIELD.— Additions to Rosemsry Schools for the T.C. Vallance and 
MAR Weatwick, architects, White Hart Chambers, Mansfield. 
"ARGATE.—Bungalows, Grosvenor Place; Е. Padget & Sons, builders, 1, 

Eaton Road, Margate. Extensive alterations to business 
premises, Queen Street (electric light probably to be installed) ; 
MAR Reeve & Reeve, architects, Margate. 
KET RASEN.—House and shop, corner of Jameson Bridge Street and 
MAR Queen Street, for T. Hil. 

PLE (near Srockrokr).— Houses, Carr Brow, High Lane, for W. McKie, 
ME isley. 

LLOR (near Srockpokr).— Houses, Longhurst Lane, for James Pott, 


MEL Marple. 
TON MOWBRAY.—Secondary School in Burton Road, for the Urban 
District Council. Houses, Old London Road and Victoria Street 
Ch for R. W. Knowles; villa, Craven Street West, for Mr. 
e, 
MIDDLEBBROUGH.— Extension of the Workhouse Master's residence (£841). 
MILN Board of Guardians, 
SBRIDGE.—House and shop, Manchester Road. S. M. Balmford, 
MIRFIE architect, Longwood. 
MONZI LD (Tonks.).— Houses, Greenside, for J. H. Sheard. 
NIE (Свет) Alterations to school (£360). Clerk, Monzie School Board, 


N "E А А 
SEIT New school in Millbank Btreet, for the School Board (£6,300). 

Two houses, Glyn Neath Road, Resolven, for Lewis Lewis, Brondeg 
House, Resolven; J. Cook Rees, architect, Neath. Additions 
ana alterations to Skewen Counci! School; T. Mansel Frank- 
en, Clerk to County Council, Cardiff. Rebuilding the Cross 
Inn, Pontardawe, and rebuilding the Dillwyn Arms, Pontar- 

NELSON dawe; J. Cook Rees, architect, Parade Chambers, Neath. 
(LAxcs.) Extensions and alterations for Edward Street Room and 
NESTON C ower Co.; also for Pendle Street Room and Power Co. 
( нетип). Рупато shed for the Hinderton Hall Estate; houses, 
` Wright Hall, for A. H. Read; Parkgate Road, for Evans and 
NEWP 1 

SET Mon) New. Y.M.C.A. premises; G. W. Rankin, Buildings 
M „ v. M. C. A.. Newport. Additions and alterations to 
N A pas Bchools; E. M. Linton, architect, Westgate Chambers, 

NEW TRED ewport, Mon, 

EGAR (Mow.).—Thirty-five houses for the the Birchgrove Building 
NORMANT ub. D. W. Price, architect, New Tredegar. 
vohTHWIO Nine houses for Tetley & Son. 

ne ven Church Hall for the Vicar of Marston. Bowling Green 
NORWICH Re Wons and shelter; District Council parks 8ub-Committee. 
NOTTINGHAM eto of Flordon Church. 
: Chae new maternity hospitals. Collin's Hospital 

AKHAM T5; ' 
ók ien dee, houses, King's Road Estate; W. Higgs, builder, 
PINGTON,— | 
e G. Gognareh: St. Joseph's and St. Anne'g Homes (£3,000). 
London, N. W. ns, builders, Pembroke Works, Kilburn Lane, 


OSWESTRY.—Houses, Edward Street, for J. C. Vaughan; stables, Middleton 
Road, for Humphrey Jones. 

PENDLETON (MANCHFSTER).—New Baptist Church in Nursery Street (£2,000). 

PENRHIWCEIBER.— villa for I. Davies. J. Ll. Smith, architect, Aberdare. 

PERTH.—Proposed new infirmary; J. J. Burnett, architect, 289, St. Vincent's 


Street, Glasgow. "Two tenements of dwelling-houses, at Shore 
Road; T. Leith, builder, Perth. New City Hall (£12,000); 


Stephenson & Scott, measurers, Perth. 


PETERHEAD.—New school laboratory at Crimond. 
ondary school for the 


PLYMOUTH.—Conversion of North Road Schools into sec 
T.C.; Hine, Odgers & May, architects. Shop and premises, 
West Street, Millbrook, for West Bros.; Carder & Carder, 


architects, 24, Lockyer Street, Plymouth. 


PONTYPOOL.—Extension of the Pontypool and District Hospital. J. C. 
Hanbury, President of the Executive Board. 


PORTSMOUTH.—Enlargement of Eastney Police Station (£300). 
PORT TALBOT.—New premises for the Taibach and Port Talbot Co-operative 
Society. W. Davies, secretary, 

PRESTON (FaniNGTON).—Extensions at St. Paul's Church. J. A. Seward, 
architect, Preston, 

RADNORSHIRE.—Nine houses at the Asylum for the C. C. (£8,066). J. C. 
Evans, builder, Talgarth, Breconshire. 

PAROA TEEI ОРО enlargement and improvement of St. Lawrence Parish 

Hall. Rev. R. F. Bevan, Vicar. | 

REIGATE.—E.L. to be installed at premises in Mill Street for G. Waters, and 
at Santo, Flanchfords, for Mr. Whittington. 


ROCHESTER.—Improvements at Halling Council Bchool. W. H. Robinson, 

architect to the Kent Education Committee, Caxton House, 
Westminster, 8.W. | 

ROMSEY (НАхтв.).—Мезу wards, nurses’ room, &c., at the Nursing Home and 
Cottage Hospital. J. Jenvey, architect, Market Place, Romsey. 

RUGELEY.—New Catholic Day Schools (£1,800). H. T. Sandy, architect, 22, 

Greengate, Stafford; Chas. Mason, builder, Rugeley. 

SADDLEWORTH (Yonxs.)—Villas. Mr. Wheelwright, Baddleworth. 

ST. ANDREWS.—Lock-up shop at The Square, Dinas Powis. D. T. Alexander, 

auctioneer, Cardiff. 

ST. AUSTELL.—Two houses for R. Bray, Carloggas, St. Austell. 

ВТ. HELENS.—8bop, warehouse and showroom, Naylor Street, for R. Robin- 
son; additions to house, King's Road, for F. W. Tinker; con- 
version of house and shop into two bouses, Eltonhead Road, for 
R. Davies. St. Thomas's Church to be rebuilt (£7,000); F. B. 
Biram, architect, St. Helens. 

ST. BTEPHEN'8-IN-BRANELL (ConNwALL).—Church room snd offices, 
Nanpean Street, for J. B. Fortesque; A. E. Skentelbery, archi- 
tect, Boconnoc Estate Office, Lostwithiel. Three houses for 
R. Goldsworthy, Treviscoe St. Stephen’s. 

SALFORD.—New pump houses at electricity works. Salford Corporation. 

SALISBURY.—New stables for the Т.С. W, J. Goodwin, City Engineer and 
Surveyor, Municipal Offices, Balisbury. | 

SANDBACH (CHESHIRE).— Waterworks developments, for the District Council. 

SEVENOAKS.—New premises for the Capital and Counties Bank. Ltd., 
роо W. Н. M. South, builder, Western Avenue, Ashford, 

ent. | 

SCORRIER (ConNwaLL)—Rebuilding mansion (destroyed by fire), for J. 
Williams. B. C. Andrew, architect, St. Austell. 

SHEFFIELD.— Proposed municipal lodging house. New Primitive Methodist 
Sunday Schools, Greystones Road; H. Harper, architect, 54, 
Long Row, Nottingham. Additions and alterations to Ran- 
moor Street Schools, for the Education Committee; A. F. 

4 Watson, architect, 38, Church Street, Sheffield. New church 
at Harpur Hill, Burbage. New school building scheme, in 
connection with the Sheffield Bluecost School. 

(T1NSLBY).—Alterations and additions to the Tinsley and District 
Working Men's Club and Institute. D. B. Jenkinson, architect, 
Imperial Buildings, Rotherham. 

SHEFFORD (Brps.).—Improvemente at the Parish Church (£700), Rev. W. K. 

Stuart, vicar. 
SHILDON (Co. DvRBAM).—Houses, Redworth Road, for J. Moore; Waterloo 
| Street, for Mrs. М. Watson; extensions to offices, Shildon 
Lodge Colliery, for Bolckow, Vaughan & Co., Ltd. 
SHIPLEY. ~ Extension of Bir Titus Salt’s Hospital, Saltaire. W. Wilcock and 
Bon, architects, 9, Leeds Road, Bradford. 


N 53 houses, Hill Top. Arthur Shaw, architect, 
olcar. 


BPENNYMOOR (Co. DvnnHaw).--Houses, Dean Road, for T. Parker; Ruby 
Terrace, for W. Gil], jun.; Tudhoe Colliery, for A. Hodgson ; 


Ruby Terrace, for H. Goundry; Durham Road, for A. Green. 


well. 
STOCKPORT.—Probable developments for Dickie 
facturers, of Farnworth, Bolton. | 
STROUD (Gros.).—Houses, Pakenhill, for G. E. Harper, builder, Paganhill. 
STONEHOUSE (Devon).—Extension of the Nurses’ Home, 84, Durnford Street. 
STRATHPEFFER (Ross-sHIRE).—- New United Free Church and manse. 
SUNDERLAND. — Shops. &., 168, Roker Avenue, for L. B. Smith; Vaux and 
Mark, architects, 66, John Street. Extensions to works, Hendon 
Road, for Dawson & Asher; W. and T. R. Milburn. architecte, 
20, Fawcett Street, Sunderland. Library, Кау] Road; Hugh 
Hedley, architect, West Lawn. Houses, Inverness Street, for 
Andrew Ridley; J. Potts & Son, architects, 57, John Street. 
Houses, Eden House Road; G. T. Brown, architect, 51, Fawcett 
Street. Sunday Schools at South Hylton; T. E. Davidson and 
Bon, architects, Newcastle-on-Tyne; M. R. Draper & Sons, 
builders. Alterations to King's Theatre, Crowtree Road and 
South Street. 
SUTTON-IN-ASHFIELD.— Houses, Dalestorth Street, for W. Hodgkinson ; 
Dalestorth Street, for James Lee. 


SWADLINCOTE.— Power house, for Hall’s Collieries, Ltd.; houses, Church 
Street. for J. R. Winson; Church Street, for S. Cooper: Burton 
Road, Woodville, for P. H. Mellor; Beard's Road, Newhall, for 
Joxeph Parker; Wood Lane, Newhall, for James Lane. 

SWINTON (Lancs.).- Houses, St. Peter's Road, for Joseph Chester; Folly 
Lane, for Wm. Hope. 

TADCASTER.- New Sunday school for girls. 

TEBAY (WESTMORELAND). New schools for the С.С. 
Warwick, architects, Liverpool. 

TIPTON.--Renovation of schools, for the U. D.C. E. Richards, secretary 
Education Cominittee. ; 

TONYPANDY.—Business premises in Bridge Street. 
tect. Tonypandy. 

TREDEGAR (Mon.).—Bungalow, Ashfield Road, for E. Allen; six houses, 
Market Street, for John Power, 

TRURO.—New Cathedral Grammar School (£3,000 to £4,000) for the Dean 
and Chapter. 

TUNBRIDGE WELLS.—Houses, Eridge Road, for Marquis of Abergavenny; 
Culverden Avenue, for R. J. Fenton; Culverden Avenue, for 
F. Avon; alterations and additions to premises, 11, London 
Road, for Clarke & Rawson: studio, 9, Lime Hill Road, for Mr, 
Bucknall; houses, Western Rond, for A. Н. Threadgold, 


TURTON (LAxcs.).— Valve and chalk houses for Bolton Corporation, 


» Glass & Co., towel manu- 


Sproat, Farmer and 


R. 8. Griffiths, archi- 
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WAL'TON-ON-THE-NAZE.—Convalescent Home for the Jewish Board of 
Guardians, London (£23,000). Lawrence & Co., builders, West- 
minster, London. 

WELLS (NonroLk).—Church room. Rev. G. H. N. Ingle, rector. 


WEMBLEY.—Four houses. W. Poulter, builder, 59, St. John's Road, Wembley. 
WENROE.—New farm on Wenroe Castle estate. 
WEST BRIDGFORD (Norrs.).— Suggested publio hall in Musters Road. 
WEST HARTLEPOOL.—Houses, Jackson Street, for J. W. Robinson; Bright 
Street, for G. Booth; alterations and additions to house, Front 
Street, Seaton Carew, for J. С. Р. Thompson. Rocket house 
for the Board of Trade. 


WEST HOUGHTON 1 developments for the Westhoughton Coal and 

ann ; 

WHITEHAVEN.—Extension of offices and sawmills for J. & W. Jackson. 
J. S. Stout, architect, 36, Lowther Street, Whitehaven. 

WHITLAND (CanuganTHENSHIRE).—Dwelling house, &c., for W. Wainwright. 
J. Preece James, architect, Tenby. 

WHITSTABLE.— Houses, Church Street Road, for W. В. Taylor; Clare Road, 
for Mr. Grant. 


WIGAN.—Two houses, with pore and stables, Chapel Lane and Wood Street: 
for Miss E. Wood. 


WIGTON.— Alterations to Upton school, Caldbeck. 


WINCHESTER.—Additional office accommodation for the Hants County 


Council. 

(Wonston).—Restoration, after fire, of Holy Trinity Church. 
WINSFORD (CHES¹HñIRTY).— Houses, St. George's Road, for J. Noden, 
WOGDASOMBES IDE exile nee church (£5,000) Rev. A. Creon, curate-in- 

charge. 


WOMBWELL ne BaRNSLEY).—Seventeen houses, Main Street. F. B. Ward 
` and Son. 


WORKSOP.-—~Linotype house, Potter Street, for F. Sissons, printer; alterations 
to premises, Westgate, for Hunter & Hall: six houses and sho 
Overend Road, for A. Chadwick; villas, Watson Road, for G. 
Beech; six houses, Stubbing Lene, for Foster & Mokes ; 
alterations to premises, Sandhill Street, for Geo. Smith. 

WORSLHY (LAxcs.). Two pairs of villas, Hardy Street, for F. Tyldesley. 

WORTHING.—Convalescent home in connection with the Royal Surrey 

County Hospital (42,500). E. L. Lunn, architect, Guildford. 

WRITTLE (Essex).—New village hall (2638). R. Mawhood, architect, Chelms- 
ford; F. Moss & Son, builders. 

YARMOUTH.— Offices and store for the Yarmouth Steam Drifters Co. 

YORK.—Extensive additions to York Station, including electric signalling 
system, for the North-Eastern Railway Co. (£50,000). 


Е. 


NOTES. 
The City of Light.—Under this heading Mr. R. 


Brownrobert writes as follows: 


“If thou would’st view aright the City White, 
Go visit it by the electric light.” 


Looking around me at the Exhibition the other night I marvelled 
to see the wonderful effect produced by the electric light, the night 
being turned into day, and the people and their adornments, the 
buildings, flowers and other objects showing up as plainly as they 
can be seen in the daytime. How wonderfnl, I said to myself, 
and I thought of Faraday and the others; and then I thought of 
the miserable encouragement that is being given to electrical 
engineers by their fellow-countrymen, and by municipal bodies in 
particular; the starving salaries; the insulting advertisements, 
qualified men being advertised for at times for pay as low as 30s. 
per week of 56 hours, which means Sunday labour throughout the 
year; and the abominable difficulty and expense that parents are 
put to in obtaining a good engineering training for any of their 
sons who may want to become electrical engineers and nothing 
else—at least, nothing else until they find out to their great sorrow 
years after what a big mistake they have made. 

It took only a moment to switch on that wonderful flood of ligbt 
all over that large area, showing up the beautiful buildings and 
exhibits and everything to perfection. I then asked myself the 
question, would it not take hundreds of hands, with ladders, &c., 
whole day to light up half the numberof gaslamps? And, putting 
another poser to myself, I said, who can therefore say that the 
great show could have been made a success without the electric 
light? What a satisfaction I thought it would be if every house- 
holder and business proprietor could have the benefit, at a reason- 
ably low price, of so beautiful a light, so clean, во safe, во healthy, 
and во superior in every way to gas. 

The gas companies, with their enormous interests at stake, block 
the way, of course, and I fear that the couple of hundred millions 
or во that would be required to buy out the gas companies, could 
not be raised by the electric lighting companies and public bodies, 

But, in the long run, electric lighting must replace gas all over 
the country, and I have the idea that electricity could be supplied 
at a cheaper price than gas if the suppliers could raise sufficient 
capital to wire and place hangings in small houses, free of charge, 
and in larger houses and business premises at cost price to land- 
lords or tenants against repayment in small amounts added to the 


quarterly lighting bill. In this way only, in my opinion, will the 


electric lighting companies succeed in making their businesses pay, 
and in ousting gas altogether from our dwellings and business 


places. 


The transformation from gastoelectric lighting all over the country, 
if it could be commenced soon, would give work for years to come 
to the unemployed, would also circulate capital, and would stave 
off the hard times which at present threaten our engineering trades, 

P.S.- -L beg to be excused for mutilating Scott's beautiful lines :-— 

“Tf thou would'st view fair Melrose aright, 
Go visit it by the pale moonlight." 


Appointment Vacant. — Sub-Inspector of Scientific 
Supplies for the India Store Department, London. See our adver- 
tisement pages for particulars, 


Experimental Variable-ratio Transformer. — 4 

convenient method of obtaining a wide range of A. C. voltages at 
small cost is described in the Electrical World for August 18, by 
Mr. G. T. Hanchett. An old Gramme ring armature is used for 
this purpose. The connection to every alternate commutator bar 
is cut, tbe armature wires being short connected, and the armatute 
circuit is opened at one point, the ends being brought out to 
terminals. А point in the winding at some distance from either of 
the terminals is then connected to a third terminal, and a brush 
which can be moved round the commutator to a fourth. The source 
of power is connected to the third terminal and to the nearer of 
the two first mentioned, spanning, say, a third of the winding (the 
best position depends upon tbe construction of the armature, and 
the span must not be too small, lest the winding should be over- 
heated). The secondary voltage between the remaining terminals 
can then be varied from 0 to the maximum, by moving the brush 
round the commutator. The device is very convenient in repsit 


shops, where only one supply voltage is available for testing motors, 
&c., and will stand a great deal of rough usage. 


Voltage Regulation.— Writing in the Electrical World, 
Mr. A. T. Kasley describes a method of assisting the regulation 
of compound-wound direct-current generators. When a motor or 
an elevator is thrown on the circuit the voltage drops for two 
reasons. The first one is that the field strength cannot be instantly 
increased to make up for the armature resistance and armature 
reaction losses. The currents in the series coils, of course, must 
vary as the load changes, but an increase in the number of magnetic 
lines cannot take place without their cutting the coils of the shant 
field and producing in them a back B. u. F., which, on account of the 
great number of turns, is very high—so high that the shunt field 
will be momentarily decreased almost as many ampere-turns as the 
series field increases. Some machines have their coils wound on 
metal spools, which makes the effect still worse. 

It is the usual custom to build generators of standard design 
with a liberal number of turns in the series field coils, and to 
adjust them to suit conditions by putting in a shunt of german silver, 
&c., across the series held terminals, which by-passes part of the 
current. Now, if this shunt be replaced by a choke coil having the 
same ohmic resistance as the shunt and a self-induction somewhst 
greater than the series field coils, the latter will for sudden increase 
in load be compelled to take a larger part of the current, thus tos 
greater or less extent preventing the drop in voltage and conse 
quent blink in the lights. ' 

It will be plain that for slow changes of load this apparatus will 
act ав if it were only a plain resistance shunt, and will, therefore, 
not raise the voltage above what it should be. 


Cricket.—On August 6th a cricket match was played 
on the Smethwick Cricket Ground, between tha first eleven of the 
Birmingham Corporation Tramways, and the Smethwick Power 
Station Staff of the Birmingham and Midland Tramways Joint 
Committee, the Smethwick Staff proving the victors by 17 гои. 
The Smethwick Power Station staff scored 163 runs, and the Bir 
mingham Corporation Tramways 146 runs. 


Meat Curing by Electricity.—According to the 
Electrical World, & company has been formed to work a system of 
curing meats with the aid of electrical energy. The old method 
of soaking the meat in brine has not been changed, but with the 
aid of this apparatus it is claimed that the salt will penetrate the 
meat in two or three days, whereas it has heretofore required about 
20 days. It also does away with the work of handling the mes! 
to a great extent, and ensures sanitary conditions in the plant. 
is said that the system and apparatus have been thoroughly tested 
in one of the packing plants in Cincinnati, and that the owners of 
the plant are enthusiastic in their recommendation of the resalte. 


Institution and Lecture Notes.—Onio ELECTRIC 
Ілант` AssocrATION.— Next week (August 25th to 27th) this 
Association holds a tbree days' annual convention (the fourteenth) 
at Put-in-Bay Island, Lake Erie. The following list of subjects ! 
interesting as showing the problems that are uppermost in the 
minds of American electric light officials :— 

" Should Central Stations Do Wiring ?” 

“Why Municipal Ownership of Lighting Stations has not been 4 
Success." 

“ How сап We Best Increase Our Business? 

„Experience with Luminous Arc Lamps.“ re 

“Electric Signs and Other Special Uses of. Electricity 89 42 
Adjunct to Profitable Station Work.” ” 

* Gas and Gasoline Competition, and Best Ways to Meet It. 

" Illuminating Engineering." ‘wat 

„Best Ways and Means of Keeping Out and Getting Out Private 
Plants in Central Station Territory.” 

„The Gas Engine in Central Station Work.” : 

' Gas-Producer Plants and Oil Engines and their Results. 


Report upon the experience of a large number of central station 
men on the tungsten lamp. 


LIVERPOOL AND Disrrict ELECTRICAL AssociaTion.—Oa ей 
day, August 156, a party of memners of the above Association 
paid a visit to the Grafton Street Pumping Station of the Liv 
pool Hydraulic Power Co. 


Importation of Electrical Instruments into Turkey | 
—The Board of Trade are in receipt, through the Foreign 0 8 
imformation to the effect that the prohibition of the impor 


— Board 
into Turkey of electrical instruments has been withdrawn. Boars 
of Trade Journal, 


not always that we are in agreement with the engineering corres- 
pondent who contributes the Electrical Notes" to the Times, but 
the following comments from his pen, in Wednesday's issue, form 
interesting reading, and we should say are in the main & fairly correct 
view of the prospect :—'' The prospects of the electrical engineering 
business, now in the most depressed condition ever known, вте 
extremely difficult to estimate: but while many experienced 
authorities see no hope of revival, there are at the same time 
certain indications of coming activity. It is a curious financial 
phenomenon that in times of general industrial prosperity it is 
more difficult to raise capital for such purposes as electric traction 
and supply schemes than at other periods. This is explained, no 
doubt, by the tendency to reinvest profits in the industry which is 
producing them. Now that there is no such strong attraction in 
the direction of textile or other great departments of manu- 
facturing, a large amount of accumulated profit is await- 
ing investment, and we hear accordingly of light railway 
schemes, motor-cab companies, power supply undertakings, 
and so forth, which, if they succeed in raising capital, can only do 
80 by drawing upon this abundant store of profit earned during the 
past few years in certain great industries like textile manufacturing 
and coal mining. Probably, therefore, electrical firms may find 
openings for trade in this way. There is, moreover, an improving 
prospect in the direction of electrified suburban railways. Both 
the East London Railway and the North London Railway appear 
to have decided the matter in principle, and to be only awaiting 
favourable opportunity ; and the experimental electric route of the 
London, Brighton and South Coast Railway may be expected to 
үк a profound influence on the policy of all the suburban 
es. Another source of modest optimism for electrical con- 
tractors is to be found in the general trade depression which 
directa the attention of manufacturers, colliery-owners, and others 
more anxiously and determinedly towards securing any gain in 
economy and efficiency that electrical equipment can give them.” 


Educational Notes.— Hackney TECHNICAL INSTITUTE. 
The new session (evening lecture and laboratory courses) com- 


mences on September 21st. 
Univegsiry oF GLasdOw.— An announcement concerning the 


work of the new session, which opens on October 12th, appears 
among our advertisements to-day. | 

New Technical Institute in New Zealand.— А 
new technical school is being erected at Auckland, New Zealand, 
at а cost of £30,000. The school will have a plant of its own in 
the basement for the generation of electricity for lighting and 
other purposes. Two large lecture halls, one for electrical, and 
x: other for mechanical engineering studentes, are included in the 
plans, 


. Electrical Football League.—A Council meeting of 
this League will be held at 19, Carnaby Street, W., this evening, 


at 7 o'clock. 

Electricity in Farming.— Mr. Thomas W. Lee, 
formerly general passenger agent of the Delaware and Lackawanna 
Railroad, ig cultivating almost entirely by electric power a tract of 
3,000 acres in the vicinity of Idaho Falls. By means of a portable 
reel of conductors, connection can be made at various points to 
supply mains for almost any agricultural operation, including 
haulage of crops from field to barn.—New York Electrical World. 


OUR PERSONAL COLUMN. . 


The Editors invite electrical engincers, whether connected with the 
lechnical or the commercial side of the profession and industry, 
4% electric tramway and railway officials, to keep readers of the 


ErectricaL Review pusted аз to their movements. 


Central Station Officials —Mx. A. R. Ножрех, of 
the Dundee Corporation Electrical Station, who bas been appointed 
superintendent of the electricity station at Dumbarton, has been 


Presented by his colleagues with a set of compasses. Mr. Charles 


Lamb, the distribution engineer, made the presentation. 
The Doncaster T. O. has increased the salary of Mn. G. A. ROBERTS, 
erant at the Electricity Works, from £150 to £200 per annum 
y annual increments of £12 10s, 
A Мв. A. H. M'Kay, mains superintendent in the Aberdeen 
orporation Electricity Department, was on August 7th made the 
ha Pint of gifts from the staff and employés, on the occasion of 
e. 
д Mn. Ношнр E. War, late senior shift engineer at the East 
сл County Asylum Electricity Works, has been recently 
шч by the Bikanir State Government as station superinten- 
Mew their electric light and power station at the capital. 
took ay sailed for India on the ss. Macedonia on June 23rd, and 
д ab P his duties under the State Electrical Engineer on July 
р Friday last, at Stirling Electricity Works, Mr. J. W. 
V burgh electrical engineer, was presented by the 
his with 8 beautiful inlaid barometer on the occasion of 
Tower MSS which was to take place yesterday, 20th inst. Mr. W. 
ers, in name of the staff, made the presentation. 


D Tramway Officials, — The Tramway Committee of 


96 recommends that the salary of MB. PETER FisHEB, the 
Manager, be increased from £500 to £600 per annum. The Con- 


Bois h aind nii lin a Mills с 
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The "Times" and the Electrical Outlook.—It is vener explained that the reason for the increase was the expansion 
of the system and the fact that during Mr. Fisher's managership, 


the undertaking had been singularly successful. 
The tramway manager of Aberdeen, having applied for an increase 


of salary, the Tramways Committee reported that it had been pro- 
posed to increase his salary from £300 to £400, but that this pro- 
posal was defeated at the committce meeting. A letter was read 
from the manager, withdrawing his application, in view of the 
finding of the committee. The Tramways Convener remarked that, 
in his opinion, the Corporation were not paying the manager the 
standard rate of wages. 

General.—At the Warrington Coroner's Court on 
Monday, Мв. Frang Jokpax, electrical engineer, in the employ of 
the Warrington Corporation, was presented by Mr. S. Brighouse 
(coroner) with the Royal Humane Society’s testimonial, inscribed 
on vellum, for gallantly attempting the rescue of Hugh Leshman 
Parr, who was drowned in the River Mersey on June Ist. It 
appears that a Mr. Yeomans (who also received the certificate) had, 
while fully dressed, jumped into the river and got hold of Parr, 
but, owing to his being seized by the latter, he was compelled to 
release him. In the meantime Mr. Jordan, on the other side of 


‘the river, heard the screams, and immediately jumped into the 


water. He dived several times to recover the body, but his 
gallant efforts were all in vain. 

A gathering of the engineering staff of the Cape Town Post Office 
was held on July 17th, to bid farewell to Masog J. P. EDWARDS, 
Chief Engineer and Electrician, Postal Telegraphs, Cape Colony, 
and to present him with a silver tea and coffee service on the 
occasion of his retirement on pension, after a service extending 
over 43 years. Mr. Edwards joined the English telegraph service 
in 1865, was transferred to the engineering branch in 1870, and in 
1878 acted as personal assistant to Mr. (now Sir) W. Н. Preece. 
He joined the Cape service in 1879 as superintendent in charge of 
the Cape Town instrument room. In 1886 he became Postmaster 
of Fort Beaufort; in 1891 Postmaster of King William's Town; 
Assistant Surveyor, Midland district, 1892; and Chief Engineer 
and Electrician in 1894. 

On Saturday, August Sth, at Swansea, a smoking concert was 
held to celebrate the promotion to a Bolton appointment of Ma. 
С. G. Колон, who has been in charge of the G.P.O. (Swansea 
Section) Engineering Department for over seven years. Gold 
chains were presented to Mr. and Mrs. Roach by the engineering, 
telegraph and telephone staffs, 

On August 10th, Мв. Jan RooTHaaN, the head of the drawing 
office at Mesars. Ferranti, Ltd., Hollinwood, was presented by the 
staff with a valuable Canteen, to commemorate his approaching 


marriage. 


Se 


NEW COMPANIES REGISTERED. 


Sparks (Sheffield), Ltd. (99,170).—This company has just been 
registered with a capital of £1,000 in £1 shares, to carry on the business of 
electrical and mechanical engineers, manufacturers of, and dealers in, electric, 
magnetic, telephonic, telegraphic and other appliances and apparatus, &c. 
The subscribers (with one share each) are:—E. C. Clayton, 862, Mushroom 
Lane, Sheffield, bank manager; B. Lake, 162, Thomas Street, Sheffield, 

ainter; Mrs. M. J. Horton. 11, Broomhall Street, Sheffleld; H. Т. Magness, 
20, Duchess Rosd, Sheffield, railway guard; E. Swinden, 65, Burcot Road, 
Sheffield, glass manufacturer; J. M. Mason. 24, Hounsfield Road, Sheffield, 
draper ; J. B. Kesteven, 8, Bank Street, Sheffield, solicitor. Private company, 
The number of directors 18 not to be less than two or more than five; the first 
are Mrs. M.J. Horton, E. C. Clayton and B. Lake. Registered office, 11, 


Broomhall Street, Sheffield. 
Mershon Insulator (High Tension) Syndicate, Ltd. 


(99,143).—This company was registered on August 8th, with a capital of £20,000 


in £1 shares, to acquire certain rights in connection with an invention relating 


to improved high-tension insulators, and to carry on the business of an electric 
power and supply company in all its branches. The subscribers (with one 
share each) are:—M. McQueen, 14, Campden House Road, Kensington, W., 
solicitor; C. St. J. G. Miller, 52, Oxford Terrace, W., solicitor. Private com- 
pany. The first directors (to number not less than two or more than seven) 
are R. D. Mershon (permanent, subject to holding 500 shares), H. W. Fox, 
M. F. Armstrong, W. A. Wills, W. Praeger, and A. Scott. So long as Earl 
Dysart is a shareholder, he may nominate one director, W. Praeger being his 
first nominee. Remuneration, 1 guinea each per board meeting attended 
(personally or by alternate), and 5 per cent. of the net profits, divisible, 


W. Seymour, Ltd. (99,208).—This company was registered on 
August 14th, with a capital of £1,060 in 1,000 preference shares of £1 each and 
1,000 ordinary shares of 1s, each, to adopt an agreement with W. Seymour 
to acquire the business carried on at 1 and 7, Ellis Street, Sloane Street, S. W., 
and to carry on the business of electrical, mechanical, sanitary, gas, hot water 
and motor engineers, founders, smiths, workers of electricity, &с. The sub- 
subscribers (with one preference share each) are:—Mrs. E. G. E. Seymour, 
Edensoir, Church End, Finchley, N.; A. F. Davies, 21, Telcott Road, Chelsea, 
S. W., clerk. Private e гане "A" mainly applies, Registered office, 


1, Ellis Strect, Sloane Street, 


General Railway Signal Co., Ltd. (92,155).—This company 
was registered on August 10th, with a capital of £100 in £1 shares, to carry 
on the business of railway signalling engineers, manufacturers and installers 
of and dealers in signal appliances, railway engineers and contractors, elec. 
tricians, electric and pneumatic engineers, &c, The subscribers (each with 
one share) are:—J. Mortimer, 24, Grange View, Leeds, engineer; G. Macleod 
Trent Cottage, Gledhow, Wood Grove, Roundhay, Leeds, insurance inspector; 
F. Doyle, The Poplars, Gledhow, Leeds, tire superintendent ; P. Chadwick, 47. 
Caledonian Road, Leeds, accountant; W. H. Revz, 19, Blenheim Palace, Leeds, 
cashier; S. Wall, 15, Cranbrook Avenue, Beeston Hill, Leeds, insurance clerk: 
W. Rushforth, 54, Kingston Road, Leeds, insurance superintendent, Private 
company. Table“ A mainly applies, 


Thorpe Meter Syndicate, Ltd. (99 191).—This company was 
registered on August 13th, with a capital of £9,000 in £1 shares (8,009 founders’) 
to acquire from W. B. Thorpe an invention relating to an electricity meter and 
to turn the same to account, The subscribers are: — W. B. Thorpe, 62, Nightin. 
gale Lane, Balham, S. W., electrical engineer, 3,000 founders’ shares: H. P 
Miles, Inns of Court Hotel, Holborn, W.C., gentleman, 1,000 ordinary shares, 
Private company: The first directors are J. M. Gatti (430, Strand, W. C), H. P. 
Miles and E. A. de Paiva, J.P. (22, Nightingale Lane, Balham, S. W.). 
Registered office, 11, Victoria Street, B. W. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Switchgear Co., Ltd. (Birmingham) (85,405).—Second deben- 
ture, dated July 7th, 1908, to secure £2,000, charged on company's property, 


present and future, including uncalled capital, has been registered. Holders :-— 
Cowans, Ltd., 4, Queen Victoria Street, E. C. 


Electricity Supply Co. for Spain, Ltd. (29,103).—A statement 
of the total amount outstanding on July Ist in respect of mortgages and charges 
created prior to that date, and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ 
Act, 1907. Particulars:—'l'wo charges on realty in Spain and the company's 
other assets, dated 1X02 and 1899, securing £75,000 first and £42,500 “В” deben- 
tures, of which £32,800 and £18,200 respectively are outstanding, and Trust 


deed, dated November 30th, 1898, securing £250,000 consolidated debentures, 
of which £121,200 are outstanding. Я 


Siemens Brothers & Co., Ltd. (14,777). —А statement of the 
total amount outstanding on July lst in respect of mortgages and charges 
created prior to that date, and not required to be registered under Sec. 14 of 
the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ 


Act, 1907. Particulars:—Trust deed dated July 27th, 1900, securing £150,000 
debenture stock. 


Frinton-on-Sea and District Electric Light and Power 
Co., Ltd. (70,689).--This company’s annual return was filed on July 2th, when 
751 ordinary and 1,500 preference shares had been taken up out of a nominal 
capital of £6,500 in 5,000 ordinary and 1,500 preference shares of £1 each. £1 


per share has been called up, resulting in the receipt of £2,251. Mortgages and 
charges, £6,100. 


Trafford Power and Light Supply (1902), Ltd. (72,601).— 


Deed of exchange dated July 23rd, 1908 (supplemental to a certain indenture | 


dated October 14th, 1901, and to a trust deed dated February Mth, 1902, securing 
£75,000 first mortgage debenture stock), has been registered. This deed has 
been executed for the purpose of effecting an alteration in the boundaries of 
certain land in Tratford Park Road, Trafford Park, near Manchester, conveyed 
by W. T. Glover & Co., Ltd., to the Trafford Power and Light Supply, Ltd. 
Trustees: North of England Trustee Debenture and Assets Corporation, Ltd. 


Brisbane Electric Tramways Investment Co., Ltd. (67,853). 
—A statement of the total amonnt outstanding on July ist in respect of mort- 
gages and charges created prior to that date, and not required to be registered 
under Bec. 14 of the Companies' Act, 1907, has been filed pursuant to Sec. 12 of 


the Companies’ Act, 1907. Particulurs:—' Trust deed dated November 21st, 1900, 
securing £400,000 first debenture stock. ч 


Evershed & Vignoles, Ltd. (43,206).—This company’s annual 
return was filed on July 10th, when the entire capital of £30,000 in £10 shares, 
had been taken up and paid for in full. Mortgages and charges: £11,400. 


Hindhead and District Electric Light Co., Ltd. (75,361).— This 
company's annual return was filed on June 25th, when 12,706 shares had been 
taken up ent of a nominal capital of £15,000 in £1 shnres, £} per share has been 


called up and paid on 2,206, and £10,500 is considered us paid on the remainder. 
Mortgages and charges: nil, 


Potteries Electric Traction Co., Ltd. (57,968).—Tbis com- 
pany’s annual return was tiled on July 17th, when 245,000 ordinary and 245,000 
preference shares had been taken up out of a nominal capital of 600,000 in 
300,000 ordipary and 300,000 preference shares of £1 each. £l per share has 
been called up on 175.:40 ordinary and 245,000 preference, and £423,340 has been 


received. 60,660 shares are considered as fully paid. Mortgages and charges: 
£245,000, 


City of London Electric Lighting Co., Ltd. (34,406).— 


A statement of the total amount outstanding on July lst in respect of mort. 


gages and charges created prior to that date, and not required to be registered E 


under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to See. 12 of 
the Companies’ Act, 1907. Particulars: Trust deed: dated February 26th, 
1594, securing £400,000 (not more than £500,000 authorised). . 


Western Telegraph Co., Ltd. (6, 886).— This company's annual 
return was filed on June 3rd, when 207.930 shares had been taken up out of a 
nominal capital of £2,500,000 in £10 shares. £10 per share has been called up 
on 130,000, resulting in the receipt of £1,300,000. £712,300 ів considered as paid 
on 77,930. Mortgages and churges: £800,000, 


Tramways and Light Railways Estates Co., Ltd. (65,201). 
— This company's annual return, made up to June 24th, has been filed. 5,022 
shares have been taken up out of a nominal capital of £100,000 in £10 shares. 
42 per share has been called up, resulting in the receipt of £10,044. Mortgages 
and charges: nil. | 


West African Telegraph Co., Ltd. (21,626). — This com- 
pany's annual return was filed on June 17th, when 23,109 shares had been taken 
up out of a nominal capital of £400,000 in £10 shares. £231,090 has been re- 
ceived. Mortgages und charges: nil. 


Barnsley and District Electric Traction Co., Ltd. (72,962). 
—This company's annual return was tiled on June lith, when 4,007 ordinary 
and 4,400 preference had been taken up out of & nominal capital of £50,000 in 
5.000 ordinary and 5,000 preference shares of £5 each. 412, 035 has been re- 
ceived. Mortgages and charges: £21,000. 


Globe Telegraph and Trust Co., Ltd. (7,165).—This com- 
pany's annual return was filed on July 21st, when 18,127 preference and 18.127 
ordinary snares had been taken up out of a nominal capital of 45, 000.000 in 
250,000 preference and 250,000 ordinary shares of £10 each. £10 per share has 
been nominally called up. E. 115 58. has been received in cash, and 
£3, 167,450 is considered as paid on 316,745 shares. Mortgages and charges: nil 


Calcutta Tramways Co., Ltd. (14,761). — This company’s 
annnal return was filed on June Nth, when 137,610 ordinary and 44.027 pre- 
ference shares had been taken up out of a nominal. capital of £960,000 in 
140,000 ordinary aud £50,000 preference shares of £5 each. 42 per share hag 
been called up on 4,409 ordinary, £2 10s. per share on S. % ordinary, 43 10. 
per share of 22,000 ordinary, £5 per share on 7,450 ordinary, and £5 per share 
on 44,027 preference, £725,085 has been received, and. £185,100 is considered as 
paid, being £5 per share on 23. 750 ordinary, £3 per share on 4.400 ordinary, 
42 10%. per share on 5,000 ordinary, and £1 108. per share on 22,000 ordinary. 
Mortgages and charges: £300,000. 
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CITY NOTES. 


Para Electric Railways and Lighting Co., Ltd. 


Sin W. Evans-Gorpon presided recently at the meeting of this 
company, held st 20, Birchin Lane, E.C. and, in moving the 
adoption of the report, he dwelt upon the past history, the present 
position, and future prospects of the undertaking. "The construc- 
tional operations commenced on August Lth, 1906. Messrs. White, 
the contractora, had overcome the many difficulties which had con- 
fronted them from the outset, and the whole 35 miles (single track) 
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had been converted from inefficient mule and horse traction. 
Exclusive of several cars required for special purposes, the equip- 
ment consisted of 68 electric motor cars, in addition to a numberof 
old cars converted for use as trailers during times of extra pressure, 
The report and accounts dealt with the year ended November 30th, 
1907. They, therefore, covered the time when the confusion and 
disturbance resulting from reconstruction were at their height. The 
board fully anticipated that the receipts from the tramways would 
suffer, and that working expenses would be high during this period. 
The actual results from the operation of the undertaking for the 
two years during which it had been in the company’s hands were as 
follows: — For the year ended November 30th, 1906, the gross 
receipts from the tramways were £136,166, as compared with 
£137,098 for 1907, and from lighting £63,728 compared with 
£67,485. The net receipts from the tramways were £22,192 in 
1906, and £16,794 in 1907, and from lighting £27,636 aud £24,938 
respectively. Although the gross receipte had, on the whole, come 
up to expectations, the cost of operation, as they all knew it would 
be, was extremely heavy—namely, for 1906 (animal traction), 8374 
per cent., and for 1907, 94°96 per cent. The climate of Para 
was most disastrous to mules and horses, glanders being 
epidemic, while the cost of feeding and management was 
very high. With regard to the mortality among ‘the animals, 
the replacement had cost the company £13,493 in 1906, 
and £13,649 in 1907. The total cost of the animals, including 
fodder, shoeing, stable wages and veterinary officer, amounted to 
£54,545 in 1906, and to £48,768 in 1907. These sums equalled 48 
per cent. and 41 per cent. of the total operating expenses of the 
tramways. Tobie costly item would now entirely disappear from the 
accounts, and although the cost of operating by electricity wonld 
replace it, and coal was expensive in Para, still, the motive power 
for working the line should cost not much more than one-third of 
the outlay on animals. The company had been affected by other 
unfavourable factors. The city of Para had suffered and was still 
suffering from a severe financial crisis. Its prosperity mainly 
depended upon the rubber industry. 'The product was very largely 
sold in the United States, and the recent panic there paralysed the 
trade, the importers being unable to take delivery of the rubber 
crop. In these special and temporary circumstances the muni- 
cipality approached the company, and the directors felt it expedient 
to agree to a compromise and to accept bonds for a part of the 
amount due to the company for public lighting. During the period 
covered by the report a very small section of the tramways— 
namely, 7} out of 35 miles—was being worked for a few months 
only by electricity, and the traffic receipts remained almost 
stationary. From November, 1907, up to the first week in June, 
1908, there wasa slight falling off in the gross receipts of, roughly, 
£600. This was probably accounted for by the disturbance due to 
reconstruction and to the financial crisis to which he had referred. 
From the time, however, that the lines had been operated by elec 
tricity, namely, since June this year, thissmall reduction had not only 
been made up, but the receipts to date compared with the correspond- 
ing weeks for last year showed an increase of, roughly, £1,500. In 
other words, the tram receipts had increased by some £2,100inthe last 
seven weeks. The directors had reason to hope that this increase 
would continue, and that, as the prosperity of the town recovered, 
the improvement would be more and more marked. With 

to the supply of light and power, the demand had increased beyond 
the company's power of supply,and a new unit of 450 xw. would 
shortly be shipped. The entire system of lighting was in course of 
reconstruction. After full consideration, the directors decided to 
incur the large initial outlay of replacing the old overhead feeders 
by underground cables, involving the laying of 23,472 yards of 
cable, which had been completed, and it only remained to transfer 
the transformers to the underground system. The directors believed 
that this outlay would be justified by the results when the new 
system was in working order. Taking the past results of the tram- 
way and lighting together, the board felt justified in estimating 
that the gross receipts for the first complete year, commencidg 
December Ist, 1908, would be £220,000, from which they had to 
deduct the probable operation expenses of £132,000. These they 
had taken at 60 per cent, which they thought a safe figure. Deduct- 
ing £5,000 for London and general expenses, this would leave an 
estimated profit of £83,000. 


MB. HUBERT ANSELL seconded the motion, and it was adopted. 


Willans & Robinson, Ltd. 


A GENERAL meeting of the debenture-holders of this company мч 
held on Friday of last wcek at the Cannon Street Hotel, Mr. Mar 
Robinson presiding, for the purpose of considering the advieability 


of passing the following resolution for selling the Queen’s Ferry 
works :— 


That the directors are hereby authorised to sell the company's leasehold 
interest in the Ferry Works, Qucen's Ferry, Flintshire, аз set out 10 the 
schedule of the trust deed, dated May 23rd, 1902, at a price to 
by & valuer, to be nominated by the trustees for the holders of the 
stock, and that the sum or sums realised on such sale shall, subject to in 
approval of the trustces for the holders of debenture stock, be тес the 
securities, applied for the purchase of freehold property, or used for a 
erection of buildings or purchase of plant for the purposes of the compa y 
business, and that the rights of the debenture-holders be and they are Bere 


moditied accordingly. 

The CHAIRMAN, in moving the resolution, said that, in the circular 
which had been sent out with the notice of the meeting, the bo ne 
explained very fully the reasons which had induced them to take 
course now suggested. He need not go into the whole acie 
the Queen's Ferry works, which had always been a ich 
elephant " to the company. Unfortunately, the money loss whi 
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those works occasioned them four years ago coincided with a great railway showed a larger percentage of growth in business than was 
falling off in the profits of the business at Rugby. That condition ever previously shown by any tube railway. That featare of con- 
of affairs prevented them finding the necessary money to complete tinued growth was very encouraging. During the period under 
the equipment of the Queen’s Ferry works, or to raise the money review they had carried nearly 13 million passengers, being an 
by an issue of fresh capital. The first consideration of the directors increase of three millions, or a little over 30 per cent., as compared 
was, therefore, to conserve the financial position of the company with the corresponding six months of 1907. This increase included 
and the security of the debenture-holders, and mainly owing to the 1,871,140 passengers carried at workmen's fares, constituting about 
large reserve which they had accumulated in their prosperous daye, 14 per cent. of the total number carried, but they yielded an 
they succeeded in their endeavours, even in those very dark days, average of only id. per passenger. The explanation of the rela- 
to keep theit head above water, and he believed he was correct in tively good growth in their traffic was to be found in the location 
saying that they had never had an overdraft at the bank, and had of the railway. The railway bad created an entirely new facility ; 
never missed a cash discount. As it was not in their power to com- it did not depend, as did so many new lines, on the diversion of 
plete the Queen's Ferry works, it was evidently in their interest to traffic from other routes. It was not a competitive railway. It 
get rid of them, and they had left no stone unturned to bring that was true that they had some tram and omnibus competition over 
about. In order to assist a private sale, they had kept the works parts of the railway. When the 8 and its facilities were 
going in order that they might be offered as a going concern, and fully known, the railway would possess the nearest approach to a 
that had involved them in a considerable annual Joss. One of the monopoly of the traffic for which it catered that was possible 
subsidiary departments of the intended business there—the manu- under the conditions of a great city. The development of through 

traflic was especially satisfactory. They had through bookings 


facture of a special quality of steel had proved successful, and by 

spending more money upon it, it might be made a good thing, but with nine different companies, and out of a total traffic of about 

for want of funds it could only be carried on оп a very small scale, 18 million passengers about 4,750,000,.or 36 per cent., had been 
through passengers travelling with through tickets. The through 


ond though the profits, such as they were, were satisfactory, there 

was no chance of their covering the general charges. Up to the traffic exchanged with the Central London Railway had been specially 
present they bad faced that annual loss as a probable means of satisfactory, amounting to40,000 passengers per week. Their exchange 
bettering their chance of selling the place as a going concern, but with the Piccadilly Tube had been 55,000 per week, and with 
the City and South London about 30,000 per week. He 


it was evident that that experiment could not go on indefinitely. 

The board had come to the conclusion that the time had arrived watched the development of through traffic with great interest, 

when the business must be discontinued and the works offered by because it was undoubtedly in the general development of traffic 

auction at such a reserve as a competent professional adviser movement, not on one line only, but on all lines, and by close 

might recommend as giving them a good chance of their selling. harmony of working and co-operation in advertising and in working, 

That opinion, he might say, was confirmed and supported by the that the best hope for the prosperity of the urban railways in 
London lay. He sincerely hoped that the era‘of narrow jealousy 


trustees. That a great loss must be incurred, in comparison with 

the cost of the place was obvions, but after all the value of the and foolish fighting had passed away, but they must be content 
security to the debenture-holders was what it would fetch in with a smaller yield from a tbrough passenger than they got from 
the open market, and if it was once recognised to be necessary to а local passenger. On the Bakerloo" Railway the average fare 
dispose of the place, the sooner it was doné the better their cbance. from local passengers, including workmen, was 1°55d., while their 
The resolution provided that the sum realised by the sale of the average receipt from their proportion of through traffic was only 
specifically mortgaged property might be invested, subject to the 1336d. per passenger. The average receipt from all traffic, through 
approval of the trustees, in securities, freehold property, new and local, was 1'48d. per passenger, and this covered the use of a 
buildings for the company, or in the purchase of plant. Allthecom- railway 44 miles in length, во that each passenger contributed, on 
pany's plant was, of course, covered by the debenture- holders’ mortgage, the average, about 4d. of gross revenue per mile of railway worked, 
but not quite in the sense in wbich freehold or leasehold land and and probably about 4d. per mile for the actual distance he travelled. 
buildings were secured to the debenture-holders. Although it was Their train service varied from a two-minute interval at the busiest 
desirable in the company's interest, and сопѕедпепўу in that of the hours to a three and a-half minute interval at the slack hours. He 
debenture-holders’ security, that there should be some elasticity felt confident that the right policy for & railway in course of 
possible in dealing with the proceeds of the sale, and that some development like this was to run the best possible service, even 
plant, which was much needed at the Rugby works, should be although at the mcment it might be in excess of traffic require- 
purcbased, it had never been the intention of the trustees to permit ments, because it was only in this way that the traffic could be 
the application of the whole of the money from the sale to such built up and future prosperity assured. With regard to the 
purposes, They had, therefore, decided to alter the resolution as Paddington extension, the directors were not yet prepared to make 
printed by inserted the following words: — “ Provided that not а definite recommendation. The matter was still under the con- 
more than one-third of such proceeds of sale shall be applied in the sideration of the board, who hoped to be in a position to make a 
purchase of plant.” The board were in cordial agreement with that recommendation on the subject at the next half-yearly meeting. 
limitation, and no purchase of plant would be made without Sır ALGERNON WEST seconded, and the report was adopted. — 
consultation with the trustees, and with their full 


е At the end of 1907 the valuation of their 
reehold premises, plant and machinery at Rugby and "T € | 
Thames Ditton—probably a very conservative estimate—was Stock Exchange Notices.—Application has been made 
£915,641, and that took no account of the value of Queen's Ferry, to the Committee to appoint a special settling day in and to 
nor did it take account of the other items which made up the total grant a quotation to— | 

Ав {һе Anglo-Argentine Tramways Co., Ltd.— £565,000 4 per cent. debenture stock. 


of £749,443 on the credit side of their balance-sheet. 


entire debenture debt was but £246,154, and as the trustees held And to allow the following securities to be quoted in the Official 


Investments, the cost price of which amounted to £28,983, he List: 
thonghé T ist :— 
ght they would agree that the debentures were а very we | | 
West Kootenay Power and Light Co., Ltd.—£240,000 first mortgage 6 per 
cent. 35-year sinking fund gold coupon bonds of £100 each, Nos. 1 to 2,400. 


a EI whatever might happen to Queen's Ferry. i 
R. M. H. Lo i . | h lution, said he thought 
ZVV Я The Committee has ordered the undermentioned securities to be 


‘the directors were doin j inc ible for th 
t g the right and only thing possible for the ^ е l ey 
preservation of the interests of the debenture-holders.: quoted in the Official List :— | 
United Electric Tramways of Monte Video, Ltd.—67,200 ordinary shares of £5 


ае MERTON suggested that instead of investing the proceeds of аа ie] au) ways ob Ment T 
e ва ; З ae х x each, fully paid, Nos. 80, о ‚200; an › per cent. cumulative pre- 
bi e of Queen's Ferry in additional plant, it would be better to fſerence shares of £5 each, fully paid, Nos. 1 to 42,064 and 42,505 to T0500. P 
y up as many of the debentures as possible. Vickers, Sons & Maxim, Ltd.—4£1,000,000 5 per cent. third mortgage deben- 
tures of £100 each, Nos. 1 to 10,000, in lieu of the scrip now quoted. | 


The Снлівмлх said that, personally, the suggestion struck him 


Chloride Electrical Storage Co., Ltd.—It is reported 


he à 115 good one, and one which, when the sale was completed, 

would be very pleased to bring to the notice of the trustees, 

who would h : YT | it should be that the profits for the year ended June 30th were £24,945. A 
ave the power of deciding whether HESSE dividend of 10 per cent. is proposed, and the transfer of £2,000 to 

the reserve, increasing it to £15,000 ; £10,612 is carried forward. 


carried out. 
non further discussion, tbe resolution as 5 те 
put e meeting, and carried s^» con., two debenture-holders Fairbai L Combe. Barb Ltd.—I ; 
intimat; : : airbairn, Lawson. Combe, Barbour, Ltd.—Interim 
inating that though they did not vote for they would not vote dividend on the preference and ordinary shares at the rate of 5 per 
cent. per annum for the half-year ended June 30th. 


against. A forma] poll was subsequently taken, when the Снатв- 
MAN announced that £144,921 of debentures were represented at 
E meeting in person or by proxy, and that votes for £136,586 Prospectus.—Zio»yoon Electric Tramway and Supply 
d been polled in favour of the resolution, which he therefore Co., Ltd.—This company was last week offering for subscription an 
issue of 10,000 6 per cent. £5 cumulative preference shares at a 


declared carried, 

premium of 2s. 6d. per ehare, for the purpose of providing for 
extensions of the company's undertaking. The list was to close on 

August 14th. 
Baker Street and Waterloo Railway Co. Claud Hamilton, Ltd.—Mr. Alex. J. Ferguson, C. A., 
Ta : presided at the annual meeting, held at Glasgow the other day, 
E half-yearly meeting of this company was held at Hamilton and moved the adoption of the report, which recommended the 
mend E.C., on August 10th, Sim Ско. 5. GIBB presiding. In payment of a dividend of 74 per cent., free of income-tax, on the 
ee the adoption of the report (see ELECTRICAL Review, August ordinary capital of the company, after making provision for 
: P. 228), he congratulated them upon the very satisfactory pro- depreciation, carrying forward substantial amounts to the varioug 
reserve funds, and paying a dividend of 5 per cent. on the ordinary 


grees of the undertaking. They had reached quite an eventful 
iie In the undertaking, as for the first time they entered the shares. The report was adopted, and Mr. H. Prosser was re-elected 
; 5 dividend-pay ing railways. They were able o pu the & director, 
т cent. on th d also out o eir own : : 
рете stereo ane e South American Light and Power Co., Ltd.—The 
directors recommend a dividend of 2 per cent. (4:d. per share) on 


inaia i # per cent. on the ordinary share capital of the 
у. They had | heir fourth half-year since 
i | V á the ordinary shares for the past year, carrying £167 forward. 


the railway was opened, and he believed that in that period their 
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MARKET QUOTATIONS. 


Wednesday, August 19th. 


Portnight’s 
Inc. or Dec. 
a Acid, Hydrochlorie ee ee per сті. B ee 
0 p Nitrio ee өө ee oe per сті, ij. ee 
A w Oxalio oe ee өз ee per ot. 88)- ee 
а „ Sulphuric .. . der ont. ^ kn vs 
a Ammoniac, Bal ee ee ee per owt. - ee 
a Ammonia, Muriase (crystal) .. per ton 283 10 M 
a 8 9 өө ee oe per ton £90 on 
a Bleaching powder e ое per ton 25 10 T 
8 Bisulphi e of Carben ee ee per ton £18 ee 
a Borax oe ee ee ee per ton £16 ee 
a phate |. per ton 221 : 
a Le Nitrate ‘eo oe „ per ton £28 ee 
G n White Sugar.. ee ee per ton #97 ee 
а T] Peroxide ee ee e, per ton 482 co 
в Methylated Spirit .. : per gal 9/6 T 
a Potassium Bichromate, in casks per ib. 7 өө 
a Potash, Caustic %) ee рег ton e 
a „ lorate .. es per lb. M d 
E! - Perchlorate ee ee per b. эө 
а Potassium Cyanide „е Der lb. за, es 
a Shellac ae cd А per ot. 125J. 
a Sulphate of Magnesia. oe per ton &4 16 "e 
в ur, Sublimed Flowers .. per ton £6 16 we 
a „ Recovered „ per ten 45 10 ee 
a 1 Lump  .. T ee рег ton Ab ee 
a Boas’ Canatio (white O) .. per ton 210 18 es 
а LL] Chlorate ee oe ee per lb. Pw ee 
a, nag beret „„ per tion 5 as 
a Sodium ichromate, s per lb. А ee 
a I Cyanide (basis 100 %) oe per Id. Id. ee 
METALS, &o. 
b Aluminium Ingots, in ton lots .. per ton £80 is 
b " Wire, in ton lots .. рег ton £150 2 
b ' Bheet, in ton lots .. per ton 2128 НР 
о Babbitt’s metal ingots .. . per don | 4500 £190 a 
e cgi Serio cil 12°) basis рег 16, а. 34. der 
e ee es per 10, "а. Old 
e Е; wi кше AD): ee Per lb. E 34 inc 
e Г ө» ee oe 0 ° .. 
с Copper Tubes (brased) .. per lb. 93d. Ad. ino 
с {n " drawn „ per lb. 93а. id. inc 
g Copper Bars (best selected). per ton 274 to £76 inc. 
9 Copper Sheet ee oe ee per 274 to £76 inc. 
0 97 Rod ee ee ee [] per ton £4 to £76 inc. 
6 » ee рег ton £1 10 ine 
é ee 66 Sheets ee per ton £80 £1 10 Inc. 
e n I ee per ton £69 £1 10 inc. 
e [1] м H. O. Wire per lb. 8а ad. ino. 
f Ebonite Rod ee ee ee per lb. 8/8 we 
f a Bheet ee ee ee per lb 8/- ee 
п German Bilver W ee ee per Ib. 1/6 ee 
h Gotta-percha, fine oo S per 0, 6/6 to 6/6 T 
h Undis-rubber, Para fine .. .. per lb. 4l- 134. inc. 
i Iron (Cleveland warrants) .. per ton 51/- to 51/6 inc. 
l u ire, galv. No. 6,P.O.qual. per ton 14 S 
9 Lead, Ingot өе ee per 155 £13 E^ £14 
ire No. 28 ee ee е A es 
теа ін А Pet bel: £7 17 6 2/6 dec. 
d Mice (in original cases) small! .. per lb. ва. to ц. РА 
d u " " per Ib. ee | с 
4 $ large ее 0 ee 
р Phosphor Bronse, pisin castin per Ib. on - 
: e foued = Шош. per ib ще 105 г 
* ee 5 ee ee ee рег os ut 90/ ә 
e Bilioium Bronse Wire .. |. per lb. F РР 
r Bteel, Magnet, in barg .. — .. per ton i 2 m 
g Tin, Block (English) ee ee per ton weet 10 i а 
n Wire, Nos. 1 to 16 .. ee per lb. 1 . dec 
p White Anti- Metals— 
" White Ant brand ..  .. рех ton £34 to £58 “+ 
k Zino, Ч (Vieille Montagne bnd.) per ton £24 5 15/- inc 


Ee 


Quotations supplied by :— 


4 Bolling & Lowe. 

k Morris Ashby, Ltd, 

1 Richard Johnson & Nephew, Ltd, 
m W. P. Glover & Oo., L 

» P. Ormiston & Sons, 

o Johnson, Matthey & Oo., Ltd. 

p The Phosphor Bronse Oo., Ltd, 

r W. F. Dennis & Co, 


a. Boor & Co. * 
b The British Aluminium Oo., Lid. 
c Thos. Bolton & Sons, Ltd. 
4 F. Wiggins & Sons. 


Co 
dia-Rubber, Gutta-Percha and 
f e en h Works Co., Lid. 
James & vy cm 
f Edward Till & Oo. 


Loch Leven Water and Electric Power Co.—The 
half-yearly meeting of this company was held in London on 11th 
inst. According to the Scotsman, Mr. J . D. Bonner, who presided, in 
moving the adoption of the report, said that the British Aluminium 
Co. held the whole of the issued capital, £750,000, and they bad 
now agreed to enbscribe for the balance authorised, and thus place 
themselves in the position to provide all the funds necessary for 
carrying out this important scheme. He had just returned from the 
works at Loch Leven, and he was amazed at the progress made in 
bringing the works to the operating stage. So great had the 
progress been that he was convinced they would be able to produce 
aluminium at Leven several months earlier than was recently con- 
templated. Another thing which had very much impressed him 
waa the excellent way in which the works had been carried out. In 
Loch Leven works they would have а power scheme which would 
be a valuable asset, worth considerably more than its cost. The 
report was adopted. 


STOCKS AND SHARES. 


Tuesday Evening, 

INVESTMENT markets are heavily handicapped by the pall provided 
by the painful dulness of Consols. Why the premier securities 
should continue depressed it is not easy to determine, bat the fact 
remains, and a very slight tightening of the Money Market, every 
now and then, is enough to cause a fresh outbreak of trembling in 
an already nervous market. Each feeble rally is succeeded by а 
further decline; there seems to be little demand for the Funds, 
and this causes other investment prices to droop. 

By far the most active portion of the electrical markets is that 
which embraces the power, light and tramway companies of what 
has come to be known as the Canadian group. 

Home Railway stocks do not make much headway against the 
various conditions operating to their disadvantage. It is some. 
what surprising that the Tube companies do nct show better results 
as a consequence of the Exhibition ; the Central London naturally has 
done, and is doing, good business, although even here the traffics fall 
below the estimates laid in advance by people who were evidently 
ultra-optimistic. The company's Deferred stock has fallen a point, 
while the declines in the Ordinary and Preferred merely reflect 
the ex dividend markings of last week. 

City and South London has shed 4, and Districts are the same 
fraction easier, although Metropolitan Consolidated is { up, 
allowing for the 5s. per cent. dividend, the last, it is to be hoped, 
of such diminutive distributions. 

Great Northern, Piccadilly and Brompton 4 per cent. Debenture 

rose a point to 92, and Charing Crose, Euston and Hampstead 
Debenture is 3 up at 83, both movements being connected with the 
good half-yearly reporta referred to hare last week. 
. Electricity Supply shares have moved irregularly in the few 
instances where any changes occurred at all. Several are caused 
by dividend deductions. City of London Preference gained 5s., 
and the Ordinary 2s. 6d, while Kensingtons at 84 show 58. loss, of 
which 48. is represented by dividend. Newcastle-on-Tyne Pre- 
ference improved slightly. , 

Electric Constructions have been in some demand, and show & 
small rise at 8s. 9d. middle. The Brush descriptions are weak, falls 
occurring of 1s. 3d. in the Preference and 33 in the Second Deben- 
ture. The price of the latter is now about 52. 

Mexican Light and Power Common stock rose 51 to 76, and a 
large trade is being done in the 7 per cent. cumulative convertible 
Preference stock at about 1124. The company's First Mortgsge 
Gold bonds are 903, und were ex their coupon early in this month. 
Mexican Electric Light Company 5 per cent. First Mortgage gold 
bonds are better at 86, and must not be confused with those of the 
Light and Power Company. Canadian General Electric Common 
shares and 7 per cent. Preference stock have not moved from 104 
and 114 respectively. The 5 per cent. First Mortgage Gold bonds 
of the Electrical Company of Ontario have come into notice, the 
price being 85, while similar securities in the Kaministiquia Power 
Company are quoted at 67 for the scrip with £69 138. 3d. paid-up. 

Amongst the tramway shares, Rio Common take precedence, 82 
regards improvement, with a rise of 34 (making 74 in less than & 
fortnight) to 624. Mexico Tramways Common stock has put on 3 
to 120, and the 5 per cent. bonds are fractionally better at 941. 
An impression is current that these two companies may possibly 
amalgamate, or join Fands in a working agreement. Sao Paulo 
Tramway, Light and Power stock has advanced to 149, and the 
5 per cent. First Debentures are 99. | 

Anglo-Argentine Tramways Second Preference hardened а shade, 
and Calcutta shares at last show some resistance to the declining 
tendency with which they have been afflicted of late. The price 18 
bs. better at 54. British Electric Traction Ordinary are т; lower. 

Other electric traction issues to show improvement are British 
Columbia Deferred at 1254, and Colombo First Debentures at 911. 
rises of 1 and 14 respectively. 

Indian varieties are much out of favour in consequence of the 
unsettled condition of the Dependency. As an instance, it may be 
mentioned that a seller of a small amount of Madras Electric 
Supply 5 per cent. Debenture stock could get a bid of no more 
than 823, although the nominal quotation in the Stock Exchange 
Official List is 85 to 90. 


National Telephone Deferred has gained 34. Chile Oriental and 
Monte Video Telephone shares are all better. 

Telegraph descriptions have been somewhat erratic. Eastern 
Extensions rose to 13, but lost half of the rise. Eastern Ordinary 
is 4 up. Great Northern shares improved. Anglo-American 
Telegraph Ordinary and Preferred moved up, while the d 
at 163 shows a fl loss. Globe Telegraphs, of both kinds, picke T 
Telegraph Constructions hardened, and British Insulated Debent 
gained a point. The 4 per cent. Convertible bonds of 934 
Amcrican Telephone and Telegraph Company are quoted at 94% 
and were ex dividend last week. 
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SHARE LIST OF ELEOTRICAL COMPANIES. 
as Eres TELEGRAPH AND TELEPHONE COMPANIES. 
Du MALAE a т Btook | Business done | Rise 
E Present NAMB, | or Эндей for the last ёо | Ese Ө | Penei or t Preni 
ts апе sere: den Даа August llth. | August 18th. 108. Fall —| per cent. 
SO е 1904. | 1905. | 1906. | 1907. Highest, Lowest. ё s. d. 
а 95,000 | Amason Telegraph Co.'s shares, Nos. 1 to 8,000 10 | Nil | Nil | Nil | МП] 2— 8 12— 23 is | А 5s Nil 
nu 148,800 Ро. do. 5 W Debs., Nos. 1 to 1,250 Red. 100 | Мі |Б $ 595,15 67 — 90 87 — 90 i 5 11 1 
D $131,551,400| American Telephone & Telegraph, Cap. Stock .. | $100 | 74% |74% |8% 8 & |123 —127 125 —129 42 640 
63,000,000 | { Ро, Collat. Trast, 4% Bonds, 001 1 78,000] $1000 % % 4 * 89 — 92 89 — 92 427 0 
U 598,180 | Anglo-American Telegraph ..  .. Stock 2 8196 | 8596 | 84% | 57 — 60 68 — 61 41 5149 
8,200,910 De. do. do. 6%Pref. ..  ..| Stock 6% 6 6% 1023—1034 1034—1014 +1 | b 14 10 
А 8,200,910 | Ро. до. do. Deferred ..` .. | Stock | Nil i% 1 1 168— 164 16 — 164 — 9 6 13 
2 50,000 | Anglo-Portuguese Tel., 5 % Mort. Deb. Stook Red, | 100 e | 6 6 5 & | 101 —104 101 —104 .. .| 416 2 
i 44,000 | Chili Telephone, Nos. 1 to 44,000 i РР - 6 8 8% 8 8 ү 74— 8 8— 8 + ф 114 1 
9,888,876 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red, | Stock 4 4 $ 4 4 834— 86 84 — 87 +4 412 0 
16,000 | Cuba Telegraph 10 |5 6 595,165] 14— 8 1 e T | 712 
TL 6,000 о. 10 96 Pref. è oe oe es 10 |10 0 96 10 0%] 154— 16 164— 16 А 618 
ER 12,981 | Direct Spanish Telegraph, Ord. A EE 5 4 4 4 490 8 — 5} g — | 6 8 1 
EX ,000 Do. do. 10 % Cum. Pref, ec б 110 0 0 0% B— 9 8— 9 vis 511 1 
Pe ‚000 Do, do. 4 Debs. ee ee 50 445 43% 100—108 100 —103 9 8 14 10 
p 60,7101| Direct United States Cable — ..  .. ... 20 4 4895 | 43% | 181—18 181— 133 = 6 4 9 
. 50,9001} Direct W. Indis Cable, 43 % Reg. Deb., 1 to 1,200, R. | 100 аъ 44%, | 99 —101 99 —101 d 491 
: 4,000,000 | Eastern Telegraph, Ord. Stock.. — .. ..  ..|Btock [7 96 717 | 7 95 | 1 95 | 184 —187 1344—1875 +4 5 110 
— 9,000,000 Do. 84% Pref. Sto. 100 [34% | 84% 83 84% — — Us 415 
1,896,706 Do. 4% Mort. Deb. Stock. Кей. .. | Stock | 4 4 4 4 & | 1015—1034 1014 —103 i: 817 4 
i ,000 | Eastern Extension, Australasia, and China Tele. | 10 7 7 1 7% | 124— 18 124— 13% +h | 6 б 8 
E» 752,400 Do. 4% Deb. 2:8 - .. | Stock | 4 4 & 4 T 994—1014 994—1014 8 18 10 
А ‚700 | East &8. Afric. Tel., 4% Mt. Db., 1 08,000, red. 1909 | 100 4 4 4 4 99 —101 99 —101 ‚ 819 8 
a 900,000!} Ро. 4 % Reg. M. Debs. (Mauritius Sub.) 1 $0 8,000 | 25 4% 4% | 4 4% | 4 % | 1001—102 —1024 318 1 
181,127 | Globe Telegraph and Truss. 10 | 63% | 68% | 54% | 62% | 10}~ 10: 101— 11 +4 | 61410 
181,127 , do. 6 % Pref... T oe 10 6 & 6 e 6 6%] 1 18; 184 — 14 + 1 459 
= 150,000 сте, 1 N vs 10 24 24% 20 20 % — 99 274 — 294 + 4 5 8 1 
ifax and Bermu е, st Mort. =% 101” | 
19.6001 |, Debe. within Nos. Tt 4,200, Red.] 100 | 48% | 48% | 4% | 43% | 99 —101 99 —101 . 49 1 
A 17,000 | Indo-European Telegraph — .. „„ „ ..| 25 [8% 1 % |18 % | 56 — 59 66 — 69 Кк 6 7 1 
$41,880,400 | Mackay Companies Common .. T T .. |81 1 2 84% | 4 % | 69 — 73 69 — 73 : 5 9 7 
$50,000,000 Do. о. 4% Cum. Pref, .. aS .. | $1 4 4 495|495| 69 — 78 69 — 73 EN 597 
А 884,190 | Marconi’s Wireless Telegraph .. ‘se 29 2s 1 N N Nil | Nil Й i— i-— РЁ Nil 
| 72,680 | Monte Video Telephone Co., Ltd. Ота, .. ES 1 4 b 6 6 TE 1 2 1— 1 ＋ * 5 6 8 
г 86,492 i do. o. 6%Pre. ..| 1 |Б 5 % 5 % 5 % i— 38 TE 3 1 8 5 6 1 
9,225,000 | National Telephote, Pref. Stock ER sò .. | 100 6 6 6 6 % | 1003 —1 1064 —1 72 5 10 7 
8,725,000 | Ро. o.  Def.Btok  .. .. 100 5 5 Ф 5 6 4 | 1154—1174 119 —121 +25 | 419 2 
16,000 | Ро. do. 6 95 Oum. Ist. Pref. ..  .. 10 |6 6 6 6 10 — 12 10 — 12 P 5.00 
| 15,000 | Do. do. 69% Cum. and Pref. .. .,| 10 |6 6 & 5 Б 10 — 12 10 — 12 и 4 3 4 
250,000 | Do. do. 5 % Non-cum. 8rd P., 1 to 250,000 5 5 | 65 5 5 5 Ti 4 611 
9,000,000 | Do. do. B4 % Deb. Stock Red. .. | Btock | 34% | BA% | 34% | 84% | 984—100 —100 в 7 8 
1,716,698 | Do. do. 49% Deb. Stock Red. | 10 |4% |4 4 Ф 1024—104 1024—1044 | 316 7 
179,818 | Oriental Telep. and Elec. 1 to 171,504, ded peid .. 1 64% | 7 8 1%— 14 34— 14h 448! 519 В 
000 Do do de. 4 Güm. Be Ser. à |6% 6% 17 1— 11 li ft 1 8 411 5 
99, 100 Do. do. do. 4% Red. Deb. Btock .. | 100 — 14 4 89 — 92 — 92 T 470 
1 ‚400 | Pacific & European Tel., 4% Guar. Deb*., 1 to 1,000 10 4 $ 4% 4%] $8 —101 973—100) — 4 8 18 10 
11,8991] Reuters 8 |6 5% 5% 72 71— 8i : 417 7 
8,083 | Submarine Cables Truss.  ..|Cert. |6 $ 6 6 95 | 127 —130 128 —181 +1 411 7 
100,000 | United River Plate Telephone. m pe ka 5 8 8 %18% M 7 єр +h 512 3 
40,000 Do. 5% Cum. Pref., Nos. 1 to 40,000 b 5 5 b % 48 4g 45— 4 581 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 94 il| Nil gel 1%— 1% lj— lj Е 4811 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel, | 100 4 4%|4 4 % | #8 —101 —101 : 819 3 
207,980 | Western Telegraph; Ltd., Nos. 1 to 207,980. . ке 10 1 1 7% |7% | 18i— 143 139— 14} g 419 8 
800,000 Do. о. 4% Deb. Stock Red. 100 | 4 4% |4 à, | 4 % | 100 —102 100 —102 i 818 5 
84,568 Do. do, 6 % Cum. Ist ef. ee ee 10 6 % 5 к 8 % 6 y^ бек 8 — J 7 1 2 
4,669 Do. do. 6% Cum. 2nd Pref. oe ss 10 Nil | Nil | Nil 42 6 8i— 94 8 9 E 990 
| 80,000/ Do, ао, §%Debs.,Nos.1t01800 „„ MO f / 5 % | * | 5 % | 100 —102 1002—1024 3 ELE 
| 
2222 ба Сыз А Ыы 8 UE n ae 88 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, 
220,000 | { Anglo-Argentine Trams, 10 % Мош. Cum. AA) р * 8 & 6 * 9% BR a | BI ez 515 
260,007 Do. 6 * Cum. Prefs., 1 to 260,007 .. 5 | 53% | 64% | 54% 57% 63— 08 = dE 49 4 
366,600 Do. Permanent, 6 % Deb. Stock, 1888 100 6 96,16 6 6 % | 141 —146 14] —146 422 
986,100 Auckland E. Trams, 5 % 1st Mort. Deb. Stock .. | 100 5 5 b 5 % | 108 —106 103 —106 414 4 
‚000 | Babcock & Wilcox, 1 to 580, 0 0 0 . i 1 20 % |20 % 90 % |20 % 935 10 — 155 8 1 11 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6% | Iya 1 = 1 81610 
,000 British Aluminium, Ord., 1 to 40,000 ͥ “U 5 |7 7 7 7% — | 23 — 10 15 4 
40,000 e do. 7 Cum. Pref. m oe oe 6 7 7 7 7 p^ 3: EA 4 | 4 8 4 8 
20,000 Ро. do. “A"6%Cum.Pref, ..  .. 5 |6 6 60 6 4i— 4 m 4 6 6 4 
20,000 x do. 4% Funding Certs. .. T 5 4 4 495,14 96 B3— 4 8i— 4 414 1 
988,200 | Ро. do. 5 % lst Mort. Deb. Stock Red. | Stock 5 % | 6 96 | 6 % 5 % | 106 —110 106 —110 41011 
800,000 | Ро. do. % Loch Leven Debs, .. | 100 S0]. | 568% | 64% | 97 —100 97 —100 510 0 
400,000 | British Columbia E. Rail Def. Ord. Stock .. ..| 100 6 6 6 8 95 | 122 —127 123 —128 650 
B00,000 | Ро. 5 % Pref. Ord. Stock e 5 | 10 5 5 Фф 5 5 % | 109 —118 109 —113 486 
800,000 | Do. 5 % Cum. Perp. Pref. Stock ..  ..| 100 5 5 5 5 5 95 | 104 —108 104 —108 412 7 
288,000 | Do. % 1st Mort. Debs., 1 to 6, 50. 40 5 4s ni 44% | 101 —104 101 —104 467 
220,00€ ; 76 Vancouver Power Debs., 1 to 3,200 | 100 | 44% | 4576 | 44% | 44 7o | 101 —104 100 —103 4715 
188,801 | British Electric Traction Vu e A 10 |676|8 Nil il 18— 14 lí;— 17 Nil 
161497 | Do. do. 6 % Cum. Pref. |. 10, 5 4 6 $ 69,|895| 44 4 — 4 Еа? 
1,473,668 . do. Б & Perp. Deb. Stock .. | Stock | 5 5 5 5 | 95 — 98 95 — 98 5 2 0 
528,936 | Do. do. 43 % 2nd Deb, Stock Red. | 100 | 44% | 44% | 44% | 44% | 76 — 78 16 — 78 515 5 
100,000 | British Insulated and Helsby Cables S | 6 [89% 189% 109 10 % 61— 6 61— б 782 
100000 | Do. do. 6% Cum. Pref. .. .. 5 16%/6%/6%/6%/ 6— 6 6— 6 412 4 
212,000 | British Thomson. Houston 43 % 1st Mort. Debs. .. | 100 | 44% 449% | 44% | 93 — 98 93 — 98 4 11 10 
400,000 pee Westinghouse 6 % n p 18495005 6 Ni | Nil] Nil Nil 2— 8 E Nil 
, ’ 
1,016,858 | Do. do. 4 Ф Mort. Deb. Stock. | 100 4% 49% 4 & 4 % | 43 — 48 43 — 48 8 6 8 
60,000 f Browett, Lindley & Co., Ord. e. 1 Nil | Nil | Ni! Nil It. n VE ta Nil 
60,000 |} Do. do. 6% Cum. Pre. 1 | Nil| Nil} Nil] Nil | 14/6 to 15/ 14/6 to 15/6 Nil 
105,781 | Brush Electrical Engineering, Ord., 1 to 105,781 . 3 Nil | 24% | Nil | Nil 0— i 0 — Nil 
150,000 | Ро. до. Non-cum. 6 % Pref... — .. 2 |6%|6%| Nil; Nil 3 — — Nil 
196,0000| Do. do. 4$ Y Perp. Deb. Stock — .. | Stock 1% 44% | 44% 44% | 70 — 75 70 — 75 600 
15, 001 Do. do. 44 % Perp. 2nd Deb. Stock.. Stock | 4 % 44% | 44% 43.0 53 — 58 £0 — 54 8 6 8 
187,610 | Calcutta Trams, 1 to 137, ö 10... 6 888 8 5% | 5— 54 64— 57 5 1 4 
80, Do. 5% Cum. Pref., Nos. 1 to 29,880. . 5 .. 5 % 5 % 5 %  4$— 64 44— 5} 4 15 3 
860,000 Do. % lst Deb. Stock..  ..  ..| 100 nta 44% | 4496 4475 | 101 —104 101 —104 4 6 7 
86,000 Callender's Cable Construction shares 5 12% 15% 15% 15%) 54—104 — 104 619 6 
40,000 Do. do. 5% Cum. Pref... '.. 2% Б | 6 % 5 % 58 | 5‘ 5{— 57 bi— 57 5 6 11 
800,000 Do. do. 44% Ist Mort. Deb. Stock Red. | Stock | 44 Re 49% 4} | 106 —10 106 —108 4 31 
491,229 | Cape E Trams., 1 to 491,222 M is РУ 1 b dj Nil | Nil Yh— 5 Үн +З Nil 
000 | Castner-Kellner Alkali, 1 to 450,000 .. .. .. 1 4 6 % 8 % 12 % li— 1 là— lis 7 13 8 
915,045 Do. do. 43 % Ist Mort. Deb. Stock 100 43% | 44% | 44% | 44% | 101 —104 101 —104 469 
1,898,610 | Central London Railway, Ord. Stock. | Stock 4% | 4 Ф 4 ЗФ 609 — 71 68 — 70 xd 459 
658,195 Do. do, 4% Pref. Stock ..  .. | Stock | 4 4 @ 4 4 $ 87 — 89 85 — 87 xd 412 0 
558, 195 . Do. do. Def. do, ae ee Stock 4 % 4 4 % | 2 52 — 55 61 — 51 3 14 1 
1480 City and South London Railway 05 — e | Block 23% | 14% | 2% | 24% | 324— Hi 32 — 33 689 


Unless otherwise stated, all shares are fully paid. 
CT NONI I E воа сан ЕКЫ 


Continued om next 


+ A period of nine months. 


pase. 


t From Manchester Share List. 


i THE ELECTRICAL REVIEW. (Гуо. 68. мо. 1,604, Avover 21, M 9" 


SHARE LIST OF ELECTRICAL COMPANIES,—(Oontinued,) 


| ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, —(Oontinuod) 


r 
Hi Present Btock Closin 

8 Closing Business done | Rise +, Present 
ү! Issue. NAME, or 8 Quotations | Quotations | week ended or Yield 
| | Share, * Aug. llth. Aug. 18th. | Aug. 18th, 1908. | Fall — | per cent. 
* 1904. | 1905, | 1906. | 1907. Highest/Lowest. E в. d. 
95,000 Crompton & Оо, Мов 180 86,00 RUND 8 2 5 „ 5 % | 14— 12 làÀ— 12 80 / n Кз 81311 
100,000: | O00 ot амон мот. Вов, Рет . 15% [5% 6 * 5 * | 90 — 93 90 — 93 a " be 5 6 11 
960,000 | Dick, Kerr & Co., 1 to 960,000 . ос 1 |0 * |10 % 109% 1095, | lj— 1 14— 1 px n B 766 
806,000 0. 59: 6 % Cum, Pref., 1 to 805,000 ee 1 6 6 6 6 % 1 ==, 1 — 1 oe ees os 4 16 0 
282,580 % Deb. Stock ° ee 100 4 43 % 99 —109 99 —102 oe ee ee 4 8 8 
60,000 | Dublin Unitea Trams. (1896), 1 to 60,000 l0 |6 6 % | 19 — 18 12 — 18 is К ; 418 1 
59,987 Do. 6% Pref. between 1 and 60,000 10 |6 6 6 6 1 1 1 ЕЯ 4 811 
90,21 | Edison & Bwan Utd, | P shs., £8 pd., 1 to 99,961 b A i 16 12 6 
17,189 Do. " Shares, 0 —017,189 es 5 4 4 1 =" 1 2 в oe ee 8 6 9 
72,220 Do. 5% зза De Stock Prov. Certa. al pd. 100 5 Б 5 б 85 — 87 85 — 87 es : x 5 14 11 

112, 100 Electric . 1 to 119,100 .. 9 |4 Ni) | Nil | Nil E | — A Р m + А Nil 

| 81,890 do. 79% Cum. Pref., 1 to al 890..| а |7%|1%|1%|1 1 if lj— 1 .. os - Nil 
j 25,000 General Electric Co. (1900), 5 Cum. Pref | 10 6 6 5 [Е 74— 8 72— 8 . , | 6 5 0 
i 300,000 Do. do Mort Deb. . Btock | 4 4 4 4 Bi — 87 84 — 87 x à d 412 0 
78,000 | Gt. N. & City Rail. Pref. Ord. SAME, 1 to 78,000 10 | 4 4 4 3 — 1 1— 1 D 500 
! 96,000 Greenwood & Batley, 7 % Cum. Pref. . . 120 7 1 7 7% | 1 103 10%— 102 | vs ; 90 W 5 
! 80,000 o. 6% Mort. Debs. oo .| 10 |6 6 5 5 9 | 102 —108 102 —108 м 117 1 
40,000 Henley 's (W. P ), Telegraph Works, Ord. .. é 5 [15 15% [15 15 1 11 104— 11 11} 1041 es B 18 10 
| 40,000 Do. do. % Pret. T: 4 5 — 5 — s} p : i 4110 
| 150,000 Do. do. Mort. Deb. Btock | Stock 4 106 — 108 106 — 1 ; © ; 434 
50,000 | Indis-Rubber, Gutta-percha & Telegraph Works. 10 5 10% |10 € 10 % | 1 16 1 163 A 6 1 8 
| 87,500 Liverpool Overhead way, Ord. .. 10 11% NUN i^ 1 1 `1А— 14 : és — 1 81610 
10,000 |+ Do. do. Pref., fully pad. 10 5 5 695|595| Б — 6 m ; —1 8 6 8 
; 600,070 | London United Trams. (1901), 1 to 60,007 .. ..| 10 |6 8 8 8% d 4 8h 
899,990 | Ро. do. 60,008 to 100,000 10 |64 39 в 3 : .. |4 8l 
125,000 Do, do. 5 Cum. Pref., 1 to 125,000 10 6 5 Б 5 7 6% АР 6.17 11 
1,881,000 Do. do. Ist Mort. Deb. Btock . 100 4 4 4 4 79 — 84 79 — 84 go ° 415 3 
5,782,062 Metropolitan Consolidated $ .. | 100 |8 1 % | 35 — 36 854— 964 xd 35 1175 
! 9,640,914 Ў Burplus Land. 100 | 23% 2 33% 2 d 67 — 69 65 — 67 xd| 66 65} 421 

Do. District .. . | 10 | Ni i 113— 123 11 — 12 11 —% Nil 

814,016 Metropolitan Electric Trams., Detd.. v I Nil | Nil | Nil | Nil — — Nil 
850,000 Do. do, 43 % Deb. Btock Red. 100 4% | 44% | 4% | 44 — 96 — 96 И 418 9 
245,500 | Potteries E. Tro. vs Pe 1 |5 4 4 4 à ; a . 8 00 
945,500 Do. 5 % Саш. Prem. 1 |б 6 5 5 — 2 j KA > 618 4 
“res | Telegraph оонай EE BICI IEEE | Sh kt 

elegra ч оп an ain ce. 17 — 31 81 + 

150,000 bo. Deb. Bds., 1 to 1,500 Red., 1909 | 100 |4 4 4 4 100 —102 100 —1⸗20 a : ] : 518 5 
8,599,200 | Undergd. BR] 5% Profit Shar. В. Nts... — 5 б 6% 5 89 — 48 89 — 43 11 12 6 
66,666 Willans à on, 1 to 20,000 & 80,001 to 116,666 1 il | NU Ni ро m — 1} 19/9 8 0 0 
66,666 | Do. T1323 Beben to 8000 & 13,000 о 14,668 5 Nil Nil] .. |6 2— 3 2— 8 605 536 | 10 0 0 
46,404 Ist Mort. Deb. Stock .. .. 100 [4% 14 4% 4 % T2 — 76 72 — 76 5 5 8 


15,000 Bromle (Bens) E.L. & P,. 1 to 15 ‚000 b 4 4d ре d 4$— b 44— 6 ee ee б 10 0 
70,000 do. 44 W lst. deb, stock 100 |4 495 | 4 94 — 97 94 — 97 ex T 413 9 
80,181 Brompton & Kens. Ejeo. Lt. Sup., Ord., 1 to 5 |10 10 10% 10 1— 8 64— 74 xd à : —31690 
9,869 Do. 7% Cum.Pret. | 5 74 7 7 62— 72 60— dixd| .. . 1—5 |413 4 
836,876 | Central Electric Su [3f Guar. Deb. Stock ..| 100 |4 4 49% 14 98 —101 99 — 1 Sas $5 +1 | 818 5 
' 80,000 | Charing Cross AM d Electricity Supply pr b 8 b 5% 15 Bi— 4 B4— 4 78/9 vd zi 6 50 
80, ; Pret. 5 4 4 X, а 4— 44 4 — 4 "s 500 
80,000 Do. Aity Undertaking’ % Cum. Prt, 5 * % B— 4 94— 4 74/44 kx +4 6 12 6 
446, 798 Do. do. 4% Deb. Stock ed. ..| 100 4 4 4% 4 % 95 — 98 95 — 98 953 а 418 
49,496 | Chelsea Electricity Supply, Ord. ER 5 6 6 V | 449, 8— 83 8 — vi +“ 6 8 7 
a 176,000 Do. do. % Deb. Stock Red. .. | Stock | 44 44 % | 44% ] 100 —108 100, —103 a 475 
70,695 | City of London Elec. Lighting, Ord. 40,001—110,506 | 10 |6 45,645,184, 6 % 91— 1 =i 10j 923 +4 | 5M 1 
i 40,000 Do. 69 Cum. Pref., 1 to 40,000 10 |69 3565 6 114— 2) ш 124 123 416 0 
а 400,000: Do. Де Stk. „Serip. (iss. at at 115) all pd. vs b b 5 |56 122 —126 —125 НЕ ee 400 
800,000 Do. 44% 2nd. Db. Stk., Prov. Crts., all pd. 100 2 4455 | 44% 43% | 101 —104 101 —104 M 467 
40,000 | County of Durham Electrical Power, Ord. . Р 5 14870 4 49% [2 8 B Н К з 6 8 
| 60,000 do. do. Pret. .. 5 15%1/6%16%15 — 4 : 5 17 8 
N 40,000 Dosen of London Electric Lighting, O . 1—40,000 10 43 5 5% 6 7 7 : 4 | 517 8 
40,000 Do. do. 6 % Pref., 40,001—60,000} 10 | 6 6% | 6% 6 10$— 1 104— 1 1033 | 20 кє 5 11 8 
, 400,000 ро. до. Deb. Stock и us 4 М, | 4395 | 44% | 106 —109 106 —109 427 
400,000 Do. do. and. Deb. Stock .. Stock n | 4495 | 4 98 —101 98 —101 984 ne Е 491 

80,000 | Edmandson’s Electrio ow CUm. Ord. Shares . b 1 4% i N il i— d à— 3 RE 5 к Nil 

80,000 Do. do. Pret, b 6 6% [8 Nil 4— — 1 : . Nil 
i 483,000 Do. do. 43 А lst Mort. Deb, Stk. | 100 4 y 449, | 58 — 65 58 — 65 65 f { 618 6 
Е 10,000 | Folkestone, 1 to 10,000 .. £e. 5 * oio 42— = i 549 
10,000 Do. 5 % Cum. Pref., 1 to 10,000 ee se b ee Б y ^ 6 b 96 5 — d 5— ef ee ee ee 4 10 0 
90,000 Do. 9 1st Deb. Stock — ..  ..  ..| 100 x 44% | 4% | 44% | 96 — 97 —100 » й 41] 4100 
: 15,000 | Hove, 1 to 18, F 6 001992519 8445 6 — 64 6— 6 dis a 610 9 
21,000 | Kensington and Knightsbridge ‘Electric Ord. 5 5 [129 110 % 110 10 %, 8— 9 72— ef xd 2 i x) + 6 14 3 
90,000 Do. 4 % Deben. Stk. | Btock | 4% | 4% [4% % | 94 — 97 94 — 97 ie , 426 
10,000 | London Electríc Supply Corporation, Limited, Ord. 9149 (4 23% 19 — i wn : { 581 
70,000 Do. do. 6% Pret. .. 5 66 6 6 % — 5 Am 5 ki b D 600 
74,895 Do. do. 4 % Ist Mort. Deb. Stk. © Red. Btock | 4 9514 25 | 44 89 — 92 89 — 92 ЕЎ en ЕЁ 41710 
! 300,000 | Metropolitan шене . to 100,000 . 5 110 10 8 7 47— 51 43— 5 97/8 93/6 - sn 
| 76,121 Do. ef. 1—7, 106 . ae 5 44% * 4 4l— 5 qo 5 97/6 92/8 410 0 
390,000 . let Mort. Deben. Stock — ..| .. | 444 | 44% 4 Ф 105 —109 105 —109 108 ; 427 
| 950,0001 Do. Mort. Deben. Stock Redem. | Stock X X 8i% | BA — 89 84 — 89 3 у» i 318 8 
260,000 Midland Electric 1 on 43 % let Mort. Deb. 100 44% OF 44%, | 94 — 97 H — 97 UA xin ve 412 9 
| 87,500 | Newcastle-on-Tyne, оро Ps d б 8 1 ВФ Ів B 95 b 5 Я = се 6193 
87,500 Do. 5 & Pref., 1 to 87,500 ..  .. 6 |59 5 „ 5 K 5 d ef 5 Ей | 2146 u 
| 10,852 | Notting Hill Electric Lighting. 10 7% 74/6 n % 12 — 18 |1510 PEN 
| 20,000 | Oxford, ыг ARO Pen is ЕР 5 7% 7 1 7% 52— 62 кел - es ae 8 14 8 
i 50,000 4 % Deb. Stock .. .. | 100 4 |4 4 41% | 95 — 98 5 E dois vs ; —i 0 10 
40,000 | Bt. James’ and Pall Mall Electric Light, Ord. ~ 5 [144% 123 10 10 & 7— 8 7 тт ee i 5а 4 Чи: 
{ 90,000 Do. до, 7% Pret. 90,081 to 40,080 5 7 Б А 7 7 7 & 72 7 8 ee ee е er ] 
150,000! Do. do. 84% Deb. Btock Red. .. | 100 83% | 8 84& ар. 6)— 27 » .. ev: Жек, 

12,000 Smithfield Markets Electric Burply, Ord. 5 49,14 N Nil — 3 86 — 90 86 Ps 8 a 
60,000} Ро. 2% Deb. ве Воск 4 4 4% | 4 | с 72 of — та? e j e 2g 

66,000 | South London Electricity Suppl ly, O : b 144 9 * 44 2 А — 72 Em ia T 5 11 
i 190,000 | South Met. Elec. Lt. & Power, Ord. a alle aq Nil 23 234^ 243 m 4 pa Ри m ni 619 3 
2005000 Do. do. d ne Deb Btk. o етет % | 1—1 1 1 : pa : 6 12 0 

йо. Bt e е 0 d NE . ees 
| 80,000 | Urtan Electric Supply, Ord... 109 (82 | Be | 44% | 44°. 100—108 100 —1 n 16 
| 60,000 6 % Cum. Pref. 5b 5 & 6 & egle * - n j— 1 eoo |1618 4 
900,000 Do. do. 449% Ist Mort. Pb. ВІК, Red. | 100 43% 43% | 4% 430 82 — 85 là— 23 : . | 1010 6 
110.000 ! Westminster Electric Supply, Ord. к би he 2 19% 124% ак» | 82— 88 82 — 85 à il 5 51! 
81,279 Do. do. 1 % Cum. Prei. 6 [5% 6 at co | B— 8 Tà— am 5178 
: (Original б %—Red, to 64 % from Blas Deo., 1906)' i3 43% 5 — b 6 — 5| 6 [4410 
* Unless otherwise stated, all shares are шу paid + Qu oat FV 
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SOME GERMAN METAL-FILAMENT 
LAMP TESTS. 


Some tests carried out on metal-filament lamps made by 
various German makers, and run on an ordipary alternate- 
current supply circuit showing voltage variation of + 2 to 
8 per cent., are described in the Zeifschrift für Elektrotechnik 
und Maschinenbau. Four Osram lamps made by the 
Deutsche Gasglühlicht A.-G. were tested, two being nominally 
for 32 Hefner C. P., and two for nominally 50 Hefner с.р. 
The life test on these lamps showed the following results :— 


Lamp. Volts. Amperes. Hefner с.р. Hou 
; 120 eee 36 eot 39 eee 0 
| 120  .. 36 . 418 .. 226 
121 m “87 —. 411 iun 400 
MOL. dE. duel. Sa 2386 а 600 
No. 1 | 120 - 36 us 363 .. 800 
TEN 120 .. 36 a. 370 .. 1,000 
120 .. 36 .. 0972 ... 1,200 
120 «* 36 .. OJOS ... 1, 600“ 
Test stopped. Lamy still burning. 
119 36 37˙7 0 
үк в. | 121˙5 37⁵ 43 400 
No 120 37 36 3 800 
9.2. | 120 37 37:2 1,2001 
1 Lamp burnt out after 1,400 hours. 
1185 .... 475 444 0 
119 Ss 49 .. 52 эз 226 
1205 .. 49 49°4 400 
Deor | 40 э 49 499 600 
No | 190  .. 48 51:8 800 
e 120 .. ‘49  .. 534 1,000 
120 iy 48 xs 50 A 1,200 
120 К? 48 .. 487 ..  1,600i 
Test stopped. Lump still burning. 
( 118:5 475 ee 386 .. 0 
A0-c P. 121 49 Ae 503 cs 400 
Osram 120 48 495 800 
No 2. 120 48. 458 .. 1,200 
120 e. 48 ... 418 P 1,6008 


Test stopped. Lamp still burning. 


It will be seen that the candle-power increases for the 
first 300 or 400 hours, and it then falls off slightly, reaching 
its initial value once more after some 1,200 hours. It is 
curious to note that the 39-c.r. lamps start with almost the 
game C.P. as the 50-C. P. lamps, and that the latter, even at 
their maximum, do not exceed the nominal с.р. by nearly as 


great a percentage ав is the case with the 32-C.P. lamps. 


The following figures show that none of the other makes 
of metal-filament lamps gave nearly such good results as the 
Osram lamps. Test on two “Just”-Wolfram 120-volt 
40-c.p. lamps, made: by the Bayerische Glühfadenfabrik, 


resulted as follows :— 


No. 1.—At the start: 118 volte, 375 amp., 36:8 Hefner c. .— 
Burnt out after from 72 to 64 hours. 

No.2.—At the start: 119 volts, 4 amp., 444 Hefner c r.— 
Burnt out after 100 hours. 


The next lamps tested were three “ Sirius- Kolloid lamps 
made by the Glühlampenfabrik Gebrüder Pintsch, for 125 
volts, 25 C. P. All these burnt out in from 130 to 168 hours, 
but showed a small current, consumption and a very marked 
Increase in candle-power after 100 hours’ use :— 


No.1.—121 volts, 25 amp., 23 Hefner c.p.—At start. 
„ 1205 „ 29 „ 392 5 After 100 hours. 


No. 2.—121 „ 2 „ 224 „ At start. 
„ 121 „ 2 „ 28 И After 100 hours. 

No. 3.—121 „ 2 „ 291 „ At start. 
After 100 hours. 


n 121 » 22 os 28:6 T 


Finally, three Zircon lamps for 120 volts, 38 C. P., were 
tested. These were supposed to burn in any position, but, 
as is shown in the test of the third lamp, the life is very 
short when burning horizontally :— 


No. 1.—120'5 volta, 4 amp., 46°8 Hefner c. y. At start.— Burning 
vertically downwards. 

121 volts, 4 amp., 51 Hefner с.р. After 100 hours. — 
N Burning vertically downwards. 

о. 2.—120 volts, ‘38 amp., 37:7 Hefner c.P. At start.—Burning 
No. 3 vertically upwards for above 100 hours. 

. S.=120 volta, 435 amp., 821 Hefner o. . At start.—Burning 

horisontally, Burnt out in 15 hours. 


POWER SUPPLY IN LAUNDRIES. 
[COMMUNICATED.] 


SoME general notes on the above question may be of interest 
to station engineers who find a difficulty in arriving at fair 
competitive figures in the case of laundries already driven or 
proposed to be driven by steam power supplied from existing 
boiler plant necessary for the general purposes of laundry 


work. | 
At the ontset it must be realised that the necessity for a 


steam supply is a very real advantage in favour of the steam 
drive; but, even so, & reasonable competitive price can, 
more often than not, be arrived at with mutual! advantage 
to both parties. This point is so often overlooked, or not 


. appreciated, that the only claim put forward on behalf of 


the electrical drive i8 that of labour-saving. 

To take a case in point. A well-known technical journal, 
in an article advocating electrical drive for laundry work, 
gave as the argumentative nucleus the following tables of 
comparative costs :— 


TABLE I.—WrirH STEAM ENGINE. 
Per month, 


Coal ... £s £12 0 0 
Labour е K 25 12 10 0 
Water ; ite гар 3 10 0 

£28 0 0 
TABLE II.—Wits ELECTRIC Morors. 
Coal .. £5 А о 
Labour 215 0 | 
Water ifs 2 5 0 
Electricity ... 9 0 0 

£19 0 


A brief scrutiny shows that Steam and power costs in 
Table I are made up of two items—coal and water, totalling 
£15 10s., while in Table II the steam and power costs 
(coal, water and electrical energy) now total £16 58. Here 
we have electrical power openly admitted to be more costly 
than steam, the only saving being shown against labour. 

Now it is surely clear that where boilers are installed a 
stoker is necessary, and in the case of laundries where the 
steam used for power is but a small percentage of that used 
for general purposes, the same stoker in nearly every case 
will have to act the part of either engine-driver or motor 


attendant. 


Granting that a steam engine requires more attention 


than its equivalent in motors, it is none the less clear that 
in either case the stoker will be called upon for this 
attention, and no saving in labour costs can reasonably be 
expected. | 

In a large laundry where the stoker has his time fully 
occupied as a stoker, the writer is of opinion that a general 
attendant is а necessity for any form of power drive, and 
here again no labour saving can be showp. 

The question, therefore, presents itself for decision under 
two heads—capital costs and running costs (including main- 
tenance and depreciation). Remembering that the boiler 
plant is already existent, the first may be regarded as the 
relative costs per Н.Р. for one steam engine with the neces- 
sary shafting, ав against the costs per Н.Р. for the equivalent 
Н.Р. in individual motors. Here we have an undoubted 
advantage in favour of electrical power, which in many 
cases will be of sufficient weight to counterbalance a slight 
increase in running costs ; although, being a capital charge, 
this advantage must not be relied upon too far. 

Turning to the running costs, a slight advantage can 
again be ascribed to electrical power under depreciation and 
maintenance, and may reasonably be estimated at 24 per 
cent. of the total power costs in favour of the вате; but the 
point of greatest importance is undoubtedly the running 
costs proper. 

A series of tests made by tho writer in a laundry equipped 
with steam and electrical drive gave the following resulta ; 
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Coxe Costs (three separate weeks’ running on each). 


Steam drive. Electrical drive, 
£5 1 0 £4 5 9 
5 4 2 4 4 6 
5 10 3 4 5 9 
415 15 5 | £12 16 0 

Balance applicable to 
electrical energy ... 219 5 
£15 15 5 £15 15 5 
B. T. U. s consumed (three weeks) 729 

729 units at 598. 5d. .. 97d. per unit. 


Coke priced at 24s. 6d. per ton. 
Average H. p., 7; maximum Н.Р, 11:5. 


The equipment of the laundry was as follows :— 


1 Washer, 250 pieces. 108-in. Crabtree ironer. 


1 Washer, 80 pieces. 1 Box mangle. 

1 Collar starcher, 500 collars. 1 Collar machine. 

1 26-in. hydro. (overdriven). 1 Blower. 

1 do. (underdriven). 1 Neckband machine. 


92-in. Decundun. 1 Goffering machine, 


Епріпе. —10-н.р. nominal Davey-Paxman locomotive type, 
non-condensing. 
Motors.— Опе 10-н.р. and one 5-H.P. 


The price for fuel is in this case extremely high, but a 
fair average figure would be, вау, 17s. 6d. This would 
reduce the competitive price from ‘97d. per unit, to, say, 
"7d. per unit. | 

In the laundry in question the motor drove through the 
game countershafting as the engine—a point distinctly in 
favour of the same, while the absence of all steam-piping 
(so often an unavoidable feature of steam power in laundries) 


is again in its favour. Where long runs of steam-piping are 


rendered necessary (a8 is often the case), the position is 
rendered stronger, and under exceptional circumstances 
1:5d. to 1:751, would represent a fair competitive figure. 

In spite of the obvious disadvantages in the case given, 
and assuming a reasonable price for fuel, we are only reduced 
to the not unremunerative figure of 7d. per unit; but, 
weighing up the general question from the figures here 
given, there is no doubt that with energy at 75d. to Id. per 
unit a very strong competitive scheme lies in the hands of 
the electrical engineer ; and, taking into account the steady 
nature of the day load to be obtained, this figure cannot be 
ignored ав unremunerative. In many cases, where long runs 
of steim-piping may be necessary, with their attendant 
losses, & higher competitive figure would hold good, but each 
case must be treated on its individual merits. Nufficient has 
been said to show that under normal conditions the steam 
laundry presents itself as a remunerative investment for the 
energies of the power canvasser, to whom it is hoped the 
figures here given may be of assistance. 


pe E 


NOTES ON SOME LIGHTNING DISCHARGES. 
By F. FERNIE. 


DaMAcGE by lightning on underground and overhead dis- 
tribution systems is not common in Great Britain, but 
several instances have come under the writer's notice. One 
case happened in mid-winter. It was a very wet morning 
with a south-west wind. The barometer dropped two-tenths 
in three hours, and at about a quarter to one, the sky suddenly 
became exceedingly dark and threatening, and the wind 
changed to N. W. by W. At five minutes to one (b. u.) 
there was a vivid flash of lightning, followed immediately 
by a very heavy peal of thunder. А very violent series 
of squalls ensued, which upset a cab, and in which it was 
nearly impossible to walk, several ladies being blown down. 
live minutes after the first flash, a second flash of lightning 
took place, but the report of the thunder was heard some 
time later. 

The storm cleared away almost as suddenly as it had 
arrived. Many telephone wires were fused, and people using 
their instruments were stated to have received shocks. The 


fire alarm indicators in the fire station all dropped, and 
telephone bells rang all over the town. The electric light 
consumers were affected chiefly in one district, and in about 
the centre of this district a lightning conductor on a church 
was sup to have carried a considerable charge 
to earth. The feeders supplying this district are partly 
bare copper strip supported on insulators in a culvert. 

A number of consumers’ main and sub-fuses were melted 
at the time of the first discharge. Most of them had lights 
on at the time owing tothe darkness. A flash was supposed 
to have been seen in the generating station, round the 
resistance connecting the third wire to earth. The 
lighting system is a three-wire one, with earthed third wire 
at the station. Several plate glass windows in the district 
were smashed. 

The fuses melted were, in every case, those on the outer 
mains. About half were positive and half negative, and in 
two or three cases where three wires were led into a building 
both fuses on the outer mains were gone. The church with 


the lightning conductor was fairly in the centre of the affected 


area. The conductor was torn down, some rafters were 
damaged, and some lead sheeting on the roof was blistered. 
In the church both lighting main fuses, and between 20 and 
30 sub-fuses, were melted. The insulation resistance, after 
the fuses were replaced, amounted to some meghoms. 

It is curions that in those pluces near the centre of the 
district where fuses were melted, the insulation resistance, 
tested afterwards, was quite good, amounting to 10 or 15 
megohms in some places. On the other hand, the three or 
four places, where fuses were melted on the outskirts of the 
district, were found afterwards to have “earths” on their 
circuits. No lamps appear: to have been broken; one 
consumer reported that all lamps went out, but lit up 
again. Perhaps a bad contact accounted for this. | 

The following was suggested ав a possible explanation. 
The charge on the cloud induced a heavy charge on the 
earth immediately beneath it. This charge on the earth, in 
turn, induced a charge on the electric lighting conductors, 
which would thus be of the same sign as that of the cloud, 
and opposite to that of the earth. 

Both these induced charges were “bound,” until the 
cloud discharged to earth through the lightning conductor. 
Immediately this happened the charge on the conductors 
became free and started to expand in every direction, a8 
a surging current, following every branch of the network, 
and charging every wire connected to it. Those buildings 


. near the beginning of the surge, which had most lights on 


at the time, would be most affected, because they had the 
biggest capacity of wire connected. 

As the wave travelled further away from its starting 
point, it would get less and less, and on a very large network 
gradually die away. Places having earths on the circuit, 
somewhat away from the centre of the disturbance, would 
attract more current than those whose insulation was sound. 
Perhaps there was a very heavy charge on the wires, but ata 
comparatively low potential. A very high potential 
difference from earth must have punctured the insulation 
in many consumers’ premises. 

It is, of course, possible that this did really happen, and 
that the insulation sealed itself up again after the dis- 
charge passed. That no third wire fuses were melted, may 
be because the earth connection immediately relieved the 
pressure on the third wire. 

That high potentials did arise in places, is shown by the 
fact that at the end of a branch feeder which happened to 
be disconnected from the network, the current jum 
across 2 in. of paper insulation covered by wax and a rubber 
sleeve, on to the lead sheathing of the cable. The current 
wave coming to a dead end would be deflected back, and the 
deflected waves superposed on each other would“ pile up. 
to a high potential. Nearly all the mains composing this 
network are single cables, 

Another case reported to the writer occurred during 8 
heavy thunderstorm and pelting rain. A house Dear the 
street was struck, and the masonry considerably damaged ; 
the discharge appeared to branch off from the house, to pass 
along a stone wall bounding the street, to leave the wall by 
the branch of a tree overhanging the footpath (the branch 
was completely withered), and to jump from the tree to of 
through a manhole cover on a feeder culvert, and hence o" 
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to the bare copper strip third wire, which was supported on 
insulators.and earthed at the generating station. The 
inside of the manhole cover (а cast-iron frame filled up with 
concrete) was covered with beads of copper. The copper 
strip itself was completely and cleanly severed, the ends 
appearing to consist of carbon, entirely different from any 
fused ends caused by ordinary short-circuits. А jointer 
working оп the third wire of the same network some 2 miles 
away received a severe shock. 

Other things that happened are difficult to disentangle, 
owing to the copper strip buckling up in all directions and 
getting across the two outer strips. This would appear to 
have been a direct discharge from a cloud, via the copper 
strip to earth. The top of the wall was very wet, but the 
foundation was dry. The branch of the tree was about 5 ft. 
above the manbole cover. 

Another case, coming directly under the writer's notice, 
occurred on an overhead traction system. A car during a 
thunderstorm, and about 14 miles from the generating 
station, had its trolley pole violently knocked off the trolley 
wire, and, at the same time, in the generating station the 
single multipolar continuous-current machine that was 
running appeared to have a ring of vivid blue flame around 
Ив commutator. The whole engine room was lit up with a 
blue light, which probably came from the lightning arrester 
behind the switchboard, which was completely destroyed. 
This arrester was of the horn type. The ring of flame 
round the commutator lasted quite a perceptible time—per- 
haps half a minute. The writer thinks this was caused by 
an induced charge on the trolley wire. Perhaps the machine 
current followed the discharge over the arrester. 

In a letter to the ELECTRICAL REVIEW some months ago, 
Mr. A. H. Shaw gave an account of a lightning discharge at 
Ilford. This is a three-wire system with earthed neutral, the 


mains being laid solid. During a heavy thunderstorm, two 


adjoining houses were struck, and in addition to pipes and 
taps being damaged, the electrical fittings were torn down. 
At the same time a bad fault developed on the mains, and it 
was found that near the two houses struck, house service boxes 
were burnt out and a length of distributor was destroyed. 
Another fault occurred on the mains 1,200 yd. away, and at 
two other places, distant 900 and 1,000 yd. respectively, 
the fittings were fused and torn down. None of these fittings 
were switched on at the time. The main fuses were destroyed 


in only one case. 


by a direct discharge. 
Another case reported in the ELECTRICAL REVIEW was of 


one fuse on a three-wire service being melted, a neighbouring 
grocer having a large stock of matches set on fire at the 
kame time. Another consumer had both main fuses (outers) 


melted on the same network. 


COAL-CUTTING MACHINERY. 


By ALLAN R. CONNAL, A.M.LE.E. 


Ovi within the last half century has any serious 


attempt has been made towards the increase of the world’s 
coal output by the utilisation of mechanical ** Colliers,” and 
nearly three decades of that period passed before electricity 
Was pressed into the service. | 

In the year 1889 an electrically-driven coal-cutter was 
exhibited at the Paris Exposition, by an American company, 
and was awarded a gold medal. This machine was of the 

Pick“ type, and, although it aroused considerable attention 
at the time, it probably served very little purpose beyond 
КҮШ a hint to engineers and colliery managers as to the 
lines on which experiments in this class of machinery should 
proceed, 

During the next ten years the efforts of inventors in 
this country, in the field’ of compressed air and electricity 
alike, met with varying fortunes, most of the time being 
spent in costly experiments ; the majority of the machines 


This would appear to have been caused 


then in use were regarded by the miners as highly dangerous 
to life, unsatisfactory to handle, and likely to prove 
serious rivala and an important factor in the general 
reduction of prices obtainable for ** hand-holing." 

America really led the way in the design and manufac- 
ture of coal-cutters, and the nature of her coalfields 
rendered it possible to successfully operate a very much 
simpler and less expensive machine than the severe condi- 
tions to be met in this country would permit of. Many 
American collieries are drifts,” and the seams are not 
except in very rare instances—nearly so faulty as in Great 
Britain. 

The result of American enterprise, coupled with many 
natural advantages of the country, soon made it apparent 
that ** machine-holing " had come to stay in the States, and 
in the year 1900, when Great Britain could only boast of 
about 300 coal-cutters all told, more than 10 times that 
number were in use in America. 

In 1898 a “ Hurd” bar machine cut 75 ft. in an hour, 
with an under-cnt of 42 in. and a few months later an 
American chain cutter successfully negotiated 80 ft. in one 
hour, under-cutting 46 in. The conditions were certainly 
not quite the same, and the quality of the material 
to be cut varied considerably, but both machines were 
electrically-driven. 

Seven years ago the proportion of machines driven by 
compressed air to those operated by electricity was as 4°6 
to 1, but during recent years the electric coal-cutter has 
been gradually drawing abreast of its rival, and, at the 


time of writing, the figures are more like 1°5 to 1 for this 


country, although in no class of coal-cutter have we yet 
approached the results obtained by our cousins. 

There are at present over 5,000 coal-cutting machines in 
use in the United States, against about 1,200 only over 
here—figures which do not bear any relation to the output 
of coal from the two countries—and it has been suggested 
that there is some important reason for the poor progress of 
the machine in Great Britain. 

We do not know much of the American colliery-owner 
and his methods, beyond the fact that in quite a number of 
mines the cost per ton of coal delivered at the pit-mouth is 
very much lower than some of onr largest collieries are paying ; 
but we do know something of the British coal-owner. We 
know, amongst other things, that, as a class, he is very con- 
servative, that the plant in use at quite important collieries 
is the same that his father, and perhaps his grandfather, 
used before him, and that only minor repairs are sanctioned 
until a really serious breakdown occurs. On the other 
hand, coal-cutting'plant is costly and shareholders are hard to 
please, while the regulations applying to mines are stringent 
and expensive to comply with, and will not be made less 
expensive if the Eight-hour Bill becomes law. | 

Another, and perhaps the most important, factor in the 
case, is the attitude of the miners, and, as the reputation of 
a cutter often lies in the hands of the men, and it has no other 
advocate to plead its cause if condemned by the operator, the 
hostility shown by a very large section of the miners is a 
force to be seriously reckoned with. This is common ground 
for all manufacturers of coal-cutting machinery, for no real 
advance can be made until the miners are taught to look 
upon the coal-cutter as an auxiliary and ally rather than a 
rival: asthe working partner doing the arduous work of 
“ holing,” and: leaving the human miner free to deal with 
the coal after the fall, instead of as a dangerous and 
ооо competitor, destined to “ oust the man from 

is job. 

That the cutter can have any permanent effect on wages 
is an absurd contention ; the only difference can be in the 
output, which would, of course, go up, thus providing 
work for many more men on the top, and in the screening 
plant, than it could ever displace below. — 

Electrice coal-cutters, despite their bulk, are very delicate 
pieces of machinery, and even with fair treatment they re- 
quire pampering a little; but stow them away a few hundred 
yards below ground, with attendants who do not understand 
them, do not want to, and are already prejudiced against 
them, and you would be more than human if you expected 
favourable results. 

Compressed air is a very useful power for coal-cutters, and 
there is the advantage that the exhaust helps the ventilation 
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to some extent, but the efficiency is very low, and if pipes 
are not of ample size,a drop in pressure results, all the 
machines in the pit are affected, and the output cannot be 
maintained. Electrical machinesare slightly more complicated, 
are more expensive to install, and may be more costly in up- 
keep, but the efficiency soon repays the. extra cost, and the 
running costs also show up very advantageously. 

It is sometimes argued that many British mines are во 
small that they cannot successfully work more than one or 
two cutters, and that for such a mine the outlay of £900 or 
£1,000 per machine, including generating machinery, 
would be prohibitive. at least to all but the wealthiest 
collieries, whose proprietors insist upon being up-to-date at 
any cost. There is, of course, a certain amount of truth in 
that argument, but there are mechanical coal-cutters manu- 
factured in this country which are small enough for any mine 
in which there is a reasonable possibility of reducing costs 
by their use. 

A number of accidents have occurred in recent years— 
some of them, unfortunately, fatal—which have been 
directly due to the use of coal-cutters, and in this respect 
the electrically-driven machine has been proved to be the 
principal offender ; but happily these accidents are becoming 
more rare in proportion to the number of machines in use, 
and where they do occur it is usually found that the wilful 
neglect or ignorance of the operator has been a strong con- 
tributory cause. 

Coal-cutting machinery is being made with much greater 
care now than ever before, and the necessity for good 
insulating material is thoroughly realised by the best 
makers. | | 

There are at present on the British market about a dozen 
different types of coal-cutting machines, manufactured in this 
country, in addition to three of American make; our 
coalfields are of such a varied nature that nearly every type 
of machine is found to be working satisfactorily in at least 
one pit, and many of them are suitable for quite a range of 
seams. 

In the writer's opinion, the cutter of the future is the 
„Chain“ type, reversible, with gas-tight motor and tilting 
cutter arm, which will allow of cutting above or below 
pyrites or other impurities ; but there is undoubtedly still a 
large field for the “ Disk” type—which is somewhat more 
economical—and, to a lesser degree, for the Bar" 
machine. 

The main purpose of this article is to induce manu- 
facturers to look into the whole question of coal-cutting 
plant, and to ask themselves the question, “ Is my electric 
coal-cutter in such a state of perfection that I can confidently 
recommend it as my leading line? 

' It is thought by many that the next few years will see a 
mild * boom " in mechanical coal-cutters, especially if the new 
Bill passes and the Labour party attempt to introduce legis- 
lation to further handicap the colliery-owners.  . 

». Coal-cutters are not turned out quickly or in large 
quantities, and it behoves the manufacturer to have his 
house in order. - 


The Proposed Electricity Tax in Germany.—The 
scheme for the imposition of & tax on electricity, to which refer- 
ence has previously been made in this journal, has already aroused 
a large amount of opposition in that country, although the exact 
proposals of the Government have not yet been announced. It is, 
however, understood that the tax will apply both to the use of 
electric light and power, and to gas for lighting purposes. One 
statement is to the effect that the tax will amount toa 1d. per cubic 
metre of illuminating gas and to zd. per kilowatt-hour for electrical 
energy, these implying the levying of an impost ranging from 10 to 
15 per cent. according to the present prices charged. It is 
calculated on this basisthat the taxes would yield an annual revenue 
of from £1,750,000 to £2,000,000. Negotiations on the subject are 
proceeding between the Governments of the various States, and on 
their completion the Federal Council will announce what is actually 
proposed. In the meantime Bavaria and Baden, which contemplate 
the utilisation of water power in connection with the working of 
projected electric railways, appear to be opposed to the scheme 
and local authorities in other States are protesting against the 
imposition of a tax which would diminish their annual income 
from the ownership of electric supply works, and which would, it 
is contended, place obstacles in the way of industrial development. 


ELECTRICAL CASES: OF THE LEGAL YEAR. 
[FROM OUR LEGAL CONTRIBUTOR. | 


Now that the Courts are up for the long vacation, the 
columns of this Journal which are usually devoted to the 
reporta of cases will stand empty for a time ; at any rate, we 
shall have no more decisions of the High Court to record 


until October. 


In these circumstances it may be interesting to review and 
summarise a few of the more important cases which have 
been noted by us during the last 12 months. 

Railway companies which are injured by the competition 
of tramway companies are not always disposed to facilitate the 
erection of overhead trolley wires. In one case (Rhondda 
Tramways Co. v. Taff Vale Railway Co., 24 T.L.R. 213) the 
railway company sought to prevent the tramway company from 
entering upon their land to alter certain telegraph wires. It 
waa held, however, by the Court of Appeal, that Sec. 30 of 
the Tramways Act, 1870, enables a tramway company, which 
works its tramways by electrical power on the overhead trolley 
system, to enter upon the land of a railway company where 
the tramway crosses the railway line by a bridge, and alter the 
position of the railway company’s telegraph wires во as to 
enable the tramway company to comply with the Board of 
Trade regulations, made under the special Act, that the 
tramway wire must be 21 ft. above the surface of the road, 
and must have a protecting wire 2 ft. above the power wire 
where the tramway crosses the railway bridge. | 

Cases of nuisance caused by the generation of electricity 
have not been frequent during the past session. In the one 
reported case, the plaintiffs’ efforts were not attended with 
success. The works in question were in Brighton. In an 
action by the incumbent and trustees of a church for an 
injunction to restrain the Corporation from so using the 
machinery in their electrical generating and transforming 
station, which was erected close to the plaintiffs’ church, ва 
to cause nuisance and annoyance to the plaintiffs and to 
those using the church and the school buildings adjoining, 
the Court came to the conclusion upon the evidence that the 
plaintiffs had not made out that a sufficient serious annoyance 
had been caused so as to amount to a nuisance, and refused 
an injunction. (Heath v. Mayor, &c., of Brighton, Joyce, 
J., 24 T.L.R. 414.) 

Perhaps the most important case of the legal year was 
that of Bourne v. Mayor of Marylebone (24 T. L. R. 613), 
where the force and validity of a contract between a Con- 
sumer and a supply authority were considered. 

By virtue of а provisional order duly confirmed by 
statute, the defendant Corporation were constituted the 
electric light authority for Marylebone, and were empowe 
to provide, sell, let for. hire, alter, repair, &c., fittings for 4 
lighting and motive power, and were also authorised to enter 
into and carry into effect contracts for such purposes. 
they made default in supplying energy to any owner or 
occupier of premises to whom they might be or were 
required to supply energy, they were to be liable to a penalty 
for each day on which any such default occurred. By 8 
contract, partly verbal and partly in writing, made between 
the plaintiffs and the defendants, the latter agreed to supply 
the plaintiffs’ premises with electric light at a voltage of 
240 by the first week of September, 1905, and, on breach of 
that contract by the defendants, they agreed to supply the 
plaintiffs with electric light at a voltage of 200 within two 
days of September 1th. Relying on the defendants 
carrying out their contract to supply the 240-volt current by 
the first week in September, the plaintiffs made an installation 
suitable for that current; and on breach by the defendants 
of the first contract, the plaintiffs, at the defendants’ request, 
altered the installation to make it suitable for a voltage of 
200, but the current was not supplied till October 3rd, 
whereby the plaintiffs suffered damage. In an action for 
breach of contract, the jury found that it, was necessary bal 
contracts such as had been entered into with the plaintifis 
should be made to carry into effect the purposes of the 
defendants as suppliers of electric light. Mr. Justice 
Ridley held :—(1) That the contracts were binding on the 
defendants, although not made under seal; (2) that they 
were not ul(ra wires of the defendants ; and (8) that 88 the 
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action was founded on a breach of contract and not on a 
breach of a statutory obligation, the defendants were liable 
in damages and not to the statutory penalty; but the Court 
of Appeal revising this decision, held that there was no 
evidence to go to the jury of any contract by the defendant 
Corporation with the plaintiffs as to the supply at a 
particular date of electric light to the plaintiffs’ premises, 
nor any evidence of any authority in the officers of the 
Corporation to make any such contract. 
The eternal question whether a street box is a structure,“ 
and as such liable to inspection under the London Building 
Act, has also been considered. E 

The appellants, who supplied electric light and power to 
a London district under statutory powers, constructed 
beneath the footway of a public street a chamber through 
which the conduit pipes containing their electric cables 
passed. The chamber was square in shape, and had a con- 
crete foundation or floor with brick walls, and had,an iron 
and concrete lid. The chamber was used for repairing and 
renewing the cables, and measured internally 27 in. in 
length and width and 30 in. in depth from the level of the 
surface of the footway. The appellants before constructing 
the chamber served notices, as required by their special Act, 
on the Postmaster-General, the local authority, and the 
London County Council Upon a summons charging the 
appellants with having begun the work before serving a 
notice on the district surveyor, as required by Sec. 145 of 
the London Building Act, 1894, the magistrate convicted 
them. He held that the chamber was a “ structure " within 
the meaning of Sec. 145; and that the notice required by 
that section ought to have been served, notwithstanding 
that notices were also required by the special Act to be 
served on the local authority and the County Conncil. 


(County of London Electric Supply Co. v. Perkins, 24 


T.L.R. 327.) 
_ In the domain of rating law, there have been no decisions 


ш connection with the rating of a generating station. 
Bat there is an important case which lays it down that the 
proprietors of a light railway are in a much more favourable 
condition on the question of rating than are the proprietors 
of an electric tramway. The House of Lords has decided 
that a light railway, which is authorised by an order under 
the Light Railways Act, 1896, to be laid in the public 
streets, and which is not distinguishable in other respects 
from an ordinary electric tramway, is assessable to the 
general district rate as land **used only as a railway con- 
structed under the powers of any Act of Parliament for 
public conveyance” within the meaning of Sec. 211, Sub- 
Sec. 1 (5) of the Public Health Act, 1875, in the propor- 
tion of one-fourth part only of the net, annual value thereof. 
" Used only as a railway " refers to a user by the occupier 
who is to be rated. (Wakefield Corporation v. Wakefield , 
and District Light Railways Co., 24 T.L.R. 603.) 

Certain important provisions of the Telegraph Act, 1863, 
have also come before the Court for consideration. A tele- 
phone company, under a licence from the Postmaster- 
General, which gave them the right to do certain works 
“other than works under, in, upon, over, along, or across 
any railway or canal," carried a telephone cable, with the 
consent of a railway company and upon payment to them of 
£30 a year, under the surface of the footpath of the road of 
a bridge which crossed over the railway. The road was 
vested in and repairable by the local authority. The tele- 
phone company subsequently repudiated the agreement upon 
the ground that the consent of the railway company was not 
required. It was held that the cable was carried “ over or 
across ” the railway, and that the telephone company were not 
entitled so to carry it without the consent of the railway com- 
pany and upon payment of £30 a year. (South-Eastern 


Railway Oo. and South-Eastern and Chatham Railway 


Companies’ Managing Committee v. National Telephone 
Co., 24 T. L. R. 579.) 

In another case the Court of Appeal laid down certain 
principles of great importance to owners of private telephones. 
It was decided by the Court of Appeal that a telepbone 
which connects two businesses belonging to different persons, 
and which is owned by one of them, and is maintained for 

private use, though he may permit it to be used for the 
transmission by others of messages, provided that no charge 
18 made for the transmission, collection, receipt, or delivery 


“supposing the servant is wrongfully dismissed ? 


thereof, comes within the exemption in Sec. 5 of the Tele- 
graph Act, 1869, from the monopoly of the Postmaster- 
General. Wires which tonnected boxes placed in the public 
streets with fire stations belonging to the local authority, so 
as to enable fire alarms to be given by ringing an electric 
bell, but to which no telephone was attached, were held to be 
within the exemption in Sec. 5. (His Majesty's Postmaster- 
General v. National Telephone Co., 24 T.L.R. 665.) 

One other case relating to telegraphs remains to be noticed, 
though it approaches the subject from a different point of 
view. 

In Curtice v. London City and Midland Bank (24 T.L.R. 
176), a question arose as to whether a bank is bound to 
accept and act upon a telegram sent to countermand a cheque. 
In the case in question, à man who had given a cheque sent 
a wire to his bankers to stop payment. The wire arrived 
after banking hours, and was placed in the letter box where 
it remained until the following morning. When clearing 
the letter box a clerk left the telegram behind by mistake, 


with the result that the cheque was honoured. The customer 


sued the bank for the amount. It was held that the bank 
was not liable ; for although a banker may reasonably and 
in the ordinary course act on a telegram, he is not bound in 
law to accept an unauthenticated telegram as sufficient 
authority for refusing to pay a cheque. | 

Of cases which do not directly relate to electricity, those 
which concern the law of master and servant are possibly of 
the greatest interest to our readers. Workmen's compensa- 
tion cases are sufficiently well reported in the papers to need 
no special mention in this place ; but there are others relating 
to wrongful dismissal which merit a few words of attention. 

‚ We have often commented upon what is known as the 
“ restrictive covenant" in contracts of service, By the 
insertion of such a covenant, an employer can prevent a man 
who leaves his service from setting up in opposition. But 

Does the 
employé lose his rights ? This point was considered in the 
case of General Dill Posting Co. v. Atkinson (24 T.L.R. 
289). The defendant was employed by the plaintiff com- 
pany as their manager and secretary, under an agreement 
which provided that he should hold office subject to termina- 
tion at 12 months’ notice in writing given by either party, 
and that he should not, whilst in the engagement or within 
two years after his engagement with the company terminated, 
commence the same or a similar business or accept a situation 
as manager or assistant, to any person or company in asimilar 
business to the plaintiff company within a radius of 50 miles 
from the registered office of the company unless he received 
written permission to do so. The defendant was dismissed 
without notice, and brought an action for wrongful dismissal 
in which he recovered judgment. Within two years after 
his dismissal, he commenced to carry on a business similar 
to that of the plaintiffs within the prescribed distance of 
50 miles. The plaintiffs then brought an action against the 
defendant upon the stipulation in the agreement not to carry 
on a similar business, It was held, that as the plaintiffs, by 
wrongfully dismissing the defendant, had repudiated the con- 
tract of employment, and that repudiation had been accepted by 
the defendant, the contract was completely determined, and 
the plaintiffs could not sue upon the stipulation in the 
contract. 

One of the grounds on which a restrictive covenant may 
be attacked is that it is unreasonable. Another case shows 
what meaning the Courts will attach to this word. A clerk 
to a firm of solicitors covenanted that, if his engagement 
should be terminated, he would not “act for any person who 
is, or has within the previous five years been, a client of the 
firm.” It was held, that the covenant referred to persons who 
should be clients of the firm at the time when the clerk’s 
engagement terminated, or within five years before that time, 
and that it was not wider than was reasonably necessary for 
the protection of the firm's practice (Lewis & Lewis v. 
Durnford, 24 T.L.R. 64). 

The possibility of a man falling ill is a matter seldom 
taken into account when an agreement of service is drawn 
up. The following case serves as an illustration of the way 


in which an employer may be affected in case of illness. By - 


an agreement made in August, 1903, the defendants agreed 
to employ the plaintiff for a period of five years as their 
works manager. The agreement contained no provision 
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enabling the defendants to terminate the agreement before 
the end of the five years. Towards the end of 1905 the plain- 
tiff became il], and was absent from work from time to time. 
In January, 1906, his illness became more serious, and 
shortly afterwards he was medically examined, and was told 
that he must have complete rest for a considerable time and 
undergo special treatment. It did not appear from the 
certificate of the doctor given at the time that the plaintiff 
would never be able to resume his work. As, by reason of 
his ill-health, the plaintiff continued to be absent from work, 
the defendants gave him notice in April, 1906, terminating 
the agreement, and they appointed one of their staff to act 
as works manager. By the middle of May, 1906, the plain- 
tiff recovered and was fit for work. In an action by him for 
damages for breach of contract, J. Channell held that he 
was entitled to recover, inasmuch as the circumstances were 
not such as to justify the defendants in thinking that the 
plaintiff would newer be able to perform a substantial part of 
the unexpired period of the agreement. It was held that, as 


the learned Judge had applied the true test—namely, whether 


the illness was such as to put an end in a business sense to 


the engagement and to frustrate the object of the engagement. 


—and having found as a fact that it did not, the Court would 
not interfere. (Storey v. Fulham Steel Works Co., 24 
T. L. R. 89.) 

In the case of a discharged traveller, it is sometimes 
necessary for an employer to warn his customers that the 
person discharged is no longer employed by him. This is 
quite legitimate. In Beswick v. Smith (24 T.L.R. 169), 
the plaintiff was employed as commercial traveller by 
the defendant, and the defendant signed and circulated 
among his customers cards in unfastened envelopes with these 
words upon them :—“ Н. Beswick is no longer in our employ. 
Please give him no order or pay him any money on our 
account.” In an action for libel the jury found that the 
words were libellous, and that the defendant acted maliciously 
in circulating them. It was held that the words were not 


capable of a defamatory meaning, and that the defendant 
was entitled to judgment. 


TRAFFIC EXPEDIENTS AT BROOKLYN 
BRIDGE. 


By DUDLEY W. WALTON, New York. 


THE diagram shows the plan of the three-decked terminus at the 
New York end of Brooklyn Bridge, where some highly interesting 
electrical and engineering developments have taken place over a 
series of years, with a view of meeting the constantly increasing 
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The existing car lines were originally designed for horse traction, 
but were converted into an overhead electrical trolley system, 
which at the New York end passed at first around the four loops 
nearest to Park Row; the other four loops are of recent date. 
The eight loops together are quite insufßeient to meet the heavier 
traffic, for at present as many as 4,700 trolley cars cross the bridge 
every 24 hours. The average daily number of trolley cars between 
5 and 6 p.m. has beer increased from 236 to 310 since May, 1907. 

The incoming trolley cars pass over movable points to reach their 
respective loops, the points being operated by band; but the 
troley poles do not require attention when rounding a loop, 
because at about the point L, where the first loop is encountered, 
tbe overhead wire conductor ceases, merging into an overhead 
construction consisting of metal plates, about 20 in. wide, properly 
insulated, and guarded on their under edges, and the trolley head 
picks up the current by contact with these inverted channels. The 
channels over each loop merge into the main channel, and are 
sufficiently wide at the junctions to ensure that the pole will take 
the same direction as the car, as it follows the car around the 
bend. Similarly on the outgoing track at about the position indi- 
cated by the arrow, the overhead conducting channel narrows to a 
point, and throws the trolley on to the wire again. There isa 
supplementary overhead power wire across the bridge which is used 
if the power gives out on the ordinary conductor. There are no 
overhead movable points on any of the New York or Brooklyn lines, 
junctions and crossings being negotiated by means of overhead 
plate conductors; or the trolley pole is pulled down while turning 
& corner. 

COMBINED ELECTRIC AND CABLE TRACTION. 


With regard to the clevated traffic, the trains were originally 
propelled by small steam locomotives, but the heavier traffic on the 
bridge was handled by cable cars. A single cable, hauled by 
machinery at the Brooklyn end, and reversing its motion over а 
wheel at the {New York end, took care of the trains in both 
directions, the trains usually consisting of five cars each. It was 
soon found that the single cable was not powerful enough for the 
" rush-honr " traffic, and a second cable was put down, parallel with 
and a few inches from the first. But as the additional cable did 
not align with the longitudinal axis of the train, supplementary 
interlacing track rails were laid down on the eame sleepers, 
and alternate trains now run on the different tracks, being hauled 
by one or the other cable, so that each cable takes care of half 
the total load. The lines are named “white” and “red” 
respectively, from the colour of the car lights. These interlacing 
tracks are seen diverging from each other at the left of the 
diagram, and these pairs of double tracks, with their duplicated 
cables, run right across the bridge for about a mile to the 
Brooklyn station. This method nearly doubled the passenger 
capacity of the cable line, but in turn led to difficulties in operating 
the necessary movable-point switches diverging to the platforms. 
An ingenious expedient surmounted this difficulty, each set of 
tracks being laid so that the points at the Brooklyn end were 
abolished, each line serving its own platform exclusively, while at 
the New York end (as shown in the diagram), where the trains have 
to reverse their motion, each set of the interlacing incoming tracks 
runs to opposite sides of the first unloading platform, passing thence 
to the second set of platforms, and returning to the loading platform. 
The trains on their return journey pass. over movable point frogs 
marked r, which are automatically kept open for outgoing trains, 
and loading and unloading is facilitated by the use of the second 
and recently extended set of platforms for alternate trains 
according to need. | | 

When electrical developments made possible the use of electric 
power, a power rail was laid outside the train tracks, but instead of 
laying a third rail for each set of the interlacing metals across the 


SOUTH ROADWAY 


PLAN SHOWING THE ABBANGEMENT OF STREET AND ELEVATED TBACKS, AT THE New York TERMINUS OF THE BROOKLYN BRIDGE. 


traffic, which severely taxes the capacity of the bridge. The two 
sets of loops shown on the plan accommodate the electric trolley 
cars on the street level. Above these are ticket offices and gang- 
ways not shown on the drawing. The elevated interlacing tracks, 
with the loading and unloading platforms, are on the uppermost 
story, various old and new connecting stairways being indicated. 
The platforms now extend several yards farther across Park Row, 
but their exact ends, as well asadditional stairways, are not shown. 
At the other end of the plan is seen the beginning of the bridge 
approach, with its two outer carriage ways, the electric street car 
lines, the elevated electric and cable train tracks, with the 
passenger promenade between. All the incoming traffic comes 
along the northerly roads, and the outgoing traffic passes to the 
south. 


bridge, it was found that the power rail could be used for both sets 
of cars by laying the rail upside down, its broad base being 
sufficiently wide to make a good. electrical contact with the shoes 
of the cars travelling on either track. Thus a white train picks 
up current from the inner edge, and a “теа” train picks up curren 

from the outer edge of the same rail. Return currents transverse 
the tracks, which are suitably bonded, but not insulated from the 
metal work of the bridge. 

Until this year, the cable cars were run during the busy hours, 
all passengers being transferred to and from electric trains at the 
Brooklyn end of the bridge, where a new station was built uds 
the old one. It was necessary, however, to start the cable trains Оў 
means of electric power, the cables not being led into the station 
but while actually on the bridge they were run during busy time 
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by cables only, there being an economy of power due to the steadi- 
ness of the maximum load. The cables are not now used except 
fot emergency traffic, all trains using electric power, and pro- 
ceeding direct to their destinations. 

This series of engineering.improvements nas made it possible 
to run as many as 60 trains an hour in each direction in a space 
originally designed for two tracks only. As many as 63 
trains per hour have been run, some of the trains having a bead- 
way of only 43 secs. This combination of electric and cable power 
worked very well from the mechanical point of view, the cost of 
maintenance per car-mile being relatively small, and the risk 
of breakdowns due to the duplicated system being almost nil. 


TRR PuiLosoPHY or THE Loop. 


With the opening of the under-river subways to Brooklyn, in 
January, it was thcught that the traffic on the bri would 
decrease, bat this bas not bappened, partly because the complete 
Brooklyn subway system is not yet opened, and partly because 
people avoid the subways in warm weather. The entire traffic 
problem of the bridge arises from the fact that it is a terminus, 
forcing thousands of passengers to change cars for varions "up" 
and "down? town destinations. With the coming completion 
of the Manhattan eye-bar cable bridge, costly work is to be 
undertaken in order to тап a large proportion of the electric 
trains arriving at New York into a sabway, thence making loop 
connections with the Manhattan and Williamaburgh Bridges. АП 


the new traction work ia New York will follow the principle of the | 


loop, to avoid the reversing of trains, and the wholesale discharge 
of passengers. 

Pending this work, a massive but temporary platform has been 
built across Park Row, allowing passengers to sort themselves out 
on to various platforms according to destination, and the cable 


. service is no longer used, all trains running through to Brooklyn 


suburbs, The local three-cent bridge service has also been 


“abolished as far as the elevated line is concerned, and all pas- 


sengers who merely wish to cross the bridge, travel in trolley care 
set apart for this purpose, an idea borrowed from the successful 
service over Williamsburgh Bridge. By this means the express 
electric train service to distant suburbs is now being improved. 
The number of cars per train has been increased to six. Altogether 


20, 000 additional train seats are now available in the morning, and 


25,000 in the evening "rush" hour, The available daily average of 
seats in the trolley care has been increased by 12,000. As between 
September, 1907, and March, 1908, there nas been a notable reduc- 
tion in the recorded delays, from 1,060 minutes per month to 
385 minutes, Additional trolley tracks are being laid at the 
Brooklyn end of the bridge and a new terminal building is planned 
for the New York end, to cost £600,000 or more. This building 
will sort out the entire bridge traffic on three separate floors, with 
separate stairways from the ground level to each car or train, and 
also provide the utmost facilities for transfer to and from the 
general subway and elevated systems of New York proper. 

The company is compelled by its charter to run a service of cars 
all night. Twice a year either the train service or the trolley 
service is entirely suspended during five or six nights to 
enable the track to be repaired. The trolley tracks 
Wear out very quickly, especially on the loops, owing to the 
enormous traffic. The minimum headway allowed on the 


bridge for the trolley cars is 100 ft., which in practice allows the 


running of six or seven cars per minute. Tolls are levied on each 
trolley car, their journeys being automatically registered in 
duplicate by electro-mechanical catches fixed on the power wire at 
the Brooklyn end. 

The bridge structure itself is about 24 years old, and in the 
Opinion of competent engineers is practically worn out. Its 
theoretical factor of safety has been continually encroached upon 
of late years, and there are times of the day when its overload 
capacity is fully utilised. | 


m ————À 
RUBBER INSULATION.* 


PREPARATION OF MATEBIAL. 


TEE preparation of material for insulation of electric wire requires 
more care than is usually found necessary in other departments of 
the rubber business, A number of wild gums, gathered in widely 
separated districts over the earth, some plantation rubber and many 
patented compounds, form the base of much of the insnlation at 
de used. Standing at the head of the list is fine Para," the 
uth American rubber, the acknowledged king of all gums. It is, 
perhaps, Open to question whether Para is essential to the best 
insulation, but its quality is so generally superior to other kinds of 
шр that it forms the basis of specitications for producing the 
at insulation, In its crude form it reaches the great markets of 
us world in superior condition. It takes the shape of hams or large 
lecuits, which are solid, relatively clean, and easily bandled. 
Dy another grade of rubber, however, comes to market in more 
i less sticky and excessively dirty masses, from which nothing 
ort of a glittering imagination and untiring industry could prcduce 
anything of value to man. 
al e first step in the civilising of crude rubber is a bath. It is 
] ong beth, in very hot water, which softens the gam and 
ens the dirt. It is eventually placed upcn the washing 
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machines, where the biscuits are torn apart and crushed between 
steel rollers and worked through them repeatedly under a stream 
of hot or cold water until, in place of the black, ill-smelling, evil- 


looking mass from the tropical forests, there is a large sheet of 


perfectly clean rubber. "— 
Still more curious, perbaps, are the colc urs which disclose them- 


selves'after the bath and the scrub. The fine Para, if it has been in 
store for a year or more, will show a dark, smooth grey. If it has 
been from the sap for only six months, it may be as yellow as old 
cream or a rich chocolate brown. Plantation rubber may be flesb- 


coloured; Lopori, from Africa, dark grey flecked with white; 


Accra, from the Gold Coast of Africa, light grey, and so on. Up to 
this time, there has been a picturesque side to the rnbber pictufe, 
but it closes with the introduction cf the gum to the dry room or 
vacuum dryer. There it soon loses all moisture, and incidentally 
most of its colour. In this dry state it is ready for the second of 
the great changes through which it must pass before becoming of 
real use to man. In the factory it is called breaking down,” and 
consists of working between hot rollers unti] the primeval strength 
is modified to the degree that will permit of ita being used in 
manufacturing insulation. | 
Para rubber is the most intractable of the gums, requiring five 
or more hours to break down” properly. Other gums require 
much less time, from one to three hours being adequate. Sufficient 
breaking down is absolnt.ly essential to the use of fine Para in that 


" 


form of insulation that is applied to wire hy means of the tubing 


machine. Here the compounded material ccntaining a certain 
percentage of rubber must be forced through the confining space of 
the machine worm into its head and out of a relatively small 
orifice corresponding to the outside diameter of the insulation 
required. If the compound is not sufficiently soft it will come 
upon the wire in corrugations in place of a perfectly smooth surface, 
or it will leave gaps through which the wire can be seen, or it will 
be so slow in coming from the machine as to become semi-cured 
and, therefore, unsuitable for a workmanlike resu!t. 

Another essential in insulation is absence of moisture. Moisture 
is the bugbear of the rubber compounder. Many ingredients used 
in the preparation of insulation have an affinity for water which if 
not thoroughly dissipated in the dry rooms or npon the mixing 


. milla will probably be bronght into eviderce during vulcanisation, 


appearing іп the form of blisters, or pits, or sponginess, any one of 
which will destroy the value of the cover as an insulator. 

Avy crude rubber that has passed through a vacuum dryer or 
hung 30 days in a dry room heated to 90° F., should be fine 
and fit in componnde. But rubber must be more than dry; 
it must be clean. The best grades contain some dirt and sand ; 
the cheaper grades are loaded with it. The writer saw a portion of 
a well-known rubber that contained 763 per cent. of waste material. 
A mass of sand, bark and dirt had been pressed into the form of a 
ball and cleverly covered by a thin skin cf rubber. This is an 
extreme case. However, the rubber manufacturer expects a 
sbrinkage loss ranging from 15 to 20 per cent. in fine Para to from 
40 to 60 per cent. in the cheaper gums. This ie, a: а matter of fact, 
not all dirt, sand, bark, &c, bat moisture as well, for which the 
manufacturer mutt pay when he buys in the market. The most 
exacting care, therefore, cannot, with reason, be expected to 
eliminate all sand from rabber. This is a matter of indifference in 
manufacture of most mechanical goods, but in insulution-one grain 
of fine rand may destroy the work of hours turned. cut by a tubing 
machine, Thesand may lodge in the die, that part of the machine 
from which the insulation material issues as it is applied upon the 
wire, and which not only controls the size and thickness of the 
insulation coat, but holds the wire in the centre. The sand particle 
is likely to do one of two things: throw the insulation out of centre 
or eplit it longitudinally. Owing to the bigh speed with which 
these machines run on common sizes of wire, many hundreds 
or thousands of feet may be covered before the im- 
perfection is discovered. The imperfection means loss in 


time and quantity, as the machine is stopped, the particle of 


sand removed, and in orders calling for specific lengths of perfect 
iusulation, the entire output is discarded and the wire stripped. 
Hence it follows that preparation of insulating material in the mill 
and compounding rooms calls for something more than the careful 
cleaning and drying of rubber. 

Al] rabber before incorporation in a compound should be ground.“ 
To grind rubber, the mill rolls are set кб closely together that the 
gum is drawn from between them in the form of а thin, semi- 
transparent sheet. In this operation it is possible to crush large 
particles of sand or other material, or upon discovery, remove them. 
Tais is one of the items of care that paye. 

All of the manufacturer’s troubles are not attributable to rubber 
alone, for dirt and moisture are to be found in all of the materials 
used in conjunction with rubber in the compounding of insulation 
material. To checkmate this additional cause for anxiety, 
all compounding materials must be dried and sifted. For 
large establishments sieves are operated by motors. Of the 
maby different patterns those that revolve are easiest to operate 
and effective. Their capacity ranges from a half barrel upward, 
and 200 lb. and over should be cleaned per hour. As a rule, each 
compounding substance has its own sieve. These sieves are en- 
closed in steam-heated cabinets or boxes, and they receive the com- 
pound through a pipe that opens into the end of that part of the 
sieve framework that is stationary. This arrangement admits of 
loading the sieves while revolving. The material with which the 
framework of this sifter is covered and which accomplishes the 
separation of dirt, sand, eplinters, striag, paper, &-., from the com- 
pound, is of silk, or, preferably, of from 70 to 90-mesh brass cloth, 
it being more durable and just as effective. Silk has a tendeney to 
eplit and scatter the sieved refuse into the cleaned material. Even 
brass net is liable to crack where it is pressed cortinuously against 
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the sharp edge of the framework. This effect can be reduced to a 
minimum by superimposing strong cloth in the form of a narrow 
strip between the frame and the wire cloth. 

These appliances require for their successful operation the 
human equation in the shape of a reliable workman who will keep 
the sieves in repair, for they are under continuous strain and liable 
to be damaged by tne very refuse they hold. 

Compounds thus dried and cleaned are sg бы combination 
with rubber to compose what will eventually 
It will be seen that great pains are taken to render the material 


entering into an insulation compound fit for its delicate and impor- 
tant functions. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only.) 


“ Совтвастов” writes :—'' About nine months ago а martly-dressed 
man called on me, saying that an hotel proprietress (a customer of 
mine) had referred him to me for assistance. He had an illuminated 
advertising disk, and brought several local firms’ representatives 
to see the article illuminated on my premises. He hung about for 
about four days, and then cleared off, leaving all his apparatus in 
my shop, and aleo omitting to pay his hotel bill. I do not know 
whom he represented, and I want the things left on my premises out 


of the way. Am I entitled to sell them and retain the money for 


storage? If anyone can describe the apparatus as belonging to 
them, I am prepared to correspond with them through you.” 

, We gather that Contractor" has no knowledge whatever 
of the whereabouts of his mysterious friend. Strictly speaking, 
before the right to sell for the purpose of covering warehousing 
charges is exercised, some kind of notice should be given. It would 
be prudent to advertise the fact that the articles in question will 
be sold. As the address is unknown, an advertisement might be 


inserted in a newspaper. After that, Contractor" might sell 
with an easy conscience. 


NEW PATENTS APPLIED FOR. 1908. 


Oompiled e for this journal by W. Р. THOMSON & Co., Electrical Patent 
ente, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


16,384, Telephone mouthpiece disinfector." L. P. Warrs. August éth. 


16,899. ‘‘ Improvements in and relating to primary and secondary electric 
eells.'" A. М. KoHrxR. August 4th. 

16.410. Improvements in electrical controlling and indicating attachment 
to engines, dynamos, electric or other motors." J. W. H. Trotman. August 4th. 

16.415. Preventing accidents to life and property caused by the falling of 
aerial wires carrying high-tension electrical currents.” D. P. F. GDI. 
August 4th. l 

16,446. “Improvements in electric telegraphs particularly applicable to fire 
alarms.” Siemens & HALSEE Акт. GES. (Date applied for under Sec. 91 of 
the Act, August 5th, 1907, being date of application in Germany.) August 4th, 
(Complete.) 

16,449. "Improvements in or relating to electrical conductors." H. M. 
OuaPMAN, August 4th. 

16462. ''Improvements in or relating to electric telegraphy.” Р.Р. O'NEir. 


August 4th. 


16.473. Improvements in and relating to boosters for train lighting systems 


and the like.” W. STANSFIELD and J. J. Hann. Augustóth. 


`16,488. “Improvements in telegraph and telephone pole-arms." R. W. 
Lewis. August 5th. 


16,484. Improvements in and in the manufacture of metallic arms of tele- 
graph and telephone poles." R. W. Lewis. August 5th. 


16,491. "Improvements in and relating to the electrical propulsion of 
ships.” Вікмехв Bros. DyNAxo Works, LTD., and M. Kross. August 5th. 
(Complete.) 

16,493. "The utilisation of the high-tension electric spark for permanent 
and indelible writing without ink.” D. P. F. GuAbiaLI. August 5th. 


16,496. "Improvements in electric water heaters.” О. Н. Fippes and 
H. A. SEIFKE. (Date applied for under Sec. 91 of the Act, December 18th, 1907, 
being date of application in United States.) Augustoth. (Complete.) 


16,529. ''Improvements in storage batteries.” J. BiMELER. August 5th. 
(Complete.) 

16,594. ‘Improvements in and relating to the manufactare of refractory 
electric conductors.” W. D. CooLipoE. (Date applied for under Вес. 91 of 
the Act, August 7th, 1907, being date of application in United States.) August 
5th. (Complete.) | 

16.535. Improvements in and relating to electrical condensers." G. Е. 
Gatree. (Date applied for under Bec. 91 of the Act, February 8th, 1908, being 
dave of application in France.) August 5th. (Com plete.) 


16,588. * Improvements in or relating to electrolytic processes for covering 
silver-plated surfaces of glasses or mirrors with a protective metal layer and 
apparatus therefor.” J. Н. MONGE and C. Anzano, (Date applied for under 
Rule 13, August 12th, 1907. An invention comprised in application No. 18, 210, 
dated August 12th, 1907.) August 5th. (Complete.) 

16,539. ‘* Improvements in or relating to electrolytic processes for covering 
silver-plated surfaces of glasses or mirrors with а protective metal layer and 
apparatus therefor.” J. Н.Мохок and C. ABZANO. | (Date applied for under 
Rule 13, August 12th, 1907. An invention comprised in application No. 18,210, 
dated August 12th, 1907.) August 5th. (Complete.) 

16,546. “Improvements in apparatus for wireless telegraphy. G. MARCONI 
and Margcomi's WIRELESS ТЕГЕСКАРН Co., Юто. August 5th. 

16,662. “Improvements іп the construction of regulating or resistance 
switches, motor-atarters and the like.“ F. W.ANDREWs, August 6th. 


16,569. ‘Apparatus for holding in position without hands telephone receiver 
when in use." J. Rowinson and W. J. PaLLisikR, August 6th. 


16,543. ' Method of and apparatus for electrical separation," W. Farr- 


wrAtukR, (Ной Elektrostatic Separator Co., United States.) August 6th. 


(Complete.) 


, 


me insulation. 


16,597. Improvements in or relating to portable electro-magnets." W. A. 
TRIER. August 6th. р 

16,621. “Improvements іп and relating to the control of electric motors.” 
Barish THoMsos-Housrow Co., Ltp. (Allgemeine Elektricitäts Gesellschaft. 
Germany.) August 6th. (Complete.) 


16,658. ‘ Improvements in or relating to electro-magnetic apparatus.” H. M. 
CHAPMAN. August 7th. . ый ы 

16,695. Improvements in or relating to electric incandescent lamps.” 
CUTLER, WARDLE & Oo., LTD., and W. WagDLE. August 8th. Ж 


16,701. “ Electro- etic motor and time switch, with adaptability for 
actuating clockwork and the like.“ F. C. WEBBER. August 8th. (Complete) 


16,704. “Improvements in and relating to dyna&mo-electric machinery." 
C. A. Parsons and A. Н. Law. August 8th. 


16.722. Improvements in arc control mechanisms for projectors, search- 
lights and the like.” Ватівн THomson-Hovustron Co., LTD. (General Electric 
Co., United States.) August Sth. 

16,787. “ New substances to be used ae varnishes and for impregnation and 


insulation, and method for their production." G. G Dresses. August 
8th. (Ccmplete.) 


\ 


PUBLISHED SPEOLFICATIONS. 


Copies of any of these cations may be obtained of Messrs. W. P. 


THompson & Co., 822, h Holborn, W. O., and at Liverpool and Bradford; 
price, post free, dd. (in stamps). 


a 


1907. 


М AGRETO MACHINES CHIEFLY FOR THE IGNITION oF INTERNAL COMBUSTION 
ENGINES. J. D. Bell. 20,919. September 20th. 

Ax rI-VI BRA TIox DEVICE FOR THE ELECTRIC LAMPS OF AUTOMOBILES, CARRIAGES 
AND THE LIKE. J, Oldfield and К. A. Oldfield. 21,127. September Mth. 

CONTROL оғ ELECTRIC Motors. J. S. Raworth and A. B. Raworth. 21,3683. 
S: ptember 26th. 

МетАІ-Совар FLAME CARBONS FOR ELECTRIC Авс Lamps. M. Railing, M. 
Solomon and H. E. Crocker. 23, 116. October 19th. 

Macwero-Evecrric MACHINES AND Роге ARMATUBES. Hartmann & Braun 
Akt.-Ges. 23,318. October 28nd. (Date applied for under International 
Convention, October 24th, 1906.) 


FH Compasses. Siemens Bros. & Co. 28,768. October 
Lirz-GcaRgD тов ELECTRIC TRAMCARS, Moron-Cans, Motor OMNIBUSES ASD 
OTHER PowER-PROPELLED VEHICLES. Р. Bisset. 26,318. November 2th. 


ELECTRIC Morom-GgwERATORS. Mather & Platt, Ltd. (E. Rosenberg.) 28,590. 
December 28th. 


ELECTRICAL IenitTion Dxvicxs, C. Ebner. 28,738, December 81st. 

Switch MECHANISM FOR CONTROLLING ELEcTRic Morors. British Thomson- 
Houston Co. (Allgemeine Elektricltäts Ges.) 11,070. May llth. 

INDUCTION MOTORS AND METHOD OF BTARTING, CONNECTING Up AND CONTROLLING 


THE SPEED oF COMBINATIONS OF SUCH MoroBs OPERATED FROM A SIRGLE- 
PHASE Surety, J. L. la Cour. 15,884. July 10th. 


Means ров ELECTRICALLY-OPRRBATIKG TRAMWAY AND LIKE POINTS ов SWITCHES 
FROM PassiNG VEHICLES. P. Rojosik. 16,252. July 15th. 

METHOD OF AND MEANS FOR APPLYING INSULATING MATERIAL TO ELECTRIC CABLES 
PARTS or ELECTRIO GENERATORS OR MOTORS, AND THE LIKE, H. McPhail. 
16,972. July 16th. | 


Бю гов MAKING AND BREAKING ELECTRIC CONTACTS. F. H. Varley. 16.461. 
uly 8th. : К 
METHOD or ATTACHING 'ToxGsTEN FILAMENTS IK ELkcTRIO GLow Lamps. 


Deutsche Gasgluhlicht Akt.-Ges. 16,503, July 18th, (Date applied for 
under International Convention, May 6th, 1907.) 


ELEcTRICALLY-PROPELLED VEHICLE. H. P. Schreiber. 16,600. July 19th. 

SWITCHES ғов ELECTRIO Bevis. G. Harding. 17,564. August Ist. 

CONTROLLING Devices For Егкствіс Circuits. British Thomson-Houston Co. 
(General Electric Co., United States.) 18,022. August 8th. 


MEANS FOR WORKING OR CONTROLLING ILLUMINATION OF ELEOTRIC LAurs OR 
SiGNs. J. Cole. 18,578. August 16th. 

Conpuits ғов Егестыс WN. Н. Pendlebury, A. Pendlebury and Н. 
Pendlebury. 19,118. August 26th. 

ELECTRIC LAMPHOLDER WITH SHADE-CABRIER HOLDER ғов BAYONET CaP ELECTRIÓ 
Lamps. C. M. Escaré and C. Damey. 29,619. September 17th. 

SWITCHES, RELAYS. MEASURING INSTRUMENTA AND THE LIKE FOR USE IN ELECTRIC 
Cigcuits. Siemens Bros. Dynamo Works, Ltd. 21,174. September 24th. 

ELECTRICALLY-HEATED APPARATUS FOR VULCANISIMO TIRES OR TE TUBE 
W. H. Welch and Harvey Frost & Co. 21,332. September 26th. 


MaGNETOS AND CONNECTIONS THERRFOR IN Explosion Ex GS. Е. Denieport 
21,699. October Ist. 


Авс LAMPS. D. Timar and К. von Dreger. 28,048. October 18th. 

ELECTRIC Switcues. E. B. Boucher and T. A. Mitchell. 23,822, October 27th. 

MEANS FoR GENERATING DIRECT CURRENT or LIMTTED STRENGTH. Felten and 
Guilleaume Lahmeyerwerke Akt.-Ges. 29,880. October 29th. (Date 
applied for under International Convention, October 31st, 1906.) 

Вүзткин oF ELECTRIC DISTRIBUTION, British Thomson-Houston Co. (General 
Electric Co., United States.) 24,991. November Ist, 

APPARATUS FOR RECORDING BELL OR LIKE SIGNALS, SPECIALLY APPLICABLE т) 
Mines. J. Russell and J. H. Milligan. 24,387. November 4tb. 

SPEED CONTROLLING APPARATUS FOR ELECTRIC Motors. Siemens Bros. Dynamo 
Works, Ltd. (Siemens Schuckertwerke Ges.) 26,404. November 290. 
STARTING SWITCH SETS OR ARRANGEMENTS FOR PoLvPHASE MOTORS. Siemens 

Bros. Dynamo Works, Ltd., and R. A. R. Bolton. £6,797. December 4th. 


1908. 


DysamMeo-ELectric MACHINES OF THE COMMUTATOR TYPE. Allgemeine anal 
tricitats Ges. 10,121. May 9th. (Date applied for under Interna 
Convention, September 30th, 1907.) ARBOR 

MANUFACTURE OF MeraL ELECTRIC Lamp FiLaMENTS FREE FROM Set 
Siemens & Halske Akt..Ges. 11,524, May 27th. (Date applied for 
International Convention, June &th, 1907.) ; Bros. 

AUTOMATIC STOPPING Devices ғов EvKcrric Lirrs og Horsts, Siemens 
Dynamo Works, Ltd., and A. 8. Cliff. 877. January 140}. mo 

MEANS OF STOPPING THE ELECTRIC OR SPRING MOTORS OF GRAMAPHONES { 
IHE LIKE AT THE END OF THE ReEPRODUCTIUN. G. H. Bassano. ^ 
January 27th, 

MAGNETO GENERATORS. L. le Pontois. 2,104. February 3rd. n and 

MEANS or COUPLING ELECTRICAL Cox Dbuirs. Barton & Sons, Ltd., A. Bart 
A. J. Harper. 5,950. March 17th. 6.051. 

PRockss rox HARDENING TANTALUM. Siemens & Halske, Akt.-Ges. , 
March 1th. (Date applied for under International Convention, 
20th, 1907.) 


бу. 0,229 
Evectric Авс LAMPS FOR THEATRICAL AND OTHER STAORS. T. J. Digby. . 
March 20th. 
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BRITISH TRADE WITH RUSSIA. 


WHEN we have stated in these columns that British 
electrical business with foreign countries might be. con- 
siderably increased if we were a little more in earnest 
in our pursuit of that class of trade, we have not written 
without knowledge. If we are prepared to devote suffi- 


cient effort and money in that direction, we shall find 


our investment to be one yielding a good return before 
very long. We are led to make these remarks again 
this week by the announcements concerning the visit to this 
country of a deputation from the Warsaw Chamber of 
Commerce, whose object, as announced in a daily paper, is to 
induce English manufacturers to boom their manufactures 
in Russia and Poland. In those two countries there is 
reported to be a boycott of German goods, and merchants 
who have been in the habit of obtaining many millions of 


pounds worth of manufactures from Germany every year, 


desire that that portion of those goods which was obtained 
from England for trans-shipment to Russia and Poland, 
should in future be supplied direct from this country instead 
of passing through German hands. If this be not done it is 
easy to see that the boycott of Germany may mean the 
shutting out of a good deal of British trade, so that we shall 
be the sufferer. If it is done English manufacturers can 
either secure a larger margin of profit or give the purchaser 
better terms than it was possible for him to secure when the 
German profit was added. In an interview with the Daily 
£zyress, M. Welt, а prominent chemical manufacturer of 
Warsaw, who is а delegate from the Chamber of Commerce 
of that city, has stated that, if English business men will 
only realise it, they have ап excellent opportunity of 
building up a big trade with Russia. He also ваув, 
what has been stated many times before in regard to 
other markets, bat without our appreciating its signifi- 
cance, or, at any rate, without our acting upon that appre- 
ciation if we have it, that German goods have not been 
bought in this particular market because they were German 
goods (as we have pointed out much has actually been British 


material sold by Germans), but because they were the 


only goods offered, German commercial travellers with a 
knowledge of the language having devoted themselves to 
an energetic exploitation of all parts of Ruasia. British 
remissness in regard to direct cultivation of the market ig 
poiuted out by M. Welt—we send few travellers, and those 
few cannot speak the language. 

Among the various classes of manufactures required, the 
delegate names as one, Machinery of all kinds,” and we 
presume that that includes electrical. We do not know to 
what extent German importers have taken British electrical 
manufactures into these parts for us—we do not think 
they can have done anything very considerable in 
that way; but the importance of the present situation 
lies in the fact that British electrical manufactures would 
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be preferred there in competition with those of 
Germany, which we have always understood had a good hold 
upon the Russian electrical market. If what we read is 
correct it is reasonable to deduce that Germany has obtained 


a market for electrical materials in Russia largely because 


her travellers have pushed them there; merita in such matters 
as design, efficiency, and price, have been quite secondary 
considerations. | 

According to the Evening Standard, the Russian deputa- 
tion drawn from all parte of the country, and numbering 
between 40 and 50 influential commercial men, will arrive 
here on September 4th and remain until the 8th. The 
London Chamber of Commerce is setting apart rooms for 
the convenience of the visitors, and a meeting was called for 
Wednesday last to discuss arrangements. It seems to us that 


this ought to afford the Electrical Section of the Chamber an 


opportunity of doing some good to British electrical industry. 
So far as we are aware, the performances of that section have 
not in recent years been overwhelmingly valuable. Can it do 
something to enlighten our Russian visitors concerning the 
electrical manufacturing abilities of the United Kingdom ? 
We are not losers by our having sold to Germany for 


resale to Russia or any other country, any more than we can 


describe Germany as a loser when we buy from her, as we do 
pretty largely for trans-shipment to our Colonies and other 
markets. But we might have supplied British goods to the 
consumer more cheaply without the intervention of the German 
` importer and thus have created a market for larger quantities, 
and maintained a firmer hold upon the commerce of the 
country, in which case there would have been no fear of the 
present boycott affecting our exports. Our old reputation of 
being a nation of shopkeepers, given to us by Napoleon, 
wants a little looking to, very enviable as it is to be the manu- 
facturing country from which other commercial nations can 
purchase. 


Is it a fact that our curriculum for the training of men 
for the business of travellers ignores Russian ав a commercial 
language, or have our manufacturers so far under-estimated 
the valae of a man who can boast of that acquisition ? 
If the Russian language is the chief drawback to our trade 
expansion in that country, the sooner a dozen or more British 
electrical engineer travellers devote themselves to a study of 
that tongue the better will it be for our works which are 
requiring markets where they can place their present surplus 
output. It is a commonplace to say that the potentialities 
of Russia are enormous, and in the interests of both the present 
end the futare, we should endeavour to sail in while wind and 
tide are in our favour. 

We ought not to shut our eyes to the great possibilities 
of electrical development in European countries— Russia, 
Turkey, Spain—all these and some others must require 
electrical assistance from outside sources. Why not from 
England ? Our national relations with all are now on a 
far more satisfactory basis than they have been for 
years past—why should we not grasp the opportunities? 
Why should not all these electrical factories in England 
which are stated to be crying out for profitable work, be 
occupied with this seaborne trade to which we made a 
reference in our last issue? A Consul in Spain advises us 
to make a thorough study of the electrical possibilities of 
Spain; the Russians wonder why we do not send to put our 
wares before them as the Germans do ; Turkey is opening its 
doors to more modern civilisation which must carry with it 
great electrical requirements. Surely near home we have 
important possibilities ! These are times when a lethargic 
unconcern in trade is followed by the nemesis of failure, for 
truly it has its reward. 


CYLINDER CONDENSATION. 


1 


A SERIES of articles has recently appeared in the Engineer 
on the subject of cylinder condensation. Our contemporary 
is never so happy as when making a mystery of what happens 
in a steam engine. At present, apparently taking its cue 
from the propo'itions on which the new school of leakage 
theorists attempt to found arguments subversive of Hirn's 
theory, the Engineer seems to acquiesce in the claim that 


the ratio of condensation and evaporation in a cylinder are 


greater than can be proved possible. But the new theory of 
leakage is by no means accepted, and so there is nothing 
left but leakage or the old theory, for no new theory is put 
forward. Now leakage is certainly not the cause of the 
missing quantity unless we are to accept leakage in both 
directions in a too curious sequence to be considered, for 
while steam is certainly missing at one time much of it 
reappears exactly as it should do by Hirn’s accepted con- 
densation theory. It is brought forward as an argument against 
this theory that condensation cannot occur in the cylinder in 


the brief space of time that is allotted to it during the period of 


admission, and the strange argument. in support of this 
claim is that the rate of condensation in а surface condenser 
is by no means во rapid, for if a water chilled surface only 
condenses 10 Ib. per hour per sq. ft., why should a cylinder 
condense во very much more? This argument seems to 08 
very unconvincing. Any engineer who has before him 4 
condenser with a pressure gauge upon it knows that the 
fluctuation of the needle of the gauge is very small. Yet 
the interior of the condenser is, from tinie to time, put into 
communication with the cylinder, in which is steam at ball 
or three-fourths of an atmosphere. If it is correct to allov 
that a condenser has only condensing power of 10 lb. Per 
sq. ft. per hour, would it not be found that the finger of the 
pressure gauge showed a considerable rise of pressure 
every time the exhaust valve opened? Yet even with large 
slowly rotating engines this does not occur. The steam 
falls to condenser pressure almost instantaneously, and during 
the remainder of the exhaust stroke the circulating water!“ 
absorbing the heat that has been put into the tube surface. 
This tube surface acts instantaneously, and would continue 
to act as rapidly with a thousand times as much steam, if the 
tube metal could carry off the heat and pass it into the 
water. The conductive power of the tube metal measures 
the mean capacity of the condenser to destroy steam, but Цц 
is no measure of the capacity of the tube surface, which, if 
one may employ a negative idea, is slowly accumulating cold 
by conduction from within, and in very much more time 


than serves for it to absorb heat externally from wet 


steam. | 

The condenser is, in short, always working at, OT idi 
constant temperature, and must, therefore, work solely by 
internal effects. Its surfaces are never cooled by giving ПР 
heat, to dew upon them, for the formation of steam. : 

In a cylinder all this is changed. Very little heat 5 
lost by conduction through the thickness of the cylinder! 
but the pressure is constantly changing. At one time it К 
low—that of the condenser—and dew upon the cylinder 
walls will absorb heat from those walls with enormous 
rapidity. This is no mystery, for will not any surface above 
evaporation temperature flash steam instantly, with a biss. 
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from a rapidly touched wet rag or a moist finger? The 
surface will be cooled by this action, and will as rapidly 
condense a corresponding portion of fresh steam. The 
amount of steam thus almost instantaneously condensed 
may be 20 or 30 per cent. of each charge of steam, but the 
actual amount condensed at each application to the cooled 
surface is not great: and if a calculation could be made of 
the weights condensed, and the time during which con- 
densation continues, it is probable that with every condition 
fairly allowed, the cylinder effect would not appear more 
mysteriously rapid than that of the surface condenser. 

The mistake bas been made of taking the mean hourly 
rate as representative of the true rate of surface efficiency, 
whereas it is only а measure of the conductivity of the tube 
metal or of the absorptive power of the water. Indeed, if 
the claims made for Row tube effects and turbulent flow be 
true, and there seems good reason to allow such claims, the 
mean efficiency of a surface condenser is rather that of the 
power of the water to gather heat from the tubes, than of 
the tube metal to carry heat between its two surfaces. But 
it is at least certain that cylinder metal effects are entirely 
another matter, and that condensation is a rapid action 
wherever there is a cold surface. It is equally certain that 
this rapid action cannot be prolonged ; it is also true that 
the condensing action ceases when there has been no previous 
cooling by re-evaporation. Condensation is also diminished 
by lubrication, and this is perhaps to be explained by the 
same reasoning which would explain why a boiler-heating 
surface will become overheated by the mereat film of oil 
on its water side. Oil evidently causes serious delay 
in heat transmission between metal and water, and would 
therefore act во as to prevent re-evaporation in a cylinder, and 
the water would pass out as water and not as steam. There 
seems, in short, to be very little reason to presume 
шу mystery in respect of the accepted cylinder con- 
densation and re-evaporative effects, or to doubt the 
accuracy of Regnault’s figures as to the physical properties 
of steam. So much has been argued of late on the basis of 
the mean rate of action of a surface condenser, that it has 
been overlooked that condensers are calculated to perform 
rapid condensation at intervals, and the allowance of 10 Ib. 
more or less per square foot of surface, is merely an empirical 
method of stating an area that will in practice serve to 
maintain а condenser pressure at a uniformly low figure. 
Very much less surface will perform the duty of condensa- 
tion, as witness the jet condenser, but the minimum surface 
allowance depends upon conduction entirely. Given con- 
duction there will always be enough surface. In а cylinder 
conduction plays в very small part. 


For the fourth time since its founda- 
tion the British Association for the 
Advancement of Science is about to hold 
its annual gathering in the city of Dublin. On Wednes- 
day next, September 2nd, the President, Mr. Francis 
Darwin, F. R. S., will deliver his address, which will not be 
over-absorbing to electrical men as electrical men however 
interesting it may be to them as men of scientific thought 
Judging from the Press forecasts, and having regard to the 
specialised study which the author has devoted to one par- 
ticular department of scientific research. 


British Associa- 
tion Meeting. 


Nor does the advance programme of the Engineering 
Section indicate great electrical possibilities there, though 
there are many matters that are of concern to electrical 
engineers. The chairman of the Section is Mr. Dugald 
Clerk, F.R.S., to whom Section G. was greatly indebted last 
year for the leading part taken by him in various papers and 
discussions relating to gas engine subjects. Thursday next 
will be devoted solely to the delivery of his Sectional 
address, the theme of which will be The Laws of Thermo- 
dynamics as Applied to Heat Engines and Considered in 
Relation to the Work of Lord Kelvin,” and Friday will be 
occupied with a joint discussion with Sections A and B of the 
report of the Committee on Gaseous Explosions. On later 
days the following subjects, among others, will be brought 


forward :— 


Monday, September 7th.—Gerald Stoney, M.Inst.C.E.—'' Recent Advances in 
Steam Turbines.” 
P. Emerson Dowson, M. Inst. C. E. '* Producer Gas.“ 
P. W. Robson. —*' Suction Gas Producers.“ 
Captain H. Rial] Sankey, R.A., M.Inst.C. E.—'' The Utilisation of 
Peat for making Gas or Charcoal.“ 


Tuesday, September 8th.—F. W. Lancaster.— The Laws of Flight.“ 
F. H. Royce, M.I.Mech.E.—'' The Causes of Wear in Motor Vehicle 
Machinery." ` 


W. Worby Beaumont, M.Inst.C.E.—'* On a Fundamental Error in 
the Theory of Power Transmission by Belts.“ 

Other papers to be read in the Engineering Section 
include one by Mr. F. Douglas Fox on Raillesa Traction,” 
a subject which is now again occupying the attention of a 
number of towns in the provinces and in Scotland, and one 
by Mr. W. Rosenhain on “ The Study of Breakages." 

In Section A (Mathematics and Physical Science) the 
address of the chairman, Dr. W. N. Shaw, will discuss 
“The Relation of Government Institutions to the Advance- 
ment of Science”; while in B (Chemistry) we shall bear 
from Dr. F. 8. Kipping of “The Decadence of Chemical 
Industries in the United Kingdom, and the Means to be 
adopted for their Reinstatement.” The contributions that 
are to be submitted іп “ A" include the following :—Mr. 
A. P. Trotter, * The Position of the Mercury Ohm in 
British Legislation " ; Sir O. Lodge and Mr. B. Davies on 
“ The Measurement of Large Inductances containing Iron“; 
Mr. G. A. Hemealech on New Methods of Obtaining the 
Spectra of Flames; Sir Wm. Ramsay оп “ Do the Radio- 
Active Gases (Emanations) belong to the Argon Series? 
Mr. T. Royds on “ Further Experiments on the Constitution 
of the Electric Spark”; Dr. J. W. Nicholson on “The 
Self-Inductance of Two Parallel Wires." Sir Oliver Lodge, 
who always meets with a very cordial reception whenever he 
rises to his feet to address the members of the British 
Association, whether in sectional or other gatherings, is, 
according to report, to contribute something on “ Electricity 
in the Stimulation of Crops." It will be remembered that 
some notes by Sir Oliver on his recent experimental study 
of this subject appeared in the ELECTRICAL REVIEW a few 
weeks ago. | 

Dissimilar as must be the matters to be dealt with in all tke 
different sectional addresses, there will be one respect in which 
these, together with the address of President Darwin, will be in 
sad accord. Last year at the Leicester meeting, when some 
of the sections met to jointly discuss ** The Constitution of 
the Atom," the presence of Lord Kelvin upon the plat- 
form, together with Sir Oliver Lodge, Sir Wm. Ramsay, and 
Profs. Larmor, Rutherford and Soddy, and his character- 
istically spirited and courteous contribution to the con- 
troversy concerning electrions,” will fix the occasion and 
the scene indelibly upon the minds of those who cherish 
his lordship’s memory. Since then science has been bereft 
of its leader, and those who assemble at Dublin this year 
will deeply recognise the loss under which all suffer. The 
voice that is still will be missed beyond expression. The 
veteran, slightly limping, greatly loved, with his half-closed, 
dreamy, far-off looking eyes, will be missed from his accus- 
tomed place upon the platform, but his labours will continue 
to be strongly in evidence in the proceedings of the Asso- 
ciation in years yet to come. The services of his late lord- 
ship will be reverently and eloquently applauded by president 
and sub-presidents alike, and many a contributor to the 
proceedings will name him and his work again and again in 
giving an account of his own research or study. 
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THE "MERZ-PRICE" SYSTEM OF 
AUTOMATIC PROTECTION FOR HIGH- 
TENSION CIRCUITS. 


WE recently published in these columns a description of the 
extra-high-tension ironclad type of switchgear which has 
been for some time past produced by Messrs. A. Reyrolle 
and Co., Ltd., of Hebburn, and in our article upon that 
subject we referred briefly to the Merz-Price " system of 
protection which has been developed in conjnnction with 


this gear. Considerable interest has recently been 
evinced in this means of protection, and in view of the 
remarkable suocess it has attained, our readers will doubt- 
less be interested in a brief review of the principles 
underlying the system and the applications to which it has 
been put. 

Before entering upon а description of the gear it is 
necessary to summarise the qualities which go to make an 
ideal system of protection. The chief of these is “ instan- 
taneous isolation.” In order to deal successfully with a bad 
fault on any section of a power transmission and distribu- 
tion system, it is imperative that the faulty section shall be 
isolated from the rest instantaneously, otherwise the dis- 
turbance develops to sach an extent that sound sections of 
the system are isolated, and the supply is interrupted to 
numerous consumers. 

It is also requisite that the system of protection shall 
be adaptable to all types of high-tension networks which 
have been evolved, including ring mains, loops, branched cables 


current, or a drop in the pressure, have any effect upon 
them. Finally, with a view to reducing the gear to a 
condition suitable for practical work, the protective devices 
must be of the simplest possible natare, and the number 
of instruments, transformers and other component parts, 
and connections should be reduced to a minimum. 

The above considerations are by no means fulfilled by 
the protective apparatus met with in common practice. 


. Notwithstanding this, it will be evident that these are un- 


doubtedly. the requirements for ideal protection, and it is 
with a view to fulfilling these, that the Merz-Price dis- 


criminating system has been perfected and already installed 


Jat 


Fic. 4. 
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^ £POM А POWER STATION WITH А FAULT ON ONE SECTION " 


on the extensive high-tension network that covers the indus- 
trial centres of the North-East Coast. The theory under- 
lying the system is that a balance is created under normal 
conditions between the power which is flowing at the points 
of entry to, and exit from, the feeder, link, or piece of 
apparatus which is protected. The relays which are used at 
each end of the same are thus held inoperative so long ав 
normal conditions exist. Should, however, a fault arise 
between the points of entry and exit, the equilibrium is dis- 
turbed and this action is made to instantaneously operate 


and multiple feeders in parallel. Moreover, the gear must 
be capable of discrimination, for while it must cut out a 
faulty section instantly, it must also be impossible for the 
occurrence of a fault on one section or link in the network 
to trip the automatic apparatus on any other section, how- 
ever complex the network may be. It should here be noted 
that with the ordinary method of running several time-limit 
relays in series, a heavy fault on one section will often 
operate all or several of the switches-on the route back to 
the power station, involving heavy loss of time, unnecessary 
labour and dissatisfied consumers. Finality in adjustment 
is also of importance ; once the protective gear is installed 
and adjusted on any feeder, there should be no question of 
readjusting relays to suit alterations in the network, 
either in adjacent sections or at distant parts. The 
action of the relays in the isolation of any feeders, inter- 
connectors or apparatus or other link in the system, should 
be limited to the effects produced by either an earth or 
a short-circuit in that particular link. The hunting 
or surging effecta produced by synchronous machinery 
should have no effect whatever upon the protective devices, 
nor should а momentary interruption in the supply of 


: parallel. 
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relays which, in turn, cause the main switches to open at the 
points of entry and exit. By this means the relays can only 
be operated when the conditions of a true fault exist, 
namely, when current enters at one end of a section and does 
not flow through the other end, or when current flows in 8t 
both ends from opposite directions and finds an exit other 
than its normal one. The essence of this balance system 
of protection is that any excess of current due to an extern 
cause, cannot, under any circumstances, operate any section 
which is still in a healthy condition, though momentarily 
carrying the excess current, occasioned by the external fault. 
It is a recognised fact that with the ordinary system of 
feeder protection including overload with inverse time limit 
and reverse current relays, a heavy fault on an outlying 
cable or on the machine, will often indiscriminately ope? 
switches in various sections of the system between the fault 
and the power station, with the result that the supply to 
many healthy sections is interrupted. This indiscriminà 
operation of the protective apparatus is easily accounted ae 
when it is realised that the heavy surge has to flow throug 
several overload and reverse current relays in series and 17 
The overload relays have their time element 
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? adjusted at various rates which taper down from the power 
station end, the different adjustments being made with a 
view to allowing a distant fault to be cleared before switches 
are opened at sections nearer to the power station. It is very 
difficult, with a string of such time limit devices, to set the 
different time limits with the necessary exactitude to enable 
‚ the relays to operate in their correct sequence, and even given 
г а perfect system of setting the various relays, they cannot be 
; relied upon to act as intended when a bad fault occurs, as on 

nuch occasions the current is so abnormally heavy that the 
differences in the setting of the relays are, as a rule, quite 


SUB STATIONS 


insufficient to prevent several of them operating simul- 
taneously. It must be remembered that even if there is a 
small interval between the times of operation of the various 
relays (and in point of fact, under such severe conditions, 
the interval becomes too small to be definite), the time taken 
by the mechaniam of the switch itself to operate and break 
the сштеп ів, relatively speaking, considerable, so that there 
18 plenty of time for several relays to trip before the first 
switch opens; It-is found in practice that reverse current 
relays are liable to cut out healthy sections on systems con- 

rotary converters. It is also easy to account for this, 
because, in the event of a momentary cessation in the supply 
from the power station, the converters, due to the momentum 
of the rotors, act as generators and consequently supply 
current back to the feeders. The direction of the current 
18 thug momentarily reversed, and the reverse current relays 
operate and trip switches at most inconvenient times. 

Apart altogether from these considerations, the use of 
reverse Current relays and time limit devices set to operate 
at various time intervals, are quite out of the question for 
Ше on the most economical system of high-tension net- 
Vork, that is, the one known as a ring main. Excepting in 
cases where the load within the future area of supply is 
situated at only two or three points which lie in different 
directions from the power station, and at some considerable 

‘ance from it, the cheapest and safest arrangement of net- 
Work is an interconnected web of cables. In this country 
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2 m in industrial areas is distributed all over the area of. 
E рр J. Even in mining districts where the pits may be 
. eral miles apart, they are dispersed fairly well over the 
: untry, and it is only in isolated cases that it becomes 
Big to supply a consumer situated so far from either 
| ni or possible future consumers that duplicate feeders 
have s the power station or some existing sub-station 
or UA laid, In all ordinary cases it does not pay to lay 
power to оде cable over any given route, and even if the 

be supplied is too much for the carrying capacity 
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of one cable when the other is out of commission, 
the cable required should in general be laid over 
some third alternative route, so as to cover the area, as 
much as possible, in order to tap future loads. With an 
open interconnected web of this kind each new consumer can 
be fed with а minimum of expense, and every point on the 
network obtains supply by a maximum number of different 
routes. The deficiencies of time-limit overload and reverse 
current devices have been so well appreciated, that in many, 

cases where mains are laid in the form of a ring, or are inter- 
connected in some more complicated way, one or more links are 
purposely left disconnected, the ring being only a standby. 
This means that the supply cannot be automatically main- 
tained in case of breakdown, and the consumer affected will 
have to wait until the alternative source of supply can be 
switched on by hand. It also means that the capital expended 
in some of the cable will be idle, and the efficiency of trans- 
mission will necessarily be low. Further, were it possible 
to satisfactorily install overload relays with a time element, 


. the fact that tbe time interval is introduced into their action 


is sufficient to disqualify them on account of the disorganisa- 
tion caused on the system by the synchronous machinery 


being thrown out of step, and the only way to avoid this is 
to obtain the instantaneous and positive separation of a faulty 
member. | 

With the Merz-Price balance system it is inherently 
impossible for the foregoing troubles to arise. The whole 
of the cables forming the high-tension network may always 
run in perallel, so that the whole capital expended in copper 
is-being utilised ; and if each consumer is supplied by two 
cables, a fault occurring on one will only isolate the cable, 
and will not cause any interruption to the consumer. The 
action of any relay in this system is directly due to the com- 
bined effort of the power at both ends of a feeder, and is 
independent of the magnitude of the power transmitted at 
any instant or even of the direction of transmission. 

These considerations justify the assertion that this system 
of balance and discrimination offers a good solution of the 
problem of safe protection to a high-tension system where, 
for the purpose of economy in mains, any required system of 
network may be adopted. | 

Turning now to the application of this system, and 
referring to the diagrams (which, for the sake of con- 
venience in drawing, represent connections throughout on 
one phase only), these show examples of the connec- 
tions for feeder protection, the direction of the current 
at the instant under consideration in both main and pilot 
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cables being indicated by arrows. In a simple form the normal 
conditions are represented by fig. 1. The line a is a length 
of feeder cable, and series transformers B and С are placed at 
each end. The secondaries are joined up by a pilot and 
under normal conditions, that is, when equivalent currents 
. аге passing through the respective primaries, there is 
equilibrium in the secondary circuit, the k. u. p. of the two 
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occurring on section B, the relays at each end of this section 
will operate, but although during the momentary existen | 
of this fault, there may be a very heavy current throngh 
section A, equilibrium will still be maintained in the pit 
circuit of a, and so the relays will only operate on the faulty: 
section and A still maintains the continuity of supply to the 


intermediate sub-station. 


Fic, 8.—'' MERz-PRICE ” GEAR APPLIRD TO CARRIAGE ТҮРЕ SWITCHBOARD. 


transformers being equal and opposed to one another. Under 
these conditions there will be no current flowing in the 
pilot and the relays remain stable. 

. Fig. 2 represents the same apparatus, but under a fault 
condition. It is assumed that there is a fault at E, and in 
this instance an excess current will pass through the trans- 
former c, into the fault E, and as the current is not balanced 
by that through the series transformer B, the E. M. r. of С 
exceeds that of в, and the equilibrium in the pilot circnit is 
destroyed. In consequence current will flow and the relays 
immediately operate. If the feeder forms a section of a ring 
main or is connected in such a way that current can be fed 
into the fault through both series transformers, then, as 
shown in the diagram, the directions of the primaries are in 
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opposition, and this tends to increase the momentary current 
flowing throngh the pilot and relays. 
In fig. 8 two sections (A and B) are drawn. These may 


form part of a loop or ring main or they may represent 
duplicate cables. 


vided at each end of each feeder. In the event of a fault 


ISOLATING SWITCHES. 


In either case it is imagined that current : 
is being fed in from both ends and that switches are pro- 


Fig. 4 represents a diagram in three sections, A, B and C. 
connected in the form of a ring, the two sub-stations p and? 
being fed from a power station a with an interconnector, l. 
between them. It will be obvious from the foregoing that 
if a fault occurs on any one of tke mains, the faulty cor 
nection is antomatically isolated, and the continuity of supp! 
is maintained at both stations. Also the system may be 
extended to other sub-stations, as at c. In this instance ! 
is assumed that an outlying consumer is “ teed off” one of 
the existing mains. The series transformers for the pro- 
tective gear at sub-stations D, E and o, have their secondaries 
coupled in series with the three relays, ко that whilst thi 
three-way link is healthy, the resultant E. M. r. in the relay 
cirenit due to the currents passing through any two of te 


of 
ends is equivalent in direction, phase and pressure er" 
the third end. Equilibrium existe, therefore, WU. on 
section is healthy, but in the event of a fault кош 
it the section iir be disconnected without inter? 
the supply to the sub-stations D and E. ions 
As a farther instance, fig. 5 illustrates five bs j 
connected together by a ring main. The Мег 
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not only makes such a connection feasible, so effecting 


system 
a considerable saving in the cost of main cables, but as every 


UU gab. station is fed from two directions, the chanoes of a 


complete shut down at any sub-station are remote. The 
saving in initial coat of mains by ring mains is found to be 
80 considerable that it more than compensates for the extra 
cost involved by the pilot cables. It should also be con- 
sidered that all of the copper laid underground is always in 


necessary to run with the ring main open at any point. 
With the ordinary reverse current protection, it would be 
necessary with this system of mains to run with one cable 
isolated as a standby provision. It will be seen, therefore, 
that the “ Merz-Price" gear not only makes the system 
more convenient to operate, but it also effects a saving in 
capital, and ensures that the best use is made of material 
purchased by the initial capital outlay. | 
The same general principles of protection are applied to 
static transformers. Fig. 6 diagrammatically illustrates one 
method of connection which has been employed. In this 
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instance there would be & switch on the primary, as well 
as another on the secondary circuit in the same sub- 
station, and the tripping connections of the switches are 80 
arranged that both switches are operated simultaneously in 
the event of a fault occurring on the winding or connec- 
tions of the static transformer. 

It is interesting to note the way in which the theoretical 
principles of protection elaborated above, have been worked 
out in actual practice as regards the manufacture of the 
apparatus used, inasmuch as it is one thing to determine 
upon a theoretically perfect system and quite another to 
perfect it in mechanical detail. The designs which are 
illustrated are the result of careful experiments under 
Working conditions, extending over several years of 
actual operation on power mains having considerable 
magnitude, and under the most trying conditions. 

Fig. 7 illustrates a series transformer 88 used for feeder 
protection. The iron core is of circular form. The primary 
consists of part of the cable connection to or upon the 
switchboard, and is merely threaded through the bore of 
а porcelain insulator in the centre of the transformer. A 
transformer so constructed can be mounted on any type of 
switchboard, or, if necessary, upon the wall or framework 
away from the switchgear. — | | | 


reach by any syste 


As mentioned above, although thie apparatus has been 
developed primarily for use in conjunction with the ironclad 
extra-high-tension system, it is quite adaptable to any other 
type of switchgear. As examples of this flexibility, fig. 8 
illustrates the ““Merz-Price” protective gear as applied to 
an existing carriage type of switehboard. On the front of 
the panel will be seen the single-pole relays, and in the 
sectional elevation are shown the series transformers which 


commission; except in the case of а breakdown, it is never are inserted in the original conductors . between the switch 


terminals and the bus-bars. The secondaries from the series 
transformers are taken through a three-pin plug on the . 
front of the panel to a small pilot cable dividing box. 
In another case, fig. 9, the series transformers are made 
to tàke the place of existing isolating switches, and 
во serve a double purpose as isolating devices and pro- 
tective gear. 

. The relays throughout are of the simplest design, and this 
coupled with the careful manufacture, has produced a device 
which can be thoroughly relied upon. These are shown by 
the illustrations, figs. 10 and 11. It will be seen that they 
consist simply of an ordinary electro-magnet, with a very 
light armature, having for the sake of rapidity in action а 
small air-gap. When the armature is raised, the battery 
cirenit is made through the switch trip coil, and it also 
releases a heavy contact weight which, in falling, makes а 
contact parallel to that already made. These actions ensure 
rapidity and certainty, respectively. At the same time the 
weight, which is in the“ down " position on the illustration, 
indicates that the relay has operated. A relay is used on 
each phase, and во, to some extent, in the event of an 
accident, the nature of the fault can be ascertained from an 
examination of the relays. For example, a fault to earth 
on one phase would trip the relay on that phase, whereas a 
fault between two phases would trip the two corresponding 


relays. 


In respect to simplicity, a system based on the balance 
the advantage that it eliminates entirely 


of currents 
the use of potential transformers and their fuses on the 
feeder switchgear. This feature in itself goes a long way 


towards improving the safety factor of the whole switchgear. 

It will, perhaps, be information to many engineers to know 
the large extent to which the Merz-Price " system has been 
already applied. Up to the present time there are in the 
North of England about 200 miles of high-tension net- 
work protected in this way, and the network is fed by plant 
of an aggregate capacity of over 50,000 Kw. The lay-out 
of the mains has been safely extended to many outlying 
consumers, whom it would have been very expensive to 
m of mains which could be protected 
even theoretically (and quite apart from difficulties in prac- 


tice) by means of any other system of protection. The 
fact should be emphasised in this connection that (ће “ Merz- 


Price" protective gear has been in use in N orthumberland and 
Durham for several years. It is not just perfected, but has 
passed the perfected development stage for some 18 months. 
or more. Numerous faults of the most severe description 
have been isolated without visible shock on the system, and, 
better still, without opening healthy sections even though 
the switches were closed repeatedly on to the already matured 
fault. The transformer protection has also been applied on 
the same system, and, therefore, upon the same scale. 

The system is fully protected by patents in the names of 
Messrs. Charles H. Merz and Bernard Price, for whom the 
designs of the switchgear section have been developed 
and manufactured by Messrs. A. Reyrolle & Co. It 
will be apparent that it affords many entirely new 
features which are calculated to advance the solution of the 
problems connected with extra-high-tension transmission of 
electric power in a degree which has hitherto not been 
attained in engineering practice, either in Great Britain, or 
even in America, the home of large power distributions. 


New Zealand,—The Dunedin City authorities are con- 
sidering the advisability of extending the municipal electrical 
plant, and consideration is being given to three alternative schemes, 
viz.:—-A gas- driven plant in the city; а steam plant located on the 
foreshore or near the local mines; or а bydro-electric plant as an 
extension to the present Waipori Falls power houge. 
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NOTES ON PUSHING BUSINESS. 
Br R. M. M. 


Some considerable time ago, before the advent of articles on 


Publicity, we started a Business Department. Its birth 
arose from the fact that economies had nearly reached the 
limit, very little more could be expected from possible 
saving in revenue, and still the financial state was not good. 
Our aims and ambitions were considerable, our means to 
carry out the scheme were very limited—canvassing was to be 
done by the mains superintendent mostly in spare time, no 
expenses for official canvassing were allowed. We had a 
large percentage of dissatisfaction. amongst existing con. 


HELL LLLA 
HDD LE aT 
LET 
SSL М 

SHY LLL 


Wa EE 
EARN 


аз, 2 3 а э 6? ө э % m 7 3⁄9 „% „ » %, и з 


Sunn R LOAD CURVES, SHOWING THE INFLUENCE OF New 
JJ DBuaINESS. 


sumers, and this in a very small town in which most people 
knew or heard of other people's business. 

The first work of the B.D. was obviously to satisfy exist- 
ing consumers by seeing that, without giving anything away, 
they were getting decent value for their money. The next 
step was to try and induce consumers to be more careful in 
their own intereste ; then to have several shining examples, 
one in each trade, to illustrate to prospectives how lighting 
should be done, arid what it should cost. This spade” 
work occupied nearly a year's spare time, more especially 

because the power part of the load was not allowed to be 

neglected. During the second year, results began to appear 

both with regard to power and lighting, and our load curve 

started building up and flattening out. The third year 

finished with a 200 per cent. increase in ited applications 

as compared to the previous year, and there seemed every 
of the rate of progress continuing. 

The B.D. man has to be prepared for.all emergencies and 
all kinds of questions, and to be able to convince a con- 
sumer, that, to take care the jug does not upset again is a 
better policy than crying over spilt milk. 

Our B.D. man took special care to establish a good repu- 
tation for veracity, and the impression that he may be 
“ gelling а рор” does not, therefore, hinder the work. (The 
obvious necessity for this first step, he informed us, was 
shown in his past experience in other towns, where he had 
had to cope with such statements as “ Mr.—— told us that 
our account would be so much, here is his letter to prove 
it," and had spent a considerable time smoothing matters 
over, before it was possible to put on full steam ahead.) He 
is always on the look out for new scope, and worries our 
lives out with new ideas. For instance, a lamp testing 
scheme was started, and for a considerable time went well, 
but the carbon-filament lamp going out of fashion con- 
siderably, left the photometric staff idle, во it was obvious 
that something else had to be tested. We decided to go 
ahead with an Illumination Department, and work out 
reflector curves. 

Of course now and then amusing incidents occur in the 
work, and unexpectedly the B.D. man comes across a harvest 
from the seed of his sowing. One of our consumers, Mr. A, 
had been using the light regularly for some time, but was 
always on the grumble. Taken cum grano salis, it meant 
nothing at all, but taken as er pede Herculem by a 
listener knowing nothing of the true circumstances, it meant 
a big drag on our progress. Well, our B.D. man took a 
walk round, interviewed and apparently satisfied him; at all 

events our order went through to one of the contractors 
next morning for some alterations to our grumbler's light- 


again, and as а result, an application for supply fro 


ing, and we saw no more of our man till the evening, when 
he came back to the works complaining of a thirst of 
Tantalus—had been arguing with Mr. A that there was one, 
and only one right lamp and reflector to use to give a 
certain desired result. The trouble had of course been that 
he wished to depart from the customary stock way of light- 
ing а window, and innovations in our town are not greatly 
approved of. | 

Mr. A’s job was finished, the windows were the best lit 
in the town, and the cost was very reasonable (we dropped 
£3 per year revenue on that job) and all went very well. 
Several new consumers came along during the next few 
months, and in at least four cases it was found that Mr. A 
3 perhaps unintentionally, canvassed them successfully 
or us. 

At first it was interesting to check such matters ont, to 
discover if our B.D. work had, as well as having decreased 
several accounts, increased our revenue. Such a proceed- 
ing, when we go in for the most scientific Publicity Depart- 
ment, we shall call“ keying down results,” and it will no 
doubt be found necessary to introduce many complications 
of resultant curves for the sake of that accurate keying— 
but for the present, finding that Mr. A, as unofficial can 
vasser, at an unofficial salary of £3 (reduced account strictly 
legitimate) had brought us in £12 revenue from other 
sources, we judged the B.D. did not want any жопуш 
about, as it was proving ite merits. 

Some time later, we heard that Mr. A was in а very bal 
way about his light, we sent round and found that he bai 
been bitten, as we were afraid several of our consumer 
would be, over the “ latest metallic-filament lamp.”. His 
point of view was correct enough, and to our mind it i8 8 
matter that should be most carefully mentioned by cor 
tractors. He had been persuaded to buy a dozen “50-07. „, 
metallic-filament lamps, and had put them in his windows 
expecting an increased brilliancy of considerable value. The | 
brilliancy did not come off, however, for the simple reason | 
that those lamps were rated in * Hefner " candle-power,and | 
for another reason that whereas the reflectors our B.D. man 


MULTIPLIER 


CURVES SHOWING THE EFFECT OF VARYING LAMPS WITH THE 
SAME REFLECTOR. 


put up for the original lighting, gave a multiplying value of 
8°19 at 30° with the lamps he had installed, with the n" 
lamps the value at 30° was only 1°73. 

On this occasion, & simple alteration was made to the 
relative positions of lamp and reflector which made the 80 
multiplier up to 2:12, and the cost of which was very trifling. 
This, combined with a promise extracted from him not t 
buy more lamps from anyone except the local contractors, and 
qe to Ps himself of our advice, put matters vds agam 

a саве of keeping the jug from again upsetting). MT 
was told that his шашасын. pins he had been bitten 
over the new lamps, had had the effect of putting a certam 


prospective consumer off. He promised to put matters 7 
m 
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регвоп in question came along within a few days. 


impossible to fulfil. 
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Our B.D. has proved its value in several ways; there is 
as far as we know. nothing that at a later date can be thrown 
up at the undertaking as So-and-So’s guarantees—of a nature 

The figures given are all based on 
actual results and actual hours of lighting for the district, 
and they are given on the anderstanding that they do not 
form a guarantee, but are merely regarded as a guide to what 


can be done provided the recommended scheme of lighting 


and method of using the light are adhered to. 

We undertake contracts ourselves, but always give the 
wiring work to the local contractors. 

It may interest some Outside men to see the result of 
our B.D. as shown in the station load curves, and for means 
of comparison two summer curves are given, one for the 
present year, and one on а similar date two years ago. The 
rasing up of the day-load line, and the broadening out of 
the peak, speak for themselves. 

There are also one or two diagrams illustrating the differ- 
ence in value of the multiplier when the same reflector is used 
with a different make of lamp. Our B.D. man is bring- 
ing this last point very strongly before the contractors, as it 
ig in the interests of all that present consumers should not 
have the chance of thinking they have been “done,” and 
because accurate knowledge of such details is an exceedingly 
valuable help to anyone undertaking canvassing. 

American methods are often relied on by stations 
Wishing to start a load-increasing department. They are very 
well in their way, and the motto, “ Electricity at all times, 


for everyone, and for all d scd is distinctly good. А 
the co 


good understanding between nsumer, the contractor, 
the manufacturer, and the supply department, help matters 
along wonderfully well. It is, however, I think a great 
mistake to take the American as an absolute model in the 
business-getting line, and it is far more preferable, at all 
events on а small undertaking, to start on a small scale, and 
feel one’s way. 

Some people keep on trying to tell us that Electricity is 
Sil in Ив infancy," and apparently they imagine that 
because that conviction is in ‘heir minds, the whole scheme 
of electrical business methods must algo be in the same 
state. With this in mind, it is very interesting to know 
that the well-known card system for filing results, &c. (to 
the power of N), was indispensable to supply stations when 
it was a new toy only to many wonld-be up-to-date business 
Offices, We, standing in loco parentis, can therefore be 
satisfied with our lusty infant and its accessories ! 

e business establishments are now starting going ahead, 
but, to а certain degree, it is the sincerest form of flattery to 
ms; there has been a committee formed to obtain certain 
standardisation of papers, such as a definite coloured type. 
or paper for invoices, another for despatch notes, another for 
credit notes, &c. Another branch, meaning a useful exten- 
Sion of the card system, is to try and get the Postal authorities 
to fall into line with regard to the size of their post-cards, so 
that certain information can be filed away in its proper place 
without trouble. Such reforms as these may not appear to 
mean much at first, but we see a saving and are going to back 
the matter up as far as possible. Standardisation of even 
load curve paper would help us ! 

Talking of in loco parentis brings up another point our 
B.D. man is worrying himself about, namely, the great 
necessity of electrical trades combining more to protect 
the consumer. Why should the “golden goose” be 
choked ? 

The fittings put on the market, the apparatus, the wiring, 
and the supply charges—surely some standardisation might 
be usefully carried out. Perhaps the saving clause is that, 
ID gas matters, the consumer probably comes off worse, 


With the practically useless cheap, so-called Welsbach , 


inverted burner, whose efficiency is apt to resemble 
that of the unstamped carbon filament lamp. The difference 
of the parallel comes in that, if the consumer is not satisfied 
Ш one case, the efficiency is further sacrificed by the gas- 
fitter’s core—making a larger hole for the gas to come 
ugh, and in the latter the cure of the unscrupulous— 
putting on а lamp rated at lower voltage. By all means let 
others live, but little and often is a better motto for profits 
large and seldom. Ав our B.D. man says, Риб 
Көрү in the consumer's place, and how would you 
eit?” ШЕ A LM CES 


CORRESPONDENCE. 


Letters received by us after 5 Р.м, ON TUESDAY cannot appear until 
the following week. Corr should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Defective Hand Lamps. 


A perusal of the abstract of Electrical Accidente in 
1907 " (ELECTRICAL Review, August 14th, 1908), shows 
that H.M. Electrical Inspector to the Home Office has dealt 


. very thoronghly with the subject of safety in the use of 


electrical hand lamps, the “ all wood " pattern being excellent 
for all ordinary purposes. 

Experience teaches us, however, that in very many instances, 
lamps of the ordinary type will remain in use for a consider- 
able time, and, that being the case, some particulars of the 


Original lamp. Converted lamp. 


conversion of an ordinary brass hand lamp may perhaps 
prove useful. The material and labour required were such 
as are at hand to most users of hand lamps, and the con- 
verted lamp as shown is but little inferior to ће “ all wood“ 
type. | 

From the original lamp the lamp-holder and вар- 
port аге removed, and replaced by а batten lamp-holder 
screwed to the centre of a disk of hard wood 8} in. diameter, 
held in the body of the lamp by screwing up the cage. A 
piece of gange glass tubing extends from the wood disk to 
the top of the handle. An inverted ebonite bush is put 
through the hook end of the handle, and this, on being 
screwed into place, clamps the tube and bush endwise ; thus 
all live parte are entirely insulated from the other metal of 


the lamp. 


Chas. Cuthbertson. 
Longton. 


The Cause of a Fire. 


My attention has been called to a statement in your issue 
of the 14th inst., with regard to the fire at Cowfolk Lodge 
near Horsham. ui 

From inquiries that have been made of the owner, Mr. 
Labouchere, I find that he in no way attributes the fire to 
acetylene. If it had been so it would have been a unique 
instance of fire having been caused in any dwelling house 
through acetylene. | 

May I ask, therefore, that you will give the necessary 
correction in an early issue. | 

Lacey Downes, 


Secretary, THE ACETYLENE ASSOCIATION. 
London, E.C., Auyust 24th, 1908. 


[We are pleased to publish the above correction, for we 
are anxious that in this matter of fires each illuminant 
should have common fairness meted out to it. We have 
become so accustomed to fires being wrongfully attributed to 
electricity, that for once we thought the daily Press 
reports had made a mistake and given the truth. We regret 
that they are still incorrect—but what was the cause ? 
Lest any reader, after reading our correspondent’s remarks 
should imagine that in acetylene lighting lies the one house 
lighting agent which is free from dangerous possibilities, we 


would advise them to re-read an article on The Demerita 


of Acetylene for Lighting,” which appeared from the pen of 


bad 
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Mr. Horace Allen, in our issue of June 8th, 1906. The 
reporte that we have a distinct recollection of reading, con- 
cerning the explosive performances of acetylene even in 
dwelling houses, must have been pure fabrications. But 
even Mr. Downes will not deny that such occurrences have 
destroyed life and property in places which cannot be strictly 
described as dwelling houses. | 

Accompanying Mr. Downes's letter, we have received a 
copy of Regulations as to Acetylene Generators, Piping 
and Fittings.” We are tempted to make some extracts from 
these, for they speak eloquently of the elaborate precautions 
that have to be borne in mind in laying down and operating 
an acetylene installation in order to avoid risk of explosions 
but we will forbear !—Ерв. E. R.] 


Metal Filament Lamps. 


We shall be glad to have the opinions of other contractors, 
&с., who have sold metallic filament lamps, as to whether 
the business done in them has been profitable, taking into 
consideration breakages, failures, &c. So far as we are 
ourselves concerned, we have found it unprofitable owing to 
these and other troubles, the loss on which the contractor, as 
middle man, has to bear, while the manufacturer refuses to 
replace or make any allowance. 

Other opinions on this question will be welcomed by 


Contractor. 


Rall Corrugation. 


I have pleasure in thanking “ D. E.“ for his remarks on 
my theory, which you were good enough to publish in your 
issue of June 3rd. 

I have looked up “D. E.'s” previous letter, which 
appeared in your issue of September 14th, 1906, and find 
that his theory and mine are not on all fours. My theory 
is, that the reversing action of the return current that takes 


place in a spoked electric railway or tramway wheel is the 


cause of a large proportion of rail corrugations. 

The conditions of a steam-driven spoked wheel, whether it 
be on a railway or tramway, are not the same ав an elec- 
trically driven one, providing, of course, that the return 
current is passing through the wheel to the rails. 

With regard to the method of construction on the railways 
in this district, cast-iron pot sleepers are used on sand ballast. 

Ip the last extensions of this electric tramway system the 
rails were first laid on special concrete taper blocks, made in 
moulds 12 in. x 12 in. at the top, 14 in. x 14 in. at the 
the bottom, and 6 in. thick. The rails are levelled up by 
means of these blocks, which are spaced every 10 ft. Planks 
are placed alongside the blocks, and concrete is rammed in. 
The rail is then grouted up with cement grout over the 
flange of the rail. Cross concrete ties are placed every 20 ft. 
around the tie-bars, which effectually prevent the gauge 
closing. "The space between the rails is filled up with broken 
granite and rolled. 

I consider that this method of construction compares very 
favourably with any first-class system, and, for the conditions 
here, it serves admirably. 


I. F. Jones. 
Madras, August 6th, 1908. 


The Electrical Industry. 


Ke Contract short-circuited.” “ London Manager ” has 
thrown a sidelight on bad trade, and the case he mentions is а 
fair sample of the treatment that contractors receive. I am 
very glad to sce that he would not supply the people in 
question. Some wholesale houses are not so particular, and 
appear to be only too willing to give best trade terms to anyone 
in any trade. I have only this month had no fewer than four 
cases where a certain wholesale house has supplied fittings 
and metal-filament lamps at full discount, when in each case 
the peraon supplied was an employe in a small factory. This 
indiscriminate allowing of discounts is, in my opinion, a great 
curse to the trade. I agree that a discount should be allowed 
to persons in business cther than electrical, but not the full 


discount. Could not some agreement with the wholesale 
houses be come to on this question, and a definite discount 
be arranged for persons in other than the electrical trade ? 
Contractors would then be at least in the same position as the 
wholesale houses ; as it is, the customer gains the full dis- 
count, and the wholesale houses are in no better position than 
if they had supplied the contractor. I am adopting the 
system of withdrawing my orders from wholesale houses that 
supply my clients. Will others do the same ? | 


Poor Contractor. 
London, August 22nd, 1908. 


The letters of Mr. Garcke and Mr. Dieppe in your current 
issue need cause no misgivings among the industry, because 
the financial methods proposed to deal with the present 
depressed condition of the trade will 207 be adopted. 

The policy is one which may be briefly stated as that of 
„Call in your money and let us see who can weather the 
financia] trumpet call." "That is the policy which brought 
about the financial catastrophe in America, and it is pro- 
posed to apply the same measures here. It is a splendid 
game for millionaires, but not for ordinary commercial 
individuals. 

What really has caused the depression ? 

It may at the outset be stated that the foreigners’ part, 
although put on the screen with so much effect, has practic- 
ally nothing to do with it. 

How does Mr. Garcke make it out that we are being 
ruined by Chinese cheap labour when the foreign trade of 
the country is only about 10 per cent. of the home trade? 

A few years, ago it was one of the best money-making 
industries, with big possibilities looming in the future, and 
one which attracted finance to its support, and carried those 
possibilities through, and which are to-day the pride of the 
engineering skill of the country. 

Town lighting schemes developed, tramways were estab- 
lished, large power companies opened out up and down the 
country, and electric methods have been applied in innumer- 
able directions in private establishments. 

Manufacturing firms to meet the call, launched out, en- 
larged their shops, and put down large machines to meet 
the demand made upon them for the big unite. | 

To-day these big machines аге employed іп handling 
cwts. instead of tons. Why? Because the demand for the 
big unit for the time has died down; and the improvement 
in incandescent lamps and arc lamps has made extensions o 
plant unnecessary—in short, the big market of the electrical 
engineer has been worked out. | 

The man of science, with his improved low current lamps, 
has hit the engineer hard, and he must wait a bit until 
natural developments and commercial enterprise bring about 
improvements. These low current lamps will ultimately be 
the salvation of the industry. 

The success attending the industry was so great that it 
attracted other engineers into the field, and where a few 
years ago there was one manufacturing firm there are now 
half-a-dozen. The big firms, now having no greut machines 
to manufacture, and no great tramway undertaking to cater 
for, find that the large number of smaller firms are active 
competitors with them. The only rational result to the 
expenditure of such enormous energy on the part of the big 
firms, and the vitality of the fresh but smaller firms, must be 
& depression. 

All the Marathon racers cannot come in fresh after the 
heat and burden of the day. | 

But is it really necessary to adopt a policy of kicking out 
those who гап reach the goal if given time to do s0? 

There is undoubtedly a large amount of work in the 
country, but it is divided amongst a larger number 0 
contractors, and this is an infinitely healthier condition for the 
country generally than that there should be only а few large 
manufacturers. 

To deal with this depression—an inevitable depression 
the echeme is one to bring about a panic in the industry, 
which will be reflected in other industries—and what for— 
to initiate a policy of protection ? 

Mr. Garcke's remarks about foreign enterprise are, I fear, 
not very happy, unless he wants other countries to treat 12 


Jae 
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the same spirit our enterprising commercial agents abroad 
whose energies have resulted in our enormous trade of 
to-day. 

The succeas of the foreigner, of which we are so envious, 
particularly that of the German, is due to his common 
sense in organising his consnlar services and pushing ahead, 
while our consular service i8 of so little commercial advan- 
tage to the country, and costs more than any other. 

Mr. Garcke says the Government is entirely apathetic. 
That can be denied absolutely, as there has not been a 
government in our time which has studied more the best 
interests of the country. 

By all means let there be a conference of the electrical 
industry, the object of which should be improvement, not 
disorganisation. If the latter is to be the policy, it is doomed 
to failure before it starts. 

If the Government is approached by duly appointed 
representatives from such a conference, with the object of a 
thorough inquiry into the state of trade, and what remedies 
should be adopted for improvement and better regulation of 
trade, the drastic overhauling of our consular service, and 
the appointment of a Minister of Commerce, it would not 
take many months to get to the root of any real existing 
evils. 

One of the evils to overcome is the policy of some of the 
local authorities, such as that of Macclesfield, for instance, 
where powers exist for inaugurating electrical supply, but 
Where they absolutely refuse to put down a station and 
prevent a company taking up the work. 

As Mr. Garcke says, the scope for electrical enterprise is 
considerable ; the right thing to do is to obtain such powers 
as to prevent local authorities from stopping developments, 
the other is the formation of companies on a financial basis, 
which will secure good returns, and the securing of such 
arrangements as will make it possible for companies and 
local authorities to combine their finances for their mutual 
advantage and the welfare of the community. 

Socialist. 


RAPID PRELIMINARY CALCULATION OF 
ILLUMINATION.* 


By J. В. CRAVATH anp V. R. LANSINGH. 


In the first few years of its existence, the art of illuminating 
engineering has had to depend for its calculations of illumination 
made in advance of the installation, on the laborious method of 
figuring the foot-candle intensity point by point over the area under 
consideration. This method does not give the true average foot- 
candles, unless the foot-candles are calculated for a sufficient number 
of equally spaced points over a section of room large enough so 
that the average of these points representa the true average of the 
room. The ordinary method of taking the illumination at different 
typical points and averaging them does not give the true average in 
most cases. Furthermore, such calculations have not taken into 


account the increase in illumination due to reflection from ceilings 


and walls, 
‚ Tests of the actual illumination produced in various installa- 
tions, if properly measured with an illuminometer or portable 
photometer, are more satisfactory and more easily applied founda- 
tions for reliminary calculations of illumination than the point-by- 
point method. me. 
There have been made in the past two years sufficient reliable 
teste of the illumination of actual installations, so that it is possible 
to predict results for a considerable number of given conditions. 
9 authors have compiled from various sources the table given 
herewith, which shows the watts per square foot received to pro- 
duce an average illnmination of one foot-candle on a plane 
about 30 in. from the floor in various large rooms with various 
electric lighting equipment. This is the numerical equivalent of 


Watts per lumen. 


In compiling this table the attempt has been made to give figures 
Which Sil se edt average conditions with lamps and reflectors 
reasonably clean and lamps within 10 per cent. of rated candle- 
power Such favourable conditions frequently do not exist due to 

‚ blackened lamps or low voltage. The figures in the tables 
are mainly derived from measurements in large rooms, reported in 
the Transactions of the Illuminating Engineering Society and the 

lation of the Edison Illuminating Companies, and also tests 
by the authors. The uniformity of illumination (that is, the 
between the maximum and minimum) will depend, of 
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course, on the number and spacing of the lamps and the distribu- 
tion of light from each lamp; that is, whether it is concentrated or 


distributed. 


The practical application of this table will be shown by the 
following examples :— 

Баррас we wish to light a large store 50 ft. wide by 100 ft. 
long, having 5,000 sq. ft. of floor'area, with light ceilings and dark 
walls. We wish to obtain an average illumination of 3 foot-candles 
on the counter level. Looking at the table, we see that if we use 
tungsten lamps with prismatic bowl reflectors, 1 foot-candle will 
require 025 watt per square foot. Prabtical experience has also 
demonstrated that with units spaced apart not more than twice 
their height above the plane illuminated, the illumination 
will be very uniform in such a case. It will, therefore, take 
5,000 sq. ft. x 0°75, or 3,750 watts to illuminate the room in this 
way. If 100-watt lamps are used, 38 would be needed. Four 
rows of nine lamps each would take 36 lamps. Other combinations 
can, of course, be worked out. ў | 

For another example, suppose a large general'office room, 40 ft. 
X 40 ft., area 1,600 sq. ft., which we wish to illuminate with an 
average intensity of 4 foot-candles with Nernst single-glower 110- 
watt lamps. Looking at the table we 8ee that 1 foot-candle with 
such lamp equipment requires 0'6 watt per square foot. Multiply- 
ing 0°5 by 4 foot-candles gives 2 watts per square foot. For 1,600 
8q. ft., therefore, twice this, or 3,200 watte, would be required. 
Twenty-nine 110-watt lamps will serve the purpose. . Five rows 
of six lamps each, or 30, would probably be the best arrangement 
to adopt for reasons of symmetry. | 

The simple rule for the application of this table is as follows: 
Total watts = area room x foot-candles x constant from table. 


TABLE SHOWING NUMBER OF WATTS PER боблАв®Е Foor оғ FLOOR 
/^ AREA REQUIRED TO PRODUCE AN AVERAGE OF 1 Foor- CAN DLR 
OF ILLUMINATION. (WATTS PER LUMEN.) 


Incandescent Lamops. 


Tungsten lamps rated at 1:25 watts per horizontal candle- 
power; clear prismatic reflectors, either bow! or concen- 
trating; large room; light ceilings; dark walls; lamps 
pendant; height, 8 to 15 ft. ses s js ... (0:25 

Same, with very light walls un TN T vied .. 0°20 

Tungsten lamps rated at 1:25 watts per horizontal candle- 
power; prismatic bowl reflectors, enamelled ; large room ; 
light ceiling; dark walls; lamps pendant; height, 8 to 


15 ft. T i А т : 0°29 
Same, with very light walls ы © P .. 0°23 
Gem lamps, rated at 2:5 watts per horizontal candle-power ; 

clear prismatic reflectors, either concentrating or bowl; 

large room ; light ceiling; dark walls; lamps pendant; 

height, 8 to 15 f Ко € ы a ew 0°55 
Same, with very light walls oe m EN m *. 0°45 
Carbon filament lamps, rated at 3°1 watts per horizontal 

candle-power; clear prismatic reflectors, either bowl or 
concentrating; light ceiling; dark walls; large room; 
lamps pendant; height, 8 to 15 ft. i ех ... 0°65 
Same, with very light walls Sad PS bos Jas .. 0°55 
Bare carbon-filament lamps, rated at 31 watts per horizontal 
candle-power; no reflectors; large room; very light 

ceiling and walls; height, 10 to 14 ft. ..075 to 15 
Same; small room; medium walls ... E —. 1'25 to 90 
Carbon filament lamps, rated at 3:1 watts per horizontal 

candle-power; opal dome or opal cone reflectors; light 

ceilings; dark walls; large room ; lamps pendant ; height, 

8 to 15 ft. кез we i TR m ies .. 0°70 
Same, with light walls... ИУ е iss is * 0'60 


Nernst Lamps. 


110-watt, single-glower Nernst lamps; opaline ball globe; no 
reflectors; large room ; light ceiling; medium walls e. 0°50 


Are Lamps. 


Five-ampere enclosed direct-current arc on 110-volt circuit ; 
clear inner, opal outer globe; no reflector; large room ; 
height, 9 to 14 ft. si m hes EA si 


2 
— — — — 


Japan and the Rubber Industry.— The Canadian 
Department of Trade and Commerce publishes a report by the 
Canadian Trade Commissioner at Yokohama, to the effect that a 
representative of a French syndicate is negotiating to bring the 
rubber factories in Japan into co-operation with certain large 
manufacturing concerns in Great Britain and France. The inten- 
tion is to supply the local markets, and eventually secure the 
export business to Korea, China, India, Siam, and the Straits 
Settlements. At present, the Commissioner states, there are six 
companies engaged in the rubber industry in Japan. So far, the 
quality of rubber goods manufactured by these factories has not 
been first-class; but, nevertheless, the product is replacing the 
imported article. The local product has not altogether met with 
the approval of the public, on account of its weakness and inability 
to stand wear. One or two of the establishments, however, have 
made changes in the basis of the material from which their goodg 
sre manufactured, charging a considerably increased price, and 
bave placed articles on the market quite equal to the best of the 
kind that have been imported.—Jinancial News. 
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THE ELECTRICAL REVIEW.  (Vol63. No. 1,605, Avaus 28, 1908, 


THE PURCHASE OF COAL ON A SCIENTIFIC 
BASIS. 


By "IGNOTUS." 


. Ах article recently appeared in the ELECTRICAL REVIEW 
under the above title, and appears to be a résumé of another 
article by Mr. J. B. C. Kershaw, originally appearing in 
Cassier's Magazine. The combined effect of the clauses 
drawn from the original article, and the reviewer's comments 
as appearing in the REVIEW, appears to place the coal 
industry, or the English members thereof, in à somewhat 
unfavourable light, so that a few notes on the question of 
buying coal for industrial purposes, from the coal seller's 
point of view, may be of interest. 

In the firs& place, the assumption in the article that 
British coal merchants are averse to modern methods of coal 
selection is, it may be argued, considerably wide of the mark.. 
The rule which must apply to all : contract work in engi- 
neering, that the vendor must know as much about the 
article on sale as the buyer, holds good in coal dealing. A 
coal factor is very often in the position of actually having 
to advise a buyer as to the quality of coal to be selected, 
having regard not merely to the intrinsic quality of the fuel, 
but also in relation to farnaces or other purposes for which 
it isto be used. Cases frequently arise where the particular 
design of a furnace precludes the use of certain coal, which, 
under other conditions, would yield excellent resulte, and the 
coal factor from his particularly wide knowledge of the 
coals available to the market, and his past experience of the 
behaviour of classes of coal as reflected by the continuity of 
his coal sales to different customers, can often render 
valuable help to the person who has to buy the coal. 

For this reason, if no other, every British coal factor who 
takes his profession seriously, welcomes any scientific test which 
will help him to predetermine the performance of tbe coal 
for which it is his duty to find a market. 

The rock upon which the article under discussion appears 
to split, is the undue prominence given to calorific value 
pure and simple. The writer of the article recommends the 
chemical testing of the fuel. This is a very useful step to 
take, and the resulte of analysis should be carefully studied 
in selecting coal. It must be remembered, however, that 
what is ultimately aimed at is working performance, of which 
the only conclusive test is the trial of & sample ton under 
ordinary working conditions, by a skilled fireman free from 
bias. This may be illustrated by the following two analyses, 
and their working results. The first represents the com- 
position of a grade of Northumberland steam coal which has 
been largely used in the North. The second is of Durham 


extraction :— 
A.—NORTHUMBERLAND SAMPLE. B.—DuBHBHAM SAMPLE. 
Fixed carbon ... 60°39 percent. Carbon ... .. 75°05 per cent. 
Volatile hydro- Hydrogen 28 3 
carbon TP 32:05 » n Oxygen haa .. 801 ТИШЕТ 
Sulphur . . 144 p» n Nitrogen . 183 » n 
Ash 7 "EE o „ gy Sulphur... ar USE us 4; 
Moisture Wu OR assis Ash PE ex 140 „ o 
Water єє 39 Озу. зу 
100`00 per cent. 100°00 per cent 


The calorific value of the first sample, as judged by the 
pounds of water raised to steam, both at a temperature of 
212° F. was 13°76 lb., while that of the latter was 1:57 lb. 
As regards tliis point, therefore, both samples are practically 
equal. When, however, these two classes of coal were tried 
under working conditions, the second sample turned out, in 
a particular case, so much superior in result to the first, that 
it was unhesitatingly adopted and retained. This might be 
explained by the difference in nature of the two coals and 
the particular requirements of the furnaces in which they 
were used, and the comparison i8 made without any preju- 
dice to the abstract, qualities of either of the coals mentioned, 
in order to indicate that something more than a chemical 
analysis is necessary to determine whether a coal is suitable 
fora particular purpose. That * something" is, in nine cases 
ont of ten, the mercantile or special knowledge possessed by the 
coal factor of the classes of coal which he is offering. All 
this is mentioned, of course, without the slightest intention 


— — ͤ ͤꝓ ü4ü— 9 4 


of detracting from the undoubted value of the chemical 
test, properly understood and applied. 

The writer of the article under consideration evidently 
recognises that calorific value is not the only criterion, in 
spite of the American example of fuel contract, whose price 
varies with the calorific value, inasmuch as he points out 
the value of a low ash content as inducing low cost of waste 
cartage and diminution of waste of live coal mixing 
with ash. The example given of a cheap line of coal having 
11 per cent. ash and over 7 per cent. of moisture being 
rejected in favour of & coal with less ash and costing more 
per thermal] unit, amply illustrates this point. Once again 
the value of practical experience in coal buying and using 
is demonstrated. : 

In the criticism of present methods of buying coal, Mr. 
Kershaw seems to doubt the possibility of proof that the 
user always gets the coal from the same seam or colliery, 
even after he has ordered it. In such a district ag North- 
umberland or Durham, which is a large ship-building centre, 
the result of a firm failing to provide a uniform quality of 
coal would be that the men would, previous to the Edin- 
burgh agreement, very promptly go on strike. From long 
usage, under uniform conditions, they are very well qualified 
to judge as to the uniformity of their fuel. They are 
expected to get certain results from their fires. They know 
they can get them if fairly treated, and their method of 
remonstrance is usually very salutary in effect. Speaking 
generally, if a user of coal, buying from merchanta, takes 
landsale coal, d.e., coal purchased from collieries in the 
vicinity and supplied by rail, he can always get a check on 
the colliery from which he is getting his coal, by looking at 
the railway tickets. If Mr. Kershaw is referring to the 
London district, where the bulk of the coal used is sea- 
borne, there can, of course, be no guarantee that the coal 
is not more or lees mixed, inasmuch as it is shipped in large 
lota. Coal factors are, however, sufficiently alive to their 
own reputations to see that the quality of the coal shipped 
does not fall below the specified standard, and it is no un- 
common thing for them to keep men specially stationed at 
the coal staithes in order to inspect each lot of coal as it 
arrives, and if it shows signs of inferiority, to blend with it 
an amount of extra high-class coal to fully restore the 
balance. 

To require that all the coal should come from the same 
seam of a colliery is the sort of thing one expects fiom 
those exacting gentlemen known as electrical engineers, 
whose minds have been trained to the perception of decimal 
points, and who are not, perhaps, accustomed to the vari- 
ability of quality which accompanies a large proportion of 
vendible articles. If a colliery is working one seam only, 
it is quite reasonable to stipulate that coal from that seam 
alone is secured. If, however, it is getting its output from 
two or three seams at different levels, it is nearly always 
found that the coal from these seams is mixed at the pit 
mouth, and the various qualities sent out are products of 
various seams. The process of discrimination is usually 


carried far enough when the product of one particular 


colliery is specified. 

The sting of the article under consideration is in its tail. The 
path of the coal seller who relies for his sales on payments to 
firemen is somewhat hampered—to put it mildly—by the 
Prevention of Corruption Act of 1906. Apart from that, an) 
firm of coalbrokers of any magnitude is deterred from 
trafficking with firemen by the fact that a change of stokers 
would tell its own tale, that men with a little liquor are often 
needlessly communicative, and that the result of suspicion 
on the part of the coal buyers would not only stop the steady 
sale of an article in regular requirement by the firm, but that 
evil report would rapidly spread by word of mouth in a manner 
that can be easily imagined by any business man in a сошрей- 
tive line, and would soon wreck the factor who descended to 
such methods. As to the suggestion that undue influence 18 
exerted with directors of companies, one would suggest for 
the writer's consideration that most directors have a con- 
siderable financial stake in the success of their undertaking, 
and their acceptance of a consideration of any sort to deter 
them from getting the best value possible for their money 
would argue that the services of the nearest menta 
specialist should be invoked on their behalf. 

The subject of these notex is somewhat outside the 
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ordinary scope of an electrical engineering paper, but in 
view of the large number of power and lighting companies, 
and corporations which depend for their existence on the 
conversion of the energy of coal into electricity, it is possible 
that they will have à certain value to some of the readers of 


the ELECTRICAL REVIEW. 


THE USE OF METERS ON TRAMCARS. 


[COMMUNICATED. |] / 


Tue question of registering the consumption of electricity on tram- 
cars has long held the attention of those concerned in the econo- 
mical running of tramway and light railway systems, but the effurt 
towards obtaining reliable measurements have been to a certain 
extent hindered by the difficulties attendant, not only on the con- 
struction of apparatus necessary to register the energy, but also the 
provision of a suitable scheme of applying the knowledge obtained 
to the more economical working of the cars. It is now, however, 
possible to obtain several types of meter which are capable of ful- 
filling the requirements of accurate register, even when subjected 
to vibration and other troubles incident on being placed in tne car, 
so that as far as their adoption on traction systems is concerned, 
there need be no hesitancy. ° 
That there is a great saving attached to the use of such meters 
is now beyond question, especially if some form of bonus be 
given to those drivers whose energy consumption is below some 
epecified figure which the manager of the tramway has found by 
previous experience can be obtained by careful driving, and it is 
on the establishment of such a bonus system (in the writer's 
opinion) that the true value of the tramcar meter is founded. A 
manager, who is dissatisfled with his average energy consumption 
per car, can adopt threats or other means towards his employ és, 
considered in bulk, but without a very expensive system of 
Inspection it is impossible for bim to select the men who are 
chiefly responsible for the waste of energy, and he can only, 
therefore, enjoin general carefulness, If, however, meters are 
fixed, the effect will be atartling, the consumption will come down 
gradually, and if the bonus system is in vogue, there will be 
endless reports of faults on the cars, which were never heard of 
before, and which will be discovered by the drivers 
to account for their high consumption. Moreover, it 
Wil be found as the result of the steadier driving 
which the metered cara require in order to secure economical 
running, that the whole equipment will not be the subject 
of such heavy maintenance as previously prevailed without 
meters, There will be none of the careless sudden starts and stops 
and undue use of the brake to counteract wasteful current running 
where coasting would have been sufficient. . 

Exact figures as to the actual saving on maintenance as to current 
consumption are difficult to obtain, as those tramway managers 
who have used metered cars appear to be somewhat loath to publish 
their resulta, It may, however, be taken to range from 10 to 15 
Per cent., and this saving is worth a considerable amount of trouble 
and certain initial outlay, in order to secure this result on the 
year's energy bill. 

A difference will, of course, be found in the sum total of all the 
Саг-шеќег readings, and the total quantity measured at the 
generating station during any particular time. This may be put 
down parcly to the losses in cables, and also to the net result of 
small inaccuracies of the car meters. The difference is not an easy 


dne to obtain from published results, but the energy unaccounted for 


by the meters migbt be placed at about 20 per cent., and an 
allowance should be made for these lost units in working out a 
bonus scheme, should this be tried. 
ere are several points to be watched in the adoption of a 
bonus system, the first being that if the total consumption of the 
system is taken and the average worked out so that all the drivers 
share equally, some are getting a bonus who do not really deserve 
it, while others of the best men will be poorly rewarded for their 
economical driving. A better method isto take а system of work- 
ing each driver's records out from the readings of the meters on 
their Tespective cars. The disadvantage to bc encountered in this 
method is that some cars will run considerably easier than others 
along the same route, and therefore the same driver would get 
different results on different cars; moreover, if the equipment ів 
from time to time overhauled in any way, and new brakes, new 
arings, and other details are put in, different results will be 
Obtained on the same car from time to time. Yet, again, one 
driver may have оп a certain turn a strong wind and greasy rail, 
while another man will have all the conditions in his favour. If, 
therefore, the last suggested scheme be adopted, it should be 
endeavoured to bring about as much change as possible in the cars 
allotted day by day to each driver, and to take the average result 
Over an extended period of, say, a month, so that during that time 
all drivers will have a fair share of various conditions of weather, 
Permanent way and cars. Under such an arrangement the best 
vers will soon be found out, and it will invariably be found that 
e drivers maintain similar positions in the table of averages 
month by month. . 
It may be interesting, in order to consider the question from 
A financial point of view, to take the case of a system having 40 


cars, and consuming one million unite per annum, As regards the 
prime cost, we may take the value of a meter at £4, the set of 40 
meters will take a mechanic and labourer about three weeks to fix, 
and if we reckon their wages at £3 10s per week, we get £10 10s. 


as the cost of fixing. | 
It will probably be found that the cost of maintenance and 


repairs to the meters will work out at about 10 per cent. of the 
prime cost, we, therefore, have the following table :— 


40 meters at £4 each  ... 885 .. £160 0 0 
Fixing, say... en "m a iis 10 10 0 
Maintenance at 10 per cent T 16 0 0 

| £186 10 0 


Now it is assumed that the electricity is supplied to the cars 
at a cost of Id. per unit. We have stated above that the probable 
saving by the use of meters on the cars will be 10 per cent of the 
total units. This equals £416 13s. 4d. saving. The difference 
between this saving and the cost of fixing and that of mainten- 
ance will be £230 3s. 4d. Now, if there are 72 drivers whose 
bonuses average 28. 6d. per month, or £1 10s. per annum, there 
would be paid £108 in bonuses, and the net result would be that 
on the first year's working with meters there woüld be a 
saving of £122 3з. 4d. on the current bill, if the first cost of the 
meters had been wiped out in that year's running. 

It will, therefore, beseen that there is an appreciable amount to 
be saved, even on the smallest tramway system by the adoption of 
metere, and even if the first year's working does not show a clear 
profit on the meter installation, as it would in ordinary conditions, 
it would be certain to be wiped out in the second year, while the 
life of a meter under these conditions can easily be reckoned at 
from three to five years. The figure given will be found to be 
below the average tramway returns, so there is no reason why 
there should not be a considerable improvement on the saving 
previously indicated. 

In conclusion, it should be carefully noted that there will be no 
possible advantage in putting one or two meters on а tramway 
system for trial, unless it ig simply to find out the reliability of the 
meter alone. To obtain proper figures and economy, it is necessary 
that all the cars should be fitted, and then, and not till then, a 
proper grasp of the conditions of economical working of the cars 
would be obtained. 
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FORMS FOR THE USE OF ELECTRICAL 
UNDERTAKERS. 


By Our LEGAL CONTRIBUTOR. 


IN view of the fact that companies and local authorities who suppiy 
electricity are "the creatures of statute,” it is important that the 
requirements of the statutes and provisional orders should be 
strictly complied with. In these circumstances it is essential that 
statutory notices should be drawn with care. It must not be for- 
gotten that in carrying out the work of supplying electricity, the 
undertakers are exercising a species of limited monopoly (if we 
may use the expression), and must not exceed their powers. Again, 
in dealing with consumers, the company or the local authority are 
entitled to exercise certain rights and privileges, but those rights 
can only be exercised in accordance with the requirements of the 
Provisional Order and the public Electric Lighting Acts. In these 
circumstances it may be useful to set out and illustrate with 
explanatory notes a few forms which must be used (a) for the pur- 
pose of establishing a system of supply in accordance with the 
terms of a Provisional Order; (b) fer the purpose of making the 
necessary agreements with consumers, or prospective consumers. 

Inasmuch as the form of Provisional Order which is embodied in 
the Electric Lighting (Clauses) Act, 1899, is now incorporated with 
nearly every Provisional Order, the following forms and notices 
have been drafted on the lines of that schedule. Before applying 
the forms for the purposes of any particular undertaking, it should 
be made certain that the Provisional Order under which the loca] 
authority or company supply electricity contains no provisions 
which materially depart from the common form. | 


(a) Notices required prior to and during the establishinent of an 

electricity supply undertaking. 

Rule V of the Board of Trade rules provides that any local 
authority, company, or person intending to apply for a Provisional 
Order must on or before November Ist give notice in writing of 
their intended application to every local authority, company, or 
person authorised to supply electricity under statutory powers 
within the district to which the proposed application refers. 

Where a company is applying for a Provisional Order in a district, 
it is essential that a notice of this kind be given to the local 
authority (Electric Lighting Act, 1882, Sec. 4 (i)) The notice 
must be served either by leaving it at the offices of the loca] 
authority, or by forwarding it by post in a registered letter. 

The following is a convenient form of notice which should be 


served in order to comply with this rule :— 
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1. Notice of application for a Provisional Order for the supply of 
electricity within the township (or district) o.. 


The Electricity Supply Corporation, Ltd., (or the Urban 
District Council of ......... ). 


Taxe NorIOB that the...... Electricity Supply Corporation, 
Ltd.(or the Urban, &c.)., being a limited company incorporated 
under the Companies' Acts 1862 to 1900, whose registered office is 
at. . .. (or the Urban, &c.), will apply to the Board of Trade on 


the ......... day of October, 190 , for a Provisional Order to enable 
them to supply electricity to consumers within the township of 
-— (or within the Urban District of ......... ). 

| Dated this day ot. 190 . 


(Signed) A. B., Director, 
C. D., Secretary, 
of the said Company. 


[or] E. F., Chairman, 
G. H., Secretary, 


of the Urban District 
Council of ......... 


Norz.—In the case cf a local authority, the notices must be 
served on or before July 1st in the year in which the . 


application is made. 


A notice of an intended application for a Provisional Order by a 


Local Authority might also be in the following form :— 


9. Advertisement of application for Provisional Order by the 
Local Authority. 
No. ...... 


WHEREAS, by a resolution passed at a meeting of the ............... 
Corporation ‘on the ......... day of ............ , and duly convened in 
accordance with the Statute 45 and 46 Vict., c. 56, Sec. 3, 
Sub-sec. (6), it was resolved that an application should be made 
to the Board Trade, on or after the ......... day of ............ , fora 
Provisional Order to supply electricity within the area and for the 
purposes hereinafter set forth. NoTICE IS HEREBY GIVEN, in pur- 
suance of the Statute 45 and 46 Vict., c. 50, Sec. 3, Sub-sec. (5), and 
the Board of Trade Rules, 1890, Nos. XIII and XVII, that the said 
Corporation intend to apply to the Board of Trade, on the ......... 
day of October (or November), for a Provisional Order tó enable 
them to [here follow the objects of the undertaking}. 


9. The area in which the said Corporation propose to supply 
electricity as aforesaid is as follows :— 


3. The said Corporation propose to lay down electric lines in and 
through the strects following, that is to say :— 


(Here describe th: streets with particularity. A plan should be sent 
showing in blue ink or wash the streets dn which the lines ате to 
be laid. | | 

(Signed) 

Rule XIII of the Board of Trade Rules provides that applicant’ 
for a Provisional Order must publish notices by advertisement of 
their intended application. Such advertisement must be inserted 
once at least in each of two successive wecks in one and the same 
newspaper, published and circulating in the proposed area of 
supply, or in such other newspaper as the Board of Trade may 
direct; and once at least in the London, Edinburgh, or Dublin 
Gazette, accordingly as the proposed area of supply is situate in 
England, Scotland, or Ireland. 


3. Form of adeertise ment of intended application for a Provisional 


Order. 
C! Electricity Supply Corporation [or The ............... 
District Council off.... J. 
1. The Electricity Supply Corporation [or The ....... . .. District 
Council of ............], being a limited company incorporated under 
the Companies' Acts, whose registered office is at. . . (or 


being the Local Authority), hereby give notice of tbeir intention 


to apply to the Board of Trade, on the ......... day of October (or 


November), fora em Order to enable them to [Here follow 

‚ objects of the undertaking}. 
d qe aid Corporation seek to obtain power to break up, or 
otherwise interfere with, the following streets, which are not 
repairable by the Local Authority :— [Here set out. the names of 
i^ UNE Corporation propose to break up, or otherwise 
interfere with, the following tramways and railways, namely :— 
[Here describe the tramways which will be interfered with.) | 

4. Copies of the draft Provisional Order can be obtained at a 
price of ......... [ price not to excecd 1s.], either at the offices of the 
Company, situate in . .. . . . ID the County of London, or at 
„ „within the 5 area о, supply. P 

local or other public authority, company, pers 

3 bringing before the Board of Trade any objection 
respecting the aforesaid application, must do so by letter ad essed 
to the Board of Trade, marked on the outside of the cover enclosing 
it “Electric Lighting Acts,” on or before the 15th day of January, 
190 [mentioning the year after that in which this advertisement 13 


published ]. (Signed) 


Datel ͥͥ [Some date prior to November 1st], 190 . 


i -sement is published by the undertakers pursuant to 
1 5 с. 50 Sec. 5, and the Board of Trade Rules, 


August, 1890.) 


4. Form of notice of works to be ser red on the Post master- General 
and Local Authority. 


(Pursuant to Sec. 14 (1) of the Schedule to the Electric Lighting 
Clauses Act, 1899.) 


No. 
e Electricity Supply Co., Ltd. 


Proposed interference with streets in the Parish of .................. 
within the district of the said Company. 


To the Right Hon. .................. , Postmaster-General [or to the 
e Urban District Council, being the Local Authority 
for the district in which the following streets are situated]. 


Талки Norick that, on or after the ......... day of. , 190, 
the above-named Company propose to break up or otherwise 
interfere with the following streets [or bridges], that is to say :— 
[Here enumerate the streets or bridges.) 

1. The nature of the proposed works is as follows:— [Her 
describe the proposed 1 

2. The said works are indicated upon the plan [or plans] 
delivered herewith. | 

3. This notice is delivered in accordance with Section 14 of the 
Schedule to the Electric Lighting (Clauscs) Act, 1899 (63 and 64 
Vict., с. 19), to the provisions of which your attention is invited. 

4. Further information with regard to the Company’s said 
proposed works will be furnished on application to [еге state the 
name of the Company's Engineer and his address at the office. of th 


Company]. 
(Signed) 
Dated this ......... day ol 190 . 


[Norg.—The date of the notice should be not less than one month 
prior to the date upon which the company intend to commence 
their works. No part of the month of August is included in calcu- 
lating this period of one month.] 

If the undertakers make default in complying with any of the 
requirements or restrictions of the section which necessitates the 
above notice, they must pay compensation to the Postmaster- 
General and the Local Authority. They are also liable to have to 
pay penalties. (E. L. (C.) Act, 1899, Sec. 14 (1) (f).) 

Where the exercise of the powers of the undertakers in relation 
to the execution of any works will involve the placing of any 
works in, under, along or across any street or part of a street not 
repairable by the local authority, including where tbe area of 
supply is not wholly in a county borough, the County Council, or 
over or under any ‘railway or canal, due notice of the intended 
works must be given. (E. L. (O.) A., 1899, Sec. 15.) 


5. Form of notice under Sec. 15 of the Schedule to the Electric Light- 
ing Clauses Act, 1899, 63 and 64 Vict., C. 19, to а company "7 
person liable to repair а strect or owning а tramway liable to li 
interfered with. 

No 
Theo Electricity Supply Co., Ltd. (or the Urbau 
District Council of ......... ). 


Interference with streets in the parish of ......... not repairable or 
under the control of the local authority. 


Г 


EO ss canes , being the person or persons for the time being liable 
to repair ......... Street [or being the owners of the tramway rat 
ning through and along the streets of.. and ......... }, or ® 


much thercof as is situate within the district which the said com 
pany are entitled to supply with electricity. 

1. ТАКЕ Norice that on or after the ......... day ot . 190, 
the Company purpose to break up, or otherwise interfere with, the 
following streets (or tramways or railways], that is to gay— Her 
deseribe the proposed works in . 

2. The nature and position of the company’s proposed works are 
indicated upon the plan or plans delivered herewith. 

3. This notice is delivered in accordance with Sec. 15 of the 
Schedule to the Electric Lighting (Clauses) Act, 1899 (63 and 64 
Vict., с. 19), to the provisions of which your attention 18 directed. 

4. Further information with regard to the Company’s gaid р 
posed works will be furnished on application to .. . . . . [ Her 2 : 
the name of the Company's engineer, and his address at the otce of th 


Company. | 
(Signed) 
Dated this ......... day о? ......... ICO . 


NoTE.— The date of the notice should Ъз not less than one pun 
prior to the date upon which the company intend to © 
mence their works. 

The following form is sometimes used :— 

Мб; ooh 


To the Engineer and Surveyor of the Corporation of. . 


Notice of Breaking up Streets. ae 
WE give notice that, under the powers of our order, We inte 


. . day of ......... to commence breaking TE 
taking up the pavement or ground of the street or road kno 
TA in the Borough of ......... 

Dated this ......... day Of ......... 190 . 


For the . .., Electric Supply Co., 


Vol. G. Мо, 1,605, Avaver 28, 1908] THE ELECTRICAL REVIEW. 


835 


PES Where it is proposed to lay cables ander a railway or canal, the 
notice to the railway or canal company should be in the following 


y form:— 
_ 6. Form of Notice under Sec, 15 of the Schedule to the Electric Light- 
ing (Clauses) Act, 1899 (63 and 64 Vict., с. 19) to a railway or 


canal company. 
No. 


„ Те......... Flectricity Supply Co., Lea (o the Urban District 


Council of ......... 
To ......... , being the owners of a certain line of railway, namely 
[Here describe the railway] от во much thereof as is situate within 
the district in which the above-named company are entitled to 
supply electricity. | 
coe 1. Take Norice that on or after the day of 190 , 
the Company require to lay cables (or to carry out certain works, 
CY. ue ) under the line of railway now worked by you at the 
point marked on the plan delivered herewith. 
2. See Form 5 (3) supra. - 
3. See Form 5 (4) supra. 


Datedthis ......... day of ......... 190 . 
7. Notice of Reinstating Streets, 
No. 


To the Engineer and Surveyor of the Corporation of. 


Wx give you notice, under Sec. .......of our Ord et, to commence 
: repairing and reinstating the pavement or ground of the street or 
| road known ass in the Borough of ......... „broken up under 
| notice numbered. and dated ......... „within hours 
oe from time of service hereof. 
Dated this ......... day of ......... 190 . | 
For the ......... Electric Supply Co,. 


P (To be continued.) 
rad 


A NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. 


20,000-Volt Dividing Box. 


Dividing boxes of the size which we illustrate in fig. 1 are some- 
what unusual, in this country at least, but we understand that 
Mrasns. A, Ввүвогге & Co. now include these in their extensive 


Fic. 1. 


line of bigh-tension accessories. The box is 3 ft. 3 in. high, con- 
tains 1j cwt, of compound, and weighs 24 cwt. complete. This 
box is claimed to be of particularly substantial construction, and 

allow plenty of room for making a inside. It is capable of 
withstanding а pressure of 60,000 volts between the conductors of 
each phase and earth, 


Witton Grip Fittings. 


The Авмоврост Manuracrurnina Co., LTD. of Farringdon 
Avenue, London, E. O., wish to draw the attention of the trade to the 


fact that they can now supply from stock, ceiling rose fittings for 
use in connection with their Witton grip continuity system. An 
example of a switch base on this system is illustrated in the accom- 


panying figure (fig. 2). 
Se ED, 
BUSINESS NOTES. 


Consular Notes.—GrnwANY.—The Standard quotes 
some interesting facts as to German industry given by Consul- 


General Sir Francis Oppenheimer, in his report on the trade and . 


commerce of the Consular district of Frankfort for the year ended 
April last. Sir Francis states that the commercial boom came to 
a definite end in 1 He adds that while those most intimately 
connected with German industry hesitate to express an opinion as 
tothe probable duration of the prevailing depression, there is 
generally an inclination to believe that, if it will not be so deep as 
former periods of depression, the very fact of its comparative 
shallowness may cause it to be spread over a longer period. Instruc- 
tive reference is made to the extension of the application of elec- 
trical power in Germany. The substitution of electrical power for 
steam power on railways with extended systems, hasalready become 
the subject of official inquiry, and quite recently the Bavarian 
Government, which, owing to the geographical position of Bavaria, 
has at its disposal enormous water-power, bas worked out statistics 
showing the quantity of power needed. It was calculated that the 
Bavarian State Railways alone would require a daily average con- 
sumption of 1,435,000 Kw.-hours, with at least an additional 
10 per cent. as a margin for emergencies. The Prussian State 
Railways intend to introduce electrical power in place of steam on 
certain lines within the railway directorate of Magdeburg; the 
change will not be effected for some time to come, but the decision 
was welcomed because it shows a departure in the right direction 
and one which, heretofore, the German State railways had per- 
sistently declined to take. 

Already central power stations supply all industries in ever- 
increasing areas. Statistics have been published repeatedly to show 
how soon the coal supply in the various coal-producing countries will 
be exhausted if the demand continues to increase proportionately to 
the past. Such reports stimulate a further search for the utilisa- 
tion of electrical power in preference to steam. Even the motor 
power of electrical works ig replaced by water power. Heretofore 
this has been chiefly effected by the natural water power of rivers. 
Recently new endeavours had been made similarly to utilise the 
motion of the tide. In Hamburg a company has been started 
styled the Wasserkraft Anlage,“ to work a new electrical plant 
with the aid of the tide. The works are to supply Cuxhaven with 
electric light and to run an electric railway. According to present 
calculation, the electric current ought to be supplied at а greatly 
reduced price. The experiment, which is protected by variou 
patents, is followed with the keenest interest. 


Russra.—The Austrian Consul at Odessa, in a recent report, states 
that the electro-technical industry of Russia has been developed 
only te a small extent. In spite of the increased import duties on 
electro-technical goods no new undertakings were started in the 
Odessa district in 1907. The existing industry confined itself as 
formerly to the production of motors and machines of the rougher 
type and cables and wires. A part of the telegraph and telephone 
apparatus used in Russia is also manufactured by the home industry. 
Allthe finer measuring instruments, armatures for lighting pu Bes, 
and arc lamps and carbons, are imported from abroád and chiety 


A — «0. 
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from Germany. A part of the trade in incandescent lamps is taken 
by Hungary. Factoties which manufacture dynamo machines exist 
in Petersburg, Riga and Moscow, cable and wire factories in 
Petersburg, Moscow and Kiev, an incandescent lamp factory in 
Warsaw, an arc lamp carbon factory in Moscow, and a factory for 
accumulators in Petersburg; a small factory of the latter kind also 
exists in Odessa. The utilisation of electric energy in Russia showed 
a considerable increase in 1907 in continuation of the increase 
consistently shown in recent years. In most of the factories and 
mills electric lighting is installed, and in some electrically-driven 
machinery, In many towns, for example, Cherson, Simferopol, 
Sevastopol, and Nikoliev, new electrical works have either been 
erected or old works have been extended. 

Unrrep SrATES.— The Austrian Consul at Chicago reports that 
the extraordinary development of the electro-technical industry 
continued until the commercial crisis of 1907, when a severe check 
in the expansion was experienced. Nevertheless, the value of 
electro-technical goods produced in 1907 increased from 
$20,000,000 to $21,800,000, or an increase of 12 per cent., and the 
sales increased by 15 per cent., i.e., from $17,250,000 to $19,000,000, 
In the telephone section of the industry, backward motion set in in 
the second half of 1907, whereas in the first balf of the year all 
previous records in production had been broken. An important 
local event was tbe fusion of Chicago Edison and the Common- 
wealth Electric Co. under the firm Commonwealth Edison Co.; 


later on considerable reductions were made in the rates for energy. 


for lighting and power purposes, making Chicago in this respect 
one of the cheapest towns in the States. ‘The result on the part of 
the public was a considerable increase in the utilisation of electric 
light and power, which increased by 35 per cent., as compared with 
the previous year, which bad itself constituted a record. 

Nosway.—The German Consul at Drontheim, in a recent report, 
states that the utilisation of electrical energy in that town has 
increased to such an extent that the present works at Lerforsen have 
become too small to cope with the demand. A sum of 1,500,000 
kronen has consequently been voted for the extension of these 
works whereby it is hoped to double tbe available horse-power 
which it is anticipated will provide for the supply of all needs for 
the next 10 years. | 

FBANCE.—The British Vice-Consul at Limoges, ia a recent report, 
states that the conatruction of electric railways in the Department 
of Haute Vienne, has teen approved, and contracts will soon be 
open to tenderers, who must be French, but who will be authorised to 
import foreign machinery. Я 

Society IsLANDS.—The British Consul at Tahiti, in a recent 
report, states that among the innovations in agriculture to which 
the soil of some of the uninhabited valley lands of Tahiti and of 
other neighbouring islands would be propitious, is the planting of 
rubber, which it is believed, would give excellent results, The variety 
which appears to be specially recommended for the valleys of 
Tabiti, is the Castilloa elastica, which has been experimented upon 
on a small scale with such encouraging results that a local com- 

y has been floated for the purpose of planting rubber on an 
extensive scale. The appeal for local capital, however, has not во 
far received much palpable support, not from want of confidence in 
the scheme so much as from lack of funds which, in a scheme of 
this kind, would be tied up for about eight years before they could 
bear the fruits of the investment. Rubber, however, is destined, it 
would seem, sooner or later to play an important part in the exports 
from these islands. | 

Sparn.—The British Vice-Consul at Almeria reports that a station 
for wireless telegrapby has recently been erected on the highest 
point of the Alcazaba, the old Moorish castle, overlooking the port, 
for the purpose of communicating with Melilla, on the African 
coast. This station bas been erected by order of the Ministry of 
War, and will only be used by that department. It is stated that it 
will be working in the course of a month or two. 

The British Vice-Consul at Cartbagena reporte that on the urban 
and suburban tramways of that town, the change from animal to 
electric traction bas been effected, causing a great increase in the 
number of passengers. 

Mexico.—The British Vice-Consul at Monterrey, in a recent 
report, states that in 1907 the electric street car system was 
practically completed. The work bas been carried out by a 
Canadian firm. 


Ediswan Fire Brigade.—We learn that in the competi- 
.ion held at Leyton on Bank Holiday the Ediswan Fire Brigade 
were successful in winning the fourth prize in the one man manual 
drill, also first prize in the five men manual drill. They also tied 
with Wanstead Fire Brigade for the“ Vincent Challenge Shield,” 
but lost this in tbe re-drill. The“ Vincent Challenge Shield“ is 
held for one year by the brigade making the fastest time in the 
two men and five men drills. 


Bankruptcy Proceedings.—Ae WII LAM TERRELL 
GARNETT, electric cable wire manufacturer (trading at Barkerend 
Mills, Bradford, ав W. T. Garnett’s Cable Co.).—]u this matter а 
summary of the statement of affairs has been issued, which shows 
the gross liabilities to be £94,942, and liabilities expected to rank 
for dividend amounting to £31,330. The assets, after deducting 
preferential creditors, arc estimated to produce £8,129, leaving a 
deficiency of £23,201. The stock-in-trade, which cost £4,302, is 
valued at £2,868. The debtor attributes bis failure to depreciation 
in the value of real estate, heavy bank charges, unsuccessful trading 
owing to the Eastern crisis, fluctuation in the price of copper, 
losses on investments, and the initial expenses of certain businesses. 
In accounting for his deficienc,, Le puts down depreciation in 
value of cable and other machinery as estimated for realisation 
£2,532, whilst another very large item is interest on bank over- 
draft and loans 48,757, and law expenacs re bank overdraft C329. 


Ancoats Vale Rubber Co. Man- 


' The debtor began business in 1888 as a worsted spinner, he then 


becoming entitled toa half share of his father's real and personal estate, 
which was valued at £240,000. He lost money heavily in this and 
other businesses, and in September, 1902, began his present business 
as an electric cable and wire manufacturer. This business has proved 
a failure, owing mainly to loss on contracts and a heavy fall in the 
price of copper. There was a loss on the trading for the 13 months 
preceding March 3186 last of £8,000. From June, 1904, until 
February 14th last, the debtor had a partner in this business, bot 
the partner introduced no capital, and when the partnership was 
dissolved he retired without receiving any payment. Heavy losses 
have also been incurred in connection with investments in limited 
companies, and the debtor filed his petition because certain 
creditors insisted upon bankruptcy. The creditors for sums over 
£10 are as follow :— | 

| Martin's Steel Metal Co., Bir- 

` chester я £70 mingham 


Associated Battery Co., London 14 J. Maggrove & Co., Ltd., London dl 
Bradford Bobbin Co., Bradford 19 D. 


McDougall jun., & Co., 
Boldy & Son. Bradford  .. .. 14 Glasgow  .. "E „ 
Beecroft & Wightman, Bradford 23 Pearsall & Co., London .. B 
Britannia Rubber Co., London.. 85 T. Paton & Co., Bradford TER 
Clark, Bons & Co., Manchester. 20 Ramsden, Camm & Co., Brig. 
Creeswell’s Asbestos Co., Brad. house s Я ia’, jae 
‚ ford .. у * M .. 27 Е. W. Richardon & A. ЈИ .. 12 
I, Frankenburg & Sons, Man- Rones. Ltd., Leeds SQ 64 I 
chester А s xd . . 193 F. Smith & Co., Salford. . 472 
Goessmann & Co., Crefeld 11 Stephenson Bros., Bradford .. 16 
L. N. Greenbaum & Sons, J. Slater & Co., London 80 
London ; жа .. 180 А. Thornton Son & Co., Brig 
R. R. Griffin, Bradford .. .. 60 house “з i o0. I8 
J. H. Holdsworth, Bradford 30 Taylor, Jeffery & Jessop, Brad. 
Harrison Bros., Sheffield . . .. 40 ford .. e ix. vaa occae A 
W. Hinder, Bradford di .. 80 United Asbestos Co., London .. 5 
T. Lamuch & Co., Manchester. 10 8. W. Whaley & Co, Brad 


G. W. Laughton & Co., Preston 179 
McConnell & Co., Ltd., Man- 
e ee * . 961 


chester Я i 

JAMES ALLAN WELSH, electrical engineer and mill furnisher, 
Kilmarnock, has been examined in bankruptcy at Kilmarnock 
Sheriff Court. The state of affairs showed assets £310, and liabili- 
ties £2,450. Bankrupt explained that be started business about 
five years ago with obligations for borrowed money to the extent of 
£400 or £500, and stated that about £800 had never been in the 
business proper, but had been borrowed to pay accommodation bills 
There were about £200 for bad debts. He believed he lost a good 
deal by leaving the mill furnishing business alone and trying to 
develop the electrical business, which never paid him, and bis 
average earnings from the business were £293 per annum, and 
excess over the earnings for the whole period was £822 odd. There 
was £674 accounted for by the difference between the valuation 


which had been made in the bankruptcy and his own valuation of 
the stock. | 


Trade Announcements.—Mr. Ha ROL D W. DANGER 
FIELD is continuing his business as a code expert at 143, Cannon 
Street, E. C., his agreement with the Pantelegraphy Publishing Со, 
Ltd. (in liquidation) having terminated. 

Mr. HARRY Nance, 4, Church Street, Cardiff, informs us he # 
now representing the following firms in South Wales and West of 
England :—Are Lamps, Ltd. (St. Albans). Pritchetts & Gold, Lid 
(London)  Newtons Ltd. (Taunton) Ward & Goldstone (Mar 
chester). Fuller Electrical Co. (London). Nalder Bros. & Thomp: 
ron, Ltd. (London) Birmingham Lighting Co. (Birmingham). 
Wm. Wadsworth & Sons (Bolton). He also keeps a stock of Mest 
Ward & Goldstone’s electrical supplies, &oc. 

Messrs. KELVIN & James ҰнітЕ, LrD., of Glasgow, М 
notified us that, in future, their London office address will be 
Kelvin & James White, Ltd., Electrical Department, 11, Billitet 
Street, E. O. 

Messrs. CHARLESWORTH, PEEBLES & Co., of 53, Bothwell Street 
Glasgow, have been appointed as sole selling agents for Glasgow an 
the West of Scotland of Messrs. Bruce Peebles & Co., Ltd., Eat 
Pilton, Ed inburgh. 


Catalogues and Lists,—Mxssns. A. P. LUNDBERG ч 
Son, 477—487, Liverpool Road, London, N.—Advance proof | 
8-pp. pamphlet, giving, in their standard form, particulars АП 
prices, with illustrations and diagrams of connections, of vanou! 
new types of ceiling roses. А 

Messrs. бнірркү Bros., 13 and 14, King Street, Cheapside, EC. 
—Pamphlet relating to their chemical decarboniser for cleaning 
motor-car engines, &c. Ms 

Union ELECTRIC Co., Lro., London, S. E. List 8,012, describing 
and giving prices of their contact voltmeters, relays, signal bells an 
lamps for p.c. and А.С. circuits. i 

WALSALL ELECTRICAL. Co., Ltp., 57, Bridge Street, Walsall.— 
Attractively got up brochure in which they give some intere. c 
notes on the subject of country house lighting, with capital ha 
tone views of a number of such mansions where they have put dows 
isolated installations, 

Tar INDIA Rurnkn, Gutta PERCHA, AND TELEGRAPH bg 
Co., LTD., Silvertown.—Twenty-four page revised price list d 
various classes of insulatora, fittir gs, and tools, for telegraph аЛ 
telephone lines. : 


Messrs. JOSEPH Suaw & Son, Lrb., Albert Brass Works, Hud- 
derstield.—-Fifty-six page catalogue of their steam speciali 
including their various stop and «lide valves and feed and m 
valves, in which a number of improvements are embodied, à 
water guages, gauge protectora, water level indicators, steam trap, 
lubricators, &c The list is fully illustrated, and prices are g^ 

Messrs. SiemMENS Bros. & Co., Lrb., Broadway, Westmins ut 
S. W.— Catalogue No. 510, comprising some 54 pages, setting tie 
full particulars of a variety of cable accessories. It is got up in E 
firm's usual ndmirable style, and is punched for filing n 
viously issued publications. А wire gauge fable, a British stan 


ford .. HA ud m © 
C J. Garnett, Hereford .. . 20 
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table of conductors, anc other useful tables of a similar character 
lead the way, and the various sections which follow respectively 
detail, and state prices of, jointing materials, toola and cable-laying 
appliances, testing instruments, and dry cells. 

Messrs. TURNERS & MANVILLE, Lrp., 5, Lloyd's Avenue, London, 
E.C.—Small pamphlet relating to their asbestos wood which is 
intended to take the place of slate and marble in electrical con- 
struction. It is claimed to have a very high fire resistance, and is 
made up into arc shields, controller linings, &c. The insulation of 
the black wood is claimed to be equal to hard rubber, or sheet mica, 
and the breakdown voltage on { in. thick is said to be 22,000 volte. 
The white wood is of slightly lower insulation, and is supplied for 
general fire-proof construction work. Copies of the pamphlet may 
be obtained on application. 

Messrs. SrwPLEx Conpuits, Lro., Birmingham and London.— 
Twelve page catalogue (Section W) giving tabulated sizes, prices, 
&c., of the firm's wires and cables, flexible cords, bell wires, tele- 
phone cables, &c. Also a ''Progress" sheet giving prices of 
distribution boards, switch blocks, &c. 

GeneraL EnzorBiIC Co., LTD., Queen Victoria Street, E.C.— 
Quite a novel and effective Osram " showcard has been issued by 
this company. It is made of a convenient size for shop-windows 
and showrooms, and has э gauze backing rendering it equally 
suitable for a dark background or a window pane, the letters “ Osram 
Lamps” standing out boldly in either case. We havealso received 
а leaflet reprinting a number of testimonials given by “ Osram ” 
users, showing a striking economy of consumption as reflected in 
the amount of their quarterly bills. A loose leaflet from the same 
company illustrates and prices the Archer electric cooking outfit ; 
figures are given to show that the cost of cooking a dinner for about 
віх or eight people is 4?d., reckoning at 1d. per unit. 

British IxSuLATED AND  HELSBY CABLES, Lro., Prescot.— 
Leaflet No. P77 showing the Prescot N.F. (non-fouling) trolley wire 
fitted with a straight line mechanical ear, and setting forth the 
advantages thereof. 

Messrs, FALK, STADELMANN & Co., Farringdon Road, E.C.— 
Striking coloured poster, showing the Sirius Efesca " metal fila- 
ment lamp, and prominently announcing that it saves 70 per cent. 
in current. Copies of the poster-—which does not bear the firm's 
name—can be obtained by any electrical contractor or trader on 


application. 


Dissolutions and Liquidations.—ErrcrRicaAL IN- 
STRUMENT MANUFACTUBEBS, Ltp.—A petition for the winding up 
of this company presented by Gordon & Gotch, advertising agents, 
is to be heard at Edmonton on September 14th. 

ParvarE TELEPHONE Co., LrD.— This company is winding up 
voluntarily with Mr. G. Hollingum, Rosetield, St. Wilfrid's Road, 
New Barnet, asliquidator. A meeting of creditors was to be held on 


August 26th. 
Вглскроог ErECTRIO Tramways (Sours), LTD.—Creditors must 


` send particulars of their debts, &c. to the liquidators (Messrs. 


Gowan and McWilliam, 43, Castle Street, Liverpool) by October 5th. 

Hitt, Upton & Co., electrical engineers, 22, George Street, 
Oxford and Banbury.—Messrs. W. T. Upton and J. E. Elliott have 
dissolved partnership. Mr. Upton will attend to debts and carry 
on the business. 

The Edinburgh G«zctteannounces that the co-partnership of Восивв 
and Harnis, electrical and consulting engineers, 10, Gardner Street, 
Glasgow, has been dissolved by mutual consent. Mr. J oseph 
Harris will, however, continue the business in his own name, and 
will discharge all the liabilities of the firm. 

Messrs. BANFIL, LTD.—A meeting isto be held at Watergate 

House, Adelphi, S. W., on September 30th, to hear an account of the 
winding up from the liquidator, Mr. F. 8. Tomkins. 
‚ Messrs, BgnGTHEIL & YOUNG, Lrp., are anxious to dispel an 
impression that has got abroad that they are in liquidation. The 
misunderstanding seems to be due to a notice of the final meeting 
of the old company (Bergtheil & Young, Ltd., 1904), whicn recently 
appeared in the London Gazette. The notice, of course, did not 
concern the present company, which is continuing as usual. 


LIGHTING and POWER NOTES. 


Aylesbury.—The R.D.C. bas received from the 
Chesham E.L. Co. an intimation that it is applying for a prov. 
order for electric lighting. 


Barnstaple.— The Lighting Committee met on the 19th 
inst., when the engineer submitted a report as to adopting a system 
of two-rate meters for large consumers of over 2,000 unita for 
lighting purposes during 12 months. Energy consumed between 
6 p.m. and 11 p.m. will be charged at 43d. per unit, and between 
11 p.m. and 6 a.m. the charge will be 21d. per unit; no discounts 
will be allowed to such consumers. The report was adopted. 


Berwick-upon-Tweed.—The Urban Electric Supply 
Co., Ltd., bas applied to the B of T. for permission to use overhead 
electric lines from the Old Quarry to Seaview Works, Spittal. 


Brighouse.—The T.C. recently applied for loans of 
£3,624 and £3,940 for electricity purposes. The J. G. B. has refused 
sanction to the former loan, which, it is stated. was required to pay 
for plant purchased some years ago from a private concern, and 
further, asks for more information before granting the latter loan, 
Which is required for the erection of a transforming station in 
connection with a bulk supply from the Yorkshire Electric Power 

Q, : 


Chichester.—The B. G. has requested the E. L. Co. to 


- submit a report as to the cost of wiring the workhouse for the 


electric light. | ко 

Continental Notes.—ITaLy.—La Societa -Cotonificio 
Staurenghi has secured a concession from the authorities of the 
Province of Turin, to put down a plant to utilise the water power 
of the River Evancon, at Challant St. Victor, in the generation of 
electrical energy for power purposes at its textile mills. 


Dartford.—At the last meeting of the U.D.C., Mr. 
Wooller moved that the General Purposes Committee be instructed 
to go into the matter of street lighting, and bring up a scheme for 
the reduction of the yearly expenditure of £1,868, or about £5 per 
electric lamp. In reply to a question, the electrical engineer said 
he did not agree with the statement that the electric lamps cost 
£5 per annum each, and Mr. Putland pointed out that of the £1,865 
between £250 and £300 was for lamp columne, &c. The resolution, 
in the result, was negatived. 


Devonport.—The electric revolving crane at No. 2 
Jetty, South Yard, has been subjected to a series of trials to test 
its efficiency prior to acceptance from the contractors, Messrs, 
Marshall & Fleming. This crane is the first of its type to be 
erected at Devonport, and is designed to lift loads up to 30 cwt., 
the motive power being obtained from a single electric motor of 
the Westinghouse type. The mechanism is arranged to lift the 
full working load of 30 cwt. 50 ft. in one minute. 


Dublin.—The Corporation has agreed to apply to the 
L. d. B. for sanction to a further loan for extensions. The sum of 
£69,706 is estimated as required principally for extending the dis. 
tributing network, but it also includes £10,000 for meters and 
gervices. | 

At the special meeting of the Corporation a recommendation that 
a tender of Messrs. Babcock & Wilcox should be accepted, elicited 
the fact that it had been amended since being first received, and it 
was resolved that fresh tenders should be advertised for. 


Dunfermline.—At last the T.C. has got rid of the 
electric lighting problem which has troubled it for two years past, 
the final act being tke adoption of the draft agreement with the 
Fife Electric Power Co., to whom the Corporation's prov. order is 
now transferred. A letter was read from the agents of the com- 
pany, stating that the latter was applying for a prov. order, bat 
assuring the Council that this was not intended to interfere with 
the course of the negotiations, After the vote adopting the agree- 
ment, several councillors were heard to murmur prayers of thank- 
fulness that the matter was now at an end. 


Greenock.—At the weekly meeting of the T.C., the 
annual accounts of the Electricity Committee were submitted by 
Bailie Shankland, who pointed ont that the actual profit on the 
year's working was not so large as upon two previous occasions. 
However, the result, which showed an increase of 41 per cent, in 
the output to private consumers, might be considered thoroughly 
satisfactory. The returns from private lighting and power showed 
an increase from £13,091 to £16,874. After payment of working 
expenses, the gross profit amounted to 6:3 per cent. on the capital 
employed during the year, the net balance on the year’s workiny 
being £384, which, with £286 from the previous year, brought the 
credit balance to £670. With regard to the estimates for the 
current year, a net balance of fully £1,300 was anticipated. 


Kingston-on-Thames, —A I. G. B. inquiry was held 
on August 19th with reference to an application by the T.C. to 
borrow £12,600 for the electricity undertaking. Amongst the items 
making up the total were the following :—£1,150 engine room 
works, £2,898 mains, £2,850 services, £1,890 transformer kiosks, 
£340 transformer sub-stations, £600 high and low-tension disconnect- 
ing pillars, £300 arc lighting, £264 incandescent lighting. Mr. J. E. 
Edgcome, electrical engineer, said there were 100 incandescent 
street lamps now installed, and it was proposed to install an 
additional 200. The annual cost of the incandescent gas street 
lamps was £3 8s. 6d., including painting, and the Counci! 
credited the undertaking with a similar sum for each incandescent 
electric lamp, which price, he believed, covered the cost аз it 
worked out at 2d. per unit. The arc lamps were charged for at £20 
per annum each. In the course of the inquiry it was stated that 
there was a deficiency last year of £884. The undertaking was 
established in 1894, and the deficit up to the present was £10,739. In 
reply to the Inspector, Mr. Edgcome said the present loss was due 
primarily to the great increase of the price of coal, and also to 
reductions in the charges for current. The Inspector: Were you 
justified in making the reductions ?—Mr. Edgcome: We could get 
nobody to take current for power at 3d., and I think we have 
justified the 14d. price by the increased day load. 


Littleborough.—The U.D.C. has appointed a deputation 
to discuss with Rochdale Electricity Committee terms for the 
supply of current in bulk, the Littleborough Council being desirous 
of retaining its electric light order. 


Loughborough.—The T.C., with a view to demonstrat- 
ing the advantages of electric power, is prepared to install a motor 
temporarily for one day for driviug machinery, in order that manu- 
facturers may arrive at the comparative cost compared. witli present 
methods. 

Mausfield.— The T.C. has applied to the L. G. B. for ü 


loan of £2,500 for mains, and £500 for meters. 


North Stoneham.—The P.C. has informed the R. D.C. 
that it objects to the proposed E. L. scheme for which а prov, order 
is being applied for by Southampton T.C, 
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Perth.—A fairly satisfactory year has been experienced 
by the electrical department, which ended the year witb a credit 
balance of £401. The estimates for the current year have been 
formed on a conservative basis, the estimated revenue being £7,864, 
or a decrease of £192, as compared with last year. The estimated 
expenditure is £4,946, being £196 more than last year. Special 
facilities are to be given to shop-keepers and others, and a general 
reduction of charges is promised. 


Portpatrick.—The turbine and engine houses belonging 
to Portpatrick Electric Supply Co,, and situated at Craigoch Dam, 
about a mile from Portpatrick, have been destroyed by fire. An oil 
engine was recently introduced to supplement the water power. 
Two workmen were on the premises when the fire broke out in the 
engine room; one of these was hemmed in by the fire, and 


received cuts and burns on the hands and face before getting 
outaide. | | 


Ross (Herefordshire).— The R.D.C. has decided to 


consent to the application of the Ross E.L. Co. for a prov. order 
for electric light in the Council's area. 


Rossendale.—The Rawtenstall T.C. has received a 
letter from the town clerk of Bacup confirming the arrangement 
made at the recent L.G.B. conference, that the Corporation of 
Bacup will forego the supplying of electricity to the Bacup tram- 
ways (i. e., those tramways which are to be worked by the Rawten- 
stall Corporation) and the Rawtenstall Corporation will, if and 
when required 80 to do by the Bacup Corporation, supply energy 
for lighting and power purposes (exclusive of the above-named 
tramways) at a price to be mutually agreed upon, and in arranging 
such price, th» whole of the current supplied and used in Bacup by 
the Rawtenstall Corporation is to be taken into consideration. 
Failing agreement ав to price, the same is to be settled by arbitra- 
tion, The arrangement is subject to the confirmation of the Bacup 
T.O. and to the sanction of the L.G.B. being given to the applica- 


tion of the Rawtenstall Corporation for sanction to a loan for a 


municipal supply station in the Borough of Rawtenstall. 

It has been resolved by the Rawtenstall T.C. that the following 
final offers with respect to the supply of electricity to the Haslingden 
Union Workhouse for lighting and power purposes be made: To supply 
it with electricity (subject to a five-years' agreement) for lighting 
purposes at 32d. per unit for the first 15,000 units and a flat rate of 
3d. per unit for all additional units; the minimum supply to be 
taken being 15,000 units per annum; provided it accepts the 
above tender, to supply it with electricity for power purposes at 
14d. per unit without fixing a minimum supply for power purposes. 


Shildon.—The U.D.C. has accepted the tender of the 
Northern Counties Electricity Supply Oo. for public lighting. 


Southend-on-Sea,—The Т.С. has decided to supply 
energy for power at the following rates:—April to September, 
6a.m.to 7 p.m., 14d. per unit; 7 p.m. to 6 a. m., 6d. October to 
March, 6 a.m. to 6 p. m., 14d.; 6 p.m. to 6 a. m., 6d. "The existing 
flat rate of 2d. remains. 


Stirling.—The T.C. is applying to the Secretary for 
Scotland for powers to borrow £3,000 additional capital in connec- 
tion with the extension of the electric light undertaking. A new 
feeder cable is required for the Shore Road district. The money 
will be expended during the next three years. 


Sunderland.—A special meeting of the E.L. Committee 
has been held to discuss the grievances of the sub-station staff; the 
men are members of the Gasworkers' and General Labourers’ 
Union, which body has taken the matter up, and it is understood 
that amicable arrangements have been arrived at. 


Todmorden.—The receipts in the electricity depart- 
ment during the past year show a gratifying increase. Last year 
they were £736; this year they were £1,173; while the working 
expenses have only increased from £860 to £890. The sinking 
fund and interest charges show а slight increase on last year, but 
the deficiency on the department shows a reduction from £1,452 
last year to £1,159. The loan capital stands at £18,237, against 
£19,037 last year. 


West Hartlepool.—During the last year’s operation 
of the electricity works, the output increased to 1,756,854 units, and 
the cost of production declined to 1:054. per unit. The supply for 
power purposes has more than doubled during the past two yeara. 


Workington.—The E. L. Order, 1901, as confirmed by 


the E.L. Orders (No. 5) Act, 1901, as to the whole of the area of 
gupply, has been revoked by the B. of T. 


TRAMWAY and RAILWAY NOTES. 


Dundee.—The work of extending the city tramways 
from High Street to the West and Tay Bridge stations and to Craig 
Pier has commenced. The undertaking will be carried out by 
Corporation labour. 


Glasgow.—The T.C. Committee on Extensions has for 
some time had under consideration the advisability of extending 
the Corporation tramways from Baillieston to Coatbridge. A 
report reparding an inspection of the proposed route, and of a con- 
ference with the T.C. of Coatbridge, has been considered, and the 
Committee has now recommended that the proposed extension be 


delayed and not included in the next provisional order. The Com- 
mitteee also recommended that the proposed extension to Bellshill 
be not considered by the T. O. 

The question of the delay which will take place, on account of 
the engineers' strike, in the completion of the contract between the 
Corporation and Mesers, Richardsons, Westgarth & Co., for a turbo- 
alternator for Pinkston power station, has been under consideration. 


Haslingden.—The minutes adopted by the Council on 
August 20th contained the following resolution passed in com- 
mittee :—'' That application be made to the B. of T. to borrow the 
sum of £7,200 for the purpose of providing the necessary machinery, 
&c., required to previde electrical power to work the tramways in 
this borough." The only question now to be settled is the building, 
and the L.G.B. is reviewing the situation. 


Huddersfield.—It is proposed to extend the tramway 
8ystem from Stile Common to Newsome Church. 
Extensions are being carried out at the Great Northern Street 


depót 80 as to provide accommodation for the storage of all the 
cars. 


Hythe.—At a meeting on Thursday last week it was 
decided to take the opinion of the ratepayers on the proposal of 
the company to alter the tramway route and system. 


Lincoln.—It is stated that a scheme to build an electric 
railway, partly in tube form, up the Steep Hill, Lincoln, is being 
matured. The length of route will be 1,000 ft. and the rise 142 ft. 
The City Sheriff (Mr. W. R. Lilly) appears to be the moving 
spirit, and he has purchased property and secured rights and 
easements with a view to constructing the line, which he desires 
shall belong to the city. 


Liverpool. — A somewhat serious tramway accident 
occurred on the 20th on the Brickfield Road, North Docks route, 
where a cat left the track at a corner and fell over on to a loaded 
wagon. Nine injured passengers were treated in hospital, while 
the driver was seriously injured, he being pinned to the front of the 
car for half-an-hour. | | 

In explanation of the occurrence, the driver (Richard Walsh) 
states that he commenced to descend Lambert Road at a low rate 
of speed on the electric brake, and brought the car in perfect 
safety to the bottom of the hill, where it was necessary to put on the 
hand-brake to hold the car stationary at the compulsory stop. In 
doing so he failed to engage the clutch at the bottom of the brake 
staff, with the result that on starting, the band-brake flew off and 
the staff struck him a heavy blow on the elbow, disabling himself 
for the moment, and thus allowing the car to go without the Drake 
for a distance of 18 or 20 yards, where it collided with a wagon, 
tbus causing the accident. 


London.—It is understood that as the result of pro- 
longed negotiations between the Battersea B.C. and the L.C.C. all 
difficulties in the way of the electrification of the remaining horsed 
tramways in Battersea and Wandsworth have been practically 
removed. In regard to the Queen's Road and Chelsea Bridge Boad 
a financial agreement has been come to, and the work will be m 
ceeded with at once. As to the line from 8t. John's Hill to 
Vauxhall, a tentative agreement has also been arrived at, subject 
to confirmation by the B.C. at its meeting in September and tbe 
L.C.C. when it reassembles. Both lines will be on the conduit 
system, but in Queen's Road, owing to the very low railway bridges, 
only single-deck cars can be used. 


Manchester.—It is not improbable that the Tramways 
Committee will decide to make a trial of the trackless trolley 
system in one or more of;the outlying suburbs. A deputation, 
which embraced the chairman and two other members of the Com- 
mittee, together with Mr. McElroy, the general manager, have 
been to Germany to inspect the working of the system there. 
What their conclusions may be has not yet tranepired. They will 
present a report tothe Committee at an early date. It is under- 
stood that the deputation were favourably impressed. A system 
which obviates the necessity for tram lines would not only, it 18 
thought, prove economical in itself, but would also render anneces- 
sary a large expenditure on road widening. One of the first routes 
on which it would be tried would probably be between Sale and 
Palatine Road, viá Northenden, for which the Manchester Corpora- 
tion already holds Parlimentary powers, 


Nottingham.—4An unusual accident took place on а сат 
on Saturday, 15th inst., when a descending passenger, who gripped 
the stair rod, received so severe a shock as to necessitate his remov 
to, and detention in, hospital for some days. ; 


Todmorden.—The traffic receipts for the year ш us 
nection with the motor omnibuses amounted to £2,719, and made wit 
income from advertisements £2,834. The working expenses wen 
£4,928, and sinking fund and interest charges, £969, making & to 
deticit for the year of £3,063. 


Torquay.—Mr. W. H. Mills, on behalf of: the po 
Tramway Co., has intimated to the Paignton Council that ifs 
company is prepared to proceed with the Paignton extension n 
next session of Parliament, and has inquired as to the route an 
necessary widenings. The Council has deferred the matter pending 
further information from the company. 


Vietoria (Aus.) — According to latest reports, it 18 believed 
that Mr. C. H. Merz, consulting engineertotheVictorian Railway 9955 
missioners, will include in his electrification scheme, the Essen me 
and Brighton routes in addition to the St. Kilda and Port а 
lines, giving а route mileage of about 20. It is understood * 
third rail construction will be adopted. 
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ELECTRICITY IN THE “PREMIER” MILL. 
— — 


Tue Premier mill is situated in the Tame Valley, Staly- 
bridge, and in more respects than one may justly lay claim 
to the name given it. 

The mill is constructed on modern lines, being built 
entirely on the shed 
principle, with no 
upper storeys, and 
with the result that 
the cotton, as it passes 
through the various 
Processes, is readily 
handled until it lea ves 
the mill in the form 
of finished cloth. This 
arrangement has been 
made possible by the 
utilisation of Ње 
electric drive, which 
We here propose to 
particularly des. 
cribe. 

Three-phase energy 
i8 furnished direct 
from the Stalybridge, 
Hyde, Mossley and Dukinfield Joint Board’s main 
generating station, being transmitted at a pressure of 6,000 
volts to the mill, where it is reduced by means of three 
250. Kw. Westinghouse transformers to 400 volts, and distri- 
buted to the motors in the mill at this pressure, the control 


Ser Rer 


do: 


— et dL ye 
— Ж J i tsa 


Fic, J.—INTE&IOR oF WzAviNG SHED, sHOwiNG Нтан-$рк®р CROSS SHAFTING. 


of the various circ 
mentioned, bein 

board, в 
| Тһе Motors 
Conditions will 


uits, as well as of the transformers already 
carried out by means of a Ferranti switch- 


are of the induction type, and wherever the 
permit, g equirrel-cage rotor is employed. 


This is the case in all instances except the two 150-H. p. 
motors operating ring spinning frames, and the 80-н.р. 
machine driving the slubbing and roving frames, which are of 
the slip-ring type. 


The former type, of course, offers great 


Fios. 1 AND 2, —VIEWS SHOWING METHOD oF COUPLING MOTORS ор то; Cross SHAFTS IN 


'WEAVING SHED. 


advantage in that there are no rubbing contacts or 

parts whatever between the rotor and the stator other than 

the journals, whereas, with the latter, current has to be 

collected from the rotating part by means of brushes bearing 

on rings, these brushes and rings being entirely enclosed, as 
shown on the motor 
seen on fig. 8, while 
fig. 5 shows a similar 
machine, bat with the 
cover removed. 

Fig. 8 shows a por- 

tion of the blowing 
room. The 40.m.r. 
squirrel-cage machine 
seen at the extreme 
right drives the 
machinery in this 
room as well as the 
bale breaker and lat- 
tice, which are in an 
adjacent room. The 
80 - H.P. slip - ring 
motor is direct con- 
nected to the line shaft 
running at 580 R. P. u. 
seen in fig. 4, from 
which the slubbing 
and roving frames are 
driven by means of half-cross belts, this high-speed shafting 
permitting of the use of pulleys of approximately the same 
diameter on the shaft and frame, with the result that an 
excellent drive is obtained. 


The carding machines and drawing frames, seen in the 
Е 
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view last mentioned, are driven in a somewhat similar Figs. 6 and 7 show 7$-н.Р. and 15-H.P. squirrel-cage 
manner from the 60-H.P. squirrel-cage motor shown on motors running at 580 R. P. M., driving winding frames 
fig. 8 at the left. and sizing machines respectively. These motors carry 

The ring room is operated by two 150-н.р. slip-ring reduction gear, which is entirely enclosed, the second 
motion shaft being directly coupled to 
the line shaft. 


| e, TEM y mme — The driving of the weaving shed pre- 
АТА ТН К sents one or two unique features, direct 
|| / ASI ИША, % connection of the motor to the cross 


LL ИИИ A shafts being adopted, and necessitating— 


JEDER UNMLIIN 0 31 ALANS MEE Авл Р since the motors run at 570 R.P.M.— 

| BAL усу | quite small pulleys on the shafts, to 

zr E | ba 7 3 get the desired speed on the driving 
mum. пиен V X; RV ad pulleys of the looms. 


Figs. 1 and 2 show the motor 
alley, the motors being carried on 
girders from side to side, as seen on 
fig. 2, which is a view taken below 
the machines. It may be noticed that 
this alley constitutes the main passage 
in the mill, and consequently no useful 
space is occupied by the motors. This 
view also shows the overhead railway 
for carrying the warp beams from the 
preparing side to the weaving shed. 
'The motors driving the shafting comprise 
nine 60-H.P. squirrel cage machines, 
each direct-connected to one cross-shiaft 
as already stated, on which is carried 
a rope pulley which drives two other 
cross-shafts at the same speed, one to 
the right and one to the left. The 
steadiness of these drives can well be 
appreciated from the views, when it 
is pointed out that the photographs 
from which they were made were taken 
while the mill was running. | 

Fig. 3 shows the general appearance 
of the weaving shed, the motors being 


i ft. 
Fic. 4.—RruBBING AND ROVING FRAMES (ON THE LEFT), OPERATED FROM LINE SHAFT outside the wall shown on the le 
Direct CovuPrLgD то 80-H.P. WESTINGHOUSE MOTOR ; CARDING MACHINES ON THE RIGHT. 


Г 


Fic. 5.—WESTINGHOUSE 150-H. P. Motor (Srir-HiNG Fic. 6.--Moron DRIVE FOR WINDING FRAMES. 
Cover REMOVED) AND MAIN SWITCHBOARD. 


ms of superiority 


motors running at 570 R. P. u., and direct connected to the We will not here point out the many clai t attention 
line shafts. One of these motors with the slip-ring cover made for the electric drive in textile mills, bu чү 
removed is shown on fig. 5; the main switchboard is also may be drawn to the absence of heavy businesslike 
seen at the lower part of this view. all the views, as well as the brightness and 

— Ий 
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E87. appearance of the mill and the fact that no floor space what - there is am 


d i-e ! ple scope for judgment in the selection of cables 
mix’ ever is occupied by the driving machinery. and in thei 


г subsequent installing. 
S Dj As already pointed out, energy is procured from the 
"à: Stalybridge, Hyde, Mossley and Dukinfield Joint Board’s 
к generating station, the chief engineer and manager of 
which, Mr. Robert Blackmore, A.M.I.E.E., is the con- 
re gulting engineer to the Premier Mill Co., and as such was 
tii. ^ responsible for the plans and specification to which the elec- 
ru trical equipment of this mill was carried out, ав well as for 
Ini. the execution of the work. The mill is electrically lighted 
їз: throughont, this work having been carried ont by Messrs. 
the ey: E. M. Evans & Co., of Manchester. 
ш: All the motors with their starters, &c., were supplied by 
the British Westinghouse Co., while the wiring work in con- 
т the: nection with these was carried out by Messrs. L. E. Wilson 
ya and Co., of Manchester. 
b. E E 
bab. ; 
Й nee БК 
at 5 | 
ШУ. COLLIERY CABLE PRACTICE. 
(КОП | 
пе S By D. A. 
IMs |" 


1 Tur few remarks given below are submitted by the writer 
5 the hope that they will be of interest to the colliery 
117 5 electrician, who being generally a hard-worked individual 
à үт Whose scope covers а wide field, does not always give his 
E distribution system the assiduous attention that it deserves. 
эд When one considers that ап important colliery may have in 
PE ше some 40 miles of cable at pressures of from 6,000 volts 
„ down to 500 volte, supplying current to every class of mining 
| machinery, and the enormous strides the application of elec- 
А tricity has assumed of recent years, coupled with its 
a е тоні in the future, does it not 5 ү 
К 87680686 thought being given to the whole of the cable | 
System, ion ik Bodl d installation and operation of Fig. 7.—Sizinc MACHINES, OPEBATED FROM GEABED Moron. 
Which во much depends ? 


| Mining conditions аге во essentially unique that the Shaft feeders must of necessity be strongly constructed 
{ Writer feels that the subject is worthy of ventilation by those and amply stayed, a bitumen cable being wholly unable to 
Who are in touch with such work. | carry its own weight without damage. The best practice in 
the author's opinion 
is to use double- 
armoured, lead - 
covered, paper - insu- 
lated cables, the 
armour to be well 
treated with a tarry 
composition to counter- 
act the chemical action 
of impure water. 

The majority of the 
distributors should be 
lead less, preferably 
а good quality bit u- 
men cable, and as they 
will have to bear much 
shifting about in the 
course of their useful 
life, a cheap bitumen 
with its well known 

liability to crack, 
should be guarded 
against. 

On all hygroscopic 
lead-covered cables a 
strong point should be 
made of seeing them 
actually laid, noting 
that the sealed ends 
are not damaged, 
and when the joint- 
ing is in progress, 


Fic. 8.—A Portion oF THE BLOWͤIX Room, SHOWING WESTINGHOUSE SQUIRBEL-CaGE AND the time occupied 
SLrr-RIxG Motors. on good plumbs is well 
. spent. | 
125 is not to much the sectional area of the cables that is Too much care cannot be taken with the end connections, 
0 


. Breat momen iti l to err on the generous and all dividing boxes should be of ample size and they 
bide, and lay у of peus 1 capacity, but should be designed consistently with the confined positions 
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they have to occupy in the roads. The ordinary pattern of 
three-way disconnecting box is often quite unsuitable, as 


Srassano ELECTRICAL FURNACE. 


it is frequently impossible to accommodate the bend on the 
branch cable ; what is greatly needed ie a box having two 
of the ways running ont at the end of the box, and it need 
only be of simple design. | 

A liberal use of gas-tight switch-fuse link distribution 
boards is also a great advantage, and it adds considerably to 
the efficiency and handiness of the system. 

Joint-boxes buried in the roads are not to be recommended, 
owing to the fact that the groand is mostly in a atate of 
compression, and is subject to upheavals with consequent 
damage to the cables, usually at the glands of the joint- 
box. 

Duplicate cables should be run to all important distributing 
centres, and wherever possible they should be run by different 
routes ; it is of little use to run duplicate cables side by side, 
for the chief causes of cable failures are due to falls of roof, 
blasting—I have known a joint box to be blown to pieces 
during blasting operations — and the derailing of tubs. 

An extensive knowledge of fault-finding methods is not 
necessary in this class of work, for faults due to surface 
damage are readily localised by cursory and yet methodical 
inspection ; a knowledge of some of the more simple fault- 
finding methods will, however, often save unnecessary cutting 
of the cables. 

A cheap form of cable sling to be employed in place of the 
more expensive pig-skin now used has lately been brought to 
the writer’s notice; it consists of acirclet of rope passed over 
the cable and looped through itself. 

Some manufacturers, whilst leaving nothing to be desired 
in the design of their machines and apparatus, overlook the 
point of accessibility and suitability of the terminal con- 
nections, a small detail, but one conducing greatly to the lot 
of the colliery man. Although the foregoing notes merely 
touch the fringe of mining mains work, I trust they may 


lead others to give your readers the benefit of their 
experience. 


AN ELECTRICAL SMELTING FURNACE FOR 
STEEL. 


WITH a view to reducing the cost of production, to meet 
increasing competition, but without affecting the quality of its 
steels, the Bonner Fräserfabrik G.m.b.H. discontinued the 
use of ordinary crucible furnaces at the beginning of the 
Ent year, and introduced electric furnaces of the Stassano 
ype. 

This company produces tool steels of various special 
qualities as well as soft cast-steel containing from 08 per 
cent. to 18 per cent. of carbon for small machine parte 
such as are required in motor-car work. Е 


The existing 32 crucible furnaces, each containing six 


crucibles of about 77 lb. capacity, were replaced by a 

revolving Stassano furnace, taking a charge of 1 ton and 
requiring 250 н.р. to work it. A second 
similar furnace was also installed as a 
spare and for future extensions. 

A three-phase 50 ~ supply was taken 

. from the local company at 5,200 volta 

pressure and reduced to 110 volta by 
transformers, The current, fluctuations, 
without any special starting or regu 
lating devices, were quite small, and 
caused no trouble to the. supply com- 
pany. The whole of the electrical parts 
are thoroughly insulated as а protec- 
tion to the workmen. 

The furnace has been in continuous 
use since January, producing cast-steel 
containing :08 to °18 per cent. of 
carbon, about *06 per cent. of phosphorus 
and about ‘03 per cent, of sulphur. It 
has also produced occasional charges of 
tool steel containing 7 per cent. to 1'3 
per cent. of carbon with various additions 
of chromium, tungsten, nickel, &c. 

The basis of the charge is formed of 
wrought-iron stampings, turninge, &c., 
obtainable at from £3 to £9 5s. a ton. 


SECTIONAL PLAN AND ELEVATION or STassANO STEEL FURNACE 


The whole treatment of & charge of 1 ton 'occupies about 
5 hours, of which about 14 hours are employed in Mene 
the excess phosphorous, sulphur and oxygen. Abort 99 


— n 
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% Kw.-honrs are used, and, including rebate, these are obtained 238 km. of wire. The increase in privately owned lines and wires 
ah Le. at a cost of about 55d. per kw.-hour, or about £2 total. D 5 hres 17 km. respectively. The internal traffic amounted е 
WO l. 1. А ; , egrams, while 207,896 were sent to foreign parts, an 
Three attendants are required on the average, making due 265,252 were received from abroad ; 15,756 telegrams passed through 


Юу. allowance for carriage of the charging material, replacement the Colony in transit, making the volume of business dealt with, 

P "of electrodes, &c. The total cost of a ton of molteh metal, 693,108 telegrams. Receipts amounted to 1,371,488 fr. from the 

i Te therefore, works out somewhat as follows :— telegraph and 170,656 fr. from the telephone system.—Journal 

тш Télégraphique. | 

[^ IN ЖБ Interest on capital cost eee poe pee eee £0 5 e М i 
Cost of charge, including special additions . 9 10 Servian Statistics During 1906 the telegraph receipts 


rent ГҮ ae à : ; amounted to 290,118 fr. for the inland service, 174,630 fr for the 
Current consumption, including heating during international, and 36,667 fr. for the“ transit” service, which, with 


0 
0 
5 miscellaneous receipts, makes a total of 502,588 fr. The expenses 
0 
6 


aug es. the intervals when not smelting | 
LI н offirebricklining... 2 2С i amounted to 2,484,385 fr. The telephone system owned 1,446 km. 
he gp Eit тец nee e s. se ; 2 of line and 7,321 of wire. There were 1,750 stations, and 2,958,734 
e ORT: C cli 98 te М i m 25 A» 6 conversations were dealt with, which brought in a revenue of 
дв: 90026 aten "s n dix wae | 219,319 fr.— Journal Télégraphique, 

"E Total ..  ..  ..£7 6 0 Telegraph Ship for Sale—The Mexican Telegraph 
n ma. The firebrick linin g of the furnace stands about 70 Co. are offering the C.8. Mexican for sale. She recently repaired the 


; Western Union Co.'s cab] ff Halifax, N.S., and i berthed at 
charges uninterruptedly, so that every 20 or 25 days the ‚ Atlantic Basin, Brooklyn. j | A a ais 


W ^ furnace has to be completely shut down for a period of five 
"57. days to allow the lining to be replaced. The mechanical Telegraphic Interruptions and Repairs :— 


Ий d. 


i s part of the furnaces have shown no signs of wear up to the Сав, InvEREUPTED. REPAIRED, 
008: 22. К ' Curacao-Coro 

Present. Curacao-La Guayra | cosa se e a. „e Jan. 19, 100. 
"© The chief advantage of this Stassano furnace lies in the Tar Tangfer J "c 
n fact that it enables cheap charging material to be used in Las Arthur-Chifu (Closed) es no N Mar d 13050. О: 
des place of expensive Swedish iron. It also enables 1 ton Pem-Darlaneles 72007207 : er 0, 10 D 
ш Charges of exactly predetermined quality to be produced, Кр Monado 7 р р NO N Mapai ERI T 
1 and the steel leaves the furnace at a higher temperature DjeddaBouskim.. —..  ..  /7 . N July 27, 1908. 
"and in a more fluid state than is the case with the older Cadiz"Tenerite у у 0 tts uly 2B 15 

furnaces, Wireless Telegraphy.—The G.E. Railway Co.’s Conti- 


À view of the Stassano furnace and a sectional elevation nental steamers are being equipped with wireless telegraph 


and plan are shown on page 342. | . | Apparatus, and a wireless station has been erected at Parkeston 
The smelting chamber has three openings in the side, with a radius of transmission of 300 miles. The Lodge-Muirhead 


‚ through which the three electrodes project at a height just system has been used. | 
| above he surface of the molten а that 10 of ‘the 1 de ang to the Débats, both wireless telegraphy ‘and telephony 


will be employed in the German army manouvres in Alsace- 
heat reaches the steel. In order to ensure the necessary Lorraine, and 60 ft. masts have been erected in connection with the 
thorough mixing of the charge, the whole furnace is arranged telegraphic apparatus. 


for . А К А : 
itp. nale sed n Abort ап inclined axis by means of a Wireless Telephony.—The de Forest Co. has signed a 
The elect Сари gear, T li contract with the Metropolitan Life Insurance Co., for installing 
electrodes are fed by means of smal ydraulic rams apparatus on the tower of the company's new building, with a view 
directly connected. to the electrode holders. The latter are ишан oe establishing direct wireless telephonic connection 
carried in water-cooled cylinders. | with the Eiffel Tower, Paris. The radius of action is estimated at 
Whilst the furnace ig rotated, neither the current nor the SUE а 2M E Е F 1 
Water Supply need be interrupted— the former being fed ln our last al we таса to the snccessful results obtained 7 
t ugh collector rings and the latter through a universal with experimental apparatus on the Eiffel Tower, Paris, communi- 
Joint, cation being established over some 500 km. According to the 
: А А Times, the transmitter used on the tower embodies the Poulsen 
Reyer pd E Ed тя ЕЕ d 1 e us Lee receiving apparatus includes Captain Ferrée's electro- 

lb. Pa ytic detector. 
10-ton charges and requiring 2,000 н.р. They can be fed 


with direct or alternating current. 


Vs n»: 


— M MÀ —À e — — 


CONTRACTS OPEN and CLOSED. 


| TELEGRAPH and TELEPHONE NOTES, en 


Australia.—ApLAIDE.— October 2nd. G.P.O. Power 
plant for charging accumulators for telegraph purposes. 


Broken Telephone 1 nsulators.— According to evidence 


| (епбетей by the P.O. authorities _before the Brentford Court, one of Belgium »—BrvussELs.—September 2nd. Tenders are 
| » оса] circuits suffered from insulator breakages at the rate of required by the company for narrow gauge railways (Société 
| Per month, and on one day recently 160 insulators were broken. National des Chemins de fer Vicinaux) for the supply and laying 


гешу the youth of the district has caught the pot hunting " of electric cables, ducts, &c., for the equipment for electric traction 
of the Brussels to Grimberghen section of the Brussels-Humbeek j 


. i railway. specifications Nos. 11 and 51, 1908, may be obtained on 
git ardiff Telephones.—A new central battery exchange рса of 10d. each, and plans at 12s. 101., at 14, Rue de la 
eariy completed in the central post office in Westgate Street. Brussels 
ont тоќ has been carried out by the British Insulated and Helaby эшене, Баз. 
Ж ыу Cairo.—September 12ch. The Railway and Telegraph 
ap Telegraph Poles.—The Telegraph Age states department requires tenders for various material. 
At in Europe glass telegraph les are now being used, and that ; 
patents have been granted in Germany and the United States for Dublin.—September 4th. 500 single-phase and 100 
a machine to be used in their manufacture. These poles will be three-phase A. C. meters for the Corporation. See“ Official Notices” 
Proof against the ravages of insects, and the Imperial Post Depart- August 21st. 
ment of Germany has already ordered these poles to be used in its Sept:mber 4th.— Boiler plant, &c., at Pigeon House generating 
telegraph and telephone systems, station for the Corporation. 


aatal Statistics. —The Postmaster-General of Natal has East Indian Railway.—September 16th.  600-kw. 
югы hokage ae а ue M ub three-phase Mr Д „ alternators and equipment 
polony was 3,132 km. with 10,829 Em. of wire, while the figures See “Official Notices” to-day. 


for th ; ; 1 5: | Ч 
Е e telephone service were 228 and 3,428 respectively ; 52 km. France.—ANGOULEME (CHARENTS).—September 5th. 


Of line and 996 of wi i . Th figures \ 

represent an increase ped bie ligue. t и a To the The Commander of the Engineers’ Corps requires tenders for 
telegraph service had been added 217 km. of line and 402 of wire, cables, wires, iron structure, &c., for three-phase motor and 
while the increase in the telephone system was 12 km. of line and transformer installations. 
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Germany.—The municipal authorities of Suhl are about 


to invite tenders for the establishment of a central electric lighting 


station in the town. 

September 28th. The Prussian Railway authorities invite 
tenders for a locomotive turntable of 20 metres diameter, 
controlled by electricity. Particulars may be obtained, at 18. cash, 
at the chief office of the Railway Administration. 


London.—L.C.C.—September 8th. Cables, cable-boxes, 
&c., for East Greenwich generating station and Woolwich Road 
ear depót; electric wiring for car depót; switchgear; and six 
500-kw. and one 150-Kw. motor-generators, for the L.C.C. See 
* Official Notices" August 7th. 


METROPOLITAN ASYLUMS BOARD. — September ist. Storage 
battery, booster, switchboard, &c., for the training ship Exmouth. 
Beo “ Official Notices” July 31st. | 


Наокивт.-- August 31st. Electric light and power fittings, also 
bell and telephone installation for Pavilion “B” at Homerton 
Iafirmary for the Guardians. For plans see Clerk of Works on site 
(High Street, Homerton). 


Merthyr Tydfil,— September 21st. Hills, Plymouth and 


Oo., Ltd., require tenders for stores, including electric appliances, 
india rubber goods, &c. 


Pertk.— August 29th. The T. C. requires tenders for 


the electric lighting and power installation in connection with the 
erection of the new City Hall. Plans at the office of Н. E. 
Clifford, F. R. I. B. A., 225, St. Vincent Street, Glasgow. 


Russia.— September 14th. The Town Clerk of Odessa 
(Upiawa) requires tenders for a concession to erect and work а 


power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. | 


Salford.—September 14th. Lighting and power feeder, 
and distributor pillars for the Electricity Committee. See Official 


Notices " to-day. 


Sligo and Leitrim.—September 5th. The Board of 
Governors of the District Lunatic Aeylum wants tenders for 
lighting the Institution, either electrically or with petrol gas 
(about 450 lights). Messrs. Anthony Scott & Son, architects, 49, 
Upper Sackville Street, Dublin. 


Soller.—September 5th. The municipal authorities of 
Soller in the Balearic Islands will adjudicate upon tenders for 
installation, maintenance and exploitation of electric lighting for 
15 years from November Ist, 1908. A deposit of 370 pesetas 
is required. 


Spain.— September 3rd. Tenders are being invited until 
September 3rd by the municipal authorities of Villalba de los 
Barros (province of Badajoz) for the concession for the electric 
lighting of the town during a period of 20 years. "Tenders are to 
be gent to El Secretario del Ayuntamiento de Villalba de los 
Barros, whence particulars may be obtained. 

Tenders have just been invited by the municipal authorities of 


Onda (Castellon province) for the concession for the electric 


lighting of the town during a period of 10 years. 


HuELva.—September 29th. Two electrically-driven cranes and 
tip wagons. Junta de Obras del Puerto. 


Stoke-upon-Trent. — September 8th. 


apparatus for the Electricity Committee. 
to-day. 


Water-cooling 
See Official Notices ” 


Stretford.—The U.D.C. invites tenders for steam boiler, 
economisers, and mechanical stokers for the electricity works. 


Watford.—September 1st. Surface condenser and pumps 
for the U.D.C. Вее Official Notices” July 3186. 


OLOSED. 


Aldershot.—The U.D.C. has accepted the tender of 
Messrs. Babcock & Wilcox, Ltd., for a patent mechanical chain- 
grate stoker at the electricity works, at £155. 


Australia.—MELBOURNE.—According to the British 
Avstralasian, the Postmaster-Gencral has acccpted the Western 
Electric Co.'s tender for the supply and erection of a mammoth 
common battery switchboard for the new central telephone 
exchange, Melbourne. The contract price is £43,641, and the new 
board is to have capacity for 9,000 subscribers’ lines, and an 
ultimate capacity of 11,700 lines. It is to be delivered in nine 
weeks, and its erection will take from nine to 12 months additional. 
In the face of keen competition, the contract bas been secured by 
a British Corporation with aa Australian branch. The contract 
price embraces the supply of subscribers’ instruments and switch- 


boards for private branch exchanges. For the big board iteelf 
£31,541 is to be paid, the balance of the money being for 
subscribers’ instruments. Alfogether nine firms submitted tender, 
Germany, the United States, Sweden and Great Britain, being 
represented. The highest tender was £58,000.” 
MELBOURNE Отту CounciL :— | 

Johnson & Phillips.—Insulated copper cable, £240. 

Lawrence & Hansen.—500-kw. motor-generator, £1,885. 

Dorman, Long & Co.—Rivet-stee] girders for conveyor towers, £133. 


Bahamas.—The Standard says that Messrs. Crompton 
and Co., Ltd., have obtained the order for the electrical installation 
at Nassau, the capital of the Bahamas. This will be the first 
thing of its sort in those islands. American firms made great bat 
unsuccessful efforts to obtain this contract.” 


Canada.—OTrAw4.—4A Canadian correspondent writes: 
“ A contract for over 1} million dollars was signed in Toronto early 
in August for electrical development. The successful tenderer was 
the Е, Н. McGuigan Construction Co. for the erection of the electric 
power transmission line for the Ontario Government, for $1,270,000. 
The agreement was signed by the Commissioners and by Mr. 


McGuigan. The total mileage of the line when completed is to be 


293 miles. There were 27 tenders submitted, McGuigan's being 
the lowest. There were a number of tendera for steel towers 
and several for the cables, but the Government decided to accept 
the bulk tender of Mr. McGuigar. The leases of town sites are 
being secured at a cost of abont $146,500 for 290 miles, as 
compared with the Electric Development Co.’s expenditure of 
$417,000 for its right of way for 87 miles. The Hydro-Electtic 
Commission, who conducted these matters for the Ontario Govern 
ment, in their estimate of cost reckoned copper at 28 cents per lb. 
the present market value is only about 12 cents, which will still 
further reduce the cost of construction. 


Dartford,—The U.D.C. has accepted the following 


tenders :— 


Chamberlain & Hookham, Ltd. — Meters required up to June 30th. 
B. W. Gibson & Co.— Wiring for condenser pumps and bath pump, £28. 


Eccles —The Borough Education Committee has accepted 
the tender of Messrs. Holman & Co., Manchester, for installing the 
electric light at the Clarendon Road Schools, at £182. 


France.—The French Post and Telegraph authorities in 
Paris have just placed a contract with Messrs. Geoffroy & Delore, 
of Clichy, Paris, for the supply of 200 kilometres of telephone cable. 


Glasgow.—The T.C. Tramways Committee has accepted 
the following tenders :— 


Adjustable Cover and Boiler Block Co., Ltd.—Adjustable covers and blocks 
for Pinkston boilers. 


Lahmeyer Electrical Co.—Copper bonds. 


Manchester.—The contract for the complete installation 
of electric lighting and power for the new engineering laboratory 


at the Manchester University, has been placed with Messrs. Sewell 
and Varley, of Manchester. 


Wrexham.—The following tendera were received for 


IM piping, &c., for the Corporation electricity depart 
ment :— 


Jas. Gordon & Co., London.. 


.. (accepted) £165 
A. Bolton & Co., Manchester Я 9 .. 161 


6 
A. Suzden, Ltd., London .. a «25 ke - . ІП 
McPhail & Simpson, Wakefield .. ee ee zm . 189 
H. & T. Dunks, Ltd., Dudley tee. Vue! we зк О 
Musgrave & Sons, Bolton .. i es ee oe — 21 
Adamson & Co., Dukinficld — TEE: 
W. B. Haigh & Co., Oldham se  .. 21 
Galloways, Ltd., Manchester E" iis ee .. 238 
Cruse Controllable Superheater Co. . as T .. 362 


CONTRACTORS’ COLUMN. 


{The following information is published in the intcrests of electrical con 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care n 
taken to ensure that the information is new and accurate, but it will be under. 
stood that in a matter where so many correspondents are engaged, and wliere 
the amount of information to be handled is very large, this cannot always 


guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 


ABERCHIRDER (Basrrsitng), Extensions at U. F. Manse. Rev. G. Mac 
fav den, U. F. Manse, Aberchirder. | d 

ABERDEEN,.—IDwelling house, University Road, for W. A. Ness; Sutherland 
and George, architects, Drying shed, 103, Holburn Street, 10 
William M'Donald. Dairy and Farm Produce Market in Сах! 

Street, for the Corporation. 

ABE RDOVEY.—Extension of the Literary Institute (£250 or £150). 

ABERLOUR (Banrrstire).—Roman Catholic Church (£1,100). А. M'Pherson, 
architect, Edinburgh, 

ALDERSHOT.—New oftices, Grosvenor Road, for Ind, Coope « Co., Dun 
houses, Newport Road, for E. Smith; Bellevue Road, for L 
Edwards; Ash Road, for Mr. Mitchell; York Rond, for W. à 
Edgoose, builder, Albion Works, Church Lane; Hillside Ron 
Eggar's Hill, for Mrs, Forrester. 

ALNESS (Boss-aum).—Additions to the Church Manse. 

ARBUTHNOT (Kincanpine:).—Parish Hall, Rev. C. Dunn, Vicar. 


ARMAGH,—Renovation and improvement of Tontine Buildings for. Town Hal 
and municipal ottices, 


Vol. 63. No. 1,605, Апвовт 28,1908] "THE ELECTRICAL REVIEW. 


845 


ARNOLD (near NorTINGHAM).—New Baptist Church in Cross Street. 


ASCOT.—Extensive alterations, St. George's school; electric lighting to be 
installed. Mr. Mason, architect, Surbiton. 


AUCKLAND.— Extensions and alterations to Workhouse (£16,900). 
BAILDON (Yonxs.).— Eight semi-detached houses, Bank Top, for W. Bales. 
BAKEWELL.—Plans being prepared for new public batbs. District Council. 


BAMFURLONG (near WicaN).—Reported pending developments. Cross. 
Tetley & Co., colliery proprietors. | 

BANGOR.—Cathedral to be lit by electricity. 

BARNET.—Rebuilding three shops (occupied by Harbard & Co., W. J. Wells, 
and Mr. Peake), destroyed by fire; also dwelling house. 

BARNOLDS WICK (near Counr, LaNcs.).—New weaving mill to be built. 


BARNSLEY.—Eizhteen houses, Garden Village, Thurnscoe, for the Barnsley 
British Co-operative Society, Ltd. E. W. Dyson, architect, 10, 


Regent Street, Barnsley. 


BARROWFORD (near NrLsowN)—Three pairs of semi-detached houses. 
Hitchen & Pritchard, architects, 46, Manchester Road, 


Burnley. 
BELPER.—New post office (21.200). 
Belper; J. W. Haynes, builder, Belper. 
Road, for Workhouse, 
BESSBROOK (Co. ARMAGH).—New female schools at Convent of Mercy. J. J. 
M'Donnell, architect, 27, Chichester Street, Belfast. 


BEXHILL-ON-8EA.--Extensive additions to St. Barnabas Church (£6,500). 
A. W. Blomfield & Sons, architects; Dove Bros., builders, 


Islington, London. 

BILBTON.—New Wesleyan Sunday Schools at Hurst Hill, Coseley. А. H. 
Screen, 15, Wood Cross, near Bilston. Probable re-erection 
(after fire) of goods station and offices at Deepflelds (London and 
North-Western Railway). 

BIRKENSHAW (Braprorp).—Offices for Messrs. Farnell. 

BLACKPOOL.—New United Methodist Church. Shaw Street, South Shore. 

BLAINA (Mown.).--New hall for Blaina Forward Movement. 


BOLTON.—-Extensions and rebuilding of premises in different towns. Magee, 
Marshall & Co., W. Tong & Sons. and Messrs. Sharman, brewers, 
Bolton. Two villas, Ashley Bridge, Blackburn Road, for Geo. 


Sykes. 

BOOTLE.—New smelting works for William Harvey & Co., Hayle, Cornwall. 

BRADFORD.—Library, Manningbam., for the T. C.; City Architect, Whitaker 
Buildings, Brewery Street, Bradford. Sunday schools (£1,500). 

eee and additions to the Municipal buildings 

500). 

BRIGHOUSE.— Secondary school for girls. 

BRISTOL.—New chapel at Stapleton Workhouse, to accommodate 420 (£1,500). 

BRITTAS (Co. DuBLIx . Residence at Lugg. Specification beld at 48, Arran 
Street, East Dublin. 

BROUGHTON.—New schools at Townsend (£2,000). 

BURTON LATIMER,— Factory for Standard Boot Co. 

CARDIFF.—Additinns to Cardiff Steam Laundry, Mining Street. Cathays, 
Cardiff. H. Buden, architect, 95, St. Mary Street, Cardiff. 

CASTLETON (Yonxs.).—Parish room (£000. Rev. J. Н. Brookshank, vicar. 

CHARMOUTH (ровякт).-- Proposed new Church Hall. 

CHEADLE.—Parish Hall, Cheadle Hulme (21,800). Rev. H. Tyson, vicar. 

CHEETHAM (MANCHESTER).— Extension of baths (£6,000 to £7,000). 

CHELMSFORD.—New ottices for the Essex Education Committee. F. Whit- 
more, architect, Duke Street, Chelmsford. 

CHELTENHAM.—Additions to Co-operative Store. T. Malvern, architect, 21, 
Winchcombe Street, Cheltenham. 

CHEPSTOW.—Master’s residence at Workhouse, J. W. Rodger, architect, 
14, High Street, Cardiff. 

CHIPPENHAM.—Place of Worship. 
Chippenham. 

CHORLEY.—Proposed public baths. Corporation. 

CLACTON-ON-SEA.—Churcb of St. James. 

CLECKHEATON,—New secondary school. Clerk of the District Council. 

COCKFIELD.—Fifteen bouses. Specifications held by T. Dodd. 

COLNE.—Nineteen houses, Alkincostes Road, for Mr. Fothergill; houses, 
Skipton Old Road, for Geo. Bower. 

CORK.—Alterations to operating room. J. Cotter, Clerk of Union. 

COVENTRY.—Development of large estate at Wyken (about 2,000 houses) by 
Cunningham & Merryweather (North of England firm), 

CREWE,—New cold storage premises. Alderman Н. Hoptroff. 

CRIEFF.~New ш for the Royal Oak of Strathearn Lodge of Good Templars 
(£300). 

DARTFORD.—Additions to works of Burroughs, Wellcome & Co., Snow Hill, 


Hunter & Woodhouse, architects, 
Girls' school, Kilburn 


Downings & Rudman, builders, 


DARTMOOR.—Factory for converting peat into fuel. Dr. M. E. Kenberg, 
scientist. 

DARWEN.—Mixed school, Ellison Fold, to accommodate 500 children. 
Education Committee. 

DEAL.—Houses, Herold Road. J. Н. Denne & Боп, builders, 7a, Queen 
Street, Deal. . 

DENBIGH.—New Public Hall. 

DESKFORD (Baswrrsuink).—Repairs to Church buildings (£100). 
Morrison, vicar. 

Peer once IU MARKET Hansonovou).—House, Pioneer Avenue, for E. 

win, 

DIPTON (Co. De nHAW.— New shaft at Delight Colliery, whole of machinery 
(except winding engine), to be workcd by electricity, for John 
Bowes & Partners. 

DONCASTER.—Extensions to the Market for Т.С. (24.000). Important lock 
extensions for Sheftield and Sonth Yorkshire Navigation Co. 
(250,000). Six houses and outbuildings for T. C.: Borough 
Surveyor, 8, Priory Place, Doncaster. Six new cottages (work- 
men's) for the Corporation: architect, Borough Surveyor; 
contractors, Jenkinson & Burton, Doncaster, 

DORNOCH.—New United Free Church. 

DUNFERMLINE.—Fifty houses. Town Council. 

DURHAM.—Two houses, Croxdale, for A. Metcalfe. 

EASINGTON (Co. Du. Houses, Station Town, for L. Proudlock and 
Wilton ; Hordew, for H. Bell, W. McKenna and the Colliery 
Co. 


EBBW VALE.—Alterations and additions to property at Beaufort, for Mrs. 
Tonald. Surgery. Beaufort, for Ebbw Vale Doctors’ Fund 
Committee; H. Waters, architect, Market Chambers, Ebbw 


Vale. 


Rev J. 


ELHAM.—Repairs at Cottage Homes, Chereton, for Union. R. Lonergan, 
clerk. 
ESSLEMONT ‘AperpreENsHIRE). — Alterations Wateridgemuir Farm. W 


Davidson, architect, Ellon. 

EX MOUTH.—Winter Garden in Imperial Hotel grounds. 

FARINGTON (Presron).— Extension of St. Paul's Church to seat 500. J. A. 
Beward, architect, Preston. 

FARNWORTH.—Offices, Egerton Street, for Richardson & Co.; pending 
developments, local Co-operative Society. 2 


FFORESTFACH.—Ten houses, Armine Road. С. S. Thomas, architect, 15, 
Wind Street, Swansea. 
FORFAR.—Proposed new Swimming Baths. Mr. Blanc, architect, Edinburgh. 
GAMBRIE (BanrrsHire).—Proposed new Infant School. Mr. Sutherland, 
architect, Aberdeen. 
GARSTANG (Lancs.).—Hospital. Garstang Rural Council. 
GELLIGAER.— Infectious Diseases Hospital at Pengam (£7,800). Vodden and 
Lee, builders, Gilfach, Bargoed. 
GLASGOW.—Motor Garage and Store in Nithsdale Road, Pollokshields, for 
E. Watson, 170, Argyle Street, Glasgow. 
(SPxincBrRN).—Masanic Temple in Vulcan Street, for Lodge of 
Freemasons, Kenmare; A. Grant, 681, Alexandra Parade. 
Additions to Be!mont House, for Hugh Reid. 
(PoLLOKsHaWs).—New Hall and other buildings in connection with 
West Church (£1,200), Rev. W. McAlpine, vicar. 
(BaLTcoats).—New Post Office, Chapwell Street. 
GOLCAR.— House at Leymoor, and branch premises at Townend. for Goloar 
Co-operative Society. Lunn & Kaye, architects, Münsbridge. 
GORSEINON (Grax.).—English Calvanistic Methodist Chapel, D. L. Jones, 
architect, Thomas Street, Llanelly. 
GOSPORT.— Baptist church, Avenue Road. 
GREENOCK.— Addition to Sick Room, Smithston Asylum. 
GRINDLETON (near CLITUEnOE. Important new sewerage scheme con- 
templated. Grindleton Parish Council. 
GRINTON (Yonxs.).—Hepairs to vicarage. Rev. B. Gregory, vicar. 
GUILDFORD.-— Additions to Workhouse (£2,500). Chairman of the Guardians. 
HALIFAX.—Warehouse for G. Sheldrake & Bons, Ltd ; R. Horsfall & Son, 
architects, 294, Commercial Street, Halifax; Turner & Son, 
builders, Halifax. Three shops, Rawson Street and Powell 
Street, for Gaukroger & Son, tailors ; T. Kershaw, architect, 
Lancs. and Yorks. Bank Chambers, Halifax; W. Greenwood 
and Son, builders, Halifax. \ 
HAMILTON.—Primitive Methodist Church. 
ОМВО TE tiOn ef business premises, Broad Street. Field, drapers, 
anley. 
HARROGATE.—Additions to Sunnybank,” Knox. Frank Caws, architect, 
Fawcett Street, Sunderland. 
HASLINGDEN.— New station or:important developments. L. & Y. Railway 
Co., Hunt's Bank, Manchester. | 
HAYES.—New Baptist Chapel. 


HEDDON.ON.THE-WALL (NokTHUMBERLAND). — New Wesleyan Sunday 
Schools, &c. J. Taylor, architect, Newesstle-on-Tyne ; Charlton 


and Sons, builders, Crawcrook, near Ryton. 

HERNE BAY.—House for W. Rouse, Oxenden Park. J. Huxtable, architect, 
Herne Bay. 

HEBDEN BRIDGE.-— Baptist Chapel, Charlestown Hill. 

HERTFORD.—County record and strong room for Herte C.C. U. A. Smith, 
County surveyor, Hattield. ' 

HINDLEY (near Wican).—New Congregational Church (£3,000 to £4,000). H. 
Wade, architects, Birley Street, Blackpool. 

HOLLINGWORTH (near Mancuester).—Manse for Congregational Church. 
Т. Aldons & Son, builders, 1, Marlow Street, Hadfield. 

HORWICH (Laxcs ).—Structural alterations and extensions. Victoria Mills. 
Messrs. Taylor. 


HUDDERSFIELD.—Fifteen houses and shop at Cottage Retreat, Manchester 
Road. P. Taylor & Oo., architects, Central Buildings, Milns- 


bridge. 
ILFORD.—New Unitarian Church, High Road. 
ILKESTON.—Proposed structural alterations. Local Co-operative Society. 
KENFIG HILL (Bripcenn).—8choo! Hall, for English Presbyterian Church, 
Kenflg Hill. A. L. Thomas, architect, Church Street Chambers, 
Pontypridd. 
KERROW MOOR iC ORs EET) SOT MO houses, Mr. Coumbe, Rosevean, St. 
Austell. 
KIDDERMINSTER.—House, Marlpool Lane. W. Phipps, Wordsley. 
KINGSTON-ON-'THAMERS.—Alterationg to the Workhouse, Norbiton Common 
(a oTo] ; alterations and additions to isolation ward at infirmary 
(£307). 
LANCASTER.—Villa at the County Lunatic Asylum for C0 private patients. 
Mr. Littler, County Architect, Preston. 
LEEDB.—Mortuary at workhouse for B.G. T. Winn & Sons, architect’, 84 
Albion Street, Leeds. | 
LEIGH (Sour 1.4xcs.).—Developments promised here. Wigan Coal and Iron 
Co., Ltd., Wigan. 
LEIGH-ON-8EA.—Two residences on Leigh Park Estate, for Mr. Robey. 
LEYLAND.—Proposed new fire station. District Council. 
LITHERLAND (LivrERPoor)—S8tabling, &, and new mortuary, for U. D.. 
A. H. Carter, surveyor, Sefton Road, Litherland. 
LITTLEOVER DRRNHVYSHIRR).-New sewerage scheme (£5,000). 
Shardlow Rural Council, Derbyshire. 
LIVERPOOL.—New wing at the Convent of the Sisters of Charity, May Place, 
Old Swan. Row of houses, Herondale Road, Mossley Hill; 
J. R. Pritchard, builder. 
LONDON (Wio»onx Street, W.).--Rebuilding No. 65 (shop). T. Н. Kingerlee 
and Sons, builders, Oxford. 
(James Srreet, W.).—Rebuilding grocer's shop. Meech and 
Gcodall, builders, Streatham Hill, 3.W. 
(CaxpEN Town, N.W).—Rebuilding piano factory in Bayham Place, 
for Monington & Weston. 
(PORTMAN Square, W.).—Additions and alterations, St. Thomas's 
Church. Rev. A. G. Locke, vicar. 
(LEICESTER SQUARE, W.).—Alterations to premises for Stagg and 
Mantle, drapers. Hall, Beddall & Co., builders, Waterloo 
Bridge, S.E. 
(TRAFALGAR SovankE, W.C.).--Additions to National Gallery 
. F. & H. F. Higgs, builders, Loughborough Junction, 
B. W. 


Surveyor, 


(GREAT PORTLAND STREET, W.).—Rebuilding Nos. 144-8. D. Prosser, 
builder, 23-25, Charlotte Street, Fitzroy Square, W. 

(MoorcGart STREET, E.C.).—Alterations to No. 17. I.. Н. and R. 

toberts, builders, 84, Rheidol Terrace, Islington. 

(GRACECH! КЕСИ STREET, E.C.).—Alterations to Gracechurch Build- 
ings. Holliday & Greenwood, builders, 14а, Loughborough 
Park, Brixton. 

(MARELE Акен, W.). Adaptation of premises for J. Lyons & Co., 
Cadby Hall, Kensington. 

(OXFORD STREET, W.).— Alterations to premises of Н. Dale & Co., 
ladies’ tailors. S. Jones & Co., 14, Gray's Inn Road, W. C. 

(CHELSEA, S. W.).—Bnildings, Chelsea Bridge Кова. Higgs & Hill, 
builders, Crown Works, South Lambeth. 

(OXFORD STREET, W.). —Alterations for Singer's Sewing Machine Co. 
E. Pollard & Co., builders, 29, Clerkenwell Koad, К.С. 


LYDBROOK (near Ross).— Public elementary school, N. H. Medlaw, architect, 


15, Clarence Street, Gloucester. 


MAIDSTONE.— Houses, Sheals Crescent, for J. J. Hunn, builder, 60, Upper 


Faut Road, Maidstone. 


MANCHESTER.--Proposed enlargement of United Methodist College (£15,000) ; 


new Wesleyan Church Schools in East Road, for Longsight 
Circuit. з 
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MANSFIELD.— Houses, Harrington Street,; for C. F. Taylor; Murray Street, 
for T. H. Witham ; Mount Street, for Lucas Bros.; Carter Lane, 
for J. H. Stevenson; Derby Btreet, for J. Greenwood, builder, 
Wood Street. " 

MARGATE.—Parish room. Rev, R. F. Beven, vicar. 


MELKSHAM (WixTs.).—New Baptist Sunday Schools. W. W. Spailum, archi- 
| tect, Trowbridge ; Bigwood & Co., builders, Melksham. 
MERTHYR TYDFIL.—Houses, Conners Street, Penydarren, for the Gellifaelog 

Building Club ; Amberton Place, Penydarren, for John Jones; 
uakers’ Yard, for Mrs. M. Jones ; Danyderi, for the Danyderi 
uilding Club; additions to business premises, for Roger Edwards, 

draper, 123, High Street; villa, Gwaelodygarth Lane, for J. W. 

Morris. Thirty houses for T.C. at Danyderi (£6,210), E. P, 

Davies, builder, Dowlais, 

METHLICK (ABERDEEXSuIRE).—Building, Beaton Hall. James Cobban, archi- 
tect, Haddow Horse, Aberdeen. 

MOSES GATE (near Botton).—New offices, Egerton Street, for Richardson, 
Tuer & Co., loom makers. 

NAIRN.— New Free Church, Gordon Street (£1,200 to £1,500). 

NANPEAN (Conx wa“). - Church room for J. B. Fortescue, Boconnoo, 
Cornwall. 

NEWCASTLE.-— Wesleyan Church, Clara Vale. 

NORTHFLEET (KEN) .— Houses for Clements & Hotter. Bridgland & Clay, 
architects, Gravesend. ' 

OAKHILL (8Toxx).— Twelve houses, Daintry Road, for W. Ball. 

ARNSIDE (WrsTMORELAND).—Glrls' school, for H. H. Llewellyn. R. Bradley 
Barker, architect, Arnside. | 

OXFORD.—New church of St. Stephen. A. M. Mowbray, architect, 117, St. 
Aldate's Street, Oxford. 

PARTICK.—Two semi-detached villas, York Avenue, Jordanhill, for James 
Speed; two seini-detached villas, Bishop’s Road, Jordanhill, 
for Isdale, Robertson & Sons. 

PATELEY BRIDGE.—New Wesleyan Methodist Church (£2,500). 

PENCADER (CARMARTHENSHIRE).—New Calvanistic Methodist Church. D. 
Davies, architect, Henllan; T. Jones, builder, Llangranog, 
Henllan, Carmarthenshire. 

PENCAITLAND (HapDINGTONSHIRE).— Additions to school. Lyle & Constable, 
architects, 8, Hill Street, Edinburgh. 

PERTH Four double: villas? at Kinnoull. D. Johnston & Sons, builders, 

erth. 


PLUMBLEY (near KsvT8FORD, CHESHIRE).—New chemical works, electrically 
equipped for power and light (£12,000. Е. W. Stocks, archi- 
tect, Middlewich ; J. Moffat, builder, Manchester. 

PONTARDULAIS (Gra».).—New premises, Hope Street, for Pontardulais and 
Gorseinon Co-operative Society, Ltd. The Secretary. 

PONTEFRACT.—Houses, Red Hill, for S. F. Gregory. 

PORT SUNLIGHT.—Pending developments to Lever Bros’. premises. 

PUDSEY.—Additions to dwelling-house, Perseverance Street, for H. Stansfield ; 
addititions to King's Arms Hotel, Greenside, for J. Tetley and 
Son; additions to offices, Littlemoor Road, for B. Johnson. 

RAINHAM.—House, Century Road, for A. Way. 

RAUNDS.—Houses, Harcourt Street, for J. E. Mayes. 

RAWTENSTALL.—Villa Residence, Burnley Road, Crawshawbooth, for 
Ormerod Ashworth. 

READING,—New Bakery and Stables for local Co-operative Society. Archi- 
tects’ Department, Co-operative Wholesale Society, Manchester, 

ROMFORD. -New Board room and offices for В.О, (£11,521). J. S. Hammond 
and Bon, builders, Romford. 

ROWLEY.—Three Public Libraries, Wills & Anderson, architects, 24, Blooms- 
bury Square, W. O. 

RUGBY.—New dormitory, servants’ hall and minor alterations to Rugby 
School premises, 1, Hillmorton Road; tailors’ workshop and 
educational hall for the Rugby Co-operative Society, Queen 
Street; alterations and additions to 4 &nd 5, School Street, for 
H. Pratt; additions to dwelling house, 10, Hillmorton Road, 
for W, N. Wilson. 

RUNCORN.—New porters’ lodge at Isolation Hospital (over £300). Surveyor, 
Rural Council, Runcorn. 

RAYTON (Durnam).—New church at Clara Vale, to accommodate 250 
(£1,200). 

BT. ALBANS.—New Primitive Methodist Church. 

ВТ. AUSTELL.—Two houses at Penrithick, for В. Coombe, Si. Austell. 

BT. HELENS (Iaue or Wionr).—Houses, St. John's Wood Road. Wheeler 

" Bros., builders, Monkton Street, Ryde. 

SHEERNESS.—Proposed new school at Halfway Houses (£1,860). New 

. Masonic Hall; E. J. Hammond, architect, 21, Balmoral Road, 
Gillingham, Kent. 

SKIPTON.—New public library (£7,000). 

BLIGO.— Proposed electric lighting of the District Asylum (to generate own 
electricity.) Rev, C. Flynn, chairman of the Committee of 
Management. 

BLOUGH.— Houses, Wellington Street, for E. D. Rabbitt; Wexham Road, for 
J. M. Blair. 

BOUTH SHIELDS.—Two shops, 36 and W. South Frederick Street, for T. B. 
Carr. T. Y. Young, architect, 50, King Street, South Shields. 

SOUTHEND-ON-SEA.—Bungalow residence, Rochester Drive, for G. Luck; 
bungalow, London Main Road, for A. D. Martin, builder, 
Finchley Road, Westcliff; bungalow and houses, Eastwood 
Road, for W. Rice; houses, Ramuz Drive. for D. W. Carr; 
Hamstel Road for Mrs. M. F. Leng; Woodfield Road for G. 
Watts; Leigh Road East for A. 8. Barley; Ramuz Drive for 
R. Rudd; additions to laundry for the Albion Laundry Co., 
Eastwood Hoad. 

SOUTHPORT. - Parisb гоо, St, Cuthbert's, to be rebuilt. 

STAFFORD.—New church institute in connection with St. Thomas's Church. 

STEVENAGE.—New ассо] (336 scholars) for Herts C. C. 

STOCKPORT.—F ree Library. Chairman, Free Libraries Committee. 

BTOKIZ-ON-TRENT.--New Wesleyan church, Stockton Brook. W. Campbell, 
architect, 2, Bagnall Street, Hanley; W. Thomas & Son, builders, 
Gratton Street, Hanley. 

STRETFORD (near Mancuesthr).—New works to be established in Trafford 
Park, for American and German firms. Extension to 
electricity build ngs for U. D. C.; E. Woodhouse, architect, 
HM, Mosley Strect, Manchester. 

SUTTON COLDFIELD.—New school, Green Lanes, Chester Road (to accom- 
modate 200). Crouch, Butler & Savage, architects, 39, Newhall 
Street, Birmingham. 

SWANSEA.—Alterations to premises, Waterloo Street and Park Street ; 
C. T. Ruthen, architect, Swansea. 

TAFF'S WELL (Grax.).—New English Chapel. 

TETLEY RISE (SHEFFIELD).— Model village (£200), 

TIPTON.--Alterations and extensions of the Public Offices, Owen Street. W. Н. 
Jukes, engineer and surveyor, 

TREVISCO (Nonri Cons WALL) New Wesleyan Methodist Church. 

TRURO.—Proposed rebuilding of Western Inn for Redruth Brewery Co. 

WAREFIELD.—New United Methodist Church, Outwood. W. H 
architect, Chorley ; W. Ricbardson, builder, Outwood. 

WAI. KDEN.— Reported extensions pending for Burgess, Ledward & Co., Wardle 


Mills; Г. Rothwell, Linnyshaw Milla: y 
Hope Mills. yshaw Milla; and E. Lane & Sons, 


. Dinsley, 


WALLSEND.—Boot factory for Wallsend Industrial Co-operative Soci 
L Sherbrooks & Hodges, architects, Newcasile-on Tone. T 
WALTON (8unnxY).—New schools. 
WATERLOO (near LrivkRPOOL).—Eleven houses, Bandheys Avenue, for T. C. 
Williams; four houses, Milton Road, for C. & W. E. Brooks. 


WATFORD.—Extension of cooling plant at electricity works for U. D. C. 


(deposit #1). F. W. Pusey, chief engineer. Electricity Works, 
Watford. | 


WESTON.-8UPER-MARE.—Baptist Church, Walliscote Road (£8,000) ; Siloock 
and Reay, architects, Bath. Three houses, Ashcombe Park; 
Н. Price and W. Jane, architects, Waterloo Street, Weston. 
Buper-Mare. 


WHALEY BRIDGE.—House, Dig Lea Road, Furness Vale, for R. E. Knowles. 


WHITLEY BAY (NoRTHUMBERLAND).—Proposed new railway station, for the 
North-Eastern Railway Co. 


WHITTINGHAM... (Lancs.).—Extension of lunatic asylum (to accommodate 
100) (£84,000), 


WIGTON.—Church institute at Kirkbride. 
WINCHESTER.—New Primitive Methodist Church, Rohley (£600). 


WINGATE (Co. DunHAw).—Houses, for В. Colwill and Mr. Stoydale; shops 
for Mr. Proudlock. 


WORMINGTON (Essex).—Alterations and additions to The Grove, for Т. E. 
: Smith. J. W. Start, architect, Colchester. 


WORSLEY.—Colliery developments (various). Capt. H. V. Hart-Davis, 
Bridgewater Offices, Walkden, Manchester. 


WORTHING.—Royal Surrey Co nt Hospital Convalescent Home. E.L 
Lunn, architect, 80, High Street, Guildford. 


YARMOUTH.—Large house, South Quay, for the Yarmouth Port and Haven 
Commissioners (£2,600). 


NOTES. 


Localising High-Resistance Breaks. in Cables.— 
Errata.— In fig. 1, p. 124:—The connecting wire from the lower 
front contact of ki, instead of being brought down to the right- 
hand terminal of resistance r as shown, should be prolonged to 
the top right-hand terminal of commutator в, as in revised figure 
below. 
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к, E e „ ec T s $$ PX ВІ .. 2. 6а A 
" e „ (e with full E. M. F. of cable current .. 247 
T „ „(№ y P testing . 226 


+ SC Key between 104 11 * SC Key between 9 & 10. 


In left column, p. 125, lines 17 and 18:—Instead of 7 and T d, 
read ti and y /. 

In left column, p. 125, line 48 :—Instead ol charge throw с, read 
charge throw C. 


In right column, p. 195, line 33 :—Read f i 


T 


Times are What we Make Them.—Michigan busi- 
ness men, and otbers, for that matter, says Chicago Commerce, are 
subscribing to and passing along the following creed :— 

1. I will dispel from my mind any thoughts of hard times. 

2. I believe there is more to be gained by push and aggressive 
ness than by idle talk. 

3. I believe times sre what we make them: I will add my 
influence toward making them good. 

4. I will not allow the investment I have in my business to 
remain idle. 

5. I am going to get rid of the old stock and reatock with new. 

6. І am going to run my business on business principles. 

Are you with ug ?— Western Electrician. 


Tramway Accidents,—On Wednesday afternoon, at 
Southend, a live trolley wire broke and fell upon a visitor, nam 
а Harvey, who received a shock and had his straw hat 

urnt. 

On Wednesday, at Halifax, a workmen's tramcar ran backwards 
while ascending Gilbert Hill, and subsequently left the rails at & 
curve, coming to a standstill at the kerbstone. The driver pluckily 


stuck to his post, but the 60 passengers made а hurried and safe 
escape. 
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Electric Heat.— There are evidences that the use of 
electricity is swiftly emerging from the tentative to the fully com- 
mercial stage, at any rate in America. It seeme almost wearisome 
to repeat it, but the kettle, chafing dish, and coffee percolator are 
in America in а strongly-established position such as we in 
England only dream of. Why it is that over there electric heating 
is going well, while here the question is still being asked as to 
whether electric heating pays,” is a problem which needs a good 
deal of solution. 

The latest development was described by Mr. C. E. Waddell 
before the American Institution of Electrical Engineers, and con- 
sists of an electric heating system installed at the Biltmore Estate, 
North Carolina. From an account in the Electrical Review of New 
York, from which we quote, it appears that the cost of anthracite 
cosl and the nuisance involved in its use, led to the introduction of 
electric heaters for the hot water system of the house and for the 
laundry work necessary. The installation is rated at 167 KW., 100 Kw. 
of which is represented by the hot water heater and the balance by 
the laundry equipments. The system consumes about 20,000 units 
a month. The hot water heater consists of a small horizontal 
tubular boiler having electric heaters inserted in the tubes. This 
gave a thermal efficiency of about 85 per cent. The boiler is 9 ft. 
in diameter, 5 ft. long, and contains 20 flues, each of which encloses 
a f. Kw. heating element. Е 

The laundry apparatus, so far as testa went, seemed to give pretty 
good results, varying with the size of the wash. One day 68 lb. 
of water were expelled for every 100 units supplied to the electric 
heater. On another day, for a somewhat smaller wasb, 145 lb. of 
water were expelled for each 100 unite. The laundry has been 
completely fitted up with ironing, drying and washing apparatus. 

Due to the somewhat irregular character of the loads, the electric 
system is not under such a great disadvantage as might be supposed, 
and even supposing (as our contemporary points out) that the cost 
of а single thermal unit in the form of electrical energy. may be 
high, the economy with which this is us:d brings the total cost much 
closer to that of an equivalent heating system using fuel. It is the 
inefficiency of the fuel-using apparatus which brings up the cost of 
its operation. What may be termed the "overall" economy of the 
system should be borne in mind. Besides fuel, there is money 
value ia time and convenience, so that it may, in the long course of 
eventa, ultimately be recognised by the British public that cities 
without chimneys, smoke, inconvenience due to flaé cleaning and 
grate furbishing, are really within the range of practical economics 
and а state of things to be sought after. In spite of the present 
apathy which appears to rest on the minds of English electrical 
engineers on this question, it will be a very strange thing if, in the 
near future, house warming by electricity does not become an 
accomplished fact | 

The Western Electrician, in referring to recent electric heating 
Progress in America, says that the introduction of electric cooking 
apparatus, especially for use in the summer months, has developed 
a demand there for electric water heaters for the general supply of 
hot water about the dwelling. The Simplex Electric Heating 


Hot-Water Service Pipe 


Top Connection 
cither to Serv сс 
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Circulation Heater 


Erromo Hor-WarzR HEATER FOR THE HOUSEHOLD. 


Co, of Cambridge, Mass., has recently put on the market a circula- 
tion heater for attachment to the range boilers, which our con- 

mporary describes, and which seems to overcome many of the 
objections and difficulties of taking care of the hot-water problem 
electrically, As shown in the diagram, the heater is placed beside 
the boiler, connected at the bottom through the pipe that also con- 
necte to the range, and at the top with the pipe that supplies hot 
water to the house, This heater is so constructed that when the 
Current is turned on it will ina few minutes begin to discharge 


water at about 180° in the top of the bofler, drawing its supply 
from the bottom of the boiler, so that in a short time after the 
heater is turned on there is but a small portion of the water in a 
large boiler unheated. | 

The maximum current demand for this heater is 2 Kw., and 
when applied to the boiler in this manner it is said to make the 
boiler more efficient in the case of quick delivery of warm water 
than when the range is in operation. The current demand on the 
station is within reasonable limits, and for all practical purposes 
meets the average household demands. 

The heater is arranged with three heat divisions, во that 500, 
1,000 or 2,000 watts may be used as desired. Where а considerable 
amount of hot water is required, the maximum heat may be turned 
on for a limited time, and then the temperature of the boiler kept 
up with the low heat. Where a large quantity is not desired, merely 
euch as is needed about the kitchen for the ordinary requirements, 


a short period of the use of the maximum heat enables the supply 
to be provided at low cost. 


The feature of construction of the heater, which contributes to its 


efficiency in a large measure, is the fact that the enamel, the heater 
and the tube are practically homogeneous, so that the heat is con- 


ducted directly to the water through the shortest possible path 
from the wires embedded in the enamel. This feature insures the 
quickest possible conduction of the heat generated to the water. 
Another feature of construction is the control of the circulation 
which insares the delivery of high-temperature water, thereby 
permittiog hot water to be drawn in a short period after turning on 
the current, while utilising all present house plumbing in the 
normal way and yet without having to heat up the entire contents 
of the boiler. | 

In practice, in the ordinary home, even at lighting rates, where 
care is used, the total cost forthe use of this heater during such 
occasional intervals as it may be required in the summer time need 
never be large, or reach a point which would make its use prohibi- 
tive. The installation of the heater involves but a small job for 
the plumber and electrician, so that the total cost of the equipment 
is quite moderate. The device is 3 in. in diameter, 33 in. long, 
with j-in. couplings on either end. All of the outer portions are 
nickel-plated brass. For cinnecting to the circuit it is provided 
with a plug switch and flexible conductor. 


The Territorial Electricals.—From Tuesday's London 
Gazette we cull the following announcement concerning appoint- 
ments of electrical and telegraph engineers in the Territorial 


Army :— 


RovaL ENGINEERS. 


Welsh Divisional Telegravh Company, Welsh Divisional Engineers; William 
Arnold to be Second Lieutenant. Dated May 29th, 1908. 

London Dvtrict Telegraph Companies, Royal Engineers (Army Troops); Major 
(Honorary Major in the Army) Andrew Bain, M. Inst. C. E. I., M Inst. E. E., 
from the London Division (Electrical Engineers) Royal Engineers (Vblun- 
teers), to be Lieutenant-Colonel. Dated April 1st, 1908. | 

London Wireless Telegraph Company, London District Telegraph Companies, 
Hoyal Engincers (Army te ale the undermentioned officers, from the 
London Division (Electrical Engineers) Royal Engineers (Volunteerg), are 
appointed to the Company, with rank and precedence as in the Volunteer 
Force. Dated April 1st, 1908:— 

Captain (Honorary Captain in the Army) Edward Hunlington Leaf, 
A. M. Inst. C. E. 
Lieutenant Selwyn Wollaston Humphery, A. M. Inst. E. E. 

London Cable Telegraph Company, London District Telegraph Companies, Royal 
Engineers (Army Troops); Supernumerary Captain (Honorary Captain in 
the Army) John Joseph Francis O'Shaughnessy, M. Inst. E. E., from the 
London Division (Electrical Engineers) Royal Engineers (Volunteers), to be 
Major, remaining seconded. Dated April Ist, 1908. 

Captain (Honorary Captain in the Army) James Edward Pearce, from the 
London Division (Electrical Engineers) Royal Engineers (Volunteers), to 
be Major. Dated April 1st, 1908. 

Captain and Honorary Major (Honorary Lieutenant in the Army) George 
Bransby Williams, A. M. Inst. C. E., A. M. Inst. E. E., from the London Division 
(Electrical Engineers) Royal Engineers (Volunteers), is appointed Captain 
with the honorary rank of Major, with precedence as in the Volunteer Force, 
Dated April Ist, 1908. 

Second Lieutenant Charles William Zoephel, A.M.Inst.E.E., from the London 
Division (Electrical Engineers) Royal Engineers (Volunteers), to be 
Lieutenant. Dated April Ist, 1908. | | 

London Air-line Telegraph Company, London District Telegraph Com anies, Royal 
Engineers (Army Troops) ; Captain John Henley Shawe Phillips, A.M Inst. E. E., 
from the London Division (Electrical Engineers) Royal Engineers 
(Volunteers), to be Major. Dated April Ist, 1908, ; 

The undermentioned officers, from the London Division (Electrical Engineers) 
Royal Engineers (Volunteers), are appointed to the Company, with rank 
and precedence as in the Volunteer Force. Dated April Ist, 1908:— 

Captain (Honorary Captain in the Army) Harry Fowler Bigge. 
Second Lieutenant Frederick Hill Masters. 
Second Lieutenant Herbert Charles Gunton. 

Lieutenant Eustace Graham Sheppard, A.M.Inst.E.E., from the London 
Division (Electrica) Engineers) Royal Engineers (Volunteers), to be Captain, 
Dated April 1st, 1908. | 

Scottish Command Telegraph Companies, Royal Engineers (Army Troops); the 
undermentioned officers, from the lst Lanarkshire Royal Engineers 
(Volunteers), are appointed to the Companies, with rank and precedence as 
in the Volunteer Force. Dated April 1st, 1908:— 

Lieutenant-Colonel and Honorary Colonel James Smith Park, M.V.O. 
Lieutenant-Colonel and Honorary Colonel David Laidlaw, jun. (To be 
supernumerary.) 

Lieutenant-Colonel and Honorary Colonel James S. Park, M. V. O., resigns 
bis commission, with permission to retain his rank, and to wear the pre- 
scribed uniform. Dated May 28th, 1908. | ‚ 

Supernumerary Lieutenant-Colonel and Honorary Colonel David Laidlaw, 
jun., to be Lieutenant-Colonel. Dated May 28th, 1908. 


Municipal Favouritism.—A sequel to the recent 


appointment of an apprentice in the borough electrical engineer's 
department was seen at the meeting of the Morecambe T.C. on 
Thursday last week, when Councillor Christie brought forward а 
resolution “that, in order to give engineers employed by the 
Council that freedom of action necessary for the adminstration cf 
their respective departments, the Council considers it undesirable 
that members having Bons or near relatives employed in any of 
those departments should seek re-election.” His object, he con- 
tended, was for the promotion of civic purity. Where sons of 
Councillors occupied positions, they had advantages over outeiders, 
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and referring particularly to the Corporation Electric Light 
Department, he considered it was not right for a Councillor's son 

to be taken as apprentice unless the Councillor offered to contest 
bis seat again. Their electrical engineer, he concluded, had not 
that amount of freedom which he otherwise would have. After 


a long and heated discussion, the motion was rejected by 
9 votes to 3. 


High-Resistance Break Test.—In the recent issues 
of the ELECTRICAL Review will be found a revised description of 
the Rymer-Jones high-rosistance break test, which we are reprint- 
ing in pamphlet form. The theoretical considerations on which 
this test is based, and the odus operandi are fully explained, and 
several practical examples of actual break localieations given. The 
accuracy of the results shows that this test effectually meets an 
important want, by providing submarine cable electricians with a 
simple method of localising what has hitherto been the most 
difficult and unmanageable of all faults, viz., breaks having a resist- 
ance too high to be entirely broken down, and too low to be sealed 


up for correct localisation by existing methods, which are quite 


inapplicable to this kind of fault, 


Refuse Destruction.— On 21st inst. a deputation from 
the Paris Municipal Council visited the Greenock destructor under- 
taking, recently described in our pages, also the Glasgow refuse 
and destructor works, in connection with their inquiry into the 
subject of city refuse disposal in the United Kingdom. 


Educational Notes.—Tue HACKNEY INSTITUTE.— 
The prospectus of classes at this Institute, in engineering, physics 
and electrical engineering, mathematics, chemistry, &c., for the 
coming session has just been issued by the Principal, Mr. Percy 
Kirk. 

University CoLLEGR.— Full particulars of the courses in 
mechanical, civil, municipal and electrical engineering to be given 


in the session which opens on October 5th, appear among our 
“ Educational Notices to-day. 


Appointments Vacant.— Fourth assistant engineer for | 


the Hammersmith B.C. electricity department (£130); assistant 
electrical foreman for the East Indian Railway Co. See our 
“ Official Notices to-day. i 


Electric Shock Fatalities.—An inquest was held last 
Saturday into the death of Edwin Dale (19), of Bedworth Works, who 
a few days previously was found dead near an electric motor at the 
Exhall Colliery, Nuneaton. On the coroner’s instruction the jury 
viewed the body a second time, as it was absolutely necessary that 
it should be thoroughly examined for any visible marks causing 
death. According to a report in the Birmingham Gazette, Matthew 
Spilsby said he {оспа tbe body at the back of tbe motor, lying 
between it and the switchboard. Walter Beasley, electrician, said 
that the motor was properly insulated. William Randle said the 
dead man was well acquainted with electric motors and their working, 
and instructions had been given for all the men to keep clear of 
the “live” parts of the electrical installation. Dr. L. Orton said 
that he found death was due to syncope. A post mortem examina- 
tion revealed nothing further. He could not вау that death was 
definitely due to electric shock. There were no signs of burns. 
The jury retired, and on returning into court half-an-hour later 
returned a verdict to the effect that death was due to an electric 
shock. 


The Morning Leader states that a young man has been killed near 
Basle while flying a kite to which an aluminium wire was attached, 
instead of the customary string. Without his knowledge the wire 
came in contact with a high-tension conductor, and the kite owner 
was killed on the spot. 


At Bolton, on Tuesday, an inquest was held on Thomas Brindle 
(27), of 17, Victoria Street, who, whilst working at an electrical 
machine at the engineering works of Messis. Dobson & Barlow, 
Ltd., Kay Street, suddenly oollapsed. | 

Dr. James Scott, senior bouse surgecn at the Infirmary, eaid the 
post-mortem examination revealed a recent burn on the lower part 
ofthe body. Apart from the history of the case, there was nothing 
to indicate the cause of death. | 

The Coroner: The only evidence you have of any electric shock 
зв the external burn ?— es. | 

Was the man’s clothing burned near the mark on his body ?—No. 

Can you account for his body being burned and not his clothing ? 
—1t is quite compatible with electricity. Не 

Peter Hamer, blackamitb, said deceased worked under him in 
the foundry. Оп Saturday morning they were at the electric 
welding machine, and a long bar of iron was in the machine. 
Brindle took hold of the bar while the current was on the machine, 
and there was а cry, "Knock it off—he's falling!“ The current 
was at once shut off, but Brindle was unconscious. A board was 
provided for those uring the machine to stand upon, and in that 
way to prevent an electric circuit being formed. Brindle seemed 
to have had one foot off the board and against ironwork below it. 

A verdict of Accidental death“ was returned. 

It was stated, on behalf of Messrs. Dobson & Barlow, that the firm 
extremely regretted the unfortunate occurrence, which was the first 
of ite kind at their works. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and dtndustry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW pusted as to their movements, 


Central Station Officials Оп Monday last the 
marriage of Mr. Gorpon Bryant, A. M. I. E. E., borough electrical 
engineer of Great Yarmouth, and Miss BEATRICE HART, was cele- 
brated at the St. Nicholas Church. Mr. and Mrs. Bryant left the 
town during the day by motor launch for the Norfolk Broads. 

The successful candidate for the post of charge engineer at the 
Eastbourne electricity works is Mr. J. RBANDALL Goopa Lt, of the 
Woolwich Electricity Department. | 

On the occasion of his approaching marriage, Мв. G. P. Cosway, 
chief assistant engineer, was presented by the electricity works 
staff at Nuneaton with a marble clock, suitably inscribed. Mr. 


8. Cameron Gibson, borough electrical engineer, made the 
presentation. 


General.— Mr. Louis W. 8мггн has resigned his position 
as works mapager for Messrs. Richard Garrett & Sons, Ltd., Leiston ; 
he has taken an active position in the works management, and will 
shortly join the board of directors of Messers. W. Sisson & Co., Ltd., 
Gloucester, marine and high-speed engine builders, but he will 
continue to represent Messrs. R. Garrett & Sons in the West of 
England in thresbing and road haulage tackle. 

The President of the Board of Trade has appointed Maron 
W. A. J. O'MRARA, R.E., C.M.G., to be an additional British 
Delegate to the International Conference on Electrical Units and 
Standards, which is to assemble in London on October 12th. 


Obituary.—Sir EYRE Massey Snmaw, late chief of the 
Metropolitan Fire Brigade, whose death is announced this week, 
was a director of the Metropolitan Electric Supply Co., Ltd. 

M. HENRI BECQUEREL.— We regret to announce the death, which 
occurred in Brittany at the age of 58 years, of M. Henri Becquerel 
tbe eminent physicist whose researches in radio-activity led to the 
Nobel Prize being conferred upon him in 1903. Among the 
numerous honours and awards conferred upon him was the Royal 
Society's Rumford medal received by him in 1900. The late M. 
Curie studied under Becquerel. 

M. E. E. Mascant.—We deeply regret to learn from the Press of 
yesterday that M. Mascart, who was one of the early pioneers in 
certain branches of electrical research, terrestrial electricitv and 
magnetism, and in meteorology, has passed away. Since 1878, up 
to last year, he bad been director of the Central Boreau of 
Meteorology in France. He was born in 1837. The Institution of 
Electrical Engincers made him an Honorary Member in 1901. 


NEW COMPANIES REGISTERED. 


Lind & Co., Ltd. (99,275).—This company was registered on 
August 21st, with & capital of £5,000 in £1 shares, to acquire the business of an 
electrical manufacturers’ agent, general electrician and contractor carried on by 
A. L. Lind and G. St. J. Wood, at 87, Moorfields, Liverpool, as Lind & Co. The 
subscribers (with one share each) are :—A. L. Lind, 5, Cecil Road, Prenton, 
Cheshire, electrical engineer; G. St. J. Wood, 4, Buckingham Avenue, 
Claughton, Birkenhead, electrical engineer; J. G. Wilson, 12, London ник, 
Liverpool, traveller. Private company. The first directors are А. L. Lind, 
G. St. J. Wood and J. G. Wilson. Registered office, 97, Moorfields, Liverpool. 


Arthur Koppel Aktlen-Gesellschaft (90 F.).—Particulare 
filed August 5th. Registered in Germany in January, 1905, with capita, 
10,000,000 marks in shares of 1,000 marks each, to acquire the bosiness 9 
Arthur Koppel, and to carry on the business of manufacturers of ате 
materials and tools, &c. British address, 27, Clements Lane, E. C., where F. K. 
Leistckow is authorised to accept service. 


Sao Paulo Tramway, Light and Power Co., Ltd. (183 P 
Particulars filed August 17th. Registered in Ontario, Canada, in 1899, d 
„ Bao Paulo Railway, Light ard Power Co." Re-named in 1899. OC 
$7,500,000 in shares of 8100 each. British address, 34, Nicholas Lane, E. C. 
where J. Davidson is authorised to accept service. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Wolverhampton District Electric Tramways, Itd; 
(62,345).—This company’s annual return was filed on June 18th, член шге. 
shares hnd been taken up out of а nominal capital of £200,000 in о ал 
£5 per share has been called up оп 31,950, and 5s. per share on 
£159,512 10s. has been received. Mortgages and charges: £100,000. 


Northwood Electric Light and Power Co., Ltd. (66,312). 
This company's annual return was tiled on July 29th, when 12,357 оха 2^6 in 
6,730 preterence, had been taken up out of a nominal capital of has been 
15,000 ordinary, and 15,000 preference shares of £1 cach. £1 per SDA А, рееп 
called up on 8,132 ordinary, and 6,730 preference, and LD aet and 
received. £4,225 is considered as paid on 4, 225 ordinary. Mo 
charges: Nil. 
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Underground Electric Railways Co., of London, Ltd. 
(19,816).—A trust deed dated July 80th, 1908, securing (1) prior lien bonds not 
exceeding £1,000,000 (unless same be increased as provided in conditions 
endorsed thereon to £1,250,000), (2) 44 per cent. bonds of 1983, securing not 
more than £3,000,000,‘and (3) 6 per cent. income bonds, securing not more than 
£5,200,000 (all created by resolution of шт 80th, 1908), has been registered. 
Property charged: (a) Stocks and shares of various electric railway and train- 
way companies, amounting in all to £11,079,990 (known as the “ appropriated 
assets"); (b) shares in three tube railways, amounting in all to £8,500,000 ; (с) 
freehold power house and other buildings at Chelsea, with plant, &c., thereon, 
cable subway therefrom to near Earl's Court Station, &c. ; and (d) rights under 
various contracts. Trustees: London and Westminster Bank, Ltd., Lothbury, 
Е.С. Commissions, discounts, &c.: (1) Fer underwriting £1,000,000 prior lien 
bonds, £25,000, with 4 per cent. brokerage on nominal value ; (2) for procuring 
ot agreeing to procure subscriptions for said issue of £1,000,000 prior lien 
bonds, brokerage of 2 per cent. on amounts allotted in response to such appli- 
cations from shareholders and holders of profit-sharing secured notes as are 
handed in by brokers ; (3 under scheme of arrangement, holders of £7,000,000 
profit-sharing secured notes exchange their notes as to 40 per cent. of nominal 
value into 44 per cent. bonds of 1933 at par, and as to 70 per cent. of nominal 
valne into 6 per cent. income bonds at par, exchange taking place as on 
December 1st, 1907; (4) company has agreed to sell 44 per cent. bonds of 1938 
and 6 per cent. income bonds at rate.of £300 and accrued interest on 44 per 
cent, bonds for £200 (nominal) of 44 per cent. bonds and £300 (nominal) of 
income bonds (taken together); total amount which may thus be sold limited 
to £206,000 (nominal) of 44 per cent. bonds of 1988 and £800,000 (nominal) of 


income bonds. 


Ilfracombe Electric Light and Power Co., Ltd. (71,378).— 
This company’s annual return was filed on June 22nd, when 67 shares had 
been taken up out of a nominal capital of £15,000 in £5 shares. £395 has been 
receired. Mortgages and charges: Nil. 


Durham Collieries Electric Power Co., Ltd. (83,421)— 
Amended return filed August 10th, of a charge dated July 15th, 1908, states that 
the holders thereof are the Trustees, Executors and Securities Insurance Cor- 
poration, Ltd., of Winchester House, Е.С. The word Securities“ was 
omitted from the previous return, which read ‘Trustees and Executors 
Insurance Corporation, Ltd.“ : 


Rye and Camber Tramways, Ltd. (43,800).—Particalars of 
£700 debentures created by resolution of April 24, 1908, have been filed pursuant 
to Sec. 10 (8) of the Companies’ Act, 1907, the amount of the present issue being 
£60. Property charged: General assets. No trustees. 


Guildford Electricity Supply Co., Ltd. (36,725).—Re-issue on 
es of £500 debentures, part of a series of which particulars have already 
m filed. i 


Oxford Electrie Co., Ltd. (34,685).—A statement of the total 
amount outstanding on July 1st in respect of mortgages and charges created 
prior to that date and not required to be registered under Sec. 14 of the Com- 
panies’ Act, 1900, bas been filed pursuant to Sec. 19 of the Companies’ Act, 
Wi. Particulars: Trust deed dated July 21st, 1897, securing £50,000. 


Venezuela Telephone and Electrical Appliances Co., Ltd. 
(31,305).—A statement of the total amount outstanding on July 1st in respect of 
mortgages and charges created prior to that date and not required to be regis- 
tered under Sec. 14 of the Companies’ Act, 1980, has been filed pursuant to Sec. 
Hof the Companies’ Act, 1907. Particulars: Mortgages or charges dated July 
sth, 1890, and April 7th, 1893, securing £88,500. 


Расійе and European Telegraph Co., Ltd. (86,683).—A 
slatement of the total amount outstanding on July Ist in respect of mortgages 
and charges created prior to that date, and not required to be registered under 
Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to Bec. 12 of the 
Companies’ Act, 1907. Particulars: Debentures dated November 17th, 1892, 
securing £99,400 (£100,000 authorised). 


West Coast of America Telegraph Ca., Ltd. (52,114).—A 
statement of the total amount outstanding on July 1st in respect of mortgages 
DN charges created prior to that date and not required to be registered under 
Con M of the Companies’ Act, 1900, has been filed pursuant to Sec. 12of the 
срама. Act, 1907. Particulars: £150,000 4 per cent. debentures and £20,000 

Per cent. income bonds, dated April 28th, 1897. 


South London Electric Supply Corporation, Ltd. (50,392). 
on ARM dated February 5th, 1907, stamped to cover £80,000, was registered 
келу Ist, 1908, pursuant to order of Court. Property charged: Certain 
morteld hereditaments near Denmark Hill, and all purchase money payable to 
Holes in the event of any sale or transfer of undertaking or part thereof, 

i thin BO! Provincial Bank of England, Ltd., 112, Bishopsgate Street 


,Ackroyj & Best, Ltd. (54.600).— Particulars of £15,000 

debentures created by resolution of March 8rd, 1904, and secured by a trust 

е Gated July 2nd, 1904 (supplemental to deeds of 1900 and 1908), have been 

ч полад. VO Bec. 10 (8) of the Companies’ Act, 1907, the amount of the pre- 

170 ssue being £500. Property charged: The oompany s undertaking and 

Naor? Present and future, including uncalled capital. Trustees: C. Т. 
Vor, of Alresford, Hants, and J. P. Humble, of Wortley, Leeds. 


, British Accumulator Co., Ltd. (79,191).— This company's 

ч nual return wag filed on July 2nd, when the entire capital of £5,000 in £1 

oon had been taken up. £2,500 has been received, and £2,500 is considered 
paid. Mortgages and charges; Nil, 


ы ОЕ African Lighting Association, Ltd. (27,609).—This 

ie aa Annual return was filed on July 17th, when 8,905 shares had been 

fee ap out of a nominal capital of £100,000 in £10 shares. £1,050 has been 
ved and £80,000 is considered as paid. Mortgages and charges; £30,000. 


Keynsham Electric Light and Power Co., Ltd. (64 631).— 
eben of £1,500 second mortage debentures, created by resolution of 
1907 th 3th, 1905, have been filed pursuant to Sec, 10 (3) of the Companies’ Act, 
pant ё amount of the present issue being 4350. Property charged: Тһе com- 
рш undertaking and property, present and future, including uncalled 
Ke it any (subject to first mortage debentures), and land and premises at 

msham, No trustees. 


on h African Lighting Association, Ltd. (27,609).— 

Hs he Ars of £20,000 debentures created by resolution of August 12th, 1890. 

of the een filed pursuant to Sec. 10 (8) of the Companies’ Act, 1907, the amount 
in Ртевевё issue being 45,000. Property charged: The company's under- 
ng and property. No trustees. | 


ma mingham and Midland Tramway, Ltd. (19,077).—A 
And aS of the total amount outstanding on July Ist in respect of mortgages 
Sec, 14 PN created prior to that date and not required to be registered under 
the Co of the Companies’ Act, 1900, has been tiled pursuant to Sec. 12 of 
mpanies' Act, 1907. Particulars : Mortgage dated 1903, securing 44, 750. 


6 99 2 
a Syndicate, Ltd.—(97,434).—(Electricians, London).— 
filed 1 of £3,700 debentures created by resolution of July 23rd, 1903, have been 
issued onus to Bec. 10 (3) of the Companies’ Act, 1907, the whole amount being 
property name date. Property charged: The company’s undertaking and 

Present and future, including uncalled capital. No trustees, 


CITY NOTES. 


Mersey Railway Co. 


For the half-year ended June 30th the directors report that the 
train mileage run was 408,134 miles, as compared with 411,313 
during the corresponding six monthe of 1907. The number of 
passengers conveyed has been 5,719,572, as against 5,618,462 for 
1907, exclusive of season ticket holders. The total receipts from all 
sources for the half-year have been £51,784, as compared with 
£49,892 for the corresponding period of 1907. The working 
expenses, exclusive of the charges for pumping, ventilation, and 
lifts, bave been £33,075 equal to 63°87 per cent., as against £31,418, 
equal to 62:97 per cent. for the corresponding six months. These 
charges for pumping, ventilation, and hydraulic lifts, for the past 
half-year amounted to £4,070, equal to 7:86 per cent., as compared 
with £4,059, or at the rate of 8°13 per cent. for the corresponding 
period of 1907. 


Dublin and Lucan Electric Railway Co. 


THE half-yearly meeting was held on 20th inst. at Dublin, Mr. 
W. Mooney, J. P., presiding. 

The CHAIRMAN, in moving the adoption of the report, seid that 
the working of the line continued satisfactory. The gross receipts 
for the half-year have been 43, 108, as against £2,897 for the 
corresponding period of 1907, equivalent to 13% per cent. on the 
receipts, but the expenditure had increased by £247, of which no 
less than £187 was in the item of coal. When it was borne in mind 
that £150 was sufficient to pay a dividend of 1 per cent. for the 
half-year on the ordinary shares, it would be seen how severely it 
affected them. The causes that had operated to prevent the 
directors, for several years past, from declaring a dividend on the 
ordinary shares, һе had often explained, but they were :—First, 
the expense entailed upon the company by the construction of an 
entirely new line op a raised platform, the electrifying of the 
system, and the providing of new rolling stock to meet the altered 
state of circumstances. The capital necessary for those purposes, 
in addition to a substantial contribution out of current revenne, 
was provided by the issue of debentures, and of 5 per cent. prefer- 
ence shares, the entire sum more than doubling the then issued 
capital of the original undertaking. The sum thms contributed 
out of revenue since the opening of the new electric line in 1900 
had exceeded £3,600. In addition to making these large capital 
payments out of revenue, they had paid the debenture interest 
and the dividend on the preference shares, and maintained the 
permanent way and rolling stock in first-class order, while the 
only payments that now remained to be paid out of revenue, beyond 
the ordinary current outgoings, were the sum of £750 aud interest 
still due on electrical equipment account, and the temporary in- 
debtedness to the bankers, both of which demands appeared on the 
pressnt balance-sheet. | 

The report was adopted. It was resolved that a dividend at the 
rate of 5 per cent. per annum be declared on the preferenoe shares 
for the six months ended June 30th. | 


Stock Exchange Notices.—Application has been made 
to the Committee to allow the following securities to be quoted in 
the Official List :— 

Rio de Janeiro Tramway, Light and Power Co., Ltd.— $456,000 additional 
first mortgage 30-year 5 per cent. gold bonds, Nos. 58,001 to 55,295 and 75,225 
to 77,000 for 8100, and 29,490 to 29,600 for 3500 each. 

The Committee have appointed special settling days as under :— 

Wednesday, September 2nd.—Anglo-Argentine Tramways Oo., Ltd.— £565,000 
4 per cent. debenture stock. 

And ordered the undermentioned securities to be quoted in the 
Official List :— 


Anglo-Argentine Tramways Co., Ltd.—4£565,000 4 per cent. debenture stock. 
Metropolitan Electric Tramways, Ltd.—391,387 ordinary shares of £1 each, 


fully paid, Nos. 1 to 891,337. 
Morgan Crucible Co., Ltd.—Further issue of 15,000 53 per cent. cumulative 
second preference shares of £10 each, £3 paid, Nos. 15,001 to 80,000. 


Manganese Bronze and Brass Co.— Referring to the 
passing of the interim dividend on the ordinary sbares, the 
directors, after announcing the declaration of the usual dividend at 
the rate of 6 per cent. per annum, less income-tax, on the pre- 
ference shares forthe half-year ended June 30th last, state (accord- 
ing to the Financial Times), that in view of the present slackness 
in the shipbuilding world, they have decided not to psy an interim 
dividend on the ordinary shares, but to await the result of the full 
financial year before making any distribution. They, however, 
state that the trading profit for the six months ended June 30th 
has been quite satisfactory, and exceeds the average for the last 


five years. 


Aberdeen Suburban Tramways Со. — The profit 
earned for the half-year by this company amounts to £835, 
making, with the sum carried forward from last half-year, a balance 
of £2,423 at the credit of profit and loss account, The protit is 
larger than that earned in any corresponding half-year since the 
company started business. The directors recommend placing 
£1,000 to renewal and depreciation account, the payment of a 2 per 
cent. dividend, the payment of £42 as directors’ fees, and the 
carrying forward of £755. 

Cambridge Electric Supply Co., Ltd.—An interim 
dividend of 5 per cent. per annum (4з. 6d. per share), less ineome- 
tax, is announced for the half-year. 
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ELECTRIC TRAMWAY AND RAILWAY 


TRAFFIC RETURNS. 


Fort- Receipts for | No. Route 
Locality. night | the of | Total to date, miles 
ended. fortnight. | wks. open, 
| | 
£ &* | £ £* Ínc. 
Aberdeen .. . Aug. 19 3,9804|- 3 | 12 | 18,628 |+ 13 14.4 
Ayr ee ee we 9 92 1,003 MT 69 | и 6,088 ег 21 | 8 ee 
Bath .. T „ 22 | 1,831 — 416 | 88 801 (— 1.124 18 
Belfast ee ee 99 21 7,198 IAS 1 | 21 75,887 ee | e 
Birkenhead.. .. | „ 88| 916 |+ 8 21 768 |+ 619 185 |. 
Birmingham Corp. „ 15 | 12,489 |— 982 | 20 | 125,770 |+ 5,251 565 | .. 
Bl urn ee ” 12 2,418 + 19 20 23,697 * 1,161 14°12)-.. 
Blackpool Corp „ 20 5,951 — 388 |.. | 29,491 |+ 510 11.87 
4, -Fleetw'd. | ., 22 8,56 |— 278 7 | 11,854 — 482 8:96 .. 
Bolton 1. ee | o 23 48 |+ 102 21 | 50,920 |+ 1,948 4% | ., 
Bournemouth e| n 19 | 4,784 |— 237 | 204 | 35,849 |— 1,898 | ОТ us 
Bradford . .. | o 15 10,416 |+ 201 19 ; + 1,092 549 1 
Brighton „ 923; 9,587 |+ 142 21 21.100 98 
Bristol „ 21, 9,078 + 112 82 12°21) .. 
Brit. Elec, Trac. Co. 
Airdrie .. | oy H 428 — 12,32 7,159 x 77 18:65! .. 
Barnsley "н 14 888 Те 96 97 5,647 + $95 ee ee 
Barrow .. n 14 646 — 91 „ 7,984 |— 208 5˙ .. 
Ca vehill ee 9 14 266 + 77 oe 2,987 + 215 ee ee 
Devonport ee | н 14 1,184 + 117 [T! 14,806 + 116 8°85 ee 
Gateshead ZEND 14 2117 |— 91 „, 32,471 |+ 190 (11°95) .. 
Gravesend oe at 14 581 |— 100 n 6,851 — 9904. 6:5 ed 
Greenock.. .. | „ 14 1,961 — 132| , | 17,155 [— 4,217 | 7°95] .. 
Hartlepool oe n H 677 — 21 » , = 1,50) 72 ee 
Kidderminster oe | *$ 14 454 CERE 80 oe 8,784 —. 1 ` ee 
Leamington [T] 14 533 |+ 40 [T 5,422 + 358 8 US 
Merthyr „ри H 501 — 5 6,802 |+ 81 99|.. 
Me litan .. | m 14 | 14,581 72,583 „ | 182,543 5 6.155 299 „ 
Middleton . | gp H 888 7 Tj n 11,794 |+ 460 8'5|. 
Mid. Joint Com’te и 14 | 13,871 |— 227 n 155,858 |— 1,113 i 
Oldham—Ashton » 14 1.81 — 89 „ 19,188 |— 176 |9:18 | ., 
Peterborough .. „„ 14 362 — B| 4, 4,117 |+ 631] 5°82) . 
Potteries .. EE py 11 3.650 — 252! ,, 58.620 — 714 | 99 | ., 
Rothesay .. “+ " 14 1,24 |+ 90 Т 7,096 — 197 | wi v. 
Southport.. “+ 17 14 971 — 55 Т 9,216 — 438 8:117 60 
8. Metropolitan " 14 | 2,440 еу 32 of 077 + 649 ee ce 
Swansea... . „ 14 2,724 |+ 161 „ | 80,361 |+ 2,017 | 6B |.. 
Tynemouth oe | » 14 1.017 5 „ 7,459 | 489 3876 
eston-e-Mare .. „ 12 1145 |+ Hj n 4,415 |+ 69 В ( 
Worcester . . „„ 14 818 |— 25 „ 9.011 — 118-756 . 
Wrexham |» M 946 1— "| us 8,976 |+ 7|.. s 
Yorks, Wool. Dist. „ 14! 1,954 |— 108; , | 29570 — 1,951 | 1M |, 
Miscellaneous oe ГІ) 14 | 572 — 47 | LI] 6,640 — 538 | ee ee 
tBurnley .. |» 23; 1.287 T 5 T EN | 9:6 
Burton-on-Trent .. | ,, 23 | 562 — 86 | 21 5,848 |— 499 10 
Bury d ee [LT] 23 2,456 + 85 Д 215 25,644 + 1,893 | 225 è 
Cardiff „ 15. 6,055 |+ 198 20 44,644 — 558 MS 
Carlisle T ‚| oop 22 4054 18 84 5,901 T 57 4 
Chatham and Dist. „ 20 | 1,833 |+ 217 | 83 25,288 |+ 970 15 | 18 
Cork . ee ae ye 20 | 1,075 + 28 33 15,284 б 458 i 9:9 ee 
Croydon oo | of 21, 2461 [+ 1 21 30,908 |+ 210 (11°25) ., 
Darlington a.i ae и d 886 — 42 21 | 4499 |— 310 
Darwen s „% „ 21 647 + 10 37 5,887 — 20 | 4°96) ., 
Dover ee po 15 І 656 — 25 20 4,795 — 108 i 4 75 
Dublin » 21 | 11,448 3,788 48,912 — 12, 221 54:25 6'5 
Dundee » of | o 6| 2,674 |+ 372 117 14,615 ＋ 1,118 | 14:5| ., 
East Ham .. | „ 22! 1.88 4,21 405 — 923. 8 . 
Exeter e|» 2l 73t|— 9]|21 6,890 |— 140 6:5 |... 
Glasgow „ 22 | 88,800 ;-- 806 14 | 201,002 '+ 509 89:5| »5 
Hastings .. „, 20 3,416 — 79 NE MSN P et 
Huddersfield „ 223,482 — 89 21 84,580 |+ 319 | 28:61 +6 
ull . ET „ 22 4,780 — 150 21 | 50,592 |+ 104 13 
Ilkeston . e|» 20 291 |— 2) 2 2, + 47. BB)... 
I wich ee oe [T] 22 982 =" 47 21 8,817 мг де 162 10:6 ee 
Wilmarnock:. oe ”„ 15 | 809 V 1 18 2.192 = 159 ! 4°25 е 
Lan'kshire Trm.Co. „ 20 2.643 — 8 | 33 2,908 4 8,787 17 1°2 
Lancashire United | „ 19 8,155 1+ 259 33 44974 |+ 2,323 80 
Leeds.. ee ee » 22 14,223 ,— 664 21 142.100 — 1,123 | 96°75 25 
Leicester oe oe 31 22 4.201 T) 190 2e 2 е | te ee ee 
Leith.. as „| ow 15 1.176 | + 30 137 7,661'+ 28 6 |. 
Liverpool .. » 15, 22,574 —3,981 | 33 851,415 — 6,660 t% | .. 
1L. C. C. „ 875,002 79,574 | 163 | 653,795 | «72,621 1212 
London United . « 15 16.242 1+ 70 20, [+ aot | „ 
Lowestoft . oo | n 22 960 1+ 18,47 9,243 (+ 168; 865] .. 
Manchester „ 2.80 |- 998 21 | 820,17 | 412,092 89˙5 ii 
Newcastle ” 22 7,814 — 448 | 21 81,916 na 5,480 : D ee 
| Newport „ 22 Sin — 40 |01 | 14,481 — 910 145 | .. 
Northampton „ 21; 941|+ 30 203 | 10,069 + 661 ББ... 
Oldham n 29, 406 1+ 4,22 48,786 + 738 47% 
Pontypridd „ 22 76014 956 21 7,737 + 4,1176 178 
Portsmouth » 28 5,606 |+ 990, 21 45,603 + 750 |1455|.. 
Preston LL) 12 1,39 + 18 2 ЫЫ ee ee ee 
Reading oe „„ 20 667 — 24 20 13,245 |+ 778 19.25 
Rotherham .. ..| » 20; 1,259 — 56 | 203 | 12,644 | + 138 | 10 66 
Salford m ..| » 94, 9,929 — 114 19: | 96,496 |+ 2,142 | BBO, .. 
Bheffüeld .. os „ W | 10,856 — 448 | 22? | 122.150 |— 444 | 87 1°25 
South Shields oe » 22 1,225 Jnd 46 oe 12,176 — 204 eo ee 
Southampton » 19 2,434 |+ 118 20 22,945 + 1,651 | .. oe 
Southend-on-Sea » 19 687 |+ 193 | 21 10,055 |+ 745 | .. | ee 
+Swindon .. „ 12 181 — 24 x А sA | oo 
eside в » 19 903 — 6⁵ 7 8.188 — gm TAI ee 
меу. „ 22| 2,089 |+ 109 223 | 19,570|+ 922 |8°19 22 
+Walthamstow » 15 694 — 10 20 18,817 |+ 1,017 | 98 |... 
West Ham ee oe 99 13 4,928 m 85 20 5,850 — 2,548 14°97 ese 
Wolverhampton. , 19 878 |— 47 | 20 | 17,793 — 272 19.6 
Baker 8t.- Waterloo н 22 | 5,280 1 1.150 8 22,680 |+ 4,070 | 4°96 | 1 
Cen. London Rly... | „ 22 | 18,059 |+4,189 | В | 56,017 |+16,661 | 5°77) .. 
Char. +, Bus. Hamp 99 22 5,975 + 1,825 8 890 + 5,525 7:16 ee 
City & В. Lon. Rly. » 29, 65,766 |— 128 | 8 28,298 |— 1,878 |78 | 1:06 
Duin. Lucan RU. „ 21 8335 |— 1 7| 15218 86| 9 |.. 
G.N. and City Rly. н 22 2.379 — 8 10,827 — 2,389 | 85 | .. 
G. N., P'dy. & Brmin. s 8,560 +1,645 | 8 ‚030 M 1.555 | 9:95 
L'pool Overh’d Rly. | „ 23 2,976 — All| .. 11,966 — 1,867 | @8 | 4'8 
Mersey Railwa oe n 22 8.598 |+ 64 8 14,739 + 139 43 ös 
tMetropolitan Rly. | „ 10 14.695 |+ 808|.. | 109,880 1+ 4,028 |05)... 
Met. District Rly... | , 22 10,029 (42,683 | 8 | 69,942 410,417 24 
Anglo-Argentine .. ., 19 46,192 |+ 18,728 84 | 645,282 7 101.966 48 |... 
Auckland .. July 17 | 11,910 ! * 2,742 | 283 | 82,579 + 8,878 20˙92 1-72 


ombas (B.E.T.) —" 
B e .. es 
S Buenos A. & Belgr'o. July 1 


Calcutta 
éGeneva 


§ Kalgoorlie, 
as 


Montevideo.. - June 
tPerth (W 


Compared with she corresponding period of 1991. 


4,251 :+ 912 30 71,194 118.915 
14,026 41.51 . 
3.664 4 507 | 26 96,675 
ee AUK. 22 6,392 "+ 133 ee ee ee 
ds TI June 8 0 + 464 os 2: 
W. A. July 8,674 i e 26.729 sx 90-5 | .. 
Я .. July 31| 1,221 j+ 88 80 17,492 ＋ 1,582 |19'96| .. 
16,519 |--2,597 | 82 | 160,490 |+ 94,453 
1,347 |— 25 | 84 46,958 — 902 


July 


— 


A.) „Ausg. 21 s 
t One week only, 


t Includes horse, steam and other receipts, § One month, 


STOCKS AND SHARES. 


Tuesday Evening, 
Мове activity is discernible in certain of the investment markets 
of the Stock Exchange, and prices show a little inclination to 
advance. This can be seen, for example, in the telegraph section, 
where the best sort of securities continue their steady improve- 
ment. Тһе lassitude of the Home Railway market is a more un- 
pleasant feature. 

Baker Street and Waterloo 4 per cent. Debenture is 1 better at 
93, but this is the only rise in electrical railway stocks to record. 
Piccadilly and Charing Cross Debenture stocks hold their gains at 
92 and 83 respectively, but in the list of Ordinary issues several 
declines have occurred. Metropolitans fell to 354 and Districts to 
11, a drop of 4 apiece. Central London Ordinary and Deferred are 
1 and 2 points down respectively, the latter having 49 for its lower 
price, and this in spite of good traffies. 

Some official announcement on the subject of whether the 
Franco-British Exhibition will be opened in coming years would 
meet a generally expressed want. While it is taken for granted 
that the show will become perennial, a definite statement would 
set at rest the doubt which still exists on the point. 

The animation amongst Canadian and Mexican stocks goes on 
merrily, and prices continue to ascend. Mexican Light and Power 
Common stock at 78 exhibits a rise of 2, the 7 per cent. Preference 
stock remaining at 1124. The 5 per cent. gold bonds, however, 
slipped back to 90. p 

Mexico Tramways Common stock rose 5} more pointe to 125), 
Rio Trams are 1 better at 64, and Sao Paulo has put on 6 poist 
at 156. - 

Before dealing in the bonds of these Canadian companies, it is 
well to ascertain whether the quotation is per cent. or per bond 
Mistakes and misapprehensions are common with regard to this 
matter, and the man who receives a contract worked out a little. 
differently from what he expected is apt to think he has s 
grievance. 

Other tramway and traction varieties are quiet. British Electric 
Traction shares are flat, acd the 5 per cent. First Debenture lo s 
point, which it subsequently regained. Calcutta Trams are { better 
at 53, and Calcutta Electric Supply shares rose to 6}, after being 
6j, there appearing to be a recovery of confidence in Indian 
investment, with Government securities leading. 

In the list of home electricity supply descriptions, Neweastle-on- 
Tyne 5 per cent. Preference are another 28. 6d. better at 56, sad 
the nature of the rise rather suggests that someone has been caught 
short of shares. The Ordinary, however, have lost 5s, County 
Preference gained 4, while Metropolitan Preference shed a similar 
fraction City Preference went up 6s., and Notting Hills are the 
same amount lower. Edmundson's 4} per cent. Debenture stock 
has been marked up a point, and Urban Ordinary at 154 ar 
nominally 5s. down. 

The improvement in telegraph stocks is common to nearly all the 
various groups, and about the only fall of the week is that of 2s. 61. 
in Direct United States shares. On the other hand, Amazons bave 
regained their loss of last week, Great Northerns are j better, 
Eastern Ordinary rose an equal amount, and several Debenture 
prices are up, the demand for gilt-edged issues being larger than 
the supply to meet it. 

The telephone market has again displayed some considerable 
firmness, and there are quite a number of rises, considering the 
fewness of the stocks quoted. American Telegraph and Telephone 
capital stock is a point up, National Preferred, Deferred Deben- 
ture and Third Preference are better, and United River Plate Pre 
ference rose z. Globe Telegraph and Trust shares retain their 
improvements, 


Manufacturing quotations are mostly good. Baboock & Wilcox = 
are ү, better, and the Preference at lj, are yy up. General E ra 
tric 4 per cent. Debenture rose 2, the demand being apparently p 
to the company’s success with metallic filament lamps. Crompton, 
however, are lower, and a feeling of unrest still prevails in М 
to further possible labour troubles. Henley's and Callen e 
Debenture stocks have not advanced in sympathy with the rie 
Telegraph issues. 


=== 


Calcutta Electric Supply Corporation, Ltd—T 
number of units delivered to consumers during the five ar 
ended July 31st, 1908, were 724,011, compared with 681,826 v 
in the corresponding five weeks of 1907. 


Brighton and Rottingdean Seashore Electric T 
road Co.—The report for the year ended December 8 he 
states that the balance of revenue was £2,132. As quoted 2710 
Financial Times, it states that sundry creditors absorbed ш 
сои interest, £934, and the amount due to capital acco 
was 


een en) 
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| ‚ А ; Business done 
Present Dividends for the last | 0108108 Closing | “week ended | Rise +) Present 
NAME. ead 9r Me | Quotations | Quotations woes енсе or Yield 
Kari phare j fout years. August 18th. | August 25th. Aue t Fall —| per cent. 
1904. | 1906. | 1906, | 1907. Highest; Lowest. 8 в, d. 
95,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 | 10 Nil | Nil | Nil | Nil 11— 23 2— 8 i | vs - Nil 
143,800 Do. do. 5 % Debs., Nos. 1 to 1,950 Red. 100 Nil (5 » b 5 | 87 — 90 59 — 92 90 : +2 5 12 4 
$181,561, d a ba page Telegraph, Cap. Stock .. | $100 | 74% | 74 8 $ 8 95 | 125 —129 126 —130 130 s +1 | 6 8 1 
68,000,000 А Collat. Trust, 4% Bonds, d r^ 1 000 $1000 4% % 4% 1% 89 — 92 89 — 92 ia ә | 17 0 
698,180 | Anglo-American Telegra hh. „Stock | 9 % 83% | 58 — 61 58 — 61 " " . 15M 9 
50,000 | Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red. | 100 .. 16 5 5 % | 101 —104 101 —104 $a 8 416 2 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. .. 5 8% 8 3 84 8— 83 8 — Bà 55 . s | Hd 
9,968,376 | Commercial Cable Sting. 600 year 4% Deb. Bk. Red. Stock | 49 4 % 4 4% 84 — 87 81 — 87 864 Va з 412 0 
16,000 | Cuba Telegraph .. .. i cae wel" О 1:5 & 5%15%16% n e a 8 2 | sé. V 712 
6,000} Do. 10% Pref. .. .. of 10 109% ho €, 10 % 10 % | 154— 16 151— 165 Е ; P 618 
12,981 | Direot Spanish Telegraph, Ord. Кыл же cu 6 |4%|4 4 1 8— 8 — 3i a" Ys ; 6 3 1 
6,000 Do. do, Dx Dom Р ». 5 ш 104 109, 110% | 8— 9 8— 9 s 2: К 5 11 1 
80,000 Do. do. 44 % Debe. . 5 4 4255 43% | 100 —103 100 —103 5 А, 8 14 10 
60,7101| Direct United States Cable .. ... ... ..| 90 % 14 4895 | 45 | 184— 132 134—138 1373] 183 | —& | 6 410 
50, 9001 Direct W. India Cable, 4 % Reg. Deb., 1 to 1,200, R. 100 44% | 44% | 99 —101 99 —101 .. » 55 491 
4,000,000 Eastern Telegraph, Ord. Btock.. .. .. Stock | 7 7 7% |7 % | 1315 —1874 135 —1b8 137 1354 + 4 5 1 5 
3,000,000 Do. Le Pref. Stock.. ..  ..| 100 83% | 8495 | 84395 33% | 84 — 80 81 — 86 853 ei X 41 6 
1,896,706 Do. 4% Mort. Deb. Stock. Red. .. Stock | 4 % |4 %|4% | 4% | 1013-108, | 102 —101 lo | 1024 | +84 | 816 8 
800, Eastern Extension, Australasia, and China Tele. | 10 7 " 79, |T% 122 — 184 121— 18 13 1273 *à | 6 8 8 
762,400 Do. 4% Deb. Воск... ..  ..| Stock | 4 4 4% |4 9% | 994-1014 100 —104 101 I +h | 918 5 
969,700 | East & B. Afric. Tel., 4 % Mt. Db., 1 to 8,000, red.1909 | 100 | 4% | 4 1% 4% 99 —101 99 —101 > is " 819 3 
200, 001 Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 95 4 4 4 95 | 4 % | 1004—1092 1004 —1024 is i 818 1 
181,197 | Globe Telegraph and Truss 10 | 58% 805 53% | 5495 107— 11 105 — 11 104 1011 ; 514 10 
181,127 Do. do. 6% Pref... .. ..| 10 6 4 6464, 6 „ | 181—1 131 — 14 » 2: — 45 9 
150,000 Great Northern W ..| 10 |24 24% |W % |20 % 277 — 293 28 — 30 281393 +3 | 6 13 4 
| АХ an ermu , 1st Mort. n NT 
10.5001 | Debs., within Nos. J. l, 00, Red.] 100 | @% | 44% | 4% | 43% | 99 —101 = 5 (491 
17,000 | Indo-European Telegraph | s. e. | 95 118 19 18 % rt 56 — 59 56 — 59 56) " — 1671 
380400 | Mackay Companies Соттоп .. .. 100 1 2 83% 1% 69 — 73 69 — 73 js es s 5 9 7 
000,000 | Do. o. 49% Cum. Pref. .. .. 5100 1% 4 4% 4% 69 — 73 69 — 73 NN P as 5 9 7 
384,190 | Marconi’s Wireless Telegraph .. .. .. 1 | Nil |Ni | Nil Nil i— 3 2— } v К » Nil 
72,680 | Monte Video Telephone Co., Ltd. Orad. 14955 6 5 6 1 — hh 1— 1 24 .. e 5 68 
86, Do. do. о, 6 Pref. Ке 1 Б % 5 5 96 5 o5 ду 35 42 — 45 oe `. oe Б R 1 
3,225,000 | National Telephone, Pret. Btock 2s ER ..| 100 6 6 6 95,16 95 | 1064 —1083 1074 1214 1063 1074 +1 | 5 9 7 
8,725,000 Do. i Def. Stock - vs .. | 100 5 |5 5 16 % | 119 —121 1194—1921 1214 1195 +4 418 9 
15,000} Do, do. 6% Cum. 1s$. Pref. .. ..| 10 |6%/6 6 / 6 0 10 — 12 10 — 12 p. A . !500 
15,00 | Do. do, 6 % Cum. 2nd Pref. . zs 10 PE 6 55 5 10 — 12 10 — 12 $ " a 13 4 
Do. do. 5 9% Non- cum. 8rd P., 1 to 260,000 5 5 59615 5% | 54— 651 51% — bil B we +! 4 6H 
9,000,000 | ро, do. 84 % Deb. Stock Red. .. | Stock | 3495 | 84% | 8495 | 34% | 844-100) 984—100} 974 i 5 B TBR 
‘1,716,698 | Do. do. 4% Deb. Stock Red... .. | 100 404 4 96 1% | 1023—10: 103 —105 1033 $4 +h 316 3 
179,813 | Oriental Telep. and Elec. 1 to 171,604, fully paid .. 1 | 64% 7 178 ο 1 1543 у= 11 25) у: . 1 519 8 
50, Й до. до. 6 um. Pref... ee 1 6 % 6 % 6 % 6 % 1а l éa 114 — ls oe we ee 4 11 5 
9,100} Do. до, do. 4% Red. Deb. Stock .. | 100 4% 4% 4 96 — 8) — 92 . A s 470 
99,400 | Pacific & European Tel., 4% Guar. Debe, 1 to l, 000 10 4% 1% 4% 4% | 974-1005 98 —101 : T ЮР 3 18 10 
11,8891 Reuter's ee ee ee ee oe ee ee 8 6 % § 4 6 b % 71— Bi 71 — 8 ee ee ee i 4 17 1 
100 | Telephone Co. of Egypt, 4$ % Deb. Reed. | 100 .. | 44% | 44 4495 | 99 —102 93 —102 : T . 50483 
8,083 | Submarine Cables True. Cert. 6 6 6 6 | 128 —181 128 —181 ve e i 111 7 
100,000 | United River Plate Telephone 6 |895,|895,|895|895 | 68— "à 68— 74 $3 T * 512 3 
40,000 Do. 5% Cum. Pret., Nos. 1 to 40,000 6 |5955|695|595 | 6 05 | ti- 1 ij— 2  , 5i (UI +4 5598 
80,008 | W. Coast of America, 1 to 80,000 & 53,001 to 68,008 94 il | Nil A% 23.0 | 155—. 17 th- 1. 23/9 g E 481 
000 | Do. 4% Debs., 1 to 1,500 guar, by Braz. Sub. Tel. | 100 4 495|4 4% | 98 —101 985 —1014 m i ＋ | 819 7 
307,980 | Western Telegraph, Lid., Nos. 1 to 207,990. 10 79 7 7 9 7 138 — 111 134— 14 14 fe 419 8 
800,000 Do. o. 4 % Deb. Stock Red. 100 4% 4 4% | 4 % | 100 —102 101 —108 i e +1 , 317 8 
88,221 | West India and Panama Telegraph ..  ..  ..| 10 Nil} ND | Nil | Nil ya фа ја th (ило is " Nil 
04,563 Do. do. 69% Cum. lst Pref. . 10 6 % 5% 8 % 6% В.в 8— 8 os T ; 712 
4,669 Do. do. бф Cum. nd Pref.  ..  ..| 10 Nil | Nil! Nil !£26 jm 9 81— 9} oo ож . 1990 
80,0001 Do. do. 6% Debs., Nos. 1 to 1,800 ..| 100 5 % | 5%|5% |5% | 1003—1034 | 100}—102} 101 .. — 417 7 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| sd] | 
820,000 | Anglo-Argentine Trams, ЮФ наш 15 680,007 | b 8 8 8 96 9 95 8i— EZ 88— 88 8717 8834 5 1 5 
9 , , Am „ Е ` И * 
360,007 Do. 6 % Cum. Preis., 1 to 260,007 .. Б |54% | 54% | 54% 57% HL 6M бул— буд | 6f 605 К 19 4 
366,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 6% 6 6 % | 141 —146 141 —146 143 se i 122 
386,100 | Auckland E. Trams, 5 % lst Mort. Deb. Stock .. | 100 | b 5% | б 6 % | 103 —106 ‚ 103 —106 foes ea ae 414 4 
880,000 | Babcock & Wilcox, 1 to 530, % . 1 120% 120 g 90 96 120 % ae 818 Bi— 1 RIJ- 78/9 + f] 417 0 
100,000! Do. do. 69% Cum. Pref., 1 to 100,000 . 1 | 6 Ф | 6 6 $ (6 1,½— lta 1:— 1 32/6 D | + 051 13 10 
40,000 British Aluminium, Ord., 1 to 40, 000. 5 197 & 7 7%) ?j— it 21— 94 60% . . [1015 4 
40,000 Do. до. % Cum. Pre f. 5 |1% 7 177 7% | W— 4 ue 4 52; T 8 4 8 
9,000 | Do. do, "Á"69,Cum.Pref. .. . 5 6% 15 V H 1-4 s p | 6,64 
$0000 | Do. do. 4% Funding Certs. .. ^ B 4 4 49% 17% 8 4i 9— 4 | | 414 1 
388,200; Do. do. 6% Ist Mort. Deb. Stock Red. | Stock | 6 % 6 96 | 5 % j5% | 106 —110 106 —110 bo À | i 4 10 11 
500,00 Do. do. — 54 % Loch Leven Debs. .| 100 „ | ore, | 58% | 5% | 57 —100 0 . . : 510 0 
400,000 British Columbia E. Rail Def. Ord. Stock .. .. | 10 |6%;6%|6% | BS | Led 12 | 123 —198 | z „к. 6 5 0 
800,000; Do. 59% Pref. Ord. Stock — .. .. 100 |5%/5%!5%|5% 109—113 10. —M3 e | ow | 4 8 6 
800,000 | Do. 5 % Cum. Регр. Pref. Stock .. — ..| 100 | 5% 5 % 695 | 5 %% | 101 —i0H | 104 = 10% | us e. 7 412 7 
283,000 : lst Mort. Debs., 1 to 6, 50. | 40 a% 4^ s 4o 100 —101 ТОО. SEHE oe oss i 16 7 
20,00 | По. 4$ % Vancouver Power Debs., 1 to 2,200 | 100 44% % я}. | 100 —103 100 —103 | "E : | i 475 
188,301 | British Electrio Traction a 10 62 Nil | Nil | 1{— 1а 122 E. TET. Nil 
161,487 | Do. do. 6% Cum. Pref. .. ..! 10 |6%|6 6 4 3 % — 4) Jà— 48 81/3 . — 8 71 2 
1,418,658 | Do. do, 5% Perp. Deb. Stock .. | Stock | 5 Ф 5 % | 5 % 10% | 95—98 85 — 98 e S 5 2 0 
528, Do, do. 44 % 2nd Deb. Stock Red. | 100 | 44% | 449% | 44% | 4375 | 76 — 78 76 — 78 ТУ ss Ё 515 5 
100,000 | British Insulated and Helsby Cables uo 5 |8 % 8% 10 % 10 % 61— 6 61— 67 T - | 78 2 
100,000 Do. do. 6 % Cum. Pref. f 6 |6 6 6 6% 6— 6 6 — 64 : 412 4 
500,000 , до. 44 95 Ist Mort, Deb. Red... |. 100 455 ie 44% | 103 —106 103 106 x ; 4 411 
919,000 | British Thomson-Houston 4) % let Mort. Debs. .. | 100 | 44% | 48% | 48% | 44% | 99 — 99 Be es 1411 10 
400,000 6 Westinghouse 6 % Pref., 1 to 200,000 9900 6 Nil | Ni! Nil | Nil 8— 3 à— 2 Nil 
275,001 to 475, 000 " е 
ene Е Do, do. 4% Mort. Deb. Stock 100 4 1% E 1% 4 E T — Г | ® : 8 m 8 
е oe 1 oe Ы um 2 
50,000 foren, шу & Со. 9 05 DPI $5.2 1 Nil | Nil | Nil | Nil M? to 15/6 11870 ith : : | Ё Nil 
106,781 | Brush Electrical Engineering, Ord., 1 to 105,781 .. 9 | Nil) 94% | Nil} Nil} 0 — — 26 a i Nil 
150,000 | Do. do. Non- cum. 6 % Pref. .. са 2 | 69% 6% Ni! Nil à— E 0 — 8 z | a Nil 
„00 Do. do. 43 % Perp. Deb. Stock .. | Stock 1 55 te i| 70 — b H — 75 T | : » 6 0 
135,0001] Do. do. ae Perp. 2nd Deb. Stock.. Stock | 4 $ 4 & 49% tio ; 50—54 OU к=. at : e " 6 
197,610 | Calcutta Trams, 1 to 187,610 .. —..  .. 5 36% 8 % 8 % 6 % 5$— 57 ү ZEE +4 |5 00 
80,000 Do. 5 95 Cum. Pref., Nos. 1 to 29,830. . 5 .. 6.% 159 5. %— 5i 44 — 5i T qe А? 415 8 
650,000 Do, % Ist Deb. Stock... ..  ..| 100 1105 uy ‚ 44% | 4376 | 101—104. ШҮ; m pm 467 
85,000 | Cellender's Cable Construction shares 5 124% 15 5 Ф 15 0 51 — 10i 2i— 0 D Já es G 19 6 
40,000 Po. do. 6 Cum. Pref . 5 6 5 % 5 95 TX 54— 52 51 — öl 514 575 j 5 611 
800,000! То, do. 43% 1st Mort. Deb. Stock Red. | Btock | 44% | 44% | 44% | 44%; 106 —108 | 105—108; 10710 . +h 1426 
191,222 | Cape E Trams., 110 491,922 .. .. .. e 1 !5%! АП, Nil Nil | 75 шр > „ T Nil 
460,000 | Castner-Kellner Alkali, 1 to 450,000 .. .. — 1 4 % 6 % 8 % 12% | 1%— lim 1 эк ME RE EE. 
915,045 Do. do. 44% Ist Mort, Deb. Stock | 100 | 43% 43% | 44% | 44% 101 —104 Me ts a | e К+ 5469 
1,898,610 | Central London Railway, Ord. Stock..  ..  .. Stock 4% 4% 4 Т DA E d n рч жеи) бл р рв 
99 11 Do. do. 4% Pret. Stock . Btock 1 44 7 42 xe - EG Q4 NT. 
A do. Dei. o. oe | Мос | | ee TTE Жай „ E А. ee 
1480/00 | City and South London Railway .. 2: —-. | Stock | 2% | 14% | 25 | MUROS кым ы 2 68 9 


* Unless otherwise stated, all shares are fally paid. 


TELEGRAPH AND TELEPHONE COMPANIES. 
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+ A period of nine months. 


Continued on next page, 


1 From Manchester Share Liat. 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Oontinued,) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES,—(Oontinued) 


| osin Closing | Business done | Rise +! Present 
Present NAMB om Dividends for the Quotations Quotations | week ended or Yield 
Issue. | | | Share, last four years. Aug. 8th. | Aug. 25th, | Aug. 25th, 1908. Fall — | per cent. 
* 1904. | 1905. | 1906. | 1907. Highest тен. ё s. d. 
86,000 | Crompton & Co., Nos. 1 to 85,000 8 [2% 2% 5 5 % | 14— 12 116— lik — * 910 6 
100,000: { „ a a bs. жы сеа от сани б S SE oko 
0 
990,000 | Dick, Kerr & Co., 1 to 960,000 1 jo% jogy 09% 0 $ 1— 1 N- 1 ae n o0 
222000 ре dc. Sheer E DER. 00 |а? | 44 ug |i 43% | 99 —102 99 —109 `% $ e |488 
7 ees ee e ке bes. : x : 1 
60,000 | Dublin United Trams. (1896), 1 to 60,000 10 |6 б 45 Ta i: 1 ‘ D | 
59,987 6% Pref. between 1 and 60,000 10 6 6 2.5.8 2 T ee 1618 6 
99,961 | Edison & Swan UM, А” shs., Dear aa ore to 99,961 5 2 4 Hi 115 0 i ** . os с 
17,189 Do: газ shares, 01 17,189 ө ә 5 4 4 4 76 2 79 176 xd 19 Ы oe ee 5 1 3 
72,220 Do. 5 96 må De . Btock mere Certa. ‘all pa. 1 о Ad ordi: Е ib m ` E 
112,100 | Electric Сов енор, 1 to 112, 10 a alee 15 i ш D és NI 
300000 General Electro Co d Cam, e E "abe 44 44 |4 «Ф| B —s8 B6 — 90 а e | 43 | 6 8I 
78,000 | Gt. N. & City Rail. Pref. Ord. *A 4 9, 1 to 78000 | 10 | 4 4 4 D: n 5 * 500 
20,00 5. 40. 5 . More Dehn. . 100 3 525 | 10 —ue 102 —108 s КУЕ 
9 O. 0 0 . de oe .* ee 
40,000 | Henley's (W. T.), Telegraph Works, Ом, . eel. aR б 15 15% [15 is 104— E 1 — = 1 . : 8 1 to 
50.000 Bo. do: Mort. Deb. Stock | Stock d d do 106 — 1 1064— 1084 is » +4 446 
поо v ep с 109 |10 95 |10 % | 154— 16 154— 164 618 
60,000 | India-Rubber, Gutta- rcha elegraph Works.. 10 5 a е % 19-1 1 : ‘ 3315 
10.000 d : 5 nt P. fully paid -| 9 is 545 8 6 ya g E a i 8 6 8 
600,070 London United A taal | 10 37477 в б = E E үз ЕЕГ 
899, fo | ee eo ee 
125,000 Do. do. 4 Cum, Pref., 1 to 125 000 100 : 2 i : Ф — E S me x a ш. 1 s n 
1,881,000 Do. do. Ist Mort. Deb. Stock. 100 3 % 2% 1% 3% | æ axal 30 6 | г dia 154 
3.250.000 Bo. Dine E NEN - 1] 10 MP | Re fe lee 11 — 12 101— na 8 3 Nil 
814,016 Metropolitan Electric Trams., Рена... Бы. 7 1 Nil Nil Nil y h- ў ame А І і à № 
500 е ` О, Сат. ee @ ee ee e 
850,000 . do. 44 % Deb. Stock Red. 100 44 4 а а % 98 — 96 — o 944 2 ss - s н 
945,500 Potteries E. Tro. ee Pref. еә ee es 1 А 5 5 bó E: 4 i- 3 te 35 S 6 18 4 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY, 1908. 


Тнв July returns of electrical business indicate a considerable 
revival of trade as compared with the previous month. ` 

Indeed, the value of the export business, £211,087, ia quite & 
record so far as our statistics are concerned, the highest value 
previously recorded being £208,385 in March last. 

The imports, which were valued at £164,162, show an even 
greater appreciation, the June total being £122,665; and even the 
re-exports, which have shown а downward tendency for some time 

, have more than doubled their value. 


As regards exporte, the high total is largely contributed to by 


the electrical machinery section, which amounted to over £100,000 
in value; but electrical cable, goods, lamps, &c., are also above the 
normal. The import of electrical machinery, valued at £64,000, 
compares with £35,600 in June, and the next item of importance is 
the lamp importa, amounting to some £25,600 in value. As usual 
in this section, Germany obtained the lion's share of the business. 

While our Indian and colonial чон ате well represented 
as purchasers of British material, China and Japan were in July 
amongst our best customers. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 


* This section does not include telegraph cables and apparatus 


i 323 Е|Ё B | 95 2:33 5 k| 8. 
„ is 8 3, gf | 23 | d aszs\des| faq| q 
Country receiving exports and importing, 273 E3 581 s 22 $2 | SB | 2 i ов) Bab $ 
2 | ea; $* | E8$| & | BE | шу |38] d E335 $53 ЕЕЕ E 
i 8 | 383) $ | $ B| |3 ЕЕРЕЕ: 
8 m A aT e © а 
P y y sop Е Е О ИЙ 
£ | eļejeael ele | £ |e eee | ж 
Russia, Bweden, Norway and Denmark ix 219 332 70 | 107 191 | 1,308 120 11 | 108 2,466 
Germany. 05 7,535 50 : 692 | 930 19 3| 53 52 9,639 
Netherlands ©... d бе in. Ad 361 567 46 4 604 5 : 14| .. 1,640 
Belgium ... iis bas is T ie 89 718 42 85 1,526 3 РА 448 2,963 
Fran eee .  ..| 13] 20 10 | 916 2 - m ж. 82 | .. 2,738 
Portugal, Madeira, Portuguese Africa & India 37 693 152 193 | 4,315 3 25 50 |... Я 5,519 
Spain and Canary Isles... vos 2M el 35 166 38 14 | 1,122 13 д 13 ... 1,423 
Italy and Austria-Hung arg. 144 129 18 103 286 5,245 59 90 85 6.074 
Greece, Roumania, Turkey and Persia as 2. 44 62| .. | .. 100 9 Я 3 218 
Channel Isles, Gibraltar and Malta 132 339 2 ; | 219 3 6; 12, 15| 437 
U. S.A. and Philippines jus s rr 110 is iss 39 | 367 8 5 err | А 532 
Canada and Newfoundland _... ss — 439 | 3,674 92 | 216 15 3,187 99 43 si 7,765 
British West Indies and British Guiana 20 e 20 29 ; 58 8 es 135 
Mexico, Colombia and Venezuela Em os 21 198 15 172 6 30 442 
Peru and Urugua "m - $e) - 309 18 259 64 191 T 24 46 911 
Chile.. 132 19388 | 132 216 99 | 800 248 91 3,106 
Brain .. 316 1,748 51 179 33 3,041 15 16, 34 5,433 
Argentine ＋ V 0 . . | 1,420 | 2,991 | 400 11,86 | 570 7, 125 454 | 338 р 14,414 
Egypt and Tunis Eo ade Шо сш 66| 450 2 5 177 187] 68! . 46| 91 1,022 
British West Africa ges ве; i 30 99 as 39 65 160 56 8 457 
Cape of Good Hope. .. 358 128 284 99 127 559 96 13 167 .., 1.881 
Natal 2 0 |, 345 | 2,045 | 248 341 318 5, 784 46 91| .. 9,218 
Brit. East Africa, Mauritius and Aden 162 118 37 116 ... $5 79 512 
China, Siam and Korea. T" ү 803 | 1,378 942 | 555 552 |21,322 9 30 25,591 
Japan UP AR. CAE Tous 6,022 | 442 26 894 10,414 2,900 45 20,949 
Dutch Indies m iss s ae 611 m 160 
dia. ona 5,850 | 3,068 1,141 | 1,392 11,104 2,345 | 288 189 4.687 31,988 
Burmah and Assam 899 30 57 10 | 1,228 5 к 150 2,606 
Ceylon .. Г" 92 62 9 12 1660 11 1| 45 566 
Straits Settlements and Fed. Malay States ... 1,386 163 | 224 11 | 3,317 17 40 | 449 | 167 5,960 
Hong Kong and Wei-Hai-Wei..  ...  .. 980 217 210 31,846 29 54 26 г 3,527 
West Australia. ; д 608 92 221 67 27 А 1,293 
South Australia .. н 15 44 48 | 7| 437 .. 8| .. e 584 
Victorian. " 8,488 | 202 571 329 | 1,803| 198 5 74 17 12,171 
New South Wales 4,888 | 653 12,932 | 1,413 6,693 165| ... 438 95 19,151 
Queensland НИ EC ы 755 e 4 6 283 7 " S71. vss 1,324 
i „ у ыу ш ЕА 2| 650 3| 508 270 ... 78 p 1,005 
New Zealand „2 о. о оу 07 7| 997 | 485] 202 560 2,252 17 — 39 57 5,017 
Ж — — 
Total, E 12,364 pre | 8,646 110,187 ! 7,966 100131 7,284 1,134 | 2,567 5,253 211,087 
a a EOE ̃ , | Оч ̃ ee — icd 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 

m |«— | £& | & | & £ £ & | & & & . аы 
Russia, Norway, Sweden and Denmarxk а 178 " 71| PE. | 2,566 | 474 85 | 2,5911 ( 5,965 
Germany ... Є Му cx x .*. | 2,099 | 11,883 9 12,221] 155 / 40,398 | 494 2,311 2,036) 250 ... | 71.856 
Holland. .. 119 | 2,017 442 | 9,448! 1,542 2,000 441 5933 495 .. | 292,437 
Belgium — 998 | 5,961) 750) 1,559) 86| 6,571) 103) 7467. 450| у. | 24615 
France „ | 148 | 4219 100 1,971) 425 70 3,266 2,301) 2149| 5| .. | 14654 
United States .. | 4,533 | 1,084 | 1,073 | 442 f. 12,247 254 59 300 3,92 ... | 23,894 
Canada db En 50 180 | E 230 

Total, E 7,897 |25,342 | 2,424 25,712 2,208 64,032 | 5,032 111,435 14,962 | 4,607 163,651 
— — | | | | | | 
Additional Imports: Portugal, batteries, £17 ; Italy, electrical machinery, £30; Argentine, telephone apparatus, £400; and 
New South Wales, electrical machinery, £64. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
, = | £ & & & & & & £ | £ £ | £ | Z 
Various countries, mainly as above T | 3,578 | 3,775 2,934 4,637 | 41 | 877 | 2,057 | » | ie 
Toran Ехровте : £211,087. Тотар, Re-Exporrs: £17,899. TorAL Imports: £164,162, 
. Nore.—The amounts appearing under the several headings are classified according to the Customs returns. The firat and 
third columns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 
‘materials to those appearing in adjacent columns, 
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SOME NOTES ON STEEL CONSTRUC- 
TIONAL WORK FOR CENTRAL STATIONS. 


Bx J. H.S, 


THESE notes are not intended as a short-cut text-book, but 
are recorded in the hope that a few points, chiefly gathered 
from practice, may be of value. The Engineering Standards 
Committee have, in their various publications, issued from 
time to time, simplified the constructional engineer's duties 
and relieved him of many intricate problems. The fullest 
advantage should be taken of these publications by draughts- 
men and engineers responsible for central station design. 

All joists, channels, tees, angles, &c., are standardised 
and their weights, sizes, areas, moments of inertia, section 
modulus, &c., published in handy form. In every case, 
except for the smallest sizes, for framework of doors, &c., 
these standards can be worked to with a saving in time 
and money, through the simplification of calculations and 
drawing office work. A further economy is also obtained 
due to all the sizes being stock sections, which can be 
bought either direct from the rolling mills or through a 
local agent or girder merchant. À 

For all ordinary connections the drillings, cleats, rivet 
diameters, &c., have been standardised, and can be found in 
most makers’ catalogues, these should not be departed from, 
except in abnormal circumstances. The drillings, &c., 
given in Tables A and B, are suitable for use with almost 
every type of riveter, or for hand work. | 


с .. 7 
і | | | 
TABLE A. TABLE B. 

Width of | С Width of G. | Diameter of 
flange. | : tlange. K | bolt, хе. 
У | 
Inch. Inch. Inch. Inch. | Inch. 

3 14 1 iu | d 
4 | 24 14 11 4 
4 24 14 H j 
5 27 11 10 | à 
6 | 34 2 14 4 
7 | 4 2 1} 1 
73 44 21 13 4 
| EE Т j 
| 3 1; | $ 
34 2 1 

| e 


| Rest variable. 
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Table A gives boles in joist and tee flanges. Table B 
gives holes in angle and channel flanges. These dimensions 
should be strictly adhered to, and a copy of the tables given 
to each draughtsman. | 

The majority of steel for constructional use is manu- 
factured by the basic open hearth or Bessemer process. This 
steel will have a tensile stress of from 28 to 32 tons per 
square inch ; and an elongation of 20 per cent. in a length of 
8 in. with 40 per cent reduction of area at point of fracture. 

Allowing a working stress in the outer fibres of 7°15 tons 
per square inch, which corresponds toa factor of safety of +; 
a useful formula for cantilevers or beams (uniformly loaded) 
is 
Moment of resistance or) _ Load in Ib. x span in inches 

gection modulus = constant x 16,000 


The load in Ib. equals the total load to be supported by 
that beam, the span i8 the clear distance between supporta in 


inches. The “ constant“ is the familiar figure 2, 4 or 8 
found in the formula— 
WL 
2, or 8. 


according to whether the structure is acting as a cantilever 

or beam, with concentrated or distributed load. In the case 

of a continuous beam such as a purlin, being evenly loaded 
. WL 

in each bay, the formula is EN 


The figure 16,000 represents 7715 tons per square inch fibre 
stress, and is a useful all-round figure for calculations, 


— ЧИИ __ _ 


Assuming that a concrete floor has to be designed for an 
engine-room, the maximum loading being 300 lb. per square 
foot, with the span 12 ft. and the joists spaced with 3 ft. 
centres. The total load on each joist is 10,800 Ib. 


10,800 x 12 x 12 19-1 m required section 


8 x 16,000 modulus. 

On reference to the tables, it will be seen that one of two 
sections will answer the purpose. An 8 in. x 4 in. ora 
6 in. x 5 in., the first named being 18 lb. per foot run, 
and the last 25 lb. per foot run. From this it will be seen 
that the apparently smaller beam is the heavier, and that the 
utmost economy is practised by carefully referring to the 
tables, and comparing the weights per foot run with the 
section modulus and treating the size simply as an answer 
to an equation. A 9 in. x 4 in. x 21 lb. and a 15 in. x 
5 in. x 42 lb. are the most, economical sections, and should 
always be used in place of an 8 in. x 5in.or 12 in. x 6 in., 
except where the depth of floor or head room is restricted. 
While on this question, it must be remembered that the 
width of flange should not be less than goth of the span, in 
order to prevent the joist from being crippled by buckling. 
This does not apply to a joist embedded in a concrete floor, 
as in this case the concrete will take up all side thrast. 

The span of a joist should not exceed 20 times the depth; 
if it does, undue deflection will occnr, which will crack the 
floor, &c. Special attention must be paid to joists sup- 
porting built-up tanks, as any deflection will cause the 
joints to open and leakage will take place. On any maker's 
list of loadings for joiste of different spans, a diagonal 
stepped line is drawn, and all spans outside this line will 
cause undue deflection. 

On accepting delivery of rolled steel joists, angles, &c., a 
carefal inspection is necessary in order to avoid using foreign 
material, it being inadvisable to use foreign rolled steel, 
quite apart from patriotic motives. Most foreign sections 
are based on the metric measurement, and it will be 
found that very few dimensions are in even numbers 
of inches, but have an odd .2, in. or 5; in.; these odd 
figures are great labour makers, especially in the drawing 
office. An excellent article appeared in the technical Press 
a short time ago on even dimensions. Another more serious 
item is that to make these foreign joists come up to the 
published weights of standard beams, material is added to 
the web. This extra material in the web is of no possible 
use, and not only does it add useless weight to the strac- 
ture but the joist is not up to the required strength. 

Authorities disagree on the question of painting steel work, 
which is intended to be buried in concrete: The apparently 
correct practice is to scrape and clean off all rust and paint, 
and to give the steel work a coat of cement and water, 
allowing the wash to harden before concreting. 

In any building where there is. any possibility of vibra- 
tion or temperature variation, it is advisable to dispense 
altogether with brick arches and substitute rolled steel joists 
as lintels. If the lintel is in a thick wall, two joists can be 
placed side by side, either separate or with a plate riveted 
on the top, also with one on the bottom if required. The 
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pitch of rivets for the connection of a plate to a rolled steel 
joist, should be such that the plate cannot spring away from 
the flange of the joist and is usually 16 times the thickness of 
plate. The rivets on the bearing area should be counter- 
sunk (see fig. 1) with a cement and sand єсгеед on the top for 
bedding down the bricks. All joists for lintels should be 
some multiple of the height of a course of brickwork : if this 
is done a lot of cutting or an ugly course, brick on edge, W. 
be avoided. The safe loadings for various materials 
act as templeta are given in Table C. In most structures 
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a sheet. of lead, Willesden paper or felt is placed under each 


joist resting on stone or brickwork, in order t9 take up 
any inequalities in the two rigid materials, and thus assist in 
distributing the load. It is advisable to slightly bevel the 


templets, as shown in fig. 1, in order to prevent the edge 


from being chipped off. | l 

When stanchions are designed, special care should be 
given to the section with regard to the ease of making 
connections. A simple combination of one or two joists with 
plates, is preferable to a complicated combination of different 
sections, latticed, although the latter may be the lightest, and 
apparently the more efficient. When the cost of special 
connections and the uncertainty of tapped holes and set 
screws are considered, the heavier section will be the cheaper. 
In examining the riveting of plates to steel joists, it is often 
noticed, when the eye is cast along a line of rivets, that 
apparently the heads are off the centre of the hole, leading 
one to the conclusion that the hole in the plate does not 
cover the hole in the joist. This is almost an impossibility 
if the work is carried out in a modern shop using multiple 
spindle drills and boling both plate and joist in one opera- 
tion. In reality, the decentralisation of the rivet head is 
due to the top of the flange of the joist being at an angle of 8" 
to the plate and causing the rivet head to be slightly héavier 
on one side than on the other. 

All holes in steel work should be drilled, or, if punched, 
should be reamed out to remove the damaged area caused by 
the violent action of punching. 

When calculating stanchions, it is not necessary to 
add the maximum weight of every floor together. Accord- 
ing to the use to which each floor is put, a certain 
percentage of the possible live load must be taken and 
added from floor to floor. If one floor has a heavy dead 
load such as accumulators, then the whole of the dead load 
shonld be taken, plus a certain weight for a possible live 
or temporary load. It is only necessary to assume the 
length of & stanchion as that distence between floors or 
other places where it is securely stayed. If in any structure 
there is à long length not tied together, it will often pay to 
put in an efficient tie, and thus cut down the section 
required. 

In designing a roof truss it is always advisable to use two 
angles, back to back as in fig. 2, in place of a tee bar. The 
two angles greatly facilitate the connection of various 
members by means of the joint. plates, these joint plates 
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being placed between the angles, so that, back to back, the 
angles are from 4 in. to 3 in. apart. The fixing of lantern 
lights and ventilators is also simplified, and the slight 
extra weight added is more than repaid by the superior job 
when complete. The distance apart of stanchions is often 


settled by the pitch of the roof truss principals. If purlins of 


channel iron section are used and the design of the truss care- 
fully gone into, with wind bracing considered, the number 
of principals and stanchions can often be reduced by 
25 per cent., with a far more convenient building at a con- 
siderably lees cost. When hoisting trusses from the ground, 
it is advisable to have them securely braced by scaffold poles 
lashed diagonally across them, reaching from end to end. 
These light structures may be considerably strained by rough 
handling, and every precaution should be taken to prevent 
the members being strained and bent. | 

A useful memorandum for initial calculations is, that the 
average loading of slates, or glase, including battens or 
glazing bars, with wind pressure, is 50 Ib. per sq. ft. Snow 
need not be calculated, as the wind pressure is never at a 
maximum when snow is laying. | 

When these designs are being prepared it is as well to 
thoroughly consider the rain-water pipe system. In England 


1 sq. in. per 200 aq. ft. of roof isa good average figure to work 
to. All rain water should be led into the feed tank, as in 
many cases where the feed water is of a hard nature, the 
alightly acid rain water will help to neutralize the effects of 
the hard water. 

A most important factor in lightening and cheapening 
building construction is the introduction into the concrete 
floors, walls, &c., of steel to take up the tension. It is well 
known that concrete, while, extremely strong in compression, 
is unreliable in tension ; this is overcome by inserting rods, 


wire or expanded metal below the neutral axis of a slab 
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of concrete. The strength of a slab thus treated is con- 
siderably increased, or for a uniform loading the thickness 
of the concrete can be decreased, the result being that 
smaller sizes of joists, stanchions, &c., can be used with a 
proportionately less weight on the foundations. With the nse 
of expanded metal suitably selected to the thickness of floor, 
and carefully embedded in the concrete, at least 50 per cent. 
of the bulk of concrete can be saved. The sectional area of 
the expanded steel compared to the sectional area of the 
concrete is given by the makers as j per cent. This figure 
has been verified in tests made by engineers, and can safely 
be worked to. This material is of great assistance in forming 
concrete coal bunkers, tanks, &c. 

Another widely used system of ferro or reinforced con- 
crete construction is the Hennebique.” This is not 
only used to reinforce concrete slabs between rolled steel 
joists, but is intended primarily to supersede the use or 
steel joists altogether, and is used in forming stanchions of 
pillars, joists, &c. In this method rods are introduced into 
the concrete of approximately the same shape as the bending 
moment diagram, being at the top of the concrete, near and 
at the supporte or reactions, and slanting downwards towards 
the centre to take up the tension stress (see fig. 3). 

Stirrups, or U-shaped piecesof flat iron, are introduced every 
few inches (see fig. 3, sections AB, CD,) to resist the shear along 
the neutral axis. Any column or combination can be formed 
by rods and flat iron distance pieces, the rods being threaded 
through the iron (sec. Er, fig. 3). The weight of a structure 
of this description must be considerably more than that of an 
ordinary steel building, with reinforced ferro-concrete floors, 
laid between rolled steel joists. The strength of a chain 
being that of the weakest link, the strength of a concreate 
building must be that of the joints in the concrete walls, &c. 
In some cases, especially in a complicated structure, a 
horizontal Joint, or even worse, a vertical] one, may stand 
fora week or more exposed to the action of a drying wind 


or fierce sun. A joint of this description, even if carefully 


cleaned and wetted, can never equal the strength of a mass 
continuously deposited, and a large proportion of the strain 
must be borne by the tie rods. | | 
No ferro-concrete of any description is admitted into 
any calculations for constructional work, coming under the 
jurisdiction of the London Building Act, and all floors, 
bunkers, &c., have to be constructed of full thickness 
whether reinforced or not. All floors for central stations 
must be calculated for a loading of 3 cwt. per square ft. 
Table D gives the maximum stresses allowable for work 
coming under the above Act. Under this ruling iron chimneys 
are only allowed as temporary structures, and a license has to 


be obtained and renewed every half year. These chimneys 


are not considered self-supporting, and must be stayed by 


guy ropes, straining screws, &c. 
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TABLE C. 


Granite, safe stress i 20 to 30 tons per sq. ft. 
Sandstone, safe stress ... 12 to 15 „. S 
Blue bricks, safe stress ... sis се? T || зе 
Ordinary red brioks, safe stress F - 
Brick set in cement and capped with stone, 
safe stress {› T 


„„ te 6 „ 

Stock brick set in oement, safe stress „ И 
Concrete, safe stress Ka ET mu UM. ui n 
TABLE D. 

Mild steel in tension 7 tons per sq. in. 
„ shear be e 5 ж "n 
P bearing me w 10 a 
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CONTRACTS WITH LOCAL AUTHORITIES. 


[FROM A LEGAL CONTRIBUTOR. |] 


ENGINEERING firms who are tempted to execute work for 
local authorities must needs exercise a certain amount of 
caution before they sign the contract. Where there is an 
individual employer to be dealt with no great difficulty need 
arise under the head of “ extras," “penalties for delay,” &c. ; 
but where there is a municipal body, or an Urban District 
Council, in the case, it is another matter. | 

If they act harshly, and exact their full rights at ſlaw, their 
justification is, * We must protect the ratepayers.” The 
contractor, therefore, who is making a tender for a particular 
job should take all necessary legal steps to protect himself. 

A case which was reported in the Times of July 18th 
(Bell v. Bridlington Corporation), affords a striking example 
of the difficulties which may beset the contractor. It appears 
that a firm of contractors entered into negotiations with the 
Bridlington Corporation for the laying of a drain which was 
to run across the foreshore out to sea. The plaintiffs’ 
tender to do the work for £700 was accepted by the Cor- 
poration, under whose engineer the work was to be carried 
out. He was to have authority to order payment for extra 
work. The plaintiffs alleged that owing to alterations made 
in the line on which the pipes were to be laid, they were 
entitled to disregard the lump sam contract, and charge 
for the work on a new basis, namely, according to 
its value, which was estimated at £2,000. The defendanta 
resisted this in law, because no new contract was sealed, and 
on the facta because they said that any alterations which 
were ordered tended rather to simplify the work than to make 
it more difficult. Mr. Muir Mackenzie, the Official Referee, 
who tried the case, decided that there was no such alteration 
of the work ordered by the Corporation, or done by the 
contractor, as entitled him to claim that there was a new 
contract. He also held that assuming such altered work 
was ordered by the engineer, the Corporation were not 
liable to pay for it on the grounds (a) that Sec. 174 of the 
Public Health Act, 1875, prevents a contractor from main- 
taining any claim on such a contract, it not being under 
seal; and (b) that the borough engineer had no authority 
to order such a deviation from the work. He also held 
that the amount already paid in respect of extras was 
sufficient, and in the event, he gave judgment for the 
Corporation. 

The interesting point in the case arises in connection with 
the seal. It is provided by Sec. 174 of the Public Health 
Act, 1875, that with respect to contracts made by an urban 
authority under that Act, every such contract, whereof the 
value or amount exceeds £50, shall be in writing, and 
sealed with the common seal of such authority. 

Does this mean that where a contract is entered into 
between a contractor and a borough council every variation 
must be reduced into writing and duly agreed to under seal ? 
It appears that it is not necessary to press the decision ав 
far as this: for it has been held that where a local authority 
enters into a sealed contract for the execution of sewerage 
works, with power to the engineer to vary, alter, and enlarge 
or diminish any of them, all variations and alterations 
coming within the terms of the power conferred on the 


engineer can be validly made withont being under the 
common seal of the urban authority. (Williams v. Barmouth 
U.D.C., 77 L.T. 383.) | 

It is, however, quite clear upon the authorities that 
where work is done for a local authority, even when the 
authority retains and accepts the benefit thereof, the person 
who has carried it ont can pursue no remedy unless he has 
insisted on the contract being sealed. A case tried in 1888 


(Young v. Mayor of Leamington, 1883, 8 A.C. 517) affords 


a striking illustration. A contractor named Powis under- 
took the erection of certain works for supplying Leamington 
with water. He failed to complete his contract, which was 
put an end to. The engineer of the Corporation was then 
authorised by resolution (and not under seal) to employ 
another contractor to complete the work. A firm of Young 
and Co. were so employed. They did the work, and 
were paid from time to time on certificates ; but ultimately, 
after the Corporation had taken over the works, there was 


still a sum of £6,000 or £7,000 outstanding. The Cor- 


poration resisted payment of this on various grounds, the 
absence of a contract under seal being their objection in 
point of law. 

The House of Lords held that this objection was valid. 
Some of their Lordships expressed the view that it wasa 


hardship upon the plaintiffs, but Lord Herschell was 
emphatic in the other direction. He said: The Legislature 


has made provisions for the protection of ratepayers, share- 
holders and others, who must act through the agency of a 
representative body, by requiring the observance of certain 
solemnities and formalities which involve deliberation and 
reflection. That is the importance of the seal. It is idle to 
say there is no magic in a wafer. It continually happens 
that carelessness and indifference on the one side, and the 
greed of gain on the other, cause a disregard of these safe- 
guards, and improvident engagements are entered into. . . 
The decision may be hard in this case on the plaintiffs who 
may not have known the law. They and others must be 
taught it, which can only be done by its enforcement.” 

The last few words of this judgment point the moral of 
the case before Mr. Muir Mackenzie. We do not know 
whether there were any circumstances of exceptional hard- 
ship connected with the work at Bridlington, as the sum 
paid by way of extras is not stated in the report. But it is 
obvious that everyone who enters into a contract with an 
Urban District Council must take steps to prevent a technical 
defence to what may be a just claim. 


NOTES ON ELECTRICITY SUPPLY—FOR 
THE YOUNG. 


Bv A. J. ABRAHAM, A.M.LE.E. 


ELECTRICITY is a wonderful thing, and is composed of two 
agents (not commission agents), namely, “ Volts” and 
" Amperes.” In every electricity works there is a switch- 
board. All over this switchboard are fixed little round boxes 
marked A and * V." The amperes are compressed into 
boxes marked “ А,” and the volts into those marked “ V. 
There are machines called dynamos which, when driven 
round by an engine, compress the two agents of electricity 
into their respective boxes. These dynamos are composed of 
two parte—(1) The armature ; (2) The field. The amperes 
come from the armature and the volts from the field. 

Now it must be explained that volts and amperes are 
deadly enemies, and are for ever trying to get at one another. 
If they do succeed the result is astounding and most 
terrifying. "There is a terrible row, blinding flashes and a 
strong smell of sulphur. The volts are, therefore, sent out 
by one path to one side of a lamp, and the amperes by another 
path to the other side of the lamp. The things they say to 
one another (using the filament of the lamp like a telephone) 
across the lamp causes this to turn white hot, and give out 
the light which we know so well. А 

Near the switchboard will be seen a man smoking 8 pipo 
and drinking tea. This is the switchboard attendant W 
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looks after the switchboard and keeps the volts and amperes 
in order. Occasionally he will move round the board tapping 
the boxes which I have described. If one sounds hollow he 
knows that it is getting empty. In this case he generally 
whistles to the man who looks after the engines to either 
make an engine go faster or to put on another engine. 
Sometimes, however, he will use very strong language down 
a tube to a place called the boiler house. 

If by any chance the volta and amperes wander from their 
respective paths and meet at any place the switchboard 
attendant gets very excited, the volts all crowd into the 
ampere boxes, which sometimes burst, the engines groan, and 
the light becomes dull. Sometimes more engines have to be 
put on. When order is restored the switchboard attendant 
ring? up another man on the telephone. This other man is 
the mains superintendent, and his duty is to see that the 
volts and amperes do not meet under the-loads, and when 
they do meet ihe has to repair the place where they have 
been fighting. The road surveyor and the mains superin- 
tendent are very great friends—something like volte and 
amperes. Every morning the road surveyor sends round to see 
what roads the mains super. has pulled up doing the night, and 
asks why the “ metal has all been mixed up with the muck.” 
This is what is called “ fanlt-finding.” When the mains 
engineer goes forth in the night, he is said to be “ looking 
for trouble,” which he generally gets in the morning when 
the surveyor knows what he has done to the road, which was 
repaired and rolled the week before. 

It must not be thought that the mains super. and three 
switchboard attendants are the only officers who look after the 
electricity supply works. There are others, and I will 


describe them and their duties as shortly as possible :— 


1. The station super. is a Scotchman from Dundee, and a 
marine engineer. He is named McTodd, not because that is 
his right name, but because during his time at sea he seems, 
cariously enough, to have done most of the things which 
the famous Mo Todd of “Captain Kettle fame did. Some- 
times he is called James Washington McTodd. I do not 

ow why, because his name is not James Washington, but 
Donald McDonald. The station super. spends a great deal 
of his time finding out what the switchboard attendants know 
about electricity, puta it all down in a notebook, learns it off 
by heart, and then tells the cbief engineer. 

2. The chief clerk is just an ordinary clerk, who says very 
hard things to the storekeeper and meter reader. He was 
the first man in this station who attempted to explain the 
maximum demand system to a consumer. He now gets the 
second clerk to do this work. 

3. The second clerk spends a lot of his time reading 
about the maximum demand system, with a slide rule in one 

d, and a revolver in the other. He is looking for 
another job. | 

4. The switchboard attendants I have already fully 
described. They say they are underpaid and sweated, which 
2 qute true. They are going to form a union or an associa- 
tion во that they can strike, which is very silly, because 
switchboard attendants are as numerous as the hairs of our 

ead, Signs have, indeed, already begun to appear in your 
advertisement columns that switchboard attendants will soon 
ave to pay so much a week for their jobs. 

5 mains super. wears leggings, and is a very wonder- 
ul and skilled man. How he looks for trouble and knows 
ds going on under the ground, I will not attempt to 
Suus (a8 it is too complicated for you to understand), but 
» does know. He talks to McTodd about loop tests and 
xating faults, and McTodd puts it down in his book when 
de 18 alone and learns it. The mains super. is a very good 
Judge of character, and his description of the road surveyor 
I5 terse and to the point. 

б. The chief assistant looks after all the other officers and 
ir Work. He also interviews travellers, which has given 
ЧЫ à Very careworn look and spoilt his faith in mankind. 

о his heart will be found engraved **Salooline oil, 5 per 

16 5 calorimeter, 10 per cent. ; Jay's mechanical stoker, 
0 per cent., &0., = total saving brought about in works 
0 7. The chief engineer need not be an engineer at all. In 
ЧГ station the present chief started by being a relation of 
de ine In others he is a retired (sic) ironmonger, в 

О Машад, a non-professional engineer, &c. He must, 


however, pretend to be a great engineer. It is necessary for 
him to be a good talker before his committee and to be able 
to use long words which they do not understand. A good 
non-professional chief should know how to use the brains of 
his subordinates. Before his subordinates, he must, how- 
ever, be a silent man, or he will give himself away. Our 
particular chief, as I stated before, was a relation of the 
Mayor, but when the Mayor got pushed out of the Council, 
he saved his bacon by marrying the daughter of his chair- 
man (who is a pork butcher) He calls the Councillors 
„Sir,“ and shows what Ле has done on the mains (the mains 
super. will tell you all about it). He points out what he has 
done in the station in front of McTodd, who uses very bad 
language about it afterwards. ‘Our first chief engineer was 
a real engineer, but when our present chief took his job, the 
Council were soon shown what a fool the first man was, and 
how he had ruined the station. The first thing he did was 
to extend a black slate switchboard by white marble panels, 
and when his committee saw how different his work was 
from the old bad chief’s work, they sang his praises from the 
housetops (because they had appointed him). 

8. The office boy is underpaid, his pay being the same as 
that received by the switchboard attendants. I am the 
office boy, во modesty forbids that I should say any more. 
I trust that these notes will be of some interest to those 
who have not had the opportunity of studying the internal 
workings of an electricity supply undertaking. I^ warn 
the Editor that if he does not publish this I will send it 
to the Daily Mail, along with the description of the latest 
electrica! gun which, I understand, wil! send a shot weigh- 
ing 5 tons across to New York when fired by four large 
Leclanché cells. The gun makes no noise or smell, which 
is a great improvement on a motor-’bus. 


TANGLED TOPICS. 


rj 
+ 


By "INNOCENS." 


READERS of the ELECTRICAL REVIEW will have noticed in 
its “Correspondence " columns that the millenium is now 
upon us. The lion is about to lie down with the lamb, and 
the show is just a'goin' to begin, so kindly walk up and 
become a son of Jove or some other apocryphal person. In 
other words, if I have not misread the purport of certain 
mysterious foreshadowings, a species of debating society is 
about to be formed which will earnestly, soulfully, and we 
may hope, prayerfully, consider whether it be not possible 
for brother to rush into the arms of brother, previously 
casting away в transport of enthusiasm the tomahawk of 


competition which has hitherto been used in effecting a 
. forceful separation of the scalp of profite from the brow of 


electrical science. This aphorism is, І know, sanguinarily 
awful. 

Far be it from me to belittle the value of such an enter- 
prise. One great good point in its favour is that one of ita 
pioneers, Mr. Borlase Matthews, will, I am sure, bring to it 
the same earnestness and sincere enthusiasm with which he 
recently championed the cause of electric publicity. But 
surely, for a headlong tilt against the vices of things as they 
are, this attempt beats the sermon of an East-End curate. 
If it succeeds, the electrical industry will be regenerated to a 
percentage that a Raworth tramway system could not reach. 
If it fails, its promoters will feel like the little girl who 
awoke in the middle of a night succeeding a heavy supper, 
having dreamt that she had swallowed herself, and being 
anxious to ascertain the truth or otherwise of the impression. 
In other words, to be Yankee, they have “ bit off more than 
they can chew." 

But, assuming that the debating society does meet, and 
survives the stage of complimentary speech-making and 
mutual abrasion of the spinal column, let me put before 
them an item which should be fairly near the top of the 
agenda. This might be labelled, * What's in a Name?” 
And the reason that I introduce this subject of debate is 
that there are amongst us wholesale manufacturers, supply 
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houses and local contractors. Now, which is which and 
which is t’other ? 

If T am not mistaken, certain firms of magnitude, probably 
finding that owing to foreign intrusion their market for big 
dynamos and similar plant is going, have decided to open 
shop down a back street in the provincial town and sell small 
supplies, from a one-and-thripenny glow lamp to a penny- 
worth of fuse wire. They will even go one better and, stick- 
ing a coil of wire on their backs and a pair of pliers in their 
trouser’s pocket, go out and wire the suburban villa at com- 
petitive rates. They may be likened unto the man who, 
finding he is unable to get his railway fare to the grouse- 
moors of Scotland, borrows a blunderbuss from a farm lad 
and goes out shooting rooks. 

There is, of course, nothing in the constitution to stop 
them doing this, but it i8 not exactly according to the 
Standard rules of cricket, and moreover, it is exceedingly 
rough on the middleman and the local contractor. And it 
all goes to show that we are not in the profession of electri- 
cal engineering for the honour and glory of it, but simply for 
the worship of the shy god Mammon. Is it to be hoped 
that the debating society or Bond of Brotherhood, or what- 
ever it is to be called, will induce a recognition of the 
delimitation of frontier, and allow the contractor and retailer 
to work in peace and comfort side by side with the manu- 
facturer? If so, the consummation is devoutly to be desired. 

Whoever is responsible for this modern move of large 
manufacturers should remember that they cannot be all things 
to all men. It takes more than one performer to make a 
band. The action of firms who endeavour to make a profit 
out of everything, without discrimination as to the variety of 
business they are tackling, reminds one of the sad history of 
Mary as expressed in the rhyme :— 


Mary had jam, 

Mary had jelly, 

Mary had pains in her poor little— 
(Don’t be mistaken ! 
Don't be misled ! 

Mary had pains in her poor little head.) 


In other words, the richly deserved fate of those pushful 
firms who are removing the landmarks of their neighbours’ 
fields will be, a bad headache. 


AN ACCUMULATOR-DRIVEN SHUNTING 
LOCOMOTIVE. 


A USEFUL locomotive for shunting work has been in operation at the 
extensive Tempelhof railway works in Berlin since June, 1905. 
An electric accumulator locomotive was selected in place of a steam 


AN ACCUMULATOR SHUNTING LOCOMOTIVE. 


loco or an electric loco with overhead supply, because it is always 
ready for use, and can be economically operated in spite of long in- 
tervals of idleness; it also requires little attention and no overhead 
construction is necessary. The difliculty in charging the cells and 
maintaining them in good condition, met with in accumulator tram- 
way traction, does not exist in this case, as the intervals of idleness 
are ample for the purpose. 


The great weight of the cells is rather an advantage in enabling 
the loco to exert the high draw-bar pull often required in shunting 
work. The specification required the locomotive to be able to do 
1,500 ton-miles (including its own weight) in 53 distinct journeys 
with various stated loads on a single charge. 

The locomotive is a standard gauge, one with three axles, of 
which the two outer ones are driving axles. The greatest width is 
9 ft. 8 in.; length over buffers, 25 ft. 6 in.; height over rails, 
11 ft. 4 in.; weight complete, 24'3 tons. The electrical equipment 
consists of 160 cells with a capacity of 235 ampere-hours on a four. 
hour discharge. | 

There are two series motors, geared to the wheels with single 
reduction spur gear having a ratio of 454:1. At 300 volts 
the two motors give about 40 н.р. together. А series - parallel con 
troller, arranged for short-circuit emergency braking, is used. 

The charging is carried out from the public supply at 440 volte, 
the regulation being accomplished efficiently by inserting a motor 
in series with the supply and absorbing the energy of the motor in 
& dynamo directly coupled to it which feeds back into the supply 
mains. 

The machines are arranged to permit of charging at the high 
rate of 150 amperes when necessary. No stand-by charging plant 


is required, as in case of breakdown a simple water resistance 


can be improvised for reducing the voltage.—E. T. Z., June 
25th, 1908. 


AUTOMATIC ELEVATORS. 


IT has become a well accepted idea that in comparison with its ease, 
certainty and safety in operation, the initial cost of an electric lift 
is a secondary consideration, and to this cause may be attributed 
the increasing popularity of the automatically operated push. 
button lift, whi:b, by placing the working of the lift under the 
control of the passenger himself, avoids the necessity of continual 
expenditure on a lift attendant. There arise cases, however, 
where automatically controlled lifts prove of doubtful value, the 
difficulty to which we allude increasing with the increasing size of 
the lift and the consequently larger number of passengers that it can 
carry ata time. When such an elevator is at rest оп a main floor, 
passengers can open the door themselves, enter, and have to close 
the door for themselves before pressing the button and ascending; 
the elevator can then ascend and stop at the floor first called for. 
The passenger who pressed the corresponding button has to open 
the door for himself, and the passengers left inside have to close 
the door after him; after this they have to find out for 
themselves who wishes to go tothe next higher floor, and they 
have again to press a button corresponding to that floor. The 
same cycle of operations goes on until the last passenger has got 
to his floor, and the elevator stops there until someone preses 
the button for its return to the ground floor. All this necessitates 8 
certain loss of time and possible confusion, and a patent recently 
taken out by Messrs. Naujoks, Navjoks & Goppert, of California, 
is designed to overcome this drawback by introducing what may 
be considered the limit to automatic control in lift operation. 

The door, when the elevator is at rest on the ground floor, U 

open, and as each passenger enters he may depress the button 
corresponding to the floor he wishes to arrive at, indiscriminately. 
The elevator will close the door automatically, and will not start 
until the door is absolutely shut. If necessary, the door can be 
held open for any length of time, as it closes gently. When the 
door is closed and locked, the elevator will ascend to the floor 
first called for, open the door automatically, let the passenger out, 
close the door itself after a certain time (regulated by a motor 
operated time limit device in the basement) and start automatic 
ally for the next floor, when the cycle of opening the door 81 
allowing the passengers to depart and starting 
on its upward trip is again automatically Per- 
formed. 

It willstop at any floor and take passengen 
higher when on its upward trip, and lower Ww a 
on its downward trip, in response to the ре 
gure on a button on that floor by a passeng? 

outside. When it has taken ite last pasii 
to his destination it will automatically а. 
the door, go to the highest floor in the E it 
ing, open the door wide until the time p 
has expired, close the door and go its 
basement, taking any passengers down NT ite 
way, but refusing to take any їр ш 
journey is complete. The cage alway в alac a 
speed gradually and gently when it е Я 
the floor at which it has to stop; there à if 
switch provided to cut out any floor, 20 the 
required the elevator may be returned to 
ground floor when the last passenger the · 
been discharged, instead of going ө 

top as previously described. ‘be the 

It is impossible in the space at our disposal to descri S rent: 
patent in detail, but its main points are the provision of В шн 
dividing strip extending to the top and bottom of the е in- 
shaft, and carried on spring- controlled rollers, 80 that witb 
sulating space between the two strips can move up and down 
the cage, the slack being wound in at the top or bottom. 


q. — —' — 
E 1 
м - y n = 


\ 


RE GE с сы сс сс сзсз сыс Н Н Ed 


vol. 63. No. 1,605, A vader 28, 1908.] 


THE ELECTRICAL REVIEW. 


By means of a direction changer operated on the cage by a 
riction grip on the main cable, all the electro-magnets of the 
floors below the elevator are placed in parallel on a circuit when 
the elevator is moving downwards, while those of the floor above 
the elevator are on the broken circuit, and conversely when the 
direction of the elevator is reversed. Thus, on pushing any push- 
batton on the floor of the elevator shaft below the elevator or any 
button in the elevator corresponding to that floor, the electro- 
magnet operating the motor circuit can be energised if the car is 
travelling downwards, while pressing the button on a floor above 
that at which the elevator is situated at the moment, has no effect. 
The action of the magnet is to complete the motor circuit through 
a current reverser, whose position depends upon the position of the 
car with relation to it, by means of a tappet arrangement ; this 
regulates the direction in which the current passes through the 
motor, and, therefore, determines whether the cage will be raised 
or lowered on the closing of the motor circuit. 

Provision is made so that the motor circuit cannot be closed unless 
every door opening into the elevator shaft is also closed, by pro- 
viding a break in the circuit at each door in series with the main 
motor circuit, all these breaks having to be bridged before current 
is passed. By means of rolling mechanical contacts the insertion 
of a series of high-resistance wires into the electric circuit simul- 
taneously with the gradual opening of the doors as the elevator 
arrives at the required floor, ensures the gradual bringing to rest of 
the car in the proper position, and a time arrangement—dependent 
on an air or oil plunger operating the grip of the circuit-changing 
device on the car—ensures a sufficient time being allowed before 
contact is made, preparatory to another trip. Ifa longer time is 
necessary, the door can be held back by a light pressure of the 
hand. In order to prevent too sudden rushes of the current when 
the circuit is closed, a motor current check is inserted in the main 
circuit, whereby resistance is gradually withdrawn from the motor 
ан by means of а small auxiliary motor operating the starting 
switch. 

Buch, in brief, are the provisions of this new patent, which seem 
to indicate very clearly the lines on which the further application 
of automatic control to electric elevators should be carried out. A 
complete perusal of the specification can only lead one to an 
appreciation of the continuous application of the inventors in 
solving this most difficult problem, and it will be interesting to see 
whether, in actual practice, this apparently complete solution of 
the problem presents any of those working defects which so often 
nullity the value of the most ingenious patents. 


THE JUNIOR INSTITUTION OF 
ENGINEERS. 


SumMER MaozTING IN FRANCE. 


THAT eminent French artillerist, Monsieur Gustave Canet, being 
President of the Institution this year, it was but natural that the 
Council should have sought to arrange for the summer meeting of 
1908 to take place in his country, with a visit to the famous works 
of Messrs, Schneider & Co, at Le Creusot, where he was for a 
number of years director of the artillery section, as one of the 
principal attractions. | 
The detailed programme, which was ultimately issued, bore 
evidence throughout of the invaluable assistance the President had 
rendered in ite preparation. He was unfortunately prevented by 
ess from joining in the welcome which was every where accorded 
the members, but with that consideration so characteristic of him 
he had deputed his two sons, Messieurs Paul and Albert, to take 
his placa in that respect, and they performed their duties in 
appa mood and with the utmost fidelity and grace. 

е majority of the party left London on Saturday, June 27th, 
lor Paris, the proceedings opening on the following Monday 
morning with & visit to the renowned Conservatoire National des 
Arts et Metiers in the Rue St. Martin, by the special permission 
of the Minister of Commerce and Industry, the buildings being 
closed to the public. The collection of modele and specimens 
catalogued numbers over 14,000, and embraces the whole range of 
the applied sciences. In the physics rooms were noticed various 


electro-magnetic apparatus relating to the study and investigation . 


of lighting by electricity, measurements of currents, induction, 

ermo-electric phenomena, &c. The testing department with its 
mammoth 300-ton Backton machine also contained many features 
of exceptional interest, nor must mention of the classic musical 
automata, by Houdin, which were set going for the visitors’ benefit, 
be forgotten. 

The next visit was to the automobile works of Messrs. de Dion 
Bouton, at Puteaux, on the Quai National. Here the Marquis de 
Dion and M. Bouton received the members, and during the tour of 
the works, which cover an area of about 10 acres, the electrical 
engineers included in the party noticed a great deal that appealed 
pat larly to them. The factory motive power—electricity—is 

erived from dynamos which are driven by seven gas engines 
Cuerestting 350 H.P. gas being supplied from a producer plant. 
бш: сап aleo be obtained, if required, from the mains of the 

est Lumière Co., who have a generating station close at hand. 
| e different processes in the manufacture of sparking plugs were 
уула, and als) the experimental mechanical and chemical labora- 

TY containing a special department of micrography for researches 


into the composition of new alloys, tempering ovens with water and 
oil cooling arrangements, and instraments for temperature deter- 
mination were likewise on view. 

In the evening a reception was given by the President, Monsieur 
E. Reumaux, and Council, of the Institution of Civil Engineers of 
France, of which body Monsieur G. Canet is a past president, at 
their well-appointed home in the Rue Blanche. Of the cordiality 
of the greeting extended to the young engineers, there could be no 
question, and Mr. F. R. Durbam, on their bebalf, warmly recipro- 
cated the sentiments which the French president employed in the 
address of welcome he delivered to them on assembling in the 
lecture theatre. f 

On the following day the members became the guests of Messrs. 
Samuel Cutler & Sons, who had a steamer reserved for taking them 
down the river to Nanterre, to inspect the works of the Compagnie 
l'Union des Gaz, and the gasholder of 80,000 cb. ft. capacity, which 
Messrs. Cutler are erecting there, the excursion also affording the 
opportunity of seeing under very pleasant conditions some of the 
scenic beauties of the Seine. 
works, and Mr. Samuel Cutler, jun., past chairman of the Institution, 
acted as guides. 

The visit, which it was generally agreed created the deepest 
impression, was that to the extensive works of Messrs. Schneider 
and Co., at Le Creusot, situated at a distance of about eight hours 
by rail from Paris, vid Dijon. Monsieur Eugene Schneider had 
specially invited the members over, and most perfect and hospitable 
in the extreme were the arrangements made for their interest and 
pleasure. Notable processes, &c., of importance in the rolling 
mill and armour plate departments, also in the ordnance section, 
locomotive and boiler divisions, steel works and blast furnace 
departments, were shown. Two main shops at the south end of the 
works are devoted to electrical construction purposes, one of them 
beiug used for the fitting of small and medium size machines, and 
for the erection of large dynamos. A portion of this shop is also 
utilised for the stamping, cutting out and putting together of 
dynamo sheets for which processes punches, lathes, and hydraulic 
presses are provided, the largest beiug capable of dealing with drum 
armatures up to 10 ft. in diameter. In the other main building 
small and medium s zed dynamos are built, and the fitting of acces- 
sory devices and winding operations are carried on. Mesers. 
Schneider have aleo, at Ohampagne sur Seine, a large works for the 
production of electric plant, a view of which was obtained from the 
train en route to Le Creusot. 

The members arrived back in Paris on Friday morning, and in 
the afternoon enjoyed the rarely accorded privilege of being shown 
over a sugar refinery, Monsieur Peytel, the managing director, 
having kindly given permission for a visit to the manufactory of 
the Société des Raffinerie d'Bucreie Say, on the Boulevard de la 
Gare; while in the evening the Institution's summer dinner was 
successfully held in the richly decorated circular hall of the Grand 
Hotel, the chairman, Mr, Durhan, presiding. The guests included 
representatives of the Institution of Civil Engineers of France, and 
other friends of the English society. Oi the following evening 
the President and Madame Canet gave a dinner at the well-known 
Pre Catelan Restaurant, in the Buis de Boulogne, in honour of the 
Institution. 

The first visit of the second week of the meeting was arranged 
through Count de la Vaulx, Hon. Member of the Institution and 
Vice-President of the Aero Club de France. Armed with passes 
signed by M ;nsieur Ernest Archdeacon, the members were admitted 
into the closely guarded military drill ground at Issy les Moulineaux, 
where M. H. Farman made his sensational flight last January, and 
which has now an additional claim to fame by reason of hisachieve- 
ment in the evening of the day of the Institution's visit in winning 
the Armengaud prize of £400 offered to the first aviator who should 
remain in the air for a period of 15 minutes. The members were 
permittted to examine the aeroplane with which this feat was 
accomplished, and also the one used by M. Bleriot in a fl.ght of over 
three minutes’ duration, which they saw him carry out in the after- 
noon. It was evident that further progress in the art of aerial 
navigation must largely depend on increasing the power and 
efficiency of the motor—petrol driven. Perhaps Mr. Edison may 
surmount this difficulty by providing the means for propulsion by 
electric power. 

After leaving MM. Bleriot and Farman, the party were conducted 
to the works of the Société pour la Fabrication des Munitions 
d'Artillerie, where cartridge cases of the larger sizes were shown in 
course of manufacture, and a visit to the electric generating station 
of the Chemin de fer Ouest (Usine Electriqu» de Moulineaux), con- 
taining nine Westinghouse generators of 800 Kw. capacity each, 
concluded the programme for the day. 

On the following morning Monsieur Eiffel, the engineer and 
constructor of the tower bearing his name, met the members at 
the base of the structure, and, after showing them the machinery 
by which the lifts are operated, accompanied them to his laboratory 
at the summit, where, with the aid of drawings and photographs, 
he explained the principles of the design and the mode of erection 
of the tower. Ia the a'ternoon, during a visit to the works at the 
crossing of the River Seine by line No. 4 from the Purte de Cliq- 
nancourt to the Porte d'Orleans, the members were enabled to 
study the methods adopted in the construction of the municipal 
Metropolitan Electric Riilway, the arteries of which are spread- 
ing under the city in all directions. On one part of the section 
of the line visited, it is proposed to have recourse to the freezing 
process, in which the water-logged subsoil is frozen, and the tunnel 
cut out from the solidified ground. 

Current for the railway is supplied from the power house at St. 
Denis, belonging to the Société d'Electricité de Paris, which was 
visited on the following afternoon. It was completed towards thc 
end of the year 1906, and is divided into three zroups of buildings 


Monsieur Charpentier, engineer at the 
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—coal stores, boiler houses and elestric generating plant houses. 
Therelare 12 sets of machinery, each capable of giving out6,000 Kw., 


or on an overload up to 7,300 kw. Tne generators are of Parsons’. 


steam turbine type, as manufactured by Massrs. Brown, Boveri and 
Co. The boilers, 2f ia number, are of the Babcock & Wilcox type, 
with &atomatic feed on the chain-grate system. The current 
supplied consists of three-phase current at 10,250 velts pressure and 
25 periods per s:cond; two-phase at 12,300 volts and 42 periods ; 
and continuous at 23) and 550 volts. 

On Thursday afternoon, July 9th, the members left Paris for 
Le Havre, visiting during the following morning, by permission of 
the Chamber of Commerce, the Docks and celebrated coffee depó:s 
of the port. In the latter attention was directed to an ingenious 
electric elevator for transporting the sacks of coffee to the upper 
floors of the warehouses. The works of the Société des Forges et 
Chantiers de la Mediterrané з, in which are constructed all types of 
engines for naval, military and merchant service, were then seen, 
the afternoon was occupied on the important harbour exten- 
sion works and by an inspection of the electric lighthouse, which is 
built on an eminence commanding a fiae view of the Seine estuary. 
Early on Saturday morning a commencement was made on the 


return journey to England, a few hours being spent at Rouen for a 


glimpse of some of its ancient architectural adornments. Soon the 
membera were speeding towards Dieppe and theace homewards, 
carrying with them happiest recollections of their eventful sojourn 
amongst their French colleagues. 


NEW PATENTS APPLIED FOR, 1908. 


Compiled expressly for this journal by W. P. THOMSON & Co., Electrical Patent 
Agents, 322, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


16.755. Sound-proof telephone box and the like.” W. H. CoLwiLL and 
J. Н. HonswELL. August 10th. 


16.766. Improvements in or relating to electro-magnetic clutches.“ 
Biemens Bros. Dynamo Works, LTD. (Siemens-Schuckertwerke G. m. b. H., 
Germany.) August lOth. Complete.) 


16.772. New or improved electrotherapeutic apparatus.“ 3. PURTHNER, 
F. ZiMMERL, and J. Bock. August 10th. 


16.774. "Improvements in and relating to fuses with double action.“ 
J. HARLE. (Application for Patent of Addition to No. 1820/08.) August lOth. 
(Complete.) 


16.775. Improved pedestal or socket for poles carrying electric conductors." 
H. Hacı. (Dae applied for under Sec. 91 of the Act, June 12th, 1908, being 
date of application in Switzerland.) Augustl0th. (Complete.) 


16,738. "Improvements in telephonic microphones.” V. TARDIEU. 
August 10th. 


16,791. “Improvements in and relating to electrical typewriter operating 
attachment for message transmission." G. A. MayRaND. August 10th. 
(Complete.) 

16,797. “Improvements relating to electric arc lamps.“ T. J. RENSING. 
Augastl0th. (Complete.) 

16,819. * Improvements in and relating to electrical vibrators.” J. JEROME. 
August 10th, (Cumplete.) 

16,836. ''Improvement in electrolysis of liquids." А. A. Govan. August 
llth. 

16.848. Improvements in or relating to magneto machines for use in con- 
nection with the igaition systems of internal combustion engines.“ R. F. HALL, 
(Date applied fot under Rule 13, July 20th, 1908. An invenyon comprised in 
application No. 15,289, dated July 20th, 1908.) August llth. 

16.849. Improvements io or relating to safety spark-gap devices for use in 
connection with the ignition systems of internal combustion engipes.“ R. F. 
HarL (Date applied for under Rule 13, July 20th, 1908. An invention com- 
prised in application No. 15,280, dated July 20th, 1905.) Angust llth. 

16,852 * Improvements in sparking plugs for internal combustion engines.“ 
R. F. HALL. August llth. (Completc.) . 

16.863. Improvements in electric or like conduit j іпипв.' T. G. HAN N. 
August llth. 

16,86). Electrical contacts." А. E. WoobHorsZzZ. August llth. - 

16.876. Compass to be read ata distance." G. BERLINGER. August llth. 

16.900. “Improvements in or relating to magneto-electric machines." M. B. 
Tavovx, L. Cuatcuy, and T. Fraysse. (Date applied for under Вес, 91 of 
the Act, August 13th, 1907, being date of applicatjou in France.) August llth. 
(Complete.) К 

16.910. Improvements in and relating to prepayment electric meters.“ 
E SCHATTNER and R. AMBERTON. (Date applied for under Rule 13, March Vth, 
1908 An invention comprised in application No. 23,450, duted October 23rd, 
1907.) August 11:һ. (Complete.) 

16,911. * Improvements in and relating to commutators.” C. A. Parsons and 
G. L. Parsons. August lith. 

16.949. "Improvements in telegraphic instruments." P. B. W. Kknsnaw. 
August 12th. 

16,947. ‘Improvements in primary batteries." E. E. Rousk. August I2th. 

16,953. ** Electro-mechanical motor." D. StcHOSTAWER. August 12th. 

16,988. * Improvements relating to direct-current electric motors."  BociETE 
ANON VUE WEsTINGHOUsE and К. Brun. (Date applied for under Sec. 91 of the 
Act. August 14th, 1907, being date of application in France.) August 12th. 
( Complete.) 

16,997. “Improvements in and relating to the control of dvnamo-electric 
machines.” THE Вытіѕн Тномзох:Ноџзтох Co., Lro., and F. W. CARTER. 
August 12th. 

17,001. ‘Improved method of generating electrical energy {from waste heat 
of petrol engines and the like specially adaptable to motor vehicles.” P. L. R. 
Frasen, August l3th. 

17033, “Improvements in circuit closers for automobiles.” A.J. CLEVELAND 
(T. A. Backe, United States.) August 13th. (Complete.) 

17.045. Improvements in or relating to means for carrving and jointing 
electric tram wires.“ J. CRoxrTON and J. Jones. August ith. 

17,047. “Improvements rela'ing to retransmitting and reinforcing telephone 
currents’! J. E. Kivossrry (Western Electric Co, United States.) (Applica- 
tion for Patent of Addition to No. 11,605 05.) August Lith. 

17.018. " Improvements in telephone current retransinitting and re-inforeing 
apparatus.” J. E. KI N., SIE. (Western Vlectrie Co. United States.) (Appli- 
eation for Patent of Addition to No. 11,606/05.) August 13th. 

17.079. Electrical wire overhead suspender." C. A. Brickmanand А.Н, 
BRIC¹²MIAN. Aurust lth. | 

17.112. * Improvements in electrically-operated apparatus for controlling the 
movements of points or switches on trat ways ог raliways," E. M. Monro and 
H. I. Roupns. August lth. T de i NU т 

1,11: “New or improved apparatus for washing detinned materia: or the 
lite 17 е ee ne el Tur Loxpon ELEcTRON Works Co., Ltd., and 
E. Karpos.) August lith. (Complete.) 


17,114. New or improved electrically-insulated track and trolley." Тнк 
Lonpox ELECTRON Wonks Co., Lrp., and E. Karpos. August l4th. (Com. 
p.ete.) | ` 
17,115. New or improved vehicle or case for conveying scrap tio or the 
like, for electrolysis." TUR LONDON ELECrRON Works Co., LTD., and A. DE 
Back. August Iich. (Complete.) 


17,127. Improvements in electrio switches, pushes and the like." J. б. 
Cmuinps and T. 8. Ни. August 14th. 


17,137. Improvements relating to regulating the speed of continuous. 
current electric motors." D. Dupont and Harte & Co. August 14th. (Com- 
plete.) 


17,140. ‘Improvements in carbons for flame arc lamps.” 8. PATERSON and 
C. Е. Теввв. August lith. 


17.142. Improvements in electric switches.“ H. Sxowpox. August l4th. 


17,143. '' Improvements in electric telegraphs.” E. Тукв and J. R. Dossox. 
August 14th. 


17,169. ‘‘ Improvements in or relating to electric ignition devices.” A. J. 
PosTaNs, August l4th. 


17.161. Improved means for indicating and recording current leakage in 


electric circuits or motors."  AsHINGTON Coat Co., LTD., and T. McK. 
August lith. 


17,167. *'Improved plug connection for use in paralleling dynamo.electric 
machines.“ M.H.Tare. August 15th. 


17.170. Improvements in electric fuses.” W. WHITE. August l5th. 


17,174. Eleotrically- operated power hammer." U. HoBsFALL, J. Своктнев 


and E. О. COULTHARD. August 15th, 


17.205. Improvements in and relating to telephone apparatus.“ C. F. 
BRADBURN. August lóth. Complete.) 


17,206. ‘‘Improvements in or relating to telephone apparatus.” C. F. 


BRAUEURN. August 15th. (Complete.) 


17,203. ‘* Improvements in telephone exchange systems and apparatus there- 
for.” J. E. Kingssuay. (Western Electric Co., United States.) August 1500. 


17,210. Improvementæ in devices for making and breaking eleotric circuits.” 
Н. Pierson and N. R. SCHULTZ. August 15th. 


17,221. "Improvements in or relating to electricity meters.“ G. C. 
Fricker and W. M. Мовркү, August 15th. 


17,223, ‘‘Improvements in electrical apparatus for gassing threads. G. Н. 


a. ee for Patent of Addition to No. 4,550/07.) August 15th. (Com- 
piete. | 


17,227. “Improvements in or relating to electric apparatus for giving warning 
as to the use of currents exceeding a predetermined limit."  NALDER Bros. 
AND THOMSON, LtD., Н. W. HANbCOCE and A. Н. DykEs. August 15th. 


17,280. ‘*New or improved eleotrio appliance for stallions.” R. HADDAN. 
(J. Р. Sanborn, United States.) August 15th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 


THOMSON & Co., 322, High Holborn, W. O., and at Liverpool and Bradford: 
price, post free, 9d. (in stamps). 2 


1907. 


‘MULTIPHASE ELECTRIC INDUCTION Motors. H. A. Mavor and Mavor & Coulson, 
Ltd. 8,851. April 16th. 

PRODUCTION AND DETECTION OF ELECTRIC OSCILLATIONS. W. Р. Thompson. 
(Ges. fiir Drabtlose Telegraphie, Germany.) 14,451. June 22nd. 


ELEcTRO-PNkuMATIC PERcussivE TOOLS. Н. W. Lake. (Ingersoll Rand Co., 
United States) 16,327. July 16th. 


APPLIANCES FOR REGULATING OR CONTROLLING AND MBaSURING ELECTRIC 
CURRENTS. R. Lenner., 16,485. July 18th. 


FRAMES FOR SUPPORTING ELECTAIC Сочриотовв IN THE OPEN. T. Buchholz. 

PROTECTIVE Devicks FOR ELECTRIC DISTRIBUTION Systems. British Thomson- 
Houston Co., Ltd., E. B. Wedmore and W. P. Hamlyn. 16,615. July 190. 

ELECTRIC ARC Laurs EsPECIALLY APPLICABLE FOR SIGNALLING PURPOSES AND AS 
SEAKCHLIGHIs. G. Forbes. 16,713. July 22nd. 

EcEcTRO-CHEMICAL DEPOSITION OF METALS OR FOR MAKING METALLIC ARTICLES 
BY MLECTR-CHEMICAL DEPOSITION AND APPARATUS THEREFOR. H. C. 
Harrison. 16,785. July 22nd. 

MEANS FOR AUTOMATICALLY OPERATING GAS OR OTHER VALVES OR ELECTRIC 
SWITCHES AT PREDETERMINED Times. A. Hare. 16,862. July 23rd. 

PORTABLE ELECTRICALLY-DRIVEN MACHINE FOR GRINDING, SAWING, MILLING AND 
THE LIKE. F. Marshall, F. Crookes and G. Robson. 17,015. July 25th. 

ELECTRIC Авс Lamps, E. R. Grote and М. V. Ely, trading as Foster & Co. 
17,059. July 25th. - 


HOLDERS FoR ELECTRIC INcANDESCENT LaMPs. R. T. Preston and Н. E. 
Theobald. 17,346. July 29th. 

CURRENT-COLLECTING DEVICES FOR ELECTRICALLY-PROPELLED LOCOMOTIVES AND 
VEHICLES. K. von Kando. 18,924. August 22nd. 

SWITCH MECHANISM FOR ELECTRICAL SIGNALLING AND LIKE SysTrMs. Allgemeine 
E.ektrieitits Ges. 19,784. September 4th. (Date applied for under Inter- 
national Convention, September dth, 1906.) 


* 


1908. 


SPARKING PLUGS FOR INTERNAL-COMBUSTION ENGINES AND THE LIKE. E. 
Eisemann. 7,107. March 31st. á 

CERTAIN Kinps OF ELECTRIC HEATING Apparatus. Veritys, Ltd., and H. 8. 
Smith. 8,471. April 16th, 

BPARKING Pive. G. Blum. 8,769. April 231d. (Date applied for under 
International Convention, June 11th, 1907.) 

MULTIPLE TARIFF ELECTRICITY METERS. H. Aron. 9,289. April 29th. ai 

ELECTRICAL INDUCTION CLUTCHES, A. P. Steckel and F. du P. Thomson. 11,1%. 
May 22nd. 

ELECTRICALLY-PRoPKFLLED Motor ROAD VĩRHIcLES. A. G. Bloxam. (Siemens 
Schuckertwerke Ges.) 2,495. February 4th. 

APPLIANCES FOR [ВЕ WITH TELEPHONE TRANSMITTERS FOR PREVENTING, тан 
OVERHEARING OF TELEPHONE CONVERSATIONS. E. К. Hutton. 5811. 
February Sth. dat 

Rapio-TELEPHONY. G. Seibt. 8,583. February 17th. (Date applied for unde 
International Convention, March 25th, 1007.) ted 

ELEcTRIC SwircHEs. E. C. R. Marks. (Electrical Manufacturing Co., Uni 
States ) 3,760. February 20th. 5 

MANUFACTUKE OF MAN TLE RI N GS, BURNER NozzLEs, DEFLECTORS, RESISTARE 
AND INSULATORS, UR OTHER LIKE INCOMBUSTIBLE ARTICLES, USED IN тру 
NECTION WITH Gas AND ELECTRIC Fittings. A, A. Lines. 3,947. Fe 
21st. ENT 

METHOD or Jorntna METALLIC BODIES BY MEANS OF AN ELECTRIC (Electric 
CHIEFLY DESIGNED FOR USE IN Bonping Rattus. G. Harrison. ( 
Railway Improvement Co., United States.) 5,015. March 5th. 
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USEFUL KNOWLEDGE. 


TRE Presidential Address to the Educational Science Section 
of the British Association, delivered by Prof. L. C. Miall, 
was, professedly, an address оп “ Useful Knowledge "—in 
reality a discourse at large on education, ite, methods, subjects 
and difficulties. On this question it is easy to say much 
that is true, hard to discover anything new, almost impos- 
sible to steer an even course betwixt the rocks of paradox and 
the yawning gulf of platitude. Prof. Miall’s sense of 
humour saved him from Charybdis ; the essential timidity of 
a British Association audience kept him just clear of | Scylla ; 
yet on a hackneyed subject he managed in eleven short pages 
to talk common sense while avoiding the commonplace, and 
to interest, without shocking, his audience. 

* Useful knowledge," he sardonically remarks, ** occupies 
nearly all the school-time ; " this ** shows its practical import- 
ance, and disposes us to welcome any means of making it 
more effective." The keynote of the whole paper is the 
“The truly 
useful knowledge is mastery. Mastery does not come by 
listening while somebody explains ; it is the reward of effort 
.. . . it comes by handling and doing, by contriving and 
trying, by forming good habite of work, and especially the 
habit of distinguishing between the things that signify and 
those that do not.” Book knowledge is classed with usefal 
knowledge, but only subject to this condition of criticism ; 
the elder Pliny is held up as a terrible example of the 
evils of uncritical assimilation. Knowledge is meant for use, 
and things unused are best forgotten. The memory is not 
intended to be a storehouse of facts ; some are better left in 
the note book, the dictionary or the card index. Passing to 
* Science," the professor defines its fascination as the 
prodaction of verifiable knowledge : its virtues as exactness, 
impartiality, and candour. This last he explains as 
* perpetual readiness to revise opinions which are held in 
respect,” a virtue which is too often neglected in these days. 
„Loyalty, except of one kind, loyalty to herself, science has 
no use for, and does not cultivate.” 

Considerable space is devoted to an examination of 
Herbert Spencer's plea for the universal teaching of science 
on the ground that it is the knowledge of most worth. The 
plea is rejected on the double ground that many people have 
no aptitude for science at all, and that a smattering of many 
sciences is of little practical value, and may even be a 
danger. Оп the other hand, the power of clear, and 
vigorous expression is useful to all, not least to scientific 
men ; and that can only come from the study of language ; 
a study which should be thorough. The chemist or 
physiologist should get effective command of at least one 
foreign language, besides knowing enough of mathematics 
and drawing to be able to make his own calculations and 
sketches. So, while agreeing with Spencer’s estimate of the 
importance of science, the professor rejects his verdict, with 
its implication that usefulness is the test by which everyone’s 
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choice should be determined. It was necessary, of course, 
before a British Association audience to treat with the 
greatest respect the memory of “our great philosopher,” as 
it was the fashion to call him: but those who can read 
between the lines will enjoy the neatness of the implied 
depreciation of his elementary science, and the more out- 


spoken hint of the recoil of his contempt for literature on 
himself. 


About one page is given to scientific training for the 
medical profession, “ our one great scientific profession "— 
apparently to the exclusion of engineering—which “ brings 
science into the daily life of every one of us.” Неге, as else- 
where, the professor insists on training rather than know- 
ledge. “ The multifarious learning of the text-books should 
be put aside in order that undivided attention may be given 
to investigation and proof. . . . I can only hope that the 
examiners would not expect encyclopædic knowledge." Very 
little space is given to technical edacation ; yet in a few lines 
the professor sums it up. Either learn some science or art 
thoronghly and then work under an expert at its practical 
application to a particular industry, or else learn the use of 
particular tools by constant practice and critical examination 
of failures. The mere acquisition of information about the 
industry is useless. The information is likely to be taken 
down inaccurately ; it soon becomes obsolete, and it does 
little to cultivate the intelligence. 


Prof. Miall's knack of epigram comes out at its best in 
the section on Literature, e.g., Literature and science are 
incommengurable.”—‘* Rhetoric—which may be fitly des- 
cribed as insincere eloquence.” He holds up to deserved 
ridicule the pedant who says we should be indoctrinated in 
points of style before we begin to read on our own account, 
or who makes Shakespeare the text for lectures on grammar, 
metre, etymology and historical allusions. Elsewhere he 
touches on the absurdity of learning three or four languages 
simultaneously, and on the ill-effects of the contest of studies. 
There is so much to learn, so much which one would be 
sorry to miss, that there is a poor chance of learning 
anything thoroughly. So a choice must be made, and 
the proper criteria of choice are not in the subject 
but in the learner. These are aptitude and inclina- 
tion, to which is added opportunity, whether of learning or 
of ехегсіве in after life. We incline to think that where 
there is aptitude and inclination opportunity will be found 
somehow by anyone of any moral grit. Also aptitude 
nearly always implies inclination, though, unfortunately, the 
converse does not always hold. Prof. Miall insists also on 
* the need of steady and impartial government, of drill, in 
ghort, if the child is to take all the pains that are indis- 
pensably neceesary in school work." Under present con- 
ditions we agree ; but we think this need arises chiefly from 
the unpalatable nature of school text-books. Teaching in 
nine cases out of ten tends to destroy aptitude and to stifle 
inclination. A child goes to school with an insatiable 
curiosity about the world he lives in, a healthy appetite for 
knowledge of all kinds, and is fed on offal that any adult 
would reject with disgust. Opportunity should include 
access to the best literature on a subject, not the twaddle of 
the text-book for beginners. We do not pretend that effort 
is superfluous ; but, given aptitude and inclination, reason- 
able effort will not be wanting. It is the fault of bad 
teaching that demands an effort, which should be unneces- 
gary, to find the facts under their clumsy presentation. 

Lastly, Dr. Miall pleads for leisure for the pupil, has a 
word of protest against compulsory games, and' devotes a 
short section to Dr. Armstrong’s heuristic method. The 
heuristic method of learning by inquiry and doing has 
doubtless many advantages, but it has the one defect—that 
it demands unlimited time, not to вау genius, on the part of 
the learner if he is to carry it out rigidly ; t. e., to discover 


everything for himself. ^ In practice it amounts to gradual 
teaching : exciting curiosity and then satisfying it by hinta, 
во ав to make the pupil think he has discovered the clue 
for himself. Try cutting it up into little bits was such 
a hint, given by Dr. Hopkinson to his son when struggling 
with the integration of an area: 

We have said enough to show the drift of Dr. Miall's 
addrees, and to commend it to the attention of our readers. 
The inference to be gathered from it is that present methods 
of education are radically wrong, but he seems to shrink 
from drawing that inference in ita entirety ; and to follow 
out the question raised, even in outline, would more than 
double the length of this article. 


THE main functions of any system for 
ы ыш obtaining the costs of production аге:— 
and Uses of Coat First, the maintenance of a high effici- 
Accounts, ency in the factory; secondly, the pro- 
vision of accurate records for estimating 
purposes. It is also essential that the results should be 
actually used, otherwise they tend to become incorrect 
through lack of interest on the part of those responsible for 
their upkeep. | 
To enable cost accounts to be effectually utilised they 
must be extended to cover the? detail costs, and the records 


must be assembled and indexed in such a manner as to pro- 
mote easy reference. 


The practice of issuing a list of parts with every manu- 
facturing order has now become general, and it is customary 
to extend one copy for the purpose of recording the costs of 
production. By introducing suitable columns upon this 
form, not only can the cost of labour and material upon 
each item be recorded, but it is quite practicable to detail 
the weights of different materials. Thus for an electric 
motor the weights of the brasses, the stampings and other 
parts would be given separately. 

Then, again, columns are reserved for indirect charges, 80 


that these lists give totals and detail coste in every possible 
form which can be required. \ 


These records are filed under their order numbers, and to 
make them quickly available for comparing similar orders, 
indexes are necessary to classify them according to the type 
and size of product. For estimating purposes more detailed 
indexing is desirable to enable the prices of various parts to 
be quickly referred to. Special machines often largely con- 
sist of a combination of standard parts belonging to other 
products, and in estimating the cost it should be much 
quicker to look up the expenditure on previous orders than 
to work out the labour and material specially. If, how- 
ever, the cost accounts are to be depended upon for this 
purpose, it is absolutely essential that they should be correct, 
and, as stated above, this feature can only be ensured by 
frequent use and close воре vision on the part of those ш 
control. 

The use of the records for comparing the cost of similar 
orders is, perhaps, more conducive to accuracy than their 
employment for estimating. If a certain batch of articles 
or machines cost considerably more or less than similar 
previous batches, the detail costs should be carefully atudied 
until it is ascertained where the differences have occurred. 
This process is almost certain to bring to light any errors 
which exist, and the knowledge that the accounts are 0 
in this way is a strong incentive to the staff to make up 
the records correctly. 

Then, again, the investigation of manufacturing costs has 
a most beneficial effect upon the behaviour of the foremen, 
віогекеерегв and workmen, who soon find that any slacknes 
or inaccuracy is likely to attract the attention of the manage. 
ment through the medium of the cost accounts. 

Even in quite small undertakings it will be the rule, Ш 
future, to employ a simple system of accounts to ascertain 
the costs of production, and where snch practice has already 
been established and used in the way we have described, the 
results have fully justified the extra time involved. 
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A CASE which was recently tried in the 


N Court of Session raises certain points of 
‘Negligence. interest in relation to actions for negligence 
against a tramway company. A small boy 


was injured by a cable car. His father brought an action 
against the Edinburgh and District Tramway Co. 
claiming £2,500 damages. It was alleged that tbe driver 
was negligent in not keeping a proper look-out, and that the 
company were negligent in using a car on which the view of 
the driver was to some extent obscured by a staircase. The 
company denied negligence, and alleged that the accident 
was due to the contributory negligence of the child, and 
to the negligence of his parents in allowing him 
to cross the street’ unattended. The first point of 
interest is that the case was tried withont a jury. 
It seems that in this matter there is a difference between 
English and Scotch law. In England, the plaintiff can always 
insist on trial by jury in cases of negligence; but in 
Scotland the Court has power to order trial before a Judge 
alone. The element of sympathy with the plaintiff is thus 
toa large extent eliminated. In considering tbe facts of 
the case, the Judge came to the conclusion that the car was 
nob of faulty construction or design, and that it was going 
at a reasonable speed. Не also held that there was no 
negligence on the part of the company in not providing a 
“ Tidswell" guard, the use of that apparatus being impos- 
sible on a cable car owing to the grip. Of greatest interest, 
however, is the declaration of law on the question of con- 
tributory negligence. It is not necessary,” said his Lord- 
ship, “ to prove blame on the part of the guardian of a 
child in order to escape liability. Children will disobey all 
orders, break all rules and neglect all warnings. But if 
they do so in such circumstances as the present, the law 
does not consider that other persons should suffer. 

hecase is essentially the same as if a grown person, 
absorbed in a book, were to cross a thoroughfare without 
looking up or down for approaching cars." This is the law 
as declared in Scotland: We have no reason to doubt that 
the same principle would be applied in England. 


Water-Power . ALL those who are interested in the 
in New Zealand, industrial progress of New Zealand, and 

more particularly those who favour the 
development of its abundant water-power, will welcome the 
Common-sense decision of its Government to legalise the 
leasing of such water-power ав is required for manufacturing 
or other purposes. It is curious to reflect on New Zealand, 
avowedly a progressive State, possessing many growing 


industries which need cheap power for their successful 


development, saddling itself with a law retaining the whole 
of the natural water-power of the country exclusively to the 
Government, which, as it happens, is utterly unable to develop 


it, for financial reasons. 

State railway electrification has, of course, been more or 
less discussed in recent times, but even this could scarcely 
Justify such a self-denying ordinance as that in question. 

We have the satisfactory evidence of the Governor him- 
self that “from all parts of the country applications come 
to the State for the leasing of water-power,” and thus 
from an industrial point of view alone the promised amend- 
ment is undoubtedly a step in the right direction. 

en one remembers the energetic development of 
Japanese water-powers and the cheap labour which that 
nation can utilise, it is somewhat surprising that enterprising 
New Zealanders should have so long neglected one of the 
prime factors in present-day industrial competition. 

Seeing that American and Continental engineering 

ms have so largely benefited from hydro-electrical 
Work in our own Colonies in the past, the coming oppor- 
tunity seems to be one which British engineers would do 
Well to ttilise while there is yet time. 


STEAM TURBINES IN POWER STATIONS. 
By HARRY WEBBER, A.M.LE.E. 


THERE is a tendency all over the country for station 
engineers and all large firms who produce their own power 
to adopt steam turbines, and the object of this article is to 
give a summary of facts in connection with the running and 
maintenance of steam turbines (Parsons type), which the writer 
has found by experience to be of the greatest, importance. 
The most serious trouble met with when first the turbine 
became something more than a toy, and which is peculiar to 


this class of prime mover, namely, the stripping of blades," 


i8 practically over. When this does occur it can generally 
be traced to a bad arrangement of steam piping, allowing a 
bolt of water to pass over into the turbine, or carelessness 
about superheat which, if excessive, causes distortion of the 
casing. 

The temperature of the steam should not exceed 550° F., 
which will give all the usual advantages to be obtained by 
the use of superheat without any danger in a well-constructed 


turbine. A good mercury pocket at the steam inlet to the . 


turbine is essential, with a properly protected thermometer 
kept in continuously, so that the temperature of the steam 
can be noted at any moment. А sudden rise of temperature 
from some cause may do the mischief in a very short time. 

Another precaution which cannot be too carefully observed, 
is to prevent any solid matter coming over with the 
steam. Most makers fit a strainer to their turbines, but as 
this must have an area equal to that of the main steam pipe, 
the holes are fairly large, and can only be relied upon to stop 
small solid pieces of material, which a thonghtless fitter may 
have left in the steam range when re-making a joint, but 
other particles do come over with the steam if care is not 
exercised with the boilers. | 


Àn instance I will quote occurred with & turbine which had. 


been running for two years; when it was opened out for 
inspection, the blading throughout, both in the fixed and 
moving portions, was found to be badly choked up, some 
sections of the blades being almost solid. The deposit was of 
a brown nature, and proved to be boiler composition which had 
been put in the drums of the Babcock boilers as solid blocks; 
this was supposed gradually to soften and mix with the 
water, but evidently some of it came over with the steam. 
This condition of affairs had not improved the turbine blades, 
some of which were missing in nearly every expansion, 
whilst half the last ring at the low-pressure end had entirely 
gone, 

It seems almost incredible that with unshrouded blading, 
it i8 possible for blades to come out at the high-pressure 
end, and find their way through the turbine without causing 
acomplete strip. In this particular instance, I actually found 
one of the blades lodged in the bottom, and the rotor running 
at 3,000 R. P. M. must have just cleared this by an exceedingly 
small amount. At various places it was apparent that 
blades had been bent over and shifted from their proper 
ungle. Several weeks were spent on cleaning, resetting, &c., 
but no more solid boiler composition was used. 

Good lubrication is of the greatest importance with all 
high-speed machinery, but with the steam turbine it well 
repays the user to attain nearly perfect lubrication. This can 
be achieved by using a good mineral oil, and keeping all trace 
of water out of it. p 

Turbine manufacturers have given this matter very 
special attention, but in a great number of instances they 
fail to keep all traces of water ont. I have had personal 
experience with three separate turbines that have failed in 
this respect, and know of a number of others. Two buckets 
of water could be extracted after eight hours’ running in one 
case, whilst the others were not quite so bad ; but the result 
was the same with all, namely, to cause the oil to emulsify, 
and throw down a heavy deposit, clogging every part the oil 
came in contact with. 

Water can only get into the oil at two or three places, and 
will generally be found to proceed either from the steam 
sealing devices at the ends of the turbine or from the water in 
the oil-cooling tank. This can easily be located by separat- 
ing a small quantity of water from the oil, and putting it 
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throngh the standard soap test for hardness. Should it 
prove to be hard water, look to the oil-cooling tank, but if 
distilled, it must be proceeding from the sealing glands. 
Sometimes it emanates from both places at once, in which 
case it will be found best to cure the hard water trouble 
first. Three months is about the life of oil with a turbine, 
if water gets mixed with it, but when free from this undesir- 
able mixture the oil will last fully 12 months, and then be 
good enough for general purposes. 

I understand that several well-known oil merchants are 
putting forward an oil which will stand mixing with water, 
if the percentage is not great, but this is really only meant 
for cases where it is impossible to keep water out altogether, 
notably in marine turbines. It is an attempt to remedy the 
trouble, but cannot be compared with getting at the root of 
the evil. 

Ав an instance of how low the oil coste can be kept, take the 
case of a 3,000-кж. turbine. This requires about 130 gallons 
of oil to charge it, after a complete clean out. With a good 
oil which is procurable at 1s. 8d. per gallon, this quantity 
would last 12 months (providing always that no water geta 
into it) without a change. Allowing another 50 gallons for 
leakage, &c., this makes a total of 180 gallons per annum. 

Now to reduce this to a given cost per unit generated, 
assume an average load of two-thirds = 2,000 Kw. for ten 
hours per day, over 200 days per annum, giving 4,000,000 
units generated. The cost of oil, being 180 gallons at 1s. 8d., is 
£15, ог *0009d. per unit generated, being less than 14. 
for every 1,000 unita generated. 

Where turbines are employed to drive alternators of the 
revolving field type, vibration may be looked for, and it is 
necessary to keep a close watch during the first few months, 
as shrinkage of the insulation and other distorting effects due 
to heat, will tend to throw the rotor out of balance. 

At the first sign of increased vibration, it is always best 


to have the rotor rebalanced. Messrs. Dick, Kerr & Co. do 


this in a very neat way. The pole shoes have several £ in. 
holes drilled right through them, which can be filled either 
with round sticks of lead, or wood to suit. If it is 
required to rebalance, it is only necessary to put the rotor on 
parallel strips and change the wood for lead where desirable, 
or vice versa. 

I have known instances where a rotor has, no doubt, been 
slightly out of balance for some time, and then suddenly 
become much worse, and caused considerable damage. 

There is every reason to anticipate a large demand for 
“low pressure" or “exhaust steam turbines, as un- 
doubtedly a great number of really modern and efficient 
reciprocating engines are in use at the present time, and it 
is very often preferable to install a low-pressure turbine, to 
take the exhaust from these, and thus utilise every available 
pound of steam, than to scrap the engines altogether. Some 
good examples of this combination are already installed, 
and give moet excellent results, the working pressure of 
steam being as low as 1 lb. per sq. in. In the writer’s 
opinion, turbines of the Parsons type are most suitable for 
low pressure work, and in the near future only this form will 
be used for that purpose. I am given to understand that 
one or two leading turbine manufacturers are at present 
considering radical alterations to the design of their high 
pressure turbines, the result aimed at being the production of a 
turbine embodying all the best features of the several different 
types. Whether such a turbine will soon be available depends 
entirely upon the difficulties which will be met with in the 
design. 

a the matter of governing, the turbine can easily hold 
its own with the best reciprocating engines on the market. 

The direct-acting type is undoubtedly to be preferred, 
although the original “puff admission” governor enables 
one to run a turbine more economically when only lightly 
loaded. 

One of the latest governors, which has only just passed 
the experimental stage, and is of the direct-acting type, has 
compensating weights, which come in closer to the centre as 
the main weights themselves move outwards, and rice versa, 
but in practice this proves rather sluggish. 

Since the advent of the turbine, specialists on condensing 
plant have made great efforts to reach an ideal vacuum for 
any given temperature of inlet water, compatible with 
barometric conditions. 


As an outcome of these investigations, we have the 
barometric condenser, which, although it has been on the 
market for a number of years, has not really been brought up 
to date and pushed to the front till recently. Given a powerful 
air- pump, with a large exhaust pipe, this plant will main- 
tain an almost perfect vacuum. It has one very great 
advantage, namely, that no tubes are required, the water 
meeting the steam in a drum fixed at the top of its baro- 


metric leg, whilst the condensed steam and cooling water 
_ afterwards fall down by gravity into a tank, from which the 


circulating water pump is continuously delivering water to 
the top of cooling towers unless ordinary river water is avail- 
able. But this very arrangement brings along other features 
which are detrimental ; thus, unless all the water is properly 
treated, it is obviously impossible to utilise the pure or dis- 
tilled water resulting from the condensed steam. This water, 
coming from a steam turbine, has no suspicidn of oi] with it, 
and could be pumped direct into the boilers, if from a surface- 
condensing plant. 

The governing feature in settling what type of condenser 
to adopt will be the quality of water available, as if it would be 
necessary to treat the water for use with a surface-condensing 
plant, then softening tanks, &c., would have to be installed, 


. and the other advantages to be obtained with a barometric 


plant make it unquestionable that the latter is to be 


preferred. 


A point which it is always well to bear in mind with con- 
densing plant for steam turbines, is that, owing to the absence 
of oil, all iron and steel parts are liable to rust. I have found 
that steel rings fitted to the buckets of air- pumps rust away 
very quickly, although the bucket and barrel are both 
bronze, whereas phosphor-bronze rings last indefinitely. 
Modern practice with barometric condensers is to use huge 
light-gauge steel tubes as the main exhaust pipe, andl it is 
here, and in the water head (where a great scouring action 
takes place) that care must be exercised. In some cases 
a spare water head is kept ready as a safeguard, but 
with treated water, such excessive wasting away should not 
be experienced. 

The oil pump of a steam turbine is of as much importance 
as the governor, and should receive more attention than any 
other part of the plant. I would almost go so far as to say 
that it should be in duplicate, so that if one failed, the other 
could keep up the circulation of oil for some considerable 
time. | 

A small hand pump is generally fitted for flushing the 
bearing before starting up, althongh in the early Parsons 
turbines, this was not thought of, even when a very unsatis- 
factory plunger pump was fitted, with valves liable to go 
wrong at a moment's notice. 

Should an oil pump fail, it takes a very short time to 
bring about a seizure in the bearings, in fact, it is hardly 
safe to run long enough to parallel other machines for taking 
the load. A rotary oil pump of the spur-wheel type contains 
very little to get out of order, but the method of driving it 
cannot be too carefully thought out. 

It may be as well before concluding, to enumerate some of 
the most prominent advantages the steam turbine has over 
the reciprocating engine. 

Assuming that an exceptionally good reciprocating steam 
engine can be turned out new, and everything 18 
perfectly tight, with a steam consumption almost as low 88 8 
turbine of equal size, this does not hold good after a few 
months’ steady work, for whereas the turbine will be exactly 
as at the start, the reciprocating engine will have its piston 
and valve rings slacker, and the difference in steam con- 
sumption will be very pronounced. 

Then the cost of oil is much heavier with reciprocating 
plant, as it seems almost impossible to keep water out of а 
crank chamber, and cylinder oil is a necessity. | 

Other items, such as first cost, ground space required, 
together with repairs and maintenance, will, upon due con- 
sideration, show that the turbine holds the field in all of 
these. In most central stations where the turbine is a recent 
addition, it has been installed with sufficient capacity to do 
the work of any three or four reciprocating sets. With such 
a comparison, the results in total works costs show a 50 pet 
cent. saving on the turbine plant. The comparison is not 
quite fair to the reciprocating plant, as undoubtedly if the 
four sets could be converted into one huge engine 9 
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the very best design, the difference would dwindle down to a 
much smaller percentage. 

Turbines are like watches, they are best when kept 
continuously at work, and the amount of wear and tear 
is infinitely small. Some doubt seems to exist as to 
whether they are so reliable as reciprocating plant: 
personally, I have no doubt on the snbject, and would 
воодег run turbines for this very reason. Providing the 
various items enumerated in this article are receiving proper 
attention, the chances of failure are very few, and that 
familiar figure known as the greaser is likely to be 
eliminated altogether in stations with turbine equipment 
throughout. 

Recent trials by the Admiralty on the new cruiser fitted 
with turbines, have practically settled the question once for 
all in connection with marine work, and as a sign that the 
demand is increasing, the well known Curtis turbine is being 
built in a horizontal type especiaHy for marine work. 


PEAT AND LIGNITE. 
CANADIAN GOVERNMENT REPORT ON THEIR FUTURE. 


[ CONTRIBUTED. | 


— 


Every citizen of the British Empire is in duty bound to 
take an interest in the peat problem. Our hopes are high 
that the engineer will succeed in Ireland, where the poli- 
tician has failed. But for the moment we are more con- 
cerned with Britain beyond the seas than with the United 
Kingdom. What does the Report just issued by the 
Canadian Department of Mines lead us to expect concerning 
the peat of that country? This question may be best 
answered by quoting the following paragraph :—“ The 
increasing population and industrial activity in Canada, 
demanding every year a larger amount of fuel, the growing 
&carcity of wood in the settled parts of the country, and the 
Increasing prices of both wood and coal are making the 
Utilisation of our peat bogs a question of great importance.“ 
Several other reasons are also mentioned. It appears that 
the coal deposits in Canada are situated in the east 
and westerly provinces, leaving the interior provinces 
Practically dependent on the coal mines of the United 
States, A few years ago there was great anxiety because 
of the strikes at these mines, and enormous prices had to 
be paid for fuel. 
All of the northern countries possess large areas of peat 
no and Canada has been liberals dealt with by Nature in 
that respect. It is estimated that there are nearly 40,000 
Square miles of peat in the country, and the average depth 
eren be about 8 ft. “It ie highly probable," says the 
15 etin of the Geological Survey of Canada, “that these 
„gures are too low, as, up to the present, no systematic 
investigation of the peat bog has been undertaken, and 
most likely many bogs have not been recorded and included 
ш the above estimate.” In any case, there is an enormous 
Рр of fuel energy waiting to be used, and a certain demand 
or n if it can be madea marketable commodity. 
: 0 the mind of the average electrical engineer, the above 
mE розету аге not easily converted into understandable 
дәме е will therefore at once translate them, and say that, 

i ed 108 that 1 ton of coal is equivalent to 18 tons of air- 

С peat, every square mile contains a potential fuel energy 
M to 430,244 tons of ordinary coal. 
iz n. present time the principal fuel in Canada is wood. 
e € forests are now required for other purposes pulp 
a aaa mills, lumber, &c.—and the report states that 
Kar for fuel purposes is fully comparable, and even 

Perior to wood.” In the past, several endeavours have 
Ganada di to manufacture peat fuel in Canada. Alas ! that 
а ould have the same story to relate ав that of some 

uthusiasts in this country. There have been financial 


_ failures, and these have caused a certain distrust among 


capitalista. But in most cases the attempts have never 
passed the experimental stage. And this reminds us of the 
especial value of the report now before us. It contains 
descriptions of, and facts concerning, peat manufacture in 
various parte of Europe, where commercial success has been 
obtained. 

There are two main processes of peat briquette manu- 
facture. They are (1) the air-drying method; (2) the 
mechanical method. The first-mentioned process has been 
worked with success in Germany and Sweden; but the 
great future seems to lie with some mechanical process for 
separating the moisture from the peat. It is obvious that 
the air-drying method is unsatisfactory for a northern 
country, for where there is peat there is usually a great deal 
of moisture and inclement weather. Interesting though 
the descriptions of many of these air-drying plants are, we 
must pass on to consider the more advanced ways of treating 

at. 

The pages which come under the heading of “ Manu- 
facture of Briquettes without air-drying the Peat,” contain 
the most interesting matter; for they show that for 
years the inventor has been trying to introduce artificial 
means to remove the moisture of the peat, and they 
contain news which makes us most sanguine. A very long 
description is given of the Ekenberg wet carbonising 
process, of which the Report says that it is “the most 
promising process for the conversion of peat on a large scale 
into fuel.” 

Whether this process will be a commercial success in 
Canada or in Ireland, or whether it will perchance transform 
the dreary wastes of parts of Russia into useful manufacturing 
centres, yet remains to be seen ; but that the method is of 
great scientific interest there can be no question. It should 
be mentioned that the Swedish Government has assisted 
the inventor with a valuable money grant, and that ite 
expert has reported very favourably indeed upon the process 
to the Swedish Department of Agriculture. Indeed, most 
of the information collected upon the subject, was originally 
obtained from that source. 

The discovery made by this Swedish doctor is that when 
wet peat from the bog is heated under pressure at a 
temperature of 150° C. or more it undergoes a two-fold 
change. 

In the first place, it loses its gelatinous property, and it 
becomes amorphous. With peat in its natural state it is 
impossible to remove the moisture by subjecting the peat to 
pressure. But after it has reached the critical temperature 
of 150° C., “ the larger part of the water in the peat can 
easily be removed by pressure. That fact is certainly 
remarkable. 

Secondly, a coking action takes place during this pro- 
cess. The amount of carbon in the remaining mass is 
increased. 

Two other interesting points are brought out in the report. 
One is that no gases are developed. Now, in the dry dis- 
tillation process large amounts of gases, which contain 


carbon in some form, are developed. Obviously the amount 


of carbon in the peat is reduced by such a process. Finally, 
it may be quoted from the report that “the product 
obtained can be easily briquetted into solid briquettes after 
the moisture has been partly pressed out, and the resulting 
mass is artificially dried. These briquettes do not absorb 
moisture, and are in appearance and weight very similar to 
coal, provided that the coking and briquetting are done at а 
sufficiently high temperature.” 

A close study of the report leads one to the conclusion 
that one great point of this new invention is that o heat 
is wasted in converting the water contained in the peat into 
steam before separating it from the peat. In the other 
artificial processes this loss by reason of the “ latent ” heat 


required has been the source of weakness. The following 


quotation brings out yet another interesting fact about the 
resulting fuel :— 

„The dried peat obtained contains about 3 per cent. 
(depending upon the peat used) of a paraffin substance, 
which, melting at about, 90? C., acts as a binding material in 
the briquettes made. Briquettes containing no moisture 
can, therefore, be produced from wet carbonised peat if the 
temperature is kept at 100? C. or more during the briquetting 
process. Such briquettes have a calorific value of 6,000 
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calories per kg., or more, weigh about 50 lb. per cb. ft., or 
more, and contain, therefore, per cb. unit about the same 
value as ordinary coal.” 

The report gives the total inclusive cost of briquettes per 
ton at 88. 9d., but, although that figure would make the 
working commercially profitable, it does not seem to have 
occurred to the inventor or to the author of the report that 
from peat briquettes sulphate of ammonia may be recovered, 
as is proposed in the Central Ireland scheme, and is com- 
mercially of considerable value. 

It is only fair to quote the report upon the matter of other 
methods which have been employed or suggested. We will 
take them in order. 

Drying by pressure.— The verdict is clear, The removal 
of the excess of water by pressing the raw peat has so far not 
proved successful.” | 

Drying by heat.—' The plants where this method was 
introduced are, however, closed down several years ago, and 
probably the economical results are less satisfactory.” 

Kerrinne’s method of drying peat by means of electrical 
energy.—A plant in which this method was used, and the 
whole process involved by it, is described, and the following 


epitaph appears at the end of the description: —“ Very 


little is known of the success of this undertaking, but the 
briquettes made are in no way superior to common air-dried 
peat bricks, and the cot of manufacture is naturally con- 
siderable higher. 

Electro-Peat Coal.— The name is entirely misleading, ав 
no coking is done by this process,” and “the product is not 
likely to be in any way superior to the common air-dried 
peat bricks manufactured by the usual methods. It is also 
questionable if the cost of the electric energy used will be 
paid back by the small amount of moisture evaporated, and 
whether the change in the structure of the peat, effected by 
the passage of the electric current, is as great as claimed.” 

It is difficult to read thrice through a Government report 
of 247 pages without catching an enthusiasm for the 
subject, especially when the matter discussed has been of 
interest to the reader for some years. Mr. Nystrom, the 
author of the report, deserves the unstinted praise of 
practical scientists in this country. The ELECTRICAL 
Review has recently, in a leading article, bestowed great 
praise upon Mr. Tomlinson’s effort to interest the local 
section of the Institution of Electrical Engineers in Ireland, 
in the matter of peat utilisation. Captain Sankey will, 
curiously enough, discuss this very problem of peat in 
Dublin next week before the British Association. We do 
not know the views of either Mr. Tomlinson or 
Captain Sankey upon the conclusions contained in 
the Canadian report, which we have attempted to 
set forth above. One so seldom finds encouragement for 
inventors in reports issued by our own Government, that 
perhaps one is rendered unduly optimistic by the evident 

raise bestowed upon one new patented process by the 
Canadian report. But if we have the altruistic desire 
to make two blades of grass grow where only one grew 
previously, or even if we only have the American conception 
of our great work of civilising—‘‘ doing for one dollar what 
any fool can do for two "—we cannot but hope that some 
system will be developed to utilise peat in à manner com- 
mercially successful. Frail human nature may have a bias 
for those things with the stamp of authority. A subsidy 
from the Swedish Government and praise from the Canadian 
Government report may make the young Swedish inventor of 
the wet carbonising process suffer from undue elation. We 
.hope not. We can wish for nothing better for Canada, 
Ireland, Sweden, Norway, Finland, Denmark, Germany, 
Holland and Eastern Russia than that they will succeed in 
turning to the use and convenience of man the vast peat 
deposits which Nature has presented to them, and which 
mankind, in its ignorance, has for centuries despised. 


Mill Struck by Lightning.—During a thunderstorm at 
Blackburn on Friday last, the Syke Mill, at Belthorn, was struck 
by lightning. The current travelled down a chimney, entered a 
weaving shed at one corner and passed along diagonally to the 
opposite end, The looms were all running, and the beams and 
healds in eight of them were set on fire. The operatives fortu- 
nately had sufficient presence of mind to extinguish the fire, 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ox TomsDay cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Lightning Discharges. 


The article by Mr. Fernie on lightning discharges, page 
314, was very interesting and instructive, and much 
information might be got from the recorded observations of 
others given on personal authority and not on hearsay, nor 
on the assumptions of the lay Press. The present writer 
remembers the description of the freaks of a thunderstorm 
which wrecked some farm buildings, as given in the daily 
papers. It was asserted that a fencing wire which was 
used for fastening the thatch of a roof was polished bright 
and cut into small fragments. It was found that although 
the statement about the polishing was not correct, the havoc 
was most extraordinary. The wire in question had evidently 
been raised to an incandescent temperature, and molten into 
short lengths from 1 in. to 1} in. long, the ends being 
rounded, and the whole a beautiful blue colour due to rapid 
oxidation. The newspaper man who went over the ground 
first had no difficulty in tracing the direction of the “ fluid," 
as he called it, from point to point until it disappeared into 
a wel. Those who knew less thought it was a disruptive 
discharge simultaneously splitting a large tree about 100 
yards off, and shaking to pieces part of a farm cart, near 
which was a youth who was instantly killed. During 
thunderstorms it is quite common to see St. Elmo’s fire, à 
form of brush discharge. An eye-witness to this phenomenon 
declared that he saw a whole fence on fire. Many observers 
have stated that they have seen a discharge descend from 8 
cloud into a conductor on a chimney shaft or a church 
spire. After much observation for many years it cannot be 
said that any line of direction could be noted. It has never 
been the misfortnne of the writer to see ball or globe 
lightning, but it is believed that this forms 8 
notable exception to this rule of excessive в 
which cannot be followed by the human eye. I can 
remember a case similar to those given by Mr. Fernie, where a 
flagstaff on an hotel was split simultaneously with a burn-out 
on an armature some mile or go distant. It is not necessary 
to assume that the lightning travelled along the mains for à 
mile and then burnt the coils. The conditions must be 
remembered, that in the armature coils at certain points 
considerable difference of potential exists, but the insulation 
is quite sufficient to keep matters straight under working 
conditions, but in the case of oscillations of certain wave 
lengths caused by electrical discharges even at remote 
distances, the insulation breaks down like the coherers in 
wireless telegraphy. The generating currents themselves do 
the damage, the lightning flash producing the oscillation 
which breaks down the electric: insalation between the live 
wires. 

Another case is recalled where a fire was raised in а cup- 
board containing two electricity meters on в three- Wire 
installation. On investigating it was found that a bunch of 
arc-lamp carbons were stored in a shelf between the meters, 
resting on both. Here again is the coherer principle st 
work. A lightning flash, not necessarily near the building, 
would start a short between the live part of the meter and 
its саве, the carbons shorting over to the other meter, an 
the “juice” of the supply starting the fire, the lightning 
flash thus causing the destruction very indirectly. 

The most notable instance of this class of phenomenon 
which the present writer can remember was one when ап 
electric bell started to ring during a thunderstorm. It was 
near midnight, and the domestics fled from the kitchen when 
I was sent for. I was strongly advised to fortify myself 
with something which the lady of the household brought 
on а tray, “before you go down," she said, “in the dark- 
ness.” The battery was disconnected after a note had been 
taken of what room the lightning bad been at work in, 88 
shown on the indicator. Then silence was restored. 
very casual observation next day revealed the following: 
A pear push and flexible were used to reach the dining 
table, to be used only at meals. This was branched off a 
rosette on the wall, and the flex was roughly coiled up and 
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hung on a hook. At some period of its history some of the 
domestics had coiled up the flexible and carelessly allowed it 
to come near а gas flame, which scorched the insulation, 
leaving only a charred material between the live wires. Here, 
then, at this point was a condition which only waited for an 
electric wave to cause coherence of the strands of the flexible 
and alarm the household. No amount of coaxing would 
induce a rehearsal, although it was evident that the alarm 
was one of Nature's wireless bell-ringing. There is much yet 
to be learned on the subject which is full of interést. The 
present summer, with more than the usual amount of sultry 
days, has been very immune from thunderstorms, and con- 
versely some years of cold raw summers have seen more than 
an average of these thunderstorms. : 

Those who have been eye-witnesses of ball lightning might 
describe its appearance and some of its effects. 

Alexander Spark. 


Aberdeen, August 29th, 1908. 


Auto-Transformer Installations. 


I should be very glad if any of your readers, preferably 
contractors, who have had experience of the working of 
auto-transformers or balancers in connection with metallic- 
filament lamps of low candle-power and voltage, would give 
some details of their experience with these. Do they, in 
actual practice, effect the economies claimed for them, and 
are they received with favour by consumers? Are your 
readers of opinion that they are likely to become the usual 
practice, on alternating circuits, or not? There seems to 
bea sharp difference of opinion in the electrical world 
regarding these, and it would seem that some accounts of 
actual experience would be worth perusal, and might settle 
the matter as to whether their installation is, or is not, 


advisable. 
6. Clifton. 


[There is no doubt about the practicability of the system, 
and a great number of such installations have been success- 
fully carried out. We shall be glad to hear from readers 
who have had experience in this connection.—Eps. E. R.] 


Municipal Extravagance. 


I think the following extract from a corporation specifica- 
tion is a good example of the way the ratepayers’ money is 
wasted :— 
The price to include . . . . and the necessary 
cables from these switches to the switchboard, which must 
be cleated up in the cable trench shown on our drawing, 
in an approved manner to the electrical engineer. 


Why cannot the cables be cleated up toa boy? If the 


engineer is used, I imagine he will be bound to neglect his 


other duties. 
Municipal Reformer. 


The Electrical Industry. 


" Socialist" has quite distorted my letter on the above 
subject. My policy, which was most clearly stated, is not 
to call in money indiscriminately, as I am quite aware that 
Very few businesses can be carried on without credit. 
However, in my opinion, unlimited and lengthy credit is as 
great an evil as no credit, and my policy is to strictly limit 
the length of this credit. Does, for instance, ** Socialist,” 
in his private capacity, buy goods for which he knows he 
cannot pay in less than six months’ If so, I am sorry for 
him ; and in the same way I am of the opinion that trading 
firms should not, order goods for which they know they will 
not be able to pay in less than six months or so. As a 
matter of fact, some of the larger firms are taking up a 
much firmer standing regarding the length of credit they 
Will give; and if this policy of more strictly enforcing the 
Usual trade terms is gradually adopted, then it will be for 
the good of the industry. 

Unfortunately, I am not a millionaire, and, fortunately, I 
am not a Socialist, but I certainly think that the custom of 
giving six or eight months’ credit tends largely to over- 


trading, cut prices, and a good number of the failures ; and 
I should welcome the policy of more strictly enforcing the 
usual trade terms both on the credit and debit side, and 
believe that it would be to the considerable advantage of 
the industry. Even in the case of large contracts, payments 
are made to the contractor as the work progresses, and these 
payments, together with a certain proportion of capital 
which the contractor should have, should enable the con- 
tractor to pay out in accordance with the terms stated in my 


previous letter. | 
Richard С. Dieppe, A.M.I.E.E. 
London, S. W., August 28th, 1908. 


I duly read *Innocens's" article in your last issue, 
entitled “ Tangled Topics, and whilst thanking him for 
his kindly reference to myself, would suggest that he and 
some other of your correspondents have not yet grasped the 
objects of the proposed Electrical League. He assumes that 
the League is formed to remove all causes of dispute between 
the different sections of the industry, and make everyone 
obey ita beheste to that end. This is not so. It cannot be 
denied that the electrical industry is suffering from keen 
depression, and the suggested League would consider the 
various reasons for this, and then set to work to apply such 
remedies as lie within ils power. 

The industry 1s hampered by ‘legislative restrictions. Is 
it so foolish to make a united effort to remove the obstacles ? 
We suffer from depression, because demand does not grow 
quickly enough. Is it quite impossible to educate the public 
to the advantages of electricity by an energetic publicity 
campaign carried out by the whole industry for the whole 
industry ? Is it not probable that in many other directions 
united efforts would improve the position? These are 
pertinent questions, and not lightly to be answered in the 
negative. 

There is hardly an industry in the country of which the 
members are not bonded in close union in matters of general 
welfare, though keenly competing in other respects. Before 
we sit down and say we are incapable of doing what others 
have done, let us at least see whether we are really so feeble, 


R. Borlase Matthews, Wh. Ex., A. N. I. C. E. 
London, S. W., August 29th, 1908. 


4 Freak Motor Wanted. 


May I, through the medium of your paper, ask if any 
reader of the ELECTRICAL Review will kindly furnish me 
with the name of a firm or firms who can supply a motor to 
work under the following stringent conditions, viz, :— 

1. Its н.р. at all speeds must be equal to 15. 


2. Ita minimnm speed = 75 R.P.M. in positive direction. 


8. Its maximum speed = 750 R. P. u. (in + direction). 

4. It must be able to work at any intermediate speed by 
means of special controller and field regulating devices. 

5. It must be able to reverse from any speed in + direc- 
tion, to 1,500 R. P. M. in a negative in as short a period as 
possible. 

A very good price will be paid to any enterprising firm 
who can produce such a motor. 


Enquirer. 


Metal-Filament Lamps. 


Referring to ** Contractor's letter, I should like to state 
that I have had a considerable number of Osram lamps 
through my hands, and my experience invariably is that if 
they are purchased as packed in the original casks they 
arrive intact. On the other hand, if they are purchased a 
few at a time and packed in ordinary packing cases, break- 
ages do occur. This, of course, points to the necessity of 
very careful handling when they reach ‘ Contractor's ” 
hands. 

I should very much like to know what other troubles 
* Contractor" refers to. I have certainly obtained very 
satisfactory results with Osram lamps. The very first batch 
I obtained over 18 months ago were not so satisfactory, а 


dr р — — — — 


— 2 — — — = 


— . 


d 


D—-- 


T im E —— ы z = © — ie — Sms 


Ф к= лил 4 
E 


* 


H e. das 
— UR P rm ap o E 


2227 E ai n dl 


LN а ы ST a TECUM M SEITE EEE PSL лл CFT NEI CTS URP E EES EOE iR nr CETUR. IRIEL NN ETE з —_ 


368 THE ELECTRICAL REVIEW. [Vol 63. No. 1,606, Вхртимвив 4, 1908, 


— . ö—Pä — —— —— ——— — — 


small percentage blackening very rapidly, but on my draw- 
ing the attention of the suppliers to the matter, they 
replaced the defective lamps free of charge. Since that 
time there has been no cause for complaint. I may men- 
tion that we have here 50 posta which were fitted with 
Osram lamps nearly a year ago; they have been burning 
over 2,000 hours without a single failure, and we are now 
fitting Osram Jamps throughout. 

Now comes my grumble. When our representative 
approaches а gas consumer with a view to securing him as a 
customer he gets along very nicely until the question of cost 
of installation comes up. The price of the Osram lamp 
then has to come out, and the mention of 4s. per lamp often 
frightens the would-be consumer, who generally retorts that 
“ he can purchase gas mantles at 4d. each." 

I hope that when the present rush is over, metallic-fila- 
ment lamp makers will see their way to place a good lamp 
on the market for about 28. It is the small fry we want to 
catch, and a four-shilling lamp will not do it. 

The lamp maker cheerfully tells the station engineer that 
what we lose at present we shall make up in the future, bat, 
unfortunately, he acts contrary to his own advice 

Wm. J. U. Sowter. 

Electric Lighting Station, Bray. 

August 31st, 1908. 


Condenser Action of Synchronous Motors. 


In an article in your issue of August 21st, “ M. С. M." 
spoke of calculating graphically the rating of а synchronous 
motor for improving the power-factor of a generator 
supplying an inductive load, but he did not explain very 
clearly the graphical construction required. Perhaps, there- 
fore, I may be permitted to supplement his article by giving 
a simple graphical method of working out the results in 
question. " | 

For rough calculations, it is often sufficiently accurate to 
plot a vector diagram on squared paper, and to scale off the 
resulta from the diagram, thus entirely avoiding the necessity 
for any arithmetic, and in suck cases the graphical method is 
very convenient. | 

То illustrate the method, І give below the graphical con- 
atructions in the same three examples as were given by 


M. G. M.“ In the figures, the abscissæ, measured along 


о x, represent true kilowatts, and the ordinates represent 
the wattless components. | 

Example I.—1, 500-K. v. A. веб working at 70 per cent. 
power- factor. Required to find rating of synchronous motor 
to bring power-factor up to unity, power-factor of motor 
being taken as 5 per cent. | 

In. fig. 1, set off 0 a to represent а round figure in KW. on 
the scale adopted ; in this case 1,000 Kw. will be a con- 
venient amount. Strike the circle A B with o as centre. Set off 


Fig. 1. 


ос = 700 Kw.,and set up а perpendicular at € cutting 
circle A в at D. Then o р represents, vectorially, K. v. A. 
at 70 per cent. power factor. Set off o E = 1,500 K.V.A., 
and drop E F perpendicular to 0 x. 


Then о E = K. v. A. output of generator. 
о к = true KW. output. 
F E = wattless component. 


To bring power factor up to unity, set off E ө = say, 
1,000 KW., strike circle & В with Е as centre, set off F K = 


50 Kw. (= 5 per cent. of E d), set up perpendicular at x 

cutting circle G H at L, join E L and produce to cut 0 x at 

M. Then E м represents, vectorially, the k. v. A of motor, for 
FM NL _ FK _ 50 
ЕМ EL EG 1,000 

(For such a low power factor as 5 per cent., all this 
construction is really hardly necessary, and it would be 
sufficiently accurate simply to set off F M = yth of ЕР.) 

Then Е м = R. v. A. rating of motor. | 

Е M = true KW. input to motor. 
о M = total true KW. output of generator. 

Example II.—Power factor of generator to be raised to 
95 per cent. only, true KW. input of synchronous motor 
remaining the same as before. - 

In fig. 1, set off o Р = 950 KW., and set up perpendicular 
at P cutting circle A в at Q. Then о о representa, vectorially, 
K. v. A. at 95 per cent. power factor. At M set up a perpen- 
dicular cutting о Q at R, and draw R з parallel to о x. 


— 5 per cent. 


Then Е R = K. v. A. rating of motor. 
SR = F M = true KW. input to motor. 
E 8 = wattless component of motor. 
Бы = power-factor of motor. 
OR = K. v. A. output of generator. 
OM = true KW. output of generator (as before). 


м в = wattless component of generator output. 

If, instead of keeping the true KW. input of the 
synchronous motor the same as in the first example, as 
“М. G. М.” did, we were to keep its power factor the same 
as before, namely, 5 per cent., as would more probably be 
done, then— B 


E T — K.V.A rating of motor. 


U T — true KW. input to motor. - 
E U = wattless component of motor. 

OT = K. v. A. output of generator. 

о у = true KW. output of generator. 

v T — wattless component of generator output. 


Example III.—400-K. v. A. set working at full load at 
70 per cent. power factor; this is to be raised to 95 per 
cent. by means of an over- excited synchronous motor, which is 
also to give out all the mechanical power possible without 
over-loading the generator. 

Proceed as before, making o a (in fig. 2) = say, 500 KW., 
and oc = 350 Kw. Set off o E = 400 K. V. A., and drop 
E F perpendicular to ox; then oF = true KW. output of 


generator at full load with 70 per cent. power factor. Now 
set off ОР = 475 KW., and draw PQ and оо as before, 80 
that 0 Q represents, vectorially, K.v.a. at 95 per cent. power 
factor. Set off ос = ок, and drop a H perpendicular to 
ох. Then кс = K. v. A. rating of motor. 
KG = FH = true KW. input to motor. | 
FH motor losses = mechanical power obtain- 
able from motor. 
OG = K. v. A. output of generator = 400 K. V. A. 
OH = true KW. output of generator at 95 per 
cent. power factor. 
EK = wattless component of motor. 
HG = wattless component of generator. 
KG 


ICM power-factor of motor. 
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The object of making О А a round number of kilowatts is, 
of course, to avoid the necessity of arithmetic in calculating 
о с and oP. In the particular instance given in Example 
П, it would have been simpler to have made o A = 400 KW., 
but the figure has been drawn as it isin order to make it 


more general. 
The above examples will sufficiently illustrate the method, 


which is а very simple one, and can easily be applied to any 
required case in а similar manner. 
6. С. Allingham. 


August 81st, 1908. 


British Trade with Russia. 


Your leader in last Friday’s issue of your valuable paper 
has interested me very much, as it touched on a matter 
which I have in vain discussed for years, viz., the absence 
of English travellerson the Continent, and particularly in 
Russia, where, a8 you say, an enormous amount of business 
is to be done, which I can fully endorse from experience. 
My opinion is that manufacturers are afraid of both expense 
and success, because where they did send travellers out they 
usually made a muddle of it. They were not sufficiently 
accommodating to the Russians and never studied their 
tastes and requirements: they wanted to sell from stock, 
and would not make what the Russians wanted and asked for. 
Alterations suggested, which might have led to business, were 
rejected with the remark, * We can’t do that; you must 
buy what we make.” The result was that the order went to 
Germany, where it was gratefully received and executed 
according to the buyer's wishes. I will not say that this 
refers in any way to the electrical trade, but it certainly 
refers to a good many others, and it ruined business from the 
beginning. But to the point, the greatest enemy, to my 
idea, to foreign trade is our lack of enterprise, push, 
and, as already mentioned, dread of expenditure. The 
spirit of venture has fled from England for years, and 
speculation is dead. Money is not to be had for any- 
thing, good or bad, the best commercial patents are lost 
for the want of capital to exploit them. This has 
gone so far that patentees, who know their way about, 
go first to France and Germany, were they stand 
а better chance of obtaining cash and assistance than 
here, and when their invention is finally manufactured 
abroad and exported to England, showing large profite, they 
generally find a buyer here also, but seldom before. The 
fact is, capitalists want to be sure of their profits before they 
invest, and manufacturers waste too much time going ahead, 
and by the time their mind is made up, others have done 
the job. Take flame arc Jamps, for example. The first 
lamps came over here in 1901, and they were imported 
regularly for years before our manufacturers could be induced 
to make them themselves. 

I expect to go to Russia on business at an early oppor- 
tunity, and if your leader produces any good results, І am 
open to assist any firm that wishes to benefit by your advice. 


1 enclose my card. 


London, E.C., 
Seplemer 1st, 1908. 


Traveller. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only.] 


.POWBB" writes:—‘‘We have premises in a place where the 
Borough Council supply electricity. We bave a cinematograph arc 
lamp taking 60 volta, whereas our supply is 240, necessitating our 
throwing away 180 volte. To obviate this waste we proposed using 
& motor-generator, this being agreed by the borough engineer as 
being advisable; but, on doing this, we claim to be supplied at 
power rate, but he refuses to supply us other than on lighting rate. 
In case there may be anything in the point that a motor-generator 
takes current and converts it into light automatically, we should be 
Prepared to put in a motor pure and simple, afterwards coupling it 
Чр to а dynamo when we should probably not only transform the 


current for the arc, but utilise it for our lighting throughout. We 
understand there are several precedents created by High Court 
decisions on the point as to whether a borough or sapply company 
has the right to dictate to a customer applying for power how he 
shall apply that power when taken, our point being that, if we 
install a motor, the borongh is bound to supply us with 
energy (under the non-preferential proviso) at the same rate 
at which they supply energy to other power consumers, and that they 
have no right to say what we shall do or shall not do with that 
energy and that we are at equal liberty to drive a dynamo or 
generator as ing, wood-working or printing machinery or 
anything else. We understand that the borough concerned holds 
its powers under the 1882 Act, not the later one, and we bave 
been told that in Manchester, where the corporation refused to 
allow a motor-generator to be used, a motor was put down, and they 
were compelled to supply power to this, though knowing that 
it would be (and was) used to drive a dynamo to produce light." 
*,* This question has been addressed to the Legal Query 
Column" before now. "There is no reported case on the subject ; 
and it can only be answered after careful consideration of the 
principles which underlie the Electric Lighting Acte. What 
" Power" wishes to do, is, in effect, to use electricity supplied at 
power rates for lighting purposes. Every supply authority is 
allowed by Parliament to make certain charges for electricity. In 
modern provisional orders, a maximum charge is inserted for 
power and another maximum for light. It is manifest that the 
supply authority can afford to supply for power at cheap rates, 
because a motor will, as a rule, be run during the day, and so help 
to prevent the plant at the generating station being idle. Now 
it is obvious that if one consumer was entitled to use a motor- 


` generator, the same privilege might be enjoyed by every consumer 


in the district. Take, for instance, the case of a large consumer, 
using 1,000 lights every evening from 6 to 12. It is obvious that 
he would soon recover the expense of installing & motor-generator 
by reason of the reduction of his meter rent. The view hitherto 
expressed in this column—from which there does not appear to 
be any reason to depart—is that the use of a motor-generator for 
this purpose would be а colourable evasion of the Electric Light- 
ing Acts; and that where current is used, through a motor- 
generator, for lighting purposes, the authority are entitled to make 


a full charge. 


/ 


MANCHESTER ELECTRICAL EXHIBITION. 


THE following is a supplementary list of firms who have applied 
for space at the above Exhibition, since the making up of the list 


published in our issue of August 21st :— 


Abbey Electric Co., 17, Victoria Street, S. W. 

Automatic Machine Co., Collier Street Works, Salford. 
Bateman Machine Tool Co., Balm Road, Hunslet, Leeds. 
Birch, G., & Co., Ltd., engineers, Manchester. 

Bell Rock Belting Co.. 24, Gravel Lane, Salford. 

Bate, C. D., & Co., 40, Brasennose Street, Manchester. 
Brayshaw, Ltd., engineers, Manchester. | 
Birch, J., & Sons, 3, London Wall Buildings, London. 
British Thomson-Houston Co., Ltd., Rugby. 

Blackman Ventilating Co., London. 

Combination Metallic Packing Co., Hillgate, Gateshead-on-Tyne. 
Dowsing Radiant Heat Co., Ltd., 24, Budge Row, London. 
Elkington, Ltd., 22, Regent Street, London. 

Electrelle, Ltd., Spring Gardens, Manchester. 

Electric Rifle Co., Shaftesbury Avenue, London. 

Fittings, Ltd., 112, Victoria Street, London. 

Griffin, J. J., & Son, Kingsway, London. 

Harper Electric Piano Co., Holloway Road, London. 
Hughes & Stirling, Ltd., Liverpool. 

Luke, H., Ltd., Brazennose Street, Manchester. 

Marples, Leach & Co., London. 

Mawdsley’s, Ltd., 25, Victoria Street, London. 

Mealy, T. H., 87, Stovel Avenue, Manchester. 

McPhail & Simpson, Ltd., engineers, Wakefield. 

Noyes, C. J., Pendleton, Manchester. 

Phillips, J. W., 23, College Hill, London. 

Phillipson & Co., Holland Street, Astley Bridge, Bolton. 
Small & Parkes, Ltd., Manchester. 

Triumph Stoker, Ltd., Leeds. 

Thornton, A. G., & Co., Ltd., Paragon Works, Manchester. 
Vincit, Ltd., Victoria Street, London. 

Vulcan Boiler Insurance Co., Ltd., King Street, Manchester. 
Wellman-Seaver & Head, Ltd., Victoria Street, London. 
Wright, A., & Co., Ltd., Westminster Palace Gardens, London. 


The above names bring up the total number of exhibitors to 
more than 230—a very gratifying result for a Trade Exhibition. 

It was with surprise that we, as exhibitors, received last weck a 
notice from a certain advertising agency, informing us that the 
“valuable space“ above our own stand, and extending down some 
5 ft. from the roof decorations, was to let for the purpose of a large 
sign or advertisement. The price was to be so much, and the agency 
were prepared to make and fix the sign fora further specitied 
figure; if we did not reply by a date that was named, the space 
would be let to someone else, in more senses than one, over our 
heads. Nobody will object to every reasonable effort being made 
to produce revenue in connection with so costly an undertaking, 
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but the{quite unreasonable nature of{the proposal referred to, as 
well as! the uncouth terms in which, it was couched, compelled us 
to offeria protest. We are pleased to learn, in reply, that the cir- 
cular was sent out without the knowledge or consent of the 
management, and that it has therefore been withdrawn. Exhibi- 
tors may, by arrangement, availithemselves of the space above their 
stands, but if they do not do во, the;position will not be utilised. 


ELECTRIC PYROMETRY. 


Tx determination of temperature in furnaces, combustion chambers 
and similar places exposed to extreme heat, has proved a very 
favourable field for the application of electfical measurements, and 
the enormous utility of such instruments as Dr. Callander's elec- 
trical pyrometer in the investigation of thermal phenomena affect- 
ing research work in electro-chemistry, iron and steel processes, 


aud similar operations, cannot be over-estimated. For ordinary 
metallurgical work, however, where it is not necessary to care- 
fully and continuously observe the effect of some icular 
combination of time and degree of heat, it is evident that the 
method of tracing a continuous curve is in practice unnecessary. 

In order to obtain & continuous line or record, similar to that 
shown in fig. 1, a large number of costly and unnecessary complica- 
tions and refinements are introduced into the recording apparatus, 
and the use of the resistance thermometer, as introduced by 
Siemens, is essential. This, however, is always troublesome where 
long continued work is required, and the batteries energising the 
circuits become rapidly exhausted. | 

In order to secure simplicity and moderate cost in commercial 
pyrometric apparatus, it is obvious that, by the elimination of the 
continuous record and the substitution of & time-temperature chart 
showing only the maximum and minimum heate, a simplification 
has been effected which is quite sufficient to ensure that rroper 


supervision of the furnace has been given by the men in charge, in 
onder to keep the heat within the proper limite. Mr. W. Armour, 
of Irvine, N.B., recently patented a pyrometer of this commercial 
description, which gives a curve“ somewhat as shown in fig. 2. 
Assuming that the limits at which the meter has to work. are pre- 
determined as a minimum 200° and maximum 300°, the times at 
which temperatures reach a limit in either direction are marked 
by short dashes on the chart. The apparatus can be controlled by 
a simple thermo-couple, and the meter can be made adjustable to 
any desired degree of temperatures. 

A very useful appliance in connection with this pyrometer is the 
provision of an automatic alarm which comes into action imme- 
diately eitner degree of heat (either too low or too high) has been 
reached. In practice it has been found that the functioning of 
the instrument under thermo-electric control is quite sufficiently 
accurate for all necessities of every-day operation. The men in 
charge of any particular process have positively no excuse for 
violating their instructions, as the meter cau be read at any time, 
and, in addition, the alarm always comes into action should there 
be the least carelessness. 


As an example of the possible range of usefulness of these instru- 
ments, two have recently been completed by Messrs, Kelvin and 
White, of Glasgow, one for a very delicate purpose having a range 
of 150? C, only, the other being for the high temperature of 
1,600? C. The apparatus also proves itself of value for iron and 
steel works, potteries, chemical works, explosive works and similar 
uses. 


COST OF ELECTRIC POWER FOR 
GRAVING DOCKS. 


IN the course of Mr. Snell's paper on the cost of electric power 
for industrial purposes, which was read at the beginning of this 
year before the Institution of Electrical Engineers, it will be 
remembered that two cases from actual practice were quoted in 
order to compare the cost of gas and electricity for this purpose. 
The first one was that of an electrically-driven pontoon capable of 
berthing a vessel up to nearly 4,000 tons displacement. On an 
official test, when docking a vessel of 2,600 tons, it was necessary 
to pump 3,875 tons of water against an average head on the pumps 
of 16 ft. This was accomplished in 25 minutes, the number of 
units consumed was 123, while the cost of power supply was 
reckoned at the rate of 1:375d. per unit. 

Against this was placed the case of a graving dock operated by 
two gas engines, each of 40 H.P., driving horizontal centrifugal 
pumps, with a capacity of 9,320 gallons per minute, working 
against an average head of 17 ft. When docking a vessel of 
1,760 tons the time taken to empty the dock of 10,632 tons of 
water was 128 minutes, while the gas consumption was 4,600 cb. ft., 
and the cost of gas per thousand ft., 1s, 6d. 

. The two sets of figures were worked out by Mr. Snell on a basis 
of the actual cost per ton of vessel docked in the two cases, which 
was in the case of electricity, reckoning power, wages, interest and 
depreciation, 0°323d., while in the case of gas drive it was 1'045d. 
The moral of this comparison as instituted by Mr. Snell was that 
the graving dock represented a much longer run and better load 
factor, and yet the cost of docking by gas-driven plant waa three 
times that of electricallv-driven plant. 

In the issue of the Vulcan for April, however, Mr. John Kelly 
joins issue with Mr. Snell on the ground that the figures are worked 
out to per ton of vessel docked, whereas Mr. Kelly argues that the 
&ctual cost for purposes of comparison should be worked out per 
ton of water pumped, and Mr. Kelly, taking Mr. Snell's figures as 
& basis, shows that the actual cost per ton of water pumped 
electrically is 0:218d., while by gas it worked out at 0°173d., or 
20 per cerit. less than by electricity. Mr. Kelly thereupon includes 
some rather caustic remarks upon Mr. Snell’s deductions, and 


 felicitates him upon his choice of audience. 


While not professing to know the complete history of the two 
tests and their consequent parallelism, or lack of it, it may be 
worth pointing out that no question is raised as to the ultimate 
capacity of the graving dock, whereas we know that the electrically- 
driven pontoon upon test was only loaded up to 2,600 tons, while 
it was capable of taking 4,000. Mr. Kelly makes a point of the 
fact that the vessel in the second case was nearly 33 per cent. 
smaller than in the former case, while the water pumped was 
174 per cent. more, against a head of 6 per cent. greater in the 
Second case, and it would be interesting to know how far local 
conditions necessitated the pumping out of a larger proportion of 
water per ton of vessel in the second than in the first case. Pre- 
sumably the officials of the two docks, knowing that results were to 
be placed in comparison, would hardly care to have an apparently 
partial statement issued under the protection of their official 
figures, unless there were some insuperable obstacle to obtaining & 
perfectly parallel test. We think, however, that the main purpose 
of Mr. Snell's demonstation is untouched, which is to show that the 
electrical pumps are able to achieve a good commercial result, 
i.c., the clearing of water surrounding a vessel in a much more eatis- 
factory manner than by the gas-driven plant, as is shown by the rela- 
tivetimes taken by the two sets of apparatus in their work. In the 
case of electric pumping it was possible to discharge 155 tons per 
minute, with a plant whose interest and depreciation at 10 per 
cent. was 0°159d. per ton of vessel docked, while the gas- driven 
plant was only able to empty 83 tons per minute, with & plant 
whose first, cost can be gauged from the interest and depreciation 
of 0:587d. per ton of vessel docked. Anyone acquainted with 
shipbuilding knows the value of time taken in docking such & 
vessel for quick repair, and on this count alone—rapidity of 
operation, combined with low capital cost, the electric drive should 
carry a preponderating value. , 

There is, however, another aspect of the case which we think is 
not sufficiently touched upon, this being the values assigned to the 
cost of electric and gas power, per unit and per 1,000 ft. respectively. 
Taking the latter first: the gas engines were taking about 4,000 
cb. ft. at 1s. 6d. per thousand. It is not often that such a low price 
per thousand can be given for the purpose of supplying gas 
engines for dock pumping, which work is intermittent, of large 
capacity, and liable to be applied without notice, Such а 
state of things could only exist where coal is cheap and abundant, 
the gas-supply system large, and where other plant about the 
works is capable of giving a steady load, rendcring it worth while 
to put in such a low price per thousand, Examining the electric 
figures, it will ba scen that the cost of power supply is 1°375d. pet 
unit. This comes from an outside source, and may presumably he 
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taken to be a supply from a local central station. A figure 
of over ld. from such a source is an extremely unfavourable 
one to argue with, taking into account the fact that large power- 
supply companies are now prepared to sell electricity to works at 
figures represented in fractions of a penny; more particularly is 
this во in cases such as those suggested by Mr. Snell, where a stipula- 
tion was introduced that during peak loads, in the restricted winter 
months, only one-half of the pumps should be worked. If the 
figures quoted in the comparison are worth anything at all, there- 
fore, as a broad comparison, it should be necessary to take into 
account the extsaordinary features of the case summarised in 
maximum price of electric power, minimum price of gas power, 
neglect of time element on the general work of the graving dock, 
and insufficient regard to the effect of prime cost for equivalent 


pumping capacity. 


STEAM, GAS AND ELECTRICAL BREAK- 
DOWNS IN 1907. 


Tue annual report of Mr. Michael Longridge, chief engineer of the 
British Engine, Boiler and Electrical Insurance Co., Ltd., has just 
been issued, and contains, as usual, a wealth of interesting informa- 
tion. The author remarks regretfully—and he has our sympathy— 
that for the first time in 26 years he is onable to announce that 
“no life has yet been lost by the explosion'of any certified boiler ” ; 
last year a fatal explosion took place due to a fine crack in an angle 
iron, which escaped notice during the inspection of the boiler. 
This single instance, though it is naturally most regrettable, will 
not spoil the splendid record so long held by the company. 

Dealing with steam engines, the author reports a rate of break- 
down of 1 in 117,asagainst lin 8'1 in the previous year. As usual, 
valves and valve gear figure most largely in the analysis of failures, 
being responsible for 28 per cent. of the accidents; the average for 
24 years was 21 per cent. Spur gearing and air-pump motions 
came next with 102 per cent., as compared with 14'8 and 104 
respectively for 24 years. No other item exceeds 8 per cent. The 
author attributes the increase in the number of breakdowns of 
valve gear to the increase in speeds and number of parte. Spur- 
gearing is less used nowadays than rope and direct-driving, hence 
the fewer accidents due to this factor; there is an increase in 
broken cylinders and pistons, due principally tó the use of steam 
s higher temperatures and pressures than the parts can safely 

ear. 

In the case of gas and oil engines, the rate of breskdown was 
1 in 1l, as against 1 in 1274, showing an improvement, unlike 
steam plant. Here, however, valve gear shows a proportion of no 
less than 43:3 per cent., as compared with 28:7 in the previous year, 
and 32:5 on the average. Cylinders run to 13:5 per cent., against 
166, and connecting rods to 8˙1, against 11:2 average. Very few 
piston failures appear, and main shafts have fallen from 157 per 
cent. last year to 47 per cent., or a little below the average. Mr. 
Longridge considers the increased breakages of valve geat very 
oneatisfactory, and recommends the use of ring lubricators for the 
side shafts and wrought-iron or good cast-steel for the construction 
of the levers. 

While 38 per cent. of the breakdowns of steam engines are trace- 
able to old defects or deterioration, only 27 per cent. being due to 
unknown causes, no less than 44 per cent. of the gas engine break- 
downs come under the latter category—an unfortunate fact, for 
unless the cause of the breakdown is known, it is impossible to 
apply any remedy other. than increased strength, proverbially 
агвозіаѓед with ignorance in the North. 

„The examples of steam engine breakdowns selected for descrip- 
tion by Mr. Longridge are of the usual order; neglect of the 
Inspectors' recommendations, fatigue of parts of old engines, 
abrupt. changes of section without flllets in piston rods, &c., and 
distortion of unsymmetrical castings by high temperatures, are 
followed by the natural consequences. A curious observation was 
made in the case of an air pump with a barrel 18 in. in diameter; 
the bucket, a plain casting without packing rings, was f in. less in 
diameter than the barrel, yet the indicator diagrams showed a 
vacuum of 10 lb. in the cylinder with a terminal pressure of 16 lb. 
absolute, the injection and ejection temperatures being 58" and 

88° F, respectively. 
, The imperative necessity of draining the jackets of gas engines 
10 winter after shutting down is illustrated by & case where four 
out of five jackets were cracked in one night.  Breakages of the 
bolts holding on the brasses of connecting-rod ends of the marine 
„type are common, the makers apparently failing to realise the 
magnitude of the stresses due to the inertia and friction of the 
Pistons. The problem of designing a cylinder end “which will not 
e under the high temperatures and pressures obtaining 
n the cylinders of internal-combustion engines has not yet 
en solved,” says Mr. Longridge, though very marked 
Progress has been made.” In one case—a horizontal engine with 
cylinder 5-in. x 9-in. stroke—the crankshaft broke no fewer than 
uve times, between April, 1904, and August, 1907, the cause being 
inherent weakness in the design. The author criticises the 
Customary method of casting the fly-wheels of gas engines with 
solid bosses, and fixing them on the shaft with sunk keys, giving 
+ pical instance in which such а fly-wheel collapsed through 
io n of the keys, followed by rocking of the wheel and the 
dere р of the boss. He prefers to split the boss of the wheel, 
it slightly smaller than the shaft, wedge the two halves apart 


and slip the wheel on the shaft; then to withdraw the wedge and 
secure the wheel with two or four strong bolts, no keys being used. 
The fact that an explosion in the bed-plate of a gas engine may 
occur when starting, through gan (supplied under pressure) flowing 
into the cylinder and out through tbe air inlet into the frame 
when the engine is being pulled round, is adduced as an explana- 
tion of this class of accident. “Explosions of gas-making plants 
continue to occur,” says the author, and he gives full details of a 
case in which the attendant at a suction-gas plant blew off the top 
of a scrubber through incorrect manipulation. He points out the 
risk always attending the testing of the gas when starting up such 
plant, and suggests that the test cocks should be fitted with wire 
gauze flame arresters—an elementary precaution that one would 
have thought obvious and indispensable in sach a connection. 

The breakdowns of dynamos and motors in 1907 were respec- 
tively 1 in 187 and 1 in 7:9, as compared with 1 in 16 and 1 in 
8:2 during 1906. Ав before, the p.c. machines broke down more 
frequently than the A. c., but the cost was much less. Armatures and 
rotors are the parts most often in trouble, accounting for 35 per cent. 
(dynamos) and 38 per cent. (motors) of the failures in 1907 ; but in 
1906 the figures were 50 and 44 per cent. respectively. Commutators 
and brush gear gave rise to 34 and 30 pér cent, of the breakdowns, 
and magnet coils and stators to 7 and 14 per cent., in dynamos and 
motors respectively. In starting and controlling gear, the 
resistance coils accounted for 60, as against 48 per cent. last year, 
contacts and switch arms for 8, compared with 10, and automatic 
apparatus to 13, as against 17 per cent.; these figures will serve to 
indicate the directions in which improved design is called for. 
Dirt and neglect account for a quarter of the dynamo and motor 
failures, age and deterioration for a similar proportion, and bad 
work or design for one-fifth. 

On one occasion two rats were found wedged between the 
armature and frame of а motor; on another, a handful of soft soap, 
stuck on top of the framing of a motor, ran into the stator and 
caused a burn-out, the water-tight iron box enclosing the motor 
having been used as a locker for tools, apron, &c., by the workmen. 
Fires inside motors, started by the ignition of collections of fluff 
and dust are not uncommon, and oil and dust settling between com- 


- mutator lugs cause burn-outs. Shunt wires are frequently pulled 


out of terminals, being inadequately fixed in the latter; the result 
to be expected in the case of a motor-generator, is racing of the 
armature to bursting speed. A large number of breakowns are due 
to faulty or careless commutator design, small spaces being left in 
which carbon and copper dust are sure to lodge. Cases are 
recorded in which the armature shaft was -1 in. less in diameter 
than the bore of the spider. 

Dealing with the subject of water-hammer in steam pipes, Mr. 
Longridge draws special attention to the frequency with which 
this phenomenon results in the fracture of pipes or valve casings; 
in 1907 six men lost their lives from this cause. The author 
analyses in detail 12 cases recorded in the Board of Trade reports, 
with diagrams showing the conditions under which the accidents 
occurred. 

Hardly two cases are alike, and the extremely varied conditions 
under which water-bammer is liable to take place render necessary 
the most minute circumspection in laying out a range of piping, 
lest pockets ortraps for water should occur. The very act of open- 
ing a drain cock forthe purpose of clearing out water has fre- 
quently precipitated precisely the disaster that it was sought to 
avoid; new piping is especially liable to give trouble, owing to 
the drains and steam traps being choked with dirt, &c., and the 
attachment of a drain outlet to the side of а pipe or valve instead 
of to the lowest possible point isa fruitful source of breakdown. 
It is strongly emphasised that before draining a length of piping 
in which the presence of water is known or suspected, the boiler 
stop valve should be closed. The use of well pipas with tell-tales 
&t the lower ends of ranges is & valuable precaution. In all the 
cases cited, the water-bammer was caused by the disturbance 
of a comparatively large water surface in a horizontal or inclined 
pipe, in which the water was capable of moving; and wherever 
there is such a water surface, water-hammer will almost certainly 
be produced if that surface be disturbed by the opening of a valve 
or a drain. Therefore, wherever there is any doubt about the 
presence of water in such a pipe it is dangerous to attempt to drain 
the water away without first shutting steam o the pipe. From a vertical 
pipe water can be drained with little risk, because the water resting 
on the bottom end of the pipe cannot be set in motion.” The 
author gives details of a float tell-tale which he suggests, to indicate 
the height of the water surface in a well pipe. 

The report concludes with ра соате of trials of two pairs of 
compound engines. The second of these was provided with a live 
steam reheater between the cylinders, and was tested both with and 
without the reheater in action; the effect of the latter appeared to 


be practically negligible. 


Annual Outings.—The annual staff outing of the 
Авмоврост MANUFACTURING Co., LTD., took place on Saturday, 
August 22nd. The London staff, together with the branch 
managers, agents and friends, joined the launch Royal Thames at 
Molesey Lock, and luncheon was served on board. At Windsor an 
hour was spent in various ways. On the return journey tea was 
served, and the party was landed at Tagg's Island Hotel at about 
8 o’clock. Dinner was served at the hotel, and after the usual 
toasts, music and singing occupied the remainder of the evening. 
A brief speech was made by Mr. Schmahl, the managing director, 
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THE LEGAL EFFECT OF A TENDER. 
[FROM OUR LEGAL CONTBIBUTOR.] 


A FEW weeks ago, in the course of an article commenting on 
the Mile End case, brief reference was made to the question 
whether local authorities must or ought to accept the lowest 
tender. The whole question of tenders is so important, from 
the point of view of the local authority or other body requir- 
ing work to be done, the contractor and the engineer, that 
a short statement of the law on the subject may be of general 
interest. 

A tender is an offer to do work at a certain cost, based 
upon specifications which are sent out by employers. Asa 
general rule, the advertisement for tenders contains a state- 
ment to the effect that © the corporation (or company, as the 
case may be) does not undertake to accept the lowest or any 
tender.” If this saving clause is inserted in the advertise- 
ment, and a tender is made on the strength of it, the con- 
tractor has no cause for complaint. Obviously, there are 
many considerations besides mere lowness of price which 
should weigh with the employers in deciding which offer to 
accept. Financial stability; special knowledge; skill in the 
construction and erection of particular types of machinery ; 
all these are elements which must be carefully considered. 
The insertion of the saving proviso gives the engineer, who 
generally has the duty of deciding the tender, quite a free 
hand. 

But even in the absence of a special clause, the employer's 
position appears to be fairly safe ; for it may be stated that, 
as a general rule, there is no implied undertaking in an adver- 
tisement for tenders to the effect that the lowest tender will 
be accepted. This rule, however, only holds good where 
there is no custom of the trade to the contrary. In the case 
of Pauling v. Pontifex (1 W.R. 64), the plaintiff sent to 
the defendant's agent a tender for the erection of certain, 
buildings. It was held that the Judge was right, having 
regard to the evidence, in concluding that, sccording to the 
cugtom of the trade, the plaintiff's tender being the lowest, 
it had been accepted, although their agent had no absolute 
authority to accept the lowest. In a later case, however, 
an attempt to establish a custom met with failure. There 
the defendants had issued a circular in which it was stated 
that they had been instructed to offer to the wholesale trade 
for sale by tender the stock-in-trade of a certain firm, which 
they announced would be sold at a discount in one lot. 
They also stated in the circular the day and hour when the 
tenders would be received and opened at their offices. The 
plaintiffs made a tender which they alleged was the highest. 
In an action against the defendants for not accepting such 
tender it was decided by the Court that the circular was 
only an invitation for offers, and that there was no implied 
undertaking by the defendants to accept any tender at all. 

We are fairly confident that по “ custom“ to accept the 
lowest tender could be set up in the electrical world, although 
it may be, and often does, turn out that the lowest tenderer 
is successful. Yet a tender must be bond fide, and not in 
any way likely to open the door to fraud. For instance, 
suppose employers agreed to accept the lowest tender for the 
erection of a certain plant, and that a contractor sent in a 
tender by which he undertook to do the work for, say, a less 
sum by £100 than apy sum mentioned by any of his rivals. 
It has been held that this kind of tender is invalid and will 
not be supported by the Court. 

The case of the South Hetton Coal Co. v. Haswell (1898) 
14 T. L. R. 277 is of interest in this connection. In that 
instance an offer was made by certain vendors to accept the 
highest net money tender they should receive (all other things 
being equal) from one of two rival purchasers. One party 
offered a certain sum ; the other offered such a sum as would 
exceed by £200 the amount offered by the other proposing 
purchaser. Upon a refusal on the part of the vendors to 
accept this offer, an action was brought for specific perfor- 
mance. The Court refused to grant a decree. Lord Lindley, 
then Master of the Rolls, when the case came before him in 
the Court of Appeal, said: —“ The plaintiffs’ offer is illusory ; 
it does not answer to the description of the highest money 
tender either in the business sense or in the legal sense of 
the words. To hold that the plaintiffs’ offer answered that 


description would be to encourage trickery and chicanery. 
It would be opening the door to the grossest fraud, not 
only towards purchasers, but towards vendors also.” 

A most important question arises as to the validity of an 
agreement amongst a number of contractors not to tender 
for a particular piece of work. This course is sometimes 
adopted in order to leave the field clear for an independent 
contractor who may be under agreement to share profita with 
those who have stood out of the way. The principle that 
such an agreement is not void was declared in the case of 
Jones v. North (19 L.R. Eq. 426). There it appeared 
that tenders for the supply of stone were invited by a 
corporation. Four neighbouring quarry owners entered 
into an agreement that they should each supply a certain 
proportion of the stone, and that the plaintiffs should make 
the lowest tender to the corporation. "The plaintiffs entered 
into contracts with the other quarry owners to purchase the 
proportion of stone agreed from each. Notwithstanding the 
agreement, one of the quarry owners sent in a tender which 
was accepted by the corporation. The other quarry owners, 
who had been parties to the agreement, thereupon applied to 


the Court of Chancery for an injunction to restrain the 


supply of stone to the corporation by the defendants. It 
was held, over-ruling an objection by the defendante, that 
the agreement was not void either as against public policy, 
or upon any other ground. 

It is worth while to record that an agreement of this 
kind extends beyond the contract which is within the imme- 
diate contemplation of the parties. Thus two dealers, A and 
B, agreed not to tender in competition with each other for gas 
tar, in pursuance of which compact A sent in a nominal tender. 
B secured the contract. Subsequently, when fresh advertise- 
ments were issued, B again tendered without having com- 
municated with A. It was decided that he was liable to pay 
$5 for breach of contract (Metcalf v. Bonck, 25 L.T. 
539). 

This notice cannot be concluded without a word of warn- 
ing to those who are about to enter into a contract with a 
local authority or company. Mere tender and acceptance 
will not, in such a case, be a sufficient contract. In Jackson 
v. North Wales Railway (1 H. & Tw. 75) a contractor sent 
in a tender to a railway company for the execution of part of 
the works, either with a double or single line of rails. He 
was informed that his tender was accepted ; and that intima- 
tion was confirmed by the directors, upon his attendance at 
one of their board meetings, but no document accepting the 
tender was executed by the company in such a manner as to 
be binding at law; nor was any conclusion ever come to 
whether there should be a single or a double line. The rail- 
way was afterwards abandoned, and the contractor then 
brought an action to have it declared that the contract was 
binding on the company, or to have it declared that they 
were liable in damages. It was held that a mere allegation 
that the company had money in their hands for the purpose 
of paying the plaintiff was not sufficient to enable him to 
succeed in his action. 


MODERN STEAM BOILER PRACTICE. 


By W. H. BOOTH. 


Ir may be laid down аз а rule, with few exceptions, that almost 
any boiler with ordinary ratios of heating and grate surfaces 


can be worked so as to show an efficiency as ordinarily ° 


stated of 70 per cent.; that is to say, that of the total 
calorific power of the fuel burned in the furnace, seven-tentbs 
will be found in the steam sent out. It is equally true 
that not one of all the boilers will show an efficiency passing 
80 per cent. Tests have, it is true, been published which 
show more, but it is hardly likely that the excess above 
80 per cent. was due to anything more than the fortuitous 
co-operation all in one direction of the many errors that 
may creep into any test. In face of this, it i8 8 little 
difficult to understand the attitude of that section of the 
inventive public which continues to put forward new designs 
of boiler which show resulta better by 20 per cent. than 
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those of existing boilers. Such economies can only be 
shown in comparison with tests made upon boilers in bad 
condition. If a new steam boiler is put forward on the 
merit of its economy, it may at once be shelved if on test 
it cannot show over 70 per cent. efficiency ; but it is not 
necessary that a boiler should show 80 per cent. in order to 
justify its use, for it may fulfil certain requirements that 
render it specially valuable for certain duties, 

Boilers which are to work continuously for long hours are 
properly of a very different order from those required to 
work briskly for a few minutes. The brickwork seatings 
of large boilers will absorb large amounts of heat. As far 
as possible, when such boilers are brought to rest, the 
endeavour should be made to reduce their water-level to a 


minimum during the later period of activity in order to. 


enable the fires to be reduced to a minimum and the fullest 
use to be made of the heat stored in the bricks. Then, when 
laid off, the dampers should be capable of being tightly 
closed, and during the period of rest the water-level should 
- be brought gradually up, во as to absorb the heat from the 
brickwork without producing steam to be wasted. So long 
a8 any work at all is going on, there need rarely be any 
serious amount of steam blown to waste. The heat wasted 
from brick walls is considerable. A single boiler has two 
exposed side walls. Water-tube boilers of any number are 
11 set in pairs and have but one exposed side wall per 
oiler. 

Batteries of shell boilers possess the advantage that they 
may be set side by side without side passages, and for any 
number of boilers there need be but two exposed side walls. 
In working such a battery, the best economy is to be got by 
working ав many as possible side by side, that is to say, if 
there are ten boilers, and five of them are at rest, the 
working boilers should be Nos. 1 to 5, or 6 to 10, or 3 to 7, 
and so on, as far as can be arranged, and not 1, 3, 5, 7, 9 or 
2,4, 6, 8, 10, whereby there would be so many more walls 
radiating heat to external air. > | 

It is not many years ago since the writer was criticised as 
too finicking, when he laid it down as essential to economy 
that boiler brickwork ought to be painted or otherwise 
rendered air-proof in order to stop the infiltration of external 
air to cool the flues. This practice is now becoming very 
usual, and is often put forward as a fresh discovery. Hot 
air is obviously correct for feeding furnaces, because it must 
ultimately pass away hot, and any initial heat must mean 
economy. But it has not always been found successful, 
probably because the hot air is so much more bulky that 
sufficient does not find its way to the fires. With induced 
or forced draught this defect may be overcome, and there is 
в possible future economy in steam generation to be obtained 
by coupling up the flues of laid off boilers to the air 
ducts leading to the working boilers, in order to use the 
stored heat in the brickwork. Any engineer who has tested 
в boiler with a Dutch-oven type of furnace, will know 

what a large amount of heat may be taken up by the brick- 
Work when the furnace is heavily built, and will realise what 
Is to be got back by a regenerative system. When the pro- 
duction of smoke is forbidden, as it will be when the public 
really appreciate the fact of its easy prevention and magis- 
trates become better educated to the daily facts of life, fur- 
haces of the Dutch-oven type and its modifications will be 
More common, and means will undoubtedly be sought for 
preventing the loss of their stored heat when laid off. In 
Germany there are furnaces on wheela, of this kind, which 
are made easily movable back from the boiler for inspection, 
repair and cleaning. The future may see such furnaces 
arranged for lateral transference from one boiler to another, 
0 that heat may not be wasted when a boiler is laid off for 
Cleaning, for its farnace will be moved to another boiler. 

. In Many trades, but in none, perhaps, so much as 
in electricity supply, there is a period of short con- 
tintance of a maximum load very much in excess of 

* average load. Considerations of economy demand 
that, if practicable, this load shall not demand an equally 
abnormal amount of plant. As regards engine power, 
the peak is toned down in its effect by the use of a battery 
or accumulator, and the engines at such time also are run 
beyond their loading of best economy. The acoumulator 

Ips the boilers, of course, but the less economical running 
of the engines makes a demand on the boilers for steam 


which is even more than is usually demanded for the same 
power. 'The peak lo&d comes on very suddenly, and has to 
be prepared for by getting more boilers up to pressure, The 
peak falls off rapidly and leaves the boilers with a lot of 
stored heat to be wasted during the long hours of rest. For 
this peak load, or for a large part of it, a flash boiler would 
be an ideal steam generator. A near approach to a flash 
boiler, such, for example, as the Solignac boiler, presente 
itself as a suitable steam generator for such conditions. Buta 
semi-flash boiler requires a fuel of the same order. Liquid 
fuel offers itself as the fuel, therefore, of the peak load. 
These semi-flash boilers may be put into full steam from 
cold water in five minutes with a coal fire started with wood. 
With liquid fuel and а sbovelful of hot coals from another 
furnace such a boiler could be made to give full steam in 
less than the time stated, for it is not necessary to have more 
water in the boiler than will cover the bottom of the steam 
drum when starting up, and the feed can then be set very 
gradually to gain on the steam output. „ 

A few of these small boilers will give an enormous output 
of steam. As the load drops off they can one by one be 
stopped. They are not heavily bricked, and could be cooled 
by the method suggested if necessary. With such boilers 
much of the anxiety and worry of a power station would be 
abolished, for these almost waterless boilers have no inertia, 
they will give quickly their maximum yield of steam, and 
have an enormous evaporation per square foot of floor 
space occupied. If their efficiency is not very great at 
their maximum output, the hot gases are economised in the 
feed heater, and this is assisted during the period when it is 
most heavily loaded. There is an elasticity about such a 
system of steam generation. There is no fuel so convenient 
to use as liquid fuel, but for large powers and long hours it 
is often too expensive. But for the top half of the sharp 
peak of a lighting load, such boilers with liquid fuel, and a 
suitable system of working, offer themselves as an 
economical plant. Naturally, with the peak occurring every 
day, there would not be'the same harry as when a fog 
comes suddenly along, for the main boilers would have been 
gradually filled a little full with water, and would be drawn 
on to supply fally hot water to the little boilers, as each one 
was lighted up. 

Thus in a well-considered scheme of steam generation for 
any intermittent work, there would be two types of: boiler 
of extreme difference, and two varieties of fuel, and there 
would be appliances for using up heat that would otherwise 
be wasted. | 

Another essential in modern practice will be that boilers 
and furnaces, though so closely conjoined, will come to be 


regarded as two separate entities. The furnace will be 


regarded as a factory of heat units at a high temperature, 
and the boiler as an absorber of heat from hot gases, or 
from radiant solids. 

It is, of course, essential that economy should not be 
purchased at too high a cost. What may be termed 
economy plant, must pay interest and depreciation and any 
extra labour charges on its outlay and working expenses, 


But it may have been noticed of late years that a brand of 


engineers has risen up who have made a fetish of what it 
pleases them to call commercial economy. This fetish they 
will worship down to 15 in. of vacuum, with cold water at 60? F., 
stating boldly that in the peculiar circumstances of their 
particular cage it would not spell true economy to strive for 
anything better. The only commercial economy they really 
practise is for their own ease and comfort. It is the same 
in boiler work. One may buy fuel economy too dearly, but 
this fact is not a sufficient warrant for grudging a pail of 
tar to paint porous walls for air-tightness. 

What has been so much lacking in boiler practice is the 
sense of proportion and of fact. | 

Because a given boiler has a very small water capacity, it 
is easy to get steam up quickly from cold water. Because 
of this many engineers state and really believe that a boiler 
with small water capacity will answer more quickly to a 
sudden demand for more steam, whereas obviously the 
reverse is the case. i 

The boiler with the greatest water capacity will answer 
best to a sudden call for more steam at the same or at less 
pressure. The boiler of small water capacity will best meet 
a demand for steam at a higher pressure. This is an essen- 
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tial difference, inability to grasp which seems to be rooted 
in many minds. 

Within reason an easily worked boiler will give better 
economy than а forced boiler, but there is an early limit to 
the economy, for every boiler added to the plant introduces 
во much more capital cost, and also adds to the heat losses by 
radiation, and so it would soon come about that extra boilers 
as a free gift would not produce economy; for the radiation 
loss would overbalance the economy, and the economy 
apart from radiation loss becomes less with each 
additional boiler. Boilers with large water capacity are 
comfortable to work with, because they respond so promptly 
to a cal for steam. If the fire would respond as 
promptly to increased draught there would be no need for 
water capacity ; but a massive fire of coal does not at once 
respond to the urgency of a better dranght, though much 
may be done by the aid of mechanically urged draught. 

Liquid fuel responds instantly, and the increase of heat 
units generated in the furnace may be practically as prompt 
as the response of a mass of heated water when relieved of 
a little of the preasure upon it. Hence the value of а semi- 
flash boiler with liquid fuel for getting over the sudden 
demand of the peak load. It is often urged that cheap 
engines might be used to meet the peak load. Buta reliable 
cheap engine 18 not much cheaper than a first-class engine, 
and it should not be overlooked that if the engines are un- 
economical there must be a correspondingly greater outlay 
on boilers to produce the steam wasted. Extra boilers will 
very soon out-cost the small saving in cheap engines, and 

the craze for cheapness may very soon cost heavily in fuel. 

Perhaps bad results with furnaces are most frequently 
the result of bad ratios of grate surface to fuel burned per 
hour and to draught intensity. Fuel ought to be graded 
as to size, for if it is not of equal size and mixture throughout 
the mass of the fire there is uneven combustion, the fire 
burns thin in places, and the chimney capacity is satisfied 
by cold air which flows unconsumed through the thin and 
bare places, and diminishes the tendency for air to flow in 
through the thicker parts of the fire. Ordinarily the excess 
of air is very large, and each pound of the excess carries 
with it so much wasted heat. Hence the proposal that 
some of the chimney gas, with its load of heat and its free 
oxygen, should be returned to the furnace. Very small 
fuel can usually be purchased for a price per million heat 
units capacity much less than large fuel. But the small fuel 
cannot so well be burned at a high rate per unit of grate 
area. Here is one of the great advantages of the water-tube 
or other externally fired boiler. The grate area can be 
made of much larger area than is possible with a shell 
boiler, and the fuel burned not only at a suitable rate per 
unit of grate area, but also per unit of heating surface of 
the boiler. With a shell boiler, internally fired, to use small 
coal may mean an extra boiler. With an externally fired 
boiler, it should be possible to add to the grate area. 

No new boiler power should be laid down which does not 
provide for a considerable space more than usual between the 
boiler and the floor. The smoke nuisance at most elec- 
trical stations is likely to be permanent so long as this 
initial error stands in the way of the rational remedy 
for smoke. Most boilers and their housings and pipe 
designs preclude much improvement. This fault has arisen 
. from the long-standing habit of regarding boilers and fur-. 
naces ав one instead of two distinct apparatus. 

As а consequence, boiler houses are utterly devoid of elas- 
ticity or the capacity for being improved. 


Japan's Electric Wire Trade.—The modern develop- 
ment of the electrical business in Japan has resulted in such a 
large demand for electric wire that (according to the New York 
Elvctrical Review) the annual sale of the article amounts to about 
8,000,000 yen. * Of this, 5,000,000 yen's worth is imported from 
abroad. It is admitted that the imported wire excels the home- 
made in quality, and it is generally used in warships, steamers, and 
also for underground work. The art of electric-wire manufacture 
has, however, made rapid strides in Japan of late years, and this, 
coupled with the ample supply of cheap copper, has reduced the 
cost of production, with the result that the wire is offered at a 
price considerably lower than is charged for the imported article.” 


. hot chimney gases. 


LIQUID FUEL. 


Tue fall report of the trials of liquid fuel by the United 
States Liquid Fuel Board, issued some time, ago contains some 
interesting particulars. The decision is arrived at that liqnid 
fuel can only be burned satisfactorily if atomised. Systems 
of 5 are not advised, and they express their opinion of 
to-day by reprinting Isherwood’s report of over thirty years ago 
in favour of atomisation only. They also give an interesting 
classification of the various types of atomiser. All atomisers can 
practically be put into one or other of five classes. Mechanical 
atomisera which work without either steam or air seems to be quite 
satisfactory, and tests on an Italian steamer, the ss. Тебе, showed 
that a very little more than 1 lb. of fuel per 1. H. p.-hour was used 
on various voyages. In order that such jets shall properly atomise, 
the oil must be heated sufficiently to become limpid and capable of 
breaking up. The air supply must also be heated, and the oil must 
come to the burner orifice at no less than 40 Ib. pressure, while cases 
are reported satisfactory at 150 Ib. oil pressure. 

Considering how satisfactory the mixed system of coal and oil is 
reported to be by Mr. Holden, of the Great Eastern Railway, it is 
curious to note in this report of the Liquid Fuel Board that they 
strongly advise against any attempt to combine both systems. 
Yet М. Bertin, of the French Navy, reported quite favourably on 
the combination. He seemed to find that whereas both coal 
and oil required an excess of air for proper combustion, yet the 
burning of liquid fuel over a solid fuel fire practically made use of 
the same excess of air as had served the coal, aud that the air thus 
far served its purpose twice over, such purpose, of course, being 
merely that of dilution, which raises the point whether, if air 
excess is nothing else but dilution, the excess of gas volume in a 
furnace might not be secured by the employment of some of the 
If a portion of chimney gas could thus be sent 
round a second time to the furnace, its oxygen contents would be 
applicable to combustion, and the gas would thus make two circuits 
of the flues and yet go to final waste with one burden of heat only. 

The absence of a grate in most liquid fuel furnaces greatly 
reduces the resistance to the flow of gases. In the Nebraskan with 
Scotch boilers, the smoke stack temperature was 1,800? F., and the 


gas velocity was reduced by the employment of spiral retarders 


having one convolution per foot of length of a 3-in. tube. In this 
ship again about 1:10 lb. of oil was used per 1. H. r.-hour. The stack 
temperature was about 500? F., as a mean of several tests. The 
boiler, on which the trials of the Board were made, consisted 
of a pair of headers, between which flatly inclined tubes sloped each 
way. There was a deep firebrick box furnace roofed by a eingle 
row of tubes closed over most of their length by fire tiles, and 
before the gases could escape among the general bank of tubes, 
other baffles of fire tiles were placed to divert the flames towards 
the same end as the “ fire door,” or rather the atomiser which took 
its place. The same boiler was used for the tests of a large number 
of atomisers, and it was found that almost all who had an atomiser 
to test had very little knowledge of what their apparatus would 
do. In many cases apparatus proved quite a failure, and the 
experienced officers who conducted the tests were able to get better 
resalts out of inventors’ apparatus than could be got by the 
inventors themselves. This is perhaps nothing extraordinary, for 
it often happens in other matters, and most people who have had 
toldeal with the inventor who has not had a good training, know 
that he is least disposed of when chained up and left free to bark 
only and not to bite. 

Since the report of the Fuel Board of the U.S. Navy was issued 
a good deal of work has been accomplished in the British Navy, 
and so far as results have become known, we believe that we are 
correct in saying that any difficulties with the mixed system have 
been overcome or not encountered. Much, of course, depends on 
the allowance of sufficient combustion space and the proper supply 
of air both for the liquid fuel above the fire and the solid fuel on 
the grate. On this subject M. Bertin, of the French Navy, appears 
to have arrived at sound conclusions. 


AN AMERICAN VIEW OF DEPRECIATION. 


Tue American Electrical Railway Review some time ago published an 
interesting paper upon depreciation in connection with electricity 
undertakings. It was an abstract of an address by C. N. ' 
Comptroller, Milwaukee Electric Railway and Light Co., delivered 
before the convention of the North-Western Electrical Association, 
Milwaukee. А 
It is pointed out that the public utility law of Wisconsin 
provides that:—'' Every public utility shall carry a proper and 
adequate depreciation account whenever the Commission, after 
investigation, shall determine that such depreciation account Сай 
be reasonably required," and it goes on to provide for arriving af 
the rates of depreciation that from time to time may be foun 
necessary. А 
То begin at the beginning, Mr. Duffy appeals to the dictionsrie? 
for the meaning of the word “ Depreciation,” a useful preliminary 
instruction which we commend to apologists of the system among 
municipal traders in our own country of secking, in the sin 
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fund for repayment of borrowed money, the provision for 
depreciation, «+ | | ‚©, 

Mr. Duffy adopts Webster as his authority for defining it as the 
“ lessening of value," and he amplifies this by the various causes 
of depreciated value:—(1) Deterioration due to the ravages of 
time; (2) Wear and tear incident to use; (3) Displacement by 
reason of obsolescence or supersession resulting from the develop- 
ment of the arb or the evolution of the business. 

All this is, of course, very elementary and beyond controversy, 
and was summarised in the evidence he refers to of Mr. Gibbs, an 


eminent engineer, in the case of The People of the State of New | 


York ex rel. the Third Avenue Railroad Co. against the State Board 
of Tax Commissioners, who said: I never yet did a piece of work 
that extended over any considerable time but that, when I got it 
done, it was rather antiquated, and had to be done over again; it 
is a new science.” | 

The practical question resolves itself into a matter of accountancy 
—and here Mr. Daffy admits “the difficulty of laying down a fixed 
role that will determine the measure of depreciation to be provided 
for and to cover in a practical and satisfactory manner differences 
in conditions and the various factors to be considered.” 

We know that in some cases local authorities, anxious to 
present accurate accounts, have dealt with depreciation by a 
scale of percentages on original cost, varying with the character 
of the expenditure, whether land, buildings, engines, boilers, 
accumulators, instraments, &c., and writing off an equated 
amount annually; but, on the other hand, the future has 
often been left to take care of itself, and the municipal trader 
has satisfied his conscience by making the payment by instal- 
ments of original cost answerable for the “lessening of value.“ 

The most difficult condition to deal with is, no doubt, the depre- 
ciation by obsolescence or supersession—and here we find Mr. 
Duffy introducing ‘‘ amortisation ” in addition to providing for the 
ordinary items of depreciation. 

To adopt Mr. Duffy's principle of getting st the dictionary 
meaning of the word, amortisation may be defined as to redeem by 
a sinking fund," and if through necessity physical property is 
1 of as junk or scrap, the loss must be provided for in 

8 way. 

A suggestion of Mr. Duffy’s is to consider all these items of 
depreciation and contingencies in the cost of the electrical energy. 
From the consumer's point of view, the matter considered is the 
cost in comparison with the system proposed to be superseded, and 
the supplier secures his customer if he can satisfy him of the 
advantage of making the change. There are many conditions to 
be dealt with in fixing the price to be charged, such as the nature 
of the demand in relation to load factor, character of the 
district, &c. | 

As Mr. Duffy points ont, the subtraction of ordinary or current 
Operating expenses and taxes from gross earnings does not 
represent net earnings available for interest on bonds, or dividends 


on stock, 


BUSINESS NOTES. 


Installation Contract.—Tue  ELECTROMOTOR AND 
Dao Co. obtained the order for the electrical plant required 
for the new works of Mesers. X " Chair Patents Co., Ltd. The 
Plant consists of one 75-xw. dynamo, and eight motors aggregating 
112 KP, together with switchboard and complete installation. 


Kidderminster District and New Factory Facilities. 
Manufacturers in recent years have shown a tendency to migrate 
from crowded industrial centres where rates and wages are high to 
more congenial and economical districte, where they can have the 
advantage of cheap land, low rates and taxes, cheap power and water 


supply, plentiful supply of labour, convenient transport facilities and 


ample housing accommodation. All these advantages are stated to 
be obtainable in the Kidderminster district, and with a view to 
assisting manufacturers who are considering the matter the Kidder- 
minster and District Electric Lighting and Traction Co., Ltd., 
have issued a booklet giving the necessary information. Readers 
can obtain copies of this booklet from the managing engineer of the 
company, who will be pleased to answer any inquiries as to avail- 
able factories and factory sites, labour, power supply, &c. The 
local offices are situated in Market Street, Kidderminster. This 
company is already supplying energy to a large number of carpet 
factories, and the motors connected to the mains at the present 
time are equivalent to over 1,000 E. P. 


The Aluminium Convention and Competing Firms. 
—The Financial News Zurich correspondent says that it is pro- 
Posed shortly to cancel the convention concluded between the 
Principal aluminium manufacturers, and to call a fresh conference 
with the object of deciding upon measures to be taken againet 
ae firms which have been founded since the convention was 

ed. 

Limited Company Fined.—Last week at the Mansion 
House the FmscmURcH ЕмотнЕЕВ1ч@ Co., Lro., New London 
Street, Crutched Friars, was fined £1 per day for 150 days, for 
having made default in forwarding to the Registrar of Joint Stock 
Companies the annual list and summary for the year 1907, as 
required by the provisions of Sec. 26 of the Companies’ Act, 1862, 
and Sec. 19 of the Companies’ Act, 1900. 


common fto celluloid articles. 


Brockie - Pell Lamps.—We understand that the 
Ввоскте-Ригт, Авс Lamp Oo, who have recently removed their 
works to Wimbledon, have just executed a large order for work- 
shop lighting in Lancashire, and are now engaged on an order 
for 300 of their standard open-type double-carbon arc lamps for 
one of the leading railway companies. We learn that they are also 
doing considerable business in their new high-efficiency auto- 


transformers for metallic-filament lamps. 


A Rival to Celluloid.—4According to an American 
Consular report from Chemnitz, a German chemist has lately per- 
fected a process which brings into competition with celluloid a 
new composition possessing similar plastic and elastic properties, 
but free from the easy and somewhat dangerous combustibility 
To what extent the new compo- 
sition can replace celluloid is not yet definitely ascertained.— 


Birmingham Daily Post. 


Catalogues and Uists.—INTERNATIONAL ELECTRIC 
Co., 55, Redcross Street, London, E.C.—Illustrated pamphlet 
entitled Field Telephony," in which 4 Field Officer" gives a 
descriptive account of the Medhurst" field telephone and tele- 
graph instrument and accessories in the light of practical 
experience. А leaflet issued by the same company gives illus- 


_ trations and prices of the “ Orieco " metallic-filament lamps. 


Mr. C. Вонигвунот, Neuenrade, Westphalia, Germany.— 
Leaflet in English, describing and giving prices of electric heating 
nets, which are composed of fine resistance wires woven together 
with pure asbestos strings. | 

‚ Messrs. MaTTHRW WELLS & Co., Hardman Street, Manchester.— 

Small booklet dealing with the subject of the lubrication of steam 
engines, in which they draw the attention of engineers to the 
advantages of their Wellsaline" lubricants. Copies of the list 
may be obtained on application. 

Mxssms. Вавсоск & Wirncox, Lrp., 30, Farringdon Street, 
London, E.0.—New four-page list containing an illustrated descrip- 
tion of their automatic exhaust relief valves, which have been 
specially designed for working with high-speed engines, steam tur- 
bines, &c., and many of which they have supplied during the last 
year or two in connection with large steam plante. The firm have 
patterns of various sizes up to 30 in. uH 

Taz BnockiE-PELL Авс Lamp Co., Wimbledon, 8. W.—New price 
list of their open, enclosed, miniature, and flame arc lamps, the 
flame and miniature designs being new ones which they are now 
placing on the market. The miniature is au ornamental lamp of 
solid construction, and it is made for all circuits, direct and alter- 
nating current. The Brockie-Pell" flame lamp is made on the 
principle of the firm's open-type lamp, adapted for use with flame 
carbons, and is designed to burn from 10 to 32 hours (or still longer, 
to special requirements) for yellow or white light. 

THE LiNorirE Co., 25, Victoria Street, S. W.—A number of new 
lists relating to their Tubolite,“ pointing out certain new patterns 
that have been put on the market, and announcing reductions in 
prices, A metallic-filament “Tubolite " lamp will shortly be placed 
on the market. 

Messrs. Млуов & Courson, Lrp., 47, Byoad Street, Mile End, 
Glasgow. —88-page catalogue of illustrations of electric power plants 
that have been installed by the firm. Art paper is used throughout, 
each page having an excellent half-tone view of their engines or 
machines. The pictures show в number of engine and dynamo sets, 
direct-coupled ship-lighting plante, gas and petrol-driven dynamos, 
various dynamos and motors, eleotric motor applications to mining 
operations (underground and surface plant), electrically driven 
examples in engineering and steel works, shipyards, textile and 
other factories, motor-driven dredgers and cranes. 

Mxssns. EscHER, Wyss & Co. (Jens Orten-Böving), 72, Victoria 
Btreet, S. W.—Print and tabulated data relating to the Zodel-Voith 
patent flexible insulating couplings, which have been largely used 
for connecting steam. and other prime movers to generators. These 
couplings can be seen working on Messrs. Mather & Platt's stand at 
the Franco-British Exhibition, 

THz Авмовроот  MawuraoTUBING Co., Lro., Farringdon 
Avenue, E.C.—Pamphlet describing the “ Little Hustler ” electrical 
drills and grinders, for D.C. and л.с. These are made as breast 
drills, or with screw feed, pedestal and bracket drills, portable 
bogie drills, &c., and are provided with magnetic hold-on equip- 
ment if required. Portable and fixed grinders and buffing 
machines are also made, and a special type of flexible shaft. A 
drill for soft stone, slate, &c., has been included in the new list, 
capable of drilling a hole 1} in. in diameter 15 in. per minute. 

THE SANTONI Авс Lamp & EmarNEERBING Co., Lro., 11, Farringdon 
Avenue, London, E.C.—Pamphlet No. K 9, in which they give some 

articulars with prices of their intense flame lamps, “ Santoni 

uxrae " pattern 1908 (for 10, 20 and 40 hours’ burning), which are 
their latest patterns and are of British manufacture, The Perl "* 
enclosed lamps for 100 hours' burning are also described; they are 
the latest product at the firm's factory at Charlton. The list before 
us also refers to the facilities that the firm have for executing 
re-winding and repairs to electrical and steam machinery, &c. 

Messrs. Heap & Јонмвом, 28, Hatton Garden, E.C.—Leaflet 
relating to the glass brush for commutators, which has already 
been noticed in our pages. | 

THE Union ErEcrRIC Co., Lrp., Park Street, Southwark, 
S.E.—Folder about the Excello lamp, with a "bus ticket to 
" Business Prosperity," and a shameless pun which we will 
not reproduce; central stations can have these folders with 
their own names printed on, gratis. 

Ture Sunbeam LAM Co, LTp., Park Road, Gateshead.—Pam- 
phlet giving particulars of the Sunbeam Metal” lamp (patent), 
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which is now being placed on the market. This tungsten lamp is 
suitable for p.c. and A. c. circuits, burns in any position, takes 14 
watts per British candle-power, and is made in various sizes, in- 
cluding 50 and 100 с.р. for 200~250-volt circuit. Delivery is 
guaranteed in lots of 50 and upwards. Sunbeam carbon and 
heating lamps, adapters, &c., are also listed. 


New Circuit-Breaker for A.C. Motors, — Messrs. 
Сесп, Hopazs & Co., of Balfour House, Finsbury Pavement, B. C., 
are supplying a new automatic circuit-breaker specially designed 
for use with alternating-current motors. Under the new Board of 
Trade regulations each alternating-current motor must be pro- 
tected with а no-volt release circuit-breaker, so that on the failure 
of the current, the main switch is automatically released and the 
circuit broken. In designing the instrument which we illustrate, 
the makers have taken great care to prevent the heating and noise 


A.C. No-Voutr БЕцкАВЫ Crncurr BREAKER. 


which usually take place in this class of apparatus on alternating- 
current circuits, and a large number of experiments was carried 
out to ensure their proper working before they were put on the 
market. Messrs. Hodges have been making circuit-breakers for 
the last 15 years, and consequently have a large experience in this 
class of work. Lowness of price is claimed as one of the chief 
merits of the device, as that is of considerable consequence in 
installations where there are a number of machines. 


Turkey.—According to the Board of Trade Journal 
H.M. Consulate-General at Smyrna reporte that electrical appli- 
ances, hitherto very strictly excluded from Turkey, are now being 
gradually introduced. Motor-cars and motor-launches using bencine 
are only permitted on condition that they are to be used outside 
the towns. There is an idea of employing motor-cars for inland 
postal service where railways do not exist. 


Consular Notes.—Brazit.— The British Consul at 
Rio de Janeiro reports that the Rio de Janeiro Tramway, 
Light and Power Co., which is registered in Toronto, has 
been operating in Rio de Janeiro since 1905, and has practically 
(March, 1908) completed ite hydro-electric installation on the 
River das Lages,in the State of Rio de Janeiro, about 51 miles 
from the city. The works, which are said to comprise one of 
the most complete hydro-electric installations yet constructed, 
include a concrete dam 11Q ft. high and 700 ft. long on the top, 
creating & reservoir with a capacity of 221,000,000 cb. metres of 
water. From this reservoir the water is conducted to the power 


station through steel pipes a distance of about 7,420 ft., the fall in 


this instance being about 1,080 ft. The power station, which is 
located on the river, is of steel construction, with concrete walls 
for the lower portion, and brick for the upper, the dimensions being 
232 ft. long x 102 ft. wide between the main columns. There are 
six wheels of 9,000 н.р. capacity each for the generators, and two 
wheels of 400 н.р. each for the exciters, all of the impulse type. 
The transformers are of the oil and water cooled type. The trans- 
mission line, which is 51 miles in length, is located upon the 
private right of way of the company in its whole extension, 
the width varying from 132 ft. in Rio, to 300 ft. in the country 
districts of the Btate. The power is received over four circuits 
suspended on two lines of steel towers, 1,052 in number in the 
whole distance between the power station at Rio das Lages and 
the terminal station, which is situated at Rua Frei Caneca in Rio 
de Janeiro. This terminal station is of steel construction, with 
concrete walls for the lower portion, and brick for the upper, the 
dimensions being 243 ft. long x 133 ft. wide. The distribution 
network of the three-phase 6,000-volt system leaving the stations is 
in the suburbs suspended on iron poles, and in the central part of the 
city, with branches to all the populous districts, consists of under- 
ground lead-covered cables. For the purpose of the underground 
work there has been built a network of conduits, of which up to 
the present there have been laid over 1,400,000 lineal ft., connected 
with 74 subterranean transformer vaults. For the service of the 
works the company bas constructed a railway 164 miles in length, 
connecting the Central or Government Railway with its power 
station at Rio das Lages. TO provide power for construction 
purposes and for use in Rio de Janeiro pending the completion of 
the large power station, a temporary plant of 3,400 HP. was 


‘installed. The energy produced at this installation was used for 


the illumination of Rio de Janeiro and the vicinity, as also for the 
operation of tbe street car systems, factories, &c., pending the com- 
pletion of the permanent power house. As all coal is imported, the 
cost of steam power in the city is very high. The company estimate 
the steam power now in use to be at least 20,000 H. P., which they 
expect to be replaced by electrical power within a few years. 
This is exclusive of the amount which will be required for electric 
lighting and tramways. In addition to the Rio das Lages power 
station, which will have a maximum capacity of 50,000 m Pr., the com- 
pany has obtained a concession from the State of Rio de Janeiro to 
divert the waters of the River Pirahy, which flows ina valley 
adjacent to that of the Rio das Lages. The amount of the water 
flowing in the Pirahy is much greater than that in the Lages, and 
by means of the addition of the flood waters of that river to the 


power of the Rio das Lages, the capacity can, by an extension of 


the power station, be increased to 100,000 E. p., or even more if 
required. The diversion can, it is asserted, be made at cumpara- 
tivély small expense by the construction of a small dam anda 
tunnel about two miles in length. The company, either by con- 


cessions made to it directly or by subsidiary companies controlled 


by it, exploits the following public services:—The company is 
the owner of the share capital of the Companhias Bao Christovso, 
Carris Urbanos and Villa Isabel, which provide about three- 
quarters of the tramway service of Hio de Janeiro, under 
concessions from the municipality of the Federal District. 
By a contract made in the month of November, 1907, 
with the municipality, these concessions were consolidated 
&nd extended until the year 1970, the Rio de Janeiro Tramway, 
Light and Power Co. undertaking to electrify them within!about 
three years, and to construct about 20 miles of new lines. The lines 
of the Villa Isabel are already electrified, and the work of trans- 
forming the tramways of the other companies is commenced. The 
Société Anonyme de Gaz de Rio de Janeiro, a Belgian company, 
acquired by the Rio de Janeiro Tramway, Light and Power Co., 
controls the whole of the illumination of the city by gas and electri- 
city in virtue of a concession from the Federal Government to 1945, 
with monopoly to 1915. All parts of the city are now illuminated 
by gas, the electric lighting being confined for the present to the 
new avenues recently opened and the central commercial section. 
It is expected that during the present year the electric lighting will 
be greatly extended. The company, by virtue of a concession from 
the municipality of Rio de Janeiro, enjoys a monopoly for the dis- 
tribution of electric power, produced in an hydraulic installa- 
tion, until the year 1915 and thereafter the right continues 
without monopoly until 1990. At the present time only about 
3,000 E.. is available for use, but now that the permanent 
installations of the company are practically completed they expect, 
within a few months, to greatly increase this, as many factories 
now using steam power seem ready to change it for electric. The 
telephone concession, formerly exploited by a German company, 
was recently acquired by the Rio de Janeiro Tramway, Light and 
Power Co., and gives exclusive rights for telephones in the Federal 
District. This system has been recently largely reconstructed, 
the building where the installation is situated, which wa 
destroyed by fire, having been rebuilt and installed with a new 
central battery telephone board of the most modern design. . There 
are now about 2,500 subscribers, and the company expects within 
another year to increase this to the full capacity of the present 
board, which is 5,000. In addition to the reconstruction of the 
building and installation of the new switchboard, all of the sub 
scribers’ instruments have been replaced by improved instrument. 
The street circuits have been overhauled, and a large amount of aerial 
cable has been installed to take the place of the network of over 
head wires in the streets, thus greatly improving the service. 4 
large part of the system is in underground cables, and it 18 
expected that this will be extended from year to year until all 
the overhead wires in the populous districte have been removed. 


Temperley Transporters.—We are informed that the 
Glasgow Corporation has recently placed with Messre. Applebys, 
Ltd., the order for a “Temperley patent travelling tower trans 
porter, fitted with high-speed grab machinery, for installation at th? 
Port Dundas electricity station. The total transporting distance will 
be 98 ft., and the lifting speed 240 ft. per minute. In addition to 
the foregoing, Messrs. Applebys have been entrusted by the Buenos 
Ayres Great Southern Railway Co. with the work of providing two 
“Temperley patent electric travelling and alewing bridge trans- 
porters at their Buenos Ayres freight terminal. Each of these 


transporters will be fitted with grabs, automatic dumping skipe and 
with weighing machines. ; 


„Simplex " Signs.—Messrs. SIMPLEX CONDUITS, LTD., 
announce that they have opened a new department at their 
Birmingham factory for the construction of various electric signs. 
of which they give some illustrations and particulars in a recently 
issued leafict. In these signs they claim that, by the practici 
utilisation of the reflective value of the specially prepared tin 
used, one lamp is able to do the ваше work that eight or nine are 
required for in wood letter signs. The colouring and other 


effects may be seen by any member of the trade at 11, Denmark 
Street, Charing Cross Road, W. C. 


Trade Announcements.—Tur Ecco BATTERY АХ 
ELECTRICAL Co. announce that owing to increased business An 
the necessity for being within easy reach of the City, they have 
had a factory built and equipped at Invicta Works, Bow Common 
Lane, Bow. 

+ Tug Lancaster ELECTRICAL борро Co. has removed from 
Market Street to larger premises in Great John Street, Lancaster. 
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MESSRS. CONRAD Laver & Co. have started business as boiler and 
steam pipe coverers at 65, Euston Road, London, N. W. Mr. Conrad 
Lauer has been associated for the last 25 years with Messrs. A. 
Haacko & Co, of Homerton, which business has been converted 
into a limited company, but Mr. Lauer has now no connection 
whatever with the new concern. 

Mr. George Cross has left the employment of Messrs. A. Haacke 
and Co. Ltd., Homerton, and is now representing Messrs. Conrad 


Lauer & Co. 

Canada.—A_ new electrical firm has been incorporated 
in Toronto under the name of the INTERURBAN ELECTRIC Co., LTD, 
with a capital of $400,000. The object of the company is to carry 
on business in the city of Toronto for the production of steam and 
water power, and for the production, sale and distribution of 
electricity, and to acquire the plant of the Stark T. L. and P. 
System, Ltd., and to acquire the stock of amy company having 
similar objects. The head office is in Toronto. 


Bankruptcy Proceedings.— Re W. T. GARNETT, 


electric cable and wire manufacturer, Barkerend Mills, Bradford — 
A meeting of the creditors was held at the offices of the Official 
Receiver for Bradford on Wednesday, August 26th, there being a 
large attendance. Mr. Edgar Musgrave was od areas trustee 
upon the motion of Mr. Hustler, who represented the bank; and 
the following were appointed to act as a committee of inspection :— 
Messrs. G. W. Laughton, Hustler, Thomas Paton, H. W. Johnson 
(Messrs. R. Johason & Nephew, Ltd.), and H. Jowett (Messrs. 
8. W. Whaley & Co.). The remainder of the proceedings were of 
а formal nature. 


Book Notices.—‘ The Principles of Alternating Cur- 
rents." By E. T. Larner. London: Crosby Lockwood & Son. 
1908. Price 4s. 6d. net. | 

“Supplement to Ross's Coder.” By C. E. Ross. Calcutta: 
Thacker, Spink & Co. Price 8 annas. : | 


Liquidations.—Mevacissty ELECTRIC ТЇлентїїє Co., 
Lrp.—A meeting is to ke held at the Town Hall, Mevagissey, 
Cornwall, on October 2nd, to hear an account of the winding-up 
from the liquidator, Mr. James Kemble. | | 

COMMERCIAL ÉLECTRO-CHEMICAL ANALYSIS Co., Lrp,—Creditors 
are required to send particulars of claims by September 30th to the 
liquidator, Mr. A. C. Roberts, 9 and 10, Pancras Lane, E.C. 


LIGHTING and POWER NOTES. 


Aberdeen,—The accounts of the electricity department 
for the last financial year, show that the total revenue amounted 
to £45,372, made up as follows: Sale of energy by meter, £29,711 ; 
publie lighting, £2,447; Corporation traction (less £90, the 
difference between the amount charged and the actual cost), 
£9,664; and suburban traction, EI, 379 —a total of £43,203; rents 
and fan duties, £244; bire of motors, £1,845; and attendance on 
harbour and other arc lamps, £578. The expenditure under the 
ordinary account amounted to £22,602, leaving a balance of 
£22,769 to be carried to net revenue account. The balance was 
disposed of as follows:—Interest on mortgage and other loans, 
£8,493 ; depreciation, £8,136; sinking fund, £5,417; one-fifth of 
cost of Aberdeen Electricity Act, 1907, £477; and surplus carried 
to reserve fund, £334. The amount of the reserve fund at July 31st 
was £13,984. During the year the quantity of electricity generated 
was 6,106,941 nnits. The total quantity sold was 5,104,036 units, 
of which 1,945,862 units went for Corporation traction, 147,167 for 
suburban traction, 2,708,490 for consumers by meter, and 283,517 
for public lighting. The total number of public arc lamps was 202, 

в same as last year. 

Ashton-under-Lyne.— The T.C. has offered to supply 
energy for lighting the Workhouse at 2d. per unit on a minimum 
annual consumption of 40,000 unita. 


Ballyclare.—A proposal for electrically lighting the 
streets in the Council's area has been put forward by Messrs. Miller, 
Wilson and Pegg. The capital cost was given as £1,500 to £2,000, 
and the working cost as 2id. per unit. The matter is to come 
before the Lighting Committee, the present lighting being by 
means of oi] lamps. 


Banbridge (Co. Down),—The Council of this flourishing 
‘town is interested in an electric lighting scheme, and at its next 
meeting a committee will be nominated for the purpose of conduct- 
ing negotiations, &c. The place has a very convenient source of 
power in the Upper Bann, which flows through the town. 

Bradford.—In order to encourage the use of electricity 
for lighting in St. James’s Market, the Corporation Electricity 
Committee has reduced the price of energy to the tenants from 4d. 
to 2d. per unit. 

Bradninch.—The Council has agreed to accept the offer 
of the Bradninch Electric Lighting Co. to light the town at £25 
per annum, 

Brighouse.—The T.C. has received from the L. G. B. 


sanction to a loan of £2,353 for electricity purposes. 


Caergwrle.—An E.L. scheme for this place has been 
prepared by Mr. A. D. Griffiths and submitted for examination to 
Mr. Pickvance, borough electrical engineer at Wrexham, how 
reports very favourably on the success of the project. 


Canada.— The contract for building the Ontario Govern- 
ment power transmission lines has been awarded to the F. H. 
McGuigan Construction Co. The line will connect Niagara and 
St. Thomas in the west and Montreal in the east, over some 
293 miles of route. The steel towers, 3,176 in number, are to be 
supplied by the Canadian Bridge Co. and the Ontario Iron and Steel 
Co.; over a million pounds of aluminium wire will be supplied by the 
Northern Aluminium Co., of Shawinigan, and the work isto be com- 
pleted in 15 months. Some 27 tenders were received, that accepted 
being for $1,270,000, or a quarter of a million dollars under the 
Government's estimate. 

Trouble has arisen with the Montreal Light, Heat and Power 
Co. as to the city street lighting. The company requires a higher 
price before renewing its contract, and it is suggested that an 
appeal should be made to the Courts to compel it to renew the 


present contract for two years. | 


Continental Notes,—ITaLnv.—The English Crown 
Spelter Co., Ltd., whose mines are at Ponte di Noson, has secured 
& concession from the authorities of the Province of Bergamo, for a 
concession to put down a plant to utilise the water power of the 
River Noseda in the generation of electrical energy for lighting and 
power purposes. 

Application has lately been made to the authorities of the 
Province of Novara, for а concession to put down a plant to utilise 
the water power of the River Anzine at Vagna in the generation 
of eleotrical energy for lighting and power purposes. 


Haslingden.—At the fortnightly meeting of the B. of G. 
on the 28th ult., a final offer was read from the Rawtenstall 
Corporation to supply electricity to the workhouse, subject 
to a five years’ agreement, at. 37d. per unit for the first 
15,000 units, and a flat rate of 3d. for additional units, the 
minimum to be 15,000. The clerk was instructed to reply that 
the offer of the Corporation was not accepted, and it was decided 
that steps be taken to obtain the sanction of the L.G.B. to the 
borrowing of money for the purpose of the generating of electricity 
at the workhouse. 

The Corporation intends to proceed with the adapting of a portion 
of its destructor premises for the purpose of a generating station, 
the extra cost to be paid out of the current account, the Corporation 
having already power to borrow for the necessary machinery. 

The T.C. bas applied to the L.G.B. for a loan of £7,000 for the 


provision of electricity plant. 


Hastings.— At to-day's meeting of the T.C., Councillor 
Cox is to propose that the price of current be increased 1d. per unit, 
or to so adjust the price that the revenue shall be increased not less 
than £3,000 upon a basis of sale of energy equal to that actually sold 
during the year ended March 31st, 1908. 


Hereford.—For the year ending March last, the total 
revenue amounted to £4,679, and the surplus, after meeting all 
charges, to £220. Some 286,391 units were sold, the lamp con- 
nections amounting to 26,745 equivalent 8 c.P. The total working 
cost averaged 1:614. per unit. An increase occurred during the year 
in coal coste, and in financial repayments, which had the effect of 
reducing the surplus as compared with 1906-7. 


Malton.—The U.D.C. has approved of a three years’ 
agreement for electrical street lighting by the Northern Counties 
Electrical Sapply Co. 

Northfleet.—The scheme for lighting the town by elec- 


tricity was practically completed on Saturday last, when the new 
public lamps were switched on, energy being supplied from the 
Gravesend municipal station. This was the scheme which the 
Gravesend Corporation resolved to abandon after sealing the 
contract, but eventually it rescinded the resolution under a threat 
of an action at law by the Northfleet Council. 


Sheerness.— Messrs. Marshall, Fleming & Co. are just 
completing at Sheerness Dockyard the conversion of three over- 
head cranes from square shaft to electric drive. Two of the cranes 
are 20 tons capacity and one of 5 tons, each being driven by three 
separate motors. 

South Africa.—Sea Рохт (Care Conony).—At a 
meeting of the Municipal Council held on August 10tb, permission 
was given to the Cape Town Corporation to erect some sample 
street electric lamps in the municipality, the streets of which are 
at present lighted with gas. 

CAPE Town.—During June last 210,999 units were supplied from 
the Corporation electric light works, as compared with 189,727 
units during June, 1907, an increase of 21,272 unite, or 1121 per 
cent.; the revenue being £5,483, compared with £4,993, a net 
increase of 9:81 per cent. For the six months ended June 30th, 
1908, the supply of electric energy was 1,028,325 units, compared 
with 939,653 units during the same period of 1907, an increase of 
9°43 per cent. The revenue accruing amounts to £26.519, compared 
with £24,601, an increase of £1,914, equivalent to 7 79 per cent. 

PIETEBMARITZBURG.—At a recent meeting of the Town 
Council, plans were submitted and a proposal made to replace the 
existing oil street lamps by incandescent electric lamps. £2,060 
would be required as a start, and it is estimated to bring about a 
saving of £500 per year. The matter was referred to the incoming 


Council, 
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South Stoneham.—The R.D.C. has passed a resolution 
assenting to the application of Southampton T.C. for a prov. order 
to extend the E.L. mains to the Council's area. The R.D.C. is to 
have the option of purchasing the undertaking at a stated time. 


Ware.—The North Metropolitan Electrical Power Dis- 
tribution Co., has informed the U.D.C. that it considers that 
an E.L. undertaking for the town cannot be carried on with profit, 


and it bas, therefore, applied to the B. of T. for the revocation of 
the E.L. order, 1905. 


Wimbledon.—The Electric Lighting Committee of the 
T.C. has approved a scheme for the improvement of the street 
lighting. It has decided upon the installation of а 220-volt 50-с.р. 
metallic-filament lamp in each of the 1,045 lamp-posts in the 
borough, and the purchase of 155 metallic-fllament lamps for the 
purpose of stock, at an estimated cost of £288, while the estimated 
cost of the necessary alteration of wiring and fittings is £130 12s. 


Wrexham.—4A loan of £3,000 for electricity purposes 
has been applied for by the T.C. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—At the weekly meeting of the Tramways and 
Electrical Committee, the towa clerk was instructed to have a draft 
agreement prepared re the running powers of the Oavehill and 
Whitewell Tramway Co. over the Corporation’s lines. Thirty-four 
of the new “Tierney & Malone automatic point controllers are to 
be introduced on the Corporation's lines, thereby doing away with 
the necessity for point boys. This is an Irish invention which is 
rapidly coming to the front. Three of these automatic controllers 
have been in use for the past four months, with such good results 
that the Corporation has placed an order with Messrs. Brecknell, 
Munro & Rogers for the equipping of the system. | 


Blackburn.—The T.C. has this week passed a resolution 
“That the Light Railway Commissioners be requested to confer on 
the Council, by means of the Blackburn, Whalley and Padiham 
Light Railways Order, 1908, authority to construct, or contract, for 
the construction of any railway or railways within the borough, 
proposed to be authorised by the said order, and to raise or advance 
money for that purpose. Also authority to enter into contracts with 
the promoters of the gaid order to work or to contract for the 


working of the light railways proposed to be authorised by tbe said 
order, or any of such light railways.” 


Blackpool.—It is expected that in the Bill which the 
T.C. is promoting in Parliament, powers will be sought for the 
construction of additional tramways in the neighbourhood of 
Marton. 


Bradford.— It has been decided to accept the terms of 
the War Office for the hire and purchase of motor-vehicles in case 
of emergency, and two tramway motor-lorries have been enrolled 
for that purpose. 

The Tramways Committee bas decided to equip the whole of the 
cars with electricity meters. About 100 cars have been so fitted for 
& considerable time, and the results obtained have led to their 
extended adoption. | 

The Tramways Committee has also arrived at an agreement for 
the through running of cars to and from Leeds on the following 
conditions: Each undertaking shall operate an equal number of 
cars, and the surplus mileage shall be paid for by the undertaking 
in which it is run, on the basis of working expenses. The expenses 
are to be on a fixed basis, the charges to include the wages of motor- 
men and conductors, cost of car cleaning and oiling, cost of uniforms 
and badges, and maintenance of cars and compensation. Under 
each heading the charges are to be on the basis of the average cost 
per car-mile, according to the last published accounts of the two 
undertakings. Each undertaking shall be entitled to the whole of 
the local receipts taken in its own area, but all tbrough fares 
(which, for adults, will be 6d.) shall be divided (/) up to an agreed 
number equally, (^) above the agreed number, in tne ratio of the 
route-mileage traversed on each system, approximately 5! miles for 
Leeds and 4 for Bradford. Each undertaking will issue to the 
other in bulk, tickets suitable for its district, and in its own area 
each authority will have the whole control of the traffic and of the 
inspection of tickets. The traffic arrangements are to be in the 
hands of the general managers of the respective areas, while the 
employés will be subject to tlie regulations іп force in the district 
in which they are working. At the end of the first years running, 
any mattersin dispute may be reconsidered and mutually adjusted, 
failing which, if it is desired to continue the through service, they 
must be placed for final agreement in the hands of an arbitrator 
mutually chosen, or decided by the Board of Trade. 


Continental Notes.—GrRMany.—The Prussian railway 
authorities have agreed to the electrifying of the short sections of 
railway between Gusten and Stassfurt and Gusten— Bernburg 
Kothen, experimentally, power being supplied from central stations 
inthe Magdeburg district. Later, the Magdeburg—Bitterfeld— 
Leipzig and Halle—Leipzig lines will be converted, the total 
length being 102 miles. Apart from the improved traftic conditions 
which the electrified lines will produce, a reason for the conversion 
is stated to be the poor quality of the locomotive fuel in the dis- 
trict. A large central station is projected on the coalfield, and 


some two years is suggested as the period of conversion of the 
railway. 


FBANCE.—Bome trials are being made at Marseilles with the 
Mercedes — Electrique— Stoll system of electric motor-’buses, which 
are operated on the overhead trolley system. 


Dundee.—The result of the year's working of the 
tramways shows that the gross receipts have amounted to £60,572 
and the working expenses, including maintenance of lines, to 
£39,879, leaving a balance of revenue over working expenses of 
£20,692. This sum has been appropriated in meeting interest, 
sinking fund and depreciation; £4,000 has been allocated to the 
fund for renewals, and a surplus of £40 is carried to reserve. The 
mileage run during the year was 1,281,552, an increase of 118,760 
on the preceding 12 months. The return shows an increase of 
621,225 passengers, and £2,900 in receipta. 


Glasgow.—The City Finance Committee and the Tram- 
ways Committee of the T.C. have unanimously agreed to recommend 
that body to incorporate in the first provisional order promoted by 
it, a clause asking for Parliamentary sanction to include under the 
Loans Act the borrowing powers of the T.C. for tramway purposes. 
In 1895 a scheme having the same object was successfully opposed 
by the railway companies and certain landowners and house factors. 
The tramways is now the only department outside the financial 
unification scheme of the Т.О. After consultation with the various 


local authorities and other parties interested, an arrangement has been 


come to between the Glasgow T.C.’s committee, and the interested 
parties in connection with the work of extending the Corporation 


tramway system from Pollokshaws by Rouken Glen via Thornliebank, 
a distance of about three miles, 


Halifax.—On the morning of August 26th, a саг ran 
back down Gibbet Street, owing, it is stated, to the power being 
cut off suddenly. The passengers scrambled out with little 
injury to themselves, and the car also, after running back some 


500 yards and leaving the track on a curve, was pulled up at the 
edge of the road undamaged. 


Little Eaton.—One of the pioneer tramways in this 


country, laid with L section plates, between the Kilburn Collieries 


and Little Eaton, in 1795, has just been closed. The line was 


laid by James Outram, of Butterley, and was known as Outram's 
Way.” 


Llandudno-Colwyn Bay.—Owing to the exceedingly 
heavy traffic on tbe Llandudno and Colwyn Pay Light Railway 
during August, the company has notified the Liandudno T.C. 
that additional electricity plant, sufficient to supply three times the 
present power, must he put down within the next nine months, 
otherwise the company will be compelled to establish its own power 
station at Rhos. The cost of the additional plant required is esti- 
mated at £20,000, and we understand that the Llandudno T.C. will 
immediately consider the matter at a special meeting. 


London.— The Highways Committee of the L. C. C. pro- 
poses that the Council should seek Parliamentary authority in the 
Session of 1909, for the construction of further new tramways from 
Harrow Road to Edgware Road (Maida Vale), Farringdon Road to 
Charterhouse Street; in Hackney, from Mare Street to Wick Road; 
from Еввех Road to Kingsland Road; from Battersea Bridge to 
Uxbridge Road; and other routes in Battersea and Wandsworth. 
The cost of these lines would be £403,430, and certain other pro- 


posals for converting existing horse tramways bring the estimated 
total cost up to £710,000. 


Manchester.—The Watch Committee has decided to 
permit another experiment to be made with motor-omnibuses in the 
outlying districts of the city. The vehicles are to be steam-driven, 
and the licences will be provisional only for three months. Two 
years ago petrol 'buses were tried and given up, owing to the 
opposition of residents and house owners. 


New Tealand.— The returns of the Christchurch Tram- 
ways for the past year show a revenue of £91,153 and operating 


expenses amounting to £58,088. The net earnings were sufficient 


to meet interest and sinking fund charges and to provide £6,075 for 
depreciation, £6,075 for renewals, and leave a balance of £188. 


Rochester.—The T.C. has now completed its system of 
electric tramways, by the addition of the route from Delee to 
Borstal. The new route has been made on’ private ground, 
the Corporation having purchased a roadway through fields at 
Upper Delee Farm. Now passengers are enabled to travel from 


Borstal direct to Gillingham Church, a distance of some six or 


seven miles without changing cars, and by а slight change can 80 
on into Rainham, some five miles from Chatham. 


South Africaa—Decrvax.—The Mayor's minute for the 
Borough of Durban for year ending July 31st, 1908, in referring to 
the general progress of the town, mentions that the electric tram- 
way revenue has considerably exceeded the estimate, the figures 
being £90,000, as compared with £55,610 for the preceding year. 
The electric ligbt department shows a steady growth of an addi- 
tional 274 consumers, the total number now being 3,730. 


Stechford.— A meeting of the Bordesley ratepayers has 
passed a resolution favouring the extension of the Birmingham 
tramways from Bordesley to Stechford Station. 


Yarmouth.—A bolt, which had dropped from a preceding 
car, was responsible for the derailing of а сат on an awkward 
curve, on August 29th. The car after leaving the track ran into the 


wall of the Yarmouth Gas Co.'s Works, but fortunately the passengers 
sustained no serious injury. i 
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THE NECAXA POWER PLANT, MEXICO. 


Ix our issue of February 15th, 1907, we dealt at some the present time, reservoirs have been completed at Necaxa, 
length with many interesting features of the Mexican Light Texcapa, Los Reyas and Laguna, and these have a com- 
and Power Co.'s work in Mexico. Since that time the bined storage capacity of 170 million cb. metres. 

company's under- This large stor- 
taking has been ———— — — LLL Li 3 age is of course 
rapidly developing, лаг „з > . 3 necessary in Mexico, 
so much so, that | 9 | which, like all tro- 
some 60,000 н.р, pical countries has 
of load is now a dry and a rainy 
being supplied, season, and the 
jointly by the rivers of which have 
hydro-electric in- a consequently very 


stallation at Necaxa irregular flow. The 
and the auxiliary Necaxa river, with 


steam-driven plant which the scheme 
in the Ошу of originated, is fed 
Mexico. With such partly from a 


a favourable result plateau some 8,000 
it is not surpris- ft. above sea level, 


ing that the com- and partly from 
pany has set to the slopes that fall 


work to develop abruptly from the 
the remainder of plateau towards the 


its extensive water- east; its flow dur- 


E Ж”, 
Ў » 


7 


ee 


" 


* — 


7| 


—  Ó 
— ÀÀ9 


INTERIOR OF THE Necaxa Power House, SHOWING THE 5,000-kw. WHEEL-D&IvEN (IENERATOLS, 


ed. nor that a second power house should be ing the dry season is only 1 cb. metre]per sec., but this is 
ee of erection, with a view to utilising this increased during the rainy season to as much as 148 cb. 
T-power and Buperseding the steam-driven plant. At metres per sec., and of course the same holds good for 
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CONSTRUCTIONAL View, SHOWING 2,000 Kw. TRANSFORMER. 


other streams which 
have been im- 
pounded in the 
reservoirs men- 
tioned previously. 

The Necaxa 
reservoir is fed both 
by the river of that 
name and by the 
Tenago river, 
which was diverted 
through a tunnel 
with this object in 
view. From the 
reservoir, two 8 ft. 
dia. pipe lines, sub- 
sequently reduced 
to 6 ft. dia., feed 
into two receivers, 
from which again 
six 20-in. dia. pipes 
lead into the base- 
ment of the power 
house. 

The total head 
of water is 1,350 
ft., giving a pres- 
sure at the wheel 
nozzles of 580 Ib. per sq. in. Full 
details of the hydraulic works were 
given in our earlier article. 

The power house is an iron and con- 
crete structure with a galvanised roof sup- 
ported on steel trusses ; its construction 
and that of the pipe lines involved many 
difficulties, as the nearest railway station, 
Carmen, on the Hidalgo line, was 30 
km. from theconstructional camp at Mesa. 

For the transport of machinery and 
building material the company built a 
narrow gauge railway through the 
mountains, but as the power house is 
in a ravine some 2,000 ft. below the 
camp, it was also necessary to fit up 
machinery to lower the material down to 
the site. At the power house, each pipe is 
fitted with a gate valve and by-pass as it 
enters the wheel pit; the wheels, six in 
number, were supplied by Escher, Wyss 
and Co., and are of the impulse type, 
2°90 m. in dia. carrying 24 cast-steel buc- 
kets, fed by two rectangular regulating 
nozzles set diametrically opposite each 
other. 


The nozzles are controlled by an Escher, Wyss universal 
governor, which is also coupled to the by-pass valve and 
opens the latter in case of the sudden closing of the nozzles, 
thus guarding against dangerous shocks in the pipe lines. 

A 14-in. vertical shaft carries both wheel and generator, 
supported in an oil step bearing between the wheel and rotor. 

Each machine is provided with a three-throw oil pump, 
which maintains an oil pressure of 360 lb. per sq. in., in 
both step bearing and governor, this being sufficient in the 
case of the former to ensure a 3 mm. film of oil to support 
the revolving mass. | 

The generators are of the revolving field type, made by 
Siemens-Schuckert, each having a capacity of 5,000 KW., 
and supply three-phase current at 4,000 volts pressure and 
50 cycles. Energy for excitation is obtained from two 
200-KW. induction motor-generators, the generators being 
wound for 100 volts pressure, and fitted with commutating 
poles. Each motor-generator is also coupled to a Pelton 
wheel fed from an independent 10-in. dia. pipe line, which 
also supplies water for operating the oil pumps. 

Normally, the exciters are driven by the Pelton wheels, 
the induction motors floating on the bus-bars. 

This is advisable, as the nozzles of the wheels of this size, 
running under a head of 1,400 ft., have a very small open- 
ing, where the presence of a small quantity of grit or foreign 
matter in the water would immediately result in varying the 
speed of the set. 
On the other hand, 
if the exciters de- 
pended on bus-bar 
current only, there 
would be a risk of 
lowering the speed, 
or even blowing 
fuses in the event 
of a heavy short- 
circuit on the 
system. 

The generators 
supply 15 single- 
phase oil-ingulated 
water-cooled trans- 
formers, made 
by the G.E. Co. 
(U.S.A.), which 
step up the gene 
rated pressure to 
60,000 volts. 

The transformers, 
each of 2,000-KW. 
capacity, are ar- 
ranged in banks of 


" a Con- 
SIEMENS-SCHUCKERT 5,000-kw. GENERATOR UNDER CONSTRUCTION. three, delt: 


nected, a bank being 


THE 60,000-уогт Оп, SWITCHES. 
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coupled to each transmission line, leaving one bank as spare. 
These transformers are placed in a fireproof compartment 
under the switch gallery, each transformer being connected 
to a pyrometer on the gallery, with a view to indicating the 
temperature to the attendant. 


Esperanza gold mines. 
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THE DISTRIBUTING AND STEAM-DRIVEN STATION AT NON OALCO, City oF Mexico. 


The switch gallery extends along one side of the building, 
and carries the 4,000 and 60,000-volt switches, mounted in 
fireproof compartments. о 

The switches аге of the oil-break type, fitted with time- 
limit relays and provided with isolating links, and are 
operated from a 
bench control-board 
situated in the cen- 
tre of the gallery. 

Vertical panels 
behind the bench 
carry all the indi- 
cating instruments 
and meters neces- 
sary for the opera- 
tion of the plant. 

The 4,000-volt 
connections be- 
tween the generators 
and transformers 
are of insulated 
cable run separately 
in conduit; the 
60,000-volt leads 
from the trans- 
ſormers are bare 
Copper, carried on 
lower insulators 
under the switch 
gallery, to the 
switches controlling 
the transmission 
lines. The latter T 
leave the power house through rectangular vente, a lightning 
arreater of low-equivalent type being coupled to each cable 
Just inside the building. | 

The four 60,000-volt transmission circuits (details of 
which were given in our earlier article) are carried on two 
galvanised steel tower lines, arranged for the most part with 
Spans of 500 ft., but increasing, with higher towers, up to 
1,500 ft. in crossing valleys. 


Herder 


МовтнАм Exvecrricitry Works, W. AUSTRALIA: THE GENERATING PLANT (see page 382). 


of 50 H.P. and under. 


be diverted for the purpose. 
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These run to the Nonoalco station in the city of Mexico, 
some 94 miles away; and two circuits are continued in a 
westerly direction, some 75 miles, to the El Oro and 


The Nonoalco station is the distributing point for all the 
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plants, and from it are run the feeders for the Mexico 
Tramway Co.'s sub-stations and the power and lighting 
circuits ; it contains, in addition to 16 1,800-Kw. step-down 
transformers and the necessary switchgear, some 7,000 Kw, 
of steam plant, and this is supplemented by a further 


8,000 Kw. of steam 
plant in the San 
Lazaro station. 
Some 150 miles 
of electric tram- 


ways, with 800 
passenger and 
freight cars, are 


operated by the 
company, and the 
local light and 
power distribution 
comprises over 100 
miles of  under- 
ground mains. 

The El Oro sub- 
Blation contains 
similar step-down 
transforming plant 
to that at Nonoalco, 
for supplying energy 
to 500-Kw. synchro- 
nous motors, which 
operate the stamp 
mills at the mines; 
a further transfor- 
mation to 440 volts 
is made for motors 


The second hydro-electric plant, 
which is being constructed, will duplicate the power of 
the Necaxa plant, and will be situated some 3 miles away 
from it, at the junction of the Necaxa and Laguna rivers. 
The Laguna reservoir previously mentioned will supply this 
plant, the water supply being obtained from the Laguna 
river ; and from the rivers Zacatlan and Losreis, which will 
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The diversion of the Zacatlan will entail the damming of was secured, and a contract entered into with Messrs. W. H. 


Со.. Ltd., Perth, for the erection of new 
works thereon. The power house is a brick building 70 ft. 
x 45 ft., in two bays, for the boiler house and engine room 
respectively, and is laid out for the accommodation of four 
boilers and three generating sets, of which two of the former 
and two of the latter are at present installed. "The boilers 
are of the Babcock & Wilcox standard pattern, each having 
1,426 sq. ft. of heating surface, and are constructed for a work- 
ing pressure of 160 lb.; the furnaces are designed for 
burning wood fuel. Each boiler is fitted with an 
internal superheater of 248 sq. ft. heating surface, 
designed to impart 150° F. of  superheat to the 
steam. The feed water is drawn from the mains of 
the Cooleardie water scheme, and is delivered to the boilers 
by two duplex direct-acting feed pumps through a Babcock 
and Wileox feed-water heater capable of dealing with 
10,000 Ib. of water per hour. Ample draught is secured bya 
circular brick smokestack 5 ft. in diameter, and 100 ft. high. 
The whole of the steam and feed pipes are of seamless mild 
steel, and were made by Messrs. Babcock & Wilcox, who also 
supplied the exhaust, blow-down, and drain pipes und valves. 
The engines аге of the Belliss & Morcom two-crank com- 
pound type, of standard design, and each is capable of 
developing an output of 145 B. H. p. at 475 k. P. u., when 


the stream and construction of 25 miles of canal and tunnel Kidston & 
works, | 


EXTERIOR OF THE NORTHAM ELECTRICITY WORKS, 
W. AUSTRALIA. 


In conclusion, we are indebted to Mr. Alexander McKee 
for our views, which show the constructional features of the 
existing Necaxa plant. 


ELECTRICITY IN AN AUSTRALIAN 
COUNTRY TOWN. 


THE town of Northam, Western Australia, situated about 90 
miles from Perth, in the centre of the agricultural districts, 
has a population of some 4,500 inhabitants and an enter- 
prising and progressive town council. Some years ago a 
start was made in the direction of electricity supply with 
two small eingle-cylinder engines and dynamos installed in a 
shed behind the Town Hall, intended principally for street 
lighting purposes, but with the steady growth in the pros- 


SWITCHGEAR, NORTHAM ELECTRICITY WORK 


supplied with steam at 150 lb. at the top valve. » 
each engine is coupled a D.C. generator designed for à 
normal output of 100 KW. at 460 volts pressure. The 
generators are six-pole shunt-wound machines, with auxiliary 
commutating poles, and were made by the Electric Con- 
struction Co. Each is fitted with a balancing arrangement, 
consisting of slip-rings and choking coils, for working on г 
three-wire distribution system. The switchboard is also 0 
the latter company’s make, and comprises eight panels 0 
enamelled slate, equipped with Everett, Edgcumbe moving- 
coil instruments, and Dorman & Smith cireuit-breake?: 
there are also provided a Bristol recording voltmeter, and а 
Duncan watt-hour meter. The engine room 18 spanned by 4 
hand-travelling crane made by Messrs. Holt & Willetts. The 
engines were worked non-condensing at first, owing to the 
fact that although the site is on the banks of the river A von, 
the latter is dry during the greater part of the year; * 
weir, however, has now been constructed, which provides a 
large sheet of water in the town during the whole o ^ 
summer, and a condensing equipment drawing the circu а 
ing water from this source has been provided. V.H 
The whole of the plant was supplied by Messrs. №. I. 
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Tue Borner House, NortHam ELECTRICITY Works. Kidston & Co.. Ltd.. and erected under the supervision of * 
engineer. Mr. E. L. Webb, A. M. I. E. E., to whom winner 

perity of the town, a demand arose for current for private indebted for the photographs here reproduced. The are 


| ‘Anda illington. 
lighting and power which compelled the Council to embark was Mr. C. Н. Whiteford, and the builder Mr. R. Milling’ 
on a larger scheme. Recently, therefore, a central site Mr. R. Macdonald is the Council's electrical engineer. 
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TELEGRAPH and TELEPHONE NOTES. 


Automatic Telephones.—The Lyons postal authorities 
are about to carry out experiments with an automatic telephone 
system, the apparatus being supplied for the purpose to 200 selected 
subscribers. 

Durban.—The Telephone Department for the year 
ending July, 1908, shows an addition of 298 subscribers, the total 
number being 1,242; the average number of calls per day per 
subscriber equals 11. The revenue for the year amounted to £13,000. 


Manchester.—Pablic telephone call offices have been 
opened in 14 branch public libraries belonging to the Corporation. 


Morocco.—The Spanish Administration is about to lay a 


submarine telegraph cable, having a' length of 53:636 kilometres, 
between Chafarenas, on the north coast of Morocco, and Nemones, in 
Algiers, The cable, for the present, will only be used for traffic 
exchanged between Spain, Canary Islands, Spanish possessions in 
North Africa, Tangier, Algiers, and Tunisia. 


German Cables.—A new telegraph company has been 
formed under the title of the German-South American Telegraph 
Co., Ltd., with its headquarters at Cologne, the special object of 
which is to lay and work sabmarine cables from Germany via 
Teneriffe or Liberia to Brazil and to the German Colonies in West 
and South-West Africa. ‘Subsidies, which the German Govern- 
mest has consented to grant, will ensure the payment of interest 
and sinking fund on the bonds to be issued by the company, as well 
as a sufficient rate of interest on the share capital. It will be 
remembered that the German Co., owning the cable between 
Emden and Vigo, in May of last year obtained a concession from 
the Spanish Government to land a cable at Teneriffe on condition 
thst it stretched direct from Emden to that island without touching 
at any intermediate point. This reservation was apparently made 
{о safeguard the interests of the British companies whose cables 
land on Spanish territory, and although it involved the laying of a 
much heavier type and greater length of cable than was anticipated 
by the German company, the condition was accepted. In 1902 it was 
rumoured іп the Press that Germany was planning the laying of 
cables from the Azores to Dutch Guiana in order to be free of depend- 
ence on English wires in time of war. In view of the Dutch- 
German joint cable enterprise in tte Far East this scheme was 
looked upon as probable. The Western Telegraph Co. laid a cable 
from St. Vincent to Fayal in 1906, thus enabling their traffic to be 
dispatched more expeditiously to America. 

The Financial News states that the capital bas been fixed at 
4,000,000 marks, but it will be increased from time to time, in pro- 
portion to the progress of the business, by issues of new shares or 
debentures. It has been stipulated that two-thirds of the board of 
directors must be of German nationality and must reside in Germany. 
The electrical manufacturing firm of Felten, Guilleaume and 
lahmeyer, who originally obtained the concession and passed it on 
to the new company, will supply and lay the new cable. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED, 

Curacao-Coro 
Curscao-LaGuayra Closed. .. Jan. 12, 1906. 
Curacao-Maracaibo 
puieTanger . we Jan. 18, 1%. 
Lan Arthur-Chitu (Closed) .. me * .. Mar, 9, 1904 .. sè 
р s Palmas—Arrecife ..  .. .. „ May 18, 1908 
grew Dardanelles : May 20, 1908 

Кета Leone. Accra 005. 0. — .. Мау 28, 1908 .. 

p» влфап&-Мепайо .. с... с .. s... Aug. 5, 1908 

peda Sounkim , , es ue eee ve July 27, 1908 .. 

seab-Massoush..  ., .. ..  .. 2. July 28, 1908 
Cadiz-Teneriffo | a а .. Aug. 20, 1908 .. 


e n Hon Ho Aug. 29, 1908 2. 
The violent storm at the beginning of this week wrought much 
amage to overhead telegraph and telephone lines, and delays 
Occarred in transmission to and from almost all parts of the United 
Kingdom, as well as Germany, France and Austria. 


Venezuela and the French Cable Co.—The Civil 
Conrt of Firat Instance has declared the French Cable Co. to be 
Ruilty of complicity in the Matos revolution, and has condemned 
it to pay 5 million dollars damages, besides a further amount to be 
демей later. Тһе offices of the Cable Co. were closed on January 
2th, 1906, and up to quite recently the French Cable Co. 
dispatched all telegrams to Venezuela by boat from Curacoa, but 
owing to the President's action the Venezuelan Consuls at all the 
British and Datch West India Islands were forbidden to clear any 
more vessels for Venezuela, with the result that communication 
by this means was also stopped. 


Wireless Telegraphy.—Experiments are being made 
peut the application of wireless telegraphy to the collation of 
min regarding the meteorological conditions obtaining on the 
th antic Ocean, Reports obtained from passing ships and from 
1 are used in compiling weather charts covering a 


Wireless Telephony. — Dr. Lee De Forest has made 
Rips аншы with the French Government to use the Eiffel Tower 
Pari © purpose of establishing telephonic communication between 
Mets and New York, the American antenna being erected ofi the 

ошад Life Insurance Co.'s tower, which is 650 ft. high. He 

1000 m M his apparatus will have a radius of communication of 

ju ase es, and he hopes that improvements now in progress will 

cation ° sufficiently to make possible trans-Atlantic communi- 

waves he great height of the antenna will enable him to use 
980 long that to ordinary apparatus they will be inaudible. 


988 


World's Telephones.—The Bureau International de 
l'Union Télégraphique has just published some interesting flgures 
regarding the telephone service in 1906 in various countries. us 
it is shown that Germany had 5,437 central stations, 31,654 public 
call offices and subscribers to the number of 668,148. The Govern- 
ment dealt with 1,352,593,188 conversations. 'The development in 
Austria is represented by 575 central stations, 806 public call 
offices and 59,558 subscribers, and 187,565,582 conversations were 
dealt with. Belgium possessed 182 central stations and 163 call 
offices, while, together with 30,448 subscribers, a total traffic was 
dealt with of 66,572,507. "There appears to be ample room in Cape 
Colony for the development of the telephone system, as this colony 
only had 13 central stations, 62 call offices and 4,601 subscribers. 
The number of conversations dealt with was 8,500,395. Denmark, 
where the telephone service is mainly in the hands of private com- 
panies, possessed 920 stations and subscribers, while the privately 
owned systems had 63,053. The joint traffic was 125,392,217 con- 
versations. In France the telephone does not appear to be so well 
established, as the total number of subscribers and stations was 
333,438 and the conversations dealt with totalled 239,426,969. The 
Government and the National Telephone Company in Great Britain 
and Ireland owned 486,414 subscribers and offices, and 1,197,222,049 
conversations were recorded. Hungary dealt with 104,381,518 
conversations. The telephone service in Italy is also owned jointly 
by the Government and private companies, whose systems totalled 
37,245 stations, and the joint traffic 144,166,392 conversations. 
Japan. runs some of the European countries very closely, for it 
possessed 47,624 stations and subscribers, and recorded 159,902,931 
conversations. The Colony of Natal had 1,151 stations and sub- 
scribers, who held 15,452 conversations, so that there is ample room 
for improvement and development here. The Dutch systems own 
37,849 stations and subscribers, and dealt with 72,924,573 con- 
versations. There are only two other countries whose figares are : 
worth noticing, and these are Russia and Switzerland, the former 
owning 81,626 stations and subscribers, and dealing with 282,862,152 
convereations, and the latter having 61,090 stations and subscribers, 
dealing with 39,825,911 conversations, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—ADELAIDE.—October 2nd. G.P.O. Power 
plant for charging accumulators for telegraph purposes. 

ADELAIDE.—November 20th. Tbe City Council requires tenders 
for the supply and erection complete of a refuse destructor, electric 
lighting plant for same, &c. Particulars may be obtained from the. 
Agent-General for South Australia, 1, Crosby Square, Bishopsgate 


Street Within, E.C. 
TASMANIA.—November 2nd. Tenders will be received at the 


. office of the Deputy Postmaster-General, Hobart, for the supply 


and delivery at Hobart of material for accumulator equipment for 
telegraph purposes. Tender forme, specifications, &c., may be seen 
at this office. 

Vicroria.—September 22nd. Tenders will be received at the 
office of the Deputy Postmaster-General, Melbourne, for the supply 
and delivery of (a) 8,700 plugs (black), to sealed patterns Nos. 376, 
378 and 380; and (0) 6,250 plugs (white), to sealed patterns Nos. 
375, 377 and 379. Tender forms, &c., may be obtained at the 
General Post Offices, Melbourne, Sydney, Brisbane, Adelaide, 
Perth and Hobart. 

SOUTH AUSTRALIA.— October 21st. Tenders will be received at 
the office of the Deputy Postmaster-General, Adelaide, for a power 
plant for charging accumulators for telegraph purposes at the 
General Post Office, Adelaide, as per specincation No. 228, Speci- 
fications can be seen at this office. . 

WESTERN AUSTBALIA.— October 6th. Tenders will be received 
at the office of the Deputy Postmaster- General, Perth, for the 
supply of telegraph and telephone material. Specifications may 


be seen at this office. 


Belgium. — ANTWERP. — September 21st. The Com- 
mercial Intelligence Branch of the Board of Trade has received 
from Н.М. Consul-General at Antwerp a copy of a specification 
issued by the municipal authorities of that city in connection with 
a call for tenders for the electric lighting of the municipal “ Salle 
des Fétes,” Place de Meir. A deposit of 12,000 fr. (about £480) 
will be required. The specification may be obtained at the Hôtel . 
de Ville, at a cost of 0.50 fr. A copy may be inspected by British 
contractors interested, on application at the Commercial Intelli- 


gence Branch of the Board of Trade, 73, Basinghall Street, 
London, E.C. 


Blackpool.—September 19th. 100 tons of steel rails, 
30 cwt. fish-plates, 20 cwt. tie-bars, and about 300,000 hardwood: 
paving blocks, also taking up and relaying about 823 lineal yards 
of double-track tramways, for the T.C. John S. Brodie, Borough 


Engineer, Town Hall, Blackpool, 


Bulgaria.—September 11th. The Administration of 


Finance of Sophia requires tenders for various telegraph material, 
The estimate is £800, and a deposit of £40 is required. 


— санае — 


— — — e — — Lr = Бы 
— RM 


— — eee 


T " wr). ——ͤ ——— — Iam. е! 


— w— — ш | 


ahe ë -yn ee ET pt Tyu, wm 


— ] 
4 - 


x — APR Es e EO ETE AOT р лаар ау саар a E 
Some 


=p a ааа nd 


! ELECTRICAL: REVIEW. [Vol 63. No 10б, Sara 4 um 


—— ÓÀ—ÓÀ n — € O 


984 


Canada. — The Ontario Hydro- Electric Power Commis- 
sion will call for tenders shortly for transforming stations. The 
stations will be 12 in number, and will be built at Niagara Falls, 
Dundas, Toronto, Brantford, Woodstock, London, Guelph, Preston, 
Berlin, Watterloo, Stratford, St. Mary's and St. Thomas. 


Castlebar.— September 7th. The lighting of 52 public 


lamps by electricity, gas, acetylene gas, or other illuminant for the 
U.D.C. The lamps have to be lighted by 15th inst. Deposit 10s. 
Apply Clerk to the Council, Courthouse, Castlebar. 


Dublin.—September 4th. 500 single-phase and 100 
three-phase a.c. meters for the Corporation. See “ Official Notices " 
August 21et. 

September 4th.—Boiler plant, &c., at Pigeon House generating 
station for the Corporation. 


«September 11th.—Electric lighting works at the State apart- | 


ments, Dublir Castle. Specifications, &c., to be seen at the office 
of H. Williams, Secretary, Office of Public Works, Dublin. 


East Indian Railway.—September 16th. 600-Kw. 
three-phase alternator; gas-engine alternators and equipment. 
See Official Notices August 28th. | 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagasig, in accordance with specifications and plans that may 
be inspected at the offices of the above Ministry at Cairo. 


Germany.—PosEx.—Tenders are about to be invited by 
the manicipal authorities for the extension of the electric lighting 
undertaking, at an estimated cost of £75,000. - 


ENSHE (ZWEIBRUCKEN).—The municipal authorities are about 


to invite tenders for the construction of an electric tramway in the 
town. 


LziPziG.—Beptember 10th.—The municipal authorities. require 


` 


tenders for equipment and stores for their electricity stations. The 


Burgomeister will supply particulars if reply-paid application is 
made. | 

September 25th. The “ Finansdeputation" wants eleven elec- 
tric-travelling cranes. Conditions of tender may be purchased for 
15 marks, at Sekretariat II, “ Finanzdeputation,” Hamburg.— 
B. of T. Journal. 

September 28th. The State Railway Administration, St. Johann 
Saarbriicken, invites tenders for the supply and fixing of an electric 
turntable for locomotives of 20 metres dia. Conditions, plans and 
form of tender may be obtained at the above-mentioned Admini- 
stration, Room No. 218, on payment of 5 marks (not in postage 
вбашрв).— B. of T. Journal. 


Hull.—September 10th. The Grammar School Com- 
mittee of the Corporation is inviting tenders for the electric light 
installation, fittings and fans required at the additions to the Hall 
Grammar School. Specifications can be obtained at the office of 
Mr. J. H. Hirst, the City Architect. 


nford.— September 22nd. Overhead travelling crane 
for the U.D.C. See “ Official Notices ” to-day. 


London.—L.C.C.—September 8th. Cables, cable-boxes, 
&c., for East Greenwich generating station and Woolwich Road 
car depót; electric wiring for car depót ; 
500-K w. and one 150-Kw. motor-generators, for the Т.С.С. See 
“ Official Notices" August 7th. 


Merthyr Tydvil,— September 19th. Messrs. Hills, 
Plymouth & Co., Ltd., invite tenders for stores for electric 
appliances for their collicries for 12 months ending September 
30th, 1909. 


Russia.—September 14th. The Town Clerkiof Odessa 
(Upiawa) requires tenders for я concession to erect and work a 
power and lighting supply. A central station of a minimum of 
6,000 н.р. is to be erected and equipped. 


Salford.—September 14th. Lighting and power feeder 
and distributor pillars for the Electricity Committee. See “ Official 
Notices” August 28th. 


Sligo and Leitrim.—September 5th. The Board of 
Governors of the District Lunatio Asylum wants tenders for 
lighting the Institution, either electrically or with petrol gas 
(about 450 lights)  Mesers. Anthony Scott & Son, architects, 49, 
Upper Sackville Street, Dublin. 


Spain.—Hv ELVA.—September 29th. Two electrically- 
driven cranes and tip wagons. Junta de Obras del Puerto. 

VILLANUEVA DE Corpbona (Province of Cordoba).—The muni- 
cipal authorities have just invited tenders for the concession for 
the clectric lighting of the town during a period of 15 years. 


Stoke-upon-Trent. — September 8th. Water-cooling 
apparatus for the Electricity Committee. See Official Notices” 
August 28th. 


CLOSED. 


Bolton.— The Electricity Committee last week had 
submitted to it 18 tenders for coal, and decided that testa 
should be made of sample loads obtained from Messrs. Andrew 
Knowles, Ltd., Mesers. Fletcher, Burrows & Co., Messrs. J. Roscal 
and Sons, and Messrs. A. Bromley & Sons. The Committee has 
also accepted the tender of Messrs Waring & Co. for the supply of 
cylinder oils 


switchgear; and six 


Birkenhead,—The tender of Messrs. Hinson & бо, 
Argyle Street, Birkenhead, has been accepted for the electi: 
lighting installation at Hamilton Square Congregational Church, 


Eccles. — The Corporation has decided to accept the 
tender of John Spencer, Ltd. (Wednesbury), for the installation of 
circulating water piping at the electricity works, for the um of 
£258. The tender of Messrs. Ferranti, Ltd., to supply and erect ; 
switch panel has also been accepted. 


Edmonton.—At the last meeting, the Board of Guardian 
accepted the tender of Messrs. Tilley, at £376 7s. 8d., for the 
electric lighting installation at the Nurses’ Home. 


Glasgow. — Messrs. Johnson & Phillips, Ltd., have 
received an extension order from the Clyde Navigation for the 
Rothesay Dock, for insulators. | 

The T.C.'s Tramways Sub-Committee on Works and Stores bu 
recommended the acceptance of the following :—Welsh slate, 
Johnston, Ltd.; German silver tape, British Insulated and Helsby 
Cables, Ltd. 


Hull.—The Corporation has accepted a tender for the 
supply and erection of а 900-k w. D. C. generator, with Belliss engine 
for the tramway department, at a cost of £5,926. 


Lochgelly.—The Lochgelly Iron and Coal Co. hare 
placed an order with Messrs. Johnson & Phillips, Ltd., for th 
supply and erection of shaft and inbye cables for the;Lochgelly Pit. 


Manchester. — The Electricity Committee has plac 
with Veritys, Ltd., the order for 4, 2, 7 and 10H. P. motors of the 
“ Aston” interpole type, and for $, 1, 2, 3 and 7-8.р. improved 
* Aston” starters, both contracts being for two years. 

The Tramways Committee has concluded a contract with Мен». 
Mather & Platt for the installation of automatic sprinklers; at te 
Hyde Road and Princess Road car-sheds. 


South Afriea.—JonHANNESBURG.— Our Durban core 
pondent writes stating that at the last maser ing of the Town Cound! 
the tenders for the additional power station р ant were the #0019 
of a very heated discussion, The meeting had to be adjourned, and 
resumed the following day, on account of the arguments bro 
forward by those in favour of the reciprocating type of engine axi 
by those who favoured the turbine. The Committee recomm 
the following acceptances :— 

(1) C. A. Parsons & Co. tender for an 1. 800. K w. turbine, coupled to two Ж 
D.C. generators, including erection, switchgear and spares, to be егесі 
complete by December 20th, 1908, £10,470. ; 

(2) C. A. Parsons & Co., for surface condensing plant for the above set, ? de 
erected in 34 weeks from date of order, £2,985. EN 

(8) Reunert & Lenz, for Babcock & Wilcox boiler, with superheater, due 
mechanical stoker, erected in 184 weeks from date of order, £805. . 

(% Stewarts & Lloyd, for the supply and erection of steam pipes and MW 


for the above plant, to be erected within 184 weeks from date of orif, 
for the sum of £188 88. 3d. j МЕ 

(5) That £6,850 be authorised for extending the engine and boiler rooms. 1100 
alterations to pipes, cooling tower, circulating pipe and pond, snd 
tenders for such work be called forthwith. 


An amendment was, however, brought forward{regarding Clauses 
1 and 2, as follows :— 


(1) Reunert & Lenz, for в 1,000-kw. Belliss & Morcom engine and Al 
generator with balancing arrangement, to be delivered and erected a 
184 weeks from date of order, for a sum not exceeding £11,174, less = 
for spares. ; а еге 

(2) Reunert & Lenz, for condensing plant for the above set, to be del 
and erected within 183 weeks from date of order, for tbe sum of £210. 


On being put to the vote the amendment was carried, P 
the approval of the Finance Committee, and the other ca 
stand as in the recommendation. 
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CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical 10 
tractors and others who are seeking for openings for new business. Car Ў 
able expense is incurred in the production of this column, and every m 1 
taken to ensure that the information is new and accurate, but it will be unde 


stood that in a matter where so many correspondents are engaged, and їй. 


„ 


the amount of information to be handled is very large, this cannot alway: 


guaranteed. If alleged inaccuracies are reported to the Editors, they will 
fully investigated.] 


ABERCRAVE (near SwansE,).—New premises for Co-operative кее 
Secretary, Co-operative Society, Abercrave. 585 
ABER D ARE. New boys school, outbuildings, &c., at Godreaman, neat А 
dare. T. Roderick, architect, Clifton Street. Ail 
ABERDEEN.—Fish meal factory for John T. Kindness, fishourer, at Bate | 
ABERDEENSHIRE,—New house on Boyndlie Estate for J. Munro. Jer 
Blake, New Pitsligo. 
ADLINGTON .—Council and Church of England Schools. 
ALNWICK.—Alterations to the Town Hall. R. San, architect, Alnwick. d 
APPLEBY.—House, near Gallows Hill, for Thomas Slack; alterations © 
additions to Liberal Club, Boroughgate. ет 
ATHERTON.—Reported developments pending at local collieries for Ho 
Collieries Co., Ltd., Chequerbent, Bolton. 
BAKEWELL.— Bungalows, Bakewell district and Blackledge. id 
BALLYWARD 5 dwelling house, J. Harold. Bally wir“. 
anbridge. магы? 
BARGOED (near Canrnirr).—House, Нео! Ddu, for Miss Ruth Jenkins; ү 
house, for Rev. Т. Richards; machine and cook shop, LET 
and Sons; workshop, for Morgan James, Maesycwömer A 
for Idris Leyshon ; houses, at Deri, for Wm. Morris, Gawe 
BARNSLEY.—Four new classrooms, and renovations to the Pogmoo and ee | 
Wesleyan Church. W. T. Turner, architect, Marke 
Barnsley. ill. 1 
BARNSTAPLE. Hauses, Carlyle Avenue, for J. Rice ; Bticklepath HU" 
W. Slee & Son ; Kingsley Avenue, Yeo Vale, for J. Bill. 
BARROW. Alterations (including new balcony) to Victoria Hall, Чг. | 
СА forU.D.C. Н. Т. Fowler, architect, 0, Cornwall - 
RTTOW. 
BARTHOL-CHAPEL (ABERDEENSHIRE). —Improvements to оһшгеһ and ay 
BATLEY,—E.L. installation at premises for the Co-operative Sole): 
Childe, secretary. 
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BECKENHAM.—Additions to residence (£1,880). G. St. Pierre Harris, architect, 

8, Lawrence Pountney Hill, Cannon Street, Е.С. 

BEDLINOG (TreHaRRis, GLAM.)—Twenty houses for the South Wales 

| Estate Со. 

BEDWELLTY (Мох.).—Мїпө houses, Garfield Street, Blackwood, for the 
Garfield Building Club. 

BEXLEY.—Eleven houses, Wickham Lane, for Burtwell & Edwards; houses, 
Freta Road, for Clark, Parry & Walter. 


BERKHAMSTED.-—Houses, Ellesmere Road, for G. B. Tutt & Co.; new Bt. 
Michael's Church, Sunnyside. ; . : 

BIRMINGHAM.—New Evesham secondary school! (£8,658); H. T. Buckland 
and Haywood-Farmer, architecte, Birmingham. New second 
school at King’s Norton (£14,850); Pritchard & Pritchard, 
architects, Kidderminster. New school to accommodate 740 
scholars, at Halesowen (£7,250). New elementary school to 
accommodate 400 boys, Colley Lane, Cradley; also extension 
of Council school. ed new schools at Malvern Linke, 
Stourbridge and Orchard Lane; Mr. Rye, County architect. 
Extensions to Hanley Castle Grammar School (£2,500). New 
fire station at corner of Albion Street and Legge Lane; 
Thomas G. Price, architect, Union Chambers, 68, Temple Row. 

BISPHAM (near BrLackPooL).—fBemi-detached houses, Cavendish Road and 
Frederick Street, J. Twelves; houses, for S. Midgley and N. 
Tilling, Red Bank Road. 

BLACKBURN.—New public hall (to seat 8,500) ; quarter sessions court, police 
station, police court, and elementary school, at Blakey Moor. 

BLACKPOOL.—Houses, Roseberry Avenue, for John J. G. Hall; Pedder's 
Lane, for R. F. Lees and J. W. Cardwell; Portland Park, 
Whitegate Drive, for Fred. Ayre and Geo. Buckley ; Sherbourne 
Road, for R. Worthington: houses and shops, Bloomfield Road 
and Central Drive, for John and Aloysius Robineon; model 
village to be laid out off Warbreck Hill Road; Borough 
Engineer, Blackpool. 

BOLLINGTON CROSS (MaccLESrIELD).—New church (nearly completed). 

BOLTON.—House snd shop, Brandwood Street, and 15 houses, Blackledge 
Street, for W. & J. Leigh; house and workshop, Manchester 
Road, for J. E. Johnsou; alterations 8% Kay Street Arms, Kay 
Street, for T. E. Smith & Sons. 

BRECON.—Conversion of Congregational College to Free Church Institute for 
Brecon Council. Rev. D. Griffiths, secretary of the Council. 

BRIGHTMET (near Borrow).—Colliery developments. В. Scoworoft & Sons, 
Rosehill Collieries, Bolton. 

BRIX WORTH.—New bakery for the Co-operative Bociety. 

BURNHAM „ and workshop, Station Road, for King and 

88. 


BURNLEY.—New Catholic Church (£8,800). J. B. Holt, architect, Man- 
chester ; Smith Bros., builders, Eastham Place, Burnley. 

CARDIFF.—Re-building premises, 18 and 10, Church Street, for Cross Bros., 
Ltd. Veal & Sant, architects, Cardiff. 

CARRANBAY (Co. CLARE).—New R. C. Chapel. O'Mulley and O'Rourke, archi- 
tects, Limerick. 

CAVAN. — New Pda Hall Thomas McGuiness, clerk of the Council, 

van. ` 

CHANDLER'S FORD (EasTLEIGH, Hants.).—House for Mr. Hedges. 

CHIPPENHAM.—New Wesleyan Methodist Church at Monkton Hill. 

COVENTRY.—Lighting of 8t. Michael's Church by electricity (£80). 

CRAIGO (FonrAngHIRE).—Rebuilding spinning mill. Mr. Wilkie, Craigo. 

CROMPTON (Lancs.).—Houses, Market Street, for Mr. Lever. 

CYMMER (Port TaLsor).—Alterations and additions to Workmen's Hal. T. 
John, 10, Maesteg Road, Cymmer. 

DARTFORD,—Proposed Municipal Buildings. T. E. Tiffen, surveyor to the 


U. D. C. 
DARWEN.—New School, Suddle Road, for the Education Committee. 
DAWDON COLLIERY.—New Primitive Methodist Church and Schools. 


DAWLISH.—Rebuilding Post Office, destroyed by fire. 

DEAL.—Detached residence, St. Leonard's Road. G. H. Denne & Son, builders, 
74, Queen Street, Deal. 

DONCASTER.—Workmen's dwellings, High Fisher Gate, for the T.C. 
Jenkinson & Burton, builders, Apley Road, Doncaster. New 
bridge over Great Northern Railway level crossing; contract 
leased to A. Arnold & Son, Doncaster, for £47,790. | 

DROYLSDEN (near MANCHESTER).—New sewage works (£12,000) to be com: 
menced forthwith. Local District Council. 

DUDLEY.—Eye infirmary to be transferred from Guest Hospital to new 

. building, also improvements to Guest Hospital. 

DUMFRIES.—New United Free Church in centre of town. 

CHE rety and church rooms for St. Anne's Episcopal Church 

,000). 
DUNBEATH.—New United Free Church and manse. 
DUNDEE.—Proposed new quarters for Artillery for Dundee Territorial 
" Association (£7,000). The Secretary, Territorial Association, 
Dundee. Reconstruction of waste store, for J. H. Knuck, Dens 
Road ; villas for Alex. Liokely, Jedburgh Road; alteration to 
school for the Sisters of Mercy, at Lawside Road. 

DUNFERMLINE.—New premises, Queen Anne Street. The Manager, Co- 
operative Society, Dunfermline. 

DURHAM.—Aged miners’ homes; J. Hopper, secretary, Durham Aged Mine- 
workers’ Homes. Gift of Cochrane & Co., Ltd., New Brancepeth 
Colliery. | 

EABINGWOLD.—New Salvation Army Hal’, A. Gordon, architect, London ; 
J. Walker & Sons, builders, Easingwold. | 

EASTBOURNE.—Two houses, Roseberry Avenue, Hampden Park; W. J. 
Cole, builder ; A. Chandler, architect. Five houses, Huggett’s 
Lane, Willingdon; L. C. Stevenson, builder ; A. Н. Burtenshaw, 
architect. House, Brassey Avenue, for H. Sisley. Alterations 
and additions to 1, Edgeland Terrace, an Park, for 
Baynes & Sherbourne; C. M. Wood, architect. Two pairs of 

houses in Brassey Avenue, Hampden Park, for the Eastbourne 
Artisans’ Dwellings Co., Ltd.; Mitchell & Lord, architects. 
Proposed alterations to Red Lion Inn, Willingdon, for the 
Southdown and East Grinstead Breweries, Ltd.; W. Bussey, 
surveyor. ; 

EBBW VALE.—New Church of St. John, Newtown (£4,500). G. E. Halliday, 
architect, Ebbw Vale Building Co., builders. 

ECCLES.—Houses, Egerton Road. Monton, for Mr. Lomax; Clifton Road and 
Monton Road, for W. A. Edey : premises at Monton for Burgons, 
Ltd., grocers, Manchester; T. J. Bushell, architect, 18, John 
Dalton Street, Manchester. 

ELLAND.—Conversion of premises. junction of Timber Street and Southgate, 
into General Post Office, for the executors of Mrs. M. A. New. 
some. Five houses, Workhouse Lane; F. F. Beaumont, archi- 

TARTA tect, Bouthgate Chambers, Halifax. 

EXETER.—Extensions to Hele’s School (£9,000). 

FARNWORTH,—Important extensions to St. Thomas Schools. 

р county architeot, Preston. 

ARTHINGSTONE (Мовтнлмьтомвніке).-Мем schools for the Brackley 

WE Rural District Council. 

dus (Нанта). Тао houses, High Street, for A. and W. Goddard. 

„ for the British Glanzstoff Manufacturing Co. (50 acres). 
BTON (near CASTLEFORD, Yorks.).— Developments (new engine houses, &c.) 
for Fryston Collieries, Castleford. | 


Н. Littler, 


GEDDIBADR: Пош Rhigos, for Gwilym Morgan; Pontlottyn, for G. Rowe, 

Bargoed. 

GLAMORGAN.—New schools at Hendre, Penryheol, Caerphilly, and Fforestfach 
(Swansea): additions to schools at Skewen, Cadle, Radyr, 
Rhydygwern and St. George. T. Mansel Franklin, clerk to 

| County Council, Cardiff. 

GOLCAR (Yorks.).—Houses, Stoney Lees, for J. Beaumont; wellhouse, for 
Sarah Ann Pearson. 

GRASSINGTON (SxiPTox).—New Shippon. George Pattinson, Grassington. 

GRAVESEND.—Probable erection of large paper factory on the Bycliffes 
Estate by the Amalgamated Press, Ltd., 24, Tudor Street, 

| London, Е.С. 

GUILDFORD.—Extension to the County Hospital Nurses’ Home (£1,500). 

HALIFAX.—Houses, St. Bevan's Road, for Shaw Bros.: Trimmipgham Lane, 
for E. & P. Wadsworth; St. Anne's Road, Skircoat, for Wm. 
and E. Richardson. ї 

HASLING DEN.—Bakehouses at workhouse for Board of Guardians. 

HIGH WYCOMBE.—New premises, Church Street, for Lipton’s, Ltd. 

HINDLEY (near WicAx).—New church in connection with Hindley Church 
( ). 

HITCHIN.—Mansion for J. C. Priestley, K. C., ОМеу Holes, Hitchin. 

HOYLAND (Tonkks.).— Houses, King Street, for James McPartlain. 

HUDDERSFIELD.—New Wesleyan Church at Sheepridge. Garside and 
Pennington, architects, Pontefract. 

HYDE (CRTSEIRE).—Probable re-erection of works at Newton Bank (after fire): 

i for the Calico Printers’ Association. 

ILFORD.—Houses, Kinfauns Road, for A. Cameron Corbett, М.Р. (E. T. Dunn, 
architect, 90, Mansfield Road, Ilford); Albert Road, for P. E. 
Brand; Glencoe Avenue, for F. W. Hitchcock; motor beuse 
and store, The Laurels, Aldbridge Road, for G. Sharpe; six 


shops and house premises, Loxford Parade, Ilford Lane, for 


D, T. Baker; extensions to the electricity works for U.D.C. 
(£2,048). Myall & Upson, builders, Ilford. | 
Шкэ оп: to Ditton Street Schools. Small & Son, builders, 
aunton. 
INVERGOWRIE (FonrAB&HIRE).—Proposed Church Hall, Rev. Mr. Davidson, 
The Manse. 
ISLE OF THANET.—Enlargement of Parish Hall in connection with St. 
Lawrence Church. 
ISLE OF WIGHT.—New Prison in centre of Parkhurst Forest, for Board of 
Guardians. 
KILNHURST (RoruxnHAM),—New Church Hall. 
KENDAL.—Additions to 100, Highgate, for Mrs. Nowell; Stephen Shaw, 
architect, Kendal; alterations and additions to premises in 
Highgate, for J. Alexander & Sons and Atkinson & Griffin; 
J. Hutton, architect, Kendal. vo 
KENNETHMONT (ABERPEENSHIRE).—Public.Hall for the parish. Leith Hay, 
Leith Hall, promoter. 
KINGUSSIE.— Hall in connection with the Kingussie: Parish Church. 
LEIGH-ON-SEA.—New Baptist Church. J. Bowhill, architect, Leigh an 
Stratford ; F. J. Green, builder, Leigh. ` 
LEONARD (W1173.).—Additions to Grove House, Blunsdon Street. Drew and 
Sons, architects, 28, Regent Circus, Swindon. 
LITTLE LEVER.—Rebuilding and repairieg paper mills (after fire). W. 
Broadbent & Sons, Ltd. 
LITTLEBOROUGH (Lancs.).—Additions to town house, for Gordon Harvey, 
.P.; Institute at Ealees in connection with Littleborough 
Parish Church. А 
LONDON (Dvu.wicn, 8.E.).—New mission church in Lordship Lane. 
(CHELSEA, S. W.),—New bank, King's Road, for London and County 
Banking Co., 21, Lombard Street, Е.С. 
(TOTTENHAM, N.). United Methodist Church. Broad, Pettit & Co., 
builders, 247, West Green Road, Tottenham. 
(DEVONSHIRE STREET, W.),—Buildings. J. Jarvis & Sons, builders, 


268-255, Hackney Road, N.E. 

(Hottoway, N.).—Money Order Department of the G.P.O. to be 
transferred from Queen Victoria Street to Manor Gardens, 
Holloway, N. 

(BRvaNsSTON Square, W.).—Alterations to mansion. Whitby Bros., 
builders, Featherstone Buildings, Holborn. W.C. 


a” 


(Ооскнеар, 8.E.).—Shops. Todd & Newman, builders, la, Stannard 


n, N.E. 
(Mark LANE, E.C.).—Buildings in Byward Street. John Green. 
wood, Ltd., builders, 12-14, Arthur Street West, London 
Bridge, E. C. 
(PoRTLAND PLAck, W.).—Alterations to No. 65; E. Laurance and 
Sons, 14.16, Wharf Road, N. Alterations to No. 43; N. Lid- 
stone, builder, 96, Blackstock Road, Finsbury, N. 
(WELBECK STREET, W.).—Rebuilding No. 50, for J. Faulder, 58, New 
Cavendish Street, W. 
(BLACKFRIARS, 8.E.).— Repairs, &c. (£1,500), to Christ Church. Rev. 
E. J. Baker, rector. 
(UxBRIDGE, N.W.).—New post office (£4,000) ; Geo. Jaggard, builder, 
New Bushey, Watford. Offices, Front Lane factory; Thomas 
А and Thomas, surveyors, 191, Edgware Road. 
(BATTERSEA, 8.W.)—Extensions and improvements to Battersea 
Polytechnio (£6,000). 
(WIMBLEDON, 8.W.).—Shops and flats, High Street, and house Clifton 
Road; Thomson & Pomeroy, architects, 49, Hill Road, Wimble- 
don. Eight houses, Stewart Road, for C. Barwell, The Elms, 
Morden; residence and motor house, Caloune Road, Boyton, 
Sons & Trevor, surveyors, Wimbledon Park Station; house, 
Alan Road, for W. Allan Tanner, engineer, 16, Belvedere 
Gardens, Wimbledon ; factory, Ashcombe Road, for L. 8. Rogers, 
estate agent, 86, Lancaster Road, West Norwood; residence, 
Murray Road ; Niven & Wigglesworth, architects. 104, High 
Holborn, W. C. Six houses, Richmond Road, Daw, Saville & Co., 
surveyors, 27, кеу уы Lene Cs additions to Queen’s Road 
ools, surveyor e ucation Committ T 
d Wimbledon, BN. | ER) 
ckNEy, N.E.).—Electric light, power, bells and telephones to be 
1 ; pi "D^ Hackney Infirmary, High Street, 
omerton, N.E. . R. es, Clerk to the Guardi i 
Road, Homerton, N.E. кашыңа 
LUTON.—New free library (£10,000. Gift of Mr. Carnegie. 
MAGOR (MoNMOUTHSKHIRE).—New Wesleyan schoolroom at Undy (2350). 
A. Bartlett, builder, Magor; Scott & Block, ке 
Newport. ' 
MALTBY (near RoTHERHAM).—New colliery for Maltby Main Colliery Co., Ltd.; 
Maurice Deacon, managing director, i ' 
MANCHESTER.—Public baths at Harpurhey for the Corporation; new ! 
library for the Cheetham and Crumpsall District : Manche stor 
Corporation Free Libraries Committee, New Congregational 
Church (“ Zion Church) and institute, Stretford Road ; big 
sewerage scheme (£60,000); proposed extension, Cheetham 
Hospital; Alan F. Maclure, 36, Brazennose Street, Manchester. 
Extension of premises (proposed) Isane Thorpe & Sons Ltd 
Church Street, Manchester; new manse, Hollingworth, Е 
(LIGHTBOURNE).—New church of St. Luke's. 
(LEvENSHULME).—New Wesleyan Methodist Church and 
(£1,200), East Road, for the Longsight Circuit, анон 
MELKSHAM (WILTs.).—New Baptist Sunday Schools in i 
Broughton Road Church. re SUR 
MELTON MOWBRAY.—Sewage disposal works for the U.D.C, (#13 98 
Clarke, contractor, Melton Mowbray. л 
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MIDDLE HULTON (near Borrox).—Additional railways from Middle Hulton 
to Bolton for Lord Ellesmere. 

MIDDLEW1UH.—New Wesleyan Church and Sunday School (£5,400). 

MIDSOMER NORTON (Ba1H).—Higher elementary school for Somerset С.С. 

MILTON REGIS (Kent).—Additional accommodation for 260 scholars at 
Upton Lane School for Kent Education Committee. W. H. 
Robinson, architect, Caxton House, Westminster, London. 

MIRFIELD (Yorks).—Billiard room at Hopton Grange for W. H. Marriott. 

NEWARK. —Additions to Isolation Hospital, Bamby Road, for the Corporation, 
G. Sheppard, borough surveyor, Town Hail. 

NEWBRIDGE (Mon.).—Thirteen villas for the North Road Building Club, New- 
bridge. A. J. Bowen, architect, Crown Street, Crumlin, 

NEWCASTLE-UNDER-LYME.—Four houses and shops, Chapwell, for F. 

Rupp. D. M. Spence, architect, Shatiey Bridge. New Sunday 
Schocl, Ashley Wesleyan Mission, Mortimore Street (£800). 
J. Jones, builder, Silverdale ; R. T. Longden, architect, Burslem. 

NUNEATON.—8mith's Bank premises to be set back. 

LIVERPOOL.—Row of houses in Mayville Road. L. Marr & Son, builders and 
contractors. 

LLANDRINDOD WELLS.—Improvements to the Spa and baths. 

LLANELUY.—Proposed extensive additions to the Old Castle Iron and Tinplate 
Со.'в Works. 

LLANFYLLIN (MoxTcoxknYsHIRE).— Proposed alterations to the Town Hall. 

OAKHAM.—Burley Hall to be re-built after fire. Right Hon. G. H. Finch, M. P., 
owner. 

OBAN.—New manse for Argyll Muare United Free Church (£780). 

OSBSE'TT.—Noew Conservative Club premises (250). 

DEN ADETNISDDE. Sewage works and waterworks (£14,000. District 

С, р uncii. à 

OUTWOOD (Yonxs.).—New United Methodist Church (£1,200). 

OXFORD.—Extension of premises. Local Co-operative Society. 

PAPA WESTRAY (EtnkwALL).—New house for medical officer. W. P. Drever, 

Kirkwall, 

PENDLETON ann PENDLEBURY.—Colliery developments, &oc., for Andrew 
Knowles & Sons, Ltd. 

PENTREMAWR (CARMARTHENSHIBE). —Important colliery developments in the 
Cathan Valley by a new syndicate, with a capital of from 
£250,000 to £500,000. 

PENZANCE.—Alterations and additions to the premises of The Corntshman; 
Н. Maddern, architect, 18, Clarence Street, Penzance. Altera- 
tions and rebuilding of 8t. Peter's Parish Hall and Sunday 
School, Newlyn. 


PERSHORE (near Worcester).—Proposed additions to Pershore Cottage 
Hospital. Write, Secretary. 

PERTHSHIRE.—Extensive improvements at West Mains, of Ballechin, for 
Mr. Scott, Eastertyre, Aberfeldy. 

PITLOCHRY.— New hall in connection with the United Free Church (£600). 

PONTYPRIDD.—New offices for the B.G. Phillips & Vaughan, ‘architects, 


Mon. 

POOLE.—New Temperance Hall. Mra. Squibb. | 

PORTH.—Two shops for J. Preece, ironmonger, Hannah Street. W. D. Thomas, 
architect, Porth, Glamorgan. 

PORTSMOUTH.—Lock-up shop, Hyde Park Road, for W. R. Burridge, 
Meadow Street, Portsmouth; house and shop, Manor Park 
Avenue, for Seadden & Sons, George Street, Landport ; house, 
Milton Road, for J. Durrant; house, Lomeragh Road, for 
J. J. Rogers: four houses, Chichester Road, for A. Crase. 

ROCHDALE.—Five houses in Harvey Street. Edmund Whitworth, Hamor 
Hall Cottage, Rochdale. 

New billiard hall, Nelson Street. Secretary, Billiard Halls, Ltd., 
Pendleton. 

ROCHFORD (Essrx).—Alterations at the Workhouse. F. Gregson, Clerk to 
the Guardians, 46, Alexandra Street, Southend. 

ROTHESAY.—New U.F. Church. 

SEATON DELAVAL (DcxkHAM).—Reopening and development of coal mines; 
Seaton Delaval Coal Co. ‘ 

SEDGEFIELD (near Ferry HILT).— Nine houses, Dean Bank, for the Auck- 
land Co-operative Society; 19 houses, Trimdon Grange, for 
Orton & Wanless; hal: at Dean Bank, for the Dean Bank and 
Ferry Hill Social Institute. 

SETTLE.—Billiard room at Abbeylands, Stackhouse, for R. Marshall; eight 
houses, Batty Croft, for W. J. Edmondson. 

SHEERNESS.—New masonic hall, corner of High Street and St. George's 
Road. Architect, 21, Balmoral Road, Gillingham, Kent. 

SHEFFIELD.—New parish room and Sunday schools at Norton Lees (23,000); 
school buildings, Townhead Street, for the Board of Education; 
new Primitive Methodist Church (to seat 400), and school (four 
class rooms) (£1,200) at Chapeltown. 

SLEIGHTS (near WHITBY).—-New institute and village;hall. А 

SLIGO.—New offices for the Hibernian Bank, Ltd. W. H. Byrne & Son, 
architects, 20, Suffolk Street, Dublin. ' 

SOLIHULL (BinsixcuaM).—House, Streetbrook Road, for Mr. Blackham ; 
three houses, Barston Road, for Mr. Bell; one house, 
Birmingham Road, for Mr. Kearn. 

BOUTHAMPTON.— Sin cottages. Н. M. Camfleld, auctioneer, Woolston, 
Bouthampton. 

BOUTHPORT.—New Council school, Sefton Street, Southport (£1,191), Town 
Clerk. 

SOUTHWICK (Sg. New police station. County Surveyor, 22, Worthing 
Road, Horsham. 

BTOKE-ON-TRENT.—New Wesleyan Methodist Church, Stockton Brook. 
New buildings in connection with the Cottage Homes at 
Penkliull ; A. R. P. Piercy, architect to the Guardians. 

STONE (STarrs.).— Alterations and additions to St. Mary's Hospital, for St. 
Dominico Convent. 

SUNDERLAND.— Forty-eight workmen's dwellingg nt Tunstall, for the R.D.C, 
(£10,200). Joseph Spain, architect, 12, John Street, Sunderland, 

BWANSEA.—Ten houses at Armena Road, Forestfacb, and ten cottages at 
Cross Hands. C. S. Thomas, architect, 15, Wind btreet, 
Swansea, 

TAUNTON.—Two cottages at Bicknoller, for С. Н, Greswell. Andrew and 
Hosegood, architects, Williton. 

THORNTON (near FrLgkrwoop!). Remi-detached houses, Thornton Gate, for 
J. Parker; two houses, Stockdove Way, Clevely, for Mr. Heyes; 
additions to houses, for J. Jenkins, E. A. Gadd and J. Hague. 

THORNTON-LE-DALE (Yorks.).—New Wesleyan Church (£2,400), A. E. 
Lambert, architect, Park Row, Nottingham; A. Barnes, builder, 
Maiton. 

TIRPHIL (near Carni! t).—Fifty-two houses, for the Birchgrove Building Club, 
New Tredegar, 

TODMORDEN.--New Baptist Church, Charlestown Hill. 

TUHRIFF.—Now municipal buildings, High Street; James Robb, builder, 
Turrit!, Carctaker’s house in connection with above in School 
Lune. Joseph Rae & Son, builders. 


THROWBRIDGE.—Houses, Waterworks Road. J. Crook, builder, Bradford 
Road, Trowbridge. 


UPTON (WenRcrstEnsti'iEE).—Inmportant. sewage and waterworks schemes, 
Sarvever, Upton District Council. 


WAKEFIELD.—8t. Mary's ‘Parochial Buildings to be built at Horbury 
Junction (21,500). O. W. Richardson & Bons, architects; Hy, 
Fallas & Sons, builders, Horbury. 

WARRINGTON.—Extensions to the technical schools for the T.C.: Thos. 
Longdin, borough engineer. 

WIHITLEY.—Proposed promenade pier for Whitley Bay Pier Co., Ltd. White 
and Stephenson, architects, Grey Street, Newcastle. 

WIDNES.—New Salvation Army Hall, Widnes Road. 

WIGAN.—Four houses, Northumberland Street, Goose Green, A. Sharples; 

E additíons to Bt. John's Hall, nson Street, Rev. G. L. 
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WINDSOB.—New Vicarage for All Souls’ Church, South Ascot; house, 
Sunninghill, for Mr. Bellworthy. i 

WOLVERHAMPTON .—New Safe Works, electrically equipped, for Chubb and ‘ 
Sons, Ltd. Henry Lovatt, Ltd., builders, Darlington Street, і 
Wolverhampton. Large works, Stafford Street, for concern 
acting in co-operation with W. Robinson, Ltd., Stafford Street, 
Wolverhampton. 

WOODHALL ВРА (Lmcoun).—House, Tor о’ Moor Road, for W. H. Newbury. 

WORCESTER.—Additions to premises. Local Co-operative Society. 

WORSLEY.—Extensions and alterations at All Saints’ School. Local Educa- 
tion Committee. 

WORTHING.—Re-bullding the Volunteer Inn, Market Street; Denman and 
Matthews, Brighton, architects. Vestry in connection with St. 
Andrew's Church, Viotoria Road, Rev. G. K. Boyd, vicar; 
Young & Hali, architecte. House, Portland Road, for C. Bryant; 
house on east side of Westbrooke, for A. E. Poland, submitted 
by Patching & Co., Worthing ; three houses, Lanfranc Road, 
for C. Stafford, submitted by J. E. Lund, architect, Worthing. 

WREXHAM.—Public Hall to be rebuilt, with shops and arcade; Thos. Price, 
atchitect, Liverpool. 

YARDLEY.—New secondary school (£17,571). W. Harvey Gibbs, builder, King’s 
Heath. Extension of Isolation Hospital, Lynden End, for the 
District Council. 

YNYSYBWL (GLAM.)—Twelve or more houses in Church Street. W. D. 
Morgan, architect, Pentre Rhondda. 

YORK.—Bemi-detached villas at Osbaldwiok, for E. D. Smallwood, The 
Grange. E. T. Felgate, architect, York; L. McLaren & Co., 
builders. 

YSTRADMYNACH (near CazDIFF).—Four houses, for Coslett Beddoe ; shops, 
for Jenkin Bros. and G. & D. Jones. 


NOTES. 


The Cycloidal Engine.— At one time there was а 
heavy and numerous crop of rotary engines. Most of these 
employed a sort of shutter, which moved out of the way to admit 
the passage of a rubbing piece on. the rotary piece, or a shutter 
moved in and out of the rotor itself, which rotated inside an 
eccentrically placed external casing. Of late years the shutter has 
been pretty generally abandoned, and very much more ingenious 
ideas have come forward; all these have aimed to reduce the 
large amount of rubbing friction which appertained to most of the 
rotary engines. One of these was the Hult engine. This had a 
shutter piece in its inner rotor, but to reduce friction to a mini- 
mum, the case in which the rotor turned was itself free to rotate 
in onter roller bearings, and steam was admitted, and cut off, and 
exhausted, by a valve contained in the hollow trunnion. This 
engine ran very quietly, and was shown driving а дупето, and it 
seemed very suitable for small powers and high speeds. 

In another engine the passage of the projecting blade or shutter 
was got over by means of a second rotor of the same size as the 
main, &c. The second rotor had a slot along it, into which the 
shutter entered, and so got past the critical point where usually it 
would have to slide quickly in and out. The second roller, thus 
became the abutment to the steam, which drove the rotor by means 
of the projecting shutter, and the arrangement of the slot enabled 
the shutter to be fixed fast to the rotor, thus saving the sliding 
difficulty. 

We saw lately a novel rotary engine called the Cycloidal starting 
out on a six{ weeks’ voyage to the Antipodes, in a 7,0U0-ton 
steamer in the capacity of fan engiae. 16 consisted simply of а 
double-lobed wheel, rotating slightly eccentrically, with a treble- 
lobed internal wheel. The rates of rotation are thus as two to 
three, and this velocity ratio is kept by means of spur gearing in 
order to save any departure from the correct angularity of the two- 
lobed rotors. At three points on the interior lobing are packing 
pieces against which the two-lobed rotor makes contact, and these 
prevent steam leakage. There are also steam packing pieces at the 
ends of the rotors against the outer case. The rotation is effe 
by the combined action of the eccentricity and of the varying 
volume of the chambers of the three-lobe rotor, as these are 
occupied or left empty by the double-lobe rotor. As the voyage 
above-named occupies some 42 days, the opportunity is a good one 
to show up both virtues and faults in the new engine. It ran well 
and quietly, and gave promise of doing well. But only an actual 
run can show, 


Educational Notes.—UsivknusiTY COLLEGE, BRISTOL. 
—An announcement concerning the Engineering Courses at this 
9 8 for the new session appears iu our advertisement pages 

-day. 

BATTERSEA POLYTECHNIC. — The evening classes in electrical 
engineering (head of department, Mr. A. W. Ashton, M. Sc.), com- 
mence on September 21st, as announced elsewhere in this issue. 

East Lonpon CorrEGE, Mile End Road, E.— The new session at 
this College commences on September 28th, and particulars of the 
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engineering, electrical engineering, mathematical and chemical 
classes may be obtained from the principal, Mr. J. L. S. Hatton, 


M. A. 


Rail Corrugation.— In connection with Prof. Carus- 


Wilson's lecture on the above, at the recent meeting of the Tram- 
ways and Light Railways Association, a communication was 
received from Mr. A. J. Panton, who said it was not sufficient to 
state that check cutting flanges or the action of an axle and wheels 
moving at an angle to the rails produced corrugations. We wanted 
to know why the back of the flange was ground away on one wheel 
and the throat of the flange was cut to a knife edge on the outer 
wheel of the same axle, showing that the axle was askew to the 
track. Was it due to sand or faulty truck construction? Sand or 
grit did not retard one wheel more than another, and (sand, grit 


and packed grooves did not prevail on overhead railways, which 


suffered from corrugation ; further, co ation did not exist on his 
tramway (which formed an extension of the Liverpool Overhead 
Railway) although sand was there in abundance. Corrugations also 
existed on underground railways, with highly-polished rails; he 
thought the presence of a check rail was necessary to successfully 
form corrugations. 

Mr. Fred Bland referred to the presence of corrugations upon 
the tires of certain Swedish tramway wheels which corresponded 
exactly with the corrugations on the rails. 

Mr. W. F. Ireland wrote that he did not agree that the flange 
could not come into contact with the check until considerable wear 
had taken place. Given the conditions of wheel or track 
to produce what is virtually a cone-shaped roller or pair of 
wheels, check cutting can be produced without wear having 
taken place, as, for instance, if tires of different diameters are 
fitted to a pair of wheels, that pair will travel sideways along the 
track and produce check cutting and slip simultaneously. On the 
L.C.C. subway tramways, where all the wheels were turned to 
exact diameters and the coneing was to gauge, the trucks built per- 
fectly square, the cars suspended on swing bolsters and with centre 
bearing swivels well lubricated, corrugations appeared within a 
few days of running, certainly before any check wear was discern- 
ible. The track is} on wood sleepers, and would more or less set 
itself to the wheel treads. It may be suggested that slip at each 
wheel tread would canse only minute waves, but possibly accu- 
mulation of bending stress takes place in the axles. 


Institution and Lecture Notes.—InoN AND STEEL 
IxsrrruTE.— The autumn meeting of this Institute will be held at 
Middlesbrough from September 28th to October 2nd. Among the 
papers that are announced in the programme of arrangements are 
the following :— 


"The Scientific Control of Fuel Supply," by Prof. H. E. Arm- 
strong. i 

Gas- Producer Practice,” by Prof. W. A. Bone. 

"The Production of Finished Iron Sheets and Tubes in one 
Operation,” by Mr. S. O. Cowper-Coles. 

Some Results of Experience with Electrically-Driven Rolling 
Mills,” by Mr. С. Koettgen and Mr. С. A. Ablett. 

“Electric Power Supply,” by Mr, С. Н. Merz. 

“A Test for Ascertaining the Relative Wearing Properties of 
Steel Rails,“ by Mr. E. Н. Saniter. 

“А Workshop Microscope,” by Mr. J. E. Stead. 


A large number of visits to steel and iron works, and other 
works, including electric power supply stations, in the neighbour- 
hood, have been arranged for. 


Moniciran, Tramways ASSOCIATION,—This Association's annual 
confetence takes place at, Nottingham on September 23rd to 25th, 
With Mr. J. Aldworth, the Corporation tramway manager, as presi- 
dent, and with the Victoria Station Hotel as headquarters. The 
papers announced are: 


Some Through-Running Problems and their Solutions,” by Mr. 


Н. E. Blain (West Ham). | 


"Treatment of Corporstion Employés incapable of performing 
ordinary duty," by Alderman Linsley (Salford). 


Paper by Mr. J. М, McElroy (Manchester). 


"Ticket Check,” by Mr. L. Mackinnon (Glasgow Tramways 
Department). 


Electrical Smelting Furnace for Steel.—By an over- 
sight we omitted to state that the article on this subject, which 
appeared on page 342 of our last issue, was based on one appearing 
in the Zeitschrift für Dampfkessel und Maschinenbetrieb for May 
49th, 1908, and the illustrations were reproduced from that journal. 


Shock Fatality.—The Daily Mail reports that while 
Kent fr ting а switchboard of 300-volt pressure at Messrs. Dick, 
] etr & Co.'s electrical works, Strand Road, Preston, on Wednesday, 

ohn Johnson, aged 45, a foreman in the testing department, 
гостей & shock; he fell down unconscious, and died within а 
e seconds, How he received the shock is a mystery, for he 

been working the switch throughout the day, and everything 
Appeared to be working well, 


OUR PERSONAL COLUMN. 


The Editors invite electrical engincers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and’ railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Engineers.—The Malvern U.D.C. has 
agreed to advance the salary of Mz. C. D. GREENHALGH, assistant 
electrical engineer, by £20 per annum. | 

Ms. Papworts, burgh electrical engineer, Stirling, has been 
presented by the members of thejT.C. with a drawing-room clock 
on the occasion of his marriage. 

Mz. P. F. ALLAN has resigned his position as electrical engineer 
on the new works staff of Messrs. Yarrow & Co., Ltd, :Scotstoun, 
Glasgow, in order to take up an appointment as sales engineer on 
the staff of the Clyde Valley Electric Power Co., Glasgow. On 
August 28th his late colleagues and the electrical workmen pre- 
sented Mr. Allan with a handsome writing cabinet. 


Tramway"; Officials,—The Halifax Tramways Com- 
mittee has recommended the T.C. to increase the salary of Mr. 
J. W. GaLLowax, rolling stock superintendent, from £130 to £145 


per annum. 


General.—On July 31st, at Cape Town, the members 
of the Central Telegraph office staff held a concert, at which they 
bade farewell to Мв. James TAsxERB, their chief. The Postmaster- 
General presided, and presented Mr. Tasker with a silver tea and 
coffee service. In reply, Mr. Tasker said that when he took over the 
controllership more than 20 years ago there was a staff of 22, and 
this was subsequently increased to considerably over 200. 

Mr. W. J. HogRR, lecturer in Physics at the South African 
College, Cape Town, who was until recently acting as secretary 
to the local Section of the Institution of Electrical Engineers, and 
has frequently occupied the position of consulting electrical en- 
gineer for electric light installations in the Cape Town district, 
bas been appointed to the Transvaal Education Department as 
Organiser of Technical Education. 


Obituary.—M. HENRI BecQueREL.—We referred briefly 
in our Jast issue to the death of M. Henri Becquerel at the age of 
56, on August 25th. M. Becquerel was permanent secretary of the 
Academy of Sciences, and rendered his name immortal by the 
discovery of the invisible radiation from uranium and its com- 
pounds known as the Becquerel rays. This discovery, at firat sight 
of no great importance, when followed by M. and Madame Curie, 
who were pupils of Becquerel’s, led to the discovery of radium and 
other radioactive compounds. The mathematical genius of J. J. 
Thomson revealed the true explanation of these new phenomena, 
which illustrated and confirmed his own contemporaneous discovery 


that the cathode rays represented fragments of broken up atoms. 


Becquerel’s discovery was the starting point of a new departure in 
physical science which has led to a great and unexpected addition 
to our knowledge of molecular physics. M. Becquerel was awarded 
the Nobel prize in 1903, and received honorary degrees from Oxford, 
Cambridge, Manchester, and Aberdeen Universities. 

We regret to record the death, which took place on 26th ult. at 
his residence at Waterloo, of MR. G. G. BLACKWELL, founder of, 
and senior partner in, the firm of Geo. G. Blackwell, Sons & Co., 
Ltd., manganese merchants, The Albany, Liverpool The offices, 
works, &c., were closed on Saturday last on account of the funeral. 

The Earr or RossE, whose death, at the age of 67 years, we 
regret to have to record this week, was the son of an astronomer 
of great eminence who became a President of the Royal Society, 
and he was himself & prominent student of, and contributor to, 
astronomical science. He had long been a familiar figure at the 
gatherings of the British Association, and was an F. R. S. and an 
ex-vice-president of the Royal Institution. Among recent matters 
which have come before electrical engineers, one that engaged the 
attention of the late Earl was the inquiry concerning the effect of 
the operation of the L.C.C. power station upon the astronomical 
observations at Greenwich. It may be interesting to add that the 
Hon. О. A. Parsons, F.R.S., of turbine fame, is younger brother of 
the late Earl. 

There passed away suddenly on the night of August 27th, Mr. 
J. W. BPENCEB, the chairman, and for 20 years managing director 
of Messrs. John Spencer & Bons, Ltd., of Newburn Steel Works. 
Among the other concerns with which he was actively associated 
as a director, were the Newcastle and District Electric Lighting Co. 
Ltd., and Walter Scott & Co. The deceased gentleman Was 
walking out with his son on Alnmouth golf linke, when he became 
ill; he recovered sufficiently to go to the house of his son, where 
he died immediately. 

We deeply regret to announce the death of Mr. Евднсош J. 
Lams, of Muswell Hill, which took place on Saturday, August 
22nd, at the age of 47 years. The deceased gentleman had been 
suffering from an internal complaint for two or three years past 
and this culminated in a more pronounced illness which neces- 
sitated an operation. This was performed successfully, and at two 
stages Mr. Lamb made remarkable recoveries, but each was fol- 
lowed by a serious relapse, and, unfortunately, from the second he 
never recovered. The funeral took place at Marylebone Cemetery, 
Finchley, on Wednesday last week, in the presence of a large company 
of friends. At the time of his death Mr. Lamb was one of the 
directors of the London Electric Wire Co., Ltd., with which he had 
been connected for many years. 
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NEW COMPANIES REGISTERED. 


Macdonald, Syer & Co., Ltd. (99,800).—This company was 
registered on August 24th, with a capital of £1,000 in £1 shares, to carry on the 
business of consulting, civil, electrical, constructional, marine, hydraulic, 
agricultural, areoplane, cycle, motor, locomotive, gas, tool, mining, textile, 
sewage, railway, inventors, and general engineers, &c. The subscribers (with 
one share each) are:—L. I. Woodley; Glenwood, Holly Park, Crouch Hill, N., 
accountant; C. B. Byer, 2, Felix Avenue, Crouch End, N., engineer; J. W. 
Fletcher, Oakleigh, ping, engineer: W. E. L. Syer, 214, Old Change; E. C., 
merchant and warehouseman; 8. W. Wilkins, 28, Southwold Mansions, Elgin 
Avenue, W., engineer; J. G. Addinell, 41, Snow Hill, E. C., engineer; G. H. 
Addenbrooke, 81, Bt. Thomas Road, South Hackney, N. E., clerk. Private 
company. The number of directors is not to be less than two or more than 
five; the first are C. S. Byer (managing director) and J. W. Fletcher; qualifica- 
tion, 10 shares; remuneration as fixed by the company or by agreement. 
Registered office, 41, Snow Hill, Е.С. 


Bat Meter Co., Ltd. (99,327).—This company was registered 
on August 27th, with a capital of £20,000 in £1 shares (12,000 preference), to 
carry on the business of manufacturers of and dealers in electric, gas and water 
meters, Ke. The subscribers (with one share each) are:—P. Bertin, 23-5, 
Northdown Street, N., C.E.; E. L. Biggs, 12, Montpelier Road, Holloway, N., 
clerk ; J. E. Denney, 3, Great St. Helens, E.C., chartered accountant. Private 
company: The first directors (to be not Jess than three or more than seven) are 
G. Henley, 1, Waverley Place, St. John's Wood N. W.; F. A. Brocq, 16, Boule- 
vard de Vaugirard, Paris; and P. Bertin; qualification, £100; remuneration, 
£50 each per annum. Registered oftice, 8, Eden Street, Hampstead Road, N.W. 


Rosario and District Railway Syndicate, Ltd. (99,284).— 
This company was registered on August 21st, with a capital of £60,000 in £1 
shares, with objects chiefly indicated by the title. The subscribers (with one 
share each) are :—J.H. Wilson, 84, Buckingham Road, Southgate Road, N., 
clerk: E. J. Lyon, 16, Hawthorn Road, Bexley Heath, clerk. Private company. 
The first directors are to number not more than four; the subscribers are to 
appoint the first; qualification, 250 shares; remuneration, £150 per annum 
for the chairman and £100 each for the others, with 8 per cent. of the profits 
available for distribution, divisible (chairman to receive one-eighth per cent. of 
the said profits in addition to his share of the said 8 percent.). Registered by 
Goddard & Co., St. Michael's House, St. Michael's Alley, Cornhill. Е.С. 


Dynamo-Electric Car Transmission Syndicate, Ltd. (99,331). 
— This company was registered on August 27th, with a capital of £2,000 in £1 
shares, to adopt an agreement between F. Plutte and A. P. Wright of the one 
part, and W. C. Clark of the other part, for the purchase of certain patents and 
applications, and to carry on the business indicated by the title. The sub- 
scribers (with one share each) are :—A. P, Wright, Waratah,” Brighton Road. 
Coulsdon, Surrey, engineer; A. F. H. Hotopf, Glenthorne, Mayow Road, 
Sydenham, S. E., merchant. Private company. The first directors are A. P. 
Wright and A. F. H. Hotopf; qualification, 100 shares; remuneration as fixed 


by the company. Registered by C. J. Rawlinson & Son, 47, New Broad 
Street, E.C. 


t 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Chiswick Electricity: Supply Corporation, Ltd. (38,854).— 
This company's Annual return was filed on June 23rd, when 62,700 ordinary 
and 100 founders’ shares had been taken up out of a nominal capital of £100,000 
in 99,900 ordinary and 100 founders’ shares of £1 each. 262,800 has been 
received. Mortgages and charges: £50,000. 


County of Northampton Electric Power and Traction Co., 
Ltd. (65,747). —This company's annual return was filed on July 28th, when the 
entire capital of £25,00) in £10 shares had been taken up and paid for in full. 
Mortgages and charges: Nil. 


Indian Eieetric Supply and Traction Co., Ltd. (84,233).— 
This company's annual return was filed on July 24th, when 1,007 shares had 
been taken up out of a nominal capital of £600.000 in £5 shares. £1 10s. per 


share has been culled up, resulting in the receipt of £4,531 10s. Mortgages and 
charges: £125,000. 


Sunbeam Lamp Co., Ltd. (25,498). — Particulares of £10,000 
debentures, created by resolution of January 28th, 1904, have been filed pursuant 
to Sec. 10 (3) of the Companies’ Act, 1907, the amount of the present issue being 
£1,200. Property charged: The company's undertaking and property, present 
and future, including uncalled capital. No trustees.. 


Carbone Arc Lamp Syndicate, Ltd. (80,279).—This company’s 
annual return made up to December 3rd, 1907, was filed on July 18th, 1908. 
7,607 ordinary, 190 А '' deferred, and 190** B ” deferred shares have been taken 
up out of a nominal capital of £9,880 in 9,500 ordinary, 190 A deferred and 
120 deferred shares of £1 each. £1 per slare has been called up on 107 
ordinary shares, resulting in the receipt of £107. £7,880 is considered as paid 
on 7,500 ordinary, 190 A" deferred, and 190 “В” deferred. Mortgages and 
charges: Nil. 


Adams-Randall Telephone Patents Co., Ltd. (London) 
(61.457).—A stateinent of the total amount outstanding on July lst, in respect 
of mortgages and charges created prior to that date, and not required to be 
registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant 
to Hec. 12 of the Companies! Act, 1907. Particulars: Charge dated April 22nd, 
1899, securing £8,200, 


Amalgamated Radio-Telegraph Co., Ltd. (90, 129).— A state- 
ment of the total amount outstanding on July Ist in respect of mortgages and 
charges created prior to that date, and not required to be registered under 
Bec. 14 of the Companies’ Act, 1900, bas been tited pursuant to Sec. 12 of the 
Companies’ Act, 1907. Particulars: Charges dated 1907 and 1908 securing 
£22,451. 


Durham Collieries Electric Power Co., Ltd. (43,421).— 
An agreement dated August 15th, 1903, to secure £21 annual remuneration to 
trustees (supplemental to agreement of July 15th, securing 42,00 and interest), 
has been registered. Property charged: General assets. 


Crompton & Co., Ltd. (27,200).—A statement of the total 
amount outstanding on July 1st in respect of mortgages and charges created 
prior to that date and not required to bo registered under Sec. 14 of the Com- 
panies’ Act, 1900, has been tiled pursuant to Sec. 12 of the Companies’ Act, 


1997. Particulars: Mortgage dated January 29th, 1805, securing £100,000 flrat 
mortgage debentures, 


Science of thermodynamics. 


THE BRITISH ASSOCIATION MEETING. 


PRESIDENTIAL ADDRESS TO THE ENGINEERING SECTION. 


As we go to press, the British Association for the Advance- 
ment of Science is holding its annual meeting in Dublin. 

The Engineering Section is under the presidency of Mr. 
Dugald Clerk, M.Inst.C.E., and in that capacity he yesterday 
(Thursday) morning opened the proceedings by an address 
which is practically a history of the development of the 
Mr. Clerk pointed out that 
whereas, by the middle of last century, the steam engine had 
attained toa high degree of perfection, the science of thermo- 
dynamics did not yet exist; the world was in complete 
darkness as to the connection between steam motive-power 
and heat. It was seen that motive power of almost any 
magnitude could be obtained by the agency of heat; bat 
how it was obtained and how much power was connected 
with a given quantity of heat was quite unknown, 
Newton, Cavendish, Davy, snd other leading thinkers had 
long before expressed their opinion that heat was a mode of 
motion, but the material theory of heat was still held by 
many. | 

Carnot was the first to enunciate clearly a more advanced 
theory. In 1824 his pamphlet entitled Reflections upon 
the Motive Power of Heat,” was published. Carnot 
endeavoured to arrive at the connection between heat and 
motive-power by inventing an ideal series of operations, by 
means of which the greatest’ conceivable amount of 
mechanical power may be obtained from a given quantity 
of heat under given circumstances (the Carnot cycle). 
The four operations which constitute this ideal are :— 

1. The working fluid is confined at highest temperature 
and pressure behind а piston, and heat is added to keep the 
temperature constant as it expands, moving the piston and 
doing work upon: it. 

2. The heat supply is cut off, and the fluid continues to 
expand till the temperature falls to the lowest point, and its 
volume expands to a maximum. 


3. The piston returns, compressing the working fluid, 
but allowing the heat of compression to escape (reduction of 
volume). 

4. The piston compresses the working fluid to such an 
extent that the temperature rises again to its highest point, 
and the working fluid exists at the end of this operation at 
the same volume, pressure and temperature as at the 
beginning. | 

This demonstration at once gives a standard of the limit 
of mechanical power which could possibly be obtained from 
a given amount of heat and a given temperature fall. In 
pursuance of his investigations Carnot, as his writinge show, 
intended to experiment on any one working fluid within the 
desired temperature range, in order to determine the work 
area in its relation to heat quantity and temperature fall. 
His early death, in 1832, however, prevented this develop- 
ment. 

The next worker in this direction was William Thomson. 
Like Carnot he accepted without considering as wholly 
proved the material theory of heat. In his paper on 
An. Absolute Thermometric Scale Founded on Carnot 8 
Theory of the Motive Power of Heat (1848) he defined 
equal temperature differences as differences between the 
temperatures of the source of heat and the refrigerator, 
when the proportion of work produced from a given quantity 
of heat isthe same. Following this up with an investigation 
on which he read a paper in 1419 entitled “ Carnot’s Theory 
of the Motive Power of Heat," before the Royal Society of 
Edinburgh, Thomson came to the conclusion that “ А most 
careful examination of the entire experimental basis of the 
theory of heat has become more and more urgent.” Further, 
he says, The extremely important discoveries recently 
made by Mr. Joule, of Manchester, seem to overturn e 
opinion that heat cannot be generated, but only proda 
from a source where it has previously existed.” 
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Joule’s work, which he described in a paper before the 
Oxford meeting of the British Association in 1847, ** On the 
Mechanical Equivalent of Heat," described the result of 
experimenta with paddles rotating in liquids, driven by 
falling weights. ‘This paper was over the heads of the 
majority of his contemporaries, and only Thomson (Lord 
Kelvin) was able to appreciate it. Following up the lines 


of thought then suggested, he came to two important con- 


clusions, enunciated in his paper before the Royal Society in 
Edinburgh in 1851, On the Dynamical Theory of Heat.“ 
In this paper he enunciated the theory of an absolute zero of 
temperature, Viz., 273° C., as well as definitely accepting 
the dynamical theory of heat. The investigation had now 
reached a very important stage, and it was established that, 
besides the heat converted into work, a certain portion of 
the heat must be passed from the hot to the cold body in 
order that the remainder might assume the form of mechanical 
energy. The idea of an absolute zero also occurred to 
Clausius. It was arrived at by the application of the 
Carnot cycle to the quantitative equivalent of heat formu- 
lated by Joule. 

At the time these discoveries were made, or, rather, fully 
imparted to the world, creative minds were numerous in the 
engineering world. Brunel had already designed (1852) the 
Great Easlern, with engines of 11,000 н.р. Armstrong 
had invented the Armstrong gun. Stephenson was at the 
height of his fame. Siemens was busy on the regenerative 
furnace. In 1853 attention was turned to the hot-air 
engine, chiefly through the building of a ship having such a 
motor in America, by Captain Ericsson. Brunel and 
Faraday did not consider it likely to be successful. Siemens, 
while upholding the theory of regeneration (a device for 
successively reheating the working fluid), appears to have 
preserved an open mind on the subject. Some statistics 
given by him in a paper of 1853 are interesting. He gives 


the pounds of coal per horse-power-hour required for a 


Boulton & Watt condensing engine as 8, for a good Cornish 
engine as 2:38, and for a hot-air engine as 3°57. A perfect 
engine he considered would consume 0°60. | 

The author concludes by saying that the modern internal 
combustion engine is the successor to the air engine, so fully 
discussed by eminent engineers 55 years ago. 

The custom of making the presidential and opening 
address generally historical has an’ obvious purpose; it is 
intended to lay before the meeting what has been done up 
to the time of its convocation in the hope that in its 


comment thereon, and account of investigations relating ' 


thereto, some further conclusions may be arrived at which 
may advance the scientific information on the subject a step 
further. In the address above summarised, Mr. Clerk has 
not only placed before the Association a concise account of 
the knowledge already collected on the important subject of 
the heat-engine, bnt, has given stimulating examples of the 
work previously done by this very Association in the further- 
ing of that branch of science. Although the master-minds 
which evolved the controlling ideas are, so far as we know, 
20 longer in operation, the evolution of the internal combus- 
tion engine has set in operation a great number of experi- 
mental processes which cannot fail to result in further 
elucidating the many problems concerned with the conversion 
of heat into mechanical power. The enumeration of the 
scoveries made during the last half of the last century 
Etves rise to the reflection that, however absolute a theory, 
such аз that of the material constitution of heat, appears at 
the time, any decided variant which may be discovered is 
worthy of а close and patient investigation as likely to lead 
to an emendation of the original theory, or at any rate 
to some application almost equally valuable. Finality, of 
a kind, must be established as a basis upon 
Which to work; but it must be recognised that what is 
apparently final may be merely relatively or comprehensively 
В), and should not be held as a rigid law by the application 
of which the value of new theories may be tested and 
accepted, or rejected, according as they conform or do not 
conform thereto. Science stands in the position of an acute 
observer watching the numerous experimenta, which, in a 

road sense, mechanical and commercial engineering are 
continually carrying out; and following up, by patient 
investigation, any new line of thought suggested by the 
resulta of these experimenta. 


CITY NOTES. 


Dumbarton Burgh and County Tramways, Ltd. 


From the күн of the directors to the first ordinary general 
meeting of shareholders, it appears that the accounts show the 
profit for the period to be £3,870 16s. 8d., which it is recommended 
should be applied'as follows:—In payment of dividend at the rate 
of 6 per cent. on the preference shares, payable on September 30th, 
and calculated on the amount of calls from the date of payment till 
the close of the accounts, £2,140 14s. 10d.; in carrying forward, 
subject to directors’ fees, the balance of £1,730 ls. 10d. The 
Dumbarton Burgh Tramways, acquired by the company in terms of 
its statutory powers, were taken over on January lst, 1908, and 
have since been operated by the company. The County Tramways 
have been constructed, and the first section from Dumbarton to 
Alexandria was opened on May 7th, 1908, while the through route 
from Dalmuir to Balloch was opened on June 25tb, 1908. The 
branch line from Alexandria to Jamestown is complete, with the 
exception of a few yards, which have been left incomplete pending 
arrangements for increasing clearway under the railway bridge. 
The traffic receipts from the tramways are reckoned as satisfactory, 
the through line only having beenin operation about five weeks 
prior to the closing of the accounts. 


Lisbon Electric Tramways, Ltd. 


A GENERAL meeting of the debenture-holders of the above company 
was held on Wednesday last, at the offices, 1, London Wall Build- 
ings, Mr. L. Wagner presiding. | 

The CHAIRMAN said that the circular letter which accompanied 
the notice convening the meeting sufficiently explained the reasons 
why the directors requested the trustees to the debenture-holders 
to call them (together. They were asked to pass a resolution 
relieving the company from the restriction hitherto imposed on it 


under the terms ofthe trust deed whereby it was not permitted to 


buy in the debentures of the company, and at any future 
time re-issue the same, should such a measure at any time be for 
the interest of the company generally. The resolution which they 
asked the debenture-holders to approve, removed that restriction, 
and was in the best interests alike of the debenture-holders and 
the shareholders of the company. He might add that if the 


resolution was carried, it would in no way interfere with the. - 


annual drawing for the redemption of debentures due to com- 
mence on July 1st, 1909. He concluded by moving the resolution 
as follows:—''That this meeting of debenture-holders of the 
Lisbon Electric Tramways, Ltd., secured by indenture dated 
November 22nd, 1899, hereby assents to the said company's pro- 
posal (assented to by such trustees) that the said indenture and 
the debentures issued under it shall henceforth be read and con- 
strued as if the words contained in the five concluding lines of 
Clause 34 of the said indenture and the same words at the con- 
clusion of Condition 10 of the said debentures, and of the forms 
thereof set out in the first schedule to such indenture, were 
omitted, and that the rights of the debenture-holders and of the 
said company and the provisions of the said trust deed be modified 
accordingly, and that, for the purposes aforesaid, the trustees of 
the said indenture be, and they are hereby authorised, to concur 
with the company in executing a proper und sufficient Supplemental 
trust deed in such terms as the said trustees may be advised." 

In the explanatory circular referred to by the Chairman, it was 
pointed out that as things stood the company was, by Clause 10 of 
the trust deed and by Condition 9 in the debentures, bound to 
redeem the debentures by the operation of a sinking fund, and 
these provisions it was not proposed to alter. The deed also 
authorised the company to purchase or redeem in the market or 
otherwise debentures of the series, and prohibited the re-issue 
thereof. But for this prohibition, the company under Clause 15 of 
the Companies' Act, 1907, would be at liberty to keep alive and 
re-issue debentures so purchased or redeemed. It was desired that 
the prohibition should be removed, so that the company might be 
able to exercise the statutory power, for it was anticipated that in 
the carrying-on of the business the exercise of the power might 
from time to time be advantageous to the company, seeing that it 
would enable the company to invest temporarily in its own deben- 
tures without losing the power to re-issue if occasion required, 

Мв. F. EcksTEIN seconded the resolution, which, on a show of 
hands, was carried. 

A formal poll was taken, at which the CHAIRMAN announced that 
proxies in favour of the resolution representing £320,200 had been 
polled, and only one representing £600 against. As the amount 
required to carry the resolution was £250,000, he declared it carried 
with the requisite majority. 


South Metropolitan Electric Light and Power Co., 
Ltd.— Warrants for interim dividend on the 7 per cent. cumulative 
preference shares for the half-year ended Тиде 30th, 1908 (payable 
on the 31st ult.), have been posted, 
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MARKET QUOTATIONS. 


Wednesday, September 2nd. 


Ino. or Deo. 


Acid, Hyärochlorio — . | - 
а [T] Nitrio .. өө ee | any. 
а, Охајіс oe ee oe 


Bulphari С" in 
а уу urio oe oe e 
Bal eo ee 4 е ee 
a Ammonia, Muriate (crystal) 883 10 $3 
* 9 ee өө ee 
a Bleac powd ee ee P 14 10 oe 
а Bisul ofCerben  .. £18 - 
a Borax "Sulphate oe oe 22 ee 
а т ee ee ae 
a Lee Nirkte eo эө 22 £1 dec. 
a T] White Sugar ° ee 821 £3 dec. 
a 95 Peroxide oe ° £83 ee 
a Methylated irit oe ° 2/6 [17 
a Potassium Bichromate, in casks Ий. eo 
a Potash, Caustic (15/80 %) ee 
a "m Chlorate ° oe 833. еә 
a T Perchlorate oe * ee 
а Potassi Cy ee 1а. ee 
а Shellac ix ate we 115/ 10/- дес 
a Balphar, Boblimed Flowers 486 10 ёе 
а 4» Recovered T 45 10 ee 
a [T] L ве ee 45 oe 
a Bods, Caustic (white 0 9) £10 15 ee 
a „ orate өө ° эм. өө 
а $ s eo ee per ton 6 ee 
a um ichromate, 8 ee ва, ee 
a „  Oyanide (basis 100 *) 1а, ; x 
METALS, &o. 
b Aluminium , in ton lots 280 m 
b АА » in ton lots £180 zs 
b И Sheet, in ton lote 8128 E 
о Babblit'e metal re £50 to #130 ^ 
e Brass (rolled metal 9" to 13") basis ва. 134. inc. 
в 90 ) ee Rd, id. dec. 
б „ solid drawn).. e. id. dec. 
в ry} 7 ee oe „ m 
e Copper Tubes (brased) .. 92d. 
€ [1] oe (solid drawn 91d. ee 
g Copper Bars (best selected £75 A 
g Copper Sheet eo ee £75 ee 
7 n Roa ee у өө и, £16 i 
6 » ( ectrolytic . 
6 9? 90 Sheets £80 ee 
e [I] [1] £69 we 
e [T] [T] H. O. Wire Sid. as 
f Ebonite ee ee 8/3 ee 
f LI] eet ee ee Bj- oe 
n German Silver Wire ee 1/6 e 
h Gutte-percha, ee 5/6 to 6/6 JT 
А Indie- rubber, Para - 4/ to 4/0} ine. 
i n (Cleveland warran 51/ to 51/6 mi 
l n ire, No. 8,P.O.qual. £14 Ке 
g . Eng Ingot ee £18 10 б/- dec 
m Manganin Wire No. $ .. ; / v 
g eroury ее m өө £8 2 6 5/- inc 
d Mica (in original cases) small .. 6d. to 1 id 
d e " н medi 9/6 to 4j- ee 
d n “ Т Y large vini T 
: 98 rolled ht 172 to l / - 
Г " и strip & sheet 1/24 to 1/5 is 
o Platinam ee ee 85/- to 90/- . 
e Bilicium Wire "а. a 
Steel, in bart £55 ig 
g Tin, Blook English) £181 2 £1 8 dec. 
a Wire, Nos. 1 to 16 1/9 Y. 
р Anti- Metals 
" Ant” brand £3 to E с. 
к Bino, Bh't (Vieille Montagne bad.) £23 £1 6 dec. 
Quotations supplied by :— 
a G. Boor & Co. í Bolling & Lowe. 
b The British Aluminium Oo., Ltd, k Morris Ashby, Ltd. 
в Thos. Bolton & Sons, Ltd, l Richard Johnson & Nephew, Lid. 
ar Wiggins & Bons 


m W. T. Glover & Oo., Ltd, 
P. Ormiston & 


R Sons. 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., Ltd. 


Telegfapb Works Co., 144, p The Phosphor Bronze Oo., Ltd. 
James & vos r W. F. Dennis & Co. 
Edward Till & Co. 


Stock Exchange Notices.— Application has been made 
to the Committee to allow the following security to be quoted in 
the Official List: — 


Mexican Light and Power Co.— Further issue of $900,000 7 per cent. cumu. 
lative preference stock in shares of 8 100 each, 


The Committee has ordered the undermentioned security to be 
quoted in the Official List :— 


Rio de Janeiro Tramway, Light and Power Co., Ltd. — 2 156,600 additional 


first mortgage 30-year 5 per cent. gold bonds, Nos. 53,001 to 56,235 and 75,225 to 
77,000 for 8100, and 29,190 to 29,0С0 for 3500 each. 


General Electric Company of Russia.—The corres- 
pondent of the Financial Times says that the above company has 
realised for the past year a net profit of 511,470 roubles, as against 
439.050 roubles for the previous year. The board propose to dis 
tribute a dividend of 4 per cent., against 3 per cent. last year. 


' changing hands. 


STOCES AND SHARES. 


Tuesday Evening, 

Busixxss in the Stock Exchange has broadened out very consider- 
ably within the last few days. Both investment and speculation 
have awakened in a manner somewhat remarkable, considering that 
the holiday season is hardly over, and that there is really no 
especial reason for revival at this particular juncture. It is this 
latter consideration which gives rise to some doubt amongst 
authorities as to whether the improvement will be sustained 
reared, as it is, upon the slightly precarious basis of a boomlet in 
Kaffir shares. 

The long-continued dullness of Consuls and other gilt-edged 
securities is not affecting the) steady demand for sound stock 
amongst industrial companies. Half a score or so of rises amongst 
telegraph Debenture issues is evidence of the investor's hand, and 
the stocks are by no means easy to secure at the advanced 
quotations. | 

Heavy gambling in American rails has helped to lever up the 
price of Anglo-American Telegraph Deferred stock, which shows a 
rise of £1 18., and has been yet higher. The 6 per cent. Preferred 
gained 4. American Telegraph and Telephone Capital stock gained 
two more pointe, and the buying has extended to the 4 per cent. 
bonds, the price being 14 better at 914. Commercial Cable Deben- 
ture put on 3, rising to 884 upon a quite retail amount of stock 


Of the Ordinary stocks and shares, Eastern has gained 1, and the 
little West India and Panama аге ү; up, but Great Northerns lost 
their improvement of a week ago. No notice bas been taken of the 
threatened new German cable. 

National Telephone Preferred has slightly improved its position; 
the Preference shares are all better. Tne Deferred, however, 
shed a point. Other telephone descriptions have maintained all 
their recent atrength. 

Some of the Home Railway stocks are escaping from their fit of 
the doldrums, and even the Undergrounds come in for a little 
recognition. This is seen in the welcome, if small, advance in 
Central London Ordinary and Deferred stocks. Metropolitan Con- 
solidated rose to 37, but eased off to 36, and a rise of 1, which 
lifted Districts to 12, was modified by a subsequent 10s. fall. The 
lamentable report just issued by the London General Omnibus 
Company ought to have done something to revive heart of grace in 
the Tube stocks, 

It is still the Canadian group of tramway, power and lighting 
companies which engagea by far the most considerable amount of 
interest and attention in electrical sections. The advance goes 00 
gaily, punctuated by very occasional reactions, and the catalogue 
of prices has now reached a level of height which renders astonish- 
ing the prices of a few weeks ago. We take some of Monday! 
prices, with another list showing what they were on June 1st, only 
three months back. A third column gives the rise; dividends are 
not taken into account. Dealing with the lighting issues first, these 
are representative examples of the movement which has occurred:— 


— — т а 


Stock. | June Ist. | Aug. 81st. | Rise. 
== C |- ites esse Se ar oe Say tee — — 
Canadlan General Co. ws. os as 88 | 10 H 

w, Т » Preference 109 115 6 
Electric Dev. of Ontario 5 per cent. 814 87A 8 
Mexican Electric 6 per cent. : 804 80} 6 
Mexican Light and Power Co. р Б5 | 83 | 254 

, ” 5 Bond 90} 4 
Bhawinigan Co. „ Bonds 925 2301 nx 
| 


In the tramway division the advance ie much more marked, 58 
the following list indicates: 


net” 


Stock. | June 1st. Aug. 81st, Rise. 

+, ENS | 5 
Mexico Trams co. 91 129 EL 
" i 6 per cent. Bon " RY 95 | 6 
Rio Trams 5 per cent. Bonds RD 85 | 90 | : 
Bao Paulo Trama — .. .. 1313 1613) 0 
ТА aN 5 per cent. Debentures | | i x 


n RC AED a ы dt 8 


Tuesday market found some of these prices inclined to slide. 
Mexican Light and Power lost 3 and the Tramway 1, but Canadian 
General rose 2. 

Were it not for the activity in these securities, the dealers in 
electrical varieties would find little enough to do. This week? 
list of home stocks and shares is colourless in the extreme. London 
Electric Preference and South Metropolitan Preference are Lo 
quoted ex dividend, and Newcastle-on-Tyne Ordinary decline 
Westminster Preference rose 2s, 6d. These are the only changes v 
be noted. РЧ 

Several of the manufacturing shares have advanced, Britit 
Insulated, for instance, adding 5s. to the price of the Ordinary. 
Dick, Kerrs are harder, Castner-Kellners continue to improve, t 
Electric Constructions have stiffened. Callender's an Henley » 
Dehenture stocks again moved up 10s. simultaneously. Henley 4 
Ordinary show in their price the deduction of the 5s. dividenc. 
Telegraph Constructions are 10s. to the good. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


SE т тв рр men. Business dona |p, | 
— Btock Rise 4 | Present 
5 | » | or | Dividends for the last асое: | 9 | е аса от Yield 
Issue, SAMT, Share. four years. August 25th. | Sept. Ist. 1908. Fall — per cent. 
904. | 1906. | 1906. | 1507. А Highest Lowest. & ы | d. 
; 2 il Nil 9 — 8 ‘ 11— 2 КЕЯ . 8 oe 11. 
95,000 | Amazon Telegraph Co. 's shares, Nos. 1 to , 000 10 Nil, Nil | Ni = 90°— 93 Ж Е +1 5 7 6 
148,800 сап Telephone & Telegraph. Cap Bien. 3190 N 77 8 7 6 5 12 10 оз 188 bes Елы. Poe | 6 1 3 
$181,551, American Telephone & Telegraph, Cap. Btock .. | Ф i n Р 1 | 466 
68,000,000 . Collat. Trust, 4% Bonds; 1 to 25:000 990 $100 4 % % 44 4% 89 — 92 904— 923 914 90 | + 
, ’ , Ф 58 — 61 68 — 61 60 EE A b14 9 
Er Anglo-American Telegraph ‘oer E. Sethe 2 3% 61 o 1033 —1043 104 11. nd gri M : i : 
і В ` e ee ee 1 16 — 163 17 — 75 6 
8.900.910 | Do. do. do. Deferred .. Stock il | 4% | 12% ^o == 0L —104 | к a 416 3 
"imo | Angio Portuguese tel, 6% Mor Deb, Stock Red. 18 ва ва вава «— my | а-ы | va] у | с |4 Hg 
4, i Telephone, Nos. T TIME, Y re — 884 852 +3 4 1 
4,883,876 | Commercial Cable Sting. 500 year 4 % Deb, Bk. Red. воск |4 | & % „ 5 5 ; "|. [712 
% P po, MP 10 J Prei... . L| io ho’ hog hoe hog) 15— 16) ра 1 6 3 1 
12.961 | Direct Spanish Telegraph, Or.. VV bc { f 511 1 
6,000 Do. do. nt Cum. Pref. "P 80 4 4 í ® 1 d 100 —103 100 —103 8 14 10 
80,000 Do. do. 44 Debs. es ее 20 EA 4 d5 4 ie. 134 —13g 18$— li 134 | 6 410 
60,7108 Direct United States Cable ee ee ee ее 100 4 % 44% ie 99 ii —101 5 100 —102 Б + 1 4 8 g 
ро тоса Саре ае нен Беру ют О. КА e 7%, | 4, | 185 —198 1354 —1854 187% | 1884 | +4168 4 
4,000,000 | Eastern Telegrapb, Ord. Stock.. р. es 05 ue Bae, | sae à аА Во 804 85 H 4 0 11 
188668 ро 4% Mors. Deb. Stock. Red.. Stock | 4 4 4% 4% | 4 4, | 102 —104 102 -101 104 к 112 3 816 7 
800.000 Eastern киеш 4 к aoe China Tele, х 10 ] i 1 g ] : í p 15 е 90 10. 1013 0 +14 318 1 
75 ó б oe @e es tock 55 99 — 1012 a: + | 8 18 10 
969,700 | East & B. Afric. Talt Mt. Db., 1 to 8,000, red. 1909 E { & í e { { % 1003 — 1024 101 —103 1023 + | | 317 8 
900,000! Ро. 4 Reg. M. be. (Mauritius Sub.) 1 to 8,000 10 52% 5356 Ha 519, 10% — 11 104 — 11 10 AS 10 n 6 14 10 
xr Glove ee ge dus Prein. 10 |6 7 6 % 6 ф 6 | 13j— 14 181— 14 134 aJ — 4 5 9 
160,000 | Great Northern Telegraph, of Copenhagen..  ..| 10 Ja „ oa а U U A 
Halifax and Bermudas Cable, 4$ % lst Mort.| 100 43% 43% | 44% | 4195 | 99 —101 100 —102 T n +1 ; 483 
19.600 | Debs., within Nos, 1 to 1,900, Red. 53535 V 86 — 89 Е e ae | 671 
17,000 | Indo-European Telegraph eel „„ ee $10 i % $ % de : o 5 = # 5 9 7 
41,880,400 Mackay Com ies Common СЕЈ eo ae ee $100 4 О 4 /o 4 95 4-9%, 69 — 73 69 рац 73 "E "m es | 5 9 " 
(000000 | Ро. J Т оа 1 а 10% „ VI 
884,190 Marconi’s Wireless Telegraph .. ws et E 1 А 5 % 169% 6 i if 1 —eli Be К 5 6 8 
00 Mone Video Telephone Co., Ltd. "PERRA M - - 5 8 K 6 F 5 d 3 1 SE Е i .. ! 581 
86 А о. о. a „ 1075 100 | 105 —110 109 1003 | + 5 9 1 
2,225,000 National Tel hone, Pret. Btock е Ee DES 100 | : 8 : 0 & : D 119) 1d 1184 —1203 1215 120 zr | 4 19 7 
А А А e е ee ee oe 6% 6 % 10 — 12 104— 11 ec ee 5 4 
15,000 Do. do. 6 Cum. 1st. Pref. es ee 10 6 6 ri 10 оли 12 103 — 114 А | 4 6 11 
1,000 | Do. do. 65 Cum. aud Pref. „ 10 6% 655% 1650) 10—12, be б i: . | Xa'4en 
950,000 | Ро. do. 6 % Non-cum.Brd Б. 1 260,000 | 5 | 5, aa a ar Ж ыр. T NS "o pM 
б • ? 3 эе — 11 1 — oe е ° 
179,818 | Oriental Telep. and Elec. 1 to 171,504, урма ж. d] td 3 | qat a E 25/71 — ра 11 5 
50,000 D do. do. 6 Cum. Pre Bee ee 100 Ф 4 4 9 4 By — 16 * — йү 4 7 0 
ЮЧЮ | Pacific & European Tei.,4% Goar Debe, 1 1000 | 10 434 4d % sio $9 —102 > | 41 | sas 5 
400 | Pacific & European Tel., 4% Guar. Deba., 1 to 1,000 Oe ste Ф 5 % 5 & 5 % T— 8 1— 8 it EA 500 
11,8891 Reuter’s oe ee ee ег Re oe oe 100 44% 44% 41% 99 —102 99 —102 ee | 4 8 3 
| Telephone Co of Pi TDi M o Deb Redi: ае ep M00 |. be &|6% 16%, | 18—131 &В —181 100} — 41 7 
8,083 | Submarine Cables Trust .. T T ee ee rt. 3 4 в 8 |8 5? 68— 7 6E — 75 . .. 512 8 
100,000 | United River Plate Telephone xs ee 000 Н 6 5 5 V 5 & 44 — 4 43— gs x 558g 
40,000 Do. 5 96 Cum. Pref. Nos. осо 23 N Nil 23% ae” res 1. 15.— li e : EN 4 8 11 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58, 4 4% 4 4 98871011 99 —102 e ү + 2 818 5 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 28 7 & 141 7 о 132— 144 133 14} | TRA 13? M 419 9 
“буе ee Cram d [d % | 4 & 4 0% 01108. 1011035 ss ржа ват 
800,000 . 0. 4 % Deb. á "| 140 wa Nil | Nil | Nil 3— th = У 11/104 as — ik Nil 
MM Were india and ciu Telegraph. а. . x [6% |ва ва 6 4 — af 8— 8 Ei 8 T | 112 
: s о. um. в ее ec ve 4 il 2 6 8 — 84 — 9 ss А . 2 9 0 
4,669 Do. до. 6%Cum.2nd Prefs  ..  ..| 10 Nil | Nil! Nil l£ Em i a 
80,0001 Do. do. 5 Ф Debes, Nos. 1 t0 1.80 . 100 |596|535|6 551596 | 100 —102 101 —1C3 — | +G 1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | 
Anglo-Argentine Trams, 10 % Nom. Cum. 2nd} | 8 8 8 | 9 v | 88— 83 814— 8H 813] 8H | + | 5 0 8 
820,000 | ee ' Prel., 260,008 to 590007) и i ae a | 5705 65,— 6y, 6A— 6% 61 663.49 4 
200,007 Do. 6 % Cum. Prefs., 1 to 260,007 .. 5 б B% 6 6 % 141 —146 | 141 —146 ae MI КН 42 2 
906,600 Do. Permanent, 6 % Deb. Stock, 1888 100 6 ф „ бсо S EN TE. 
880,000 Babcock & Wilcox, 1 to 530,000.. ae aie . 1 6 6 6x 6 6 li— 1 ie lg .. A 8 13 10 
100 : do. 6% Cum. Pref., 1 to 100,000 .. a ` 144 21— 21— 8i 59/6 „ | 1045 4 
40,000 | British Aluminium, Ord., 1 to 40,000 .. ^ 25 e Б 7 7 1% Н 7 oe 37— 4 ji- 4} "lol. 11 m e 8 4 B 
40,000 Po. d. 7% Cum. Pref. Pei. 5 |1% 1% 34 % 3i- 4 4— 4 Oe we YT 
90,000 | Do. „%% MN 1 a ae 43 Bj— 4i ове ААТ 
3,00; Do. do. 4% Funding Certs. ..  .. Stock 15% 5 „ 5 & 5 % | 106 —110 106 —110 i n 41011 
800,000 | Do. do. 53 % Loch Leven Debs, ..| 100 6˙ 6˙ 6% in & 123 —125 120 193 ха | 8 0 4 
ооо | Вв Cole Pref Ord. иск ск . Mo Ба % БФ ао 0% ns — |10 из 1113 48 6 
à ef. Ord. Stoc MEL 5 9, | 104 —108 104 —108 ME MES 412 7 
800,000 | Do. 595 Сиш. Perp. Pref, Stock .. .. PE Ф 4 £f | 4% 101 —104 101 —104 wig 1033 X 467 
283,000 | Do, 4 % ist Mort. Debs., 1 to 6,250.. .. ne Ac 4% | ш 100 105 s ud Se RE 
20, 00 Do. Vancouver Power Debs., 1 to 2,200 E 6 Jo 3 Nil | Nil 1 13 11— 1 26/8 2554 l Nil 
188,801 | British Electric Traction oa ee eee 9 & 65 6 % 8 — 48 34 — 4 837% 51/3 | Ей 1 1 2 
161481 | Do. do. 6% Cum. Pref. .. .. Stock 5 & 5 5 5 % 95 — 98 96 — 9) 975 = +1 5 1 0 
1,478,653 | Do, do, 6 % Perp. Deb. Stock .. 1 44% | 44% | 44% 43% | 76 — 78 76 — 78 Ti е s 5 15 5 
100,000 | British Insulated and Helsby Cables ee ч 64 4 6 95 6 9 6 — Gh 6 — 61 n x: 412 4 
100,000 | Do. do. 6 % Cum. Pref. Red. 100 42 4 % | 44% | 103 —108 103 —106 .. .. : 4411 
500,000 do. 44 % 1st Mort. Deb. Кей... 4455 445 4% 43% | 93 — 98 91 — 96 xd js — | 413 9 
212,000 | British Thomson-Houston y S. lst Mort. Debs. .. | 100 о ' | | | 
400,090 | { British Westinghouse 6 % Pret., 1 to 200,000 7000 5 Nil | Ni | Nil | Nil à— i а= È 8l- 7/0 A Nil 
| 276,001 10 000) 100 lac lao 4% 4% 43— ав 48 — 48 45 . [вов 
1,016,858  — Do, eges cur e ee IPSO NL NIS: OS iodh th ii "i x Nil 
19950 are na & Co., 6 т Cum Pret oe ee 1 Nil Nil Nil Nil 1 /6 to 15/ 992 to 15/6 КУ 3 t M Nil 
: 8 " P ve ee x > N — z | -- beg i 
106,781 | Brush Electrical Engineering, Ord., 1 to 106,781 .. : s 8 45 E = (= | — 4 i | К S 
150,000 Do, do. Non-cum.6% Pref... — .. stock | 44% | 44% | 44% ар | 70— 75 | н — 79 К —2 6 3 3 
195,000; Do. do. % Perp. Deb. Stock .. | Btoc 15 ne 125 (4, 50 — 51 50 — 51 v И 8 6 
125,000 Do. do. 44% Perp. 2nd Deb. Stock.. Stock z e 8 2 8 д bo 51 — 6 боон 6 : н 5 5 0 0 
187,610 | Calcutta Trams, 1 to 187,610 .. ee a er 5 № Б $ 59165 4 13— 64 | dí— 5 ш Е fal 415 3 
80,000 Do. 6 % Cum. Pref., Nos. 1 to 29,880. б 100 449 44% 44% | 415, 101 —]104 101 —1041 . | ВЫ К 4 6 q 
850,000 Do, % lst Deb. Stock. 12190 15 % 15% 15 | 9;— 10; 9+ — 104 р Б См EN 619 6 
pen | pa ondori aoe E 9 ates es es : 6 О 5 % 5 5 ú` bi— 57 | b 54 ek. “i ; 5 611 
| Й о, um. геї. ee ee ee fo s is d R | LS oe ee Я : 
B0,00 | Do. do. 44% 1st Mort, Deb. Stock Red. воск | 44% | 44% dO RE REA. а ue cus | +41441 
491,222 Саре Е Trams., 1 to 491,222 .. .. .. .. 1 144 6% s % 12 % li— de | iy 1H | 3829 | 30/- + 9% 714 10 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. .. К! 100 43 | 44% 43% J 102 —105 , 103 —107 10% — | + or 1 
315,045 Do. do. 44 E: Ist Mort. Deb. Stock kid rd 4% 3% 6; — (00 бз — 70 | UM еч e 1461 
1,808,610 | Central London Railway, Ord. Stock. EE 444 4% 1% m—8 83 — 87 ae ee 412 0 
568,196 | Do, do. 4% Pref. Stock .. .. | нв 45 4 4% 2 | 49 — 52 | £0 — 63 11 ap 315 6 
568,195 | Рә. idon Railway — . .. . Stock 25 ЦЕ 2% 4% 5 8 8% гаа t уау 
1,480,000 | City and South London Reilwsy .,  .. «+. | Stoc | ^ | | | | 9 | | 
t A period of nine months. | From Man sbester Share List. 


* Uniess otherwise stated, all shares are fully paid. . 


Continued on next раве, 
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SHARE LIST OF ELECTRICAL COMPANLIES.—(Oontinued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinusd) 


НАМЕ. 


Crompton & Co., Nos. 1 to 85,000 ee oo ee 
{ Do. 6 96 lst Mort. Reg. Debe. ме} 
900 of 4100, and 901 to 11,000 of 450 Rod. 

Dick, Kerr & Co., 1 to 960,000 ee ое ә ө ee 
Do. do, % Cum. Pref., 1 to 806,000 .. 
Do. dc. 4 96 Deb. Stock sk sš 
Dublin United Trams. (1806), 1 to 60,000 .. "m 
Do. 6% Pref. between 1 and 60,000 

Edison & Swan Uid., “A” shs., £8 pa. 1 to 09,961 
Do. “A” shares, 01—017,189 .. 

Do. 4 Deb. Stock Red. ee ee 

Do. 6% #4 Stock Prov. Certs. all pd. 
Electrio Construction, 1 to 112,100 és = 
Do. do. 7% Cum. Pref., 1 to 81,990.. 
General Electric Co. (1900), 6 % Cum. Pref. ‘ 
Do do 4% M vs 


Я ort Deb... 

Gt. N. & City Rail. Pref. Ord. ' A 4%, 1 to 78,000 
Greenwood & Batley, 7% Cum. Pref. ә ne 
Do. do. &% Mort. Debs. T an 
Henley's (W. T.), Telegraph Works, Ord. .. “ә 
Do. do. 4 Pref. s аж 

Do. do. Mort. Deb. Stock 
India- Rubber, Gutta- ba elegraph Works.. 
tLiverpool Overhead way, Ord. .. са es 
1 Do. do. ` Pref., fully paid 

London United Trams. (1901), 1 to 60,007 


Ў до. 60,008 to 100,000 .. А 

Го. до, 6 % Cum. Pref., 1 to 195,000 
Do. do. 4% 1st Mort. Deb. Stock .. 
Metropolitan Consolidated sé V - 
Do. Burplus Lands .. RA s è 

Do. District ee e ee ee ee ee 

м tan Electrio Trams., Defd... = ss 
А до. 5 % Cum. Pref. .. 

Do. do. 44 % Deb. Stock Red. 


Potteries E. Tro. .. is Se M as E 
Do. 5 96 Cum. Pref. КЕ a - 

Do. Deb. Stock .. ae 
аватара Construction and Maintenance .. = 
. 4 % Deb. Bds., 1 to 1,500 Red., 1900 
Undergd. E. R., „ 5 96 Profit Shar. B. Nts. .. 
Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 
Do. 6% C.P., 90,001 to 80,000 & 195,001 to 141,668 
Do. 4% lst Mort. Deb. Stock et T Ыз 


—— — — — — — 


Bromley (Kent) B. L. 4 P,, 1 to 15,000 vr. be 

Bo, do. 44 % 1st. deb. stock .. 
Brompton & Kens. Eleo. Lt. Bup., Ord., 1 to 20,000 

Do. do. 7% Cum. Pref. 
Central Electric Bupply 4% Guar. Deb. Stock 
Charing Cross and Strand Electricity Supply S 
Do. do. do. um. Pref. 
Do. % City Undertaking 44 % Cum. Prf. 


Do. do. 4% Deb. Stock Red. es 
Chelsea Electricity Supply, Ord. "m КИ ee 
Do. о. % Deb. Stock Red. .. 

City of London Elec. Lighting, Ord. 40,001—110,506 
Do, 6 % Cum. Pref., 1 to 40, © © 

Do. 5% Db. 8tk., Scrip. (iss. at 115) all pd. 

Do. 44 % 2nd. Db. Stk., Prov. Crta., all pd. 
County of Durham Electrical] Power, Ord. .. $a 
š do. do. 5 % Pref. .. 

County of London Electrio Lighting, ‚ 1—40,000 
Do. do. 6 % Pref., 40,001—60,000 

ч Do. do. Deb. Stock Ф о 
Do. do. 2nd. Deb. Stock 
Edmundson's Electric орош, Ord. Shares .. 
Do. do. % Cum. Pref. .. v» 

Do. do. 44 96 1st Mort. Deb. Stk. 
Folkestone, 1 to 10,000 m є v 


Do. 6 96 Cum. Pref., І to 10,000 .. vs 

. 96 1st Deb. Btock ee ee oe 
о and Knightebridge Eleotrío Ord. :: 
ns ge Electric , se 
Do. do. o. 4% Deben. Stk. 
London Electric Supply ОСотуотаноп, Limited, Ord. 
Do do. o 6 % Pref. .. 
ро Pi do. 1% hi More. Den ВЕ. Red. 
Metropolitan Electric Bu , oe as 
D. t {. 1—71,106 ee 

Do. 15% Mort. Deben. Stock oe 

Do. Mort. Deben. Stock Redem. 
Midland Electric pore 4$ 96 1st Mort. Deb. 
to 
b 


tion, 

Newcastle-on- Tyne, 87,600. . T as "n 
: Pref., 1 to 87,500 .. - 
Notting Hill Electric Lighting. as oe ae 
OHO ae жонын s. э wá 
Bt. James“ and Pall Mall Electric Light, Ord. .. 

Do. do. 1 96 Pref. 90,081 to 40,080 

Do. do. 8) % Deb. Stock Red. .. 
Bmithfield Markets Electric Bupply, Ord. .. 

Do. do. do. 4 
Bouth London El Supp : oe we 
South Met. Elec. Lt. & Power, Ord. .. 


Do. do. 7% Pref. .. oe 

Do. do. $$ % 1st Deb. Bik, 
Urtan Electric Supply, Ord. .. su ae ee 
Do. . 59$ Cum. Pre e 


f. RR 
Do. do. 4496 1st Mort. Db, Stk. Red. 
Westminster Electric Supply, Ord. .. es 
Do. do. 96 Cum. Pref. V 
(Original 5 %—Red. to 44 % from 81st Dec., 1906) 


k— f — at ы pion 3 


* Unless otherwise stated, all shares are fully paid. 
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ELECTRICITY SUPPLY COMPANIES. 


6 6 
100 4% | ot er 
%% „ | 
10 4 4 99 —102 
2 IA 
5 4 
AE ре 
44 414 | 100 —108" 
10 |6 6 11 104 
EC 6.4 1 —125 
100 E. 43% | 101 —104 
a Е 
w ja t 14 10 
9 4 4 107 —110 
Btock ‘ di 99 —102 
1 
100 6 Nil E М 
a 4 75 
100 435 AS 97 — 1 
e | A 
8 x 4 2 ar’ Ф 94 -9 
6 16% a 4 19 
"^ ii dca 
6 | 44% 4 a 4 
ee D 4 105 —109 
Stock | 84% 84 — 89 
8 154 64. ж 
10 X E 119 1% 
6 x 1 — 6 
100 "1 4 95 — 98 
5 nux 20 e 8, 
100 x. 86 — 90 
6 2 N — 2 
Stock p^ ce 68 — 72 
b X 4 a- Y 
a 15 E 
1 |а y М 
6 5 5 K M-— 
00 (4 ug p 
6 nM 10 7)— 83 
6 l6 44% | 6 — 6 
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t Quotations on Liverpool Stock Exchange. 
zs = = „з жаи ee —— ͥͤmu—ͥꝛ᷑— тч тт" 
Mank rate ef Discount 24 per coent.. May 28th. 1908. 


Closing Business done | Rise +! Present 
quo os week ended or Yield 
р Ф 8 . 


Sept. 1st, 1908. | Fall — | per cent. 


Highest|Lowest, 3 8. d 
ee oe . 910 6 
ve eo as 6 611 
. + 619 2 
28[- . is 418 0 
• ee ee 4 8 8 
ee ео — 5 4 0 
ws ee В € 811 
ДЕЕ 
76 — 79 ee ee ee 6 1 8 
Bb — 87 e . z eun 
ae on + 
1 oe ee m Nil 
1&%— 8 га vx d 650 
86 — 90 oe ee е 4 11 
— 1 16/8 . . | 500 
101— 103 oe oe ee 6 8 
102 —108 ee ee ee 4 ] 
101— 113 xd . EN 8 18 10 
107 — 1 M6 | 107 (11 
S — "n i ta 6 8 
T’ @e ee =— 4 0 
8 “+ ae . ñ 8 8 
8 4 811 
4 
1 
4 
1 
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wo 


6 1 

414 9 

i- 1 . ee ГЕЈ 8 0 

. же rá 613 4 

93 — 96 е se ee 4 8 
82 — 84 88 ee + 5 9 
1004—102 В + 318 1 
88 — 42 ee oe —1 11 2 
13 oe es 8 0 

8 өе е Ф 10 А 
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rook ESS к о Ш Z a 0 5 ооо оньо 0 3 5 о со с 


Зь 
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a8 
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6 eec ee ee 6 10 0 
94 — 97 oe oe . 412 9 
ee ee oe 6 9 0 
7 ee ' ; 413 4 
99 — 1 oe oe eo 8 18 5 
B)— 4 ee ee » 6 b 0 
4 I 44 ee ee 5 0 0 
94 — 964 958 | .. 43 1 
ee —2 4 
8 — 83 a 63 2 
100 10 E ee ee sit в 
ul 124 1275 a e 4M 1 
122 —125 А "i Es 400 
101 —104 ee е 0 4 6 7 
m ee es es 8 6 8 
- . 2 п : 
7 E 51 
10¹— 1 105 кы Bin a 
107 —110 ee ° СЛ 4 1 10 
99 —102 ке ix T 4 83 
1 - Nil 
vm oe ee oe Hi - 
ee ee ee b 
5 — 5i . . • 4 10 0 
97 —100 oe oe 0 4 10 11 
6.— eo ee . 6 10 9 
7i— 83 ae ee aoe 5 14 8 
94 — 97 м ie . 426 
i ij d Ж» : | { 
i 4 87/6 д — 
89 — 92 Т $a кы 4 17 10 
4 eo 6 Ф oe ee 6 811 
4 LJ se ee 413 4 
106 —109 ee ee ee 4 2 1 
84 — 89 э 0 е6 8 16 8 
94 — 97 ee 413 9 
5 — oe ° — & 7 5 5 
5 j ; 4 61 
11$— 12 82 ed “> 517 8 
Du 6$ е» oe eo 6 14 3 
95 — 99 oe ee ee 4 0 10 
1— 8 өө ee ee С Р 
E-« | | 817 9 
— ? si is Nil 
б — m ee um ee 6 11 1 
280— А ee 6 19 3 
— 1 5 bs ERE 
— lyaxd| .. і — 1 
150 —103° ee oe 4 1 5 
— 1 ee oe 20 0 0 
y 28 28 es , 1010 6 
82 — 85 . е» oe 5 511 
74— 8 ш 517 8 
bà— 6 3| . | +a] 0? 
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METAL MARKET. 


Fluctuations in August. 


à SPELTER (G.O.B's.).. 
| дов. 4 5 6 7101112131417 18 19202124 2526272831 


LEAD 


(ENGLISH). 


Auc. 4 5 6 71011121314 1718 1920 21 24 25 26 27 28 31 


£20 
19 


IRON. 


TIN. 


Aug. 4 5 6 7 1011121314171819 2021 24 25 26 27 2831 


£140 


COPPER (G.M.B's.). 


Апо, 4 5 6 7 10111213 1417 18 192021 24 25 26 27 2831 
£65 

E CHEER ЕРГЕ 
63 |. 
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А Anglo-Spanish Electrical Trade.—More Aggressive 
ие Urged.—H.M. Consul at Bilbao, Mr. A. Maclean, observes 
8 t in the North of Spain buyers are so accustomed to deal with 
hab Ge and Swiss firms only in the electrical machinery trade 
t it is difficult to make them believe that similar goods are 
тш їп the United Kingdom, and the only practical way 
or British firms to secure any share of this trade is to combine to 
ap branches in Spain, carrying representative Stocks and with a 
2 of technical experts who can speak Spanish. In Mr. Maclean's 
pinion the electrical machinery and motor trades in Spain possess 
considerable potentialities, but British industry must adopt 
понт tactics to derive advantage from them. Board ef Trade 
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ARTIFICIAL LOAD FOR TESTING 
ELECTRICAL GENERATORS. 


By NORMAN YOUNG. 


AN abstract of a paper read before the Birmingham 
Section of the Institution of Electrical Engineers appeared 
in the ELECTRICAL Review of March 13th. The forms of 
tanks, system of regulation, and general working therein put 
forward are so exactly opposite to what is usual practice 
with us, that I think it worth while to make the following 
remarks, principally to show how much cheaper and how 
much more efficient it is to work with low conductivity 
water. The results achieved at Birmingham were obtained 
chiefly because of the high conductivity of the water used. 
To get a large resistance with this high-conductivity 


AMPS 
ANPS 


DISTANCE. 
Fia. 2. 


PLATE AREA 
Fira. 1. 


solution, it was evidently necessary, first, to work with the 
plates at a considerable distance apart ; secondly, to use a 
narrow tank, very little broader than the plates; and 
thirdly, to keep the water temperature low. If a high- 
resistance solution had been used, the plates could have 
been kept very close together—in fact, just close enough to 
allow of a free water circulation between them. They 
could then have been adjusted by hoisting them out of, and 
into, the solution, which method is really the best to adopt 
in regulating load on a water resistance. The solution could 
also have been worked up to boiling point, and во, having 
a constant temperature, there would not be the continual 
fluctuation of the load that is got when working at any 
lower and unsettled temperature. The greatest advantage 
got by working at boiling point is that the great 
dissipation of heat caused by latent heat can be taken 
advantage of, and a great saving in water thus effected. 
Alternators of voltages up to 10,000 could be tested in a 
single tank with no more than 2 ft. between the electrodes, 
which, of course, should be of suitably small proportions. 
The theory of the electric water resistance does not seem 
to be well known. I beg to tender the following explanation, 
which will make plain why no regulation was got at 
Birmingham by varying the plate area when the distance 
apart of the plates was great. 
Take any two plates close together in a tank, which is 
large and roomy; it wil be found that the current, 
with а constant voltage, varies proportionally to contact 


Fig. 4. 


surface until a point is reached where the depth of the plate 
in the solution equals half of its breadth, when the curve 
rounds off more steeply as in fig. 1. | 

It will also be found that the current varies approxi- 
mately as the square of the distance apart of the plates. 
The curve got is shown in fig. 2. — 3 

Fig. 3 illustrates the path taken by the current through 
the solution, and it is the interception of these lines of path 
that;makes all the difference with the long narrow tank, 
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I will now endeavour to explain why the current varies 
almost as the square of the distance apart of the plates. In 
fig. 4 let y be a constant, which is found to be approximately 
constant for any given size of plates. Project lines from a 
point y distance behind the centre of a 4-in. plate, and let 
them touch the edges of the plate and be produced to meet 
similar lines from behind the other plate. Join the points 
of intersection, and it will be found that the area of the 
figure formed in plan by =, when divided by the distance 
apart of the platea, gives the actual effective conducting 
area of the solution. As the distance apart of the plates 
increases, of course z increases, and it will be found that, 
once the 4-in. plates have been taken 12 in. apart, area 
z divided by the distance decreases very little. This 
explains why, when the plates are close together and the 
area is varied, the curve got is not regular, for it is perfectly 
obvious that after a point is reached where the depth of 
plate in the solution is equal to half its breadth, the 
fringe at the bottom of the plate begins more and more 
rapidly to disappear along with the decrease of plate area. 

Now, let us apply this to a long narrow tank, with plates 
nearly equal to the breadth of the containing vessel. 

In fig. 5 we see that the converging lines are nearly all in- 
tercepted when the plates are full in. Draw the plates up 
out of the solution, and we find that even when the plates 
have been raised considerably the fringe still intercepts the 
bottom of the tank. Until a point is reached when the 
plates have been drawn out far enough to cause the con- 
verging lines to flatten, and so keep clear of the bottom of 
the tank, no appreciable reduction in current will be 
noticeable. | 

Let me now show what I consider the best arrangement 
of plates, and give a few actual results obtained from this 
arrangement. 

In fig. 6 three plates are arranged delta-wise. In practice 
they are bolted on toa rigid wood frame, and exactly spaced. 
They are of precisely similar dimensions, about 2 ft. 6 in. x 
3 ft. 6 in., and are suspended and balanced by means of 


Fic. 5. 


ropes run on insulator pulleys with weights attached. In 
use on а three-phase alternating set, the plates can be canted, 
by lowering or raising one corner of the set; thus 10 per 
cent. adjustment is available for equalising phases. They 
are immersed in a 5-ft. square wooden tank, and from fig. 6 
it will be seen that none of the more effective lines of path 
are interrupted. - This tank, only by varying the solution 
density, can be, and has been, used unaltered on voltages 
varying from 65 to 1,000, and on currents up to 2,000 
amperes D.C., and 1,500 amperes per phase three-phase. A 
steam heater is provided which brings the temperature to 
180° F. before starting, and so insures a rapid start and an 
immediate reaching of the boiling point, and thus a steady 
load. Washing soda, which is used as electrolyte, melts in 
its own water of crystallisation at about 86° F., and when 
added to water at the above temperature, disperses just as 
rapidly as a liquid substance would. 

The authors of the Paper read at Birmingham state on 
authority that 50 gallons of cooling water are required per 
kilowatt-hour to keep the solution temperature within 70° 
F. of rise. Working on the bigh-resistance system on a 
{80-volt 125-Kw. set, I have just managed to go six 
hours on a 600-gallon tank with a total water con- 
sumption of 76 gallons, added during the six hours 
leaving the water level at the same point as when started. 
The temperature to commence with was 126° F., and at the 
finish 210° F. No soda was added during the test. In 
fact, the test was run on the remains of three handfuls of 


soda which were put inthe tank about a fortnight previously. 
No cooling water was added at all for 3} hours, by which 
time the water level had dropped 2 in. This was made up 
with 20 gallons of pure water; 36 gallons were added 
14 hours later, and a final 20 gallons at the end of the віх 
hours, to bring the level to the starting point. This quan- 
tity of water works out at one-tenth of & gallon per kilowatt- 
hour. On the other system the total water consumption for 
the game load and time should have been 37,500 gallons. 
Washing soda in a teat tank becomes eventually sodium 
hydrate, which, having a higher conductivity than washing 
soda, keeps the load constant, or even tends to raise it 
slightly during a test; this happens, of course, if there is 
not any excessive leakage or splashing. I may say that 
even when the water was } in. from the edge of the tank 
the boiling, which was mainly confined to the centre, did 
not agitate the solution sufficiently to cause it to overflow at 
all. This very low water consumption tends, I think, to 
show that a very large proportion of the power is dissipated 
not as heat but in chemical action, principally in the elec- 
trolysis of water, for the total heat equivalent of the power 
dissipated is much greater than the equivalent of the water 


evaporated. Working at 212° F. does not cause excessive 


waste of plates. Very little waste takes place on iron 
plates if the current is kept less than 1 ampere рег 8q. in. 
of contact surface. In one case three wrought-iron plates 
weighing 90 Ib. each lost 1 Ib. each during 14 months of 
heavy working. 

In the conversion of washing soda carbonic acid gas is set 
free. If the plate area is too small, carbon gathers on the 
negative plate and the positive plate becomes oxidised ; but 
very little of this occurs even at 212° F. if the plate area 
is large enough. Another fault of the low-resistance fluid 
and long tank is that the wood is affected by the current, 
sodium nitrate among other things being formed. If this 
becomes to any extent formed in the wood it will cause the 
sparking and smouldering usually got when sodium of 

otassium nitrate is about, which means rapid destruction 

of the wood. With the three-plate high-resistance-solution 
system the wood can be kept almost entirely away from the 
influence of current; any diverging lines which are inter- 
cepted are those of very little effect. Plates should never 
come nearer the sides of the tank than about three times 
the shortest distance between the plates themselves. 


——————————M 


MATHEMATICS FOR ENGINEERS. 


Two papers, The Teaching of Mathematics for Engineers " 
and“ The Pointof View in Teaching Engineering Mathematics,” 
were recently read at Chicago before the American Associa- 
tion for the Advancement of Science, and excited considerable 
interest. Though there is nothing specially new in either, à 
summary of each may be of interest, if only to show that our 
American cousins are no more advanced toward a solution of 
the problem than we are ourselves. 

Mr. Chas. F. Scott, the author of the former papel, 
approaches the question by a consideration of the work to be 
done by young men now taking engineering Courses., e 
finds that only a few of them will be designers and original 
investigators; that, indeed, the great majority will require 
nothing, in their future career, but the ordinary rules 0 
arithmetic. lle cites the fact that a recent classification of 
the graduates of Sibley College, Cornell University, showed 
that about half were in occupations that required no advan 
mathematics. 

With reference to the kind of mathematics an engineer 
needs, we read: —“ In general a great deal of engineering 
work is done with much less use of higher mathematics than 
most professors probably imagine, and further, it may 00 
remarked, with much less than could be profitably employed. 
Engineers are apt to use ordinarily the mathematical me 
with which they are most familiar, and which will bring the 
results with the least effort. One man employs calculus, 
another draws a diagram, another writes out formulæ, while 
another gets his results by mental arithmetic. The object 


O 
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is to get the result." Skill in the use of mathematics is 
insisted upon ав being the essential thing. The pure 
mathematician delights in the relations of natural pheno- 
mena, but the engineer is concerned with the natural 
phenomena themselves. 

The author thinks that an engineer who uses logarithms 
“has no more concern regarding their derivation, than the 
ordinary user of the dictionary for finding the pronunciation 
of words has in their etymological derivation,” and he brings 
forward the obvious truism that the ability to state a 
problem, to recognise the elements which enter into it, to 
know its physical significance, to understand what changes 
in original conditions may change a bad result into one 
Which is practical and efficient, and so on, is of a higher 
order than the ability to take a stated problem and work out 
the solution. | 

Мт. R. 8. Woodward, in the second paper, is inclined to 
think that the author of the first has taken himself too 
seriously. He states that the fundamental concepta of 
natural phenomena are much more difficult to understand 

. than is usually supposed, and that if more time were given 

to the teaching of these, there would be less heard of the 
Wifficulty of applying mathematics. IIe instances the case 
of a candidate for a higher degree in mathematical physics 
who had studied mechanics and had attained a degree in en- 
gineering, but who, when asked the question, What makes 
the trolley car run after the current is cut off ? " replied, “ It 
A the force of the momentum of the power of the energy of 
the car.” 

Another man, who bad been a pupil of Lord Kelvin and 
Rankine, wrote a letter, in which he sought to convince the 
anthor that Newton and his followers were all wrong with 
regard to the parallelogram of impulses. © Thus," he said 
in his letter, “if a particle start out from a given point 
under the simultaneous action of two impulses, it will not 
move in the parallelogram of the impulses, but it will move 
in a tautochronous, brachistochronic plane catenary curve of 
a resilient character." | 

The author comes to the conclusion, after thus observing 
how difficult it is to master the fundamental ideas which 
belong to a great science, that “ we may well consider the 
desirability of printing mathematical books free from 
demonstrations and containing plain statements of facta." 

An analysis of these papers gives very little that is help- 
ful. The truth is that the subject is one requiring most 
careful thought from those competent to judge. We have 
in our own country two great classes of engineering students, 
the university student and the evening technical school 
student. The former is a young man who can afford to 
attend а somewhat expensive course of three years or more, 

and it is reasonable to suppose that his training previously to 
entering the university has been sound; that, in fact, he 

В received a very fair knowledge of pure mathematics at a 
Secondary school. When he enters the University, he is 
compelled to take a considerable further amount of the same 
subject in the classes presided over by the professor of pure 
mathematics, and at the same time he learns in the purely 
engineering classes how to turn his mathematical knowledge 
to the best advantage; what approximations to use, what 
degrees of accuracy to work to, and so on. 

On the other hand, the student of the artisan class can 
only attend evening courses in a technical school. His 
previous mathematical training is usually nil, and the case is 
a difficult one. Unfortunately, the methods at present in 
use for his enlightenment are fundamentally unsound, for he 

18 taught “ practical mathematics by teachers who, in the 
majority of cases, are not practical men—who, in fact, more 
ин than not, have never been inside an engineering work- 

p. 

It is a difficult matter to make suggestions, but perhaps 
the following system, if adhered to, will give the most satis- 
factory resulta :— 

l. All engineering students should go through a prepara- 
tory course of pure mathematics, consisting of algebra up to 
the binomial theorem, trigonometry up to the solution of 
plane triangles, and the first three books of Euclid. During 
this course, no practical application should be given, and the 
subject should be taken for what it is, namely, a fundamental 
course of pure mathematics only. 

2. Applied mathematics should be commenced : the use of 


approximations, four-figure logarithms, the slide-rule, the 
planimeter, the micrometer, squared-paper work, &c. 

3. Laboratory work should follow. The student now 
begins to use his mathematics as tools, to get at the shortest 


methods of doing things, to conceive that his former train- 


ing enables him to give proper meanings to engineering 
results, to pick out the fundamentals in a complicated 
formula, and to see that allowances have to be made for the 
imperfections of nature. 

4. The study of higher mathematics may begin. The 
calculus should be treated in the pure mathematical way at 
first, and on no account be tackled in the applied way. 
There are numerous books on the ** Calculus for Engineers,” 
but they are one and all a delusion and a snare, and it is 
nearly impossible for a student approaching the subject for 
the first time to obtain any good from them. 


TARIFF ALTERATIONS. 
By E. E. HOADLEY. 


IN the year 1892, when the author first had anything to do 
with the public supply of electrical energy for lighting pur- 
poses, meters were looked on as very great luxuries, and 
things not to be trusted to work outside the station 
test-room. In those days it was not customary to give a 
supply over the whole 24 hours ; a good many of the existing 
stations, particularly in the country, gave a high-tension 
alternating supply, and the rules were that the plant should 
be started up at times varying from 1 or 2 p.m. in the winter 
to 6 or 7 p.m. in the summer, and shut down about 1 a.m., 
while in the winter months an additional supply was usually 
given between the hours of 6 and 9 a.m. Under these con- 
ditions the usual way of charging was simply to make the 
consumer pay a fixed rate per annum for each lamp on his 
premises, so much for an 8-C. P. lamp, во much for a 16, and 
во оп, and an amount calculated pro rata for each arc lamp, 
if a consumer could be found bold enough to install 
these latter. This arrangement, while open to the 
objections of being very primitive, and not differ- 
entiating between the good and bad consumer considered 
from the point of view of the centra) station, had a merit 
which, from experience in recent years, has proved to be quite 
an important one, namely, that there was never any dispute as 
to the correctness or otherwise of the account when rendered 
at the end of the quarter. In times of bad trade it was not 
then the custom for 10 or 15 per cent. of the business class 
of consumers to wait till they were being pressed before paying 
their accounts, and then complain that the meters were 
all wrong. It is hardly appreciated now, when we are во 
used to it, what an amount of money is spent in buying 
meters, connecting them up, taking them out, recalibrating 
them every three or four years, to say nothing of testing 
and other time spent on them every time the consumer 
takes it into his head that his electric lighting account is 
bigger than he thought it was going to be. 

In those early days, when the carbon-filament lamp, 
generally with platinum loops, was sold retail for 5s., 
there was very little inducement for the consumer to use hia 
lights when they were not required, as the cost of lamp 
renewals was sufficiently high to act asa deterrent, and in 
those days, particularly out of London, practically everything 
in connection with the supply was obtained and done by the 
central stat;on authority. 

Recent innovations have given to us engineers food for 
gerious thought and reflection as to whether the practically 
universal rule of charging by meter is the best that can be 
devised. By best the author intends to convey not that 
which is theoretically soundest, but that which will appeal in 
the most forcible manner to the consumers, and would-be 
consumers, whom he has to supply. That a fixed charge 
appeals directly to business men is an established fact, which 
is borne out by the author's experience in Maidstone, and by 
that of Mr. Seabrook, of West Ham. On many occasions on 
which consumers have grumbled at an account, the author 
has offered them arc lamps at a fixed rate per hour, and 


— — 3 VVV 


—— ee "= aed а 


| | 
896 THE ELECTRICAL REVIEW. [Vol63. No.1,606, Виртимвев 4, 1908, 


АА 


although this is exactly the same as if they paid through a 
meter, the author has not yet met with a case where а man 
has grumbled at an account rendered in this manner ; one 
point in its favour is that the average consumer thinks that 
he has just as much check on an account as the central 
station authorities have. | 

The foregoing ів іп the nature of an introduction to а 
subject which the author has very carefully considered for 
some time, and which daily impresses itself more and more 
on his mind as an idea which, at the very lowest estimate, 
is certainly worth while putting into practice, if possible 
in several towns, with a view to seeing whether under a 
new system of charging, based on what, for want of a 
better term, may be called broader and more or less 
businesslike lines, the supply of electricity for lighting 
purposes may not be advanced by such great strides that it 
will rival the increase in gas lighting. | 

Metallic filament lamps are the articles which 16 is 
earnestly hoped and strongly believed will be the wonder 
workers for the electricity supply authorities. They have 
been extensively boomed, and have now been in use for a 
sufficient length of time for it to be shown that they 
are practicable commercial articles. They are being 
rapidly improved, and from several sources one can obtain 
what is wanted verv nearly as badly as anything can be 
wanted, i.e., a high-voltage metallic lamp. Now, having got 
the lamp, it remains with the supply authority to make the 


most of it, and it is the author's firm belief that, if the 


problem of the beat means of charging under the new con- 
ditions which arrive with the introduction of this lamp is 
tackled in the right spirit, enormous ibenefits will accrue. 
But in order to obtain the best results it is, in the author's 
opinion, absolutely essential that all supply station autho- 
rities should have equal powers with gas companies in the 
matter of supplying wiring and fittings, not doing the work 
themselves perhaps, but acting, as Mr. Edgcombe has put it, 
as their consumers’ bankers. At the present time it is at 
least hoped that things are now proceeding on the 
right lines to bring about the desired results in this 
matter, which is of such importance to the suppliers of 
electricity. | 
Assuming that metallic filament lamps of the right volt- 
age can be obtained, giving an English standard candle- 
power for about 1} watts, it means that the cost of 
lighting a consumer's premises with these lamps will be at 
least halved, even when taking into consideration the cost of 
lamp renewals ; this is comparing metallic filament lamps 
with ordinary carbon lamps taking about 3˙75 watts 
per с.р. Mach has been said and written lately about the 
diminution in revenue likely to be felt, particularly by 
those supply authorities in non-manufacturing towns where 
the principal revenue is derived from lighting. In the 
author's opinion, there will not be any very drastic change 
for the next few years in the methods of charging to the 
large majority of the consumers of an average central 
station, where every consumer should have the option of being 
charged by meter on one of the many systems in use. But 
there are, a8 one must admit, enormous fields for the sale of 


energy for lighting purposes hitherto practically untouched. 


There are many towns in which the small shops in the least 
important streets are practically entirely gas lighted, and 
there are numberless small houses where electricity would 
be used but for the two drawbacks which have hitherto 
proved fatal to its adoption. These drawbacks are well 
known, and are, firstly, the initial cost of wiring, and 
secondly, the real or fancied excess cost of electric lighting 
over gas lighting. For years the author has devoted himself 
to the solution of the problem of electric lighting for small 
houses and shops with, he is the first to confess, only a 
limited amount of success, the chief reason being, 
after the wiring difficulty has been solved, the fact that a 
gas mantle will light a small sitting room a good deal 
better than a single 16 c.r. lamp. For these small 
houses and shops the author would strongly recommend 
that the living rooms be wired absolutely free of any initial 
expense, but the bedrooms only on payment of a certain 
sum per point, either by the landlord or tenant, as care- 
ful records which have been kept for a number of houses, 
have proved that bedroom wiring is very unremunerative, 
when the cost bas to be defrayed in some form or other by 


the amount of energy used by the lamps in these rooms, 
Metallic filament lamps taking either 60 or 35 watts, as the 
size of the room demands, should be used and a certain fixed 
charge, calculated weekly or monthly, made for the use of the 
light. As a check against extravagance, sealed lamp-holders 
such as have been used by Mr. R. P. Wilson could be adopted, 
and the tenant would have to pay for lamp renewals, 
such lamps being obtained either from the central station 
or from a contractor. Electric lighting used in this class 
of property is extremely  remunerative, as figures 
obtained by the author of units used and maximum 
demand, assure him that there are few better con- 
sumers from the central station point of view than this 
small property. Although slot meters have been consider- 
ably reduced in price, and have increased in reliability, 
there are many towns where the cost of meters and their 
upkeep does away with most of the profit obtained from the 
relatively small number of units used in each installation 
of this class. 

For existing consumers an additional method of charging 
could be given under the same conditions of so much per 
lamp per quarter, the quarterly charge being either a quarter 
of the annual charge, or differentiated according to 
either a summer or winter load; but, in the author's 
view, the most important point is that the charge per 
lamp should be a differential one, t.e., there Bhould be 
80 much per annum for shop window lamps, so much per 
annum for inside lamps, so much per annum for lampe 
used in dwelling houses, either striking an average 
throughout the house or having different prices for bedroom 
and sitting-room lamps. The same arrangements for lamp 
renewals, to prevent waste, could be arranged for in this case, 
but if the consumer signed a small agreement, one clause of 
which was that he should only use metallic filament lamps, 
the existing price of these would, the author thinks, be 
sufficient to deter him from using his lamps unnecessarily. 
From conversations with a large number of tradesmen and 
others, there is this much to be said for the proposed 
arrangement, that whatever may be the objections та! 
by those responsible for the supply of electrical energy, 
much still remains to be said in favour ‘of it by those 


‚ at the other end of the line who are responsible for 


the use of electrical energy, and from whom the where- 
withal to keep the station running is drawn. At апу rate, 
the author is convinced for his own part that there is so mu 

in favour of it that it is at least worth a trial, and he hopes 
that more than one supply authority may be induced to give 
it such a trial in order that its merits and demerits may be 


thoroughly tested under as many different conditions 9 
possible. 


REVIEWS. 


Electric Power Transmission. By Louis BELL, Ph.D. 
Fifth edition. London: Archibald Constable & Co., 
Ltd. 1908. Price 168. net. 


The popularity of this essentially practical treatise on 
electric power transmission is testified by the rapid appear 
ance of the present edition—the fifth since the work was 
first published in 1897. The fundamental facts of present- 
day practice in this branch of electrical engineering are very 
ably stated and explained. Although no book can take the 
place of actual experience, those engaged on the solution of 
the problems connected with the economical transmission of 
power electrically will derive material benefit and soun 
guidance from a study of this book, the value of which 18 
guaranteed by the name of its author. 

There are 15 chapters, of which the first, under the 
heading ‘Elementary Principles,” deals with the funda- 
mental conceptions of energy in its various forms, the 
electric charge and electric current from the standpoint of 
energy, the principles underlying the transformation 0 
mechanical into electrical energy, the usual elementary 
conceptions of dynamos and alternators, the measurement 0 
electrical energy, and electrical units. On page 21 of this 
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chapter the following statement is not quite correct and 
“power” should be substituted for “ energy ":—'* So the 
number of volta multiplied by the number of amperes is 
numerically equal to the water——z.e., we have obtained the 
dynamical equivalent of the two factors that make up 
electrical energy (the italica are ours) as ordinarily reckoned." 
A similar mistake occurs in the opening paragraphs of 


Chapter XVII. We mention this to emphasise the import- 


ance of strictly adhering to a sharp differentiation between 
electrical power and electrical energy. 

In Chapter II— General Conditions of Power Transmission 
—the utilisation of the various sources of energy is first 
discussed, and the possibilities of the two most important 
ones—fuel and water-power—are then more closely investi- 
gated. Next follow a very able and critical account of the 
distinctive characteristics of electric transmission, wire-rope, 
hydraulic, compressed-air and gas transmission, their 
advantages and limitations, and the consideration of the 
features of the problems of power transmission usually met 
with in practice, comparative estimates of the various kinds 
of transmission being also included. 

Chapter III is on power transmission by continuous 
currents. After considering in a broad way the cases in 
which power transmission is met by the application of con- 
tinuous current, the special modifications of dynamos and 
motors are investigated in a concise and practical manner, 
together with their particular applications and characteristic 
properties. Then power transmission at constant current is 
critically discussed, with explanations of some typical instal- 
lations on this principle, and the chapter terminates with 
sections devoted to power transmission at constant pressure, 


systems with interdependent dynamos and motors, and a 


survey of constant-pressure systems. 

The properties of alternating currents are next examined 
and explained in Chapter IV. The discussion is non- 
mathematical, is highly readable and instructive, and will 
be appreciated by a good many who use the book. 

Chapter V deals with power transmission by alternating 
currents. Starting with some introductory notes the con- 
structional details, wave form, efficiency and modifications 
for power purposes of alternators are given in considerable 
detail. Single-phase, two and three-phase transformers are 
then considered in the same exhaustive manner. 

Chapter VI is on alternating-current motors. In the 
first portion the characteristics, advantages and disadvantages 
of synchronous motors are clearly set forth, and the effect 
of under and over excitation, and the general character of 
hunting explained. In the remainder, which is much the 
larger of the two sections, the features of induction motors 
are excellently portrayed, and simply explained from a 
practical standpoint. The chapter contains a number of 

illustrations, diagrams and performance curves: of repre- 
sentative American machines. | 

It terminates with some interesting remarks on the 
relative importance of the different А.С. systems, and the 
choice of frequency. On page 274, in the explanation of 
the terms used in the formula giving the relation between 
the static and running torques of an induction motor, the 
Сс? 
с” 
We find some evident slips. 7 denotes the static torque, 
not T, as stated, and C is the static current, not C, ; s is the 
slip expressed ав percentage, and т, and с, denote the 
torque and current of the slip, że., the full-load running 
torque and current per phase, as given in the book. An 
example shows the correct application of the formula. 

Under the heading “ Current Reorganisers,” commutators, 
motor- generators, rotary converters, rectifiers and permutators 
are dealt with in the following chapter. Chapter VIII is 
one of a general character on engines and boilers. The 
main features and essential facts of the various classes of 
engines, boilers and steam turbines are well outlined, and 
their usefulness and limitations pointed out from the point 
of view of commercial power transmission. Water-wheels 
are dealt with on similar lines in Chapter IX, in which the 
characteristics of the different types of turbines and water- 
wheels are well set forth, the regulation of water-wheels 

ig very clearly discussed in the second half of this 
Chapter, with excellent prints and diagrams. 

In Chapter X, under the heading Hydraulic Develop- 


| 


static and running currents and the slip, viz., E 
8 


ment," most useful information is given on the development 
of natural falls, the survey work to be undertaken in plan- 
ning out a hydro-electric scheme, methods of measuring 
flow, &c., with excellent examples of dam construction 
in America. Pipe line construction is explained and illus- 
trated, and the pointe relating to the available market 
and possible demand for electrical energy are. worthy of 
attention. On page 404 fig. 228 should read fig. 227. 

The many questions of the organisation of a power station 
are next very ably discussed in Chapter XI, which also 
contains a series of illustrations of typical hydro-electric 
installations, and in which will be found many useful 
practical hints. The auxiliary and switchboard apparatus 
employed in the generating and sub-stations are suitably 
dealt with in Chapter XII. : 

Chapter XIII—The Line—is a very important one, and 
summarises all the salient features of this part of the 
problem in a highly satisfactory manner. "The consideration 
of the question is divided under three main heads—the line as 
conductor, as a special problem in engineering, and as & 
mechanical structure. The author then discusses the proper 
voltage to be used, and the line loss in, four typical cases 
which occur in American practice, giving excellent advice as 
to methods of procedure. The relative properties of metals 
and alloys as conductors for the line, loss of current to earth, 
insulation of aerial conductors, insulators, ‘sparking distance, 
and insulating materials, are discussed. The special difficulties 
to be met with in working with alternating current— 
inductance and capacity — together with the necessary 
formule involved in line valculation are explained. Electrical 
resonance and surging are also well treated, and the chapter 
terminates with a review of the factors that enter into the 
design of a transmission line. | 

Line construction is given in the next chapter, which 
opens with a well-balanced consideration of the route to be 
followed, the difficulties to be overcome and how to meet 
them. The line wire is next considered in some detail—span, 
Bag, tension, &c.—and then follow useful information and 
data re poles: Examples of special line and tower construc- 
tion are included, together with notes on the question of 
lightning, lightning arrestera, insulators, telephone lines and 
repairs. 

The subject of distributing the electrical energy after it 
has been received from the transmission lines is treated in 
Chapter XV— Methods of Distribution—under the headings: 
distribution direct from the transmission system without 
special reducing transformers, or sub-stations, distribution 
from scattered sub-stations, and distribution from a main 
reducing station. The chapter also includes notes on arc 
lamps, carbon and metal filament and Nernst incandescent 
lamps and motor circuits. "The whole question of distribution 
is exhaustively dealt with, and several American systems аге 
illustrated. 

In Chapter XVI— The Commercial Problem—the various 

factors which bear on the possible commercial success of an 
undertaking are investigated, and the items of cost separately 
gone into. The subject is well handled. 
The measurement of electrical energy is explained, and the 
instruments used are described and illustrated in Chapter 
XVII. The final chapter contains a summary of the pro- 
gress made in high-voltage transmission. Present tendencies 
are discussed, and recent innovations pointed ont. The 
general aspect is reviewed, and the chapter terminates with 
а list of American operating at 20, 000 volts and above. 

The book js well illustrated, is furnished with a good 
index and contains a number of useful tables. 


The Law of Patents, Designs and Trade Marks. London: 
Cruikshank & Fairweather, Ltd. International Patent 
Agency, 65, Chancery Lane, W.C. 


Inventions: How to Protect, Sell and Buy Them. By 
FREDERIC B. WRIGHT, Attorney-at-Law, Counsellor in 
Patent Causes. New York: Spon & Chamberlain; 
London: E. & F. N. Spon, Ltd. Price 1s. 6d. net. 


Of the making of books on patent law there would seem 
to be no end! The recent important changes in this 
branch of English law undoubtedly made a call for fresh 
ошаш and authors have not been slow to answer 
the call. | 
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In the first of the volumes under notice, the object of the 
publishers is, primarily, to provide an adequate reply to those 
inquiries which are addressed to a patent agent by inventors 
and others from day to day. The book is intended as 
a business man’s guide to the law of industrial property, 
and touches on matters of history, industrial or political, 
only where historical considerations are of practical import- 
ance in the interpretation of the law as it now stands. 
These, according to the preface, are among the objects of 
the work before us. It is also pointed out in the preface 
that the authors * Undertake the duties of advisers in all 
matters connected with the maintenance and revocation of 
patents, the conduct of opposition cases, and actions for 
infringement of patents,” &c. The subject matter consists 
of two parts, of which Part I is sub-divided into The British 
Patent System; The Law of Design Copyright ; and the Law 


of Trade Marks “Passing Off," Merchandise Marks 


Acts,” and “ Copyright Registry.” The second part deals 
with * Foreign and Colonial Patents.” Under this head 
may be found short notes on the patent laws of foreign 
States and of the British Colonies. The work is concluded 
by a list of clients for whom the authors have had the 
privilege of acting. A good index of the subject matter 
would, in our view, have been more generally useful to the 
ordinary reader. 

The second work above referred to, as the designation of 
the author implies, is an outline of the patent laws of the 
United States. To the British patentee, who is anxious to 
protect his rights in America, this little book ought to 
prove very useful. There is a certain terseness about the 
American patent law which is rather attractive. Instance 
the question of “novelty,” which, in the United States, as 
in this country, is an essential ingredient for a valid patent. 
The requirements under the head of novelty are: “ That 
the invention shall not have been known before conception ; 
that it shall not be obvious, and that it shall not have been 
given to the public after its invention." The author seta 
out in one place a simple specification of a “ new and useful 
wave-power,” to which he has annexed the proper diagrams. 
A study of this specification ought to give the British 
inventor some idea how to protect himself in America. 


Electricity. What is it? By W. ОЕХНАМ VERSCHOYLE. 
London ; Swan, Sonnenschein & Co. Price 28. 6d. net. 


In his preface the author states, “there may be a line 
which contains the germ of truth, and they are written 
because ‘ The highest truth a wise man sees he will fearlessly 
utter, &c." 

It seems to the reviewer that there is a very considerable 
difference between ¿ruth and what appears to the author of 
this treatise to be truth. If mere guesses or statements are 
made without a vestige of physical or experimental support 
doubtless they may be quite true, but the demonstration 1s 
lacking. Certainly the author of this work is speaking 
fearlessly, and, on the whole, the treatise is an interest- 
ing one. 

There are nine chapters, dealing with the Gyron, the 
Evolution of the Atom, Numerical Relations of the Atom, 
the Molecule, Heat and Light, Electricity and Magnetism, 
Life, &c. The writer does not pretend to be able to follow 
the author and the various principles laid down, and the a, 
В and у forces of the Gyron. 

According to this author, there is no such thing as elec- 
tricity—electricity is а “ mode of motion." It is a motion 
of ether—a perfectly definite absolute motion of a certain 
volume of the ether. 

All matter is to be supposed made up of little systema 
which are composed of gyrons, which again are only ether 
in motion. These, in turn, are supposed to be disks in rota- 
tion, and each of them gives rise to three distinct types of 
“ether motion " :— 

1. The alpha force generated by the lateral faces; (2) 
the beta force, by periphery; (3) the gamma force due to 
translational motion. 

“The alpha motion is of a helicoidal or spiral form," and 
во on. On page 50 certain axioms are laid down, such as 
* а rotating body causes motion in the surrounding ether.“ 

In the chapter on the numerical relations of the atom, the 
author deduces some very interesting results. 


There are a few misprints: page 44, Thompson for 
Thomson ; viscosity, page 21; Haeckle, page 215; Nacent 
state, page 183. 

As a theory of the universe treated without mathematics, 
the treatise is doubtless interesting, but the reviewer finds it 


exceedingly difficult to follow, as no proofs or demonstrations 
are given. 


* 


FORMS FOR THE USE OF ELECTRICAL 
UNDERTAKERS. 


By Оов LEGAL CONTRIBUTOR. 


(Continued from page 335.) 


8. Form of requisition to be served upon persons liable to repair 
' highways, бс. ^ 
No 
The ............ Electricity Supply Co., Ltd. 


Requisition made pursuant to Sec. 16 of the Schedule to the Statute 
| 63 and 64 Vict., c. 19. 


To ........., being the person or persons liable to repair . . .. . . .. 
Street [or being the owners of the tramway running through and 
along the streets of ......... and ......... ], or so much thereof as is 
situate within the district in which the above-named company are 


WHEREAS, by а notice served upon us on the ......... day of 


hereof, failed to exercise any of the said powers. 
WE HEREBY GIVE YOU NOTICE, in accordance with Sec. 16 (b) of 


requisition. | | 

AND FURTHER TAKE NOTICE that, unless you comply with this 
requisition within twenty-four hours of the time before mentioned, 
the Company will themselves proceed to exercise the powers and 
duties specified in your eaid notice, in like manner as they might 
have done if such notice as aforesaid had not been given to them 


by you. 
(Signed 


Dated this day ok ‚190. 


9, Form of notice to be served by Undertakers on the owners of pipes 
and lines which are likely to be interfered with during the 
laying of mains. 

No. 
neee Electricity Supply Co., Ltd. 


То І 
TAKE NOTICE that, on the ......... day ot. .. 190 , and in 
accordance with the 17th Sec. of the Schedule to the Electric 
Lighting (Clauses) Act, 1899, the Company intend to perform the 
following works in or near pipes [or wires] belonging to you or 
under your control, viz. :— 

The position of the said works is{indicated upon the plan [or 
plans] hereto annexed. 


Dated this ......... day off.. .. 190 


10. Form of notice under Sec. 18 (1) of the Schedule to the Electric 
Lighting (Clauses) Act, 1899. N 
O ee 
The... . . Electricity Supply Co., Ltd. 


To the Engineer of the ............... Waterworks. 


Notice of laying electric lines near water pipes. 
WE HEREBY GIVE YOU NOTICE tbat, under the powers of our order 
and in accordance with Sec. 18 (1) of the Schedule to the Electric 
Lighting (Clauses) Act, 1899, incorporated with our order, We 


intend on the ............ day of ............... ,190 , to commence 
laying down wires under or near your water pipes, in the street or 
road known as ees , in the borough ot... .. 
Dated this day kr 190 . 
For the ............... Electricity Supply Co. 
(Signed) онн" 


(L) Notices and contracts relating to the supply of electricity. 


In their dealings with consumers, there are many notices mhia 
must from time to time be used by electricity supply compan: 
and local authorities supplying electricity. 


„. 
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(1) Form of notice to Telephone Company under Sec. 20 (2) of the 
Schedule to the Electric Lighting Clauses Act, 1899. 
| No. ...... 


De Electricity Supply Co., Ltd. 


To the ............. 5 Telephone Co., Ltd. 


WE HEREBY GIVE YOU NOTICE that, under the powers of our 
order and in accordance with Sec. 20 of the Schedule to the 
Electric Lighting (Clauses) Act, 1599, incorporated with our order, 
we intend on the ...... m day of 190 [mentioning 
some date 7 days after the date of this notice], to commence laying 
down wires under or near your telephone wires, in the street 
known а8 .................. in the borough of .......... —€— 

The following are particulars of the wires which we propose to 
lay down. 

[Here state (a) the course, nature and gauge of the intended line ; 
(0) the amount and nature of the currents to be transmitted ; (c) whether, 
and if so, what earth returns are to be used.] 


seers ꝓ— net 9099 


Dated this .......... ..... day Of ............... 190 . 
For tre Electricity Supply Co. 
(Signed) ............ axo 


(2) Form of notice that pipes are about to be laid, under Sec. 22 of the 
Schedule to the Electric Lighting (Clauses) Act, 1899. 


No. ...... 
The ............ Electricity Supply Co., Ltd. 
Тое intus Urban District Council [or other local authority ] 
or to A. B., owner of No. 4, ............ Street. 


WHuERRAS, by Sec. 22 of the Schedule to the Electric Lighting 
(Clauses) Act, 1899 (63 and 64 Vict, c. 19), it is provided as 
follows: [Here set out the section.) | 


WE HESEBY GIVE NOTICE that we intend, on the ......... day of 
— , 190 , to lay an electric line for the purpose of supplying 
energy to the occupier of ................ 


If, at any time before the expiration of 28 days from the service 
of this notice, you should desire to obtain a supply of electricity 
at your house, notice should at once be given to us. 

For the ............... Electricity Supply Co. 


(Signed) .................. 
Dated this day o.. , 190 . 


(3) Form of notice demanding security under Sec. 25 (1) of the 
Schedule to the Electric Lighting ( Clauses) Act, 1899. 


| No. 
The Electricity Supply Co., Ltd. 


„„ [all and sundry the persons who nave signed a 
requisition under Sec. 24 of the Schedule to the Electric Lighting 
(Clauses) Act, 1899]. 


WuxREAS, by а requisition dated the... day оЁ............... ; 
190, signed by you, we were requested to supply electricity to 
you at „n „ upon the terms stated by you in the said 
requisition ; and whereas, by the 25th Sec. of the Schedule to the 
Electric Lighting (Clauses) Act, 1899 (63 and 64 Vict., c. 19), we 
are empowered to demand security before supplying you with 
electricity, 

WE HEREBY GIVE NOTICE that we decline to supply electricity to 
you, or any of the persons who signed the requisition, unless you 
or some of the persons who signed the requisition will bind your- 
self or themselves to take, or will guarantee that there shall be 

en, a supply of energy for a period of three years at the least, 
of at least [Here state minimum amount], to the end that the 
supply to you will produce the annual eum of at least £...... 

Norz.—The sum specified must not (without the authority of 
the Board of Trade) amount to more than 20 per cent. of the 
expense of providing and laying down the required distributing 
mains, and any other mains or additions to existing mains which 
may be necessary for the purpose of connecting those distributing 
mains with the nearest available source of supply.] 

AND WE GIVE YOU FURTHER NOTICE that unless, within fourteen 
days after the service of this notice upon you, you, or some of you, 
tender an agreement or give a guarantee to the effect aforesaid, or 
Unless you give sufficient security for all the moneys which may 
become due to us under such agreement or in respect of the supply 
of electricity, we decline to supply you with electricity. 

For the ............... Electricity Supply Co. 
(Signed 


Not the least important of the notices and forms with which the 
vu company has to deal with from time to time, are those 
8 deal with their relations with consumers. It is necessary 

t the notices received from and given to consumers from time 
т are shall not only comply with statutory requirements, but 

at they aball be clear and explicit in their terms. 


(4) Form of application for supply. 


Vestry of ...........,... [or the name of the supply company]. 


Electric Lighting. 


Application for Supply. 


To be filled up by the applicant and addressed to [the secretary], 


—— ТЕТ 
1. Situation of premises to- 
be supplied with electric4 J)... . . . . 
currennt. ll . 
2. Total number of lamps to be fixed :— 
— of 8 ор. each. 
suits of 16, „ 
lasts arc lamps. 
3. Probable maximum demand caloulated in 8 C. r. or 
35-watt lamps ............. “ 
4. Date by which supply is required .......... e 
5. Name and address of contractor wiring premises 
6. This application is subject to the conditions con- 


tained in the agreement for the supply, which the 
applicant will be required to sign. 
Dated this ......... day o£ ............... 190 


Signature of spplicant Eo ON 
Present address ............ ТТЕ А 


In order to keep the terms of his contract wel] before the con- 
sumer, supply companies are in the habit of printing the foregoing 
application form on one side, and the conditions or rules for supply 
on the other side of the paper. In some cases the application for 
and agreement to take a supply, are embodied in the same docn- 
ment. Thus in one of the Urban Districts, within the administra- 
tive County of London, the application is in the following form :— 


Received :— 


eeeent 


No. 
Urban District Council [or the Company]. 


To the Electricity department 


I (or We), the undersigned, hereby apply for a supply of elec- 
tricity to the premises as mentioned beiow. | 

I (or We) append particulars of the supply required, and agree 
to take and pay for the same оп the terms and conditious 
mentioned in the attached form. | | | 

Signature ғ; 
GG POSE таре 8 

Date 

[Here follow particulars of the numbcr of lamps required, probable 
maximum current required, and other details very similar to those 
which will be found in the application form which has already been 
conside red. ] 

A more approved method is followed in another metropolitan 
district. At the end of a printed document, which contains Rules 
for Supply, and Regulations for Installation Work, there appears an 
clyrecment for supply in the following form :— 


(5) Form of Consumer's agreement. 
Borough Council o 


Electric Lighting. 


Agrement for Supply. 


2. the undersigned, Tom Jones, of 54, Blank Street, in the 


Parish of ............... , in the County of London, hereby contract 


and agree with the Borough Council of ............... , to receive and 
pay for the supply of electrical energy to the premises mentioned 
below, in ac ordance with the above rules for supply and regula- 
lations for installation work, and to continue for two years to 
receive and psy for at least. units per annum. And I agree 
to comply with the said rules and regulations, and with any revised 
or additional rules and regulations (subject to the provisions of 
the Provisional Order, under which the Borough Council are 


acting), which may be issued by the Borough Ccuncil, во far as 


tbey relate to or are performed by me. 


Dated this day kk! ей 190 
Signed ............... "HS 
Premises to Ъе [.................................... 
supplied with4 .................................... 
f, ·oꝛ·¹ see baden x 


(7) CHARGES FOR ELECTRICITY. 


. On the back of their application form it is often wise for the 
undertakers to set forth the terms upon which they grant a supply. 
The following terms are to be found in a form in actual use :— 


(a) For lighting. 
6d. per unit for the first hour’s use per day during each three 
months of the maximum demand ; and 
21d. per unit for all consumption during each three months 


beyond the hour’s use per day ; or 
Alternatively, at the consumer's option, a flat rate of 23. per unit. 


— :— 
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Should a consumer (who is charged on the maximum-demand 
system) desire to make use, under exceptional circumstances, of 
more than the ordinary average number of lamps, he may on such 
occasions, but not exceeding once in each month, on giving 24 
hours’ notice to the electricity works, have the demand indicator 
temporarily disconnected, so that such exceptional use may not 
affect the normal maximum demand on which the primary charge 
is based. ‘ 


(B) Flat rates for special classes of consumers. 

(i)}For private residences, where the entire lighting of the 
premises is done by electricity, a fiat rate of 4d. per unit. 

(ii) For licensed premises which do not close before 11 p.m. on 
week-days, and where the entire lighting of the premises is done 
by electricity, a flat rate of 34d. per unit. 

'- (iii) For theatres and music halle, a fiat rate of 34d. per unit; 


but concert halls and other similar places of amusement to remain 


atithe present rate of 4d. per unit. 

[№оте. — With this class of consumers, these special flat rates do 
not apply in the cases of supply to temporary buildings, or to 
permanent buildings for temporary purposes. | 
. (iv) For newspaper offices in which are printed morning daily 
papers, a flat rate of 34d. per unit for lighting, and 14d. per unit 
for motive power. 

(v) For churches and buildings attached thereto, a flat rate of 
44d. per unit. | | 

(c) For motive power. 


4d. per unit for the first hour's use per day during each three 


months of the maximum demand, and 
1d. per unit for all consumption during each three months beyond 
the one hour's use per day ; or | 


Alternatively, at the consumer's option, a flat rate of 24d. per 


unit. 
(р) Minimum charge. 
a Each consumer will be required to pay a minimum charge of 
10s. per quarter, notwithstanding tbat the value of the quantity of 


the energy supplied for any purpose whatsoever may have been 
less than 108. 


(g) Hire of meters for lighting or motive power. 


f The Company will charge the undermentioned rates for the hire 
of meters :— | 

» Up to the equivalent of 50 lamps of 8 О.Р., 28. 6d. per quarter; 
from 50 lamps of 8 C. p, and not exceeding 100, 5s. ; and exceeding 
100 lamps, 78. 6d. а | 


(8) Form‘of notice to disconnect, 


The ............... Electric Supply Co., Ltd. 
(Works and Offices of the Company.] 
eese day OË ............... 190 


Notice to Disconnect, 


WE EEREBY GIVE YOU NOTICE under Sec.' 21, of 53 and 51 Vict. 
c. 186, that unless the eum of ..................... is within seven days 
from the date of service hereof given as security for the payment 
of all moneys wbich are and may from time to time become due in 
respect of the supply of electric energy, the Company may dis- 
continue tuch supply, and will take action to recover all'moneys 
due. 


NEW PATENTS APPLIED FOR, 1908. 


Qompiled expressly for this journal by W. P. Тномрвом & Co., Electrical Patent 
ents, 822, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


17.281. *''Improvements in and relating to electric furnaces.” А. H. 
Imperr. August l7th. (Complete.) 


17,23. * Improvements in or relating to electric conductors.” R. K. Gray. 
August 17th. 


17,291. "Improvements in high-tension electric switchgear.” A. С. Heap 
and P. W. Brearry. August 17th. 


17.308. Improved apparatus for sopplying and measuring electric current." 
W. D. Watson and W. L. AsuiwonTH. August 1&th. (Complete.) 

17,311. Improvements in and relating to dynamo-electric machines," T. 
FrROUSON. August 18th. 

17,815. ‘“ Improvements in or relating to electrical switches." H. W. Cox. 
August th. 

17.831. “Improvements in reversible galvanic batteries.“ H. C. HUBBELL 
and Н. W. FLER. August 18th. (Complete.) 


17,349. Improved apparatus for producing rapid electric oscillations.” E. 
yon Leven. (Date applied for under Bec. 91 of the Act, August 20th, 1907, 
being date of application in Germany.) August 18th. (Complete.) 

17, 50. Process for improving the ductility of tungsten." SIEMENS AND 
Hanskk AkT.-Gks. (Date applied for under Вес. 91 of the Act, September lith, 
1907, being date of application in Germany.) August 18th. (Complete.) 


17.855. ‘Improvements in and relating to electric accumulators.” C. Haunz 
and P. ScHREIneR. August 18th. 


17,880. ‘Improvements in and relating to dynamo-electric machines." 
Burrisi Тномьох-Носктох Co., Што. (General Electric Co., United States.) 
August Irth. 

17.995. Improved method of supplying tramcars with power from electric 
cables." R. Grover. August 19th, 

17,410. "Improvements in electric switches." А. P. Lunpsera, G. C. 
Lex DpRRR and P. A, LUNDEHERG. August 19th. (Complete.) 


17,112. Improvements in insulating the live parts of electric switches and 
the like." | SiEMENS Bros. Dynamo Works, LTD., and E. G. NICHOLLS. 
August 19th. 

17,414. "Improvements in ventilating the rotors of dynamo-electric 
machines."  siErxENS Bros. DyxamMo Works, Ltp,, and E. O. KIEFFER, 
August 19th. (Complete.) 


17,416. Improvements in and relating to the cooling of the end windings of 
dynamo-electric machines." &8rEMENS Bros. Dynamo Works, LTD. (Siemens: 
Schuckertwerke G.m.b.H., Germany.) August 19th. (Complete. 


17,417. Improvement in or relating to commutators for electrica] 
machinery.“ Siemens Bros. Dynamo Works, LTD. (Siemens-Schuckertwerke 
G.m.b.H., Germany.) August 19th. (Complete.) 


17.419. Improvements in aro lamp electrodes.“ G. M. LITTLE. (Date 
applied for under Seo. 91 of the Act, September 8rd, 1907, being date of 
application in United States.) August 19th. (Complete.) 


17,431. “ Improvements relating to electric aro lamps." Kértinc and 
MATHESEN Akr.-G RS. (Date applied for under Beo. 91 of the Act, August 
20th, 1907, being date of application in Germany.) August 19th. (Complete.) 

17481. "Improvements in electric primary and secondary cells" R. 
SOWINSEI. August 19th. 


17.435. Improvements in or connected with secondary batteries.“ А, P, 
STROHMENGER. August 19th. 


17,488. ‘‘ Manufacture of objects of tungsten or of alloys thereof.“ SIEMEN 
AND HALSKE AKT.-GES. (Date applied for under Bec.91 of the Act, Ве 
tember 26th, 1907, being date of application in Germany.) August 19% 
(Complete.) i | 

17,489. ‘Improvements in apparatus for electric telegraphs.” A. T. 
BLAckALL and C. M. JacoBs. August 19th. 

17.456. Improvements in or relating to insulating and gripping devices for 
electric conductors." О. GRAETZER. (Date applied for under Rule 13, October 
28th, 1907. An invention comprised in Application No. 28,774, dated October 
28th, 1907.) August 19th. (Complete.) 

17,461. ''Improvements in or relating to ironclad electric switches and 
switch fuses.” V. Horg, August 20th. 


17,475. ‘* Disinfectant telephone transmitter.“ H.R. Soar. August 90th. 

17,498. “Improvements in insulated joints for railway rails and the like.” 
B. WoLHAUPTER. August 20th. 

17,505. Improvements in apparatus for:wireless telegraphy.” G. MARCONI 
and Marconi's WIRELESS TELEGRAPH Co., LTD. August 20th. 


17.509. Improved arc lamp." REcrNA-BOGENLAMPENFABRIK G. m. b. H. and 
P. HaniscH. August 20th. (Complete.) 

17,511. Improved electric conduit junction boxes.“ W. SCHMAL, 
August 20th. Complete.) 

17,512. Electrical conduit junction boxes:for electrical outlet fittings such 


as switches, wall plugs and the like." W. ScHMAHL and А. R. HENDERSON. 
August 20th. (Complete.) 


17,527. Improvements in and connected with magnetic blow- outs for 
lamps." А. ZOLLER. August 20th. 

17.580. Improvements in and relating to electric cables." Lanp- Tx 
SERKABELWERKE AKT.-GES. (Date applied for under Sec. 91 of the Act, 
tember 7th, 1907, being date of application in Germany.) August ; 
(Complete.) 


17,531. “Improvements in and relating to telephone transmitters and 
receivers." F. SCHILLING. August 20th. (Complete.) 

17,538. ‘Improvements in electrical accumulators.” Р. L. TRIX. 
(Date applied for under Sec. 91 of the Act, August 29th, 1907, being date of 
application in France.) August 20th. (Complete.) 


17,585. “Improvements in and relating to arc lampe." ALLGEMEINE 
EL&KTRICITATS-GESELLSCHAFT. (Date applied for under Sec. 91 of the Act, 
August 91st, 1907, being date of application in Germany.) August 2th. 
(Complete.) 


17,536. ‘Improvements in controller mechanism for electrically operated 
cranes, lifts and the like." | ALLGEMEINK BLEKTRICITATR: GESELLSCHAFT. 
(Date applied for under Sec. 91 of the Act, August 21st, 1901, being date of 
application in Germany.) August 20th. (Complete.) | 

17,540. *''Light.controlled lighting switch." Sin H. Norman and T. B. 
Reaper. August 21st. (Complete.) 


17,562. Combined terminal and cord grip used for electric light lamp- 
holders." E. Рнидарв, August 2lst. 


17,588. ‘Improvements relating to the clectro-deposition of metals and 
alloys.” J. H. В. BnabLEYv and L. W. Jenkins. August 2184. 


17,000. “ Improvements in electric plug switches." J. ZEITLIx. August 2181. 


17.610. Process for improving the ductility of tungsten.” Siemens AND 
HALSKE AKTIEN-GraELLSCHAFT. (Date applied for under Вес. 91 of the Act, 
September 26th, 1907, being date of application in Germany. Application for 
Patent of Addition to No. 17,850, 1908.) August 21st. (Complete.) 


17.611. Process for improving the ductility of tungsten." SIEMENS AND 
HALSKE AKTIEN-GESELLsCHAFT. (Date applied for under Sec. 91 of the Act, 
December 9th, 1907, being date of application in Germany. Application for 
Patent of Addition to No. 17,850, 1908.) August 2186, (Complete.) 


17,612. "Improvements in and relating to means for the constant disinſee 
tion of speaking tubes, telephone moutli.pieces or the like.“ G. W. GIBBERD 
and О. A. Evias. August?21st. (Complete.) 


17,618. '*Improvements in and relating to the manufacture of refractory 
conductors." W. C. ARSEM. (Date applied for under Sec. 91 of the Act, 
August 24th, 1907, being date of application in United States.) August 21st. 
(Complete.) 

17,619. "Improvements in and relating to the manufacture of refractory 
electric conductors," C. T. FULLER. (Date applied for under Sec. 91 of the 


Act, August 24th, 1907, being date of application in United States.) a August 2188. 
(Complete.) 


17,620. Improvements in and relating to the manufacture of refractory 
electric conductors." W. D. CootipoE. (Date applied for under Bec. 91 of she 
Act, August 24th, 1907, being date of application in United States.) August 21st. 
(Complete.) 

17,621. “Improvements in and relating to the manufacture of refractory 
electric conductors." W. D. Сооттрак. (Date applied for under Sec. 91 of the 
Act, August 24th, 1907, being date of application in the United States.) August 
21st. (Complets.) . 

17,022, ‘* Improvements in and relating to electrically-operated cranes, lifts 
and the like." ALLGEMEINE ELEKrRICITATS Grs. (Date applied for under 


Bec. Ylof the Act, August 28rd, 1907, being date of application in Germany. 
August 21st, (Complete.) 


17,626. “Electric light fitting." G. W. p TuwzELMANw. August 22d. 
17,627. Improved electric ignition device or sparking plug." THe Sica 
SYNDICATE, LID., and P. Sr. CLAIk MairHey. August 22nd. 


17.659. Impravements in insulating materials for electrical purposes and 
the like.” S. H. H. BARRATT. August 22nd. 

17,687. “Improvements in electric heating apparatus,” R. G. рнк. 
(Date applied for under Sec. 91 of the Act, August 22nd, 1907, being date © 
application in United States.) August 22nd. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. NE 
THOMPSON & Co., 322, High Holborn, W. C., and at Liverpool and Bradford i 
price, post free, 9d. (in stamps). 


1907. 


TREMBLERS OF INDUCTION CoiLs. B. Brooks and F. H. Alston. 20,961 
September 12th. 


DEVICE ron CLEANING OR TRUEING ELECTRIC Contacts. J. A. Haslop. 90, (60. 
September 13th. 
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THE FUIURE OF THE BRITISH 
CHEMICAL INDUSTRIES. 


THE address delivered by Prof. Stanley Kipping, F.R.S., to 
the members of the Chemical Section of the British 
Association, was devoted to the consideration оѓ “ whether 
any steps can be taken to place the chemical industries 
of the United Kingdom of Great Britain and Ireland in a 
more prominent position than that which they now occupy 
in the world of commerce.” The motif of the address 
is that the speedy disappearance of British chemical 
industries can be averted only by the close co-operation 
of the manufacturer and the scientist. 

This is a theme which has been dealt with repeatedly by 
various speakers and writers, but perhaps never more sug- 
gestively than in the present address, and is of such impor- 
tance that, until some change comes over the present aspect 
of affairs, it cannot be too often insisted on. The precarious 
state of our chemical industries is only too obvious; not only 
have we completely lost the manufacture of dyes, but, as may 
be learnt from а study of the technical journals and the 
Board of Trade returns of recent years, in the manufacture 
of * fine chemicals,’ including perfumes, celluloids, and crude 
coal-tar products. . . the decadence of our industry is 


far advanced; in the case of the heavy chemicals our position, 


perhaps, is not quite so serious at the present moment, but 
the future is dark and threatening.” Even in regard to 
the new Patents Act, which came into force last month, 
and has been hailed by many as inangurating a 
new era, Prof. Kipping is far from consoling. Althongh it 
„will prove to be of great value in many respects, it will do 
little to foster British chemical trade, and the development 
of British chemistry. Our chemical industries will continue 
to decline, possibly more rapidly than heretofore.” 

It is the combination of the research chemist with the 
manufacturer which has led to such remarkuble results in 


the case of the German chemical industries, and it is only by 


following a similar system that we can hope to avert disaster. 
Our failure in this direction in the past has been ascribed, 
on the one hand, to a lack of properly trained chemista, 
resulting from the unsatisfactory condition of secondary 
education, or from the nature of the teaching in our 
universities and technical schools, and, on the other, to the 
insufficiency of the time and money devoted to research in 
manufacturing indastries, and the absence of co-operation 
between the manufacturer and the scientist. 

These are grave matters, affecting the welfare not only 
of the purely chemical industries, but also of all manufac- 
turing processes in which arise problems requiring the aid 
of the chemist for their solution. It may well be asked 
what manufacturing шау does not fall within the scope 
of this definition. 

No doubt the improvement of secondary education might 
make the training of the chemist an easier and shorter 
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process; but as it is, much may be done. To be of real use 
the chemist"must be no mere routine analyst, no product of 
so-called technical instruction ; he must be an investigator, 
capable of putting bis knowledge at the service of the manu- 
facturer and of applying his mind to the solution of the 
problems arising in the course of the industry. Prof. 
Kipping pleads for a longer and mere thorough training. 
An Honours B.Sc. degree should not be given without 
research, and a student who has no experience as an investi- 
gator should not be recommended by his teacher for any 
post in which more than routine analysis is required. The 
Pass B.Sc. degree should be merely an indication of a general 
education in science. We might go further with advantage, 
and refuse to give any degree in science to those who bave 
no experience in research. No amount of book know- 
ledge, no amount of practice in laboratory manipu- 
lation, will make a chemist; he must acquire 
what we may term the research point of view. 
To this end it is highly advisable that the student sbould 
have assistance to guide his firet steps, but he is no chemist 
who cannot walk alone. A much higher class of trained 
chemist would be turned out were we to ineist on at least 
some experience in joint research before the Pass degree, and 
to keep our Honours degree strictly for those who show 
capacity for the planning and carrying-out of an investi- 
gation on their own initiative and responsibility. Prof. 
Kipping suggested that the training of the works chemist 
should last five years, the first three being spent on the 
usual routine work on which a Pass degree is now granted, 
and the remaining two devoted to research and to special- 
isation in some branch of chemistry. Our suggestion might 
demand an even longer course of training, but this is 
justified by the remark of a later speaker in tbe Sectior, 


- who held that not five but ten years must go to the making 


of a chemist, a remark greeted by those present with some 
smiles, but general approval. The professor expressed him- 
self as entirely out of sympathy— and here, we believe, the 
great majority of teachers of chemistry will agree with 
him—with the attempt to train works chemists by means of 
a two or, at most, three years course of instruction in science 
followed by one year's work with the plant necessary for 
carrying out some technical process on a miniature manu- 
facturing scale. Such training can only result in the 
production of a sort of combined analytical machine and 
foreman." It would be better for tbe chemical depart- 


ment of a technical school to devote itself to the investiga- 


tion of technical problems, given the co-operation of the 
manufacturers and a sutlicient supply of students. 

So much for what may be done on the academic side; 
what of the manufacturers’ Unfortunately, the British 
manufacturer has little conception of what assistance may 
be expected from the scientist. Either as a “ practical” 
man he sneers at those he terms *'theoriste," or, rushing 
to the other extreme, he expects miracles in the solution 
of intricate problems without delay. In many cases 
he is unwilling even to put his own knowledge at 
the disposal of the scientist. In most cases, his main 
auxiety appears to be to get the work done on the 
cheap. In these matters, great improvements are possible. 
As to what assistance he may expect from a works chemist, 
tbe manufacturer might well inquire of the nearest teacher 
who is also an active investigator. If the engagement of a 
permanent chemist is not desired, Prof. Kipping suggests 
the founding of a temporary research scholarship at some 
university. Such a scholarship might be arranged to the 
benefit of the manufacturer, of the scholar, and of the 
university. In any case, the investigator must be given 
every opportunity of studying the process and plant in the 


works, and the manufacturer must not expect to get problems, 
affecting an extensive industry with large capital, solved for 
the price of & bronze medal or even the offer of a reward 
of £20. 

At present a thin stream of research in chemistry trickles 
through our journals. Most of the work is concerned with 
subjects of purely scientific interest ; without in any way 
decrying such work, much of the time and labour expended 
might well be turned to the study of technical problems. 


Here, again, the manufacturer must come to the assistance of 


the scientist by supplying the initiative. Moreover, once 
the manufacturer, by employing research chemiste, opens up 
the prospect for trained investigators, the numbers of 
students will increase, and the trickle of research swell to the 
mighty volume of a T weed in flood. 

We have dealt with the more important points in the 
address, space not permitting us even to sketch the many 
weighty arguments advanced by Prof. Kipping in support 
of his contention that only in the co-operation of science 
and technical skill lies the salvation of our chemical 
industries. We hardly need again point out the important 
and constantly increasing share of electrical processes in 
these industries, which will not improbably result in 


-advancing electro-chemistry to a leading position in the 


electrical field and creating new demands for electrical 
enterprise. | 


Ix tbe address of Prof. W. Ridgeway, 
Unnatural president of the Anthropological Section 
Evolution. resident of the Anthropological * 
| of the British Association, the author 
took as his most important topic natural laws in relation to 
our social legislation, and pointed out that despite the 
abundant examples which surround us on every hand, of 
the irresistible and unerring course of Nature in preserving 
the fittest and evolving higher forms of life, no statesman 
ever drcamed of taking her great principles into considera- 
tion when devising any scheme of education or social reform. 
It is assumed that all men are born with equal capacities, 
no matter what their origin, and that all that is necessary to 
make the children of the working classes equal to those of 
middle-class parents is similar environment. But this view 
fails to take account of the influence of heredity, which is 
во great that, in the opinion of Prof. Ridgeway, while 
the middle classes are continually being reinforced by tbe 
best of the working classes, their existence is really due (0% 
long process of natural selection and the survival of the 
fittest. While it is essential that the State should provide 
educational facilities to enable exceptionally gifted children 
of humble origin to rise even to the highest positions in the 
community, it is useless to provide such a ladder for the 
mass of children, the vast majority of whom can never climb 
bevond its lowest rung. 

In order to produce a stalwart brood of citizens, the legis- 
lator ought to conform to the principles of the stockbreeder, 
fostering the increase of the best elementa in the State, 
and discouraging the multiplication of the worst. Yet our 
statesmen of all parties have adopted precisely the opposite 
policy. Education is provided at the cost of the State, the 
offspring of the wastrels in particular are given free meals, 
and we even hear demands that the State shall clothe and 
rear children—at the cost of the middle-class ratepayers 80 
taxpasers, who also have to feed, clothe and educate their 
own children at their own expense. The heavy burdens 
already laid upon the middle classes materially retard their 
rate of increase, by rendering marriage more difficult, and 
thus the present policy tends to reduce that class of citizens 
which, standing between the excessively wealthy and the 
very poor, has in all ages heen recognised as the mainstay of 
every State. Ax the author remarks, the inevitable result 
of persistence in the present line of policy will be the moral 
and physical deterioration of the British nation—the natural 
consequence of “refusing to apply to the human race the 
laws which inexorably regulate all Nature.” 
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SWITCH AND TRANSFORMER OIL.—I. 
By "GQLUCKAUF." 


Tur increasing use of oil-insulated transformers and oil 
switchgear calls for a more careful study of the insulating 
oil question than has up to the present been given to it—at 
any rate, as far as the average engineer is concerned. It is 
only necessary to ‘look around the various high-tension 
stations and see transformers being worked with the oil 
exposed to dust, dirt and moisture, to be convinced that 
sufficient attention is not paid to the careful handling of the 
insulating oil; especially so in view of the fact that a very 
small percentage of moisture will reduce the dielectric 
strength of transformer oil to 50 per cent. of the value 
the oil had when quite free from moisture. Dust on the 
oil surface is carried down into the winding spaces by 
convection currents, where it is very liable to seriously 
reduce the insulation strength and start a discharge. It is 
now universally admitted that the oil-break switch is better 
than the air-break, owing to the fact that with the oil 
switch the actual break occurs when the current wave is 
passing through its zero value, so that no dangerous oscilla- 
tions are set up, while for underground mining work all 
switchgear and resistances should be oil-immersed to avoid 
danger from explosions of fire-damp. As regards transformers 
(except in the smaller sizes) the oil-cooled is considerably 
cheaper than the air-cooled, while above 5,000 volts it is 
almost impossible to build air-cooled transformers. Hence 


the question as to the insulating oil best snited for the pur- 


рове is of considerable importance. Animal and vegetable 
oils are quite inadmissible, owing to their liability to turn 
acid and become viscous and gummy with age. Farther, 
they are liable to congeal in cold weather to a practically 
solid mass. Resin oil was at one time much used, especially 
for transformer work, but it is almost impossible to obtain 
resin oil of constant composition, partly owing to the com- 
paratively small quantities in which it is distilled, and, 
farther, because the resin employed for its manufacture also 
varies considerably. Resin oil is also very liable to congeal, 
to turn acid and also to gum ; and at the moment the price 
of pure resin oil is higher than that of the corresponding 
mineral oil. | 

Swinton gives the dielectric strength of resin oil as being 
from 4 to 10 times that of air, a voltage which sparks across 
2.54 mm. in resin oil, sparking across 25'4 mm. in air; 
while a voltage sparking across 50:8 mm. in resin oil was 
found to spark across 200 mm. in air. 

Compound oils consisting of mixtures of resin oil and 
mineral oil have also been used, but found unsatisfactory, 
aa the resin oil tends to separate out and form a thick mass 
at the bottom of the oil tank. 

А pure mineral oil is now universally used, both for 


transformer and for switch work, such oils being practically | 


free from liability to form carbonaceous deposits, except when 
reakdown occurs, when pure carbon is deposited and 
hydrogen evolved. The oil should comply with the following 
specification ;— 

_1. The oil must be a pure mineral oil, obtained by frac- 
tional distillation from heavy petroleum product, and not 
subjected to any chemical treatment whatever. It should be 
absolutely free from moisture, alkali, acid or sulphur com- 
pounds, 

2. The flash point, as determined by an approved type of 
“closed test apparatus (Pensky-Marten or Gray's apparatus) 
should not be less than 175° C. (347° F.), while the burning 
test should be at least 200° С. (392? F.). 

3. The dielectric strength, as measured by the voltage 
required to arc across two pointed electrodes 4 mm. apart, 
submerged to a depth of 6 to 8 centimetres, should have a 
minimam value of 30,000 volts. 

4. The specific viscosity, as determined by the Engler or 
other viscometer, should not exceed 10 to 15 at a tempera- 
ture of 20° C., water being taken asthe standard. Farther, 
the oil should still be sufficiently liquid at 0° C. to readily 
form drops. i 

5. The specific weight at a temperature of 15" C. should 
АН з minimum value of 0°87 and а maximum value of 


‘gear cuts the faulty transformer ont. 


6. When heated to 100° C. under ше rip n 
regards shape and capacity of vessel used, &c., for eig 
hours, the loss by AI should not exceed 2 to 3 per 
cent. | 
An oil that complies with the above conditions should 
prove a reliable insulator, provided due care is taken as 
regard storage and use. The requirements as regards switch 
oil are very similar to those of transformer oil ; a fairly 
viscous oil appears to be advisable as being less readily 
punctared by the arc; at the same time too heavy an oil 
must not be used, or it will prevent the switch blades making 
good contact, and therefore cause heating. It should also 
not be affected by the lowest temperature to which the 
switch may be exposed. | 

Impurities—Chemical treatment of any kind must be 
strictly excluded, as the slightest trace of acid or alkali will 
sooner or later seriously attack the windings, electrolytic 
action hastening the process. Newly wound generators and 


transformers always show a strong electrolytic action due to 


minute traces of acid and moisture in the cotton covering, 
cotton being always spun in a moist condition, and more or 
less treated with various substances liable to develop 
fatty acids on exposure to the moist air. In the present 
state of the cotton market, it appears to be impossible to 
avoid this treatment of the raw cotton, and it is, there- 
fore, advisable to take great care to exclude as far as 
possible all chance of moisture being taken up by the cotton 
covering during winding operations, &c. Alkali compounds, 
especially caustic and chloride products, are equally objection- 
able, being readily subject to electrolytic action. For these 
reasons, а dark coloured oil should not be objected to, as 
light oils may owe their colour, to chemical treatment. 
All oils appear to darken gradually with use, bat this change 
of colour does not seriously affect their properties as insula- 
tors, the change being due to heating. 

Salphur compounds have a very bad effect, a small per- 
centage lowering the dielectric strength to quite an alarming 
extent, in addition to which sulpbur readily attacks copper, 
во that all traces of sulphur must be removed. 

Flashing Point.—The flash point must be high, because 
although under working conditions the temperature rise of 
any transformer should not exceed 50 to 55° C., in the event 
of part of the winding becoming faulty, the oil may be 
suddenly heated up to quite a high value before the switch- 
Quite a small percen- 
tage (approximately 0°5) of light oil, such as benzine, will 
lower the flash point by something like 100°, so that the 
^ closed test apparatus, which does not allow any vapour to 
escape, is more reliable than the “ open test apparatus, in 
which the lighter oils would escape long before the tempera- 
ture of 175° C. was reached. | 

An oil having the following tests No. 1, when mixed with 
5 per cent. of benzine gave results as No. 2, and when 
mixed with 1 per cent. benzine gave resulte as No. 3 :— 


Test. 1. Test 2. Test 3. 
Closed flash point 385° F. 82°F. 102° F. 
Open flash point... 386 F. 90°F, 111°F, 
Fire test ... 412° F. 101° F. 120 F. 


If open test apparatus is used the flash temperature should 
be raised to 185° C. Variation in the size and depth of the 
oil cup used to heat the oil and in the rate of heating will 
vary the resulting value obtained for the flash point, во that 
it is necessary to use в standard form of testing apparatus. 

Gray's apparatus is generally used in this country, 
and is very satisfactory; on the Continent the Pensky- 
Marten tester is generally used. The size of the oil cup 
used in the Gray apparatus is the same as that used in the 
Government Standard Petroleum Tester as designed by Abel 
—viz., 2 in. in diameter and 2-20 in. in depth. The oil cup in 
the Репеку- Marten apparatus is practically of the same size, so 
that the readings given by the two forms of tester agree one 
with the other. 

Dielectric Strength.— Variations in theshapeof the electrodes, 
depths under oil, &., will change the value obtained for the 
dielectric strength. Pointed electrodes are apt to give such 
variable results as to be unreliable; on the whole ball and 
ball electrodes about 20 mm. in diameter appear to be the 
most satisfactory if kept accurately in line—7.e., not askew. 

The variation of sparking distance with variously shaped 
electrodes is a subject that up to the present has not been 
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fully investigated: this, no doubt, accounts for the variations 
in the values given by the different investigators for the 
dielectric strength of air. Dielectric strength is the power 
of an insulator to withstand the electrical stresses due to & 
given voltage, and must not be confused with ohmic insu- 
lation resistance, which determines the leakage through the 
insulation. Air has a very high specific resistance, but has 
not much dielectric strength, hence a high voltage readily 


aros across an air-gap. Glass has a high dielectric strength, 


0°3 mm. resisting 22,000 to 25,000 volts, but its specific 
resistance is not nearly so high as that of air. Taking the 
disruptive strength of air at a thickness of 0°05 mm. as being 
1,670 volta (maximum per mm.), Steinmetz obtained for oil 
а maximum disruptive strength equal to five times that of 
air. Table I gives the striking distance, or disruptive 
strength, of air as obtained by Siemens and Steinmetz, 


TABLE I.—DrmLECTRIO STRENGTH OF Am. 


Alternating. Continuous. 
Effective voltage. Striking distance. | Striking distance. 
2,000 04 mm. | 0:25 mm. 
4,000 196 „ : 075 ,, 
6,000 2:66 „ | 145 „ 
8,000 408 „ 293 „ 
10,000 578 „ : 3393 „ 
12,000 | 760 „ | 444 „ 
14,000 | 9:88 „ 5°67 „ 
16,000 | 1173 „ 7'00 „ 
18,000 | 1920 „ | 8:30 „ 
20,000 1476 ,, Т 9:60 „ 
25,000 220 , : — 


using a point and plane as electrodes, the alternating voltages. 


being R.M.s., or effective values. The American Institute 
testa using sharp pointed electrodes and sine wave currents 
gave 5'7 mm. for 5,000 volts, and 25:4 mm. for 20,000 
volts. | 

As already stated, pointed electrodes appear to give vari- 
able results. Whatever form of testing apparatus is used, 
the oil should always be filled up to the same level, so that 
the sparking balls are submerged to a fixed depth each time. 
The apparatus must be kept perfectly dry and clean; the 
balls should not be touched with the bare hand, or perspira- 
tion may find its way into the sample of oil, and, of course, 
spoil the test. | 

Moisture and dust must be most carefully excluded, hence it 
is advisable not to open the sample until it is actually required 
for testing purposes, во as to keep the sample perfectly free 
from moisture. The balls should be kept clean and well 
polished during the tests. 

As regards testing for moisture, it is almost impossible 
to ascertain the amount of water present, owing to the fact 
that when one heats the oil to ascertain this figure there is 
at the same time sure to be a loss by evaporation of the oil 
itself. 

If a little anhydrous copper sulphate be placed in a test 
tube with the oil and well shaken up, a bluish tinge in the 
sulphate will give some indication that moisture is present. 
The operator should avoid breathing on the testing 
apparatus, as obviously an excessive amount of moisture may 
be thereby introduced. Either the spark-gap should be kept 
constant and the voltage varied, or the voltage kept constant 
and the gap varied; only one of these methods should be 
employed, in order that all tests may be made under the same 
conditions. Oil is not so good an insulator for low as 
for high frequencies, but for commercial periodicities, say, 
between 25 and 100 cycles, the variation is negligible. It 
is very desirable to use a sine wave E.M.F. for testing, hence 
the voltage should be varied by altering the strength of the 
generator field and not by the use of a resistance. 

It is a curious fact that after the first one or two dis- 
charges the dielectric strength of the oil increases. 

This increase in the dielectric strength may be due to the 
arc having a drying effect on the oil, or possibly to the 
impurities being burnt out. At each discharge a bubble of 
hydrogen gas is formed and a small amount of carbon 
thrown down; after a time the amount of carbon deposit is 
gufficient to biacken the whole of the oil, and the dielectric 
strength is rapidly reduced as the amount of carbon deposit 
increases; hence the necessity for renewal of the oil in oil 


switches from time to time, a point frequently neglected. 
The testing balls or electrodes rapidly become dirty, and 
it is essential that they should be easily and quickly 
removable во as to be readily accessible for cleaning purposes. 
This should not disturb the adjustment of the spark gap. 
A capacity of two to three-tenths of a litre will be found 
suitable for the testing apparatus. A fine fuse in the 
circuit should limit the current to, say, 10 KW., во as to 
reduce the work of keeping the terminals clean. Bubbles of 
air in the oil must be got rid of, as.they will lower the 
dielectric value: a gentle heating will readily remove all 
traces of air bubbles. 

It is important to measure carefully the exact temperature 
of the oil during the test, as rise of temperature rapidly 
lowers the ingulation resistance, and also affects the dielectric 
strength to some extent. 

Specific Viscosity.— The viscosity does not affect the 
insulation resistance, many of the lighter oils such as kerosene 
and turpentine having as high or even a higher insulation 
resistance than the heavy oils. Hence for transformer 
work, considerable variation in the viscosity is permissible, 
although a very great increase in viscosity should not be 
allowed, since the rapid circulation, and hence the cooling, 
of the oil will be thereby affected. Е 

On the other hand, in the case of-switch oil, viscosity is 
of importance, as a light oil is more easily displaced by the 
arc than a heavy one. 

In Eugland there is no very definite standard for viscosity. 
With the Redwood viscometer, refined rape oil is usually 
adopted as the standard, 50 cc. of refined rape oil taking 535 
seconds to flow through the standard-sized orifice, 0:067 in. 
in diameter, at a temperature of 60? F. (16? C. approx.). But 
as the refined rape oil has a tendency to become more viscous 
on keeping, ib is preferable simply to take the number of 
seconds occupied by the 50 cc. to flow as being the figure 
representative of viscosity on this instrument. Sperm oil is 
not now taken as a standard. 

Water would appear to be much more accurate a8 à 
standard, and this is the standard adopted by Engler and by 
Saybolt. . 

The only possible objection to the use of water is that а 
comparatively small-sized orifice must be used owing to its 
rapid flow, so that, with heavy oils, the time taken for a 
given quantity to pass through the orifice is unduly long. 
With very heavy oils used for lubricating purposes, this 
objection may have some grounds, but it can hardly be of 
moment in the case of insulating oils. 

The Boverton Redwood viscometer is generally used in 
England, the viscosity of the oil being taken from the time 
required for 50 cc. to flow through, as compared with the 
time taken for 50 cc. of the standard oil to pass through the 
instrument. Means are provided for regulating the tempera- 
ture, and, of course, measuring the same, which details 
need not be described here. The standard orifice consists 
of a hole 0°067 in. in diameter drilled in an agate jet piece, 
the upper end being dished and closed by a small brass ball 
valve. The Saybolt viscometer used in America is on 8 
similar principle to the Redwood instrument, the oil being 
run into a graduated receiver. Engler's viscometer is the 
standard instrument adopted in Germany, water being 
always taken as the unit or standard. | 

At 20? C. (68° F.) 240 сс. of water take 54 sec. (this 
figure varies slightly with each instrument) to flow through 
the Engler viscometer ; hence, by dividing the time taken 
by a given oil (240 cc.) to flow through (at the same tem- 
perature) by the figure 54, one obtains the specific viscosity 
of the oil. Thus, if 240 cc. of oil take 400 sec. to раз 
through the instrument, the specific viscosity at that per- 
ticular temperature is 400 — 54 = 7°40. | 

Specific Gravity or Specific Weight is not proportional to 
viscosity, although, as a rule, an oil that has a high specific 
gravity will also have a high viscosity. For general pur- 
poses the hydrometer will give sufticiently accurate results. 
although as regards scientific accuracy, the gravity bottle 
or the hydrostatic balance gives, of course, more reliable 
values. 

An imperial gallon of pure water (specific gravity 1-00) 
weighs 10 lb. (at 60° F.), and has a volume of 0:1605 cb. ft., 
hence the weight of a gallon of oil at 60° F. is readily 
determined from its specific gravity at that temperature. 
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Thus a gallon of oil having a specific gravity of 0°90 (at 
60° Е. = approximately 16° C.) wil weigh 9 lb. The 
U.S.A. gallon equals 0°8325 of an imperial gallon. 

Volatility —This is readily determined by heating, say, 
5 grammes in a large porcelain basin to a temperature of 
100° С. for eight hours, and finding the loss in weight, 
from which the percentage loss is readily determined. The 
sample of oil should be thoroughly dry, otherwise moisture 
driven off will affect the result obtained. 

Providing the flash point is not lower than 175? C. there 
will be no serious evaporation loss of oil under ordinary 
transformer working conditions. The use of vaporimeters, 
such as Archbutt's, is not necessary for determining the 
evaporation losses of transformer oil, as the electrical 
working conditions are not во severe in this respect as those 
to which, say, engine cylinder oils are exposed. At the 
same time, it should be noted that the result obtained varies 
greatly with the manipulation of the test, capacity and shape 
of vessel uged, &c. 

Messrs. Alexander Duckham & Co., Ltd., who make a 
speciality of the manufacture of transformer oils, adopt the 
following standard :—A glass beaker 4 in. high, 4} in. 
in internal diameter is carefully desiccated and weighed. In 
it is then placed about 2 gm. of the oil to be tested, and 
the weight is again carefully taken. The beaker is then 
placed in a hot-air oven kept at a temperature of 100? C. 
for eight hours, the thermometer bulb being } in. from the 
floor on which the beaker stands. The beaker is finally 
allowed to cool in a desiccator and reweighed. One of the 
best known transformer oils on the market—i.e., transil 
oil—under these circumstances loses nearly 4 per cent., but 
Messrs, Alex. Duckham & Co. consider that the figure 
should not exceed 2 per cent. | 

Oxidation.—The affinity for oxygen so marked in the case 
of vegetable, resin, and animal oils, producing sticky, gummy 
deposita and developing fatty acids, is almost entirely absent 
in the better grades of mineral oils. Hence there is abso- 
lately no danger to fear from spontaneous combustion with 
mineral insulating oil. This spontaneous combustion scare 
Was raised some years ago in connection with the use of oil- 
transformers in mines, evidently under a misunderstanding 
as regards the class of insulating oil used for electrical work. 

True! cases have occurred (very few and far between) in 
connection with oil switches where the oil has fired, but this 
has been traceable to gross neglect to periodically change and 
filter the insulating oil, so as to remove the carbon deposit. 
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METERING AND ITS ATTENDANT LOSSES. 


By JACQUES. 


In a previous paper entitled “Rates and Systems of 


Charging,” the writer attempted to discuss the question of 
the metering of electricity from the point of view that the 
Convenience of the consumer was of primary importance to 
the central station. The present article proposes to discuss 
another phase of the question from the standpoint of the station 
only, and will deal with those losses which are inseparable 
from any system of measurement by meter that may be 
adopted by the undertaking. 
For the purposes of this argument, all meters may be 
divided into two large classes, viz., watt-hour and ampere- 
hour meters, each of which class has a “ fault” peculiar to 
iteelf. On the one hand, there is the loss incurred in the 
shunt circuits of the watt-hour meters, and on the other 
hand, there is the loss due to the fact that ampere-hour 
meters take no note of varying voltage, whereas most 
authorities supply, or endeavour to supply, at a little above 
the declared pressure. 
The losses due to inaccurate calibration may, in practice, 
ignored, for on the average being taken, it would be 
found that they would cancel out, because as many meters 
would be fast as would be slow; and as this kind of loss is 
common to both classes of meter, it falls outside the scope 


this paper, 


The case of watt-hour meter shunt losses may be first 
examined, and, in passing, it is of interest to point out that 
a far larger proportion of lost units” is accounted for at 
the switchboard, in all the indicating instruments, than is 
usually imagined—in fact, the result of a calculation of these 
unpaid-for watt-hours will probably be somewhat of a 
surprise to most engineers. | 

For the sake of example, thronghout this article a small 
undertaking supplying, say, 2,000 consumers at 200 volts, 


WATTS LOST IM SHUNT CIRCUITS QF WATT MC ves 


1,00 200 300 зоо 300 


t PER 1000 ML TERB AT 1 d PER UNIT, PER ANNUM 


FIG. 1. 


will be considered as the basis for calculation. At least one 
meter will be installed on the premises of each of these 
consumers, so that 2,000 meters are to be dealt with. 

If these be watt-hour meters, the shunt losses must be 
calculated at the price which it costs the station to generate 
its units and лоѓ at the selling price, as under no circum- 
stances, not even if the use of watt-hour meters were discon- 
tinued, would these units be paid for by any consumer. 

Taking 13d. as a fair average works cost per unit for a 
station of this size, and allowing 5 watts for each shunt cir- 
cuit, we get as the total monetary loss for the 2,000 meters 
for a year of 8,760 hours :— 


x 2.000 x 5 x 8.760 2547 108. 


1j — 
1,000 x 240 
which result is also shown on curve No. 1. 

Taking now the case of ampere-hour meters, it may be 
assumed that the average size of meter installed is for 10 
amperes, and experience shows that the average power used 
per meter expressed as a continuous load is about +); full load, 
this figure being, if anything, low rather than high, so that 
for the 2,000 ampere-hour meters at 200 v., we get the 
following units registered in the year :— 

8,760 x 10 x 200 
1 e ee LI SD = 
Ys X 5000 x ,000 2,920,000 xd 
If now, the average voltage has been only 2 per cent. 


high, we find that a number of units equal to уу of -the 


above figure, i.e., 584,000 B. T. U. has been altogether missed 
by the ampere-hour meters, assuming that they are correctly 
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calibrated for the 200 v., and mark this: these lost units 
have been supplied to the consumers, and must be reckoned 
ab selling price, as, had watt-hours been used, the units would 
have been measured, and, presumably, paid for. 

The loss, therefore, due to ampere-hour meters may be 
calculated at 45d. per unit as a fair average selling price for 
such an undertaking, and is thus £1,095, or exactly double 
that due to watt-hour meters. 

The conclusion seems to be obvious ; but that we may not 
run away with an idea drawn only from imaginary data, how- 
ever fair such assumed figures may be, the following tigures 
for a large London undertaking may be taken :— 
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` The total amount received for energy, exclusive of meter 
rents and public lighting, for a year, was £222,076°6. · 
If ampere-hour meters are used, and we allow 2 per cent. 


for high volts, as in our imaginary case above, we find that 


the loss was £4,441, approximately. . | 
If now watt-hour meters had been used, and 5 watts per 
meter allowed as before, we find that as there are roughly 
11,000 meters, and the works costs are 1°05d., the loss 
would have been— k | 
1°05 x 11,000 x 8,760 x 5 ә 
„л ge cte mm dO TOP 
1,000 x 240 d TE i 
which result confirms our previous hypothetical case. 
Fig. 2 shows the curve for ampere-hour losses, using the 
figures of our assumed example. | 


| \ 
THE FREUND SELF-WINDING TRACK 
BRAKE. | 


\ ` 


P d 


WE recently received from Mr. Edwin Freund particulars of an 
extremely ingenious mechanical track brake applied by a spiral 
spring, on entirely novel lines, One of these equipments has been 
fitted on a car belonging to the Yorkshire (W.D.) Tramways Co., 
and has given excellent results; the accompanying illustration 
shows the truck of this car with the brake gear in position. 

Mr. Henry M. Sayers inspected the car on June 16th last, and 
tested the performance of the brakes; as his report contains a good 
general description of the brake, we give below some extracts 
from it :— | 

The Freund brake belongs to the mechanical slipper class, the 
actual brakes being wooden blocks applied to the tables of the 
track rails. 

The braking power is obtained from two or more helical springs 
which surround a rocking shaft carried across the truck, which 
turning one way presses the brake blocks on to the rails, and 
turning the other, lifts them off the rails. The ends of the springs 
are housed in two gear-wheels concentric with the rocking shaft, 
one of which is connected to it by a planet gear controlled by two 
band brakes on drums. When the eprings are wound up they tend 
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BRUSH TRUCK FITTED WITH THE FREUND AUTOMATIC BRAKE. 


to turn the rocking shaft through the gears in the direction to 
apply the brakes. Releasing one of the band brakes permits such 
application. The release of the other band brake allows a pull-off 
spring to rotate the shaft in the opposite direction, raising the 
blocks from the rails. In both operations the manual effort is 
confined to releasing the band brakes by a light pull on one or the 
other pull-rod or cord. ! 

The springs are wound up by a connecting rod driven by an 
eccentric on one of the car axles, by means of a pawl and ratchet 
wheel geared into one of the wheels carrying the ends of the 
springs. The amount of the winding is limited by a threaded 
sleeve sliding on the ratchet wheel spindle, which lifts the pawl 
out of gear when the sleeve reaches a predetermined point. The 
movement of the sleeve is proportional to that of the springs, and 
it is moved to or from the disengaging point proportionately to the 
winding or unwinding of the springs. The movement is not unlike 
that of some steam steering gears as applied to the shifting of the 
valve gear. 

. In the car inspected the gearing is such that the spring is fully 
wound up while the car is travelling a distance of about 90 yards 
(or 32 revolutions of the driving wheels) and is fully unwound 


THE ELECTRICAL REVIEW. [Vol 63. No. 1,607, Зарткивел n, 


тө eS ee ee ee ан 
eo, J 

'] y *, Ld 
"E 


rs 


after making four ‘successive brake applications. But when 


travelling, the winding of.the spring commences immediately after 


each application of the brake and continues until the car stops, so 
that some of the braking power is restored even during the braking 
time. Nr к | 

The springs fitted to the car examined зге two in number, made 
of l-in. diameter round steel coiled to a diameter of about 7 in. 
These springs give an effective pressure on the brake blocks of 


About 4 tons. The pressure in any particular case is dependent 


upon the strength of the springs, the initial set given them, and 
the leverage between the shaft and the brake blocks, and can 
therefore be set to give the most effective division of weight 
between the track blocks and the wheels. The wear of the blocks 


is automatically compensated for by a device which keeps the 
. stroke of the depression lever (and consequently the pressure on 


the blocks) nearly constant; and also economises in brake blocks 
by permitting their use up to the minimum safe thickness. 

The car to which the brake is fitted is a double-decked top- 
covered car carried on a four-wheeled “ Brush” truck, of 4 ft. 84 in. 
gauge. The car weighs about 9 tons. The brake blocks therefore 
take about 44 per cent. of the car weight, leaving 56 per cent. on 
the wheels. A | 

The platform gear consists of an upright spindle fitted with a 
removable lever, which applies the brake when pushed forward; 
and a hand wheel which releases the brake when turned in one 


direction. The hand wheel is used because it was already on the 


car, and it may be replaced by a second lever, or it is possible and 
preferable to use a single lever for both application and release. 
Each action requires a light pull of small extent upon a pull rod or 
cord, involving about as much exertion as ringing the conductor's 


signal bell The brake can be applied from either end of the car 


under all conditions. i '1 

The mechanism employed occupies about 18 in. lengthways of the 
truck between the two motors, not materially more than that 
occupied by the hand-applied track brake gear; and in addition 
about 3j in. length of one driving axle. There is no difficulty in 
accommodating it on any pattern of truck in general use. The 
design is substantial, and all the parts are of a character adapted to 
cheap manufacture and erection in quantity. The pressures are 
applied in a fairly direct way without excessive leverage ratios, and 
I am of opinion that neither breakage nor seriously rapid wear will 
occur, with reasonable care in manufacture. С. 

Mr. Freund's invention provides а brake having all the powers of 
the air worked track brake, but calling for the provision of no 
specialform of power or power storage beyond a pair of helical 
springs; at once cheap, light, of small bulk, and not liable to 
leakage. Subject to the questions of durability, which can only be 
settled by service use, I am of opinion that this brake is а valuable 

| addition to the resources of the tramway 
engineer, that it can be cheaply applied to 
all the usual types of car, and that it should 
find a large immediate application. 
I made a considerable number of tests 
of the brake upon a gradient varying from 
1 in 12 to 1 in 26, at speeds varying from 
8 to 22 miles per hour, and upon rails both 
dry and greasy, with results showing that 
the mechanism makes prompt and effective 
use of the available pressure and frictional 
coefficient of the blocks. In order to test 
the value of the winding of the springs 
during braking, I had some special tests 
made with repeated applications during 
the stopping intervale, which gave excel- 
lent results, showing a power which is not 
possessed by any other brake within my 
knowledge of reducing the stopping time 
апа space in extreme cases. I also made 
some tests of the brake as a “ coasting 
brake, allowing the car to descend a steep 
gradient at a steady regulated speed. The 
result was again excellent, although the 
driver had no training in this particular 
use, and showed that the car is kept under 
effective control without acceleration on 
long descents, the safety condition for 
working heavy hill routes. 
The tests showed that the Freund brake 
answers excellently the purposes of a ser- 
vice brake, an emergency brake, and a hill or coasting brake; and 
as it does not interfere with the auxiliary use of the wheel brakes, 
nor is it affected by the abuse of those brakes even to the gkidding 
point,nor is there any mutual interference between it and the 
electrical equipment, it is, in my opinion, along step towards the 
ideal brake for tramway purposes. 

Messrs. E. A. Paris, managing director, and R. C. Goldston, 
engineer of the tramways above-mentioned, have also reported very 
favourably on the performance of this brake, and of& similar 
spring-applied, but hand-wound Freund brake, which has been in 
use on their lines since October, 1906. It appears that the car 
fitted with the latter has not been reported for repairs for over 18 
months, while the motors and other parts of this car have required 
a minimum of attention during the whole period. Messrs. Paris 
and Goldston say :— 1 

„We find that all claims made for the Freund brake system are 
substantiated by our experience with it, but we consider five pointe 
worthy of epecial notice, viz. :— 

“1. That there is no possibility for the driver to make a mistake 
in operating it, as this brake requires no special thought, being 
under all circumstances worked in the same way. à ; 
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“9, That а car ascending a gradient, heavy or otherwise, can be 
stopped before it rans back at all, in the event of current failing 

other defect. 
Ta 3. That ordinary shed labour can attend to it, as there are no 
adjustments to be made while 31 ín. blocks are being worn out. 
1 4. That it can and is intended to be used in conjunction with 
the ordinary hand brake. | 

“5, That it can be applied by conductor or passengers 
independently of and, if necessary, at the same time as by the 
driver. . 
. "With regard to the brake-gap regulator with which car 42 is 
equipped, we are pleased to say that it works very well and that it 
fulfils a pressing want." | | | 

Considerations of space prevent our giving here a detailed 
description of the ingenious mechanism devised by Mr. Freund to 
-secure these results. Amongst the claims made for his brake are 
the following :— / 

Simplicity and reliablity. 

Complete stops as easily obtainable as speed regulation for 


Highest braking effect combined with & minimum of work and 

эое of the motorman. 

and wheel brake are independent of each other, and neither 
hand nor foot of the motorman being engaged with the track brake, 
the wheel brake can be put on simultaneously with it. If one fails 
the other is already on and prevents serious consequences. | 

The Freund brake can be applied from any part of the car (or 
train), and simultaneously from several points without causing any 
trouble. 1 the driver suddenly get disabled, a stop can thus 
be promptly effected by conductor or passengers.) 

The Freund track brake can be applied before a car enters a 
dangerous down grade (thie is impossible with electric and magnetic 
brakes, as motors cannot simultaneously move the car on to the 
gradient and excite the brake magnete). 

Freund brakes are as suitable for service asfor emergency purposes. 
The most rapid stops can be effected without the Jeast discomfort 
to passengers and without objectionable strains to the rolling stock. 

Skidding of wheels overcome. 

Low first cost. 


The motors are allowed to 0001 down while the cars are descending 


gradients, enabling smaller motors to be used with the Freund brake 
than with magnetic or electric brakes. | 

The following are some of the teste оп Oar No. 42, with the 
Mme Freund brake, on gradients varying from 1 in 12 to 


| 
Time in| Brakes used. 


No. Rau. Blocks. PEUT | 0 flop. | seconds. 

. 1|Dry| Wood | 18 29 yda. | 4 Track brake No sand 
21, ” 22 36 „ 33 „ Sand 
35 ii 20 25 „ 3; | Track and | No sand 
2r us i 924 | 33 „ 3 hand brake , No sand 
655 ч 20 22 „ 32 | together Band 
No | Rail. Blocks. Speed 0 stop. | Brakes used. 

| | 

1 | Greasy. | Wood | 94 | 4 yds. Track and 
2 Rain B" 13 10 „ hand* to- 
3 | faling ' » | 16 14 „ gether 
б | at | " | 22 | 30 " | ” 

7 com- ss 8 4 „ Track only 
8 mence- | N 12 | 14 „ | á 

9 ment. » 193 45 „ i: 

10 m" ME: 


THE CANADIAN NIAGARA POWER. СО.8 
DEVELOPMENT. 


Sou interesting data regarding the work carried out by the 
above company are contained in the August Proceedings of the 
American Society of Civil Engineers, in a paper by Mr. A. H. Van 
Cleve. The author discusses the general history and scope of the 
undertaking, and describes in detail many interesting features of 
the hydro-electrical installation. . 
It will be sufficient here to state that the Niagara Power Co.'s 
plant was placed, by agreement with the Park Commissioners, in 
the Queen Victoria Niagara Falls Park, on the edge of the rivera 
short distance above the crest of the Falls. | 
The power house, a flreproof building, stands over & wheel pit 
some 566 ft. long, 171 ft. deep, and 20 ft. wide, excavated for two- 
thirds of ita depth in limestone rock and the lower portion in shale. 
The wheel pit is lined with brick, and the bottom slopes towards 
One end where the entrance of the discharge tunnel is situated. 
This tunnel, some 2,164 ft. in length, 25 ft. high, and 18 ft. wide, 
has an exit below the falls near high water mark; it is lined with 
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brick for the greater рагі, but granite is used where the water 
velocity is high. | | Ее 

The water reaches the power house through a short canal, ter- 
ininating in a forebay protected by ice racks. From tha forebay 
short tunnels lead to 10 ft. diameter vertical penstocks, which are 
provided with cast-iron elbows at the and cast-steel elbows at 
the bottom where they connect to the wheel cases. The available 
head of water varies from 130 to 136 ft. | 

Six floors are provided in the wheel pit, the turbines being 
situated above the lowest one. Double Francis turbines are used, 
five units each of 10,000 н.р. normal output at 250 R P. u. being 
installed in the portion of the plant so far completed. 

The wheel case is of steel plate, 13 ft. in diameter, and the water 
passes into the central cast-iron draught case, through upper 
and lower bronze runners, each 5 ft. 4 in. diameter; the discharge 
takes place through a 5 ft. 3 in. draught tube on either side, which 
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SECTION THROUGH PowgR HOUSE AND WHEEL Рт, SHOWING 
10,000-н.р. TURBINE AND GENERATOR. EE 


empties into the bottom of the wheel pit. The regulation is 
ко of cylinder gates operated by governors in Шош Ба 
above. 

Special interest attaches to the method of supporti 
revolving mass of the hydraulic and electrical Machine, кеш 
some 240,000 lb. This is achieved partly by connecting the 
underside of the lower runner to the wheel case, and the upper 
side of the top runner to the draught case, thus obtaining an 
upward pressure on the wheel due to the water head. A further 
balance piston is fitted above the turbine, supplied through а 12-in 
pipe from above, and controlled by valves. As the exact balance 
of the revolving parts is a matter of some difficulty due to changing 
conditions of load, an oil atep bearing has been provided on the 
floor immediately below the power house. This consists of two 
3-ft. diameter disks of charcoal iron, one stationary with a spherical 
seating and the other revolving with the shaft; oil ata pressure of 
about 100 Ib. per sq. in. is forced into grooves between these 
disks by & {жүзө pump driven from the main shaft. It may be 
avai that the surfaces of the disks were finished with emery and 
0 

With a view to determining the maximum capacity of these 
prime movers, а serics of tests was carried out at full load, thé 
average distribution of losses, with a 134 ft. head, being as 
follows :—From forebay to upper elbow, 8:33 per cent.; vertical 
penstock, 0°34 рег cent.; lower elbow and wheel case, 11:83 per 
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cent; friction loss in draught tubes, 11°30 per cent. ; energy loss in 
discharge, 18:95 per cent.; in turbine wheel and mechanical losses, 
49°25 per cent. From the data obtained, it was calculated that 
11,500 н.р. represented the maximum available power. 

An elaborate oil circulation is in use for lubricating the seven 
guide bearings on the main ehaft of each unit and other parts. 
Pressure oil is required for the governors and step bearings, the 
former being supplied at 225 lb. per sq. in. 

The five main generators are of the revolving-field type, giving 
three-phase current at 12,000 volts pressure and 25 cycles. 


Insulators 


Conductors to 


~ Niag d Falla Ont. 


- 
tors 


[Insula 


STEEL TOWER FOR NIAGARA RIVER BPAN, SHOWING 
COUNTRR-WEIGHT ÁBBANGEMENT. 


Exciting current at 125 volts pressure is supplied to collector rings 
situated immediately below the shaft coupling. 

Three exciter units, consisting of 200-K w. vertical shaft gene- 
rators mounted over Francis turbines, are installed in & tunnel on 
one side of the wheel pit, level with main turbine fleor; a similar 
tunnel is provided for the oil pumps for. supplying the lower 
lubricating system, and all the floors in the wheel pit are coupled 
up to the power house by means of a hydraulic lift. | 

From the main generators energy passes through double-throw 
selector oil switches to four sets of bus-bars. 

The operating board contains five generator and 20 feeder panels 
in addition to meter and interconnecting panels, and each panel 
is complete in itself. 'The outgoing feeders run in two directions 
in underground 32-duct conduite, one leading to a steel arch 
bridge across the river, and the other to a local transformer 
house. 

The former group of feeders interconnects the plant with the 
Niagara Falls Power Co.'sstation on the American side, and the 
latter transformer station, which has an equipment of 11,000/2,200- 
volt and 11,000/22,000-volt transformers, is principally engaged in 
supplying 22,000-volt current to the Cataract Power and Conduit 
Co. in Buffalo, by means of overhead transmissions. 

The Buffalo transmission consists of one pole line, carrying two 
12,500-H.P. circuits; the insulators are of electrose, and the con- 
ductors are 500,000 C. mils aluminium with 37 strands. 

The poles, which are usually of steel, are spaced at 300 ft. 
intervals, with one or two exceptions. Reinforced concrete and 
special structures were necessary at railway crossings, &c., and the 


arial crossing over the Nisgara river at Buffalo required special 
towers. 


The respective Governments required & 130 ft. headway over the | 


river, and to obtain this three towers are employed with heighta 
of 61 ft., 203 ft., and 151 ft. Owing to the configuration of the 
ground, the tops of the two higher towers are practically level; a 
1,607 ft. span was required in the first case, and a 2,192 ft. span in 
the second case, which passes over the river to the terminal house 
in Buffalo. Concentric lay 61-strand aluminium transmission 
cables are employed, attached rigidly to the central tower, and 
coupled at the other towers, through insulators to steel cables, 
which pass over sheaves, and at their extremities are attached 
through springs to counterweights; this arrangement is designed 
to eyaalise temperature and wind effects on the river transmission. 
Bus-bars are installed on the towers, and switches are provided to 
connect up any pole-line circuit with any long span circuit. 

Many difficulties were encountered in installing the long spans ; 
the aluminium conductors were so soft that they could not be passed 
under stress over snatch blocks, owing to abrasion and the tendency 
to uustrand. Two large hoisting engines were employed, one on 
each side of the river, and the aluminium conductors were pulled 


over the towers by means of a steel pilot cable which had been 
previously drawn across the river. 

The author concludes that future enterprises of this description 
will be more easily carried out, owing to the introduction of copper- 


ре steel wire conductors and similar improved transmission 
cables. | 


MESSRS. DICK, KERR & CO.’S INTERPOLE 
TRACTION MOTORS, 


Tux requirements of modern electric tramway practice are much 
more exacting than those of earlier years, and to meet them 
necessitates apecial apparatus. With a view to meeting these more 
onerous conditions, Messrs. Dick, Kerr & Co. have developed a 
series of interpole motors, embodying a number of new points 
in design and construction, and superior in many ways to the.older 
type. Such motors are particularly suitable for tramway systems 
where extensive use is made of electric braking, and in any cir- 
cumstances where the duty is more than ordinarily heavy. They 


are sparkless under practically all loads, cool in operation, and oil 
proof. 


Sparkless commutation is ensured by the addition of the“ inter- 
poles,” thereby increasing the overload capacity and reducing the 
wear of the commutator and brushes; in some cases the motors 
will stand as much as 100 per cent. overload without injary. 
Further, the reduced wear of commutator and brushes, combined 
with improved methods of ventilation, result in the motor being 
very clean running, and free from flashovers and kindred troubles. 
In general, it may be said that these interpole motors will operate 
with complete satisfaction under conditions which would serionsly 
embarrass motors of equal power, but unprovided with interpoles. 

The motors are rated in the usual way, i.e., on the output, in- 
cluding gear losses, for one hour with a temperature rise in any 
part as measured by thermometer, not exceeding 75° O. above that 
of the surrounding atmosphere, the temperature of which does not 
exceed 25* C. 

The field frame ів made in the usual form of two bowl-shaped 
castings of soft steel of high permeability, thereby securing the 
smallest possible weight. The two halves are fitted together with 


Dick, KERR Traction Мотов. 


a carefully machined joint to ensure a good magnetic circuit, and 
to make the frame both watertight and dustproof. The lower half 
of the frame is hinged to the upper half, thus permitting the lower 
field coils to be easily inspected and cleaned. m 
Each armature bearing box is contained in a separate solid 
casting independent ofthe motor frame altogether, it being beld 
in position in the main motor frame by means of a tongued an 
grooved joint and firmly fixed by studs, 'The armature can there- 
fore be lowered with the bottom half for inspection, or can be 
retained in position in the top half as may be desired. It САП 
further be removed from the main shell with ita bearing boxes 
complete, if occasion requires it. The fact that the bearing boxes 
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for the armature are solid, is regarded as a valuable feature of the 
design, as it effectually prevents oil from the bearing creeping into 
the interior of the shell, thus making the motor practically oil 
roof. | 

j The main pole pieces are made up of laminated sheet steel 
punchings riveted together, and are bolted to the inner surface of 
the frame. The pole pieces are interchangeable, and can readily 
be replaced in case of repair. : | 

Special arrangements are made for supporting the main field 
coils, two flat steel springs, each capable of exerting a pressure of 
abont 400 Ib., being inserted between the field coil and the shell. 
The coils are held in place by the pole shoes themselves, and brass 
washers which cover the surface of the coil. As each coil is thus 
forced against the brass washer by the springs with & pressure of 
nearly 800 Ib., any shrinkage of the coil is automatically taken up, 
and the coils are at all times held rigidly in position. Mechanical 
troubles in this portion of the motor are thus practically eliminated. 

The interpoles are solid steel, situated symmetrically between 
the main poles and fixed in position by rivets. The interpole field 
coils are clamped in position by independent screws, which are 
locked to prevent any movement. The ends of all field coils are 
finished off with strong bronze terminals for inter-connection after 
they are assembled in the motor frame. | 

The armature core is built пр in the usual way, with distance 
pieces to permit free circulation of air. Specially good ventilation 
of the armature is ensured by means of the fanning action of the 
connections between the armature coils and the commutator bars. 
These connections are made of thin flat copper strips, which, when 
the armature rotates, act as fan vanes and draw a current of air 
through the motor. The air enters through the opening on the top 


of the shell at the gear end, and is drawn towards the centre of the 


armature core, passing through the end winding at the gear end, 
the armature core, the end winding at the commutator end, and 
finally passing out of the shell at the opposite end. This artificially 
produced draught is so effective that it enables & motor to run fully 
25 per cent. cooler than would be possible otherwise. The fan 
action is centrifugal, and therefore independent of the direction 
of rotation. | 

This method of construction has the additional advantage 
of enabling the armature leads to be carried straight to the 
commutator risers, which greatly simpli- 
fies matters when it is required to | 
remove the commutator, ав the сош- 
plete winding is left intact. All that 
18 necessary in order to remove the 
commutator is to  unsolder each con- 
ductor and bend it slightly upwards. 
The commutator can then be pulled off 
without any disturbance of the armature 
winding. 

The bearings and the method of lubrica- 
tion employed in the Dick, Kerr interpole 
motors are specially worthy of attention. 
As previously indicated, the armature- 
bearing boxes themselves are solid cast- 
ings, entirely independent of the main 
motor frame, They are made to gauge, 
and interchangeable, as are also the 

ing brasses themselves, which are 
of ample proportions for the work they 
have to do. . 

A constant and efficient supply of oil to 
the armature bearings is secured by employ- 
ing oil rings, which have been found by 
actual practice to be superior to any other 
method of lubrication. The oil after use in 
the bearing is drained back to the reser- 
voir by large drain channels, which have 
sufficient capacity to take care of the 
maximum amount of oil which can 
possibly be supplied to the bearings. 
Special oil throwers are provided to deal 
With the small amount of oil which 
18 not taken care of by the main drains, the oi] from the 
throwers also being drained back to the oil chamber. After the 
bearings have been ‘filled with oil, they will run with safety for 


‚® considerable length of time without attention; it is quite 


safe to allow such bearings to run for a fortnight without oiling, 
although it is better practice to have a regular system of oiling 
once a week, 

Special chambers are provided below the oil reservoir, and into 
these chambers, any oil which is not returned to the main reservoir 

8. The bottom of each chamber can be closed by a cover, 
and when this opening is cloeed the motor can plough through 
almost any depth of water without getting flooded. "NN 

е axle bearings are also lubricated by means of oil, but in this 
case а wick arrangement is employed. These bearings will also ran 
for a fortnight before requiring refilling, and arrangements are 
provided for allowing the wick to be quickly and easily withdrawn. 
Two helical springs acting on the wick holder, press the wick against 
the axle; two springs are provided to ensure that the lubrication 
18 not interfered with should one spring fail from any cause. 

The armature bearings are mae of special anti-friction bronze, 

the axle bearings being also of bronze or malleable iron lined with 
best white metal, as may be desired. 
_ The whole of the gearing is contained in a malleable iron case 
in two halves, which is specially designed to withstand heavy 
vibration, and is supported at three points. All bolts are of the 
same size, and are locked from turning by special lugs cast on the 
frame and gear case. The nuts are also,locked by spring washers. 


THE SENLECQ-TIVAL METHOD OF PHOTO- 
TELEGRAPHY. 


A хет method of transmitting photographs to a distance has been 
recently introduced by MM. Senlecq and Tival. It is distin- 
guished from the existing methods of Kora, Carbonelle and Belin 
by the fact that the actual transmission is only a matter of a few 


seconds instead of taking 30 or more minutes. This is an impor- 
tant improvement, in view of the congested state of most trunk 
lines. The high speed is attained in this case by firat converting 
the actual photographic picture ioto a magnetic picture at leisure 
without using the line at all, and then transmitting the magnetic 
picture along the line when convenient and at a very high speed. 
In this way the procedure is similar to that of the Wheatetone 
high-speed telegraph with its perforated paper strip. The Senlecq- 
Tival process starts with a bichromate gelatine photograph. This is 
impregnated with a metallic powder, in a way which is at present 
kept secret, until the variations of light and shade in the picture 
correspond with variations in electric resistance of the conducting 
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surface of the picture. The variable resistance is made to cause the 
current from a constant-pressure local battery to vary. These 
current variations are recorded magnetically on a steel wire, as in 
the telegraphone. This magnetic record can then be stored away 
for any desired length of time, and can be employed to reproduce 
the current variations in a suitable circuit when required. 

The speed at which the magnetic picture on the steel wire can 
be transmitted is considerably greater than that at which it can be 
impressed on the wire in the first case, and is only limited by the 
inertia of the receiving instrument. The latter consists essentially 
of a sensitive galvanometer, the deflections of which are magnified 
by а lever arrangement. The galvanometer actuates a small 
(1 sq. mm.) very thin film screen, which is shaded off from com- 
plete opacity to complete transparency by a micro-photographic 
process. In this way the light falling on a rotating disk from a 
Nernst lamp is varied in intensity in accordance with the deflection 
of the galvanometer. The disk is perforated with holes lying on 
a spiral. If the disk in the receiving station rotates synchronously 
with the telephone drum in the transmitting station, it is easy to 
see that the variations in illumination finally received ona photo- 
graphic plate will correspond with those in the original photograph. 

Referring to fig. 1, A is the transmitting cylinder carrying the 
prepared picture; B the contact point for transmitting the current 
through the varying resistance of the picture; c the telephone 
drum; р the telephone electromagnet; E the transmitting magnet ; 
г, the line. In fig. 2, a is the gal vanometer, в a mirror, c the Nernst 
lamp, D a bi-concave lens, u the receiving screen, P the rotating 
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perforated disk, v the shaded screen. End elevations of P and v 
are given to the left of fig. 2. 


It is not known whether any actual working results have as yet 
been obtained by this process. 


It it were possible to still further reduce the time of transmission 
to, say, one-tenth of a second, it would be possible, owing to 
persistence of vision, to dispense with the photographio fixing of 
the received picture, and to view the picture direct on the screen, 


whilst it was being produced by the rapidly moving spot. — Der 
HW ao g P J pidiy g ёр 
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PLACING BALLS IN BALL BEARINGS. 
By BILENS. 


Now that ball bearings are coming to the fore for use on 
electrical machinery, and as, when showing ball bearings on 
drawings, as in fig. 1, I bave several times been accused of 
showing them wrongly, the argument put forward being 
that it was impossible to get the balls into position between 
the two races as shown, I think the following short descrip- 
tion of how this may be accomplished may not be out of 
lace. 
ў The argument put forward would, of course, be quite right 
if there were a complete chain of balls, in which case the 
outer and inner race would have a piece cut away just large 
enough to admit one ball at a time, as shown in fig. 2. But 
where the balls, as is now usually the case, are kept apart by a 
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distance ring, this cutting is unnecessary, for most bearings 
are now во designed that by placing one part of the outer edge 
of the inner race in contact with the inner edge of the outer 
race, as shown in fig. 3, there is just room to admit one ball 
at a time at the point directly opposite the point of contact, 
as shown by the dotted ball, and each ball is fed round by 
the next one put in, until they take up the position shown. 
The inner race is then pulled into a central position, and the 
distance ring put into place, thereby spreading the balls 
equally round the races, as shown in fig. 4, and when the 
distance ring has been riveted over, the bearing can be 
lifted by either the inner or outer race without dropping 
the balls out, or injuring the balls in any way. 


Boiler Works for Sale.—lt is stated by the Financier 
that the Queensferry Works, near Chester, are to be sold by public 
auction on September 16th at Tokenhouse Yard, by Mesers. 
Wheatley Kirk, Price & Co. These works were completed some 
five or six years ago by Meesrs. Willans & Robinson, Ltd., of 
Rugby, for the manufacture of the Niclausse boiler and high-class 
steel for consumption in the works. After a few years, however, 
the directors gave up the construction of the boiler, and it has now 
been decided to sell the place complete. The works cover about 
40 acres of ground on the banks of the Dee. 


CORRESPONDENCE. 


Leiters recewed by us after 5 р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


The Merz-Price System of Automatic Protection for High- 
Tension Circuits. 


I notice in the article appearing in your issue of August 
28th, and giving an excellent description of the above 
system, it is stated that with the ordinary system of feeder 
protection, including overload with inverse time limit and 
reverse current relays, a heavy fault on an outlying cable or 
on the machine will often indiscriminately open switches in 
various sections of the system between the fault and the 
power station. . . ." I observe the saving worda, * ordin 
system," which is sufficiently vague, but I fear that the 
general trend of the article might give a false impression to 
the reader, and lead him to suppose that even with the best 
overload time lags (or limits) indiscriminate opening is 
likely to take place on the occasion of a bad fault. This is 


not во; perfect order of operation can be obtained on the 


heaviest known faults with inverse time lag relays. This, 
too, when the longest setting for a maximum fault (the 
asymptotic setting point) is only, say, one second for the 
last to go out of a series of, say, three automatica, Quick 
action is therefore attained, and reliable discrimination. 
This, I know, can be done with my own inverse time 


lag relay, and I think that makers of the best forms of 
induction-type relays might have somewhat similar remarks 
to make about theirs. It is true that, in the past, protection 
by inverse time element and reverse relays has been attempted 
with unsuitable devices, and I dare say that the author has 


· cases in his mind that support his statement. 


But the broad fact remains that present-day inverse time 
element and reverse current relays are quite able to give full 
and satisfactory protection, and do not fail as stated in the 
article referred to. 


"NM J. G. Statter. 
Birmingham, September 2nd, 1908. 


Colliery Cable Practice. 


* D. Ав” remarks are very welcome, ав it is hoped that 
they wiil lead to a thorough ventilation of the vexed question 
of colliery cables. That there is a wide diversity of opinion 
on the matter is evident from the variety of types 
under almost identical conditions with, as might be expected, 
as various results. 

„D. A.“ recommends paper-lead-covered cables for the 
shaft, “a bitumen cable being wholly unable to carry its own 
weight without damage," but he recognises the danger of 
the corrosive action of mine water on the lead. It is no 
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fair on his part to condemn bitumen cables in this sweeping 
fashion, simply because the makes he has used are too soft 
for shaft work. I admit that I know of only one make 
which is strong enough, but there are & great many shaft 
cables of that make, both at home and abroad, which have 
been installed without difficulty and are working perfectly. 
In some cases the cables are suspended from the top without 
other support for as much as 300 yards. It is, therefore, 
not necessary to run the risk of using paper cables in a shaft. 

His caution with regard to end boxes is well founded ; 
they are a source of danger and expense. Why not do with- 
out them altogether ? Use a cable with a complete non- 
hygroscopic insulation, such as bitumen ; the cores can be 
opened ont and taken into fuse or switch without the expen- 
sive end box and tails. For suspending road cables I have 
found canvas bands, say, two inches wide, very satisfactory 
and cheap; they are specially useful with soft insulations, 
and are preferable to twine, rope, or pigskin. . 

The precaution most neglected in collieries is that of 
earthing armourings, motors, resistance cases, &c., and I am 
convinced that electrical working in collieries will not be 
generally safe until the Home Office ' appoints electrical 
engineers (they are cheap enough) as special inspectors, to 
ensure that its rules are intelligently carried out. 

A. F. 8. 


Metal-Filament Lamps. 


I can fully endorse the remarks made by Mr. Sowter in 
his letter of last week. Everyone who bas the interests of 
electric lighting at beart naturally wants to see a progressive 
policy pursued, but this can never be attained by charging 
48. each for Osram and other metal-filament lamps. It has 
long ago been proved up to the bilt that it’s the popular 
price which pays, and if manufacturers would come down to 
a reasonable figure for these lamps, viz., not exceeding 28. 
each, they would find such a demand for them that their 
output would exceed their most sanguine expectations. 

My experience, after making а most careful canvass 
amongst the best class of people in this city (including con- 
sumers and would-be consumers), is that 48. each for lamps 
simply kills the business, the saving in the accounts not- 
withstanding, 

Arrangements for this season's lighting are proceeding 
apace, and I trust this matter will receive early attention, ав 
there are undoubtedly scores of installations throughout the 
country which may be secured to us in lieu of our competitor 
" gas,” but no time should be lost. 


Bristol, September 7th, 1908. 


John Jones. 


The points raised by “ Contractor” in your issue of 

08086 28th should promote a discussion regarding the 
existing conditions of the sale of metallic-filament lamps, 
Which | trust may do good. So long as contractors and 
manufacturers fail to realise that each has his own depart- 
ment, and that the latter cannot exist without the former, or 
Pe versa, neither the lamp portion or any other branch of 
the business can be in a satisfactory condition. 

The manufacturers have had to makea large initial expend- 


iture in perfecting, developing, and introducing these lamps, 


and are entitled to earn these outlays as expeditiously as 
possible, but, on the other hand, retailers are just as much 
entitled to be recouped for their labours, and to be assured 
of euch а margin of profit as will fully cover their risk of 
loas by breakage, stocking, and handling the goods in small 
quantities after they have become their property. 


he managers, directors, and officials of large manufac- - 


turing or wholesale concerns, are not themselves in a position 
‘o Judge what is a legitimate profit for а retailer, who may 
ave to sell the lamps in lots of one, two or three at a time 
Das they cannot fully grasp the risk and trouble entailed, 
they themselves being so much aceustomed to dealing with 
arge quantities, In the present instance the margin of 
profit having been fixed by the manufacturers and whole- 
salers, and retailers finding it a losing game to handle there 
ee Where do the said manufacturers, &c., expect the 
Roas eventually to find the money to pay them for the 


Yet Another —— 


Rail Corrugation. 


In reply to Mr. E. Cloney's letter, which appeared in 


your issue of July 31st, I regret to state that I have not 
derived any amusement by reading his antiquarian story, 


nor can I see that it can be offered in any way as a simi- 


larity to the number of rail corrugation theories. Perhaps 
it is my dull sense of humour that prevents me from viewing 
the story from the same standpoint that Mr. E. Cloney does, 
when reading rail corrugation theories that have been put 
forward by various tramway managers. It mast be that 
rail corrugation does not affect Mr. E. Cloney professionally, 
nor can he be financially interested in any tramway system ; 
if he is, and could only be led to see what a reduction the 
absence of corrugations would make in the repair account 
for one year, he would, I think, be much surprised. 


The account of Prof. Carus-Wilson's paper at the Tram- 


way Congress, which appeared in your issue of the 24th ult., 
is most interesting, and I think that his theory on short 
corrugations points to the adoption of a differential drive for 
car axles. My own theory, to prevent long corragations, is— 
solid wheels. . 

If it were possible to equip tramcars with pneumatic tires, 
I feel sure the solid axle would not be tolerated for a year 
on any undertaking. The system of returning the current to 


the rails 2% revolving spoked wheels is also crude. I have 


tried to devise suitable wheeled skates, so that the current 
could be returned to the rails by this means, in place of the 
car-wheels ; but, so far, owing to the restricted room under 
а car, I have been unable to design a satisfactory arrange- 


ment. The trouble, principally, is the short life of the skate 


wheels. 


Should any of your correspondents wish, I shall be 


pleased to forward them photograpbs of the attachment. 
J. F. Jones. 


Madras, Augus! 20th, 1908. 


Several letters have been received too late for inclusion in 
this issue.—Ens. E R. 


... 
THE BRITISH ASSOCIATION MEETING 
Ar DUBLIN. 


Ix point of numbers the Dublin meeting of 1908 was 


successful, for up to the evening of Thursday, the second 
day of the proceedings, the attendance was close upon 2.250, 
a figure slightly in excess of last year’s total at Leicester, or 
that of the preceding year at York. The city of the low- 
backed car and the bare-foot boy has extended its hospitality 
to the Association with that liberality which goes во far to 
make both enjoyable and successful a meeting of this kind. 
To the authorities of Trinity College, for the very con- 
venient accommodation of the various Sections in close touch 
with each other within the College grounds, the Association 
is especially indebted. Only a few of the Sections were 
meeting in other parts of the city, and in order to provide 
ready access to these a special motor-car service was instituted 
for the first time. 

One little incident that may be mentioned in passing may 
serve to raise a smile. Over the entrance to Trinity there 
had been placed a hoarding bearing the words “ BRITISH 
ASSOCIATION " in big bold lettering, indicating that it 
was the headquarters and general meeting place. This 
caused keen displeasure in some quarters, and on the 
morning after the delivery of the presidential address, a 
letter appeared in the Jrish Times from “J. P. Mahaffy,” 
saying that he was assailed by every post with “such violent 
protests from intelligent citizens and lovers of the College 
against the deforming of our great front by a hideous 
advertisement that I am compelled to appeal to you to 
publish my answer. I have not the power to order its 
removal; if I had, it would not remain there five minutes.“ 
The hoarding remained there throughout the day in the 
drenching rain until nightfall, but with the coming of the 
dawn a transformation had taken place, the offensive hoarding 
having lost its latter end so that it read thus: * THE 
BRITISH ASS.” Whisperings are abroad that some of 
the students of Trinity were the culprits, and one heard 
comments outside the entrance Then they've let Mahaffy 
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have his way.” This is one of the pleasantries of the Dublin 
meeting, and as the hoarding had served its purpose by 
the time it was removed, and as its removal gave 80 much 
satisfaction, then all's well that ends well. 


The address of the president, Dr. Francis Darwin, was 


delivered at the Royal University on Wednesday, September 
9nd, and its subject was movements in plants and the 
inheritance of acquired characters. The outgoing president, 
Sir David Gill, before introdncing the new president, 
referred to the death of Lord Rosse, a most distingaished 
member of the Association, and algo to the shade of sorrow 
cast by the death, since the Leicester meeting, of Lord 
Kelvin, whose influence, whose tremendous capacity of 
thought, whose geniality of character and whose sympathetic 
nature were, he remarked, well known in many departments 
of science. Dr. Darwin also prefaced his uddress by refer- 
ences to both of these losses. Concerning Lord Kelvin, he 
mentioned that he joined the Asgociation in 1847, and was 
for more than fifty years a familiar figure at the meetings. 
He alluded to his late lordship's great influence upon those 
who were personally unknown to him. It was characteristic 
of him that his personal charm was experienced far beyond 
the circle of his intimate associates, and many who were in 
outer darkness as to Kelvin's researches and had never 
exchanged words with him, would miss his genial presence 
and feel themselves poorer. ' 


Thursday In Section A (Mathematical and Physi- 
September arg, cal Science) Dr. W. N. Shaw, F.R.S., the 
chairman, delivered his address, but before 

doing во he alluded to the services rendered by the late Lord 
Rosse in connection with the dispute between the L.C.C. 
and the Observatory authorities two years ago. regarding the 
position of the electric generating station at Greenwich, his 
lordship's work on the committee which was appointed to 
consider the matter, being of the greatest value and assistance. 
The work of Lord Kelvin, as a mathematician, 88 à natural 
philosopher,and ав а University professor, was also mentioned. 
Later, in this Section the report of the Committee on 
Magnetic and Meteorological Observations was considered 
and adopted, and the committee was reappointed. A report 
by the Committee on Magnetic Observations at Falmouth 
Observatory was also adopted and the committee was re- 
appointed, with Sir W. H. Preece as chairman and Dr. К.Т. 


Glazebrook as secretary. To these committees grants of £25 | 


and £50 respectively were made. The report of the Electrical 
Standards Committee (Lord Rayleigh, chairman) was 
submitted by Dr. Glazebrook. In the Chemistry Section, 
Prof. Kipping, F.R.3., took as the subject of his address the 
chemical industries of Great Britain, and the steps to be 
taken to put them into a more prominent position than that 
now occupied by them. Among other matters he referred to 
the New Patents Act which, though valuable in many 
respects, would do little to foster the British chemical 
trade or develop British chemistry. Equality of patent 
rights was valueless unless we had something to 
patent, and the industries would decline, perhaps, more 
rapidly than before. Manufacturers did not see their way 
to employ chemists, and the paucity of openings did not 
attract students to chemistry as a profession. The chemical 
industry must continue to decline unless there were an in- 
creasing and ample supply of students. The chairman 
attribated the state of our chemical industries to the wrong 
views obtaining as to the functions and training of a works 
chemist. Industrial chemistry must have continuous and 
arduous research work as its foundation. Our chemical 
students instead of «advancing the interests of the industry, 
had to be content with merely subsisting on it. Же were 
afraid to spend money upon research work. These and 
similar sentiments formed part of an extremely valuable 
and interesting address. In the Engineering Section 
Mr. Dugald Clerk delivered — his opening address, to 
which full reference was made in the ELECTRICAL REVIEW 
of last week (page 388), but before doing so he, like other 
sectional presidents, made a graceful and fitting allusion to 
the work of Lords Kelvin and Rosse. Following this, we 
listened to an abstract. of Mr. Gerald Stoney’s paper on 
“Recent Advances in Steam Turbines’? (which appears on 
page 113 of this issue). There did not appear to be 
a burning desire to discuss the paper, but several questions 
were asked; Sir W. II. White made some remarks regarding 
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the use of turbines in marine service, and Mr. Worby 
Beaumont and Mr. Dugald Clerk aleo contributed to the 
discussion, which very largely consisted in according praise 
to the Hon. C. A. Parsons and the engineers who had 
worked with him, especially the author of the paper. 

In the Economic Science Section, Sir Oliver Lodge brought 
forward the subject of Electricity in Agriculture," aud 
he was followed by Mr. Priestley, of Bristol University 
College, who thought that the experiments showed that 
electricity could be applied not only to increasing the yield 
of crops, but, to accelerating their growth. Prof. Barrett 
said that for a century and a half experimental study of the 
effects of electricity upon plant growth had been proceeding 
on the Continent. He thought, however, that Sir Oliver's 
experiments gave promise of important resulta being 
obtained. 

Friday; On 5 of 1 d 
Sections atbematical ап ysica 

ö Science) and B (Chemistry) met in the 
room of the Engineering Section for a joint discussion оп 
the first report of the Committee on “Gaseous Explosions.” 
For about an hour we were entertained by Prof. Bertram 
Hopkinson (one of the secretaries of the Committee), who 
gave an ample abstract of the contents of the report. We 
understand that the report itself may not yet be reprinted ш 
the Press. The chairman (Mr. Dugald Clerk, also one of 
the secretaries), then announced that the discussion would 
be contributed to first by the physicists, next by the 
chemists, and finally by the engineers. He first read some 
comments that had been contributed by Prof. Callendar, 
and then called upon Dr. Glazebrook, as representing the 
physicists. This speaker congratulated the Association and 
the Committee on the work accomplished. It was the work 
of one year, and was very remarkable indeed. If they had 
not got any new experimental results, they had what was 
easential to work of that kind, a clear, and, he believed, 
accurate statement of the position of the problem at the 
present moment, and before any advance could be made it 
was necessary that they should have perfectly. clear ideas 
as to what they knew at present as to what were the 
effects, and what, other points required further 
experimental investigation. The report Put those questions 
before them extremely clearly, and made it obvious what 
further points needed inquiry and what pointe they could take 
as fairly well established. The report was again interesting 
because it brought out very clearly the need for accurate 
determination of physical data conducted upon engineering 
lines. It was clearly not sufficient to attempt to solve those 
problems and obtain the data, necessary merely by the 
ordinary appliances of small physical laboratories. Ile 
problem had to be attacked upon engineering lines, bat 
when that had been realised, the fact remained that the 
questions were mainly physical questions and chemia 
questions, and the aid of the physicist and the chemist was 


required. Speaking for the National Physical Laboratori, 


they would be glad to place their resources at the disposal 
of Dr. Harker, if he desired to further carry on his experiments 
in gas thermometry at very high temperatures. Dr. Harker, 
in response to the call of the chairman, then addressed the 
Section, referring chiefly to an article that he had seen 1 
the Wiedemann’s Annalen foc September, showing that the 
Germans were accepting the platinum scale, and in this they 
were coming round to a view long held in England, and there 
was an agreement, now which was extremely satisfactory. , 
Principal Griffiths, who followed, referred with satisfaction 
to the statement made by Dr. Harker, for he had never 
wavered in his belief in platinum thermometry. Sir д, 
Rucker, Prof. Harold Dixon, Sir W. H. White, Prof. N. ү 
Dalby, Captain Riall Sankey, and some others contribute 
to the discussion, after which Prof. Bertram Hop ШЕ 
and Mr. Duyald Clerk replied. The Section then adjourn 
until Monday. n 
| Perbaps the largest attendance | 
йер ш ths Section G was that of Monday, when p. 
utilisation and gas producers nce м 
chief subjects under consideration. Captain H. Riall San E 
В.Е. (Кер), NM. Inst. C. E., first read his paper On. al 
'tilisation of Peat,” in which, after referring to the 2 ч 
of interest in the subject generally, owing tO the PT 
ments in gas producers and gas engines, he mention 
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interest to Ireland in view of the Irish peat gas electric 
supply scheme, which recently occupied the attention of 
a Parliamentary Committee, and which eventually passed 
in 8 modified form. It is proposed to put the power 
station alongside the Grand Canal at Robertstown, about 25 
miles from Dublin, and it is hoped that the peat gas will 
be used for making electricity by means of gas engines and 
dynamos, and that electric power will be distributed to 
works which will probably be established within the pre- 
scribed area, because of the cheap power and water transport 
facilities that will be available. The progress made in peat 
utilisation in Germany was indicated. and methods of getting 
and drying peat were outlined. The various by-products 
came in for attention, the chief being sulphate of ammonia, 
the amount of which depends on the percentage of nitrogen 
inthe peat. It is estimated that the Robertstown power 
station will be capable of making 3,000 tons of sulphate per 
aonuh. The author drew attention to the’ Canadian 
Government volume which had jast been published, and he 
suid that the conclusions which were arrived at therein 
agreed with bis own. 

The discussion on Captain Sankey’s paper was deferred 
until two other papers had been read, namely, Mr. J. 
Emerson Dowson on Producer Gas,” and Mr. P. W. 
Robson on The Production of Cheap Power by Saction 
Gas Plants.” The three papers were then discussed together. 

Mr. Wm. Crossley first addressed the meeting, making 
interesting remarks concerning estimates as to the very large 
profits that were to be made on the sulphate of ammonia, a 
profit of £6,000 per annum on an outlay of 450, 000 
capital being foretold, but he did not know what tbe cost of 
getting the peat would be in Ireland. He also referred to 
the important step forward that was being made in the 
designing of suction gas prodacers to barn bituminous faels. 

Mr. Alex. Siemens gave some information concerning 
certain suction gas producer work that he had been engaged 
upon at Inchicore, Dublin, as long ago as 1867. Referring 
to Mr. Crossley’s estimate of profit on sulphate of ammonia, 
he said it was all very fine. He had seen such things 
before; but the public had got a very ugly habit of 
remembering such results, and if Mr. Crossley started his 
plant and wanted to sell his sulphate for £11, the public 
wonld ask, ** If you can make it for £5, why should we pay 
£11 for it?“ and the price would fall. Mr. Crossley 
interposed to say that any endeavour to regulate the market 
was not in the slightest degree possible. 

Mr. Rigby addressed the meeting at some length, 


explaining a diagram of the peat utilisation plant, aud 


describing briefly the means successfully employed by his 
firm to get over the trouble of tar in producers using 
bituminous fuel. He also explained the means that had 
been employed to get over the caking of the latter. Mr. 
Sherlock, who shed the sunshine of bumour upon the 
morning's proceedings, referred to Mr. Crossley’s promise 
to give them power for nothing. Mr. Crossley was also on 
the Canals Commission, and if they could get the power for 
Dothing and carriage for nothing, Ireland would be the 
place for firms to go to who were coming in under the new 
Patents Act. He was afraid, however, that there was a 
slight error in many of the calculations, and they must go 
back to the bogs to learn a little more. He had come to 
the conclusion that peat was too valuable to burn. 
All the black peat was found only in the lowest layer 
of the bog, and to get it they had to remove a great 
deal, as, in order to deal with it, they had to get rid of the 
upper layers. The black quality peat which Capt. Sankey 
meant was really down below, and though it was very 
delightfal to know that they could get their power for 
nothing, it was useful also to know that they had to remove 
two-thirds of the peat in producing it. Mr. Crossley replied 
that the nitrogen was really found in the top layer, and the 
Speaker was incorrect. Mr. Sherlock responded that 
he. had referred the matter to Prof. Moss, who advised 
him that there was nothing in the top. Cupt. Sankey said 
that, with reference to the top spit of the peat, there were 
uses to be made of that. He understood that the profit on 
certain of the by-products, which he named, was sufficient to 
cover the cost. 

After а few words from Mr. Dowson in reply, Mr. Robson 
Baid that, while there was undoubtedly very great prospect in 


the utilisation of peat, they must be careful to avoid a 
similar occurrence to that which they had witnessed at the 
Johannesburg station. In going in for big schemes before 
the thing had been thoroughly tried, there was great risk of 


‘things cropping up which longer experience would have 


shown it to be necessary to take into account. 

Thanks having been accorded to the several authora, Mr. 
Walter Rosenhain addressed the Section ор “ The Study of 
Breukages,” a subject upon which he is a high authority. 
The last paper for the day, that by Prof. E. Wilson, on 
“The Electrical Conductivity of certain light Aluminium 
Alloys as affected by Exposure to London Atmosphere,” was 
taken as read. Several papers of electrical interest were 
read in Sections A and B. We shall give a full list of all 


the papers in our next issue. 
(To be concluded.) 


— 


Recent Advances in Steam Turbines. 
By GRBALD Stongy, B.E, M. I. C. E., МІЕ.Е. 
(Paper read in Section G, September 3rd, 1908.) 


Two years ago І nad the privilege of reading a paper оп “ Steam 
Turbines before tnis Section at the York meeting; but in view of 
the very rapid development of the steam turbine, both on land and 
for marine propulsion. it may possibly be excused if the same 
subject is once more brought before you. On land the progress of 
the steam turbine is to be seen in all directions, and one thing 
which is especially remarkable is the rapid increase in size. Eight 
yeare ago the largest one made, which was considered an immense 
machine at the time, was for only 1,000 kw., and now there are 
large numbers ranging from 5,000 to 8,000 kw. running and under 
construction. 

Steam turbines of large size may be roughly divided into two 
classes, ав the Laval turbine with a single reaction wheel requires 
gearing and is impracticable for large sizes. 

These two classes comprise, first, the Pareons turbine, in which 
there is both action and reaction, and the expansion takes place 
equally in the moving and fixed blades, and secondly, those in 
which the whole of the expansion takes place in the fixed blades, 
the velocity of the steam being taken up without expaneion by the 
moving blades. "This latter class can then be sub-divided into 
one in whicb at each stage there is only a single row of moving 
blades as in the Rateau and Zoelly turbines, and one in which there 
are several rows of moving and fixed blades in each stage, which 
take up the velocity without any additionsl expansion, as in the 
Curtis. There are apain various combinations, consisting of mix- 
tures of one or more classes, but none of these have as yet been 
manufactured to any large extent. The oldest type, and one which 
is more in use than any other, is the Pareons, but in America the 
Curtis has been manufsctured in large numbers, and on the 
Continent the Zoelly, Rateau and A.E.G., although both in 
America and on the Continent the Parsons has taken a leading 


position. 


Hand in hand with the development of the steam turbine has gone 


the development of the various machines to be driven by it, 
and in this direction electrical machinery has been prominent. 
For many years continuous-current turbo-dynamos were looked at 
askance by engineers on account of commutation troubles, for it is 
easy to see that the ordinary constants applicable to slow speed 
dynamos to secure sparkless commutation are far exceeded when 
the speed is raised to that of turbine-driven dynamos. On this 
account it was early seen that some sort of compensating winding 
to improve the commutation and compensate for the reaction of the 
armature was necessary. Commutating poles alone have not proved 
satisfactory in practice, there being nearly always considerable 
difficulty in securing good commutation with them, and as a con- 
sequence commutating poles combined with compensating 
windings—the commutating poles giving the reactance voltage 
necessary for commutation, and the compensating winding com- 
peneating for armature reaction—have been adopted by many firms. 
But even better commutation can be secured by а compensating 
winding alone, in which the ampere-turns of the compensating 
winding exceed the ampere-turns of the armature to such an extent 
as to give a commutating field in the gap between the pole-pieces. 
Such compensating winding is generally chiefly concentrated on 
the pole-pieces, and is made with from 2 to 25 times the number 
of ampere-turns of the armature, in order both to compensate 
for leakage and to give a good commutating field; and since this 
method of compensating nas no iron commutating pole, it has the 
advantage that there is no self-indaction to cause time lag at 
sudden changes of load, and, as the tield of the gap between the 
poles is entirely in air, it instantly responds to changes of current 
in tbe compensating winding, and thus the sparking found when 
there is a sudden change of load with commutating poles is avoided, 
and the risk of a flash-over largely reduced. | 
Also since there is no iron to become saturated, the commutating 
field is always strictly proportional to the load, and thus the trouble 
due to saturation causing sparking at some loads and not at others 
is avoided. This advantage is specially prominent where the 
dynamo is required to give varying voltages and to commutate at 
any of them without outside adjustment of tne compensating 


windings by diverters or otherwise. 
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The adoption of these devices has made it possible to make turbo- 
dynamos of large size, and now as much as 1,500 Kw. is put into a 
single armature, whereas before such compensating devices were 
adopted 500 Kw. was the maximum, and even then the commutation 
was anything but satisfactory. 

In turbo-alternators there is practically now—except for small 
sizes and low voltages—one standard pattern—that is, a revolving 
field rotating inside а stator. In the stator there is little variation 
in design, except in regard to the ventilating arrangements, which 
have to be very ample on account of the comparatively large 
quantity of heat to be removed from a small volume. 

One point which has received great attention in recent years is 
the staying of the end windings of such alternators, it having been 
found that, owing to their great length, when a * short” took 
place the streases on the winding were such as to break the inaula- 
tion and cause disaster. The amount of these forces has been 
vastly more than was ever anticipated, and if the windings are not 
thoroughly stayed, such movements may be set up as to cause 
disaster. In the rotors there are two prominent types, the barrel 
and the salient pole, and much discussion has ensued as to the 
advantages of the one or the other. After considerable experience 
of both, on the whole I may say that at present I prefer the salient 
pole type. Ample ventilation is much easier to provide for, and 
improvements made in protecting and supporting the field coils of 
this type of rotor have resulted in a design giving great reliability 
with the maximum use of the space available. One improvement 
has been enclosing every coil in a tight sheath of sheet steel, во 
that any movement which may take place due to centrifugal force 
is between the steel sheath and the body of the rotor, and thus the 
insulation is protected from any rubbing which might cause it to be 
cut through and consequently to break down. 

Voltage regulation of alternators is also of considerable import- 
ance, as owing to the inductive load required by induction motors 
there isa heavy demagnetisiug effect on the rotor, and consequent 
drop of voltage when the load rises. Several methods have been 
proposed for compounding alternators, most of them requiring a 
separate commutator or moving contacts altering the resistance of 
the exciter or main windings, but a method of compounding 
alternators has recently been brought out, which is being largely 
used with good results. In this apparatus the current supplied by 
the machine is made to act on the exciter field system in such a 

way аз to reduce the leakage, artificially increased in the first 

instance, and во raise the voltage of the exciter, and increase the 
excitation of the alternator, so that any desired amount of com- 
pounding required can be obtained. This arrangement bas been 
recently described in a paper before the Institution of Electrical 
Engineers. 

The other applications of the steam turbine, such as driving air 
compressors and pumping water, have also been largely extended 
during the last few years, and especially prominent in this 
direction has been the application of turbo blowers to blast furnace 
work, some having been recently installed for as mach as 50,000 
cb. ft. of air per minute at 10 to 15 Ib. pressure. In this conuec- 
tion it may be mentioned that a very usual size, which is for about 
20,000 cb. ft., weighs about 25 tons, and that an ordinary recipro- 
cating blower of equal capacity weighs about 450 tons, or about 18 
timee as much as the turbo blower. 

In many parts of the countty reciprocating engines are running 
non-condensing, and it has now been found that the exhaust steam 
from them is of great value. Such exhaust steam cannot be 
practically utilised by reciprocating engines on account of the huge 
size and volume of the cylinders required, but it is quite otherwise 
with the steam turbine, where the large volumes of the low-pressure 
steam are exactly what are required for the highest economy. 
These considerations have led to the introduction of exhaust steam 
turbines, taking steam at atmospheric pressure and exhausting into 
& condenser. 

When it is remembered that there is as much power in the steam 
from atmospheric pressure down to 274 in. as there is from 150 lb. 
down to atmospheric pressure, it is easily seen that the power of a 
non-condensing plant can be doubled by the addition of au exhaust 
steam turbine and condenser, and in cases where there is not a 
supply of cooling water, improvements in cooling towers have 
enabled them to be put up both cheaply and well. 

In this connection the use of intermittent supplies of exhaust 
steam, such as that obtained from engines running intermittently, 
a8 in rolling-mills or winding-engines at collieries, has received a 
great impetus by the utilisation of thermal accumulators, in which 
the intermittent supply of steam is alternately condensed and 
re-evaporated, so that a constant flow is obtained for use in the 
exhaust steam turbine. 

And yet another refinement has been introduced by the use of 
mixed-pressure turbines, in which there is a low-pressure part 
sufficiently large to give full power when working with exhaust 
steam; if the supply of this fails, a high-pressure part is 
brought automatically into action using steam direct from 
the boilers, and thus there is economical running, whether the 
reciprocating engines supplying the exhaust steam are working 
or not. 

In all turbines the question of vacuum is a very important one, 
and various improvements have been made in condensers to enable 
higher vacua to be obtained. The importance of this will be seen 
when it is remembered that in the average steam turbine 1 in. of 
vacuum is equivalent to from 4 per cent. to 5 per cent. of steam 
consumption, or in other words, it may be taken that forevery 3° F. 
by which the temperature due to the vacuum is reduced, a gain of 
steam consumption of 1 per cent. is made. 

In this connection increase of circulating water is very impor- 
tant. А very usual amount is about 30 times, but if this is increased 
to 45, the gain in consumption is 4 per cent., and if increased to 


65 times a further gain of 2 per cent. is made. As a rule, extra 
circulating water can be pumped without much difficulty, the 
extra power required for this being very small, bnt generally the 
temperature of the inlet to the condenset is fixed by the supply 
of water available. 

The great desideratum then in & condenser is to maintain the 
temperature due to the vacuum as close as possible to that of 
the water leaving the condenser, as, of course, the maximum 
vacuum possible is that due to the temperature of this water. 
In ordinary condensers it is generally found that this difference 
amounts to 20 to 25° F., and among the various arrangements 
to reduce this may be mentioned dry air pumps, and also the 
arrangement of baffles and pumps in the “ Contrafio" condenser. 
But a method wbich has been very satisfactory in practice is 
what is called а “ vacuum augmentor," which is simply a small 
jet of steam drawing the air and vapour from the condenser, and 
delivering it through a small auxiliary condenser to an ordinary 
air pump, so that while there may be, say, a vacuum of only 27} in. 
at the air pump, 284 in. or 29 in. may be attained in the main con- 
denser. Such an appliance is especially valuable when, as is often 
the case on board ships at sea, the system has considerable air 
leaks. With this arrangement the difference between the tempe- 
rature of the water leaving the condenser and that due to the 
vacuum can be reduced to about 5 or 6° F., and this when con- 
densing up to 12 lb. of steam per hour per square foot of condenser. 
As will be seen, this shows an economy in the turbine of some 
6 per cent. in steam consumption above an ordinary condenser, and 
when it is remembered that the steam jet of the augmentor uses 
only about 0°6 of 1 per cent, or only one-tenth of the steam con- 
sumption gained, it is easy to see that a great benefit is derived 
from the use of such an arrangement. 

In marine work, the development of the steam turbine also is very 
rapid. Two years ago the great express Cunarders Lusitania and 
Mauretania were only in process of construction; now they have 
proved themselves to be the fastest liners afloat, and it is pleasing 
to note that the turbines of these great ships have proved moet 
satisfactory in service. It was a great step from the 8,000 H. p. of 
а cross-channel steamer, which was the largest that had been made 
at the time these boats were designed, to the 65,000 н.р. of these 
express Cunarders, and reflects great credit on the courage and 
foresight of the Cunard Co., and also on the various contractors, 
designers and engineers engaged that they have made euch a great 
step in advance without, as many people prophesied, building 
another couple of Great Easterns. More mistakes have been made 
in going from a small to a large thing in engineering than in any- 
thing else, but the various pitfalls which awaited those responsible 
have been successfully avoided. It is also interesting to note that 
the turbines proved themselves to be very economical, a consump- 
tion of 12°77 1b. per shaft horse-pcwer having been attained as an 
average of the whole voyage across the Atlantic with about 150 lb. 
pressure at the entrance of the turbine, and a vacuum of 28 3 in. 
(barometer 3) in.). | 

At present all cross-channel steamers in hand are being fitted 
with steam turbines; the whole of the ships in the Admiralty 
programme have also turbine engines, and everyone knows what à 
success the Vreadnought and the Indomitable are, they being respec 
tively the fastest aud most powerful battleship and cruiser afloat. 

Hitherto, the link between the steam consumption in a marine 
engine, and the horse-power developed, which is represented 
by the indicated horse-power, has been missing in a turbine; but the 
introduction of the torsion meter, which measures the horse-power 
passing through a shaft by the amount of torsion caused, has supplied 
this missing link most satisfactorily. The introduction of this hat 
been chietly due in this country to the enterprise of Messrs. 
William Denny & Bros, of Dumbarton, and on the Continent to 
Mr. Frahm, of Messrs. Blom & Voss, of Hamburg, both of whom on 
slightly different lines have worked out torsion meters which have 
proved very satisfactory in practice. Tais has enabled the various 
losses between the powerin the steam and the power required to 
propel the ship to be even better located than they are in the case 
of a reciprocating engine, where the indicated horse-power does not 
take into accouut the friction of the engine. А 

The steam turbine, up to the present, has been almost entirely 
used for ships of 17 and 18 knots and above, and, in fact, it may 
be generally said that about 15 knots ia the lowest speed of vessel 
at which the turbine can satisfactorily compete with the recipro- 
cating engine as regards economy. The difficulty of the problem 
lies in the fact that at low speeds the screws have to be 
made to revolve slowly, and at the same time the horse-power 
required is moderate, and thus the turoines have to be very large 
and heavy, and besides this the blades are so short that the loss by 
leakage is excessive. These considerations have led to the com- 
bination of a reciprocating engine for the high pressure part of the 
range where the volume of steam is small, aud where the recipro- 
cating engine is working exactly under the conditions for the best 
economy, and a turbine for the low-pressure part of the range 
where the volume of steam is large, and where, therefore, the 
turbine is working under the very best conditions; such an 
arrangement gives advantages over either the turbine or the 
reciprocating engine for moderate speeds, and, in fact, it is 
anticipated that an extra economy of about 15 per cent. can be 
attained in this way. The advantages of such an arrangement were 
first pointed out by Mr. Parsons in 1894, but it has only recently 
been put into practice. Many various arrangements and combina- 
tions are possivle, but that which appears to be most generally 
favoured is to have twin reciprocating engines each driving its owe 
screw and exhausting into a single turbine driving a centre shaft. 
The reciprocating engines exhaust at about atmospheric pressure. 
and the turbine uses the expansion from that pressure down to 
the vacuum of the condenser, which may be 28 in. or 234 in 
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For manouvring or going astern the reciprocating engines are 


used. 

At present two latge Atlantic liners are being built with the 
above arrapgement for the Atlantic service, but it may be 
mentioned that the destroyer Velox, made in 1903 by the Parsons 
Marine Steam Turbine Co., Ltd., for the British Admiralty, was 
the first ship fitted with such a combination, she having small 
reciprocating engines which were coupled on to the main turbines 
for craising speeds, and at such speeds she proved exceedingly 
economical. At high speeds the reciprocating engines were dis- 
connected from the main turbines, which were alone used. 

It may be mentioned that eight years ago there were only 
25000 НР. of marine turbines afloat; two years ago there were 
800,000 N. P., and now there are over 17 millions completed and 
under construct ion. 

In this short paper I have endeavoured to give an idea of the 
exceedingly rapid progress of the steam turbine, and its applica- 
tions. Whether in future the progress will be equally as rapid is 
dificult to say, but so far as can be seen at present there is no sign 


of saturation in the curve of progress. 


Producer Gas. 
By J. Емевѕох Dowson, M. Inst. C. E. 
(Abstract of paper read in Section G, September 7th, 1908.) 


Tax first internally-fired gas producer was devised by Bischof in 
1839, but little progress was made in our country until the late 
Bir William Siemens introduced the combined gas producer and 
regenerative furnace invented by his brother, Frederick Siemens, 
in 1857. The modern practice is to work the producer with a jet 
of steam at pressure which injects air, and the gas is delivered to 
the farnace at pressure; the cooling of the gas is thus avoided, 
and the hot gas flows continuously in one direction from the pro- 
ducer to the furnace. This type of furnace is extensively used 
for a great variety of purposes, and manufacturers are now fully 
alive to its many advantages. Its success, however, has been 
chiefly due to the heating of the air by the waste heat of the pro- 
ducts of combustion, and for this useful outcome of theory and 
practice we are certainly indebted to the brothers Siemens. I have 
often been consulted by manufacturers and others who have had 
the idea that if they converted coal into gas, in a producer, 
they could burn the gas with cold air in an ordinary coal-fired 
furnace, and get the same high temperature as with a coal fire. 
This is impossible, as about 50 per cent. of the producer gas con- 
sists of nitrogen, and the nitrogen content of the products of com- 
bustion is aleo high; the calorific power of the gas is, therefore, 
low, while the heat capacity of the products is comparatively high. 
The flame temperature is consequently low, especially if the gas is 
burnt with cold air. To attain high temperatures in a furnace with 
producer gas at low pressure, it is not only desirable that the gas 
should bs hot, but it is essential to heat the air, and obviously the 
most *conomical way of doing this is with the waste heat of tbe 
products of combustion. When worked in this way in a fairly 
large furnace it ia not difficult to attain a temperature of 1,500° С. 
(2,736° F.), and still bigher temperatures can be reached if special 
arrangements are made. 

In connection with furnace work I should not forget to mention 
Dr. Mond's system of makiog producer gas with recovery of 
ammonium sulphate as a by-product. This plant can only be used 
on а large scale, and it needs coal containing а rather high per- 
centage of nitrogen, аз the formation of ammonia gas is an essential 
part of the process. 

For furnaces heated by producer gas large flames are required, 
and the gas is burnt in large quantities; also when it is taken 
direct from the producer to the furnace, it retains a considerable 
amount of sensible heat, and the tarry vapours which accompany 
the gas are not condensed ; they burn with the gas, and increase its 
calorific power and flame temperature. Many other kinds of heat- 
ing work require the use of burners and small flames, and for these 
it is essential that the gas sbould be clean and of good quality. In 
practice it is usual for such purposes to pass tbe gas through water 
and scrubbing material, such as coke and sawdust. The gas is 
ccoled to about the temperature of the surrounding air, and this not 
only means that nearly all the sensible heat which the gas carries 
with it from the producer is lost, but that any condensable hydro- 
carbons which leave the producer in the form of tarry vapours are 
also lost. It is therefore important that the gas itself should be of 
good quality, or it will not bear these losses, and will not be strong 
enough to burn well in small jets. When burners are used it is also 
Important that the gas pressure at the burners should be constant, 
80 that the heat given off by the flames may be kept uniform, or 
varied at will by cocks on the supply pipes. For this reasou the 
Ras must be passed through a gasholder, or its pressure must be 
regulated in some equally efficient manner. Sometimes a fan is 
used to draw gas from the gas plaut, and deliver it at pressure to 
the burnere, but this always seems to me a rather hand-to-mouth 
arrangement, and speakiug with a considerable amount of experi- 
ence, I recommend a gas-holder as better than any other device. It 
may be quite small, unless storage of gas is required, but it relieves 
the consumer of a certain amount of anxiety and trouble. In most 
cases ib is also safer to use a gas-holder, as it ensures all the scrubbers 
and mains being kept full of gas alittle above the atmospheric pres- 
sure; air cannot enter to form an explosive mixture. A gas-holderalso 
shows the attendant whether a sufficiency of gas is being made, and 
ы rise and fall can be used to regulate automatically the produc- 

jon of gas to guit a varying rate of consumption, It is com- 
patatively easy to make the gas; the real difficulty is to apply it 


properly, and it is unfortunate that this simple fact is so often 
overlooked or not understood. On the other hand, some manu- 
facturers are most keen and intelligent; and, as one pleasing 
instance among many, I may mention the Hoffmann Manufacturing 
Co., who have to temper very exactly steel balls for bearings. 
These balls are fed mechanically and continuously, night and day, 
into rotating furnaces which are heated with producer gas burnt 
with air at pressure; there is a registering electric pyrometer, and 
when once a furnace has been started with the heat required it is 
left without attention. The whole system works automatically, and 
the pyrometer chart shows how closely the required temperature is 
maintained. It would of course be impossible to do this with 
ordinary fires, and it is satisfactory to know that it is economical. 

The various kinds of heating work for which producer-gas is used 
are too numerous to mention, but in proportion to the immense 
amount of heating required in the various industries thoughout the 
kingdom, I cannot help feeling that still more progress would have 
been made if manufacturers and others knew а little more about 
the subject technically. Often they do not seem to understand the 
treatment of gas or what can be done with it. 

Undoubtedly the greatest development in the use of producer 
gas bas been with gas engines, especially during the last few years. 
The improvements in the gas engine, in large measure, have been 
due to a better understanding of the thermodynamic problems 
involved. At firat the makers of gas engines sought improvements 
almost exclusively in mechanical devices, and little attention was 
given to the behaviour of different kinds of gas under the varying 
conditions of temperature and pressure in the cylinder before and 
after each explosion. 

Until the last few years the producer gas used for gas engines 
was generally made with a jet of steam at pressure which injected 
the air required, but sometimes air at pressure was forced into the 
producer by means of a fan or blower. The gas made in either of 
these ways leaves the producer at pressure, and is now generally 
known as “ pressure” gas. In some of the early gas producers used 
for furnace work air was drawn into the producer by suction. 
As early as 1862 Dr. Jacques Arbos, of Barcelona, patented a com- 
bination of gas plant and gas engine, in which the latter drew gas 
direct from the producer. 

I wish to emphasise the fact that the chemical reactions on which 
the production of gas made with steam and air depends are identical 
in all types of producers. On several occasions manufacturers have 
spoken to me as though suction gas were some new discovery ; and 
they seemed rather surprised to learn that it was bnt an old friend 
in а new dress. 

The calorific power of preasure-gas made with a jet of super- 
heated steam is usually considerably higher tban that of suction- 
gas. In the former the percentages of hydrogen and carbon 
monoxide are higher, while the percentage of nitrogen is lower ; 
and if the gas is to be used for heating purposes in small burners, 
or in blow-pipes, it is better to use pressure-gas than suction-gas. 
But for driving gas engines, suction-gas is extensively used with 
excellent results, provided the engines are properly adjusted for it. 
Suction-gas contains a smaller percentage of combustible gas than 
pressure-gas ueually contains; snd although it requires less air for 
its combustion, the logs from fluid friction is greater, and for these 
reat ons an engine worked by suction-gas develops a lower maximum 
power than it would with preesure-gas. This loss in maximum 
power is not important in a small or moderate-sized engine, but it 
is more serious in an engine of, say, 200 н.р. or upwards, and for a 
given power larger cylinders must be used for suction-gas. On the 
other hand, the fuel consumption in a complete pressure-gas plant 
with an independent boiler is bigher than in a suction plant, and ita 
heat efficiency is necessarily lower than that of a suction plant 
which produces its own steam. If, however, the steam for the 
pressure plant is raised by the sensible heat of the gas produced, as 
is often done, the fuel consumption and the heat efficiencies of the 
pressure and suction plants are alike. We may, therefore, assume 
that under these conditions the heat liberated by the exothermic 
reactions i8 recovered in each case to about the same extent by the 
endothermic reactions. 

In considering tbe two types of plant, our general conclusions 
may be as follows:—A suction plant has certain practical advan- 
tages—it costs lees and occupies a smaller ground space—but the gas 
made in it is not so strong as іп the older form of pressure plant, 
and in some cases this advantage of the latter is important. The 
fuel consumption per horse-power-hour and the labour required are 
fhe same in both types of plant, provided the steam required is 
raised without an independent boiler. The consumption of water 
is fhe same in both types. It is also worth mentioning that where 
there are several engines to serve, the arrangement of the gas-pipes 
is greatly simplified, and their cost is proportionally reduced, when 
the gas сар be taken from a small gas-holder instead of from several 
suction plants. 

There is not time to deal fully with the economical and com- 
mercial aspects of the subject, but I may state generally that the 
results obtained are most encouraging. In large furnace work many 
operations are now performed with producer gas which cannot be 
accomplisbed with solid fuel, and there are many others which can 
be performed with either solid or gaseous fuel ; with the latter the 
heat 18 not only more regular and more easily controlled, but the 
work done costs less, and the weer and tear of the furnace is also less. 
In many industrial proceeses where jets of gas are required, producer 
gas is now used instead of ordinary town gas, and the saving effected 
is usually from 50 to 60 per cent., including fucl, wages and repairs. 
In engine work there are now hundreds of thousands of horse-power 
working regularly and satisfactorily with producer gas. In this 
connection the gas plant has come to stay, and steam power has a 
serious rival; in some cases the preesure type is better than the 
suction type, in others suction is butter than pressure. Each has 
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ita own province, and in each the consumption of anthracite is now 
guaranteed not to exceed 1 Ib. per B. N. P.-hour under a full or three- 
quarter load. With low loads the consumption is а little more. 
For engines or for heating with small burners the best and cleanest 
gas is made with anthracite, as it does not yield tar; this not only 


simplifies and cheapens the plant, but it also reduces the cost of 


labour in working. Where anthracite is too dear, ordinary gas-coke 
can be used, provided that it is well carbonised, that it does not 
contain too much sulphur and that it is not mixed with pieces of 
coal. Non-caking bituminous coal is almost invariably used for 
large furoace work, and there are some plants which make gas from 
this fuel for engine and other work. But these plants are rather 
complicated and costly, and they cannot be recommended at pre- 
gent for small powers. They require constant attendance, whereas 
a plant working with authracite or coke can be left for several 
nours—what is gained by using the cheaper bituminous coal for 
small plants is lost by the additional cost of labour, &c. It is pro- 
bable that in the course of time these drawbacka will be overcome, 
but for the present anthracite and coke can be uged, and with 


these the adoption of producer gas continues to advance most 
gatisfactorily. 


Experiments for Improving the Construction of Practical 
Standards for Electrical Measurements. 


Report of the Committee to Section A. 
(Abstract.) 


Tum electrical measurements of certain of the fundamental units, 
which have been in progress for some time at the National Physical 


Laboratory, have been brought to a conclusion, and the results 
published in three papers in the Philosophical Transactions of the 
Boyal Society. 

From the first of these it appears that to a very high degree of 
accuracy the electromotive force of the Weaton cadmium cell, as 
set up at the National Physical Laboratory, when expressed in 
terms of the ampere (10-! с.с.з. units of current) and the inter- 
national ohm, is 1.01830 at a temperature of 17° C. | 

The second paper deals with the preparation of the Weston 
cadmium cell, and contains a comparison between cella set up at 
the Laboratory and others constructed elsewhere, the general 
conclusion being that celle can be prepared by different persons 
in different countries which will agree in E.w.F. to lor 2 parte in 
100,000. 

In the third paper there is given an account of a comparison of 
some six forms of silver voltameters, and it is shown tbat tbe 
silver deposited by a current of 1 ampere in all these various forms 
is the same if proper precautions are taken, and amounts to 


1'11827 milligrammes per second. 


After this work was completed a comparison was made by 
Messrs. T. Mather and F. E. Smith, by the kindness of Mr. Trotter, 
between the ampere standard of the Board of Trade and the 
ampere as realised by the new Ayrton-Jones balance at the 
National Physical Laboratory. The comparison, an account of 
which appears in the Proceedings of the Royal Society, was very 
satisfactory. 

[t was found that the Board of Trade ampere will deposit silver 
at the rate of 11179, milligrammes per second, a value which is 
nearly identical with the number 11179, given by Lord Rayleigh 
and Mrs. Sidgwick in 1884. Indirectly the R. M. F. of the normal 
Weston cadmium cell was found to be 1:0187, Board of Trade volt 
at 17° C., the Board of Trade volt being defiued as the potential 
difference between the terminals of a resistance of 1 Board of 
Trade ohm when 1 Board of Trade ampere is passing through it. 

During tbe year the 10 mercury standards at tbe National 
Physical Laboratory have again been set up and intercompared. 
An account of this work appears in an Appendix by Mr. F. E. Smitb, 
the value of the international obm, as realised by the mean of the 
10 tubes, being taken as the unit. 

Except in the case of Tube P, where there is an apparent change 
of 3 to 4 parts in 100,000, the differences are negligible, 

Mr. Smith has also compared with the mercury tubes a large 
series of wire standard resistances, including those made by 
Matthiessen and Hockin' for the B. A. Committee in 1865-7, and 
various other old standards kindly len: to the Committee by their 
owners for the purpose. The general conclusion is that all the 
original coils except р and E, which are made of platinum, have 
changed appreciaoly since they were constructed, though since 
1888, during a period of 20 years, for which the coila have been 
very carefully watched, the changes also in A, B, C, H, and Flat. 
have been small. F aud @ have, however, iu tue same period 
changed considerably. 

The mean resistance of six other platinum-silver coils, firet. 
measured in 1884, appears to have increased since that time by 14 
parts in 100,000; and five more platinum-silver coils, first 
sneastired in 1994-7, have now a greater mean value by 8 parfs in 
100,000. 

It would appear alao that in many of the variable coils the 
changes have occurred mainly, if not entirely, at the soft- 
soldered jointa ; and, with a view of testing this, the Committee 
have authorised the secretary to орем and examine one of the 
coils. 

A comparison, given in the Appendix, has also been made of all 
the manganin resistances in the po-sersion of the Standards Depart- 
ment of the Laboratory. The behaviour of the various coile is some- 
what different; while some have been very constant, others ajípear 
tuhaye changed considerably. 


At the Conference on Electrical Units, held at the Reichsanstalt 
in 1905, it was suggested that the Jena glass 59“ was, from its good 
elastic properties, the best glass to employ for mercury resistances, 
and accordingly efforts have been made to get some suitable tubes. 
Five tubes have recently been secured, after great difficulty, which 
will probably do for standards, but the difficulty of drawing them 
is a serious obstacle to their use. A number of tubes of French glass, 
“ verre dur,” are also on order. | 

Progress has also been made during the yeat in the design of 
the Lorenz apparatus, to be given by the Drapers’ Company, 
and the manufacture of the bed and the heavy metal work has 
been entrusted to Messrs. Armetrong, Whitworth & Oo., who have 
kindly undertaken it. The marble cylinders required have been 
delivered at the National Physical Laboratory. 

Preparations for the holding of an International Congress on 
Electrical Units in London in October next are well advanced. 
Specifications dealing with the international ohm, tbe international 
ampere, and the Weston cadmium cell, which have been prepared 
at the National Physical Laboratory after consultation with other 
workers, to serve as a basis of discussion at the Congress, are given 
in the appendix with a view of making them known. 

The Committee recommend that their reports from 1862 onwards 
be reprinted, after careful editing, ав а memorial to Lord Kelvin, 
and that they be reappointed for the purpose of undertaking this 
work and continuing their researches ou the standards; that Lord 
Rayleigh be chairman, and Dr. R. T. Glazebrook secretary. 

(To be concluded.) 


— — 


Magnetic Observations at Falmouth Observatory. 
Report of the Committee to Section A. 


THE mean values of the magnetic elements for the year 1907 
were: 


Declination... РЕТ s 18° 04 W. 
Horizontal force PES 0:18799 c. G.8. 
Vertical force... 0:43330 c G.s. 


Inclination ... UT zis .. 66° 327 N. 
The Committee are informed that the observatory at Eskdalemuir 


bas only commenced work during the current year, 80 that com- 


parative results are not yet available, while the disturbances due vo 
electric traction in the neighbourhood of London have a natural 
tendency to increase. The maintenance of magnetic work at 
Falmouth in full efficiency has thus lost none of its importance. 
It is most desirable to secure tbis for at least anotber year, and the 
Committee ask for re-appointment, with a grant of £50. 


On the Effect of Pressure on the Boiling-point of sulphur. 
By Ds. J. A. HABKER and Mr. F. P. SEXTON. 
(Section A.) 


WITHIN the past few years it has been recognised that the 
platinum-resistance thermometer furnishes probably the most 
exact means we possess for temperature measurements over a very 
wide range. As is well known, the three fundamental fixed points 
on which the scale of this instrument is based are usually 0°, 100 
and the boiling-point of sulphur. The latter point is used in the 
determination of the characteristic constant of the particular kind 
of wire employed in the instrument. This constant is usualy 
called the 5 of the thermometer.* The determination of this ô 18 
made by taking the resistance of the thermometer at the tempers 
ture of sulphur-vapour, boiling freely under the prevailing atmor 
pheric pressure. Altbough the value of this temperature has been 
determined with accuracy by several different investigators for 
the normal pressure, its change with pressure bas been always = 
matter of considerable uncertainty. · 

The authors, therefore, made a redetermination of the effect of 
pressure on the boiling point, carrying the range of the expert 
ments well outside the usual atmospberic limite. The rest 
of the experimenta were found to be closely represented. by the 
formula: 


т = т, + 70904 (p — 760) — 0000519 (p — 760)? 
where T is the temperature of the vapour on the air scale at the 
pressure , and T, the normal " boiling point. 
The following table gives the value of the departure from 
normal boiling point at various pressures to the nearest `01° С. 


т = T: Difference for 


Pressure. degrees C. 1 millimetre. 
740 — 183 
092 
1 750 — 091 
091 
760 — 0:00 
| :090 
770 + 0°90 
089 
780 + 179 
J Le i v at eee 8 


* This is defined by the relation— 


2 
а т-р (2) 10 
100 100 


where d is the difference between the “ platinum temperature 
p f and the air temperature " T. 


—— ~~ 


- 
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It will be seen that the effect decreases somewhat rapidly with 
rise of pressure, and is much greater than the value usually em- 
ployed—viz., 082 mm. per degree, deduced from  Regnault's 


observations. 

If, for example, the value of & be calculated for а thermometer, 
whose true ó = 1:500 from observations made at 730 mm., the 
temperature of the vapour at thia pressure being obtained by use of 
Regnault’s values for the divergence from the normal temperature— 
the error in the 8 thus obtained would be 018. This would lead 
to the scale of the instrament in use being in error by reading 
‘36° C. high at 500“ C. and 1°6° С. at 1,000° O., quantities of 
importance for work of even moderate precision. 


BUSINESS NOTES. 


Bankruptcy Proceedings.—The affairs of Jons Hope 
Слгљсотт, lately carrying on business as an electrical engineer in 
partnership at Clayton Works, Little East Place, Kennington, 
came before Mr. Registrar Hope on Tuesday at the London Bank- 
ruptoy Court, upon the debtor’s application for the Court's sanction 
to a scheme recently entertained by the creditors. According to 
the report of Mr. Daniel Williams, assistant Official Receiver, the 
debtor failed last May, with ranking liabilities £1,953, and assets 
“a bank balance of £5 128. 2d.” For many years he was in the 
employ of the Government of the Straits. Settlement as a civil 
engineer, and he retired in 1902 with a pension of £720 per annum. 
In April, 1907, he took a workshop at Dalston Roud, Kingsland, 
N., and in conjunction with another person, who afterwards joined 

ip, commenced business as electrical engineers, 


him in partnerę 

shortly afterwards removing to Clayton Works, Kennington, which 
premises he fitted up at a cost of £350. In March, 1908, during 
the debtor’s absence by reason of illness, the partner removed the 


whole of the machinery, and the debtor had been unable to trace 
his whereabouts or to ascertain what had become of the property. 
Tbe failure was attributed, among other causes, to loss sustained in 
connection with tbat business. The scheme provided for the setting 
aside of £25 per month from the debtor’s pension until the creditors 
bad received a composition of 10s. inthe £. The Assistant Receiver 
reported as offences against the Act, (1) insufficiency of assets to 
pay 10s, in the £ to the creditors, and (2) a previous arrangement 
with creditors. He also reported that the scheme was reasonable, 
and calculated to benefit the general body of creditors. The 
Court adopted that view and approved the scheme. 

A receiving order nas been made at the Manchester County 
Court on a creditor's petition against GEORGE Harry SMITH, 
electrical engineer, of 15, Ashley Road, Altrincham. The first 
meeting will be held on September 16th, at 11 a.m., at the Official 
Receivers offices, Byrom Street, Manchester, and the public 
examination on September 18tb, at 10 a.m., at the Court House, 
Quay Street, Manchester. 

Empire ELECTRIC Light AND Power Co., LTD., Arundel Street, 
W.C.—A first dividend of 15s. in the £ was announced in the 


London Gazette of Beptember 4th. 


Liquidations.— In re PETER PILKINGTON, Lrp.—The 
Teport of the liquidator, Mr. J. Todd, shows that cash has been 


received from the purchasers to pay all the creditors 10s, in the &, 
and part of the creditors 5s. in the & (the remaining creditors 
taking 10s. in shares in lieu of cash), and to defray the expenses of 
liquidation—in all £5,892 7s. The liquidator gives notice of 
application to the Board of Trade for his release. 


Eleetric Grinders.—Messrs. Geo. Robson & Co. have 


filled a third repeat order for their patent electric grinder from 
Messrs. Edgar Allen & Co., Imperial Steel Works, Sheffield, and 
bave also received an order for one of these machines from Messrs. 


Thos. Firth & Sons, Norfolk Works, Sheffield. 


Catalogues and Lists.—Tue Авмонргст MANUFAC- 
TURING Co., Lro., Farringdon Avenue, E.C.--Illustrated booklet 
describing the “ Witton Grip "for securing metallic continuity in 
conduit work, and including & Faraday House report on its 
efficiency. All the ordinary fittings of the company have been 
adapted for use with this grip, and are listed. Many installations 
have already been carried out with the Witton grip. 

Messrs. Davis & Тїммїнв, Lro., York Road, King's Cross, N.— 
Price list ot Whitworth hexagon brass nuts, finished. 

THE Saytont Авс Lamp AND ENGINEERING Co., LTD, 11, 
Farringdon Avenue, E.C.—Price list of “Santoni” intense flame 
lamps, describing the “ Santoni Luxrae," pattern 1908, the Perl” 
enclosed are lamps, transformers for arc and metallic-filament lamps, 
and & patent automatic transformer switch for the latter—all of 
British manufacture. The firm also makes a speciality of 
armature rewinding and repairs of all kinds. 

Ногорнанв Co., 227-229, Fulton Street, New York.—‘ Holo- 
phane for August, specially relating to the Holophane D'Olier 
metal reflectors for shop and factory lighting, and containing other 
interesting items, | 

Mzssns, Мау, WiLLIAws & Co., 11 and 13, Southwark Street, 
5.E.— Catalogue No. 5, describing the Howard miniature and can- 
delabra lamps, for a wide range of voltages and candle-powers. 
Both carbon and metallic filaments are listed. Surgical, telephone 
mon, mobile lamps, and a variety of small accessories, are also 


Messrs. Marres, LzgíAOH & Co., Lro., Adnil Building, Artillery 
Lane, E. C.—Leaflet relating to the “Adnil” electric hooter, 
which is suitable for use in mines, on railways, factories, mctor- 
cars, and ships. While consuming very little power (about 4 watts 
while sounding), this hooter gives a loud, clear signal, audible at a 
distance of one mile, and is made for all voltages from 8 to 220. 

Messrs. Sremens Bros. & Co., Lrp., London.—August supple- 
ment to catalogue No. 502, giving full information and prices of 
protecting tubes for thermo-electrical pyrometers, including 
Marquardt and quartz tubes, &c.; also leaflet No. 502 IX describing 
Siemens pyrometers, of the calorimeter, electrical and optical 
types, and reprint No. 5084, on electrical testing instruments. 


TH» GENERAL ErECTA:c Co., LTD, 71, Queen Victoria Street, 


E.C.—New Heating! catalogue, brought up to date for the 
approaching (or current?) winter, Particulars are given of the 
Archer system of electric heating, many patterns of radiators being 
illustrated; the Archer Elevectors," for beating by convection, 
also occupy many pages. Electric cooking apparatus of all kinds 
are listed, and the variety of utensils now available appears to 
indicate that the public are learning to appreciate the convenience, 
cleanliness and efficiency of cooking by electricity. Electric irons 


and similar apparatus figure largely in the catalogue. 
THE ELECTRICAL Co., Lro., 121-125, Charing Cross Road, W.C.— 


Leaflet No. 288, on Photographic Arc Lamps, showing various 


patterns svitable for blue printing, engraving and studio work. 
Enclosed and open arcs are used. Both p.c. and A. C. accessories 


are also listed. 

Messrs. W. Barns & Son, Globe Works, Queensland Road, 
Holloway, N.—Catalogue of perforated metals, in numerous 
patterns and thicknesses; woven wirework of all kinds; name 


| plates and stencils; and a variety of miscellaneous patterns of bars, 


mouldings, &c. e 
Messrs. GEIPEL. & Co., Vulcan Works, 724, St. Thomas Street, 


S. E. — Pamphlet describing the Benedict nickel seamless tubing, 
for which they are agents. The colour of the tubing has been 
further improved, so as to resemble silver plating right through, 


and the price has been reduced. 
Messrs. D. Harper & Co., 258, Holloway Road, N.— Price list 
of calendars, pocket-books and novelties for advertising purposes, 


with special reference to the Manchester Exhibition. 

Messrs. LAcvy-HurBERT & Co., Lro., 91, Victoria Street, S. W.— 
Catalogue No. 3 of “ Boreas" patent air-compressors for low and 
high pressures, driven by electricity or steam, in a variety of 
patterns and sizes, fixed and portable. These compressors are 
made for power station use, railway brakes, factories and mines, 
motor-cars, &c. “ Boreas” vacuum pumps for many purposes, 
pneumatic drills and grinders, and a number of accessories, are also 


listed. 
J. Conway PRICE, 151, Fleet Steet, E.C.—Leaflet relating to his 
advertising novelties and special designs for the Manchester 


Exhibition. 


Book Notices.—“ Journal of the Institution of Elec- 
trical Engineers.” Vol. 41, No. 191; August, 1908. London: 
E. and F. N. Spon, or the Institution. Price 5s.—This part contains 
"New Alternate-Current Instruments, by W. E. Sumpner and 
J. W. Record; High-Speed Electrical Machinery," by G. Stoney 
and A. H. Law; “ Electricity Supply Prospects and Charges,” by 
H. W. Handcock and A. Н. Dykes; The Life and Work of Lord 
Kelvin," by Prof. В. P. Thompson ; “ Electrolytic Corrosion,” by 
Prof, W. W. H. Gee; “ Heating of Ventilated and Closed Motors," 
by W. Hartnell; and “Electric Street Lighting," by W. F. Long. 
A communication by Sir Oliver Lodge and B. Davies “On the 
Measurement of Large Inductances containing Iron," and one by 
Dr. H. Bohle on the “ Magnetic Reluctance of Air Joints in Trans- 
former Iron," are also included. 

Supplement to Ross's Coder for Codifying Figure or Letter Cypher. 
Eden Fisher & Co.—The compiler, Mr. C. Edmonstone Rosa, 
invites attention to the fact that the syllable system is not appli- 
cable to inland telegrams in the United Kingdom, asthe local rules 
have not been assimilated with the new international rules regard- 
ing the use of artificial code words. The Government of India 
have, he states at his suggestion, followed the lead of the Inter- 
national Telegraph Conference in this matter. The compiler states 
that the supplement is complete in itself, and it is not necessary to 
use it in conjunction with his coder, the main improvements being 
(1) Tabular rearrangement, which greatly simplifies and facilitates 
reference; and (2) Elimination of certain syllables in order to 
prevent possible ambiguities in signalling. The author’s ambition 
is to see the syllable system (either his own or a better one) more 
or less universally adopted by private individuals, because it will 
bring the telegraph, and more especially the cable for “ over-the- 
sea messages, within the reach of many who are at present, on 
the score of expense, debarred from these benefits, and by code 
users, because it will not only reduce their cable and telegraphic 
charges by 50 per cent. but will, at the same time, ensure accuracy 
in transmission. In stating his ambitions, the author does 
not appear to be aware that private individuals have many more 
facilities for coding their messages tkan they used to have, for so- 
called social codes exist— we might mention those of the Eastern 
Telegraph Co. and the Royal Mail Steamship Co., and there 
are many others—by means of which they are able to send 
Jong sentences in one word and with less trouble 
than is entailed by the use of tables. There is really only 
one remedy to place telegraphic communication and facilities at 
the disposal of all, and that ів the lowering of rates for this clasg 
of work especially, and once this has been done there will be little 
need of codes or tables. There are also others who have the same 
aim in view ав Mr. Ross, whose codes and methods of coding are. 
exceedingly ingenious, but in our mind quite unsuitable for the 
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average private individual, who would be very liable to make 
mistakes in the compilation of words with theaid of tables. Again, 
several conversant with the working of telegraphs bave in codes 
or cyphers eliminated tothe greatest extent all risk of error by 
omitting from their publications all letters the telegrapnic signals 
of which are near to those of another, and in this connection we 
may mention that we have on several occasions made reference in 
our columns to the codes compiled by Mr. J. Nicolson, late tele- 
graph superintendent of the Western Telegraphic Co., whose 
work in this respect bas been admirable. As the Indian and 
Eastern Engineer states, figure mazes bave no terrors for Mr. 
Нова,” whose system and tables are very ingenious, and to thcs: 


firms who wish to employ two codes and have the time, it would 


perhaps prove useful and save them some expense. 

"L'Azione del Vento sulle Linee Aeree.” Ву G. Rebora. Milan: 
Rebescbini di Turati. Extract from the Proceedings of the Italian 
Electrotechnical Association. | 

* Oalendar, 1908.9, of the Glasgow and West of Scotland Tech- 
nical College, Glasgow,” from the College. | 

" Proceedings of the American Institute of Electrical Engineers.” 
Vol, 27, No. 7 ; July, 1908. New York: The Institute. Price 50c. 

"Cranes: Their Construction, Mechanical Equipment and 
Working.” By Anton Buttcber. Translated and supplemented by 
A. Tolhausen. London: Constable & Co. 1908. Price 42s. net. 

" Statistics of Pablic Education in England and Wales, 
1906-7-8”; iesued by the Board of Education. Part 1: Educa- 
tional Statistics." London: Wyman & Sons, Ltd. Price 2e. 3d. 

" Mineral Waxes.” By R. Gregorius. Translated from tbe 
German by C. Salter. London: Scott, Greenwood & Son. 1908. 
Price 6s. net. 


“ Science Abstracts,” Sections A and B. Vol. 11, Part 8. August, | 


1908. London: Е. апа F. N. Spon. Price 1s. 6d. each part. 


LIGHTING and POWER NOTES. 


Aecrington.— The L.G.B. has sanctioned the borrowing 


of £7,500 for the purposes of the electricity undertaking in this 
borough. 


Belfast.— The L.G.B. auditor bas made several sur- 
charges, those affecting tbe Electricity Committee being the 
subteriptions to the Municipal Electrical Association and the 
expenses of delegates attending their conferences. The Finance 
Committee has appealed against these surcharges. 


Canada.—The Great Falls Power Co., through its 
solicitor, bas offered to sell 30,000 H.P. or more to the Manitoba 
Government at $12 per annum per H P., measured at the power 
station, which would be situated on the Winnipeg River. The 
contract would be fora term of 40 years, and it is proposed that 
the Government should distribute the power over its telephone pole 
lines throughont the province. The pri-e is similar to that agreed 
on by the Ontario Government for Niagara Falls power. 


Cheltenham.—On a proposal to expend £700 on 
additional plant st the electricity works, the question of disposing 
of the supply undertaking came up, and an amendment that the 
recommendation should be referred back was moved, but unsuc- 
ces:fully. : 


Clecton-on-Sea.—The U. . C. has decided to endeavour 
to obtain a day load by supplying large consumers during the day- 
time and after 11 p.m., for motive power, at 24d. per unit. 


Colchester.—The T.C. has agreed to the laying of a 
н.т. feeder to Hythe Qoay at а cost of £750, in order to supply 
Messrs. Spottiswoode & Co.'s works and others with energy. 


Darwen.—The T.C. has agreed to the following charges 
from October 1st, to consumers of electricity for power purposes for 
the day load only: —The first 500 units per quarter, 2d. per unit; 
the second 500 units per quarter, 14d. per unit; above, 14. per 
unit. 


Dover.—The T.C. has approved of the extension of the 
E. L. maine to the crowing district of St. Margarets, where there are 
58 probable coasumers representing 920 lamps. A loan of £3,000 
tor this purpose is to be applied for. 


Farebam.—A L. G. B. inquiry was held on September 2nd 
into the application of the U. D. C. to borrow £10,000 for electric 
lighting purposes. The scheme was based on an equated period of 
99 years, but the inspector pointed out that the L.G.B. would not 
sanction an equipment loan for a longer period than 15 years; heal-o 
strongly deprecated the bringing forward of any outstanding liability 
on the old plant as part of the capital of the new scheme. 


Felixstowe.—As the only way out of the electric lighting 
difficulty, the Committee recommends the Council to buy out the 
present company on or before June 30th, 1909, and in the meantime 
to build a steam generating plant near the sewage outfall works or 
other approved site. The company would remove its four-cylinder 
Ens engine and producer plant, which has hcen the chief cause of 
uujxance, nud the Council would utilise the buildings пз a distri- 


buting station. The company bas offered to accept £8,000 for all 
its righte under agreement, and overhead mains, provided the offer 
is made before the end of September. "The Council considered the 
matter at some length and decided to bring the report up again at 
а special meeting on the 16th inst. | 


Greenock.—The torpedo factory at Battery Point, 
Greenock, will be supplied with и.т. alternating current at 3,300 volts 
pressure by the T.C.; the total length of cable will be approxi- 
mately 4,200 yards, and the cost is estimated at £1,750. . The pressure 
will be reduced at the torpedo factory to 500 volta by transformers 
and rotary converters, the latter being supplied by the Admiralty. 


Guildford.—Eight arc lamps are to be erected in the 
town by the Guildford Electric Light Co., the cost of erection 
being £50, which amount is to be defrayed by 20 local tradesmen. 


Hastings.—At the meeting of the T.C. on Friday last 
the motion to increase the price of energy or to во adjust the 
charges that the revenue ofthe electricity department shall be 
increased by not less than £3,000, was rejected by 20 votes to 8. 


Herne Bay.—The U.D.C. has decided to apply for a 


prov. order for electric lighting. 


Longton.—In order to induce tradesmen to use electricity 
for outside lighting, the T. O. has decided tc supply current for that 
purpose at a flat rate of 44d. per unit, less 5 per cent. discount. 


London.—The inquest on the victims of the recent 
balloon explosion at the Franco-British Exhibition resulted in 
verdict blaming the use of an electric fan for charging purposes, it 
having been suggested that a spark caused the hydrogen mixture 
to ignite. i 

KEnsinaton.—The town clerk is communicating. with the 
Metropolitan Councils relative to the action of the district auditor 
in taking exception to certain expenditure incurred by officials of 
the Kensington Council in attending technical conferences, explain- 
ing that whilst the L.G.B. bad allowed the expenditure 10 
pomana of the Local Authorities (Expenses) Act, 1887, the Board 

ad intimated that it will not undertake to sanction similar 
expenditure in the future. The Kensington Council considers that 
it is highly desirable that the Metropolitan Borough Councils 
should have the power to incur reasonable expenditure in respect 
of the attendance of members and officials at conferences having 8 
bearing upon their duties, and a communication has been addressed 
to the L. C. C. asking it to insert in its next General Powers Bill а 
clause giving this power to Borough Councils in the metropolis. 


Maidstone.—A L. G. B. inquiry was held on September 1st 
into the application of the T.C. for a loan of £20,100 for electricity 
purposes, made up as follows:— Excess expenditure, £5,559; new 
works, £9,091; mains, £4,000 ; house services, £1,450. 


Marlow.— Mesers. T. Wethered & Sons, of the 
Marlow Brewery, having been asked to supply electricity to houses 
in the town, have asked the U. D. C. for permission to lay a cable 
under the highway. The Council has asked for further informztion 
before arriving at any decision. 


Oldbury.—The U.D.C. has completed negotiations for 
transferring the E.L. order to the Birmingham and Midland 
Tramway Co., which is now empowered to supply enerzy to private 
persons. 


Oldham.—The T.C. bas applied to the L. G. B. for 4 


loan of £8,000 for mains, £1,250 for meters, and £1,000 for services 
for three years. 


Rochdale.—The application of the Tramways Com- 
mittee for a reduction in the price of energy for tramway 
traction, has been considered by the Electricity Committee, an 
refused. The Electricity Committee has also considered the 
question of the charges for electricity for lighting, and decided to 
adopt a sliding scale of discounts, ranging from 23 to 10 per cent. 


Russia.— La Société Gencralé d'Electricité, of St. Peters- 


burg, has declared a dividend of 4 per cent. for the last financial 
year. 


Stafford.— In a report on the mines in this district, it 18 
stated that 49 coal-cutters are in use, 17 being electrically, and 32 
compressed-ait driven. It is interesting to note that the former 
turned out 286,507 tons of coal, as against only 130,225 tons by 
compressed air. The amount of machine-cut coal was only 416,729 
tons, out of a total of 16, 168, 000. 


Thrybergh. — The P. C. on September Ist considered 
an E.L. echeme for public lighting submitted by Mr. J. Elce, 
whereby the Dalton Main Colliery Co. offered to light the public 
streets. The terms offered were considered to be satisfactory, and 
the opinion was expressed that it would be desirable if the supply 
of energy was available for private consumers. It was decided to 


lay this matter before the company before coming to s tioa 
decision. 


Wigan.—4An offer made by Messrs. Sharrock & Gaskell 
to take a supply of energy for power purposes at $d. per unit for 
their collieries, was recently accepted by the T.C. after & lengthy 
discussion. ‘I'he agreement was fixed for 12 months cv trial. 
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ELECTRICITY IN A GERMAN IRON AND STEEL WORKS. 


TAE development of the iron and steel works of Rasselstein, 
Germany, is intimately connected with the history of the 


German iron industry. 


there is said to 
have existed an 
iron works at the 
ваше place, which 
after repeated re- 


construction and 


extension developed 
into one of the 
most extensive 
iron and steel 
works of the 
country, fine sheet 
metal being the 
most important 
manufacture. 

As electricity is 
now mainly used in 


[BY OUR BERLIN CORRESPONDENT] 


In fact, as far back as in 1655 


9 x» e) 
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two, upper and lower, turbine power houses. Owing to the 
considerable distances between those power houses, H.T. 
alternating current at 5,000 volts pressure was chosen for 


transmission pur- 
poses, being trans- 
formed down to 500 
volts pressure to 
operate the small 
size motors. The 
power station of 
the new steel 
works, which prin- 
cipally operates the 
motors in the 
latter, and in the 
mill - bar rolling 
mill, has been 
designed for alter- 
nating current . at 
the lower pressure, 
500 volte, though 


that power station 
can be connected 
to the others through the intermediary of transformers. 
Three motors of 400 н.р. each in the finishing 


operating this con- 
cern, it may be 
considered as typi- 
cal of the best German practice in this connection, and is 


well worth a description. 


Fic. 1.—TnHE Main SWITCHBOARD. 
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Fig. 2.— INTERIOR OF THE Power House, New STEEL Wonks, RASSELSTEIN. 


Electrical energy is generated in a power station (figs. 1 sheet metal rolling mill, are at present operated directly by 


and 2), situated beside a steel works recently erected, also at H. T. current. К 
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The following machines have been installed in the various 


power houses :— 


Two generators of 410-K.v.a. each, at 510 volts pressure; speed, 
125 nem ; direct coupled to horizontal double-cylinder twin 
steam engines, constructed by Sulzer В:ов. 


Fic. 3.— ELECTRICAL DRIVER FoR THE TILTING TABLE. 


One generator of 1, 080-Kk. v. A. capacity, at 5,100 volts pressure and 
83 R. P. M., which is direct coupled to a horizontal steam engine 
supplied by Frámbs & Freudenberg. 


Two generatots of 340-к.у.л. each, at 5,100 volts pressure, 
300 в.р.м., direct coupled to two bydraulic turbines constructed by 
F. M. Voith. | | 

Two generators) of 
210-K. v. A. each, at 15,100 
volts pressure, and 300 
R. P. M., direct coupled to 
two hydraulic turbines 
supplied by the same 
constructor. 


The recently built 
steel works com- 
prise two  Siemens- 
Martin furnaces for 
charges of 20 tons 
each, which are heated 
with producer gas 
generated in four pro- 
ducers, each furnace 
being able to turn out 
200 steel ingots of 
500 kg. each during 
24 hours. 

The coal, which is 
supplied from the 
Rhur district, is usually 
dumped directly from 
the trucks on to the 
platform of the pro- 
ducer house, though 
an electrically-driven 
crane has been pro- 
vided to handle the 
coal from the stores 
situated on the ground 
level. 

An electrically- 
driven monkey serves 
to crush the coarse iron Fic. 
and steel scraps for 

steel production and use 

in the iron foundry. Pig-iron and scrap are charged together 
into tray-shaped vessels of 600 to 1,000 kg. capacity, three 
of which are placed on a truck and lifted by one or other 
of two electric elevators up to the furnace platform. 
The platform is controlled by a charging crane of 1,200 kg. 
capacity, which introduces the iron-joaded trays into Ше 
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furnace, and there discharges them. In addition to a 


‘travelling outrigger, the crane is fitted with an auxiliary crab, 


special lifting and travelling motors, and seven electric 
motors for driving capstans, controlled from a driver's 
cage fitted to the outriggers. For the crab travelling, as 
well as for the lifting and lowering of 
the outriggers, motors of 16 H.P. each 
are provided, and for the transverse 
travelling and tray slewing, as well as 
for the lifting gear of the auxiliary crab, 
motors of 10 н.р. each, while motors of 
4 H.P. effect the arm-slewing and crab 
travelling motions. 

Before tapping the furnaces, some 
samples are derived from each charge, 
which are forged on an electrically- 
driven pneumatic hammer; this is 
operated by a 6-H.P. motor, which gives 
a maximum of 150 strokes per minute, 
with a lift of 24 cm. 

After completing the charge the fur- 
nace is tapped, and the liquid steel is 
poured out into a ladle suspended from a 
4-motor foundry crane of 40 tons capacity, 
with an auxiliary winch of 5 tons 
(fig. 4). For the crane-travelling and 
ladle-lifting motions, motors of 42 H.R. 
have been provided, for the ladle-tilting 
an auxiliary lifting motor of 5 H. P., and 
for the crab-travelling a motor of 11 B.P. 
The liquid steel is poured into chills, 
which give ingots of 500 kg. average 
weight. After the steel in the chills has become solidified, 
the chills are removed from the ingots by a three-motor 
tongs crane of 5 tons capacity (fig. 5), which places the 
ingots in groups of three on small trucks for convey ance 
to the rolling mill. The tongs crane is provided with two 


4.—40-10N FouNDRY CRANE, New STEEL WORKS. 


i : . d 

motors of 30 н.р. each, for the crane travelling gear aD 
3 

motor for 


lifting gear respectively, in addition to au 11-H.P. is 
the crab travelling. The driver's cage of the crane E 
arranged on the travelling tongs support, and the g8P 
the tongs is adjusted by hand from the driver's cage. win 
The ingots introduced into the rolling mill are take 
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front of one or other of the two rolling furnaces, in which 
they are placed by electrically operated ingot-setting 
devices. A  80-H.P. reversible motor is provided for 
operating each of these ingot-setting machines. From the 
tolling furnaces, one of which—like the Siemens-Martin 
furnace—is heated with producer gas, whereas the other is 
stoked with coal, the ingots are removed by a discharging 
crane, and placed on the feeding train of the mill-bar rolling 
mill. The latter is made up of two treble-roller frames, 
with rollers 700 mm. in dia., and a polishing frame, and 
is operated by a compound steam engine. 

From the feeding train the ingot is conveyed to the 
working roller train, which carries it to the first roll- 
ing frame. Behind the latter there is an electrically 
operated parallel lifting table, which raises the ingot and 
introduces it over electrically operated idlers into the second 
groove between the upper and middle rollers, whence the 
ingot is dropped down on the working roller train again, the 
operation being repeated over and over, according to the 
number of strokes performed in the first rolling frame. 
From the latter the elongated bar is conveyed to the second 


Fia. 5.—ErEcTnICALLY-OPERATED 5-TON TONGS CRANE. 


frame. Behind the second frame is an electrically-driven 
tilting table (figs. 3 and 9). The rolled-out bar then 
passes to the polishing frame, in order to be there 
passed through a working roller train between polish- 
ing rollers, At the back of the polishing frame is an 
extensive water bath, into which the bar slides. After a 


short time—during which the surface is rapidly cooled by 


the water, thus freeing it from any adhering impurities— 
the bar is lifted from the bath and placed on one or 
other of the two roller trains arranged beside it. Two 
roller trains behind the polishing frame convey the bara 
to two pairs of shears for cutting. Both pairs of shears 
are operated by a 70-H.P. motor, and perform a maximum of 
33 strokes per minute. The cut parts are dropped into the 
pivoted cage of an elevator, in order to be lifted and 
automatically charged into tracks, which finally take the 
bars into the sheet-metal rolling mill, to be rolled out to 
fine sheet metal. | 
The electricallycoperated machines of the bar-rolling 


roller trains, 


mill are controlled from three switchboards, situated in front 
of the three frames of the rolling mill, behind the first and 
second frames, and close to the shears and elevators 
respectively. 


The following motors are controlled from the first switch- 
board :—A 30-н.р. roller-train motor, for the feeding and working 
trains, in front of the first rolling frame; a 30-н.р. truck motor, 
for the truck running between the first and second rolling frames ; 
a 30-H. P. roller-train motor, for the working roller-train, in front 
of the second rolling frame; a 30-н р. truck motor for the truck 
running between the second roller frame and polishing frame; а 
30-H.P. roller-train motor for the roller train in front of the polish- 
ing frame. 

From the second switchboard there are controlled :—A 30-H.P. 
lifting motor for the parallel lifting table, behind the first rolling 
frame; a 30-H.P. roller-train for the idlers of that table; а 30-H.P. 
lifting motor for the tilting table behind the second rolling frame; 
a 30-H.P. roller-train motor for the idlers of the tilting table; two 
15H. p. motors for the two bracket sets of the water bath. 

From the third switchboard there are controlled: T'wo 15-H. p. 
roller-train motors for the transporting roller-trains beside the 
water bath; a 70-H.P. motor for operating the two pairs of-shears ; 
two 15-H.P. lifting motors for the two charging elevators; a120-H.P. 
molor for the monkey serving to crush the pig-iron. 
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Fic. 6.—Drivina Gear, ROLLER TRAIN. 


Care was taken as far as possible to reduce the number 
of types of motors used for these purposes, thus reducing 
the spare parts to a minimum, and allowing of motors being 
exchanged and fitted up again at some other place. 

The advantages just mentioned more than counter- 
balance the slight saving in the first cost possible by choosing 
the type best adapted to each special case. i 

The motors used to operate the cranes, as well as the 
trucks, and lifting tables are of the 
enclosed type (fig. 8). The operation of the roller train 
requires the several auxiliary machines perfectly to adapt 
themselves to the rolling process. The motors are stopped, 
re-started, and reversed very frequently (up to 15 times per 
minute) in performing the various operations entailed by the 
rolling of the bars, and the heavy bulk of the roller trains, 
lifting tables, &c., has to be frequently accelerated and 
retarded. In fact, the motors used are able to yielda torque 
three times as great as their normal duty, during inter- 


mittent operation. 
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Similar requirements are made in connection with the 
controllers used for the motors. The controllers intended 
for the operation of the roller trains and lifting tables 


Fic. 7.—DovuBLE.8TAGE REVERSING CONTROLLER, WITH 
CABBON CONTACTS. 


(tig. 7) are provided with carbon contacts, metal contacts 
being subject to too much wear in the case of heavy duties. 
The contacts used in connection with these controllers are 
made up of a fixed (but 
readily exchanged) cop- 
per carbon of high con- 
ductivity, and a mov- 
able hammer provided 
with an interchange- 
able copper piece. The 
motion of these contact 
hammers (all of which 
are identical) is effected 
by a vertical cam shaft, 
operated by a hand 
wheel. The whole 
mechanism is readily 
adjustable, and is pro- 
vided with a bousing 
easy to remove. The 
rheostat is arranged 
separately on the 
switchboard. 

Armoured cables are 
used in connecting up 
the motors used in the 
rolling mill, as well as 
for supplying energy to 
the contact wires of the 
cranes, while well-pro- 
tected, rabber-insulated 
conductors are used 
on the cranes them- 
selves. — 

The electrical ma- 
chinery installed in the 
various power stations, 
and by far the larger part of that used in the steel works 
was supplied by Messrs. Siemens-Schuckert & Co., to whose 
courtesy we are indebted for the illustrations given. 


Threatened Collapse of the Aluminium Convention. 
—The conditions in the aluminium industry, as was mentioned in 
this journal some time aco, have become less satisfactory to pro- 
ducers in the past year or two in consequence of the increase in 
competition and the fall in prices, although the latter circumstance 
has naturally been of advantage to consumers. At the April 
meeting of the Aluminium Industry Co., of Neuhausen, it was 
stated on behalf of the directors that the crisis in the United 
States had largely restricted the consumption of the metal. The 
production had greatly increased, and as a result the competitive 
conditions had become materially aggravated. It was added that 
the company had therefore augmented the amount carried forward 
to the new financial year on the ground that 1908 stood in the area 
of competition, that the compaoy would have fo fight, and that 
money was needed for the purpose. The Neue Zurcher Zeitung 
now announces that the existing community of interests (the 
international convention) will be abolished at an early date with 
the. object of offering keener rivalry to the new competitors. It 
may be 'emembered that a firm association of all the then existing 
aluminium producers was formed in November, 1901, but as the 
objects of the convention bave now been crossed by outsiders, it is 


Fic. 8.—TvPE Or MOTOR EMPLOYED FOR DRIVING ROLLEB 
TRAIN AND LIFTING TABLES. 


proposed to abolish the agreement. The result of this step will 
naturally be to accentuate the competition, and a further depression 
in prices seems possible. On the other hand, it is considered that 
the collapse of the convention will yield certain advantages to the 


Fic. 9.—Мил, BAR Вошлма MILL, SHOWING SWITCH PLATFORM AND LIFTING AND Тиле TABLES 


tion 
works individually, by reason of the greater freedom of ac 
wbich they will secure, especially to the old-established ра 
who may thereby find partial compensation for the disadv 
accruing from the break up of the agreement. 


——————  MM———Ó 
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TRAMWAY and RAILWAY NOTES. 


Birmingham.—A satisfactory trial has been made of a 
car fitted with the Maley patent brake, described in our issue of 
November 29th, 1907. The results will be reported to the Tram- 


ways Committee in due course, and it is stated that the new brake 


may be adopted on certain local routes. 


Bradford.—The annual report of Mr. C. J. Spencer, the 
tramways manager, shows that this undertaking, in spite of its 
extensive route mileage outside the bnilt-up area of the city, has 
produced very creditable results. Some 55 miles of ronte are in 
use, and 5,331,000 car-miles were run during the year in question 
(ending March, 1908). Altogether 47,839 569 engers were 
carried, the revenue per car-mile being 10°946d., and expenditure 
7964. The total revenue of the department amounted to 
£213,148; working expenses were £167,994, and after meeting 
financial charges a balance of £17,238 remained, as compared with 
a similar balance of £14,536 in the previous year. The net balance 
was credited to the reserve and renewals account, which now stands 
at £52,229. The parcels department carried 576,041 parcels, as 
compared with 528,637 in the previous year, and earned £1,259 
profit. The manager calls the Committee's attention to the increas- 
ing cost of permanent way repairs. 


ым 
Brentford.—The U. D. C. has again had under considera- 
tion the question of the state of the London United Tramway 
track. A letter was submitted from Sir J. Clifton Robinson apropos 
of Colonel Yorke’s report on the recent B. of Т. inspection of the 
section of the tramways in the Brentford district, The Council 
agreed to a request from the Hampton Council to appoint repre- 
sentatives to а conference with regard to the state of the track. 
The Chairman said he thought it a pity that the Council could not 
do something with regard to the under carriages of the cars which 
a the noise, but apparently it had no powers with regard to 
em. 


Burnley.—The Tramways Committee has considered 
recommendations by the promoters of the Blackburn, Whalley, 
and Padiham Light Railway, asking for the approval of the 
Burnley Corporation to draft clauses to be inserted in an order to 
revive their powers. The draft clauses provided (a) that Padibam 
Council might within six months from the expiration of the Oor- 
poration'sleage of the tramways in Padiham district, give notice 
requiring the Light Railway Co. to sell to it that portion of the 
company’s undertaking within its district. The second clause related 
to working agreements with other councils or corporations. A letter 
was also read from the Padiham Council, asking whether the Cor- 
poration would entertain a proposal to extend its present tram- 
way from the terminus at Padiham to the top of Padiham, and, if 
ю, whether the Corporation would receive a deputation from the 
Council on the subject. It was agreed to support the proposals of 
the light railway promoters, but the T.C. could not see its way to 
extend the tramway beyond the existing terminus at Padiham. 


Continental Notes.—GxRMANY.—Tríals are now being 
being made on the section between Berlin and Zossen of the motor. 
car train built by the Allgemeine Co. for the Royal Railway 
Administration of Konigsberg. It consists of two motor-cars 
equipped with 84 storage cells, which are capable of yielding, it ia 
said, 75 K. P. and of enabling the train to travel a distance of 62 
miles before the cells require recharging. The first trial pre- 
liminary to acceptance for service in the district of Konigsberg took 
place recently between Breslau and Waldshen, a distance of about 
17 miles, when a speed of 25 miles an hour was attained. 

The Municipal Council of Schöneberg, a suburb of Berlin, has 
ші sanctioned a scheme for the construction of an underground 
electrical railway. The project, it is understood, will cost 
7210200000, and the contract will be entrusted to the Siemens- 

е Co, 


The Baden State Railway authorities have decided to convert 

the railways between Bale, Sshopfheim and Zelle, and between 
opfheim and Sackingen to electric traction on the Siemens- 
uckert system. 

Nonwar.— The first Norwegian electric railway, from Thamshavn 
tothe Lokkens Mines, some 17 miles, was recently put into service, 
The line is equipped with the single-phase system ; the primary 
Pressure of 16,000 volts being transformed down to 6,600 volts for 
use on the overhead wire. The line is worked by locomotives and 
deals with a mixed traffic. 


Douglas.—In answer to the Manx Electric Railway Co.’s 
suggestion as to leasing and electrifying the tramway and exten- 
sions, the T.C. has replied that the question of electrification was 
not at present before the Council, and it would not consider any 


scheme involving the leasing of the lines to a company. 


Folkestone.—The result of the official poll on the 
tramway question is а slight majority in favour of agreeing to the 
alterations suggested by the Tramway Co. ; a private poll taken by 


Messrs. Cobay Bros, shows a slight majority against the proposed 
amendments, 


Halifax.—The report on the working of the tramways 
for the year ending March last, shows that 20,378,672 passengers 
were carried and 1,786,890 car-miles run. The revenue amounted 
to £81,872, and after meeting all charges a deficit of £9,605 
remained. This figure includes compensation for the North Bridge, 
New Bank and Pye Nest accidents and the cost of relaying the Bkir- 
coat Road track. | 


Haslingden.—On Thursday Jast week, Major Druitt 
made an official inspection of the first portion of the tramways, viz., 
from Accrington to the Commercial Hotel, Haslingden. The overhead 
work, to Messrs. Handcock & Dykes’s specification, is on the 
Pringle system, the contract having been carried ont by Messrs. 
Dick, Kerr & Co. The line was to be opened for traffic on Saturday 
last. 


Hastings.—A resolution recently before the T.C. was 
to the effect that the tramways company be asked if it will under- 
take the installation and working of railless electric vehicles from 
the Memorial to the top of High Street. The whole guestion of 
tramways in the Old Town has been referred to the Tram ways 
Committee. 


Hull.—As a steam fire engine was proceeding through 
the streete on Monday night, it came into collision with an electrio 
car, the passengers, however, escaping injury. The firemen were all 
more or less injured. 


London.— According to the Daily Mail, experimenta 
are being conducted by the Highways Committee of the L.C.C. 
with the object of utilising portable electric batteries. The experi- 
ments have been conducted after midnight when the ordinary 
service had ceased. 


Lytham,—The local tramway company hes written to 
the U.D.C. asking on what conditions the Council would be 
prepared to t&ke over the rosdways in the district traversed by the 
tramways. 


Manchester.—The deputation from the Tramways Com- 
mittee, who lately visited ‘Germany to inquire into the “ trackless 
tramway system ” in use there, will shortly present their report. It 
is understood to be favourable, and that it will recommend atrial of 
the system on one of the suburban roads, not at present served by the 
Manchester tramways. It is claimed for this system of electrically- 
propelled omnibuses, that it can ba installed for about a third of the 


cost of an ordinary overhead tramway, and that it can be used on 


narrow roads, where single tracks with loop lines сопа not be worked; 
but, on the other hand, road repairs would be a costly item, and the 
expenditure in electrical energy would also be greater; besides 
which maintenance charges (including cost of rubber tires), would 
be serious. In this way, anything saved in the laying of the 
track, would to а great extent be neutralised. The working 
expenses per car-mile in Manchester last year were 707d. ; the 
corresponding figure on a German trackless tramway is put down 
at 5˙38d., which shows a possible saving of about 2d. per car-mile. 


Newcastle-on-Tyne.—At a meeting of the T.C. on the 
2nd inst., Mr. Rodgers moved the report of the Tramways Com- 
mittee and the revenue account for the year 1907-8. The account 
showed a net profit on the year's working of £19,477, which the 
Committee recommended should be placed to the credit of the 
reserve and renewals acoount. Mr. Rodgers said the financial 
results of last year were not so satisfactory as they were in the 
previous year. That had been caused by the alteration which 
gave to the riding public greater facilities, and the unfortunate 
etrike which commenced during the last ten weeks of their 
financial year. To emphasise this fact he mentioned that 
their income had been reduced by £49 per week on the 
average during the period he had named. Their receipts this 
year amounted to £205,322, against £205,261 in the preceding 
year—about £60 more—and the total income from all sources 
showed sn increase altogether of £1,427 ; their total income having 
been £211,318, against £209,891 in the preceding year. On the 
other side they had, unfortunately, very large increases in the 
working expenses. No less than £9,534 more was expended last 
year than in the year before. Thus their total expenditure was 
£116,000, againet £107,000 the year before. After meeting their 
various liabilities they had £55,907 to carry to the appropriation 
account. Ont of that latter sum they had the sinking fund to 
provide for, amounting to £34,878, and £1,551 to pay to liquidate 
the debt on the old horse cars, and after meeting those debts they 
had left a total profit of £19,477, which the Committee recom- 
mended should go to the reserve fund. Up to the end of the year 
they had in the reserve fund £43,514, and if they added to that 
amount, the sum he had named, it would make £62,922 in their reserve 
fund. In addition to paying that reserve fund, they had also paid 
since the installation of the present system no less than £197,082 
in interest, and they had paid off their debt, £187,699. 


Perth.— Several items in the Corporation accounts are 
críticised by the officia] auditor. Regarding the tramways, he says 
no allowance for depreciation of plant has been made in bringing 
out the loss of £1,261 on thg tramway undertaking, shown in the 
accounts; and, further, the sinking fund instalments debited 
therein, only cover fixed loans, and do not provide for the repay- 
ment of the overpaid balances of £2,172 on the capital account, 
Then, in the electricity department, the auditor says only small 
sums had been laid aside during the year out of revenue for reserve 
and depreciation, 


Rochdale. — At the last monthly meeting of tho 
T.C., it was stated that terms were arranged for extending 
the tramways from Ending throngh the Whitworth Valley to the 
Red Lion at Shawforth, a distance from Ending of 3; miles. The 
terms are that Whitworth Council shall make application for an 
order under the Light Railways Act, 1898, and bear the cost of 
the constructlon and electrical equipment of the line, and renewing 
the permanent way, and the Rochdale Corporation shall maintain 
and айа the same in good working order; the Rochdale Corpora- 


— — ~ - 
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tion to work tbe line for a period, co- extensive with the period 
allowed for the repay ment of the loan for the construction thereof, 
and to make an annual payment to the Whitworth Council sufficient 
to cover the payment by that Council in respect of interest and 
sinking fund on the necessary loans for such construction. The 
Rochdale Corporation is to do the work and find the money. The 
Whitworth Council is recommended to approve of Rochdale's 
terms, provided Rochdale will allow £200 per annum in addition 
to interest and sinking fund for road maintenance. 


South Africa.—Several proposals have lately been made 
for extending the electric tramways to one or other of the suburbs 
. around Johannesburg, the most recent under consideration being 

to Brixton. A largely attended meeting was recently held for the 
purpose of considering the details. Mr. A. Hewson, chairman of 
the Ritepayers Association, said that, according to the figures he 
had before him, the cost of taking the line to the spot proposed for 
its termination was £19,600, and the working of the line would 
show an annval profit of £8,798. Councillor Jeppes, chairman of 
the Tramwaya Committee, addressed the meeting, and said the 
Committee had only £30,000 at its disposal, and he could not see 
that it was feasible to und: rtake the construction of any new lines. 
The figures he had prepared in regard to the cost of the line pro- 
posed differed essentially from those given by the chairman. The 


real cost would be £50,000, the subway alone absorbing £23,000.— 
South Africa. 


United States.—The trouble which has been brewing 
among the New York drivers, conductors and other employés 
on the street railways came to a climax recently, when the men, 
by a large majority, voted in favour of a strike against the present 


wages scale and conditions of service. Over 32,000 peraons will 
be affected. 


Yarmouth.—Tbhe Tramways Committee has declined 
to iesue season tickets, on the ground that the experience of other 
towns ie that such a system is financially unfavourable; the Com- 
mittee has also declined to entertain an application by the 


Guardians for the issue of yearly tickets to their officials for use 
while on duty. | 


— eee 


TELEGRAPH and TELEPHONE NOTES. 


British Honduras.—In the Colonial Report for 1907. 
the acting Colonial Secretary states that during the year 19,023 
telephone calls were dealt with, as against 14,887 for the previous 
year, while 12,089 telegrams were transmitted, as against 10,195 
for the previous year. The working expenses amounted to 89,398 
(£1,879), and the receipts to $5,465 (£1,093), thus leaving a deficit 
of £786. The Colonial Secretary states tbat the Northern line is 
now fairly regular, while the Southern line is being improved. He 
adds that there is no regular through communication with places 
beyond the colony; but a private firm has made arrangements for 
receiving telegrams at Consejo in this colony, sending them by 
boat to Pavo Obispo and then transmitting them by the Mexican 
line. This line has been subject to occasional interruptions, but 
usually telegrams sent to or from Belize reach their destination 
within 24 hours. Negotiations are in progress with the Mexican 
Government for the establishment of a through service. 


German Cables.—We are informed by the Deutsch- 
Atlantische Telegraphengesellschaft that our note under this head- 
ing last week was incorrect ; the German Co. owning the Emden- 
Vigo cable did not obtain the concession for the Teneriffe cable, 
the latter having been granted to Messrs. Felten & Guilleaume. 
The statement quoted trom the Financial News was also inaccurate, 


a8 the cable is being manufactured by the Nurddeutsche Seekabel- 
werke, Nordenham a.d. Weser. 


New Telegraph Offices.—The following new telegraph 
offices have been opened in Cuba, viz., at Arroyodrenas, Auras, 
Hoyo Colorado, Managua, Ponta Brava, San Jose de las Lajas, Santa 
Cruz del Norte and Santa Maria del Rosario, in the Province of 
Havana, and at Caimito and Velasco, in the Province of Oriente, 
while oue has also been opened at Marti, in Matanzas. 

A new telegraph office has been opencd in what is known as the 
Third Region, at Costi, while the otlice at Stillet Abbass has been 


closed. A new telegraph office has also been opened at Seeheim, in 
German South-West Africa. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED, 
Cur&cao-Coro \ 
Cursacao-la Guavra - Closed T vx .. Jan, 12, 1906 .. be 
Cmacaso- -Maracaibo | 
Tarifa- Tangier . Rp СУ . . Jan, 18, 1904 "T 
Port Arthur-Chifn (Closed) .. Маг, 9, 19M .. * 
Tas l'ainias—Arrecifo , .. May 18, 1908 ee 
Pera- Dardanelles .. May 20, 1908 .. wx 
Sierra Leone Accra .. May 28, 1908 EN 
Kwandang.Menado .. Aug. 5, 1908 .. Sept. 7, 1908. 
Djeddn-Souakim .. .. July 27, 1908 ,, ae 
Assab.Massouah .. .. July 2R, 1908 .. 
Cadiz-Teneritfe .. ©з з ДЕ .. Aug. 20, 1908 ., 
Cotonou- Lagoas . m ss wien .. Aug. 29, 198 . E» 
Parauiuribo-Cayenne 


os “ole . Sept. 3, 1008 . 


Wireless Telegraphy.—It is announced from Copen- 
hagen that Waldemar Poulsen, the Danish engineer, has just 
onrried out а series of interesting experiments in the directiUn of 


high-speed wireless telegraphy with new apparatus devised by 
him. The fast system is intended for ose over the Ocean, and the 
new Poulsen apparatus, corresponding to the Wheatstone &pparatus, 
is said to fully attain the capacity of the latter. The provisional 
experimente, which were conducted between the. stations at 
Lyngby, near Copenhagen, and Eebjerg, on the west coast of 
Jutland, are declared to have resulted in the transmission of about 
100 words per minute, and the inventor calculates that he will soon 
succeed in telegraphing 150 words a minute. It is added that the 
trials will, in the immediate future, be continued between Lyngby 


^nd Tynemouth, and new stations are being erected on the west 
coast of Ireland and in Canada, between which the high-speed 
svetem is to be employed. ` 


Telegraphic communication is now open with Iquitos, on the 
River Amazon. The means of connection from Lima to Puerto 
Bermudez is an ordinary wire telegraph line, but from Puerto 
Bermudez to Iquitos, the distance of about 1,000 km., including 
long stretches of primeval forest, is bridg by wireless. The 


original intention of the Peruvian Government to connect Iquitos 
with the outside world by wire was given up on account of the 
immense difficulty and cost. The Telefunken Co., which put in the 
system, succeeded in establishing the service on the whole “ line” 


within two years. The expense of installation, defrayed by the 
Peruvian Government, reached about $200,000.— Electrical World. 
It is rumoured that an Australian inventor has devised a system 
of wireless telegraphy far superior to existing eystems; particulars, 
however, are not yet available. 
The Belgian Administration notifies that the wireless station at 
Nieuport is now open for the acceptance of messages to the public. 


Wireless Telephony;—A ccording to the Daily Chronicle, 
Dr. Lee de Forest, who has come to London to submit to the 
British Admiralty his latest inventions, confidently predicts that 
wireless telephony will shortly be practicable over long distances, 
It is stated that the U.S. warships are able to converse at a distance 


of 40 miles and that Dr. de Forest's newest apparatus has a range 
of 75 miles. | 


- 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—ApELAIDE.—October 2nd. G.P.O. Power 
plant for charging accumulators for telegraph purposes. 

ADELAIDE.—November 20th. ‘fhe City Council requires tenders 
for the supply aud erection, complete, of a refuse destructor, electric 


lighting plant for same, &c. Particulara may be obtained from the 
Agent-General for South Australia, 1, Crosby Square, Bishopegate 
Street Within, E.C. ! 


TASMANIA.—November 2nd. Tenders will be received at the 
office of the Deputy Postmaster-General, Hobart, for the supply 
and delivery nt Hobart of material for accumulator equipment for 
telegraph purposes. Tender forms, specifications, &c., may be seen 
at this office. 

SOUTH AUSTRALIA.— October 21st. Tenders will be received st 
the осе of the Deputy Postmaster-General, Adelaide, for a power 
plant for charging accumulators for telegraph purposes at the 
General Post Office, Adelaide, as per specinca:ion No. 228. Speci- 
fications can be seen at this office. ; 

WESTERN AUvSTRALIA.— October 6th. Tenders will be received 
at the office of the Deputy Postmaster-General, Perth, for the 
supply of telegraph and telephone material. Specifications may 
be seen ‘at this office. 


MELROURNE.— September 23rd. Insulated copper cable for the 
City Council. 
October 19th.—Four sets of instruments for direct duplex cable 


working, for the Postmaster-General's department. See “ Official 
Notices” to-day. 


Belgium. — Axtwerr. — September 21st. The Com- 
mercial Intelligence Branch of the Board of Trade has received 
from Н.М. Con-ul-General at Antwerp, a copy of a specification 
issued by the municipal authorities of that city in connection with 
a call tor tenders for the electric lighting of the municipal“ Salle 
des Frtes,” Place de Meir. A deposit of 12,000 fr. (about £480) 
will be required. The specification may be obtained at the Hótel 
de Ville, at а cost of 0.50 fr. A copy may be inspected by British 
contractors interested, on application at the Commercial Intelli- 


gence Branch of the Board of Trade, 73, Basinghall Street, 
London, Е.С. 


Blackpool.—September 19th. 100 tons of steel rails, 
30 ewt. of fish-plates, 20 cwt. of tie-bars, and about 300,000 hardwood 
paving blocks, aleo taking up and relaying about 823 lineal yards 


of double-track tramways, for the T.C. John 5. Brodie, Borough 
Engineer, Town Hall, Blackpool. 


Canada.—The Ontario Hydro-Electric Power Commis- 
sion will call for tenders shortly for transforming stations. The 
stations will be 12 in number, and will be built at Niagara Falls, 
Dundas, Toronto, Brantford, Woodstock, London, Guelph, Preston, 
Berlin, Watterloo, Stratford, St. Mary's and St. Thomas, 


Vol. 63. No. 1,607, Supremexe 11,198JTHE ELECTRICAL REVIEW. | 425 


Chile.—The Chilian State Railway authorities in Santiago 
are inviting tenders until November 2nd for the establishment of a 
central electricity-generating station of a capacity of 900 Kw. 


Dublin.—September 11th. Electric lighting works at 
the State apartments, Dublin Castle. Specifications, &c., to be 
seen at the office of H. Williams, Secretary, Office of Pubiio Works, 


Doolin. 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagazig, in accordance with specifications and plans that may 
be inspected at the offices of the above Ministry at Cairo. 


Germany.—PosEN.— Tenders are about to be invited by 
the manicipal authorities for the extension of the electric lighting 
undertaking, at an estimated cost of £75,000. 

ExsHEIM (ZWEIBRUCKEN).— The municipal authorities are about 
to invite tenders for the construction of an electric tramway in the 
town. 

HAu BURG. — September 25th. The Finansdeputation wants 
eleven electric travelling cranes. Conditions of tender may be 
purchased for 15 marks, at Sekretariat II, ‘‘ Finanzdeputation,” 


Hamburg.—B. of T. Journal. 
SAARBRüCKEN.— September 28th. The State Railway Adminis- 


tration, St. Johaon Saarbriicken, invites tenders for the supply and 
йхїа of an electric turntable for locomotives, of 20 metres diam. 
Conditions, plans and form of tender may be obtained at the 
above-mentioned Administration, Room No, 218, on payment of 
5 marks (not in postage stamps).— B. of T. Journal. 


Ilford,—September 22nd. Overhead travelling crane 
for the U.D.C. See Official Notices September 4th. 


Merthyr Tydvil.— September 19th. Messrs. Hills, 
Plymouth & Co., Ltd., invite tenders for stores for electric 
сри for their соПісгіев for 12 months ending September 
Uth, 1909. 


Rotherham.—September 14th. Extension of switch- 
poe 3 girder work, &c., for 500-Ew. turbo- generator 
or the T. C. 


ч 

Russia.—September 14th. The Town Clerk of Odessa 

(Upiawa) requires tendérs for a concession to erect and work a 

power and lighting supply. А central station of a minimum of 
6,000 Н.Р. is to be erected and equipped. : 


Salford,—September 14th. Lighting and power feeder 
and distributor pillars for the Electricity Committee. See ''Official 
Notices” August 28th. 


Spain —HUELVA.—September 29th. Two electrically- 
driven cranes and tip wagons. Junta dé Obras del Puerto. 
VILLANUEVA DE Corpora (Province of Cordoba).—The muni- 
cipal authorities bave just invited tenders for the concession for 
the electric lighting of the town during a period of 15 years. 
Tenders are being invited until tbe 19th inst. by the municipal 
authorities of Cambil (province of Jaen) for the concession for the 
electric lighting of the town during a period of 30 years. Particulars 
may be obtained from, and tenders are to be sent to, El Secretario 
del Ayuntamiento de Cambil (Jaen). | 
The municipal authorities of Campdevanol (province of Gerona) 
have just invited tenders for the concession for the electric lighting 
of the town during a period of five years. 


Taunton.—The T.C. requires tenders for a 150-B.H.P. 
compound condensing engine, for coupling to a generator. 


CLOSED. 


Belgium.—Tenders were opened last week by La Socicte 
des Chemins de Fer Vicinaux, of Brussels, for the supply of a large 
quantity of electric cable. Quite a number of concerns competed 
for the contract, the lowest ой er, however, being that of Callender's 
Cable Construction Co., Ltd., London, who quoted £4,348. 


Bradford,— Tbe T.C. has accepted the tender of Hadfield's 
Steel Foundry Co., Sheffield, for the supply of steel points, cross- 
10g8, &c., for the tramways, at £455; and that of Mesers. Collinson 
Bros., 3, Millergate, Bradford, for the electric light installation at 
the tramway offices at Hall Ings, at £146. 


Bristol, —The Electricity Committee has placed an order 
with Mesara. Bruce Peebles & Co., Ltd., of London and Edinburgb, 
fer an additional 500-Ew. motor-converter set for Temple Back 
Electricity Works. This isthe second repeat order for machines 
of this capacity, and Messrs. Bruce Peebles & Co, Ltd., bave 
already supplied to the Bristol authorities five 500-кү. and three 
300-Kw, tnotor-converters, 


The T.C. has entered into the following contracts :— 
T. Lovell & Sons. —Superstrueture of Shirehampton sub-station, £419. 
British Thomson.H ^uston Co., Ltd.— Direct.current power switchgear for. 


Avonmon*h Docks, 4177 5s. . 
Siemens Bros. Dynamo Works, Ltd.—' Two power distribution boards for 


Avonbank, £365 14s. 

Burnley.—The T.C. has accepted the tender of Messrs. 
Dick, Kerr & Co., of London, to supply and fix a 750-K w. steam- 
driven generating set at the electricity works for £3,925. 

The Tramways Committee has resolved to accept the tender of 
Messrs. Hurst, Nelson & Co., of Motherwell, for five car bodies at 
£339 each; it was decided to build the trucks for the five cars in 
the shops of the Corporation's tramway department, at an estimated 


‘cost of £110 per car. The tender of the British Tnomson-Houston 


Co. to supply the electrical equipment required for the five cars, at 
the sum of £362 108. per car, was accepted. 


Dewsbury.— The T.C. has accepted the following 


tenders :— 
Lancashire Dynamo Co., Ltd.—Reversible booster and switchgear. 


Tudor Accumulator Co.—Storage battery. . 
Callender's Cable and Construction Co., Ltd.—2,000 yards of traction cable 


and 1,000 yards of pilot wire. 

Dundee.— Messrs. G. H. Nicoll & Co.. Dundee, have 
secured the contract for smith work, electric installation, telephones 
and electric bells for a new school being erected ac a cost of 
£20,000. 

Malvern.—The U.D.C. has accepted the tender of the 
British Insulated and Helsby Cables, Ltd., for cables, for the 
extension of the mains to Malvera Mills. 


Manchester.—The Lancashire Dynamo and Motor Co. 
has received an order for a three-wire hand-reversible booster for the 
Mauchester Corporation. 

Perth —Messrs. A. Westwood & Co., Perth, have secured 
the contract for the electric lighting, &c., of the new city hall for 
Perth. | | 

Reigate.—The Т.С. received the following tenders for 
condensing plant and cooling tower at the electric lighting station : 


[вазо Storey 2 Sons, Ltd. .. (accepted) £935 
Blasberg Engineering Co... sa is ee > . . 1,97 

D. Stewart & Co. (1902), Ltd. ee os os ве е а, 165 
Worthington Pump Co., Ltd. .. fa ae "- 1,882 
Société Anonyme Westinghouse.. $ > ‘ 

Belliss & Morcom, Ltd. "P ice МА PN 
Willans & Robinson, Ltd... у axe m . . 1,647 
Balcke & Co, .. А i Me .. 1,814 


Torquay.—The Т.С. bas accepted the tender of Mesars. 
Bellies & Morcom, Ltd., for machinery at the electricity works, 
at £1,365. 


Wrexham.—Thbe tender of Messrs. Jas. Gordon & Co., 


of London (£165 58), for superheater, piping, &c. has been 
accepted by the Town Council, for the electricity department. 


SE 


| CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider. 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be bandled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 


fully investigated. 


ABBOTS LANGLEY (HErts).—House, shop, and stables, Breakspeare Road, 
for W. Carter. E 

ABERDEEN.—Fish curing premises at North Esplanade (East) for Mrs. 
Fletcher, Deemont Terrace; H. Mennie, architect. Dwelling 
house in Forest Кова ; R. Beattie & Sons, builders, W. Beattie, 
architect. Alterations at 64, Bt. Nicholas Street, for Stewarts, 
Ltd., clothiers, Middlesbrough. Boiler house for Aberdeen 
Steam Laundry, Claremont Street; J. Smith, consulting engineer. 
Alterations at 477, Union Street for Aberdeen Dairy Co., Ltd. ; 
A. M. Mackenzie & Son, architects. 

ALDENHAM (Нентв). – Houses, Park Road, Radlett, for Goodchild & Jeffery; 
Aldenham Avenue, Radlett, for W. G. Taylor. 

ALDERSHOT.—Proposed garage in Halimote Road for the Aldershot and 
Farnborough Motor ’Bus Co. 


 ALLOA.—Extension of County Buildings (£5,000). Melvin & Kerr, architects, 


30, Mar Street, All. а. 

ASHFORD.—Alterations and additions to Co-operative Rtores. A. Е. Lacey, 
architect, Ashford; D. Godden & Sons, builders, Ham Street, 
Orlestone, Ashford. 

ASHTON.UNDER-LYNE.—Electrio lighting installation at the workhouse; 
Board of Guardians. : 

AUDLEY (N. Starrs.).—New Council school in Wood Lane (280 children). 
G, Balfour, Director of Education, County Edncation Oftices, 
Stafford. 

BARNSLEY.—New school at Ardsley, for the West Riding Education Com. 
mittee; A. B. Linford, architect, Wombwell, near Barnsley. 
Houses, Rockingham Street; C. L. McLintock, architect, 28, 
Church Street, Barnsley. Houses, Harvey Street, for Alfred 

` Porter; Britannia Street, for A. Winter. 

BEDWAS (Mox.).— Two houses at Bedwas. J. Gibbon, Bedwas. 

BELFAST.—Two detached villas at Knockdene Park, Knock. Young апа 
Mackenzie, architects, Scottish Provident Buildings, Belfast, 

BILLINGE (near Wicax).—Waterworks developments, Surveyor, Council 
Offices, Billinge. 

BIRKDALE.—Houses, Hatfield Road, Ainsdale, for W. C. Lewis; Shore Road, 

| Ainsdale, for Mrs. Hodgkinson; Belvedere Road. Ainsdale, 

for T. Holmes; Chatsworth Road, Ainsworth, for J. Ward 
and Son. 

BIRMINGHAM.—Probable rebuilding, after fire, of factory in Station Road, 
for H. E. Jordan, basket and chair maker. 

BIRETALU.—Dvelling house, stable and coach-house. J. Benns. hnri'üer, 
Birstall, Yorks, 
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BITTERNE (HAurs.).—Twenty- one model cottages. 
tect, Bholing. 

BLACK BURN.— Houses, Roman Road, for Albert Hall; alterations to premises 
in Accrington Road, for the Daisyfield Industrial Co-operative 
Society; additions to mill, Kingston Place, for the Lower 
Darwin Investment Co., Ltd. 

BLACKBURN.—Swimming bath at the Blakey Moor Higher Elementary 
School. Town Council. 

BLAYDON (Co. Dy RAM). New rectory at Winlaton (£1,500). 

BLY'TH.—Mechanics' institute for the workmen of the New Delaval Colliery. 

BRADFORD.—New Council school at Buttershaw. F. E. P. Edwards, city 
architect, Whitaker Buildings, Brewery Street, Bradford. 

BRADFORD ABBAS (near 8sERBORNE).—Extenpsive alterations at Combe," 
for Col. Duff. С.В. Bird & Pippard, builders, Yeovil. 

BRAY (near MaiDENHEAD).—Houses, Cannon Lane, for F. Pearce; Drift Road, 
for J. Headington. 

BRENTWOOD.—Rebuilding the gymnasium at the Grammar School. 

BRIDLINGTON.—Proposed new school. Bridlington Education Authority. 

BRIERLEY HILL.—Proposed Temperance Hall in Trinity Street. 

эмн ввиде up new natural history department in Corporation Museum 


(£2,000). H. Bolton, curator, Museum, Queen's Road, Bristol. 
BRISTOL.—Rebuilding Nos. 75 to 19, Victoria Str 


eet. La Trobe & Weston, 
architects, 44, Corn Street, Bristol. 


BROMLEY.—8Becondary school for girls, Nightingale Lane. W. H. Robinson, 


architect to the Kent Education Committee, Caxton Horse, 
Westminster, 8.W. | 


BROMSGROVE —Probable re-erecti 
boot manufacturer, 

BROUGHTY FERRY.—Alterations and additions to the Grove Academy. 

BUCKHAVEN.—Proposed new hospital in memory of Captain Wemyss. 

BURNLEY.—Wesleyan School in Florence Btreet; Rev. C. 8. Bargisson, 
Burnley. Primitive Methodist Chapel in 8t. Matthew Street; 
Rev. R. Reeve, superintendent miniater, Burnley. 

Houses, Woodgrove Road and Outwood Grove, for Smith Bros., 

Ltd., builders, Eastham Place; houses and shops, 8t. Matthew 
Street, for A. Heap; houses and shop, Back Lane, for W. 
Whittaker. ` 

BURSLEM.—Additions to the Suburban Club, Wade Street : W. Grant & Sons. 


Twe new shops, Queen Street; F. Wilson. Alterations to shop 
premises, Brownhills: W. H. Steele. Proposed central school 

| in Moorland Road; Clerk to Burslem Education Committee. 
BURY.—Proposed new Secondary School, for the Т.С. Premises, corner of 


Fleet Street and Crompton Street; J. Horsfall, architect, Bury 
Messrs. Tinline, builders, Bury. 


CAMBRIDGE.—Extension of the Post Office. Postmaster, Cambridge. 

CANNOCK.—Houses, Pye Green, for Benjamin Powis; High Mount, for Geo. 
Shepherd; John Street, Chadsmoor, for E. Lane ; Mill Street, 
for Mrs. Wooding; shops, Wolverhampton Road, for W. 
Morgan. 

CARDIFF.—Conversion into shops of 44 and 46, Crwys Road, for R. W. 
Nicholas; W. H. D. Capel, architect, 2, Church Street, Cardiff, 
House, Cefncoed Road; W. Green, builder, Cathays, Cardiff. 

CARRBRIDGE (INVERNESS-8HIRE).—New United Free Church, 


CHESTERFIELD.— Mission Church at Grassmoor (seat 250). 
son, architect, Chesterfield. | 
CHESTERTON (Camss.).—House. George Street, for Н. С. 

56, Victoria Park, for Mrs. Jane Hunt. 
CHORLEYWOOD (near RICKMANSWORTR).—Houre, Station Road, for В. 

Emery; Mission Church, Quickley Lane, for the Committee. 
CLACTON.ON-SEA.— House, Wellerley Road, for A. W. Coleman; flats, 


Coopers Lane, for Mrs. Barron; additions to premises, Olivers 
Road, for H. Hurst. 


(N.B.).—Rebuilding Douglas Support 

Blythswood. 

COLCHESTER.—FElectric power installation, works of Spottiswoode & Co., 
and other flrms. 


COOK HAM. —Detached house, Furze Platt, for A. Streeter. 


COVENTRT.— Bakery at the workhouse for the B. G.;: T. Е. Tickner, architect, 
High Street Chambers, Coventry. New St. Mark’s Church 
Institute; T. F. Tickner, architect, as above. 

CREWE.—Extenaions to Bedford Street Schools (£10,000) and proposed new 
elementary school, Derby Street; Local Educational Com. 

Р mittee. Nine houses, Gainsborough Road, for Mrs. W. Wade. 

CRIEFF.—Monzie Castle (£20,000), W. S. Cruickshanks & Son, building con. 
tractors, Lower Gilmore Place, Edinburgh. 

DENABY.—Blocks of model houses at Woodlands. 
Colliery Co. 

DEVONPORT .—Proposed new parsonage and church at Weston Mill, for the 
Three Towns Church Extension Committee, Exeter. 

DINAS POWIS.—Bungalow at Cross Field; G. Hartland, builder, Dinas 
Powis, Cardiff. Two villas, Greenfield Avenue; J 


. Н. Rees, 
Dinas Powis. House and shop, Elm Grove Road; W. E, 
Matthew, builder. 


DONCASTER.—New Sunday Schools at Brodsworth. H 
Dolphin Chambers, Doncaster. 

DRUMBLADE (AnrrversNsuint).—Renovation of U. F 
Marshall, minister, 

DUNDALK.—New сПісе on the station platform, and conversion of stores 


building into fitting shop, for the Great Northern Railway Co. 
(Ireland), W. Mills, engineer-in-chief, Amiens Street 
Terminus, Dublin. 


DUNSTABLE.—Farm building, at Toddington. E. T. Tutt, architect, Market 
Place, Ampthill. 

DCRHAM.— Houses near the Garden House, North Road 
additions to Lloyd's Bank; addition to Jol 
School ; additions at Old Elvel, for Т. Forster. 

EASTBOURNE.—Houses, Largney Road, W. Llewellyn; Milton Road, L. P, 
Newman; Bartow Road, C. C. Cotterill; addition, Avenue 
House, Guardians cf the Poor; alteration, Виквех Hotel, Bass 


and Co. ; carpenters’ sbop, Hillbrow, Bolsover Road, Thornton 
aud Hunt. 


EBCHESTER Co. Drgna:r,—Four houses and shops at Cho 
. M. Spence, architect, 5notley Bridge. 

ELLAND.—New spinning mill, Spa Well Lane. J. Fielding & Co. 

ELLESMERE PORT.—New cflices for the U. D.C. 


Guy Prendergest, archi- 


on (after fire) of factory for Victor Drury 


T * В. Wilcock- 


Buttress; laundry, 


COATBRIDGE 


Brodsworth Main 


Beck, architect, 


. Church. Rev. A. 8. 


for J. F. Bell; 
inston Technical 


pwell, for F. Rupp. 


Sproat & Warwick, 
architects. 

EVESHAM.- School master's house at Brettorton, F. White, builder, 
Evesham, 


EVESHAM.—New secondary school (£8,653), H. T. Buckland & Haywood. 
Farmer, architects, Birmingham. 

FALMOUTH.—Two houses for John Chard, senr., in Swanpool Street; H. E. 
Tresidder, architect. Detached residence tor W. I. Wellsteed ; 
in Gyllyngdune Lane: Н. E. Tresidder, urchitect. Additions to 
“The Crossways,” Pennance Road, for Mrs. Rogers; Mr. 
Kinnaird-Jenkin, architect, 


FARNHAM.-— Two houses іп Wesdon Hill Road. F. Baker, builder, 
FAVERBSHAM.—Ro.erection of premises (after fire) for H. S. Tett, Ltd., iron. 
mongers, Market Street. 


FLEF.TWOOD.--New pier with pavilions, offices, &e. Urban District Council. 


(mansion) for Lord. 
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FLAXTON (Yorxs.).—Sewage disposal works and lifting machinery for the 
R.D.C. F. J. Commin, engineer, 1, Victoria Street, West- 
minster, London. 

GILLINGHAM.—AÌterations and additions, 27, Rosebery Road, for W. P. 
Turner; additions to Gospel Hall, for Mr. Crawe; houses, 
Napier Road, for W. H. Farr; Cross Street, for D. Gigney; 
York Avenue and Marlborough Road, for Mr. Bilver; Napier 
Road, for Mr. Wardle; proposed installation of electric cranes 
at the wharves by the T.C. 

GLA8SGOW.—Three tenements of dwelling-houses and shops in Great Weatern 

ad, for John Anderson i 


‚ 27, 8t. Vincent Street; church and 
offices, at 27-91, Rose Street, Garnet Hill, Rev. А. G. Knight, 
111, Mount 8treet, London ; warehouses, &o., at 61-65, Glassford 
Street, Gordon Bros., warehousemen ‚ Glassford Street ; buildings 
for offices, &o., at 81-94, Bt. Vincent Street, Northern Assurance 
Co., Ltd., 90, St. Vincent Street. 

GORSEINON (GuAm.).—Bakery and stables for Oliver Watkins; new church 
for the trustees of Ebenezer Church. 

GOWERTON (GLam.).— Houses, Talbot Btreet, for Fred Bimkin. 

GRAVESEND.—Additions to Bt. John's Catholic Schools. G. E. Clay, archi. 
tect, 27, King Street. Gravesend. 

GREENFIELD (near OLDHAM).—New waterworks. 
porations, 

GREENOCK.—Shops and dwelling-houses, corner of Drumfrochar Road and 
Ann Street; T. Hayman, Somerset Place, Glasgow. Dwelling. 
houses in Carwood Street ; A. Stevenson, builder, Wellington 
Street, Greenock. 


GUILDFORD.—Buildings at the waterworks, Millmead, for the T.C. G. C. 
ason, borough surveyor, Tuns Gate, Guildford. 
HALIFAX.—Extensions to Clifton Mills, Bailiff Bridge; J. F. Walsh and 
Nicholas, architects, Museum Chambers, Halifax. Re. 
construction of premises for the Industrial Society, including 
oe work; W. С, Williams, architect, 29, Southgate, 
alifax. 


HARTLEPOOL.—Additions to Moor House, Friar Terrace, for Dr. Gibb. 

HEMSWORTH (Yonks..—Houses, South Elmsall for J. W. Townend ; 
' Brierley, for E. Hoyland ; South Hiendley, for Mrs. A. Owram. 

HERNE BAY.—Honses, St. George's Terrace, for J. Manley Birch; R. 


Messenger, architect, 16, High Street, Herne Бау. Houses, 
Southcliffe Drive, for T. Witten. 


HEYSIDE (near OLDHAM).—New vicarage. 


Ashton and Stalybridge Cor. 


Wilson & Roberts, builders, Staly- 
bridge. 
HEYWOOD.- New Council school at Heap Bridge. Heywood Educational 
Authority. 


HORWICH (Lancs.).—Detached house, Princess Road, J. E. Partington ; four 
houses, Tomlinson Street, Р, Carroll. New infants’ school; 
H. Littler, architect. County Architect, Preston. 
HUDDERSFIELD.—Alterations and improvements to the Huddersfield Lock- 
up. J. Vickers-Edwards, County Architect, County Hall, 
Wakefield. 
INVERKEITHNBY (BaNFFSHIRE).—Alt 


erations at Easterficld School. W. L. 
Duncan, architeot, Turriff, 


INVERNESS.—Masonie hall for St. Mary's Lodge, No. 599. 

INVERSHIN (S'rHEBLAND).—New United Free Church manse at Roseball. 

KIDDERMINSTER.— Church and schools to be lit by electricity (£2,500). 
Pritchard & Pritchar 


d, architects, Kidderminster ; R. Thompson, 
builder, Park Lane, Kidderminster, 


KING'S NORTON.—New schools (£14,350). Pritchard & Pritchard, architecte, 
Kidderminster. | 
KIRKCALDY.—Tenement for 24 tenants at Sutherland Street, for P. Beaton ; 
shop and tenementa at Ramsay Road and Pratt Street, for 
William Kilgour; 12 stores for Nairn & Co.'s linoleum works at 
Den Road; eight shops and seven dwelling houses and office, 
in Commereiei Street and Bt. Clair Street, for R. Blyth, 
solicitor; alterations to Leishman's brewery, for J. Rintoul. 
LAMBTON (Dvnuaa).—New collieries being sunk near Lumley Castle. 
| Lambton Collieries Co., Ltd., Durham. 
LASSWADE (MIDLOTHIAN). — New Carnegie Library at Bonnyrigg (£2,000). 
LEEDS.—Alterations at the Woodlesford Provided School. R. J. Bmith, 
Education Offices, Garforth, near Leeds. 
LEITH.—Reconstruction, after fire, of 19, Fox Street, for W. Crawford & Sons 
Ltd., biscuit manufacturers, Elbe Street, Leith. 
H.—Important extension of factory for the Kosmos Phot 
graphics, Ltd., London. 
LEYLAND.- Eight houses in Alice Avenue. 
LINTHWAITE (Yonks.)--House and 


LETCHWORT 


G. Gregson. 
) shop, Causeway Side, Hoylebouse. 
unn & Kaye, architects, Milnsbridge 


LIVERPOOL (ALLERTON).— Large houses in Calderstones Road. Messrs. Owen: 
butlers: 18, Coventry Road, Church Road, Wavertree, Liver 
pool. 


LLANDAFF.— Six houses, Cathedral Road; J 
Six houses in 
Whitchurch. 

LLANISHEN.— House, Station Road. W. D. James, builder. 

LLANTRISANT.—Two semi-detached villas at Cross Inn. 
Griftiths, architect, Liantrisant. 

LOCHGELLY (FIFE). -—New laundry buildings in Cartmore Road. J. Т 

А Scobie, architect, Dunfermline. 
LOCKWOOD (near HUpPERSFIELD).— Detached house, Woodside Road. J. B. 
| | Abbey & Son, architects, 344, New Street, Huddersfield. 

LONDON (Hackney, N.E.).—Workshop, De Beauvoir Road; G. Reetch, 
builder, 19, De Beauvoir Road, Hackney. Six houses: W. M. 
Dahbs & Son, builders, 194, Goulton Road, Lower Clapton. 
N.E. Two new warehouses and addition to one wsrehoute, 


Belsham Street > Hodson & Whitehead, architeots, 7, Finsbury 
Square, Е.С. 


(Wrst EALING, W.).—New school in Cranmere Road. C. Jones, 
borough engineer. Town Hall, Ealing, W. 

(MORTLAKE, S. W.). Ward block, &c., at the Isolation Hospital, 
South Worple Way, for the Barnes U.D.C. G. B. Tomes, sur 
veyor to Council, Council House, High Btreet, Mortlake, S.W. 

(CAMDEN Toww, N.W .).— Prospective rebuilding of premises, corner 


of Miller and Arlington Streets, for A. Bishop & Sons, furniture 
warehousernen. 


(S.E.).—Probable rebuilding, after fire, of Barclay, Perkins & Co. 8 
bottling department, Southwark Bridge Road. 

(Bow, E.).- Public conveniences (electric light to be installed). 
Н. Heckford, borough surveyor, Town Hall, Poplar. ; 
(Portar, E.). Addition to premises in Roach Road, for International 
Harvester Co., х0, Finsbury Pavement, Е.С. А 
(ТЕМТІЕ, E..C.).—Alterations to Temple Church (£1,000). Reginald 

Blomtield, architect, 1, New Court, Temple, E.C. 
(TOTTENHAM, N.).—Rehuilding 224, High Road. H. S. Couchman, 
architect, 520, High Koad, Tottenham, N. 
(New Cross, S.1.).—Additions to ‘ Amersham Arms," public 
ouse, 38. New Cross Road, for S. P. Janes. , 
(WILLESDEN, N.W.).—New station for Metropolitan Railway Co. 
M. Garbutt, architect, Bishops Road Station, Paddington, W. 
(Urren CLAPTON, N.E.).-Four houses. G. H. Paine, architect 
62, Mvorvate Street, E.C. 


(Nonnwyx, 5. W.). — hops nnd houses. Whitehead & Co., builders, 
Clapham Кова, B. W. 


. 


. H. Venning, builder, Llandaff. 
Australia Road, Gahalfa; G. Burgess, builder, 


J. Stanley 
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LONDON (Victoria STREET, S. W.). — Adaptation of premises for branch of 
Williams, Deacons Bank, Ltd. W. Cubitt & Co., builders, 
258, Gray 's Inn Road, W. C. 
(HomERTON, N.E.).—Additions to factory premises, 146-148-150, 
High Street. G. S. Garey, builder, 194, Old Street Hill, Clapton 
Common, N. E. 
(Torrxx nan Covet Roan, W.). —Alterations to No. 88 (Dundee Dye 
Works). Dove Bros., builders, 15, Studd Street, Islington. 
(GRosvENOR Втвккт, W.).—-Alterations to mansion. Dove Bros., 
builders, 15, Studd Street, Islington. 
(GROSVENOR SutARE, W.).—Stabling, &c., Reeves Mews. Maple 
and Co., builders, Tottenham Court Road, W. 
ae Street, W.).—Buildings. Foster & Dicksee, builders, 
ugby. 
(Ornzox 8rRkET, W.).—Alterations to mansion. Geo. Andrews and 
Co., builders, 39, Craven Road, Lancaster Gate, W. 
(BATTERSEA, S. W.).—HBlock cf one:storey offices in Falcon Road, for 
L. and N. W. Railway Co. H. Е. Lee, builder, Camden Works, 
Great Church Lane, Hammersmith. 
(PALL MALL, 8.W.).—New premises for Automobile Club on site of 
old War Office. Е.К. Purchase, architect, 20 and 22, Maddox 
Street, W. | 
(New SovTHGATE, N.).—Bix houses. 
20, New Bridge Street, Е.С. 
eee colliery developments by the Florence Coal and Iron 
.9 e. 
LUDLOW.— House, Clun Road, Craven Arms, for Mr. Bowen. 
LUTON.—Houses, Reginald Street, for F. Chandler, builder, 78, Cromwell 
Road; Reginald Street, G. Kingham, builder. 106, Old 
Bedford Road; Avondale Road, C. White, builder, 
74, Dunstable Road; St. Paul's Road, for W. Frost; Chats- 
worth and Portland Roads, for C. Jeyes; Dudley Street, for 
G. Brown; Hampton Road, for J. Frost; Avondale Road, for 
A. Pratt; Dunstable Road, for S. W. Johnson; bakery and 
stabling, Wimborne Road, for A. Turner, builder, 72, Hibbert 
Street; new factory, George Street West, for the Luton Card- 
е! Box Co., Ltd.; additions to factory, York Street, for 
. Frost. 
MALTON.—New Grammar School for the North Riding С.С. W. H. Brierley, 
architect, 13, Lendal, York. 
MALVERN.— Additions to 5 and 6, Tbe College. Henman & Co. 


| 
Moore & Nield, architects, 


MALVERN LINK.—New county schools, Pritchard & Pritchard, architects, 


; Kidderminster. 
MANCHESTER.—New offices and warehouses, corner of Mosley Street. 
Wilson & Toft, builders, Manchester. 
(STRETFORD).—Conversion of lecture hall and coffee tavern into 
Parish Hall, in connection with the parish church. 
MARLOW.—House, Cromwell Gardens, for W. J. Morgan. 
MIDDLEWICH.—8hop and house at Cledford, for the Winsford Co-operative 
Society, Wm. Fryer, secretary, 21, High Street, Winsford, 
MIRFIELD (Yonss.).—Detached house, Hopton Lane. A. W. Waddington, 
architact, 28. East Parade, Leeds. 
MORCHARD BISHOP (DEvoNY—Conversion of premises in Lapford into 
лена соев J. А. Lucas, architect, Guildhall Chambers, 
xeter. 


NETHERNE (ScnnEY).—Isolation Hospital at the Surrey County Asylum. 
О. T. Hine, architect, 36, Parliament Street, Westminster, 


8.W. 
NEWARK.—New collieries for the Coal and Iron Development Syndicate. J. 
Thom, contractor, Patricroft, Manchester. 
NEWBRIDGE (Mon.).—Thirteen villas for Newbridge Building Club. A. J. 
Bowen, architect, Crown Street, Crumlin. 
NEWBRI DGE (Co. KIL DARE).— Married Soldiers’ Quarters at Newbridge Bar- 
racks. Director of Barrack Construction, Newbridge. 
NEWCABTLE.ON-TYNE.—Btation buildings at Walker Gate. for the North- 
Eastern Railway Co. Wm. Bell, company's architect, York. 
NEW DELAVAL (NoRTHUMBERLAND).—New Church in connection with Horton 


Parish, 

OLDBURY.— Houses, Barclay Road, for V. J. Butler; Causeway Green, for 
A. Hadley; Galton Road, for Т. Tay; Galton Road, for 
M. Davis; Harborne Road, for Mackenzie & Charlton ; Frederick 
Road, for A. Bishop ; Hales Lane, for H. Page and H. Swain: 
shops and houses, Tal Bank Road, for W. Oakes; vicarage, 
Rounds Green, for Rev. L. Gabbott. 

PADSTOW (ConNwaLL).—New schoolroom in connection with the United 

| Methodist Church. | 

PENDLETON,—Extensions to engineering works for Lancaster & Tonge. 

PENTYRCH (Gram.).—House on Main Road at Gwaelodygarth ; W. G. James, 
builder, Pentyrch, Glam. House on Маш Road at Gwaelody- 

garth; E. Champion, builder, Pentyrch. 

PERTH.—New saloon and alterations to shop for В. A. Storey, draper, 57, 

е South Methven Street, Perth. 
PICKERING.— Proposed Weights and Measure Oftice for the North Riding of 
: Yorks С.С. W. H. Brierley, architect, 13, Lendal, York, 
l'ONTEFRACT, — Houses (13), Friarwood Lane, for Walker and Ward. 

PONTYPOOL (Mox.).—New wing at the Pontypool Hospital (£2,000). Gift of 
J. C. Hanbury, Pontypool Park, Mon. 

PORTH.—Two shops in Hannah Street, for J. Preece, ironmonger. W. D. 
Thomas, architect, Porth, Glamo gs 1. 

PRESTON,—Alteration and enlargement of premises, Walker Street, for the 
Preston Association. 

PWLLHELI.—Renovation of the Lianengan Parish Church (£1,750). Rev. 

. Н. R. Roberts, Llanengan Rectory, Pwllheli. 

QUEENBOROUGH (KENT).—Houses, Minster Estate, for Mr. Harvey; South- 
down, for Hancock & Kettle; works, Rushenden Estate, for the 
Queenborough Pottery Co, 

RADYR.— House on main road. B. Seward, builder. 

REIFATE.—Honse, Plough Road, Burstow, for Alfred King, Smallfields, 
Horley; additions to Hooley Lodge, Chipstead, for F. T. 

wen, 

RETFORD.—Rebuilding premises, Carolgate and Grove Street, for Fletcher 
and Sons, Ltd.; additions to works, Halicroft Road, for Clark 


and Co, 
ROCHDALE.—New church at Crompton. J. T. Henthorn, architect, Shaw; 
Wilson & Roberts, builders, Stalybridge. 
ROSCREA (Co. TiPPERARY).—Alterations and additions to the Post Office. H. 
Williams, secretary, Office of Public Works, Dublin. 
ROTHERHAM.—Business remises and two houses, corner of Fitzwilliam and 
Cottenham Roads, for the Masbro' Equitable Pioneers’ Bociety, 
Ltd.; J. Platts, architect, Old Bank Buildings, High Street, 
Rotherham. Three shops and houses in Doncaster Gate; J. 
R Platts, architect, as above. 
OYTON (Laxcs.).—Public Baths, for the U. D. C. 
RU 88, Mosley Street, Manchester. 
/NCORN,— Eight houses, Stanley Btreet, for R. Yearsley. 
'UGBY.—Three houses, Benn Street, for A. J. Shillitoe ; alterations to busi- 
87 ness premises, High Street, for S. Over. 
' HELENS.—Houses, Pooket Nook Street and Atlas Street, for Varley and 
в Oo., Ltd., ironfounders; Chancery Lane, for Mary Wilson, 
Т, MARGARET'S.AT.OLIFFE (KENT), — Electric mains extended from 
Dover, Probable total of lights to be installed 1,120, 


E. Woodhouse, architect, 


BT. NEOT8.—New Wesleyan Sunday Schools. 

SALISBURY.—Houses and stables, Bishopsdown, for A. Edwards, 

SCUNTHORPE.— New works for Lysaghts, Ltd. ` 

SEVENOAKS.—Cemetery chapel for U. D. C. 8. Towlson, surveyor to h 
U. D. C. 

SHEFFIELD.—Alteration and extension of Nether Congregational Church, 
Norfolk Street : £1,200). | 

SOUTHEND-ON-SEA.—Detached house at Cricksea Ferry. J. W. Davies, 
Audrey Lodge, Ditton Court Road, Westcliff-on-Bea. 

SOUTH SHIELDS.—New shop, 56, Frederick Street, for Mrs. Freeman; J. E. 
Stout, architect, King Street, South Shlelda. New sbop and 
house, corner Westoe Road and Stainton Street, for Mrs. M. 
Trimble; J. W. Hanson, architect, 79, King Street, South 
Shields. Two sbops, with suites of offices above, corner of 
Fowler and Keppel Streets, for Alderman J. R. Lawson. J. M. 
Dingle, architect, 8, Ocean Road, South Shie!ds, Alterations at 
the Laygate Divisional Police Station, corner of Laygate Lane 
and Brunswick Street: S. E. Burgess, borough surveyor, Court 
Buildings, South Shields, 

STACKSTEADS {near Bacup).—Alteration and probable enlargement (after 
fire) of brickworks. Н, Heys & Co. 

STALYBRIDGE.—Aqueduct mill to be electrically equipped. 

STOCKPORT.—Probable rebuilding (after fire) of hat box worka, for Dickenson 
and Sons. Proposed new public library (£10,000 or £12,000) ; 
Corporation. 

STOCKTON-ON-TEES,—New school in Yarm Road. Town Council. 

STOKE-ON-TRENT.—Buildings in connection with the Cottage Homes, 
Penkhull A. R. P. Piercy, architect to the Guardians, Union 

| Offices, Stoke-on-Trent. 

STOURPORT.—Alterations to 44, High Street and new farm buildings at Lich 
field House. 

STRATFORD-ON-AVON.—Men's infirmary at the workhouse for the B.G. 
В. С. Warden, clerk, 9, Guild Street, Stratford-on-Avon. 


SUNDERLAND.—Six houses, Hastings Street, for J. & Т, Parker; Н. E. 


Robinson, architect. Twenty-three houses, Balmoral Terrace; 


H. T. D. Hedley, architect. Shelter and underground con- 
veniences; J. W. Moncur, borough surveyor. House, Roker 
Park Road (South), for R. Swan; J. Potts & Son, architect. 
Houses, Cato Street, South wick, for J. Hodgson. 


SURBITON.— Extension of business premises for M. Griggs & Co., Victoria 
Road. Mr. Limpuss, bailder. 

SUTTON.—Shops and residences ; Morgan Baines & Clark, scents. Button. 
Extension of premises for Wootten Вгов,, drapers; W. Salter, 

| builder, Webber Street, LambetL, В.Е. 

SWANSEA.-— Houses, Upper Longhor, for Andrew Gwyther; Clyndu, for Evan 
Thomas; Fforestfach, for Thomas Morgan; Longhor, for John 
Jones; Armine Road, for T. A. Stephens; Gendros, for Dr, 
Frazer. New patent fuel works; Graigola Merthyr Co., Ltd. 

TAUNTON.—New drill hall and extension of Working Men's Club, Row- 
barton; Mr. Gillam, architect, Leslie Avenue, Taunton. 
Additions to King's College; G. С. Strawbridge, architect, 


Taunton. 
. rebuilding, after flre, of engineering works, for T. 
alker. | 
THORNHILL (near Юкуввову).-Ноцве, Slaithwaite Road, for G. & Т. 
Hodgson. 


THURLSTONE (near BaRNSLEVY). New offices for the Thurlstone U.D.C. 
Е, W. Dyson, architect, 10, Regent Street, Barnsley. 

TINSLEY „„ extensions to premises. Wm. Cooke and 

O., Ltd. 

TOWIE (ABERDEENSHIRE).—Renovation of U. F. Church. T. G. Archibald, 
architect, Huntly. i 

TRAWDEN (Lancs.).—New elementary school (£7,000). Secretary, Edocation 
Authority, Trawden. 

TREDEGAR.—Forty houses on Mile Field. A. F. Webb, architect, High 
Street, Blackwood. 

TRING.—Six houses, Long field Road, for E. Wright. 

TRURO.—Residence in Carvoza Road; Pill & Son, builders, Truro. Two 
houses in Avondale Road ; C. and J. Harris, builders, Truro. 

WALLASEY.—Extension of the refuse destructor for the U.D.C. (£4,720). 

WALTHAM ВТ. LAWRENCE (Twrrorp, BEnxs.).—Additions to Red Cottage, 
for Mrs. Turner; bungalow, Book Lane, for J. Morris; new 
schools, West End, for the Berks. Education Committee, 

WARRINGTON.—Prospective rebuilding of wireworks for Rylands Bros., Ltd. 

WATFORD.—Houses, Watford Road, for Mr. Hayward; Claypit Lane, for 
Е. W. Winch. Iron missicn church; Swannell & Sly, archi. 
tects, High Street, Rickmansworth, Herts. 

WHITCHURCH.—Two houses in The Avenue; house in the Parade ; 8. Shail, 
builder, Whitchurch. 

WISHAW.—Conversion of factory in Miller Street into Home for workmen. 
Clydesdale Buildings Co. 

WOOLSTON (Hants.).—Suite of offices for the Australian Emigrants’ Depart- 
ment (£5,000). Guy Prendergast, architect, Sholing. 

WOOTTON (DzrnxsxsninE).—New premises. Mr. Grindley. 

WORKSOP.— Houses, Central Avenue, for T. Clark; alterations to premises, 
Newgate Street, for Grant & Hall. 

WREXHAM.—New theatre. T. Price, architect, T1, Lord Street, Liverpool. 

YARMOUTH.—8ix houses, Suffield Road, Gorleston, for R. Wales ; ware. 
house, 80, George Street, Yarmouth, for R. B. Phillips. 

YORK.—House and shop, 16, Bootham, for Mrs. J. Simpson; additions, 12, 
Clifton Green, for C. H. Ellison ; houses, Norfolk Street, for L. 
Woodcock; Swinerton Avenue, Leeman Road, for Wm. 
Chapman. Alterations to pumping Station, for the North. 
Eastern Railway; Wm. Bell, architect to the North-Eastern 
Railway Co., York. 


Gea I 


NOTES. 


Shock Fatalities.— On Friday evening, September 4th, 
Mr. Harold Parker, deputy coroner, held an inquest at Preston 
Police Station on the body of John Edward Johnson, electrical 
engineer. Mr. Seymour, H.M. Inspector of Factories, watched the 
proceedings. 

Evidence of identification was given by the father, a retired 
engineer of St. Helens, who said his son was 45 yeara of age, and 
had been employed by Messra. Dick, Kerr & Co. for the last seven 

ears. 

: Lewis Dallas said that at 4.30 p.m. on Wednesday, Johnson wag 
near witness, assisting at the switchboard, when he exclaimed 
“Oh!” and remarking that he had had a shock, let go the switch. 
He took three steps away and collapsed; soon afterwards he 
became unconscious, Dr. Walmsley was sent for and attended 
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deceased, but he died in 20 minutes. Replying to the Coroner, 
witness said there could not have been more than 300 volts on that 
particulsr switch, and he could not account for deceased getting the 
shock. So far as witness knew, deceased was in good health. 

Leonard Lucas, tester’s assistant, said he heard the deceased 
exclaim “Oh!” and he fell into the arms of witness. Deceased 
naid he had bad a terrible shock, and lapsed into unconsciousness. 
Witness thought deceased must have got his boots wet, and he could 
not account for his receiving the shock otherwise, for the ground 
was dry. In reply to the Inspector, witness said he had had many 
shocks during the two or three years he had been engaged on the 
work. He had had a shock of over 300 volts. About 10 seconds 
before the accident deceased asked witness to switch off, and he did 
so slowly. Just as witness broke the circuit deceased shouted. 

H. Ainsley Cox, chief of the testing department, said the ineula- 
tion of the switch was all right, for he tested it immediately after 
the accident. Deceased had been engaged on this work for nearly 
12 months. He had been engaged by the firm for some years, and 
he bad worked for them in Calcutta and Tokio, and only a few weeks 
ago they had put bim forward fora station superintendent's position 
in Calcutta. In answer to the Inspector, witness said the voltage 
of tha switch was between 200 and 300, and the maximum voltage 
was 500. Would усп consider you had had a dangerous shock if 
you had got 300?— No. Assuming you got the whole 500, is that a 


dangerous voltage ?—I should not consider it dangerous under 


the circumstances, because he was standing on dry ground, 
and the handle of the switch was insulated, and it is absolutely 
impossible except for a very small leakage to get through, also 
from the position the rheostat was in he would not be able to get 
more than 250 volts. This rather rapid breaking of current gives 
rise to а back shot, does it not ?—Yes8; you get ар inductive kick 
from the machine. That might go through anything ?—Not neces- 
sarily. It depends on the size of the machine. In this case it 
could not go to more than 300 volts to ground. The Inspector: 
You work up to very high voltages sometimes ?—Yes. Have you 
any particular precautions? — Well, we don't touch anything. 
Have you any rubber gloves?—We use rubber mats and gloves 
occasionally, bat I don’t think anyone cares to use gloves. There 
are too many pin holes in them, as a rule. The Coroner: Still, 
they were there if the men chose to use them ?—Yes. Witness said 
he had made some experiments to try to discover the exact voltage 
under the most favourable circumstances, with the floor wet with 
brine and boots soaked in brine. They did not get over 650 volts, 
and that was not necessarily fatal. 

Dr. Pilkington, police surgeon, said be conducted the post-mortem 
examination in company with Dr. Walmsley. 'fhe body was that 
of a well-built, muscular man. There were no bruises, burns, or 
marks of injury, but there was one very remarkable арр arance. In 
all cases of death, especially sudden death, where the body was filled 
with blood, the blood gravitated to the lowest parts of the body, 
which became purple and livid, with t*e exception of tbose places 
on which the body had rested, such as the shoulders and buttocks. 
In the case of deceased, however, the back was very livid, and there 
was an unusual whiteness on the buttocks and shouldera, where the 
weight of the body had rested, but thote patches were outlined by 
a band of red. This band looked much as if it bad been made by a 
hot iron, but the skin was not burnt. Having regard to the healthy 
condition of tbe organs, the absence of any actual disease, tbe con- 
gested condition of all the organs, and the evidence he had heard, 
he concluded that death was due to an electric shock. The extreme 
amount of fat in the body and round the organs would make 
deceased less able to withstand any sudden shock. None of the 
organs were in such a condition as would account for death. 

The jury agreed that death was due to an electric shock, accident- 
ally received. 

An inquest was held at Wallstown (S Wales) rece’ tly on Henry 
Ash, an electrical switcbman employed by the Ferndale Collieries, 
who it appeared had been зеряіги р а 1,300-volt cable, and in 
some way received a fatal shock. Mr. Charles Jones, Chief En- 
gineer, stated that it was customary to switch off the current before 
examining a cable. A verdict of accidental death was returned. 


A Paisley Tramway Case.—Sheriff Principal Kennedy 
bas issued judgment in an appeal by Master Fergus, Joknstone, in an 
action raised by pursuer against the Paisley District Tramways Co. 
Fergus sued the company for £250 damages for injuries said to 
have been sustained by bim on October 26:h last, when he alleged 
he was assaulted by a conductor by being ejected from one of the 
company's cars in Paisley. Sheriff Substitute Lyell on March 16th 
found the pursuer had failed to prove that he was assaulted, and 
therefore assoilzied the defenders with expenses. The Sheriff 
Principal has now recalled the Sheriff Substitute's interlocutor, 
finding that tbe pursuer, while ascending the stair of the car, was 
without lawful justification or excuse assaulted by the servants of 
the defenders aud seriously injured, and he found the defendera 


liable to reparation to the pursucr, and assessed the damages at £75 
with expenses. 


Automatic Electric Liits.— Referring. to a recent 
article in these columns on the automatic electric lift, a corres- 
pondent points out a very terious disadvantage from which these 
lifts suffer— apparently the inevitable result of one of the special 
and indispensable safeguards that very properly attach to the lift. 
The particular defect is that the caze cannot be moved eitber up 
or down unlees the doors are closed. This is essential to safety, 
for it is obviously wrong that it should be possible for a person on 
the ground floor, for examp'e, to be able to call the cage down 
while a passenger was getting into it on the fourth floor. It 
happened a few days ago that our correspondent entered 
Alderman’s House, E. C., just as the lift began its ascent. The 


occupant got out at the third or fourth floor, and, as probably he 
wished to descend by the lift after making a call, and did not wish 
to lose time, be left the doors open, and thus held up the cage 
until he came back from the office at which he was calling. By 
this selfish move he prevented the writer and others from calling 
the cage down. In this way the cage may be held up at any floor 
simply by not closing the doore. The apparatus may thus be lelt 
indefinitely useless or until someone happens to come along at the 
floor where the cage ie resting and free it by closing the doors. 

These automatic lifts are, of course, designed for use in small 
buildings, where the cost of a liftman would be comparatively 
considerable. The automatic lift is, in fact, a makeshift applicable 
to smal} buildings, but quite unsuitable and even unnecessary for 
large buildings. It is, indeed, but a step better than the old mous 
ladder, out of the slow, crawling cages of which a writer humorously 
described how hordes of timid aunts had to be swept because they 
feared to step out of a moving cage. The automatic lift is in brief 
a very strong argument for office buildings of the American type. 
They need not be of the excessive American height, but they should 
be of large area per floor, so that the maximum number of offices 
shall be served by each lift. ! 

Buildings with one lift only are too small. A building should be 
at least big enough to require the services of, say, four lifts, the 
space occupied by stairways being minimised. With four lifts 
properly attended there should be very little waiting at any floor by 
a would-be user. Most of the lifts in London are much too slow, 
and there are very few attendante worthy of the name. 
Users are regarded by the majority of attendants as intruders, 
aod the way iu which the attendant puts on his coat preparatory to 
attending or finishes his conversation with some fellow servant or 
other person is most annoying. But few buildings in London have 
8 proper service, nor are even the most modern office buildings well 
designed or arranged. In any New York office bnilding all the 
elevators are together in a row, or placed in two sides of a 90° corner, 
convenient and accessible. How many London buildings are there 
not in which there are two lifte, hard to find, and at quite different 

parts of the building ? 


An office building should be large, rectangular, and of plain 


design, with straight corridors, and rooms easy to find. Generaliy, 


the New York office building is a model that could be copied with 
advantage in London, except, of course, in the feature of excessive 
height. Such buildings are self-contained unite and afford excellent 
opportunities for electrical working—lighting, pumping from the 
well which in London may bea feature of economy, lifts and 
heating being all worked by electric current. 


As a last, word on electric automatic lifts, it might be pointed out 


that the doors should close automatically. This would prevent the 


selfish retention of the cage at any floor as above described. 


Natural Gas.—In a note on the combustion of natura! 
gas by E. L. Mason in Power, the writer states that when he ceased 
to use steam in the gas burners, he saved 17 per cent. of the gas. 
With steam the flame was blue, and there was no smoke. Without 
steam the flame was yellow, and smoked badly. He then intro 
duced the gas, which was supplied at 8 lb. pressure, at the end of 
4-in. pipes with drilled holes. Each pipe was 7 ft. long, and there 
were severa! of them. The gas induced an inflow of air, there was 
mixture in the pipe, and the pipes were 15 in. from the boiler. 
The flames were now blue with red tips, and no smoke was made 
unless when firing heavily, when the flames reached the boiler snd 
were chilled and smoke was formed. There was а farther 
economy of 16 per cent. The gas pressure was now reduced to 
16 oz. only, and the arrangement now failed to work well, so a ne. 
burner with a 6-in. clear opening, surrounded by gas jets © 
arranged as to give a whirling motion, was tried, and this gave * 
white flame and perfect combustion. A white flame, the antbor 
considers, is best, for it appears to be the flame of minimum sts 
fact. ry air supply, and it is a fairly long flame aud punisbes the 
boiler less locally than the short blue flame, which is so hot. 

A firebrick wall was built across the furnace as an equaliser of 
temperature and as a bafiler. The conclusions are drawn tbat 
mixture of the air and gas should be complete before the ga*t# 
reach the locus of combustion; that air admission by way of the 
ashpit is a mistake; that gas can be economically burned where 
the draught is too poor to burn a sufficiency of coal; that steam 
retards combustion, though it is a help in preventing smoke. Fou 
colours of flames are found when burning natural gas—green, blue, 
white and yellow, aud they have a temperature intensity 10 the 
above order. A yellow flame may indicate insufficient air or lack of 
mixture. White is the colour to be sought for. Blue is too intens? 
for boiler work. Natural gas is composed so largely of CHa that 


the foregoing must not be taken to apply too closely to ordinary 
producer gases. 


Central Ireland Electric Power Bill Proceedings 
The September issue of the Jrish Engineering and Industri" 
kevicw contains а full report of the Parliamentary proceedings р 
connection with the above Bill, the evidence including mu 


valuable information as to the production of electricity 1700 
peat. 


Educational Notes.—City оғ LoxpoN CoLLEGE.—The 
next term commences on the 28th inet. Classes are held in 1955 
tricity, &c., with courses preparing for the University of pones 
examinations. ; 

University ENGINEERING CorrEGE.— We have received ч 
syllabus of correspondence courses conducted from this "oliege 
which include mathematics and chemistry (J. G. Davis), electr: 3s 
engineering and applied physics (W. R. Harding), and mechan 
and mechanical engineering (H. F. P. Purday). 
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HERIOTr Warr Соггкак, Edinburgh. — The new evgineering 
laboratories will be opened bv the Earl of Rosebery on Wednesday 
next; they are fully equipped with all kinds of heat engines, and 
special instruction ia prime movers is given to advanced students. 

UNIVERSITY оғ LONDON, UNIVERSITY COLLNHGE.— Session 1908-9. 
A course of nine post-graduate lectures on The Scientific Prin- 
ciples of Radiotelegraphy and Radiotelephony," will be given by 
Prof. J. A. Fleming, M. A., D. Sc., F. R S., Pender Professor of Elec- 
trical Engineering, commencing on Wednesday, October 14th, at 
5 p.m.; the introductory lecture will be open free to the public. 
(Cards of admission must be obtained beforehand.) Those desirous 
of attending the course should apply to Walter W. Seton, M. A., 
secretary, Univeraity College, Gower Street, London, W.C. 


Appointment Vacant. — Isolation Hospital, Gilroes : 
Engineer to take charge of steam and electric plant (£2 5s. per 
week), See our advertisement pages. 


Institution and Lecture Notes.—LIVIRPOOI. AND 
District ELECTRICAL AssociaTION.—On Tuesday, September 15th, 
an illustrated lantern lecture will be given by Mr. Claude Н. 
Verity Seacombe, on The Construction of the Parsons Turbine 
Applied to Marine Propulsion "; and on the following Raturday, 
the Association will visit the works of the Railway Signal Co., Ltd., 
Fazackerley. ' 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side o f the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL Review posted as to their movements. 


Central Station Engineers.—On Saturday last. at the 
Brompton and Kensington Electricity Supply Co.’s worke, Мв. 
A. E. LANGLEY, assistant works engineer, was presented with an 
illuminated address and a canteen of cutlery subscribed for by the 
staff and employés, on the occasion of his marriage. Mr. Henry W. 
Bowden, manager and chief engineer, made the presentation. 

The salary of Мв, С. Р, GREENHALGH, assistant engineer at the 
Malvern electricity works, has been advanced by the U.D.C. from 
£84 to £104 per annum. і 

Мв. Gorpon Bryant, electrical engineer to the Yarmouth 
Corporation, was last week presented by the staff of the electricity 
works with a suitably inscribed marble clock on the occasion of his 
marriage. Mr. F. S. Berth. the station superintendent, who made 
the presentation, spoke of the good relations which alwsys 
existed between Mr. Bryant and those who worked under him. 

On Tuesday last the marriage of Мв. C. Turnsuts, M. I. E. E., 
borough electrical engineer. Tynemouth, to Miss Lily Grey Turner, 
took place at St. James's Congregational Chprch, Newcastle-upon- 
Tyne. Mr, and Mrs. Turnbull left the same Чу for Scotland. 


Tramway Officials.—After a good deal of discussion, 
the Dundee Town Council has confirmed the Tramway Committee's 
decision to increase the salary of the manager, Мв. FisHEB, by £100 
per annum. 


Obitusry,—'The death occurred on September Ist of 
В, RicHARD Jones, late works manager of the Electric Construc- 
tion Co., Wolverhampton. He was in his 65th year. 


CITY NOTES. 


Yorkshire Electric Power Co. 


Dursa the half-year ending June 30th, 1908, the directors report 
that the receipts from the sale ef energy and for work done for con- 
Sumera, &c., amount to £8,095, against £7,293 for the preceding 
half-year. The profit on the revenue account for the half-year 
amounts to £1,249, as against a profit of £836 for the preceding 
lf. year. After payment of mortgage interest the net revenue 
account shows a profit on the half-year of £363, as against a loss of 
£139 for the half-year ending December 31st, 1907. This increase 
may be considered satisfactory in view of the general slackness of 
trade and the bigh price of coal still prevailiog. At June 30th, 
1008, agreements had been entered into with consumers for a total 
of 6,578 Kw. (8,817 I. P.), being an increase of 1,030 Kw. (1,380 E. p.) 
during the six months, Most of these agreements have been made 
during the latter part of the half-year, and the consumers are not 
yet connected. Amongst the new agreements is one with Electrical 
Distribation of Yorkshire, Ltd., for a supoly of energy for tramway 
Purposes in Ossett and Soothill Nether. New mains in the direction 
of Barnsley are being installed, and it is expected that a considerable 
lead will be secured adjacent to the route. On July 9:h, 1908, an 
extraordinary meeting of ehareholders was held to sanction an issue 
of £45,000 of second mortgages on the undertaking of the company, 
for the purpose of providing the capital necessary to extend the 
company's operations, and £32,055 bas been applied for aud 
allotted. The directors have appointed Mr. Arthur Herbert Meysey- 
Ompson as a director to fill the vacancy caused through the 
retirement of Sir Richard Mottram. 


United Electric Car Co., Ltd. 


THE report of the directors, to be submitted to the tenth ordinary 
general meeting of the shareholders, states that after paying 
debenture interest amounting to £2,500, and charging £5,677 6з. 5d. 
for depreciation, the nrofit for the year is £7,091 118. 5d., to which 


is added £5,995 10s. 3d. brought from last year, making a total of 


£12,187 1s. 8d.; after deducting preference dividend for the six 
months ending December 31st, 1907, £3,000, an available balance 
of £9,187 le. 8d. remaius, The directors recommend that this 
amount be dealt with as follows:—Preference dividend for the 
half-year ending June 30th, 1908, £3,000, leaving £6,187 18. 41. to 
carry forward to next year. Mr. Ludford C. Docker owing to 
ill-health resigned his position as a director during the year, and 
Mr. Henry Mercer Malcolm, of London, was elected in his place. 


Ibbotson Bros. & Co., Ltd. 


THE report of the directors for the year ended June 30th, 1908, to 
be submitted to the shareholders at the thirty-sixth ordinary 
annual general meeting, at Sheffield, on the 2186 inst., shows that 
the profit for the year amounts to £19,766 108.18. After deducting 
the interest on fully-paid shares and debentures, and the interim 
dividend (at the rate of 5 per cent. per annum paid March 31st) 
for the balf-year ended December 31st last, and bonus, and adding 
£8,226 18s. 4d. brought forward from last year, there is an available 
surplus of £17,162 3s. 5d. The directors recommend that a final 
dividend at the rate of 10 per cent. per annum (free of income-tax) 
for the halfyear ended June 30th last (making 74 per cent. for the 
year), be paid on September 30th next; that £2,000 be added to 
the reserve fund; and that the balance of £10,492 3s. 5d. be 
carried forward. The buildings and machinery have been main- 
tained in an efficient conditiou out of revenue; and the stock-in- 
trade has been verified by Messrs. John Watson & Sons. The 
directors retiring by rotation are Messrs. F. J. Talbot and H. C. 
Richardson, who are eligible for re-election. Mesars. John Watson 
and Sons arethe retiring auditors, and are eligible for re-election, 


Dundee, Broughty Ferry and District Tramways Co. 


Тне directors’ report for the year ending July 31st states that the 
profit (including the sum brought forward from last year) amounts 
to £3,324 11s. 1d. From this there falls to be deducted :— Interim 
dividend paid on 6 рег cent. preference shares on February 1st, 
1908, £1,500, leaving a balance of £1,824.11s. 1d. The directors 
recommend the disposal of this sum as follows :—(1) To pay final 
dividend оп 6 per cent. preference shares, £1,500; and (2) to carry 
forward to next account, subject to remuneration of managing 
director, £324 118. 1d. Before arriving at the above figures there 
has been set aside by the directors of the statutory company the 
sum of £1,200 against depreciation. This fond now amounts to 
£2,500. The earnings of the tramways have risen this year to 
£12,609 18s. 8d.; whilst the good weather of the present 
summer has contributed to this result, the bad autumn of last year 
prevented further expansion. The directors are pleased to report 
that the regular traffic has been maintained—the winter traffic 
particularly showing a considerable increase over the traffic of the 
previous year—and they look forward with confidence to the 
coming year. Mr. John Smith and Mr. D. W. Wybrants retire 
from office as directors, but are eligible and offer themselves for 
re-election. The auditors, Messrs. Chiene & Tait, also retire, and, 
being eligible, offer themselves for re-election. 


Canadian General Electric Co., Ltd.—The directors 
announce a dividend of 12 per cent. on the common stock for the 
three months to the 30th inst., being at the rate of 7 per cent. per 
annum. 


Aberdeen Suburban Tramways Co.—At the half- 
yearly meeting of the shareholders, Mr. George J. Walker, Port- 
lethen, presided, and moved the adoption of the report (ELECTRICAL 
Review, p. 349). Mr. Jobn Thompson said he would rather have 
seen them paying off part of their mortgages, on which they were 
paying 5 per cent., and decreasing their indebtedness, than paying 
a dividend of 2 per cent. The motion was adopted. 


Mansfield and District Tramways Co.—The report 
of the company states that the accounts show a surplus, after pro- 
viding for the dividends on the 6 percent. preference shares, of 
£888, which will be carried forward. 


Puebla Tramway, Light and Power €o.—The 
accounts for the halt-year ended December 31st show a net profit, 
after providing for bond interest, &c., of £7,463, from which have 
been deducted certain preliminary expenses, leaving & surplus 
of £6,755, which sum the directora propose to carry forward. 


South Metropolitan Electric Light and Power Со. 
Ltd.—The register of debenture stcck bolders and transfer register 
will be closed from the 17th to the 30th inst., inclusive, fur the 
preparation of warrants for interest for the half-year ending 
September 30th, 1998, payable October 1st. 


Johnson-Lundell Electric Traction Co., Ltd.—A 
meeting of this company was held at Cannon Street Hotel yester- 
day. After waiting till 11.10, while the board was sitting, the 
representative of the ELECTHRiCaL REVIEW was, with other 
reporters, refused admission, the statement being made that 
arrangements had been made tor the meeting to be reported, 
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ELECTRIC TRAMWAY AND RAILWAY 


STOCKS AND SHARES. 
TRAFFIC RETURNS. 


Fort | Receiptafor | No. bats Tuesday Evening, 
Locality. ight the of | Total to date, mi | i = 
7 ended. | fortnight. | wks. open. INcBEASING business continues to animate the Stock Exchange : 
| | 2 2 | £ T Inc, markets. One reason is supplied by the Board of Trade returns; | 
Aberdeen Вери. 5 | 9887 i i n в £ б 8 8 those issued on Monday last show no break in the series of heavy = 
Bath О E : cien = s i 4 88155 т pos | = me declines in nearly all the principal avenues of industry. This | 
Birkenhead .. eun 6 | 2155 — 78 | 28 24,924 + 5 71 . ni e factor has, no doubt, much to do with diverting capital, no longer Я 
irmi | Corp. Aug. 29 | 22,196 |+ 21 22 | 187, + 5, | ; ee й : 
F a, | 199 1 21 | 35981 |+ 1,108 11% . profitably employable in trade, into the stock markete, and the 
e 5 | 2487 — 4605 18,849 — 1,316 | 8'35 | .., decrease in the demand for financial accommodation in trade has 
» = бом "nn | | 4 |.. А А i h de money | 
Bolton . | » 6! 4,488 C ER 21-7 been a powerfal influence in the conditions that have ma y 
Bournemouth „ 2, 4,847 — 604 23 40,194 | ~ 2, ЕЕ in 
Bradford Ate. 29 | 20 E Mo Me соп | 9.8 1 so cheap as it is | 
Be a "E 49977 Н T T eo pa It is worth noticing that electrical goods are amongst the few 
Sane = . | Aug.28| S88 + в 34 | 7163/4 991 965) .. items which show an {increase in the list of imports. The amount 
к 98| 400 |+ 76 | 610 . вт\|.. |. 
Dane n 3| 550 tog 9 8,504 — Bot 587 | .. of the advance is £6,361. 
Devonport e|» 21.091 — 59] ay ти + Bn ius es Affairs in the Home R y in this department is Mr 
Gateshead ern 2 M ВЕ iod " 7317 — 1.005 65| 7: worse. The latest reason for flatness in this PE dad 2: 
Gravesen oo] » = " , ul ort ; 8 . ’ i ] unda elegates 
Greenock.. „ 2 1650 = 193 $ 18,317 E 1.40) 1s i Richard Bell's speech to the railway men, on 5 P 2 lé и 
Hartlepool E RU pend — 51 „ | gom — 204 |. of the Trades Unions Congress at Nottingham. ollowing upo 
Middermineter secs A o XA Nas oe 5,839 |+ 3718 |.. thi ent came a general shrinkage in prices, some of 
Leamington — n н | 425 — 12 й 9,27 |+ 65 | 29 .. this pronouncem ie g dis аю йошкар» 
ee oe i 3, 2 2 n е 
Metropolitan .. „ 2 11,957 |+1,221 „ | 194,500 rem en » which had previously been engag E 5 
mib pP ae БО oes | aes little. Electrical securities are weak with the rest, gh a 
Mame Ashton " 0 1296 a ^ 20484 — 202 [918 | 2. in Central Londons occurred before Mr. Bell spoke. Metropolitan 
— T] . , : . 
Peterborough ..| n 28 | on n 805 8 Paget М кы 29 25 Consolidated, however, had been up to 363, whence it reverted to 
Huren ae 28 | 1107 |+ 1% „ 8,00 — 70 2% . — 354. Districts slipped back to 114, after being better. Baker 
5 „ 2 155 = 133 ae 9.952 a 560 811|.. Street and "Waterloo 4 per cent. Debenture stock has risen to 98, 
B. Metropolitan. » 2 1,741 — 198, , UI i 2 Р БЕ and Great Northern, Piccadilly and Brompton Debenture is 
J "n up ee шс [s only a point behind. Charing Cross Debenture stock has 
rgs un PES ee Т] 55 e : К w E 
Tynemouth же E — i begua to attract attention, and at 834 the yield to Р е 
eston-s- ej о» Es n p eni : i of a qu 
Worcester | „ 2 5 — d n 955 n 8 595 | .. £4 158. 10d. per ‘cent., with a very fair prospect q 
Wrexham apee | 7 22. 199 4 88 | „ 31.483 — 1,911 |17 |>. ad vance in capital value. | 
Мисайапсоов uel as ч 572 — 47 6,640 — 5333 The Canadian group of tramway, light, and к arse 
; бот i ises interest amongst such undertakings. Two or 
Burnle .. . i Sept. 5 | ages — 25] 4.4% wei 10 still monopolises interes aan F 
Burton-on-Trent .. ,, 26 3:500 — BL 26.671 — 1.882 6 three new-comers are hinted as likely to Pu e s 
xe ft 85 pia 20 4,454 + 49,09 — 466 | var ee before long, and it would be rather surprising if осе rise b : 
eo. | Sept. 5 390 ,391 | + oc! a. iti e excuse fo 
8 and Dist. is 9 1,723 | 27,010 |+ 1,061 he 214 Securities of existing concerns were not made t 
Cork xk. „ B. 965 on Ен = 18 W launching others. l 
d Worm | Aug. 2 3212 с. 4.411 — 826 .. |. Mexico Tramway Common stock has been subjected to profit- 
Darwen Sept. 4 | i 5.882 — 162 1% — taking, and the price, at 125, ie two points lower, while the 5 per 
Du p 4 | 12,272 |—4,177 56.184 |—16,042 54.0 55 cent. bonds at 922 have fallen 23, Rio Trams, however, are good 
Dundee » 3| 946 2004 | 1160 |848 бв at 694, the bonds also being fractionally better at 904. Бао Paulo 
Eie . " 4. "п 7,603 |— 168 Ae "g Tramways Common stock lost 34 at 158; the usual quarterly divi- 
Glasgow n б алы чә m ue zs dend of 2} per cent. has been declared. eA е 
£e * 0 | 18,985] 5 i i P Common stock went our poi 
Huddersfeld = „ 6! 8,089 81,669 р к Mexican Light and Power 
736 865,379 |+ 16/18 |.. : 
F 2 | 7200 3,262  45| 10 (0693, but the 5 per cent. bonds have risen 23 to 931. The 7 per cent. 
5 mi о 2.441 — 165 4 Preference stock stands at 113, and the dividend is cumulative. 
Кате Trm.Co Sept. 3 2586 45,495 A 8,665 | A n5 Shawinigan Water Capital stock rose to 83, and Canadian osin 
eh p Aug 20 | 502 18,071 |+ 4,667 96°75, 25 put on 3 to 107. A quarterly dividend of 13 per cent. 3 к 
. | Sept. : i i , ren 
Leicester жер | 1055 Aeg i+ 49 6 2 on the latter. Business in the company's 7 per cent. е 
Leit „ ТАИ — 7,105 10 . stock has been marked at 115 
Liverpool | 20 1 21,489 872,854 — 7,195 104 8 as been | . | E 
TA .C. PD Sum y: | 1900 2 5 . mi B Petter prices are being given for River Plate Electricity shares. 
pes iE | ө 419951 in 920 | a i The Ordinary have hardened to 21s. 6d., and the Preference to А 
лөгү нда ж ке 9 97445 89,351 | 77 .. |. sovereign, while the 5 per cent. Debenture stock at par displays no 
Newport — " 3 | i | 11.005 = z ee 5 change. The sbares of the Shanghai Construction Company ы 
Oldham... Aug. 90 2164 oo + а 24 5 125 recently Lcen admitted to official quotation in the Stock Exchang 
Pontypridd . Бери | 505 50,339 1 286 14 List, and are called 9j middle for the £10 fully-paid sbares. 
oa » 2 | 1,528 ^ "ose sasl Electricity supply shares are no more active tban usual. Бети 
тун a 8 | 1.222 18.877 E 102 10 | °°66 recorded which, there is little further to say. A holder o 
з Salford Aug. 81 | 4,429 855 = 971 ar Тәу Metropolitan Ordinary tried to exchange his shares for Preference, 
ае S à Sept. а 2299 95244 |+ 1,665 85 the result being that the former fell 55, and the latter went up 
Routhend-on-Sea .. „ 2 1492 НШ m M ME ies half-a-crown. Newcastle-on-Tyne regained their small loss of last 
зош Shields Aug. 29 | дей E © e |44] week. Б | 
+Swindon et 045 — 872 |887 |... š А i r 
eside Wr вау e a| Traction issues, except the North and South American, are very 
„ 5| 1,994 294 | 91,494 |+ 988872 22 , P : 
ВЫ ‘i Б 1 20 38 | 16074 |+ 914] 9 |. quiet, the prices keeping steady. British Columbia Preferred and 
Walthamsto 985 |— 299 | 22 49,685 |— 2,813 14.7 
N ИЙ Sept. 2 1.618 — 96 | 22 19,11 — 868 12.5 Deferred each gained 3, and Vancouver Debentures are 4 OE: 
Baker Bi Wasarloo | „ 5 | 1870 14.40 10 89.77 121,40 6877 British Electric Traction Ordinary are 3 lower, and 5 
* on Hly... ts , , " , : я И А . Н u 
i + Eus. Нашр. „ 5 (066 Mores 0 x 256 * m 85 je; sbow rs fall, notwithstanding the rush for most things wit ^ 33 
99 tas RI) ME E" — 88 9 | 1,506 С "| 7 |.. African flavour. London United Dzbentare came on offer, 
u -Lu . rT) ` = ; 
G.N. and City Rly. | » 6 | 3300 +2 020 10 45,225 * 9 588 925 2 Was sold as low ав 75. fecimus 
ONUS RE. " 6 2.781 — вав 10 | 14697 — 2,205 | 68 | 4:3 Telegraph varieties have been somewhat neglected, but telep 
Mersey Байма .. | n 8 | 80 406 71.579 | 10 155100 t 6,030 asl: stocks and shares are firmer in several cases. 5 
Mot rit RIY., „ 5. 1799 +8300, M ULIS T "E Telephone and Telegraph rose to 134, which is an advance 0 
Anglo Argenene iv 12 18551 ку | 823 | 98,160 414,841 \9092| 1°72 odd 34 points since last autumn. The 4 per cent, Bonds an 
Bombay (B.E.T. .. July 80; 4,951 +, 312 80 | 71,184 418,946 |.. |.. better. National Telephone Preferred has again advanced, at te 
nA & Belgr'o. rae 1 13.664 * 507 % 96,675 |+ 1.11 expense of the Deferred. Reuter's shares recovered their e 
Calcutta .. _.. V d о ge and Commercial Cable Fours remain in the ascendant with anothe 
‘Kalgoorlie W.A... | July | 8,674 | elu | 26,729 „„ rise, of 1j this time. Western Telegraphs have fallen 75. öd. 
Madras —' JJ Manofgtturing issues are mainly stron Dick, Kerr Ordinary 
Montevideo. . June | 16,519 |+2,607 | 82 | 160,490 4. %%% | .. acturing is y strong. ет 
{Perth (W. A) Нер. 4 | 2 435 — 226 | 86 | 49,598 — 1,108 | 25°48) .. and Preference advanced, and Electric Constructions have 


Compared with the corresponding period of 1907. 


„ Includes horse, steam and othcr receipts. 


+ One week only. 


* One month. 


quite a feature, with a 55. rise. 


Callerder’s Debenture put on а 
point. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 
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eee eee ^... 1 Btock | B E Business done 
СЛ Closing Rise 4| Present 
Present NAME, | VV | Quotations | Quotations | "Weekended | ог | yield 
Laue. ge y T Sept. Ist. Sept, 8th. | 1968. | Fall — les cent, 
" 1904. 1906. 1906. 1907. Highest, Lowest. E a. d, 
m кр тена к ушы mo оны a mM MONI з аа D L| zu 
O8. — m oe ee 
$181,561, American Telephone т тр Сар. Stock .. | $100 | 74% | 74% 8 % | B95 | 128 —182 183 —187 1851 133 45 5 16 10 
58,000,000 |[ Do. Collat. Trust, 4% Bonds, 1 to 28,000 and | $1000 |4%|4%|4%|4%| 9051 92 | 92 ~ 94 93 | | +45 4621 
Е ркем Терчы, e IMEI BENE REIR ana 5| |РИЗ 
, m ee — — . D 
8,200,910 | Do. do. ро s Stock il 4% | 12 1 i 17 — 17% 17 — 174 17& 1643 га 5 14 8 
60, Angio-Portuguese Tel., 5 % Мо Deb. Btock Red. 100 . 65 |6 5 101 —104 101 —104 ve P 416 2 
44,000 | Chili Telephone, Nos. 1 to 44,000 6 8 & 895,8 8 d 8 — RÀ 8 — 8) 8 " 414 1 
geri сойлес me Sting. 500 year 4 % Deb. Bk. Red. висе : | : 96 : 4$ : » nT " oa "n 904 89 + % | : 1 2 
e egrap ° ee ee ee ve p^ EE mS oe oe 
6,000 Do. 109%, Pref. ee oe ae ee 10 10 g 10 x 10 % 10 ^ 154— i 154— 16i в ee 0 1 8 
e Cum. par” OTT ee ee oe озо" 8 — 9 2^ Ч 
TOME een g Кик ae ЕЕЕ ЕЕ e ia | Ee 
, 8 2 % сш VET. ee 
50,9001 | Direct W. India Cable, o, 44 % Reg. Ded. 1 to 1,900, n. 100 | 44% | 44% | 44% 4455 100 —102 100 —102 m io їз 48 8 
4,000,000 | Eastern Telegraph, Ord ө Btock 7 7 1795 | 7 95 | 1354 E 1351 —15H1 1374 1351 T 5 8 4 
9,000,000 Do. 8) Pret. Stook.. 100 83% | 8496 | 8496 | 34% | 814 80 811 — 864 85 R5 4 0 11 
1,896,706 Do. Mort. Deb. Stock. Red. Btock | 4% | 4% | 4 Ф o^ | 1023 -1044 108 —105 1044 | 103 +4 | 816 2 
800,000 | Eastern Extension, Tears and China Tele. | 10 |79 7& 7 7% 127 — 134 122— 18} 12; | 12 T 5 6 8 
762,400 Do. Deb. Stock Stock 4 & 4 4% | 4% | 1004—1024 101 —108 1012 100 + Ф 817 8 
959,700 | East & B. Afric, Tel. do Me Db., 1 08,000, гей. 1909 100 [4 % 4 z 4% 4 & 994 101 994 —1014 E к .. | 81810 
200,000 Do. 4 % Reg. M. Debs. (Mauritius Bub. 1 to 6,000 25 4 4 % 4% 4 % | 101 —108 101 —109 с s .. | 817 8 
а Globe — and түш, aes a is 0 ae ae a% n 131 — н 193 — + 104 n - 5 14 10 
, e ee os p^ TT i = 1 * Sá D P es 4 5 9 
150,000 CEA Mi ind ных Ca RENS А 10 |24 & 2496 20 % 20 & 275 — 29) 274 — 292 29 кы T 6 13 4 
an ermudas e st ort. | ш 
17,000 | Indo-European Telegraph ж oe © 95  |18 & 18 18 % |18 9 66 — 69 56 — 59 ie , .. | 6 7 1 S 
2800 Mackay Com es оа ЕА SW ue am: | 1 4205 Я = — T бо E 13 АР „ 8 9 1 | 
L) 0. um. LÀ ee ee ee ТТТ, "comi LI ee 5 9 7 
884,190 Mireoni' в Wireless Telegraph. a А ai 1 N if Ni Nil | Nil d— А i— ) 9/ 8 : | Nil 
72,680 | Monte Video Telephone Co. Ltd. Ord. ee es 1 4 Б з 6 6 1.— 1% 1 — 4 a . 5 68 
86,492 Do. do. o. 6% Pref. is 1 15 5 5 5 K 91— 33 eo ay 22 is 2s 6 8 1 
he e r e АННАН ТИСИ ЕЕН 
' e © ве oe ee TT ты А == ] 5 0 0 З 
15,000 Do. do. 6 % Cum. Ist. Pref, .. "m 10 6 6 $ 6 6 103 — 114 1102 — ul da ‘ эбе 5 4 4 
15,000 А до. 6 95 Cum. 2nd Pref. .. 10 6 6 16 5 % | 104— 114 101 — 11 10; oe oe! 4 611 
250,000 Do. do. 6 % Non-cum. 8rd P., 1 to 5 5 5 5 5% 58 — 59 hbx— 6 5th бй ы 4 611 
2,000,000 | Ро, до. 5 Deb. Btock Red. . | Btock | BA% | 8475 | 849 | 34% | 954—100} 981 2100; 987 ^" 878 
1,716,598 Do. do. Deb. Stock Red. T 100 4 4 4 41 ry 108 —105 108 —105 zs M ae | 8 16 2 
Ims Oriental Telep. and Elec. l to Bu ‚504, ally paid . e 1 6505 1 4 1 % |8 Ф 14 — 140 Vm 13 T T — 19 В 
U 0. O. um. teas 6 96 6 an fan р * oe oe ee 4 11 5 
91001 Do. do 20. 44 Red Deb. Btoe 10 „ 44 4% 4% . — 92 8) — 92 » . 4170 
ioe n & büropean Tel., 4% Guar. Debe., 1 tol 000 0 : 4 - % { Н : % K a p e ; : Е 818 5 
uter’s i zi ss X = dr 5 0 
99,100 Telephone Co. of Egypt, 43 % Deb. Red, oe | 100 КА m ie 44%, | 99 —102 ‚99 —102 m 4 8 А 
8,083 | Submarine Cables Trust. a Su «x .. | Cert, 6 6 % | 6 6 % | 128 —181 128 —181 411 7 
100,000 | United River Plate Telephone -- 5 8 Ф 8 8 18 X 66— 7 it ey 612 8 
80,008 | W. Coast of 1 1 to 80, 000 & 58, 001 to 58, 008 24 Nil | Nil | 24% | 24% | Iyk— lra 114— lik эз АЯ 4 811 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. "Tel. | 100 4 g 4 4% 14 9 | 99 —102 99 —102 8 18 5 
907,990 | Western Telegraph, Ltd., Nos. 1 to 20930. 10 7 1 1 7% | 134— H 138— 1 133 184 — 3 5 0 11 
800, 000 Do. 4 % Deb. Btock Red. s 100 US 4 4 4 95 | 101 —10 @ = ve З a 817 4 
88,821 | West India and Panama Telegraph .. T is 10 nj N Nil | Ni = = ‘ Nil 
84,568 do. 69% Cum. Ist Pref. va ae 10 6 p 8% | 6 96 8— 8 8— 8 8i 5 ИР 17 12 
4,669 Do. do. 6% Cum. 2nd Pret. ..| 10 Nil} Ni! Nil £28 | 8j—- 9i | 81— 9 “ n 290 
80,0002 Do. do. 5 % Debs., Nos. 1 to 1,800 .› 100 | 5 % 5 % | 626,56 101 —103 ui —108 | ee | Я T | 417 1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | | | 
„ анде Tratos, 10 ® Dom Сиш TALI ора nee | в% 19% | BH- BH | вн вн | 83 | * |508 
960,007 Do. 6 % Cum. Prefs., 1 to 260,007 .. 6 | 54% | 54% 59% | 51% | 6л— б 6/.— 655 6i 657 .. 494 
966,600 Do. Permanent, 6 96 Deb. Stock, 1888 100 6 6 & 6 6 | 141 —146 142 —147 4 .. a +1 418 
$85,100 | Auckland E. Trams, 5 % 1st Mort. Deb. Stock ..| 100 5 5 Б 5 % | 103 —106 103 —106 А x 41 4 
880,000 | Babcock & Wilcox, 1 to 530,000... Зри 1 20 20 20 95 |20 % - MC 11— 4 79/44 .| 71/8 —4,500 
: 100,000 | Ро. do. 6 & Cum. Pref., 1 to 100,000 is 1 6 6 „ 6 6% 1— l 93 — 14 ч! aA .. | 81310 
Дш в Aluminium, T% al to 40, 000. EN г 1 1 1 1 55 "m i това 9 56/3 s = ў B 3 : 
y в O. um. Pre oe oe 4 ^ &c ee == 
90,000 Го. до. " 6 % Cum. Pret, sx s 6 6 6 6% 16 9o 4 і 4i 4 З 6 6 4 | 
90,000 Do. do. 4% Кыса. 6 Н: HIT 4 96 8;— 4i M— 44 T as б 414 1 |! 
298,900 | Do. do. 5 % 18 Mort. Deb. Stock Red. | Stock | 6 5 5 5 % | 106 —110 106 —110 n i M 41011 E 
800000 | Do. do. % Loch Leven Deb. 100 | .. | .. | 5395 64% 97 —100 97 —100 ч Ж X 510 0 | 
"pes British ur Fail Det. Ord. Stock ..  ..| 100 |6 ; 6 % 6 $ "d 10 115 192 —116 s e j +В f 5 " 8 | 
A 5 ef. Ord. Stock , on ..| 100 5 ‘x —1L = ee аё 4i 2 
800,000 | Do. 5 % Cum. Perp. Pref, 8tock .. ..| 100 5 5 | 6 5 5 t | 104 —105 | 104 —108 T wes D x 412 7 | 
298,000 Do. ‹ lst Mort. Debs., 1 to 6,250 . 40 44% 44 4 | 349, | 101 —104 101 —104 1034 КЕ m 46 1 
3900€ | Do. Vancouver Power Debs., 1 to 2,200 | 100 43% | 44% | 4 E 4h, 100 —103 1003 кы, 103 101; | +34 |4 10 
1614 British ой; a" 95 Cum, Pret. E 10 6 6 g 16 P4 94 — i 1 — n "ӯ | wy |. : 7 ёч 2 
Я о. um. Pre РК D 0 — 4 45 — 2, t ; 
1,478,658 | Ро, do. 5 % Perp. Deb. Stock .. Stock 5 69515 & 5 96 — 09 у — 99 934 974 | 610 
528,996 | ро, do. 44 % апа Deb, Stock Red. | 100 | 44% | 44% | 4b 10% 6 — T8 76 — 78 ы e 0| 518 5 | 
100,000 | British Insulated and Helsby Cables Ве НЕ 5 8 8 10 10 H 61— 7 64— 7 61a - 92 7 2 10 
100,000 | Do. do, 6 95 Cum. Pret. й 5 6 6 6 = 6%] 6— 060 ae ee T F : 412 4 
600,00 | Ро. do. 64 % 1st Mort. Deb. Red... | 100 a 05 43% 44% | 103 —106 1103 — .. c Ši 4 411 
212,000 | British Thomson-Houston 44 % 1st Mort. Debs. .. | 100 43% 49% | 44% | 44% | 91 — 96 xd 91 — 96 xd 2s vs Ms 413 9 ) 
400,000 British Westinghouse 6 % ат о) Б Nil | Nil Nil | Nil A- u i- 3 - zx — 12 Nil | 
1,016,858 | Ро. do. 4% Mort, Deb. Stock ../ 100 4 % 4% 4 % 4 43 — 48 43 — 48 — е 8 6 8 | 
60,000 : Browett, Lindley & Co., Ord. . NS 1 Nil, Nil, Nil Su uv i5 150 Hib to A | e TIME Nil l 
60,000 |; Do. do. 6% Cum. Pref. . 1 Nil | Nil, Nil d | 5 / ex | x | Nil " 
105,781 "Brush Electrical Engineering, Ord., 1 to 105, 781 2 Nil 24% 8 | Nil 8 à „ o cus | Nil 
000 Do. do. aus cum. 6 a, Pref. S 2 6 % 6 о Кї | di 85 — 2 GR — — 390 ES se oe Nil 
125, 0001 Do. do. 44 % Perp. Deb. Stock . Stock do 45 % 1. zr Ei 5i . Ez | e 6 8 3 
125,000} Do. do. 44 % Perp. 2nd Deb. Stock.. Stock | 4 Ф 49% | 44% | 4 I P: cm б ve m 8 6 | 
000 тг Паш 54, Cum. Pret., Nos. 1 to 29,880... р ВА 4 Б} 3 ni D | — 416 3 | 
20000 Do. ( 100 43% | 44% 4% 43 101 m 101—101 i = ie 4 6 7 : 
1005 ar “able С 0 shares PRO OW» : 1550 " 5 15 5 15 Zl Bi sl 97 ы = is р P 15 
. o. um. Pre ; 5 | —10: Am tee А. ae 
B00,000 ao do. 44% 1st Mort. Deb. Stock Red. оек ne 44% eR | а. 5 un 1091 У +4, 4 m 2 
oes ees r « Т! E 1 
,000 Castner Kelner Alkali, Í 755 % 1 14 6 % 8 % 12 % | 15— 1:1 | Ih- „ 89/1) 927% 714 10 | 
215,045 44 % lst Mort, Deb. Воск 100 44% | 44% | 42% M 5 | Nep Mus iun 
1,898,610 Central London Railway, Ord. Stock. “> Stock |4 45 4% 4 4 85 — 67 E cu mu | " | F 4110 
09185 Do d Da im + in car $442 $ 00 — 53 19 — 52 5l Р 315 6 
о е [] о, oe * — Qu * ч 
1,690,000 City and South London Railway .. .. 3 Stock | 24% 13% | 28% | 28% | 82 — 33 ao. 8 | 3:7 | ee A 
* Unless otherwise stated, all shares are fully CCC aol shares are tally paid. і * А period of ning monte: 1 From Man bester Share List. | 
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Present Dividends for the 
Issue, NAME. SEU last four years, 
2 

foie ашыг a Soe tes Mort. Reg. Debs., 1 to " 

100,000 900 of 4100, and 901 to 11,000 of £50 Red. bp ! 

960,000 Dick, Kerr & Co., 1 to 960,000 ее ee ee ee 1 10 10 

,000 Do. do. 6 V Cum. Pref., 1 to 806,000 .. 1 6 6 

989,580 Do. de. 49% Deb. Stock .. .. .. ү 100 43 9 
60,000 | Dublin United Trams. (1896), 1 to 60,000 .. .. 10 6 9 
59,987 Do. 6 % Pref. between 1 and 60,000 10 6 6 6 
99,261 | Edison & Swan Utd., “ A” shs., £8 pd., 1 to 99,961 b 9 a d 
17,189 Do "A" shares, 01—017,180 ..| _ б 43% | 4 

819,475 Do. 4% Deb. Stock Red. .. | 100 4 4 4 
72, Do. 5% and De . Btock Prov. Certs. all pd. | 100 5 5 5% 

119,100 | Electric Construction, 1 to 112,100 .. 2 oP 2 4 Nit | Nil 
81,890 Do, do. 7 €, Cum. Pref., 1 to 81,890.. 9 7 1247 
95,000 General Electric Co. (1900), 5 % Cum. Pref. m 10 b b 5 

900,000 0. do 4% Mort Deb... .. | Stock | 4 4 4 
78,000 | Gt. N. & City Rail. Pref. Ord. © А” 4%, 1 to 78,000 10 4 4 4 
96,000 | Greenwood & Batley, Te Cum. Pref. a ss 10 1 1 1 
80,000 Ро. do. 6% Mort. Debs. v ee | 100 5 5 5 
40,000 | Henley's (W. T.), Telegraph Works, Ord. ..  .. Б 15 15 15 
40,000 Do. do. 4 Pref. ЕР ne 5 4 d 4 

150,000 . Do. do. 4 Mort. Deb. Btock | Stock 4 
50,000 Indis-Rubber, Сима percha elegraph Works.. 10 6 10 10 Ф 
87,500 Liverpool Overhead Railway, Ога. .. .. .. 10 |1 N à 
10,000 |t Do. do. Pref., fully paid .. 10 b b 5% 

600,070 | London United Trams. (1901), 1 to 50,007 .. iie 10 6 8 8 

899,980 Do. do. 60,008 to 100, 000 УБ 10 6 8 8 

125,000 Do. do. 5 Cum. Pref., 1 to 125,000 10 5 5 5 

1,881,000 Do. do. 4 % 1st Mort. Deb. Stock .. | 100 4 4 4 

,782,062 | Metropolitan Consolidate ex aie * ..| 100 8 1% 

9,640,914 Do. Surplus Lands .. К ..| 100 эе 
935, Do. District ae Us e ..| 100 
, 814,016 | Metropolitan Electrio Trams., Defd... $3 1 Nil | Nil | Nil 

500,000 Do. do. 5 % Cum. Pref. .. 1 Б 5 5 

850,000. Do. do, 43% Deb. Stock Red. | 100 42 4$ 44 

945,500 Potteries E. Tro. ee ee ee о е е 0 ee 1 4 4 4 

945,500 Го. 5 9% Сот. Pref. .. .. - 1 6 5 5 

945,000 Do. 44 % Deb. Stock... РА ..| 100 E 4 
87,850 Teiegrepo Construction and Maintenance .. M 19 15 15 17 

150,000! ; 49% Deb. Bds., 1 to 1,500 Red., 1 100 4 4 4 

8,599,200 | Undergd. E. R., Lon., 5 % Profit Shar. S. Nts. .. PE 5 5 5 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 il il 10 
66,666 | Do. 6% C. P., 80,001 to 80,000 & 125,001 to 141,668 | б 6 
46,404 Do. 4% 1st Mort. Deb. Stock à ee ..| 100 4 
ELECTRICITY SUPPLY COMPANIES. 

15,000 | Bromley (Kent) E.L. & P,. 1 to 15,060 we we 5 

70,000 i do. 44 % 1st. deb. stock .. 100 
80,181 | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 Б [10 1 0 
9,869 Do. do. 7% Cum. Pref. | 5 1 7 7 

886,876 | Central Electric Supply 4% Guar. Deb. Stock .. | 100 4 4 4 
80,000 | Charing Cross and Strand Electricity Supply ee б 8 5 5 
80,000 i do. do. um. Pref. 5 * 

80,000 Do. “City Undertaking " 44 95 Cum. Prt. 5 4 * d2 

445,736 à do. 4% Deb. Stock Red. ..| 100 4 4 4% 
49,486 | Chelsea Electricity Supply Ord. " © T b 6 * 4 

175000| Do. do. 43 96 Deb, Stock Red. .. | Stock | 44 % 4 44% 
70,595. City of London Elec. Lighting, Ord. 40, 001—110, 505 10 6 % | 6 6 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 .. ks 10 6 06 16 6 

400,000: Do. 5 V Db. Stk., Sorip. (iss. at 115) all pd. «а 5% 515 b 

800,000 Do. % Ind. Db. Stk., Prov. Crts., all pd. 100 a 36 | 4$ 44 
40,000 | County of Durham Electrical Power, Ord... m b 70 4% |4 2 
60,000 Do. do. do. 5 % Pref. .. b 5% % 5 5 
40,000 | County of London Electric Lighting, Ord. 1—40,000 10 44% % 5 5 
40,000 Do. do. 6 % Pref., 40,001—60,000 10 6 ¥ 16 6 

400,000: Do. do. 44 % Deb. Stock vs ‚+ 4 0 43 

400,000 Do. do. $6 2nd. Deb. Stock .. Stock % 4 4 
80,000 | Edmundson’s Electric ag" iy a Ord. Shares .. 5 7 * il il 
80,000 Do. o. % Cum. Pref. 5 |6 |8 Nil 

483,000 Do. do. 44 % 1st Mort. Deb. Stk. | 100 X 4 
10,000 | Folkestone, 1 to 10,000  .. T T ss ss 5 6 sf 
10.000 Do. 5 % Cum. Pref., 1 to 10,000 .. as 5 es 5 5 5 K 
90,000 Do. 96 Ist Deb. Stock oe 5? o] 100 Я % | 44 4 
15,000 | Hove, 1 to 18, - x x а е as 6 319 
21,000 | Kensington and Knightebridge Electric Ord. xs Б [19 % |10 10 
90,000 Do. do. o. 4% Deben. Stk. | Stock | 4 % [4 4 
10,000 | London Electric Supply Corpora kon, Limited, Ord. 8 8 0614 m 
30,000 Do. do. 0 6 % Pref. .. b 6 6 6% 
14,896 Do. do. 4% 1st Mort. Deb. Stk. Red, | Stock | 4 % | 4à 

900,000 | Metropolitan Electrio Supply. 1 to 100,000 .. ae 6 |10 065 | 8 
76,121 Do. 4 Cum. Pref. 1—71,106 .. «s Б X. 4 

920,000? Do. 4 1st Mort. Deben. Stock А se * 4 

950, 000“ Do. Mort. Deben. Stock Redem. Stock * 

960,000 | Midland Electric rporation, 44 % 1st Mort. Deb. 100 4 Of 44%, 
87,500 | Newcastle-on-Tyne, 1 to 87,500.. os si " b 8 89518 8 о 
87,500 . Do. 5 > Pref., 1 to 87,500 << 5 6 6595165 5 
10,852 | Notting Hill Electric Lighting .. T s n 10 q Ta% | 13 7 
20'000 | Oxford, 1 to 96 and 407 to 20,810 .. .. ..| 5 12157 14 
60,000 | Do. 495 Deb. Stock .. — .. se . 100 | 4 4 5, |4 4 
40,000 | St. James“ and Pall Mall Electric Light, Ота, .. Б 14496 |124% 10 10 & 
20,000 Do. do. 1% Pref. 90,081 to 40,080 5 7 e 1 1 7 

150,000 Do. do. 84 % Deb. Stock Red. .. | 100 84 8 о, 
12,000 | Smithfield Markets Electric Supply, Ord. .. a 6 4 4 е N55 
50,000 Do. do. do. 4% Deb. Stock Stock 4 4 4% 14 % 
65,000 South London Electricity Supply, А às es b 4 4 89% 14 % 

120,000 South Met. Elec. Lt. & Power, Ord. .. T а 1 Nil | 24 9496 | 245: 

111.968 Do. do. 7% Pre .. ..| 1 [7% 7% 7% 7% 

200,000 Do. . do. 4$ % 18+ Deb. Stk. | 100 Le 43 44 43% 
80,000 | Urban Electrio Supply, Ord. .. sa s e b 5 5 b 5% 
60,000 Do. до. 6% Cum., Pref. ..  .. 5 5 e b b 5 о 

900 000 Do. do. 44% lst Mort. Db. Stk. Red. | 100 43 43 43 43% 

110,000 | Westminster Electric 8upply, Ord. .. os T 5 |14 18 12 10 96 

М 81. 275 43 % Cum. Pref, ee 6 5 б tà 4 % 


Do. do. 
(Original 6 %¥—Red. to 44 % trom 81st Deo., 1906) 
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Increase or 
TRADE STATISTICS OF THE STRAITS 1906. 1907. decrease, 
| | Dollars. Dollars, Dollars. 
SETTLEMENTS, 1907. Railway and Tramway Materials.— 
From Belgium E е — 5,505 + 5,505 
Tue following statement showing the imports of electrical and » c pas Eon hes des anid T p 
other materials into the various Straits Settlement porte ш. 1907 is n 
taken from the recently issued trade statistics; the figures for 1906 a 
are given for purposes of comparison, and notes of any increases or Total 1,300 9,575 + 8,275 
decreases have been added :— i 
IMPORTS INTO SINGAPORE, | IxPoBTS INTO MaLaQca. 
1906. 1907. 5 Gas and Electric Lighting Materials. — | 
Dollars. Dollars. Dollars, From Singapore ... € 256 655 + 399 
Gas and Electric Lighting Materials.— „ Other countries . = NE Pa 
From Germany ... 1,125 3,225 + 2,100 Total u 256 55 
„ Holland ..  .. 4,190 50 — 4,140 | : Ы a 
„ United Kingdom... 155,869 179,479 + 23,610 Telegraph and Telephone Materials.— : 
United States 6,766 24,119 + 17,353 From Sin 
» t , ’ gapore ... е 619 396 — 223 
» Other countries 4,365 41,159 + 36, 794 United Kingdom... 119 136 + 17 
a 5 t i MS — = 
Total 172,315 248,032 + 75,717 pie ӨӨК ZOUDEN gii 80 90 
Telegraph and Telephone Materials.— Total is = 188 * 256 
From Belgium 56,315 18,325 — 87,990 Tramway and, Railway Materials.— 
» Germany .. а 34,045 51,941 + 17,896 From Singapore ... 5 1,937 — — 1,237 
» United Kingdom UN 234,082 104,852 — 129,230 „ United Kingdom... 12,045 — — 12,045 
» Other countries 11,571 8,414 — 3,157 „ United States e = pas 
| ———— ———— — „ Other countries 2,895 — — 2,895 
Total 336,013 183,532 — 159,481 ; ECL = 
Total 16,177 = 
Tramway and Railway Materials.— | 10077 
From Belgium 31,963 671293 + 35,160 “Machinery.— 
„ Germany we 1,745 6,560 . + 4,815 From Singapore ... ; 17,785 8,787 — 8,998 
„ United Kingdom... 118,643 144,080 + 25,443 » United Kingdom... 862 4,680 3.518 
„ Other countries ... 31,776 29,156 — 2,620 „ Other countries 595 564 * 31 
Total 184,127 246,925 + 62,798 Total 19,242 140320  — 55211 
Machinery.— Lainps and Lampware,— 
From Belgium 39,007 16,340 — 22,667 From Singapore А 6,240 6,284 + 44 
„ France 14,220 30,579 + 16,359 „ Other countries 249 700 + 460 
„ Germany 76, 666 72,177 — 4,489 — — — 
„ Holland ..  .. 52,719 36,434 — 16,285 Total 6,489 6,998 + 504 
„ United Kingdom... 688,205 1,084,563 396,358 ; 
i United энд е 161,332 102,536 T 58,796 N. B.— The average demand sterling rates of exchange were 
» Other countries 64,977 111,628 + 46,651 28 4d. in both 1906 and 1907. 
Total 1,097,126 1,454,257 + 357,131 | | 
Lamps and Lampware.— 
From Belgium v 28,615 18,689 — 9,926 
„ Germany). 203,100 248142 + 45,042 ACCOUNTS OF THE LONDON ELECTRIC 
„ Holland 2.855 560 — 2,295 | 
„ United Kingdom... 90,512 112,537 + 22,025 TUBE RAILWAYS. 
» United States 21,866 95841 + 3,975 
„ Other countries 43,686 53,991 + 10,305 . 
— — THE following tables of comparison, giving a complete 
Total 390,684 459,760 + 69,126 analysis of the published accounts for the past half-year of 
| the six electric tube railways operating in London, will be of 
IMPORTS INTO PENANG. « interest to all connected with the working of tube railways. 
Gus and Electric Lighting Materials.— esi 1 oo the enormous amount it costs to construct 
From Germany ... ... 79.426 89228 — 40,198 3 ТЫ SEL Way, 775 РОШ the most recent ones. 
„ United Kingdom... 102,920 45,691 — 57,229 е aggregate cost of these six tube railways, with their 
» United States 1,250 650 — 600 40:8 double or 81°6 single miles of railway, is 427.575, 173, 
„ Other countries 4,028 11,79 + 7,761 the average cost per double mile working out at £651,352. 
pm „ 27 This average is considerably exceeded in the саве of the 
Total 187,624 97,858 — 90,266 four most recently constructed tubes, viz., the Great 
Telegraph and Telephone Materials.— Northern and City, Baker Street and Waterloo, Great 
From United Kingdom... 780 1090 + 310 Northern, Piccadilly and Brompton, and the Charing Cross, 
» Other countries 3,705 330 — 3.375 Euston and Hampstead Railways, which are all tubes of a 
Ex feet ener greater diameter than the City and South London and 
Total 4,485 1420 — 3065 Central London Railways, as will be seen from the table. 
Machiuery.— Some idea of the enormous cost of constructing these 
From Belgium 14,865 12980 — 1,885 tubes in the Metropolis, as compared with the cost of 
„ Germany p,, 35,593 36,08 + 1,915 constructing surface railways, will be gathered from the fact 
ji es Kingdom... 332,278 pu + ил: that while the whole of the railways of Ireland, with their 
d Due UE. 3355 | | 235 ER 13/045 3,963 miles, cost approximately 413 millions sterling, these 
„ Other countries 24,140 11,175 — 12,965 815 miles of tube railways in London cost over 273 millions 
————Á— € Sterling. g 
Total 455,162 554,919 + 99,757 Coming back to Table I, the capital expenditure given 
Lumps and Lampoare.~ includes in all cases the amount expended on rolling stock, 
| | the cost of which is given separately by the City and South 
From Austria 3,390 4,000 + 610 | | | 
» Belgium 3700 4560 — 140 London Railway only. It is a matter for regret that these 
„ Germany | 45,787 43.422 — 2,365 figures cannot be shown separately by each of the other 
„ Singapore 5 6,472 2943 — 3,529 companies as well. 
n United Kingdom... 56,491 32,593 — 3 In the case of the Baker Street and Waterloo, Great 
„ Other countries ... 9,283 6,855 — ^*^" Northern, Piccadilly and Brompton, and the Charing Cross, 
Total ..  .. 125,123 93,373 — 31,760 Euston and Hampstead Railways, the capital expenditure 


dces not include the cost of a power house, as in the case . In Table II— Revenue Account—an attempt has been 


of the other companies ———— 9 te ám made to urrive as near us possible at-s true comparison. То 


In arriving at the capital value of the rent charges for make an exactly true comparison is impossible, owing to the 
leaned lines, the half-yearly rents have been capitalised at manner in which the accounts are made out, each of the 
4 per cent. per annum, and the amount of. capital still due companies having ita own particular method of making up 


to contractors has been taken from the accounta. = .— . its accounts. For instance, the City and South London 


` COMPARISON OF THE ACCOUNTS OF THE LONDON ELECTRICO TUBE RAILWAYS FOR THE HaLr-YkAR ENDED JUNE 80TH, 1908. 


TABLA. I.— CAPITAL Account. 


—— tr e — e t tanen 


Charing Cross 


Great Northern 


і Во Central Great North Baker Street | 
Description. NEC 2 a a London. and City. and Waterloo. WE еы roo 
NER MEA M 
Total Capital Expenditure at June 30th, 1908... .. | £3,135,303 £4,044,469 £2,310,762 £3,122,720 £6,768,442 45,622,177 


Add Capital value (approximately) of Rent, &., 


Obarges for Leased Lines ^ " "m 13,750 — . 606,011 186,025. 651,914 143,650 
Add Capital remaining to be expended for works f 

constru^ted m * at "n see Ме vá — — 85, 000 | 87,650 | 900, 200 646,500 

Total! . 23,149,053 | £4,044,469 22,902,373 £3,346,395 | £7,720,556 | £6,412,327 
Miles of double tunnel and line constructed and leased 81 6'9 3:5 47 | 95 81 
Oost per mile (double) es р “© TA £388,772 £586,140 £829,949 £711,999 £812,690 £791,645 
Diameter of tunnels ЕТ "^ ай 10.ft. Gin. | 11 ft. 8 in. 16 ft. #12 ft. 1 in. bere - ^u #12 ft. 1 in. 
£9:82 n 74 


#1116 


Cost per foot (double) „озю. awe тої р 2974 _ £1241 


* Mean diameter. 


TABLE IL—REVENUE ACCOUNT. 


o — — Ü 


Great МИА Baker Street Grent Northern | 
and City. and Waterloo. | Brompton. 


City and Central ' 
South London. London. 


— amea 


. Receipts = | 

Passenger... .. | #883475 £163,661 £43,556 £142,111 

Sundries, including Rente of Property. " - 5,026 9,727 2,921 573 
Total receipts .. —.. . | £86,601 | £173,388 £46,477 £148,684 £88,971 

f il ure. Maintenance of Way, &c. :— Я | 
Balarios, де... „5% Мы дш ЧЁ £70 |. £566 £45 | £175 1 5 
ermanent way .. .. de. due See 1,028 2,471 489 1,586 ' 
Signals Фо. . '450 '654 198 825 974 
Stations and building. 459 336 179 811 725 
Total!!! £2,007 £4,083 £909 23,397 £3,106 
— — „ее 
Cost of maintenance per track-mile worked ... ... £704 £179:6 £099 £83°5 £180 
Repairs and Renewals of Rolling Stock and Lifts : — 

Salaries, & 060. £50 £117 £98 £151 _ £104 
Rolling stook — es ЗЕЕ" 1,880* 3,967 667 4,904 2,917 
Иш смс o | —1 1,623 132 954 691 
Total .. .. .. | 21,930 £5,707 £837 £6,009 £3,613 
a "E M 170 238 76 225 2 

n — £169 £90 £22:5 
Number of lifts 39:5 52 145 62 xd 
Cost per lift... — £323 10:4 £154 126 
| — инш. neni 

Salaries, wages, &с. Ре 


Transport Expenses :— | 
Fuel, lighting, water, &c. ... MW i is | 
! 


i се 1,849 4,135 1,191 4, ' 
Printing, stationery and tickets. . 582 1,975 350 1,660 1,115 
Miscellaneous ea a E Se oxide | — '595 584 "203° 
Litt working ш ш о ш ол 7 50375 5,269 1,022 6,525 
energy ... 13,934 94,937 8,328 24,442 19.026 
— NEER — 
Total | £32,008 | £55,929 | £17,160 £54,038 | 42,281 
We eee 
Сов of working per lift ... iss ist i ui | — £101:3 £70:5 2105 ·2 £106 2 
ö е — 674d. 599d. 743d. d 
" perio a ө... — — 18. 7°734d. 11°996d. 18. 1:5538. | 18. 1 en 
— s oy x = 3:974d. 40184. 3:465d. 3:90 
r cent. of passenger receipts 7 | = 34°17% 39:40% . 8:03% 49 95% 
General charges 23,168 £7,272 | NL 
: : А ; £2,100 £2,032 22,248 | 
1 e | Nil 191 Nil 418 838 | 37 
Law charge Ау к re ee 34 415 47 231 209 | о 
Compensation ̃ м н н Nil 351 91 911 544 у? 
. 99 349 Ni 218 i 172 2d 
! — : 3,199 15,620 2,148 4.317 15238 — 
Total Expenditu tte æ | £42,505 £89,861 £23,287 £45,453 | £74,983 — 


: " 1 

* Includes oar cleaning ! = | 

А : à | + Included in lift workin d rt expenses. 
: Included in repairs and renewals of rolling stock. $ Includes lift repairs са eae T 
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TaBe IIIL.—NxT REVENUS ACCOUNT. 


] a City and Sou Central reet e Baker Street 
„ V c London. ^| London. [and City. and Waterloo, РосваШу anà | Easton, and 
Balance from Revenue Account ... 446, 996 £83,527 £23,190 £38,915 £73,701 432,478 
Add Net Revenue receipts :— 
Balance from December, 1907... p jas ba 1,120 10,218 380 Nil 14 Nil | 
Sundries... — .. "ur э i Nil 314 | Nil . 2908 135 68 
Total Net Revenue £47,116 £94,050 £23,570 £41,218 £73,850 £32,546 
Net Revenue Charges :— 
Debenture Interest ... m " m je £13,210 £18,023 £10,084 £13,710 £23,156 £15,910 
Rent, &c., Charge - € А bos 275 Nil 8,046 2,721 15,114 2,873 
Sundries ... Т 672% 1,911 4,520* 1,753 6,004 12,930 
Total Net Revenue Charges... £14,157 £19,934 £22,650 £18,184 £44,274 £31,713 
[d — — — E 
Balance available to meet dividends on Preference and | | 
Ordinary stocks for half-year ... ae ids BS £32,959 £74,125 £920 £23,034 £29,576 £833 
* Exclusive of renewal fund contributions. 
TABLE IV. STATISTICS. 
: E M (7 3 miles) | 
Average gross receipts per mile worked... з £12,123 £25,129 £13,279 £17,951 £15,651 £10,984 
» expenses = Wc nd £5,823 £13,023 £6,653 £9,671 £7,893 £6,974 
Net receipts ш £6,300 £12,106 £6,626 £8,280 £7,758 £4,010 
Train-miles run ... Ы. is 694 392 . 680,126 343,414 522,406 956,933 773,874 
Average grors receipts per train-mile 2/6 58d. 5/1 18d. 2/8 48d. 3/2 76d. 3/1:29d. 2/8`59а. 
» expenses с " 1/2:69d. 2/7 71d. 1/ 427d. 1/8:88d. /6:81d. 1/5:52d. 
Net receipts i А 2 /3:894. 2/5°47d. 1/4:21d. 1/588d. | 1/6:48d. 10:07d. 
Oar-miles run sai e ved *3,130,C00 | *4,100,000 | 1,024,906 1,770,126 3,742,507 2,596,526 
Average gross receipts per car mile 6°68d. 10:15d. 10:88d. 11:44d. 9:54d. 8 22d. 
` m ekpenses 5 te 3:26d. 5:26d. 5454. 6:164. 481d. . 5224. 
Net receipts И Р к iss 3:42d. 4:89d. 5°43d. 5 28d. 473d. 300d. 
Number of passengers Y е *11,550,00 19,901,750 6,875,602 12,940,801 | 17,446,477 | 12,132,639 
Value per passenger үе as iu 1:735d. 1:973d. 1:520d. 1 481d. 1 959d. 1°674d. 
С T „ 883d. 1:083d. 813d. 843d. 1:0318. 111176. 
Net receipts per passenger iy ы ке Mi 852d. 820d. 707d. 638d. 828d. 557d. 
Per cent. of expenses (lets rates and taxes) to gross 
receipts ... се» m T “© Р Pu 44:41 42 82 45°49 48°74. 45:37 58°05 
Per cent. of total expenses to gross receipts ... 48°03 51:83 50°10 54°42 10:75 63:56 
Average number of passengers carried daily ... 63,500 109,400 37,800 71,000 96,000 66,600 
» " trains run daily . ies 471 E42 539 611 553 525 
7 "n ' passengers per train ... iss 135 202 70 116 173 127 
„ » » r train-mile ... was 17 29 20 25 . 18 16 
» » cars per tra ae aie dut 4°5 6˙0 3:0 34 3'9 34 
" i „ Tun daily is iis е? 2,120 3,152 1,617 2,077 2,157 1,785 
n » passengers per car © wed 30 35 23 34 45 37. 
T " i рег car-mile ... о, 97 4'9 67 73 4°7 47 
Number of stations: " i bo T "n 15 14 6 11 22 16 
Average distance between ttatiors ...(yarde) 660:5 8674 1,026 6 752:0 7600 8910 


———_. 


— . —4—œ—ä6 — — — ———— ——À ——À 


Approximately. 


Со, does not show how much it expends on the repairs 
and renewals of its lifts or on the cleaning of its carriages, 
there amounts being included under the heading of * working 
of lifta” and “ repairs and renewals of carriages” respectively. 
Each of the other companies gives these costs separately. 
The effect of this is that no comparison can be made of these 
cots with those of the City and South London Co. © ^ — 

There are other points of dissimilarity in the accounts of 
the respective companies, for which there does not seem to 
be any necessity, and some attempt ought to be made by 
the various companies, through their accountants, to. arrive 
at uniformity in these accounts. О 

A difference will be noted between the total revenue 
expenditure shown in the table under the City and South 
London and the amount shown in the published accounts. 
This difference is due to the inclusion in the table, under 
the proper heads, of the amount charged to renewal fund 
for the half-year. | 

The City and South London Railway, on account of the 
smallness of ita “ tube,” continues to be the cheapest worked 
of all the tabe railways; the total working expenses, in 
ratio to gross receipta, being at the rate of 48°03 per cent, 
The next cheapest worked is the Great Northern and City 

Way, at 50°10 per cent. This fignre is decidedly low, 

considering the smallness of this company's receipts. Next 
In order come the Great Nofthern, Piccadilly and Brompton 
with 90°75 per vent.; the Central London with 51:83 per 
cent., the Baker Street and Waterloo with 54-49 per cent., 
and, last, the Charing Oross, Euston and Hampstead with 
63:56 per nt. | m MUT 


Great Northern | Charing Cross 


Energy.—The cost of generating energy for train 


running during the past half-year for each of the companie 
works out as follows :— | 


| Per cent. 
Company. Cost. | of gross 
. | receipts. 
City and South London £13,934 1574 
Central London a £24,937 14 38 
Great Northern and City £8,328 17:92 
Baker Street and Waterloo ...| £13,723 16:27 
Great Northern, Piccadilly and 
Brompton - .. | £24,442 16:44 
Charing Cross, Euston and 
Hampstead .. sis . . £19,025 21:38 


62350 . 
5 900d. 


In considering the above figures, the first three companies 
must be compared together, these companies having their 
own power houses, whereas the last three companies have no 
power house of their own, energy being purchased from the 
London Underground Co.'s power honse at Chelsea. | 

Rates and Taxes.—Rates and taxes are a particularly 
heavy item of tube expenditure, more especially in the case 
of the Central London Railway, where for the past half-year 
the amount expended under this heading was no less than 
£15,020, equal to 9:01 per cent. of the gross receipts, or 
£2,264 per mile of railway. None of the other railways 


approach anything 
follows :— 


like this amount, their figures being as 


p PES сс be *** Te 
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2222 E a Qvo log N. 5 19. line 9 EN 
| Per cent. per rail. should read loga N = 15,7! p. 19, „reads instruc 
Companys. Amount. | of gross way mile. Od а : | 
ore Hom of cube roots,” while extraction is meant; p. 39, 
——— puce uere [cr (г + а)? = 23 = 8 2 + 3 га? + а; this expression 
Central London Railway уз .. 15,620 | 9°01 12204 + а; р. 46, the formula for he velocity of sound 
Great Northern and City Railway  .. 2,143 4:61 | 612 | Y, | 
Baker Street and Waterloo . .. 4,317“ 568 | 919 in a gas ig expressed ag vo = Я instead of 
Great Northern, Piccadilly and Bromp- | | 1744 
ton Railway si is .. 7,528“ | 5°38 792 m ; 
Charing Cross, Huston and Hampstead | | | vo- t SP l, ——— 3 should be That 
Railway „„ um ous 4845* ODIL _58%_ l+4at (z — с) z=: 


* Exclusive of power house. 


Table III (Net Revenue Account), and Table IV 
(Statistics), need no special comment ; they gpeak for them- 
selves. — | 


— — ————ÁÁÓÁA—UááÁ— 


—À— ma 


REVIEWS. 


— ee e 


Practical Mathematics. By F. C. CLARKE, B. Sc. London : 
Edward Arnold. Price 3s. 6d. | 


In our younger days we һай the suspicion that mathe- 
matics was nothing more than a bundle of tricks ; the author 


of this treatise seems to indicate that our youthful surmise 


was not quite groundless. 

In the preface to the volume under review the author 
remarks that his aim is “іо emphasise mathematical 
priuciples rather than to form а collection of mathematical 
tricks, and to give methods to be employed in approaching 
practical problems." 'The manner in which he has endeavoured 
to achieve his purpose is thoroughly sound. He does not 
go into long and laboured proefs of some of the principles 
which he enunciates, and for the end in view there is no 
reason why he should do во; it is not 80 much the know- 
ledge necessary to prove a mathematical theorem that is 
required in practical work, as the ability to apply it to a 
practical problem. | 

The book is evidently meant to cover the requirements of 
* technical students in evening classes who take а second of 
third year's course in practical mathematics, and is suitable 
for candidates for the Board of Education’s examinations in 
Practical Mathematics, Stages II and III.” This it should 
do very well, as it seems to treat all the necessary subjects, 
but it is essential that the various typographical and other 
errors be corrected at an early date. 

Beginning at Surds and Indices, going through Logarithms 
(giving a page or two to the Slide Rule), Series, including the 
Binomial ‘Theorem, Trigonometrical Ratios and Applications 
and Equations, Mensuration of Regular and Irregular Figures, 
Graphical Representation of Functions, we reach Rate in 
Chapter XVI. This is followed by Differential Coefficients 
in the succeeding chapter, and the Integral Calculus and its 
applications are dealt with in the next two. Chapter XXI 
treats of the Position of a Point in space, Centroids and 
Moment of Inertia, and a table of Radii of Gyration of some 
simple geometric bodies is given. The two remaining 
chapters deal with Vectors and Elementary Analysis of 
Curves respectively. 

Most of these points are stated clearly and without that 
redundancy of expression so often found in text-books of 
this nature, but somehow we cannot help feeling that the 
author got tired towards the end of the book and began to 
curtail the matter. Of course, we may be wrong, but it is at 


least certain that he might with advantage have gone into 


the subject matter of the last few chapters more fully than 
he has done. Vectors, for example, are disposed of in eight 
pages and the Analysis of Curves in seven. | 

There is, however, a more serious and objectionable 
feature in the large number of errors and omissions which 
are apparent all through the book, both in matter and 
in formule. In a mathematical text-book more than in 
any other, strict accuracy in this respect is absolutely 
essential, and the author should issue an erra/a slip at once 
if he have not yet done so. A few examples occurring in the 
earlier pages must suffice :— 


p. 18, 4 == D should bea = je; p. 14, logy * == 106 
i log, ё 


is a fairly long list for the first 50 pages, and there are 
others less important which we have not mentioned. | 

On page 195 we meet а very curious statement, which 
reads thus, the motion pf a piston, if the piston rod is 
long compared with its travel, is approximately simple 
harmonic.” [The italics are ours.] No doubt the author is 
referring to the action of the connecting rod, but as it 
stands the statement is very misleading. | 

We are sorry that а book which promises well should have 
so many blemishes which careful. proof reading could easily 
have prevented.—J. D. M. 


The Law and Commerciali Usage of Patents, Designs and 
Trade Marks. By KENNETH R. Swan, B.A. (Oxon), of 
the Inner Temple, Barrister-at-Law. London : Archi- 
bald Constable & Co., Ltd. Price 68. net. 


The law relating to letters patent is at present in such a 
nebulons condition that we welcome anything in the nature 
of a popular exposition on the subject. In the work now before 
us, the author's aim has been, according to the preface, not 
only to present the existing law accurately, but also to present 
it in such a form as to be readily comprehensible to the 
layman unfamiliar with legal phraseology, and of value to 
those engaged in the trades and industries concerned with 
the patenting of inventions and the registering of designs 
and trade marks.” Further on in the preface, he states that 
4 He has endeavoured to handle the subject from a commer- 
cial as well as a legal point of view, paying regard both to 
interest of the inventor and registered proprietor on the one 
hand and of the general public on the other. | 

A perusal of the author’s work fully justifies our saying 
that he has accomplished the task which he set for himself. 
It is sometimes said of a forest that you can’t вее the w 
for the trees. So it is sometimes properly said of a law b. 
that yon can’t see the law for the cases.” This criticism 
cannot be applied to Mr. Swan’s book ; and although the 
lawyer may find it necessary to consult works which refer Ю 
more authorities, the layman and, possibly, the pem 
agent, will be content to refer to a Work which includes al 
the leading cases. NW 

In examining а new legal text-book, it 18 always 
interesting to note the author’s treatment of recent changes 


in the law. Indeed, a reviewer might well confine himee f- 


to such an examination ; for the new work is usually the 
offspring of fresh legislation. Mr. Swan’s method 0 
dealing with the changes made by the Act of 1906 эре 
to us to be eminently satisfactory. Instead of setting 00 
long and cumbersome sections, he explains their effect in E 
popular phrase than the draughtsman of an Act of Parna- 
ment can dare to use ; and in the course of а very few page 
he explains the all-important question of compulsory licence 
One expression of his opinion upon this important gu s 
deserving of special notice. After pointing out that tho : 
who seek compulsory licences must show that the reasons" 
requirements of the public have not been satisfied, he says 5 
The petitioner has still a heavy task before him. ОР; 
that the needs of the public, that is, the consuming pubis 
are not adequately met, seems to open UP an almost post 
less inquiry. To prove that the patentee 8 default !8 E 
judicial to some particular section of the manufacte s 
public, though less indefinite, presents à sufficiently ат blic- 
task to deter any but the most pertinacious and рї 
spirited.” l EN 
One other useful feature of this part of the work rem a 
to be noticed. With a view to assisting those who 
interested in exploiting their inventions abroad, 
are annexed to the patent section of the book, ton pis 
upon the subject of foreign patents and containing 8 80 


— .. AA —'————————— ——X MAG ЦЯНЬ 
vol. 63. No. 1,607, Биртвмвен 11, 1908.) THE ELECTRICAL REVIEW. 437 


of the patent laws of the United States, Germany and France. 
These chapters also inclnde information in tabular form as 
to the term, fees and conditions of working of patents in 
the more important of the other foreign countries. As the 
title shows, this work is not confined to patents. It also 
deals with the law of designs and trade marks—two subjects 
which are wedded to patent law by Act of Parliament. In 
that part of the work which relates to designs we note one 
very useful feature. On page 306 there appears a table 
showing in parallel columns certain words which have 
formed the subject of disputed trade marks. As our readers 
are doubtless aware, a word forming part of a trade mark 
may be copied in such а way as to be calculated to deceive. 
Thus the author points out that **Cocoatina" and 
“ Cocaotine ” as applied to beverages have been held to 
resemble each other во closely as to be calculated to deceive ; 
while it has been held that with regard to the words “ Туу” 
and Ivory,“ as applied to soap, there was sufficient dis- 
similarity to negative the probability of confusion. 

A good index to each part of the work oompletes a text- 


book which is well calculated to please those for whom it 


was written. 


Electrical Traction. By Ernest WILSON and FRaNcIs 
LypALL. London: Edwin Arnold. Vols. I and II. 
Price each 1 58. 

These volumes form the second edition of a book by one 
of the authors on ** Electric Traction published in 1897. 
Owing to the rapid strides made in electrical haulage since 
that date, it has become necessary to rewrite the whole work, 
thus eliminating matter which, however interesting it may 
be, can now only be regarded as historical, and at the same 
time to enlarge the work so as to incorporate the latest 


phases of the art. The work has appropriately been divided 


into two volumes— Vol. I covering continuous-current trac- 
tion, and Vol. II alternating-current traction, both single 
and three-phase, the former volume being naturally the 
larger of the two. 

In reading the preface, one is somewhat taken aback 
at the statement that there are comparatively few engi- 
neers in а position to make a decision as to which 
system should be employed. This statement is too sweep- 
ing, and needs considerable modification. Engineers who 
would be consulted on such important matters are thoroughly 
capable of examining each particular scheme in detail, and 
would make a recommendation only after giving the matter the 
most careful consideration. The books, as stated in the intro- 
duction, cover only the special apparatus peculiar to 
electric traction, that is to say, practically nothing is said 
about the generating plant. This is a pity in more senses 
than one, as there are quite a number of points where a 
traction station differs from a lighting station ; but, on the 
other hand, the work has already assumed dimensions sufficient 
for a somewhat elementary treatise. As the work is also 
Intended for advanced students, who are perhaps not entirely 
familiar with the subject, greater stress should have been 
placed on accuracy and clearness—all through the work 
there is just this want of lucidity. 

In certain portions it is made clear that the authors 
themselves are not familiar with the matters on which 
they write. Ambiguity also exists in many places 
for instance, does the list showing the extent of supply 
and traction undertakings refer to England, Great 
Britain, or the British Isles? Again, one of the 
distinguishing features of a traction motor is stated 
to be that “it is totally enclosed,” yet a page or во 
later we find that the doors (in the motor) are venti- 
lated in order to provide a free circulation of air around 
the commutator, &c. In the footnote to the para- 
graph on the choice of motors, the rating is given 
as the н.р, output giving 75° C. rise above the room 
temperature; nothing is stated about this temperature 

ing the temperature by thermometer. Laxity in the 
Phrases used is common : for example, what is the meaning of 
the © heating current” of a motor? Again, in discussing 
electric braking we are told that it is necessary to disconnect 
the supply, reverse the mo/ors, &c. ; would it not have been 

tter to say—reverse the armature connections? The 
authors are also wrong in stating that welding is a substi- 


tute for bonding; at least the Falk cast-welded and the 
Thermit welded joints should be bonded. The eccentric 
cam in the Peacock brake is not fitted to the brake handle, 


but to the spindle: and the rheostat boxes are not always 


placed under the car, although generally so; neither is it 
necessary to insulate the trolley head from the pole in a 
single-decked car. Why call the well-known Brill 21-E 
truck the Preston 21-E? The blocks illustrating the Chicago 
and Columbia bond shows fishplates with four fishbolts, 
which is liable to give a wrong impression to even advanced 
students, and the diagram, fig. 71, showing the bonding at 
a double-track junction, would certainly not be tolerated in 
England. The chapter оп “ Overhead Construction" is 
weak ; the authors appear to be under the impression that 
figure-8 wire is the same as grooved wire, whereas, 
of course, it is quite different. Fig. 101 is simply 
a shocking piece of overhead construction; even 
the anchors are shown pulling the wrong way. Fig. 
107, showing a typical section box, is incorrect, as the 
trolley wires are not put in parallel but kept separate, 
while fig. 108, which the letterpress describes as providing 
for both positive and negative feeders, does nothing of the 
sort. Tables 16 and 17 in the Chapter on “ Feeder Systems 
for Tramways” are somewhat obscure; an explanation might 
have been given as to how the figures are arrived at. The 
supplementing of the rails for the return current by means 
of unboosted cables is hardly a commercial proposition. Fig. 
144, showing a return cable with a booster having the fields 
in series with the armature, is stated to be wrongly connected. 
This is not so. The reviewer has designed several systems 
operating with these connections with complete success. 
Table 19 would give useful information, if the insulating 
material of the cables were specified. The depreciation on a 
battery is given at 6 per cent., the same as on a steam unit; 
12 per cent. would have been nearer the mark. Why is the 
heating of a motor on the regenerative system of control 
any greater than in the ordinary series-parallel control 


with rheostatic braking? There is not a very clear 


description of the difference between the yoke and nose 
methods of suspension, in fact, at times the two are confused. 
There is an inclination to lay rather too much stress 
on the possibilities of eliminating the locomotive. The 
remarks regarding shunting and acceleration are correot 
as regards local trains, but these qualities do not play an 
important part in the case of main-line trains. The formula 
2 
devised for the non-spring-borne load, viz., m + M zm 3 


does not appear to be correct as a general solution, for, 
' к? 
putting ү = 0, the factor "Kx үз becomes unity, and we 


have the non-spring-borne load (m + м) as in the case of the 
New York, New Haven and Hartford Railway, whereas 
the whole of the armature is spring-borne. Mention is 
made of manganese steel frogs for railway use, and it 
is stated that they have given good results on the Broad 
Street Terminal, Philadelphia. The writer has seen similar 
frogs at Messrs. Hadfield’s works, made, he believes, for 
the North-Eastern and London, Brighton and South Coast 
Railways, so that credit is also due to this firm. Qualification 
is needed to the remark that attention to uniformity in the 
angular velocity of the generating sets will overcome hunt- 
ing in rotary converters. Experience has proved that, 
even with turbine-driven generators, hunting is liable to 
cause trouble unless the drop between the main station and 
the sub-stations is kept within reasonable limits. 

Laxity in expression is still more prevalent in Volume II; 
thus the statement that, "In a transformer with mag- 
netic leakage there is in addition to the main field 
which threads both primary and secondary a leakage 
field attached to each of the coils" &., the expres- 
sion attached to" appears hardly correct. Reiteration 
is very monotonous, and takes up valuable space. 
A specific case of this occurs in discussing the diagram 
of the transformer with magnetic leakage, with an 
additional E.M.r. in the secondary circuit. It is stated 
—“as before let о 4 (fig. 4) represent the primary 
current, and let О E represent the additional E.w.r. in 
the secondary — these very words are repeated three lines 
lower down. Is 4 in. a reasonable clearance between the over- 
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bead construction and the profile of the maximum rolling 
stock for live high- tension wires? It ів very doubtful. 
The above faults form only a small portion of those met 
with in perusing the work. There are many more which 
might have been obviated by a more careful reading of the 
proof. In spite of all its faults, however, the work, more 
especially Vol. IT, will be found to be of considerable interest, 
and it is in more ways than one the most complete and up-to- 
date work at the present time dealing with this all-important 
subject. Vol. II can be especially recommended, as in it are 
incorporated data which it is difficult to find without search- 
ing back files of the technical Press. Both volumes are 
liberally illustrated with clear blocks and diagrams, and the 
rinting is excellent. Each volume is provided with a very 
andy and complete index. | 


Electrical Instruments and Testing. By W. Н. SCHNEIDER. 
London: Е. & F. N. Spon. Price 4s. 6d. net. | 


It is almost a pity that the majority of the books which 
deal with this and kindred subjects hail from America, and, 
therefore, describe apparatus and methods which are seldom, 
if ever, seen or used in England, while they make use of a 
technical terminology which necessitates а certain amount 
of translation as one reads. However, in the case of the 
book under review we must admit that but little difficulty 
is felt on account of the latter objection—we had almost 
said fault. 

Every student of telegraph or telephone engineering must 
at some time or other have had to make a study of 
some such work as Kempe's Handbook of Testing,” and to 
all such we can cordially recommend Mr. Schneider’s work 
as forming something in the nature of an introduction to the 
more advanced problems and reasoning embodied in the 
former. In this book the language used throughout is 
expressed in terms ав simple and direct), and the formule 
which it is necessary to employ are all led up to in a specially 
clear and concise manner, in sueh a way ав to prepare à 
student to absorb the principles underlying the application 
of any formula to parallel cases which might arise in actual 
practice. 

The preliminary chapters give an account of what 
is practically standard apparatus, and the matter therein is 
particularly good, as it contains descriptions and details of 
instruments which, in a good many cases, are only to be 
found after a more or less exhaustive search through several 
makers’ catalogues. 

Chapters V to VII contain descriptions of the various 
testa and operations carried out by means of the Wheatstone 
bridge and its various modifications, made up into portable 
testing seta such as are not frequently seen over here, 
but as the principles embodied therein are the same whatever 
the pattern of the testing set, the tests outlined are well 
worth studying for their application to the sets mostly used 
in England. 

There is à good chapter on the Potentiometer, and some 
useful data regarding condensers and cables, and towards the 
end of the book many tests are shown which may be carried 
out with a voltmeter—tests such as one does not see 
described generally in text-books, but only in the occasional 
articles and communications published in the technical 
Press. 

In the Appendix are some charters devoted specially to 
the Testing of Telegraph and Telephone Circuits. These 
are contributed by Mr. Jesse Hargrave, of the Postal Tele- 
graph and Cable Co., but whilst most interesting and valuable 
from the general information conveyed therein, are scarcely 
of practical value to the practical English telegraph engineer, 
whose operations are conducted along the orthodox lines laid 
down by the Post Office, as that administration controls most 
of the longer circuits in this country. 

We should add that throughout the book the illustrations 
os attractively good, and the diagrams very well drawn and 
clear. 


[m ue E 


Fareham Electric Lighting.— On September 2nd а 
L.G.B. inquiry was held into the application of the U.D.C. for a 


loan of £10,000 for electric light purposes. There was uo oppo- 
sitiou. 


simple and direct (we could wish that every text-book were 


THE WEDNESBURY PUZZLE. 


A соор deal has appeared in the Press, both technical and 
otherwise, with regard to the situation in Wednesbury. 
From time to time statements have been made at the 

'ednesbury Council meetings, and reported in the local 
Press, from which it would appear that the Midland Electric 
Corporation for Power Distribution, Ltd. (hereinafter referred 
to as the company ), had absolutely and entirely failed, and, 
moreover, refused to carry out the obligations under its pro- 
visional order to lay distributing mains-and supply electricity 
in Wednesbury. It is a long way back to our school-boy 
days, but we can remember the lad who said It wasn’t me," 
before he was accused ; we also know that the drom which 
makes the biggest noise does not always give the best 
music. Perhaps this may account for the apparent apathy 
of the company in generally ignoring and only occasionally 
contradicting this and other mis-statements, and continuing 
the even tenour of its way in supplying electricity in bulk 
under the terms of the agreement entered into between it 
and the Wednesbury Corporation. | 

The time has now arrived when the true situation may be 
represented :—The company obtained its provisional order 
in Wednesbury, along with several others, in 1898. Owing 
to its being the first power supply company in the country, 
and working under so many provisional orders, an enormous 
amount of preliminary and pioneer work had to be got 
through. However, in the following year specifications were 
issued, and early in 1900 orders placed for building and 
equipping the generating station at Ocker Hill, Tipton, and 
five sub-stations. ‘These were established in positions favour- 
able for giving asupply to the whole system, namely, Wednes- 
bury, Tipton, Bilston, Brierley Hill and Old Hill. Along 
with the others, the Wednesbary gub- station was built and 
equipped without delay. ‚ 

A year afterwards (January, 1901) the question of 
public lighting was raised by the Wednesbury Corporation, 
which made inquiries as to when the company would be able 
to give supply. The building of the generating station was 
then nearing completion, part of the machinery had been 
delivered and erected, and it was expected that, in three or 
four months, the station would be properly equipped. The 
mains for all the districts for which the company held 
provisional orders were in course of manufacture; the laying, 
however, had not actually commenced, but the company 
expected, in а comparatively short time, to be in a position 
to begin a supply of electricity for all purposes, including 
the supply of Wednesbury. The Wednesbury Corporation 
was informed of this. 

Immediately following this inquiry was another by the 
Wednesbury Corporation for a supply to it in bulk for 


private and public lighting. Negotiations were commen 


and in due time a consulting engineer was appointed by the 
Wednesbury Corporation, who continued the same. 

A suggestion was advanced by the Wednesbury Corpora- 
tion that it should deal only with the lighting consumers, 
leaving the power coneumers to the company. These pro- 
posals naturally led to lengthy negotiations, which eventoally 
terminated in the working agreement under which a bulk 
supply has since been given. 

As stated, the sub-station building in Wednesbury was 
completed and the electrical equipment for the general supply 
installed, and it remains to this day as evidence of the com- 
pany's determination to carry out its obligations. When 
the negotiations referred to began, the order to lay di* 
tributing mains was suspended, and on the execution of the 
agreement referred to the order was withdrawn, it being 
arranged thut the company should lay no distributing mains 
whatever in Wednesbury, but that the Wednesbury Cor- 
poration should take its supply in bulk from the company, 
and itself install the necessary distributing maine. 

These extremes form the alpha and omega of the whole 
matter. Obviously many meetings, numerous letters and 
lengthy negotiations were sandwiched in between. These, 
dat do not affect the situation. The statements which 
е пш made in the Council Chamber at Wednesbury 
ылы пш that the company has consistently 
id | аў distributing mains in the town have, there- 

‚ по foundation in fact. Had the question of public 
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lighting, and the application which immediately followed it, 
for a supply in bulk, never been raised by the Wednesbury 
Corporation, the company would have proceeded with the 
laying of its mains in Wednesbury, and the supply would 
have been available some six years ago. 

-The attitude of the Wednesbury Corporation in approach- 
ing the Local Government Board for a loan to install gas 
generating plant is too well known to be more than men- 
tioned. The plant is now in operation, and it will be 
interesting to the electrical world to watch the success, or 
otherwise, of a supply derived from gas engine-driven 
generators assisted by batteries, for general power and 
lighting. | 
Everything seems to have been straightened out now. The 
prices for power and lightiny offered by both authorities are 
almost identical. The generating plant installed by the 
Wednesbury Corporation consists of two 165-KW. dynamos 
driven by gas engines assisted by a battery. The generating 
plant of the company consists of five sets totalling over 
6,000 KW. 

The result of the competition between the two authorities 
will be watched with interest. The Wednesbury Corpora- 
tion is relying, to a great extent, on the loyalty of the rate- 
payers to support its undertaking, and the company is 
relying on its reputation and ability to give a continuous, 
constant, and ample supply of energy for all purposes in 
Wednesbury, as it has succeeded in doing for years past .in 
the remainder of its ares, comprising almost the whole of 
the Black Country, nearly 70 square miles in extent. 


TARIFF ALTERATIONS. 
A REP. Y TO Mr. HOADLEY. 
By HENRY JOSEPH. 


THE metallic filament has much to answer for. It is getting 
all the station engineers a-quaking. The А.С. men are 
already suffering from decreased revenues, and their D.C. 


brethren are terribly apprehensive lest they should follow 


suit. Meanwhile, wonderful schemes are devised for catch- 
ing the unwary consumer who uses the metal filament, and 
either making him pay more for his unit (without knowing 
it), or giving him a more or less unlimited use of the supply 
for a nearly fixed annua] sum. Messrs. Handcock & Dykes 
would make his lights jump, if be tried to use more lamps 
at a time than he had agreed to pay for: Mr. Long would 
fix his current bill in proportion to the size of his house ; 
and now Mr. Hoadley would fix his marimum possible 
demand only, and put no limit on his consumption. 

The first two with various other suggestions are on the 
principle of a fixed quarterly charge plus a low price per 
unit. Mr. Hoadley would limit the demand by means of 
sealed lamp-holders, but would give an unlimited supply for 
а fixed yearly charge. 

The present writer, a few years back, in order to save the 
cost of slot meters, tried the experiment of supplying 
cottages for 6d. per week in the summer months, 9d. per 
week in the autumn and spring months, and 1s. per week 
in the winter months. They were fitted with seven 8-C.P. 
lamps, the sitting-room having two, one of which was 
arranged, by means of a two-way switch, so that it could 
not be used at the same time as the passage light. That 
was the only limit imposed. The houses were wired free 
and a proportion of the takings set aside as interest on the 
wiring. The result was disastrous. It was perfectly 
astonishing how much current they used. It worked out at 
about 30 units per 8 c. p. per annum, which is three or four times 
аз much as an ordinary consumer uses. Of course it did not 
рау. It is generally recognised that such small property is 
best left alone. The income of the tenant does not as a rule 
permit him to pay enough for his supply, however he is 
charged, to meet the capital charges on the meters, mains, 
Wiring, services, &c., to say nothing of the generating plant, 
required to supply him. 

Mr. Hoadley would doubtless find that, unless he limited 
the consumption in some way, his average price per 


unit was far too low with any class of consumer that he 
supplied on the lines he suggests. It may be well to supply 
Some specially large consumer on a yearly contract basis ; 
some institution or other that can only be weaned from gas 
by being convinced that the costs will at least be no greater. 
The writer has obtained a few consumers in this way; a 
yearly charge, sometimes inclusive of lamp renewals, being 
offered, which is based on the kilowatts to be connected, all 
current being charged at 1d. per unit. Such a system, it is 
admitted, is not a very sound one, and does aot theoretically 
possess the advantages from the suppliers’ point of 
view of others based on the maximum demand. But in 
practice it is better, as it does not entail inconvenience to 
the consumer and is only used in very special cases. But to 
adopt Mr. Hoadley’s plan would, the writer is afraid, give 
most alarming results if he applied it to existing consumers. 
They would at once enormously increase their consumption 
—they would hardly be human if they did not—and they 
would pay no more to the supply undertaking ; they would 
not be typical men of Kent if they did. Therefore it is not 
quite clear in what way the , undertaking would gain. 
Would the facilities for unlimited snpplies of electricity be 
sufficient inducement to non-consumera to adopt electric 
light? No; the tariff would have to be framed so as to 
reduce the total cost to the existing consumers before the 
others would flock in. The writer's experience with the small 
cottages was that the average price obtained was only just 
over 2d. per unit instead of 7d. (the rate for slote), owing to 
the extravagant use of the supply, and with the larger 
consumers more recently connected on the yearly contract 
system it is about 4d., instead of öd. So it is quite clear 
that, if a tariff is to be framed for Maidstone (where the 
unit is at present 4d.) such that the existing consumers 
are to have their bills reduced, or even remain the 
same, such bills including the cost of metallic-filament lamps, 
the average price to be obtained would be extremely low. 
Therefore increased costs for generation would be accom- 
panied by a reduced revenue from existing consumers, to be 
followed, perhaps, by an increase in the number of consumers, 
also being supplied at a very low rate. This appears to be 
the fault with all such proposals, and it is accentuated in the 
plan advocated by Mr. Hoadley. The saving in meters 
would surely be more than compensated for by increased 
generation costs. The only argument in favour of Mr. 
Hoadley’s plan is its simplicity. Doubtless it would be 
popular. But would it pay ? | 

Various plans have been suggested and tried from time to 
time, with a view to making the consumer pay in proportion 
to his load factor, but the writer is strongly of opinion that 
electricity has to be dealt with in the same way as the attrac- 
tions at a fair—'* What we lose on the swings we make up 
on the roundabouts.” After all has been said and done, we 
shall come back to a flat rate for all purposes, with a sliding 
scale for large consumers, and possibly a two-rate meter for 
consumers whose demand for power or other purposes in the 
daytime is likely to be sufficient to justify the increased meter 
rental. Such a system may not be sound in theory and it may 
not be equitable, but it has the merit of simplicity. Station 
engineers are apt to believe, because they give a great deal 
of thought to electricity supply tariffs, that the consumer will 
do the same. The average man is not going to be bothered 
with a lot of complications. He likes an account that he 
can understand, and will not put up with all sorts of 
restrictions to his use of the supply. 


Sarface Condenser Orders.—The condenser depart- 
ment of Messrs. WILLANS X Roprnson’s Rugby Works has, during 
the past two months, received several important orders for surface 
condensing plants, including five sets for the Westminster Electric 
Supply Co. (per Messrs. Kennedy & Jenkin) ; three sets for Japan ; 
one set for Edmundson's Electricity Corporation; one set for the 
British Mannesmann Tube Co., Scuth Wales; one set for the 
Dewsbury Corporation ; one set for Western Australia, &c. 


German Enterprise in Constantinople.—It ів 
reported from Constantinople that the Allgemeine Electricity Co., 
of Berlin, is establishing in the Turkish capital an office and 
machinery store for electrical undertakings of all kinde. 


New Works.—It is stated that the тоги ELECTRO- 
PHONE Co., of Chicago, have decided to build premises at Coventry, 
spending £20,000 on works and machinery. 
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NEW PATENTS APPLIED FOR, 1908. 


Mg Pr e wi for this journal by W. P. Тномрвом & Co., Electrical Patent 
ts, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


17,706. me Adaptable instantaneous carrier for shedes for incandescent elec- 
trio lights and the like.” W. A. G. Нот. August Mth. 

17.730. “ Improvements in alternating electric energy integrating meters.“ 
R.KgxwEDY. August Mth. (Complete.) 


17,742. Improvements in holders of glass, porcelain, and other non-conduc- 

‘tors, for metaliic filaments of electric incandescent lamps."  LICHTWERKE 
G.m.b.H. (Date applied for under Sec. 91 of the Act, April 21st, 1908, being 
date of application in Germany.) August 24th. (Complete.) 

17.718. W in or relating to automatic electric circult-breakers.” 
А. J. Восьт, (Electrical Manufacturing Co., United States.) August 94th. 
(Complete.) 

17,750. “Improvements in or relating to oh apg positive electrodes." 
A. J. Восіт. (Allgemeine Akkumulatoren-Fabrik, Germany.) August 24th. 
(Complete.) 

17,752. "Improvements in electric switches." F. LuLixe. (Date applied 
tor under Geo. 91 of the Act, August Zlst, 1907, being date of application in 
Switzerland.) August 24th. (Complete.) 

17.772. “Apparatus to disinfect the telephone speaking tube.“ J. W. 
Macxemziz. (Telephon Desinfectoren Geselischaft, Germany) August 24th. 
(Complete.) 

17.787. “ Improvements in chains for supporting or ornamenting eleotroliers 
and the like.“ H. Сошктт and E. J. Perry. August 25th. 

17.798. '** Improvements in or relating to switches for controlling reversing 
electric motors as applied to electric elevators and the like.” J, WHITELAW. 
August 25th. 


17,771. “ Improvements in water current motors." J. Noran. (Date applied 


for under Rule 18, July 94th, 1908. An invention comprised io Application No. 
15 704, dated July Ath, 1908.) August 25th. (Complete.) 

17.806. Improved plunger connection for wiring bayonet joint incandescent 
electric lampe." Е. A. BRzexAN. August 95th. 

17.809. **Magneto-electric igniting device with symmetric polar pieces." 
T. BeRoMANN. August 25th. (Complete.) 

17,816. Electric igniter.” T. BERGMANN. August 25th. (Complete.) 

11,829. *' Additional improved means of control for petrol electric or electrio 
cars.’ W.A.BrEvENS, August 25th. | 

17.888. New or improved method of producing high-frequency currente and 
apparatus.“ R. GOLDSCHMIDT. August 25th. (Complete.) 

17,841. “Improvements in 1 telegraphic transmitters.” 8. E. РАСЕ. 
(The Telegreph Transmitting Instrument Co., United States.) August 25th. 
(Complete.) 

17,852. "Improvements relating to continuous-current motors." D. DUPONT 
and Harte & . (Date applied for under Seo. 91 of the Act, Augast 27th, 
1907, being date of application in France.) August 95th. (Complete.) 

17,886. Improved electric battery." H. Faux. August 25th. (Oomplete.) 

17.800. Improvements in and relating to G0 tective devices for electrical 
installations.”  Barrisg THomson-Hoveron Co., Lrp., and E. B. WEDMORE. 
August 26th. 

17,912. '' Series eparking-plug for internal-combustion engines.” O. D. B. 
Payne. August 26th. 

17.984. “Improvements in automatic telephone exchanges.” J. A. EATX. 
Bora. (Date applied for under Sec. 91 of the Act, September 3rd, 1907, being 
date of application in Sweden.) August 26th. (Complete.) | 

17938. “Improvements relating to novel means for producing electric 
energy." J. H. RRIxxE. August 26th. (Complete.) 

18.017. Improvements in or relating to the regulation of the speed of 
electric motors." SrzMENS BROS. Dyxamo Works, LTD. (Siemens-Schuckert- 
werke G.m.b.H., Germany.) August 21th. (Complete.) | 

18,008. ‘ Improvements in three - wire telephone systems.“ F. J. DOMMERQUE, 
August 27th. (Complete.) 

18,058. ‘Improvements іп and relating to dynamo-electrio machines. THE 
BarrisH Тномьох-Носвтох Co., LTD. (General Electric Co., United States.) 
August 2700. 

18,054. ‘Improvements in and relating to incandescent lamps and the 
manufacture thereof." W. C. ArnsEM. (Date applied for under Sec. 91 of the 
Act, September 16:0, 1907, being date of application in the United States.) 
August 27th. (Complete.) 

18,082. '' Automatic tell-tale for motor car rear lights, railway tail lamps, or 
Mehta in mines, sinkings, or any light at a distance or out of ordinary sight.“ 
Н. Hicx Ex and H. J. KipsTox. August 28th. 

18.088. Electro- magnetic arrangement fixed in nny- in- the- slot boxes for 
starting electric pianos, organs, orchestrons, andthe like instruments which are 
using self rewinding perforated music rolls.” A. P. Stone. August 28th. 
(Complete.) 

18,109. ‘Manufacture of an improved material opaque to electric radiations 
or the like.“ W. Gow. August Bth. 

18.116. Improvements in electric cells." J. SPiLioTOPOL. Aoguss 28th. 
(Cori plete.) i ' 

18,185. “New or improved variable speed alternating current motor.” R.C, 
Brack. August th. 

18,159. "New or improved device for joining cr coupling the ends of elec. 
trical cables or other wires or rods together." H. HovouroN. August 29th. 

18.165. Automatic differential circuit-breaker.” E. F. RowLEv and F. C. R. 
MAIDMENT. August 29th. 

18,172. Improvements їп and relating to apparatus for controlling the 
lighting and extinguishing of gas, the flow of fluids or the actuation oí electric 
switches, and for analogous uses at predetermined umes.” Н, W. Harkis. 
August 29th. (Complete.) | 

18,182. “ Improvements in telephones.” C. ApnAMBS-RANDALL. August 29th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Тномркох & Co., 822, High Holborn, W. C., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


1907. 


CooLixo OR VENTILATING DvwAwMo-ErrcrRnic Macuines. Н. G. Reist. 23.710. 
October Hth. (Date applied for under International Convention, October 
26th, 1906.) 

EvectricaL Water Heaters. E. J. Condon, 923,801. October 28th. 
applied for under International Convention, November Ist, 1906.) 
РойтАНК ELECTRICAL ViBkATORY MASSAGE APPARATUS. 

November 16th. 
MEANS FOR SUPPORTING THE TROLLEY WIRES ок CONDUCTORS OF ELECT 
i ‚КО ` : » nic T - 
Wars. G. R. Feather. 25,403, November 214. FUNEM 

Rotors or ALTERNATING-CURKENT MACHINES. 

and J. Birrer. 26,184. November 26th. 


(Date 


Y. Singer. 25,126. 


Siemens Bros. Dynamo Works 


ELECTRICAL IGNITION APPARATUS YOR IXTERNAL-COMBUSTION ENGINES. R. Bosch, 
trading as the firm of Robert Bosch. 96.485. November 29th. (Date 
applied for under International Convention, February 7th, 1907.) 

ALTER RNATING-CURRENT MACHINE. R. Goldschmidt. 27,260. December 10th. 

ELECTRICALLY SIGNALLING OR COMMUNICATING MESSAGES OR SIGNALS TO VEHICLES 
Вомкіко ок RAILS. W. Barnett. 97,891. December 18th. 

OPERATION on CONTROL OF ALTERKATING ELECTRIC CURRENT GENERATORS лир OF 
Motors SUPPLIED THERRBY. Н. А. Mavor and Mavor & Coulson, Ltd. 
9,950. April 29th. 

APPARATUS POR FACILITATING AND CHECKING Сори TxLBoBAPHY. A. Tracey. 
15,016. June 29th. | 
EL&kcTRIO TRANSMISSION AT A Distance. J. Mladek, W. Mladek and К. Samal, 

17,832. July th. | ' 

MAGNETO-ELECTRICAL IGNITION DEVICES FOR InTERNAL-COMBUSTION ENGINES OR 
THE LIKE. A. J. Postans. 17,468. July 80th. 

Exgorrio Cincurr Breakers. British Thomson-Houston Co., E. B. Wedmore 
and W.P. Hamlyn. 17,475. July80th. (Application for Patent of Addition 
to No. 27, 358/06.) 

TaxRMO-ELECTRIO GENERATORS. W. Fennell and W. P. Perry. 17,490. July 318. 

MARINE ELECTRICALLY-CONTROLLED STEERING GEAR. B. P. Haigh. 18,44. 
August 15th. 

RHEO8TATIC ELEOTRIO CONTROLLING SWITCHES. British Thomson-Houston Со, 
(General Electric Co., United States.) 20,897. September 12th. 

Всвк CLAMP DEVICE FOR ELECTRICALLY CONNECTING ELECTRIC WIRES AND OTHER 
CONDUCTORS, ALRO APPLICABLE FOR OTHER PURPOBES. W. Scheffler and W. 
Schumacher. 24,505. November 5th. 

Егкствіо Fuse Hol DRS. Electric and Ordnance Accessories Co. and R. F. 
Hall. 25,478. November th. 

DEVICE FOR SUPPORTING THE TROLLEY WIRES OR CONDUCTORS or ELECTRIC 
Tramways. G. R. Feather. 25,864. November 22nd. 

PROTECTIVE DEVICES FOR ELECTRICAL BYSTEMS AND APPARATUS OR CONDUCTORS. 
British Thomson-Houston Co. (General Electric Co., United States.) 
27,222. December 9th. 

JoINTING SYSTEM FOR PREVENTING THE FALLING OF THE AERIAL WIRES or ELEC- 
TRIC Tramways, A. G. Boon and F. Mellaerts. 28,494. December 27th. 

KLEOTROLYTiO CURRENT REOTIFIERS, A. S. Hickley. 17,458. July 30th. 

ELECYTRICALLY-PROPELLED VEHICLES, BOATS AND THE LIKE. P. E. Trainor. 
17,596. July Sist. уз 

ELECTRIC SwiTcH For BzRixs Licutme. H. J. Dowsing. 17,661. August Ind. 

HOLDERS OR SUPPORTS FOR TELEPHONE AND TELEGRAPH WIRES OR THE LIKE. 
W. Е. Lake (H. B. Newhall.) 17,688. August 2nd. 

Anc Lamps. Deutsche Beck Bogenlampen. 17,718. August 9nd. (Date 
applied for under Intérnational Convention, August 2nd, 1906.) 

MANUFACTURE or FILAMENTS FOR INCANDESCENT ELEOTRIO LAMPS. К. Jahoda, 
I. von Loti, S von Loti and R. Latzko, trading as Electrische Gluhlampen 
Fabrik Watt.“ 18,58. August 8th. 

METHOD or MaNuFACTURING FILAMENTS FOR ELECTRIO Lamps. O. Imray. 
(Gluhlampen Fabrik Union" Ges.) 19,157. August 28th. 

Swrron лир CIRCUIT BREAKERS FOR HicH POTENTIAL Crmacums, J. N. Kelman. 
20,110. September 9th. 

ELECTRICO BATTERY ALSO APPLICABLE FOR THE MANUFACTURE OF BULPHURIO ACID. 
L. Р. Basset. 21,475. September 27th. (Date applied for under Inter- 
national Convention, October 2nd, 1906.) 

Avromatic ELxC TRIO Ciacurr BREAKERS. A. Eckstein, A. C. Heap and D. B. 
Mellis. 21,904. October 4th. 

MEANS or ELECTRICALLY CONNECTING DyNAMO-ELECTRIC MACHINES WITH THEIR 
SUPPLY он DisTRIBUTiING Circuits. E. M. Duncan. 22,457. October 11th. 

MxrHops or Propucme ELxOrRIO OscinLATIONS. R. С. Galletti. 21,289. 
December 10th. 

ELECTRIC RESISTANCE THERMOMETERS. J. Y. Johnson. (Firm of W. C. 
Heraeus, Germany.) 27,669. December 13th. 

ELECTRICAL IoxirR RS FOR INTERNAL-COMBUSTION ENGINES. Felten & Guilleaume 


Lahme yerwerke Akt.-Ges. 27,825. December 17th. (Date applied for 
under Iuternational Convention, December 19th, 1906.) 


1908. 


ELECT&ICALLY-OPERATED SIGNALS FOR RAILROADS. H. T. Jones. 7,586. April 
6th. (Date applied for under International Convention, May 18th, 1907.) 

PROCESS FOR THE MANUFACTURE OF A MATERIAL FROM PEAT FOR ELECTRIC AND 
Heat INSULATION, SOUND-DEADENING AND OTHER PURPOSES. H. Branco aod 
G. Gumpert. 8,017. April 10th. 

DIFFERENTIAL RELAYS. Felten & Guilleaume Lahmeyerwerke Akt.-Ges. 8,29. 
AD 140. (Date applied for under International Convention, May itb, 
1907.) 

ALTERNATING-CURRENT MOTORS or THE CowMvTATOR Type. Allgemeine Elek- 
tricitüts Ges. 8,414. April 15th. (Date applied for under Internatio 
Convention, April 17th, 1907.) 

SUPPORTING Hooks ғов ELECTRIC Отож LAMP ЁзтАмЕнта, W. Schaffer. 9,479. 
May lst. (Date applied for under International Convention, May 3rd, 1907.) 

ELECTRIC Авс Lamps. H. Baggett. 9,501. May ist. 

Dynaso-ELectric MACHINES. Allgemeine Elektricitäts Ges. 9,577. May and. 
(Date applied for under International Convention, May 4th, 1907.) 

DvNaAMOo-ELEkcTRIO MachixkSs FITTED WITH COMMUTATION POLES. Siemens 
Schuckertwerke Ges. 9,637. May 4th. (Date applied for under lnter- 
national Convention, May 16th, 1907.) 

AcivATING DEVICR FOR MAGNETO-ELECTRIC IGNITION APPARATUS. Firm of 
Unterberg & Helmle. 11,432. May 26th. (Date applied for under Inter 
national Convention, December 6th, 1907.) 

Means FoR Mountino on Pores SLorrED HorLow ARMS FOR BUPPORTING 
ELECTRIC CONDUCTORS IN THE OrkN. T. Buchholz. 13,857. June th. 
(Date applied for under Rule 13, July 19th, 1907.) 

SvsPENDING Devices FoR ELECTRIC CoNDucTons, R. L. Hoffman. 1.209. 
January Isth. (Date applied for under International Convention, October 
&th, 1907.) 

CONTROL or ALTERNATING ELECTRIC CURRENT MOTORS оғ THR CoMMUTATOR TYPE 
A AT TO THE DRIVING oF MACHINE TOOLS AND OTHER SIMILAR 

UVES. ritis 10mson-Houst 20. i icitäts Ges.) 
804. Fobruur? ШШ, ston Co. (Allgemeine Elektricitäts 


ELECTRICAL CONTROL or RaiLway Tearric, W Sykes, jun., 
SAC cto fie Makin лл ic 
GONTANT BREAKER MECHANIAM FOR IGNITION APPARATUS OF EXPLOSION MOTORS. 

Soc, d'Electricité Nilmelior. 6,162, March 19th. (Date applied for under 
International Convention, November 9th, 1907.) 
ELECTRIC VENTILATOR. M. Levy and M. Mehlhose. 8,874. April 28rd. 
кы CABLE Вохкѕ or TkovoHa. Siemens Schuckertwerke Ges. £99. 
16th, 1907 "in (Date applied for under International Convention, September 


BPARKING Plus. A. Schanschieff. 1,705. January 24th. 


ear = plied амтат. E. Е. W. Alexanderson. 1,778. January 2th. 
ELEC pphed for under International Convention, January 26th, 1907.) 
I Hor M D&vicEg FoR INTERNAL-CowmUsTION Exames. Firm of 
Convention N 2th, (Date applied for under International 
No. 4,137; 1908.) er 6th, 1907.) (Application for Patent of Addition to 
ELEC 
anaes a I TAMPA, Allgemeine Elektricitits Ges. 4,762. March 2nd. 
plicd for under International Convention, March 1st, 1907.) 
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THE RETARDATION OF TELEPHONIC 
DEVELOPMENT. Í 


A STATEMENT. has been recently made by the National 
Society of Telephone Employés respecting the action of the 
company in discharging large numbers of men in view of 
the expiration of the licence in 1911. It has been alleged 
that orders for telephones werebeing refused by the hundred, 
and that discharges already approached 1,000 hands. Mr. 
Franklin, the President of the National Telephone Co., in an 
interview with a Press representative, confirmed the state- 
ment that there had been discharges, but doubted their 
being 80 numerous as alleged, and pointed out that the 


company was in no way responsible for the statement. So 


far from orders being refused by the hundred, the company 
were undertaking all the orders they could carry out. At 
present they had a smaller number of unexecuted orders than 
for many years past. That might be due to bad trade, but it 
should be clearly understood that the company were not in 
any way ceasing to give telephone service to those who 


desired it. 


We have frequently had occasion in the past to call 
attention to the need in telephone business of anticipating 
future requirements by present outlay. This need for 
unproductive plant is now sufficiently recognised to make it 
unnecessary to enlarge upon it, but the fact needs particu- 
larly to be borne in mind in considering the p.sition of the 
telephone in Great Britain in the immediate future. At the 
end of 1911 the State acquires the property of the company 
upon terms which are defined by agreement, and the terms are 
such as to require the company to consider with great care any 
capital expenditure which they may now undertake. Mr. 


Franklin stated it is quite true that there must 


be some limitation of expenditure in the closing 
years of the business, because, obviously, the company 
cannot go on spending capital which would not be 
productive within the period of the licence, and for which 
they might only receive a depreciated value. That is 
really the basis of the whole question.” He added that 
* the company were ready to do anything that was possible 
to meet the case." They only needed **to be satisfied that 
any money spent on behalf of the period subsequent to 1911 
should be recouped to the company without loss. It would 


‘be a great advantage, I think, to the Government if some 


method could be found, and probably some method may be 


found.“ 


The position of the company, as stated by Mr. Franklin, 
is obviously sound, and it may be remarked that, in the 
main, such a condition of affairs was recognised as possible 
many years ago, Mr. Forbes having drawn attention to 
it in the evidence which he gave before one of the early 
Telephone Committees. The danger to be guarded against 
is that in the assumed interests of the company as a seller, 
and the State as a purchaser, the public interests may suffer. 
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No doubt, as Mr. Franklin says, a way may be found out of 
the difficulty. The way, we believe, may be the more readily 
found if it be recognised that this expenditure in advance, if 
we may 80 term it, is undertaken by such commercial con- 


cerns a8 telephone companies, simply because it is, in the 


end, the most economical. It follows that such expenditure 
cannot be abandoned without the loss of that economy, and 
such logs wonld fall, not on the company which expires, but 
on the State which continues the service. This question of 
economy is but one item. The question of employment is 
another, and not only the limited employment which has 
made itself articulate in the last few days. But above all 


is the question of the development of the telephone service. 


We are not in this country such extensive users of the 
telephone that we can afford to have any retarding influ- 
ences at work in the next few years. The period is a 


critical one, and we hope that some meaus may be found to 


ensure that, the telephone extension. work shall be carried on 
as nearly as possible on the lines which would be followed 
if no change of ownership were in contemplation. 


WANTED: A MINISTER OF COMMERCE. 


Tur Associated Chambers of Commerce at their meeting on 
Tuesday unanimously expressed their disappointment that 
his Majesty’s Government had as yet taken no action in 

regard to the appointment of a Ministry of Commerce. We 
believe that most of our readers—especially that section 
which is more keenly interested in matters relating to trade 
—will join with us in sharing that disappointment and 
regret. Of course we all recognise that whoever may be 
President at the time, the great bulk of the important 
duties of the Board of Trade are influenced, and to a large 
extent controlled, by the permanent officials who have 
for years been engaged in that department, and 
are, therefore, thoroughly conversant with the net- 
work of considerations that have to be taken into 
account in connection with its operations, however liable 
they may be to become entangled in red tape. We have little 
doubt that a Department of this kind, if it became more 
susceptible to enlightenment and willing to accept sugges- 
tions from those who are in the thick of practical commer- 
cial effort, would be quite capable of looking after the trade 
interesta of the country were it not for the fact that it has 
so many other concerns to handle, concerns which should 
hardly come under the heading of trade.“ 

We suppose that it is in regard to matters of broad 
policy that the President is appointed from the select 


band of politicians whose shibboleths have found favour. 


with the majority at election times. You may get an 
admirable chief, who may handle that policy in such a 
way as to inspire every member of his staff with ideas 
of the urgent importance of his duties, and, at the same 
time, inspire confidence among the trading community 
outside. Me. l.loyd-George's appointment probably did 
not inspire such confidence when it was made, but it 
found fall justification in the achievements of the depart- 
ment during his term of office. We all regret his promotion 
to the office of Chancellor of the Exchequer, much as the 
honour may have been his due, but here is an illustration of 
the folly of playing battledore and shuttlecock with a 
department having to do with trade, which really at bottom 


is quite as important as national finance, for in it lies the 
root of our success or failure, and the contentment or unem- 
ployment of our peoples. The presidency of such a depart- 
ment ought not to be liable to change every now and then, 
however clamant other vacant offices may be for our best 
men. It is of all State positions one which calls for con- 
tinuity of policy for at any rate a reasonable length of time— 
we question whether it should change when one party goes 
out and another comes in, and we condemn altogether the 
practice under which it is affected when the Cabinet cards 
are shuffled. We do not mean that it should be a permanent 
or lifetime appointment, for there would be too great a proba- 
bility of things getting into a groove. The President should 
be a man oapable of interpreting in the action of his depart- 
ment, the expressed policy of his Government as dictated 
by the people. 

The question might be an interesting one for discussion 
as to what is the best combinatien of qualifications necessary 
in a President of the Board of Trade or а Minister of Com- 
merce. We fail altogether to see what benefit there is in 
having a politician, whose main characteristics are literary 
and oratorical abilities, and who knows little about trade and 
commerce save what he may have picked up on a tour of 
parte of Africa. However, time will show whether our present 
fears are justifiable, or whether, by diplomatic -handling of 


labour disagreements, and in other ways, we are to be 


enabled to avoid costly and injurious struggles, and to 
thereby benefit our national industries and our international 
trade. | 

We observe that опе of the speakers at Tuesday's meet- 
ing expressed regret that the “ apprentices in the Govern- 
ment" were placed at the head of so important à 
Department as the Board of Trade, and when they had 
acquired proficiency were moved on to a higher office. 
This, we believe, represents the sentiments of a very large 
percentage of those among us who are engaged in connec- 
tion with the trade of the kingdom. If for no other reason 
than that these changes are undesirable, and are disliked 
by the trading community, there is an urgent demand that 
the whole subject of a Ministry of Commerce should be 
properly dealt with. The voice of complaint was quieter 
when à mau of proved ability was in position, showing what 
could be done. The demand for a Minister on & more 
settled basis is louder again now that the newly-appointed 
President is about to serve his apprenticeship when he 
returns from his honeymoon. 


SowE remarks contained in a paper by 
Mr. Oliver S. Lyford, before the American 
Society of Civil Engineers, give one &n 
insight into the progress which is being 
made in converting steam-operated railways in the States 
to electrical working. ä 

There are, of course, very many electrical interurban 
railways in the States which were originally constructed 83 
such, but the converted standard steam railway comes under 
a different category, and if one may judge by the data given 
relating to the progress of such work, it does not—taking 
into account the comparative sizes of the two countries— 
appear to be making much greater headway than here. 
Seven large railways are cited as having inaugurated electrical 
operation, while five others are mentioned as carrying out 
installations. Of these lines five will be, or are, equipped оп 
the single-phase overhead trolley system, and three of them 
use 11,000 volts pressure on the trolley line ; five railways use 
the direct-current third-rail system, and others the 600 and 
1,200-volt direct-current trolley and three-phase alternating- 
current systems. The author points out that the last two 
systems have not met with general favour in the States. 
where the single-phase system has been selected by most of 
the railway companies whose decision to electrify has been 


made since the commerci 
ercial success of this system has been 
demonstrated, cu 


Electricity on 
American 
Railways. 
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In this country the few converted steam lines are all 
operating under special traffic conditions brought about by 
the d of increasing the number of trains during a 
given period, and the main line or long-distance traffic 
problem remains as yet in abeyance. This appears to apply 
to a large extent to American practice, as no fewer than five 
of the examples quoted are in connection with tunnels, and 
geveral others refer to suburban routes. 

In this country the Heysham-Morcambe- Lancaster section 
of the Midland Railway is the first, and at present the only 
single-phase standard railway in this country; and in 
deciding on its equipment the company has been generally 
credited with a desire to experiment with a view to future 
possibilities. The trolley line pressure is 6,600 volts, and 
is similar to that adopted for the London Bridge- Victoria 
section of the Brighton Railway, on which the work of con- 
version—so long in accomplishment— is stated to be nearly 
complete. 

With two standard single-phase railways in operation 
shortly, one may well hope that this system will be able to 
demonstrate its practicability to the most conservative of 
English railway officials, on whom American and Continental 
experience appears to make but little impression. 


WE have frequently commented upon 
the extraordinary differences in prices 
quoted for electrical work under advertised contracts, and 
we refer again to the subject, as it is interesting to inquire 
into the raison d'étre for such diversity. 

It is no question of Free Trade or Protection. Foreigners 
are not in it, for, in the case before us, it is a London firm 
which receives tenders ſor the same work from 16 English 
houses, the rates varying from £5,261 (accepted) to £9,634. 
The case we refer to is that of a contract recently settled for 
wiring the premises of Messrs. Selfridge & Co., in Oxford 


Street, London. 

The competitors for the work were all natives, and 
induded many well-known firms. We need only mention 
a few names to prove that it was not a contest with out- 
siders, or with newly established houses, who might take an 
important contract on low terms for the sake of advertising 
themselves. On the contrary, we fiad enormous differences 
in the prices quoted by such old firms as Rashleigh Phipps 
and Co, (£9,157), and Foote & Milne (£5,923), or Drake 
and Gorham (£8,706), and Lund Bros. & Co. (£5,990). 

Similar differences are found between the provincial firms 
who tendered ; thus, Blackburn, Starling & Co., of Notting- 
ham, asked £8,074, while the successful competitors, 
Malcolm & Allan, of Glasgow, were content with £5,261. 

Now, how do these wide quotations arise? It must be 
assumed that all the firms in question know their business, 
and that they equally we]l understood the specification of the 
Proposed work; aleo that they did not tender for the fun 
of the thing, but on strictly business lines. 

It shonld not be a question between the best workman- 
ship and materials, or the cheap and nasty, for the speci- 
fication of the-firm, or of a competent, consulting engineer, 
would deal with all that. 

What about extras? We have heard of such a thing as 
à contractor looking for his profit from variations in the 
1 and additions, but even this is a matter 

ealt wi : 
не М ith and provided for in properly prepared 
The differences are во great in the tenders we are con- 
sidering that they cannot be reconciled by the question of 
n 18 а fair margin to allow for the contractor's profit. 
etween £5.961 and £9,634 there is a difference of £4,373, 
vidis 80 per cent., so that if we assume that the successful 
peer ab a р to leave a reasonable profit, the other 
mus inci iri 

apadi ave worked upon principles requiring 
б d there are cases where specifications are applied 
in "s & deposit is required from the contractors, returnable 
ў le а of their making а bond fide tender, and there 
197 rms who offer on terms which are merely intended 
Vertising themselves and saving their deposit ; but this 


Competition. 


can hardly be the case with the class of firms in the list we 
have before us. 

It may be that some contractors are manufacturers also of 
much of the plant used, and that they derive a certain profit 
from that source, beyond the trade discounts with which 


' their competitors must be content, but such trifling differ- 


ences would not go far to make up for the great gaps 
between the respective tenders. 

We should have expected that, in the present condition of 
the trade, tenders for a contract deemed of sufficient import- 
ance to attract propoeals from so large a number of leading 
firms, would have been at much closer prices. 


0 ENGINEERS visiting the Franco-British 
Competit oie: Exhibition will probably notice the novel 
systems of gas lighting and heating on view 


there at present. These systems generally go by some such 
paradoxical title as The Safety Gas System, &c. 

In these systems the gas so much lauded is generated 
from petrol vapour, which is mixed with air, the percentage 
being somewhere about 2 of petrol vapour to 98 per cent. of 
air. The combustion of this explosive mixture sup- 
plies the heat necessary to raise a mantle to a state of 
incandescence. 

Naturally, it being a safety system, and possibly for in- 
surance reasons, the gas generator is placed ow/side the 
house. Some of these gas generators are worked by a hot- 
air engine, others by water-power, and others again by 
gravitation of falling weights. Of course, the winding-up 
of the weights entails practically no work at «ll, and is no 
trouble whatever, the law ‘of conservation of energy not 
coming in here. 

Some of these systems claim a saving over coal gas of 20 
per cent. . 

There is in one of the pamphlets the usual comparative 
table of cost, and electricity per candle-power-hour is given 
at about four times the actual cost at price per unit quoted. 


The Treatment of Iron and Steel in the Elec- 
trie Furnace. —A maximum consumption of 4 E. P.-hours is 
quite sufficient to produce in an electric farnace the same 
results as 1 kg. of coal in a blast furnace, and electrical energy 
produced by water-power at double the cost per B. p.-year 
of fuel per ton puts tbe electric furnace and the blast furnace on 
equal terms. To make, the most of electrically generated heat for 
metallurgical purposes, the apparatus must fulfil the following 
fundamental conditions: The point at which the electrical energy 
is transformed iato heat should be surrounded by a neutral 
atmosphere. The heat should be generated at the highest possible 
temperature. Contamination of all kinds should be avoided as far 
as possible, and the furnace should be designed so as to work 
continuously at full load. Working on these data, a furnace was 
evolved which is now familiar to all electro-metallurgists under the 
name of its inventor, Stassano. This will produce steel successfully 
either from low-grade iron ores or from scrap. The first of these 
farnaces was erected in 1903 at the Italian Artillery Works in 
Turin, and was designed for 200 н.р. and operated by three-phase 
current. Since then, this furnace bas been in regular operation, 
making use of the excess of energy produced by water-power during 
the high-water season, which lasts for eight months in the year. 
This results in cheap power for the production of about 23 tons of 
steel daily. The second plant was that of Stassano's steel 
works, at Turin, which is exclusively operated by electricity. 
Here there are two 100-H.P. furnaces, two 200. . p. furnaces and 
two 1,000-H.P. furnaces. The energy is furnished from the public 
supply mains in the form of three-phase currents at 21,500 volts, and 
is transformed to suit the requirements of each furnace. The works 
employs 300 men, and produces chiefly castings of iron and steel. 
This plant also utilises the excess of energy produccd from water- 
power during the high-water season. The production is arranged, 
therefore, in such a way that during there eight months one of the 
two 1,000-H.P. furnaces is in operation, while in the four remaining 
months this is idle. Some months ago a 250-н.р. furnace of the 
rotary type was erected at the Bonner Fiüser Fabric, in Bonn, 
Germany, and set in continuous operation to produce mild and 
special steel castings, This is fed by three-phase currents from the 
Berggeist- Brühl Electricity Works, which are steam-driven. The 
voltage supplied is 5,500 volts, and is transformed down to 100 
volts between phases for use in the furnace. In a recent 
article in the E. MI. I., Vol. VI, No. 8, the inventor has given much 
valuable information regarding the composition, the materials and 
products of these furnaces. From these data it is quite clear that 
iron and steel can be produced directly from even low-grade ores, 
provided cheap electrical energy is available or fuel scarce. 
Although no such furnace is in continuous operation for this pur- 
pose exclusively, it is now an established fact that electric smeliing 
can compete with the blast furnace under suitable conditions. 
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THE BRITISH ASSOCIATION MEETING 
AT DUBLIN. 


(Continued from page 413.) 


Trespay, September 8th, was not electrical in Section G. 
but the “ Laws of Flight," a paper by Mr. F. W. Lanchester, 
drew the largest gathering that the Engineering School at 
Trinity College held during the whole of the meetings. The 
subject was one of absorbing interest from both the popular 
and the engineering points of view, and Londoners no doubt 
began to wonder what would happen when surface contact 
and conduit systems ceased from troubling and motor 
omnibuses began to fly. It was quite a depressing fall that 
brought us on Wednesday down to such a prosaic subject as 
that of Urban and Suburban Transit and Methods of Rail- 
less Traction,” introduced in a lengthy paper read by Mr. 
F. Douglas Fox, which is dealt with in the following pages of 
the ELECTRICAL REVIEW. Some further papers of electrical 
interest were brought before Section A on Tuesday and 
Wednesday, and the titles of these we include in the complete 
list which is given below. 

In the Chemical Section peat came in for a good deal of 
discussion. Dr. Woltereck led off with a paper in which he 
described a number of experiments which had led him to con- 
clude that a part of the ammonia, obtained when air and steam 
are led over peat in an iron retort at about 450°, is derived 
from the atmospheric nitrogen. He also showed some 
slides of plant which he bad erected to try the process on 
a small scale. In the discussion, Prof. Ryan, Mr. Rigby, 
Dr. F. M. Perkin, and others pointed out that the 
ammonium sulphate obtained was never equivalent to the 
ammonia in the peat, only about 60-70 per cent. being 
recovered, and hence there was no justification for calling in 
the atmospheric nitrogen. ` As to the possibility of using 
the process on the technical scale, it was pointed out that 
there is not sufficient—barely any—margin between the 
price of ammonium sulphate and the cost of peat and fuel 
for raising the necessary steam. Moreover, the waste gages 
contain 6-8 per cent. carbon monoxide, too small a proportion 
to burn, but much too large in the case of such a poisonous 
gas to turn adrift. It was suggested that peat might be 
used in the manufacture of producer gas, when it would pay 
to collect ammonium sulphate as a by-product. Mr. Eller said 
that peat works were running successfully in Sweden, and, he 
thought, should do so, if on a sufficiently large scale, also in 
Ireland. Sir James Dewar thonght it would be well to put 
aside the whole idea of making ammonia from atmospheric 
nitrogen until some change took place in economic 
conditions. 

Mention ought also to be made of a very interesting discussion 
introduced in the Economic Science Section, by Prof. W. J. 
Ashley, Dean of the Faculty of Commerce at the University 
of Birmingham, on the subject of “ Instruction in Universities 
as a preparation for Commerce and Business Life." 

It now only remains to add that next year’s meeting of the 
Association is to be held at Winnipeg from August 25th to 
September lst, with Prof. J. J. Thomson as president. 
Admirable arrangements are being made for а number of those 
present to visit the farther western parts of Canada. In 
1910 Sheffield is to be the meeting place, Portsmouth at 
present being thought of as the rendezvous for 1911. 


List or PAPERS, “С. 


The following is a complete list of all papers either directly or 
indirectly of electrical interest, with a letter indicating the Section 
in which they were read. A means Mathematical and Physical 
Science Section ; B, Chemistry ; F, Economic Scicnce and Statistics ; 
G, Engineering ; I, Physiology ; К, Botany; L, Educational. 

Report of Electrical Standards Committee (A). 

arn oe Report of Committee, Discussion (G) 

ir W. Rameay on “Do the Radio-Active Gase: ati 
Belong to the Argon Series?“ (A). A 

W. Makower on The Number and Absorpti i 
"Emitted by Radium." (A). ption of the B Particles 
Prof. E. Rutherford on “The Scintillations of Zinc Sulphide.’ 


(A). 
Prof. J. A. McClelland, “Secondary Radiation“ (A) 
e address of Prof. F. S. Ripping to Chemical Section 
F. O. Lyons, Assessment of Railways for Local T ion ” 
Sir Oliver Lodge on “ Electricity in Agricultage” (F.. (F). 
Presidential address by Dugald Clerk (G). 


Gerald Stoney on Recent Advances in Steam Turbines” (G). 
Prof. Bose, The Mechanical and Electrical Responses of 
Plants” (K). - i 
Presidential address by Prof. L. C. Miall to Section L. 
Sir J. Dewar on “The Rate of Production of Helium from 
Radium." 
Report of Committee on “ Electrical Phenomena and Metabolism 
of Arum Spadices " (I). 
Report on “ Experimental Science Studies in Elementary 
Schools,” by W. M. Heller (L). 
Dr. J. W. Nicholson, The Self-Inductance of two Paraliel 
Wires" (A). 
Sir O. Lodge and Benjamin Davies on “The Measurement ot 
Large Inductances containing Iron " (A). 
Dr. J. A. Harker and F. P. Sexton on “The Effect of Pressure 
on the Boiling Point of Sulphur” (A). 
Prof. E. T. Whittaker on Tbe Extension of Optical Ideas to the 
General Electro-Magnetic Field“ (A). | 
Dr. R. T. Glazebrook оп The Photometric Standard of the 
National Physical Laboratory " (A). 
John Brown on “ Тһе Dry Daniell Cell” (A). 
Sir Wm. Ramsay on The Inactive Gases” (B). 
Prof. W. N. Hartley on ‘Lithium in Radio-Active Minerals” 
(B). 
Dr. K. е (communicated by Sir J. Dewar) on “ The Lique- 
faction of Helium " (B). 7 
Sir J. Dewar on “ Anticipations and Experiments on the Liq ue- 
faction of Helium ” (B). 
Dr. H. J. S. Sand оп “ Demonstration on the Rapid Electro- 
Analytical Separation of Metals ” (B). 
W. E. Hughes and Dr. F. M. Perkin оп “ Studies on the Electro- 
Deposition of Metals” (B). 
Capt. Н. К Sankey on The Utilisation of Peat for Making Gas 
or Charcoal (G). 
J. Emerson Dowson on “ Producer Gas" (G). 
P. W. Robson on “Suction Gas Producers ” (G). 
W. Rosenhain on “ The Study of Breakages ” (G). | 
E. Wilson on The Electrical Conductivity of Certain Light 
Alaminium Alloys, as Affected by Exposure to London 
Atmosphere” (G). | 
Prof. А. W. Conway on “ Distribution of Electricity on a Moving 
Sphere " (A). . 
н. H. Poole on “А Determiuation of the Rate of Evolution of 
Heat by Pitch-Blende" (A). NT" 
T. Royds on The Grating Spectrum of the Radium Emanaticn 
A 


|... (A). 

Dr. W. G. Duffield, “ Photographs of Arc Spectra of Metals Undet 
Pressure " (A). 

Dr. d. A. Hemsalech оп “New Methods of Obtaining the Spectra 
of Flames” (A). 

Discussion on Peat in Chemistry Section (В). Н. С Woltereck 
on The Production of Ammonia from Atmospheric Nitrogen 
by means of Peat." 

Discussion on Instruction in Universities ава Preparation for 
Commerce and Business Lite," opened by Prof. Ashley, of 
Birmingham University (F). 

F. H. Royce on “ The Causes of Wear in Motor Vehicle Machinery , 


(G). | 

M. F. Fitzgerald and J. Brown оп “ Experiments on Rotating 
Disks” (G). 

F. Douglas Fox on Urban and Suburban Transit and Methods 
of Railless Traction (G). 

W. Thompson on “ The Velocity of the Reducing Action of Electro- 
lytic Hydrogen on Arsenious and Arsenic Acids when 
Liberated from the Surface of Different Elements" (A). 


A Comparison of Existing Methods of Street 
Transport. 


Tuis is not the title of the paper read by Mr. F. Douglas 
Fox before Section G of the British Association on September 
9th, but it is shorter, and perhaps more to the point. 

We were led to expect а paper chiefly descriptive of the 
railless electric traction system, or the trackless trolley, 
which is entering upon the * boom” stage of ita existence, 
but the paper dealt very briefly with that system, and was 
concerned throughout the greater part of its length with the 
commercial shortcomings of electric tramways. We suppose 
that the author’s purpose was served just as well in this way, 
as the net result is that the trackless trolley system 18 thrown 
up in bold relief against the dark background prepared for it. 

Considered as a whole, the paper is в good one, and we 
have no desire to pick holes in it, but before proceeding to 


any critical examination, we will give its salient features in 
the form of an abstract. 


n scope of the paper is limited to a discussion of transportation 
з c for the streets of towns of moderate size. 
о whether traction with or without rails is the bettet, 
points d Eus solved by experience, but the principal technical 
оо оао роса ато аорист. capacity, speed. 
capital ex ed e while the commercial points are moderate 
с xpenditure and operating costs, including ample depre- 
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The cost of constructing tramways in Grest Britain has been 
increasing tteadily for years, and an analysis of results obtained 
on municipal tramways shows, on the whole, unprofitable business. 

A mechanical bus installation costs less than half that of an 
electric tramway, aod, although the running costs are greater, 
when everything is taken into coneideration, the tctal costs of 
tramway and petrol 'buses are about equal. 

Some 65 millions sterling are embarked in electric tramways, 
and it is useless to suppose that any motor-'bus service can dis- 
place these tramways, so the ‘buses must look for occupation 
amidst the less remunerative, because less densely populated, 
districte. 

A railway is an unnatural adjunct of a city street, interfering 
with a dense heterogeneous traffic during construction, operation 
and repair; but a rail car is superior in comfort and capacity, at 
present, to a raillers bus. 

The available statistics of motor-'bus rervices are as yet little 
more than estimates, but the following table is put forward as the 
general basis of further calculations :— 


TABLE I. 


Average minimum Actual 
remunerative average 
revenue. revenue, 
71 Corporation tramways 9˙96d. per car-mile 10 52d. 
Petrol "bus one 11°7d. 19 AL 
Electrobus T . 10 25d. » — 
Tracklevs trolley .. 7d. to 9d. „ — 


The following points in favour of the electrobus system were 
fully established by an examination into the London business after 
six months’ running :— 


1. The vehicle weighs 74 tons fully loaded, and can run 40 miles 
on one charge without distressing the batteries. ; 

2. The energy consumption upon London streets does not exceed 
that of the average electric tramcar. 
E Depreciation of parts is moderate compared with a petrol 
"bus. 

4. Bteep grades present no difficulty, and do not appear to distress 
the battery. 


The makers of the batteries are said to be quite satisfied with 
their contract to supply and maintain the batteries at the rate of 
2d. per car-mile. 

It is acknowledged that the operation of this service up to the 
time of the investigation was more or less experimental, but sufficient 
data have been accumulated to make possible the production of an 
estimate for a service maintained by 100 ’buses, and the author 
considers that this “fleet” could be run for 94d. per car-mile, 
including maintenance and depreciation. The capital expenditure 
is assumed at £125,000, and interest on this at 6 per cent. equals 
0`754. per car-mile on the estimated annual mileage of 2,400,000, 
making a total cost per car-mile of 10°25d. 

Coming now to the trackless trolley system, it is stated that the 
firet Continental Jine was built in 1901, and that there are now in 
operation seven in Germany, one in France, and three in Italy. 

The Mülhausen Corporation appointed a Commission to report on 
three proposals :— 


1, A very cheap form of electric tramway. 
2. A service of benzine ‘buses, 
3. A railless traction line. 
And the following table presents a digest of the estimates: 


TABLE II. 
Benzine Trackless 
Tramway. 'bus. trolley. 

Total cost З ... £62,530 £23,581 £25,050 

Cost per route mile £9,260 £3,500 £3,700 
otal operating coste, includ- 
106 repairs, renewals, de- 
preciation and 4 per cent. 

Interest on capital 7:30d. 9:454. 5184. 


It is to be remembered, however, that the capacity of the 
ibid was to be considerably greater than that of the other two 
These figures are useful for comparison between themselves, but 
must not be applied to other than German conditions, though the 
author Proceeds to state that such a trackless system would pay in 
ngland with the smallest revenue earned by any Erglish tramway, 
even after allowing for the higher rate of wages in this country. 
The adoption of the electrobus or the trackless trolley depends 
n whether overhead wires are allowed, and whether the traffic 
will be heavy enough to cover the extra cost of batteries, but in 
any case the two aystems should be viewed as complementary, not 
ав antagonistic. 
п analysis of municipal tramway statistics shows how this 


system of transpo д | cB | 3 
S^undness :— sportation bas overatepped the limit of commercia 


TABLE III. 
Capital expenditure upon 71 undertakings ... £27,213,674 
Gross income, 197 6,361,860 
Operating coste, 1907 3,833,370 
et income, 1907 2,528,160 
Bu Deductiong— 
Interest £801,906 
Sinking fund 641,074 
Income-tax 39,012 
Depreciation 528,733 
Sundries B 76,753 2,187,478 
Net surplus... £340,682 


Of these 71 undertakings 20 showed deficits, 36 showed surpluses 
and 15 showed an even balance. 


TABLE ТУ. 
Percentage of 
Percentage of capital 

Net income. expenditure. 
Interest 31 90 2'945 
Sinking fund isi ius 25°55 2 355 
Income tax oT n Bos 1:55 . 0143 
Depreciation " m is 20 60 1°945 
Sundries ... ae К a 7:00 0°650 
86:60 8:038 


The surpluses of the 36 towns were disposed of as follows :— 


TABLE V. 


Percentage of 


Percentage of 
capital 


Net income. expenditaro. 
Carricd forward ... vis 2:25 0:209 
Reserve... pis "m TN 2 10 0:195 
Relief of rates 13:27 1:230 


and the entire surplus of 71 undertakings is equal to about 14 per 
cent. on the capital cost, but on 30 tramways, totalling more 
than 500 miles of single track, no allowance was made for depre- 
ciation. 

The size of a town does not always govern the financial success 
of ite tramways, although the larger usually pay. 

The capital expenditure of 55 undertakings, having combined 
traction and lightiug stations, varies from £10,630 to £37,210 per 
route mile, and from £7,516 to £920,728 per mile of single track ; 
and in 16 towns having separate stations the figures range from 
£17,750 to £46,300 per route mile, and from £10,888 to £23,514 per 
single mile. The great variation is chiefly due to permanent way, 
road widenings, and legal charges. 

The “route length factor" is the miles of route per 1,000 head 
of population, and the table gives approximate averages for 
British tramways. As a rule, this factor is in inverse proportion to 
the size of the town. 


TABLE VI. 

Population. Route length factor, | Population. Route length factor. 
20,000 0:180 to 0:220 120,000 0:113 to 0:139 
40,000 0:162 ,, 0:198 140,000 0:105 ,, 0:129 
60,000 0147 „ 0:179 | 160,000 0099 „ 0121 
80,000 ve 0134 „ẽ 0170 180,000 0 094 „ 0:155 

100,000 0:123 ,, 0:150 200,000 0:090 ,, 0°110 


The next table gives a rough approximation to the average 
journeys per head per annum for towns of various sizes. 


TABLE VII. 

Population. Riding habit. | Population. Riding habit. 
20,000 wis -— 50 120,000 888 nce 89 
40,000 ira sei 65 140,000 ies a 93 
60,000 ба кз 75 160,000 iss rds 95 
80,000 Tr m" 81 180,000 vix sei 974 

100,000 awe К 86 200,000 iA сёз 100 


And for each 100,000 more add 123. 

That this table cannot be applied to a new case indiscriminately 
is shown by considering the examples of Lincoln, population 
55,000, riding habit, 27; Maidstone, population 13,000, riding 
habit, 91; but Glasgow, population 1,000,000, riding habit 213, 
coircides nearly with the author's figures. 

The average fare per mile ranges from 0:36d. to 1 Od., this varia- 
tion having no relation to costa of construction or of operation, and 
probably £100,000 per annum is given away tothe general travelling 
public because of the inadequate tariffs in force. Units per car- 
mile vary from 0'88 at Keighley to 2:08 at Burnley ; cost per unit 
varies from 0 32 at Leeds to 214 at Lowestoft; cost of energy per 
car-mile varies from 0 37 at Glasgow to 3:032 at Burnley. 

We transpose the following sentence from the beginning to the 
end of the paper as being the more fitting position, in view of the 
author's probable design. ; 

“The peculiar facility with which by the trackless trolley system 
both passengers and goods traffic can be handled over the same 
Jine, renders it probably the most economical system of highway 
transportation yet devised." 


If we felt at this time that, the universal system of street 
traction required any further assistance on our part to keep 
it on its legs, we should make a great deal of the ve 
obvious defect which stares out of Mr. Fox's paper. While 
flaying the very bones out of our municipal tramways with 
the lash of a thousand figures, none of which we are pre- 
pared to dispute, he holds before us as a means of salvation 
an extremely meagre array of data, which appears to have 
been built up by faith alone. 

We have never hesitated to announce our antipathy to 
many phases of municipal trading, and we are only too well 
aware how unsound are the majority of our municipal 
tramways when dissected by the knife of the financier, and, 
Heaven knows, we are none too sanguine of the commercial 
prosperity of tramways owned by many a publie company, 
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but we are not at all prepared upon the evidence put 
forward by Mr. Fox to endorse his opinion that our towns, 
however large, would have been as well served by electro- 
buses or by trackless trolley cars. Nor do we find ourselves 
agreeing with his statement that rails (as laid in these 
islands) are an unnatural adjunct of a street,” or that the 
сагв which ran on them “interfere with the dense hetero- 
geneous traffic.” 

They аге no more unnatural than the pillar box at the street: 
corner or the clothes which the author himself wears, although 
we admit that both may be unnatural enough when referred 
to some earlier standard. The cars, moreover, do not inter- 
fere with, but are part of the street traffic, and on that 
account interference is a mutual and indistinguishable 
factor. We might suggest, too, that the exchange of one 
tramcar holding 50 people, for two "buses of any variety 
holding 25 people apiece, would not lessen this mutual 
interference. 

Mr. Fox's paper is valuable for two reasons, and it must 
have cost him a great deal of labour and some thought. 
First, it will focus the minds of those who have not lost the 
requisite adaptability, on the fact that our tramways, having 
been hampered from all sorts of reasons with a great deal 
of useless capital, are being brought year by year to a point at 
which they will not be able to pay their capital charges. 
Probably that state of affairs is ‘entirely unavoidable, and it is 
a matter of vital importance to all ratepayers that the causes 
should be not only diagnosed but cut out. Chief among 
them is that canker of cut-throat fares which is sapping the 
good life from every system of transport in the country, down 
to the donkey on the sands. 

Secondly, Mr. Fox’s paper ought to make us speculate 
upon the possibilities which lie before the perfected railless 
vehicle. Every system has its field, and we have not been 
behind-hand in expressing our belief that independent or 
semi-independent mechanically-propelled vehicles will prove 
to be of the greatest value as pioneers to the cheaper forms 
of light railway, which themeelves may be superseded in turn 
by a fully developed electric tramway or railway service. 

Battery traction has been given so many chances under 
such widely differing conditions that we candidly admit our 
scepticism as to the success of the electrobus on anything like 
a universal scale ; nor do we think it во suitable for suburban 
or isolated country districts, as, for instance, some form of 
petrol, or petrol-electric vehicle having no batteries. 

Nothing whatever will be gained, and much may be lost 
to the Railless Traction Syndicate, by reaching up to hit at 
electric tramways. All the energy which they might put 
into that conrageous but unprofitable sally would be much 
better placed in the fight which they must have with more 
or less kindred systems. They should remember that Mr. 
Fox's statement that the trackless trolley system has a 
peculiar facility for handling both passengers and goods over 
the same line is incorrect, inasmuch as this facility is shared 
by every system of transport that we know, therefore his 
conclusion that the system is probably the most economical 
yet devised is worthless. 

They should remember also that powers to open up the 
public and private roads for the purpose of planting poles, 
laying feeder cables, and erecting switch pillars, all of which 
they must expect todo in England, are not going to be 
obtained for nothing, or without invoking the aid of 
Parliament and the local authorities. 

The only material thing which is not common to railed 
and railless street traction is the permanent way, and we 
shall expect the test of time to inform us more accurately 
than anyone can do after the experience of comparative 
estimates compiled by a Commission of German Town 
Councillors, аз to the difference which the absence of an 
approximately ideal rolling surface makes to a number of 
trolley "buses running over unprepared country roads of 
average contour. 

We shall expect to hear that the depreciation of overhead 
equipment and rolling stock is largely in excess of that on an 
average tramway and the permissible speeds will be less, 
and the standard of comfort will be lower. 

In spite of what may seem to Mr. Fox and his colleagues 
ill humour on our part, we wish to express again, ani to 
express emphatically, that we look forward to the day when 
country roads at least will be equipped with trolley wires or 


their equivalent, and every farmer, large or small, can reach 
his market at а fraction of the cost, and in a tithe of the time, 
to which he is accustomed now. 


The Production of Cheap Power by Suction Gas Plants. 
By Рнпллр W. ROBSON. 
( Abstract of paper read in Section G, September 7th, 1908.) 


In the two years which have intervened since Pr.f. Dalby first 
described the suction gas producer before this Association, the 
demand for such apparatus has shown a steady and continuous 
growth both in this country and abroad. 

There are several reasons for this, the chief of which w- 
doubtedly is that the modern gas engine and suction producer can, 
in fact, give power to gmall users and to large users for factory and 
electric driving more cheaply than it can possibly be obtained by 
other means. To illustrate this point I have selected three typical 
cases where the load demand and general requirements are widely 
different, and in each case the figures given represent average 
ascertained costs over at least a 12 months period of working. 


ASCERTAINED TorAL POWER Costs wITH NATIONAL Gas ENGINES. 
| r 


Case A. Case B. се 
Cement works. | Weaving shed. factory. 


— — 


-— — 


Size of installation in B. E. p. 450˙0 300`0 | 20°0 
Average workiog load, B.H.P. 360°0 220˙0 7˙8 
Total B. H. p.-hours per annum 2,726,000 610,500 | 21,200 


Initial total cost of installa- 
tion (including founda- 


tions) gss аз £4,230 £2,640 £230 
Total annual charges : г в d. £L s. d. £ в d. 
Interest and depreciation ... 423 0 0 264 0 0 25 0 0 
Repairs and sundries 25 50 0 0 30 0 0 3 10 0 
Fuel ... Ее М .. 1.298 4 8 135 "4 2 15 11 0 
Oil e ds ЕЕ ..| 135 3 10 10 0 0 #90 
Water (taken from canal in В" 
cases А and B) js — — 7 
Attendance, & з. 423 17 4 135 0 0 | 12 10 0 


| 


2330 5 10 574 4 2 65 16 0 


Total ... T ОТР 
Total cost per B.HP.-hour ... | 0`2054. 0:225d. 0 7434. 
Equivalent cost per Board | | 
of Trade unit "E 0 245d. Q97d. | 0794. 


of 90 per cent. efficiency in cases A nnd B, and & motor of 80 per cent. in aye 
the rate of charges for such current would have to be those stated to give à 
equivalent cost per B.H.P.-hour also mentioned above. If, however, the e 
charges in respect of the motors and electrical installation generally are | 
this rate would have to be greatly reduced to equal the gas engine installato 
in economy. 


The significance of the above figures will be appreciated from 
the fact that if in case A current was taken from a public supply 
at d. per unit, the total cost of the same would be £4,708 per ап. 
Ав the actual working costs with suction gas are £1,907, the differ. 
ence between the latter and the cost of electricity at the assume 
low rate of 4d. per unit represents a saving of £2,801 per annum un 
favour of the gas power installation. This saving would entirely 
defray the initial total cost of the latter in a little over 18 months. 

Nor can it be said that this economy has been obtained at the 
sacrifice of reliability, for, in the weaving ehed referred to, the 
engine has been started up punctually every morning without fi 
and the only stoppage in 12 months was that due on one occasion 
to a heated connecting rod brass. In the case of the cement works 
rotary kilns are being operated, and the engines are regularly run 
for periods of from six weeks to two monthe night and day without 
stoppage. Ав І have said, these cases are typical. 

Up to the present, for reasons which will be explained later, 
suction producers have only been made to work on a comm 
scale with non-bituminous fuels, such as anthracite and coke, 
both of which are easily obtainable in the industrial centres of the 
kingdom. In England, Welsh anthracite was obtainable until two 
years ago for about 20s. per ton, at which figure there was no diff. 
culty in obtaining the much advertised “ 10 B K P. for 1d.” in fuel 
cost. With the rise in the price of anthracite, gas plant makers 
adapted their apparatus to work with gas coke, which can be bonght 
at from 10s. to 15s. per ton, and as the consumption of such coke 12 
a well-designed producer need not exceed 25 per cent. more than 
anthracite for the same power, it will be seen that it is in any case 
more economical to use it. In Scotland, suitable anthracite can be 
obtained at from 108. to 158. per ton, and the local supplies of 
anthracite in most of our colonies aud in France and Spain are now 
е ои used for suction producers, whilst in other 

untries charcoal is plentiful and com tively cheap. Speaking 
generally, therefore, the fuel Problem both . 1 
now presents little difficulty to those who have carefully studied 
g matter. 

n order to get the highest working efficiency, the steam supply 
ee еа во that the temperature ot the fire in the pro 
Aoc Aa igh as possible without making excessive clinker, 

g that a richer gas thereby results, and the reversible re- 


иы co 


Vol. 63, No. 1,808, Ввртимвив 18, 1908. THE ELECTRICAL REVIEW. 


447 


actions tending to the destruction of carbon monoxide are avoided. 
Prof. Bone and Mr. Wheeler recently demonstrated the truth of 
this statement in an exhaustive series of experiments on a Mond 
producer. The fuel used contained 78 per cent. of carbon, and by 
varying the amount of steam in the air blast from 0'45 lb. to 
155 lb. of steam per pound of coal gasified, the efficiency of the 
producer, including the steam for blowing engine, was found to fall 
from 778 te 665 per cent. Similar comparative results may be 
expected from a suction producer, and this drop of efficiency would 
appear to be due chiefly to the influence of the reversible reactions 
referred to. The efficiency of a good suction producer varies from 
85 to 90 per cent., according to the conditions under which it is 
worked. 

The importance of properly proportioning the steam supply will 
be appreciated ; otherwise, the best results cannot be obtained, and 
this is one of the points to which further attention might with 
advantage be given by gas plant designers. Given a properly 
designed producer, however, the conditions of highest efficiency can 
be automatically and continuously obtained, without the slightest 
trouble, week in and week out, whilst the plant is being worked by 
an ordinary attendaht. 

In all suction producers directly connected to the engine and 
automatically regulated thereby, successful working depends also 


upon the absence of апу serious restriction to the flow of gas from 


the furnace to the engine cylinder. If there isa restriction for any 
reason, the weight of charge drawn into the working cylinder of 
the engine is reduced, and a loss of power results which may make 
all the difference between success and failure. 

The very simple form of generator and scrubber in the ordinary 
suction plant using non-bituminous fuel, makes it possible to avoid 
undue restriction; even when gas coke or poor anthracite is used, 
each of which yields a certain amount of tarry matter and conse- 
quently requires the addition of a suitable tar extractor to the 
scrubber, the suction pressure can be kept sufficiently low to 
prevent the volume of charge becoming unduly diminished. 

From these remarks it will be understood that simplicity in all 
directions is the essential condition for successfully working any 
producer by the suction effect of the engine, and, this being so, the 
difficulty of treating bituminous fuels in the simple type of pro- 
ducer will be appreciated. Bituminous fuels contain upwards of 
30 per cent. of volatile matter, which dis‘ils off at such tempera- 
tures as are found in the upper part of a suction producer; thus, 
if the coal container were charged with this fuel whilst the pro- 
ducer was at work, a considerable proportion of the volatiles would 
be distilled and would pass away along with the gas made in the 
lower part of the furnace before this fresh fuel reached the active 
zone of combustion. Now, of these volatiles, 6 per cent. and 
upwards is tarry matter, which condenses out as the temperature of 
the gas is lowered in the scrubber and gas mains. These latter 
would quickly become clogged up, and, in addition, so large a 
proportion of tar would be carried forward to the engine that the 
successful working of the latter would be vitiated. It is this tar 
difficulty which is the chief trouble to be dealt with in making a 
successful suction producer to work with bituminous fuels, for the 
addition of extra cleaning apparatus to extract the tar in a suffi- 
cient degree would necessarily have the effect of greatly increasing 
frictional resistance to the passage of the gas from the generator to 
the engine, and would otherwise destroy that simplicity of arrange- 
ment which we have seen to be essential. 

Attention has naturally been turned, therefore, to various methods 
by which the tar trouble can be eliminated, with the hope that it 
might prove possible to transform the condensable tarry vapours 
into fixed gases in the generator, so that the difficulty of tar ex- 
traction and additional cleansing apparatus generally could not 

arise at all. It is, however extremely doubtful whether a success- 
ful solution of the difficnlty will be arrived at by these methods. 

ere would seem to be no reason why the furnace of the pro- 
ducer should not be devised in sucha way that the volatiles are 
absolutely burnt out after being distilled, the heat of this com- 
bustion being afterwards recovered by the decomposition of steam, 
In practice a gas of about 150 B. H. v. caloritic value might reason- 
ably be expected, which is quite suitable for engine work. By 
such a method the tar would undoubtedly be eliminated, whilst the 
efficiency of the system would be high. ‘There are several designers 
at work on producers of this character, and when the proper propor- 
tions and other practical details are understood, a considerable 
measure of success may be hoped for; the simplicity of the cooling 
and scrubbing arrangements under this system gives good promise 
of the feasibility of evolving a practical suction plant for use with 
ituminous fuels. The ordinary plant, however, for gas coke or 
lo HER may still be expected to hold the field for units up to 

Reviewing the present position of suction plant combinations as 
dd of deriving cheap power, I think it is now generally 
th mitted by those who ‘have looked carefully into the matter that 

саша made іп respect of their convenience, economy and 
reliability are well founded. It is becoming increasingly recog- 
а by leading electrical engineers that it is exceedingly difficult, 
fro in many cases impossible, to supply current for power purposes 

m central stations at rates sufficiently low to favourably com- 
р with the cost to the consumer if he generates his own power. 
E: а comprehensive paper read before the Institution of Electrical 

Dgineers, Mr. Snell has emphasised the present inability of 
ч noy undertakings to meet a large demand for power at 
quuciently low rates to hold their own with users’ own plants, and 
5 bis remedy to mean the remodelling of central power 
ат the writing down of the capital expenditure already іп- 
electri m connection with them, and the elimination of independent 
installa ty stations in` the smaller towns in favour of a central 

tion supplying a group of towns, 


Bo far as the British Isles are concerned, all power must be derived 
from coal, which is almost our only source of energy at the present 
time. The fundamental problem, therefore, is to utilise the heat 
energy of the fuel as efficiently as possible at each point of applica- 
tion, and when power users, both small and large, have at their hand 
in suction gas plant installations a simple apparatus for so doing, 
which is practically as efficient as the largest central station plant, 
the latter is at a great disadvantage when heavy distribution charges 
have to be added to the cost of power production at the station. 
With the foregoing important considerations underlying all problems 
of power supply from a central source, there would appear to be no 
pressing need for heavy expenditure on the part of public bodies 
in order to provide cheap power for manufacturers. I venture to 
suggest that these facts are of special importance in the case of our 
municipalities which already have to meet such numerously heavy 
and greatly increasing monetary demands in connection with those 
objects and undertakings for which in any case they must accept 


responsibility. 


On the Measurement of large Inductances containing Iron. 
By бів OrivER Lopas, F. R.., and BEN;zAMIN Davies. 
Section A.— Abstract. 


We have had occasion lately to measure large inductances, up to 
and above 100 henries, with core consisting of sub-divided iron in a 
nearly cloged circuit, as used for certain telegraphic purposes with 
very weak currents. Since the inductance may vary rapidly with 
strength of current, it is necessary in any measurement to imitate 
the conditions of practice, and to determine the inductance as a 
function of current under those conditions. To this end we have 
designed a maximum-amplitude galvanometer, consisting of a well- 
damped coil moving dead beat inastrong magnetic field, and attached 
to a mirror s0 that the amplitude of its excursion can be observed. 
It can subsequently be calibrated by means of a steady current 
giving the same deflection. The inductance to be measured is con- 
nected up in series with the galvanometer, and with a specially 
designed alternator of small power and known frequency p/2z, 
giving a sinuous or simple harmonic current. A switch allows the 
inductance to be suddenly replaced by a non-inductive adjustable 
resistance в’; and when under these conditions the same oscillation 
is produced in both caser, then the self-induction is cqual to that 
equivalent resistance divided by the frequency constant; or 
р = в'/р. The strength of the current involved in this measure- 
ment is known by imitating the deflection with a known steady 
current; and the main measurement consists simply in observing 
the deflection caused by the sine-alternator, at a measured fre- 
quency, either with the inductance, or with the adjustable 
non-inductive resistance, indiscriminately. It is to be understood 
that the ohmic resistance of the wire wound on the self-induction is 
low, If not, a correction must be applied for that, which is easily 
done, since „/ (в? + p? 12) = в’. 

The following empirical expression is found able to give the self- 
induction of a nearly closed magnetic circuit excited only by very 
weak currents, since for such currents it is found to be practically 
constant— 

NEE. 
(о + 4% ' 

where л is the number of turne, a the width of the airgap in 
millimetres, and the other quantities are constants to be determined 
by experiment: though a will naturally be nearly 2. In an actual 
case of a nearly closed magnetic circuit the following values were 
found— 

a = 1'99; b = 0'47; 

k = 18; and g = 0'1. 


Results. 


The result of this method of measurement applied to inductance 
coils of this type shows (1) that measurements based on a deter- 
mination of the square root of mean square of current would serve 
fairly well for low magnetising forces ; (2) that the self-inductance 
of such coils is for weak currents nearly independent of frequency, 
or, say, for all frequencies up to about 20 per second, when the 
magnetising force does not exceed 04 с.а.5.; (3) that the self- 
inductance of a nearly closed msgnetic circuit is a definite and 
dependable function of the width of the air-gap for moderate 
currents and frequencies. 


Results of some Physical Observations taken on the National 
Antarctic Expedition, 1902-1904. 


Ву L. С. BERNACCHI. 
Section A.— Abstract. 


Tum winter quarters” of the ship Discovery were situated in lst- 
77° 50’ 45" S., long. 166° 44’ 30" E. The magnetic and other 
physical observations conducted on the shore close to the ship 
extended over a period of nearly two years. 

The Discovery winter quarters” were to the south-east of the 
south magnetic pole, the mean absolute declination being about 
152° E. The regular diurnal variation of declination is five or 
six times ав large as that at Kew. The extreme positions are 
reached at about 9 a.m. and 7 p.m., and are totally different to 
those customary. The horizontal force at winter quarters" is 
about a third of that at Kew, but the range of the diurnal 
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inequality about 50 per cent. greater than at Kew. The most 
т peculiarity in the diurnal inequality in all the elements 
is the large size of the fundamental or 24-hour Fourier “wave” 
as compared to the harmonics of shorter period. 

In order to determine the position of the south magnetic pole by 
means of all the declination observations taken at winter 
quarters,” sledge journeys, and at sea, the results have been 
plotted, and the direction of the magnetic meridian as indicated 
by the observations extended towards the magnetic pole. These 
lines of direction intersect within a spase triangular in form. The 
radius of the circle inscribed in the triangle measures about 38 
geographical miles; the centre of the circle indicates the 
probable position of the pole, and is in lat. 72° 50’ S., long. 156° 
20’ E. 

All the inclination results were plotted on a chart and lines of 
equal inclination drawn, from which the probable position of the 
pole was indicated to be in lat. 72° 52’ S, long. 156° 30’ E. The 
agreement between this position and that determined by the 
declination results is remarkable, and may be considered as corro- 
boration of the results. 

The mean of the two positions, viz., lat. 72° 51’ S., long. 156° 
25’ E., is, in all probability, a close indication of the centre of the 
polar area. 


PATERSON PURIFIERS AT THE 
SUMMER LANE GENERATING STATION, 
BIRMINGHAM. 


THE original generating plant installed in the Summer Lane 
Station of the Birmingham Corporation (see ELECTRICAL REVIEW, 
October 26th, 1906) was provided with mechanical grease separators 
fitted in the exbaust trunks above the condensers of the generating 
sets. Owing to the unsatisfactory experience with these separators, 
it was decided to install Paterson purifying plant to deal with the 
exbaust from seven 2,500-H.P. Belliss engines, a proceeding which it 
appears has resulted in the satisfactory removal of every trace of 
oil from the water. 

The Paterson standard oil eliminator of to-day varies in- 
appreciably from that described and illustrated by us on page 391 
in our issue of March 10th, 1905, but the Birmingham installation, 
on account of i's size, entailed special arrangements. The condensed 
steam from the hotwell is discharged into a receiving tank, and 
from thence flows through the Paterson patent automatic measuring 
and chemical supply gear, similar to that described in our previous 
article, which supplies the reagent in accurate proportion to the 
amount of water passing. After thorough mixing in the mixing 
trough the stream is divided and flows into twin reaction tanks, 
where the bulk of the black oil separates out, and can be overflowed 
to the drain at intervals. The water then flows into Nos. 1 and 2 
wood fibre strainers, each measuring 25 ft. x 10 ft. x 5 ft. 

The semi-purified water overflows through bell-shaped draw-off 
pipes to the mains leading to the quartz sand filters. Where 
the highest degree of purification must be uniformly maintained, 
the quartz sand filters are absolutely essential; inthis installation 
there are four filters, each of 9,000 gallons hourly capacity. When 
the quartz sand becomes choked with impurities, it is cleansed in 
place by agitating with compressed air from the air injector and 
flushing the impurities over into the waste gutter, and from thence 
to the drain. The filtered water from each filter passes through an 
inspection box, so that its condition can be seen at all times by the 
attendants before it overflows into a feed pump suction tank over 
the pump house. 

The whole of the installation was carried out during the regular 
working of the station, and was brought into use without interfering 
with the operation of the plant. 

The cost for chemical reagents was guaranteed not to exceed 4d. 
per 1,000 gals.; actually, ac:ording to a statement by Mr. R. A. 
Chattock, city electrical engineer, Birmingham, the figure for the 
month of June was '169d. i 

The guaranteed drop ia temperature of the water was not to 
exceed 10° F., between inlet and outlet; the drop witb normal 
working was found to be less than 5° F. As, however, certain 
steam traos discharge into the wood strainers, the actual outlet 
temperature is somewhat above the inlet temperature. 

Samples of the water tested by the local public analyst show 
no trace of grease in the treated water. The whole of the ins‘alla- 
tion was carried out by the Paterson Engineering Co, Ltd, of 
Amberley Hoase, Norfolk Street, W.C. 


а (( 
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Westminster Athletes,—The country roads between 
Ruislip and Hanger Hill, Ealing, seemed to have been taken 
роз» :взіоп of by the WESTMINSTER ENGINEERING Co. last Saturday 
afternoon. Stimulat:d by the recent Marathon race, some of the 
young and active employés of the company determined to show 
what they could do in this way, and a race between the above 
pointe, exactly 10 miles, was organised. The actual starters 
numbered eight, although a much larger number entered, and six 
of these finished the course, the official times being:—No. 1, Bird, 
1 bour 2 minutes; No. 2, Curtis, 1 hour 2} minutes; No. 3, Weller, 
1 hour 4 minutes; No. 4, Plimley, 1 hour 5 minutes; No. 5, 
Norman, 1 hour 11 minutes; No. 6, Gaskin, 1 hour 16 minutes, 
The record time for the distance is 57 minutes, во the performance 
Is а very creditable one. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY ccnnot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Peat and Lignite. 


The contributor of the article “Peat and Lignite: 
Canadian Government Report on their Future,” in your 
issue of September 4th, has been good enough to mention 
my Dame in connection with the matter, so perhaps you will 
allow me space for a few notes. 

I have not had an opportunity of reading the report in 
question: but I have before me the pamphlet on The 
Ekenberg Wet Curbonising Process," praise of which, as I 
gather from your article, ia the feature of the report. 

The cover of the pamphlet bears the motto or legend : 
* Peat converted into Coal." I do not, however, propose to 
discuss—for, indeed, upon the data before me I am not 
competent to discuss—the question whether the “ coal " во 
produced can compete with mined coal in Canada, or in 
any specified locality. 1 will admit that it can do so, under 
certain conditions as to local fuel supply and cost of carríage, 
and that Dr. Ekenberg's discovery enables man to do, in а 
few hours, what Nature, in her leisurely fashion, took possibly 
millions of years to effect, and I heartily congratulate him 
upon a remarkable scientific, and apparently practical, 
accomplishment, probably widely applicable commercially 
under certain conditions. 

I do not think, however, that it helps us toward a com- 
mercial solution of the problem power from peat,” because 
it does more than is required, and does it at too high a cost 
in money and fuel. The cost of conversion of ‘ Peat into 
coal" by the system is stated to be 8s. 9d. per ton of 
(apparently) anhydrous peat, exclusive of interest on а 
capital cost estimated at £1 per ton of output per annum, 


and it also appears that one-third of the total bog mass is 


burnt to get, macerate, carry, pump, carbonise, and briquette 
the remaining two-thirds, which is the net available pro- 
duct—and this cost is prohibitive. 

Fortunately the commercial solution of the problem 
* power from peat does not require the prior conversion of 


‚ “peat into coal " ; but only the much simpler and much less 


expensive abstraction of 75 to 85 lb. of water for every 10 lb, 
of anhydrous peat in the original bog stuff containing 9010. 
of water to every 10 lb. of anhydrous peat. This Nature 
does every moderately fine summer for the meagrely 
equipped bog-cutter, in a few months, by the natur 
agencies of drainage and evaporation, and only fails when 
continuous excessive rainfall keeps undoing the work. 

To me the problem presents itself thas: How in the 
cheapest possible way can we arrange that drainage and 
evaporation shall have the fullest possible play upon the 
bog mass, at the same time that the effect of rainfall is 
minimised or nullified, and how can time be best made an 
ally ? 

I think that attempts at solution along the lines of 
“conversion of peat into coal” are not promising, because 
too costly, and that success lies in quite otber simpler and 
cheaper devices than the maceration, pressing, carbonisation, 
electric treatment and what not, to which these attempts al 
such conversion have given rise. 

This, | may вау, is not an opinion suddenly arrived at, 
but is deliberate and the resült of much consideration and 
investigation in preparation for a paper on the subject. 


| Thomas Tomliason. 
Dublin, Seplember 10th, 1908. 


Auto-Transformer Installations. 


With reference to Mr. б. Clifton’s letter on this subject in 
your issue of the 4th inst., from practical experience, | am 
in a position to state that a large percentage of the wiring 
(in the areas of undertakers who supply alternating current) 
is unsuitable for changing over to 25 velts unless the con- 
sumer 18 prepared for— 


1. The tluctnation of the light which undoubtedly takes 


& 


place as lampe are switched on und off. | 


— — 


—— 


corte — 
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2. The possible invalidation of his fire-insurance policy, 
due to the wiring being inadequate. 

3. The risk of a burn-out of the transformer, which would 
result in all lights being extinguished until a new transformer 
could be supplied. 

When auto-transformer installations are tried, I find that 
instead of the consumer being satisfied by substituting 25-volt 
lamps, there is a tendency (and quite natural, because the 
light is insufficient) to increase the lighting by adding lamps 
here and there. 

The cost of purchasing and fixing an auto-transformer, 
and the consequent loss occasioned by the magnetising current 
being registered continuously on the meter (unless a 
switch is fixed, which, after the first few weeks, is found 
to be a nuisance and is seldom used) shows that it is not in 
the consumers’ interests to fix the apparatus when reliable 
16/½5-C. P. 100- volt metallic-filament lamps can be obtained 
at about 28. 6d., and those for bigher voltages and lower 
candle-power will, I understand, be placed on the market 


shortly. 
B. W. Н. 


Replying to Mr. G. Clifton, who asked in last week’s 
REVIEW for information re practical experience with metallic- 
filament lamps and auto- transformers, we have pleasure in 
stating tbe following facts. 

We believe we were the first firm in these islands to install 
metallic-filament lamps of low candle-power and voltage on 
a practical scale. We experimented with them early in 1907, 
and having satisfied ourselves as to their economy, &c., 
placed an order for 10,000 Osram lamps of 25 volts, 10 and 
l6c.P. We designed and built the transformers ourselves, 


having special regard to the open-circuit losses, which we . 


kept very low ; so much so that, with few exceptions, the 
meters do nob register them. This is of great importance, 
seeing that the transformers are never switched off. 

During last winter we manufactured and erected some 

hundreds of transformers from } to 3 KW., and installed over 
17,000 Osram lamps, with an average saving to our customers 
of 66°6 per cent., the lowest recorded being 62:8 per cent. 
We have in all cases replaced 16-с.р. carbon-filament lamps 
by 16-c.P. Osrams (which are rated in Hefner candle-power), 
and 8-C.P. carbon lamps by 10-с.р. Osrams. Where the 
original lamps were larger than 16 C. P. each we increased the 
number of lamps. 
In practice we found the illumination given by the 16-c.r. 
Osrams was quite as good as by the carbon lamps replaced, 
being decidedly better in a number of cases. This was no 
doubt due to the whiter light emitted, and also to the fact 
that the carbon lamps fall cff in candle-power very rapidly. 
The majority of those we replaced, although nominally of 
16 C.P., were not giving more than 12 or 13 C.P. when 
removed, 

Where shop and house lighting are combined we use an 
auto-transformer with two tappings, giving 100 and 25 volta 
respectively, and enabling us to use the large lamps in the shop 
and the small ones in the house, &c. It is obvious that 
being able to use a smaller unit of light in lavatories, 
passages, &c., is of great importance. 

These 25-volt lamps also partially meet Mr. Sowter's 
remarks in the same issue re the first cost of lamps, and we 
may further say that all our customers are satisfied that after 
allowing for all renewals there is a clear saving of at least 


90 per cent. 
The Ampere Electrical Co. 


s per Н. F. CLAYTON. 
Dublin, September 8th, 1908. 


Are Electrical Engineers Doomed ? 
I consider it my duty to warn my brother electrical 


engineers that our livelihood is to be torn ruthlessly from us 


by the dynamotor. | 

This wonderful invention, so I am informed by a friend 
Who attended the last meeting of shareholders, and was 
good enough to give me the annual report, which I enclose, 
vill (80 says the inventor) for a capital cost of £300 supply 
sufficient electricity for the entire lighting, heating, cooking 
and power at the Hotel Cecil at a /o/«! running cost of £5 
per annum. 


These dynamotors, it is claimed by the inventor (Mr. 
Frost) who has been working on the patent for 20 years, 
can be made in any size, the capital and running costs being 
in proportion to the output. 

So far as I can gather, the inventor uses a few dry cells 
to “excite” the dynamotor, which in turn drives the 
dynamo, and there you are —50 н.р. from віх cells; oh! 
во simple. 

The confidence of the public seems marvellous ; even 80 
much so that £1 shares are reported to have changed hands 
at £25 each, and the secretary is said to have offered at the 
last meeting to buy up any number of £1 shares offered at 
£10 each. 

You will notice by the balance-sheet that the premiums 
on these wonderful shares, which have never paid a dividend, 
are sufficient to pay all the yearly expenses. 

I am told that there were several “ electrical experts at 
the meeting. I wonder what they have to say on the 
matter? Perhaps they are keeping it dark, and buying up 
dynamotor shares ! 

If you can enlighten me on this matter, or find me a more 
certain occupation, you will relieve the anxious mind of 

Jos, Powaall. 

London, N.W., 

September 9th, 1908. 


[The balance-sheet, in type-writer characters, is dated 
February 29th, 1908, and shows a capital of £6,796 
158. 4d., of which £5,000 has been paid to the vendor. It 
is audited by two of the directors—Messrs. M. de Moro and 
H. Hawkins—and was to be submitted to the fifth ordinary 
general meeting at the works, Homerton, on September 2nd. 
Comment on the scheme outlined by our correspondent is 
superfluous.—Eps. E. R.] 


Re Country House Fires. 


With reference to the most disastrous fire at Burley-on- 
the-Hill, which occurred some three weeks ago, we had 
recently installed the electric light there, embodying a self- 
contained plant, and you may be interested to know that I 
saw my client last week, when he told me that the instal- 
lation we had carried out was a wonderful, advertisement 
for the electric light. In his interview with the. various 
newspaper reporters, he pointed out that all the electric 
lamps were dlight through the dense smoke in the various 
parts of the house, with the result that they enabled many 
valuable pictures and relics to be saved. It was not until 
the flames finally consumed the whole of the electric 
lighting tubes and fittings that the light was extinguished. 

You have no doubt read in the daily papers that the 
fire was caused by the heat generated from a modern boiler, 
the flue of which had been inserted into the ordinary chimney 
of a room in the basement, and that it therefore set fire to 
the wooden beam which is generally known to exist in old 
country house chimneys. 


London, S. W., September 11th, 1908. 


Leo Sunderland. 


Electrie Lifts. 


In your issue of the 11th inst., you have an article dealing 
with Automatic Lifts,” in which a correspondent points 
out a very serious disadvantage from which these lifts 
suffer," the defect being that the cage cannot move unless 
the landing doors are closed. This defect is just one of the 
safeguards of the automatic lift, and, moreover, in a properly 
constructed automatic lift the doors must also be self-closing, 
otherwise the lift becomes useless if the last occupant leaves 
them open. Further, it is always essential that the person 
in the cage should have control, and for this reason, it is 


usual to fix a spring floor so arranged that the moment the 


passenger steps into the cage, his weight works a small 
concealed switch, which at once puts out of action the push- 
buttons on all the landings. By this means, from the 
moment the landing door is opened to receive the passenger 
until that moment when he allows the landing door of tlie 
floor he alights at to close behind him, no other person can 
interfere with the movement of the cage. 

As regards the speed of lifts of this type, the difficulty of 
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travelling faster than about 140 ft. per minute, is to find a 
means of stopping without too much of a jerk. As it is 
usual to stop at floor level, one must rely on the. brake 
coming into action the moment the sutomatic switch cuts off 
the current, and it therefore follows that the greater the 
speed you are travelling at, the greater will be the stopping 
jerk. If the brake could be adjusted so as to allow for a 
certain amount of slip, this difficulty could be overcome, as 
in the case of a lift controlled by a hand switch in the 
cage, when it is possible to cut off the current a foot or so 
before reaching the landing level thus allowing the cage to 
come to rest gently. But what has to be taken into con- 
sideration with the automatic lift is that the load is con- 
stantly varying, while the travel of the arms actuating the 
switches does not vary, and therefore very careful adjust- 
ment of the brake must also be taken into consideration, 
otherwise the cage would only stop at floor level with certain 
loads. It mut be remembered that, in small lifte, the 
variation of the load is in very large proportion to the total 
weight of the cage. 
The Titan Lift and Electric Co. 
REGiInaLD W. SELBY. 


London, W. C., Seplember 12th, 1908. 


Tariff Alterations. 


I have read Mr. E. E. Hoadley’s article under the above 
heading with the greatest possible interest, particularly as 
the opinions expressed therein entirely coincide with my 
own. 

Some time since I formulated a scheme for dealing with 
very small consumers on precisely similar lines. I realised 
that the difficulties of supplying cottage property, where, 
perhaps, only three lights are required, were very great. 
First, there is the difficulty of getting tenants or their land- 
lords to spend money in wiring the houses; secondly, the 
expense of purchasing meters on the part of the supply 
authority and the cost of meter line by the consumer ; and, 
third, the trouble in getting these small consumers to pay a 
quarterly account. | 

I, therefore, realising the profitable nature of the business 
of supplying these small consumers (always provided that 
the capital cost incurred in so doing can be kept at a low 
figure) formulated a scheme whereby small dwellings, 
having a rateable valne of £15 per annum or under, should 
be wired for three 35-watt metal lamps free of cost and a 
weekly rental of 18. to be charged and collected weekly. 
An agreement would have to be entered into whereby the 
consumer agrees to take a supply for not less than one 
year, and that all lamp renewals after the initial installation 
be made by the consumer. The cost of connecting and 
wiring would not excced 40s. per house. Thus we should 
secure а certain revenue of 528. per annum for a capital 
outlay of 408. 

Unfortunately, however, it is often difficult to persuade 
a local authority to depart from the beaten track and to 
enter into a scheme which has not been carried out 
successfully elsewhere, whereas, the directors of a company 
having а financial stake in the concern are not quite во 
conservative, with the result that companies can frequently 
point to a larger lamp connection per capita than muni- 
cipalities. At any rate, my scheme was not adopted, on the 
ground that consumers taken on under these conditions 
would “ use the light night and day." One gentleman, a 
grocer by trade, clinched the argument by suggesting that 
if he sold, say, butter, on similar terms, he would soon 
be bankrupt. 

What is wanted by атпа] undertakings is revenue, and, 
as Mr. Hoadley truely says, a consumer charged by meter 
considers he has no check on the supply authority. Whereas, 
if he undertakes to pay a fixed charge, he knows exactly 
what he will be called upon to pay, makes provision to do 
во and ів satiefied. 

As the question of netting small consumers is of para- 
mount importance to many undertakings, I trust we may 
hear the opinions of other engineers on this subject. 


1 Wm. J. U. Sowter. 
Electricity Works, Bray. 
Seplember Tth, 190%, 


Metallie-Filament Lamps. 


I cannot agree with the closing paragraph of the letter in 
your issue of 4th inst., which says that the makers act con- 
trary to their own advice about making up in the future 
what they lose in the present. List prices and discount are 
not 80 important to chief engineers of supply stations as they 
are to contractors who have to gell single lamps, deliver by 
messenger and charge to customer at list price. The con- 
tractor has, therefore, greater risks than the resident 
engineer, 

Makers are not so open-handed towards contractors as 
your correspondent affirms they are to resident engineers; 
they are more given to refusing any compensation whatever 
to contractors for lamps which have blackened rapidly or 
given out, prematurely. 

But then the contractor is only a contractor, and 
makers like to keep well within the good graces of resident 
engineers by having their lamps used for public lighting, by 
which & good advertisement is secured for the lampe, and 
thus the makers look to the orders which come later from 
the contractors to make good out of the latter's pockets, by 
refusing to replace wasters, any logs they may make by 
replacing defective lamps supplied to resident engineers. 


Scrutator. 


With reference to Contractor's" letter, which appeared 
in a former issue, re the profitebleness in dealing in the 
above, our experience is that such business has not paid us. 
We have had to buy these lamps in lots of not less than 50, 
sometimes 100, and on arrival they had all to be tested to 
see if any were faulty. To do this took time, and time 
means money. There was also the return carriage on faulty 
ones, and, even after returning, the makers refused to replace 
them. On being asked their reason, we received a reply 
stating that they could not do so owing to the lamps having 
the “filaments broken mechanically.” Ол querying what 
they meant by this, we were met by the lucid (?) explana- 
tion that “they did not show signs of having broken 
electrically." No contractor can afford to lose the price of 
from six to one dozen lamps on every 50 he purchases, which 
has been our invariable experience. We wonder how long a 
contractor could keep a customer by such treatment, and by 
not replacing lamps that failed prematurely ? 


Another Contractor. 


[Several letters have been received too late for insertion. 
—Eps. E. R.] 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Тһе “ Streetlite ” Fitting. 


Messrs. CUTLER, WaBDLE & Co., Lro., of 35 and 37, Dickinson 
Street, Manchester, have sent us particulars of their “ Btreetlite " 
fitting. The metal top is made of heavy span zinc, finished in 
black enamel or oxidised copper; a round disk is fitted at the 
bottom, covering the whole of the opening immediately above the 
glass portion. A #-in. iron tube screwed into the disk passes 
upwards through the top of the lantern, and to this is attached & 
coupling for suspension from a bracket, so that the weight of the 
lamp is removed from the top of the metal part to the disk. The 
latter also carries the holders in a vertical position, and by fitting 
close to and joining the globe is made to act as a reflector. The 
upper portion of the globe itself for a space of 3 in. is opal, 
so that the whole of the lamp immediately above the bulbs and 
surrounding tbe upper part becomes a reflector, the shape of the 
globe being designed for this purpose. For ventilation а 14-12. 
hole is made in the bottom of the globe, four small vents are made 
in the disk, and four vent holes are made in the top immediately 
below the coupling; these are covered with a cap which allows 
free ventilation, keeps out all weather and ornaments the lamp. 
The whole interior of the metal body is left for connecting tbe 
conductors without joints by using 5-amp. cut-outs, ceiling roses or 
connectors. The over-all size of No. 3 Streetlite,“ for four lamps, 
is 13 in. diam. x 17 in. high. 


Simplex Watertight House Service Fuse-Box. 


In answer to the demand for a perfectly watertight fuse-box of 
good construction, SIMPLEX Conpurts, Lro, Birmingham, have 
designed the box shown in the accompanying illustration. It is of 
the usual form, but the addition of a lip on the cover and а circular 
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india-rabber band allows of a watertight joint being made between 
the cover and the box itself. The most novel departure in connec- 
tion with this is the arrangement for fastening, which is by means 
of a screwed key, with which the necessary pressure on the rubber 
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Fic. 1l.—SrMPLEX WaTERTIGHT Fuss-Box. 


band is obtained. The box is suitable for use with conduit up to 
lin. in diameter, either socket or screwed, and a small window is 
provided for inspection purposes. | | 

Simplex standard enclosed fuses are used with this box, and all 
robber parts are carried on porcelain bases. Three external lugs 


are provided for fixing. 


Spiral Spring Conveyor Belt Idler. 


In a discussion on belt conveyors reported in the Journal of the 
American Society of Mechanical Engineers, Мв. E. G. Tomas 
describes a new form of troughing idler pulley for conveyor belts ; 
instead of the usual cast-iron pulleys, a flexible roller is used (fig. 2) 
consisting of a spiral spring, 5 in. in diam., rotatively supported in 


Fic.2.—SpPrarL SPRING ROLLER rok BELT. 


horizontally pivoted bearing boxes. The spring, under the weight 
of the belt and its load, stretches and sags to a smooth curve of 
approximately circular shape, and the belt bends to a troughed 


І 
Ето. 3.--Влгт, BEARING ғов END оғ SPRING. 


form in contact with, and supported by, the spring across its entire 
width. As the spring is of the same diameter throughout, there is 
pure rolling contact at all points between the spring and the belt. 
The spring has about two coils per inch of belt width. 

In all cases the spring is designed to have such strength that 
when the belt is ing its maximum load the area of the cross 
küren of the load will be the same as that of the ordinary 35 deg. 

‘pulley idler, so that the two forms have equal carrying 
capacity, Under any less load than the maximum the depression 
ud spring and the bending of the belt are less than the extreme 
thane pivots of the bearing boxes permit them to accommodate 
1 J lves to the varying direction of the pull of the spring as it 
зы depressed more or less by the changes in load, and as the strain 
24 Hie g is chiefly that of thrust, ball bearings are used to 
advantage, as shown in fig. 3. 

By the use of this idler, the curvature of the belt, instead of 

ШЕ concentrated along certain longitudinal lines, is equally dis- 


tributed across ite entire width, and the degree of curvature is so 
small that wear from this source is practically eliminated. The 
weight of the spring is much less than that of corres nding cast 
pulleys, and the power required for its rotation in ba bearings is 
much smaller than is needed for the usual flat bearing with grease 
lubrication. The cost of lubrication will be reduced to that of suf- 
ficient light oil applied at long intervals to keep the bearings free 
from rust. In the conveying of material containing large masses, the 
spiral spring idler has important advantages, and because of its 
elastic character, will receive no damage from the shock of a 
falling lamp which might break the rim of a cast pulley. 


Тһе “ Robrow” Combined Rail Joint and Anchor. 


Mr. Ковювт Brown, of 16, St. George Street, S. W., sends us 
particulars of a rail joint which he has devised. As shown in the 
accompanying illustrations, a saw cut is taken along the top of the 
web under the tread for any desired distance, and a vertical cut is 


then made through the tread to meet the end of the longitudinal 


cut, thereby removing that portion of the head of the rail. A 
similar longitudinal cut is made at the bottom of the web imme- 


diately above the base. The latter is then bent at right angles with 


Fic. 4.— COMPLETE “Roprow” Jorr. 
/ 


the rail at a point slightly behind the sectional face of the tread. 
The portion of the base which is bent downwards ia again bent at 
some portion of its length, and bolt holes are punched in the 
web of the rail in the ordinary manner, as well as in the extended 
part of the web. The latter is cranked slightly to one side to 
admit of the tread of the rail being butted against the tread of the 
following rail, and the webs and bases are bolted or riveted together 
as shown in fig. 4. It is claimed that this forms for all new work 
the simplest and most effective joint on the market. It does away 
with fish-plates and independent anchors, and as the anchor is 
actually a part of the base of the rail, there is no possibility of the 
rail getting free from it; it also greatly simplifies bonding. 

It can be made at the rolling mills out of the ends of the rails 


Fia. 5.— Rai. ENDS PREPARED FoR JOrNTING. 


that are always scrapped in the equaring of the rail ends. It will 
therefore come out at the same price per ton as the rails, and 
being less than half the weight of the combined fish-plate and 
anchor piece as used in present methods, it will necessarily cost 


lese. 


Insulated Tongs. 


Ма. Farrz Lürrxg, of Küsnacht-Zürich, has introduced а device | 


for handling live high-pressure fuses and connectors with safety. 


The tongs consists of a wooden shaft and an insulator tested to 
40,000 volts, carrying an automatic gripper. The latter is applied 
to the fuse, the jaws opening to receive it, and a quarter turn of the 


Кто. 6.—Saretry TONGS. 


handle locks the fase in position, so that it can be withdrawn from 
the sockets without fear of mishap. The operation of removal or 
replacement can be carried out in perfect safety and with one 
hand—the latter feature being claimed as unique. Liners can be 
used to make the tongs fit any size of fuse. The device is made 
in three sizes, from 30 to 90 mm. in diam. of jaws, and 35 to 70 cm. 


long. 
ы Е 


P 


452 THE. ELECTRICAL | REVIEW. [vol. 63. No. 1,608, Surrmum 18, 1908, 


STEAM TRAPS. 


By GORDON STEWART. 


In preparing an article upon steam traps one is dealing with 
a subject of somewhat limited scope, but nevertheless 
one of very wide application, for these useful little fittings 
are called upon to fulfil duties almost as varied as they 
are essential. It will be my endeavour to include 
as much as possible of useful description and criticism 
as may bedeemed advisable, considering the space at my 
disposal. 

I therefore purpose to deal with steam traps in general 
as regards the principles upon which the various best- 
known makes rely for their proper and efficient work- 
ing, and shall supplement my remarks by illustrations 
and descriptions of how these principles are employed. 

In the employment of steam for such uses as modern 
civilisation demands, we are faced, in the majority of cases, 
with the absolute necessity of obtaining our medium in ав 
dry a form as possible. Absolute dryness, however, can 
only be obtained at somewhat great cost. Hence we are 
usually satisfied when we adopt every reasonable means to 
prevent the steam from becoming wet, and supplement 
them by the employment of appliances to rid the steam of 
ita obnoxious wetness factor just previous to its use. 

Steam may be regarded as being either“ dry," “ super- 
heated,” or “ wet." The meanings of the first two terms 
need no explanation; but it would perhaps be advisable to 
consider what is really meant by “wet” steam. Wet steam 
may be looked upon as steam which is rather a mixture of 
dry steam and unevaporated water, and in which the 
presence of the latter may be considered as being due to one, 
or both, of the following causes :—Condengation in the 
mains, and entrainment from the boiler. 

The otherwise dry steam may become wet through the 
entrainment of minute particles of water which become 
intimately mixed with the steam, due to one or many well- 
known causes. For instance, water may become entrained 
by the steam as it rushes at a high velocity from the steam 
space in the boiler. This is especially noticeable when the 
output of the boiler is being forced. Also, should the steam 
liberating surface of the boiler be relatively small or the 
water be of а scummy nature, this entrainment is liable to 
assume gerious proportions. 

Entrainment combined with condensation, which always 
takes place to a greater or less extent, is the prime cause 
necessitating the introduction of appliances to rid the 
steam of its moisture. There are, however, numerous 
devices which an engineer may adopt to reduce this wetness 
to a minimum ; such as by a large steam liberating surface 
in the boiler, and the lagging of the steam pipes with 
asbestos or some other suitable non-conducting pipe 
covering, &c. 

When, however, every practical means has been employed 
to prevent wet steam from passing to the engine stop-valve, 
a mechanical means of separating the water from the steam 
must be resorted to; this generally takes the form of a 
separator, situated immediately on the boiler side of the 
engine stop-valve, the function of which is to separate the 
entrained and condensation water from the steam by causing 
it to pass over and between baflles, or by a centrifugal 
action to catch up the globules of water and allow them to 
drain away into a receptacle at the bottom of which a steam 
trap is fitted. 

What are the most essential prime functions of steam 
traps ? First, they must be capable of removing all water 
of condensation from the system under drainage ; secondly, 
they must do so without wasting live steam ; and thirdly, 
they must do so without requiring constant attention from 
the man in charge of them. In order to ensure these three 
functions in their proper degree in any one trap, I would 
strongly advise the following points to be sought for in 
their design. By far the most important feature is whether 
the trap is or is not addicted to the vile habit of dribbling— 
that is, of allowing steam and water to be continually leak- 
ing through the valve; for under such circumstances the 
waste of steam will be considerable, and the detri- 


mental action of the escaping steam upon the valve and its 
seating (this action, if anything, being far more destructive 
than that of a compressed-air blast) will in, time score the 
valve and its seating to such an extent that & continual loss 
of live steam will result. The perfect discharge should 
be after the mature of sudden guste, with a positive 
“ stop” and “ start ” action of the valve, as by this means 


it would be possible readily to detect an error or possible 


mal-adjustment, and the loss of steam would be practically 
nel. $ ; 

By far the greatest advantage of such a discharge is the fact 
that, the trap being positive in action, without any tendency to 
dribble, it is impossible for water to back up the pipe leading 
to the trap, which, in some cases, might lead to disastrous 
results, not only tothe system under drainage, but to human 
life and property. 
imagine the water backing up the pipe leading from ah engine 
cylinder to its draining steam trap, which, if allowed to con- 
tinue, may result in the cylinder cover being blown off. As 
regards efficiercy from а thermal point of view, a trap, besides 
presenting.a small surface to the cooling action of its sur- 
roundings, should, as far as possible, discharge the water at 
a temperature not very different from that due to the pressure 
at which it was formed; and in this connection I would point 
out that whereas many people are under the impression that 
steam traps of tlie expansion type are in this respect 
extremely wastefal, from the fact that they always appear 
to be discharging live steam, this is not the case. From 
ita nature a good expansion trap is extremely sensitive to 
small variations of temperature, with the result that it will 
frequently open to discharge a very small quantity of water 
at а time, almost as soon as it has ‘reached the expansion 
member, so that, when once past the valve, having been dis- 
charged as water of condensation under pressure, it is imme- 
diately converted into steam under atmospheric pressure. 
The discharge would then be considerably over 212° F., 
dependent, of course, upon the steam pressure in the 
system under drainage. Of course, there are instances 
in practice in which it might be found advisable to 
discharge even live steam with the water, as, for instance, 
in connection with the draining of the steam jackets of an 
engine cylinder, or of а boiling pan at a constant temperature, 
for under these conditions it might be found preferable to 
sacrifice efficiency in one direction for the sake of greater 
efficiency in some other direction. 

Yet another commendable feature in a trap is that Їй 
valve should remain wide open when cold, so that it would 
be impossible for any water of condensation to remain in the 
pipes when they were not in use; for in the event of live 
steam being again turned on, should there be any water l 
in the pipes, the inevitable water hammer would be set up, 
which, as is well known, might lead to most disastrous results. 
The following points should also be sought after :— А ccessl- 
bility of the working parts, such as the valve; thee 
parts should be few in number, and should be of a 8 
steam resisting material, and should be relieved, wherever 
possible, from buckling or other straining action. They 
should have a wide range of working pressure for one 
adjustment and should be capable of discharging against 8 
head. I may mention in this respect, that it is usual to 
allow 2 ft. of lift for every lb. of steam pressure, this 
being a safe working figure for mine or marine work. 
course, when discharging against a head the precaution of 
fitting a non-return valve on the discharge side of the trap 
should never be neglected. There are other features peculiar 
to each type of trap which should be investigated. These 
I hope to deal with as occasion may arise. 

There is an immense number of different traps upon the 
market—good, bad and indifferent. It is not by any means 
an easy matter to classify them. | However, for the purpose 
of this article, I propose to divide them in accordance 
with their principles of working into the following five 
classes :— 

Class 1.— Expansion steam traps, or those which depend 
for their working upon the alternate expansion and con- 
traction of metallic rods or tubes. This class is often 
spoken of as Differential Expansion " and sometimes 88 
„Controlled Expansion.“ 

Class 2.— Float or bucket steam traps, or those which 
depend for their working upon the action of a float or 


For instance, it is quite possible to 
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bucket so situated as to operate a discharge valve, the 


movement being controlled by the amount of water 
present. 

Class 3.—Thermostatic steam traps, or those which 
depend for their working upon the alternate expansion and 
contraction of a volatile fluid confined in а restricted 
врасе, i 
* Class 4.—Differential water pressure, or those which 
depend for their working upon the pressure due to the 
difference of head of two columns of water acting 
upon the opposite sides of a diaphragm, this latter 
being so situated as to control the motion of the discharge 
valve. 

Class 5. — Return feed systems, or those especially 
designed to return the water of condensation into the 
boilers. 

I purpose to deal with each class in turn and will 
endeavour to show how the good points, previously mentioned, 
are obtained and how the evil ones are guarded against. In 
doing so I shall not endeavour to show that any one trap is 
the best, but will attempt to exemplify the various principles 
of their working by reference to typical designs representative 
of the above classes. 

In dealing first with those dependent for their action upon 
the expansion and contraction of metallic rods or tubes, I 
am confronted with the fact that designers are compelled to 
use the following short list of metals—iron, copper, brass, 
steel and nickel steel. These have the following coefficients 
of expansion :— 


Iron ... 0000013 | Steel ... . . 0:000019 
Copper ... 0:000017 | Nickel steel ... 000000133 
Brass... ... 0:000018 


The most striking figure in this list is that against nickel 
steel, which, as will be seen, is about ten times less than 
that against iron. This material, consisting approximately 
of about 36 per cent. nickel and 64 per cent. steel, has 
provided us with a very useful expansion member ; for 
previous to its introduction, those designers who employed 
pure differential expansion of two members of different 
material were compelled to use steel and brass, these 
being the two most suitable metals available, with a 
sufficient difference in their coefficients, which in this case 
are practically in the ratio of 7 to 10. Under the circum- 
stances, however, only 30 per cent. of the actual expansion 
would be available, the other 70 per cent. being lost, in their 
Joint expansion. So that nickel steel, besides being in 
great demand, on account of its strength, by constructional 
engineers, and more recently for motor-car construction, 
where great strength with lightness is such an important 
consideration, has been eagerly utilised by recent designers 
of steam traps. The most noticeable instance of this is in 
connection with the trap designed by Mr. Wm. Granger— 
à description of which will follow shortly. 

(To be continued.) 


BUSINESS NOTES. 


Consular Notes.—ARGENTINA.—The British Consul at 

osario reports that the electric tram service of the town, in the 
hands of a Belgian company, is nearing completion, and several 
sections have been inaugurated during the year. Suburban 
Property has consequently risen in value. The extent of track 
when completed will be 75 miles, and the total cost 18,000,000 fr. 

Sr. Р1ЕВВЕ and MiqQuELON.—The British Consul at St. Pierre 
reports that there are two telegraph cable stations in the town, the 
Anglo-American Cable Co. and the French Cie. Francaise des Cables 
Telegraphiques. The routes of the former are (1) through New- 
foundland and Ireland; (2) to North Sidney, Cape Breton; and (3) 
to Duxbury, Massachusetts; those of the latter are laid direct to 
Brest on one side, and to Cape Cod on the other. 

BKEY.—The British Consul at Damascus, in a recent report, 
states that a line of 34 miles of electric tramway in the town was 
ready and open for traffic on February 7th, 1907, but the lighting 
system was not finished until July. Very few private houses are 
аз yet lighted by electricity, but it is expected that most of the 
well-to-do people will soon adopt it. The hotels, coffee-houses 
and theatres are now nearly all lighted by electricity, besides the 
great mosques and the principal streets. The railway stations are 
not so lighted, | 


FiNLAND.— The British Consul at Helsingfors reports that the 
electric railway from Myvinge station to Naasestate, a distance of 
9'3 miles, built at a cost of about £16,000, has been in operation 
since January, 1908, and was recently officially inaugurated. This 
line may probably be extended to Hango and Forsss. The Consul 
states with regard to the telephone system of Helsingfors that 
the number of subscribers, viz., 7,000, out of a total population 
of aboat 160,000, is very high, and he adds that seeing that tele- 
phones are not a Government monopoly, and that their cost never 
exceeds £3 Зв. per-annum, further explanation of their general 
adoption is unnecessary. | 

SrAM.— The British Consul at Chiengmai reports that there were 
few interruptions during 1907 in the telegraph service, and now 
almost all the principal towns are linked up to one another by wire. 
During the latter half of 1907 a start was made to put posts and wire 
from Chiengmai to Mehongson. This, when completed, should be of 
great value, especially in dealing with elephant thefts, as at present 
the whole of the important western (Salween) district is devoid of 
both postal and telegraph services. | 

Paraauay.—The British Consul at Asuncion, ір a recent report, 
states that, during 1907, telegraphic communication was estab- 
lished between Asuncion and Villa Encarnacion. This line consists 
of 1,945 km. (1,208 miles) of wire, at a cost of about $32,344 
(£6,469). A cable between the same town and Posadas is shortly to 


' be laid, and will thus connect Paraguay and Argentina Бг опе single 


line. Telegraphic communication between the town of Bella Vista, 
on the Brazilian frontier, is also in course of construction, and will, 
when completed, unite these two countries as well. A wire from 
the village of Jhu to the River Parana, opposite the Jguazu Falls, is 
also contemplated. | | | 


Ввітізн HoNDUBRAS.— The Colonial Secretary of British Honduras, 


in a recent report, quotes the following fignres of telegraph and 
telephone transactions in the years 1904-7 :— ` | 


Telephone calis. Telegrams, 


1904 .. . 6,996 2,422 
1900 .. _..__..  .- 15805 7,992 
1900 . 14,887 10,195 
1907 .. . . 19,093 12,089 


The working expenses of the system amounted to $9,399 in 1907 


and the receipts to $5,465. The route of the northern line between. 


Orange Walk and Corosal has been changed, and the line now follows 
the high road and brings the important village of San Estevan into 
communication. The service on the northern section is now fairly 
regular. The southern section is not so satisfactory, but it is being 
improved. There is no regular through communication with places 
beyond the Colony, but a private firm has made arrangements for 
receiving telegrams at Consejo in the Colony, sending them by boat 
to Payo Obispo, and then transmitting them by the Mexican line. 
This line has been subject to occasional interruptions, but usually 
telegrams sent to or from Belize reach their destination within 
24 hours. Negotiations are in progress with the Mexican Govern- 
ment for the establishment of a through service. | 
Rossia.—In a recent report on the trade of Russia, H.M. Consul 
at St. Petersburg calls attention to the following figures of the out- 
put of copper in that country, which are not without interest. 
According to the preliminary fipures published the total quantity 


smelted in the country was about 14,401 tons, which is stated to be: 


a record as compared with previous years. The quantities pro- 
duced at the various works in 1907 as compared with the years 
1905-6 are given as under :— 


1905. 1906. 1907. 

Tons. Tons, Tons. 

Ural works. 3,641 4,6504 7,388 
Caucasian works ... 3,609 3,754 4,854 
Siberian works 1,080 653 . 1,129 
Other works b 869 1204 1,080 
Tota] 9,199 10,265 14, 401 


To the above quantity of 14,401 tons, some 4,500 tons must be 
added representing the import of electrolytic copper. At the 
present time Russia's capacity for producing electrolytic copper is 
far short of satisfying the demand. For the montent there is only 


one electrolytic plant in the country capable of producing a larger 


quantity, though it is interesting to note that in the near future a 
British-controlled plant will begin operations in the Urals at 
Kyshtim. Last year Russia's consumption of electrolytic copper 
was about 5,700 tons, of which native works produced 1,200 tons, 
while, as stated above, 4,500 tons were imported. The total quan- 
tity of ordinary ingot (non-electrolytic) copper consumed in the 
country was about 13,000 tons, and about 1,400 tons was exported, 
this latter figure representing the surplus, in excess of home require- 
ments, of ordinary ingot copper. 'The figures, therefore, may be 
epitomised in the following manner :— 


Tons. Tons. 
Balance from 1906  ... alee 800 
Smelted in 1907 $i — 14,401 
| | 15,201 
Electrolysed in Russia sia 1,200 | 
Exported jas is is 1,400 | 
| 2,600 
Home consumption of ingot copper 12,601 


There is a heavy duty on copper imported into Russia approxi- 
mating £33 per ton, but in spite of this fact the trade is by no means 
in ahealthy condition, the main reason being apparently the excessive 
cost of output. There are at the present moment three British 
copper producing companies working in the Russian empire, one in 
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Siberia (Spasski), one in the Urals (Kyshtim), and one in the 
Caucasus (Oaucasus copper). 

ITALY.—The Austrian Consul at Genoa, in a recent report, states 
that the production of electrical energy from water power and its 
transmission over long distances is one of the Italian industries 
which, owing to particularly favourable local conditions, has 
witnessed a remarkable development. Since the possibilities of 
this industry were realised, Italy being a country poor in coal, has 
richly profited by them, and at the end of last century numerous 
wealthy companies had already undertaken the production and dis- 
tribution of electric energy from water power, particularly in 
Lombardy and the Alpine districts of the country. But in the last 
few years the development of this hydroelectric industry, attended 
by an expansion of industry in general, has been wholly beyond 
anticipation, at least 100 companies having been formed. The 
largest installations are to be found in the provinces of Novara, 
Turin, Milan, Bergamo, and Brescia, but there is hardly a town 
in the Consular district of Genoa which has not its own electric 
plant, and one must press far into the Alpine district to obtain a 
concession for the utilisation of water-power. Italy already 
possesses some of the largest electrical works, but in the near 
future even larger works are to be erected on the Adamello River 
in Lombardy. The Societa Lombarda will have about 100,000 E. P., 
and the Edison Co. over 90,0(0 B. p., and of the whole water-power 
available in Italy— estimated at about 5,000,000 H .- about 
1,000,000 H. p. are already being used for the production of electrical 
energy. In 1907 the number of electrical works in the provinces of 
Genoa and Turin amounted to 577 and 408, respectively, as against 
492 and 338 respectively in 1905. At Genoa the State railways 
have installed a 15,000-н.р. steam generator set for the supply of 
electrical energy for traction purposes on the Triovi lines. The 
Officine Elettriche Genomi have also extended their works for the 
production of electrical energy, so that they now produce over 
20,000 H.P. А hydro-electric plant at Isola, near Spesia, has also 
been completed, and represents a power of 13,000 H..; the greater 
part of this power is intended for the Spezia Arsenal, and the 
remainder for industries to Sarzana and Carrara. The develop- 
ment of the machine industry continues from year to year, but it 
is not yet in a position to cover more than half of the demand, and 
many fine and special machines are imported from abroad. The 
greatest strides are shown in the construction of steam engines, 
motors, and machines for electrical purposes. There are 18 works 
for the construction of locomotivés and wagons, and during the 
last three years the railway authorities have given so many orders 
to these works, that they have not been able to give delivery within 
Several months. In 1907 locomotives and rolling stock to the extent 
of 215,000,000 lire were ordered, but in consequence of a great 
demand the railway authorities were obliged to give orders abroad 
for rolling stock to the value of 20,911,000 lire. The greater part of 
these orders was given in Germany. The Société Anonima Westing- 
house has been formed with a capital of 10,000,000 lire, and has 
erected large works in Vado, Liguria, for the production of electrical 
material particularly for railways, electric locomotives, &c.; the 
company is busy with orders from the State railway authorities. 

Later, in his report, the Consul states that it has been decided to 
install electric traction on certain railwaysto be completed between 
1906 and 1911 for which 38,260,000 lire has been voted for construc- 
tion purposes, and 13,476,000 lire for rolling stock. These lines are 
as follows :—Pontedecimo-Busalis, Genoa lines, Savona-S. Guiseppe, 
Demodossola-Iselle, Gallarate-Arona, Gallarate-Laseno, Milan-Lecoo, 
Usmate-Bergamo, Bardonecchia-Modane, Napoli-Salerno, Torre 
Annunziate-Castellamare, Pistoia-Bagni delle Porretta. It is 
intended that by the year 1915 the railway traffic shall be so 
organised that deadlocks in working, such as those which have 
been experienced in recent years, will be impossible. 

Омітвр SrATES.— The Austrian Consul at St. Louis reports that 
that town is the chief place of construction of railway cars, tram- 
cars, and goods wagons in the States. In 1907 2,000 tramway cars 
valued at $6,500,000, and railway carriages to the value of $25,000,000, 
were constructed. Moreover, 25,000 goods trucks valued at $25,000,000 
were constructed. 

GazEOE.—Tbhe Austrian Consulat Piræus, in a recent report, 
states that in 1907 the electrification of the tramways of Athens 
gave rise to supplies of cars, rails, cables, iron posts and 
various other electrical goods; as the tramway company is 
Belgian and the electrical company American, the cars were pur- 
chased in Belgiam and the other material mostly in the United 
States. It is thus again proved that the orders for material 
required in such works as this are given in the country from which 
the capital is drawn; the best impetus that can be given to the 
export trade of a country is given by the exportation of capital for 
use in foreign industries. 

Beruupa.—The Colonial Secretary of Bermuda, in a recent 
report, étates that there is no inland telegraph in that island. An 
efficient telephone service throughout the colony is worked by a 
private company. The cables of the Halifax and Bermudas Cable 
Co., Ltd., and the Direct West India Cable Oo., Ltd., both of 
which companies are under subsidies from the Imperial Govern- 
ment, connect Bermuda with the outside world through Halifax on 
the one hand and Turk's Island and Jamaica on the other. The 
cable to Halifax was laid in 1890, and that to Turk's Island and 
Jamaica in 1898. The company also have a cable between Hamilton 
and St. George's for the use of the public. 


The Kent Collieries Installation.—At the annual 
meeting of the Kent Collieriee, Ltd., held last week in London, 
Mr. Atkinson, who said he held 9,000 shares in the company, and 
was а director of the firm to whom the directors alluded in their 
report as electrical contractors,” said he thought it a pity that the 
board should still maintain that the cause of failure to achieve 
success was due to the electrical contractors, He went on to con- 


tend that the delays had been due to the action of the board of the 
Kent Collieries Oo. He quoted from the judgment of the Official 
Referee in the action which was recently reported in our pages, in 
support of his contention. 


E.C.C. Hospitals’ Fand.—The annual meeting of the 
Electric Construction  Co.'& Hospital Committee was held in 
the Works Institute at Bushbury, on Wednesday evening of last 
week, to arrange for the distribution of funds to the various charities 
of the town. The amount available for distribution was £153. 


Claim for Workmen's Wages.—At Croydon Police 
Court recently, fhe Weber Concrete Construction Co., Ltd., of 
Queen Anne Chambers, Westminster, were summoned by aix work- 
men for wages due in connection with a contract undertaken at the 
Croydon Electricity Works. The men, the evidence showed, were 
employed till July 31st, when they were told not to come again till 
the Wednesday after August Bank Holiday. On doing so, they found 
that the foreman had not arrived, but were told by telephone to 
“stand by the job." This they did till August 15th. Mr. A. C. 
Oramb, borough electrical engineer, said nothing had been done 
under the contract since the end of July, and he had been informed 
that the company was about to go into liquidation. The Bench 
ordered the amounts claimed to be paid forthwith. 


New Danish Duties on Electrical Goods.—The new 
Danish Tariff Law which is to come into operation on Jahuary 1st 
next has been translated by order of the British Parliament, 
and was issued as a Blue-Book on the 10th inst. The following table 
shows the duties on electrical goods under the existing and the 
new tariffs :— | 


Classification. 


| Existing tariff. New tariff. 
Electric machines and parta 
(dynamos and electro- 
motors) .. Ае .. 10 percent. ad valorem. 7} per cent. ad valorem. 
Engine packing and insulat- 
ing materials 10 per cent. ad valorem. 5/72 per owt. 


Wire for electric current and 
cables and all kinds of 
wire having paper, tex- 
tile, or other material 
spun round, woven in, 
or twisted round it 


2/41 per owt. 75 per cent. ad valorem. 

Catalogues and Lists. — BRITISH INSULATED AND 
Hersey CanLEs, LTD, Prescot. — Several new publications: 
No. P. 79, is a 24-page pamphlet containing a detailed description, 
with diagrams and many half-tones, of the Prescot electric welder. 
Nos. L. 26 and 28 show and give prices of several telephone instru 
ments and parte thereof; L. 29 is a 16-page pamphlet concerning 
their telephone switchboards for generator and primary battery 
working; and a couple of leaflets give a few notes, and an illus- 
tration, of the Bates & Peard patent annealing furnace. 

. Messrs. GALSWORTHY, LTD, 15 and 16, Newman Street, Oxford 
Street, W.—Booklet showing a three-colour view of their show- 
rooms, aleo a number of effective illustrations (two colour) of Шей 
latest electric fittings. 

Messrs. Davipson & Co., LTD., Sirocco Engineering Works, 
Belfast —New publication, No. 1,003 (40 pages), entitled “Тһе 
Mechanical Ventilation of Mines," in which full particulars appear 
concerning their Sirocco” fans. Photo- process pictures of some 
mining installations where these are in vogue are given. 

INTERNATIONAL Time-Rmcornpisa Co., 151-155, City Во, 
London, E. C.— Illustrated sheet thowing a number of photographic 
views of engineering works, tramway depóts, and other large 
establishments where the company’s system of automatic time 
keeping and job-costing is employed. Some information concerning 
their very extensive use in all parts of the world is given. 

TRAFFORD Park Estates, Lrp., Trafford Park, Manchester.— 
Quite fittingly, when the new Patents Act is attracting attention 
to possible factory sites in this country, the excellent claims that 
can be advanced for Trafford Park as а suitable centre are being 
urged by this company in a folder pamphlet just issued. Very 
appropriately the circular haa been printed in three languages 
(English, French and German), and we understand that it bas 
been posted to more than 7,000 foreign holders of English patents. 

Мұѕзвв. GREEN & Восгрімо, Lrp., 28, New Bridge Street 
London, #.C.—Catalogae, with prices, code words, &с., of their 
па automatic injectors, metallic packings, indicators and 
valves, 

Mersers. ALFRED HERBERT, LTD, Coventry.—Excellently pro- 
duced catalogue of some 60 odd pages, in which they deal very 
completely with their Hexagon turret lathes, illustrating the evola- 
tions of the machine from its first design in 1898 down to the 
present time. Each component part is described, and full illustra- 
tions for operating are included. We understood that the book 
is intended as much for the use of the workman as for that of the 
engineer's office. 

Тнк New BROTHTnTrOR Tuse Co, Lrp, Excelsior Works, Com- 
mercial Road, Wolverhampton.— New illustrated price list (No. 6), 
in which in the course of some 180 pages appear numerous illustra- 
tions, and tabulated sizes and prices, of their various Excelsior 
electrical conduits, and the innumerable fittings for use in conjacc: 
tion therewith. Not the whole 180 pages, however, are devoted to 
these things, for a number of the opening pages contain excellent 
aud interesting photographic views of the different departments 
at the works, Then at the other end of the book, from page 107 
onwards, there is a collection of valuable statistical and кепе: 
information, reprinted from a contemporary, concerning electricity 
supply undertakings in this country and abroad, also fire office 
rules, table of conductors, &c. : ; 

CoRRECTION.—The price list issued by Messrs. Davis & Timmins 
last week related to bar finished“ nuts, not finished” nuts. 
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Masses. JogN Davis & Son (DRRRV), Lro., All Saints’ Works, 
Derby.—Copy of their new surveying instrument list (No. 00814), 
the 44 pages of which set forth illustratively and briefly descrip- 
tively particulars of a variety of their manufactures in this 
department. A number of new features which were not included 
in the last edition are illustrated, especially relating to transits for 
surveys which require great precision. 

Mzssn8. Davay, Paxman & Co., Lro., Colchester.—Twenty-four 
page catalogue (No. 517) concerning the Paxman improved “ Otto” 
gas engines and suction gas plant. The list is illustrated and tabu- 
lates sizes, speeds, weights, code words and other like information. 
The double cylinder vis-a-vis gas engines, and the Paxman electric 
lighting type of engine, are described. 

Messrs. Н. Donn & Son, 32, Newington Causeway, London, 
B.E —Circular relating to their Perfecta electric signs, and 
showing a number of designs. 

Messrs. Вмтн Bros., 25, King Street West, Manchester.— Price 
lists of arc lamp carbons (Noris-Excello) and of cables and wires. 

Mrsags. MawDsLEY'S, LTD , Zone Works, Dursley, Glos.—New 
cata logue consisting of a large number of lists bound in an expand- 
ing binder case, in which are published full particulars of the firm's 
Zone generators and motors made under Mawdsley’s patents. 
Various improvements which have been recently effected in the 
design are embodied. We gather that the firm’s works have been 
extended, special plant for economical production in large 
numbers having been put down, Admirable illustrations appear of 
various types of machines, and tabulated sizes and shipping details 
are given together with diagrams of dimensions. Small petrol- 
electric sets (from 1 to 6 Kw.) are also listed. 

Mrssns. W. H. Barmy & Co, Ілтр., Albion Works, Salford, 
Manchester.—A very full catalogue of over 400 pages entitled 
“ Bailey’s Useful Inventions for Engineers in all Industries." Such 
a title indicates at once the impossibility of our attempting to 
enumerate the contents of the book in anything like detail. Perbaps 
it will meet the case if we say that it is bound to be a most valuable 
book to any engineer who is in need of such specialities as are 
herein desoribed—and which engineer is not?—that it is elabor- 
ately illustrated, two-colour printing having been used at places, 
that it sets out prices of practically every article included, and 
that it is, as it professes on its title page to be, an encyclopedia 
of valves and appliances for steam, water, acids, oils, spirits, air 
and gases; gauges, stop valves, reducing valves, safety valves, steam 
traps, steam kettles, lubricators and fusible plugs." 

Mn. M. J. EIOHHORN, 5,759, Aberdeen Street, Chicago.— Leaflet 
describing the trigonometric slide rule invented by Mr. Eichhorn— 
an ingenious device, by means of which the solution of triangles 
is brought within the compass of the slide rule; the familiar 
formula c? = a? + в? — 2 A B cog c can be solved with the rule 
when either a, B or c is the unknown quantity, so that, as the 
аот claims, almost ару case in plane trigonometry can be dealt 
with. 

Messrs. FALE, STADELMANN & Co., Lro., 83-87, Faningdon 
Road, E.C.—Leaflet describing the Sirius Efesca ” metal-filament 
lamps, of 16, 25, 50 and 100 с.р. We have had two of these lamps, 
of 25 c.P. each, burning in series on 200 volts many hours daily 
{ог some weeks, part of the time in a nearly horizontal position, 


and they seem to be as good as new. 


Мв. CHARLES Тлтгов, Bartholomew Street, Birmingham.— ` 


Leaflet and catalogue relating to his patent spiral self-centring 
Chucks, which are so constructed that the pressure is applied as 
nearly as possible directly behind the article gripped, doing away 
with the tendency to tilt. Various patterns and sizes are shown of 
the chuck, which is capable of holding work against the heavy 
strain of high-speed steel tools—as evidence of which statement a 
steel chip measuring 2 in. x 13 in. X ў; in., cut in an 8-in. chuck, 
is sent with the catalogue. | 

Annual Outings. — The fourth anniversary of the 
Bersa ELECTRIC CALIBRATED Fuse Co., of Harpenden, under 
the management of Mr. Weekes, was celebrated on Saturday last 
by an outing. Over 50 of the staff and fuse-makers drove in brakes 
to Bedford, where an enjoyable day was spent on the river. In 
the evening the party sat down to dinner, which was concluded by 
the usual toasts and smoking concert. 

The employés of the Metalite " lamp department of the Bryant 
Taapme Synpicatz, Lrp., of Highbury, went for their annual 
onting last Saturday week to Clacton-on-Sea. 


Dissolutions and Liquidations.— TE ELECTRICAL 
INSTRUMENT MANUFACTURERS, LTD.—A petition was presented 
to Judge Tindal Atkinson, at the Edmonton County Court on 
Monday, for the winding-up of the Electrical Instrument Manu- 
facturers, Ltd., a company with a registered address at Freezy water, 
Waltham Cross. The petitioners were William John and Arthur 
Edward Berrill, advertising agents, of St. Bride’s Street, E.C., 
for whom Mr. J. F. W. Galbraith appeared. No one attended on 
behalf of the company. The petition set forth that the company 
was incorporated in October, 1905, and that its nominal capital 
was £5,000 in £1 shares. The amount credited as paid up was 
£2,007. The business was that of electrical engineers, contractors, 
and too] and instrument makers. The company accepted a bill of 
exchange fot £42, drawn by the petitioners, payable two months after 
date. It was dishonoured, and judgment was obtained on it in the 
High Court, in March, 1905, for £42 1 Is. and £7 10s. costs. Execution 
Was issued, but was not satisfied. Notice was served requiring pay- 
ment of the amount, but to no purpose. His Honour remarked that 
there appeared to be no assets to distribute. Counsel said that the 
petition did not go into that, but there was substantial machinery. 
While these proceedings were pending, one of the directors bought 
up the debentures and had since applied for a receiver and mansyer 
to be appointed. It was in evidence in that action that the 


machinery on the premises cost £2,000, while the debentures were 
only for £250. His Honour made a winding-up order. 

Ништкв & Co., mechanical and electrical engineers and bost- 
builders, Romsey.—Mesars, C. F. Brown and Н. I. Lewens have 
dissolved partnership. 

Manchester.—First meetings 


Магрвом Beros., Lrp., Timperley, 
of creditors and contributories are to be held at Manchester on 


Beptember 25th. | 
J. P. Вкокктт & Co., Great Grimsby.—The partnership between 


J. P. Beckett and J. H. Trolley, electrical engineers, has been dis- 


solved by mutual consent as and from January 1st, 1908. Debte will 


be attended to by the former. ЕА 
Мірргатон & Co., Dover.—Mr. Е. W. Balch has retired from this 


firm. 
LANCASHIRE ELxOrRIO BuPPLY Co., Lrpv.—A meeting is to be 
held at 4, Chapel Walks, Manchester, on October 20tb, to hear an 
account of the winding up from the liquidator, Mr. J. Collier. 
Јовврн RicHMOND & CO., Lro., 30, Kirby Street, Hatton Garden, 


E. O.— A first dividend of 3s. in the E is payable at the office of the 


liquidator, 2, Clement’s Inn, W. C., on and after September 28th. 


Trade Announcements.—THE GILBERT Аво Lamp 
Co. have appointed Mesars. Parmiter, Hope & Sugden, of Hulme 
Electrical Works, 50, Ellesmere Street, Hulme, Manchester, to be 
their agents for Lancashire and Yorkshire, as from September 1st. 
Messrs. Parmiter, Hope & Sugden will keep a large stock of the 
Gilbert standard apparatus. . 

The business of Messrs. A. L. Ілир & G. Sr. J. Woop, carried on 
as electrical manufacturers’ agente, general electricians, and 
contractors, at 37, Moorfields, Liverpool, has been turned into a 
limited company with the title of “Lind & Co.,“ the capital being 
£5,000 in £1 shares. 

THE Авмовроот MANUFACTUBING Oo., LD., ask us to inform the 
trade that they have recently secared the exclusive sale for Great 
Britain and the Colonies of the Gral“ high-voltage metallic- 
filament lamp, which is manufactured from 40 С.Р. upwards, and in 
size is only 44 x 2} in. overall; an efficiency of 1 watt per 
С.Р. is claimed. As soon as stock supplies are received the lamp 
will be put upon market. 

Мквѕвв. Eak&ToN Lower & Co. are commencing business at South 
View Orescent, Sheffield, as electrical engineers, and they invite 
manufacturers of А.С. and D. c. generators, motors, transformers, 
metal filament lamps, &c., to forward price lists. 

Messrs. J. & H. GREVENER announce that they hold a stock of 
flame carbons at their Newcastle branch, Milburn House, Newcastle- 


+ 


on-Tyne. 

We are informed by Мкзввв. Моввїв-НлАлзүктыв, LTD., of Dagen- 
ham, that Mr, Tom Hawkins is no longer managing director of, 
nor has he any interest in, the company. The constitution of the 
directorate is otherwise unchanged. 


Time Switches.—Messrs. VENNER & Co. have just 
received the Board of Trade approval for their time switch—the 
only device of the kind to receive this distinction, we understand, 
The firm have just issued a new Section 8 of their catalogue, which 
deals fully, giving description and drawing, with their type “B” 
switches, which are principally used in connection with the two- 
rate system of charging. We gather that this system is rapidly 
growing in favour, and Мевагв. Venner have now some 70 or 80 
stations that have this system in use, on their books. 


Bankruptcy  Proceedings.—E. & С. Brasy, slate 
and marble merchants, Lambeth, S8.E.—A first dividend of 
4s. in the £ is to be paid to all creditors who agree to the estate 
being wound up under the partnersbip proceedings, in the Chancery 
Division. Mr. E. H. Hawkins, of 4, Charterhouse Square, E. O., is 
acting as receiver and manager. 


Book Notices, —Mesars. Cassell are issuing on September 
24th an entirely new technical serial entitled Electrical 
Engineering,” by Mr. Harold H. Simmons, A.M.LE.E. We under- 
stand that while the treatment is elementary, the scope of the work 


is wide. 
“Electric Furnaces.” By W. Borchers. Translated by H. G. 
Solomon. London: Longmans, Green & Co. 1908. Price 78. 6d. 


net. 

We have received from Group IV of the French Section of the 
Franco-British Exhibition, a handsome brochure in French and 
English, describing the exhibits of machinery in the Section, as 
a souvenir of the Exhibition. 

“ Journal of the American Society of Mechanical Engineers." 
September, 1908. Vol. 30, No. 7. Baltimore: The Society. 
Price 31. 

“The Management of Dynamos.” 
London: Crosby Lockwood & Son. 1908. Price 4s. 6d. net. 

“ Dümpfungsmessungen bei Telephonstromen.” By Béla Gati. 
Reprint from the Zeitschrift für Schwachstromtechnik, Budapest: 


From the author. 

A Mining Exhibit.—At the Camborne Mining Ex- 
hibition the UNION ELECTRIC CO, Ltp., have not only a well-equipped 
stand in the centre of the Exhibition, but they also have a large motor 
working an air compressor supplied by Messrs. Reavell & Co. They 
have also supplied the whole of the arc lamps for illuminating the 
Exhibition itself, both inside and outside, and part of the street 
approaches to the Exhibition. The company's “ Excello" and 
“ Kohinoor” lamps have also been adopted for the lighting of a 
number of the other stands. On the company's stand amongst the 
heavy machinery shown is a direct-coup:ed Plunger pump, with 
triple cyliuder,3 in. diameter x 6 in. stroke, and capable of delivering 
1,375 gallons of water per hour against a high head. Owing to 
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want of space, and to the short duration of the Exhibition, the 
pump is not at work, but we understand that it will be transferred 
from Camborne to Manchester, and there be exhibited at work. 
Another heavy piece of apparatus is a direot-coupled electrically- 
driven centrifugal pump, arranged for drawing 80 gallons of water 
per minute against a head of 80 ft. Besides the foregoing the 
company are also showing a range of their polyphase and direct- 
current motors, and various forms of starters, arc lamps, the latter 
chiefly of the Excello" pattern. It is stated that the company's works 
have constructed over 470,000 arc lamps of yarious kinds, and that 
everything used in the arc lamp is made on the interchangeable 
system, 60 that apare parts can be sent by reference number, and by 
post at very short notice. Other details on the stand consist of 
measuring instruments, electricity meters, circuit breakers, lever 
and turn switches, safety fuses, &c. | 

We understand that the Union Co. have been awarded a medal 
of the first class for the above exhibit. 


LIGHTING and POWER NOTES. 


Ashton-under-Lywe.—By a large majority, four mem- 
bers only opposing, the T.C. bas decided to adopt electric lighting 
instead of gas, for the hospital, which is already wired. The 
Corporation will supply energy at 2d. per unit. 


Ayr.—In the annual report of the T.C. electric lighting 
undertaking, the burgh electrical engineer states that the station 
output amounted to 1,375,192 units, an increase of 107,171 units 
over the preceding year, and the revenue was as under:— Private 
lighting, £6,718; power, £523; public lighting, £3,446; traction, 
£2,121 ; other sources, £210—total, £13,029. The ordinary expendi- 
ture was £8,619, and the payments of interest and to sinking fund 
amounted to £5,450, leaving a deficit of £1,039, as compared 
with a surplus of £926 last year. This is stated to be due to the 
cost of fuel and a reduction in the price of energy to private con- 
sumers from 44d. to 34d, per unit. On the recommendation of the 
Lighting Committee, the Council has agreed to raise the price of 
energy to private consumers to 4d. per unit from November 186. 


Bradford.—4A comparative trial of electric and gas illu- 
mination for street work is being carried out in Manningham Lane 
—one of the principal thoroughfares. The electricity department 
has erected 18 2,500-c.P. flame arc lamps on the tramway poles for 
this purpose; the Gas Committee has not taken any steps in the 
matter yet. - 


British Columbia.—At the annual conference of the 
officers of the British Columbia Electrical Co. in Vancouver, 
recently, for the purpose of making appropriations for the com- 
pany’s lines, а sum of $112,000 was allotted for maintenance, 
extensions, &c., at Victoria, and close on $1,000,000 was appro- 
priated for similar work at Vancouver, including the 70-mile trans- 
mission line to Chilliwack. 


Burslem.—A L.G.B. inquiry was held ou September 
10th into the application of the T.C. for a loan of £12,000 for 
electricity purposes. Mr. H. R. Hooper, the Inspector, cross- 
examined the local engineer at great length as to the method of 
operating the destructor in conjunction with the electrical plant; 
also as to the scale of charges in force for power supply, in 
both cases apparently with a view to showing the unprofitable 
character of the undertaking. Duting the inquiry the Town 
Clerk observed that the Inspectors remarks did not encourage 
people to go in for electricity. 


Bury.—A L. G. B. inquiry into the Corporation's applica- 
tion for powers to borrow £72,000 for local electrical developments, 
including the erection of new works at Chamber Hall, was held on 
Wednesday this week. Much local opposition has been aroused 
against this proposed expenditure. 


Claeton-on-Sea.—A I. G. B. inquiry was held on Tuesday 
into the Council's application for a loan of £500 for two small 
engines, with new generators, switchboard, &c. 


Darwen.—On September 10th an inquiry was conducted 
by the L G. B. into an application by the Corporation for powers to 
borrow £4,300 for the new electricity undertaking. 


Denny (Stirlingshire).— The British Insulated and 
Helsby Cables, Ltd., having sent an amended offer to execute 
the wbole work in connection with the electric lighting scheme 
for the lamp sum of £763 lis, this was approved of by the 
Town Council. There was also submitted to the Council an 
agreement in duplicate between the Council and the S^ottish 
Central Electric Power Co., regulating the terms and conditions on 
which the company is to supply the Council with electrical 
energy. It has been agreed that the charges for electricity 
should be collected by the gas officials, the accounts in connection 
with the electric undertaking being kept by the gas treasurer. Mr. 
A. T. Lunn, burgh surveyor, has been appointed engineer and manager 
of the electrical undertaking. 


Dublin.—At an adjourned meeting of the Corporation 
held on the 11th inst, it was decided that an inquiry into, and report 
on the financial position of the electricity undertaking should be 
made for the Council, and that reference should be made to the 
original estimates by Mr. Hammond, and promises made by the 


Committee in regard to extensions, and how far they had been 
materialised. 


Edinburgh.—The Electric Light Committee of the 


T.C. has agreed to reduce the minimum charge for energy for 
motors from £2 to 30s. 


Enniskillen.—The U.D.C. has decided not to take any 
action in regard to the offer of a firm of consulting engineers to 
lay before it a proposal for an electric lighting scheme. 


Falkirk.—The Electric Light Committee has recom- 
mended the T.C. to reduce the price of electricity within the burgh 
for lighting purposes from 5d. to 4d. per unit. It is also recom- 
mended that, in the case of lamps exhibited outside shops, offices 


and other premises, for which separate meters are veed, the rate 
shall be 3d. per unit. 


Grimsby.— The borough electrical engineer, Mr. W. A. 
Vignoles, has issued a neat little pamphlet showing examples of 
electrically lighted shop windows, photographed at night, and 
emphasising the advantages of electricity. Last year the Corpora- 


tion sold 46 per cent. more electrical energy than in the previous 
year. 


Harrogate.—The E.L. Committee has recommended, in 
regard to small houses, that a charge of 28. Od. per quarter per 30- 
watt lamp, to be paid in advance, with a minimum of three lamps, 
be offered. It is proposed that the number of applications be 
limited to 20 existing and 20 new consumers. This latter clause 
was taken exception to by the town clerk, on the ground that it was 
illegal. The engineer pointed out that the number was limited at 
present because it was an experiment. 


India.— Messrs. Octavius Steel & Co., of Calcutta, have 
recently secured the contract for an electric light installation for 
the Indore Residency, which is the first independent installation 
in India to be lit with Osram” metallic-filament lamps. The 
voltage is 50, and a battery is to be provided. Among other con- 
tracts in hand by Messrs. Steel are the electric installation for 


Dacca College and Pusa Agricultural Institute, besides many 
smaller ones in Calcutta. 


hilmarnock,—The fourth annual report by Mr. 
А. H. Burbridge, electrical engineer to the T. O., points 
out that very good progress has been made with the elec. 
tric lighting. The number of consumers had increased from 
171 to 229, and the number of lamps connected from 15,495 to 
19,680, while the number of motors had increased from 23 to 34, 
and the horse-power from 94 to 201. The total number of units 


sold had been,679,233, against 569,589 in the previous year, and the 
gross profit was £2,463. 


London. —BRRMONDSEVY.— The town clerk has sent в 
further circular letter to the Metropolitan B. C. s upon the question 
of the audit of the electric light companies' accounte, pointing out 
that Mesers. Price, Waterhouse & Co., who were the auditors of the 
South London Electric Supply Corporation, had been conducting 
an audit of that company’s accounts on behalf of the B. of T., and 
urging that if such practice was continued it would involve vet] 
great expense to all Councils exercising in 1931 the right conferred 
by Parliament of purchasing the undertakings of companies in their 
respective boroughs. 

SouTHwakRK.—The Electricity Committee of the B.C. reports that 
it has considered the London Electric Supply Bill and the London 
and Westminster and Kensington Electric Supply Companies’ Bill. 
The Committee feels that if a general scheme for the co-ordination 
of the electric supply throughout London is to be carried out, & 
serious injustice will be done to the ratepayers, in the absence of 
any reservation clause being inserted in the Bills, making it obliga- 
tory to purchase such undertakings as the Southwark Council's at & 
fair value, and before the plant is depreciated by cheap current 


being forced in competition. A petition is to be presented against 


both Bills. 
Long Eaton.— During the last financial year the U. D. C. 


electricity undertaking sold 662,482 units, its revenue amounting to 
45,101. The net balance on the year was £522, and this with other 
unappropriated profits made a balance in hand of £2,950, from 
which £300 was applied to the general district rate. High-priced 
coal and poor local trade are considered to have diminished the 
year’s profits; during the year the remainder of the public lamps 
have been converted from gas to electricity, and 50 с.р. metal- 
filament lamps (211) have been adopted for side street lighting— 
the whole of the streets being now lighted electrically. 


Neath.—The Council has decided to borrow £18,000 for 
electric lighting purposes. Already it has customers for over 
100,000 units annually. It is intended to connect the districts of 


Briton Ferry and Llansamlet, where there is a number of pre: 
spective customers, 


New Zealand.—It is estimated that the profits of the 
Wellington electricity department, which was taken over by the 
municipality 11 months ago, will be £700 in excess of the previous 
year, although reductions in price, equivalent to £3,000, have been 
made. Some £13,000 has been set apart for sinking fund, interest, 


depreciation, &c., and 45,000 remains as net profit for the 11 
months. 
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Redditch.—The balance-sheet of the electricity depart- 
ment, for the past financial year, shows a loss of £510; a great 
decrease took place in the demand for energy for industrial purposes 
due to the removal of one large concern to Birmingham. This and 
increased fuel costs are stated to represent a loss of £800 during the 


year. 

Rye (Sussex).—Mesars. Foote & Milne, Ltd., have 
informed the T.C. that they intend applying to the B. of T. for a 
prov. order for E.L., and the Council bas reserved the right to 
oppose the application if necessary. 

Sedgefield.—The R.D.C. has consented to the use of 
overhead wires, to be protected when crossing the road, for public 
lighting by electricity at Chilton. 

Sidmouth.—A meeting of the General Purposes Com- 
mittee of the U.D.C. was recently held to interview Mr. Purves, 
consulting engineer, of Exeter, and confer with him on a scheme for 
the electric lighting of the town. Mr. Purves mentioned that when 
in London a short time since he discussed the matter of the Sidmouth 
Electric Lighting Order with the general manager of the Electric 
Bupply Corporation, who had practically dropped the idea of 
establishing electric light works at Sidmouth. Mr. Purves intimated 
that after the encouragement he had received from the residents 
of Sidmouth, including its public men, he proposed to form a small 
local company with a capital of £9,000. 


South Africa.—The negotiations between the Colonial 
Government and the Cape Town O.C. for the supply of electrical 
energy in bulk at the Table Bay Harbour Board and Railway Elec- 
tric Lighting Station have now been brought to a definite conclu- 
Bion. An agreement has been entered into whereby the City 
Council wil) supply a minimum guaranteed quantity of 1,250,000 
units per annum, upon the basis of the average cost of coal at the 
rate of 14d. per unit, the agreement providing for adjustment 
according to the price of coal at the time. The Council has 
decided that tenders be invited locally for the extensions to the 
boiler bouse plant, the two steam generators and the necessary 
cables, immediately. Mr. Walter F. Long, the city electrical 
engineer, has proceeded to Europe to arrange for ordering the 
additional plant (boosters, &c.) required for the proposed exten- 
sions. It is expected that a total of approximately £27,000 will 
be required to provide for the extensions to the plant. The agree- 
ment is for & minimum of 15 years, unless the total supply in one 
year exceeds 5,000,000 units, in which case the Government 
are entitled to give notice to determine the contract. 


Stockport.—The operation of the Corporation Electricity 
undertaking during the year 1907-8, resulted in a gross profit of 
£6,319, and including £2,000 brought forward, the gross balance was 
£8,322, which sufficed to meet financial charges, pay over £2,000 to 
the rates, and carry forward a similar sum. Some 3,380,700 units 
were sold during the year, the tramways taking 2,260,000. 


Sunderland.—At а meeting of the Т.С. on the 9th inst., 
Alderman John Turnbull moved :—That it be an instruction to the 
Electricity and Lighting Committee (1) to obtain a complete inde- 
pendent valuation of the whole of the present plant of the electri- 
city undertaking ; (2) prepare a detailed statement of the costs of 
power supply to each private customer; the report to be presented 
to the T.C. within three months of date.— He explained that one of 
the reasons that had induced him to bring that matter forward was 
the extravagant charges made to the Tramways Committee. Mr. 
T. Summerbell, M.P., said they must not overlook the fact that with 
a company, the £70,000 set aside for sinking fund would have been 
available for dividend. Mr. Lawson said that the publicity caused 
by that resolution would mean a loss on the undertaking of from 
£50,000 to £100,000. The motion was lost by 24 votes to 7. 


Swansea.—The annual inspection of the Corporation 
electricity works took place on Friday evening, when the chairman 
of the Electric Lighting and Tramways Committee, Mr. A. 
Sinclair, in proposing success to the undertaking, said they started 
eight, years ago with a capital expenditure of £60,000, and that 
that sum had grown to £144,000 by the end of the last financial 
year. At the same time, the number of consumers had increased 
from 90 to 1,216, and roughly they were adding four 
Dew customers a week, The revenue showed a proportionate 
increase, Last year the undertaking, he was pleased to say, ful- 
filled all its financial obligations, and carried forward an absolute 
net profit of £800. New houses were being connected at the rate 
of 3'8 per week, and one house out of every 20 in the borough was 
now electrically installed. 

Taunton.—At a mecting of the Т.С. on Tuesday, the 
Electricity Committee recommended that a new double-acting 
engine should be purchased at a cost of £300; a Mr. Standfast 
complained that when the Committee came before the Council with 
regard to the reduction in the price of energy to the tramway 
company, on condition that the extension to Rowbarton took place, 
It stated that it would not require any extra outlay to supply the 
extra energy needed. He gave notice that he would move that the 
résolution agreeing to supply the tramway company with energy 
at 12d, per unit be rescinded, and that 1}d. be charged. The town 
clerk explained that the resolution could not be rescinded, as it 
was an agreement entered into; also this amount could not have 
been included in the recent loan obtained by the Committee, as it 
was for a renewal. The Committee’s recommendation was then 
adopted, | 

Wednesbury.—A new phase in the lighting question 


was reached the other day, when the Corporation received notice 
from the Midland Power Co., who had been supplying the town 


with electricity] for lighting and power purposes, of its intention, 
in consequence of the disputes which had arisen, to cut off the 
supply. This it subsequently did, but fortunately, the Corpora- 
tion’s electricity scheme was in such a forward state that when the 
supply of the company was stopped, the Corporation was in the 
happy position of being able to generate its own electricity, other- 
wise the action of the company would have proved а serious incon- 
venience. 


TRAMWAY and RAILWAY NOTES. 


Ayr.—The annual report of the Ayr Corporation tram- 
way department has just been submitted to the T.C. In the 
statement on the tramways, the general manager, Mr. W. Grant, 
points out that the capital expenditure to date amounts to 
£82,030, and towards that sum the amount applied in reduction of 
debt was £1,350 from the sinking fund and £4,712 paid directly 
out of, revenue. The depreciation and renewals fund now 
amounts to £11,947, and in addition there is a reserve fund of 
£5,000. The total revenue for the year amounted to £15,322, an 
increase of £38 over the previous year, the receipts per car-mile 
working out at 9'13d., against 9°28d. The total number of 
passengers carried was 3,660,038, an increase of 56,249; over 
29 per cent. of the receipts were from 4d. fares. 


Bath.—The London Electrobus Co. has asked permis- 
sion to run six omnibuses in the city, and has in return been asked 
by the T.C. to send a ’bus to the city for examination and trial. 


Belfast.—At the weekly meeting of the Tramway and 
Electrical Committee on the 14th inst., 16 was intimated that the 
Queen’s Road extension was paying well, 50 workmen’s cars being 
run morning and evening, and some additional ones would be 
placed on it. The draft agreement with the Clavehill and White- 
well Co., which will give running power to the latter over the 
Corporaton’s lines, was also considered. 


Brighton.—The Parliamentary Committee of the T.C. 
has recommended that the suspension of working of the Shoreham 
and District Tramways during the past tbree months be brought to 
the notice of the B. of T., with a view to determining the powers 
of the tramways company. 


Chesterfield.—According to Mr. Acland's report on 
his tramway undertaking for the year 1907-8, some 2,500,000 
passengers were carried, the total revenue amounting to £12,155, 
and the gross profit to £5,356. The net balance of £1,003 (after 


meeting financial charges) was added to reserve, which totals 


£3,027. The revenue per car-mile was 1034d., and the working 
expenditure 5 784. ; the average number of passenger per car-mile 
was 8:68. 


Continental Notes.—FRANCE.—The Monaco tramway 
system has been taken over by the Nice Littoral Tramways Co., 
and express cars will run between Nice and Mentone, stopping 
en route at Beaulieu and Monte Carlo. On the west of Nice the 
tramway is being extended to Antibes, joining the line 
through Cannes, which has also been extended 5km. beyond Cannes 
to La Napoule. This gives some 50 miles of tramway route along 
the sea shore, extending westward from the Italian frontier, and on 
the Italian side an English company is pushing on with further 
tramways. The various tramway companies are also constructing 
branches to the principal inland towns in the vicinity with a view 
to developing both tourist and merchandise traffic. 

GrRMANY.—À somewhat novel motor fire engine has lately been 
added to the Fire Brigade equipment at Wilmersdorf, near Berlin. 
The machine, which was built jointly by Messrs. Gottfred Hagen, 
of Kalk, Cologne, and Messrs. Flader, of Johstadt, is electrically 
propelled, and carries a vertical boiler, engine and pump for 
pumping purposes. The vehicle is provided with a battery of 40 
cells, one charge of which enables it to run a distance of from 15 to 
17 miles at a maximum speed of 19 miles per hour. Two electric 
motors are used, these being mounted on the hubs of the front 
wheels. 

It was reported last week that the firm of Siemens & Halske had 
been commissioned to build an electric railway line between Berlin 
and the suburb of Schöneberg. 

Plans are being prepared in respect of a projected electric 
tramway in the town of Gummersbach. 


Duhdee.—The tramway extensions are being pushed on, 
and from Craig Pier entrance past the Tay Bridge and west stations 
the line has been completed. When finished the new route will 
fill a much felt want, and add considerably to the tramway 
revenue. 

On the afternoon of Wednesday, last week, the car service was 
restricted to allow as many of the men as possible to attend the 
tramwaymen’s sports, 


Hythe (Kent).—A curious situation has arisen respect- 
ing the proposed tramway scheme. A few weeks ago the T.C. 
approved of the overhead system being adopted instead of the 
Dolter system. A poll of the ratepayers resulted in this decision 
being acquiesced in by a majority of 44 votes, but the Corporation 
on September 9th decided by 11 votes to 5 not, to sanction the 
overhead system. Thus the matter is left at a deadlock. 
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Kilmarnock.—The returns of the tramways Мог the 
year 1907-8 show that during the year 306,170 car-miles were run, 
against 328.829 in the previous vear, while the passengers carried 
numbered 2,296,261, against 2,331,277 ; tbe receipts from passengers 
amounted to £8,007, compared with £8,245 last year. Bad trade 
is blamed for the reduction. The receipts per car-mile had risen 
from 600d to 6:33d., due to fewer miles having been run. There is 
now a net deficit of £1,852 on the undertaking. 


Kirkcaldy.—Doring the last six months the traffic 
receipts on the tramways have averaged 1d. per mile higher tban 
those of tbe same period of the previous year, which gives a net 
result of £767 to the good during the six months. This improve- 
ment is believed to be due to the working arrangement come to 
with the Wemyes Tramways Co., whereby the wasteful blanketing 
of the Wemyss cars alongside the Corporation cars was got over. 
Kirkcaldy, it should be noted, is the only town of its size in Great 
Britain which bas adopted with success long universal 4d. stages 
throughout its whole syetem. An extension of the tramways to 
Dysart is strongly recommended. 


London.—Sr. PANCRAS.—4A Joint Committee, which has 
been negotiating with the L.C.C. in regard to the electrification of 
the tramways from Euston Road to Holloway, has (subject to the 
usual sanction) approved tbe plans conditional upon the wood 
paviog being retained in the tramwav tracks in Ham 
and High Street, Camden Town. There are some small matters 
which are still the subject of negotiation. 


New York.—According to the Times, an accident occurred 
on the Elevated Railway in Brooklvn on the 12th inst., through one 
train running into the rear of another, which was held up by a fire 
on the line. The driver of the train was killed and many people 
were injured. 


Southampton.—After a long discussion on the pro- 
posal to extend the tramways to the pier, it has been decided to 
refer the matter back for estimates as to probable cost of construc- 
tion and working. | 


Southport.—The Т.С. has declined to entertain an 
application from the London Electrobus Oo. for a licence to run a 
service of electrical "buses in the borough. The granting of the 
spplication would result in competition with the Corporation 
tramways. 


Sunderland.—Two motor-generators at Messrs. Laing’s 
works are to be removed to the Duaning Street station, and a new 
600-Kw. rotary converter is also to be installed, the object being to 
run the whole of the tramwaye from Hyltou Road Station, as the 
latter has proved much more efficient in working. 


Twickenham.—The U.D.O. recently laid before the 
Chief Commiesioner of Police complaints of a nuisance caused by 
the noise of the cars on the London United Tramway esystem in 
various parts of tho district. A reply has been received explaining 
that the nuisance was almost entirely attributable to the condition 
of the track over which the cars rao. It was found by careful 
watching that there was no preventable noise from the cars ranning 
over a track which was free from corrugation. 


.  York.—At the half-yearly meeting of the York Tramways 

Co. on the 9th inst., the chairman pro tem. (Mr. W. H. Thackwray) 
referring to the taking over of the system by the Corporation, said 
that Mr. H. G. Simmonds, director and secretary, had been in com- 
munication with the B. of T. about the matter, and was informed 
that the Order had been settled on behalf of the department, and 
only awaited the completion of certain formalities before receiving 
confirmation. He boped the Corporation would, in the course of 
time, take over the system aud relieve the company. 


TELEGRAPH and TELEPHONE NOTES. 


Pacific Cable.—The report of the Pacific Cable Board 
to the Treasury for the year 1907-8, which was issued last week, 
showed traffic receipts £109,637, interest on deposits £522, and 
expenditure £172,522; of the deficit the United Kingdom paid 
£17 322, Canada the same, Australia £20,787, New Zealand 
£06,929. The gross traffic receipts for the 12 months were £2,852 
less than for the 13 months included in the previous year's returns, 
the extra month accounting for most of the difference; there was 
an increased expenditure of £1,083. The cable worked witbout 
interruption or repair throughout the year. Last year 105,189 
messages of 1,230,345 words were transmitted, as compared with 
1,124,662 words in 1906-7, and 922,706 words in 1905.6. An im- 
portaat local traffic between Australia, New Zealand and Fiji 
keeps the southern sections of the cable fully occupied. 


Telegraph Rates.—At the Conference of the Association 
of Chambers of Commerce at Cardiff this week, a resolution was 
passed urging the reduction of foreien and Colonial rates, a tariff of 
1d. per word being suggested for France, Belgium, Holland and 
Germany. Some wild statements were put forward regarding the 
maximum capacity of the Atlantic cables and their actual traffic, 
the arguments of Mr. Henniker Heaton being quoted. One member 
objected to any reduction in the cost if it were likely to interfere 
wilh the efficiency of the service, and stated that he had to send 
cable messages cia New York for quick delivery at Havre. 


Road 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 

Curacao-Coro 
Caracao-La Gua Closed ee ee ee oe Jan. 19, 1906 ee ee 
Curacac-M bo 
Tarifa-Tangier ee os oa oe ee Jan, 18, 1904 өө 
Port Arthur-Chifa (Closed) .. .. Маг. 9, 1904 T 
Las Palmas—Arrecife .. a oe oo, May 18, 1908 
Pera-Dardanelles ae ds sn .. May 90, 1908 
Sierra Leone - Accra T "T 22 “è .. May 28, 1908 
Djedda-Souakim ee oe ee ae se July 27, 1908 е en 

н -Massouah » е е е ee ee ee oe July 28, 1908 oe "E 
Oadiz-Teneriffe ee ee oe oe eo on Aug. 20, 1908 . . Sept. 10, 1908, 
Cotonou-Legos .. КА os Se .. Aug. 99, 1908 .. s 
Paramaribo-Cayenne .. as ; . Sept. 8, 1908 .. 


Telegraphists' Grievances.—At the Trade Union Con- 
gress last week a resolution was passed protesting against the 
employment of ex-soldiers and sailors as telegraph operatora, at 
lower wages than those received by established telegraphists. The 
recommendations of the Hobhouse Committee, advocating an 
extension of hours from 48 to 504 in some branches, and the 
exclusion of future entrants as skilled mechanics from the benefits 
of sick and holiday pay and medical attendance, were condemned, 
a protest against the practice of permitting newspaper proprietors 
and news agencies to provide their own operators for transmitting 
news telegrams was formulated, and the removal of the civil disa- 
bilities of Oivil Servants was called for. 


Telephone Charges.—Some interesting correspondence 
has taken place between Mr. O. Lancaster, chairman of the Liver- 
pool Cham of, Commerce, and the Postmaster-General on the 
subject of telephone tariffs. Mr. Lancaster is an advocate of the 
measured-rate system, and has evidently investigated the matter 
thoroughly. Addressing the P.M.G. in the first instance, he in- 
quired whether the Government could give a total of 10,000 out- 
ward calls for £10 per annum at a profit or without loss. Mr. 
Buxton replied that to do this would certainly involve a financial 
loss, while a line originating that number of effective calls in 
ordinary business hours would be overloaded, owing to the number 
of inward calls that would find the line engaged. He pointed out 
also that at present, with a much smaller average of calls, 25 per 
cent. of the calls made on exchange systems in the larger towns 
were rendered ineffective mainly by the overloaded condition of 
the lines of a limited number of large users. 

Mr. Lancaster then asked whether 5,000 calls per line would 
be a reasonable number, and would leave a moderate profit. 
Recognising the fact that the telephone business differs from 
others in that the cost and complexity of the system increase far 
more rapidly than the number of subscribers connected, he discussed 
the measured rate in the light of the National Telephone Co.'s 


last balance-sheet, deducing the proposition that with a charge of 


£5 per line and jd. per local call, 1d. per junction call and certain 
mileage charges for distant subscribers, an annual revenue of 
£417,000 could be obtained. The flat-rate service, he said, had been 
groaely abused by thousands of subscribers, and so, no doubt, it has. 
On the basis which he suggested, 1,000 calls would cost £6 Os. 10d. ; 
5,000 calls, £10 4s. 2d. ; and 10,000 calls, £15 88. 4d. These figures 
are the average for the whole country ; for London a higher tariff 
would be obligatory owing to the greater cost of the service, and 
this would increase the total revenue beyond the amount stated. 
Further correspondence followed, in which Mr. Lancaster proposed 
modifications in favour of thesmall user. Ia his reply, Mr. Buxton 
remarked that 5,000 originated calle per annum would make up 
а full load for the line of an average subscriber who received 8: 
many calls ав he originated, mainly during the busiest hours, and 
he expressed his willingness to consider proposals which might 
lead to an equitable working arrangement. 

At the Conference of the Association of Chambers of Commerce, 
at Cardiff, on Tuesday last, the chairman of the Telephone Com- 
mittee, Mr. A. J. Hobson, remarked that two members who, it 
was found, were shareholders of tbe. National Telephone Co., had 
been asked to withdraw from the Committee, as their presence 
might lead to embarrassment in the deliberations of that Committee. 
He then moved the adoption of the report of the Committee, and 


‘the appointment of a new committee to continue the negotiations. 


The two members in question—Mr. F. Faithful Begg, London, and 
Mr. C. Lancaster, Liverpool —moved and seconded an amendment, 
the latter condemning the flat rate and protesting against his ex- 
clusion from the Committee. The amendment later was with- 
drawn and the interim report of the Committee adopted. T 
new Committee did not include Mr. Begg and Mr. Lancaster. 
was resolved that representations should be made to the Postmaste 
General deprecating any increase of rates until Parliament ha" 
considered the matter, after investigation of the National Telephon 
Co.’s books and accounts. 


Theft of Telegraph Wire.—Last week James Harrigan 
and Thomas Harrigan were indicted for stealing a quantity of 
copper telegraph wire, the property of the Postmaster-General, 
near Carlton Bridge, Westbourne Park. It was stated that the 
telegraph line had been cut on about 60 different occasions, the 
damage done amounting to £350. The Recorder sentenced James 
Harrigan to three years’ penal servitude and Thomas Harrigan to 
віх months’ imprisonment with hard labour. 


Wireless Telegraphy. — According to the United 
States Consul at Tahiti, it is proposed to establish wireless com- 
munication between nearly all the groups of islands in the South 
Pacific, and to include in the system Australia, New Zealand and 
other important stations. <A capital of £70,000 is suggested, of 
which £10,000 has been provided by the owners of phosphate 
deposits on Ocean and Pleasant Islands. 
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THE WORKS OF ERCOLE MARELLI & Co., MILAN. 
Ir is probable that the average English reader has little In an incredibly short time he was so successful that he 


idea of the industrial development of Italy, for that country became one of the leading men in the trade, and began to 
while familiar to the tourist and traveller, is but little in manufacture small electric motors and fans, which up to 


evidence in this country so far as its 
mannfactures are concerned, 

Northern Italy, however, possesses 
a fully developed textile and’ engi-. 
neering industry, with Milan as head- 
quarters. 

The electrical industry is repre- 
sented by , many well-known firms, 
amongst which will be found Messrs. 
Ercole Marelli & Co., whose ex- 
tensive works (fig. 1) are situated at 
Sesto. San Giovanni, a picturesque: 
village, some four miles distant from 
Milan. | 
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Fic. 2.— VIEW IN THE Coir-WiNDbiNG DEPARTMENT. 
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Fic. 3.— GENERAL MACHINE SHOP FOR SMALL FANS AND VENTILATORS. 


Fic. 1.—Merssras. Ювсоге MARELLI'S WORKS, NEAR MILAN. ` 


that time had been im- 
ported into Italy from 
other countries. The 
progress made can best 
be gauged from the fact 
that at the commence- 
ment of his career Mr, 
Marelli had only onelad 
to assist him, and occu- 
pied premises of about 
30 sq. m. area, whereas 
his present factory 
covers an area of nearly 
50,000 sq. m., and he 
employsover 800 work- 
men, and a clerical staff 
numbering 75. 


Е 


Some 18 years ago Mr. Marelli started in business with —. Daring the year 1907 the output of the firm exceeded 
little capital as a manufacturer of small electric apparatus 100,000 eleotrio fans and small motors. But this does not 
for medical purposes,’ electric bells and other small goods. represent the entire ecope of the work, as there is also an 
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important “ Industrial section,” which is exclusively devoted 
to the manufacture of all kinds of motors up to 100 H.P., 
exhaust fans, blowers, &c., and in this department an 
exhaustive study of various systems of ventilation is made. 
‚А very large export bu:iness has been built up, and last 


Fic. 4.—ViEWw IN THE " INDUSTRIAL" SECTION. 


year over 40,000 
fans were exported 
to varions parts of 
the world, including 
Central and South 
America, India, 
Egypt, Japan, 
China, Australia, 
Canada, and many 
European industrial 
countries, including 
England. 

As an instance of 
successful business, 
it may be men- 
tioned that, taking 
the available sta- 
tistics for the im- 
portation of fans 
into South America, 
about 80 per cent. 
are the. products of 
this firm. 

Owing to the 
ever-increasing 
demand for export to 
the East, especially 
during the past year, 
the firm has care- 
fully studied the ques- 
tion of the winding 
and insulation of the 
armatures and field 
coils of its fans, and 
has perfected a special 
process by which its 
goods are enabled to 
withstand action of 
any climate. 

Although the 
different patterns of 
fans number only 
about 30, each pattern 
is sub-divided into 
about 10 different 
types for direct cur- 
rent and 42 for alter- 
nating current, which 


Manufacturers who have used electric fans and studied 
the ventilation of their premises, have found that the pro- 
ductive power of their workmen has considerably increased. 
It is easily understood that in buildings where large numbers 
of people are «mpjoyés, or where chemical substances are 
manufactured, good ventilation enenres а 
supply of fresh air, which is most im- 
portant for the workmen. | 

All these necessities Messrs. Marelli 
have provided for by means of their fans, 
which vary in size from a 10-in. desk 
fan to a 60-in. ceiling fan, 

The organisation of the works is very 
complete, and the operations are divided 
in such a manner that each man is a 
specialist in the work he does. 

It is interesting to note that, despite 
the large amount of repetition work— 
the fans being normally constructed in 
batches of 200 at a time—the majority 
of the workers are paid by time, and 
piece work is but little favoured. 

The factory is divided into two dis- 
tinct sections, one for the desk and 
ceiling fans, the 
other (called the 
Industrial section), 
which undertakes 
the construction of 
the largest ex- 
hausters, blowers, 
motors and trans- 
formers, and the 
carrying out of 
various schemes of 
ventilation. Thefor- 
mer is tbe more im- 
portant department. 

Electricity is 
used for motive 
power and lighting 
throughout, a three- 
phase supply at 600 
volts and 42 cycles 
being obtained from 
the public mains, 
and subsequently 
trangformed downto 
suitable pressures. 


gives a total of about Fic. 6.—ExnHaUvLTEns, BLOWERS, &c., PASSING THROUGH THE INDUSTRIAL SECTION. 


1,500 types. 

These vary in size, from the small fans which may be an 
ornament on the table of a lady's room and those suitable 
for office use, to those used in theatres and large public 
buildings and factories, where they secure for the employés 
more hygienic conditions. 


An extensive foundry supplies the various rough castings 
required in the works, which are stored for use. a8 required. 
Fig. 3 shows the general machine shop, with its equipment 
of lathes, drills, &c., practically all of which it will be 
noted are provided with an independent motor drive; our 
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illustration shows clearly the numerous fan and ventilator 
castings in process of machining, and which subsequently 
pass on to the assembling department, shown in fig. 5. 
Another section of the works is devoted to the stamping 
and insulating of the core plates used in the stators and 
rotors. | 

The winding department, shown in fig. 2, is operated 
entirely by female labour; all the armature and field coils are 
wound of aütomatic machines, and are Subsequently im- 
pregnated with insulating varnish and dried off in electric 
stoves at a very high temperature. Messrs. Marelli claim 
that their insulation is of a specially robust character, and 
that its ability to withstand extremes of temperature and 
moisture has been proved by experience. 

A separate department is reserved for the fitting of lubri- 
cating apparatus, and the fan when complete, passes to the 
mounting department, and receives its distinctive finish of 
enamel, nickel, &c. 

Fig. 9 shows the testing department, where the majority 
of the fans and ventilators undergo a 12-hours’ trial; 
usually some 500 large and small fans are to be found in 
this department, from which they are, if satisfactory, passed 
into the finished stores, shown in fig. 8. 

In the industrial section the variety of work carried out 
is considerable, but here, also, the division of labour is 
strictly observed, so that each man is a specialist in the work 
which he performs. In fact, all the products of this section 
are the work of expert workmen. Figs. 4 and 6 are views in 
this section of the works. E 

From this department are sent all the exhausters which 
this firm manufactures, varying from 9 in. to 70 in. diameter, 
also blowers of vari- 
ous kinds, such as 
for gas furnaces, 
and heating and 
drying systems, and 
also for collecting 
dust and refuse. 

The Marina“ 
type, designed 

or the venti- 
lation of Vessels, 
has been adopted 
by the Italian Navy, 
and is a speciality of 
the firm; and the 
" Lamiera ” by pe, 
Which is made en- 
tirely of cast-iron 
plates, is largely 
used for the ventila 
tion of mines of all 
kinds. All the types 
‘are suitable for 
Special purposes, too 
varied toenumerate, 
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Fia. 9. -TuE Test Room. 


Fic. 7.—ErEcTBICALLY-Dni1VEN VERTICAL BORING AND TURNING 
MILL, INDUSTRIAL SECTION. 


Messrs. Marelli 
make a speciality 
of ventilating fans 

. for glass works, and 
we understand that 

99 per cent. of the 

numerous Italian 

glass works have 
been equipped by 
them, the fans and 
motors having given 
no trouble, in spite 
of the high tem- 
perature in which 
they necessarily 
work. Another 
kind of ventilating 
installation was 
that supplied to 
the Milan post 
office, where five 
large blowers are 
installed for circu- 
lating hot air in 
the winter and cold 
air in the summer throughout the 
building. 

In concluding this article, we may 
remark that in addition to an excellent 
industrial organisation, this firm has 
a well developed business depart- 
ment, 

Its catalogues, which are published 
in several languages, are well illustrated, 
and may be found in every part of the 
world. 

The initiative of the founder of 
this business ensures that not only 
wil the fans be useful, but that their 
appearance shall be artistic and ele- 
gant, and with this object in view he 
organises special competitions and 
awards prizes for the best designs sub- 
mitted for approval. 

A feature which is specially worthy 
of note is the attention which ig 
bestowed on the welfare of the 
workers; dining rooms are provided 
in the works, and houses. have been 


J Ne .. e 
462 THE ELECTRIC AL REVIEW. (Уо! 63. No. 1,608, Ѕертемвев 18, 1908. 


specially built for the use of the chief workmen in the to the sedimentation beds, and in turn to the filtration beds, 
vicinity of the works. ER sf | or in thé сазе of storm water, to the sedimentation beds and 
The excellence of the products of this firm has been thence to the storm filtration beds. The difference in 
widely recognised, and it has been а DEM | СЭ 
successful exhibitor at several important 
exhibitions, having been awarded the gold 
medal at the Earl’s Court Exhibition some 
few years ago, and the Grand Prix at the 
Milan Exhibition of 1906. 

Branches have been established in all the 
principal towns of Italy and in Paris and 
Berlin, and representatives are to be found 
in Amsterdam, Brussels, Madrid, Moscow, 
Lisbon, Cairo, Buenos Ayres, and Rio de 
Janiero. 

In order to deal with its growing export 
business to the East, a London branch has 
been opened at 26, Garlick Hill, E.C., 
which deals specially with export orders ; 
a large variety of fans and motors is aleo 
stocked for the purpose of executing orders 
tor the English market. 


.  —áá 


CARLISLE CORPORATION 
SEWAGE DISPOSAL SCHEME. 


Tur sewage disposal scheme, of Carlisle, 
originally consisted of a screen house 
accommodating two small hand-worked 
screens and one filter bed. the area of 
which was 1,600 sq. yd. The filter bed 
was of the ordinary open type, filled with 
granite chippings, with an effluent to the 
river Eden. There was no special arrange- 
ment for dealing with storm water, and 
the effluent was not exactly clear. The 
present scheme for which the Local 
Government Board granted а loan of 
£50,000, consists of tbree settling bede, 
six filtration beds for ordinary use, with 
four extra beds for dealing with storm | | 
water. The total area of the filtering beds VIEW SHOWING THE ELECTBICALLY-DBIVEN SEWAGE PUMPS. 
is now about two acres. | i 

The main sewers are brought to three penstocks, two of the two filtration beds is that the sewage is sprayed out over 
which lead to screening chambers, and the third, by means of the ordinary, whilst it flows in bulk on to the storm beds. 
a storm channel, direct to the suction chambers. The screens There are three pumps jn duplicate, of the following 
capacities : 1,440,000, 
3,168,000 & 6,048,000 
gallons per day, driven 
by 16, 30 and 57 BF. 
direct coupled 
inghouse shunt-wound 
motors. The two gets 
are to be used alter- 
natively, depending on 
the screen house clean. 
ing, &c. The 
amount of sewage 
which oue st 0 
pumps can deal with 
exceeds the figure 0 
9,000,000 gallons per 
day — or the stort 
amount over which lit 
is permissible to opt? | 
the sewers direct tothe 
river. 

It is proposed that 
the control shall be 
carried out 57 
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THE SWITCHBOARD, CARLISLE SEWAGE DisPOSAL WORKS. A small motor 80 


and their conveyors, are driven by means of two backgeared capacity to take care ok the smallest flow ; when, however, 
6) н.р. British Westinghouse motors. the level of the sewage rises in the suction chambers, al 
The sewage passes to the pumps, which lift it about 25 ft. Ње small set becomes unable to deal with it, a medium 


to a main reception chamber, and from there it is distributed pump is brought into action. The arrangement of fonte и 
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zuch that both pumps will then run together until the level 
is reduced a certain distance, when the small pump cuts 
ont; the medium pump will continue running by itself 
until a still lower level is reached, when it in turn will be 
automatically switched out. Should, however, the level 
gain, in spite of the small and medium pumps, the largest 
pump starts and runs until the three have reduced the level, 
thus cutting out the small, the medium,: and the large 
pumps successively. 

The switchboard, consisting of one lighting panel, one 
power supply and six motor panels, was built and erected 
by the British Westinghouse Co. | 

The supply system necessitated some careful consideration 
ав a duplicate arrangement was asked for, and the distance 
between the power station and the sewage works was about 
1} miles. Finally it was decided to lay two 15 cables to 
run in parallel for the high-pressure side, and one · 2 cable 
for the negative or earth potential cable (the supply being 
taken off the traction bars normally). Change-over switches 
are provided at either end enabling the polarity of the 
supply cables to be reversed in the event of a breakdown 
occurring, the section of the two parallel cables being such 

in case of absolute necessity the pressure drop would not 
be too prohibitive to allow of a supply being taken off the :2 
and one *15cableonly. In this manner, practically duplicate 
underground work is provided at a minimum cost. 

The fibre type of conduit (Key Engineering Co.) was 
selected 'as the most suitable, and of this, four ways of 2 in. 
inside diameter are provided throughout, leaving one spare 
Way 1n case of necessity. One 3-in. pipe was also laid to 
about half way from the power station, for an extension 
feeder which will shortly be required, and a fifth 2-in. pipe 
was laid from the half-way point to the sewage works for a 
three-core lighting cable. The sleeve type of conduit was 
used for the 2-in. size, and the socket type with compounded 
Joints for the 3-in. conduit. The pipes are embedded 
throughont in good stiff concrete giving one inch protection 
on all sides. The cable contract was carried out by the 
British Insulated & Helaby Cables, Ltd., and included drawing 
the cables into pipeways, laid by the Corporation. 

It is anticipated that about 2,500 units per week will be 
required. To be able to deal with this load at any time, the 
Power cables are connected across the terminals of a battery 
and reversible booster set. This set is used on traction 
"rw but can also be switched on to the lighting bars if 


The erection of the whole of the pumping: plant was 
carried out by Mr. Zimmer, Mesars. Gwynne's engineer. 
The Corporation Electrical Engineer arranged the supply 
‘atem, carried ont the subsequent tests and Bupervised the 
electrical part of the scheme. On the official tests the 
guaranteed overall efficiencies given below were all exceeded : 


Pamp Motor Guaranteed 
size, H.P, ећсівпсу. 
14 іп, e 57 65 рег cent. 
10 ш. ies 30 T 61 » 
7 1n ° eee 16 ove 59 ээ 

— —— 


The Cost of Electrie Train Lighting.—A recent 
Faper before the Western Railway Club (U. S.A.) contained a com- 
D of electric train lighting systems, with advantage to the so- 


"KW, Curtis turbo-generators · switchboards; four seta of sto 
М з ’ rage 
rles—each of 54 cells, 240 ampere-hour capacity ; wiring, &c.) 


© axle dynamo system for a similar 16-car train 
(generator, regulators, batteries, &c.), would cost $26,776, an average 
ee рег car. But it is not only in first cost that the head- 


and eciati 
&c., <a bt attendance, lamp renewals, oil, waste, repairs, 
90 Kw.-houm 67 consumption per round trip, is estimated at 


ы 


Zanzibar The Pr | 
ication „Ihe Post Office announces that tel raphic 

со Р 
Zanzibar ation has now been opened with the Island ot Pemba, 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australis.—AprrArmz.— November 20th. The City 
Council requires tenders for the supply and erection, complete, of 
& refuse destructor, electric lighting plant for same, &c. Particulars 
may be obtained from the Agent-General for South Australia, 
1, 5 Square, Bishopsgate Street Within, E.C. 


Востн Avustrarta.—October 21st. Tenders will be received at 
the office of the Deputy Postmaster-General, Adelaide, for a power 
plant for charging accumulators for telegraph purposes at the 
General Post Office, Adelaide, as per specification No. 228. Speci- 
fications can be seen at this office. 

October 19th.—Four seta of instruments for direct duplex cable 
working, for the Postmaster-General’s department. See “ Official 
Notices” September 11th. 


less telegraphy at the following places :— Launceston ; King 
Island (Bas Straits); Flinders Island (Furneaux group); Mel- 
bourne. See “Official Notices to-day. 

MELBOURNE.—City Council. 770 meters and 157 indicators, 
estimated at £2,144, are required by the Electric Supply Com- 
mittee. ; 


Belgium.—October 2nd. The municipal authorities of 
Malines are inviting tenders for the concession for the supply of 
electricity in the town for lighting and power purposes. Particulars 
may be obtained from, and tenders are to be sent to, Le Collége 
Echevinal, Hótel de Ville, Malines. 


Blackpool.—September 19th. 100 tons of steel rails, 
$0 cwt. of fish-plates, 20 cwt. of tie-bars, and about 300,000 hardwood 
paving blocks, also taking up and relaying about 823 lineal yards 
of double-track tramways, for the Т.О. John 8. Brodie, Borough 
Engineer, Town Hall, Blackpool. 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electrio lighting in the town 
of Zagasig, in accordance with Specifications and plans that may 
be inspected at the offices of the above Ministry at Cairo. 


Germany.—The municipal authorities of Flonheim 
(Rhenish Hesse) are about to invite tenders for the establishment 
of a central electricity station, at an estimated cost of £40,000, to 
supply 18 places in the district. 


Halifax.—September 29th. Electrical fittings for six 
months for the B. G. А.Т. Longbotham, Clerk, 4, Carlton Street, 
Halifax. 


Ilford.—September 22nd. Overhead traveling crane 
for the U.D.C. See Official Notices v September 4th, 


London.—October 18th. Six fuel economisers, 320 tubes 
each; three electrically-driven feed pumps, 9,000 gals. per hour 
each ; and two 5,000-xw. horizontal steam turbo-generators, for the 


L.C.C. See Official Notices to-day. 


Merthyr Tydfil.— September 19th. Messrs. Hille, 
Plymouth & Co., Ltd., invite tenders for Stores for electric 
appliances for their collieries for 12 months ending September 
30th, 1909. | | 


Plymouth.—The Electricity Committee of the T.C. 
bas empowered the electrical engineer to purchase a centrifugal 
pump to replace & pump which is worn out. 


Salford.—October 5th. Electric wiring of the Halton 
Bank Council School, Pendleton, for the Salford Education Com- 
mittee. 


Saltley.—September 25th. Three-phase induction motor 
(200 н.р.) for direct coupling to a centrifugal pump for the Birming- 
ham, Tame and Rea District Drainage Board. See “ Official 
Notices” to-day. 


Spain.—October 10th. The municipal authorities of 
San Mateo (province of Castellon) are inviting tenders for the 
concession for the electric lighting of the town during a period of 
10 years. Conditions may be obtained from, and tenders are to be 
sent to, Е1 Secretario del Ayuntamiento de San Mateo (Castellon). 


Taunton.—The T.C. requires tenders for a 120-в.н.г. 
compound condensing engine, for coupling to a generator. 


Watford. — October 6th. -.500-kw. . turbo-alternator, 
surface condenser, switchboard panel, economiser and hiyh-speed 
fan engine for the U.D.C. See “ Official Notices ” to-day. 
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: CLOSED. | Шш machinery "a pep The plant will consist of three 
| AE B. H. P. X. E. type Crossley gas engines and suction prod 
Australia. — ADELAIDE. — Postmaster - General. Tele- the engines being direct coupled through flexible patria a 


phones, switchboards and cable :— o. Messrs. Crompton's standard continuous-current interpole 

900 magneto wall sets, £52 108. each.—J. Bartram & Son. namos, each capable of developi $ 

Three switchhoards, each for 100 metallic circuit lines, at £99 бв. 2d. each ; ыш а bed of ое оку вр a 220 volts when 

54 miles lead-covered cable, 208-pair (125-1Ь. conductors), at £486 per Е ; p ese per min. the necessary 
mile; 5 miles lead-covered cable, T9-pair (20-Ib. conductors), #80 per circulating water pipes, two electrically -driven centrifugal pumps 
mile: 900 yards light lead-covered cable, 104-pair, £184 12s,—British for circulating the water, a balancer set, dealing with an out-of- 


Insulated and Helsby Cables, Ltd, | ; > e ; 
84 miles lead-covered cable, 156-pair (124-10. conductors}, at £380 per mile ; 5 current of 100 amperes in the middle wire, and a switch- 
b. conductors), at £224 108. per for the control of the three dynamos, balancer and feeders, will 


84 miles lead-covered cable, 104-pair (124-1 Г : 
mile. Western Electric Co. be supplied. The mains will consist of overhead bare copper con- 


2 miles lead-covered cable, T8.pair (12340. conductors), at £229 per mile ; ; . 
4 miles lead-covered cable, 52-pair (124-lb. conductors), at #115 per mile ; SE carried оп steel cross-arms mounted он wooden poles, on 
2 miles lead-covered cable, 26-psir (00-1Ь. conductors), on i-mile drums, wot rackets will also be mounted for carrying the incandescent 
at £132 per mile.—W. T. Henley's Telegraph Works Co., Ltd. lamps for street lighting. The contract includes the running of 


| | | all service mains to consumers. The system of supply will be 
Edmonton.—At their last meeting the Guardians of the three-wire continuous current, 100 volts for lighting and 200 volts 
Edmonton Union had under consideration 42 tenders which bad for power. We understand that the erection will commence about 
been submitted, to the specification of Messrs. May & Hawes, the the beginning of October. | 


consulting electrical engineers, for the electric lighting installation oN . 

of the nurses’ home, when the tender of Messrs. Tilley Bros., of Plymouth.—The Electricity Committee has accepted the 
Kingsland Road, London, amounting to £376, was accepted. This quotation of Messrs. G. M. Boddy & Co. to supply metal-filament 
ich the Guardians lamps, at 4s. per lamp, less 25 per cent. and 5 per cent. The 
ith the new infirmary. The quotation of the British Thomson-Houston Co., Ltd., to supply 


are carrying out in connection w 
specification for the electric lighting of the infirmary itself wil carbon lamps, at 6d. each for 5, 8, 16 and 25-0.р. lamps, and 9d. each 
for 32-0.P. lamps, was also accepted. 


be issued in a few months’ time. 

France.—The French Post and Telegraph authorities in F nee 5 tenders of 
Paris have just placed a contract with La Société Industrielle des от the ac тр ears ^ I e Oliver Arc Lamp Co., Lid, 
Téléphones, of Parie, for 150 kilometres of submarine telegraph РР!у р n8. 


cable core, at £54 per kilometre. Swansea.— The T.C. has accepted the tender of Mesers. 


E Glasbrook Bros, Ltd., for th ly of small ste 1 (Garngoch 
Gainsborough.—The T.C. has accepted the tender of for 12 months or the supply of sm am coal (Garngoch) 


Mesars. Meldrum Bros. for à refuse destructor, at £2,197. é 
Wimbledon.— The General Electric Co. Ltd., has 
Glasgow.—Messrs. W. C. Martin & Co., of Glasgow, haye received а contract for 1,300 high voltage “ Osram” lamps for street 
secured from the Orient Steam Navigation Co. the contracts forthe lighting at Wimbledon. 
electrical installations of three of the five new liners at present 
building for their Australian mail service. The remaining two will 
have installations by the builders. Messrs. Martin & Co. are also — —— 
to fit with electric lighting and other apparatus the large tram ferry 


which is building at Walker-on-Tyne for the Swedish State Railways. | 
` CONTRACTORS’ COLUMN. 


Heckmondwike.—The U. D.C. has accepted the tender 5 follow E шее 2 e ue шш (еи к 
ractors and others who are seeking for © enings for new business. nsider- 

of Messrs. Henley's Cable Co. for the supply of cable for the able expense is incurred in the producten of this column, and every care is 
extension to the Co-operative Wholesale Society's premises. taken te ensure that the information is new and accurate, but it will be under- 
stood that in a matter wbere во many correspondents &re engaged, and where 


И the amount of information to be handled is very large, this cannot always be 
Lancaster.— The order for the fittings for the new Town i 8 inaccuracies are reported to the Editors, they will be 
Hall has been placed with Messrs. Veritys, Ltd., by the contractors, ully investigated.| 


Messrs, Calvert & Heald, Lancaster. ABERDEEN.—Reconstruction of Skene Street Public School. J- А D. Айал, 
К The U DC h à bel | чо o ше Board. Organ factory in Ardd 
—The U.D.C. has acce ted tenders as ow :— ‚ for E. Н. Lawton, organ builder. 
Leek. Бя р поя ACCRINGTON.— Houses, Queen's Road, for Richard Stewart; biden i 
; f Е 5 t t, j M house, 
Callender's Co. (accepted) 488 | E. Philips  .. .. (accepted) £19 Lea, W d d n green and motor-ho 
À iiit ea, Whalley ‚ for James Cunliffe, J.P. 
Glover & Co. - СЕ .. 38 | М. Carding & Sons X- . . 2B ADLINGTON (near C New Ch a ls (£3,000 
о винос ur хы. 8 95 Ree HoRLEY)—New Church of England Schools 
ev. Т. Н. Minett, vicar. 
. ee ARBROATH.—Extension of premises for High Strect Co-operative Society. 
London.—The Metropolitan Asylums Board has received Hugh Gavin, atchitect, Arbroath. | 
the following tenders for the installation of a storage battery, ASCOT (Buio parah Мапа ор on the golf links, for H. Wills, i ind 
booster, switchboard and connections on board the training ship 1 Coleman Btreot, on Ridgemont Estate jo Kstata; G. A 
e Franks, builder, Guildford. ' 
| TEES cepted) £30 ASHFORD.—Manual training workshop at the Grammar School. А. Е. lace 
Johnson &Phitipn Lad. . . . e, ng architect, North Street, Ashford. 
Pinching & в T ee ve ee 307 crenrenpenlerden Union. Ward at the Workshop Inga gl. 
G. E. Taylor & Co. ae oe ee wie . 311 the Tenterden Union. W. L. C. Turner, architect, Town 
Unton Electric Co. m ee ee ee ee 312 Tenterden. 
COE DER о. и 177 ASHINGTON.—Proposed new Council Chambers for the U. D. C. | 
ек M . E аА ^ Mi p MEET: BANGOR.—Museuin buildings for the T.C. David Hughes & Owen, builders. 
Whipp& Bourne. e Qr tto tt 35J BANSTEAD (SunREv).—House, corner of Epsom Lane, for W. Cook: 60: 
Edmundson's Electricity Corporation .. E 354 nasium, music &nd bed rooms, 8t. Monica's School, for ai 
Dargue, Griffiths & Co... ae еа ee T 365 Helen Jones; houses, Epsom Lane and Tadworth Street, 
Millwall Electric Co. T ee ap бге 375 . W. H. Bartlett, Tredegar Works, Bow; additions ‚ tor 
Pritchetts & Gold.. ve S% vs ss ‘we 342 5 е . A house. Так Gom 8 
D.P. Battery Со... Sie v ee ee ei 406 E. ard; shops ross Roa wo or p 
' Electric Construction Co. oe - T os 409 Ais idi detached, 1 Diceland Road, for Т, Ls 
W. Harvie & Со... ae «5 ee = я 410 art; ndditions to tation Hote ingswood, 1 
Crompton & Co. oe ee ee oe ee ee 415 Combe, Reid & Co., Ltd., Stag Brewery, Pimlico. 
Premier Accuinilator Co. ee a oe E 415 BASINGSTOKE.—AGditions to factory, Station Hill, for Gerrish, Ames and 
Chloride Electrical кту" с ee ee ee 450 Simpkins. 
Siemens Bros. Dynamo Works T ee .. 455 BATLEY.—New church іп ; . £7,000). 
„ 5 2X. place of St. Andrew's Mission Church (7. 
м ы ы eee ee эе ees 8 * 
е dd бе А d is са 2 z xm BEBINGTON (CuEsmimg).—New works to be proceeded with. Mersey 
Hart Accuinulator Co. s ey De 2 591 К Chemical Со. P.; 
R. Pope, Lill. е = 55 BEDWORTH (near NvxraTox).—Houses, New Street, for W. Johnson, E 
В. Newton & Со. .. ae oe we oe oe 715 оа Street, for Т. Dewis: Newtown Road, ng Street, 
(The engineer. in- chief's estimate was £300.) { b eae сее and additions to Breer g 
° L] P е — /] У , | " . Ы & Co. 
The Westminster Electric Supply Co., Ltd., have, on the advice Beene W re UO 1 — pall for 
of their engincers, Messrs. Kennedy & Jenkin, placed ап order for Labour Party, North Belfast. Branch office at Mountpottin£ 
five surface condensers for their new power station in Horseferry е ше вш, Ltd.; Blackwood & Jury, architects. 
Road in the hands of Mesers. Willans & Robinson, Ltd., Rugby, at e опека! PIAC PEASY ; 
47 073 | кш BERKSHIRE.—New elementary schools at Shinfleld and chilarey. dl 
A NONE The B.C. b ved the tend - | Morland. clerk to the Berkshire Education Authority, "^ 
STOKE NEWINGTON.— e B.C. bas accepted the tender, at £47, BEXHILL.—Detached house, Sea Road, for W. Taylor; Pigott $us 
of Messrs. James Keith & Blackman Co., Ltd., foran electric fan and architects. Detached houses, Collington Avenna or "Avenue. 
case and air trunk for ventilating the electricity generating station. nude oT architect. Detached house, Sutherland ington 
sp. Pancras.—The B.C. has accepted the tender of Messrs. Avenue, for м. AC M Spencer. arohitect. House in 
Dorman, Long & Co., at £66, for strengthening the stanchions of Sutherland Avenue for W. White; C. W. Spencer, architect 
Addition to St. Barnabas Church ; Dove Bros., architects 6? 


tbe old building in the King’s Road generating station. builders, Islington, N. 


BIRMINGHAM.—New Fire Station for the T.C. Watch Committee ; АН 


Казвап,—А contract has been placed with Messrs. Price, architect, 63, Temple Row, Birmingham. Further exten: 
Crompton & Co., Ltd., by the mre Agents for the Colonies for the S EE 1 о e H. Taylor, chairman О ' 
electric lighting of the city o assau, capital of the Bahama B mmittee. 

А ; LAIRGOWRIE (PER: os i 1 . McMillan, 
Islands. The consulting engineers are Messrs. Preece & Cardew, dii P of school, D. & В 


and the contract includes the supply and erection of all station BLYTH.—New Presbyterian Manse (£1,000). 


Vol. 68. No. 1,608, ВЕрРтЕМВЕВ 18, 1908.) THE ELECTRICAL REVIEW. 


BOLTON.—New offices to mills, Folds Road, A. Bromiley & Co.; dressing 
rooms, Manchester Road, Bolton Wanderers F.C.; timber 
stores in Back Latimer Street, Page & Bon ; additions to works 
in Chorley Street, Messrs. Т. R. Bridson & Son. Extensions in 
contemplation for Messrs. Cronks, cotton spinners: Messrs, 
Barlow & Jones, spinners; and Messrs. Haslam, spinners. 


BO8TON.—New schools (£3,800). G. E. Clarke, Town Surveyor, Municipal 
Buildings, Boston. 

BRIDGEND.—Alterations and additions to the Angelton Asylum. R. 8. Griffiths, 
architect, Tonypandy, Rhondda Valley. 

BRORA (SUTHERLAND).— United Free Church and Manse for Deacon's Court of 
Clyne U.F. Church. 

BUCKHAVEN P NEN Parish Council offices. Provost Ross, Buckhaven, 

ife. 
BUXTON.—Houses, Green Lane, for Mr. Vollmer. 


CAMBORNE.—House, Tehidy Road, for F. Bottrall. 
Wellington Road, Camborne. 


CARLISLE.— Turkish Baths (29,290). W. Johnstone, contractor, Carlisle. 


CASTLEFORD (Yonxs.).—Five houses, Nicholson Street. Garside & Penning- 
ton, architects, Pontefract. 

CHATHAM.—Villa, Maidstone Road, for A. Burtenshaw; club room. Pagett 
Street, for Rev. C. J. La Touche; mission church, Walderslade, 
for Rev. C. J. La Touche. 

CHESTER.—Proposed new Training College. 
Chester, 

CHILTON (FrRRYHiLL, Co. DvurHax).—Complete installation of thirty-one 

' 82-0. P. lamps (electric light), for the T.C. М. Wright, clerk, 
7, Dene Bridge, Ferryhill. 

CHORLEY.—Houses, Barracks Road, Whittle-le-Woods, for Paul Haydock ; 
Shawe's Farm, Anderton, for A. Bond. 

CLOWN (near CHESTERYIELD).—Houses, Welbeck Street, Creswell, for A. F, 
Houfton; Barton Street, for the Clown Co-operative Society; 
King Street, Hodthorpe, for Mrs. Mottishaw ; Mitchell Street, 
Clown, for H. Thompson; Elmton Road, Creswell, for Mr. 
Houfton. 

COCKERMOUTH.--Houses, Winscales, for Martin Burns: Lowea Lane, for 
T. Birkett; farm buildings, Rye Hill, for Lord Lonsdale. 

CONWAY.—Conversion of the old Post Office into Municipal Buildings. F. D. 
Ae architect, 19, Gainsborough Road, Sefton Park, Liver- 
pool. 

CRANBORNE (Dorset).—Alterations at 84, North Allington; A. E. Travers. 
Buildings at Spar Acre, for H. E. Hounsell, Ltd. 

CROYDON.—Alterations and additions to Baptist Chapel, Whitehorse Road: E. 
Stones, architect, 1, Trump Street, E. C. Additions, St. James’ 
Vicarage, Tavistock Road; Umlandt & Gibson, builders, 98, 
Cherry Orchard Road, Croydon. Alterations and additions, 70, 
Westow Hill; Macey & Sons, Ltd., builders, 2, Essex Street, 
Strand, W. C. Houses and shops, Selhurst Road; Dartnell and 
Banks, architects, 84, High Street. Croydon. Six houses, 
Whitehorge Road; F. H. Milton, 76, Haslemere Road, Croydon. 
Houses and shops, Brigstock Road ; H. E. Davey, 20, Cassland 
Road, Croydon. Twelve houses, Richmond Road; W. M. 
Lucas, 91, Brigstock Road, Croydon. Four houses, Strathyre 
Avenue; W. G. Allen & Воп, Tunstall Road, Croydon. 
Additions to Whitehorse Laundry, Whitehorse Road; W. 
Hards, 19, Selsdon Road, Croydon. Four houses, Lower 
Addiscombe Road ; C. Carpenter, Lower Addiscombe Road, 
Croydon. Six houses, Barmouth Road; W. B. Coomber, 65, 
Pemdeyon Road. Croydon. Six houses, Melfort Road; C. 
Omerod, 5, Station Road, West Croydon. 

DARLINGTON.—Houses, Elton Parade, for Hoskins & Brown; eighteen houses 
at Harrowgate Hill, for Mr. Martin. 

DARTFORD.—Extensions to St. Alban's Road School (£1,677). W. F. Blay, 
builder, Dartford. 

DORKING.—New administrative block at the hospital (£8,600). Local Isolation 
Hospital Committee. 

DOUGLAS.— House, Cliff Estate, for R. J. Kelly. 


DOVER.—Alteration to 11, Cannon Street. Bromley & Watkins, architects: 


F. Mills, architects 


County Education Committee, 


Dover. 

DUBLIN.—New В.С. schools for the Metropolitan Parish contemplated 
(£16,000). 

DUDLEY.—Enlargement of Dudley Post Office. Postmaster, Post Office, 
Dudley. 


DUNDEE.—Rifle range and saloon for St. Andrew's Parish Church Rifle Com. 
mittee; secretary, St. Andrew's Church Ritle Club, Dundee. 
Alteration on property at 107 and 113, Overgate, for C. Mann; 
alteration to shop at 18, St. Andrew Street, for H. & F. Thom- 
son; houses in Woodbufne Street, for Jolin Allan; and in 
Kinghorne Road, for Robert Burnett. 

DUNFERMLINE.—Alterations at Downsville Crescent, for J. Wilson, 
Cameron Street; and alterations at Conston Street, for Mrs. 
Alston. | 

DUNSTABLE.—Prospective rebuilding, after fire, of the Wesleyan Chapel and 
Sunday Schools. 

EAST COWES (I. of W.;,—Houses, Whippingham Road, for Mr. Ransom; 
Grange Road, for Mr. Sibbick ; Tower Road, for Mr. Poole. 


EBBW VALE.—Ten villas. J. H. Walters, architect, Ebbw Vale. 


EDINBURGH.—Two villas in Lismore Avenue; Fraser & M‘Beath. Three 
tenements in Strathtillan Road; G. A. Wilson. 

ELGIN.—New schools at Findochty. R. B. Pratt, architect, County Bank 
House, Elgin. 

ENNISCORTHY (Banuinpaccin).—Sunday schools for the Very Rev. Canon 
Mechan. Plans, &., at the Parochial House, Ballindaggin. 

EPSOM.— House, Epsom Common, for C. Page; additions to Downside Cottage 
for Rev, E. W. Northey. 

FARNBOROUGH (Haxrs.).—Additions to residence, Farnborough Park, for 
Lieut. Hampshire. 

FENCE HOUSES (Co. Durnas).—Rebuilding “Three Horse Shoes Inn," Pit 
House Lane, Leamside, for the Newcastle Breweries Co., Ltd., 
Newcastle-on-Tyne. 

FOLESHILL (near CovENTRY).—Houses, Grange Lane, for Т. Randle: Bacon's 
Yard, for Mr. Walton ; Bell Green, for Mr. Pearson, jun. 

GLASGOW —Three double villas in Southbrae Drive, Jordanhill, for W. Downs 
and Sons, Glasgow Road, Uddingston. Alterations to house, 
Monreith Road, East, Cathcart, for M‘Whannell; Rogerson and 
Reid, 58, West Regent Street, Glasgow. Conversion of houses 
into shops, Alexandra Terrace, Cathcart, for Mackinnon and 
Browning, 123, Hope Street, Glasgow. Five tenements in 
Blawarthill Street, Yoker. for M. Urie & Sons, Laigl.park, 
Paisley. Double villa, Busby Road. Giffnock, for R. Watson, 
281, Aikenhead Road, Glasgow. Villa, Calderwood and Mont. 
gomery Roads, for R. Hetherington, 19, St. Vincent Place, 
Glasgow. Double villa, in Penrith Avenue, Giffnock, for G. 
Dixon & Sons. Gitfinock. Double villa, in Wykeliam Road, 
Scotstounhill, for A. Gibson, 18, Barrington Drive, Glasgow. 

GLASTONBURY .— Restoration of Glastonbury Abbey. 

GLOSSOP,—New municipal oftices under consideration. 

GODSTONE (Bnnri)—Rebuilding (after fire) of the King's Stores (licensed 

| premises), 

GREAT CROSBY (near LiveRPoot).—Villa, Dowhills Road, for С. Howarth ; 
бб pairs of houses and six shops, Asquith Avenue, New Street, 
forG, R. Allison. 


HAMPTON.—Six villas, Percy Road. Milestone & Collis, estate agents, High 
Street, Teddington. 


HARDWICK.—Renovation of Hardwick Hall. Duke of Devonshire. 


HEMEL HEMPSTEAD.—Additions and alterations, Lockers Park College, for 
P. Christopherson; additions to The Poplars” for the Rev. 
Hornet Superior; two houses for N. Micklem, M.P., Boxmoor, 

erts. | 

HERTFORD.—Two houses, Ponderoft Road, Knebworth, for Mr. Darby: new 
Baptist Church, Burnham Green, Datchworth, for F. A. 
Lawrence. 

HESSLE,—New building to replace Primitive Methodist Church, Southgate. 


HEYWOOD.—Proposed Council school in Regent Street. H.. C. Anderson, 
architect, 3, Longford Street, Heywood. 

HITCHIN.—Proposed new Conservative Club. | . 

HOUGHTON-LE.SPRING (Co. DrvnHAw).—Houses, Sunderland Street, for W. 
Young; Outram Street, for J. Hudson; Gilpin Street, for 
Ramsay & Frazer. 

HYDE (ORESHINH).— Houses, Fairtrother Street, for Mrs. A. Hall; Wood- 
brooke Avenue, for Ernest Pike; Gower Road, for Wm. 
Norgrove & Sons; additions to weaving shed, &c., for Gibraltar 
Mill Co., Ltd.; additions to Pole Bank Hall, Gee Cross, for 
T. C. Beeley. 

ILFORD.— Houses, Clarissa Вова, for P. G. Ashton ; Felbrigge Road, for A. C. 
Corbett (E. T. Dunn, architect, 20, Mansfield Road, Ilford); 
Beven King's Road, for J. W. Warwick. 

ILFRACOMBE.—Probable rebuilding, after fire, of Victoria House (boarding 
establishment), between Morthoe and Woolacombe, near 
Ilfracombe, 

IRLAM (Lancs.).—House, Liverpool Road, for Sir Bosdin T. Leech; shop, 
Liverpool Road, for Joseph Royle. 


KEARSLEY (near Bol rod). Renovation of Uplands, Ringley, for the Rev. J. H. 
Street, Vicar of Ringley. ` 

KETTERING.—House. Garfield Street, for T. Geary ; stores, Trafalgar Road, 
for Mobbs & Lewis, Ltd., patent last makers; additions to 
factory, Canon Street, for A. Gosper: additions to County Court 
offices, West Street, for H. Lamb; shop and offices, Market 
Place, for L. B. Bagshaw. 

KINGSTON.ON.THAMES.—Alterations and additions to buildings for 
Guardians. W. H. Hope, architect, 12, Clarence Street, 
Kingston-on-Thames. 

eee lt rationi and additions to premises, Market Place, for J. B. 

aliour. 

LEEDS.— Wesleyan school at Headingley. G. F, Danby, architect, 73, Albion 

Street, Leeds. 
(GUISELEy).--New Yeadon and Guiseley dual secondary school. 
А W. Broadbent, architeot, Leeds and Horsforth. 

LEICESTER.—Extension of the Technical and Art Schools, The Newarke - 

Everard, Son & Pick, architects, 6, Millstone Lane, Leicester. 
(KisWORTH).—Extension to factory, for Johnson & Barnes; five 

houses, Fleckney Road, for Mr. Bolton. 

LEVEN.—New hospital (21,300). A. C. Dewar, architect, Leven. 

LICHFIELD.—Houses, Grange Lane, for Messrs. Morecroft: 8t. Chad's Road, 
for J. R. Deacon; Ivanhoe Road, for W. Griffin. 

LINCOLN.—Enlargements, &. (£13,000. Lincoln Co-operative Society. 


LIVERPOOL.—Four shops in Renshaw Street. Bullen Bros., Ltd., contractors, 
Liverpool, i 
LLANDUDNO.—Proposed new church on the West Shore. | 
LONDON, (B.E.). — Prospective rebuilding, after fire, of drying stores at Upper 
Globe Wharf, Rotherhithe Street, for the Dessicated Grain 
Co., Ltd. 
(E.C.)—Buildings on site of 88, 84, 35, Gutter Lane and 6, Care 
Lane. J.J.Jerram, builder, Crown Works, Boundary Road, 
East Ham. 
(Bromury, E.).—Residence, Shawfleld Park. 
architect, 21, Finsbury Pavement, Е.С. 
(W.).—Alterations to 74, Brook Street. F. W. Foster, architect, 
ah pedore Row, W.C.; J. Kirkby, builder, 34, York Street, 


W. J. Pamphilon, 


(BARNES, §.W.).—Six houses. 
Road, Acton Green, W. 

(W.).—Adaptation of 32, North Audley Street, for occupation . by 
Edwin & Co., Court hairdressers and manicurists, 49, Park 
Street, Grosvenor Square, W 

(W.).—Hotel in Berners and Castle Streets. John Slater, architect, 
46, Berners Street, W.; Holloway Bros., builders, Belvedere 
Road, Westminster Bridge. 

(W.).—Conversion of 87, North Audley Street, into shop for 
L. Soloman, fruiterer, Covent Garden Market, W.C. 

(West Ham, E.).—Adaptation of portions of schools for manual 
training; Wm. Jacques, architect, 2, Fen Court, Fenchurch 
Street, E. C. Day training college (250 places) proposed to be 

И erected jointly by West Ham and Essex County Council Educa- 
tion Committees; secretaries, F. E. Hilleary, West Ham, and 
J. H. Nicholas, Chelmsford. 

(Chiswick, W.).—New Wesleyan Church in Sutton Court Road. 
Withers & Meredith, architects. | 

(Acton, W.).— Villa residences at Cumberland Park. F. Barber, 
builder, Park Road North, Acton, W. 

(FRIERN BaBNET, N.).—Completion of St. John's Church (£2,500 
already raised). Rev. E. J. Hall, rector. | 

(S.W.).—Alterations to No. 2, Carlton House Terrace (£2,050). 
Foxley & Co., builders, 26, Leinster Terrace, Bayswater, W. 

(W.).—Additions to No. 45, Baker Street (£1,050). Foxley & Co., 
builders, 26, Leinster Terrace, Bayswater, W. 

(W.).—Alterations to No. 7. Hyde Park Gate (£1,200). F. W. Foster, 
architect, 41, Bedford Row, W.C. 

(S.W.).—Socialist headquarters at Fulham. 

(N.).—New Wesleyan Methodist Sunday Schools at East Finchley. 

(N.).—Baptist Church, corner of Pine Grove, Tollington Park. 

(EDOWaRE Rob. W.).—Rebuilding Nos. 439 to 451 (27.700). F. W. 
Foster, architect, 41, Bedford Row, W. C.: C. Gray, builder, 
Wellington House, S. W. 

(MON TAGU PLACE, M.). — Additions and alterations to Nos. 12 and 18 
(£1,600), F. W. Foster, architect, 41, Bedford Row, W. C.: 
J. Kirkby, builder, 34, York Street, S. W. 

(HENDON, N. W.). —Phtbisis ward in connection with Workhouse 
Infirmary. F. J. Seabrook, clerk to the Guardians. 

(DErrFoRp, 8.E.).—Additions to factory, Thurndley’s Road. G. 
Parker, builder, 124, Sumner Road, Peckham, S.E. 

(Нлмрѕткар Roan, N.W.).—Bnildings, near Euston Road. H. J. 
Williams, Ltd., builders, 11-17, Bermondsey Street, London 
Bridge, S. E. 

(Ногнонх, W. C.).— Adaptation of premises in Staple Inn Buildings, 
for occupation as branch of Capital and Counties Bank, 39, 
Threadneedle Street, E. C. 

(E. C.). Prospective restoration (after fire) of warehouse, 83, Upper 
Thames Street. 


J. J. Faller, builder, 14, Temple 
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LYTHAM.—Three detached houses, Myra Road, for Higham & Madden; 
detached houses, Norfolk Road, for H. Mogridge; Bt. Paul's 

Avenue, for A. B. Gledhill. 
MAIDENHEAD.— Extensive alterations to business premises at 108, High 
Street, for F. Blumfield, bouse furnisher; houses, Braywick 
Road, for R. O. Pearoe; Belmont Road, for 8. G. Green ; 
Forlease Road, for J. Wood; Alexandra Road, for E. Coxhead; 
boys’ club, Cookham Road, for E. A. Myer; racquet court, 

Fernley, for L. В. F. Oldershaw. 

MAIDSTONE.—New ге. in High Street, for the London and County Bank, 

„ London. 
MANCHESTER.—New baths and washing house at Barnes Green (£88,000) ; 
Meester. Normanton, contractors. New Y.M.C.A. buildings in 
Peter Street. Messrooms and shelters at Delamere Street Open 
Space and Plymouth Grove Recreation Ground, for the T. C.; 
City Architect, Town Hall, Manchester. New Bt. Anne's Par- 


вопа е, Edgeside, Waterfoot; A. Brocklehurst, architect, St. 


James’ Chambers, Waterfoot, Manchester. 
(Unmston).—New Fire Station. District Council. 

MANGOTSFIELD (BrisToL).—Proposed new schools. J. W. Nicholls, Chair- 
man of the Mangotsfleld Parish Council. 

MARAZION (Cornwatt).—Villa at the Picnic Grounds. J. A. Treglown, 
Auction and Valuation Offices, Marazion. 

MARPLE.—Houses, Dorrfield, for T. Moss : Strines Road, for W. C. Jones. 

MONMOUTHSHIRE.—Repsirs at five schools for the Monmouthshire 
Education Committee. J. Bain, architect, High Street, New- 
port, Mon. 

MORPETH.—Working-men's dwellings for the T.C. (£4,900). 

MULLINGAR.—New operating ward for County Hospital. 

NEATH.—Villa for F. Manton. J. Cook Rees, architect, Neath. 

NEWBOTTLE ‘Fence Носвев, Co. DunHAM).—House and shop, for Messrs. 
Balmer; house, Gertrude Street, for Mr. Fisher; Bank Head, 
for J. Fisher. 

NEWHILLS (ABKRDEENBHIRE).—New science room at Bucksburn School. 
Kelly & Nicol, architects, 867, Union Street, Aberdeen. 

NEWPORT (Firz).—8hops at the corner of Newburgh and Hillpark Roads, for 
A. Stewart; alteration of houses on Tayport Road, for 
John Smeaton Fisher, 6, Whitehall Crescent, Dundee. 

NEW ROMNEY.—Building for the Corporation. J. Bannon, Town Clerk, Town 
Hall, New Romney. 

NEWTOWNSTEWART (Co. Tvaonx).—New Presbyterian Church. Young snd 
Mackenzie, architects, Scottish Provident Buildings, Belfast. 

NORDEN (near RocHDALE).—Houses, at Grimes, for J. 8. Porter. 

NORTH WICH.—New sewerage scheme (£7,000). Town Council. 

OCKBROOK (near Dszsy).—Important alterations and sdditions to Moravian 
School, including house for head-master, and chemical and 
physical laboratory (£2,000). . 

OLDHAM (CnoxProN).—House, at Shawside, for E. A. Leadbeater, mill 
manager. 

OBWESTRY.—House, Welsh Walls, for Trevor Turner. 


PARKBTONE (DonsET).—Conservative Club building at Newtown (£940). J. 
Wilson, contractor, Parkstone. 

PENDLETON. -Alterations at Welsh Calvinistic Church in Broad Street. 

rustees. 

PAISLEY.—Additions to house, Blacklaod Mill, for A. Hamilton & Sons, Ltd., 
Paisley; additions to house, t Corsebar, for P. H. Coats 
Corsebar, Paisley ; two-storey building at Burnbank Chemical 
Works, Chain Road, for Wm. Forrest & Son, Paisley. 

PENTRE (GLAx.)—Enlargement of the Boys' Department at the Council 
School. J. Rees, architect, Hil ide Cottage, Pentre. 

PERTH.—Double villa at Muirton Place. J. Moncrieff, builder. 

PLYMOUTH.—Dwelling houses; W. T. Jinkin, Endsleigh Yard, Plymouth. 
Reconstruction of buildings for the Co-operative Society. 
кү Plymouth and District Co-operative and Industrial} 

ety. 


" PONTARDULAIS (Gtam.).—New English Methodist Chapel. W. B. Rees, 


architect, Dumfries Place, Cardiff. 

POOLE.—Club baildings, Ringwood Road, for A. G. Barralet; C. H. Goater, 
architect. Five bouses on new road off Church Road East, for 
W. Andrew; four houses, Douglas Road, for T. J. Philpotts; 
two houses, Victoria Crescent, for A. Fripp ; T. Heath, architect. 
Additions to Vallambrosa, Mount Pleasant Road, for Mrs. 
Fletcher; W. Buckley. architect. Pumping station at Corfe 
Mullen; Chas. Lisby, town clerk, Poole. 

PORTMADOC.—Houses, Borthygest, for Richard Williams, 18, Glyn Terrace, 
Borthygest. О. М. Roberts & Son, architects, Portmadoc. 

PORTSMOUTH.—Quarters for medioal officers. Rake & Cogswell, architects, 
Prudential Buildings, Portsmoath. 

PORT TALBOT.—New Congregational Chapel, for the Building Committee of 
the Tabernacle, Newydd. Evans & Jones, architects, 5, Station 
Road, Port Talbot. 


RASTRICK (near BricHovsr).—Proposed new church to replace Bt. John’s. 


RICHMOND (Yorxs.).---Restoration of Richmond Castle. 

RICHMOND.-ON-THAMES.—Additions to 84, Kew Road. Worsfold & Hay- 
ward, architects, 80, Cannon Street, Е.С. 

ROCHESTER.—Houses, Mount Road, Borstal, for H. A. Saward ; Cliffs Road, 
Strood, for the Trustees of the Wesleyan Church; Goddington 
Road, Strood Intra, for G. A. Martin. 

ROMILEY (near SrockPORT)—New premises for the Compstall Co-cperative 
Bociety. 

RYDE (1.W.).—Development of Seafleld Estate, Sea View, for building pur- 
poses, Geo. Winch, owner; additions. including new dining 
hall, to the premises of the v. M. C. A., Victoria Street. 

8T. ANNES-ON-8EA.— Primitive Methodist Míssion premises; Rev. G. Bichen, 
Liberal Assembly Room. Houses, Clifton Drive North, tor W. 
Crawshaw, South Promenade, for Б. Harwood: Queen's Road, 
forthe executors of J. Whittle; Lightbourne Avenue, for Seth 
Harwood; extension of College, Clifton Drive South, for the 
Misses Oldfield. 

ST. AUSTELL.—Four houses for Messrs. Sturbridge & Sons, Penwithick, 
Bt. Austell. 

БТ. HELENR,.-— Houses, Chancery Lane, for H. Callon; alterations and 
additions, Marshall's Cross, for Greenall, Whitley & Co., Ltd., 
brewers. 

8T. STEPHENS (ConNwALL).— Three houses, for R. Tearle, Bt. Stephens. One 
house for the West of England China Stone Co., St. Austell, 

SANQUHAR (DUMFRIESSHIRE). - Restoration of the Public Hall, for the 
Sanquhar Public Halls Co., Ltd. Ingram & Brown, architects, 
Kilmarnock. 

SHERBORNE.— Two houses, St. Swithin’s Road; E. W. Bartlett, builder, 
Sberborne. 

SKIPTON.— Restoration of the Parish Church (42, 500). Austin & Paley, archi- 
tects, Lancaster. 

SKYE (N.B.).—Proposed McKinnon Memorial Hospital. Sir Donald Currie, 
Garth, Aberfeldy, N. B. 

BLATEFORD (MiprorHtAN),— Proposed public hall for Slateford. Longstone 
and district. Councillor J. Cormack, Colinton, Midlothian. 

SLOUGH.—New theatre (£15,000). Mr. Wilson, secretary of the Dramatic 
und Operutio society, Slough, promoter, 


BTAMPORD ou . aa for z onn Pant ; four cottages on Lord 

xeter’s Esta or E. F. Leaberry; new worksh 

Martin & Co., Ltd. т кары 

STANDISH си ee to the Standish Co.'s works, Worth. 
ngton. А 

BTIRLINGS8HIRE.—Conversion of property into dwelling house and 
m nin Breton. i 4 терш 

STOCKPORT.—Alterations and additions to imbecile wards at the workhouse 
for the B.G.; Pierce & Son, architects, Bt. Petersgate. Stock- 
po . Business premises, North Reddish, for the Co-operative 

ociety; Wrathmill & Blackshaw, architects, Queen's Buildings, 

Bt. Peter's Square, Stockport. 

STOURBRIDGE.—New school (250 scholars) Worcester County Education 
Authority. 

STROUD (Gros.).—Rebuilding of Stratford Mills for R. Townsend & Co., oil 
cake manufacturers. | 

SUTTON-IN-ABHFIELD.—Houses, Kirkby Road, for A. Ellis; Station Road, 
for Mrs. Ashcroft; Reform Street, for J. Farrands; Morley 
Street, for W. Hayes. 

SWADLINCOTE.—Houses, High Street, Newhall, for H. Clamp; alterations 
and additions to bank premises for Lloyd's Bank, Ltd., London. 

SWINTON (near MANCHESTER).— Partial rebuilding, after fire, of engineering 
works. Messrs. Jos, Berry, Swinton Hall Road, Swinton. 

TAYPORT али hall ia connection with Queen Street United Free 

urch. 

THAMES DITTON.—Sohool (£4,140). Jarvis & Richards. architects, 10, Queen 
Anne's Gate. Westminster; T. G. Hawkins & Co., builders, 
109, Victoria Street, B. W. 

TREFEGLWYS (MONTGOMERYSHIRE).—Alterations and improvements to the 
Council School, for the Montgomeryshire Educational 
Authority. L. Phillips, Clerk to the Educational Authority, 
County Educational Offices, Newtown. 

TYWARDREATH (Corxwatt).—Four houses at Sandy Lane, Par Green, for 
J. T. Dunn, builder, Par Green, Tywardreath. 

ULLAPOOL (Ross-sHiRE).—New Free Church in Quay Street. 

WAR EEE ОО УЕ (near CovENTRY).—Housee, Lenton's Lane, for J: 

: атвор. 

WALTON-ON-THE-NAZE.—Motor garage for J. С. Moreland, cycle and 
motor engineer. 

WARMINSTER (Wirrs.).—House, Boreham Road, for Rev. Н. L. Dixon; 
extension of the Chapel of 8t. Denys for Bir James Philipps. 

WARWICK.—Additions to house, Mill Street, for Dr. Jameson ; six houses, 
Linen Street, for Mr. Dunn; E.L. to be installed at the Court 
House, for the T.C. 

WEMBLEY.—New church in East Lane. The Vicar, Wembley. 

WEMVSS (FirE).—New hospital (24,000). Wemyss Estate Office. 

WHITSTABLE.—Houses, Clare Road, for W. Camburn, builder, 53, Oxford 
Street; Northwood Road, for F. 8. Gann. 

WIDNES.—Houses, Fairtield Road, for E. Wood; Park Avenue, for F. Guy. 

WILMSLOW . &c. Surveyor, District Council, 

glow. 

WORKSBSOP.—Houses, Hetherton Road, for Mr. McCarrick; Devonshire Street 
and Harrington Street, tor C. Bacon ; new public baths (£5,000). 

WREXHAM.—New church house, &c. (£10,000). Protheroe, Phillpott and 
Maynard, architects, Cheltenham. 

YARDLEY.—Counci| Elementary School, in Golden Hillock Road, Greet. 
J. G. Dunn, arohitect, Cornwall Buildings, 45, Newhall Btreet, 
Birmingham. 


YNY8DDU (Mox.).—Proposed new school, at Owmfelinfach, for the Mon 


mouthshire Education Committee. R. L. Roberts, architect 
Abercarn, Mon. г 


i 
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NOTES. 


Municipal Tramway Employés. — According to à 
report issued by the Labour Department of the Board of Trade, the 
total number of workpeople inthe employment of public authorities 
reported to have been affected by changes in rates of wages doring 
1907 was 8,640, the net result of the changes being an increase of 
£596 a week. Theprincipal changes were an advance of 1s. а week 
to 1,364 drivers, conductors and car cleaners, and advances varying 
from 3d. to 3s. a week to 94 other employés in the tramway service 
at Glasgow; an advance of 4d. per hour to 609 employés in the 
tramway service at Sheffield; an advance of 18. per we 
employés in the tramway service at Newcaatle-on-Tyne; and advances 
of jd. and 44. per hour to 330 drivers and conductors at Glasgow. 


Indian English.—The following application, forwarded 
to us by a reader in Calcutta, is printed precisely as written. While 
the candidate's scholarship is not profound, the fact that he bas 
succeeded in clearly conveying his meaning in an alien tongue 18 
distinctly to his credit. How many Englishmen can write as well, 
in any language but their mother tongue ?— 


To the Electrict Engineer. 


Bir,—Hearing there is a vacancy as a Electriction and Mortor 
repairer, under your kind disposal, I respectfully beg to tender 
this my humble application for the same. А 

As regard to my ability and trade І beg to state that 1 served in 
various Firms, and holds certificates regarding my characters, 
which will no doubt will speak itself. А 

At present І am employed as а Mortor Repairer in BU. 
Syriam, where as the place dosen't suite to my health. 

If I be вэ fortunate to succeed the prayer applied for J shall try 
my utmost to give entire satisfaction in diecharge of my duties 10 
my supervisions. 

For which act of kindness I shall every pray. 


I beg to remain, Sir, 
Your most obedient servant, 
Hakan BINGH, ELECTBICT 
Burmah Oil Company P.O. Вупаш, 
RANGOOR. 
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Electric Iron Practice.—The greater part of the efforta 
to apply the electric furnace to iron working has been in the 
direction of making special kinds of steel, where a somewhat higher 
cost of production does not render the operation prohibitive. In 
this direction rapid strides have been made, but the development of 


a furnace capable of smelting iron ores has been left very much in. 


the back-ground. The experience gained from tests made in 
Canada, Sweden and Italy has shown that the smelting of iron ores 
by electricity is very expensive at the present price of electrical 
energy. It must be remembered, however, that the cost of fuel is 
constantly on the increase, and that our great water supplies are 
gradually being developed for the 5 of cheap electrical 
energy. It is probable, therefore, that the future will see the 
introduction of an electrical furnace capable of competing success- 
fully with the time-honoured blast furnace. From this point of 
view the recent experiments of Olevenger and Lyon, in California, 
are of great interest. These metallurgists have constructed a 160- 
kilowatt, single-phase furnace for experimental work. This 
consists of a stack of con^rete, 29 ft. high, with electrodes 
fixed in the walls of the crucible at the bottom. A variable 
voltage transformer is used to keep full power on the 
furnace at all times. The charging is done at the top, 
so that a long column of charge is effectuslly pre-heated 
before reaching the zone of fusion between the electrodes. 
These latter are 24 in. apart, and fit into the oracible, which is brick- 
lined and water-cooled. In this manner the lowest figure for a run 
was 0'35 Kw.-year per ton of pig, but this includes the pre-heating 
of the furnace, These results are distinctly encouraging, and 
according to the Journal of Electricity, Power and Gas, form only 
the first stage of a series of more elAborate experiments. On these 
results a ton of pig could be produced for from 50s. to £3 with 
cheap power; making allowance for electricity at ite present price 
a ton of pig would cost at least £4. Further than this, a 1,500-xw. 
furnace could produce only 15 tons of metal per day. On the 
other hand, such a furnace has many advantages over the blast 
furnace. It is cheap to construct and manage. It can be easily 
controlled, and a breakdown is a matter of no vital importance. 
The work, however, though not yet commercially successful, is ad- 
vancing along tbe right lines, and those who wish to survive the 
competition of the future must keep in touch with the development 
of the electric smelting furnace. 


Electrified Steam Railways in the U.S.A.—Accord- 
ing to a paper before the American Society of Civil Engineers, the 


Denver and Interurban Railroad is the seventh large American. 


steam railway to adopt electrical opers tion on its lines, the others 
being:—Baltimore and Ohio, 750-volt third-rail in Baltimore 
tunnel; New York, New Haven and Hartford, 600-volt trolley on 
certain brancher, and 11,000-volt single-phase catenary trolley on 
the New York division and other branches; Long Island, 600-volt 
third rail on suburban lines, and 2, 200-volt single-phase catenary 
trolley on interurban lines; Pennsylvania, 600-volt third rail on 
West Jersey and Seashore division; New York Central, 600-volt 
third rail on the main line, and 600-volt overhead trolley on West 
Shore division and on branches; Erie, 11,000-volt single-phase 
catenary trolley on Rochester division, and 600-volt p.c. trolley 
on branches. The Denver and Interurban Railway will be worked 
on the 11-000-volt single-phase trolley system. 

From the same source it appears that the following steam roads 
are also installing electrical equipment :—Grand Trunk, 3,300-volt 
single-phase catenary trolley in Sarnia tunnel and approaches ; 
Michigan Central, 650-volt third-rail in New Detroit tunnel ; Great 
Northern, 6,600-volt three-phase trolley in Cascade tunnel ; 
Bonthern Pacific, 1,200-volt po. trolley on Almeda Mole suburban 
lines in Oakland, Cal.; and Pennsylvania, electrification of New 
York terminal and tunnels. 

The &bove do not include any interurban frolley lines, which 
were originally constructed as electric roads. 


Valuations of Electrical Works for Assessment 
Reduced.—At the Arbroath Burgh Valuation Court, Mr. Adam 
Oliver, S. S. C., on behalf of the electric lighting company, appealed 
against the valuation of £1,200, and asked that it be entered for the 
first year at £180. Mr. Oliver stated that he had had considerable 
negotiations with the assessor in regard to the valuation, and 
Without very much pressure the assessor came down to £450. He 
thought it was a fair thing to ask that this concern, which came at 
atime when the town was dull, and which he did not think had 
done any harm to the town, bnt, on the contrary, would do good, 
should be valued forthe first year at a figure which would not have the 
effect of strangling a young concern. He referred to the valuation 
of other concerns of a similar kind throughout the country, and 
explained that the electricity works had only been running for a short 

е, and that, as a matter of fact, the works were not yet wholly 
completed. Mr. Hare, the Assessor, said that when he fixed the valua- 
tion at £1,200 he was without definite figures to go upon, and was 
then subject to adjustment. Since then he had learned of a 
decision in a recent Bo'ness case, and he now based his valuation 
60 as to bring it into line with this particular vase. Mr. Oliver 
held that the Bo'ness case did not apply to Arbroath. After con- 
sideration, Provost Alexander said the Court, taking into account 
the fact that the company were not yet fully equipped, that their 
works were not yet fully employed, and that they had only been 
In operation for a short period, had unanimously resolved to fix the 
Valuation for this year at £225. 

At Brechin, on Monday, the North of Scotland Electric Power 
and Light Co., Montrose, appealed against the Assessor's valua- 
tion of £660 on the local electric light station. Mr. Alex. 
Middleton, solicitor, Montrose, on behalf of the company, 


claimed that fhe present valuation of £200 should remain. 
He explained that the appeal was against two assessments, one 
for the station (£360) and one for the mains and cables 
(£300), or an increase of £460. The question between the 
company and the Assessor was as to whether the assessment should 
be calculated upon the revenue basis or upon the contractor's 
principle. The Assessor had calculated upon the contractor's basis, 
while be (Mr. Middleton) thought the proper basis t» adopt was the 
revenue basis. The former method was one by which a certain 
percentage was taken upon the capital value, and tbe latter was a 
method by which an attempt was made to arrive at the rent which 
& tenant, as apart from the landlord, would give for the same 
premises The company were the proprietors of three different 
stations, one in Montrose, where the capital value expended was 
£40,000 odd, and the assessed rental £220; one in Brechin, with 
£35,000 capital value and rental £200; and the third in 
Inverness, with £29,000 capital value and £255 yearly valuation. 

The Assessor explained that in view of the decision against the 
Bo'ness Electric Power Co. in the Court of Session, he was entitled 
to adopt the contractor's principle in fixing the valuation. The 
capital cost of the local undertaking was £23,717 14s. 10d., not 
including the cost of the Provisional Order, £491 5s. 1d., which, 
reckoned in, made the total capital cost £24,208 19s. 2d., and which, 
at 3 per cent., gave the valuation at £726. Не had, how- 
ever, restricted it to £660 for this year, his reason 
being that when а new building was erected a certain 
amount of depreciation often took place. Provost Guthrie, 
who presided, remarked that the increase was tremendously high, 
and the Assessor stated that if the company came to a high position 
of prosperity and secured a reasonable valuation the revenue 
method would be adopted. 

Mr. Middleton and the Assessor failed to come to a compromise, 
and the Court fixed the valuation at £400. On behalf of the com- 
pany, notice of appeal was given. 


An Automatic Fireman,—A correspondent sends us а 
newspaper account of a recent wedding at Hendon, according to 
which the bridegroom was ‘a mechanical stoker attached to 
H. M. S. Perseus," and “wore hie picturesque naval uniform.” This 
may afford central station engineers a new idea for carrying out 
extensions of plant, and perhaps gives a clue to the romantic 
names sometimes bestowed upon steam dynamos. 


Gas Engine Standards.—In a communication to the 
American Society of Mechanical Engineers, Mr. J. R. Bibbins urges 
that gas-engine efficiency should be expressed in terms of effective 
heat value, but that the efficiency of the producer be stated as the 
ratio between the beat output of standard gas and the heat input 
of the fuel as fired. Regarding the definition of the indicated 
horse-power of a gas engine, which excited an acrimonious dis- 
cussion in Germany some time ago, Mr. Bibbins endorses the 
practice of deducting all negative work, such as that expended in 
pumping externally to the combustion cylinder, on the ground that 
as the four-cycle engine does ite own pumping in the cylinder, it 
would be unfair to compare its indicated horse-power with 
that obtained from the cylinder only of a two-cycle engine. 
Nevertheless, for the sake of clearness, he suggests that the 
І.Н P. во obtained should be designated the net or effective 1. k. p., 
to distinguish it from the total 1.H.P. in the case of a two-cycle or 
Diesel engine. 


Appointment Vacant.—Jointer for Rangoon Electric 
Tramway and Supply Co., Ltd. 


Manchester Cricket.—Under the title, Manchester 
Corporation Electricity Works—Shut-down for Dickinson Street 
Station," we have received the following intelligence :— 

On Saturday, the 12th inst., a very heavy load was expected, and 
the full power of both generating stations was brought into play. 
Unfortunately, this was found quite insufficient to prevent disaster, 
when the Dickinson Street power came into contact with that from 
Stuart Street, resulting in a complete shut-down for Dickinson 
Street. Perhaps the following will more fully explain:—The 
annual cricket match between teams representing Stuart Street and 
Dickinson Street Stations was played on the Openshaw ground on 
Saturday, the 12th inst. A very good game resulted in a victory 
for Stuart Street by 17 runs. The teams were as follows: 

Stuart Street: Messrs. A. E. McKenzie, H. C. Lamb, R. A. 8. 
Duncan, G. H. Hubbard, H. Rigby, A. Wardle, A. L. Lunn, F. 
Collier, J. Tomlinson, В. Р. Avie, Т. Millward. 

Dickinson Street: Messrs. Е. H. Whysall, P. T. Fowler, J. 
Thomas, C. Beardshaw, J. H. Heneke, A. Hill, T. Law, J. Simpson, 
W. Deacon, J. Patton, M. Kelly. 

For the winners, Mr. R. A. 8. Duncan took three wickets for 
10 runs and B. P. Avis five wickets for 14 runs. 


Electricity for Deep Level Pumping.—In the course 
of the proceedings of the Cornwall Polytechnic Exhibition at 
Camborne there was a discussion by mining engineers and others 
on the subject of pumping machinery for deep levela. 

Mr. W. A. Scott (Cardiff) put the electrical side of the question, 
observing that the quantities of water to be dealt with in Cornwall 
were nothing like those in South Wales. "Therefore, it seemed to 
him that if Welsh coal-owners saw their way to adopt electrical 
power to the extent they had dcne, there was no particular reason 
why it should not be adopted in Cornwall. No doubt electrical 
machinery was as reliable as any mechanical appliances they could 
get. Mr. N. Trestrail (Redruth) argued vigorouslv in favour of the 
advantages of the Cornish engine and pump, the durability of 
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which, he said, was astounding. The electrical pumping man was 
telling them what he was going to do, but up to that point mining 
men were anxiously awaiting the result. Mr. Hards (Urban 
Electricity Supply Co., Camborne) aleo argued from the electrical 
standpoint, one of the points raised being overall efficiency. Mr. 
Scott interposed with figures, and Mr. Davey remarked, “І will 
give £100 to any charitable institution if you can bring proof of 
it.“ Mr. F. B. Jack (Worthington Co.) said as regarded efficiency 


of gears they were prepared to guarantee efficiency with gears. 


alone of over 924 percent. This was done; there was nothing 
miraculous about it. 


Educational Notes, — NORTHAMPTON POLYTECHNIC 
IssriTUTE.— The handbook of Announcements for the session 
1908-9 bas been issued, and gives particulars of the day and even- 
ing courses in engineering, mechanical and electrical, and other 


subjects in which the Institute specialises, such as technical optics, 


horology, &c. The day classes begin on October 5th, and the 
evening classes on September 28th. A new building is being 
erected to increase the available accommodation, and the Electrical 
Engineering Department announces that a full sessional course in 
wireless telegraphy and telephony will be given, the pioneer course 
held last May having proved very successful. Dr. R. M. Walmsley 
is the head of the Electrical Engineering Department, associated with 
Dr. C. V. Drysdale ; Mr. Н. M. Hobart lectures on electrical engineer- 
ing design, Dr. J. Erskine-Murray on wireless telegraphy, and Mr. 
A. G. Ellis on dynamo design. | 


Electrical Trades e league will 
hold its first concert and presentation of medals on November 7th, 
in the Large Hall at the Robertson Electric Lamp Works, Brook 
Green, Hammersmith. | 

Imperial College of Science and Technology.—On 
the afternoon of Wednesday, October 7th, in the Lecture Theatre 
of the Victoria and Albert Museum, South Kensington, Sir W. H. 
White, K. C. B., F. R. S., will preside, and will distribute the medals, 
prizes, &c., to students. 


Pertinax Tabes.—<A correspondent wants the maker's 


name. 


Look Шеге on this Picture—then there on That !— 
We have received from Mr. A. H. Shaw, of Ilford, who is honorary 
secretary of the Associated Municpal Electrical Engineers (Greater 
London), acouple of posters which have been issued by the Associa- 
tion. These are the tirst of a séries forming part of an educative 
publicity campaign, and they will be followed at intervals by 
various other posters dealing with special applications of electrical 
enerzy. The postera now before us—or is it really one poster in 
two halves?—are very large (60 in. x 40 in. each), highly coloured, 
and represent respectively the effects of gas and electrical illumina- 
tion uson the housewife, the feline necessity, and the pet parrot. 
In the gas picture a headache, smelling salts, an irritated cat 
eniffing before the gas stove, a parrot that is “saying things” 
before it expires, are the expressed features. In the electrical 
there is neither headache nor smelling salts, the feline beast 
perrs beneath the electric stove, veritably wallowing in its radiant 
warmth, while the parrot on its perch looks down in mischievous 
merriment upon the transformation as its mistress, all smiles and 
dimples, pours out her tea, the water for which she has electrically 
heated. We hope that these posters, and the others that will 
follow, will be placed in positions prominent enough to catch the 
eye of the public, for they will arouse an interest if they may not 
immediately carry conviction. Mr. Shaw will be pleased to for- 
ward copies of the posters to parties outside the Association’s own 
area, and he will be glad to answer any inquiries that may be put 
to him on the matter. 


Rubber Exhibition.—On Monday last the first Inter- 
national Rubber Exhibition was opened at Olympia; it will 
remain open for a fortnight. In his address, the President, Sir 
H. A. Blake, stated that 30 countries had sent exhibits, and 18 
Governments were Officially represented. The planting of rubber 
trees in Ceylon, India and other Eastern countries during the last 
decade had extended over 400,000 acres. It is stated that the 
exhibits of rubber are worth a million sterling. 


Copper.— Visible supplies of this metal still continue to 
rise in quantity. The tizures in Messrs. Merton's circular for the 
end of August are 45,072 tons for this item, made up of 29,305 tons 
of standard copper in England, 1,955 tons of furnace material at 


Liverpool and Swansea, French stocks 5,476 tons of fine copper, 


and aíloat from Chile and Australia 8,325 tons. The increase of 
2.938 tons over the supplies visible at the end of July is principally 
made up of standard copper in English ports. Supplies from North 
America have fallen off slightly, Spain and Portugal considerably ; 
but these tluctuate so much that an average over four months gives 
the figure as about normal. Australian shipments are well main- 
tained. Deliveries, however, are down 2,500 tone, which may have 
something to do with the present hardening of the price. 


M. Becquerel's Bequest to Science. — The Times 
correspondent at Paris reports that the late M. Henri Becquerel has 
left the sum of 100,000 fr. (£4,000) to the Academy of Sciences, in 
memory of his grandfather and father, who were, like himself, 
members of the Academy. ‘The deceased savani leaves it to the 
Academy to use the interest either by creating an endowment or 
prize, or by distributing the income in a manner calculated to 
encourage the progress of science. 


The Electrical Contractors’ Association (Incor- 
рогаќей).—М№овтневх SECTION.—A meeting of this Section will 
be held at the Manchester Exhibition on Saturday, October 17th, 
at 11 a. m., to be followed by a propagandist meeting, open to all 
electrical contractors. The central board meeting is also to be held 
at the Exhibition on Friday, October 16th, at 11 a.m. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
lsa electric trainway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—At the meeting of the 
Worksop Urban Council, last week, Mr. Boswell moved to rescind 
a resolution passed in 1906 advancing the salary of Мв. CROwrRTB, 
engineer, to £200 per annum, to be further advanced by annual 
increments of £25 to a maximum of £300. He contended tbat the 
Council of 1906 ought not to bind its successors in increasi 
salaries. Mr. Thornton opposed rescission, and said that ont of a 
list of 27 municipal undertakings with similar output, Worksop 
stood about equal to the best, and was better than the great 
majority. He claimed that this success was solely due to the 
energy and ability of the engineer. When Mr. Crowther got £300 
he would not be having an excessive salary compared with the 
salaries of other engineers of similar works. The Council was 
morally bound to give Mr. Crowther the advance promised in 1906. 
On a vote being taken there were six for rescinding and eight 
againet, two neutral; the arrangement for increasing the engineer 
salary therefore continues. 

The  Eastbourne Electricity Committee has appointed 
Mr. RANDALL GOODALL, of Plumstead, to the position of charge 
engineer at а salary of £2 per week. There were 105 applications 
for the post. 

Мв. W. F. Lona, city electrical engineer, left Cape Town for 
Englani on August 26th, per Armadale Castle, to arrange for the 
purchase of sdditional plant in connection with the extensions 
required at the Corporation Electric Light Works, owing to the 


agreement to supply energy in bulk to the Government and 
Harbour Board. 


Tramway Officials. — Mn. Gro. Bennett, of the 
Bolton Corporation tramways staff, who is proceeding to Australis, 
has been presented by his colleagues with a solid leather travelling 
bag and a silver- mounted calabash pipe. 


General.— MR. Мклѕнлм Lea, city surveyor and 
engineer at Truro for the past nine years, has been appointed 
municipal engineer at Karachi, India, with a commencing salary of 
£700, rising in four years to £1,000. | 

The Times states that Mr. E. O. Sachs, chairman of the British 
Fire Prevention Committee, has been accorded the Russian Gold 
Medal for Merit on the Ribbon of St. Andrew for services rend 
in the prevention of the outbreak of fires. 


Indian Engineering says that Мв. Notanp NAYLOB recently went 
out from England for the Ceylon Government Railway to take 
charge of Stone’s electric lighting system on the trains. 


Мв. A. C. ELIs has resigned his position as general manager of 
the Metropolitan Railway Co. MB. RobBEgRT H. BSELBIE, secretary, 
has been appointed to succeed him. Мв. W. Н. Brown, the audit 
accountant of the company, now becomes secretary. 

Мв. ALEXANDER SPENCE, chief electrician at the Glasgow Iron 
and Steel Со.'в works, at Wishaw, while returning home on a motor. 
bicycle on Sunday night rode over a part of the road where metal 
had been newly laid, with the result that one of the tires of his 
machine burst and he was thrown violently to the ground. He 
sustained serious injury to the head. 


We learn that MR. J. W. Е. WABBEN, of the firm of Warren, 
Beattie & Co., Ltd., electric power engineers, Middlesbrough, 
purposes going out to Smyrna this month in connection with the 
firm's business, He will leave about the 26th inst., and is open to 
receive communications from any readers who may desire bim to 
trausact any business on their behalf in Smyrna, Turkey and Egypt. 
We understand that Mr. Warren was for many years resident 1D 
Smyrna. 

The Times states that Mn. C. Fenton, assistant superintendent 
E the Central Telegraph Otlice, has been appointed Postmaster of 

егзеу. 


Mr. H. B. Shroures, second assistant electrical engineer to the 


| Bermondsey Borough Electricity and Destructor Department, 


having been appointed as manager to Messrs. Hales Clinkers, Ltd., 
New Southgate, London, N., was presented with a barometer by 


Mr. W. E. J. Heenan, borough electrical engineer, on behalf of 
the staff. 


Ми. P. G. Perriror, of the British Ericsson Manufacturing Co., 
was on 16th inst. presented by the members of the staff with 4 
marble clock upon the occasion of his marriage to Miss Gertrude 


West, daughter of Mr. T. J. West, Superintendent Engineer, 
North Midland Province, G.P.O. 
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NEW COMPANIES REGISTERED. 


Victoria Garage and Eleetrical Co., Ltd. (99,389).—This 
company was registered on September 2nd, with a capital of £1,500 in £1 
shares, to acquire the business carried on at St. John Street and Parkside, 
Coventry. as the Victoria Garage and Electrical Co., and the business carried 
on at 27, Fleet Street, Coventry, ав the Stour Cycle and Motor Depót. The 
subscribers (with one share each) are: — E. J. Swift, 6, Newcombe Road, 
Coventry, electrician ; D. Thompson, 18, Rudge Road, Coventry, mechanic ; 
A. Turner, 2, Waverley Road, Coventry, tobacconist. Private company. The 
first directors are E. J. Swift (managing director), D. Thompson and A. Turner. 
Registered oftice, 68, John Street, Coventry. 


Н. Hooper & Co., Ltd. 499,384) ---This company was registered ` 


on September 2nd, with а capital of £5,000 in £1 shares (3,000 6 per cent. cumn- 
lative preference), to acquire the business of an electrical engineer and con- 
tractor carried on by H. Hooper at 181, High Street, Lewisham, as H. Hooper 
and Co. The subscribers (with one preference share each) are :—J. W. Vincent, 
6, Holborn Viaduct, E. C., chartered accountant; J. B. Roberts, 49, Hurlingham 
Court, S. W., articled clerk. Private ooinpany. The number of director» is not 
to be less than two or more than tive ; the first are J. H. Bulkley and H. Hooper 
(permanent managing directors). Tablo A' mainly applies. Registered 
office, 181, High Street, Lewisham, 


Electrical and Engineering Snpplies Co., Ltd. (99.423).— 
This company was registered on September 5th, with a capital of £1,000 in 950 
preferred ordinary shares of £1 each, and 1,000 founders’ shares of 1s each, to 
carry on the business of manufacturers of, and dealers in, electric light appa- 
ratus, conduits, dynamo machines, lamps, fittings and accessories, electric 
accumulators, motors, batteries, с. The subscribers (with one share each) 
are: J. A. Nones, 86, Upper Thames Street, E.C., merchant; W. D. Taylor, 
Havelock, St. James Road, Sutton, Surrey, electrical engineer; G. Wingtield, 
9, Cargreen Road, South Norwood, S. E., retired chartered accountant. Private 
company. The number of directors is not to be less than two or more than 
five; the first ure J. A. Nones and W. H. Taylor; qualification, £10. 


Bastian Quartz Lamps. Ltd. (99,144).— This company was 
registered on September 8th, with & capital of £6,000 in 6,000 preference shares 
of £1 each, and 2,000 deferred shares of 18. each, to acquire from C. O. Bastian 
certain British patents relating to vapour electric apparatus, to grant licences 
in respect thereof (and particularly a licence to the Brush Electrical Engineering 
Co., Ltd.), and to carry on the business of electricians, manufacturers of elec- 
trical lamps and apparatus, &c. The subscribers (with one deferred share 
each) are: —R. Rumney, 125, Strand, W. C., agent; F. Sidney, 2, Church Court, 
Clement's Lane, E. C., secretary; W. T. Hick, 2, Church Court, Clement's Lane, 
E.C., solicitor; D. Cameron, 1, The Gables, Hampstead Heath, N.W., secretary ; 
C. A. Frith, 20, Clovelly Road, Hornsey, clerk; E. B. Rumney, 125, Strand, 
W.C., clerk; F. H. Trash, 125, Strand, W. C., salesman. Minimum cash sub- 
scription, 5 per cent. of any shares or debentures offered to the public. The 
number of directors is not to be less than two or more than six; the subscribers 
are to appoint the first; remuneration not more than £50 per annum for the 
chairman and not more than £25 each for the others (including managing 
director); registered by W. T. Hick, 2, Church Court, Clement’s Lane, Е.С. 


State of Bahia South-Western Railway Co., Ltd. (99,497). 
—This company was registered on September 11th, with a capital of £200,000 
in El shares, to adopt agreements (1) with B. B. de Oliveira and (2) with Fry, 
Myers & Co., to carry on the business of constructors and workers of railways, 
tramways, telegraph and telephone lines, &., in Bahia or elsewhere in Brazil, 
to generate, accumulate, supply and use electricity for light, heat, power or 
other purposes, &c. The subscribers (each with one share) are:—W. Wallis, 
205, Stanstead Road, Forest Hill, S. E., clerk ; H. T. Jones, 48, Genesta Road, 
Weatoliff-on-Sea, clerk ; Н. Colliner, 52, Harleyford Road, S. W., clerk; O. B. 
Jane, Munster Lodge, Leigham Court Road, Streatham, S. W., clerk ; W. J. 
Yeoman, III, East Dulwich Grove, S. E., clerk; S. Н. Penwarden, 7, Comely 
Bank Road, Walthamstow, clerk; J. A. Fuller, 15, Rowton Avenue, Wood 
Green, N., clerk. Minimum cash subscription, 10 per cent. of the shares offered 
to the public. The number of directors is not to be less than three or more than 
seven: the subscribers are to appoint the first; qualification, #250; remunera- 
tion, £175 each per annum (£75 extra for the chairman) and 10 per cent. of the 
distributed profits, divisible. | 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Sloan Electrical Co., Ltd. (61,528).—This company’s annual 
return, inade up to July 22nd, has been filed. 5, 000 A preference, four “В” 
Preference, and 2,750 ordinary shares have been taken up out of a capital of 
£15,000 in 5,000 “A” preference, 5,000 „ B" preference, and 5,000 ordinary 
shares of £l each, £1,254 has been paid on four B" preference, and 1,250 
ordinary, and £6,500 is considered as paid on 5,000 “ А " preference, and 1,500 
Ordinary, Mortgages and charges: Nil. 


Berry Construction Co., Ltd. (91,165) — This company's 
annual return was flled on July 9th, when the entire capital of £10,000 in £1 
shares had been taken up. £1 per share has been called up on 4,000, and 
£3,249 5s. has been received, leaving £759 los. in arrears. 6,000 shares are con- 
sidered аң fully paid. Mortgages and charges: Nil. (Nominal capital since 
Increased to £15,000 in £1 shares.) 


Electric and General Investment Co., Ltd. (31,506).—This 
company's annual return was filed on August I*th, when the entire capital of 
£200,000 in 20,000 ordinary, 109 founders’, and 19,000 preference shares of £5 
each had been taken up. £1 per share has been called up on the ordinary and 
£5 per share on the founders’ and preference shares, and £120,000 has beeu 
recelved. Mortgages and charges: £10,000. 


Callender's Cable and Construction Co., Ltd. (48,915).—This 
company’s annual return was filed on July Ist, when 85.000 ordinary, and 10,000 
preference shares had been taken up out of a nominal capital of £200,000 in 
60,000 ordinary, and 40,000 preference shares £5 each. £5 per share has been 
called up on 15,000 ordinary, and 40,000 preference, and £275,000 has been 
received, £100,000 is considered as paid on 20,000 ordinary. Mortgages und 
Charges: £800,000, 


St. James's and Pall Mall Electric Light Co., Ltd. (26,015). 
—A statement of the total amount outstanding on July Ist in respect of mort- 
1155 and charges created prior to that date and not required to be registered 
the er Bec. ч of the Companies’ Act, 1900, has been fled pursuant to Sec. 12 of 
Ma Companies’ Act, 1907. Particulars: 44 per cent, debenture stock dated 

ay 2th, 1900, securing £150,000. 


J. Ө. White & Co., Ltd. (66.568).— This company's annual 
eae was filed on July 21th, when the entire capital of £200,000 in 15,000 pre- 
eh ce shares of £10 each, and 50,000 ordinary shares of £l cach had been 
м еп Ub. £150,000 has been paid on the preference, and £50,000 is considered 

paid on the Ordinary, Mortgages and charges: Nil. 


na eighley Electrical Engineering Co., Ltd. (44,893).—A state- 
шеп the total amount outstanding on July 1st in respect of mortgages and 
14 сво prior to that date ара not required to be registered under Sec. 
panics’ < Companies’ Act, 199), has been tiled pursuant to Sec, 12 of the Com- 
23.000 ct, 1907. Particulars: Mortgage dated September 21st, 1890, securing 


City of Carlisle Electric Tramways Co., Ltd. (62, 60 1).ä—A 
statement of the total amount outstanding on July 1st in respect of mortgages 
and charges created prior to that date, and not required to be registered under 
Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the 
Pea Act, 1907. Particulars: Mortgage dated August 22nd, 1899, securing 

, ° \ 


Reason Manufacturing Co., Ltd. (64,701).—A statement of 
the total amount outstanding on July 1st in respect of mortgages and charges 
created prior to that date, and not required to be registered under Sec. 14 of 
the Companies’ Act, 1900, has been tiled pursuant to Sec. 12 of the Companies’ 
Act, 1907. Particulars: Indentures dated November 11th, 1882, and March 26th, 


1906, securing together £8,200. 


Llangollen and District Electric Light and Power Co., Ltd. 
(75,884).— This company's annual return was filed on July 2nd, when 2,114 shares 
had been taken up out of a nominal capital of £6,000 in 8,600 preference and 
2,500 ordinary shares of £l each. £1 per share has been called up on 2,114, 
resulting in the receipt of £2,110 5s.; £8 58. remains in arrears. Mortgages 
and charges: 42, 000. 


City of Birmingham Tramways Co., Ltd. (49,548).— This 
company's annual return was filed on June 18th, when 60,000 ordinary and 
40,000 preference shares had been taken up out of a nominal capital of £1,000,000 
in 120,000 ordinary and 80,000 preference shares of £5 each. £5 per share has 
been called up on 6,047 ordinary, £1 per share on 53,953 ordiuary, and €5 per 
share on 400,000 preference shares, resulting in the receipt of £284,192. 43 has 
been paid on three shares forfeited. Mortgages and charges: £800,000, 


CITY NOTES. 


Perth Gas Co., Ltd. (West Australia). 


THE report of the directors for the half-year ending May 31st last 
shows that the net profit for that period was £13,799, which, with 
the balance brought forward, £8,347, makes a total of £22,146. The 
directors recommended that а dividend at the rate of 2s. per share 
be paid, absorbing £12,500, and leaving a balance to be carried for- 
ward of £9,646. Tne increased demand for electricity supply 
necessitated further extension of the generating plant, and, there- 
fore, a duplicate of the last additions had been ordered from 
England, which would be in running order before next winter. 
Although the price of coal had considerably increased, the directors 
bad every confidence that the continued extension of the business 
would enable the company to maintain its present position ; the 
demand for gas for cooking ротрсѕев continued, and an increased 
revenue from this source was anticipated. The retiring directors, 
Messers. W. Strickland and R. F. Sholl, offered themselves for 
re-election. 

The accounts show a profit on the gas department of £4,359, 
and on the electric light department of £9,440. A sum of £5,000 
has been added to the reserve fund, which amounts to £30,000, 
but is invested in plant. The price of energy has been reduced, the 
scale ranging from 6d. to 24d. per unit. The results for the years 
1906-7 and 1907-8 are as follows:— | 

Amount Tctal cost per 
Year. Units sold. received. Cost. Profit. unit sold. 


1908 .. 2,937,517 £42,764 £22.171 £20,592 2:356d. 
1907 1,920,917 £44,873 £21,124 £23,749 2:684. 


The Town Council has given notice of its intention to purchase 
the undertaking, but there is little probability of its doing so in the 


near fature. 


Direct West India Cable Co —The directors’ report 
for the year ended June 30th shows an available sum, after pro- 
viding for debenture interest and including £30,047 brought 
forward, of £36,196. The directors recommend a further dividend 
of 3 per cent., making the usual distribution of 6 per «ent. for the 
year and leaving £33,496 to be carried forward. During the year 
debentures have been paid off to the amount of £6,100, leaving 


£50,900 outstanding. 


Anglo-Argentine Tramways Co., Ltd.—The directors 
have declared an interim dividend to June 30th last, of 5s. per 
share on the non-cumulative second preference shares, being at the 


rate of 10 per cent. per annum, less income-tax, payable on and 


after October Ist next. The transfer registers are closed from 
September 16th to 30th, both dates inclusive. 


Halifax and Bermudas Cable Co.—For the year 
ended June 30th, the directors report that, after providing for 
debenture interest, and including £17,848 brought forward, there is 
ап available balance of £20,943. They recommend a further divi- 
dend of 24 per cent., making the distribution of 5 per cent. for the 


year as usual, and leaving £17,193 to carry forward. 


Newcastle and District Electric Lighting Co., Ltd.— 
It is announced that the directors have decided not to pay an 


interim dividend for the half-year. 
Bromley (Kent) Electric Light and Power Co., Ltd. 


—The directors announce a dividend at the rate of 4 per cent. per 


annum on the ordinary shares. 


Thompson, Ritchie & Co., Ltd. — The authorised 


capital of this company has been increased to £15,000. 


France.— The report of the Société Lyonnaise des Forces 
Motrices du Rhone, of Lyons, for the past financial year hag just 
been issued. It shows a net profit of £906,320, as compared with 
£77,560 in the preceding 12 months. 
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MARKET QUOTATIONS. 


Wednesday, September 16th. 


CHEMI Latest Fortnight’s 
a Acid, H drochlorio эе ee per ows, bj- ee 
a [11 N trio ee ee ee eo per owt, эз). өө 
a oo 0 oe ee ee ee per owt, 88/. PE 
a y Sulphuric ee ee ee per owt. 6/6 » 
a Ammoniao, Bal ec eo ee per owt. 42). өө 
a Ammonia, Muriate (crystal) .. por сов си ex 
a L] [] өө ee ee 
a Bleaching powder .. .. . per ton 45 10 = 
a Bisulpbide of Carbcen .. .. Per ton 218 so 
a Borax ee өө oe ee per ton 216 өө 
а Bul ee ee ee per ton p 
a Le , Nitrate m ee ee рег ton 
a ГТ] White Sugar.. eo ee per ton £94 HA 
a 90 Peroxide ee oe ee per ton 493 bs 
a Methylated Spirii és e .. per gal, 2/8 А 
a Potassium Bichromate, in casks рег ib. v * 
a Potash, Caustio (75/80 %) .. рег ton a 
a [T] Chlorate se ee ee per lb. вја, ee 
a ” Perchlorate ee ee per b. . ee 
a Potassium Cyanide ee .. per lb. та. 
а Bhellac M" se ee per ot. 115 / 2 
a Sulphate of Magnesia .. .. рег ton 24 10 ыз 
a Bulphur, Sublimed Flowers .. per ton £6 10 $6 
a " Recovered ee ee per ton #5 10 ee 
a " Lump ee ee eo per ton 85 ee 
a Boda, Caustic (white 70%) — . per ton £10 15 „ә 
а ” сасе ee ee ee Lee ноа 25 ee 
a 8 ee ee ee ee 
a Sodium Bichromate, casks — .. per lb. 84, BH 
a " Cyanide (basis 100 %) ee por Ib, Id. aa 
METALS, &o. 
b Alumininm Ingots, in ton lots .. per ton £80 
b " Wire, in ton lots .. рег ton £130 
b x Sheet, in ton lots .. per ton _ £128 
о Babbitt's metal ingots .. per ton £50 to £180 
e Brass (rolled metal to 17) basis per Ib. 8d. 
e rT] Tube razed) ee ee per Ib | 81d. 
4 p » (solid drawn).. es per lb, 77d. 
e „ Wi A por lb. | sja; 
с Copper Tubes (brazed) .. ee per lb. | 93d, 
€ ($) " (80 ee per lb. płd. 
g Copper ees selected)  .. ем ка | eu 
ea oe se ee i 
H Copper ^ FO E T per in | #15 
Н Blectrol Bars ee per ton 
Р х i " P" Sheets .. рег ton £80 
e Г 21 se ton £69 
B. 10 H. O. Wire per lb. 83а, 
f Ebonite Rod T T ee per lb. 8/8 
f n Sheet ee ee ee per Ib 8/- 
n German Silver Wire „„ per lb. 176 
h Gutta-percha, fine „„ ber ld. 5/6 to 6/6 + 
h Undia-rubber, Para fine es per lb. | 4/2 ine, 
i Iron Pig (Cleveland warrants) .. per ton 51/84 ine. 
n Wire, galv, No. 8,P.O.qual. рег on „#14 2 
g Lead, English Inger. . ber on 21310 d 
m Manganin Wire No.98 .. ee рег Ib. 8/. .. 
7 Meroury ae ee ee eo per bot. | £8 5 2/6 inc. 
d Mica (in original oases) small . . Per lo. 64, 01. з 
а [T] ab [T] medium per lb. | 2/6 to . га 
d qw at » aee T por ib; A o өө 
osphor Bronse, p сав , | - 
1 n " rolled bars rpm per lb. 1/2 to T ч 
р 10 n strip & sheet per Ib. 724 to 1/5 
0 Platinum ee ee ee ee per OZ, | 85/- to 90/- 
e Silicium Bronse Wire  .. „ per lo). 93d. * 
т Steel, Magnet, in bars ee es per ton | 2199 10 AM 
о Tin, Blook (English) — о. — «» per ton 02180 10} дес. 
n Wire, Nos. 1 to 16 oe oe per lb, 1/9 
p White Anti-friction Metal 
‘White Ant brand .. „ per ton £34 to £58 oe 
k Zinc, Sb't(Vieille Montagne bud.) рег on £24 5 £1 5 inc. 


Quotations supplied by :— 


a G. Boor & Co. € Bolling & 

b The British Aluminium Co., Ltd, * Morris Ashby, Lid. 
e Thos. Bolton & Sons, Ltd, 1 Richard Johnson & Nephew, Ltd. 
d F. Wiggins & Sons. ж W. T. Glover & Oo., L 

e Frederick Smith & Co. P, Ormiston & 


вг, е 
f India-Rubber, Gutte-Peroba and o Johnson, Matthey & Oo., Ltd. 


egraph ks Oo., Lid. p The Phosphor Bronse Oo., Ltd, 
арч ма" r W. F. Dennis & Co, ' 
award Till & Co. 


— — ——U— 


British Electromobile Co., Ltd.— According to the 
Financial News, the report states that trading during the period to 
March 31st last resulted in а loss of £2,411. “As they havea 
sufficient number of carriages now available for hire to meet the 
present demand, the directors have decided to closs and eub-let the 
works. They have decided to waive all claims to their remunera- 
tion as directors up to March 31st, and also to offer to cancel 3,928 
shares of their respective holdings in order to write off the loss on 
revenue account, the preliminary expenses (£329), and the loss on 
fixtures, plant and stock, mainly due to the closing of the works 
(EI, 188), on condition that eigbt founders’ shares of a nominal 
value of 1s. each be created, and that the board shall have the right 
of subscribing for such shares in proportion to the shares sur- 
rendered, The founders’ shares аге to be entitled to a um equal 
to ?^ per cent. of the future profits of the company distributed in 
dividends on the remaining 12,447 ordinary shares.“ 


STOCKS AND SHARES. 


Tuesday Afternoon. 


Busness in the Stock Exchange is curiously irregular. An hour's 
activity is succeeded by quietude for twice as long, and the volume 
of trade has fallen off considerably on the whole. Home Rails 
underwent a sudden change, in being strong after their long 
period of dulness, but for this movement a little professional buy- 
ing had much more to do than any particular investment by the 
public.  Consols continue flat, wet-blanketing high-grade 
securities. 

Metropolitans and Districts are well to the front in the railway 
revival. The Consolidated stock of the former rose a point, and 
Districts went up 2 to 134. Upon this, Underground Notes put on 
a point. The additional efforts being made to attract visitors to 
the Franco-British Exhibition appear to be wall rewarded, and 
traffics are maintained steadily enough. Central Londons, how- 
ever, have so far failed to participate in the better feeling in this 
department, both the Ordinary and Deferred stocks being a point 
lower. City and South London keeps about 321. 

Debenture stocks for other Tube railways are unaltered, Bakerloo 
Debenture is 93, Piccadilly 92 and Oharing Cross 834. 

City of London Electric Preference are à higher at 12j, which 
figure appears to represent their fair value under present condi- 
tions. Westminster Preference at 5} are 4 lower, while the deduc- 
tion of 2s. dividend from Chelsea shares was made the excuse for 
putting down the price 1 to £3 middle. The Newcastle-on-Tyne 
and District Electric Lighting Company has passed the interim 
dividend on its Ordinary shares. 

River Plate shares are still advancing, the Ordinary being 3s. 6d. 
better at 13. The Debenture stock is par, and the Preference 
8hares stand at a sovereign. 

With a rise of nearly 9 points, Mexican Light and Power Common 
stock advanced to 79, the Preference stock and the bonds 
remaining at 113 and 934 respectively. Mexican Electric Light 
Company 5 per cent. First Mortgage gold bonds hardened to 891, 
and Cavadian General Common shares are 2 up at 109, the 
Preference also being better at 116. | 

The Tramway issues of this group ате mostly firm. Mexico 
Tramways Common stock at 125 aud the 5 per cent. gold bonds at 
93 are not materially altered. Rio shares eased off to 68, and 
Sao Paulo at 157 show a fall of 1 per cent. United Electric 
Tramways of Monte Video descriptions are receiving a little 
attention, more especially the 5 per cent. First Debentare stock, 
standing about 98. The Ordinary shares of this company are 
quoted at 51i, and 6 per cent. cumulative preference at 5, both 
being of the nominal value of £5 each. Bahia Tramway Light 
and Power shares at about 213 are rather fancied as a gamble. 

Substantial rises in British Columbia Ele»tric Railway stocks are 
a noticeable feature of the traction department. The Deferred 
gained 5 more points, the Preferred 4, and the Preference l. 
Optimistic dividend estimates are afloat to aocount for the 
remarkable strength displayed during the last few weeks in thete 
stocks. 

British Westinghouse 4 per cent. Debenture is 2 points down at 
433, the 6 per cent. prior lien Debentures remaining about 68 for 
the £68-paid scrip. Crompton Debentures have shot up 6 to 974. 
This was due to nothing more than a small demand in a market 
peorly supplied with stock. Other manufacturing shares are quiet. 
India-rubber companies’ issues are rising in consequence of the 
Exhibition opened at Olympia last Monday. It may be hoped that 
there will be none of the reckless speculation in rubber shares which 
was the cause of the first boomlet being so badly upset. 

Telegraphs are somewhat devoid of feature, though prices 000° 
tinue to be well maintained. The American group is particularly 
steady. Mackay shares of each class are 1 down, ex the same amount 
of dividend. Globe Ordinary and Preference hardened j each. 
Gt. Northern Telegraphs are 10s. better, and Telegraph Construc- 
tions gained a similar sum. Telephone descriptions are irregular. 
The National Company's securities have not moved; the discussion 
as to the possibility of cheaper telephone rates has not affected tbem. 
United River Plate Telephones have advanced.  Orientals are 
slightly easier and American Telegraph and Telephone Common 
shares shed a point of their recent rapid gains. 


Germany.—The report of the Hamburger Electricitats 
Gesellschaft, of Hamburg, for the last financial year shows a net 
profit of £100,557, as compared with £100,452 in the preceding 12 
months. A dividend of 8 por cent. is being declared. 


Р 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Stock 
Present or Dividends for the last 
Issue. NAME, Share, four years, 
1904. 1905. 1906. ; 1907. 
26,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 10 | Nil! Nil | Nil Nil 
148,800 0. do. 5 % Debs., Nos. 1 to 1,250 Red. | 200 Nil 5 5 5 9 
$181,551,400 American Telephone & Telegraph, Cap. Stock .. | #100 14% | 14% | 8 96 X 
88,000,000 Do. Collat. Trust, 196 pr cer $1000 4 % 4 A 4 % 4 % 
598,180 | Anglo-American Telegraph  .. à Vx .. | Stock | 2 B% | 84% | 84% 
8,200,910 | Do. do. do. 6 % Pref. "e Stock 6 6 6 95 
8.200, 91 Do. do. do. Deferred we Stock il 4% 12 1% 
50,000 | Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red. | 100 SQ 5 |5 5 
44,000 | Chili Telephone, Nos. 1 to 44,000  ..  ..  .. б [86 8% 88 4, 
9,883,376 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red, Stock | 4 €. 4 $ 49 |49 
16,000 | Cuba Telegraph .. ө ss ба vs бе 10 Б Б 5 6 5% 
6,000 Do. 10 & Pref, PIS 4 s. 5а 10 |10 10 10 & l0 95 
12,981 | Direct Spanish Telegraph, Ord. $a. ey ви б 4% 4 4 4 % 
6,000 Do. до. 10 % Cum. Pref, аж б 10 % 110 10 9% 110 % 
80,000 Do. do. Debs. P. dx 60 % | 44% НЕ 44% 
60, 7101 Direct United States Cable "m ae T Sue 20 96 | 43% | 48% i 
60,9001 | Direct W. India Cable, 44 % Reg. Deb., 1 to i, 200, R. 100 | 4496 | 44% | 4495 43% 
4,000,000 | Eastern Telegraph, Ord. Stock.. i vs .. Stock 7 7 7 79 
2,000, Do. 84 Y Pref. Stock. ЯР 88 100 84% | 8496 | 8495 330 
1,896,706 Do. 4% Mort. Deb. Stock. Вей... Stock 1 | 4 %14 Ф 4% 
800,000 | Eastern Extension, Australasia, and China Tele. 10 1 7 & 7 1% 
752,400 Do. 4% Deb. Stock .. " .. | Stock | 4 4 49% [4 | 
360,700 | East & S. Afric, Tel., 4% Mt. Db., 1 to 8,000, red. 1900 | 100 4 1 14% 4 
200,000 Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8000 | 25 4 |4 & 4% 4 4 
181,127 Globe Telegraph and Trust .. .. se .. 10 | 58% | 54% | 54% | 54% 
181,127 Do. do. 6 % Pref... bs es 10 6 Ф 6% 6 |6 
150,000 А шеп Pee . " 10 24% 20 % |20 % 
i an ermu le, 18$ Mort. 
19.6001 ү Debe., within Nos. 1 t 1,900, Red.] 100 | 44% | 44% | 44% | 44% 
17,000 | Indo-European Telegraph eS eee d^ | 25  |18 % 13 9 |18 % |18 % 
41,580,400 | Mackay Companies Common ..  .. .. .. |8100 1 % 2% 33% 4 % 
,000,000 Do. о. 4% Cum. Pref. .. =» ee | $100 4 ф 4 { 4% 4 
884, Marconi's Wireless Telegraph .. .. .. .. 1 | Nil | Ni Nil | Nil 
72,680 | Monte Video Telephone Co., Ltd. Ord... . 1 [45 5 ф 6 |6 95 
96,492 Do. do. o. 6% Pref, Vs 14595 5 5 % 
2,225,000 | National Telephone, Pref. Stock .. 100 |6 6 6 6 9 
8,725,000 | Do. 0. Def, Stock .. de. e| 100 |5 5 95 1 5 96 | 6 96 
15000| Do. do. 6 % Cum. 184. Prein. 10 6 % 6 Ф 6 % 16 % 
15,000 Do. do. 6 % Cum. and Pref. .. $^ 10 6 % | 6 5 7 b % 
250,000 Do. do. 5 % Non-cum. 8rd P., 1 to 250,000 5 5 & 5 | 5 5 % 
2,000,000 Do, do. К Deb. Stock Red. .. | Stock | 84 84% | 34% 34% 
1,716,598 | Do. do. 4 % Deb. Stock Red. 100 4% 4% 4% 4% 
179,813 Oriental Telep. and Elec. 1 to 171,504, fully paid .. 1 63 7 7 7 8 5 
50,000 Do. do. do, 6% Cum. Prei... 1 6% 6 6 6 
90, 100 Do. do. do. 4% Red. Deb. Stock .. | 100 „49% 4% 4% 
99,400 | Pacific & European Tel., 4% Guar. Debs, 1 to 1,0000 10 4 Ф 4% 14% | 49% 
11,8897] Reuter’s jj. жеш " му ig 8 |6 69$5,|59515 % 
99,100 | Telephone Co. of Egypt, 44% Deb. Red. ..  ..| 100 .. | 44% | 48% | 43775 
8,083 | Submarine Cables Trust. Cert. 6 % [6% 895 (6% 
100,000 | United River Plate Telephone. ER si 82 5 8 189% 8 8 9, 
40,000 Do. 5 % Cum. Pref., Nos. 1 to 40, 000 5 5% 15% 5 % | 5 9% 
30,008 | W. Coast of America, 1 to 80,000 & 58,001 to 53,008 2$ | Nil | Nil | 24% | 215 
150,000 | Do. 4% Debe., 1 to 1,500 guar. by Bras. Zub. Tel. | 100 49% 49% 4% 4 % 
,990 | Western Telegraph, Ltd., Nos. 1 to 207,930.. КО 10 1979 17% 7 
88,521 West India and Panama Telegraph .. ., M 10 Nil | Nil | Nil | Nil 
84,568 Do. do. 69 Cum. lst Pref. oe e| 10 |6%]5%|8%|6% 
4,669 Do, do 6 Ф Cum. 2nd Pref. ЖАШ? 10 vil | Ni! Nil 42 6 
80,0001 Do. do. 6% Debs., Nos. 1 to 1, 800 | 100 | 5% | 5 % | 5% 5% 


Closing 
Quotations 
Sept. &th. 
2— 8 

— 98 
133 —187 
92 — 94 
58 — 61 
lot —105 
17 — 174 
101 —104 

8 — 83 
BRY— 914 
71— 61 
153 — 16 
8 — 831 
8 — 9 

100 —103 
184—133 
100 —102 
1554 —1£81 
841 — 863 
105 —105 
123— 18 
101 —103 
994 —1014 
101 —108 
101— 11 
131— 1t 
274 — 200 
100 —102 
56 — 59 
69 — 73 
E i 

1— 18 
. 
10-4 1104 

118 —120 
103 — 11 
102 — 11 
Fe— 64 
983 —100 
103 —105 
1.7-— 135 
lih— ljs 
89 — 92 
а 
— 8} 
99 —102 
128 —131 

68— if 
1i— 44 
l— la 
93 —102 
13# — 13 

1014—103 
alee 

R — BÀ 
8j— 9 


| 101 —103 


D | 
тл — en an eee 


| Closing 
Quotations 
Sept. 15th. 
2— 8 
90 — 93 
132 —186 
92 — 04 
68 — 61 
104 —105 
17 — 174 
$9 —1C? xd 
8— 81 
89 — 31 
74— e) 
154— 161 
8— 9 
100 —108 
183— 132 
100 —102 
1354 —1E84 
811 — 804 
103 —106 
123— 1 
1003—102 
Yok —1013 
1014—1031 
168— 114 
138— 144 
28 — 30 
100 —102 
66 — 69 
68 — 72 xd 
ts — 72 xd 
d— 9 
1— 1А 
1—9) 
1084 —1104 
lls —120 
104— 113 
102 — 114 
hum Б 
984 — 100 
11 0н 
14 — 
li 
89 — 9275 
$9 —102 
7i— E 
99 —102 
1:9 —152 
67— 7 
115 — ii 
3— 1 
9) —102 
l3g— 133 
1015—1034 
2— 8 
в — 8) 
81— 927 
101 —1C3 


Business done 


week ended 
Sept. 15th, 
1908. 
Highest Lowest. 
603 Е 
105 1044 
170, | 17} 
90 с 
1315 | 1838 
1364 
86 85 
1044 E 
13 123 
1013 s 
100 | 107 
1300 132 
291 29à 
20/9 к 
1094 | 109} 
ll8j | 118 
Буй 58 
983 $ 
1034 | 10% 
26/3 i 
63 . 
133 137, 
1013 * 
85] .. 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


| | 


Anglo-Argentine Trams, 10 % Nom. Cum. 2nd 
830,000 | Pref., 260,008 to 580,007; 5 8 % 8 „% 8% 9% 
360,007 Do. 6 % Cum. Prefs., 1 to 260,00] .. 5 5% 54% | 54% | 5176 
206,600 Do. Permanent, 6 % Deb. Stock, 1888 100 6 6 6% 6% 
386,100 | Auckland E. Trams, 5 % Ist Mort. Deb. Stock .. | 100 5 % 5 5% 5 % 
880,000 | Babcock & Wilcox, 1 to 530, 0 õ c I. 1 20% 20% 30 % 20 % 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 |6 6 6% 6% 
4,000 | British Aluminium, Ord., 1 to 40,000 di.. 5 7 7 15 75 
40,000 Do. do. Cum. Pref. .. æ eè 6 |" 4 197929779 
90,000 Do. do. A6 Cum. Pref, f. 5 6 6 % | 6 % 6 95 
20,000 | Do. do. 4% Funding Certs. ..  .. б 49% 4 4 4 % 
288,900 ; do. 5 % lst Mort. Deb. Stock Red. | Stock | 5 $ | 6 $ 5 % 59% 
800,000 | Do. do. 53 9 Loch Leven Debs. ..| 100 PA . | 56396 | 52 
British Columbia E. Rail Def. Ord. Stock .. .. 100 6 % 6 % 6 / 8% 
800,000 | Do. 5 % Pref. Ord. Stock wee 100 5 %% 5% 5 96 | 6 X 
800,000 | Do. 6 % Cum. Perp. Pref. Stock .. ..| 100 5 5 55 V 5 % 
288,000 | Do. % Ist Mort. Debs., 1 to 6,250. | 40 | 44% nba ie 44°, 
20, 000 Do. 45 % Vancouver Power Debs., 1 to 2,200 | 100 44% | 19% | 49% 435 
183,901 | British Electric Traction " ei is ss 10 6% 3 | М) Nil 
161487 | Do. do. 6 % Cum. Pref. f. 10 |6%|6%|6 $ 8 % 
1,478,658 | Ро. do. b % Perp. Deb. Stock .. Stock | 6 % | 5% | b d6 | 5% 
528,986 | Do. do. 44 % 2nd Deb. Stock Red. 100 | 44% | 44% | 44% | 44% 
100,000 | British Insulsted and Helsby Cables ke) ds 6 8% | 8 10% 10 % 
100,000 | Do. do. 6% Cum. Pref. f 5 |6%!6 6 96 | 6 % 
600,000 | Do. do. 44 % 1st Mort. Deb. Red... | 100 175 d 44% | 44% 
212,000 Rinn Thomson Houston 44 % 1st Mon nob ae 100 44% | 48% | 44% 42% 
ritis estinghouse 6 % Pref., 1 to 200,000 an А ; i zil 
400,000 { оо 475,000 5 Nil] Ni! Nil| Ni 
Do. do. 4 Ф Mort. Deb. Stock .. | 100 | 4 4%|4%|4% 
50,000 ;Browett,Lindley &Co.,Ord. .. .. .. :. 1 il] Nil| КП Nil 
000 |? Do. do. 6% Cum. Prei. 1 Nil | Nil} Nil| Nil 
106,731 | Brush Electrical Engineering, Ord., 1 to 105,781 . 2 Nil; 24% | Nil | Nil 
150,000 Do. do. Non- cum. 6 % Pref. .. М 2 6% |6 205 Nil Nil 
126, 0001 е до. 44 % Perp. Deb. Stock. Stock % oe ae 449 
125,000) ро, до. 44 % Perp. 2nd Deb. Stock.. Stock | 44% | 44% | 45% | 44° 
187,610 | Caloutta Trams, 1 to 197,610 ..  .. С: 6 8 8 8 |6 X 
80, Do. 5 % Cum. Pref., Nos, 1 to 29,830.. 5 eo 5 Ф 6% 59 
860,000 Do. 4476 Ist Deb. Stock.. | 100 | 44% | 4476 | 44% | dà 
86,000 | Callender's Cable Construction shares — ..  .. 5 re 15 b. ló % 15% 
40,000 Do. do, 6% Cum. Pref., ..  ..  .. 5 |5 b 5 5 
(0 Do. do. 43 % lst Mort. Deb. Stock Red. | Stock | 44% | 44% | 44% | 43° 
191,222 | Cape E Trams., 1 to 491,222 ..  ..  ..  .. 1 |56%| Ni | Nil | Nil 
450,000 Castner-Kellner Alkali, 1 to 450,000 oe ee oe 1 4 % 6 % В % 12 % 
215,045 Do, do. 44 % lst Mort. Deb. Stock 100 | 44% | 44% | 44% 43% 
1,999,610 | Central London Railway, Ord. Stock.. ..  .. Stock 4% | 4 96 | 4 & 8% 
658,196 Do, do. 4% Pref. Btock .. .. | Stock 4% | 4 95 | 4 4 96 
1 658,195 Do. do. [. о, ee on Stock 4 % 4 % 4 % 2 96 
480,000 | City and South London Railway .. ce . Stock | 28% | 11% | 28% | 24% 


814— 818 
655— бүз 
112 —147 
103 —106 
Ba 4 
lÀ— 18 
9j. 24 
32— 4 
4i— 43 
Bi— 4 
106 —110 
97 —1 
132 —136 
112 —116 
104 —108 
101 —104 
1004 1033 
la— 13 
34— 4i 
96 — 99 
76 — 78 
6)— 7 
6 — 6 
103 —106 
91 — 96 xd 

i— 8 
43 — 48 

4 
14/ to 15 / 

0 — 

à— 3 
68 — 73 
50 — Ыы 

4 — 6 
44— 8 
101 —104 
97— 10: 
5i— 5 
107—104 
114— 114 
105 —107 
68 — 70 
BA — 86 
49 — 02 
02 — 33 


t A period of nine months. 


| * Unless otherwise stated, all shares are fully paid, 
mec л TT iun maida Дас садак 


Continued om next раве 


8ià— 815 
64— 6 
142 —147 
103 —106 
Bi— 4 
li— lý 
21 — 
. — т 
4 i 
в 42 
106 —110 
97 —100 
137 —141 
116 —120 
105 —109 
101 —101 
1004 —103! 
là— 18 
34— 4d 
961— 924 
76 — 78 
bi— 62 
6 — 63 
103 —106 
91 — 96 
Ya— 153 
41 — 46 


10 to 1506 


68 — 73 
50 — 54 
53— 6 
45— 54 
101 —104 
92— 102 
5 
1075 —1095 
1 
а 
103—101! 
67 — 69 
81 — 86 
48 — 51 
32 — 93 


843 ee 

62; ee 
1013 a 
80/- 77/6 
139} | 186 
116 = 
1074 eo 
2276 e 
81/3 | 77/6 
993 983 
613 63 
104 1024 
82/6 | 32 
6 , 67 
86 | 

50 48 
gaia | 32 


Rise 4 


or 


Present 
Yield 


Fall — per cent. 


Ene —— te 


+ d 


+ ё 


t From M anobester Share List. 
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SHARE LIST OP ELECTRICAL COMPANIES.—(Oontinued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinued) 


Btock Closing Closing Business done | Rise +) — esent 
went НАМЕ. or Dividends for the Quotations | Quotations | week ended | or Yield 
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REVIEWS. 


Introduction to the Study of Electrical Engineeriny. By 
Henry H. NORRIS. London; Chapman & Hall. Price 
108. 6d. net. 


Mr. Nurris’s method is to regard electrical engineering as 
consisting “in the industrial application of magnetic and 
electrical principles,” and he further claims in his preface 
that the student in approaching the subject should have 
personal knowledge of the /Ai»gs and phenomena involved 
before any reasons can be ascribed." 

The author opens with an introductory chapter upon 
power transmission, and the production of light, including the 
incandescent lamp, the enclosed arc, the mercury vapour 
lamp, and the Moore vacuum tube lamp. Then follow a few 
cursory notes on electrolysis, with diagrams illustrating the 
decomposition of water, the refining of copper, and a 
storage battery. Next comes a section devoted to the 
transmission of intelligence, with diagrams of simple tele- 
graph and telephone circuits. The introductory section 
deals with the production of heat, and illustrates a resistance 
type of heater and a carborundum furnace. 

Mr. Norris compresses into 34 pages an account of the 
historical development of the industry. As a compre- 
hensive summary for the student well grounded in electro- 
statics and in elementary magnetism, the first 10 pages are 
realy admirable. But of themselves they do not suffice, 
nor must the pages allocated to the “period of commercial 
development" be considered as aught but a ** tabloid " form 
of knowledge. 

Dealing with electric and magnetic quantities, we have 
again the setting-out first of the phenomena, and experiments 
of an advanced nature. In particular must be cited an 
experiment (page 56) showing a Faraday disk type of 
generator driven by a belt, the input power being measured 
by а transmission dynamometer, and the output power on a 
wattmeter. (It is only a matter of 270 odd pages further 
through the book before electrical measuring instruments are 
dealt with.) So also Mr. Norris prefers to treat first the 
voli, ampere aud ohm as fundamental units, proceeding 
eight pages later to describe the C. G. S. system. 

Next follows (Chapter III) a description of the materials 
of electrical engineering, naturally much compressed, parti- 
cularly in regard to hysteresis, but well written so far as 
16 goes. 

Chapter IV deals with the electric circuit. First come the 
outdoor circuit and high-tension transmission lines, lightning 
arresters receiviug more attention than underground cables, 
followed by several notes on alternating-current circuits, all 
worthy of expanaion. 

In Chapter V, entitled * Magnetic Circuits," the four 
circuits of a four-pole motor receive priority of treatment 
before single magnetic circuits. In this chapter the excita- 
tion of generators is discussed. In view of what has been 
said of the author's practice in arrangement, the reader will 
not be surprised to learn that the construction of electric 
generators forms the subject of the succeeding (sixth) 
chapter, and outline diagrams of alternators precede D.C. 
armatures, commutators and field coils. 

The remaining chapters contain several interesting 
features. Thus Chapter VII (gener tors) gives the American 
Institute of Electrical Engineers’ definitions as to regulation, 
and rules аё to temperature rise on various ratings. Chapter 
VIII contains, infer. alia, a brief note about the constant- 
Current transformer, a useful device practically unknown in 
England. Bat further indications need not be given—the 
Intelligent reader will be able to estimate for himself the 
matter dealt with in the dissertation on power stations, or 
electric lighting and heating, or instruments. Switchgear 
should, of course, have had a special section to itself. 

The book is readable, and may be commended to those 
Who require, or who can be satisfied with, a cursory and in 
no way detailed review of electrical work. It is a suggestive 
adjunct to the library of the student who has been intro- 
duced to electrical engineering along the lines of the 
English technical school or college. But for anyone else, 
who may be without such equipment, its technical value is, 
in the reviewer's opinion, nil. Agreeably written, it is au 


introduction to knowledge which is as a house builded 
from the gables downwards. While it is well illustrated, 
its deficiencies as regards what we consider as the bed- 
rock upon which foundations may be laid would certainly 
arouse the ire of a certain past-president of the I.E.E. 

Of course, all men cannot be moulded to the same type, 
and there certainly cannot be only one correct specification 
for a course of preparation in electrical engineering. Mr. 
Norris’s book may indeed have been evolved by the very 
nature of the local demand for an “ electrical engineer," 
hustled up—we should say introduced—to that attainment 
through an introduction which assumes much, explains little, 
and proves even less. 


Telegraphic Systems, and other Notes. By ARTHUR 
Crotcy. London: Chas. Griffin & Sons. Price 
ов. net. 


At the present time there is a fairly large number of 
books relating to the practical and theoretical application of 
electricity and magnetism to the transmission of intelligence 
from place to place, by means of divers telegraph systems ; 
but nearly all these books suffer in a greater or less degree 
from certain defects which prevent them from filling exactly 
the needs of the student or the practical telegraphist. The 
engineer, having achieved a certain amount of preliminary 
knowledge, desires to add to it in respect of the practical 
working of the more complex systems, which, with tne 
object of obtaining greater facility for dealing with tele- 
graphic traffic, are being introduced from time to time; but 
he does not wish to be under the necessity of filling his mind 
with а mass of prolix verbiage, figures, algebraical formule, 
or advanced theoretical arguments, and he also must bave 
а certain regard for economy in adding to his library. 

The author of this book, the fifth of a series on similar 
subjects from his pen, has evidently appreciated this need 
at its true value, and Messrs. Griffin are to be congratulated 
on adding to their series of text-books one which should 
command a ready sale amongst those for whom it is obviously 
intended. 

In the preface, the author states that he aims at conciseness, 
and he certainly achieves this aim, with, however, a certain 
risk in one or two places of loss of clearness. He states 
that he assumes an elementary knowledge of the more simple 
systems of telegraphy, but we think that such an assumption 
may, at times, be carried a trifle too far, from the point of 
view of the student. In certain cases he makes use of the 
expression it is obvious that . . . . ," whereas from our 
acquaintance with students generally, we have reason to 
think that it is seldom, if ever, obvious. In one sense, how- 
ever, it is quite possible that this may be better indirectly 
for the obtaining of real knowledge, as opposed to the mere 
acquisition of facts and data sufficient for the passing of an 
examination (although we doubt whether this was the object 
in the author's mind), by causing the student to think for 
himself a little and to deduce facts logically rather than accept 
them merely because someone says they are facts. We 
feel, therefore, that this book might have had a little 
more space devoted to some recapitulation of elementary 
facts which are given at length in many text-books; 
the more so because of the vast amount of space which 
has been saved in comparison with many other books, 
whose bulk (and price) is increased out of all proportion by 
embodying an immensity of information regarding funda- 
mental laws, units, &c., which is practically axiomatic. In 
such books also there is a large amount of information re- 
garding historical and obsolete apparatus, all of which is 
quite unnecessary save in works devoted solely to such pur- 
poses. 

Having said so much, however, we must say that this 
book is a particularly good one, and further, the author has 
in it embodied one or two details which seem to us to be 
unique. For example, we do not remember having previously 
geen his method of consecutive diagrams illustrative of the 
rather complex conditions attached to quadruplex telegraphy, 
nor do we remember any information showing the develop- 
ment of the repeater; nor is there elsewhere, so far as we are 
aware at the moment, such a concise description of the 
sounder silencer apparatus used at repeater stations. 
Generally speaking, the many diagrams illustrating the 
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book are well drawn, but we should like to see in this book, 
a8 in others, the diagrams drawn upon folding leaves, arranged 
во that the reader could keep a diagram in front of him 
whilst reading the letterpress relating to it without being 
under the necessity of turning back so frequently for refer- 
ence, if such could be arrangedfor without unduly increasing 
the cost of production. 

The descriptions of the more recently introduced systems, 
such as the Baudot (if that may be termed recent) and 
Murray, are very concise and clear, if brief, and this remark 
also applies to the chapters on Submarine and Wireless 
Telegraphy. But when the reduction of bulk is of import- 
ance, we should like to know why such a large amount of 
space is devoted to the description of the Delaney Multiplex, 
a system which is now quite obsolete. It may be that this 
was intended to lead up to the descriptions of the other 
systems which depend upon synchronisation, or to the use of 
a distributor ; but we think that this was hardly necessary. 
The space could, we think, have been devoted better to a 
comparison of the relative advantages of the Bridge and the 
differential Duplex systems, upon which a good deal depends. 

On the whole, we can thoroughly recommend the book to 
those who are studying for the City and Guilds examina- 
tions, and also those who are desirous of qualifying for the 
various Post Office departmental examinations, to the general 
student, and to the telegraph engineer who needs to 
have always available a handy book of ready reference 
dealing with the work with which he is in daily touch. 


Field Telephones for Army Use. By Lieut. E. J 


STEVENS, R.A. London: Crosby Lockwood & Sons 
Price 28. net. 


It is astonishing how from day to day the number of 
books which deal with the subject of telephony in one or 
other of its many aspects continues to increase. From the 
bulky tome which at a price of 15s. or thereabouts helps a 
student to assimilate certain of the more abstruse and com- 
plex laws that govern the transmission of speech by means 
of a more or less perfect conductor, and which is replete 
with mathematical formula that would absolutely bewilder 


a layman, down to the modest little manual which for 


the sum of 1s. 6d. or so instructs the layman how to 
fix a telephone circnit between his—or anyone else's— 
suburban drawing-room and back kitchen without the help 
of any mathematics or formule whatever—all these works 
have more or less justification for their publication, for either 
they have something new to say or to add to what is known 
of the science, or else they say something which is old, 
but is clothed in such a way as to make it acceptable to those 
students or readers to whom the previous works on the 
subject did not appeal. 

But this book, which belongs to a point somewhat near 
the latter end of the scale alluded to above, does not seem 
to possess either of the foregoing reasons to justify ite 
appearance. The author, however, mentions in his preface 
that he has found a need in the army which the book is 
intended to fulfil. To army students it is, therefore, 
addressed, and to such it may be useful, but we hardly 
think it will prove of like value to the general run of civilian 
students, whose needs will be better met by many other of 
the text-books already published. One or two chapters, 
however, will repay reading, for the latter portion of the 
book, which describes portable telephones, contains several 
good diagrams and descriptions of apparatus not generally 
met with elsewhere, ав well as particularly good drawings 
and descriptions of the solid-back and capsule transmitters. 

The first part of the book contains chapters on elemen- 
tary electricity and magnetism, in which we think more 
space might have been devoted to the effects of local action 
and polarisation in batteries, to the exclusion of what appears 
to us to be an unnecessary summary of facts which surely 
ought to be obvious to the least learned. For instance, in 
connection with the causes of failure in batteries and their 
remedies, we read the following: A battery may fail 
because of ‘insufficient solution’ " Remedy— Pour in 
тоге!" 

This leads us to imagine that the author is not without а 
sense of humour, for besides the example quoted, we read on 
page 37 that “ replacement indicators have the disadvantage 


of the attendants’ forgetting to replace them, causing extra 
wear on the stair carpet when they go to see when they are 
wanted!” We do not think that the method shown on 
page 83 for tapping a telegraph circuit would be very satis- 
factory, for although the telegraph stations would doubtless 
remain unaware of the presence of the tapping telephones, 
yet the latter could hardly fail to suffer disturbance from 
the working of the former, particularly if the circuit were a 
busily operated one. 

The appendix contains good matter, which is well worth 
perusal, but surely the table of specific inductive capacities 
might have been replaced by one which would have been 
regarded as correct according to our present knowledge. 
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FILING ENGINEERING NOTES. 
By R. BORLASE MATTHEWS, Wh. Ex., A. M I. C. E. 


THOSE who are engaged in electrical engineering, as well as 
in many other occupations, cannot but accumulate in course 
of time a very large and varied collection of technical data, 
general information, reporte, drawings, books, &c., and 
without some effective system of indexing it is obvious that 
such becomes but a heterogeneous mass of detail, from which 
it is next to impossible to extricate exactly what is required 
from time to time. The older methods of filing, mostly 
dependent upon an alphabetical classification, are inadequate 
to cope with the difficulty, as either only the very general 
heads of the filed matter are dealt with, or else the index is 
itself во extensive and complicated as to hamper the prompt 


location of the subject desired. These difficulties, however, 


seem to have been overcome in the Dewey Decimal Relative 
Classification Indexing System, which, though little known in 
this country, has been very widely adopted in America, where 
it 18 almost universally applied in libraries, and is spreading 
quickly in professional and commercial circles. 

In brief, the system consista in the division of the entire 
field of knowledge into nine main classes (numbered by 
the digits 1 to 9), and any data of such general character a8 
to belong to none of these nine classes are indicated by 4 


cipher, and form a tenth class. These main classes are 38 
follows :— 


100 Philosophy, 600 Useful Arte. 
200 Religion. 700 Fine Arts. 
300 Sociology. 800 Literature. 
400 Language. 900 History. 
500 Natural Science. 000 General. 


Each class is similarly divided into nine divisions, a tenth 
division, indicated by a cipher, being again employed to 
indicate matter in this class too general to be included in 
any one of the other nine divisions. For example, Class 6 
above, Useful Arts, is divided as follows: 


610 Medicine. 
620 Engineering. 
630 Agriculture. 


640 Domestic Economy. 
670 Manufactures. 
690 Building. 

The divisions are each similarly divided into nine special 
sections and a general section. Thus, the first sub-division 
of Division 2, Engineering, is 621 Mechanical Engineering. 

Each of the sections is divided into ten sub-sections. For 
instance, Section 1, Mechanical Engineering, provides sub- 
sections :— 

621'1 Steam Engineering. 
621:3 Electrical Engineering, &c. 


The process of sub-division may be repeated in the same 
manner as often as is found necessary. Sub-section 3, 
Electrical Engineering, for example, is divided into ten 
classes, each class into ten divisions, each division into ten 
sections, and each section into ten sub-sections, each of which 
can be again divided into ten parta if necessary. Е 

In accordance with this system Electrical Engineering 18 
assigned the number 621°3, this being Class 6 (Useful Arta), 
Division 2 (Engineering), Section 1 (Mechanical Engu- 
eering), Sub-section 3 (Electrical Engineering). All matter 
on electrical engineering is, therefore, filed under the number 
621-3 with its further sub-divisions. In order to avoid 
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unnecessary repetition in use, the number 621 can be replaced 
by the letter E (Engineering), and two noughts added after 
the 3, thus making the general head for Electrical 
Engineering E 300, and the extension can then be carried 
on from this point. 

Materials of the Useful Arts are assigned the number 
600°1, this being Class 6 (Useful Arts), Division 0, Section 0 
(on account of the general character), Sub-section 1 
(Materials). As was done in the above-mentioned case, to 
save trouble the number 600 can be replaced by the letter 
M (Materials), and two noughts added after the 1, thus 
making M 100 the general head for Materials of the 
Useful Arta. i 

It should be borne in mind at all times that the letter 
E represents 621, likewise the letter M represents 600, so 
that matter under these classifications may find its proper 
place in relation to matter outside the field of engineering. 

To index and file an item, it is marked with its classi- 
fication number, and placed in the numerical order thus 
indicated in the general collection or file to which it is 
attached. To find an item, the subject index is consulted 
for the classification number, which gives the numerical 
place in the collection of all the items that the collection 
contains under the head sought. 

Thus: Matter treating of alternating-current generators 
(E 812-1) follows direct-current motors (E 311-4), and also 
precedes transformers (E 881). 

Matter treating of varnish a3 an insulating material 
(М 117) will follow thermometers (537°51), since М repre- 
sents 600 ; likewise it will precede direct-current generators 
(E 311-1), since E represents 621. 

It will be seen that a prominent feature of this method is, 
that it is a relative index, with a subject classification so 
numbered that reference is compact, accurate, and quickly 
made. As it is a decimal system, it admits of an almost 
unlimited sub-division, and forms a very elastic arrangement 
whereby new material can always be inserted in its correct 
position relative to any other data it may be filed with, and 
thus it can very readily be found when required. 

Of course, given these general lines to work upon, anyone 
could evolve a classification system of his own. The one 
referred to is not perfect, but, nevertheless, it is the outcome 
of considerable experience, so that it would be well for 
others to adopt it as it stands, especially as such procedure 
would carry with it the advantage of uniformity; a by 
no means invaluable featare of the Dewey system is that, 
knowing the system, a stranger can at once find information 
required in any collection of books or notes classified on 
this particular basis. 

The actual mechanical details of filing are a matter for 
the discretion of the user. The best way is probably to use 
а separate stout paper folder for each item of the same 
section, keeping the folders either in a vertical file or in 
cases such as are used for filing letters, but without indices. 
A liat of the classes, divisions, &c., in numerical order, and 
also an index alphabetically arranged would be required. 
The latter may be in the form either of a card index, or of 
8 loose-leaf book. For general library work an index is 
published ; the extension for the electrical engineering 
section is not, however, carried out far enough. The 
General Electric Co., of America, and the British Thomson- 
Houston Co., Ltd., of this country, have printed such an 
extension of the index for the private use of their depart- 
ments, but it is not available to the general public. 

The classes, divisions and sub-sections of the electrical 
engineering extension are given below, and will assist 
anyone who desires to initiate this system of filing 
for his own notes. If any further information is 
desired as to the sections, divisions, or other matters, the 
author (who has employed this system with great success 
E ER own notes for some time past) will be pleased to 

ve it :— 


621: 
E 200 Electrical Engineering. 
E $10 Dynamos. 
E 320 Applications. 
E 330 Static Transformers and Induction Devices. 
z 340 Conducting System and Supporting Devices. 
350 Appliances and Batteries. 
ruments and their Use. 
E 390 Miscellaneous, 


E 310 Dynamos. 

E 311 Generators and Motors—Direct Current. 

E 312 Generators and Motors—Alternating Current. 

E 313 Rotary Converters. 

E 315 Railway Motors. 

E 318 Composite Machines (includiag Dynamo as a part.) 

E 320 Applications of Electricity and Central Stations, (Includ- 
ing Generating and Sub-Stations.) 

E 321 To Lighting, Stations for Lighting only. 

E 322 Transportation, Stations for Railway only. 

E 323 Power Transmission, Stations for Power (other than Rail- 
way and Lighting), also combined Stations. 

E 324 Mining, Steelworks. Also see E 318'41 Coal-Cutters. 

E 325 Hoisting, Pumping, Blowing, Dredging. 

Е 326 Heating, Cooking, Welding. Also see E 357 for Applianc^s. 

Е 327 Machinery and Machine Tools. Also see E 3187. 

E 328 Electrolysis, Chem.-Technology, Elec.-Metallurgy. 

E 329 Miscellaneous Applications. 

E 330 Static Transformers and Induction Devices. 

E 331 Transformers. 

E 332 Induction Regulators and Starting Compensators. 

E 336 Reactive coils. 

E 337 Induction coils. 

E 338 Condensers. 

E 339 Miscellaneous. 

E 340 Conducting System and Supporting Devices. 

E 340`1 Theory and calculation of lines. 

340°2 Systems of Distribution. 

3403 D.C. Systems. 

340'4 А.о. Systems. 

3408 Wire Tables. 

341 Conductors in General. 

342 Railway Line Devices and Car Wiring. 

343 Conduits and Special Conductors. 

346 Iosulators. 

347 Supporting System (excluding Insulators). 

350 Appliances and Batteries. 

351 Arc Lamps, Fixtures, &c. 

352 Incandescent Lamps, Fixtures, &c. 


* EH с ы е ы ые е ы 


353 Switches and Controllers. 
354 Switchboards. 

355 Rheostats and Resistance. 

356 Circuit-breakers, Arresters, Fuses, &c. 

357 Heating Appliances, see E 326. 

358 Batteries. 

359 Miscellaneous. 

360 Measuring Instruments and their Use. 

E 361 Pressure Instruments and Measurement of E. M. F. 

E 362 Current Instruments and Measurement of Current. 

E 363 Resistance Instrumente and Measurement of Resistance. 
E 364 Power Instruments and Measurement of Power. 

E 365 Frequency Indicators. 

E 369 Miscellaneous Instruments. 


Exi Exi Eri Edd xd bd End Ez 


i a } Materials of the Useful Arts. 

M 110 Products of Chemical Technology. 

M 120 Carbon and Hydrocarbon Compounds. 

M 130 Iron and Steel. 

M 140 Metals, other than Iron and Steel. 

М 150 Minerals and Mineral Produ:ta. 
Classes M 120, M 130 and M 140.) 

M 160 Wood, Paper and their Compounds. 

M 170 Leather, Rubber and Moulded compounds. 

M 180 Textile Materials, Fabrica, Cordage, &c. 

M 190 Miscellaneous Material. 


(Does not include 


Sub-Sections. 
(Common to all Sections.) 


01 Theory, Design and Calculation. 

02 Commercial Data (Costs, Sales, Price Lists, &c.). 
03 Testing Data. Methods of Test. | 

04 Production Data. Shop Practice. 


05 
06 Installation, Operation and Maintenance. 


08 
09 Description, Photos and General Reports. 


Fires and their Causes.—Referring ‘to Mr. Lacey 
Downe’s letter on the above subject, and our notes in the issue of 
28th ult., the May-Oatway FIRE APPLIANCES, Lro., inform us that 
their automatic alarm system has signalled over 60 outbreaks since 
the commencement of the operations of the company with their 
standard automatic compensated detector. Particulars of 39 causes 
of fires are given, and it is worthy of note that electricity is only 
responsible for two of them. One of these was caused through a short- 
circuit brought about by a leaky roof allowing rain to get into the 
building and saturate wires in casing. The short circuit caused 
sparks to fall and set fire to an accumulation of cotton fluff along 
a ridge. Probably the fuse on this particular circuit was of too 
high carrying capacity; otherwise very likely them would not have 
been sufficient fire to operate the detector. 


-— — — ETAT EEE ла ааыа EE ST ———— — —— N 


476 THE ELECTRICAL REVIEW. [vol.63. No. 1,608, Виртимвев 18, 1908, 


SWITCH AND TRANSFORMER OIL.—II. 


By "GLUCKAUF." 


Oil as a Transformer Insulator.— Air-cooled transformers 
must of necessity suffer from all the destructive effecta that 
air and moisture have on insulating material. Ordinary 
insulating varnishes all deteriorate, due to oxidation, in the 
course of time, even 10 to 12 months being sufficient to 
lower the disruptive strength by quite an appreciable amount. 
This “ ageing of the varnish appears to obey a straight- 
line law more or less. Then again, with pressures of 10,000 
volts and over, ozone and nitric acid troubles become 
very serious ; more than one high-tension alternator bas been 
almost entirely rewound within 12 months of its installa- 
tion, due to nitric acid having destroyed its insulation. As 
no trace of acid was found in the insulation material on the 
unused coils, which was of the very best quality, it seems 
fairly clear that moisture and ozone had together played an 
important part in developing the nitric acid and sulphuric 
acid found in the machine windings after some 12 months’ 
use. The insulation of an air-cooled transformer would 
obviously be exposed to the same danger, and as good 
ventilation also implies increased oxidation and the 
more chance of the windings being well ozonised 
at the same time, there can be little or no 
doubt that the proper thing to do, is to exclude air from 
the windings entirely by immersing them in oil. Provided 
the oil is kept free from dust and moisture, its insulating 


properties do not suffer by “ageing,” and it can be readily - 


changed and renewed if desired. The oxides of nitrogen are 
always produced when a brush discharge takes place in air, 
and recent experience seems to point to ozone troubles 
beginning at a voltage as low as 2,000 (see Mr. Highfield’s 
article, Electrician, Vol. 54, p. 573), nitric acid, of course, 
being formed as a result. Air breaks down, and a brush 
discharge takes place if the potential gradient exceeds 
18,000 to 20,000 volts per cm. (alternating current), and in 
view of temperature rise it is doubtful if 15,000 volts per cm. 


should be exceeded, or even allowed, in practice, especially 


with alternating current. 

In this connection, Fessenden and Tesla's experiments as 
illustrated in the figure, are of great interest. The distance 
between the two electrodes A and D is 1 em., and the alter- 
nating pressure 10,000 volts; taking 15,000 volts per cm. 


as the dielectric strength of air under the above conditions, 
this would allow a 50 per cent. margin of safety. Now 
introduce two glass plates as shown in black, each plate 
being | cm. in thickness. ‘he voltage gradient will be 
inversely as the capacity, во that, since the specific 


inductive capacity of glass is eight times that of air, 


the voltage between B and c as shown on the curve 
is now 5,590, which equals 17,780 per em., thus exceeding 
the limit allowable for air, and hence under these conditions 
a spark will now pass which will rapidly heat up the glass 
and cause breakdown. In the above experiment the intro- 
duction of an insulator (glass) of higher specific capacity 


has actually weakened the insulation by raising the potential 


gradient in the air-gap above the limit allowable for air, 
It tends to show that uniformity in texture of insulating 
material is desirable, which, cf course, is readily obtained 
with an oil insulator. The above experiment also shows the 
importance of excluding air bubbles from the test sample of 
oil, as already mentioned. 

One of the difficulties with oil insulation is the dissolving 
effect that the heated oil has on the insulation material, 
and this is responsible for most of the heavy viscous 
deposit sometimes found at the bottom of the transformer 
case after some months use. This depositis a very good 
insulator, but at the same time it is objectionable, as 
it impedes the circulation of the oil, and thus affects 
the cooling of the transformer by reason of its choking 
up the ventilation spaces. Cotton, Presspahn, paper 
and oiled linen tape are all excellent insulators 
when well dried in a vacuum, and then thoroughly im- 
pregnated with oil, and the use of any varnish is unnecessary 
and objectionable, be the base what it may — asphalt, 
shellac, linseed oil, or coal-tar product, as the oil has a 
solvent action on all these materials. The solvent action of 
mineral oil on dried linseed oil is very slight, but the use of 
linseed oil compound is objectionable owing to the ready 
manner in which this oil takes up oxygen. Again, any 
cementing compound used for sticking parts of the trans- 
former insulation must be quite free from any tendency to 
become dissolved by the oil; hence the objection to the use 
of built-up mica insulation where shellac is usually the 
cementing medium. In repairing transformers that have 
been in use some years it will frequently be found that the 
shellac is entirely dissolved, leaving the mica in a loose flaky 
condition. If the insulating varnishes and cementing com- 
pounds are going to be dissolved out when the transformer 
is in use, it is obviously much better to avoid their use 
altogether and thus prevent any possibility of overheating 
due to the pasty deposit blocking up the ventila- 
tion spaces. This simply means thoroughly drying 
the finished windings in a vacuum oven and theh at once 
putting them in the oil cases under oil, the cases being sealed 
down £o as to exclude dust and moisture. Rubber and rubber 
compounds must be carefully avoided, as they are all readily 
attacked by the oil ; ebonite and vulcanite come under the 
same bane as being rubber compounds. Valcanieed fibre, on 
the other hand, is not attacked by oil, but it readily absorbs 
moisture, and must therefore be very thoroughly dried. Well- 
seasoned and thoroughly dried wood, when oil impregnated, 
ів an excellent insulating material for coil flanges, &c. 

Moisture and Dust.—The moist condition of the English 
climate does not seem to be guarded against to the extent 
that is advisable, seeing that the air quite frequently contalns 
as much as 60 to 80 per cent. of moisture (saturation point 
being, of course, taken as 100) at normal temperatures of, 
say, 60° F. (16? C.). Motor insulation that had been used 
for years with success in America utterly failed in English 
practice entirely owing to the moist atmospheric conditions. 
Cotton will readily absorb about 10 per cent. of moisture from 
the air, and wood and paper are equally hygroscopic. 
Dried wood will absorb from 15 to 20 per cent. by weight of 
moisture in about 48 hours, if exposed to ordinary atmos- 
pheric conditions, while paper usually bas at least 5 per 
cent. (by weight) of moisture in it, as readily noticed if an 
ordinary piece of paper is dried before a brisk fire. The 
insulating qualities of oil rapidly deteriorate if exposed to 
moisture; while, as already pointed out, dust, by being 
carried into the winding space, is liable to set up “arcing. 
It is, therefore, most important that transformer and 8w! 
cases should be absolutely moisture and dust proof, though 
not necessarily pressure tight. 

The carrying-in of cables through plain bushes without 
packing glands may reduce the cost of the apparatus, but it 
is certainly very bad practice, although unfortunately very 
frequently done. Dust, settling on the windings during 
construction, can only be thoroughly removed by the use of 
compressed air or vacuum-cleaning apparatus, the use 0 
brushes and dusting cloths merely driving & considerable 
portion of the fine dust in between the windings. This dust 
question is far too often neglected, the windings being left 
about the shops in the cases with the lids off, so that the 
whole transformer is simply choked up with dust, which 18 
frequently responsible for a breakdown that is blamed on (0 
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the insulating oil. A light transformer case lid can 
readily be made moisture and dust proof, and, at the same 
time, loore, во as to avoid any pressure being developed 
inside the case in the event of a bad short taking 
place. When water-cooling pipes are placed in the upper 
portion of the case they must be well submerged, otherwise 
moisture condensing on the exposed cooling pipe will reach 
the insulating oil. 

With a vacuum drying plant there is no difliculty in 
thoroughly removing all moisture from the insulating 
material, before oil impregnating the same, without using 
a temperature high enough to in any way damage the insu- 
lation. With a 28-in. vacuum, corresponding to an absolute 
pressure of nearly 1 lb. per sd. in., the boiling point of water 
is 88° C., so that vacuum drying at, say, 60 to 70° C. will 
rapidly remove all traces of moisture, without the slightest 
harmful effect on the insulation. 

The usual working temperature rise allowed for cotton- 
insulated machine windings is 40° C. (the German rules 
allow 50° C. for rotating windings and 10 C. higher, i.e., 
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fortunately, the report for 1907-8 is less instructive and 
prophetic than some of its predecessors. 

It is necessary to explain that the bank is a kind of 
industrial trast, having a combined share and loan capital 
amounting to £3,180,000. The report states, in the first 
place, that the city and communal electricity undertakings 
closely associated with the bank were only slightly affected 
by the general decline in business, and their receipts were 
only subject to relatively small fluctuations. If a reduction 
in the sule of power had to be admitted in the case of some 
wor ks, owing to the restriction of business activity in various 
branches of trade, compensation was obtained from the 
variety of the installations and the increase in the number 
of connections. Not only 8o, but the diminution in activity 
experienced in industrial branches, has led to the modernisa- 
tion of works and augmentation in the economy of working, 
and the introduction of electrical operation. Almost all the 
works are in course of development, as the area of supply is 
constantly being extended by the establishment of connec- 
tions with new communes and by the continual expansion of 
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Quotation on June 30th, 1907. | Yield on the 
A uotation on June А 
Manufacturing concerns. | PODER SUE of — --— moe UN Tuscos sith, 1908, including d ap 
| | Berlin. | Zurich. | current dividend. dend, 
| | Рет cent, 
Allgemeine Co. ... "s "T P T £n | 1,000 marks | 198 per cent. 2,370 2,620 ‚ 586 
Brown-Boveri, Baden em 1,250 francs. — 2,300 1,990 7:35 
| 
Working and Trust Companies, | 
Strassburg Electricity Works ... 1,000 marks — 2,980 2,800 | 5:35 
Genoa Electricity Worka T 250 lire — 525 480 5:30 
Italian Tramway Union a 500 „ | — 660 680 , 00 
Barcelona Electricity Works .. fat x xe 500 pesetas |. — 7 570 545 575 
German Transmarine Electricity eu is 936 1,000 marks | 146 per cent. 1,826 | 1,820 6 40 
Motor Applied Electricity 500 francs | — 626 630 4°80 
Franco-Swiss Electric ... 500 — 500 430 _ 950 
Swiss Electrical Industry 5,000 — 6,150 6,700 ' 4-20 
Light and Power Investments | 1,000 marks 118 per cent. — 113 per cent. | 6:20 
Electrical Enterprises .. on | 1,000 125 " — 12 T" ‚| 645 
Bank for Electrical Enterprises | 1,000 {тапсв — ‚| 1,765 1,865 | 5:30 
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60° C. for stationary windings) to 45° C. for cotton, and 
about 10? C. higher for paper, so that a drying oven tem- 
perature of even 70? C. is quite safe, as the above tempera- 
ture rises are based on an air temperature of 35° C. In 
fact, in view of the very great advantages obtained by 
vacuum drying, it is surprising that the use of vacuum 
ovens in electrical works is not universal, the saving in the 
length of time required for drying out the insulation being 
very considerable. 

It is important that any raw fabric, cotton, &c., be 
vacuum dried before 16 is impregnated ; otherwise, not only 
does the impregnating compound retard the moisture from 
heing dried out, but the moisture also tends to cause the 
insulation compound (especially with varnish compounds) 
merely to coat the surface and not enter the pores at all. 

Electrostatic Attraction.—As is well known, the mechanical 
Pressure on the insulating material between two high-tension 
conductors due to the above cause may be very considerable. 

The attraction is inversely as the square of the thickness 
and directly proportionate to the square of the voltage. 
| At 20,000 volts, with 0:2 in. of insulation, the pressure 
18 approximately 2 lb, per eq. ft., which blow, being repeated 
twice in every cycle, must, to some extent, destroy the insu- 
lation material. Some tests made by the writer with wire- 
gauze electrodes separated by a sheet of phonograph record 
Wax, show that, even at 5,000 volts, the static pressure is 
sufficient to distinctly mark the wax with the impression of 
the gauze. Insulation oil appears to very considerably damp 
or reduce the effects of the electrostatic pressure on the insu- 
lating medium. With very high voltages this may possibly 
be of great importance. 


ELECTRICAL INVESTMENTS ON THE 
EUROPEAN CONTINENT. 


A CERTAIN amount of interest always attaches to the 
annual report of the Bank fiir Elektrische Unternehmungen 
(Bank for Electrical Enterprises), of Zurich, though, un- 
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the existing networks. "The demand for energy for lighting 
purposes is is stated to be continuously increasing, especially 
on account of the introduction of metallic-filament lamps. As 
far as the sale of power for tramway purposes is concerned, the 
report states that a reduction in the large towns only occurred 
in isolated cases, as the passenger traffic is constantly ad- 
vancing, and the receipts of those lines in which the bank 
is interested experienced an increase all round ; but higher 
wages and dearer coal in these latter instances occasioned a 
considerable augmentation in the working expenses. Yet 
these circumstances have not prevented the companies from 
paying the same dividends as in the preceding year, not- 
withstanding the growth of the share capital. 

As an illustration of the effect produced by the changes 
in the condition of trade on the quotations of the shares of 
large electrical undertakings, the bank embodies the foregoing 
table in its report. The bank also gives details of the divi- 
dends paid by the most important undertakings in which it 
is interested. "These are as undernoted : — 


1907. 1906. 1905. 
Per cent. Per cent, Per cent. 
Genoa Electricity Works ... 10 10 10 
Italian Tramway Union 74 74 63 
Seville Electricity Co. 8 8 8 
Barcelona Electricity Co. ... 74 7h 74 
Strassburg Electric.ty Works 12 12 11 
Bitterfeld Electro.hemical Works 9 9 7 
Rheinfelden Power Works 8 8 7 
German Transmarine Electricity... 94 94 9 
Solingen Secondary Railway 53 53 5 
Motor Applied Electricity 6 6 6 
Silesian Electricity and Gas 9 gh 8 
Watt Co., Glarus T" 5 5 as 
Kubal Electricity Works ... G 7 6 


The final result of the bank's transactions during 1907-8 
їз represented by net profits amounting to £174,760, as 
compared with £150,160 in the preceding year, and a 
dividend has been declared at the rate of 10 per cent., as 
compared with 9 per cent. in 1906-7, 9 per cent. in 1905-6, 
and 8% per cent. in 1904-5. 


* 
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RAILWAY CHARGES IN CONNECTION WITH 
THE ELECTRICAL INDUSTRY. 


[COMMUNICATED. | 


ALTHOUGH large sums are paid annually for the carriage of 
electrical goods, apparently little interest is taken to ascertain 
whether the charges made by the railway companies are 
correct or not. The charges for railway carriage on elec- 
trical goods are, as a rule, heavier than on many articles of a 
corresponding kind used in other trades. Particularly is 
this the case with sundries. Electrical goods are generally 
chargeable under Classes 1, 2, 3 and 4. То give an idea as 
to the relative rates, one may take for an example the rates 
per ton from a certain place in Yorkshire to London. 

First class.—Accumulator plates, 31s. 8d. per ton. 

Second class.—Accumulators, dynamos, and motors, 
39s. 4d. per ton. 

Third class.—Electric are lamps, excluding globes and 
carbons, 45s. 6d. per ton. 

Fourth class.—Incandescent lamps, 55s. 10d. per ton. 

Below are given а few instances where overcharges are 
frequently made, owing to the railway people's lack of know- 
ledge concerning the electrical trade. 

Accumulator plates are in many instances charged as 
batteries at the third-class rate. The reason they are 
charged too much is either that they have been consigned 
wrongly ав battery plates, cell plates, or owing to the rail- 
way companies’ officials not knowing the difference between 
the plates and a battery. Accumulators, dry, come under 
Class 2, but these again are overcharged and rated under 
Class 3. The reason in this case is that the public often 
consigns accumulators as either cells or batteries, and 
the result is that they are paying more for carriage than 
there is any occasion to do. 

The writer had to check a London firm’s account for 
railway carriage а short time ago, and there were overcharges 
to the extent of three pounds in connection with accumulators 
and the plates for them. IIowever, after a great deal of 
trouble, the amount was recovered from the railway company. 

Consider for a moment the number of accumulators and 
accumulator plates that are sent from London every year, 
and if the percentage of overcharges is only as great as that 
mentioned above, a fair sum is netted by the railway 
people over and above the correct charge. 

Dynamos and motors, in cases, are chargeable at second 
class; but in the event where they reach over 2 tons weight, 
why cannot they be charged at the mileage rates, the same as 
oil engines, and gas engines, and at a scale which is less than 
Class 2 ? 

There is no doubt that both makers and users of electrical 
machinery have a grievance here against the railway com- 
panies, as it scarcely seems fair that one class of machinery 
should be catered for at a lower rate than another, which 
is in many respects similar both in weight and construction. 

The mileage scale of rates mentioned above is based on 
the actual number of miles which the goods travel, and was 
at one time principally used for agricultural machinery ; 
however, many other classes of machinery are charged at 
this rate, which, as a rule, is the cheapest rate for machinery. 

In addition to the mileage rate there are plenty of special 
rates for machinery in operation. 

Now these special rates (which are not mileage rates) are 
usually in force between stations where a goodly bulk of this 
kind of traffic frequently and regularly passes, and the 
difference in price between the special rate for machinery 
and the ordinary second-class rate is often great. It is only 
this year that these special rates for machinery have com- 
menced to apply to dynamos, as previously they were 
debarred from this privilege, which is perhaps a greater one 
than appears on the surface. 

Take, for instance, the second-class rate from a certain 
place to London; this is 398. 4d., whilst the special rate is 
only 308. per ton. ; the difference is, therefore, equal to a 
good saving, and may benefit the trader much, especially if 
the traffic is heavy, so that it behoves him to see that the 
special rate is charged. 

Another case wheré the trader is overcharged is in items 


under 3 cwt., or in what are termed smalls. These smalls 
the railways are allowed by law to charge from 5d. to 1s. 6d. 
more per package, and they have a scale to charge the items 
out, and this scale is termed the “ small scale." Опе cwt. at 
40s. would not be charged out as 28. but as 28. 7d., and 
any items under 3 cwt. are chargeable under this small 
scale. 

When sending two or more packages from the same 
firm to the same consignee on the same day, see that they 
are lumped together as below: — 


смі. qrs. 
1 box electrical instruments 1 2 *at 553. 10d. | 
1 » " 1 2 at 55s. 10d. 


3 O at 55s. 10d. = 93. ld. 
and not :— 


2 at 55s. 10d. 


1 box electrical instruments 1 = 
2 at 553. 10d. = 4s. 10d. 


1 » 99 1 


When lumped together it will be noticed that some saving 
is effected, and it is better for the trader to lump items 
under similar circumstances together, and so obtain the 
benefit. Although the saving does not amount to much on 
one consignment, if several lots are sent daily the saving 18 
then considerable. 

No doubt it will be some time before the electrical trade 
gets the railway companies into line with respect to carriage 
charges and obtains equal treatment with other trades. Better 
rates are being given now than in the past, and that is some 
consolation. The main reason why the rates for electrical 
goods are sometimes not uniform with other trades for 
similar goods is that the electrical industry is practically a 
new industry, and it ia left for the electrical trader to see 
that the railway rates for his goods are brought to the same 
level as for other traders’ goods. 


SICK AND BENEFIT FUNDS FOR TRAMWAY 
EMPLOYES. 


By A TRAMWAY ENGINEER. 


THERE appears to be a tendency nowadays to regard the employés 
of a tramway department as a distinct and unique class of indivi- 
duals never before existing, which requires a certain amount of 
attention almost approximating to faddism in order to render it 
capable of executing ita duties. One of these developments seems 
to be the notion that sick and benefit societies founded in the 
interests of tramway employé: should be supported out of employers 
funds, which in the case of tramway departments owned by corpora: 
tions really means a subsidy of public money. 

A case in point is the recent request made by the tramway 
employ “з of the Manchester Corporation, that their Benefit Society 
should be supported out of the Corporation funds, and it is the 
writer's opinion, at any rate, that the Corporation pursued а very 
wise and commendable course in refusing to give any money to this 
object. In considering the question, it is worth while inquiring 93 
to the difference that exists between tramways employéa and апу 
other set of men in municipal or publicemploy. We have the elec- 
tricity department, the water department, gas department, scaveng- 
ing department, highway department, policemen and many other 
classes of perfectly virtuous individuals, liable through illness to 
sudden deprivation of their incomes and working for a public cor- 
poration. 

If all these bodies of men were to be possessed of benefit funds 
supported out of public money, the cost to the ratepayers would 
be enormous. If the relative conditions of pay, natare and 
hours of work are compared as between an average tramways 
department and the other sections of corporation work, it will be 
found that the tramway man stands in a very good position, and if 
given the option would almost certainly prefer his own job to that 
of any of the others mentioned. Moreover, the condition of em- 
ployment of tramway men on the modern electric systems, which 
are now becoming almost universal, is far in advance of the-onerous 
requirements that were in vogue under the old horse and omnibus 
systems. It is rather curious, therefore, that this essentially 
modern demand should have arisen among the most favoured 
class of corporation workers, and at a time when most of the 
hardships of tramway employment have disappeared ; therefore, 
it must first and entirely be excluded from the question 
that tramway employés need special consideration not to 
given to any other classes of employés and it may 
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perhaps, be quite fairly argued that this demand has 
arisen from the fact that many of our large tramway systems are 
making handsome profits, and that the employé knowing this is 
desirous of getting hold of some of the money which is being turned 
over by the operation of the trams. It must be remembered, how- 
ever, that the concern is the property of the ratepayer, and the 
profits arising are due to the patronage of the general public, 
chiefly ratepayere, and not to any special effort of the men; it, 
therefore, follows that any profit must go to the ratepayer, ana the 
position is entirely different to that of a private concern, in which 
the individual owner can dispose of his profits according to his 
own scale of generosity. It will thus be in order to suggest that a 
private sick and benefit fund, or any other fund subsidised at the 
expense of public money, is a flagrant breach of municipal owner- 
ship. Public concerns have enough to pay in insurance premiums 
and other amounts to cover employers’ liability, without going 
further and providing sick funds. 

The question, however, of having a sick aud benefit fund 
supported by the employé: themselves is quite another matter, and 
is worthy of due consideration. It is very probable that, in a large 
concern, the benefits to be derived are more than if the men joined 
asa body one of the instituted orders of sick societies, owing to the 
fact that the expenses of management would be less in proportion 
when the numbers do not become too great. One thing, however, 
will be found—that a certain number of men will very frequently 
be on the sick list, and it is generally the same men who come on 
to the fund time after time, rendering abuse difficult to arrest. 
Moreover, it will be found that some men make a practice of јоіо- 
ing as many sick societies as porsible, and it has been found in some 
cases that men cap draw considerably more in sick pay than they 
would receive for their ordinary daily work. Consequently, in 
drawing up the rules of membership of any sick or benefit society 
in connection with a tramway system, supported entirely by sub- 
scriptions from its own members, the influence of such wasters ” 
must be carefully guarded against. 

Presuming that a sick fund is established amongst the men, it is 
very difficult to get them to realise that itis simply a form of mutual 
aid, and where some men through their misfortunes are more on the 
sick list than others, they naturally make a bigger draw on tbe 
funds than those who are healthy; and, furthermore, it is impos- 
sible for each member of the club to receive bick anvthing 
approaching the sums he has paid in as contributions. This is 
entirely apart from the fact that it is problematic whether in the 
operation of such a privately constituted fund, any monies can 
be accumulated or properly invested. This should be taken iato 
consideration in the method of establishing a sick fand, as there 
are во many friendly societies or sick clubs in existence with 
machinery in proper working order and having the ability to safely 
invest their fands. It would seem that some arrangement might he 
made to form a branch consisting of members in the tramway 
department; they would thus have the benefit of the long experi- 
ence of these societies, a good deal of local control, and the very 
desirable result in all such sick funds of a maximum benefit for a 
minimum contribution. 

As, however, the whole object of such societies is to do what 
the majority of men are unable to accomplish, namely, to save up 
fot a rainy day, it will be encouraging the weakness of men if any 
subsidy is paid them out of pub'ic moneys; moreover, if each man 
could realisa the fact that he does not get back a shilling for 
every shilling he pave,and that at апу rate in the long run he 
gets less than the amount which he could obtain if he saved up 
aud simply invested his money, then the need for such funds would 
begone. If the men have good enough feeling amongst themselves 
to join together, realising they are helping one another, it is a good 
sign, and should not be discouraged, but the thrifty do not require 
it, and the lazy abuse it, so that a voluntary sick fund usually ends 
10 a split and wind up. 

There is a considerable tendency to Socialism of the latent type 
ш these matters, and the Manchester Committee have shown a 
commendably bold front in refusing to be drawn in this matter. 


/ 


_ Are Lights as Moth Traps.—This year has been noted for 
ita swarms of moths and butterflies, and, as usual, in several places 
the attraction of the electric light has been noted. especially where 
arcsare burned. The use of arc lights as traps is not indulged in by 
American authorities, but a special cable dispatch from Zittan, 
Germany, says:—''The Saxon authorities have discovered what 
would seem to be an excellent way to put an end to the caterpillar 
plague, which is having such a disastrous effect on the local forests. 
They have discovered a method to catch the brown moths that lay 
the eggs from which the caterpillars come in enormous quantities. 
They make use of what they call the electric light trap. This con- 
81618 of two large and powerful reflectors placed over a deep 
receptable and powerful exhaust fans. The whole has been erected 
on top of the municipal electric plant. At night two great streams 
of light are thrown from the reflectors on the wooded mountain 
sides 3 mile distant. The results have been astonishing. Tae 
moths, drawn by the brilliancy, come fluttering in thousands along 
the broad rays of light. When they get to a certain distance from 
the reflectors the exhaust fans take up their work, and, with power- 
fal currents of air, ewirl them down info the receptac'e. On the 
first night no leg, than 3 tons of moths were caught. It has been 
decided to build another trap on the Rathaus tower, and the fight 
will be continued." — E cee World. 


CONDENSING FOR SMALL ENGINES. 


Ir has often been somewhat unwisely assumed by central etation 


'designers that the question of condensing versus non-condensing, 


was largely a matter of location of works, having reference to the 
difficulty and consequent cost of securing an adequate supply of 
water. In central stations of small size, however, it not 
unfrequently oocurs that the actual gain in efficient running of the 
engine is more than balanced by the interest on capital commit- 
ment and cost of extra steam and attendance on auxiliary 
apparatus. It is an analogous case to that of a manufacturer whose 
attempt at economy consisted of displacing two small boys on a 
certain operation by a complicated automatic machine that needed 
a skilled man to look after it. The step would have been correct 
if there had been a bigger output. 

The point is very well brought out in an article by Mr. W. E. 
Snow in the Engineering Magazine for May, on “ The Cost of Power 
in Small Units.” The particular value of this article is that it 
condenses data of actual co-ts of installation and operation obtained 
in over 30 smal) power plants situated in various parts of the 
United States. As the figures have been recently obtained, they 
are considerably superior to some of the text-book matter with 
which we are sometimes fed. Without going through the very 
complete tables with which the article is equipped, and which 
carry the argument right forward from the ascertained prices of 
the plant and the annual costs of operation scheduled under various 
items of expense, it is interesting to examine the comparison given 
of a small power plant of 75-H. p. capacity, installed on a con- 
densing and non-condensing basis. The costs are allocated as 


follows :— 
CONDENSING. 
75-H.P. engine and condenser | $1,475 
Engine and condenser foandation .. - svi 450 
Boilers and settings. 2 , " 1,100 
Flues 24) s 55 M ins 2d 154 
Stack... - x m is TA 2 360 , 
Feed pumps E с T Vis хе 158 
Piping ... ВРА дуз 5 T T xus 46^ 
Heaters... iss - aa em "e aa 148 
Boiler house ... e T" Te DT ii 850 
Engine house ... is idi T ids X 370 
Coal pockets... "T me ur is 470 
Incidentals  ... = a T died ае 650 
36,645 
* Non-ConpDeysina. 
75-H.P. engine ... id is TS ; $1,130 
Engine foundation  ... us ios „ 345 
Boilers and setting 1. 100 
Flues x i m мы s i 150 
Stack... nt is be Noe x x 420 
Feed pumps is i га ic Fo 158 
Piping ... sti he its w ы is 290 
Heaters... А See Yos Ы sis ses 142 
Boiler house d s B. ios "n 970 
Engine house ... € sd 8 bie p 160 
Coal pocket oe es Sa ass T" 525 
Incidentals T c dix Ma zh a 45) 
85,950 


We also find the cost of yearly operation of the plant to be as 
follows: — 


CONDENSING. 

Coal at $5.00 per ton ... ik T 22 . . $1,910 
Fixed charges at 11 per cent. т T in 765 
Attendance 2 эз es : 835 
Oil, waste and supplies i - "n E 89 

$3,299 

Non-ConDENSING. 

Coal at $5.00 per ton ... Loi "Lo $2,050 
Fixed charges at 11 per cent. 650 
Attendance  ... 25 Si £65 ye тез 520 
Oil, waste and supplies 8 sis iss iis 86 

S3,3C6 


These figures show that while the initial cost of the condensing 
plant is 11 per cent. higher than that of the non-condensing, the 
gain in economy of operation is very slight, as with an engine of 
but 75 Н.Р. the proportion of steam used in driving the auxiliaries 
із comparatively large. For this reason it is not customary to 
operate power plants of less than 200 to 300 н.р. condensing. 

It is, of course, a further question as to whether, at any rate in 
Englaud, where municipalities and private companiea are laying 
such complete networks of electric power supply systems, the small 
unit steam power plant is not already doomed, and it would be an 
interesting thing if Mr. Snow could, at some future time, supple- 
ment his recent valuable article with particulars of initial working 
costs of electric power installations of tbe same P.n F. as the scts he 
has quoted, and operated from an outside power source of larze 
magnitude. ; 
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NEW PATENTS APPLIED FOR, 1908. 


Oompiled expressly foy this journal by W. P. Tuompson & Co., Electrica! Patent 
ents, High Holborn, London, W.C., and at Liverpool and Bradford, 
do whom all inquiries should be addressed. 


t 


. 18,192. “ Improvements in induction coils.” R. F. HALL. August 8lst. 


18,204. Improvement connected with the mouthpiece of telephones." A. 
Lewis and I. Lewis. August 8lst. 


18,216. “Improvements in the surface contact system of electric traction.” 
8. P, (BUCHOSTAWER PATENTS) fBxNDicATE, Lrp. and H. M. SAYERS. 
August 81st. (Complete.) 


18,220. ^'Electro-plating apparatus.“ G. A. Lurz. August 3181. (com- 
plete.) 


18,222. '' Improvements relating to fixing and supporting overhead electric 
traction conductors in tunnels and the like."  BiEMENS Bros. Dynamo 
Works, LTD. (Siemens-Schuckertwerke G.m.b.H., Germany.) August 3186. 
(Complete.) 


18,233. New system of fitting incandescent electric lamps." G. Weiss- 
MANN. (Date applied for under Sec. 91 of the Act, January 10th, 1908, being 
date of application in France.) August 8186, (Complete.) 


18,946. ‘*‘ Improvements in electroplating and like processes." Н. HUTTON 
and R. S. HUTTON. August Bist, 


18,275. ‘Improvements in regenerative systems of control for electric 
motors." W. CooPER. (Date applied for under Sec. 91 of the Act, Septem- 
ber 8rd, 1907, being date of application in United States.) August Sist. 
(Complete.) 

18,277. “Improvements in and relating. to thermo-electric piles.“ A. 
RiTTERSHAUS8SEN. August Sist. Р 


18.278. Improvements in the process of sealing the filament carrier into 
the bulb of electric incandescent lamps.“ J. KREMENEZzEY. August 31st. (Com- 
plete.) 

18,996. ‘Electrical sounding türk vibrator." I. MULLER. September Ist. 


18.890. Improvements in e devices for alternating- current 
circuits." W.Coorer. (Date applied for under Sec. 91 of the Act, September 
ard, 1907, being date of application in the United States.) September 18. 
(Complete.) : 

18,881. ' Improvements in systems of operation for alternating-current 
motors and generators." W. CoorgB. (Date applied for under Sec. 91 of the 
Act, September 8rd, 1907, being date of application in the United States.) 
September Ist. (Complete.) 


18,342. "Improvements connected with electric glow lamps." G. Davis. 
(Application for Patent of Addition to No. 29,620/1906.) September 1st. 


18.359. Circuit tester." W. Roos. Beptember lst. (Complete.) я 


18,872. “Improvements in and relating to alternating-current dynamo- 
electric machines of the omman Tp . ALLGEMEINE ELEKTRICITATS бев. 
(Date applied for under Bec. 91 of the Act, September 2lst, 1907, being date 
of application in Germany.) September Ist. (Complete.) | 


18,408. Improved apparatus for suspending and varying the position of 
electric and other lights." G. THomson. September and. 


18.499. ‘‘Improvementsin means or apparatus for electrically synchronising 
clocks.” V. R. Braxvon and А. О. HELLYAR. September 2nd. 


18.4930. Improvements in apparatus for producing high-frequency electric 
oscillations more particularly applicable to wireless signalling." R. A. 
FEssENDEN. (Date applied for under Sec. 91 of the Act, September 16th, 
1907, being date of application in United States.) September 2nd. (Complete.) 


18,457. “Improvements in telegraph keys." J. Z. Tucker, L. V. TUCKER, 
F. J. Hvpson, B. J. CissELE, E. J. CissgLL and N. J. Rankin. September 2nd. 
(Complete.) 

18,458. ‘Improvements in and relating to electric henting devices.“ 
British THousos-HocvstoN Co., LTD. (General Electric Co., United States.) 
Beptember 2nd. (Complete.) 7 : 

18.440. Improvements in and relating to commutating devices for dynamo- 
electric machines." Вюитізн THomson-Hovston Co., LTD. (Allgemeine Elek- 
tricituts-Ges., Germany.) September and. (Complete.) 

18,461. ‘Improvements in and relating to commutating poles for dynamo- 
electric machines.“ BRITISH THOMsoN-HovstTon Co., Lip. (General Electric 
Co, United States.) September 2nd. (Application for Patent of Additicn to 
No. 5,741/1907.) (Complete.) 

18,487 “ Improvements in or relating to electrical apparatus for forming 
letters and the like.” C. VaAccaNEo. September 3rd. (Complete.) 

18509. “Improvements in and relating to marinere’ compasses.” L. W. P. 
Cretwynp, KxLviN & James WHITE, LTD , and F. W. Crank. September 8rd. 


18.510. Attachment for mariners’ compasses.” L. W. P. CHETWYND, 
KELVIN & James WHITE, LTD., and V. W. Сглкк. September 3rd. 

18,513. ‘Improvements relating to electric indnctinn furnaces. — RocHLiNG 
'ScHE EISEN UND BIAHLWERKE Ges. m. b. H. and W. RorüíNHavsreR, (Date 
applied for under Bec. 91 of the Act, February 26th, 1908, being date of 
application in Germany.) September 3rd. (Complete.) 


18,518. “Improvements in printing telegraphs.” Е. C. R. Marks. (Bur 
lingame Telegraphing Typewriter Co., United States.) September 3:d. 
(Complete.) 

18,581. ** Single-phase induction motor." G. BxSTETTI and F. SPINELLI, 
September 3rd. (Complete.) 

18.579, ‘System of governing low-pressure turbines driving generators 
coupled in parallel with others of the same kind.“ A. Rarkav. (Date applied 
for under Вес. 91 of the Act, September 16th, 1907, being date of appli- 
cation in Belgium.) September ith. (Complete.) 

18.619. “Improvements in electric protective devices of the type known as 
lightning arresters." Britisit Тномвох-Носктох Co., LTD, (General Electric 
Co., United States.) September 4th. (Complete.) 

18,0620. “Improvements in switches.“ WADE & Joxes, LTD., and F. R. 
Wave. September 4th. 

12,621, ‘Improvements relating to ignition devices for internal combustion 
engines.” H. N. Bicktrton, P. W. Ковзом, and THE NATIONAL Gas ENGINE 
Co., зто. September dth. 

18,623. Improvements in electric starting switches using liquid resistance.“ 
Tue SaNDycRorT Founpry Co., LTD., and T. M. DUTTON. september 4th. 

1 “Improvements in and relating to electric ignition appliances.” 
A. M. W. september 5th. 

18,653. ‘Electric furnace for the continuous extraction of zinc from its 
ores" E. Е. Соте and P. R. Prerson. (Date applied for under Sec. 91 of 
the Act, February 12th, 1908, being date of application in France.) (Applica- 
tion for Patent of Addition to No. 5,100 07.) September 5th. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these cifications may be obtained of Mesers. W. P, 
Тномрком & Co., 322, High Holborn, W. C., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


1907. 


METHOD or ARD Mrans FOR PRODUCING IowrrioN ОР Explosive MIXTURES IN 
Explosion Motors. М. Delage and Р. Woog. 10,855. May 9th. 

Врккр CONTROL oF BODIER DRIVEN BY ALTERNATING-CURRENT ELECIIIO Мотовв, 
H. A, Mavor, W. B. Hird and Mavor & Coulson, Ltd. 11,183. May 13th. 


Мктнорв оғ ELECTRICAL DISTRIBUTION. W. Fennell and W. P. Perry, 15,846. 
July 10th. 


AUTOMATIC TELEPHONE FxcHANGES. Siemens Bros. & Co. (Siemens & Halske 
Akt. Ges.) 18,163. August 10th. | 


ELECTROLYTIC РАОСЕВВЕВ FOR COVERING SILVER PLATED SURFACES OP GLASSES OR 
MIRRORS WITH А PROTECTIVE METAL LAYER AND APPARATUS THEREFOR. J. Н. 
Monge and C. Arzano. 18,210. August 12th. 


ELECTRODES FOR STORAGE BATTERIES. W. Fennell and W. P. Perry. 18,348, 
August 14th. 


ELECTRIC AUuro- Musical. Instruments. Т.Е. R. Phillips. 18,587. August 16th. 


PRorEorIvE Devices ror ELECTRIC Systems. British Thomson-Houston Co, 
(A'lgemeine Elektricitäts Ges., Germany.) 18,582. August 16th. i 


INCANDESCENT ELgcrRIO Lamps. Т. W. Lowden. 18,688. August 19th. 

MANUFACTURE OF [RON on STEEL BY THE OPEN HEARTH PRoceEss OR ELECTRICAL 
КовнАСЕВ. J. Flohr. 19,948. August 28th. . 

SPARKING Corts FOR INTERNAL-COMBUSTION ENGINES. C. А. Vandervell, 20,508. 
September 14th. 


 ALTERNATING-CURRENT MACHINES OF THE ComMUTATOR TYPE, Having Caos 


FIELDS AND COMMUTATING CoiLs. Allgemeine Elektricitáts Ges. 20,867, 
September 19th. (Date applied for under International Convention, Sep- 
tember 20th, 1906.) . 

SYSTEMS oF ELECTRIC MoroR CowrRoL. British Thomson-Houston Co. (General 
Electric Co., United States.) 92,405. OctoberlOth. ^ > 

CONTROL or ELEcTRIO Мотовв. Allgemeine Klektricitéts Ges. 22,481. October 
lith. (Date applied for under International Convention, October 18th, 1906.) 

ELECTRIC TRANSFORMERS. H. W. Turner. 23,418. October rd. (Post-dated 
January 23rd, 1908.) 

MANUFACTURE ОР ELEOTRIO INCANDESCENCE LAMPS. E. А. Gimingham. 28,786. 
October 28th. 

Protective Devices РОВ ELecrric Circuits. P. Pooley and W. R. Macdonald. 
24,589. November 6th. 
ALTERNATING-CURRENT DYNAMO-ELEcTeic Macumes. British Thomson-Houston 

Co. (General Electric Co., United States.) 24,808. November 8th. 

Systems oF GENERATING AND DisTRIBUTING  ELECTRIO Совпемт. British 
Thomson- Houston Co. (General Electric Co., United States.) 25,115. 
November 12th. | ‘ 

ELECTRIC IGNITION IN ComBuation Enoines. E. Ashton and G. H. Ashton. 
25,148. November 13th. 

ELECTRICAL РВОТЕСТІУЕ DEVICES OF THE TYPE KNOWN A8 LIGHTNING ARREGTERS. 
British Thomson-Houston Co. (General Electric Co., United States.) 
27,225. December 9th. 

VoLTAGER REGULATED SYSTEM OF ELECTRICALLY LIGHTING AND HEATING VEHICLES. 
Н. Grob. 14,059 June 18th. (Date applied for under International Con- 
vention, July 6th, 1906.) 

Boxes OR CASES FoR THERMAL-ELEcTRIC Contact Makine Devices. F. E. Ryall. 
18,937. August 22nd. 

TREMBLERBS FOR ELEcTRIO SPARKING APPARATUS. Marconi’s Wireless Telegraph 
Co. and C. Mitchell. 19,085. August 21th. 


DvNAMO-ELEcTRIO MACHINES. J. W. Burleigh. 19,174. August 26th. 

ELECTRIC MAKE-AND-BREAK DEVICES FOR MAGNETO IGNITION IN INTERMAL- 
COMBUSTION ENGINES. A. Lutz. 20,261. September 11%. 

ELECTRODE FoR SECONDARY BATTERIES. E. Heymann. 20, 191. September 14tb. 

MEANS AND APPARATUS FOR REGULATING THE IGNITION IN INTERNAL-COMBUSTION 
Enaines. S. Sanders and J. W. Dean. 21,017. September 2181. 

MAONETO-ELECTRIC MACHINER FOR IGNITION РОВРОЗЕВ. С. A. Vandervell and 
F. I. Hoffman. 21,273. September 25th. 

ELECTRIC FURNACE FOR THE CONTINUOUS EXTRACTION OF ZINC FROM ITs ORES. 
E. F. Cote and P. R. Pierron. 22,283. October 9th. 

MAGNETIC Separators. G. T. Meck. 22,523. October 12th, 


OPTICAL LANTERNS AND THE REGULATION AND CONTROL OF LIGHT-PRODUCING 
AGENTS, ELECTRIC Arcs. LiMELIGHTS OR THE LIKE, UsxD IN CONWECTION 
THEREWITH AND APPARATUS THEREFOR, G. Robson. 23,818. October 9. 

DEVICE FOR SEPARATING IRON PARTIOLE8 FROM CHAFF AXD THE LIKE BY MEANS OF 
MaGyets. J.Hagmüller. 26,055. November 25th. 

TREMBLERS FOR INDUCTION Coils. J. Guenet. 7,875. December llth. 


SPRINGS PARTICULARLY APPLICABLE To THE MANUFACTURE OF ELECTRIC INCAN- 
DESCENCE Lamps. E. A. Gimingham. 27,543. December 10th. 


1908. 


ELECTRIC POWER TRANSMISSION PARTICULARLY APPLICABLE TO Мотов VEHICLES. 
F. Porsche. 7,006. March 30th. 

DsAMo-ELKcTRIO Масніхев. J. E. Noeggerath. 8,415. Apn 15th. (Date 
applied for under International Convention, April 25th, 1907.) 

CONTRIVANCE AND APPARATUS FOR STORING THE HEAT FURNISHED BY A SOURCE OF 
EL¥crricity. Soc Anon. 1’Electricite Moderne. 8,996. April Mth. (Date 
applied for under International Convention, April 6th, 1908.) 

SPARKING OR IGNITION PLUGS FOR USE JN Gas ов PETROL ENGINES AND THE LIKS, 
FoR MOTOR VEHICLES AND OTHER Purposes. J. A. Mason. 9,092. April th. 

CONDENSERS OF THE LEYDEN JAR Tyre. S. Eisenstein. 10,023. May 8th. 

METAL ARMOURING FOR ELECTRIC Conpuctors. Е. Kuhlo. 18,489. June 25tb. 

Dynamos. D. Derain. 2,195. January 81st. (Date applied for under Inter- 
national Convention, February 6th, 1907.) 

TELEGRAPH Pores. Е. H. Tidnam. 4,030. February 22nd. (Date applied for 
under International Convention, July 9th, 1907.) 

Evectaic Arc Lamps. C. A. Taylor and E. R. A. Broom, trading as the New 
Are Light Co. 4,568. February 28th. 

ELECTRO-MECHANICAL TRANSMISSION BYSTEMS FOR AUTOMOBILES AND THE LIKE. 
H. Pieper. 5,159. March 7th. 

ELECTRIC Сосрглмов FoR FIRE AND OTHER Hose CowTAINING Conpocrons 
EMBEDDED THEREIN. H. Groswith. 6,178. March 19th. 

TROLLEYS OR COLLECTORS FoR ELECTRICITY. P. C. Bliven. 6,450. March 27tb. 

FIELD MaoxETS ғов DyNaAMO-ELECTRIC Macuines. A. C. Brookes. (Cushman 
Electric Co., United States.) 7,571. April 6th. 

ELECTRICAL RAILWAYS, TRAMWAYS AND THE LIKE, C. von Gizinsky, W. McClure 
апа E. Wiesner. 10,114. May 9th. 

Cannon Ввоки-Ногренв FOR MAGNETO-ELEcTRIc IanrreRs. Firm of К. uer 
14,608. July 10th. (Date applied for under International Convention, Ар 
21st, 1903.) 

ELEcTkoLYTIC PROCESSES FOR COVERING SILVER PLATED SURFACES OF GLASSES OR 
MIRRORS WITH A PROTECTIVE METAL LAYER AND APPARATUS THEREFOR. J. | s 
Monge and A. Arzano. 16,538. August 5th, (Date applied for under Rule 
18, August 12th, 1907.) 

ELECTROLYTIC PROCESSES FOR COVERING SILVER PLATED SURFACES OF GLASBES OR 
MIRRORS WITH A PROTECTIVE METAL LAYER AND APPARATUS THEREFOR, J.P. 
Monge and A Arzano. 16,539. August Sth, (Date applied for under Rule 
13, August 12th, 1907.) 

OPERATING MECHANISM FOR RAILWAY AND TRAM WAY POINTS AND SWITCHES. A.B. 
Allen. 1,721. January 24th, 
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THE. ENGINEERS’ SIRIKE ENDED. 


By a majority of about 10 per cent., ona total poll of 8,348, 
the allied Societies of Engineers, Engine Makers and Machine 
Workers on the North-East Coast have decided at last to 
accept the employers’ conditions. Better terms were rejected 
by them over seven months ago, when they refused to abide 
by the terms of settlement agreed upon by Mr. Barnes, 
their representative and general secretary, and Sir Andrew 
Noble, who represented the employers. Mr. Barnes was 
practically refused a hearing when, in March last, he 
attempted to explain to the men the real facta of the 
situation, and as a result of the determination of the local 
sections to go their own way, in defiance of the ruling of 
headquarters, he reaigned his position as general secretary. 
This action on the part of the men has probably done 
more harm to the cause of Trade Unionism generally than 
is yet fully appreciated. For years the Railway Servanta 


have striven for the recognition of their delegates, the com- 


panies, on their part, preferring to deal directly with the 


men without any intermediary. The railway companies 


could wish for no better argument with which to resist the 
men’s demands than is afforded by the spectacle of the rank 
and file of the most powerful Trade Union in the kingdom 
a society which is supposed to be a model of all that is 
best in unionism—stultifying its accredited leaders and 
absolutely repudiating the terms of agreement provisionally 
entered into by them. We should have thought that Mr. 
Barnes had, by years of untiring labour in the cause of the 
Engineers’ Society, shown that he had the best interests of 
the men at heart, and that they would have given him their 
unswerving and whole-hearted support. The result of the 
strike shows how accurately he had estimated the men’s 
chances of success in their ill-timed dispute with the 
employers, 

Although the masters’ terms will be accepted as a result 
of the ballot, we are not at all sanguine that the labour war 
is yet over. In February last there was a majority of 663 
on a poll of 8,000 against the terms of settlement ; that is 
to say, about 4,332 were in favour of a strike, The result 
of the ballot declared last Monday shows that there are 
still 3,739 against terminating the Struggle, so that only 


 &bout 600 of the malcontents have been converted. 


It is interesting to notice also that whilst the majority in 
favour of accepting the masters' proposals i8 a bare 10 per 
cent. of the total poll, the voting of the Amalgamated 
Society of Engineers shows a majority in favour of settle- 
ment of less than 5 per cent., viz., a majority of only 340 
on a poll of 6,896. The total percentage is brought up to 
10 per cent. by the other two allied societies, whose aggregate 
numbers, however, are comparatively few, about 1,450 all 
told. It is clear, however, that a change-over of about 
600 members will be sufficient again to reverse the ma jority. 

For the present, however, there ix to be peace after nearly 
eight mouths of war, a new record in industrial warfare, 
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which, in these days of record-breaking and the glorification 
of sport, may appeal to the sporting instincts of the New- 
castle working classes. But has the game been worth the 
candle? For, apart from the incalculable loss to the 
engineering and allied trades, the game has cost the 
workmen a pretty penny. It has been estimated by the 
Times that the loss in wages alone is nearly half-a-million 
sterling. This is based on an average wage of 36s. per week 
per man, the standard union rate. We can hardly reckon 
on this as an average all-round figure, because many of the 
strikers are youths just out of their time, who are not yet 
entitled to full pay, but who, we understand, have equal 
voting power with veterans who have regularly contributed 
to the funds of the Society for the best part of their lives. 
This has a rather important bearing on the matter, for we 
were recently assured by а prominent official of one of the 
leading engineering firms on Tyneside that these young 
bloods of the Society actually receive more as strike pay 
than they would earn as wages. 

Obviously it suits them to prolong the strike; they have 
everything to gain by it, and, haviny subscribed practically 
nothing to the accumulated funds, have nothing to lose. 
The older men who have wives and families depending upon 
them are, perhaps, not £o pleased that the strike has lasted 
во long. There are some among the older men who look 
upon a strike as a chance to get some of their own back, 
and others, again, who have two or three sons just out of 


their time, not yet entitled to full pay, who can well afford | 


to live indefinitely on strike pay. A perusal of the accounts 
of the A.S.E. shows that more money is disbursed as strike 
pay than is devoted to sick or benefit purposes. This means 
that the society is now essentially a fighting society rather 
than a benefit society, and is, therefore, a constant menace 
to the engineering industry. 

If we are correctly informed, and we have no reason to 
suppose otherwise, it would appear to be highly desirable 
that no young member of the society who is not entitled to 
the full rate of pay, should have equal voting power with 
older men who have much more at stake. А class of 
Associate- Membership with limited voting powers might be 
formed, and qualification for full membersbip should be, say, 
five years’ work as a journeyman. If a body of 600 young 
artisans recruited from tbe ranks of the apprentices can 
turn the scale of a ballot among 8,000 voters, and can thus 
involve the trade in disastrous strikes extending over six 
months—and it would have lasted longer but for the threat 
of the masters to bring the whole of the allied trades out.— 
it is hopeless to lock for a lasting peace or a settled condi- 
tion of affairs in the engineering trades. We will not dilate 
on the effect of strikes on the industry of the country. 
It does not appeal iu the least to the working classes and is 
well known to the employers. 

But what has the fight been about ? 
]s. per week per man. 


À reduction of 
But the loss of wages in the 
meantime, reckoning on an average of only 25s. per week, 
for 30 weeks, was £300,000. It is stated that the 
average strike pay has been 61 per week per man; 
so in 30 weeks £240,000 of hard-earned savings have been 
squandered! Perhaps the average workman does not 
appreciate what this means. It means that an amount has 
been withdrawn from the accumulated capital, which at 
5 per cent. interest would bring in £72,000 per аппит. 


A great:.deal can be done with £12,000 per annum. 
Think of it—£12,000 per annum thrown away by 8,000 
men at the bidding of a majority of 668! 


LORD ROSEBERY AND TECHNICAL 
| EDUCATION. 


AN interesting and important ceremony took place at Edin- 
burgh on Wednesday, September 16th, when the new engi- 
neering laboratories of the Heriot-Watt College were formally 
opened by Lord Rosebery. Ав is his wont, his Lordship 
took advantage of the occasion to deliver one of those sug- 
gestive addresses which we have become accustomed to expect 
from him. The history of the College, marked by а steady 
widening of activities and increasing breadth of teaching, is 
itself inspiring. Founded in 1821 with the object of giving 
evening instruction to artisans, the institution must be 
regarded as the parent of all the mechanics’ institutes and 
polytechnics throughout the country. In 1851 it purchased 
new premises with a fund raised in memory of the great 
engineer, James Watt, and became the Watt Institution. 


. In 1873 it moved into more commodious buildings on the 


site of the present college, and finally by amalgamation with 
the Heriot Trust blossomed, in 1885, into the Heriot-Watt 
College. Teaching at first only the elements of science 
obviously capable of direct practical application to the 
trades of Edinburgh, it has gradually risen to the rank of в 
first-class technical college. During the day it does the work 
which is done by the polytechnics of Germany, but unlike 
these it works in close conjunction with its neighbour, the 
University ; its evening classes correspond to the trade and 
commercia] schools. 

Lord Rosebery is greatly impressed by the magnificent 
sight afforded by the contemplation of the thousands of 
students who utilise the College. To share whole-heartedly 
in his Lordship's enthusiasm we must unfortunately confine 
ourselves strictly to the counting of noses. We do n 
believe for a moment that the authorities of the Heriot- 
Watt College measure the success of their institution in 
such a manner; Scotland has too long been accustomed to 
high ideals in education, and as а good Scot Lord Rosebery 
himself has his doubts on the matter, for earlier in Lis 
speech he laid stress on the necessity of increasing the 
number of day students if the institution is ever to reach 
its full development. Last session the College had 3.276 
students on its roll—a goodly number—but of these only 
236 attended day classes, whilst the remaining 3,040 were 
enrolled in the evening school. This relation between the 
numbers of the day and evening students is typical of the 
state of things in our technical schools aud colleges all over 
the country. Is such a state of things satisfactory? Far 
be it from us to do otherwise than sympathise with, and 
admire those who, after the labour of the day and at the 
expense of further toil, endeavour to increase their value 9 
individuals, or strive after that culture which comes only 
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with deepening knowledge and increasing breadth of view. 
All must agree that there is no more encouraging symptom 


in any community than this,“ and that youth “ determined 


and resolute on its own perfection and its own efficiency is 
the surest sign of the health and strength of a country,” 
but we are left to lament that such enterprise and 
perseverance should be to a great extent frustrated 
for want of better opportunity. For let us face 
the fact, that the business of a technical college is to train 
specialists, and that it is the day student who is capable of 
being trained, and who, therefore, is of first importance. 
Under what tremendous disabilities does the evening student 
follow his pursuit of knowledge! Commonly he has left 
school at an all too early age to plunge into the industrial 
stroggle for existence, and there has ensued an educational 
interregnum, so that when, after many months, perchance 
after many years, comes the stimulus to build further, the 
foundations—weak at the best—are already undergoing dis- 
integration. Add that he arrives at the classroom with 
tired body and brain—the evening teacher, in his moments 
of expansion, will bear witness how often, with compassion 
in his heart, he has refrained from disturbing a slumbering 
student—and we must be more amazed at the force expended 
than expectant of any great results. The day student, on 
the other hand, is, as a rule, better equipped in the matter 
of his secondary education, and gives the freshness of body 
and brain, as well as more of the necessary time, tothe work 
of training. 

Like many speakers in recent years, Lord Rosebery drew 
attention to the large number of trained specialists employed 
by German commercial firms, and suggested that the 
employers of Great Britain should seriously considet whether 
it might not be worth their while to utilise more the services 
of such men; if they “take в page out of the German book, 
Why, there is a sphere of usefulness for this college, the 
importance of which we cannot over-rate in training such 
specialists for the need of a commercial country.” Therein 
lies the crux of the student question ; the would-be student 
naturally must pause to ask what chance there is of employ- 
ment for him when trained, and the answer lies with the 
employers of the country. The supply in this case is 
regulated almost entirely by the demand ; just as soon as 
the prospect of employment for the trained specialist 
improves, so soon may we expect to see an increased number 
of day students in our technical colleges. 

Lord Rosebery made a very practical suggestion as to 
the utilisation of the college. If it were found possible 
for employers to give their apprentices days for study here 
besides the evenings their apprentices furnish for themselves, 
surely both the students and the employer would find their 
reward.” The excellence of this suggestion is in no way 
impaired by the fact the plan has already recommended iteelf 
to employers in other towns. In January, 1906, Prof. 
Ripper, addressing the Association of Technical Institutions, 
said: “ Attendance at the works and college concurrently is 
(a method) approved in the Glasgow district of Scotland, and 
by such distinguished firms as Messrs. Vickers, Sons and 
Maxim, and Messrs. Yarrow. I have had some three years’ 


experience of this system, and I am satisfied that it is a 


very good one.” This system will probably be found to 
то most successfully when the student has already a sound 
training in general science before entering the works. It 


is certainly a system worth a mach more extended trial than 


it has yet obtained. The Heriot-Watt College with its new 
equipment of engineering laboratories offers an excellent 
opportunity for experiment in these directions by the local 
electrical and engineering firms. 


— 


CONSIDERING the importance of india- 

The rubber to the electrical engineer, it is 

TE surprising how little knowledge of it is 

Olympia, common property. Every engineer ought 

to have seen the Exhibition at Olympia. 

It was not so much a show of manufactured rubber nor yet 

of the machinery employed in manufacture, but rather a 

rubber cultivators’ or collectors’ show. Raw rubber was in 

evidence in many very different states of black, ribbon, 

scrap, biscuit and сіёре, for the latter is one of the forms 

into which the crude gum is reduced by cleaning and roll- 

ing between fluted rolls in the process of preparing rubber 
for delivery from the plantations. 

In spite of all the talk of rubber planting for some 
years past, very little cultivated rubber has so far been 
placed on the market. Indeed, the proportion is less than 
3 per cent. But this does not mean so little as it appears, 
for it requires six or seven years for a planted tree to arrive 
at productive age, and in a few years from now there 
will be a very rapid rise in the production of cultivated 
rubber from trees planted three, four and five years ago; 
others will follow, and though the waiting is weary there 
does seem to be a reasonable and sure prospect of a lively 
demand for rubber in the future. What is of special 
interest on political grounds is the suitability of во much of 
the British Empire for rubber cultivation. No longer need во 
many of our colonists lament their too prolonged reliance 
on sugar. Ceylon once mourned over coffee, when its 
rival tea was found more than able to take ite place, and 
similarly cocoa is so far supplanting sugar that the great 
fature of rubber has not been sufficiently appreciated in say, 
the West Indies, where rubber will grow well in many of 
the islands, notably Trinidad, Dominica, and St. Lucia. 
Other colonies produce rubber, notably Ceylon, the Gold Coast, 
Kast Africa, and the Malay peninsula, and it is grown in 
Travancore also. The planted tree appears usually to be the 
Hevea braziliensis, the source of the well - known Para 
rubber of South America, which derives ite name from the port 
whence it so largely comes. But there are quite a number 
of trees which yield rubber, as well as trees which yield 
inferior juices that are used as adulterants of the true latex, 
and bring some of the Gold Coast product into bad repute 
by producing fermentation. With Para rubber there is 
no fermentation, for the fresh rubber is smoked, as it is 
coagulated on a wooden paddle, over burning nuts, and 
the creosote fumes in the smoke cure the rubber, which will 
last unimpaired for years. It has perhaps not yet been 
shown that cultivated rubber is quite equal in 
quality to the native product of the forest. But 
it comes to market very clean and nicely prepared, 
and even the owners of native foreste are planting rubber 
trees, so as not to be behind the times. With more rubber 
in the market, we may even hope to see it cheaper, for at 
present much rubber is more mineral than vegetable—more 
loading than carrying vehicle. 


A Hackney Lamp Contract.—With reference to a com- 
plaint that the GENERAL ELECTRIC Co. had not supplied satisfactory 
flame arc lamps in accordance with contract, the Electric Lighting 
Committee of the Borough Council has now reported that the 
company has replaced all the faulty lamps. The Committee hag 
communicated with the company in reference to damages for the 
delay in completion. 
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THE CREED TELEGRAPH PRINTER. 


THIS instrument: completes the Creed printing telegraph 
system, in which the message is first treated by an operator 
at the Creed keyboard perforator producing a paper tape with 
perforations representing the message in the Morse code. 
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Fic. l.—DrAGBAM SHOWING ACTION OF PRINTER. 


This tape is identical with the Wheatetone perforated tape, 
and is passed through a Wheatstone transmitter, which sends 
to line the desired long and short currents. At the other 
end of the line the received signals actuate the Creed receiving 
perforator (see ELECTRICAL Review, June 14th, 1907) 
which reproduces an exact copy of the transmitting slip. 
This received slip is then passed through the Creed printer, 
reproducing the message in Roman characters on a paper tape, 
which is then pasted to a telegraph form. The received 
perforated tape can be ran through the printer several times, 
and, in addition, can be utilised to re-transmit the signals 
to any other line equipped with Wheatstone apparatus. 

A diagrammatic explanation of the action of the printer is 
given in fig. 1, and a view of the complete machine in fig. 2. 

The received perforated slip is passed into the machine at 
a (fig. 1) and out at B ; while the slip on which the printing 
takes place is drawn by a pair of 
feed-rollers from the roll on the 
upper left-hand side, between the 
connecting rods of the type-bars and 
over the printing platen. 

The perforated tape is fed for- 
ward letter by letter in a guide-way 
in front of a series of ten pairs of 
selecting needles, one needle of each 
pair being mechanically connected 
to a series of ten slide-valve plates. 
Each of these valve plates can be 
made to occupy one of two posi- 
tions, thus providing a number of 
different combinations, every one of 
which opens one complete and par- 
ticular passage through the ten 
glide-valve plates. Air under pres- 
sure can thus be admitted to any 
one of a number of small cylinders, 
each containing a piston acting on 
the end of a lever connected to a 
буре bar. 

The perforated slip is fed forward 
by a star wheel fitted to а spindle rime Уг 
carrying a toothed wheel, which is Ia a 
rotated as required by the move- 
ment of a rack. The rack is given 
a vertical motion for feeding pur- 
poses, and a sidewise motion for acting on any slide 
valves that may have been selected. Its movement is 
obtained from the cam-shaft of the machine, which is 
belt-driven from a small electric motor. The extent of 
the vertical movement is limited by the distance to the 
lirst space signal, that is to say, the length of a letter. 
To provide for this limit there is a group of ten 


space levers normally in the path of the rack, 
and preventing ite downward movement. Each space-lever 
is also in the path of one pair of selecting needles, and when 
either needle of a pair passes through a perforation, that 
particular space lever is moved out of the path of the rack. 
Hence, with any letter or figure of the International Morse 
code there is à clear downward path for the feed-rack until it 
reaches a space signal. A sidewise movement is then given 
tothe rack, putting it in gear with the toothed wheel. 
Next, the rack is given an upward motion, causing the 
toothed-wheel to turn and the perforated tape to be fed up- 
ward by the amount of the particular letter that has just 

The rack is then moved sidewise again, clear of the 
0 wheel, ready to descend as far as the next space 


al. 

The slide valves made of thin sheet-steel have each a 
hinged extension whose further end is arranged to take 
up the movement of the corresponding selecting needle in 
its motion to and from the perforated tape. At the same 
time, the extension is free to move in a direction at right- 
angles to the needle. Each valve-extension is provided with 
a shoulder which comes into the sidewise path of the feed 
rack when that particular extension has been selected. At 
the correct moment, determined by the position of a cam on 
the main spindle, the rack is moved sidewise, and engaging 
with the shoulders of the valve extensions which have been 
selected, moves the corresponding slide-valves into their 
second position. Another cam opens a main valve, 
admitting air under pressure to the slide-valve chamber, 
whence it passes through the ten valve plates by 
the one hole available in that particular setting of 
the valves, forces up the particular piston and prints 


the corresponding letter. Another main valve is then 


opened to allow the air to escape, and the selected slide 
valves are returned to their normal position. 

Although more than the required number of selecting 
needles for any particular letter may pass through the tape, 
only the proper number of slide valves are acted upon bj 
the rack, on account of the spacing lever preventing the 
rack descending beyond the required amount. 

It will be observed that there are 20 selecting needles, but 
only the 10 acting on the lower row of holes in the per- 
forated slip are attached to valves ; the other row of needles 
is not necessary for selecting purposes, but is required for 


Fic. 2.—CREED TELEGRAPH PRINTER. 


шв the spacing levers for the first portion of & dash 
signal. 

The machine prints satisfactorily at any speed up to 125 
words per minute; but this is not the maximum, it being 
considered possible to reach 150 with the present form of 
machine, and this will probably be increased: with improve 
ments in details. 
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The chief claim for this system of telegraph printing is 
the undoubted advantage obtained by using the well-known 
Morse code, entailing no alteration of existing telegraphic 
apparatus nor need for operators to learn a new code. Inter- 
mediate stations, such as repeater stations or testing points, 
can check the passage of the signals without any knowledge 
of the Creed system, and can make all necessary adjust- 
ments without reference to the terminal stations. The 
system, being an addition to the Wheatstone system, can be 
introduced gradually without disarranging any of the present 
Morse methods. 


THE BRITISH ASSOCIATION MEETING 
AT DUBLIN. 


The Utilisation of Peat. 
By Capt. Н. RAL. Sankey, К.Е. (ret.), M. Inst. O. E. 
Read in Section G, September 7th, 1908. 


THE following abstract of the paper will be sufficient for 
our purpose, and we will consider it in the light of other 
information at the end :— 


Many schemes for the utilisation of peat for fuel have been 
devised, but, generally speaking, all have failed, the reason being 
that all have endeavoured to dry the peat down to a small per- 
centage of water contents in order to use it under boilers in the 
same manner as coal. The expense of the getting, drying, prepara- 
tion and carriage have been prohibitive, and the method of use 
itself destroyed the by-products available. 

All modern schemes of any value are based on the gasifying of 
the peat in a much better condition, and in such a manner that 
certain by-products are obtained, which, when sold, are set off 
against the cost of the fuel. 

Gas, suitable for engines, can be made from 60 per cent. peat 
(i. e., peat containing 60 per cent. of water by weight). When got 
from the bog peat contains from 85 per cent. to 90 per cent. of 
water, which is soon reduced to 60 per cent. by air drying. 

In Sweden there are many small installations in which peat is 
used ав а fuel for the production of electricity through gas engines 
and dynamos, but there is at present no large undertaking con- 
celved on the econofnical lines indicated above, although each of 
the separate operations essential to such an installation are 
том] at work successfully, and all that remains is to combine 

em, 

At Aurich, Germany, peat is burned under steam boilers to supply 
a 5,000-ку, station, but it appears that the cost of the fuel is equi- 
valent to coal at 58. to бв. per ton, which is not nearly so low as the 
figure aimed in the gas-producer scheme. 

Peat may be got in four ways :— 

1, Entirely by hand labour, as in Ireland, and in other countries 
where it is used for domestic purposes. This, of course, is out of 
the question, and the peat can only be “harvested like other 
Cope during a portion of the year. The cost, reckoned on 
anhydrous—t.e., chemically dry—peat appears to be about бв. per 
ton at the producer. 

2. The peat may be cut by hand and then transported mechanic- 
ally to a power-driven press (Dornberg or Anrep processes), in 
Which it is broken up, and to some extent compressed. It is then 
cut into slabs which are laid out to dry. It is estimated that in 
Ireland the cost of this process would be about 4s. per ton. 

3. The pest can be dug mechanically (Streuge's system), and 
discharged from the “ navvy on to a conveyor which carries it to 
presses ав before. Then, in the form of peat mud it is conveyed 
mechanically again to a spreading arrangement laid out on the bog. 
Here it lies to а depth of 9 in. in a continuous cake about 60 yds. 
wide. In this state it can only dry on the surface, so it is cut into 
sods by a combination of mechanical and hand power. This process 
cannot be worked in water, and the peat as dug must not contain 
leas than 90 per cent. of water, otherwise the mud will not pass the 
Conveyors. These considerations limit the utility of the machine. 

4. The peat can be dug by a grab mounted on a truck on rails, or 
оп а barge floating in the dug-out part of the bog. The peat is 
loaded into tip wagons and taken to а press, whence the mud is 
conveyed toa spreading ground, and is opened to a depth of 
about 4 in. 

Horse or mechanically drawn rakes score grooves in this peat 

е, and in a few days the scores open into cracks and transverse 
cracks are also formed by contraction from drying. The sods are 
ed, and shortly the moisture is reduced to 60 per cent. 
In Ireland the cost of this process should be reduced to about 3s. 
Per ton, provided that the hygrometric conditions are such as to 
make the scored peat-cake crack up into sods. 
ng everything into consideration, it seems that the last 
Process is the best for the purpose of the power scheme, as it can 
be worked in all weathers except hard frost, and the peat can be 
ug under water. 

When cut and stacked, peat will dry to 60 per cent. in a few 
days in summer weather, but in spring and autumn longer is 
required, and in winter it may not dry at all. 


By pressing, the peat water is brought to the surface, and drying 
is more rapid, and the effect of the Dornberg press is to put a kind 
of skin on the sods which makes them water-tight. | 

Mr. А. В. Lennox dries peat on a moor near Dumfries, by placing 
the cut sods on wooden trays with short legs, so that the trays can 
be ed in tiers. This method facilitates drying by drainage 
and complete exposure to the air. . 

Dr. Ekenberg has devised a scheme for drying peat for making 
briquettes, which has distinctive features. He states that when 
90 per cent. peat is heated to over 150° C. (300° F.) the shiny 
hydro-cellulose, which retards the extraction of water even under 
hydraulic pressure, is decomposed, and at the same time the peat is 
partially carbonised, whereupon it can be dried to 35 per cent. 
For use in producers the briquetting process is not required, and 
Dr. Ekenberg states that in less than an hour 90 per cent. 
peat can be reduced to 60 per cent. for a cost of 3s. per ton of 
anhydrous peat, with all the by-products intact. To do this, 
about a third of the peat has to be burned to provide the necessary 
heat, but there appears to be no reason why the waste gas, which 
would be produced in the proposed power scheme during the hours 
of light load, should not be utilised for this purpose, instead of 
burning it to waste. 

The percentage of the original water in the peat, which must be 
removed in order to increase the dryness from р to per cent. of 
water is given by the following expression— 


10,00 —?—2 . 
5 (100 4) 
and it is to be observed that the percentage of original water 
removed is not proportional to the difficulty and time required in 
removing it, which increases rapidly as the peat becomes drier. 

The drying is the crux of the whole situation, and it has special 
importance in Ireland owing to the damp climate. German 
experience, therefore, cannot be applied to Ireland without modi- 
fication, and difficulty will be caused in the latter country by the 
continued dampness of the air, practically all the year round. 

The top layers of peat, which are not so suitable as the lower 
layers for gas production, can be converted into peat mull,” for 
packing fruit, preserving eggs, feeding cattle, and for litter. 

Two analyses of peat-produced gas are given, the first from 
Messrs. Kórting, and the second by Mr. Rigby (Crossley Bros.). 
Both are without by-products. 


I. п. 
CO ... -— iva 15 12 
H. us m" аз 10 24 
CH, ... “ae eas 4 2:8 
CO, ... s ae 14 18 
М ә... sei a 57 43:2 

100 100 


The lower calorific value of these gases were I. 118 B.TH.U. per 
eb. ft., II 13577 в.тн.о. The by-products which can be obtained 
from peat are numerous, but at the moment, when gas is being 
made, sulphate of ammonia is the only one which has been treated 


on commercial lines, and it is estimated that when combined with a 


power scheme, the net profit on this commodity is about 4s, per 
ton. Probably other products will be obtained on a commercial 
scale at a later date. 

Theoretically, the maximum yield of sulphate is 1% times the 
nitrogen present, but according to Messrs. Crosaley’s trials the 
actual yield with peat containing 2'2 per cent. N, was 140 lb. per 
ton of anhydrous peat, which is 60 per cent. of the theoretical 
yield. 

With regard to the gas engines, there is very little saving in 
capital cost and none in annual cost in using very large units. 

To determine the cost of fuel per kilowatt-hour it must be stated 
that the calorific value of anhydrous peat is 8,600 B. TH. v., and that 
the thermal efficiency of a producer may be taken at 75 per cent., 
and that of a good gas engine, reckoned on B.H.P., as 30 per cent. ; 
therefore, the thermal efficiency of the complete plant is 22:5 per 
cent., hence from 1 lb. of anhydrous peat 1,935 в.тн.о. will be con- 
verted into work, so that 1 B. H.. will require 2,045/1,935, or 
1:32 lb. of anhydrous peat per hour. Taking the dynamo efficiency 
as 90 per cent., the consumption of anhydrous peat per unit is 
1:95 1b. At 3s. per ton the cost of fuel per unit = 0'031d. at full 
load. Assuming an average load factor of 70 per cent., the fuel 
consumption will rise to 2:15 lb. and the cost to 0:034d. per unit. 

The author compares these figures favourably with the consump- 
tion and cost per unit of gas made from bituminous coal costing 
14s. per ton in Dublin, and adds that up to the present the most 
economical steam-driven station has a fuel cost of 0204. per unit, 
and he draws the conclusion that peat, when used in close proximity 
to the bog is far more economical as regards fuel cost than any 
existing steam-driven station (especially, he might have added, 
when the value of the by-products is credited to the peat), and shows 
a considerable advantage over any possible producer-gas driven 
station using coal. 

When the by-products are recovered the consumption of peat per 
unit is increased, and it is estimated, from the Crossley experiments, 
that 1 ton will produce 1,000 в.н.р. per hour, giving a fuel cost of 
0`054. per unit without crediting the by-products. 

An acre of bog 20 ft. deep contains 24,000 tons of 90 per cent. 
peat, which, on the assumption that 1 ton of anhydrous peat will 
produce 700 units — 1,680,000 units per acre. 

The power produced must be utilised near the bog, and the 
commercial success of any peat-electric scheme depends on the 
certain establishment of a handy market for its product. 

The author then points out how many processes now exist which 
demand very cheap power in large quantities, and suggests that 
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manufacturers will flock to the neighbourhood of the Bog of Allen 
directly the Central Ireland power scheme materialises. 

The paper concludes with an interesting description of the peat 
worke at Beuerberg, near Munich, where peat-coke or charcoal and 
“ semi-peat-coke are produced under Dr. Ziegler's patents. 

This plant is capable of treating 35,000 tons cf anhydrous peat 
per annum, which will produce :— 


Peat coke ... 13,800 tons. 
Paraffin ie " 230 „ 
Oils (heavy and light) .. 1,380 „ 
Sulphate of ammonia  ... - n. 184 „ 
Methol alcohol. ss ses Aa 92 „ 
Acetate of lime sa "t "m 270 


No one who has followed, even cursorily, the recent 
development of research into the possible waysof utilising this 
elusive fuel can help being impressed very deeply by the 
potential importance of the subject. While coal, which can 
be burned as it is got without trouble, was obtainable 
in what were supposed, carelessly enough, to be inexhaustible 
quantities, it was impossible to persnade those who had the 
means at hand to take a sufficiently abiding interest in the 
commercial use of a vastly more refractory substitute; but 
the time has arrived when an increased standard of wages, 
a decreased tale of working hours, and the disquieting 
reports of national stock takers, have combined to force the 
large coal users of the world to pay more attention to every 
plausible scheme for reducing the cost of power. 

To that we owe in large measure the development of huge 
central power stations, and to that we certainly owe the 
great improvements in gas producers and gas engines which 
have been made during the last decade. 

In those countries where Nature’s pump is at work on a 
prodigious scale, man has saved. coal by using water-power, 
but in these islands we have to seek other, and less obvious, 
endowments. | | 

A great proportion of the acreage of Ireland is bog land, 
and for innumerable centuries the natives have cooked their 
food and heated their houses by the combustion of peat dug 
from these bogs. Why, then, should this fuel not be used 
on the grand scale, and what stops Ireland’s poverty from be- 
coming Ireland’s wealth? The reply is to be found in Capt. 
Riall Sankey’s paper, and, more poignantly, in the hundred 
failures which have built up the pessimism regarding the 
practical value of any scheme at all for the production of a 
commercial fuel. 

There is the peat in immense quantity, for all to see, and 
there with it is nine-tenths of its weight of fire’s enemy. 

Until now, and even now, energy and money and brains 
have been, and are being, directed to the expressing of as 
much water ав possible from the peat. Imagine the task! 
One acre of bog 20 ft. deep yields 24,000 tons of so-called 
peat, and all that weight has to be be cut and moved in order 
to get a paltry 2,400 tons of quite dry fuel. In other words, 
the efficiency of the first operation is 10 per cent. ! 

It is as if in a coal mine for every 10 tons of burnable 
coal 90 tons of rock and rubbish had to be hewn and raised. 

Is it conceivable that we shall be content with such an 
efficiency, even though if is estimated that under present 
conditions the cost of a unit of electricity, peat produced, 
is lower than the cost of a unit obtained by any other means 
involving combustion ? 

We foreshadow a greatly different state of affairs, for we 
believe that there must be some latent means by which the 
fuel we want may be got and the non-fuel left, and the task 
of the searcher thus rendered much more simple since it has 
been proved that 60 per cent. peat, may be fed directly into a 
gas-producer. 

All these pressing, spreading, and briquetting processes 
would go by the board in such a case, and the whole business 
would be fined down to getting the peat from the bog to the 
producer. 

Briquetting is necessary only for so long as there isa 
demand for neat fuel, and ав soon as users begin to realise 
that the same results can be got from a shapeless lump as 
from the same material in the shape of a brick or a prism, 
they will refuse to pay for effect. The fact that people who 
burn peat coke like to have it in the shape to which they 
have been accustomed since the turf-cutter first used his 
“ slane,” provides another interesting example of the sur- 
vival of form through custom only, and after any real need 
for the form has passed away. 


Dr. Ekenberg's wet carbonising " process, as he calls it 
in a pamphlet before us, may be a commercial success for al 
we know, but the imagination staggers at the quantity o 
bog which would have to be pumped through water-tale 
boilers in order to raise the whole mass to over 150° C. Fo 
instance, the production of two million units would require 
the treatment of some 30,000 tons, plus another 10,000 to 
provide the necessary heat. 

But those who are looking forward to the establishnen 
of an Irish central power station need not trouble themselrs 
about processes which dry the peat as the Ekenberg syste 
dries it. What they need is the simplest possible method d 
salving the bog in large quantities, and of drying itt 
60 per cent., or perhaps to 45 per cent., for use in produces, 

Here we wish to record our opinion that the enthusiastic 
and perfectly genuine promoters of the Central Ireland 
scheme will be doing the best for themselves and for thei 
shareholders, and for Ireland too, if they put their electrical 
schemes into the background and push, for all they are worth, 
the production of the valuable by-products which it has 
been proved can be extracted at a profit. Let them makes 
success of that business first, and they can by degrees build 
up an electric supply business which will attract mam. 
facturers to the neighbourhood of the power station. To 
our mind it would be the grossest folly to reverse the pro- 
cedure by starting off with the electric end, while the ground 
is still bare of factories. Promises and probabilities are all 
very well for a prospectus, but & good motor load, or de 
large and constant output recovered by electrolytic and electo 
chemical works are rather better for the payment of cab 
dividends, and until this large output is realised, it will not 
be feasible to flourish an all-persuading tariff before шаш. 
facturers in search of more margin. 

We do not forget that the two businesses are slightly 
antagonistic, to the extent only that as much power cannot 
be got from a ton of peat if the by-products are recovered, 
as when they are not recovered, but that would make 10 
practical difference at that period in the history of the 
undertaking, when either the chemicals or the electricity 
cost nothing, or next to nothing, to produce. 

As for saddling the scheme at the outset with long trane: 
mission lines, which now would lead to cities of the calibre 
of Enniskerry, proud of its 100 inhabitants, we would hare 
none of it, and would condemn such an attempt in the 
strongest terms. 

We do firmly believe that the art and science of pest 
getting has even now reached that stage at which, given а 
good bog, any sound company could make reasonable profits 
almost as soon as the plant was put down, and that is what 
we want to see done on the Bog of Allen. If the enter- 
prise of the Central Ireland Co. were successful, the nen 


century would see the face of Ireland changed and her people 
prosperous, 


So mote it be. 


THE WEDNESBURY PUZZLE. 


A REPLY BY THE Bonovau ELECTRICAL ENGINEER 0! 
WEDNESBURY. 


THE “article” in your issue of September 11th, under the 
above heading, suggests that the Wednesbury Corporation, 
by taking а supply in bulk from the Midland Co., revented 
thecompany from laying the mains and carrying outt eir order 
at the start. This is absolutely untrue, and I have documents 
to prove that the company gave notice to lay mains 1 
Wednesbury years ago, but that they failed to lay their mai 
within the period stated in the notice, and within the per 

specified under their order. The company were pressed to lay 
their mains by the Town Clerk, long before the Corporat 
decided, after being practically compelled to do 80 by the 
Board of Trade, to carry out its order. The company 
order would certainly have been revoked at that time if | 
Corporation had applied to the Board of Trade, and the 115 
reason why the Corporation did not apply for such revocat! : 
was that it was convenient to the Corporation to obtain 
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supply in bulk from the company, and it was unfortunately 
necessary for the company's order to remain in force to enable 
the company to supply the Corporation in bulk. As the 
company’s order has clearly only been allowed to exist to 
give the legal power to supply the Wednesbury Corpora- 
tion, the company are not, I think, justified in laying mains 
in Wednesbury, seeing that the Corporation has spent 
a large amount of money to provide a supply which 
the company had neglected to give. The legal position 
may be that the company have a right to lay maine in 
Wednesbury as long as tbeir order exists, and no 
one disputes this legal right. Everyone in Wednesbury thinks, 
however, that the company would do better to spend their 
remaining capital in properly developing the other 68 square 
miles of their area, where they will find plenty of scope for 
their capital without spending it on such a hazardous under- 
taking as competition with a local authority in its own area. 
However, the Corporation has no wish at the moment to 
prevent the company from spending money in the town, as 
it will no doubt provide a good deal of employment for the 
unemployed labourers, of whom there are, unfortunately, 
plenty in the Black Country, but no sensible person can 
doubt for à moment that such expenditure will be unpro- 
duotive. Itis hardly necessary to point out that the private 
supply in Wednesbury is already very well catered for, and 
with regard to the works supply, it is fortunate that many 
of the principal works owners are members of the Wednes- 
bury Council, and that the others are in very close touch 
with the local governing body. For this reason, and in view 


of the fact that the Corporation's charges will always be as 


low as the company’s, it is clear that there will always be 
very few, if any, congumers who, having a financial interest 
as ratepayers and townsmen in their undertaking, will be 
foolish enough to buy from an opposition shop. The com- 
pany must also be aware that they cannot offer specially low 
charges in Wednesbury in the way of price cutting, without 
upsetting their customers in the remainder of their 70-square- 
mile area. 

At the commencement of the article there is a suggestion 
that the company has maintained a dignified and apathetic 
attitude during the last 12 months, and there is also a 
suggestion per contra that the Corporation has not. This 
18 somewhat amusing, in view of the fact that upon its 
becoming known that the Corporation was applying to the 
Local Government Board, the company commenced to beat 
the big dram, which has not so far produced very good 
music. The company were undignified enough to oppose 
the Corporation’s application, not openly as an opposition 
concern, but as “ ratepayers.” They also condescended to 
the somewhat unnecessary course of attacking the Corpora- 
tion’s scheme, and, further, flooded the district with can- 
vassers, who tried, without effect, to shake the allegiance of 

е Corporation’s consumers. Such canvassers spread the 
most absurd reports of the company’s intention to cut off 
the bulk supply, and leave the Corporation in a hole.” 

е company also commenced a Press campaign both in the 
local and technical papers, usually in the guise of semi- 
editorial communications. The last of these is contained in 
your issue of the 11th inst. Some of my time has been 
taken up in following and correcting mis-statements con- 
tained in these communications, but in no case have I or 
any official or member of the Wednesbury Corporation 
written publicly on this subject, except to correct these 
statements. 

We look upon this matter as one which concerns Wednes- 
bury, and Wednesbury alone. 

With regard to the comparison of the size of our plant 
and that of the company’s, I beg to point out that our 
330-KW. plant, even leaving the battery out of considera- 
tion, is larger in comparison to our area than the com- 
panys 6,000 Kw. is to their much-vaunted 70-square-mile 
area. 

As a further illustration of the attitude of the company, 
I would mention that we discovered that the bulk supply 
had been cut off on the evening of the 7th inst.— that is, on 
the day following our change-over from the two to the threr- 
Wire system, ata time when we were likely to be in difficulties. 
Fortunately ‚ шу staff, having previously been compelled to 
do without the company’s supply for periods varying from 
One minute to two hours, were able to cope with this 


deliberate disconnection just as well as they have coped with 
previous involuntary and accidental cessations of the com- 
pany’s supply. | l 

With regard to our gas-engine station, the result is, I 
know, being followed with much interest by the engineers of 
several other local authorities of moderate size, taking a bulk 
supply. If І demonstrate that modern gas engines are in 
moderate sizes reliable and economical, I have no doubt 
there will be fewer bulk supply schemes, and this is probably 
the reason why such strong opposition is being felt by us. 
It is absurd to speak of bulk supply v. separate plant in a 
general manner, or to form conclusions which would 'be 
applicable to all cases; it is merely a question of price and 
local conditions. If the company offer us terms lower than 
our working costs, we will certainly use the bulk supply, and 
keep our gas engines as a stand-by. 

With regard to reliability, my experience goes to show 
that the supply from a large power station, generating at a 
very high voltage and supplying lighting and traction off the 
same generators, is not very reliable or steady, from the 
authorised distributors’ point of view. It may be that a 
modern gas-engine station, with a battery which can take a 
considerable load for a short period, is more economical 
and reliable than the available bulk supply. In any case we 
have tried bulk supply, and it has been found wanting in 
reliability and economy in this district, where there is a 
considerable power demand. ‘Time alone can show whether 
our own plant will be superior in economy and reliability, but 
at any rate I do ask for a fair field and for a reasonable time 
for the new system to show its strong and weak points before 
we are subject to undue criticism. The new plant has only 
been in operation 10 days.—W. FENNELL. 


/ 


CORRESPONDENCE. 


Letters received by us after 5 Р.М. ON TUESDAY ccnnol appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


Symbols for Physical Quantities. 


Now that there has been some opportunity for discussing 
this question, may I be permitted to summarise the argu- 
ments that have been raised for and against the creation of 
new symbols? , 

The most common objection is They are like Chinese 
characters; we could never remember them.” But there 
will be no necessity to remember them. How many of us 
can remember what symbol Rankine uses for kinetic energy ? 
Is it not sufficient if we see it when we refer to his book ? 
Every considerate writer to-day gives a list of the symbols 
he uses. If all writers used the same symbols, we should 
soon become familiar with those with which we were most 
concerned, and for the rest we would refer to the list just as 
at present. | 

Some objectors do not see why the letters we have at 
present are not sufficient. Let them try to make a list of 
symbols for the 200 physical quantities for which symbols 
are wanted. After they have made up auch a list to satisfy 
themselves (if such a thing is possible) let them try to con- 
vince someone else to adopt it. | | 

There are about 20 letters, such as m for“ mass," / for 
time, &c., upon which there is almost universal agreement. 
One or two dozen more stand a fair chance of being apreed 
upon. Beyond these, there is hopeless confusion, simply 
because all the good letters are exhausted. 

As to the difficulty of printing new symbols, it is of 
interest to know that 25 of the leading technical journals of 
the world published an article containing five new symbols 
given as examples without any difficulty. Several of them 
have expressed the view that there is no difficulty from the 
printers’ point of view. The types supplied to them— 
which, by the way, cost 1d. for 30— were all of one size, 
and yet each paper used for the text of the article its usual 
standard type. The publisher of the Elektrotechnische Zeit. 
schrift thinks that there would be no difficulty in arranging 
with a type-founder to make matrices, from which al] 
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printers could be supplied with type. Each printer would 
keep in stock those types which commonly occurred in his 
paper, and could obtain others at short notice. About 30 
new symbols would be sufficient for articles on electro- 
technical science. 

Two papers have objected that the symbols cannot be set 
up on a linotype machine. It is, however, usual at the 
present time to set up mathematical expressions by hand. 

Several critics have pointed out that the new symbols 
should be simple and bold in outline, so that they cannot 
be easily mistaken for one another. This, of course, is an 
important point to bear in mind. 

I agree with M. Galliot that the name of the symbol 
should be, where possible, the name of the physical unit 
represented. Where the name of the unit cannot be em- 
ployed, a word of one syllable might be chosen, as, for 
instance, stroke for the length of a piston stroke. 

Some critics say that the number of symbols required 
would be too great. As to that, we can make just as many 
as convenient. The symbol ~ became universal almost as 
Boon as it was printed. Let us have a few more as good as 
that опе; we are badly in need of them. 

Miles Walker. 
Hale, September 19th, 1908. 


Are Electrical Engineers Doomed ? 


Your correspondent, Jos. Pownall, in his letter on the 
dynamotor causing the doom of the electrical trade, writes 
as if the dynamotor was the only cause for anxiety amongst 
electrical engineers. Personally, I have considered the posi- 
tion of an electrical engineer anything but an enviable one 
for the last year or two. | 

When we see such advertisements in the Situations 
Wanted" column as Competent engineer, five years’ 
experience,” and “ Electrician, plumber, &c., wants berth, 
low wages,” is it any wonder that there are so many really 
first-class electrical engineers out of employment ? 

We electrical engineers will have no chance whatever 
while employers will engage anyone who will accept very 
low wages (and with it poor work) in the hope that the 
work and man will improve as time goes on, thus cutting out 
the man who has gone through a proper apprenticeship and 
training and is competent to accept a good berth and give 
good work in return. 

I give my own experience as an example. 

My electrical training cost my parente something like 
£500 (this includes premium, fees for classes, &c.). I have 
had a good, sound experience of nine years, starting at the 
bottom and working up through the whole course, includ- 
ing wiring, repairs to machines and apparatus, bench and 
lathe work, drawing, &c. 

I hold a first-class certificate for (theory) electrical engi- 
neering, and have a knowledge of French, and am willing 
to learn any other language which would enable me to secure 
a good berth either here or abroad. 

The result of this study and expense is—out of employ- 
ment for two months, and visions of as many years to come 
—and why ? Simply because I will not give my services 
for 258. to 308. per week. 

I had an offer the other day of a splendid (?) berth. 
Outdoor wiring under bad conditions and in all weather, for 
308. per week. А most encouraging prospect, but I declined 
the offer. 

No doubt there are many others in the same position as 
myself, and I am afraid there will be, unless something is 
done to keep the electrician-plumber-boot-black type in his 
place, and make employers insist on having certificated 
engineers, and with them good work. 

I might in closing mention one instance which came 
before my notice some 12 months ago. I was at the time 
foreman in a contractor's firm. A friend of mine, while 
talking one day about the unemployed, told me a rather 
pitiful tale of a man who was “a very clever fellow,” and in 
“the electrical line." He had been out of a berth for some 
time, and was very poor. I said I would see what I 
could do for him, and I obtained his address and asked him 
for some particulars of his experience. 

He said he had been in the Navy, had got his own tools 
and would be very pleased to do his best if he could have a 


start, &c. "To cut a long story short, he had been a stoker 
in the Navy, and his tools consisted of a pocket knife, a new 
screw-driver (Id. bazaar type), and pair of pliers) When 
such men as this are about, willing to work for 15s. per 
week—and many firms would engage them—is it any wonder 
that we electrical engineers who want to see some return for 
our expenditure and study are not wanted? Probably some 
of your correspondents may wonder why I am unemployed 
when I have held a foreman’s berth, so I will explain. 

I left the firm after two years’ service, simply because | 
would not look after all the outdoor work, do most of the 
instrument repairs and other indoor work myself, keep an eye 
on the books, attend to customers (when the principal vu 
away, and he was out nearly every day), keep two apprentices 
out of mischief, and work from 8 u. m. to 7 p.m., and some- 
times 8 p.m., for 30s. per week. 


H. L. C. 
Septem ber 19th, 1908. 


Metal Lamps —and Some Tariffs. 


Mr. Joseph, in a previous communication, was rather 
sceptical about the effect of metal filaments on station out- 
puts, but the reports of station engineers to their committees 
of a notable falling-off in units sold, coupled with a cheerful 
hope for future improvement, are now being heard of. 

Naturally the А.С. men are the worst sufferers, and if Mr. 
Joseph could only see some of their present load curves com- 
pared with previous years, he would not laugh their fears to 
scorn. 

However, we all hope, and most of us believe, that our 
1 watt per (Hefner) с.Р. is going to do us a lot of good in 
assisting us to wrest from our friend, the enemy, the 
illuminating work we stand in need of. See 

Many consumers on D.C. circuits are reducing their bills 
considerably, and at the same time getting a better light, 
which must diminish the number of complaints that are said 
to be made by consumers regarding the amount of illomins- 
tion obtained from 60 watts with a carbon lamp. 

Most stations are blessed with a few specimens of the 
consumer who persists in comparing the light given bys 
fly-blown 8-c.P. to that of a 40-c.P. mantle, but the tem- 
porary loan of a high-voltage “ Osram” is a strong rebut- 
ting argument against the assertion that your electric light 
ig bad 99 i 


Mr. Hoadley’s critic is fortunate enough to be undis- 
turbed by metal filaments or the competition of the ceiling- 
blackening illuminant vended at Dorking by 4 placid 
opposition. Having the bulk of the contracting work m 
the town in his own hands, he is, perhaps, able to sdroitly 
regulate the inroads of tungsten and tantalum on his output, 
and thus temper the wind to the shorn lamb. "Mr 

The object in view of most, if not all, lighting stations Б 
to extract the maximum amount possible from the pockets of 
consumers and give them a good light. Perhaps the perfect 
tariff, which has yet to be evolved, will do this, but mean- 
while we are certainly now able to do the latter. | 

Messrs. Hoadley and Joseph are now busy digging in the 
graveyard of old tariff schemes, and the latter gentleman 
plumps for a flat rate, with a sliding scale, and a two-rate 
meter, sagely adding that the average man is not going to he 
bothered with a lot of complications. 

The contract demand system, with a Handcock & Dykes 
limit indicator which need blink but seldom, is à considerable 
improvement on Mr. Joseph's scheme, and has been instra- 
mental in capturing some very useful long-hour load at the 
station with which the writer i8 connected. 

H. Leslie Dixon. 

Electricity Works, Leatherhead, 

September 15th, 1908. 


The Merz-Price System of Automatic Protection for 
High-Tension Circuits. 


Reverting to Mr. Statter’s letter in your last issue, We 
would say that we also are manufacturers of time-limit 
apparatus, and as such we are able to give due appreciation 
to Mr. Statter’s device in its proper place, but whilst agree 
ing that there are many places calling for the application © 


Vol. 63. Мо, 1,609, Bmezmmnan 25,1908.) THE ELECTRICAL REVIEW. | 489 


time-limit devices, we submit that they are not used to 
the best advantage for the protection of high-tension trans- 
mission systems against faults on mains. 

We have, of course, seen the article in your issue of 
August 28th, referred to by Mr. Statter, but reading it in 
its entirety, it appears to us to prove the objections to even 
the best overload inverse time lag relays when applied to the 
most economical system of mains. To be economical from 
all points of view including first cost, freedom from shut- 
downs, and the utilisation of all copper laid in the ground, 
the system introduces ring mains, inter-connectors, loops, 
and other various connections enabling every sub-station on 
the system to be fed directly or through other sub-stations 
from one or more power stations by at least two different 
routes. 

The article at the same time draws attention to the essence 
of successful protection which is to cut out any faulty cable 
without cutting off the supply to any of the sub-stations or 
consumers. We cannot conceive any adjustment of time 
limits which would achieve this end on such connections, as 
shown by figs. 4 and 5 in the article in question, and even 
were time limits possible, they would be contrary to the 
demand which calls for the instantaneous isolation of a fault. 

We would make it clear that we do not disparage the 
manufacture of time-limit devices, as the number of cables 
to be protected on large transmission schemes are small in 
comparison to the other uses to which time limite can be suc- 


cessfully applied. 
A. Reyrolle & Co., Ltd. 
Н. W. CLOTHIER. 
Hebburn-on-Tyne, 
September 15th, 1908. 


Welding у. Bonding. 
Our attention has been called to the review of “ Electric 


Traction” by Ernest Wilson and Francis Lydall, which - 


Appears in your issue of the 11th inst., page 437. 

Your reviewer says, * The authors are wrong in stating 
that welding is a substitute for bonding, at least the Falk 
cast-welded and the T hermit welded joints should be bonded.” 

We beg to point out to you that your reviewer is in- 
correct in this statement, certainly as regards ће “ Thermit ” 
joint. Welding by this process has now been carried out 
Ш some 50 systems in the United Kingdom, and although 
in some instances one bond has been used, it is not, in our 
Opinion, at all necessary ; nor is it our practice to use bonds 
unless by special request. 

е can give your reviewer the names of a large number 
of systems where no bond has been used. This, of course, 
refers to bonds at the joints, and not to cross bonds, which 
are used in every case. 

The conductivity of a Thermit welded joint is better 
than a fish-plated joint with two bonds, and, moreover, 
the joint possesses the advantage that this conductivity is 
permanent, whereas that of a bonded joint will fall off after 


the first year or two. 
Thermit, Ltd., 


К. Stutz, Managing Director. 
London, E.C., September 18th, 1908. 


Competition in Electric Wiring. 


With reference to your leaderette in the last issue of the 
Review, I beg to put forward one reason (which ought to be 
well known by this time) for the disparity in the tenders for 
electric light work. This reason is that the specifications 
generally given out are such only in name, and leave too 
much to the contractor to settle, to slur over, or to avoid. 

In my humble opinion, a specification ought, as far as 
possible, to specify everything. Thus, the position of each 
lamp, fitting, motor, fan, heater, switch, plug socket, distri- 
bation board, main board, &., should be indicated on a plan 
of each floor of the building, and on the walls and ceilings 
of the building itself. Further, the exact make and type or 
catalogue number of every item should be given ; and lastly, 
the lay-out of the circuits and their gauges should be 
specified, as well as the system of wiring, the tests demanded, 


and those general matters which, as a rule, are all that are 
found in specifications. | 

If à consulting engineer be employed, it is his business, 
not the contractor's, to go into the above details and to settle 
them once and for all with the customer; and the latter 
ought not to have to be worried by the contractor for the 
settlement of details during the progress of the work. 

Such detailed specifications would save the contractor's 
time and enable him to tender with a clear mind as to what 


` was wanted. The progress of the work also would be immensely 


facilitated. 


London, S.E., 
September 21st, 1908. 


W. Perren Maycock, 


I have read with interest the leading article in your issue 
of the 18th inst. with reference to the various tenders 
received for the wiring work at Messrs. Selfridge’s premises 
in Oxford Street. 

The explanation does not seem difficult to anybody who has 
an intimate knowledge of the electrical contracting business 
and this is best illustrated by a reference to the purchasing 
price of suits of clothes, watches or even ampere-meters, 
where the difference in price is not merely 100 per cent., 
but often 200 and 300 per cent., or more. It is very 
difficult to determine the difference between a low and a 
high priced suit of clothes, until they have been worn a 
considerable period; very often the low priced article look. 
better, seems to fit better, and as one cannot, without 
destroying it, look into the inner details and construction, 
one has to believe it is as well made internally. Those who 
buy higher priced suits of clothes, however, find that the- 
extra first cost expenditure is thoroughly justified in the 
result. The clothes wear longer, look well all the time, the 
materials used, both in sight and ont of sight, are of such a 
nature as to secure satisfaction the whole time one is wearing 
the article. | 

The same applies to watches with a considerable difference 
in price, where the difference between two watches is difficult 


to specify, or being specified, difficult to see. With elec. 


trical measuring instruments the low-priced instrument 
is quite a different article from the high-priced one, while 
again it is very difficult to prove that both of them are not 
equal, certainly when first put to work. Why then does 
the demand for the high-priced article continue? I venture 
to say because there are people who know that good quality 


exists in the high-priced article and that the makers make 


the goods not for immediate profit alone, but for the purpose 
of maintaining their reputation. 

Anybody wishing to buy an ordinary article of commerce, 
such as the three articles I have mentioned above, or an 
electrical installation, and asking a large number of firms to 
give a price, would find himself in a very much more un- 
certain position than the unfortunate consulting engineer 
who had to deal with the tenders made to Messrs. Selfridge. 
It is perfectly clear that neither Messrs. Rashleigh Phipps 
and Co. nor Messrs, Drake & Gorham proposed to make a 
profit which would be equivalent to the difference between 
their price and the prices submitted by the firm whose offer 
was accepted. Probably the gross profits of these two firms 
were less than the estimated gross profit of the firm whose 
offer has been accepted, so that they were anticipating to 
get a lower percentage rate of gross profit. 

The state of the industry at the present time is not one 
that would justify any of the firms submitting a price that 
was out of all reason, and I am thoroughly convinced that, if 
the higher-priced offers had been accepted, Messrs. Selfridge 
would have got better value for their money than by accept- 
ing, as they did, the lowest tender. 

Having had, at different times, to act on behalf of clients 
who wished to accept the lowest tender from a large range of 
firms tendering, I am fully aware of the difficulty of ensuring 
that the purchaser really gets the same installation from the 
“low-price” tenderer as would be given by the “ high- 
price one, and have felt it impossible to ensure a different 
result without in any way failing to look after the client's 
interests in exact accordance with the terms of a careful, 
detailed and practical specification. 

In the old days I tendered for a large number of installa- 
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tions without success, due to my prices being higher than 
those accepted. In many cases I subsequently saw these 
installations, both when just completed and after they had 
in use a number of years, and then realised how it was 
my price was toohigh. Although quoting what seemed high 
prices and receiving а fair number of orders and employing 
reliable men, I found it an impossibility to put into the 
installations that class of work and material which I con- 
sidered was the best, and at the same time to make a 
sufficient margin of profit to continue in the business. 

In conclusion, it seems to me particularly unfortunate that 
an installation of the kind that Mesars. Selfridge's magnificent 
building demands should be cut down to an impossibly low 

rice, for surely the cost of the building must be man 

undred times greater than either the highest or the lowest 
offer submitted, and the business will be permanently 
burdened with that doubtful luxury—a low-priced and 
therefore anxiety-giving electrical installation. 

I do not wish it to be thought that I in any way imply 
that the accepted contractors will not fulfil their obligations, 
but I wish to express my sympathy with them, with the 
purchasers, with the consulting engineer and the electrical 
industry because another so-called “cheap job " has been 
p em as I am gure it will be a matter of regret to all 

our. 


Ex-Contractor. 


Automatic Lifts. 


I note an article written by a correspondent in your issue 
of September 11th, on automatic lifts, dealing with the 
inconvenience caused by lazy, careless and selfish people 


leaving the gate open after using such a lift. May I point 


out that there are several “self-closing” devices on the 
market which eliminate the objections raised. An ordinary 
spring in many cases is all that is required to secure the 
reclosing of the lift door the moment it is released. My 
electric automatic locks (eee brochure herewith) can be used 
with such a device, but I have also an apparatus for self- 
opening and interlocking lift gates as well as a self-closing 
gear, which does away with the necessity of touching any 
gate or door. 


| E. Chaudoir. 
London, E. C., Sept. 16/4, 1908. i 


— 


With reference to the article on “ Automatic Electric 
Lifte," which appeared in your issue of September 11th, your 
correspondent mentions, as a last word, that automatic lifts 
should be fitted with self-closing doors. It is very evident 
that your correspondent has not seen many of the more 
modern automatic lifts which have been erected in London, 
as for at least the last four years we have been fitting 
automatic closing gates to automatic lifts wherever possible. 
Of course, there are cases where the customer, for economy's 
sake or other reasons, omits this item, but we most sincerely 
agree with your correspondent that antomatic gates are 
extremely desirable, as, without them, one man can throw 
the whole machine entirely out of use. 


R. Waygood & Co., Ltd. 
D. W. R. Овюкн, Director and Secretary. 


London, S. E., September 17th, 1908. 


I notice in your issue of the 11th inst., under the above 
heading in your ** Notes” column, that a correspondent points 
out the very serious disadvantage from which these lifta 
suffer, i.e., that a door may be left open by any careless or 
selfish passenger who uses the lift. I would point out that 
my firm have, for a long time, fitted automatic doors to their 
push-button lifts with very satisfactory results. In fact, no 
automatic lift, where there is no attendant, ought to be 
installed unless the doors are made to automatically close, as 
the chief, or in fact, only advantage of this type of lift is 
done away with, apart from it being highly dangerous. 

I agree with your correspondent that an automatic lift is 
not suitable to large buildings. I do not even consider them 
suitable for small office buildings where jnetalled singly, but 
they are ideal for private houses, 


I do not quite agree with your correspondent that 
a building should be big enough to require the services of, 
say, four lifts. This surely depends on the requirements of 
the building, not only in size, but also the amount of use 
that the lifts may be put to. 

Large lifts have the drawback that the first passenger in 
has to wait for others to get in, as the attendant ани 
reluctant to go up with a single passenger. Two push-button 
lifts will be found far more useful than one large switch- 
in car. 

Certainly the lifts in Londoh are far too slow, but we are 
а very conservative nation, and we cannot expect the general 
public to take to a fast, express lift running at, say, 400 ft. 
per minute (such as my firm have installed at Messrs. 
Gamages), like ducks to a pond. 

Of course, during the last few years the tubes have done a 
great deal towards making lifts more popular, but none of 
s run at a greater speed than 150 ft. even in the deepest 
shafts, 

Londoners do not appreciate what a fast lift is really like. 
There would have been a grand opportunity of showing them 
at the Franco-British Exhibition, where we were to have 
installed a lift to hold 20 people, and run at 550 ft. per 
minute in the Imperial Tower. This, of course, fell through 
owing to the tower not being put up. | 

Most of our buildings are not tall enough to require а very 
high speed, as an express lift, to be of any real use, should 
not stop till, say, the third or fourth floor, leaving the slow or 
local lift to serve the lower floors, and except for a few 
isolated cases, we have no buildings over six or seven floors. 

Express lifts should always be of the variable speed type, 
our experience being that six speeds is the most suitable, and 
then the resistances must be large enough to admit of con- 
siderable running on the low speeds withont undue heating. 

Even with a variable speed controller, we find that a very 
severe strain is thrown on the gearing, due to the continual 
starting and stopping, and with a single-speed lift the 
ym i8 far worse, and is bound to lead to trouble sooner or 

ater. 

In conclusion, I would draw attention to the fact that all 
push-button controller lifts should be installed so that the 
doors close automatically, but without undue noise; other- 
wise this type of lift should not be installed, but, the ordinary 
^ gwitch-in-cage," with attendant. 


| Chas. Wyatt, A.M.LEE. 
London, E.C., September 17th, 1908. 


Meters. 


One 80 seldom sees in technical papers any reference to that 
important subject, Electricity Meters, that I was glad to 
read the short article by your contributor “ Jacques” upon 
this matter, although my experience has led me to conclusions 
quite opposite to those arrived at by him. 

As regards errors due to inaccurate calibration, I scarcely 
think that these cancel out, as the average consumer is quicket 
at discovering a fast meter than a slow one, and a type of 
instrument having a wide variation as regards accuracy 
occasions а greater logs than would accrue from a meter 
having a less variation, and it is my experience that watt- 
hour meters are great sinners in this respect. 

y does Jacques assume a shunt loss of 5 watts: 
Ours, of a very well-known type, take 7} to 8 watts at 280 


volts, and most engineers will be envious to hear that his 


average lighting meter deals with 1,460 units per annum. 

I feel sure he makes assumptions far too favourable to the 
watt-hour meter. By the way, as these instruments are 
frequently named erroneously, why not call them joule 
meters ? 

Again, 1 should not expect that the equivalent rise in volts 
over the whole lighting period would be 2 per cent., except 
for a very compact system. On the average network this 
figure would hold good only near feeding pointe. However, 
if there is such a rise, what is to prevent his watt-hour 
meters being calibrated in agreement ? ; 

My experience of watt-hour meters of certain electrolytic 
and mercury-motor types has been that they are distinctly 
superior to joule meters in all working quantities, and that 
the shunt ]omses of the latter are not, counterbalanced by a 


- 


Edd 
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equivalent gain, except on circuita liable to great voltage 
flactuations—for example, on switchboards, and here they 


should be calibrated in position. 
| W. G. Powell. 
Cork, September 20th, 1908. 


[Some correspondence has been received too late for 
publication in this issue—Eps. E. R.] 


CITY AND SOUTH LONDON RAILWAY FIRE. 


Tus report of Lieut.-Col. Н. A. Yorke and Mr. A. P. Trotter to the 
Bosrd of Trade, on the result of their inquiry into the fire that 
occurred on July 16th on the City and South London Railway, has 
now been issued. It states that the portion of the line upon which 
the fire occurred, viz., the extension of tbe railway from the 
Borough to Moorgate Street, is in two “tubes,” each baving an 
internal diameter of 11 ft. 6 in., but about 40 yds. south of Moorgate 
Street Station these two tunnels open into a large tunnel, the 
internal diameter of which varies from 29 ft. to 25 ft., and in which 
всіввога crossinge were laid between the up and down lines, so as to 
enable trains to arrive at and depart from either platform, Moorgate 
Street at that time being a terminal station, In November, 1901, 
the railway was further extended from Moorgate Street to Islington, 
and one of the crossings forming the scissors at Moorgate Street 
was then removed. | | 

The sleepers in the small tunnels are 7 ft. long, 12 in. wide, and 
6 in. deep; they r st for a distance of about 12 in. at each end 
upon concrete, which is built up from the iron lining of the tube." 
The sleepers in the big tunnel are about 22 ft. in lengtb, 12 in. 
wide, and 9 in. deep, and they extend right across from the up to 
the down line, They are supported at the ends and at two inter- 
mediste places on concrete pillars, built up from the lining of the 
tunnel All the sleepers are of pitch pine burnettised." The 
depth between the top of the sleepers and the lowest portion of the 
tunnel is, in the small tunnels, 1 ft. 3 in., and in the large tunnel 
from 8 to 9 ft. The spaces between the rails at the cross-over road 
are covered with a similar planking ae far as possible. 

When Moorgate Street was a terminal station, a signal box, con- 
structed of wood, was erected upon steel girders above the scissors 
crossing; when, however, the line was extended to Islington, a new 
signal-box was built at the north end of and between the station 
platforms, snd the old box in the tunnel was put out of use, but was 
not dismantled. 

Under the present regulations of the Board of Trade, issued in 
1904, no wooden signal-box or other wooden structure is permitted 
to be erected underground on any “tube” railway, end the path- 
way between the rails is required to be formed of granolithic slabs 
or of similar material. 

The officials at Moorgate Street observed the fire st about 


duedfit sufficiently to allow trains to pass at 5.42 and 5:43, but after 
tbe departure of the latter, the fire broke out again, and the current 
was switched off the section. The draught created by the trains 
probably fanned the flames, and the station-master, seeing that the 
fire could not be extinguished with the appliances available, called 
upon the passengers in the next train, who numbered abont 120, to 
ascend to the surface. This was done without trouble or excitement, 
after which the station staff ascended, and a telephone message was 
sent to the power house to cut off the current from the whole line. 
Before this was done, one of the cables “blew out.” The alarm 
was given to the Fire Brigade at 6.6 p.m., and the fire engines 
arrived at Moorgate Street three minutes later. Tbe smoke was 
then very dense, and the firemen were unable to penetrate into the 
tonnel—either there, or at Old Street at 6.55 p.m. However, they 
had no difficulty in descending at the Bank Station, and reached 
the seat of the fire at about 8.30 p.m., after which the fire was 
extinguished with water withont difficulty. 

It is not possible to say with certainty what was the actual 
origin of the fire. From the evidence given at the inquiry by Mr. 
McMahon, the electrical engineer of the company, it would appear 
that leakage of electric current has been known to occur between 
the power rail and the running rails, due to an accumulation of 
iron dust and carbon dust on the sleepers and insulators, the leak- 
age being sufficient to set this dust and the upper surface of the 
sleepers on fire. It is possible that the ргеғепё fire was caused in 
some euch manner, or it might have happened that this dust was 
ignited by sparks from the shoes of a locomotive. 

Having regard to the considerable time which elapsed between 
‘the discovery of the fire and any signs of electric arc on the spot, 
or opening of circuit-breakers at the works, it seems probable that 
the fire did not originate from any defect in the insulation or in 
the continuity of the electrical cables, but began with a smoulder- 
ing which may have developed into flames by the draught of 
passing trains, 

Although permanent way men walk through the tunnels every 
night, cl away rubbish, the tunnels are extremely dirty, and 
some of the dirt is of a dangerous character, namely, that which 
consists of iron dust and carbon dust, the former from the brake 
shoes, wheels and rails, the latter from the carbon brushes of the 
motors. In addition to this, there is in some places a good deal of 


5.40 fm. and endeavoured to extinguish it with sand. They sub- 
6 


oil drippings. The insulators are said to be cleaned once іп three 
or four months. | "m 

This dust is inflammable. The coating of dust on a wire will 
burn with a smouldering glow, if ignited, and will, if fanned, say 
by the draught of a passing train, burst into flames. The sides of 
the tunnels and the wires carried along them are covered with it. 
When dust accumulates on an insulator it sometimes forms a path 
for an electric leak, which ignites it, and this may set fire to a 
sleeper. Such small fires have been experienced. When a driver 
sees one, he informs the station-master of the next station, who 
telephones back, and the driver of another train, being warned, 
stops and extinguishes it with a brush. Pieces of waste have also 
been found on fire. Each locomotive carries & bucket of sand and 
& 10-gallon tank of water, which is connected with the compressed 
air tank, enabling a jet to be tbrown. 

Had the large T in the invert below the cross-over, some 
20 ft. wide by 64 ft. long and 8 ft. deep at the middle, been filled 
in and flush with the sleepers, it seems likely that the fire, confined 
to the surface, could have been extinguished by sand. 

The fire spread laterally in both directions, but lengthwise only 
for a few feet. As the flames and heat increased, the disused 
signal cabin above the cross-over road took fire, and was completely 
burned out. i 

The original accounts of the event were much exaggerated; at 
no time were any passengers in danger. It appears 
that according to the ordinary course, if there is any un- 
usual delay, the signalmen, without waiting for orders, would 
switch the lights on in the tunnel, and the driver would put bis 
telephone on to the wires and communicate with the signalman, 
and ask for instructions. The passengers, if necesrary, could leave 
the train at either end, and would walk out along a lighted tunnel. 

“With a view to reducing the risk of fire, or, what is worse 
than ce of smoke, we make the following recommendations, 
namely :— | 

“ 1. Considerably greater attention shonld be given to cleanli- 
ness; dust should be more carefully removed. 

“2. A liberal use of whitewash would enable any accumulation 
of dust to be detected. | 

“3. The filling up of the inverts, particularly of the large tunnels, 
should be carried out. 

14. No electric wires or cables should be carried below or 
between the sleepers, but should be neatly arranged along the sides 
of the tunnels, and all crossing of cables should be overhead. 

“5. The use of wood should be eliminated as far as possible; the 
planking and the wooden platforms should be replaced by slate or 
granolithic slabe. ° 

" 6. On discovery of a fire, all traffic should be stopped in that 
section until the fire is completely extinguished. 

“ 7. Prompt notice should be given to the Fire Brigade.” 


BOURNEMOUTH CORPORATION TRAMWAY 
ACCIDENT. | 


THE report to the Board of Trade, drawn up by Major J. W. 
Pringle, who conducted the inquiry, as to the cause of the accident 
which occurred on the Bournemouth Corporation Tramways about 
6:50 p.m. on May 1st, has just been published. 

In this case, car No. 72 was descending the incline from St. 
Michael's Courch, Poole Road, into Bournemouth Square, vid Poole 
Hill, the Triangle, and Avenue Road, when the driver lost control. 
The car attained a dangerously high speed, and eventually left 
the rails at the right-hand curve in Avenue Road, near the 
School of Cookery. If then crossed the left-hand footpath and 
plunged down a bank into the private garden of Fairlight Glen 


House, where it came to rest on the steep wooded slope, lying on 


its right side. 

There were at the time from 35 to 40 passengers on the car—10 
inside and the remainder on the upper deck. Of these, seven were 
killed, or died very shortly afterwards, and 26 were injared, some 
of them very seriously. The driver, who remained at his post, 
sustained a fractured rib and other in jaries. 

Car No. 72 was a double-deck (without top cover) bogie car, with 
eight wheels and maximum traction trucks (large wheels leading). 
It weighed about 12 tons unloaded and had seating accommodation 
for 30 inside and 31 outside passengers. The braking equipment 
included — 

1. Hand wheel brake on all eight wheels. 

2. Electromagnetic track e, with four shoes, [two on each 
rail. 

3. In addition, there was available the braking effect obtained 
by reversing the motors and using power either in series or on the 
highest (parallel) notcb. 

The car was fitted with four sand boxes, one at each corner, of the 
non-automatic type. 

The average gradient on the incline is about 1 in 18. The route, 
as a whole, is not one which, from the point of view of either 
curvature or gradient, can be described as exceptional for tramway 
working. | 

The Board of Trade Regulations governing the traffic оп the down- 
hill route are as followa:— | 

1. Speed limited to six miles an hour in Poole Hill, the Triangle, 
and Avenue Road as far as Fairlight Glen House, just above which 
the derailment took place. 

E 
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2 Е All cars have to be brought to а standstill at the top of Poole 

3. The track brake must be applied on all falling gradients of 
1 in 15 or steeper. 

In addition to the above, the Corporation had imposed compulsory 
бора on Poole Hill at Par's Corner, and in Avenue Road at Robson’s 
orner. | 

Judged by the number of fatalities, this accident is the most 
serious which has occurred on tramways in the United Kingdom. 
The general circumstances, however, are not peculiar. The deplorably 
long list of killed and injured in this case was due to the large 
number of passengers who happened to be travelling on the upper 
deck of the car, and to the unfortunate contingency that, just at 
the point of derailment, there was nothing substantial enough to 
prevent the car from planging down the embankment and over- 
turning. | 

On the day of the accident (May 1st) No. 72 car was driven by 
six different men, and travelled 99 4 miles. At 3 p.m. No. 1 controller 
was reported out of gear. Inspector Rushton readjusted the barrel, 
tested the controller, and found it worked properly. At 5.20 p.m. 
driver Wilton took charge of the car at Lansdown, and drove it from 
No.1 end. westward to the terminus at Poole, where he arrived 
about 6.8 p.m. He used the magnetic brake on this journey in 
descending Constitution Hill, and found it worked perfectly. 
Wilton left the terminus at Poole on his eastward journey to 
Bournemouth about 6.10 p.m., driving from No. 2 end. As far as 
the conduit pit in Poole Road, about 43 miles from the terminus, 
the journey was uneventful. The car was brought to rest at the 
conduit pit, and the plough attached to the underground conductor. 
Wilton restarted the car, by using one or two notches of power, 
until a speed of 3 or 4 miles an hour was attained. Power was 
then shut off, and the car allowed to run a little distance without 

wer. He applied three notches of magnetic brake about 65 yards 

m the conduit pit. There was no effect, and Wilton's first im- 
pression was that he had missed making contact on the notches. 
He worked further notches on the brake side and used sand, but 
there was still no effect. By this time the car was close to the 
usual stopping place at Par's Corner, and had attained a speed of 
10 or 12 miles an hour. He realised that the brake had failed ; 
bat was so confident that it was only a temporary failure, that he 
brought hie controller handle from the brake into the “ off 

ition, and allowed the car to run freely round Par’s Corner. 
He then reapplied the magnetic brake in the same manner notch 
by notch, but again without effect. A little more than half way 
between Par's and Robson’s Corners. e, about 280 yards from 
the top of the hill— Wilton applied his reversing|power, by bringing 
his controller handle into the off position, moving the reversing 
key into the backward position, and then using power, notch by 
notch, as far as the fifth. This had no retarding effect, although 
the automatic canopy switch was blown, and the car had attained a 
speed of 20 to 25 miles an hour at Robson’s Corner. Wilton then 
used his hand brake, which he had held in position ready to apply 
it all down the hill, but the speed was so great that there was little 
or no retardation, and the car left the rails on the curve above 
Fairlight Glen House, as has been described, about 460 yards from 
the starting point at the top of the hill. Wilton’s explanation for 

relying so long upon his magnetic brake was that on another occa- 
sion, about a year previous, the magnetic brake failed the first time 
he tried it, but worked beautifully on the second attempt. If he 
had known that the magnetic brake was not to be relied on, he 
could have taken the car down the hill in safety with the hand 
brake only. Wilton was absolutely sober on May ist; and he 
bears an excellent character for general sobriety and carefulness. 
On the curve where derailment took place, the original rails were 
taken up and relaid two or three years ago after the derailment of 
another car at the eame place. The outer rail was then raised so as 
to provide some superelevation, and a check rail was fitted to the 
inner rail. 

On May 14th certain trials were made on this particular curve, 
and speeds up to 12 to 13 miles an hour attained by different cars 
without derailment. These trials prove at all events that, not- 
withstanding the large amount of wear on the rails in proximity 
to the site of the accident, as regards speed there was a consider- 
able margin of safety beyond the authorised limit of six miles an 
hour, provided the wheel flanges were in fair condition. But the 
worn condition of the rails at the point of derailment and of the 
flangés was to some extent a contributory factor in the case. 

The Inspector examined car 72 before it had been moved from 
the position it occupied after the accident. The hand brake was 
applied, and the blocks were bearing on all wheels. At No. 2 
(leading) end both handles were in position on the controller, the 
reversing key being in the "backward" position, and the large 
handle at tbe last (seventh) brake notch. The automatic canopy 
switch was “out.” No. 2 controller was in good condition. One 
of the leads attached to the coil of the off rear magnetic brake shoe 
was broken, the break being of old standing; the insulation of the 
other lead to the same coil was damaged. Inside the car the leads 
to this shoe were disconnected. Only three out of the four mag- 
netic shoes were therefore available for use. 

There were some indications of flats“ on the treads of some of 
the wheels, but the marks were all so slight that it was evident 
that the wheels could not bave skidded for any appreciable dis- 
tance on the journey down the hill. The tires of the driving wheels 
‘showed signs of much wear. 

The cover of No. 1 controller was removed by Mr. Lait, depot 
superintendent, and foreman Robinson, on the evening of May 2nd. 
They found the reversing or motor barrel of this controller was not 
in its proper “off” position, but midway between “off” and 
"reverse," and that there was contact made with several of the 
reversing fingers. It was not realised at the time what effect this 


position of the reversing barrel in No.1 controller would have 
when the magnetic brake was applied from No. 2 controller, 
Nothing was therefore said at the time by these witnesses to 
anyone else regarding the wrong рее ва of the barrel. They 
easily turned or jarred the barrel back into its proper "of" 
position. 
. But the fact, which the evidence establishee, that, when Wilton 
lost control of the car, the reversing barrel at No. 1 end was 
making contact with the reversing fingers explains the failure of 
both the magnetic brake and the reversing power. The effect of 
this contact (with this type of controller), whilet the car was being 
driven from No. 2 end, would be to short-circuit the armatures of 
the motors, and prevent the generation of current by the motors. 
Consequently there would be no magnetisation of the steel blocks 
forming the shoes, and no attraction would be set up between the 
shoes and the rails. Similarly there would be no retardation when 
the reversing key was placed in the backward position, and the con- 
troller handle used in the highest power notches. 

At the time No. 72 car got out of control, it did not therefore 
matter whether there were three or four magnetic shoes available, 
forall would have been rendered useless by the position of the 


` reversing barrel at No. 1 end. 


There was so much slack play in the reversing barrel of No.1 
controller, that it was possible to move it by hand from the “ off.” 
into the midway position described, without using the handles 
It was also possible to effect the same result by manipulating the 
large handle sharply. The effect in both cases could be obtained 
without causing the teeth to override. 

The looseness in the working of No. 1 controller noticed by 
several of the witnesses may be accounted for by the fact that the 
original reversing barrel, supplied with the controller in 1906, 
had been replaced by another and older barrel, which had seen 
previous service. This barrel, besides having been subject to more 
wear and tear, may possibly have fitted the new controller with 
less accuracy. | 


Major Pringle’s general conclusions on the whole саве are аз 
follows :— 

1. The initial cause of the car getting out of control on this 
occasion was the incorrect position of the reversing barrel of No.1 
controller at the rear end, which rendered useless all the electrical 
braking equipment whilst the car was being driven from No.? 
controller. | 

2. Consequently the only available means of checking the speed 
of the car down the hill was the hand brake with ite wheel blocks. 
These were in good order, and if Wilton had recognised at sn 
earlier moment—say, when he was rounding Par's Corner— that the 
magnetic brake and reversing power were useless, he could, by 
careful management of the hand brake, and the use of sand, have 
negotiated the remainder of the decline in safety. | 

3. The incorrect position of the reversing barre] was not, in my 
opinion, due to mismanagement of the handles by the driver, but 
to looseness in the mechanism of the controller, due to wear and 
tear and want of proper maintenance. | 

Wilton’s failure to recognise more quickly that his electric brakes 
were useless does not, in my opinion, amount to more than #1 
error of judgment; and he deserves credit for remaining at bis 
post till the last moment. 


No cars should be permitted to be on service without their ЁШ 
brake equipment. 
. The position of the sand pipes in the large cars can be improved. 
On No. 72 they were placed 24 in. from the wheel contact. Dry 
sand delivered at such a distance will of necessity fall clear of the 
rails on а curve, and even on a straight road be more liable to be 
blown away from the desired spot by any current of ай. The 
distance should be reduced by one-half at least. 

The rails on the curve where derailment took place require to be 
renewed, preferably with a wider groove than that originally used. 

As regards the magnetic brake, it is now generally recognised 
that it should not be reserved only for emergency purposes, and for 
descending steep gradients, but should be in common use. 

The training of drivers is not given the attention it deserves. 

The organisation of the tramway department is open to criticism. 
So far there has been no regular manager at Bournmouth. The 
control seems to have been divided between the borough engineer, 
the traffic manager, and others. No one officer is responsible to the 
Corporation for the administration of the whole undertaking. This 
cannot be a satisfactory arrangement. I strongly advise the 
Corporation to make a change in the organisation, by selecting 1n 
open competition a properly qualified general manager, and give 
him control over the whole department. The critical period for 
tramways is not during the first three or four years, when equip- 
ments, &c., are comparatively new. It is later on, when mechanism 
begins to wear out and renewals have to be made. Premous 
experience of some length is then of first importancee. 


Lancashire Depression and the Electrical Industry. 
A correspondent learns from representatives of several leading 
cotton spinning and manufacturing firms, as well as оше! 
proprietors in South-East Lancashire, that the wave of, depreseio 
and uncertainty now being experienced in Lancashire is keeping 
back various developments, including the substitution of electri d 
for steam driving, which they have had under consideration р 
some time past. 'l'hey assure the writer, however, that the schem 
will be put into operation as soon as practicable. 
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ELECTRIC COOKING APPARATUS. 


We are pleased to observe on the strength of three demonstrations 
of electric cooking, which have come to our knowledge within four 
days—that the manufacturers of apparatus and suppliers of electri- 
city for this purpose are bestirring themselves in good earnest. We 
have on previous occasions insisted on the. importance of the 
applications of electricity to cooking and heating; continued 


Fig. 1.—Tse “ Teicity " CooKEs. 


improvements in the apparatus and utensils employed will do much 
to hasten the popular realisation of the advantages of electricity, 
with corresponding benefit to the supply engineer's much-petted 
load-factor, and one of the most important directions in which 


improvement ean take place is in that of cheapness. 
This must not, however, be obtained at the cost of durability, 


and nothing can have a more deterrent effect upon actual or would- | 


be users than repeated breakdowns. In this respect the “ Tricity " 
cooker, which is being introduced by the Berry Construction Oo., 
Ltd., Charing Cross House, London, W. C., possesses the great 
advantage that it can be left in at full power all day without 
suffering the slightest injury; it may, in fact, be used as an efficient 
radiator for heating s room, as it can easily be carried about, and 
can be connected with a wall-plug. The “Tricity” cooker 
differs entirely from any other electric cooker with which 
we are acquainted; it consists ersentially of а trans- 
former, the secondary of which energises a copper heating 
coil situated close to the lower side of a cast-iron disk, which forms 
the top of the cooker—the business end of it. The disk 
is heated partly by conduction from the coil and partly 
by induced eddy currents; as there is a fairly strong mag- 
netic field above the dish, any metallic object, such as a flatiron, 


placed on the dish is also heated by eddy currents, which hasten- 


the rate of heating. The iron disk is insulated thermally and 
electrically by a substantial block of marble. The right-hand 
switch seen on the front of the cooker gives three degrees of heat- 
ing, and an off position, while the left-hand switch, connecting 


Fic. 2.—Сосккв w. H GRILL IN POSITION. 


n primary windings in series or parallel, doubles the number; 
e віх steps thus obtained range from 150 to 900 watts. The 
power factor of the cooker (whicb, it will be observed, can be used 
$ "be 4.0. circuite) is very high, reaching 96 or 97 per cent. at 

n oad, and not falling below 85 per cent. at light load. 

Y might be thought that this simple cooker would have 
* limited range of utility; it can, however, be used for a 
Great variety of cooking operations—-boiling, stewing, frying, 


grilling, toasting, heating irons, &c. The arrangement for grilling 
із shown in fig. 2; a nickal-plated griller fits closely on the cooking 
plate, while an annular tin trough surrounding the top of the 
cooker catches all dripping, &c. At maximum load the cooking 
plate attains to a dull red heat, visible only in the dark, but hot 
enough for toasting. The kettles, saucepans, &c., used with this 
cooker are the ordinary inexpensive patterns, the only modification 
being the insertion of a flat dished copper bottom, which fits neatly 
over the plate, and is in close contact with it. As the cooker is 
neither heavy nor hot, it can stand conveniently ona small table in 
any room. Chinaware stewpots with flat bottoms, ground to fit the 
plate, can be used both for cooking and for serving up at table. 
On placing a wire guard over the cooker, it can be used for airing 
clothes with perfect safety. With electricity at 1d. per unit, 18 
pints of water can be boiled for 1d.; 48 chops can be grilled, or 
24 rounds of bread toasted, for the same outlay, and at tbe lowest 
héat, 1d. will run the cooker for seven hours. It will be seen that 
the "Tricity ” cooker offers many attractions to the householder, 
and should prove a valuable aid tothe central station engineer, 
who is desirous of letting out cookers on bire. 

We turn now to an account of an electric ccoking exhibit at Messrs. 
James Fleming’s Restaurants, Ltd., 68, Oxford Street, W. The 
cooking араа» which was manufactured by the Phoenix Electric 
Heating Co., Ltd., has been lent for the purpose by the St. Mary- 
lebone Borough Council Electricity Department, and tbe test is 
being carried out with a 'view to determining the practical value, 
both as regards cost and result:, of electric cooking. The apparatus 


Fre. 3.—TuHE “ Рноюміх " GRILLER. 


in use comprises one four-heat oven, one 15 in. x 10 in. grill con- 
suming 1,800 watts, one toaster of very similar construction to the 
grill, one egg poacher consuming 600 watts, and one hot plate. 
The apparatus is metered separately, and consequently it is possible 
to arrive at the exact cost of working under practical conditions. 

All the chops, steaks and poached eggs supplied by the restaurant 
are now cooked electrically, and the results have proved most 
satisfactory. Mr. Fleming, the managing director of the company, 
bas kept the records personally, and as his experience of eight 
days’ working gives the following figures :— 

The average daily consumption was 393 units, the cost of which 
is approximately 3s. 8d., it being calculated that the price on the 
maximum demand system will work out at about 14d. per unit. 

The large grill will cook 12 chops at one time, and the cost in 
this case is slightly over 14d. per hour. In eight days 678 chops 
and steaks were cooked to this grill, and the cost per chop or steak 
worked out at three-sixteenths of a penny. 

The egg poacher consumes on the average 54 units per day, and 
the hotplate and small toasting grill, which are both connected to 


the same meter, consume 114 units; the oven, which is used for. 


heating plates, consumes 82 units. . 

The griller and toaster, which constitute quite a new departure, 
are very interesting. The griller, which is illustrated in fig. 3, 
is of new design; it consists of a frame standing on four legs, 
and carrying beneath the cover an array of spiral Phoonix” 
wires supported on insulators. Above the wires there is a thick 
layer of thermal] insulation, surmounted by a polished hot plate, 
which can be used for keeping dishes warm. Below the wires 
is the grill, which slides into either of, two shelves, so that the 
grill can be put close to the heaters or further away, according 
to the requirements of the cooking operation in progress. The 
wires run at red heat, and are proportioned to suit any voltage 
up to 258 volts. If desired, a heater can be added under the hot- 
plate, enabling the latter to be used for boiling. 

The griller is made in three standard sizes; that in use at Messrs. 
Fleming’s is the largest, baving two divisions each taking about 
5 amperes at 200 volts, and can grill chops in 8 to 10 minutes. 
These grillers, being of the pure resistance type, can be used on 
either А.С. or D. c. circuits. | 

From the point of. view of the cook, the results have been 
extremely satisfactory; the electrically-grilled chop or steak is, in 
Mr. Fleming's opinion, & considerable improvement on those 
cooked on a gas grill, and, owing greatly to the entire absence of 
burning, the results are also considered superior to those obtained 
with a coke or coal fire. 

We may add that the Bt. Marylebone Electricity department 
also has a large demonstration grill in use at Messrs. Slaters 
Oxford Street, and the Green Man public house, Euston Road. 
Another is being supplied to the Earl Russell, Mortimer Street, and 
the department is arranging to lend out apparatus in this manner 
to several other restaurants, dining rooms and flats in the borough. 
With a view to testing the matter still further, it is also supplying 
& large oven to Messrs. D. and H. Evans, of Oxford Street, which 
will be used side by side with several gas ovens. | 
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NEW ELEOTRICAL DEVICES, FITTINGS, 
AND PLANT. 


The “Н, O. Е. ^ Ironclad Switch. 


Messrs. Н. О. FARRELL & Co., of Moss Side, Manchester, have 
sent us particulars of their new H. O. F.“ ironclad type knife 
switch, which we illustrate in fig. 1. 

The switch is suitable for any pressure up to 500 volta. It is fitted 
with double blades, so designed that in closing the switch the ends 
of the blade entering the top contact are forced together, and the 


/ 
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Fig. 1.—THE H. O. F. IBONCLAD SwiITCH. 


other ends, in the pivot contact block, are correspondingly foroed 
apart, thus gíving good contact pressure at both ends of the blade. 
In opening the switch, the release of the blades from the top 
contacts immediately relieves the pressure at the pivot and leaves 
the blades free to open rapidly. The switch cannot remain in an 
intermediate position, and the arrangement provides for taking up 
the wear automatically. 


The switch cases are asbestos-lined, and the cable holes are 
bushed. 


New Patent Lampholder, and Conduit Clip. 


Few electrical appliances have called forth greater ingenuity or 
resulted in a greater number of patents than the incandescent 
lampholder. We have never, however, seen a more ingenious 
device than that which has just been brought out by the METALLIC 
SEAMLESS Tung Co., Lro., Wiggin Street, Birmingham, and is 
illustrated herewith. 

The essential novelty in the construction of this holder is the 
provision for wiring. Perhaps the most objectionable detail in the 
ordinary holder is the screw terminal attachment. The confined 
space, and the high voltages to be dealt with, render it a difficult 
matter to devise a really satisfactory attachment, though some 
remarkably clever methods have been introduced. In the early 
days, when little, if any, care was taken to provide against the 
accidental contact of loose strands of flexible wire with the 
metallic shell of the holder, innumerable short-circuits took place, 
and we have no doubt that human lives have been lost through 


contact with live holdera. The ideal would bea terminal continuous 
and coucentric with the lamp lead, with no screw attachment, yet 
so powerful a grip that the lead could not be pulled out; the metal 
parts to be surrounded by porcelain, and the danger of loose 
strands to be entirely obviated. We are bold enough to assert that 
the holder before us conforms closely to this ideal in every respect. 

The operation of wiring is simplicity itself: push the copper 
wire into the terminal, then pull it, and the operation is com- 
pleted. The wire itself will give way rather than slip; we have 
proved this by triala with flexible and solid wires, The contact is 
electrically excellent. There is nothing tricky about the device ; 
any fool can use it, and can hardly make any mistake, though the 
ability of fools to find ways of making mistakes is truly mar- 


vellous. The parts are enclosed in porcelain except at the end, and 
the ends of the leads are entirely enclosed within the terminals, 
The lampholder is shown in the accompanying figures 2 and 3. 
The terminal consists of a brass cylinder enclosing the usual plunger 
and spring for the lamp contact, and a second plunger which 
receives the wire; the whole is held together by a tubular nut 
screwing on to the cylinder aforesaid. It will be noted that only 


Fra. 4.—CONDUIT SUPPORTED sy New PATTERN Crips. 


one spring ia used. The second plunger is drilled to receive the 
wire (which cannot, however, pass completely through it), and 
possesses a conical enlargement at the middle, with three apertures 
in which are housed tiny brass balls. The interior of the brass nut 
is also slightly lon gree It will be seen that when a wire is pushed 
into the terminal it will pass between the balls; on pulling the 
wire, the spring will push ont the plunger, wedging the balls 
between the wire and the conical seat, and the harder the wire is 
pulled the more tightly it is gripped. The electrical contact is 
direct from the wire through the bails to the nut. A more simple 
or effective device could hardly be imagined, and we congratulate 
the inventor upon this admirable product of his ingenuity. - 

The Metallic Seamless Tube Co. are also introducing a new 
pattern clip for conduit work (registered design No. 529,083), which 
is intended for fixing conduit runs on uneven walls or in damp 


situations. Fig. 4 shows a section of tube supported by two of 
these clips. 


SE чат eus 


BUSINESS NOTES. 


The Rubber Exhibition.—The International Rubber 
and Allied Trades Exhibition at Olympia, which opened on the 
14th inst, and will close to-morrow, is the first of ite kind, though 
a non-international Rubber Exhibition, the parent of the present 
one, was held in Ceylon in 1906, Sir Henry Blake being president 
of both. While the exhibits in general appeal rather to the 
numerous persons connected with the rubber and allied trades than 
to the general public, there is much to interest the layman in the 
Exhibition, and it is surprising to find how largely we are depen- 
dent upon rubber for the innumerable conveniences and comforts 
of modern civilisation. 

We hardly need say that the cultivation, collection and manu 


facture of rubber are exhaustively exemplified in the Exhibition, 
which has been supported by numerous Governments, colonial and 
foreign; Ceylon, 


the nursery of the cultivated rubber tree, is 
especially prominent, her plantations now occupying 180,000 acres, 
and in a few years’ time the output of rubber from this colony will 
probably be very large and valuable. The Straits Settlements and 
Malay States, into which Para rabber was introduced from Ceylon, 
have also a good exhibit, while the Dutch Colonies, Brazil (the chief 
source of native rubber), Mexico, and the West Indies, also show 
important exhibita. | 

Turning to the Резе exhibitors, we note that the India-Rubber, 
Gutta-Percha and Telegraph Works Co., Ltd., of Silvertown, show 
a great variety of rubber goods, including, of course, many applica- 
tions of pure and vulcanised rubber and ebonite to electrical 
purposes, with which our readers are already familiar. Pliers with 
ebonite-covered handles, beautifully finished ; ebonite-covered bolts 
for switchboard panels, &c.; ebonite parts for telephone instra- 
ments and apparatus, and vulcanised fibre, were amongst the 
items that we noticed at their stand. Cycle and motor tires, golf 
balls, &c., are not without interest to many electrical men, to say 


nothing of insulated cables. The principal feature of the stand is 
о а india-rubber tiling which the company have just 
introduced, 


, and which being silent, clean, durable and ornamental, 
forms an ideal flooring material Messrs. eil & Young 
showed the “ Bandy " electric punkahs, and the Société Industrielle 
des Téléphones exhibited a variety of electric lighting and tele- 
phone apparatus. 

Dynamometers and other instruments for testing rubber were 
shown by Messrs. A. D. Cillard File, Paris, and Mr. Louis Schopper, 
Leipzig. Other exhibits of interest to electrical engineers con- 
sisted of machines for manufacturing rubber, driven by electric 
motors ; such machines were shown by Messrs, David Bridge & Co., 
Castleton; Messrs. Francis Shaw & Co, Bradford, Manchester ; 
Messrs. Robt. Warner & Co., Ltd., Walton-on-the-Naze; and 
Messrs. Werner, Pfleiderer & Perkins, Ltd., Peterborough. 
Messrs. E. R. & F. Turner, Ltd., Ipswich, showed their chilled 
steel rolls, and Messrs. Tangyes, Ltd., a number of gas, oil and 


steam engines. We propose to refer again to some of the exhibits 
in a future issue, 
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Book Notices.— Who's Who in Mining and Metallurgy, 
1908. Founded by George Safford. London: The Mining Journal.— 
This is a new work, and from a perusal of the information appearing 
in the first issue, we should say that it will be of value to those 
having to do with the mining and metallurgical industries. Biograph- 
ical notices appear of mining engineers and metallurgists in this 
and some other countries, and the rest of the book is occupied with 
particulars of the various institutes and societies at home and abroad 
to which such men belong. The price (158.) may seem high for а 
book of less than 200 pages, but it is well bound and ite gilt 
lettering and edging give it a good appearance. 

“Calcul Blectrique et Mécanique des Distributions d'Energie." 
Lecture by J. H. Jacobsen. Paris: From the author, 23, Rue 
Bandin. Price 2 fr. 25 c. 

“Transactions of the North-East Coast Institate of Engineers 
and Shipbuilders.” September. Vol. XXIV, Part 8. London 
and Newcastle: A. Reid & Co. 1908. 

“Tin-Plate Working.” By R. H. Clarke. London: Technical 
Publishing Co., Ltd. 1908. Price 1s. 6d. net. | 

„Modern Power Gas Producer Practice and Applications.” Ву 
Allen. London: Technical Publishing Oo., Ltd. 1908. Price 

8. net. 

Deed of Assignment.— F. A. Fraser and F. O. MILLS 
(Electrical Engineering and Maintenance Co., 49, Lime Street, 
London, E.C., electrical fittings factors and contractors).—A meet- 
ing of creditors was held at the offices of the British Traders’ Pro- 
tection Association, Balfour House, E. C., on 18th inst., Mr. 
R. Betteley (of the General Electric Oo., Ltd., who are the largest 
trade creditors), presiding. A statement of affairs was submitted, 
showing assets £1,033, and liabilities £2,291, showing a deficiency 
of £1,258. A resolution was passed agreeing that the business be 
carried on by a trustee under a deed of assignment of the whole of 
the debtors’ estate, with power to employ the debtors at £3 per 
week each, and that the debtors have their discharge when 108. in 
the £ has been paid to the trade creditors and all coste and 
expenses. Mr. G. E. Corfield was appointed trustee, with Messrs. 
Betteley, J. W. Rook (Sloan Electrical Co., Ltd.) and Mr. E. H. 
Hawkins as a committee of inspection ; the costs of suing creditors 
to be paid in full. The above arrangements were agreed to subject 
E the M creditors postponing their claims until the 10s. in the £ 

paid. 


A Mexican Contract.—A telegram from Mexico of 
the date of September 14th, announces that the Siemens-Schuckert 
Works Co. has obtained, through its branch in that city, the order 
for the machinery and installation of the hydro-electric works on 
the Lake of Chapala, near Guadalajara. It is estimated that the 
total expenditure on the works will amount to £750,000. 


Franco-British Exhibition. — Messrs. ALFRED 
HERBERT, LTD., of Coventry, have been awarded the Grand Prix 
for their exhibit of labour-saving machine tools at the above 
Exhibition. 

Trade Announcements.—THE ACCESSORIES MANT- 
FACTUBING Co., Lrp., announce that Mr. Arthur A. White, for many 
years with Messrs. Hale Bros., and latterly with Messrs. Baxter and 
Caunter, will, from September 26th, be representing them. 

THE Preston Exectaic Co., Lrp., have removed their offices to 
more central and convenient premises at No. 24, Warwick 
Chambers, Corporation Street, Birmingham (telephone number, 
6,052 Central). 

. Messrs. Duck & Woop, manufacturing electrical engineers, 
ignition specialists and contractors, are now inetalled in their new 
premises, 47, London Road, Croydon, and they invite firms to 


forward lista. 


THE ELECTRICAL APPARATUS Co., LTD., have now removed their 
offices to their Battersea Works (Milford Works, Queen's Road, 
Battersea), where all letters should be addressed. 


Auction Sales.—On October 7th, Messrs. WHEATLEY 
Ктвк, Price & Co. will offer for sale by auction, certain colliery 
plant, including electric power plant, consequent upon the dis- 
mantling of the Blenkinsopp and Gapshields Collieries, Greenhead, 
near Haltwhistle, Northumberland. On September 30th Mr. 
Frank G. Bowen will sell by auction at Camden Town, a quantity 
of surplus electrical, motor, and general engineering plant and 
rock Particulars will be found among our advertisements 

ау. | 

Messrs, E. Ёсѕнтом, Son & KENvoN are to offer the works, plant 
and stock of W. T. Garnett’s Cable Co., Bradford, for sale by auction 
on October 8th. Particulars appear in an advertisement to-day. 


Dissolutions and Liquidations.—THe CYCLOIDAL 
Escmz Co., Lrp.—A meeting is to be held at 87-89, Aldgate, E. C., 
on October 19th, to hear an account of the winding-up from the 
liquidator, Mr. C. S. Drummond. 

The firm of Fyre, WILSON & Co., electrical engineers, &c., of 74, 
York Street, Glasgow, of which Mr. A. M. Fyfe and Mr. W. R. 
Wilson were sole partners, has been dissolved by the retirement of 
Mr. Wilson. Mr. Fyfe will continue to carry on the business under 
the old style, and will attend to debts. 

Tun ELEOTRICAL INSTRUMENT MANUFACTURERS, Lro., Freesy- 
water, Waltham Cross. — First meetings of creditors and contri- 
butories are to be held at 14, Bedford Row, London, W.C., on 
October 2nd, 


Fires and their Causes —Tue Prarson Fire 
ALARM, Lrp., Redcross Street, E.C., inform us that, writing from 
Messrs, Jolly & Sone, Ltd., Milsom Street, Bath, on August 24th 

Mr. J. D. Allen, a director, said:—'' Yesterday we had а 
further proof of the value of your alarm. An electric wire fused 


aud set on fire the gas supply. Within а few minutes the Bath 
Fire Brigade responded to the call set up by the alarm." The 
Pearson Co. were the pioneers of fire alarm protection in this 
oountry, and are now protecting upwards of £19,000,000 worth of 
property. The majority of their subscribers use electricity for 
lighting and power purposes, bnt out of the 54 fires that have been 
notified by their alarm, the above is the first instance of one having 
been caused by electricity. This speaks well for the safety of 
buildings generally where electricity is used. 


Catalogues and Lists,.—THE GENERAL ELECTRIC Co., 
Lrp., 71, Queen Victoria Street, London, E.C.—New pocket size 
booklet (No. L, 1,258) of 48 pages, in which are given illustrations, 
brief particulars and prices of the firm's leading lines in electric 
bells, pushes, indicators, batteries, cella, wires, and cables, of which 
prices have been reduced ; also leaflet S, 1,268, showing, and giving 
prices of, Osram lamps of 200, 300 and 400 c.r., and illustrating two 
other new types of these lamps (a 25-volt, 10 and 16-с.р., and a 
25-volt, 10, 16 and 25-c.». Osram, round bulb). 

Tue I.T.E. Егествіс Co. (1907), Lro., 72, Finsbury Pavement, 
E.C.—Leaflet relating to, and giving prices of, the Shawmut ” 
extended terminal lug type enclosed fuses. 

Messrs. SrgwENS Bros. Dynamo Works, Lrp., York Mansion, 
Westminster.— Meter pamphlet (40 pp.) containing illustrated 
particulars, with explanatory diagrams of connections of their 
ampere-hour and watt-hour meters, and instructions for their use. 
Also new price sheet, giving particulars of the Solar” fittings for 
Tantalum sun and spherical carbon-filament lamps; pendant, 
corona, and festoon methods of using these fittings are shown. 

LDS ELAC TRIO Co., Lro., Park Cross Street, Leeds.— Advance 
leaflet describing their Goliath and porpoise wire, telephone and 
bell wires, which it is claimed will not perish or crack with age, 
and will resist damp and other installation troubles. The inner 
covering of the wire is of ''Resistite." The wire is packed in 
patent Autocoil cases, rendering wiring from any number of 
colours at one time an easy matter.  Porpoise wire is not quite so 
thickly insulated as Goliath wire. l 

Енрогттніс MaxuraocroRNG Co., Lro., 613, Fore Street, 
London, E.C.—List with specimen prints of their labels in ivory, 
metal, &c., for affixing to electrical and other manufactures. 

Ошон ErzcrRI10 Co., Lro., Park Street, Southwark, S.E.— 
List No. 1,404, dealing with their hoisting gear, counter-balance 
weights and accessories for arc lamps; also No. 1,405, relating to 
their guide attachments and cradles for arc lamps. 

THE Loxpon ELECTRICO Fram, George Street, Croydon.—32-page 
catalogue (No. 113), which contains photographic views of a number 
of buildings, thoroughfares and other places where the firm's patent 
poeitive action weight-relieving contact devices, or their self- 
sustaining winches, are installed. 

Messrs. DRAKE & Goruam, LTD. 66, Victoria Street, S.W.— 
New catalogue, consisting of a number of illustrated lists dealing 
with a variety of their electrical supplies and manufactures, includ- 
ing tantalum lamps, with many fittings and accessories for same ; 
Osram lamps, with instructions as to their use, and with particulars 
of fittings, auto-transformers, balancers, &c.; switchboards, switch- 


| gear and accessories relating thereto; Watkin switches, two-part 


china insulators, &c. 

THe Егествіс CONTROL, LTD., Reid Street, Bridgeton, Glasgow. 
—Advance proof of 20-page pamphlet, wherein they describe their 
„Empire electric control apparatus. Automatic starters for p.c. 
and л.с. are particularised, with wiring diagram, dimensional figures 
and prices, as are also starters for single-phase motors, auxiliary 
devices for Empire starters, A. C. solenoid switches, remote-control 
switches, and remote-control lighting panels. 

Messrs. S81«PLEx Conpurrs, Lro., Birmingham and London.— 
New catalogue dealing with distribution boards and switchgear. 
For some years the company has devoted a large department to the 
manufacture of distribution boards of all descriptions, and to meet 
all requirements, They have now extended this department fcr 
the manufacture of enclosed fuses, and are prepared to manu- 
facture fuses to any specification or requirements, and of any 
capacity. The few lines illustrated in this catalogue of 36 pp., are 
not to be regarded as the extent of their facilities in this direction. 
A perusal of the catalogue shows that the company have adapted all 
their better quality boards for use with the enclosed fuses. The 
catalogue includes a complete range of distribution boards from a 
cheap wood case ooard for ordinary house work, to heavy cast-iron 
patterns suitable for railways, collieries, &c. List numbers, prices 
and sizes are tabulated. 

ETABLISSEMENTS AUBERT-GRENIER, Dijon.—Pamphlet relating 
to the firm's works and exhibit at the Marseilles Electrical 
Exhibition. They are constructing an underground cable for 
40,000 volts a.c., and are carrying out a three-pbase system, 10 km. 
long, at 20,000 volte. ' 

THE ARMORDUCT MANUFACTURING Co., Lrp., Farringdon Avenue, 
E.C.—Catalogue of 115 pages (with a striking cover) particularising 
a great variety of electrical accessories, including lamp-holders, 
ceiling roses, switches, wall-plugs, main switches, measuring 
instruments, electric light fittings and. fixtures, and glass-ware, 
electric bells and telephones and accessories for same, wireman'a 
tools and sundries, electric fans, &c. 

Мевзвв. C. & E. Layton, 56, Farringdon Street, E.C.—Pros- 
pectus concerning the improved arithmometer and the Odhner 
calculating machine. 

For Sale.—Heywood Electricity and Tramways Com- 
mittee is inviting offers for the purchase of two 60-KWw. Reavell- 
Crompton steam dynamos (500 н.р.м. х 400 to 500 volts) ^ Oilers 
by 28th inst. to Mr. Stott, electrical engineer. 

Freehold manufacturing premises. See our advertisement pages 
in this issue. 
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LIGHTING and POWER NOTES. 


Aberdeen.—It was brought under thé notice of the 
Electricity Committee that the м.р. system of charging for elec- 
tricity as applied in the city, fell with exceeding severity upon 
the churches, notwithstanding the easy conditions under which 
they were supplied. Churches are now to be supplied with energy 
for lighting purposes at 3d. per unit, instead of having as hitherto 
to pay the maximum price. І 


Beckenham.—A L. G. B. inquiry was held on Tuesday 
into tbe application of the local authority for sanction to borrow 
the sum of £1,750 for the purpose of converting the existing incan- 
descent gas street lighting to electricity. It was stated that it 
was proposed to replace 596 gas lamps with 572 metallic-filament 
lamps. The present. cost of lighting by gas for the number of lamps 
mentioned was £1,745, and the estimated cost by electricity was 
£1,482. Experimenta! metal-filament lamps were found to have 
more than the estimated average life, the figure being 1,602 hours. 
The lamps had been kept going night and day from June 16th to 
September 9th, and in some cases they had lasted 2,070 hours and 
were still being used. The real average might prove to be longer, 
and the cost of the lamps themselves would possibly fall in time. 
They were found to work much better than the gas mantles, for 
while, in case of the latter, none had been found to start at the 
nominal candle-power, and all deteriorhted, in the case of the 
electric lamps, the average candle-power for the first 300 hours was 
41:9, while for the next 300 hours it had risen to 42:1, and for the 
900 hours it was still 42. 


Bury.—In the course of his evidence at the recent 
L.G.B. inquiry, in connection with the Corporation's application to 
borrow £72,000, Mr. E. J. Wateon, the electrical engineer, stated 
that they had made a canvass of the town with a view to ascer- 
taining the possible power supply business, and found that.some 
37,544 Нр. was in use. Those who used less than 100 н.р. 
numbered 80, with an aggregate of 3,308 H.P. ; of from 160-250 н.р. 
there were 27 users, aggregating some 4,576 H.P.; between 250 and 
500 H.P, 18 users with 7,465 EH. p.; upwards of 500 н. p., 
aggregate power 22,195 H.P., among 20 users The above 
are exclusive of the 145 users of electric motors with some 1,800 H. P. 
connected. The canvass also showed thé great diversity of the 
trades in the town. 


Canada.— Although the Ontario Power Commission is а 
Government affair, and, therefore, considered unassailable, it 
has troubles of its own. The position of Toronto, which entered 
into a contract with the Hydro-Electric Commission, was con- 
sidered unassailable; yet two injunctions have been taken out 
and a big legal fight over power has taken place in that city, and 
Toronto is not a solitary exception. It is claimed in the writs 
that the City Council had no authority to enter into any contract 
with the Commission, and it is sought to restrain any action on 
the by-law. Gainsborough is also objecting to the Hydro-Electrio 
Power line going through the township on the highways, princi- 
pally because they will have to take 8 ft. off the roadway and 8 ft. 
of private ground. It is claimed that being a commercial enter- 
prise the line should buy the right-of-way. [ 


Clacton-on-Sea.—A further loan of £1,000 for E.L. 
purposes has been applied for by the U.D.C. 


Continental Notes. —BtuLcarra.—La Société d'Elec- 
tricité de Sofia et de Bulgarie is the name of a new company which 
has just been formed in Brussele with a capital cf £140,000, to 
acquire and work a concession for the supply of electrical energy 
for lighting and power purposes in Sofia. 

ІтАт.у. — Тһе authorities of the province of Umbria have received 
an application for a concession to pat down a plant to utilise the 
water-power of the River Nera in the generation of electrical 
energy for lighting and power purposes in the town of Spoleto. 

KoLBERG.— The Town Council has decided to expend £23,000 on 
a new electric generating station. 

GoTTINGEN.—The District Council proposes to utilise the water- 
power available at Obernjese for a large electric generating station. 

KorsTEIN.—The Kirchbarkan local authorities propose to erect a 
central station to supply a namber of villages in the district with 
light and power. 

FLONHEIM.— £40,000 is to be expended on а central station to 
supply 18 villages in Itheishessen. 


Croydon.—At the B.C. meeting on Monday ће E. L. 
Committee reported the failure of the Weber Concrete and Con- 
struction Co. to carry out its contract (for coal bunkers, receiving 
hopper and constructional steel work at the electric light works) 
„with due diligence and expedition." It recommended that after 
tendering seven days’ notice in writing to the contractors the work 
should be placed in other hands. The Committee has a bond with 
a fidelity company for 4500, and, therefore, the Council will 
sustain no monetary loss. 


Dublin.—Councillor Murray has given notice of a 
motion for the provision of electric street lighting in all streets 
where maina are laid. The proposal is to adopt Osram lamps 
in the existing gas standards, which belong to the Corporation, 
the initial expenditure being 10s. per lamp, aud the annual cost 
£4 per lamp. ‘The proposal atfecta 1,500 lamps. 

The question of electric lighting came up for discussion on 
September 17th, at the monthiy meeting of the Richmond District 


Asylum, when Mr. H. T. Harris's report on the question was con- 


sidered at length. 


Dundee.—In reply to a request by the Corporation for 
permission to borrow £60,000 to defray the cost of erecting the 
new electricity station and sub-stations, the Secretary for Scotland 
has agreed to the borrowing of £40,000. On Monday night tenders 
forthe building of the sub-station were accepted, amounting to 
£1,800. The work is to be hurried on. 

The Fife Linoleum Co. has decided to have its machinery elec- 
trically-driven throughout, the power to be supplied from the 


Corporation’s mains. Supplv will also be given for 200 lamps. . 


Mr. Alexander N. Melville, Kirkcaldy, is the contractor for the 


complete installation. 


Felixstowe.—The U. D.C. has held its special meeting 
relative to the purchase of the electricity undertaking, and a 
resolution was adopted that conditional on the Council's consulting 
engineer's estimate for new works to be erected by the Council not 
exceeding £7,500 (a figure he had previously given), the Council 
will offer the company £8,000 for the whole of its undertaking and 


interest in the area. 


Heston and Isleworth.— The Electric Lighting Com- 
mittee of the U.D.C. has for long been troubled with an' adverse 


balance on the revenue fund which, in March last, amounted to 


£970, and an outstanding debt of £1,908 incurred by the Com- 
mittee undertaking free wiring and fitting of consumers’ premises. 
As regards the latter, the L. G. B. bas refused to sanction a loan for 
defraying the debt, and with respect to the former the Committee 
states that the prospects are that the profits for the current year 
will be but small. Under these circumstances, the matter has 
referred to the Finance Committee of the U.D.C. with the requ 
that it will endeavour to find a way out of the difficulty. 


Holyhead.—4A  L.G.B. inquiry was held on September 
16th into the application of the U.D.C. for a loan of £3,000 for 
electric light purposes, the inquiry having been adjourned from last 
February, owing to certain things not being in order. Included in 


the loun applied for was £1,216 excess expenditure, and £1,000 for 
mains and services. | es 


London.—HaxxwrRsMrTH.—The electrical engineer has 


3 a report with regard to the contract placed with the 
itish Thom on-Houston Co. in July, 1904, for a Curtis turbine, 


* for £9,145, made up as follows: — Turbine £7,272, condenser £1,600, 


exciter (mctor-generator) £273. The machine was first put into 
commission in September, 1906, and has been in almost constant 
use since January, 1907, having run 9,118 ‘ours and generated 
6,546,210 units during that time. In опе or two important details, 
however, the engineer says that it is not quite in accordance with 
the specification, viz., noise and overheating, and he does not feel 
justified in taking it over as it is, and signing the final certificate 
for £799 10s. In order to overcome both these points, the con- 
tractors are prepared to entirely rebuild the alternator free of 
charge to the Council, and to hand the machine over in accordance 
with the specification. 

The B.C. Electricity and Lighting Committee has resolved that 
the offer of the British Thomson-Houston Co. to increase the out- 
put of the Curtis turbine from 1,500 Kw. to 2,000 Kw. when they 
are rebuilding the machine, for £550, and to supply the spare parta 
required for £136, be accepted. l | 

LaMBETH.—Under an arrangement entered into between the 
B.C. and the Houth London Electric Light Corporation, the 
Council is supplied each year with £1,000 worth of electricity free 
of charge. The town hall at Brixton is lighted ander these 
gratuitous conditions, bat as the hall cannot consume the whole of 
the electricity due to the Council, the latter has decided to 
utilise the balance for lighting the South Lambeth public library. 


Oldham.—The question of disposing of the old Rhodes 
Bank generating station was recently discussed by the Electricity 
Committee. The engineer considered that the new Greenbill 
station would be overloaded next winter, and that they would 
require more plant; the matter was left over for particulars to be 


supplied as to the probable selling value of the Rhodes Bank plant, 
and the cost of making other alterations. 


Scottish Power Developments.—We are informed 
that the North British Electric Power Syndicate, Ltd., a concern 
with an influential backing, has completed arrangements with the 
local Scottish railways for the erection of a power station adjoining 
the line at Coatbridge, and the laying of the necessary trans- 
mission cables along the railways in the neighbourhood, with & 
view to supplying power to such ccllieries and works as are 
accessible over private roads or sidings. 


Ntoke.—On the 15th inst, Mr. Hooper, L.G.B. 
inspector, held an inquiry at the Town Hall, into the application 
of the Corporation for sanction to borrow £15,365 for the Council’s 
electricity undertaking, including the extension of the supply to 
Fenton. Mr. J. F. C. Snell, consulting electrical engineer, sup- 
ported the scheme for the supply of Fenton-by-Stoke; he said that 
the time was not ripe for the concentration of steam plant, and that 
for some years the present steam stations would have to be con- 
tinued. Ultimately, he thought a high-tension transmission scheme 
from one central station to the existing steam stations, using the 
latter as sub-stations, would be best. The inspector suggested that 
the amount to be borrowed should be £15,830, to include certain 
other expenditure. The inquiry was closed. 


Swinton and Pendlebury.—The U. D.C. has decided 
to obtain information regarding the wiring of consumers' premises, 


the charge for wiring to be included in the price for energy 
supplied, 


— 


= —_ — 


' the particulars publicly. 


vol. 63. No. 1,609, Виртемвев 25, 1908] THE ELECTRICAL REVIEW. 497 


Watford.—The U.D.C. has decided that tenders be 
invited for the extension work necessary to meet tbe winter's 
load of 1909-10. At the last meeting of the Council, Mr. Goodrich 
said he believed the total cost of the work involved would be 
about £6,000, and would be likely to obviate the necessity of 
further expenditure unti] 1912. | 


West Ham.—4At a recent L.G.B. inquiry into the 
application of the Council for sanction to a loan for the purposes 
ofthe electricity undertaking, it wae suggested that the Council 
supplied energy to some of its largest consumers at less than cost 
price, and certain large ratepayers objected to this. The production 
of contracts showing the prices charged was requested, and although 
these prices were offered to be given to the Inspector privately, the 
officials of the Corporation declined to assent to the production of 
Consequently the Inspector adjourned 
the inquiry. "The town clerk has now submitted to the Electric 
Lighting and Tramways Committee letters from two of the custo- 
mers in question, strongly objecting to the terms of tbeir contracta 
being made public. In this connection the Committee has con- 
sidered a suggestion by the electrical engineer that the services of 
an expert should be engaged to examine the contracta with a view 
to supporting him in his evidence at the adjourned inquiry, and 
also advising the Committee on the sufficiency or otherwise of the 
charges made for the supply of current, and bas instructed the 
town clerk and the electrical engineer to engage an expert, and 
authorised the town clerk to lay the whole position before the 
L. G. B. should he consider it desirable. A bulk supply for lighting 
and power combined is to be given to the Lamson Paragon Works 
at 114. per unit net. In reference to the question of meeting the 
deficiency on the accounts of the electricity undertaking for the 
year ended March 31st, 1908, the Electric Lighting Committee has 
decided that the amount of the ascertained deficit be provided for 
in the rate estimates for the next half-year. | 


TRAMWAY and RAILWAY NOTES. 


Bacup.—The price to be paid for the length of 
tramways in Bacup has been settled at £10,300, including the 
cars and engines for that section. Rawtenstall has already pur- 
chased for £21,750 the length in its own borough, including the 
line to Crawahawbooth, and according to present proposals, will 
Work the steam cars up to Bacup until the electrification of the 
line takes place. 


Bournemouth.—A collision occurred between two 
Corporation cars on the 18th inst., at Tuckton Bridge, fortunately 
attended with only slight injury to passengers. | 


Brighton.—The Tramways Committee has resolved that 
the chairman be authorised to invite the Municipal Tramways 
Association to hold its annual meeting in 1909 at Brighton, and 
that the cost of entertaining the delegates at such meeting be 
charged to the Tramways account. 


Canada.—The people of Edmonton, Alberta, have 
endorsed the purchase of the Strathcona Tramway Co., and 
the raising of $135,000 debentures to put the entire street car system 
ш operation. There were only seven votes against. 


Cardiff.—Mr. Harpur and Mr. Arthur Ellis are to report 
on the condition of the tramway track and the steps necessary to 
put it into a safe condition. A long discussion took place on 
т ш the Council, and it was admitted that the track was in 

state. 


Continental Notes. —SrAIx.— A company has just been 
formed in Brussels with a capital of £40,000, and the title La 
Société des Tramways Electriqués de Saragossa, fo acquire and 
extend the electric tramway system in the town of Saragossa. 


Croydon.— The annual report of the professional auditors 
to the B.C. presented on Monday, showed a net addition of £1,627 
to the tramways fund for the year ended March 31st, bringing the 
total to £15,418. All ordinary repairs and renewals were borne by 
revenue, but the auditors were of opinion that the sum first-named 

18 apparently not an sdequate proportionate contribution for 
futore anticipated renewals of the track and rolling stock.” 

Atthe same meeting the Tramways Committee brought up a 
report on the proposed transfer of the undertakings authorised by 
the Mitcham Light Railways Order, 1901, by the Croydon and Dis- 
trict Electric Tramways Act, 1902, and by the Croydon and District 
Electric Tramways (Extensions) Act, 1903, from the British Electric 
Traction Co., Ltd., to the South Metropolitan Electric Tramways 
and Lighting Co., Ltd. The town clerk opposed the transfer, but 
the B. of T., in a letter dated August 18th, announced that it saw 
no sufficient reason for withholding its consent to the sale, and had 
informed the promoters accordingly. 


Dundee.—It bas been intimated by the B. of T. that 


that body has no prima facie objection to the introduction of the 
trackless trolley car eystem by the T.C. 
€ Tramway Committee discussed the matter on Monday night, 


deferred. prop to experiment with the new system was 


Isle of Man.—4An electric car from Douglas collided at 
Mayhill crossing, Ramsay, with a trap containing visitors, on the 
17th inst. The trap was overturned, and eight of the occupants 
injared. 

Leith.—The Т.О. has agreed to the proposal of the 
Tramways Committee to extend the tramway system from 
Bonnington Terrace to Pier Place vid Ferry Road and Granton 
Road, the expenditure being estimated at £48,000 to £50,000. It 
will be recollected that about dne-third of this route lies in the 
Edinburgh area, but that that city refused to contribute їо the. 
cost! of construction. Under the circumstances Treasurer Smith 
moved tbat the scheme be curtailed so as to bring the cost down 
to about £17,000, but his amendment was lost. 


 Liverpool.—The City Council will meet shortly to con- 
sider schemes for the extension of the electric tramway system over 
six different sections in the city and euburban districts. The most 


important of these is a proposal to construct an entirely new route 


through Edge Lane and Broad Green, which will have tracks equiva- 
lent to about 4 miles 1,560 yds. in length. 


London. — Bermonpsey.— The B.C. has received 
notification from the L.C.C. with regard to the electrification of 
the Deptford and Greenwich tramways, that the Highways Com- 
mittee is to recommend the Council to seek, in the 1909 Parlia- 
mentary session, specific authcrity in respect of the route from 
Tooley Street, vid Dockhead, Parker’s Row, Jamaica Road, Union 
Road, Lower Road to Evelyn Street, and for authority to construct 
five diversions and extensions. 

WANDSWORTH.—The L. C. C. and the B. of T. have been informed 
that subject to certain conditions, the B.C. will not object to the 
overhead trolley system of electric traction for the tramways from 
Hammersmith Broadway over Putney Bridge to Lower Richmond 
Road, Putney, the construction of which it is proposed to proceed 
with at an early date. The L.C.C. has written stating that 16 can- 
not see its way at present to seek Parliamentary powers for the 
construction of tramways from Easthill to Putney Bridge, and from 
High Street to the Oounty boundary at Southfields in accordance 
with the scheme submitted by the B.C., but that the L.C.C. High- 
ways Committee proposes that Parliamentary powers should be 
sought for the construction of tramways from York Road, Wands- 
worth, to Putney Bridge, with single-line diversions. The B.C. 
Highways Committee strongly objects to the construction of the 
tramways in Upper Richmond Road, and in the upper part of High 
Street, Putney, favouring another route. 

LaxBETH.—The B.C. has decided to support a route for the 
extension of the tramways from Norwood to the Crystal Palace vid 
Knights Hill Crown Hill, High Street, Elder Road, and 
Westow Hill. Some discussion took place on the possibilities of 
the route, and & proposal to refer the matter back was defeated. 

The Metropolitan and Metropolitan District Railways are 
increasing the frequency of their services in October. On the 
Gloucester Road-Mansion House section, the trains will be increased 
in number from 30 to 34 per hour; in less busy hours the number 
will be increased from 20 to 26. 

It is also proposed to run two ten-car trains, which, however, 
will have to be divided at Whitechapel, as the platforms further 
west will not accommodate more than six or seven cars. 

A serious accident occorred on the L.C.C. tramways in Old 
Street, on Sunday last, when a car, the brakes of which are stated 
to have failed, ran into two preceding stationary cars. The two 
colliding cars were partly wrecked, and nine passengers received 
injury, only one, however, sufficiently seriously to be detained in 
bospital. The tramway service was disorganised for about an 
hour. 

Manchester.—The Tramways Committee at its meeting 
on Tuesday last (September 22nd) haü before it the report 
of the sub-Committee who had been to Germany to inqnire 
into tbe trackless systems there in use. The suitability of 
a trackless scheme for certain kinds of traffic, in and about Man- 
chester, was considered, and the following resolution was passed: 
—‘ That the sub-Committee be thanked for their report, and it is 
recommended that a suitable clause empowering the Corporation 
to run trackless trolley cars be inserted in the Bill to be promoted 
by the Corporation in the next session of Parliament.“ Ав 
between tramways and mechanically-propelled vehicles for city 
traffic, the sub-Committee was strongly in favour of the former. 

The foundation stone was laid on the 17th inst. of a new shed on 
the southern side of Manchester (Princess R« ad, Moss Side), which 
will provide accommodation for 250 cars. Of the 64 acres pur- 
chased from Lord Egerton, 3} acres will be covered by the shed 
and the remainder of the land will be left vacant for future 
extensions. 

A new tramway route between Fairfield and Guide Bridge will 
be opened shortly. It is an important extension, and will connect 
Openshaw ard Fairfield with Denton and Hyde, and also join the 
Manchester and Stockport car services by way of Reddish and 
Gorton respectively. 


Morecambe.— At а meeting of the Т.С. on Monday, the 
town clerk stated that application bad been made for sanction to 
borrow £7,662 for the purchase of the tramways from the existing 
company, the appointment of an official referee, and for the 
granting of a provisional order to work the trams. 


Portsmouth.—The T.C. bas yielded to pressure from 
the Milton district, and bas decided to extend its electric tramway 
system through Goldsmith Avenue to Milton. The estimated cost 
is about 415.000, and it is hoped that the B. of T. and the L.G.B 
will give their sanctionto the work being carried out at once, зо 
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that remunerative рое may be provided for the unem- 
ployed during the winter months. 


Preston.—In the report on the working of the tramways 
for the year ended March 31st last, the general manager, Mr. J. F. 
Simpson, states that the total income was £38,762, the working 
expenses £22,961, and the groes profit £15,801. After providing 
for capital charges, £11,406, and other items, there was & balance 
towards reserve fund of £3,198. 


Rawtenstall.—In two or three weeks it is expected the 
electric generating station at Hareholm will be roofed in. The 
necessary machinery is now ready to be placed in position. As 
soon as 1 ir taken of the tramways the work of electrifica- 
tion will be commenced in Bacup Road, and the contract for 
laying the line should be finished in four months. 


Teddington and Hampton Wick. — The London 
United Tramways Co. is applying for a B. of T. order to increase 
the limit of speed on the Kingston Road from 8 to 12 miles per 
hour. The B. of T. has requeated the Hampton Wick and Tedding- 
ton U.D.C.’s to attend and give their views, and the latter Council 
has decided to oppose the application unlees the company agrees to 
an arrangement limiting the number of empty cars run from the 
Surrey district to the depót at Falwell each night. 


Vietoria.— The preliminary report, by Mr. C. H. Merz, 
on the electrification of the Melbourne Suburban Railways bas 
been referred to recently in these columns ; Mr. Merz contends that 
electrification will permit of a more frequent service, combined with 
the shortening of existing journey times by 15 to 30 per cent. For 
example, journeys at present oocupying 383 and 21 minutes would 
be shortened to 31 aud 17 minutes respectively, and on routes 
where 40 and 28 trains a day are now provided, 75 and 73 respec- 
tively could be operated with electric traction. The work should 
ba carried out in three stages as follows: — (1) The Port Melbourne, 
Bt. Kilda, Sandringham, and Broad Meadows branches, 29 miles in 
length. (2) The Oamberwell and Williamstown branches, 36 miles 
іо length. (3) The Sunshine, Coburg, Preston, Heilelberg, Dandchong, 
and Mordialloc branches, 59 miles in length. The total route 
length is thus 124 miles, and Mr, Merz considers it advisable only 
to convert the linesin stage 1 at first, and financially inadvisable to 
convert less at the start. For the conversion of the entire sy stem 
the capital expenditure is estimated at £2,227,050. Train-mile 

es with electric traction are estimated at 11d., as against 
18 9d. with steam, although the train-mileage would be increased 
with electrical operation. It is estimated that if the whole suburban 
service were electrically-worked there would be an annaal saving of 
£27,267 on operating expenditure. Including 4 per cent. on the 
capital cost, the total annual expenditure would actually amount to 
£44,791 more than at present, but against this figure must be set off 
the additional revenue from the improved services. It is thus 
estimated that the surplus, after paying interest on the new capital 
required, weuld be £40,251 in excess of that obtained with steam 
traction in 1906. By adopting the multiple-unit system of electric 
traction, the train-mileage can be increased by 71 per cent., with an 
increase of only 23 per cent. in the ton-mileage. It is recommended 
that crose-compartment coaches and not corridor cars be adopted, 
the existing stock being used for the purpose. At present 546 
coaches and 110 locomotives are used, and with electrical traction 
only 496 cars would be required, the saving being due to the higher 
speed attainable. For operating, direct-current at 800 volte, distri- 
bated from sub-stations to a protected oonductor rail, is recom- 
mended ; the sub-stations would be supplied with three-phase н.т. 
current from the power station by underground cables in the central 
areas, and overhead lines in the less populous districts. A central 
power station at Yarraville could handle the load of 35,000 k. H. P., 
the plant to consist of water-tube boilers and steam turbines. This 
power station could also drive the St. Kilda tramway, in addition 
to lighting the railway stations and supplying energy to the railway 
workshops. Shculd electric traction be decided on, the expendi- 
ture on the initial instalment of conversion, including generating 
plant, would amount to £801,830, from which the surplus, after 
meeting interest charges, would be £21,356 more than obtained 
with steam working in 1906. Should steam be retained on these 
lines, the trafic increases would necessitate an expenditure of 
£141,019 on rolling stock alone. 


West Fife.—A tramway scheme for Dunfermline and 
district is likely to be proceeded with in the course of the next 
turee months. The Fife Electric Power Co. is to supply the neces- 
sary power, and to provide this, the generating plant is to be im- 
mediately enlarged. 


TELEGRAPH and TELEPHONE NOTES. 


Imperial Telegraphic News.—The Canadian Parlia- 
ment bas appropriated $24,000 for the purpose of maintaining an 
independent and efficient service of telegraphic news from Great 
Britain for publication in the Canadian Press. The Telegraph Ag: 
also states that the appropriation is to last until July lat, 1910, 
and is to be paid to an association or committee representing the 
proprietors of such newspapers as associate themselves for the purpose 
of maintaining such service. No payment will be made, however, 
until the Minister of Finance has satisfied himself that the benefite 
of the service are open, on fair and reasonable terms, to all news- 
papers published in Canada, and that not less than one-half the cost 
of maintaiaing the service is paid by the proprietors of the news- 
papers participating in those benc fits. 


Paris Telephone Fire.—On Sunday night last a fire 
occurred at the Central Exchange of the Paris telephone system, 
which resulted in the complete breakdown of the service. The 
fire originated in the basement of the building, between 7 and 
8 p.m., and in spite of the utmost endeavours of the Fire Brigade, 
it rapidly extended to every floor, finally bresking through the 
roof. It was feared that the General Post Office, which adjoins 
tbe Exchange, would be involved, but thanks to the concentrated 
efforts of the firemen this crowning disaster was averted. The 
account books of the exchange and part of the interurban switch. 
board alone escaped destraction. The damage is ‘estimated at 
£800,000, and it will be many weeks before the normal state of 
things сап be restored. Not only was the local service in the busi- 
ness centre of the city completely interrupted, some 19,000 sub- 
scribers being cut off. but also telephonic communication with 
London and the large French cities was stopped, and the telegraph 
service was disorganised, as a number of wires passing 
through the basement of the Exchange were destroyed. The 
pneumatic tube service and express messengers were requisitioned 
by the public to replace the lost telephone service ss far as pos- 
sible. Every effort was made to connect up the subscribers to local 
exchanges as quickly as possible. The telephone staff escaped 
from the building without difficulty before the fire had attained to 
grave dimensions. The cause of the fire is said to have been a short- 
circuit in the wiring of the basement, where repairs had been in 
poena During tbis month a common-battery switchboard bad 

en installed in the exchange, and it ap that several short- 
circuits occurred on Sunday and werd put right before the fatal 
ignition took place; when the fire once got hold it progressed with 
extraordinary rapidity and violence. The building was s four 
storey structure, measuring about 500 ft. x 160 ft. in plan. 


Telephone Agreements.—Lsast week the National 
Telephone Co., Ltd., was sued by Mr. P. H. Edwards, Earl's Court, 
for damages for alleged improper disconnection. The evidence 
showed that the plaintiff's deposit for calle was exhausted, and as 
he did not renew it at the request of the company, the telephone 
at his private house was disconnected fora week. J adge Rentoul 
gave judgment for the company, witb costs, remarking that though 
the plaintiff might think the wording of the contract harsh, he was 


а solicitor, had entered into the contract, and was bound by its 
terms. 


Wireless Telegraphy.—On Thursday last week а 
demonstration of typewriting by wireless telegraphy was given ai 
the Hotel Cecil by Mr. Hans Knudsen, the inventor of the system. 
The method adopted involves perfect synchronism between the 
sending and receiving apparatus; this having been attained, the 
transmission is effected by means of travelling contacts at either 
end of the system, а set of keys at the sending end, and a corres- 
ponding set of ooherers and relay circuits at the receiving end in 
connection with a typewriter. At the moment when any particular 
key is pressed at the sending end, only the corresponding circuit и 
closed at the receiving end, and, therefore, only that circuit can 
respond. Thus, so long as perfect synchroniem is maintained, snd 
the speed of the travelling contacts is sufficiently great, а type 
writer or type-setting machine can be actuated from a distance by 
telegraphy, wireless or otherwise. The principle of distributive 
telegraphy is well known, but ite application to wireless telegraphy 
app зате to be novel. | 

n addition to the wireless telegraph station which is bein 
established at Göttingen, says the Times Berlin correspondent, ii 
is proposed to ereot stations at Cologne and at Kunigsberg. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—ADELAIDE.—November 20th. The City 
Council requires tenders for the supply and erection, complete, of 
a refuse destructor, electric lighting plant for same, &с. iculars 
may be obtained from the Agent-General for South Australis, 
1, Croaby Square, Bishopsgate Street Within, E.C. 

TasMaNia.—November 2nd. Tenders will be received at the 
office of the Deputy Postmaster-General, Hobart, for the supply 
and delivery at Hobart of material for accumulator equipment for 
telegraph purposes. Tender forms, specifications, &c., may be seen 
ut this office. : 

SOUTH AUSTRALIA.—October 21st. Tenders will be received at 
the office of the Deputy Postmaster-General, Adelaide, for а Power 
plant for charging accumulators for telegraph purposes at the 
General Post Office, Adelaide, as per specification No. 228. Spec 
fications can be seen at this office. 

MELBOUBNE.—The Postmaster-Gencral of the Commonwealth 
requires tenders for the supply and erection of installations for 
wireless telegraphy at the following places:— Launceston ; 99008 
Island (Ba s Straits); Flinders Island (Farneaux group); Mel 
bourne. See Official Notices“ September 18th. 

MELBOURNE.—Ooctober 19:h. The Commonwealth Postmaster- 
General requires tenders for four complete sets of instrumen 
(signalling and protecting) necessary for direct duplex cable working. 

TASMANIA.— March 15th, 1909. Postmaster-General. Telephone 
switchboard, common battery system and apparatns for use 5 
gubscribers' premises, Launceston. 

Mr OU RN R.— October 13th. 770 electricity recording meters 
and 157 maximum demand indicators, for the Coancil. е 
" Official Notices“ to-day. 

(Continued on page 503) 
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A MANCHESTER ELECTRICAL WORKS. 


[THE WORKS OF ELECTROMOTORS, LTD., AT OPENSHAW.] 


THERE has had to be a good deal written during the last 
few years concerning the etate of the electrical industry. 
Perhaps it had been better had some things been left unsaid. 


Fic. 1.— GENERAL. VIEW Or THE WORKS OF Епествомотова, 
LTD., OPENsHAW, MANCHESTER. 


Anyhow, in forming 
our opinion concern- . 
ing the views ex- 
pressed, and the crc- 
dence that should be 
extended to them, we 
have come to the con- 
clusion that, generally 
speaking, the doleful 
ecribes have judged tlie 
position of the elec- 
trical industry from 
the experience that 
they have been passing 
through in their own 
particular businesses. 
Because their trade 
has gone to the dogs, 
they take it that all 
trade has passed the 
same way. Now one 
bas only to get out 
among the British 
electrical factories in 
certain districts to 
find thut the com- 
plaint of bad  elec- 
trical trade is by no 
means universal. We 
have so gone our- 
selves, and while we 
find that in certain 
heavier directions 
business has fallen 
away, there are other 
departments where 
activity was never so 


PRESENT MANUFACTUBED. 


Fic. 2.— ORIGINAL. STANDARD SEMI-ENCLOSED 
Motor (ғвом 1 то 20 Н.Р.) 48 at 


gratifying, and where factories and works have had recently 
to be extended. to keep pace with incoming orders booked 
at good prices. Sometimes this sort of thing is experi- 
enced by makers of specialities, but it is an experience not 
limited to these, for we have witnessed it in works devoted 
to standard lines of manufactures. | 

Among the *live" works that we have reentiy b, bad Filis 
pleasure of visiting are those of Messrs. Electromotors, Ltd., 


at Openshaw, Manchester. We visited these same pre- 


mises, or, to be more correct, we ought to say that part of 
them that then existed, some seven years ago, and we then 
formed an impression which we expressed in our pages at 
the time, that the company would have a successfal career. 
Seven years is a sufficiently long period to have elapsed to 
enable us to form a fair idea concerning the accuracy or 
otherwise of our forecast. Our investigation of the position 
of affaire, made under the guidance of Mr. Ben. Longbottom, 


the general manager of the company, and our tour of the 


Fic. 3.— EXTENDED RANGE OF SEMI-ENCLOSED 
Motors rrom 20 To 50 Н.Р. 


Fia.-4.—Heavy МАСНІХЕ Bay. 
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different departments of the works made under his pilotage, 
combined: to convince us that in our judgment passed in the 
year 1901 we did not err. The company has its electric motors 
in all parts of the world, doing every conceivable operation 
for which their size adapts them, it has been paying divi- 
dends for the past six 
years, has depreciated 
its plant and patterns 
with wise. generosity, 
has built up its re- 
serves substantially, 
and what is probably 
the best feature of all, 
and one which has 
made these other 
things possible, it has 
extended its opera- 
tions very consider- 
ably, doubling its 
turnover, without in- 
creasing its capital 
account. Instead of 
dividing its profits up 
to the hilt in the shape 
of dividend, these have 
been invested again in 
the extension of opera- 
tions, increasing the 
value of the works and 
business without add- 
ing to the Co. s nominal 
capital. The value is, 
therefore, left in the | | 
undertaking without nominal capital obligations being altered 
in the least. We believe that some electrical companies in this 
country would give much to be able to say the same. It ів по 
unusual thing for new uncertain departments, and new lines of 
manufacture, to be added to old ones, which, by themselves, 
proved profitable, but the new operations required additional 
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Fic. 6.—Ілонт Масніхе Тоог, Bay. 


capital and did not soon produce а commensurate revenue, 
so that the ratio of profit on the whole capital was far less 
than it originally was on the smaller amount. Everybody 
will recognise that it is a far sounder and wiser policy, 
where it can be adopted, for the capital account to be kept 
low, for low dividends to be paid in order to keep it so. 


The promoter or investor who seeks only for & favourable 
opportunity to sell out his interest in a concern wants his 
dividend high early, because а bird in the hand is worth 
two in the bush, and because high dividends generally 
make high selling prices for shares. But where & company 


Fia. 5.— VERTICAL Borxa MILL AND DarLLING MacHiNE Bav. 


is in the hands of a few who mean to!stand by it, ithe fact 
that dividends are low in the early stages is a small matter 
if they can feel that they are multiplying the value of the 
security behind their capital, and are at the same time 
increasing the fnture dividend probabilities. | 
If we remark that Electromotors, Ltd., have stuck to their 
original speciality, же 
must not be under- 
stood to suggest that 
they have rested upon 
their oare. While it is 
true that this speciality 
consisted of dynamos 
and motors from 1 to 
90 H.P., it is also to 
be noted that they 
have worked етеу 
possible application of 
this speciality ; for 
instance, in the motor 
branches they have 
watched over such 
matteis as complete 
power installations, 
motor-driven pumps, 
fans, lifting and haul- 
age geara, ,domestic 
specialities, &c., while 
in dynamos they have 
been producing motor- 
generators, balancers, 
&c., steam dynamos, 
petrol sets, 44. 
The present satis- 
factory position of the 
company, then, may be 
attributed to four 
things: (1) Ite having 
devoted itself assidu- 
ously to the production 
of a good machine of 8 
specified range of sizes; (2) its extensive use of labour-8aving 
machinery ; (3) an admirable system of works organisation 
under the management and control of а man whose heart 18 
in the business; (4) the cautious enthusiasm (if we may 80 
describe it) of this same gentleman, coupled with his watcb- 
fulness of the world's marketa, his care in planning а course 
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and the determination with which he devotes himself to fol- 
lowing it. Mr. Longbottom believes in his motor. and he 
believes in himself—which two things, coupled to his com- 
pany's policy of proceeding surely, though slowly, have 


Fic. 7.— Toon Room, SHOWING Тоог, AND По RACKS. 


established Electromotors, Ltd., in the position that they now 
occupy. 

We have sometimes alluded to the necessity which existe 
for putting an end to the present-day price-entting in certain 
branches of our manufacturing industries. This difficulty 
Electromotors, Ltd., 
have, of course, had 
to face, and they 
have been able to 
meet it satisfactorily 

use of securing 
8 very largely in- 
creased. turnover, 
while, as we have 
pointed ont, the capi- 
tal account remained 
unaltered. If the out- 
put had but eqnalled 
a turnover of the 
capital once a year 
—which we believed 
to be the normal state 
of things in an 
engineering works— 
it is doubtful whether 
there would have 
been any profit earned 
by the company 
duriog the past three 
years. All of which 
statements seem {о 
us to point to the 
fact that it is possible 
to manufacture at 
competitive prices, 
and with profit, if a 
cautious financial 
policy be adopted, and if enlightened management be 
unceasingly at the helm. ИИ 

Turning now to the works, we give views of the principal 
departments at the works as they stand to-day. The 
first point which strikes the visitor is the system of 
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transportation and the absence of “work in progress” 
on the shop floor. The motor bodies pass from the 
casting stores, which is a separate building connected by a 
tramway, to the various machine tools without cessation, 
and as soon as com- 
pleted they arestored in 
an allotted space away 
from the machine bays 
and within easy reach 
of the erecting bays. 
The finished: light 
parts are collected 
daily from the ma- 
chines by the testing 
department and pass 
through to the finished 
stores. The result is 
an entire abseüce of 
that confusion, arising 
from the accurhulation 
of finished and un- 
finished parts in the 
midst of the work- 
men, so prevalent 
in many  engineer- 
ing works. This is 
well illustrated їп 
figs. 4 and 5, which 
are photographs of 
the heavy machine bay 
and the vertical bor- 
ing mill and: drilling 
machine bay. Ag 
these bays are fed by 
overhead travelling 
cranes the ease of 
transport can be 

| | readily understood. 
The vertical mills play an important part in the manufacture of 
the firm’s product, and this has been rendered possible by a 


fine system of chucks, jigs and gauges, which entirely transfer 
the responsibility for accuracy from the operators to the tool 
room. 4 


Fig, 8.—EnBECTING Bay, LOOKING WEST. 


Fig 6 shows the light machine tool bay which comprises 
the usual complement of lathes, automatics, and grinding 
machines, &c. n 

Fig. 7 illustrates the tool room, which is undoubtedly the 
mainspring of the works. The photograph only shows a few 
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ok the machine tools in this department, but it gives a good 
idea of the system of storing in the large rack space taken 
up by the chucks, gauges, &c. This department is entirely 


works, as a usual thing, are driven and lighted from their 
own generating plant, a stand-by system involving a fine 
switchboard has been arranged with the Manchester Cor. 


self-supporting, and devotes the whole of its time to the poration, which will effectually prevent any delay through 

| breakdown, and is 
most economical for 
the working of over- 
‘ime. 

The girls’ section of 
the winding room is 
shown in fig. 10. In 
this department the 
armature and magnet 
coils are made through- 
out, and the smaller 
sizes of armatures are 
connected up. The 
winding and soldering 
of armatures and the 
connecting up of the 
heavier sizes, are carried 
out in the men's de- 
partment in tbe ad- 
joining room. 

The system of store- 
keeping is worthy of 
note, if only for its 
simplicity. In every 
bin, shelf and drawer 
a card is provided, 
which indicates at any 
moment the exact 
stock of the parts in 
that bin: When aa 
order comes through for 
material, the number 

2 of parts taken away is 
subtracted, and the result is jotted down with the date on the 
card. By an arrangement of maximum'and minimum stock, 
a sufficient supply can thus be maintained, and stock- 
taking becomes simplicity itself. 

Another detail of organisation for the getting - out of 
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- Fre. 9.—Tgsr Вер rok MACHINES FROM 2 TO 20 Н.Р. 


making and keeping in order of the tools required by the 
works. There is not a part, however small, of a standard 
machine that has not got ita full complement of chucke, 
gauges and special tools. E 

One of the erecting bays is well illustrated in fig. 8, and 
it is worthy of note | 
that the customer is : - " 
only taken into actual С ELO c - Сй... чш DOC N 
consideration from a ; aa м У, LI 
works manufacturing — a 
point of view for the A. MER een 
first time in that por- a АМЫ Site г ha, WT - 
а of the works | ies 2289 Dee > Чр i ' le mudo. e Lom 
shown most clearly in "їс. лн ү О Аа ЛУТА! 
this view. . | gp um 2 Yo PT 1 ШЕ 9; ^ ow 

The portion of the | 2 [нау nme Up Tm TT | Ma 
test room illustrated | aas gae 
in fig. 9 shows the | ey? 
arrangement for test- 
ing motors from 2 
to 20 H.P. Behind 
the switchboard а 
range of permanent 
machines are  pro- 
vided, and in front, 
mounted on adjustable 
bedplates, are the 
machines to be tested. 
The machines are either 
beited across on tlie 
“ Hopkinson ” system, 
or thecurrent generated 
in the permanent ma- 
chine is absorbed in the 
resistances fixed оз 
the wall at the back 
of the switchboard. 
The switchboard 
is so arranged that by a system of plugging any 
machine to be tested can have its required voltage by 
means of a balancing motor-generator system in the 
engine room. 

It is of interest to note at this stage that although the 
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Fig. 10.—Ровтіом OF THE WINDING Room (GInLS' DEPARTMENT). 


stores and tools has materially aided production in the works, 
and is, as far as we know, unique. In the tool room and in 
the stores are fixed electric bells with an indicator system. 
The desk of every leading band in the works is connec 

up with the respective indicators, When a leading hand 
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requires anything he rings through to the stores, from 
whence a messenger is immediately sent for his order and 
he delivers the material as, and when, required. 

Sundry stores, such as waste, chalk, &c., are kept by the 
leading hands for their respective departments, thus avoiding 
unnecessary journeys. When it is taken into account that 
any machine tool can not only be fed with its raw material, 
but that the necessary special tools and gauges for the job 
are delivered almost simultaneously, the advantage of the 
system will be readily understood. Then there is the entire 
absence of men leaving their benches or machines and 
hanging about the window of the tool-room or stores, always 
an objectionable feature. 

Space forbids our illustrating the casting stores, pattern 
shop, paint room, drying room and finished machine stores, 
which go to make up the works. 

We understand the company will be shortly putting on the 
market an extended range of machines, which they will limit 
at 50 H.P. This extension in mannfactures coincides with a 
recent works extension, and as the existing plant is of 
sufficient capacity to cope with the new sizes, a full com- 
plement of work can be expected. | 

We venture to believe that a visit to these works at 


Openshaw would well repay electrical engineers who are ' 


attending in Manchester during the ron of the Electrical 
Exhibition. The excellence of their equipment and organ- 
isation cannot do other than make a good impression upon 
the minds of those who know anything about the manu- 
facturing methods which obtain in connection with the 
electrical industry of this country. 


CONTRACTS OPEN. 


(Continued from page 498.) 


Belgium.—October 2nd. The municipal authorities of 
Malines are inviting tenders for the concession for the supply of 
electricity in the town for lighting and power purposes. Particulars 
шау be obtained from, and tenders are to be sent to, Le Collège 
Echevinal, Hótel de Ville, Malines. | 


Birmingham.—October Ist. 60,000 tons of coal, for 
the Corporation generating stations. Tenders to R. A. Chattock, 
city electrical engineer and manager. 


Constantinople.—The Post and Telegraph Department 
requires tenders for 8,500 miles 4 mm. steel wire, 15,000 Leclanché 
insulators, and 1,360 other insulators. A deposit of 10 per cent. is 
to be made by а local agent. 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagasig, in accordance with specifications and plans that may 
be inspected at the offices of the above Ministry at Cairo. 


France.—Panris.—October 3rd. The Under-Secretary 
for Posts and Telegraphs, 13, Rue de Grenelle, Paris, invites tenders 
for a multiple switchboard for the Central Telephone Station, Rue 
des Archives. (This announcement was given out before the fire 
?ccurred on Sunday, which will, of course, necessitate the purchase 
of further plant.) 

October 13th.—Multiple switchboard for the central e e, 
Paris, Apply to the Sous-Secretariat d'Etat des Postes et des 
Télégraphes, Rue de Grenelle, 103, Paris, before October 3rd. 


‚ Germany.—The municipal authorities of Drembach have 
decided on the establishment of a central electric lighting station 
in the town, and are about to invite tenders for the erection and 
equipment of the same. 


Great and Little Usworth.— Poles &c., for public 
lighting by electricity. J. R. Elliott, clerk to the Parish Council, 
Fern House, New Washington, Co. Durham. 


Halifax.—September 29th. Electrical fittings for six 
"I for the B. d. A. T. Longbotham, Clerk, 4, Carlton Street, 


Limerick.—October 2nd. Two additional switchboard 
panels for the E. L. Committee, See Official Notices " to-day. 


London,—October 18th. Six fuel economisers, 320 tubes 
each; three electrically-driven feed pumps, 9,000 gals. per hour 
each; and two 5,000-x w. horizontal steam turbo-generators, for the 
L.C.C. See "Official Notices" September 18th. 

October 5th.—Tho Metropolitan Railway Co. invites tenders for 
general stores for one year, including electric wires and cables, also 
electric lamps, carbons, fuses, ebonite, battery jars, sincs, &c. 
Tenders (о Secretary, R. H. Selbie, 32, Westbourne Terrace, W. 


Mountain Ash.—October 5th. Sub-station at Ynysybwl, 
switcbgear, transforming apparatus and overhead distributing mains 
for the U.D.C. B. J. Day, consulting engineer, 3, Park Place, 
Cardiff. 


Salford.—October 5th. Electric wiring of the Halton 
Bank Council School, Pendleton, for the Salford Education Com- 
mittee. 

September 28th.—Installation of a sprinkler system at Frederick 

car depót, Pendleton, for the T.C. General Manager, Tram- 
ways Department, 32, Blackfriars Street, Salford. 


Saltley.— September 25th. Three-phase induction motor 
(200 н.р.) for direct coupling to a centrifugal pump for the Birming- 
ham, Tame and Rea District Drainage Board. See Official 
Notices” September 18th. 


Spain.—October 10th. The municipal authorities of 
San Mateo'(province of Castellon) are inviting tenders for the 
concession for the electric lighting of the town during a period of 
10 years, Conditions may be obtained from, and tenders are to be 
sent to, El Becretario del Ayuntamiento de San Mateo (Castellon). 


War Office.—Stores, &c. See“ Official Notices ” to-day. 


Warrington.—October 7th. Flame arc lamps for the 
Corporation. See Official Notices" to-day. 


Watford.—October 6th. 500-kw. turbo-alternator, 
surface condenser, switchboard pane), economiser and high-speed 
fan engine for the U.D.C. See “ Official Notices " September 18th. 


CLOSED. 


Australasia.— Hopart (Tasmanra).—Postmaster-Gene- 
ral's department :— 
. 90 common battery wall telephones, £417 10s.--Internatíonal Electric Co. 
ndon. 
Material for extension of common battery switchboard.— Western Electric 


Co. 
800 double-pole receivers and cords, £196 198. 4d.—North Electric Co. (Ohio) 


MxzLBouRNs.— Commonwealth Postmaster-General. 173 tons 
sulphate of copper, £4,306 5s.— Wallaroo and Moonta Mining and 
Smelting Co., Adelaide. 


Belgium.—La Socicté des Constructions Electriques de 
Charleroi has secured a contract for the installation of an electric 
nerating plant at the collieries of the Noel-Sart-Calpart Co. 
e current will be utilised not only for lighting purposes, but algo 
for operating the winding engines, the coal-washing machinery, and 
the ventilating plant. 


Canada.—The Hydro-Electric Power Commission bas 
ee the tender of F. H. M’Grogan Construction Co. for the 
building of some 300 miles of thin transmission lines in South- 
Western Ontario. He will have associated with him the firm of 
Smith (C. B.), Kerry & Chase. 


Cape Town,—The tender of Messrs. Green & Trevett, 
electrical engineers, has been accepted for the supply and erection 
of a complete electric lighting plant at the Boarding Department 
of the Bloemhof Girls’ Seminary, Stellenbosch. The installation 
comprises petrol engine, dynamo, accumulators, and wiring for 
lights; also an electric bell system. 


Finchley.—The D.C. has accepted the tender of Messrs. 
Whipp & Bourne, at £336 10s., for switchgear extensions. 


Hastings.—The Electricity Committee has given a con- 
tract for coal for six months to the Medway Coal Oo.—Bwllfa No. 1 
large smokeless, at 238. 6d. per ton. 


Manchester.—The tender of the Tudor Accumulator 
Co., Ltd., has been accepted by the Corporation, for a battery to 
give 1,000 amperes for one hour. 

Messrs. A. Reyrolle & Co. bave received from the Corporation 
the contract for two years’ supply for semi-enclosed and totally- 
enclosed motor-starters of 15, 20 and 30 н.р. The contract is for 
their “ Wait on the first Stop until the Motor starts” type. 


Rawtenstall.—The T.C. has accepted the tender of 
Mesers. Whipp & Bourne for station lighting and wiring to motors ; 
that of Messrs. Bertram Thomas, for testing instruments and acces- 
sories and tools; and that of the United Electric Car Co., Ltd., 
for the supply of tramcars, including compeneating springs and 
Raworth's regenerative control system. There will ba 16 cars fitted 
with Westinghouse motors. We believe that this is the first in- 
stauca of a line being completely equipped with regenerative 
motors. 


Watford. — The U.D.C. has accepted the following 


tenders :— 
Worthington Pump Co.—Condensing plant, 2620, . 
L. В. Ensor.—Extension of cooling water supply, £896, — 
Babcock & Wilcox, Ltd.—Buperheaters to boilers, 4260; links for stoker, £88. 


Ф BARN ET.—Alterations, 
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CONTRACTORS’ COLUMN. "E 


[The following information ts published in the interests of electrical con- 
fractors and others who are seeking for openings for new business. Consider-, 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 


the amount of information to be handled is very large, this cannot always be. : 


guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 


ABERDEEN,.—Office at Bonth Market Street for J. Wilson, blacksmith ; J. M. 
Wilson, architect, Aberdeen. Additions to fish-curing premises 
at Palmerstone Road, for J. Brodie; J. Park, builder, 
Aberdeen. 2°... i 

ABERYSTWYTH.—New elementarygohvolpyildings at Aberystwyth. D. Lewis, 
architect, North’Parade, Abervatwyth. 

ALDENHAM (HeErts.).—Additions to Yerin Laboratory, for Bailey & Sons. 

AMBLE (NortituMBRRLAND).—New school (23,000). Northumberland С.С. 

AMERSHAM.—Three houses at Chesham Bois, three at Chalfont St. Peter, and 
one at Great Missenden. ‘ 

AM re OF a CONUENIRE) — Proposed new Y.M.C.A. premises 

* А J. * LI 

ASCOT.—Parish room for South Ascot. 

ASH BOURNE (Deruysurre).—Proposed new sewage, disposal works. Ash- 
bourne District Council. 

ASHBY-DE-LA-ZOUCH.—House, Leicester Road, for J. F. Tyler. 


Alexandra beer-house in Wood Street: coal and wax 

store at Alston Works. i 

BARNSLET.— Extension at the Beckett Hospital. R. & W. Dixon, architects, 
5, Eastgate, Barnsley. 

BELFAST.—New church for St. Simon's parish in contemplation. 

BENTHAM (LANc8.).—New County Sch 


Bros., builders, 


BERKHAMSTEAD (HEnrT&.).—Adapting premises in High Street for Council 
offices, «е. (£1,000). E. Н. Adey, surveyor, District Council. 
BIDE e Methodist Church, class-rooms, &c., at Alverdiscott. 


E Copp, architeot, Strawberry Cottage, Meddon Street, 
Bidetord. 


BIRMINGHAM.—fmall-pox hospital buildings at Lower Hasbury. H. E. 

_ _ Folkes, architect, Waterfoot Buildings, Stourbridge. 

_ BISHOP AUCKLAND.—Wesleyan Methodist Bunday Schools at Evenwood 

(£800; J. Guthrie & Son, builders, Corporation "Road, 

Darlington. Secondary school for Durham C.C.; Architect 

to the Education Committee, Shire Hall, Durham. 

—Central public library in Queen Street and Maybell Avenue. 

T. Loftos, town clerk, Town Hall, Blackpool. 

BLAIRGOWRIE.—Alterations at malt kilps for Panton & Co., Mill Street 
New business premises in High Street, for Miss J.,B. Grieve; 
Mr. Bruce, builder, Coupar Augus. 

BODMIN.—Proposed new offices for the Cornwall C.C. C. L. Cowlard, clerk 

_ to the County Council, Bodmin. 
BOLTON.—New United Methodist Sunday School at Black Moss. 


New central post office. Post Office Works Department, West- 
minster, London, S.W, 


ool at Low Bentham. Cumberland 


BLACKPOOL. 


BOURNEMOUTH WIN TON). Extension of the Winton Wesleyan Methodist 
Church. F. Ling, architect, Winton; A. J. Long, builder, 
Winton. 

BRAY (IRTIAN PD). 


—Proposed new free librarv in Eglinton and Florence Roads 

(22,000). Mr. Wilmot, architect, Bray. 

BRIERLEY (near BanNsLkv).— Two houses. P.A. Hinchcliffe, architect, 14. 
Regent Street, Barnsley. à 

BROADSTAIRS.— Additions to SelwynH 


&dditions to Marriott Villa, Church Street, Bt. Peter's, for D. 
Cox: houses, St. Peter's Park Road, for W. Clements: Bt. 
Peter’s Park Road, for E. G. Holbourn, builder, St. George's 
Road; proposed publio lift, G. Graham-Tucker, architect, 1, 
York Terrace, West Cliff, Ramsgate. 

BROMLEY.— Additions to Broadway House, High Street, for Levens, Son and 
Hoare, auctioneers, &a. Additions to Orchard-Combe, Orchard 


Road; T. Crossley & Hon, builders, 684, Tweedy Road. Bromley, ' 


Additions to Napier Factory, Napier Road; Fry & Willson. 125, 
Mason's Hill, Bromley. Additions to The Vron, Orchard Road, 
for Wheatley & Duncanson. Stables, «c., Copley Dene, Sun. 


dridge Avenue; J. Podger & Sons, builders, 47, College Road, 


Bromley. 
BC DE.—Dwelling house. Mr. Barclay Bevan, Bude. 


BURTON-ON-TRENT.—New police- station. superintendent's honse and Court 


House, for the T. C. Н. Beck, architect, 10, High Street, Burton- 
on-Trent. 


BUSHEY (HnIS.).— Houses, Merry Hill, Mount Road, for W. Bridges; alter- 
Gurney. 
CAERAU (Grax.).—Welsh Calvinistic Methodist Chapel (£2,500). 
CAMBORNE.—New United Methodist Church (£2,500). 8. Hill. atchitect, Green 
Lane, Redruth ; Mitchell & Bond, builders, Camborne, 
(ThooN).—Proposed Wesleyan Church at Plantation, near Troon. 
5. Hill, architect, Green Lane, Redruth. 
CARLISLE.— Proposed church house (£4,500); Dean of Carlisle. Railway 
mission hall, East Tower Street; Archibald Gibson, Paisley. 
CHELMSFORD (PLesHey).—House of Rest (£2,000) ; chapel proposed to be 
added later (£1,000). Rev. C. W. Howis, vicar of Pleshey, 
honorary chaplain. 
CHELTENHAM.—lroposed extension of the General Hospital. Jas. Villar, 
architect, Cheltenham. 
CHESTERFIELD.—Alteration to the Stephenson Memorial Hall. Borough 
Surveyor, Saltergute, Chestertield. 
CHINGFORD.— Ten houses, T. West, builder. Highams park: 14 houses, T, 
and W. Baker, builders, 106, Selwyn Avenue, Walthamstow. 
CHOPWELI, (Co. DrnHaM).--New church of St. John the Evangelist (£2,000). 
Mr. Gowland, architect, Chopwell: Hicks & Charlewood, builders, 
Newcastle-on-'Tyne. 
CHORLEY,—RBewerage scheme (£11,000, Borough Surveyor. 
OLCH EST ER. - Extension of Colchester Rova! Grammar School. 


ations and additions to laundry, Glencoe Road, for A, J. 


' Jacques & Round, architects, 2, Fen Court, London, E.C. 

CORK.—Proposed technical school in the Corn Market. Chairman, Borough 
Education Committee. 

CRAMLINGTON (NorTuvuiERLAND),—Elementary school (£9,000). 
berland С.С, 

CREW E.—Contemplated extension of- Hightown Schools, 
Committee. 

CROYDON.—Additions to the infirm block and new children's home at the 
workhouse, and additions to the workhouse, Queen's Road: А. 
Berney, architect, 104, George Street, Croydon. New street, 
Rake Lodge Estate; J. P. Oldaker, estate agent, Woburn Lodge, 


Northum- 


Purley. AAditions Isolation Hospital. (£7,000); R. М. Chart, 


survevor, Rural District Council, 
DARTFORD,—Houses, Gladstone Кола, for H. Mitchell . conversion of premises 
into house, 96, Lowfield Street, for G. Wilhams. 
DATCHWORTH (Herty.),--New Baptist Church at Burnham Green, 


ouse. Bt. Peter's Road, for A. G. Price; 


Newman, 


Crewe Education: 


ON.—Houses, Market Atreet, for H. Carlisle; Apsley Road, for Ernest 
N МӨ ко. Haughton, Green Road . for Jacob Worth; 
additions to Royal Laundry, Frederick Street, for Alfred 
Dagnall. | 
DUBLIN.~—Proposed alterations and extensions to Portrane and Richmond 
Asylums (235,000). G. T. Moore, architect, Dublin. 
DUNDEE.— Baths, reconstruction and extension scheme (£10,000). J. Thom. 
.. 80D, city engineer. | | 
DURHAM.—alterations and improvements at Flint Hill, Marley Hill СОЧ, 
| '  Croxdale, and Hetton Gir!s’ and Infante’ Council Schools. F. E. 
Coates, architect, Shire Hall, Durham. 
New Primitive Methodist Church at Bowburn. | 
EASTBOURNE.—Alterations to laundry at the Borough Sanatorium. A. E. 
Prescott, Borough Surveyor, Town Hall, Eastbourne. 
EXETER.—New buildings in connection with Hele's School; C. E. Ware and 
Son, architects, Exeter. Detached house, Athelstan Road. 
The Barnfield; J. A. Lucas, architect, Guildball Chambers, 
Exeter. 

(BoLron).—Sixteen houses, Campbell Street, J. Cocker, 
builder, Walkden; four houses, Plodder Lane, J. and J. Shaw; 
10 houses, Bradford Street, D. Partington, Worsley Road, 
, Farnworth. 

FAVERSHAM.—Extensive alterations to premises, for F. W. Philpott, jeweller, 
28, Preston Street. я 
FERRYBRIDGE (Yorzs.).—Houses for Till and Watson. 


FERRYHILL (Co. DunHAM).—Hal! for the Dean Bank and Ferryhill Literary 
and Social Institute. J. H. Nicholls, architect, 18, Fawcett 
Btreet, Sunderland. 


FINDOCHTY (BaxrrsHIRE).—New schools. R. B. Pratt, architect, County Bank 
House, Elgin. 

FLINT.—New works for the British Clanstaff Manufacturing Co. Ы 

GILLINGHAM (KeEnt).—Parochial hall in connection with St. John's Mission, 
Twy " 

GLASGOW.—Offices in Logan Street, Polmadie, for B. Btevenson & Co., 

. timber merchants; additiona and alterations at 64, Great 
Eastern Road, for Dansken & Fletcher, 9, Dalmarnock Street, 
Parkhead. Three tenements of. dwelling houses and shops in 
Cumbernauld Road, for Glasgow Corporation ; Master of Works, 
City Chambers. Addition to Kinning Park Public Hall, for 
Glasgow Corporation; Master of Works, City Chambers. 
Tenements of dwelling houses and shops in Eglinton Street, 
for Caledonian Railway Co.; Caledonian Railway Co.“ 
engineer, Buchanan Btreet. | 

(BannHEAD).—Four tenements of dwelling houses in Barnes Street; 
H. Leggatt, builder. Two tenements of dwelling һопвев, motor 

* garage and workshop in Arthurlie and Heys Street, for M. 
Patterson. 

GLASS HOUGHTON (near CasTLErorD).—Houses, King Street, for Chas. 
Hattan ; Red Hill Road, for Lionel Padgett; Leeds Road, for J. 
Thompson. 

GREENOCK—Tenement of dwelling houses in Trafalgar Street, for Wm. 
Strachan; tenements, with shops, at Prospecthill Street, 
for Wm. H. Kirkwood. 

GROESFFORDD (DxxNn1iGHsSHIRE).— Welsh Calvinistic Methodist Chapel. 

GUILDFORD.—Proposed home for workhouse nurses. Н. M. West, J. P., 
Chairman of the Board of Guardians. 

HANLEY.—Additions to works in Old Hall Street, Johnson Bros. 


HARPENDEN.—Houses, Lea Road, for G. Coburn; Wheathampatead Rosd, 
for David Knight; Willoughby Road, for A. T. Н. Putterill. 

HASLINGDEN.—Sewerage works at Halden Wood. Borough Engineer, 
Haslingden. 

HASWELL (Co. DcvRRAw!.—Proposed rebuilding (after fire) of premises, for 
Robert Clough, pawnbroker, &c. 

ПОМРЕ CORN исно Parc Saundry, Toloarne, Madron, for Mr. 

eake. 

HELENS BAY (Co. Down).—Villa. 
Chambers, Belfast. 

HERNE BAY.—Villas, Buller's Avenue, for F. Woodhouse ; Fleetwood Avenue. 
for A. Wilson. 

HIGH WYCOMBE.—Adiditions to house, Rectory Avenue, for Miss Rhodes: 
house, Rectory Avenue, for C. W. Wood ; . houses, Desborough 
Avenue, for W. R. Butler; billiard room, London Road, for 
Н. D. Carlisle ; additions to business premises, High Street, for 
D. Vernon & Co., ironmongers; additions to chair factory, lot 
Cecil Smith, Newland; bakery, Ogilvy Road, for Mayhew and 
Sons. 

HULL.—Warehouses, Garrison Side, for Saner & Harrison. John Bilson, 
architect, 23, Parliament Street. Hull. 

(HonNsEA).—8Benside home for the Hull Guild of Brave Poor Things 
(£1,200), Raunton & Barry, architects, Victoria Chambers, Bowl 
alley Lane, Hull. 

ILFORD.—Additions 1 to 97 and 18 to 96, Vaughan Gardens; G. Verlyck, 
architect, Adelaide Chambers, Ilford. Five houses; W. W. 
Hitchcock, builder, 9, Colenso Road, Seven Kings. Store and 
four houses: E. T. Dunn, architect, 7, Roden Street, Ilford. Six 
shops and houses; A. W. Hudson, architect, 87, Finsbury Гы 
ment. E. C. Unitarian church, High Road; Richardson an 
Gill. Motor house and store: G. Sharpe, builder, пыр 
Road, E. Six houses; P. О. Ashton, surveyor, Station Approach. 
Шога. 

INCE (near WicaN).—Boap works at Platt Bridge for Hall, Benson and Parr. 

LANCASTER.—Bungalow, at Silverdale, for Mr. Douthwaite; house at Hest 
Bank, for Dr. Muckult. 

LEEDS (FAnRsLEY).—Four housos in Priesthorpe Road, for W. Pratt. 

LEIGH-ON-SEA.—New post office, Elm Road, for Dr. Watson. 

LEMINGTON (NortHUMRERLAND).—Elementary school at Srgley (£6,000). 
Northumberland С С. 

LICHFIELD.—New premises, Tamworth Street, for Boots, Ltd., chemists, 
Nottingham. 

LINCOLN.—Pavilion at the Infectious Diseases Hospital, Long Leys оа 
К. A. MacBlair, City Surveyor, Corporation Offices, 
street, Lincoln. lit 

LINDLEY (near HvbpEnusriELD).—New working men's club at Oakes (to be 
by electricity), g "n 

LITTLE HULTON.— Proposed railway station in Bell Lane. L. & Y. Railway 
Co., Hunt's Bank, Manchester. А dà 

LLANELLY.—Additions, altcrations and improvements to t apel ale 
Calvinistic Methodist Chapel; O. M. Roberts & Bon, omn nals 
Portmadoc. Welsh Calvinistic Methodist Chapel, Gle 
Road; W. Grifliths, architect, Llanelly. TT 

LLANHILLETH (Mos.).— Twenty houses for Havodartben punang : 
D. J. Lougher, architect, Bank Chambers, Pontypool. Sof 

LLANTWIT MAJOR.—Farm buildings at Boverton Place, Liantwit : 
J. L. Lambert, arclutect, Bridgend. | Бр 

LONDON.—Proposed new nurses’ home in connection with St. Bartholom 
Hospital | £80,000). der 

(Fine ee N.).—Thirty-four houses and shops: G. Ball, buid 
144, Fortess Road, N. W.: tive houses, Holliday & e hleY Co- 
14-76, High Street, North Finchley; four houses, ü. gursesoty 
Partnership Society, Ltd.;: five houses, F. E. Halfo a AW 
8. Southampton Street, Bloomsbury, W. C.; two Ра to Con- 
Wheeler, surveyor, Woodside Park Station. Addi 
vent, East End Road, for Rev. Mothor Superior, 


FARNWORTH 


G. V. Brennan, architect, Belfast Bank 
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LONDON (SraxATRHAM, B.W.).—Additions to High School for Girls, Btrestham 
High Road. Addition to Convent of 8t. Andrew ; E. Goldie, 
architect, 31, Upper Phillimore Place, Kensington. 

(81. Paxcras, N.W.).—Buildings in Tudor Place. Peter Dollar, 
architect, Clock House, Arundel Btreet, Btrand, W.C. 

(ManyLEBONE).—Depót buildings in Grove Road, N.W. J. Wilson, 
town clerk, Town Hall, Marylebone, W. 

(Urren Crarton, N.E.).— Factory in Sach Road. W. J. Fryer and 
Co., bnilders, 14, Nile Street, Hoxton. 

(Portar, E.).—Building, Three Mill Lane; H. & G. Taylor, builders, 
Boyne Road, Lewisham, В.Е. Store, Union Castle premises ; 
Mark Patrick & Son, builders, 28, Westminster Bridge Road, 
B. W. Additions to Clarnioo Works, Carpenters Road; J. G. 
Mathieson. Buildings on site of 1 to 5, Priory Street; Sheppard 
Bros., builders, Snakes Lane, Woodford. Additions to Balvation 
Army barracks, Kerby Street. 

(SovurHwakx, 8.E.).—Additions to Guy's Hospital. Wood & Ainslie, 
architects, Broad Sanctuary Chambers, Westminster. 

(New Kent Road, 8.E.).—Four shops and houses. J. В. Lee and 
Sons, architects, 85, Craven Street, Charing Cross, S. W. 

(SILVERTOWN, E.). — Reconstruction, for D. Dawson, of refinery 
building, Factory Road. 

(East HAM, E.).—Four houses, Central Park Road. W. G. Watson, 
builder, 2, Milton Avenue, East Ham. 

(West HAMPSTEAD, N.W.).—BShops and flats. 
builders, 149, Grosvenor Road, Pimlico, 8.W. 

(BourHrikLps, 8.W.).—Addition to Belmont; Foster & Dicksee, 
builders, Manresa Road, S.W. Alterations and additions to 
Bouthfield Club and Instituto, 8tanden Road. 

(SrRATFORD, E.).—Addition (boiler house), Three Mills Distillery? 
Crickway & Son, 18, Victoria Street, S. W. Additions, The Two 
Puddings public house; W. Steward, architect, 4, Aldgate, E. 
Btore at J. C. Base's premises, Marshgate Lane. 

(BLvkRTOwN, E.).—Addition to India-Rubber, Gutta-Percha and 
Telegraph Co.'s works; additions to Co-operative Wholesale 
Society's premises. 

(GREENWICH, B. E.).— Stables? &c., for Council ($2,000. E. J. 
Heward, Borough Surveyor, Town Hall, Greenwich Road, 8.E. 

(СтАРНАМ Common, 8.W.).—Buildings. A. Wellings, surveyor, 
Leigham Court Road, 8.W. 

(BATTERSEA, 8.W.).—Four houses, Wakehurst Road. W. H. George: 
builder, 2, Barnard Row, 8.W. ; 

(FULHAM, 8, W.).—Mission hall, Wandsworth Bridge Road. Z. King 
and Sons, architects, 171, Victoria Street, B. W. 

(DockHEaD, 8.E.)—New factories for Spillers & Baker, biscuit 
manufacturers, Jacob Street, Bermondsey. | 

(Вивиомрзет, 8.E.).—Addition to St. Paul's Church. J. M. Kennard, 
architect, 18, Railway Approach, London Bridge. 

(Тоотіно, 8.W.).— Workshops. Swain & Belley, Furzedown Farm, 
Streatham, S. W. 

(Влінлм, S. W.). Additions to Glenbrook. 
Thurleigh Road, Balham. 

(Слиміно Town, E.).—Alterations, 


Prestige & Co., 


W. G. Allen, Brookland, 


Mansfield House, Barking 
(Ссвтом Hovsx, E.).—Alterations to nurses’ home. 
builder, 295, Victoria Dock Road, E. 
- (PurNEY, 8.W.).—Additions to St. Mary's Schools, Charlwood Road, 
Putney. W. R. Withama, builder, 98, High Street, Putney. 
(W.C.).—Rebuilding of the Scottish Church, Crown Court. 

LAUGHARNE (CARMARTHENSBHBIKE).— Alterations to, and renovation of, Brown's 
Hotel, for the Brown's Hotel Co. T. W. Millar, architeot, 
Mountain Ash. 

LYDNEY (Gros.).—House, Primrose Him, for Thos. Morgan. 

MAIDSTONE.—Alteration to premises, King Street, for F. R. Howlett; two 
houses in Bower Mount Road, for Clarke & Epps; two houses 
in Tovil Road, for Clarke & Epps? seven houses in Hartnup 
Street, for J. Wright. 

MANCHESTER.—New infante’ school, and alterations and additions toSouthall 
Street Municipal school, and Bank Meadow Munici school, 
Ardwick, and new infants’ school and alterations and additions 
to Ardwick Municipal school, Hyde Road, Manchester. W. H. 
Talbot, Town Clerk, Town Hall, Manchester. 

MANSFIELD.— Houses, Church Lane and Brunt Street, for Н. Holt; Debdale 
Lane, for F. Walker; West Hill Avenue, for E. В. Dean; King 
Edward Avenue, for 8. F. Moss; Windmill Lane, for J. Houfton; 
showroom, Brunt Street, for H. Perry; proposed new school at 
Cresswell (£8,000). 

MILLOM.—Houses, Ве е Street, for Mrs. Geo. Bradley. 

MILTON REGIS (KAT). Enlargement of Upton Road Schools (£2,506). E. 
Bishop & Sons, builders, Albany Street, Sittingbourne. 

NANTWICH.—Wesleyan schools. R. Matthews, architect, Parr's Bank 
Chambers, Nantwich. 

NAVAN (Co, Marg). New National school, for the Sisters of Mercy. T. Е. 
McNamara, architect, 50, Dawson Street, Dublin. * 

NEWPORT (Mox.) Technical Institute in Clarence Place, for the Education 
Authority; Borough Engineer, Town Hall, Newport, Mon. 
тиеп (after fire) of Newport Wesleyan church 
(1,066). 

NORTHAMPTON (BuxwonTrH)—New bakery for the Brixworth Provident 
Co-operative Society, Ltd., Northants. C. E. Roberts & Co., 
bakery engineers, 62, Market Street, Manchester. 

NOTTINGHAM.—Extension to the Infirmary Block of the City Asylum 
(£10,800). City architect, Nottingham. 

OLDBURY.— Proposed school at Round'a Green; A. Long, architect, West 
Bromwich. Proposed school at Langley; F. J. Gill, architect, 
Smethwick. 

PINNER.—Eight houses. F. and W. Bettesworth, builders, 9, Strode Road, 
Willesden Green, N.W. 

PORTHCAWL.—New farm buildings at Grove Farm. J. L. Lambert, archi- 
tect, Bridgend. | 

PORTSMOUTH.— Three houses in Copnor Road; G. Lusby. Four stores in 
Chesterfield Road: J. Brittan, Norman Road, Southsea. Houses 
in Comeragh Road; W. R. Tanner, Rogart, Bramshott Road, 
Eastney. Houses and stables in London Road: А. Btreten, 61, 
Stainshaw Road, Landport. Biograph theatre in Queen's 
Street: T. H. Lambert. 

RAINHAM.—Houses, William Street, for G. Apps; Harvey Road, for Н. Sayer. 


RAMSGATE.— Conversion of disused public house into business pren: ises (to be 
lit by electricity), Pike & Wootton, builders, Hardres Street, 
Ramsgate. 

RAWMARSH (Yonxs).—Houses, Wheatcroft Road, for Thos. Hirst. 


RICHMOND-ON-THAMES.—Probable re-erection (after fire) of motor works, 
electrically equipped, for Bmith & Co., Quadrant Road. 

ROCHDALE.— Development of Hamer Hall Estate for building purposes. 
Important extension at Heybrook Infants’ School; Rochdale 

| Education Committee. 

ROTHBURY.—Alterations and improvements to the higher grade schools and 
the school house. 

RUFFORD ap Ski нев collieries to be sunk, and colony of houses; Bolsover 

ery . 
BALFORD.—Annexe to Town Hall; Borough surveyor, Salford, 


E. Beasley, 


SALTBURN.—High school for girls, for the North Riding Education Committee 
New Primitive Methodist Charch (£4,000). 
SCUNTHORPE.—New fire station; Mr. Bickford, surveyor to the U. D. C. 
SEAHAM.—New cookery, science, and manual instruction centre (£1,580). 
W. Rushworth, County Architect; 'T. Stephenson, jun., 
builder. | 
SHEFFIELD.—Primitive Methodist School Cbapel, at Dalton Brook (£470). 
SHREWSBURY.—New school at Coleham. Town Council. 
SLAITHWAITE (Yonxs.).—Houses, Hill Top, for Miss E. Barrett; Hill Top, 
for Walter Weaving. 
SMETH WICK.—Houses, off Lewisbam Road, for J. H. Lees; Foundry Lane, 
for J. F. Campbell; Rosefield Road and Watery Lane, for C. 
Hougham; Vicarage Road, for T. Richards & Воп; Stony Lane, 
for F. J. Gill; shops, Cambridge Road. for Mrs. J. Haden 
stables, Grange Road, for T. Richards & Воп; billiard room, 
Rawlings Road, for the Bearwood Liberal Unionist Club 
alterations and additions to Church, Mafeking Road, for F. W. 
Riley; extensions, Brook Street, for H. Pooley & Sons, Lid. 
Stables for the T.C. (£1,497); T. Johnson, builder, Great Brook 
Btreet, Birmingham. 


SOUTHEND-ON.SEA.—Houses, Whitefriars Crescent, for A. B. Barley 
Central Avenue, for J. Noakes; King's Road, for Jay & Co. 


Westborough Road, for C. Н. Jerrard ; Eastwood Road, for B. 
‘Lawford ; Imperial Avenue, for Chas. Neil; Silverdsle Avenue, 
for H. E. Nicholls; Inverness Avenue, for Joseph West; White- 
friars Crescent, for Mrs, E. Rammins; gsway, for J. 
Warren; shop, 1, Tudor Road, for A. R. Whur, builder, 
Princes Street; conversion of houses into shops, Leigh Road 
East, for Martin Ray; motor house, Chalkwell Gardens, Leigh 
Road West, lor E. H. veh additions, Bray Lodge, Victoria 
Avenue, for W. Rudling; additions, 21, Alexandra Road, for Dr. 
outh. 
SOUTH 8HIELDS.— Four houses, Rosebery Avenue, for W. Clunie; J. Н. 
Morton, architect, King Street, South Shields. Extension to 
engineering workshops, Corstorphine Town, for the Smiths 
Dock Co., Ltd.; E. Box, engineer, Smiths Dock Co., Ltd. 
North Shields. Л 
BPALDING (Річснвеск Wesr).— Primitive Methodist school room. 
STIRLING.—Proposed restoration of West Parish Church. The Session Clerk, 
West Chureh, Stirling. 7 
STOKE-ON-TRENT. —New Church Institute at Hanford, J. Boston, contractor, 
London Road, Stoke. 
SUNDERLAND.—Branch library, Church Street North, for the T.C. Davidson 
Cratney, architects, 22, Fawoett Street, Sunderland. 
Alterations to premises, High Street and Bedford Street, for 
Alex. Prosser, hatter and hosier; W. & T. R. Milburn, architecte, 
Sunderland. 
SURBITON.—Sewage disposal works for the U. D. C. (£89,991). 
contractors, Herefor4. 
SWANAGE.—Proposed hospital for consumptives. Swanage U.D.C. 
SWINDON.—Eleven houses, Kent Road. A. J. Colborne, builder. 
SWINTON AND PENDLEBURY.—Houses, Charles Street, for H. Way; St. 
Peter’s Road, Swinton, for Evan Ellis. | 
THORNTON (near PrEston).—Additions to house, Whiteside Way, for Coun- 
cillor Ashton. 
TIPTON.—Reatoration of St. Mark's Church, Ocker Hill. Mr. Beck, architect 


Johnson & Co., 


Wolverhampton. 

TREDEGAR.—Armageddon Baptist Church to be rebuilt by the Tredegar Iron 
and Coal Co. 

TROEDYRHIW (Guam.).—Bakery, &c., for the Co-operative Society. John 
Evans, secretary. 

TUNSTALL (Srarrs.).— Rebuilding, after fire, of Alexandra Pottery. Johnson 


Bros., Ltd 

ULVERSTON.—Parish Hall at Allithwaite, for J. Bliss, J.P. 

UPPINGHAM.— Houses, Forty Lane, off Stockerston Road, for J. H. Sargeant. 

UTTOXETER.—Primitive Methodist Church at Dodsleigh. W. Campbell, 
architect, 2, Bagnall Street, Hanley; Ward & Godbehere, 
builders, Uttoxeter. | 

VENTNOR (Isue or WiGHT).—-House, Bteephill Cove, for Isaac Wesley. T. R. 
Baunders, &rchitect, Belgrave Road, Ventnor. 

WERDEN вош: попке in Harriett Street. J. W. Cooke, Bolton Road, 

en, 

WALTON-ON-THE-HILL (8rnigy).—House, The Heath, for A, Paull, Lower 
Kingswood ; additions to house, for Dr. Richards. | 

WARRINGTON.—Tannery extensions for Guest Bros. 

WALLINGTON (SuRREY).— Shop, Morgan Baines & Clerk, surveyors, Railway 
Approach, Button, Iron school; Trustees, Wesleyan Methodist 
Church. 

WATFORD.— Additions to Silverdale Laundry; W. Judge, builder, 153, High 
Street, Watford. Petrol store, Cassiobury Mills, St. Aiban's 
Road. Twenty houses, Vicarage Road; W. Judge, builder, 
158, High Btreet, Watford. Two villas; Clark Bros., builders, 
Fearnley Street, Watford. Offices, Woodford Road, for 
L. & N.W. Railway Co., Euston. Additions to workhouse 
(vagrant wards); Clerk to the Guardians. Two shops and 
houses and new bakehouse ; J. Rodwell, builder, New Bushey. 
New vicarage, Mildred Avenue, for Rev. W. Н. Littlebury. 
Proposed Central Primitive Methodist Chapel. | 

WELLINGBOROUGH.—Alterations and additions to Bushfield Waterworks, 
including new filtering and softening plant, for the U. D. C.;: 
Е. Y. Harrison, surveyor to the U.D.C., Park Road, Welling- 
borough. Proposed free library, at Irchester ; Sharman & Archer, 
architects. 

WHITSTABLE.—Proposed extension of the Baptist Sunday School (£500). 

WINDSOR.—Rebuilding Carpenter's Arms, for Ashby's, Ltd.; motor premises, 
Бї. Leonard's Road, for E. Dowsett. 

WOLVERHAMPTON.-— Electrical installation at St. Chad's Church; new jam 
woiks to be electrically equipped, for Reade Bros. 

WOOTTON (IsLEZ or WicHT).—New church; Percy G. Stone, architect, ЗЗА, 
Holyrood Street, Newport, I. W. 

WORSBOROUGH (near BARNSOLEVY).— Houses, Mount Vernon Road, for Geo. 
Cooke; The Walk, Birdwell, for Mr. Quilter; Peel Street, 
Worsboro' Common, for Geo. Allen. 

WORSLEY.—Additional block of houses on Worsley Green; Lord Ellesmere. 

Y EOVIL.—House and thop, Sherborne Roadgfor Canon Cole; house, Alexandra 
Road, for T. Н. Foan. 

YTHAN-WELLS-—Alterations to school; W. L. Duncan, architect, Turriff. 


Synthetic Rubber.—The Daily Mail reports that Dr. 
Docherty and Mr. Alsebrook, of Burton-on-Trent, claim to have 
discovered a chemical process for making on a sound commercial 
scale rubber which is equal to the best Para rubber. In the dis- 
tillation of rubber a hydrocarbon, isoprene, is given off, which 
rapidly undergoes change into the gelatine group. It was found 
that by preventing isoprene from undergoing this change it formed 
a latex which could be coagulated into rubber, 
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MUNICIPAL TRAMWAYS ASSOCIATION. 


On Wednesday, in dull and heavy weather, which, however, 
speedily gave way to sunshine and warmth, the seventh 


annual conference of the Municipal Tramways Association . 


was opened in the Exchange Hall, Nottingham, a reception 
by the Deputy-Mayor (in the absence of the Mayor), Sheriff, 
and chairman and members of the Nottingham Tramways 
Committee preceding the Conference, which commenced at 
10.30. | 

After a few words of cordial welcome from the Deputy- 
Mayor, from Alderman Brownsword on behalf of the Tram- 
ways Committee, and from Mr. Sheriff Carey, Mr. Aldworth 
(general manager of the Nottingham Corporation Tramways) 
read his presidential address, which was followed by a paper 
on ** Some Through-Running Problems and their Solutions,” 
by Mr. H. E. Blain, general manager of the West Ham 
Corporation Tramways. The paper was discussed at some 
length, withont arriving at conclusions of material value. 
The conditions prevailing in London and in provincial 
towns are so utterly different that the provincial tramway 
managers are unable to appreciate the conditions obtaining 
in the Metropolis, and vice verse. The paper was regarded 
as a valuable one for future reference, though it contained 
several errors which were pointed out. The general opinion 
of the speakers, so far as the suburbs of London are con- 
cerned, was to the effect that, if some special means cannot 
be found to combat the competition of the motor- bus, there 
will soon be nothing left but L. C. C. cars and Vanguards." 

At one o’clock an adjournment was made, at the invitation 
of the Nottingham Corporation Tramways Committee, to the 
Victoria Station Hotel, where luncheon was served. 

In the afternoon there followed an inspection of the Trent 
Bridge Car repairing works and the St. Ann’s Well Road 
generating station. 

Special provision was also made for the ladies of the party, 
who were conveyed by steamer from Trent Bridge to Colwick 
Weir, afternoon tea being served at Colwick Hall, and the 
evening was devoted to a reception by the Mayor, the 
Chairman, and the Vice-Chairman of the Nottingham Tram- 
ways Committee at the Art Museum, Nottingham Castle. 

The programme for Thursday provided for papers on 
“ Treatment of Corporation Employés Incapable of Perform- 
ing Ordinary Duty,” by Mr. Alderman H. Linsley (chair- 
man, Salford Corporation Tramways Committee); and 
* The Application of Technical Science to the Construction, 
Maintenance and Operation of Tramways,” by Messrs. 
R. G. Cancliffe and J. G. Cuncliffe (assistant electrical 
engineers, Manchester (Corporation tramways), in the 
morning, and one on “ Ticket Check,” by Mr. L. Mackinnon 
(traffic superintendent, Glasgow Corporation tramways), in 
the afternoon. The Association dinner at Victoria Station 
Hotel] wus to take place in the evening, and during the day 
the ladies proceeded to Sherwood Street factory to inspect 
the manufacture of fancy lace, by kind invitation of Mr. 
John Сайа. 

We give below an abstract of Mr. Aldworth’s address :— 


The President remarked that there could be ro question 
that the Association bad fully realieed the purposes for which it 
was established and bad rendered valuable assistance to all con- 
nected therewith. He suggested that the time had arrived when 
the status of the Association should be raísed, and that the Execn- 
tive Committee be instructed to take the necessary steps to secure 
ite incorporation. 

The membership included over 120 chairmen and vice-chairmen 
of committees, representing practically all the local authorities 
operating their own tramways, with about 100 general managers 
and chief officials. Local authorities had invested in these under- 
takinge, roughly, 40 million pounds, They operated 2,500 miles of 
track with 8,000 cars and 40,000 employés, which served a popula- 
tion of 17j millions. Their joint revenue last year amounted to 
82 million pounds, the number of passengers carried was 1,556 
millions, and the cars ran 195 million miles. 

The meeting of the Managers’ Section was this year held at 
Wolverhampton ; important papers were read on “Car Building in 
Departmental Workshops and Tramway Rating Valuations and 
Income-Tax Assessments.” Tabulated information respecting the 
distance at which a tramway passenger paving a 1d. fare ceases to 
be remunerative was also laid before the meeting. 

Unquestionably the most important matter under the considera- 
tion of the tramway industry was that of brakes and safety appli- 
ances for cars. This had been emphasised by the distressing 
accidents which had taken piace during the year. A large number 
of meetinys of tbe Brakes Committee of the Association had been 
held, many undertakings visited, and A considerable number of 


brakes of various designs inspected and tested in operation. 
Exhaustive experiments and tests had also been carried opt, and 
it was hoped that the results would indicate means by which the 
risk of accidents arising through care getting out of control might 
be greatly minimised, if not entirely removed. 

The important question of what allowance should be made for 
depreciation of assets by the Board of Inland Revenue, when 
dealing with the profits for income-tax purposes, had been receiring 
very careful attention, and appreciable progress had been made 
towards arriving at a settlement of this very complex subject. 

Other matters, including proposed new regulations by the Board 
of Trade; the use of tramway poles for telegraph and telephone 
purposes; corrugation of rails; the maintenance of street paving 
along tramway routes; the report of the Departmental Committee 
on Accounts of Local Authorities, and Mutual Assurance against 
Third Party Risks, had also been under consideration by the 
Executive Committee. | 

Speaking generally, the year had been a time of peace and 
goodwill” as regarded the relations existing between committees 
and their employés. It should be remembered that their daty to 
the staff did not cease with the payment or their wages; courtesy 
and friendly respect were also due to them. 

It was to be regretted that efforts had been made, in a few cates 
successfully, to transfer the decisions on matters of discipline from 
the manager to the committee—in other words, from an impartial 
to an interested tribunal—a departure from the policy which 
had in the past worked very satisfactorily. This meant practically 
the transference of responsibillty for the safe and efficient working 
of the undertaking from the manager to the committee—a serious 
departure indeed, as responsibility without control was impossible 
in any real sense. | | 

It was essential that the public should be given the best possible 
service, and carried at the lowest fares justified by the returns, but 
not lower than would permit of the undertaking being conducted 
on sound commercial principles. It was a satisfactory sign of the 
times that much less was being heard of the demand for half-penny 
fares and stages, and many other concessions of a hazardous nature, 
which at one time were во vigorously pushed, irrespective of local 
conditions. 

As Mr. John Young said in his presidential address at Glasgow in 
1902, municipal tramways differed as properties in eo many respects 
that the same practice could not apply to all; but there was one 
common essential to the success of such commercial undertakings, 
and that was that they must be efficiently conducted, and managed 
on pure business principles. 

All tramway systems, whether large or small, municipal or 
company-owned, were a great convenience to the residents in the 
districts through which they ran; therefore the owners, be they 
ratepayers or shareholders, were entitled to their share of the 
benefits, and those using the cars should be willing to pay such 
fares as would give a reasonable return upon the capital invested. 

On the question of intercommunication evidently a much broader 
view was being taken, as was shown by the continual increase inthe 
number of municipalities which had entered into working agree- 
ments for this purpose. with other undertakings, both municipal 
and company-owned. There could be no question that such 
arrangements gave facilities which greatly encouraged the use of 
the cars, and increased the usefulness and earning capacity of the 
undertakings concerned. 


A matter deserving of serious consideration was the adoption of . 


an improved method of collecting and checking fares. The “Psy- 
as-you-enter car” which was being introduced into Canada and the 
United States, appeared to be marking progress in this direction. 
It remained for some inventive genius to devise an equally effective 
method applicable to the general conditions prevailing in this 
country. | 

They were all familiar with the irritating sound of cars running 
over defective rail joints and worn pointe and croesings, AD 
appreciated the great damage to the rolling stock and rail bonding, 
as well аз the discomfort caused to passengers and residents along 
the route. Recent improvements would go a long way to obviate this 
with new tracks; but the difficulty was to overcome the trouble on 
linea which had been in uee for some years. In Nottingbam the matter 
had received very careful attention, and as a rerult of experiments, 
extending over several years, it had been decided to repair defective 
joints by cutting away the worn portion of the tread and еги 
a flat plate of special steel, which bridged the rail joint and reste 
on both rails, The ends were splayed and dovetailed into a 
rails. During the three years since the first joint was £0 treated no 
a single plate had worked loose, notwithstanding that there 
been a two-and-a-half minutes’ service running over the route. 

The petrol motor-’bus, which a few years ago they were told via 
going to revolutionise street passenger traffic and practically i 
terminate tramways, had had a fair and impartial trial, and the 
verdict was certainly not in its favour. The electrobus ks 
free from many objectionable features inseparable oe : 
petrol vehicle; but whether accumulators could be foun 
withstand the vibration and strain to which they were sub] E 
especially on rough and hilly roads, and enable the bus ute 
worked at such a cost as would allow it to give a fair return n й 
outlay, remained to be seen. There was unquestionably à gil 
field available for the successful working of a service of self -со 
tained, reliable, and economically-operated vehieles. the 

A subject which was becoming more and more urgent Mert 
drafting and adoption of model by-laws and regulations 9 17 5 
would assist their undertakings to adequately meet the eX a 
calls now being made upon them. Those formulated for үр 
the conditions prevailing in the horse-car days «веса 15 
purpose very well, but they were certainly not adapted 
present-day requirements of working. 
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THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


We are asked to publish the following orders :— 
Head Quarters: REGENCY STREET, 
WESTMINSTER, S. W. 


The Head Quarters will open for the winter's training on October 5th, 1008. 
Medical Inspection for Recruits every Tuesday, commencing on the 29th 


inst. 
Intending Recruits should reach Head Quarters as soon after 6 p.m. as 


possible. 
J. H. S. PHILLIPS, 
Capt. and Acting Adjutant. 


(Signed) 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Lisbon Electric Tramways, Ltd. (62,983).—A statement of 
the total amount outstanding on July 1st in respect of mortgag»s and charges 
created prior to that date and not required to be registered under Bec. 14 of 
the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of tbe Companies’ 
133 Pd Particulars: Mortgage dated November 22nd, 1899, securing 
£245,000. 


Peterborough Electric Traction Co., Ltd. (74,£62).—This 
company’s annual return, made up to May 12th, was filed July 17th. 8,400 
shares have been taken up out of a nominal capital of £60,000 in 6,000 ordinary 
and 6,000 preference shares of £5 each. £6 per share has been called up on 
4,000 ordinary and 4,400 preference, resulting in the receipt of £42,000. ort 
gages and charges: £91,009. Йй 


NOTES. 


= 


Points Not Generally Known.—That the Loch Leven 
Water Power Co. has procured or is obtaining nine hydraulic 
Ve a total of 30,500 н.р, from the Swiss firm of Escher, 

yas & Co. 


That the Zoelly steam turbine has entered into strong competition 
with the Parsons turbine, and is being introduced in a German 
cruiser of 20,000 H. P. and in torpedo boats. | 


That the Parsons steam turbines adopted for some of the other 
. German warships have been made in Switzerland—by Brown, 
Boveri & Co, 

That the competition in steam turbines has become so acute on 
the Conticent, that apprehensions are entertained that the business, 
as in the case of high-speed vertical engines in Great Britain, will 
soon become unprofitable. 


That, notwithttanding the protection of the Customs tariff in 
тарсе, electrical manufacturers do not find prices so advantageous 
as in former years. 


That, cwitg to the operation of price protection and firm 
Protection agreements in Clermany, real competition has now 
Practically been extinguished, even for contracts thrown open to 
the value of as low as £500. 


That trade in Russia is improving, and is very largely controlled 
by branches of Teutonic firms. 


That the financial results of the suspended electric railway 
between Elberfeld, Barmen and Vohwinkel bave just been published, 
Probably for the first time. 


That taey show a surplus of £28,000 for 1907, but that it is not 
stated whether the surplus implies actual net profits of that amount. 


. That Belgian electrical firms are doing, for a comparatively small 
industrial country, a large business in the electrical equipment of 
rolling mills and collieries, 


That the proposed tax on the consumption of electricity in 
Germany would unfavourably affect the light electric railways and 
ramways, as the average yield, without making provision for 
reserve fund, is said to amount only to 23 per cent 


ja the new French cable factory, forming one department of 
е Ateliers de Construction du Nord et de l'Est, at Jeumont, had 
orders on hand of the value of £168,000 at the beginning of April. 


That the Russian laws do not recognise strikes аз force inajeure, 
and German firms are consequently being mulcted in penalties for 


oo delivery of apparatus for the St. Petersburg telephone 


Appointments Vacant.—Shift engineer, Leicester Cor- 


poration tramways power station; switchboard attendant for 


Kendal (258). See “ Official Notices” to-day. 


Storage Battery Railway Coaches in Germany.— 
It is tolerably well known that experiments with storage battery 
coaches have been jn progress for several years past on certain 
railways in Germany, for the purpose of dealing with local and 
other short-distance traffic. The Palatinate railways represent one 
instance of this kind, and the district of Mayence forms another. 
The coaches used on the latter lines are now stated to have well 
answered the purpose, although this does not imply that those 
worked on the former railways have not been equally satisfactory 
from an operating point of view. What the financial results have 
been is perhaps only known to the managements of the railways 
concerned, but where storage battery coaches have supplanted 
steam trains, it is possible to conceive that they may have effected 
an economy over the cost of steam locomotion for this particular 
kind of short-distance traffic. Yet in this event the saving would 
not of necessity indicate that the battery coaches are yielding net 
profite, as the local steam trains may formerly have been worked at 
a loss, and the battery coaches may merely have been the means of 
reducing the amount of the loss, At any rate, the passenger traffic 
has been stfticiently well handled by the electric coaches, as in the 
case of the steam motor coaches which have been introduced on 
several English railways for local services, to induce the Prussian 
State Railway authorities to make a trial on the same system on 
what may be said to represent a fairly large scale. 

The Prussian Railway authorities, in fact, ordered 57 battery 
coaches nearly a year ago from the Allgemeine Electricity 
Co., the Siemens-Schuckert Works Co., and the Felten and 
Guilleaume-Lahmeyer Works Co. The coaches are intended 
for use on a variety of lines, and the large number indicates the 
determination to give the system an exhaustive trial, The idea 
underlying the adoption of battery coaches is for dealing with the 
suburban traffic of medium sized towns, to act as feeders for 
stations where fast through trains are accustomed to stop, to 
increase the traílic on busy sections, and to serve as substitutes for 
steam trains in localities having but little traffic. The delivery of 
the rolling stock is expected to take place shortly, and the first 
double ch built by the Allgemeine Co. was recently tested on 
the railways at Dresden and Berlin. 

The coach consists of two closely coupled carriages, each of 
which is carried on two axles and has a battery arranged in a 
separate compartment at the front, thus protecting the passengers 
from the danger of acid fumes. Accommodation is provided in the 
double coach for 100 passengers in two classes, and each coach has 
a driver’s platform at each end, which serves for the entrance of 
passengers, as in the case of tramcars, the gangway being down the 
centre. The battery equipment comprises 168 cells, giving a pres- 
sure of 310 volts, and one charge is capable of enabling the two 
motors, of 80 E. P. each, to propel the double coach a distance of 62 
miles, the maximum speed being 31 miles an hour. 

It is proposed to work the double coach with a single driver and 
without any other train attendant, on lines which may be suitable 
for the purpose. In order to protect the paseengers from injury 
in the case of the driver becoming ill or meeting with an accident, 
an emergency brake has been provided which will come automatically 
into operation in the event of the driver losing hold of the controller 
handle, whilst at the same time the passenger compartmeffts are 
also equipped with emergency apparatus for the application of the 
air brakes. The coach body has been built by the Breslau Railway 
Carriage Construction Co., the batteries by the Berlin-Hagen 
Accumulator Co., and the electrical equipment by the Allgemeine 
Co. The type of coach is stated to have been suggested by Herr 
Wittfeld, of the Prussian Ministry of Public Works, and the triale 
made at Dresden and between Berlin and Zossen are reported to 
have been entirely satisfactory. . 


A Kelvin Memorial.—The Standard reports that 
Mr. A. Bruce-Joy has been selected by the committee for the 
memorial to the late Lord Kelvin to execute the statue to be erected 


. in Belfast. 


Electric Shock Fatalities.— On Friday, Charles Buxton, 
a foreman painter in the employ of the Butterley Ironworks Co., 
Ripley, Derby, was engaged with Frank Anderton in painting 
the plain standard and girders which carry the overhead wires on 
the new single-phase line of the Midland Railway between the 
Lancaster Green Ayre (Midland) Station and the Castle 
(L. & N.W. Railway) Station. They received a signal that a goods 
train was leaving the station, and Anderton got off the girder. 
Baxton said he would go down for some paint, and in doing so he 
missed his footing. In trying to save himself he threw his right 
arm over a live wire, and, receiving a shock at 6,500 volta, was 
instantly killed. His body immediately caught fire. Anderton 
raised the alarm, and the current was switched off. The deceased’s 
right arm dropped on to the line, and the right side of the body 
was also shockingly burned. Deceased had asked for а flagman to 
warn him of approaching trains, во was apparently aware of the 
dangerous nature of his occupation, 

At the inquest on Saturday, evidence was given by Anderton that 
when they received the signal Buxton raid, "I'll get out of the 
way." He was 3 ft. from the live wire at the time he fell. 

Thomas Storyaker, 12, Argyle Street, Lancaster, the flagman on 
the job, said he received no signal ofthe approach of the train, 
but was working on a timetable. The train was due at 10.33, and 
he gave the men notice at 10.24 am. When coming down for 
paint Buxton put his hand on the insulator, A blue light flew out, 
and he fell with one leg over the top of the girder and the other 
throngh it. His hand was still on the insulator and he fell back- 
wards with his shoulder touching the live wire underneath, The 
ie was disconnected in three minutes, but death had taken 
place. 


ene en 


508 


Edward Lightfoot, signalman, in the employ of the London and 
N.W.R. Oo., said he did not know the men were working there. 
. D. 8. Johnson said the body was locked between the girders. The 
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of members to be held on Friday, October 9th, and it has been 
decided that, recognising the great possibilities of an Institution of 
Municipal Engineers in the widest sense of the term, men holding 


right arm had dropped off, and the body was badly burnt on the 
side nearest the electric wire. 

Herbert Walter Spendlow, electrician in charge of the single- 
phase equipment, said that only persons with permits from himself 
were expected to work about the electrical equipment. Nobody 
knew the deceased was working there—he was not in their depart- 
ment. The voltage on the line at the time of the accident was 
6,600. The girders were 19 in, wide. With such a voltage, 
if the deceased put his hand on the insulator within ?-in. of the 
wire, the current would go through hie body. One-tenth of au 
ampere might be fatal, but he would get three amperes through his 
body. There was no reason, electrically, why the signals should not 
be worked independently of the switching on of tbe current, and so 
long as there was steam and electrio traction on the same line, 
it was desirable for safe working that some such arrangement should 
be adopted. 

Charles M'Lean, Derby, who designed the overhead electrical 
equipment, said there was 10 ft. on one side of the wire, and 4ft. on 
the other, woere it was perfectly safe. If the insulator was out of 
order the whole girder would be alive. The Butterley Co. did 
not advise tbem about coming on to tbis particular job, or arrange- 
ments would have been made to protect tbeir men. 

The Coroner said that at first it appeared as if there had been 
some neglect in making arrangements, but if anybody was to blame, 
it was the deceased himself. 

The jury returned a verdict of Accidental Death,” attaching no 
blame to anyone. 

According to a Leeds paper Vincent Southam, aged 26, of High 
Green, was killed on the nigbt of 15th inst. at the Knoll Drift Pit, 
belonging to the Wharncliffe Silkstone Colliery Co. A fall of roof 
brought down two live electric wires used in driving coal-cutting 
machinery. These caugbt Southam, who died shortly afterwards 
from shock. 

On 17th inst. an inquest was held in connection with the above. 
According to the evidence deceased was, with others, fetching some 
empty corves, and found some full corves in the road. They removed 
these, when they found an electric cable had fallen, owing to a fall 
of roof. The deceased was subsequently found lying across the 
rails, he having had a shock through having hold of tbe corve. 
He was standing in water at the time and received a shock at 550 
volte. Mr. Jonathan Wroe, manager for the Wharncliffe Silkstone 
Colliery Co., promised tbat further precautions would be taken. 
The jury returned a verdict of Killed by receiving an electric 
shock by a displaced cable.” 

The other day at the works of Kirkpatrick Bros., Ballyclare, Co. 
Antrim, whilst the electrician, Adam Nicholl, was working near 
the machinery he was caught by it and whirled round at a terrific 


э receiving such ghastly injuries that he died within half an 
our. 


important appointments under local authorities as electrical, gu, 
mechanical, and water engineers shall be eligible for election to 
membership of the Institution. Particulars may be ottained of 
Mr. B. Wyand, secretary, 10, Eagle Place, Piccadilly, London, W. 


Educational Notes.—Easr LONDON CoLLece—We 
are informed that the Drapers’ Company bas voted special grants 
for the purchase of important additions to the equipment of the 
Engineering Department, the staff and students of which bave 
carried out a series of testa of vanadium steel, and other special 
steels, which are being largely used in the construction of high. 
epeed engines, The recent installation in the Electrical Engineer 
ing Department of an 11-xw. rotary converter of special desigu 
should be of great use to senior students and to those seeking to 
carry out standardisation experiments. The calendar for 1908? 
shows that the new session begins on the 28th inst. Prof. J.T. 
Morris is the head of tbe Electrical Engineering D partmeu, 
assisted by Mr. L. Murphy. 

.  PonrsSMourH MunicipaL CoLLEGE -A very fine municipal 
college bas just been opened in the borough. Oné of the depart- 
ments which deale with civil, mechanical and electrical engineer. 
ing, is provided with laboratories for electrical testing, two 
dynamo rooms, a repair shop and a battery room. Continuons 
current from the generators and from the battery, and alternating 
current of one, two or three-phases is supplied to each table. 
Among the machines that have been installed are а 15-kw. motor- 
generator, 5-kw. dynamo for battery charging, 5-BHP. series 
motor, a 30-Kw. set which will take the normal power load, + 
quadruple set (each machine of about 5 E. p.). a balancing set, and 
а amall three-phase induction motor. There are between 20 and 30 
motors of various types scattered through the building. 


London Private Fire Brigades. — The London 
Private Fire Brigades Association, which now comprises 850 
members, held its fourth annual competition at the Guildhall on 
Saturday, 19th inst. The Challenge Shield which is presented by the 
Corporation of London for the encouragement of good work among 
the private fire brigades of London is of solid silver, and is 
worth considerably over £100. Teams representing 15 brigades 
competed, and the competition was divided into two parts, 
the first taking place outside the Guildball with one officer and 
four men, hydrant (wet) drill, and the eecond part in the hall iteelf, 
this being a surprise drill (dry) for one officer and six men. The 
nature of the latter drill was such as to bring out the good pointe in 
brigades when dealing with sudden outbreaks of fire, and it was in 
no sense a eet show drill which a team could win by practising. At 
the conclusion of the competition, Mr. John H. Lile, chairmaa of 
the City Lands Committee, announced that the challenge shield bed 


been won by the Robertson Electric Lamp Co.'s Brigade, and the 
three first times were as follows: 


1. Robertson Electric Lamps, Ltd., Brook Green „e. 960; sec. 
2. Bradbury, Wilkinson & Co., Ltd., Farringdon Road 403? , 
3. R. H. & S. Rogers, Cliftonville Worke, Rotherhithe ... 410: „ 


The competition was watched by the Lord Mayor and Sheriffs 
accompanied by members cf the City Corporation, Col. Fox (chief 
of the Salvage Corps), Lieut. Sladen (third officer of tbe Metro- 
politan Fire Brigade), &c. The Lord Mayor, in presenting the 
shield and silver medals to the winning team, congratulated them 
on their activity and energy and upon tke fact tbat they were the 
firat team to win the shield for the second time. 


Aberdeen's Limit.—According to a Scottish cores- 
pondent, an effort is being made by the Aberdeen autborities to 
put down spitting in the tramway cars in the town. It appear 
that an official maximum of “ three spits" is allowed, but in the 
case of six persons this limit bas recently been exceeded. All six 

_ were nominally fined at the local Justice of Peace Court. 


‚ Copper.— Messers. Merton’s mid-montbly circular shows 
the market still nearer to the figure for visible supplies anticipated 
in this column a month ago. The fiquro is now 48,430 tons. In 
the fac of this astonishing quantity buyers will need to proceed 
carefully, as it is fairly evident that the continuance of such 
stocks must result in lowering the price, which will instantly 
thereafter soar on large orders being given out, At present we 
. bave in English ports 32,096 tons of standard copper, and 2,017 

tons of fine copper. Previous to June last 31,158 tons was con- 
siderably the highest figure for the whole visible supplies for the 
past three years. Incoming supplies, however, show rather a 
narrowing tendency, which ie rather to be expected. A slight rise 
in price would probably restore these to the normal. 


Radio-Dermatitis.— We regret to learn from recent 
reporte that Dr. Hall-Edwards still suffers from extreme tender- 
ness in the arm that was first operated on, which bas prevented the — 
attachment thereto of any mecbanical appliance. An appeal has 
been made for further subscriptione, to provide him with adequate 
comforts and attendance, and has already borne good fruit. 


— — — — 


Institution and Lecture Notes.—LivERPOOL AND 
Disraicr ELECTRICAL ASSOCIATION. On Tuesday, September 15th, 
an interesting illustrated lantern lecture was delivered before this 
Association at the Common Hall, Hackina Hey, Dale Street, by Mr. 
C. H. Verity, of Seacombe, entitled Steam Turbines.” The chair 
was taken by Mr. B. L. Myer, of Liverpool. Mr. Verity, in the 
course of Lis lecture, dealt very fully with turbine construction, 
especially with regard to the fixing of the blades, and his remarks 
were very ably assisted bv the many excellent lantern slides which 
were shown. Figures were also exhibited showing strongly in favour 
of steam turbines for marine work. 

A party of members of tbe above Association paid a visit on 
Baturday afternoon, September 19th, to the works of the Railway 
Signal Co., Ltd., Fazakerley, near Liverpool. On arrival at Faza- 
kerley railway station, the party were met by Mr. Vickers, who 
personally conducted the visitors over the premises. An inspection 
was made of the erecting shop, drop stamping department, die 
cutting department, smithy, iron and brass foundry, pattern shop, 
iron signal shed, joiners’ shop and sawmill, staff instrument depart- 
ment, and the electrical shop. The next meeting will be held on 
Tuesday, September 29th, at 8 p.m. There will be an open meeting 
and discussion on tbe visit to the Railway Signal Co, Fazakerley. 

INSTITUTION oF MuNiciPAL ENGINEERS.—The membership roll 
now stands at 320. Draft by-laws have been approved by the 
executive committee, subject to confirmation at the general meeting 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industri 
also electric tramway and railway officials, to keep readers 0] the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—The Electricity and Street 
Lighting Committee of Bermondsey received 126 applications for 
the post of engineer-in-charge to fill the vacancy cauted by the 
promotion of Mz. Hocarru, at a salary of £110 per annum without 
pension. MR. Craaa, of Putney, has been appointed to the 
position. è 

Мв. J. MirTON bas resigned his appointment as shift engineer y 
the Battersea B.C. electricity works to take up an sp intment и 
chief assistant engineer to the Wycombe (Borough) Electric Lig , 
and Power Co, Ltd. The Battersea Lighting Committee U^ 
resolved that Mr. W. H. Heacy, at present engaged as draugb A 
man at the central station, be appointed shift engineer on poe 
for three months, at a salary of £120 per annum, anà that to 
electrical engineer be authorised to engage a person temporarily 
take the place of Mr. Healy. 


Se peer By td 
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The Handsworth District Council has resolved to increase the 
salary of its electrical engineer, Мв. Nixon, from £350 to 4400. 

Last week Mr. R. F. Ferguson, Corporation electrical engineer at 
Hastings, acting on behalf of the staff and employés of his depart- 
ment, presented Мв. C. E. Copeman, third employé at the works, 
with a slide rule in leather case, on his departure to take up a 
position under the L.C.C. i 

Мв. L. О. Оох, mains engineer, was presented with a revolving 
bookcase and cake stand by the staff and employés of the Leyton 
Urban District Council’s electricity works, on the cccasion of his 
matriage. The presentation was made by tbe engineer and manager, 
Mr. F. Harman-Lewis, on Friday, September 18th, in the presence 
of the staff and workmen. 


Tramway Officials —On Thursday last week Mr. 
Eardley, manager of the Stockport Corporation Tramways, on 
behalf of the tramway employés, presented a gold medallion to 
SERGEANT KNIGHTON, of the fire station, for bis services in render- 
ing first aid” and saving the life of John Roscoe, a tramway 
conductor. . i 


General.—Mr. W. A. Barnes, A. M. I. E. E., bas been 
appointed instructor in electrical engineering for the winter session 
at the Technical Institute, Hor wich, Lancashire. 

The Home Secretary hae appointed Mr. Ковевт NRxLSOx, of the 


firm of Messrs. Merz & McLellan, to tbe newly-created post of 


H.M. Electrical Inspector of Mines. 

On 12th inst. the marriage of Мв. Gomer B. Davizs, A. M. I. E. E., 
of the York Street Flax Spinning Mille, Muchamore, and late of 
the Stepney and Guildford electricity supply works, to Miss 
Нена Elisabeth Supple, took place at All Saints’, Antrim, 
Ireland. 

De. C. C. GARRARD has resigned the position of manager of the 
instrument and transformer department of Messrs. Ferranti, Ltd., 
in order to take up that of manager of the switch department of the 
General Electric Co., Ltd. E у 

Мв. Евер, В. Норакв, late managing director of the Elec- 
trical and Maintenance Co., of Sunderland and Newcastle, has 
taken up an appointment with Messrs. Warren, Hawkins & Co., of 
Milburn House, Newcastle-on-Tyne, as outside traveller and 
manager for their contracts and supplies. 

In reference to our recent article on Rose's Patent Electrical 
Recording Target (that electrical device for instantaneously 
renording at the firing point the exact position of each and 
every shot fired), it may be of interest to note that Mr. Т. С. 
BADDELEY departe this month to take over the management 
of Mr. Sydney A. M. Rose's electrical factory in Melbourne, 
with a view to further developments. Mr. Baddeley has spent 
several months with Mr. Rose, acquainting himself with all the 
. necessary manufacturing details, and has visited most of the leading 
English and French factories, in order to be thoroughly av fait with 
the latest points and appliances for labour saving in electrical 
manufacturing concerns. ' | 

Obituary.—J. C. NicHorsoN.—The death occurred on 
19th inst. at Newcastle-on-Tyne of Mr. Joseph Cook Nicholson, 
principal of the Joseph C. Nicholson Tool Co., of Collingwood 
Street, Newcastle-on-Tyne. Mr. Nicholson, who was a well-known 
figure in the tool manufacturing industry of the North of England, 
was à native of Sunderland, and was born in 1859. Asa youth he 
was engaged at several Durham collieries, but studied engineering 
and science, and when his father died in 1851 be took charge of 
the latter’s ousiness at Sunderland—a file manufactory. Four years 
later he commenced the manufacture of engineers’ tools at Sander- 
land, and in 1892 transferred the business to Newcastle. The 
deceased gentleman was a member of the North of England Insti- 
tute of Mining and Mechanical Engineers, Federated Institute of 
Mining Engineers, and of the North-East Coast Institution of 
Engineers and Bhipbuilders. | 


CITY NOTES. 


Dick, Kerr & Co., Ltd. 


Tan directors’ report to June 30th, 1908, has been issued, together 
with the profit and loss account of the company’s trading for the 
12 months ended that date. The profits earned amount to £59,558. 
Ont of this has had to be paid debentare interest and trustees’ fees, 
and there has been reserved the sum required to provide for the pre- 
mium payable on the redemption of the present debenture stock. Tnese 
items absorb £12,832, leaving a balance of £46,727, to which must 
be added the profits brought forward from last year, viz., £79,140, 
making a total of £125,867 available for appropriation as under :— 


Dividend of 6 per cent. per annum on preference share capital, . 


£18,300 (the proportion of this dividend to December 31st, 1907, 
ah тему been paid); dividend of 10 per cent. on ordinary share 
| на of £260,000, to be paid, less income-tax, £26,000; balance 
Had carried forward, £81,567; total, £125,467. Тһе dividend 
Mud. ee shares will be paid on October 1st, 1908, as usual, 
hes : ividend recommended on the ordinary shares will be paid 
eed 5 by the shareholders. In view of the continued 
18115 1 in all departments, the directors consider the 
or the year’s trading not altogether unsatisfactory. _ 

didi year the profits were £80,476, and the dividend on the 
ary shares was at the same rate. "p 


United Electric Car Co., Ltd. 


Мв. R. Н. PREsTWIOH presided at the annual meeting held at 
Preston on September 17th. In moving the adoption of the 
report (see ELECTRICAL Review, September 11th, page 429), he 
said that no doubt the result for the past year would be dis- 
appointing in view of the profit made for the year ending June 
30th, 1907, and it was with much regret that they were unable to 
recommend a dividend on the ordinary shares. Those who were 
present at the last meeting, however, would remember that the 
chairman foreshadowed a falling-off in the profits. As he atated, 
there was then a stagnation in electric traction which was affecting 
all car-builders, as well as electric equipment manufacturers. 
Instead of matters improving, however, they had grown worse, with 
the result that the company's output last year was less than one- 
half of what it was for the preceding year. In view of this very 
greatly decreased output, without a corresponding decrease in 
expenses, the directors considered it satisfactory that a profit had 
been earned. There had been a saving in expenses all round, 
compared with last year, while instead of a debit for interest, bank 
rate, and commission of £1,778, there was a credit of £220, so 
that the result of having & substantial balance in the bank had 
meant a saving of roughly £2,000. The amount carried forward 
was £6,187, or £1,092 more then last year. As regarded the com- 
pany’s fioancial position, the balance-sheet showed a very healthy 
state of affairs. On June 30th there was upwards of £34,000 in the 
bank, while tbe whole liability to creditors was only £16,841, which 
was less than half for the corresponding period last year. With 
regard to the reserve for. depreciation, amounting to £30,000, the 
directors thought it a wise policy to increase it whenever possible, 
though it might not always be necessary to add to it to the extent 
of £4,000 or £5,090 a year as hitherto. He regretted that there were 
no signs of an immediate improvement in the prospects for the 
coming year. Trade generally was in a very depressed state, but he 
hoped that, as soon as it took a turn, the Car Co. would benefit. 

A SHAREHOLDER, referring to the item of £600 for directors’ fees, 
seemed to think that this should have been omitted. Another 
speaker inquired if the directors had any information as to the 
Hadley and Trafford works being disposed of, or whether they 
were likely to be sold. | 

The CHAIBMAN said they were trying to dispose of them, but it 
was а very difficult matter. There was a possible chance under the 
influence of the new Patent Laws of being able to do so to 
foreigners, but the directors saw nó chance of making use of them 
themselves, and were trying their best to dispose of them. He 
pointed out that with regard to the Trafford works there were no 
expenses beyond the chief rents, and tbat the Hadley works were 
very well let. | 
: A DIRECTOR remarked that the rolling-stock trade was very bad 
indeed at present, and the CHAIRMAN observed that the directors 
were not entirely without hope with regard to business. If they 
looked far enough ahead he thought they could see businegs coming 
forward, but he had no desire to promise anything. 

After further speeches the report was adopted. 


1 


. Anglo-Argentine Tramways Co., Ltd.—At meetings 
of the various classes of shareholders and debenture-holders, held last 
week in the City, resolutions were passed raising new debentures 
to enáble them to pay off the £200,000 5 per cent., and the £80,000 
54 per cent. debentures of tbe Buenos Ayres Electric Tramways Co. 
Tne Anglo-Argentine Co. now holds the entire share capital of the 
latter company, which it will wind up as soon as possible, merging it 
into its own undertaking. The directors have in contemplation the 
acquisition of every tramway concern in Buenos Ayres with one . 
exception. . 98. 

Stock Exchange Notices. — Applications have been 
made to the Committee to allow the following securities to be 
quoted in the Official List: — Havana Electric Railway Co.— 
$1,115,000 additional Consolidated Mortgage 5 per cent. 50-year 

Coupon bonds, 1952, for $1,000 each, Nos. 6,958 to 8,072. Mexico 
Tramways Co.— $400,000 additional General Consolidated First 
Mortgage 50-year © per cent. Gold bonds. 


Direct Spanish Telegraph Co., Ltd.—The board have 
decided to pay in addition to the dividend at the rate of 10 per cent. 
per annum on the preference shares, an interim dividend at the rate 
of 4 per cent..per annum, free of income-tax, on the ordinary shares, 
both for the half-year ended June 30th, 1908, and payable on 


October 1st. | | 
Folkestone Electricity Supply Co., Ltd.—The 


directors announce an interim dividend of 4 per cent. per annum 
(28. per share), less income-tax, on the ordinary shares for the half- 


year. 

Sir W. G. Armstrong, Whitworth, & Co.—An 
interim dividend of 10 per cent. per annum on the ordinary shares 
has been declared. i 


New York Central and Hudson River Railroad.—A 
dividend of 14 per cent., payable on October 15th, has been 
declared. E 

Melbourne Tramway and Omnibus Co.—A dividend 
of 4id. per share (15 per cent. per annum) is payable on October 1st, 


Belgium.—The balance-sheet of La Compagnie Electrique 
Anversoise, of Antwerp, for the last financial year shows a profit of 
£43,453, a8 compared with £43,839 in the preceding 12 months. 
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са ington „ 18 2 — 4424 S — 20,809 54.25 5:5 Londons City and South Lon ffto 13. Notice to 
Dereon К 18 10,883 Eon t Epod 1502 |843 | ‘óe point 7 ; 1 but Districts e pe the bipes 
Dover.. » 2,508 + 25 21,864 |— 171 | 66} .. Consolidated is t f the traffic risen 2, ’ 
Dublin » is 1,189 |— 14T 94 7,974 — 805) 5 r acceleration o re stock has at 85. 
East Ham Eq BA 10 | 85,080 ETT „ eni 55|`% с 5 1 Debenture n. бо in the 
{Exeter Ne 9,802 |— 87 94 | 89,197 10 | 18 |.. в : 93, while Chari vement st | 
m чо жен ia, sc — тї е 3 " Plccadilly to 93, spects of impro 
Шымын О SEE Aen E 165 | eal: Thero are T un bec DOE E j 
ee ** Ө ” — 48 f m 1. о • А “ е ` 
СЕИ HE HT TES “With the gradual rie i thu "Tube" Debanar "p 
ipene t TT 12; 2467 — 97 50. + 5868 96°75} +95 Wi б for the little- d in the case tock 
ilmarnoc Coo. „ 2,677 — 285 24 161,474 |+ 8, Й ds some inquiry h market, an in the 8 
Lan'kshire United | E 12,903 — 881 .. 2% 6 | come boast of muc available in 4, the 
Dances са UE iens p^ ABI m. 9,711 |— im ioni ee None of them is no quotation stand at 34—4, 
iu Dom | „ 13 imp cw 739.707 285.120 . Charing Oross 5 shares, ea, Piccadilly en 
Liverpool 2 | | пне | "Uem + die | js ii ^ Exchange. Baker quoted at £7. reat 5 1 
Live „ 5,180 — 611 1 | 10, 89:5 і Ordin in are 
London United "ode | K- ER ш 96905 = 14-5 |, ко се i n price is 75 All 5 to come 
7 T4 — 393 | 25 16,879 — 1,04 55|.. Brom ficial list, and the id, and in es in 
Manchester ы бейт н | e | 243 | 11,997) .. 28-6 | .. Exchange offic f £10 each, fally paid, Railway issu 
Newcastle .. „ 18, %8 — 5 2 Таш а ominal value о with other Home 
Мехрон | e Sores oin ee * «© then bly take their place the week. 
Oldham. e. IE M М „ lee ns : will на А a fairly free market. ly little altered lo ing 5, and 
PORE ea 9 75 EET 15898 |+ 198 0 | 9 — which lh varietiod ave yu " equalised by los 
(Preston „ E 1 т — ES. 19 | 114,804 ti ‘nn y^ 1:26 „5 } better, and pud department is i and Third 
ге. B 8,950 — „ este Business i but the оте. 
Rotherham „ 16 10 87 — 402 „ e. Preferred 4. ks are steady, did not m 
Balord — . „ 16 2,248 — 68 =й ү ШШ СЕУ elephone stocks the Seconds in the 
= ы E EE РАЧЕ Mene lu pele cA 5 dit Bonne — 
South Shields | 16 145 = aM ii ET zi 986 9m кы i ipi E 3 “impeded ran Dare 
tBwindon € 1.829 — 17 17,118 |— 1471! .. М Telephone x rt of this w back 3 po 
ide n 161. — 116 25 893 — 3,266 ү Рагїв ; early pa alipped 
SCARE E EE xime co Telegraph ачуны oa he ttr ip Ги n der 
w if ө 1568 -- 12 . | 5°77 | .. an ing 131. fall o 
West Ham " 19 6,806 |* 1,915 12 | 86,848 Mrs 5 275 .. ddle price being е beyond a state- 
Baker Bè Waterloo | » 19 | 16,506 572и з | ват а 7 ids mi ies exhibit no chang upon the ене 
Baker 80. ice] on co e 85,407 |— 7 varieties haves is strong, Deferred i$. 
Cen. fy Bas. Hamp. AE 6185 + 38 | 12 5 8б зу чола сем р ашуу: Britin Columbia Dete Electric 
0 : А J. 18 = 578 19 ЫШ 19,160 А 4:3 The ther day, i llers 0 „ ess 
Dublin- . 900 12 | 17,408 487 „men aker after its smart to about 23s. lower 
GN. Par. Вг. " 10 8.850 + 100 12 44.106 10,546 | 24 shade we ed the Ordinary nce also are 
G.N., P'dy. h'd Rly. | „ 19; 8.6899 |+ 0 19 | 189,09 118.107 €M |.. raction have reduc da The Prefere e sbed 58. be b per 
Меры Нап Ку. | e 16 40.020 1 16.884 57 644,457 fun |8048 179 done а London United Tram аа оо 
+М 850 45,609 | 839 | 98.180 +160804 | .. |. middle. ways Common stoc Rio shares fe t fairly firm 
Met. tine ug. 14 | 15,571 |+ 580 | 8 sand eee Mexico .Tram ther easier. Rio done, kep t Monte 
Anglo Breen .. | Aug. 91| 4,500 185 ee 1.116 bonds at 922 аге ra business is being Trams 0 the 
Быша (BET) . | ПА + 601 | 96 | вё „ i. "du cent. ITT р to 5i, 110 
Bo nbay ( д BE de 8,664 + 607 ci is => өө the bonds, in ? 6а. took rence тозе ric Tram 
а Balgko: A dene + 256 |2. w | — 1215| 2 at 905. А rise ie OX, and ur Qui. Madr the week. "m 
Calcutta Bo Аш. х= 76 87 S Ы Ties 356 | .. Video 5 remaining 1 95 early in t 
Geneva 2 PS „ 1.289 |+ 51, ж benture ds a 
jKalgoorlie, W.A +» | Sept. 16 ы e DO RES changed ту m 2 lower. 
A) р k only. lo Tramways в 
term (W 11907. f One wee Paulo 
the corresponding E i § One month. 
* Compared se, steam an 
: Includes horse, 


a — — 


Vol. 63. No. 1,609, ВЕрткмвев 25, 1908.) THE ELECTRICAL REVIEW. 511 


SHARE LIST OF ELECTRICAL COMPANIES, 


| : TELEGRAPH AND TELEPHONE COMPANIES. 


Btock | 

Present Closing Closing | Business done 

r 
айе МАМИ, Share. ids cere bes lest | Quotations | Quotations week ended E Е ыа : 
* Sept. 15th. Sept. 22nd. Bept. 22nd, Fall — per cent. 
1904. | 1908. | 1908. | 1907.) ү Highest Lowes, uoa d 
36,000 | Amason Telegraph Co.'s shares, Nos. 1 to 95000 ^ 10 | Nil! Ni B hoat Lowes: „кл: 
А м | 2— ден 
А 148,800 до. ов. 1 to 1,260 Red. 100 1 | NU 6% 5 90 — өз 90 — 98 Don В В 
$181,551, EM коле Tele ogre ‚ Cap. Stock ..| $100 7196 n4 89618 ? 132 —186 129 —188 is 8 ч 
68,000,000 Do. Collet. Trust, 4% rm and °° = 604 
Pine can Те p E. Stock | 2 % | 68— 61 58 — 

COE NU коше ,, eee 
60,000 | Anglo Portuguese Tel., Б % Mort. Deb. Stock Red. | 100 | .. |5 8 5 & | 99—102 zd 90 —103 F 
44,000 | Chili Telephone, Nos. 1 to 44,000 6 |ва 8 8 8% 8— 8 В — 8 ee . 410 2 

9,888,876 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. | Stock | 4 % 17 4% 4% | 89 — 91 89 — 91 903 | .. 1771 
16,000 | Cuba Telegraph .. мє, AA же Med 10 HS 5 5 6%] hh e 74— E v 1 173 
6,000 Do. 10% Pret. IA x s we 10 10 10 10 10 % Um 1 Um 16 b 19 5 
12,961 | Direct Spanish Telegraph, Ord, a. e| 5 [144 47 1 & 4% | В— 8 — . . 6 3.1 
8000 Do. do. 10 % Qum. Pret | 6 [0:10 0% 10 „ 8— 9 Bx z 5 11 1 

5000 Do. do. 43 oe vs 50 у, | 100 —108 100 —108 8 14 10 
60,7101| Direct United States Cable ..| 90 96 4895 | 44% | 181— 132 131 —133 13 1213 6 3 8 
80,6001 Direct W. India on gee det aene 100 4495 | 44% | 100 —102 100° —102 10) "S 483 

4,000,000 | Eastern Telegraph, Ord. Stock. ... stock | 195 7% 7% |T% | 1354—1884 | 1854-188 187} | 1% ‚ |68 4 

9,000,000 Do. Pref. Stock. .. | 10 | 8 843, | 849, | 841— 86 1— 86 . 4 0 11 

1,896,706 Do. Mort. Deb. Stock. Red. Stock | 4 95 | 4 4% 4% | 108 —105 103 —105 n 816 2 
800,200 Eastern Extension, N —.— and China Tele. Е 10 T 7 79 7 sa 18 123— 18i 124 1213 5 5 8 

‚400 |. tock 4 4 4 1004—1 1011—1 
960,700 | East & f. Afri, Те, 4% 11. Mt. Db. , 1 to 8,000, red. 1909 | 100 | 4 4 Ф 4 4 7 901 —101 = I à 18 10 
900, Do. 4 % Reg. М. bere, (Маани Bub. )1 s SNO 25 |4 4 4 4 9, | 1014 —103 1013 —1034 . T 817 4 
я Globe Telegraph ana eaat И : n 5i 5 5 58% 168 — m 10 114 1340 103 5 6 8 
: = 22 38— M 18 
Mum aere imperia, | Se % % ECT E a "nin 
1 udas e B ort. 
19.6003 { Beba, witnin Nos. 10 1,200, Red. 100 4% | 49% | 44% 43% | 100 —102 100 —102 : | , 488 
17,000 | Indo-Européan Telegraph .. 25 [8% 18 9 189% [19% | 66 — 59 56 — 59 .. T T 671 

41,880,400 | Mackay Companies Common .. .. ..  ..|$10 1 2 a% ie 68 — 72 xd | 68 — 72 .. T 5 9 7 

50,000,000 | Do. o. 4% Cum. Pref. .. .. 8100 4 4 4 4 68 — 72 xd 68 — 72 € АЕ es 597 
884,190 | Marconi’s Wireless Telegrsph.. .. .. 1 |N Nil | Nil | Nil $— 3 2— Ка | Nil 
72,680 | Monte Video Telephone Co., Lid. Ота, .. .. 1 |4 5 Ф 6 6 1 — lé 1— 1 E , 568 
86,499 Do. do. o. 5 Pre. 1 54 5 5 % 5 % #1— #3 1—. 1 s: + 1 5 0 0 

2,925,000 | National Tele hone, Pref. Stock .. .. 100 |6 6 6 6 % | 1087 —1104 1034 -1104 110 1055 4 5 8 7 

8,725,000 | Do. Def.Btok  .. . 100 5 5 5 6 % | 118 —120 118 —120 119 1184 i500 
15,000 Do. do. 6 Cum. Ist. Pref. ee ee 10 6 6 6 % 6 1 ка 113 1 * oxi M i 10; ee — i { 5 6 ^ 
15,000 Я do. 6 % Cum. шо E es AM 10 6 6 96 ce 5 105 — 112 104 — 11 ; an !4 611 
260,000} Ро. do. 5 & Non- cum. 8rd P., 1 to 250,000 5 5 5 8 5 — Бүл — БЦ og ie са, 4911 

9,000,000 | Ро. do. В) % Deb. Btock Red. Stock 33% | 84% | 849 | 34% 284—100 - 988 983 6 7 8 

1,716,598 | Do. do. Deb. Stock Red. .. 100 | 4 4 4 4 1021 —104 1024 —104 103 1024 В 8 16 11 
179,818 | Oriental Telep. and Nies. 1 to 111000, l, fully р paid 1 | 6% 7 7 8 11— 1 H- t 26/9 ; . 516 4 
50,000 Do. do. do. 1 6 6 6 6 l; — lfs 1 -— 113 ee ee 4 11 Б 
99,100 Do. do. do. 4 Sed. Deb. Stock 100 SEDE 4 4 96 — 92 — ME Р Pe 470 
99,400 | Pacific & European Tel., 4 % Guar. Debe,, 1 to 1,000 10 | 4 4 4% |4 4 % | 99 —102 99 —102 ux ss 818 5 
11,8997} Reuter's e. "Сы 8 [6 5 5 5% | "— 8 Ti— 8i 74 cq o9 
99,100 | Telephone Co. ot Egypt 43 % Deb. Bed, ..  ..| 100 .. | 44% | 48 44% | 99 —102 99 —102 i% M 48 8 
8,088 | Submarine Cables Trust se 5 o о | Cort. |6 6 6 6 95 | 199 —182 199 —132 = | 41011 
100,000 | United River Plate Telephone. 6 |8 8%|8 8 9 Me 71 — 7 gi ; .. + 514 8 
40,000 Do. Б % Cum. Pret., Nos. 1 to 40,000 5 |5 5 C 5 * 5 & 4i— 43 4 4 ^ : eS 14521 
80,008 W. Coast of America, 1 to 80,000 & 58,001 to 53,008 94 | Nil! Nil 23% | 23% | lA lra 1 11 js = І 4 81 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tél. 100 4 4965|4 4% 99 —102 99 —102 ү . us 818 5 
201,990 | Western Telegra ph, Ltd., » Мов 1 to 207,980 10 |7 1 1 71% | 188— 1 188— 14 134 1 + 118 8 
800,000 Do. Deb. Stock Red, ..| 100 | 4 4 4 4 95 | 1014—1 101 1084 1024 1014 T 317 4 
88,821 Mesum Indis and Panama i b E vs ee 10 ü | Nil | Nil | Nil — — b В? id vi Nil 
84,568 Do: Cum. 1st Pie $6 10 6 5 8 % |6 % dun. B— 8b Р . 1 1 2 
4,669 ро. do: 6 Саш. 2nd Peel. à ..| 10 Nil | Nil! Nil 1226 1 is Е 390 
80,0001 Do. do. Debe., Мов, 1 to 1, 00 ..| 100 % 695 5% 101 —108 101 —103 | ws | «s | ii | 417 1 

ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | 
1 ; 
agen [A o-Argentine Trams, * % KL Сша. 007} | Б в%|в%|в8%|9%| Bt— 818 813— 815 | 818 833 oe 608 
007 Do. в % Cam. Prela., 1 to 90,00 2: Б 53 53 52% — 6% 64 ð 56 + 412 
206,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 6 e | 6 142 —147 15 n8 si E a 4 61l 
Auckland E. Trams, 5 % 1st Mois. Deb. Stock ..| 100 |5%15%|5%/ 5 % | 103 —106 108 —106 103 P 8 114 4 
820000 Babcock & Wilcox, 1 to 550,000 = 1 20 & |20 & |90 % 20 4 11— 42% 79/44 | 78 + | 418 9 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 6 6 6 95 | 6 96 14— 1 — 1 54/439 58/14 8 18 10 
40,000 | British Aluminium, Ord., 1 to 40, 000. 6 |1 1 1 1% — — 24 80/- 12 3 6 
40,000 Do. do. 1% Cum. Pref. ee "E 5 1 1 1 7 96 — 4 = es ee в 9 8 
30,000 | Do. do. A6 Cum. Prem. 5 (6 6 6 6 1— 42 44— n 6 6 4 
20,000 ‘ do. 4% Funding Certs. . 5 |4 4 4 4%| 8 82— 4 x 414 1 
388,200 | Do. do. 6% 1st Mort. Deb. Stock Red. | Stock | 5 b 5% 5 % 106 —110 106 —110 . ; 4 10 11 
800,000 | Do. do. % Loch Leven Debe. .. | 100 pa .. | 58% | 54% | 97 —100 97 —100 610 0 
400,000 | British Columbia E. Rail Def. Ord. Stock .. | 100 | 6 6 6 8 137 —141 186 —140 e 5 14 4 
с Do. Pref, Ord. Stock : . 100 5 5 5 5 116 —120 117 —131 120 117 41 4 28 
00.0 Ро. Cum. Perp. Pref. Stock . | 100 5 5 5 5 105 —109 105 —109 107 107 2 411 9 
388,000 Do. Ist Mort. Debs., 1 to 6,250 . 40 44% | 101 —104 101 —104 102} d 467 
ped Do. Vancouver Power Debs., 1 to 2,200 100 |4 4 % | 4495 1003 —108 1004 —108 ИА га 470 
1 т British Electric Traction ; Я КЕ 10 6 8 il | Nil la— 1 1— 13 20 / А Nil 
i 161,487 Do. до. 6 Cam. Pref. .. ..| 10 |6 6 6 8 — 4 | 37— 44 80/- | 77/6 | es p 712 
, — M 8 
100,000 British Insulated and E Cables ` 5 8 ч 10 104 61— б 64— тор бы Ж | 18 2 
7 о, um. e в 5 6 6 6 6 — 6 кай ` | 
200.00 Do. do. 4495 lst Mort. Deb. Red... | 100 4 | 4% | 108 —106 105 —108" 2 a i rer 
000 | British Thomson-Houston x Ist Mort. Debe, .. | 100 4 4 4% | 91 — 96 91 — 96 С ie 413 9 
400,000 | | British Westinghouse 6 % 1 to 200,000 and i 
2 5 Nil Ni! Ni! Ni | £&— я à— d i i 
1,016,868 | Do. do. Mort. Do Hook oo 4 E И ^ 
, 0 : sel. 3 4 4 4 41 — js 
50,000 {Browett, Lindley & Co., I- Gm Eb ПОО 1 NA Ni NS Nd E 157 ‘th x j nil е 
, um. Pref. ..  .. 1 Nil | Nil | Nil Nil | 14/6 tol 1 А : S 
105,781 Brush Electrical Engineering, Ord., 1 to 105781 Vs 2 Nil | 23 Nil | Nil 9 E E E^ : B ` Nil 
126.000 Do. do. Non-cum. 6 Ф Pre S 2 |6 6 Nil | Nil àÀ— ; à— 4 ES Nil 
15,000 Do. do. f Perp. Deb. Stock .. | Stock 44% | 68 — 73 68 — 78 s 683 
191 610 8 do. P * 2nd Deb. Stock. arg 1 - di duo 50 — 54 60 — 54 Re | Е 8 6 
Ы 9 ee : b: = БЕ : i 
280000 Do. 5% Cum. Pref., Nos. 1 to 29,880.. | 6 | .. |6 | A g | 4— A 43 — н 5% a 5 0 0 
5.000 Do, 4% lst Deb. Stock..  ..  ..| 100 4 44% | 44% 43% | 101 —104 102 —105 : P HL 
40 Callender’s Cable Construction shares es 5 12 15 15 15 9 : 1 et +1 459 
«128 8 16526 Bist, Mort. Deb. Stock Red. Btock | 44 4 43% E 107—109 1915 —1094 : 4 Н E 
ne. eo ee ==. d — à j 
110 045 Castner-Keliner ‘Alkali, 1 r è 143 6 ч 8 % 12 9 12 113 114— 153 83/3 | 31/6 1 Put 

1,898,610 Dus DS р ap ee à % 1t Mo Mort, Deb. Stock JU. 4 а | 4 3155 103 —101 105 —107 xi = 441 
12 55 pe ш Рена о . Book 4 % 13 1% ы-ы uoce | i a m 

1,480,000 | City 29 Bo . do. Stock |45 1% 25 345 | 48 — 51 49 — 62 sig | 48 5 

uth 1 : а | 484 - 318 5 
*U 
ee Otherwise stated, all shares are fully paid, t A period of nine months, t From Manchester Share List. 


Contimued on next pade, 
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SHARE LIST OF ELECTRIOAL OOMPANIES.—(Oontinued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinued) 


| 1овїп Closing Business done | Rise + egent 
Present EC А Dividends for the отту А Quotations week ended or Yield 
Issue. KANE. Share, last four years, Sept. 15th, Sept. 22nd, Sept. 22nd, 1908,| Fall — per cent, 
— І иг | 
* 1904. | 1905. | 1906. 1907. І : = * Highest Lowest. | "> а. y 
85,000 pore a Oo., бое 1 n X^ 5 h ә. КЕ: 8 2496 | 94996 5 Ф |5 % | Lye 1% og ris "А e | ey 
lst ort eg. De 8., 5 9 96 — 99 B. +2 | 
1900001 | 00070, 4100, and BOL to 11,000 of 200 Red. г add эры Мы ыкы eee Mago? pts 
260,000 | Dick, Kerr & Co., 1 to 260,000 ee 1 10% 10% |10 % |10 % P GL 1% . .. t 
805,000 Do. do. '69 Cum. Pref., 1 to 805,000 .. 1 |6% (6% 216% Jum jin 10 103 * z . T ** 
289,580 Do. dc, 44 % Deb. Stock .. “з ..| 100 44% | 44% 4% 4376 tribe 1 — 19: zm .. . 2158 
60,000 | Dublin United Trams. (1896), 1 to 60,000 10 | 6 % | 8% | 6 % | 66% Т IN nic 1 e RU 
69,987 Do. 6% Pref. between 1 and 60,000 10 6% 16% |6 % | 6 96 121— 134 i wis 6 
99,261 | Edison & Swan Utd., “A” shs., £8 pd., 1 to 99,961 б ad te deo 4176 — 1 E ot 143 
17,189 Do. " A" shares, 01—017,189 ' .. 5 % | 48% | 48% | 48% | 14— 34 2 — 49 Бтз 
819,475 Do, 4 % Deb. Stock Red. 100 25 4% 14% 1 16 — 79 га — 872 | 614 1 
72,220 Do. 6% nd Deb. Stock Prov. Certs. all va. 100 5% 5 95 | 5 95 | 5 % B5 — 87 ) — 548 |" NI 
112,100 | Electric Construction, 1 to 112,100 3 |455| NU | Nil | Ni пе 2 $ | wi 
81,390 Do. do. 79, Cum, Pret., 1 to 81,890.. 3 |7755|799|795| 720 | 18— 14 ^ am : TV 
25,000 | General Electric Co, (1900), б 96 Cum. ' Pref. = 10 5 5 5 |5 % — 8 2 on t 831 
200,000 Do. do 6 Mort Deb.. тоф mg : do : 2 а 2 a е = bs 14 5 0 0 
78,000 | Gt, N. & City Rail. Pref. Ord. RA "695,1 to 0 о %% — > = 
96,000 | Greenwood A Batley, 7 % Cum. Pref, 10 7 % 17% 17% Т do 103— 103 um | : И - 
80,000 | По. do. 5 % Mort. Debs. e | 10 15% 15% | 5% |5% | 102 —108 103 —1084 " 14 0 
40,000 Henley’ в (W, T.), Telegraph Works, “ora. | 98 * - Е % n y: 2 15% 101— 11 Y 15 | 112 
40,000 Do. do Y, Pre : 96 X 9% о — D е 2 | 
150,000 о. до, 475 Mort. Deb. Stock | Stock n 44% 435 | 355 107 — 109 107 =i 107} - - : 1 
60,000 | India-Rubber, Gutta-percha & Telegraph Works. 10 5 % | 10% 10 96 10 96 154— 164 154— i. 16g 164 dew 
87,500 || Liverpool Overhead Railway, Ord. .. * 10 13% | Nil | Nil 9 15— 14 la— 13 E (3 123 
10,000 Do. do. Pref., fully paid A 10 5 5 5 5 5 5)— 6 р — od .. e — à : BH 
600,070 o APEE United Trams. (1901), 1 to 50,007 р 10 6% | 8% 189% |3 % ^de 61 X-— 03 "e aa | By 
899,980 Do, do. 60,008 to 100,000 . - 10 6% 18% |8 % |3 63 63 = e ©. .. | 13 
125,000 Do. do. 5 % Cum, Pref., 1 to 195,000 I0 5 55 5555 0 52— 6% x 2n 56 53 +} È T 
1,881,000 Do. do. 4 &, Ist Mort. Deb. Btock . 100 4 95 | 4 96 | 495,|4* 15 — 80 75 — эч 36 2. ; Ж 
5,782,062 | Metropolitan Consolidated E 2р 100 3% | 28% |1 % | M5 | 86 — 37 1 — y 8B 364 + ers 
2,640,914 Do. Burplus Lands .. а ба $e 100 2305 28% 24% 23% 66 — 68 66 — 68 673 66 m 
8,235,000 Do. District  .. Ф $e 100 Nil Nil | Nil | Nil 1: 4 — 14 124— 134 134 12% — à | NO 
814,016 | Metropolitan Electrio Trams., Detà.. T 1 Nil | Nil | Nil | Nil . dy * y P» is UM D 
500,000 Do, do, 6 96 Cum. Pref. .. 1 5 5 5 5 % 14— 38 "P oae .. e — Ye | 6 4 5 
850,000 Do. do. 44% Deb. Stock Red, | 100 | 44% | 44% | 49% | 44° 9à — 9% 92 — 9 Ф * i M 9 
245,500 | Potteries E. oe à 1 Б % | 4 % | 4 95 | 4 % + 4 im А е 40 3 
245,500 Do. % Cum, Pref, ＋ - ва 1 595|59$ 5 96 | 5 96 S33— if 1— а 2: Бе ТЫЫ 
946,000 Do. 43 9% Deb. Stock 100 43 4396 4% а | 98 — 96 82 — 95 04 ie 1 (MH 
87,350 | Telegraph Construction and Maintenance .. 12 15 95 |15 % |15 9 [115% | 824— 844 | 82 — 54 Ps M i | ) 9. 
150,000] Do. 4% Deb. Bds., 1 to 1,500 Red., 1909 100 495,|49$ | 4% 4 % | 101 —108 101 —108 .. ay 8 7 4 
8,599,200 | Undergd. E. R., Lon., 5 % Profit Shar. 8. Nts. “> г 5 % б % 5 5 2 89 — 43 E 46 433 414 +3 10 - : 
66,566 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 Nil | Nil Nil 10 % l— 14 42 12 .. Со | s * 
66,666 | Do. 6% C. P., 80,001 to 80,000 & 125,001 to 141,666 5 Nil | Nil] .. | 6° 24— 2— 3 66/8 | 55 |10 0 : 
46,404 _ Do. ‚ 4% lst) lst Mort. Deb. „Stock * А 100 ! 4 % 1495. oy E 72 — "6 cis 72 — 76 . 55 5 
ELECTRICITY SUPPLY COMPANIES, | | 
0 0 
15,000 | Bromley (Kent) B. L. & P,, 1 to 15,000 T б б 4— 5 ЯА = ee 61 
10,000 Do. Ы до. ; 44 % 18. deb, stock, .. | 100 94 — 97 96 — 99 T ee +2 $1 
py Brompton & Kens. Elec. Lt. Вары ОШ Юю 10000 4 0 ] Ham a m РА v5 сич 
O. Cum. С] J oe ee ee 
886,876 | Central Electrio Buppiy 4 Guar. Deb. Btock .. | 100 4 99 — К 99 d T T oe Н y 0 
89.800 Do т 4% Cum. Prel. 5 4 4 — 43 4.— m 88 „ . [600 
Ән NE e DRE ee аа „ [i 
Я о. А oe 9 
49,486 | Chelsea Electricity Supply, Ord. i T ee 5 4 100 m xd 3005 ont 61/8 + 94 4 н " 
115,000 ро. do. % Deb. Stock Red. n Btock 6 %— 1 Ee '$3 ee oe 611 1 
70,506 | City of London Elec. Ligh Pene 40,001—110,506 10 a 2 130 m 10 A Vint 
600,000 Do. - Db. ra “toe. at 116) all pd. ee —104 101 TE, ee ee es 4 6 1 
800,000 Do. 44 % 2nd. Db. Stk., Prov. Orts., all pd. 100 2 101 — м oe oe - $41 
88 Coun БИШ Hleotrical Power, Ога... ae р : : sd s s үз 
U етее ee ee ee 5 11 8 
40,000 | County of London Electric Lighting, » 1—40,000 10 b 1 Ө q 73 Pe Р 
40,000 Do. do. 6 % Pref., 40,001—60,000 10 97 110 105 из ee wie T 10 ^ 
400,000 Do. do. and. Deb. Stock. | Stock i — — 925 M An 
80,000 | Edmundson's Electric ration, ош; Shares & Н 2 i E L m 15 чт 
488,000 Do. do. 4$ 96 1st Mort. Deb. Stk. | 100 sf “a — ке "^ 85 549% 
10,000 Folkestone, 1 to 10,000 . ee ee ee : 6 5 nh sf s- ee ee 410 0 
10,000 Do. 96 ы 5 10, 000 ee ee 100 4 9T —100 97 — 1 ee ee ee 4 10 u 
35000 Hove i to 15, % 1st De ‚В ee ee dd 6 9 6 — 9 6 — 'ü Е oe 6 10 9 
91,000 Kensington and Knightsbridge Electrie Ord. b 10 7— A 7 B T oe oe : Г { 
90,000 Do. 4% Deben, Stk. Btook 4 94 — Д a = e sd fT 
10,000 | London Electric Supply үер кей, Pra: ; 2 P i ni os EK — 24 
e Do; Deb. Ick. Red. | Stock B9 — 92 89 — 92 т &1110 
14,896 45. 96 1st Mort. . e 5 4 42 43 9 ae on 6 16 10 
eid n “т mc [m SLUT ` a 6 4 d- 5 a- b 91/3 0 Е (5 ' 
Ist Mort. Deben. 8 ee ee 106 —109 105 —109 eo e ee 
600001 Dor be Dock eden Btock 84 — 89 84 — 89 А T ee 13 н 
960,000 | Midland Electric 25 6750 % lst Mort. Deb, | 100 4 94 — 97 бс өт, <i * йуз 
81,500 | Newcestison-Tyne, % Fel 1 % 7. | б 5 1 5 51 рр рево 
1050 Notting Bm Electric hting e. во ө» 10 a ma i = 12 M 2 oe - Н : 
20,000 V "P ine i a wt az o 95 oe (18 
60 M Btock "t J ee oe 5 0 
40:000 ве James and Pall Mal) Electric Light, Ord. . 6 > 10 7— 8 1— 8 M еа ea 115 q 
do, 535 Deb pend to 40,080 "S. Ы * out * 90¹ бә os ee 317 9 
150,0007 ж Х ES = а да Nil 
14000 Sit del Markets S Electris Bupp 5 ч, 5 5 N o d = n a E s el 2 sn 
50,000 Do. ж 4 27 ee oe eo 6 19 3 
65,000 | South London Electrict Bopply, | T : 4 e К ка 00 
190,000 | South D Elec. ni wer, Ord 7 q Pret. 3i S . 1 a * 1 : 11 T = 25 512 0 
300,000 Do. an «b ш ре ни. ш 80 1 0 100 —-10 102 са vx 5 1 2 
80,000 EE oio pa 0 hia Cun. Pref. ee oe б Б % 1— aj i 20 io и ee 10 10 6 
280.000 do. 44%, 1st Mort. Db. Stk, Red. 100 si аон 82 — 85 ёе ve a 530 8 
110,000 Westminster Blectrio Supply, Ord. „ - РА 2— ef ie 51 es Si К 1110 
81,970 Do. do. % Cum. Pref. os s cx € 
(Original 6 Red. чо 44 & from 814 Deo., 1905) 
* Unless otherwise stated, all shares are fully paid. t Quotations on Liverpool Stock Exchange. § Interim Dividond. 


oe — SS eee z 2 — ———Ár-— 
әр эй " ex. = she hie 3 — — 
—— = — — —ũ — — — — 


| Bank rete of Discount 933 per oent. May 98th. 1908. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING AUGUST, 1908. 


electrical material, at least, can congratulate themselves on flourish- which figure in this month’s returns; it may also be interesting to 
record that Russia alone took some £32,000 worth of cable. 


ing times. 
In connection with the July returns, we referred to that month's As regards the imports to this country, it is interesting to note 
export business as constituting &record,the value being £211,087; that the £40,506 worth of lamps constitutes the largest individual 
that figure, however, is exceeded by the August total of £223, 591— section, Germany alone contributing some'£26,000 value of lamps 
a total which exceeds the 1907 monthly average by approximately to this total. 
£56,000. No particular interest attaches to the other classes of imports, 
The imports, on the other hand, only represent £145,422 value, as they are generally below the usual average, the value of the 


as compared with £164,162 in July, and are some £10,000 below machinery imports being less than half that of the preceding 


the 1907 average: and the re-expo роге are similarly placed, showing month. 
a considerable falling off, the August value being £11,851, as com- Due to extensive cable purchases, Russia and its Scandinavian 
pared with £17,899 in the previous month. neighbours were our leading customers during August, Japan and 


The phenomenal value of the exports is largely made up by India following. 


| 
анааан» 
WrHiLE trade in general may be dull, British exporters of £91,903 worth of electrical machinery and £79,987 worth of cables 
| 
Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 


B $ E „ "3g S msl , ч | 
: So — E . . i 
MEN ру ЕИ + PPS pig] | 
Country receiving exports and importing, 233 5 25 о TE 52 ©з | 8 SÉ © (EE 23 3 | 
БЕД | E вс ag |35| 8 baggis EFIR | 
| | | 
£ „„ £ £ £ T 
Russia, Sweden, Norway and Denmark .. 227 32,519 108; 61, 298 
Germany .. e 955 eee 150 1,872 30 67 24 
Netherland. 34) 87% 30 j 
Belgium ... eii s 160 | 244 ae 4 271 | 
France and French Indo-China nes ix 94 , 10 55 | 567 9 | 
Portugal, Madeira and Portuguese Africa 235 | 683 10, 91 45 | 
Spain and Canary Isles ssi T 107 | 1,021 11 11 46 
Italy and Austria- -Hungary is a $e 177 131 48 106 281 dili 
Greece and Turkey — .. е 11: 26 800, 26 И 
Charnel Isles, Gibraltar and Malta ш ш 574 24 51! 23| “86 | 
U.S. A. and Cuba. % ie e 1 10 10 ! | 
Canada and Newfoundland 352 4,092 205 33 16 | 
British West Indies, Brit. Honduras, Falkland I 
Islands and British Guiana 20 ЕР | 25 3 , 
Mexico, Nicaragua, Tee Colombia and | 
Panama s А | 45 T 36 |. 
Peru and Uruguay Sa dà we - 59 98 n те is a s iis $i | 
Chile. Au ux e 33 11| 200! 535 264! 1.774 208 23 | 2 |... 3,048 
Brasil .. .. О A d 338 | 718 218 253 192| 1,750; 94 „э „ ШИ 3,613 
Argentine as 3,098 | 1,460 64 123 390 | 6,388 |2,898 | .. | 411] .. | .. | 14,832 | 
Egypt... 403 1,870 323 271 113 493) 18 6 51 39860 3.814 
British West Africa and Bt. Helenn 37 55 208 6}... 322 199 170 997 
Cape of Good Hose . 400 136 124 118| 124 2,143 4 Qu ssec qo cesse LI det 3,051 
Natal 980 | 457 99 | 352! 132 4,896 21 22 | ... b Ра 6,959 
Zanzibar, British East Africa, 1 Mauritius and 
Uganda ens 45 30 115 7 М 24 ; 221 
China and Siam . 885 ous sea Vis 457 | 2,8359 282 | 238 650 3,315 95 298 re 111 * 7,430 
Japan es р 814 3,355 23 | 34 1,147 27.645 122 | ... | 267 | ... | .. | 82,907 
Java and Dutch Indies .. 225 io i. 5055. as 1,125 2 1790 |... kun T" - - 2,970 
India... ... ТЕ iss ini bis . . | 2,8313 | 2,074 ; 1,844 678 897 12,061 420 99 111 948] .. | 21,445 
Burmah .. е Bo T m sk 282 | 419 119 74 zd. Wel oa д 24. 1,096 
Ceylon 19 14 103 26 100 54 30 5 351 
Straits Settlements and Fed. . Malay States | 
and Sarawak " 108 2,764 789 77 85 298 35 27 81 108 4,372 
Hong Kong йз 34 ов Cu A 173 | 630 129 | 458 758 9 9 2,166 
West Australia. . 316 16 | 12 | 53 34 364 44 57 896 
South Australia Q . 671: 7,973 498 8! .. 863|3,808| 1... 1... | .. | 13,821 
Victoria „ „% „% „281 6794 65 ; 435 544 200 131| .. 50 |... 9,000 
New South Wales. 1,256 | 5114 52 1,285. | 5,045 238 251 666 | .. | .. 13,907 
Aueenslanſſſ . 250 9 58 2688 164 33 782 
Tasmania E "Dee n id 3 656 "" "-— 198 6 " 97 | * sin 960 
New Zealand.. | 1084 | 1,77 80 175 1,229 | 7,383 | 112 22 49]| .. |... | 11,561 
Total, £ | 16,108 79,987 | 7,859 6,625 | 6,907 91.903 8,734 606 3,429 |1,433 | ... 223,591 
Registered Imports into the United Kingdom of Electrical Goods from all Cc untries. 
| MEM МС EX E&E £& £ „& & | & £ |£ 4 £ 
Norway, Sweden and Denmark © ib з! 199 156 726 | 428 84 3,3455. 4,942 
Germany .. 0979 12316 393 26,211 33 12 вл | 764 | 2,161 | 1,523] ... | ... | 59,501 
Най. — .. оу (2 188 441 779 9,118) 1,854 | 2,299 | 140 | 6,188 | 343 10 .. 25,330 
Belgium . „ 803 7,29 556 2,566 | 407 2,635 | 217 | 1,066 10,813 56 | ... | 26,550 
ECC ме QUT. .. | 1,0008: 122 | 1,708| 1,813 | 1,515 1,226 2,323 191 20 .. 10,521 
United States. | 4,625 1 517 | 1470 747 .. |, 498 | 297 36 | 411/1,676 | . | 20,207 


Total, £ 6,898 26, 475 | 3,320 as ,506 4,107 


; | 


-— — " | _ ЛАК а: | 
i 

i 

[ 


Additional са Іба]у, machinery, £90; Canada, electric lamps, £281. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


30, 494 3,002 | 11,860 16,627 iid * [145,051 T 


СЭ UM Qr 4 | Ce л qd o£ £ £ #& |р £ | £ | ub | £ | o£ | 
Various countries, mainly as above wee | 2,054 | 1,269 | 64 | 2,027 2,434 | 267 | 410 3, 326 | ** 0 T 
ү 2 І | 
Tota, Exports : £223,591. E TorAL Ra-Exrorts: £11,851. Tora Imports: £145,422. 


dings are classified according to the Customs returns. The first and 
otherwise unclassified, the latter, doubtless, consisting of similar | 
* This section does not include telegraph cables and apparatus. | 


Norz.—The amounts appearing under the several hea 
third columus contain many amounts relating to “ goods ” 
materials to those appearing in adjacent columns. 
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GERMANY'S EXPORTS OF ELECTRICAL 
GOODS DURING THE FIRST HALF OP 1908. 


Tun following statement showing the quantity of electrical goods 
of various kinds exported from Germany during the six months 
ended June 30th, 1908, is taken from the recently issued official 
statistics; the figures for the corresponding period of 1907 have 
been given for purposes of comparison, increases and decreases 
being shown :— 


In double centners (220˙4 lb.) 
1907. 1908. 


Increase or 


decrease. 
Dynamos, Motors, Converters, Transformers and 

Choking Coils, up to 5 Double Centners weight.— 

To Austria-Hungary ... 3,800 3,600 — 200 
» Great Britain 1,500 2,000 + 500 
» Belgium i 1,100 1,500 + 400 
„ Italy m bids 4,600 6,600 + 2,100 
» Netherlands ted 1,100 1,300 + 200 
„ Russia in Europe 1,400 1,100 — 300 
» Spain - 1,200 1,300 4 100 
» Other countries 8,200 9,400 + 1,200 

Total 22,800 26,800 + 4,000 
Ditto, over 5 Double Centners in weight.— 

To France 2,300 5900 + 3,600 
„ Switzerland 1.300 1,500 + 200 
» Netherlands 2,700 3,600 + 900 
» Belgium 6,700 10,400 T 3,700 
„ Great Britain . 6,300 12,000 4 5,700 
„ Austria-Hungary ... 4,800 5,100 + 300 
„ Italy ae ees 9,200 20,500 + 11,300 
„ Russia in Europe 1,400 3,600 + 2,200 
„ Norway 5,800 2,500 — 2, 800 
„ Spain 4,000 7.200 + 3, 200 
„ Argentina 4,400 6,300 + 1,900 
» Japan O T 1,300 4,000 + 2,700 
„ Brit. S. Africa... 500 3.800 + 3,300 
» Other countries 4,800 21,600 + 16,800 

Total 65,000 108,000 + 43,000 
Rotors and Commutators.— 

To Great Britain yi 2,300 2,000 == 300 
„ Austria-Hungary .. 2,000 1,300 — ‘700 
» Italy £i TT 1,500 2,100 + 600 
» Russia in Europe... 600 1,600 + 1,000 
„ Other countries 4,600 5,000 + 400 

Total .. 11,000 12,000 + 1,000 
Accumulators and Plates, without horn or rubber, &e.— 

To Denmark .. 2,700 2,100 — 600 
» Netherlands 1,900 900 — 1,000 
» Sweden ыз 1,800 6,900 + 5,100 
„ Argentine sae 600 2,200 + 1,600 
» Other countries 9,000 4900 — 4,100 

Total 16,000 17,000 + 1,000 
Cable.— | 

To Netherlands 11,000 12,500 + 1,500 
„ Belgium 16, 200 19,800 + 3,600 
» Great Britain 25,000 16,300 — 8,700 
„ Denmark 7.600 10, 300 + 2,700 
» Sweden 11,200 17,900 T 6,700 
» Spain wate 6,100 4,200 — 1,900 
» Argentina ... 19,800 12,700 — 7,100 
» Japan 4,200 4,800 T. 600 
„ Uruguay 7,300 3,200 — 4,100 
„ Italy 4,300 3,900 — 400 
„ Norway : 3,400 5,300 + 900 
„ Other countries 27,000 50, 900 + 23,900 

Total 135,400 152,600 + 17,200 
Are Lamps.— 

To Belgium НЕР 340 240 — 100 
„ Russia in Europe.. 300 290 — 10 
„ Great Britain 400 380 20 
„ Argentina ss 300 300 — 
„ Other countries . 1,960 1,790 — 170 

Total ies 3,300 3,000 — 300 
Incandescent Laps. 

To Austria-Hungary... 180 250 + 70 
„ Italy К bids 170 400 + 270 
„ Great Britain РЯ 410 1,400 + 990 
„ France ы ne 400 300 — 100 
„ Russia in Europe... 300 360 + 60 
„ Other countries 1.340 1.890 + 550 

Total ees ope 2,800 4.600 + 1,800 


In double centners (2904 lb.) 


| 1907. 1908, decrease. 
Telegraph and Telephone Material. 
To France = 400 370 — 30 
» Great Britain 870 1,300 + 430 
„ Ital m 500 740 + 240 
ii Austria Hungary 250 300 + 50 
» Switzerland 380 390 + 10 
„ Belgium ... ss 7390 . 680 — 5⁰ 
„ Netherlands she 360 420 + 60 
„ Russia in Europe... 690 640 — 50 
» Denmark ... Jis 340 370 + 30 
„ Other countries 2,080 1.990 — 90 
Total 6,600 7,200 + 600 
Electrical Apparatus for Lighting, Power, &с.— 
To Belgium 1,400 2,700 + 1,900 
„ Great Britain,  ... 2,100 3,400 + 1.300 
» Netherlands dis 980 1,550 + 570 
„ Spain... 1,460 1700 + 240 
» Switzerland 1,050 1,300 Tt 250 
» Italy Р -— 3,000 3,900 4 900 
„ Austria-Hungary ... 2,100 3,100 + 1,000 
„ Russia in Europe... 1,800 2,500 + 700 
„ Sweden 5 1,200 2,500 + 1800 
» Argentine ... яч 1,900 2,600 + 700 
» Chile 285 va 800 1,500 + 700 
» Japan wai М 240 1,260 + 1,020 
» Uruguay ... РЕЯ 800 1,200 + 400 
„ Other countries 5,270 7,690 + 242 
Total 24,100 36,900 + 12,800 
Electrical Measuring and Recording Instruments.— 
To Great Britain — 300 290 — 80 
» Italy "m" jos 600 680 + 80 
» Austria-Hungary ... 900 770 — 130 
„ Switzerland an 460 250 — 210 
» Denmark .. т 230 180 — 50 
» Sweden .. Te 300 410 + 110 
„ Russia in Europe... 890 390 = 
„ Span 270 320 + 50 
„ Argentine hs 260 190 == 70 
„ Other countries. 890 1,290 + 400 
Total : 4,600 4700 + 100 
Carbous, Brushes, &c.— 
To France 1,100 1,200 + 100 
„ Switzerland sae 1,300 1100 — 200 
„ Austria-Hungary ... 1,300 1500 + 200 
» United States 4,100 2,500 — 1,600 
» Great Britain 5,300 6100 + 800 
„ Italy i» 2,400 250 + 10 
„ Other countries 5,900 8200 + 32,300 
Total 21,400 23,100 + 170 


SWITCH AND TRANSFORMER OIL.-1II. 
By “GLUCKAUF.” 


Oil Cooling and Transformer Cases.—Owing to the fact 
that oil is a very much better heat-conducting medium than 
air, the output for a given size of oil transformer is naturally 
larger than the output of the same size of air-cooled trans- 
former. The temperature rise of an oil-cooled tranformer 
being largely influenced by the cooling surface of ita case, it 
is only natural that the amount of oil per kilowatt should 
vary with different makers. About 1°75 gallons per kilo- 
watt is probably as low as it is safe to go, the modern ten- 
dency of all makers being to considerably increase the oil 
case capacity. Present practice allows about 2 to 8 gallons 
per kilowatt, except in the very large sizes (1,000 Kw. and 
over), where water-cooling pipes are usually provided, or in 
some cases special cooling fans, when water is not available. 
Тһе “ Berry transformers, made by the British Electric 
Transformer Co., have vertical oil-cooling pipes fixed round 
the outside of the oil cage ; some makers employ ` special 
radiators. which in mining work are frequently placed in the 
air-way, 80 as to be exposed to as much draught as possible. 
When water-cooling pipes are used they must, a8 already 
stated, be so placed that condensation moisture is not 
allowed to mix with the oil; and further, no joint whatever 
should be placed inside the oil case, as water leakage, be it 
ever so slight, would very seriously lower the dielectric 
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strength of the oil. A 1,000-kw. transformer will require 
about 150 gallons of cooling water per hour. Under 
500 KW., the natural circulation of the heated oi] is sufficient, 
no water cooling being necessary. | 

The great trouble with the oil cases is the difficulty in 
keeping joints oil-tight, as the oil will creep through the 
ordinary riveted joint, and, of course, jointing material or 
cement is useless, as it is rapidly dissolved by the hot oil. 

Sheet-steel is generally preferred for the cases, owing to 
the thin walls readily allowing the heat to be dissipated, and 
the steel is, a8 a rule, corrugated to secure extra strength. 
The sheet-steel sides are taken to the foundry, and the base 
cast on, thus making a sound oil-tight joint. This method 
is usually satisfactory, although blow holes round the joint 
that cannot be seen at the time, may ultimately develop 
into leaky places. Riveted joints must be very thoroughly 
caulked ; in some cases, special soft metal caulking strips 
are riveted in with the joint. For oil pipe joints, soft lead 


jointing rings are the most satisfactory, but if any consider- 
able pressure has to be provided for, one pipe edge should 


be turned with a flat face, and the other with a sharp V- 
shaped edge. The two are then forced into metallic contact 
by a right and left-handed coupling piece. This latter joint 
is expensive, but absolutely oil-tight even under very con- 
siderable pressure. It is a good plan to smear all coupling 
threads with boiled linseed oil when fitting together. 
Linseed oil expands on drying, and is not redissolved by 
mineral oil provided it once gets dry, so that good low- 


pressure oil joints can be made in this way, using, of course, 


well-cut threads. 


Much of the trouble with oil pipe leakage is traceable to | 


the use of cheap pipe screwing tackle and bad workmanship. 


A substantial transformer case base, so designed that it 


can be readily handled without putting any strain on the 
aides and joints, will tend to very considerably reduce the 
risk of leaky joints being developed. The use of special 
deposit collecting pockets, so arranged that any deposit is 
not disturbed by oil circulating currente, is also advisable. 
Inflammability and Fire Risks.—Insulation oils are not, 
as frequently supposed, very inflammable. No oil will take 
fire until its temperature is raised up to the burning point, 
which, for transformer and switch oil, is about 200? C., a 
temperature that would never be reached under any but the 
most unusual circumstances. Even then, the supply 
of air being shut off by the transformer case, the 
actual fire risk is very small. Naturally no fibrous, 
cotton, or other porous material not actually submerged, 
should be allowed to become saturated with oil во as to act 
as а wick. Even ordinary paraffin will extinguish a ball of 


burning cotton waste provided this is plunged below the 


surface; and if, during repair or soldering operations, the 
insulation of a transformer takes fire, the best thing to 
do is to lower it promptly down into the oil tank, when the 
oil will readily put out the flames. 

In the event of a fault developing in the windings and 
causing serious local heating, the increased oil circulation 
18, as a rule, sufficient to prevent any serious oil temperature 
rise taking place before the cut-outs have time to operate, 
the self-healing nature of the oil insulation tending to 
suppress any arcing. Under such conditions, the fire risk 
I8 very small, the smoke trouble being far more serious, 
especially in mining work. On the other hand, a fault in 
ап air transformer may give rise to most dangerous arcing, 
especially in a mining transformer. It is possible to render 
even the light oils, such as , non-inflammable by so 
treating them that the atoms of hydrogen are replaced by 
chlorine. This is hardly likely to be ever used for trans- 
former oil, but may possibly be of value in the case of oil- 
Cooled resistances subject to heavy loads. Where fan or 
other form of forced cooling is used, it is important that 
any failure or stoppage of the fan motor should be imme- 
diately visible to the attendant, otherwise serious rise of oil 
temperature would, of course, take place. 

Oil Switches.—The absence of electric oscillations when 
an oil switch opens circnit, especially if the circuit contains 
any considerable amount of capacity or of self-induction, i8 
Dow ВО well recognised that, for high-tension work, the air- 
break switch may be regarded as a thing of the past, as 
alr-break switches may produce most dangerous pressure 
rises. Mr. Duddell has clearly shown that while, with an 


air-break switch, the pressure rise on switching out a given 
cable was 2:7 times the normal working voltage, the same 
cable when switched off by means of an *'oil-break " with 
contacts under oil, showed no pressure rise at all. The oil 
switch has the valuable property of always breaking the 
circuit when the current wave is passing through its zero 
value, which is precisely the condition under which the pres- 
Sure rise is a minimum. The current is not instantaneonsly 
interrupted, but à non-inductive resistance in the shape of a 
hydrogen gas bubble is introduced into the circuit at the 
break. Owing to the oii being incompressible, the gas 
bubble remains under very considerable pressure until the 
current is interrupted when passing through its zero value. 
The arc is not always broken at the first time the current 
passes its zero value, but appears to be maintained for a few 
current, waves, the gas bubble tending meanwhile to increase 
in size and to considerably increase as regards its pressure 
until the arc is finally supressed, while the current is passing 
through its zero value. 

Cailletet found that with air at a pressure of 40 to 50 
atmospheres, he was unable to get a powerful induction coil 
to spark across a gap of only 0:05 cm., approx. 0 019 in. 

Unlike resonance phenomena, these pressure rises are 
independent of the wave shape of the impressed E. M. F. and 
of frequency, but are due to changes in the circuit and to 


‚ the period in the current wave at which these changes, such 


as switching on and off, are made. The most dangerous 
pressure rises are those due to a short circuit of low resistance 
taking place in air at ordinary pressure. Transformers, such 
as instrament transformers, with their secondary closed 
through a low resistance undoubtedly tend to reduce any 
pressure rise taking place when the cables are switched on, 
but it is very doubtful if they tend to prevent those pressure 
rises that take place on opening circuit. From what has 
been said regarding the action of the oil switch, it is evident 
that a very light oil would not sufficiently confine the 
hydrogen bubble, and would, therefore, allow the arc to be 
displaced. On the other hand, an abnormally viscous oil 
would not be sufficiently self-healing to quickly drown 
the arc, and further would tend to prevent the switch 
blades making good contact, thus resulting in heating of 
the contacts. The andesirability of forming an arc in air 
is one of the great objections to the horn type arrester, and 
especially to the roller type arresters such as the “ Wurtz,” 
both of which undoubtedly give rise to oscillations. It has 
been frequently observed that breakdowns of instrument- 
transformers, &c., have taken place some considerable time 
(15 to 20, ar even 80 minutes) after the occurrence of a 
short, and the operation of the excess pressure arresters. 

Probably the arresters themselves set up high frequency 
oscillations which, owing to their frequency, were not able to 
puncture the insulation, but ultimately succeeded in doing 
so as the frequency decreased. 

Hence the use of oil-immersed dischargers so аз to avoid 
the objectionable arcing in air would obviously be very 
desirable, but up to the present this form of arrester does not 
appear to have been successful. Mr. W. B. Woodhouse some 
years ago experimented on these lines. With multiple air-gaps 
or horns in series, the oscillations produced are quite serious,espe- 
cially if any capacity is connected across the spark-gaps, such 
as cables, &c. Some experiments made by the writer, in which 
а capacity was connected across a multiple spark-gap, clearly 
showed most alarming high-frequency oscillations; unfor- 
tunately, lacklof facilities prevented very full investigations 
being made. 

Oil Switch Cases—As a certain amount of carbon is set 
free every time the switch operates, it is necessary that the 
oil should be removed and filtered periodically. It is therefore 
desirable that the oil tank should be easily removable with- 
out disturbing the switch connections. As already pointed 
out, the cases must be quite dust and moisture proof, all 
leading-in connections being provided with proper dust 
and moisture-proof bushings. Very many oil switches 
are by no means dust and damp-proof, and consequently 
give trouble. 

Oil Storage.—It is of very little use for the manufacturer 
to take trouble to thoroughly clean and dry the oil, unless the 
customer takes due precautions to see that it is properly 
stored. Ifstored in barrels, these must be kept under cover 
and not, as too frequently is the case, left standing in the 
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open with the barrel heads covered with water. Metal 
drums are far more satisfactory, 88 8 considerable amount of 
moisture can soak through the wooden barrels, whereas the 
metal drums are, of course, absolutely damp-tight. Trans- 
former cases and oil-switch cases must be quite clean and 
free from any moisture before being filled up, every care being 
taken to prevent moisture from reaching the oil after filling 
thecases. Unless care is taken to dry thoroughly the cotton 
insulation, quite an appreciable amount of moisture will be 
carried into the oil by the insulation. Many breakdowns 
are undoubtedly due to this neglect. The additional slight 
expense of well cleaning and drying windings, &c., 18 
amply repaid by the corresponding increase of safety from 
breakdown, a8 1 per cent. of moisture will quite ruin the 
dielectric strength of the best oil. The average workman 
will not realise this point, sothat most careful supervision 
is absolutely essential. It is an excellent plan to heat up 
the oil to about 120° C. (248° Е.) and to fill up the cases 
while it is warm. 


——M 


THE OBSOLESCENCE OF ELECTRIC 
LIGHTING PLANT. 


Bv F. FERNIE. 


IN order to arrive at the proper annual contribution to a 
reserve fund which a municipality should make on account 
of ite electricity supply scheme, it would appear preferable 
to divide the sum into two parts: One part to cover 
actual wear— depreciation — and one part аз а con- 
tribution to an insurance fund against obsolescence or 
antiquation. The former part may be arrived at with some 
degree of accuracy by 3 the lives of the different 
components of the plant. If the lives of any be estimated 
to be less than the period for which the money has been 
borrowed, a fund must be formed, which shall at the end 
of tke life of this particular portion of the plant, be equal 
to the original capital сов of the plant, less the amount of 
the capital charge already paid back, and less the scrap 
value of the plant. | 

The amount of the obsolescence fund is much more 
obscure. The plant may never be obsolete until the whole 
of the original capital cost has been repaid, or it may be 
entirely obsolete six months after erection. In the former 
case an obsolescence fund would never be drawn on, and 
in the latter case there would be no fund to draw on. 

1. A manufacturer's plant may not be obsolete unless 
the saving effected per annum by the adoption of newer 
machinery is equal to the annual interest, depreciation and 
sinking fund on the additional outlay for the new 
machinery. 

2. But he may, by acquiring a new machine, be able to 
sell his articles at a lower rate, so that while with his pre- 
sent amount of business the equation above would not be 
satisfied, he may yet be able to foresee such an increase of 
business produced by the lower rate ав will satisfy the 
equation. In this case his present plant would be 
antiquated. 

3. Again, a trade rival may, by acquiring the new 
machines and selling at a proportional price, force manu- 
facturer No. 1 to scrap his present plant, although the 
equation above is not satisfied. | 

4. A firm’s clients may demand an article that can only 
be made by some new machine, and in this case, again, his 
old plant may be rendered obsolete. Apply these cases to 
the manufacture and sale of electrical energy. 

1. In this case, the need of an obsolescence fund is not 
clearly apparent, since the saving would be во great that, 
with the same number of consumers, the existing price could 
be maintained, with the same financial result. 

Obviously, if there were an obsolescence fund to draw on, 
the "us could be lowered, still without altering the financial 
result. ` 

2. The object of any municipal electrical scheme is to 
supply energy to the greatest possible number, and therefore 
at the lowest possible rate. Hence any machinery which 


will cheapen production should be adopted as early as 
possible. The possibility of adopting such machinery will be 
hastened by the existence of an obsolescence fund. 

It may be said that, while the existence of this fund lowers 
the price, and' therefore increases the number of consumers 
after the year in which it is spent, it acts in a reverse way 
during the years in which it is being built up. | 

The annual contributions would, however, be relatively 
so small as hardly to affect any consumers, especially small 


ев. 

3. This is the case where the existence of an obsolescence 
fund is most clearly seen to be necessary. 

Whilst many electricity supply schemes have a monopoly 
of the sale of electrical energy, they have no monopoly of 
the sale of energy, and, indeed, in nearly every case they 
meet with severe competition in their business. | 

The price of some rival form of energy might be consider- 
ably lowered, but electrical plant would not be rendered 
obsolete, unless there were more efficient plant in the market 
to install. Also, the invention of more efficient means of 
producing, distributing, or consuming electrical energy 
(where a monopoly for the sale of electrical energy 18 held) 
does not necessarily imply the antiquation of existing plant. 

To ensure antiquation (by competition) there must be an 
improved efficiency possible, in the production, &., of 
electrical as well as of the rival form of energy. | 

4, Electrical plant might be rendered obsolete under this 
heading by improved consuming devices ; for example, by 


the invention of a new form of lamp requiring some speci 


voltage, or a motor demanding, say, two-phase alternating 
current. | 
Judging from past experience, it seems probable that the 


_ obsolescence of modern electrical supply plant will come 
about very gradually. It is likely to be brought about by. 


an accumulation of small improvements rather than by 
brilliant inventions. | | 

The introduction of wireless telegraphy is ап example. 
Although the advent of wireless telegraphy was fairly 
sudden, and the scrapping of submarine cables prophesied in 
the immediate future, it is, nevertheless, likely to be many 
years before submarine cables are really obsolete. 

Taking this point of view, then, ihe risk of any plant 
becoming obsolete will be least at first and will gradually 
increase as time goes on; во that the chance of obsolescence 
is greatest at the end of the plant's life. This may be 


represented on a diagram as & straight line, starting ie 
zero and attaining its maximum value at a period equ d 
that for which the money to pay for the plant was borrowed. 
(See A B, fig. 1.) 

Now the cost to the owners, if the plant becomes obsolete, 


will be greatest first, when none of the money ig repaid, 80 


will decrease with time, becoming zero at the end jd e 
period for which the money was borrowed—1.6., when 1 © 
all been repaid. Thus ‘he cost of obsolescence may be а с 
sented оп the same diagram as //e risk by a straight ар 


“ risk bid 


* The assumption is made here that the cost" and the 
of obsolescence are related in some way. | -uation is 

It may be doubted if the risk or expectation of antiqu equal 
rightly represented by a straight line, which denotes ап 
chance or a probability of one-half. 


— 
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which starts at its maximum value and decreases to zero at 
the end of the loan period. (Fig. 1, c р.) 

The writer suggests that if the values of the ordinates of 
these two lines be multiplied together at every point, the 
resulting curve (E F) represents, to some scale, the relative 
annual contributions which should be made to the obsoles- 
cence fund. This curve starts at zero, rises to a maximum 
. at half time and then decreases to zero again. The com- 
bined chance and cost of obsolescence is thus a maximum at 
half the period for which the money has been borrowed. 

Whether the scale of contributions to the fund be rigidly 
adhered to throughout the whole of the loan period or not, 
depends on the amount of obsolescence that occurs—i.e., on 
whether the money is spent or not. Thus if at half time none 
of the money has been spent, and there appears no imme- 
diate prospect of having to spend any of it, it would seem 
unnecessary further to increase the fund. 

Those parts of the plant which have an estimated life of 
less than the loan period, although provided for by the other 
half of the fund, have yet to be provided for in the obsoles- 
cence fund, but having a shorter life, to a less extent than 
the longer-lived portions of the plant. For instance, if part 
of the plant had an estimated life of 15 years only, the maxi- 
mum contribution to provide for its obsolescence should be 
at the seventh or eighth year of ita life, whilst if the esti- 
mated life of the remainder of the plant were 25 years (the 
loan period) the maximum contribution would be in the 
12th or 13th year. 

There arises, then, the question, to what scale the 
curve E F should be drawn. To get at this, the whole of 
the capital expenditure might be divided into three parts :— 

1. That portion of the plant with an estimated life of less 
than the loan period. | 

2. That portion of the plant with a life estimated equal to, 
or greater than, the loan period. 

3. A portion of the capital expenditure represented by 
amets which are exceedingly unlikely ever to become 
obsolete. | l | 
Under No. 3 could, perhaps, be included the cost of 
obtaining a provisional order, and land and buildings. 

Separate curves can be drawn for No. 1 and No. 2. 
To fix the scale of these curves some assumption must be 


Fro. 2. 
made. Suppose it is assumed that one-half the plant 
(coming under heading No. 2) will have to be replaced 


Owing to obsolescence before the end of the loan period. 
The obsolescence fund is, of course, not intended to 
entirely replace antiquated plant, but only to make up the 
difference between the cost of the new plant and the amount 
of the loan on the old plant already repaid. | 
A further assumption is thus necessary, the ¿ime at which 
the plant will become antiquated. Assume that of the amount 
likely to become antiquated (one-half of the whole of No. 2) 
one-half requires replacing at half the loan period, and one- 
at three-fourths of the loan period. If the capital cost 
of the plant under No, 2 heading is £10,000— 
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Halt is estimated to become antiquated — ... ... = £5,000 
Half of this is obsolete at half the loan period (25 

years) vt sia "T 6 - .. = £2,500 
Half of this sum has been repaid, leaving half to be 

made up from the obsolescence fund _... e. = £1,250 
A further £2,500 is required at three-fourths of th 

loan period. | 
Three-fourths of this has been repaid... ii .O = £1,875 
Leaving one-fourth to be made up from the obsoles- 144 

сепсе fund ... 822 aie - yes .. жш £625 


À curve can be drawn above the curve x F, showing the 
growth of the fund; the scale of this curve must then be 
such that, at 12} years, the fund = £1,250 (fig. 2, G н). 

If it be £1,250 at half-time, it cannot be £625 at three- 
quarter time, but will be greater, if the contributions follow 
the curve Е Е. ў 

Hence the assumptions made above are not consistent with 
the curve E Е. 

The curve E F assumes that the replacement of plant due 
to obsolescence will not take place in two lumps, but will 
take place gradually, something each year. However, some 
such assumptions are good enongh to base the scale of the 
curve d H upon. The shape of the second half of the curve 
may, of course, be greatly modified by what has happened 
during the first period. | | 

The probable scrap value ought also to be taken into 
account, but this will be estimated to be very small, except 
in the case of cables, and particnlarly drawn-in cables. 
Copper will probably always have a considerable value, кле 
from its use in the distribution of electrical energy. The 
very possible invention of some new form of storage battery 
might have a considerable effect on some networks. The 
curves shown are for the original capital ontlay ; in practice 
this is continually being added to, so that the curves would 
have to be redrawn at intervals of two or three years. 

This could be done by drawing a new curve (J K) for the 
new capital expenditure. J kK and a н would then be added 
together, making the curve d р о. This curve could be 
used for, perhaps, from the fifth to the tenth year, when it 
would be again modified, and so on. 


STEAM .TRAPS. 
Bx GORDON STEWART. 


(Continued from vage 453.) 


PERHAPS no individual steam trap of the expansion type 
has received such a vast amount of patronage as has that 
bearing the name of Mr. Wm. Geipel—its designer. Its 
principle and construction are both extremely simple. For 


the sake of those to whom the device is not familiar, I would 


explain that the principle of differential expansions is em- 
ployed in a strikingly ingenious manner by arranging the 
two expansion members so as to form the two sides of an 
isosceles triangle. The geometrical properties of the 
isosceles which are utilised are :—That the two expansion 
members so situated as to form the two equal sides, 
if- anchored at their base and allowed to expand at their 
apex, produce a motion at that apex proportionate to the 
difference of expansion of the two members, which motion 
takes place practicaly at right angles to the direction 
of the lineal expansion, where the base of the triangle is 
relatively small. An additional feature is that the smaller 
the base the greater is the amount of movement, for a given 
difference of temperature. These features being incorporated 
in the design render the trap exceedingly compact. The 
expansion members in the Geipel trap are of brass and iron ; 
the lower pipe being of brass, forms the inlet to the valve, 
and the upper, or iron pipe, the outlet. For the purpose of 
considering the action of the trap, we will imagine that it 


has been properly adjusted and set to drain the water of 


condensation from a steam kettle ; and, further, that a dis- 
charge has just taken place, the valve being hard up into its 
seating. Immediately water reaches the brass inlet pipe in 
a sufficient quantity to reduce its temperature a few degrees, 
the resultant contraction ‘will have the effect of causing a 
depression of the apex of the isosceles triangle ; so that the 


` 
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valve will open and allow the water to pass Steam 
following up behind this water almost instantaneously, causes 
the brass tube to expand again and close the valve. In con- 
nection with the opening of this discharge valve it is 
interesting to notice that instead of the valve being removed 
from its seating, as one generally imagines a valve to open, 
the seating is removed from the valve. When properly 
adjusted, this trap is remarkably free from dribbling ; but, 
in common with traps of the expansion type, it is not suit- 
able for use under circumstances entailing very great 
fluctuations of pressure. However, there is a special pres- 
sure compensating device which may be fitted and employed 
under such conditions. 

Mr. Geipel's latest type is known as The Rapidity " 
Geipel steam trap. Whilst embodying all the up-to-date 
improvements in its design, its principle is identical with 
that of a standard Geipel. The arrangement of the various 
parts differs to some extent; for instance, the converse 
positions of the brass and iron pipes are employed, and the 
shape of the valve box is much altered, it being so 
arranged that the valve is held on to its seat by the steam 
pressure, which, as will be noticed, is also the converee of that 
of the earlier type. 

It isa noticeable feature in connection with the discharge 
from a steam itrap, that should the pressure in the system 
under drainage be somewhat high the discharge is of a very 
violent nature, and the first thought which would naturally 
occur to an observer is that the discharge capacity is very 
much handicapped by an apparent throttling action taking 
place at the valve. This action in some cases is the cause 
of a noisy discharge, and one which would exert a deleterious 
cutting action upon the valve face and seat. The type of 
Geipel trap under consideration is designed to get over these 
difficulties. In the first place, by so arranging the valve 
that it is held on to its face by the steam pressure, it was found 
possible to employ a greater discharge valve area without 
imposing great strain upon the trap ; and further, the noise 
and cutting action have been reduced to a minimum by so 
arranging that, independently of the amount, the discharge is 


controlled when under a high pressure, but free to occupy 
the full bore of the valve when at a low pressure. This 
action is obtained by the introduction of a loose spring- 
controlled sleeve on the discharge side of the valve. This 
sleeve is acted upon by the discharge, and is so arranged that 
the momentum of the water as it rushes past is sutticient at 
high pressures to lift it slightly, and consequently reduce 
the effective area of the discharge, and thereby reduce its 
velocity. Since the height to which the sleeve would be 
lifted depends upon the momentum of the discharge, it is 
obvious that this throttling device can be set во as to come 
into action only at high pressures. 

Another expansion trap baving several interesting and 
original points for consideration is that designed and 
patented by Mr. Wm. Granger. A section through the 
valve box is shown in fig. 2. "This is the trap, previously 
referred to as containing the nickel-steel member, which, 


owing to ita extremely low coefficient of expansion, may be 
employed with advantage. The trap consists of a brass tabe 
having an inlet connection at one end and a valve box, 
valve, &c., at the other. Parallel to this tube is a solid 
nickel-steel rod, the overall length of which, for all practical 
purposes, is constant; so that the total expansion or con- 
traction of the brass tube may be fully utilised. The 
amount of expansion of a brass tube of reasonable 
length being, comparatively speaking, very small, it is 
desirable that some means be adopted to multiply the 
amount of expansion at the valve. This is obtained by a 
single lever transmission, as seen in fig. 2, by which means 
the actual expansion is multiplied about five times at the 
valve seat. 

A point of interest is the manner in which the trap is 
relieved of a great deal of the strain set up when working 
under comparatively, high pressure. Immediately behind 
the valve, which is held on to its seat by the steam pressure 
in the system under drainage, is placed a spring ; this has 
the effect of counteracting fully two-thirds of the pressure 
on the back of the valve, which, if not relieved, would sub- 
ject the multiplying lever and its support to a very great 
atrain, for under certain conditions it might otherwise be a& 
much as 500 Ib. It should be noticed that this is 
relieved without in any way impairing the discharge 
capacity of the trap. 

A very simple type of expansion trap is that manufactured 
by Messrs. Royles, a section being shown in fig. 3; other 
traps of this class are manufactured by Mesers. Holden and 
Brooke, Messrs. Ogdens, Messrs. Watson & McDaniel, of 
Philadelphia, and the Reliance Engineering Co. 

As expansion steam traps depend for their successful 
working entirely upon difference of temperature, and as also 
the temperature of steam varies with the pressure, it is 
obvious that they are not suitable for use under circumstances 
subjecting them to very great fluctuations of pressure, with- 
out requiring continual readjustment. They may, however, 
be fitted with special pressure compensating devices to enable 
them automatically to adjust themselves to a fluctuating 
pressure. This is a very important consideration in connec- 
tion with Admiralty work, where the boiler pressure is liable 
to fluctuate within very wide limits in a short interval of 
time. Mr. Geipel has arranged for this in his trap by 
utilising, in place of the hand adjustment, an automatic 
device dependent for its action upon the steam pressure 
acting upon a diaphragm and collar; this arrangement 
automatically adjusts the position of the valve relative to 
that of the box. This type is known as the Admiralty” 
pore aud is much used by our own and foreign Admiral- 

ies. 

Mr. Granger's device consists of a small cylinder and piston ; 
the motion of the latter, being controlled by the steam 
pressure, rotates the stud k E, fig. 2, and thereby adjusts the 
position of the valve relative to the expansion tube, timing 
the discharge to take place earlier or later, according 88 
to whether the pressure has risen or fallen. 

(To be concluded.) 


INTERNATIONAL TRAMWAYS AND LIGHT 
RAILWAYS UNION. 


MUNICH MEETING, SEPTEMBER 6TH To 12TH, 1908. 


Tue large attendances at the meetings up to the official 
closing, and their composition of delegates from all parts of 
the world, showed that both the subjects for consideration, 
and the place where these legions met, were well chosen. 
Though great praise is due to the Council and secretary of 
the Union for the excellent programme, and for the thorough- 
ness with which every detail had been prepared, they were 
outdone by the lavishness with which Munich discharged its 
duties as host. The convictions of the delegates did not 
conform to unanimously accepted formule upon many 


subjects, but as far as hospitality and entertainment were 
concerned, there was only one voice. 
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The papers, which were unfortunately not only presented, 
but also read at the meetings, dealt with many subjects— 
brakes, corrugation of rails, gear wheels, lubrication, 
Bavaria’s wealth of water power, motor- buses, and energy 
meters—but few of these subjects were exhanstively treated, 
and the value of the work done will be found rather in the 
impulses given for further research, and in the wealth of data 
presented, than in concrete results. 

The brake question was doubtless the most important 
dealt with, but unfortunately also one with which 


manufacturing interests were largely connected. These may 


be held responsible for harm done to the prestige 
of the “Union Internationale" by the vote passed 
on this question—even as it was, by a small and doubtful 
majority. 

To justify this qualification it should be said that several 
speakers showed just before the vote was taken that they 
were mistaken about the motion. Moreover, there was not 
only a large number of members present who possessed no 
votes, but also guests, and even if none of these voted, 
the number of hands raised was so small that the vote 
cannot be considered representative of the opinion of the bulk 
of the members, 

The resolution carried practically amounts to a declaration 
that the rheostatic brake is a perfectly satisfactory brake for 
heavy cars, steep gradients, and high speeds, and that there 
is no need for anything better unless excessively heavy cars 
or trains with more than three trailers and speeds above 
18 M.P.H. are concerned. There is no need of criticising 
this resolution, as the use of the rheostatic brake is restricted 
in Great Britain to that of a last resource after all other 
means have failed. 

Bat it can easily be shown that German tramway managers 
would do well to reconsider this question. 

While the highest premiums paid by British tramways to 
insurance companies amount to barely 2 per cent. on the 
gross revenne, German tramways had to pay about 8 per 
cent. until they arranged for mutual insurance, and even 
this brought the premium down only to abont 4 per cent. 
If itis taken into consideration that German tramway lines 
contain probably a several times higher percentage of leve] 
roads than British lines, that their rails are only on rare 
occasions coated, and then merely with a suspicion of mud, 
While many of the British lines are “greasy ” 11 months 
out of 12, the suggestion is not ont of place that better 
brakes would probably enable German tramways to pay con- 
siderably higher dividends than they do at present. We 
should be greatly surprised if any of the better known power 
brakes could swallow even 1 per cent. of the gross revenue. 

The pneumatic brake was graciously admitted to be as 
efficient as the electric. The obvious purpose of this rider 
Was to meet any demand on the part of public authorities 
for the introduction of air brakes with the ** resolution " of 
the Congress which proves that an equally good brake— 
vız., the rheostatic, is already on the cars. ! 

The subject of corrugation of rails was broadly dealt with 
by Herr A. Busse, of the Grosse Berliner Strassenbahn, 
Whose paper contained numerous and interesting illustrations. 
He attributed this serious and rapidly increasing evil to the 
following causes :— 


1. То the material of the rails, which was good enough for 


| _ lighter cars and slower speeds, but which are not of uniform quality 


and frequently unable to withstand the strains now imposed. He 
suggests both etching teste and careful calibration of rails. 

2. Too hard tires. . 

3. Rapid braking while travelling at high speeds. This is due 
to rapidly acting brakes. Drivers should be instructed accordin gly. 
(With regard to this suggestion, it should be noted that rheostatic 
brakes are probably the worst offenders.) 

‚4. Excessively rapid starting. (Drivers whose cars are pro- 
Vided with current meters are said to be specially partial to this 
weakness, ) | 

$. High-speed travelling. Cars rock and “sling” severely when 
travelling at high speeds, and act then like rapid hammers. 

6. ч Slinging of the cars, caused through ; 

(а) Rigid connection of the two wheels and their axle. 

(5) Uneven diameters of the two wheels. 

(c) Differences in the levels of the two rails. 

(2) Uneven loads, 

(е) Differences in the elasticity of the springs of the same vehicle. 

(7) Play in the axle bearings. | 

(9) Uneven rail gauge. 

(^) Longitudinal unevenness of rails. | 

% Advancing of the directly-driven wheel as compared with the 
other wheel. | 


(k) Non-parallel axles. 

ү) Defective trucks. 

m) Too short wheel base. 

7. Curves with large radii. 

The outer wheels advance in a jerky fashion when the cars travel 
at high speeds through these carves. Through small curves they 
are bound to travel slowly. | 

8. Rigidity of the track. 

Corrugation of rails of the Berlin city lines and of the conductor 
Trails on the Vienna tramway conduits seems to prove this. The 
rails and conductors respectively which are the more solidly bedded 
show severe corrugations. 

Grinding and milling of the rails so affected is recommended, 
and three types of machines for this purpose are illustrated. 

(We are afraid that worse evils would be produced by inter- 
fering with the solid bedding of rails, which has been laid down at 
great expense.) | | 

Of the many causes mentioned, the uneven loading of 
wheels, assisted by faulty wheel gauge, faulty rail gauge and 
unequal levels of the two rails, are probably the most fruitful 
ones, and those which could be removed at smallest expense. 

‚ Whatever tends to induce one wheel to advance or lag 
behind the other is bound to assist corragation. The heavier 
loaded wheel is sure to bite better than the light one, and 
uneven gauge increases this tendency. | 

It is also clear that the heavier the load on the wheel con- 
cerned the more destraction of the rail will it effect every 
time it advances or lags. 

An interesting experience, but one which was not too 
pleasing to some of the ladies, was presented on the excursion 
to Schloss Herrn Chiemsee, when the train was pulled by 
one of the new express engines of the Bavarian State Rail- 
ways. A speed of over 75 miles was maintained for a con- 
siderable part of the journey, but 90 miles per hour was 
exceeded for a short period. | 

The electrical members of the meeting were greatly indebted 
to Commerzienrath Thomas, who conducted them through 
his brewery, which is a most modern and, at any rate, from 
the point of view of an engineer, a leading establishment. 
Electric motors are largely used for driving auxiliary 
machines, and the party were unanimous in declaring 
that they never tasted better beer than these motors helped 
to produce. 


ELECTRIC POWER GENERATION BY 
GAS ENGINES. 


IN view of the great interest which has recently been taken in the 
performance of gas engines of large size in connection with the 
driving of electric generators, as.evidenced, among other things, 
by the excellent tours on the Continent organised by the Key Co., 
it is perhaps unfortunate that actual data regarding the perform- 
ance of such engines under actual working conditions are not more 
freely available. The reading of a paper by Mr. J. R. Bibbins 


LBS. COAL FIRED PER HOUR 


Б 3 8 
LBS. COAL PER KW, OR B. H. P.-HR 


LOAD, X. 
REsuLTS OF TESTS. 


i j it ati f Elec- 
before the annual convention of the American Institution of 
trical Engineers at Atlantic City, in July last, and reported in the 
Western Electrician, on a series of tests of gas-eleetric power plant, 
is therefore of considerable таа wi reproduce the main 

tures of the tests and the results obtained. | 
8 were taken, extending over a period of 30 days, 
on the service plant of the Richmond Mois = 5 
i o., consisting of a 23:5 in. x 33 in. DO 
s E p a үс connected direct-current generator 
operated on producer gas, generated by two 9-ft. bituminous pro- 
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ducers, A 15,000 cb. ft. holder equalises the quality of the gas, 
and provides sufficient storage to start the engine and its motor- 
driven auxiliaries. 

The engine is of the double-acting type, giving two impulses per 
revolution, governed by a sensitive oil-relay system. The ratio of 
air to gas is constant, except when the gas itself changes. Dupli- 
cate igniters work together from motor-generator and lighting 
* mains respectively. The producer is designed for continuous 

operation, generates its own steam, and the plant requires for 
auxiliaries a motor-driven fan, tar extractor, and igniter set. The 
diversity factor of the works is good, and the plant is called on for 
continuous 24-hour service, except on Sundays and holidays. The 
following table gives the general results of the test: 


TABLE I.—GzwxzRAL RESULTS OF TEST. 


Ful 
a | | load. | load. | lola. 
Length of run, howrs- —. 223 | 125 | 136 
Average load, ку. ... VER s.. | 9123  : 2283 159-6 
Average load, computed boiler н.р. | 4550 333:0 338 0 


Load, per cent. engine rating ..| 910 67 6 47˙5 
Load, per cent. generator rating 1040 772 53:2 


Coal gasifled, lbs. Ks .. | 115,289 | 54,143 47,775 
Coal gasified, per hour - *. | 517°0 4330 3510 
Output, Kw.-hours 885 . . | 69,650 28,540 21,710 


Pounds coal per &w.-bour ... = 1:654 1697, 990 
Lb. coal per kw.-hour, guaranteed 1:93 2:10 2:64 
Lb. coal per boiler x.P.-hour M 114 131 1:56 


Average heat value of coal, B TH.U.... | 14,392 | 14,302 | 14,392 
B.TH.U. per Kw.-hour... Ra ... 23,700 | 27,280 | 31,650 
B.TH.U. per boiler E. p.-hour. +, | 16,415 | 18,710 | 21,670 
Per cent. thermal efficiency, brake... | 15°51 13:6 1175 
Per cent. thermal efficiency, electric | 14°35 | 1078 


1265 | 
| f 


Coal.—Pocahontas run-of-mine ; average heat value dry sample, 
14,703, as fired, 14,392; volatile matter 228 per cent., ash 4:5 
per cent., sulphur 1 cent, 


Test.— August 12th, 7 a.m., to September 7th, 12 m. 


The results were aleo plotted in the form of three curves, 
showing the plant economy at various loads, the first giving the 
rate of gasification in pounds per hour, the second the pounds per 
unit generated per hour, and the third the corresponding thermal 
efficieney. With a 400-xw, load, which is within the limits of tbis 
plant, the coal consumption would be roughly 1:5 lb. per 
Ew.-hour, or 1'0 Ib. per boiler horse-power-hour. It will be seen by 
producing theline of total coal gasified back to the datum line 
that it requires over one-third the full-load coal to run the plant 
unloaded. Neglecting this constant loss, the plant can operate at 
the rate of 1 Ib. of coal per EKw.-bour—a constant value at all 
loads. The standing loss of the producer plant during Sundays 
and holidays averaged 46 lb. per hour, or 2'5 per cent. of the 
weekly coal consumption. The plant has sustained a load of 
410 xw. for three hours, 19 per cent. overload on the engines, and 
even higher loads for short periods. With rich gas the power of 
the engine was of course correspondingly increased. 

The results of the testa were used to calculate the cost of power 
supplied by the plant based on a 300-day operation, or 7,200 hours 
per year, distributing the fixed costs only over the operating 
period, and not over the entire year, but including standing losses 
and power-consumption charges. The power costs were estimated 
at fall and half load respectively, as an industrial plant has an 
averagely uniform load throughout the day. With fuel at $2 
20 cents per ton, power can be delivered at the switchboard 
at 2/3 cent. per Ew.-hour at full load, or less than 1°25 cents 
at half load, the fixed charges averaging 40 per cent. of the total 
cost. 

Mr. Bibbins makes a comparison of this plant with an equivalent 
steam turbine plant, from which he deduces that with the price 
of coal mentioned above, the gas plant shows a 13 per cent. gain 
over steam at full load, and 5 per cent. at half load. Onthe other 
hand, with light loads or fluctuating loads averaging only a 
fraction of the generating capacity, the gas plant is at a disadvan- 
tage. The turbine plant still finds exclusive application for all 
loads subject to extreme overloads and variations, and it is pro- 
bable that a combined gas-engine turbine plant, the turbines 


carrying the peaks and the gas engine the uniform load, may best 
meet ali-round conditions. 


NEW PATENTS APPLIED FOR, 1908. 


Oompiled expressly for this Journal by W. P. THompson & Co., Electrical Patent 
Agents, 322, High Holborn, London, W. C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


18,700. Improvements relating to time switches for electric circuite.” F. 
Barron. September 7th. 

18,713. “Improvements in or relating to electric traction on the surface 
contact system.“ THE S. P. (Suchostawer Patents) SyNDicATE, LTD., and H. M. 
BavreRs. September 7th. (Complete.) 


18.715. Improvements in or relating to the regulation of alternating current 
generators working in parallel." SIEMENS Bros. Dynamo Works, LTD. (Siemens 
Schuckertwerke G. m. b. H., Germany.) September 7th. (Complete.) 


18,721. '* Improvements in dry battery cells." W. 8. Dog. September "th. 
(Com plete.) 


18,755. ‘*Magneto-electric ignition spparatus." А. ZAHRINGER. (Date 
applied for under Rule 18, March 30th, 1908. An invention comprised їп 
application No. 7,014, dated March 30th, 1908.) September "th. (Complete.) 

18.756. Magneto-electric ignition apparatus.” A. ZAHRINGER. (Date 
applied for under Rule 13, March goth, 1908. An invention comprised in 
application No. 7,014, dated March 30th, 1908.) September 7th. ( Complete.) 


18,706. * Improvements іп and relating to electric heating devices.“ Barrisa 


THoxsow-Hovarox Co., LID. (General Electric Co., United States.) 
September 7th. 


18,767. “ Improvements in the electric-deposition of iron." 8, О. Cowrn 
Corrs. September 7th. 


18,811. "Improvements in double effect sparking ooils.” Е. Denrponr, 
September 8th. (Complete.) 


18.822. Improvements in pcint shifting arrangements for electric tramways 
and the like." J. P. TIERNEY and J. MALONE. (Application for Patent ol 
Addition to No. 19,928/08.) September 8th. 


18,882, ''Improvements in or relating to arc electric lamps." H. Liskz and 
A. ZOLLER, September 8th. (Complete.) 


18,855. *' Improvements in or relating to magnetic separators.” H. Al cocz 
and H. C. Siursonx. September 8th. (Complete.) 


18,880. ‘Improvements in and relating to the manufacture of magnetos." 
H. STEPHENS. September 8th. (Complete.) 


18,898. ''Improvementa in the insulation of conductors of electricity." 
H. G. Lonororp. September 9th. 

18,897. Improvements in the manufacture of candles, brushes, plates, blocks 
and diaphragms for electrical purposes." E. BBEADXER and G. A. Cnichrox. 
September 9th. | 


18,900. ‘‘ Improvements relating to electric lampholders.” A. Bates. Bep- 
tember 9th. 


18,905. Improvements in and connected with telephone indexes.” Р, 0. 
Watson and Н, Eaton. September 9th. (Complete.) 


18.915. Improved electrical system of railway signalling." G. A. Соок and 
C. M. MacNamara. September 9th. 


18.917. Completely de-energising dangerous overhead wires the moment 
they snap." D. P. F. GA DIALI. September 9tb. 


18,925. Method and apparatus for adjusting electrical resistances.” 0. 
Cox. September 9th. 

19,946. Process for manufacturing metal filaments of refractory metals, 
woltr&m, molybdenum, uranium, tantalum and the like or mixtures thereof." 
W. НЕгивїсн. September 0th. 


18,965, '' Improvements in starting switches for electric motors." E. Gar- 
SIDE, Beptember 9th. 


18,996. '' Improvements in electric signalling on railways. G. H. Brows, 
September 10th, 


19,007. * Sanitary telephone cap." G. D. CooPzR. Beptember 10th. 


19,062. „Supports for filaments of incandescent electric lamps.“ Е. R. 
Porr and М. W. O'CorwxLL. September 10th. (Complete.) 


19,004. ** Improvements in control systems for electrically-propelled 
vehicles.” Н. L. Beach. (Date applied for under Sec. 91 of the Асі, 


. 96th, 1907, being date of application in United States.) September 


(Complete.) 
1 "Improvement of billiard light pendant.” F. Кїзгє. September 


19,097. Improvements in drums or reels for coiling, and transporting 
electric cables, wire, ropes and the like." T. Hoskixa, Beptember 11th. 

19,101. “Instantaneous electric press-button push." J. B. WIrrObs. 
September 11th. | 

19.107. Improved electrically-heated curling tongs and goffering irons.” 
H. W. O. Тлттов. September lith, 

19,109. ''Improvements in electrically-operated valve-controlling devices." 
J. Кұтты and C. Tuson. September lith. ( mplete.) 


19.115. Improvements in or connected with devices for making and bresk- 
ing electric contacts.” F. Н. VARLEY. September lith. 


19.118. Process for the manufacture of oxide-coated metal holders for 
electrical show lamps with metal filaments." T. McKenna. (Glablampenwerk 
Anker G.m.b.H., Germany). September 11th. (Complete.) 


19,141. “Improvements relating to electric flashing signs." L. K. Jos. 
September lich. 


19.150. Improvements in or relating to electric light fittings.” А.Т. 
WooDHALL and A. Emery. September lith. 


19,161. ‘Improvements іп and relating to time switches." W. VETTER and 
C. MURER. September llth. 


19.169. Process for packing metal filaments for glow lamps." GLUBLIE- 
PENWERK ANKER G. m. b. H. (Date applied for under Seo. 91 of the Act 


September 12th, 1907, being date of application in Germany.) September Inh. 
(Complete.) 


19,188. Improvement in or applicable to electroliers and gasoliers." 
R. 8. Woops. September 12th. E 
19.188. Im 

W. 


| rovementa relating to mantles for gas and electric lighting and 
heating.” . Роттев. September 19th. 


19,194. ‘Improvements in plugs or connectors for electrical machines.” 
H.J.FisHER. September 12th. 


19,201. ‘Sparking plugs for internal combustion engines.” A. Hawt and 
О. WaLDar. (Date applied for under Sec. 91 of the Act, September 13th, 1907, 
being date of application in Germany.) September 12th. (Complete.) 

19,205. ‘Improvements concerning the construction of electrodes for 
primary and secondary batteries." E. SCHULTIZ. September 12th. 


19.223. New or improved automatic voltage control.” Н. LENER 
September 12th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these ppc cations may be obtained of Messrs. W. P. 
1 


Тномрвом & Co., 822, High Holborn, W. C., and at Liverpool and Вгай!огё; 
price, post free, 9d. (in stamps). 


1908. 


INTZRNAL-CoMBUSTION ENGINE WITH MAGNETO IGNITER FOR AcrvATING CYCLES 
AND THE LIKE. C. A. Allison. (Soc. Anon. H. & A. Dufaux & Cie, Switzer- 
land.) 5,264. March 9th. 


Anc Lamps. Allgemeine Elektricitats Ges. 9,502. May let. (Date applied for 
under International Convention, May 2nà, 1907.) 

INSULATORS FOR TELEGRAPH WIRES AND THE LIKE. G. Pollock and W. E. Werd. 
au du ith. (Date applied for under International Convention, May 
den, А j 


ELECTRICAL Contacts, Siemens Bros, & Co. (Siemens & Halske Akt. Ges.) 
11,511. May 27th, 

TRANSMITTERS FOR ELECTRICAL SIGNALLING Systems, F. Koch. 19,265. June 
oth. (Date applied for under International Convention, June 6th, 1907.) 

ELECTRIC Сст.Ост. G. Gaglioand L. Villani. 12,678. June 12th. 


Море OF AND APPARATUS FoR ELECTRICALLY SOUNDING А Honx. A. Н. Nicholson. 
14,57). July 9th. 
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PEAT. 


A propos of our remarks on Captain Sankey's B. A. paper, we 
must mention the highly antagonistic leading article which 
appears in the Engineer for September 18th. That article 
is undoubtedly written by an Irishman, and, we should sur- 
mise, by one who has suffered directly or indirectly through 
some failure to turn peat into gold, for under no other cir- 
cumstances could an intelligent man allow himself to be so 
illogical. | 

We feel that any peat scheme must be approached and 
handled very cautiously indeed, but in the Engineer article 
the whole prospect is practically damned for ever, because, 
forsooth, someone in the middle of last century made 
a glorious failure of his attempt to produce a serviceable 
form of peat fuel, and made paraffin candles, which cost, £400 
apiece, from the by-products. 

The writer, indeed, seems to look at the whole matter by 
He does not attempt to question 
the chemical or the engineering features of the modern 
schemes, but directs all his heavy ordnance against the idea 
that the crude peat can be got successfully, and by success- 
fully, of course, we mean cheaply enough to render the 
remaining processes possible on a commercial scale. He 
implies, with how much trath we hardly know, that the 
promoters of the Central Ireland scheme have yet to realise 
the nature of the bog, but we cannot imagine that the very 
A.B.C. of the subject has been passed over so lightly as he 
seems to suggest, and we go so far as to question the validity 
of his fundamental statements that a characteristic bog 
cannot be reclaimed because it lies too low to be drained. 
If he will study the most valuable collection of surveys 


included in the great Bog Commission's Report of last cen- 


tury, he will see that the characteristic bog, and the Bog of 
Allen is no exception, is by no means flat, and that it is 
served for natural drainage by a system of water-courses and 
rivers. We have reason to hope that this large and vitally 
important question will be dealt with by a better hand 
than ours, and, far from feeling depressed by the assumed 
fact that a bog must be drained before it can be dug, we 
believe that this apparent impossibility will be turned into 
a sound and practical means for the ultimate solution of the 
great problem : How to utilise peat. 

On the other hand, it is asserted by those who have made 
large-scale experiments, that peat can be got in large 
quantities, and from the maximum depths, by machines 
which will work under water, so rendering drainage opera- 
tions unnecessary, and in the absence of sufficiently full 
knowledge, we can say only that such в proposition has no 
element of impossibility about it, even when viewed through 
commercial eyes ; but we would much rather see the place 
where peat used to be turned into smiling pastures and corn- 
fields and forests than left a watery waste of even less value 
than it is at present. Such an ideal may seem preposterous to 
the Engineer, but with the example of an erst-while submarine 
Holland before us, who shall say that the hunger-patches of 
Ireland may not be made fat ? | 

About Capt. Sankey’s figures of cost we have said 
nothing previously and we will say nothing now, except 
that they are too much hedged about with “it appears, 
and * it is probable,” or “ it is estimated.” Those figures 
are, in fact, all either estimated, or derived from the experi- 
ments, sometimes on a very large scale, of interested parties, 
and we should be the last to suggest that experience gained 
in other countries is to be applied without questioning as 8 
criterion to Ireland and Irish conditions ; but Capt. Sankey’s 
figures transmit a great deal more of hope than of 508 А 
the intelligent reader, and we do not think that Ire and, 
with its eternal dampness, provides any worse peat-getting 
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conditions than do those peat countries in which the bogs 
are frost-bound and unworkable for half the year, and it is 
from such bogs that some of our most valuable data have 
been gathered. 

We end with а quotation, and a quer. „ . there 
are three kinds of peat. First, on top, the light fibrous 
stuff which . . . may be seen going through the streets 
of London for horse litter. This would not be worth 


carriage to the works. How then is it now worth 
carriage to London ? 


Ir is a moat elementary principle in 
finance that to put all one’s eggs into one 
basket is the height of folly. Geograph- 
ical distribution of investments is what 
is aimed at by the man of experience, во that when in one 
direction dividends grow “small and beautifully less,” this 
will probably be compensated for by increases in others, 
with resulting appreciation in capital value. An unwisely 
arranged geopraphical distribution, however, may have no 
ray of hopefulness anywhere, for in a mere scattering 
abroad there is no inevitability that security and good 
return will follow. The whole secret of success so far as 
an investor has any influence in controlling the value of 
his possessions, lies in a wise investigation into, and dis- 


Specialisation 
in Manufac- 
turing. 


crimination between, all the chances, viewed in the light 


of past experience and of reasonable probabilities. 

This is not an article on principles in electrical finance, but 
we make these comments believing that thé matter of 
geographical distribution has been applied in connection 
with electrical manufacturing. We are afraid, however, 
that it has not always been wisely applied; to be a 
manufacturer of everything electrical may not always be 
so profitable an undertaking as to manufacture a few 
special lines. There has been, and stil is, an over- 
ambition among some electrical firms whom we might name, 
and they are suffering to-day through having over-reached 
themselves in their efforts to over-top their competitors. 
What does it mean when an individual applies himself to no 
particular calling? Is it not too frequently the case that 
the jack-of-all-trades becomes the master of none? He 
may buzz busily from flower to flower, without gathering the 
equivalent of honey, making a noise, but reaping little gain 
at any rate for his shareholders. The shoemaker is a better 
shoemaker because he sticks to his last, and though in the 
higher profession of engineering there has to be something 
of a flavour of versatility, there is a recognised necessity for 
specialisation in one particular department if real success is 
to be obtained. 

We are not desirous of depreciating the attainments 
of some engineers and some manufacturers who have found 
whatever they have touched to be productive of benefit 
either to their minds or to their pockets; these, however, 
are the exceptions, and do not represent the generality of 
cases. We do not deny that it may be a good thing for the 
convenience of a trade to get yourselves known as universal 
providers, but then you have to sell what other people make, 
and the margin of profit may be lees asa consequence. You 
must also with multifarious concerns divide attention, so 
that the consistency of one controlling hand and the advan- 
tage of a continuous policy are wanting. 

Yet it is also a good, or even a better, thing to get 
your name indelibly fixed upon the minds of electrical 
engineers and buyers as that of one who has made a 
speciality of one particular line of manufacture which 
everybody wants or will want at some time or other; to 
have it recognised that you know the details relating to its 
manufacture во intimately. that you are able to turn out 
a thing of irreproachable character; and that you are 
alive as to how to sell that one thing when it is 
made. Let it be known, also, that your system of man- 
agement and works organisation is admired by those who 
have investigated it ; and that financially you are as sound 
as a bell, and it will then be seen that wise as may be the 
dictum of the financial adviser, there is certainly after all a 
prospect of its being a satisfactory thing to put all your eggs 
into one basket in manufacturing, if the basket chosen be a 
sound one. 


ALTHOUGH the employment of elec- 

U Electrical tricity has already made considerable 

ndertakings 
in Japan. progress in Japan, a Yokohama corres- 
pondent of the Frankfurter Zeilung states 
that there is still a large field open for ita use, having regard 
to the development of industries in that country. Not only 
80, but there is, perhaps, scarcely another country where so 
many opportunities are available for the utilisation of natural 
water-powers as in Japan, owing to the numerous mountains 
and the rapidly-flowing mountain torrents. Moreover, coal 
is always costly, and the various supply companies are, there- 
fore, simply compelled to render the constantly-growing 
power stations remunerative by drawing upon the water- 
power resources of the country, especially as they seek to 
outstrip each other in the cheapening of the supply of 
electricity. 

After the war with Russia, many schemes of enormous 
dimensions were projected for the establishment of hydro- 
electric works, but the first is only now to be actually carried 
into effect. This relates to the utilisation of the water-power 
of the Oigawa, which is to be undertaken by an Anglo- 
Japanese company. The preliminaries in connection with 
the company have occupied a considerable amount of time, 
as it was first of all impossible, as is always the case in 
Japan, to agree as to the method in which the participation 
of foreign capital should take place. The company has, how- 
ever, now been bronght into existence, although difficulties 
continued to be manifested during the issue of the shares. 
Originally the capital was fixed at 12,000,000 yen, of which 
6,000,000 yen were to be raised in the form of shares and 
the remaining 6,000,000 yen provided by means of a loan to 
be issued in England. The shares and a loan of a company 
in Japan are, however, not permitted to be of equal amount, 
and an alteration had consequently to be made when sub- 
scriptions to the shares had just been invited. The change 
assumed the form of fixing the total capital at 12,500,000 yen, 
of which the loan represented 5,000,000 yen. Shares to the 
number of 125,000 remain in Japan, and with the exception 
of 19,200 shares which were offered to the public, all the 
others were taken up by large firms and banks (Mitsni, 
Miteu Bishi, Okura and Baron Shibusawa). 

The Tokio Electricity Co. at the same time has been com- 
pelled to add a loan of 3,000,000 yen to its share capital of 
9,500,000 yen for the erection of a new water-power station 
of 30,000 H.P. on the Fujiyama. Two German firms were 
approached on the subject, and one was prepared to provide 
the money. The terms proposed, which had previously been 
accepted in connection with. various industrial undertakings, 
were the advance of 3,000,000 yen for three years at 7 pet 
cent., the guarantee of a sound bank and the obligation to 
purchase all machinery and materials from the German firm. 
As, however, these conditions are regarded as too stringent, 
the Japanese company intends to apply for the intermediation 
of the Kango-Ginko (Industrial Bank), which is supported 
by the Government, and which, the correspondent declares, 
has ruined the business of many foreign firms and banks. 

The enormous expansion of electrical installations in Japan 
has naturally been accompanied by a considerable increase 10 
the demand for cables and conductors. The requirements in 
this respect in 1907 amounted to 8,000,000 yen, of which 
the value of 5,000,000 yen was imported from other countries. 
Japanese wire is inferior to the imported product, and the 
latter is, therefore, exclusively employed on warships an 
steamers and for all underground cables. The most important 
Japanese firm in this branch has hitherto been the Yokobams 
Electric Wire Co., whose factory is in Yokohama. The com- 
pany has now concluded an agreement with the Furukawa 
Copper Mines Co., which is erecting a new factory for 
copper wire at the Ashio copper mines. One half 
(1,200,000 yen) of the capital of the Yokohama firm is being 
taken over by the Furukawa Co., and the latter is carrying 
out considerable extensions of the former's factory, and will 
have three representatives on the board of management. 

A further cable factory is projected by the firm of 
Sumitomo, of Osaka. Nevertheless, the correspondent con- 
cludes that an increase in the import of electrical conductors 
may safely be expected from abroad, including Germany. 
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IN regard to our recent comments on 
the Board of Trade and the need that 
exists for a Minister of Commerce who 
should be able to look after trade matters untrammelled by 
the manifold other concerns, which, without much misdes- 
cription, might be said to be irrelevant to the office of a 
President, we observe that the Railway Gazette does not 
relish the idea of the railway duties of the Board being 
removed and put into the hands of a Minister of Railways. 
Its objections appear to be that the head of a Government 
Department owes his appointment solely to political reasons, 
and that there is mever any guarantee that the person 
appointed possesses any technical qualifications for the 
post. Our contemporary remarks that any possible 
disadvantage resulting from the lack of practical railway 
knowledge in a President of the Board of Trade is more 
or less discounted both by the limited jurisdiction of his 
department, and by the fact that he has so many other things 
to look after. An amateur with his whole official time to 
devote to the supervision of railway working would, we can 
understand, be quite at a disadvantage from the railway 
companies’ point of view, seeing that there is the danger of 
having a type of politician whose eye might be constantly 
on the votes of trade unionists. A Department of 


Railways would, too, have wider scope, and consequently 
larger powers for interference than the present Board of 
Trade. All of this is very true from the railway point of 
view, but the unfortunate fact of the present position is 
that the Board of Trade has so many and varied things to 
watch over, that it cannot maintain a complete live control of 
any of them, or at any rate, when some things are done well 
other things may have to suffer. We do not advocate a 
wholesale splitting up of the duties of the Board of Trade 
with an Electric Light and Power Minister, a Railway 


A Minister of 
Commerce. 


Minister, and so forth, but we do say that if we had a 


Minister of Commerce of influence in and with the State, 
he could look after what are purely matters of trade 
and commercial concern. The Railway Department can 
continue to watch over its own particular province under 
the President, but if we can get nothing more, let there 
be a raising altogether of the status of the Board of 
Trade Commercial Department, with a commercial Goliath 
at the helm who is fresh from the warfare of trade rather 
than a man who, however useful to his party, is more 
accustomed to political party fights, speech-making and 
electioneering. A National Trade Office appointment ought 
to be quite non-politically given, and the man who secures 
it should have powers to confer with the railway department 
and authorities wherein the doings of railways affect the 
position of trade and commerce. We hope that the subject 
will be kept well to the fore in the interests of our future 
commercial progress, for there is need for legitimate 
Government nursing (we do not mean coddling). Surely 
the present time, when the country is passing through one of 
its cycles of bad trade, is the right one for action to be taken 
in the matter. \ 


Mairana 


IN a note on condensation, M. Maurice 
Le Blanc briefly explains the action of a 
condenser, or, rather, the several actions 
which take place concurrently in it. In any closed vessel, no 
matter what its vapour contents, the pressure at every point 
must either be uniform or in process of tending to equalise 
should anything have disturbed the equilibrium. This is a 
self-evident proposition which all engineers will accept as 
true, though it is, of course, permissible to argue the possi- 
bility of different pressures existing in different parts of 
even a small vessel. 

In а vessel containing mixed vapours, the resultant 
Pressure is the sum of what each vapour would exert if it 
alone were present and in the same quantity per cubic foot 
of space. This is according to Dalton's law. 

When a vessel contains water, each cubic foot of space 


Condenser 
Pressures. 


above that water will contain a certain mass of aqueous 
vapour. This mass is determined by the temperature of 
the water which gives rise to the vapour. It remains the 
same for any given temperature, no matter what other gas 
may be present in the space. Obviously, therefore, any air 
in a vessel containing water vapour simply adds so much to 
the pressure, and does not drive back a portion of the 
aqueous vapour into liquid again. 

Though the pressure in a condenser must be uniform at 
every point, or must tend to become equal with very great 
rapidity, the temperature at any given point may vary from 
that at any. other point. This will be made clear by a 
simple assumption. Let cold water be pumped into a closed 
vessel of considerable length, and at one end ; let it be with- 
drawn at an equal rate from the other end. Let steam jets 
be blown through the flowing stream so that the stream of 
water which enters cold shall leave hot. The temperature 
of that vessel must be changing all through its length. 
Above every part of its length the space will be filled with 
vapour having the temperature and pressure of the water in 
that portion of the vessel. But this is obviously an unstable 
condition which cannot endure. The hotter vapour, by 
virtue of its higher pressure, must inevitably travel towards 
the region of the colder vapour. In doing so it will compress 
that colder vapour and raise both its pressure and temperature. 
The vapour at the cold end will be hotter than the water 
beneath it and will be condensed by that water, and 
there will be a continuons flow of hot vapour to 
the cold end, and a continuous condensation will proceed. 
If the flow of water and steam be now stopped this action 
will very soon carry so much heat from the hot to the cold 
end of the vessel that the water will become of equal 
temperature throughout. Now in steam-engine practice 
there is aconstant influx of cold, or а causation of cold, by virtue 
of the abstraction of heat from the tubes by the circulating 
water. Also there is a continuous abstraction of hot water, and 
there are loci of different temperatures. There must also be loci 
of different pressures or a tendency to form such loci, and 


there must be a constant flow of vapour towards the loci of 


lowest pressure. Vapour will flow from all points of the 
condenser space towards any space where the pressure is less. 
If air be present, this will travel with the aqueous vapour, 
and if we again assume the case of a long vessel in which the 
water is at rest, but varies in temperature from one end to 
the other, and we assume that air is present, it will 
not be very long before the whole of the air is swept to 
the coldest zone. The aqueous vapour with it will con- 
dense, and ultimately there will be equilibrium established 
as regards pressure, but not as regards the temperature, for 
air not being condensable to liquid at ordinary pressures and 
temperatures, it will stop the further flow of hot vapour to 
the colder zones by itself occupying the space. There will 
be equilibrium of pressure attained without equilibrium of 
temperature by virtue of different ratios of air and aqueous 
vapour at different loci. In brief, air must tend to be swept 
by the aqueous vapour towards the colder portions of a con- 
denser, and at such colder portion should, therefore, always 
be placed the draw-off outlet of the dry-air pump. Now, 
often this outlet is placed high, a situation which involves 
the sweeping upwards of the heavier of the two gases in a con- 
denser, for air has a density of about 15 to water vapour 9, 
The movement in the condenser may be such as to overcome 
any tendency for the air to fall behind, but the foregoing 
reasoning seems to point to the lowest point possible as the 


one whence air ought to be drawn from a condenser, and 


where the coldest tubes should be found. | 

It is not possible to secure a vacuum higher than that proper 
to the hottest water in a condenser. To the absolute 
pressure of that water vapour must be added that of any 
air at the hottest zone. But if this air is regularly swept 
out of the hot zone, the condenser pressure may actually be 
reduced to that proper to the water temperature only. 
Clearly then this hot water must be promptly drawn out 
from the hot zone, and the air must be drawn out from the 
cold zone. A condenser must not be regarded as a mere 
jumble or disorganised mass of water, air and vapour, but 
as a distinct working machine in which a selective and 
separative action is constantly in progress, eliminating air 
from the hotter parts, and so reaping the fullest possible 
benefit from the knowledge of the law of mixed vapours. 
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NOVEL WIRE-COVERING: MACHINERY. 


Some Details of the Processes Employed by F. Hutchins & Co., Ltd., Harlesden. 


SOME two and a-half years ago, through the courtesy of 


Messrs. F. Hutchins & Co., the patentees, we were enabled 


to inspect some ingenious machinery for covering wire 
with cotton. As mentioned at the time, the process repre- 
sented a radical departure from existing methods, and 
gave promise of striking results commercially. Events 


have proved our sur- 
mise to be well with- 
in the mark, as a 
recent visit to Messrs. 
Hutchinss works 
disclosed the fact 
that the wire-cover- 
ing process has mean- 
while been perfected 
and brought into use 
on а commercial 
scale. 

Not only this, but 
the ingenuity of the 
firm has been suc- 
cessfully directed to- 
wards the introduc- 
tion of a process for 
polishing the covered 
wire, and to the pro- 
duction of enamelled 
and fireproof cover- 
ings for wires. 

To return to the 
wire - covering pro- 
cess, this was descri- 
bed in detail in our 
issue of D'ecemberlst, · 
1905, and it is only 
necessary here to re- 
mind our readers that 
the feature of the 
machine is a hollow 
spindle of special 
design ; this revolves at high speed inside a fixed casing 
connected to an exhausting fan, whereby a vacuum ig created 
round the head of the spindle. Unspun roving is fed on to 
the spindle head, the fibres of the roving being drawn out, 
sucked in by the entering air, and whirled round and on to 
the wire as it passes downward through the hollow spindle. 
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Views of the covering machines as now constructed are 


shown in figs. 1 and 2,and fig. 4 gives a good idea of 
the covering plant in use by Messrs. Hutchins at the 
present time. creron To "rec M | ... 

One of the principal improvements, which have been dic- 
tated by experience, is that the spindle now revolves in bail 
bearings, and thus 
obviates the necessity 
for the special oil- 
ing system originally 
used. A single set 
of three pairs of draw- 
ing rollers is now 


covering head, and 
these are arranged 
so as to be easily dis- 
mantled and acces- 
sible (fig. 3). The 
upper three rollers 
revolve on fixed 
spindles, the latter 
being held in a 
hinged upper block 
by springs ; the block 
can be lifted up for 
the purpose of 
cleaning the rollers. 
The latter are 
suitably bushed and 
provided with grease 
reservoirs in the 
hubs, and опе of 
them, on which 
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Fig. 2.—ТҮГЕ or Covering MACHINE РОВ HEAVIER (AUGE WIRES. 


devolves the delicate task of the final drawing-out of the 
fibres, is provided with a thin corrugated steel rim mounted 
on an annular cork lining—this flexibility being considered 
necessary on account of the danger of damaging the fibres in 
the last stage of drawing out. 

deference to our views will show the starting handles on 
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the front of the machines ; these are arranged so that the 
initial movement sets the covering head and spindle in 
motion, a further movement starts the rollers feeding the 


Fia. 3.—Daawina Коглевѕ, Hgap oF COVERING SPINDLE AND 
FINISHED- WIRE. Drum, 


cotton, and simultaneously the driving pulley, which is seen 
under the covered wire bobbin (fig. 1), and which in rotating 
draws the wire through the machine. The bobbin has a 


that only two sizes are used, and these two cover a range of 
wire from the finest up to No. 9 S. W. G. (144 in.), being used 
on one or other of four different. types of machine arranged 
for different speeds of covering. "There are no adjustmenta 
to be made when altering the size of wire, beyond changing 
a spring used inside the spindle head —though even here 
there is no exactness required, as one strength of spring is 
effective for a considerable range of sizes of wire. The thick- 
ness of the cotton covering is altered by varying the size of 
roving used, and an endless variety is obtainable with com- 
paratively few sizes, as two, three or four rovings can be used 
together, and even rovings of different. counts, in order to 


give the requisite thickness of cotton for a particular size of 


wire. 

It may be interesting to mention that a covering speed 
of over 80 ft. per minute is maintained for wire up to 
No. 22 gauge, of which particular size one spindle will 
cover nearly 100 lb. per day. Larger wires become un- 
manageable at this high velocity, and are run at corres- 
pondingly reduced speeds. 

Polishing Process. Another ingenious machine, which 
we illustrate in fig. 5, has been devised for varnishing 
and polishing magnet and bell wires, and at the same time 
giving them distinctive colours if desired. This type of 
machine is built in three sizes for dealing with wires from 
12 to 38 S. Ww. G.; the machine illustrated will deal with 12 
separate drums of wire at the same time, being of the 
multiple type, similar to the covering machines, 

The feature of this machine is the polishing spindle, 
a patented device (shown separately in fig. 6), which 
resembles a twist drill attached to a pulley, and supported in 
bail bearings. The wire, after being impregnated with a 
special compound, is drawn up through the groove in the 
spindle, which, in rotating, both wipes and polishes the wire. 
No matter what may be the consistency of the compound, or 
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Fic. 4.—INTERIOR оғ Messrs. Е. Нитсн1нв & Co.’s WIRE COVERING DEPARTMENT. 


purely frictional drive, and the arrangement secures a uni- 
form speed of wire through the spindle. 

These details indicate to some extent the careful design of 
the machine, which it is not surprising to learn has proved 
80 certain and reliable in operation as to lead to the discard- 
Ing of the automatic electric control gear, described in our 
former article, for detecting imperfections in the insulation. 

The adaptability of the spindle is indicated by the fact 


the amount of it taken up by the wire, the surplus is wiped 
away, and thrown off by centrifugal force, thus preventing 
clogging. | 

Reference to fig. 5 will show the wire drums supported 
on the lower portion of the machine ; covered wire from the 
near drum is led into the small rectangular bath of com- 
pound just above, passes under a pulley and up through the 
polishing spindle previously referred to (the pulley for which 
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is centrally bored), and up through a gas heated tube to a 
second similar polisher (seen at the top of the frame), after 
which it is returned over guide pulleys, twice again through 
the heated tube to receive a final baking, and then passes 
down to the second drum in its finished state. 

A uniform speed of travel of the wire is secured by passing 
the latter once round a driving pulley prior to winding on 
the finished-wire drum ; and the drum itself is provided with 
a slipping drive in order to allow its speed to adjust itself 
to that of the wire. | 

The starting levers for each section of the machine can 
be seen behind the wire driving pulleys; movement of a 
starting lever simultaneously sets the wire, and upper and 
lower polishing spindles in motion, and turns on the gas in 
the heated tubes—these being provided with pilot lights. 

Those who have used springs and other wiping and polish- 
ing arrangements 
will appreciate the 
great simplicity of 
the device described 
above. 

The machine can 
be used for paraffin 
wax and other such 
compounds, though 
the mixture ordin- 
arily used for mag- 
net wires is of a 
special kind, the 
wires finished with 
it having a smooth, 
hard, yet flexible 
surface, well adap- 
ted for rough usage. 

Enamelled Wire. 
— Foreseeing the 
likelihood of a 
demand for enamel- 
led wire, Messrs. 
Hutchins have 
turned their atten- 
tion to devising a 
suitable apparatus 
for this work also. 
The machine is 
simple in constrac- 
tion, consisting 
primarily of a large 
gas heated tube 
fixed over a bath of 
enamel; the wire 
is led four times 
in succession 
through the bath 
and up the heated 
tube, thus obtaining 
four distinct coats 
of enamel. 

With the aid of 
the various  pro- 
cesses described, a 


insulating qualities, and the asbestos i8 put on in such a way 
that it cannot absorb moisture. We understand that the 
cost of the wire will be by no means prohibitive, more 
especially as the patentees are able to use for their purpose a 
very cheap form of asbestos. | 

Joint Lapper.—Although originally designed merely for 
use in the makers' own factory, the patent joint lapper shown 
in fig. 7 should be useful wherever magnet wires are 
employed. The insulation of joints is a tedious operation, 
and it requires some skill to do it well; with this little 
machine, the wire can be quickly and neatly insulated with 
silk, even by a novice. 

The illustration shows clearly the method of using the 
machine. The bobbin of silk is attached to a slotted spindle 
running in a slotted bearing, so that in one position, with 
the slots in line, the wire can be taken in and ont. The 
| , rollers on the 

right, between 

which the wire 
passes, are for 
giving a right or 
left-hand traverse to 
it automatically. 

The wire being 

placed in position 

and the end of the 
silk held on the wire 

to start it, with a 

few turns of the 

handle the joint or 
bare place in the 
wire is quickly and 
evenly lapped. Ifa 
second covering is 
required, the tra- 
verse roller is re- 
versed, and the 
handle again turned 
in the same direc- 

tion as before. A 

neatly insulated 

joint is appreciated 
by а coil winder 

who has to get a 

definite number of 

turns in a given 
space, and, the 
machine being quite 
portable, it can be 
readily placed in 

any position con- 
venient for the work 
in hand. 

In spite of the 
fact that it is little 
over two years 
since Messrs. Hut- 
chins & Co. first 
put their patent 
wire on the market, 
they have already 


new product has Fic. 5.—Mussrs. Нотсніхв'ѕ PATENT POLISHING MACHINE. found their prem- 


been arrived at, | | 

which the makers claim to be the “ last word” in 
magnet wires. This consists of wire which, after being 
enamelled, is coated with a very thin covering—only 
a mil or two thick—of asbestos, a smooth surface being 
produced by a final polishing. Samples of this wire 
appear to confirm Messrs. Hutchins’s claim that it fulfils 
every possible requirement for an ideal magnet wire. An 
objection to the use of ordinary enamelled wire is that for 
some purposes, as, for instance, on the armature of a motor, it 
is liable to chafe, as the result of vibration and changes of 
temperature ; a cotton covering over the enamel meets this 
difficulty, but the cotton takes up considerable space, and is, 
of course, combustible. A covering of asbestos of the thick- 
ness mentioned, whilst not materially increasing the space 
taken up by the wire, prevents damage to the enamel and is 
not affected by a high temperature. Plain asbestos is not an 
ideal insulator, but here the enamel provides the necessary 


ises too small, an 
have recently built a second spacious four-floor factory, 
with ample room for further extensions. The age of the 
firm, however, does not indicate the extent of their 
experience; the works manager, Mr. W. A. Phillips— 
who, jointly with Mr. F. Hutchins, has been responsible 
for the development of their various processes—having made 
and sold silk-covered wire, on a machine of his own mant- 
facture, as far back as 1869. Mr. Phillips also claims to 
have covered, shortly after this, the wire used on the first 
iramme dynamos manufactured in this country. 

In conclusion, we may emphasise what should be evident 
from our articles, that Messrs. Hutchins’s aim has been to 
produce specialities ; that they have been successful in this 
direction is equally evident. | 

The machines required for the various processes described, 
have been produced throughout in the firm's own 
engineering department, which is equipped with modem 
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Fic. 6.—Vimw or PoLIsHING SPINDLE AND POLLEY (see р. 525). 


high-class plant. Our thanks are due both to Mr. F. 
Hutchins and to Mr. W. A. Phillips for the opportunity 
given us of recording our impressions of an interesting visit. 


ee 


CORRESPONDENCE. 
Letters received by us after 5 Р.м. ON TUESDAY ccnnot appear until 
the following week. Correspondents should forward their communt- 


cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in ои” possession. 


Auto-Transformer Installations. 


With reference to the letter signed “ B. W. H.,” appearing 


in your issue of September 18th, I think your correspondent. 


is misinformed in attributing any disadvantages to the use of 
25-7016 “ Osram lamps and transformers. 

In the letter from the Ampere Electrical Co., in the same 
issue, it is most clearly stated and proved that the plan is a 
thoronghly feasible and economical one, and that it has also 
been done to a very large extent—with great success—in 
Dublin, where the supply is 200 volts, 50 cycles. Also on 
the authority of the editor of the ELECTRICAL REVIEW, It 18 
stated in the issue of September 24th that there is no doubt 
abont the practicability of the system, and that a great 
S of such installations have been successfully carried 
ont. 

Regarding the metal-filament lamps referred to—16 and 
25 C. P., sold at 28. 6d. This is obviously the Tanta'um " 
lamp, and accepting the makers’ stated efficiency—a 16-C.P. 
100-volt “ Tantalum ” lamp in 1,000 hours, with current at 
4d. per unit, will consume 9s. 4d. worth of electricity— 
Whereas a 16-c.P. (English standard) 25-volt * Osram 
lamp in the same period and with current at the same price 
would only consume 68. 4d. worth of electricity, which means 
an ыш saving of 33 per cent. 

The fluctuation of light referred to does not take place in 
practice unless the original installation has been very 
scantily wired. The risk of burning-out of the transformer 
is negligible, as also are the transformer losses. 

I certainly believe that until we can obtain a 16-C.P. 
100-volt or 200-volt lamp with the efficiency of the 
" Osram," the practice of transforming down to 25 volts on 
alternating supplies will be an ever-increasing one. 


М. С. St. J. 8. 


With reference to a letter from “ B. W. Н.” in your issue 


of the 18th inst., may I make a few remarks relating to his 
objections. 


-~ 


MACHINE FOR INSULATING JOINTS. 


Fic. 7.—LAPPING 


The fluctuation of light when the lamps are switched on 
and off is due partly to the large current taken momentarily 


‚фу the tungsten lamp (if this fluctuation is very great it is 


probably due to bad fuse connections). Certainly no con- 
sumer would be willing to pay more for his electric light in 
order to do away with this slight defect. 

If the Fire Insurance Companies were not so indifferent 
to the quality of wiring in private houses, they would pro- 
bably reduce their premium in cases where the 25-volt 
circuit is used, owing to the extreme improbability of an 
outbreak of fire due to the electrical installation. In my 
own house, which was originally wired disgracefully by a 
contractor for the builder at 68. per point, I have had the 
pressure reduced to 25 volts, with the result that one can 


. short-circuit any fitting without running the least risk of 


fire. The wires and transformer combined make a con- 
venient resistance for dissipating the energy when a short 
circuit takes place. The risk of a burnt-out transformer 


certainly exists, as does at present the risk of a burnt-out 


main fuse, but in the whole of. my no small experience with 
transformers, I do not remember a single case of burn-out. 
It must also be remembered that it takes no longer to get a 
transformer replaced than it does to get a main switch 
renewed. 

Let me put this question : Should a consumer pay 50 per 
cent. more for his light in order to remove a ten-thousand 
to one chance of temporary failure ? 

Finally, the possibility of the production in the near future 
of a 200-volt 8-c.P. metal-filament lamp, is raised as an 
argument against the installation of transformers and low- 
voltage lamps. But of what value is this argument? To 
begin with, we are unlikely to get these lamps for some 
months, and certainly not before present users of the low- 
voltage system have more than recovered their capital outlay 
in transformers and lamps. Further, when these lamps are 
actually on the market the arguments in favour of trans- 
forming to low-pressures are overwhelmingly in favour of 
the small outlay entailed. To mention a few salient points 
—considerably cheaper lamps, hardier and more lasting 
filaments, far less risk of fire, and almost certainly more 
rationally sized bulbs. Commercially, the first two points 
absolutely carry the day. 

Let me give a striking example relating to carbon lamps, 
with which I was personally in touch. 

Some years ago I was connected with a firm of consulting 
engineers who had the control of the lighting of a very large 
block of buildings in London. The supply company raised 
the pressure from 100 volts to 200 volts, and immediately 
the cost of lighting this building went up, I think, nearly 
80 per cent. After much consideration and testing, it was 
decided to reduce the pressure back to 100 volts with an 
immediate benefit which more than counter-balanced the 
cost of transforming. Since then I have during the past 
few years arranged many installations, and whenever they 
were supplied at 200 volts, efforts have been made to use as 
many 100-volt lamps as possible, and in all cases it was found 
to repay the cost rapidly. In fact, to any considerable user 
of electric lamps on alternating circuits, it pays to install a 
transformer to reduce the pressure to 100 volta, still using 
carbon lamps. 

In view of this, is it not more than reasonable to believe 
that with the 25 and 50-volt tungsten lamps the advantages, 
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even when the 200-volt lamps are produced as commercial 
articles, will be such that even more pronounced benefits will 
be obtained with the low-voltage system ? 


Neville Williams & Co. 
pp. РЕВСҮ боор. 
London, S.E., September 26th, 1908. 


Metallic-Filament Lamps. 


We have read with considerable interest a letter from 
“ Another Contractor " in your issue of September 18th. 
Our experience is that the metallic-filament lamp business is 
very profitable, provided that only thoroughly reliable lamps 
are dealt with. à l 

The makers’ guarantee with regard to responsibility for 
breakage in transit of Osram " lamps, as set forth in their 
catalogue, is as follows :— 

* When lamps are ordered in quantities of 50 and 100, or 
multiples of same, of one kind, they are dispatched in our 
anti-vibration barrels, for which no charge is made. We 
guarantee sound delivery of any lamps which are sent in 
these anti-vibration barrels, and will replace or credit any 
which may be broken in transit from our warebouses to our 
customers’ premises, provided such broken lamps are returned 
to us, carriage paid, and duly advised within one week after 
receipt of goods. 

Therefore, if your correspondent has had lamps broken in 
transit, sent out in the minimum quantities to come under 
this sound delivery guarantee, and has been refused replace- 
ment, he has an obvious remedy, as he cannot be made to 
pay for the broken lamps. 

With regard to the difference between filaments broken 
mechanically and filaments broken electrically, we have given 
some attention to this matter, and, in our opinion, it is 
nearly always possible to atate with a very tolerable degree 
of accuracy whether a lamp has prematurely failed when on 
circuit (in which case, when the filament is examined under 
an ordinary magnifying glass, distinct traces of burning at 
the broken ends of the filaments can be seen), or whether 
the filament bas been broken mechanically, t.e., through some 
rough or improper usage, for which the makers naturally do 
not hold themselves responsible. — 


With reference to the letter from your correspondent, 
„Another Contractor, in the ELECTRICAL REVIEW, 
September 18th, if the lamps referred to are Osram lamps, 
we would ask the writer to communicate with us, giving 
details of the transaction, because we think it is very 
generally known that we guarantee sound delivery of Osram 
lamps, ав per the details given in our catalogues and 
quotations, and if your correspondent has been refused credit 
for any lamps broken in transit, sent out under our sound 
delivery guarantee, we can only conclude that he has not 
returned them to us as transit breakages.” It will be 
readily understood, we feel sure, that there is a distinct 
difference between “transit breakages” and “stock 
breakages.” 

J. Y. Fietcher, 


Manager, Osram Lamp Department, 
The General Electric Co., Ltd. 


London, E.C., September 25th, 1908. 


Applieations for Situations. 


Some time ago you kindly published a number of letters, 
the writers of which invited tbose advertising in your 
« Situations Vacant to insert a small notice when the 
vacancy was filled. Some few firms have made use of this 
means of informing and thanking applicante, but a large 
majority still seem to think the matter of too small moment 
to warrant the trouble or expense. 

I should like, with your kind permission, to bring to the 
notice of your readers another cause for complaint in rela- 
tion to the same subject. uu 

Many applicants for positions advertised in your columns 
take the trouble to have their applications and copies of 


testimonials type-written, and also enclose a stamped 
addressed envelope, which latter they reasonably expect will 
be Ы to inform them when the appointment has been 
made. , 

À considerable amount of time and thought must neces- 
sarily be given to the preparation of a bond-fide application, 
and when, as has frequently happened within the recent 
experience of the writer, no acknowledgment of any 
description is made, one naturally doubts whether the appli. 
cation has been opened or even received, and if во, what has 
become of the prepaid postage. 

Owing to the prevailing custom of advertisers hiding their 
identity under à box number, applicants have no means of 
discriminating as to the standing of firms advertising, and no 
chance of retaliation against such treatment. 

In support of my protest, and, if necessary, as a proof of 
bona-fides, I should be prepared to send on to you in 
strict confidence the box numbers of several recent adver- 
tisements which have appeared in the ELECTRICAL 
REVIEW, in connection with which I. have grounds for 
complaint. 

A Bitten One. 


The Woltereck Process. 


My attention has been called to the reference in your 
paper to my paper read before the British Association. As 
this reference contains, to say the least, a number of 
inaccuracies, I beg to request that you will kindly give these 
lines а space in your REVIEW. 

The lantern slides showed the works at’ Carnlough, 
co. Antrim, where the process was tested on the largest scale 
and reported upon by Messrs. A. Gordon Salamon and 
B. E. R. Newlands. 

The remarks of Mr. Rigby referred to a test of the 
process made at the Willesden experimental plant, where 
peat containing 2-2:3 per cent of nitrogen produced 9'1 per 


cent. sulphate of ammonia, or 203:8 lb. per ton of dry peat. 


The statement of the gases containing 6-8 per cent. carbon 
monoxide was aleo made by Mr. Rigby. This obeervation 
was made in a week's run during a short period (less than 
half an hour) when the temperature had temporarily risen 
on account of channelling in the experimental furnace. 
Observations taken during several months have shown that 


the average of carbon monoxide does not exceed 1°8 per 


cent. 

As to the margin of profit on the commercial scale, I 
need only point out that on a minimum yield of 5 per cent. 
sulphate of ammonia the total cost of production, without 
considering any by-products, amounts to £7 19s., or with 
a minimum value for the same to £5 88. 3d., taking the 
cost of peat at«4s. 4d. per ton of dry peat, used with 70 per 
cent. of water. Against this there is the selling price of 
£11-£12 per ton of sulphate. 

For your further information I beg to enclose a pamphlet 
and the report on my process referred to, published by the 
owners of the process, the Sulphate of Ammonia Co., Lid. 

Finally, I beg to draw your attention to the more accurate 
report of the discussion in the Engineer of September 18th, 
page 288. 

Herman Woltereck. 


London, E. C., September 21s/, 1908. 


[We regret that Dr. Woltereck is displeased with our 
report of the discussion on peat in Section B, but we cannot 
admit his charges. Neither his remarks nor the slides 
shown suggested that the plant erected at Carnlough had 
already passed the experimental stage. The objection to 
carbon monoxide raised during the discussion was based оп 
the figures we gave: Dr. Woltereck’s more favourable 
average of 1°8 per cent. is evidently liable to large variation, 
and carbon monoxide is a dangerous gas. As to the margin 
for profit, we cannot do better than quote the Engineer, to 
which Dr. Woltereck refers us. Our contemporary says: 
*, .. the doctor had pointed out that the margin for profit 
was very small.” — Eps. E. R.] 


[A correspondent, Mr. J. A. Smyth, of Cambridge 
writing on this subject, draws attention to an article in the 


Congress of the International Tramways . 
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Engineering Magazine for August, by Mr. 
White, describing a process for distilling 
alcohol from peat.— Ёр. E. R.] 
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Rall Corrugation. 


The résumé of the report of Herr A. 
Busse on behalf of the Committee on Rail 
Corrugation, presented at the Munich 


Union, given on page 519, September 
25th, 1908, contains one or two points 
upon which I should like briefly to com- 
ment. | 

Herr Busse's Committee, under cause 
No. 1, suggest etching tests and careful 
calibration of rails. Now we know that 
the slightest change in the humidity of. 
the atmosphere so affects the contact of 
wheel and rail that the behaviour of ordi- 
nary tramcars js immediately noticeably 
different. Furtherrnore, difference is even 
more marked by presence or absence of 
thick or impalpable grit; and yet no 
mention whatever is given of the nature 
of rail surface. No. 2 is 
“Too hard tires.” Grit 
embeds more in a soft tire, 
and that the rail-chawing 
propensities of a wheel are 
thus improved is a sufficient 
comment. No. 6c, ** Dif- 
ference in level between 
the two rails "—it should 
be noted that the difference 
in vertical resiliency, or 
effective difference when 
the line load of the wheels 
passes, ig often quite a dif- 
ferent thing to the appa- 
rent rail level when no car 
18 present. 

The non-parallel axles of 
No. 6K presumably means 
axles intended to be 
parallel, but by faulty 
workmanship built rigidly 
into the truck frames so that the car placed on a plain 
floor would run in a regular circle. It is highly im- 
probable that such set of axles would cause “slinging,” 
meaning oscillation, of cars any more than it would tend to 
prevent it. Referring to No. 61, * Defective trucks "—in 
view of the experience of Mr. A. L. С. Fell and others who 
have especially perfect parallel axle trucks, that they corru- 
gate rails quickly, it is rather conceivable that a truck which 
might otherwise be considered “ defective,’ might be an 
ideal © non-corrugator." . It is time we, for technical 
purposes, dropped the word truck and spoke of the relation 
of the body to the track (particularly dynamic) and the 
Wheel to both. So long as we have the commercial term 


"truck," and the “truck” is the Cinderella of traction, 


and we console ourselves that the truck is “ defective,” we 
shall make no progress. No. 6 м states that “ slinging "' 
i$ caused through too short wheel base. Asa matter of 
fact, the reverse is really the case. A ladder carried on the 
shoulder of one man will “ sling ” less than the same ladder 
carried on the shoulders of two men. The causes of corru- 
gation No. 5 “ high-speed travelling,” and No. 8 “ rigidity 
of track,” were both present at the Berlin-Zossen trials 
when “ rigidity of track came off second best, all of which 
leaves me convinced that until all our rolling-stock designers 
employ the traction trajectory method, we are to expect and 
puzzle over rail corrugation—and worse things. 


J. Sutherland Warner. 


London, S. W., September 28th, 1908. 
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Fig. 2.— Lp Rapvrant " 12-Lampe OVEN. 


INQUIRIES.—4À. correspondent wants the names of makers 
of Alpha connectors and Tegit insulating material. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. | 


! 


Le Radiant” Heating and Cooking Apparatus. 


Мв. C. FoNTEvN, of 76, Newman Street, Oxford Street, W., has 
sent us particulars of "Le Radiant” electrical apparatus for 
heating and cooking, for which he is the sole concessionaire for the 
United Kingdom and the Colonies. In these apparatus glow lamps 
of special construction are used, run at a moderate temperature, 
and consuming from 110 to 140 watts each. Cookers and radiators 
are made in this system in a variety of forms; those that we 
illustrate herewith are two ovens, one (fig.2) fitted with extra cooking 
apparatus at the sides, and capable of cooking a 6-lb. joint, two 
vegetables and soup simultaneously, this being a handsome nickel- 
plated outfit with 12 lamps, and the other (fig. 1) a “ Popular“ oven 
of galvanised iron, with nine lamps, specially made to meet the 
demand for a good oven at a moderate price, euitable for hiring out 
by electricity supply authorities. With all the lamps burning, the 
former consumes 1,700 watts, while the latter, with six lamps in use, 
takes 900 watts. In both cases the oven measures 13 x 14 x 15 in. 
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THE ELECTRICAL CONGRESS AT 
MARSEILLES. 


Tuis Congress, whose meetings extended over eight days 
from September 13th to 20th, has been a practical success. 
Ita enrolled members numbered over 1,400 ; the papers read 
were numerous, many of them of first-class excellence, and 
several ponderous in length and thoronghness ; the debates 
were often lively, vigorous, and of such technical character 
as to prove amply the familiarity of the speakers with 
practice in the various branches of electrical industry dis- 
cussed ; the excursions to electrical works were most interest- 
ing, and were favoured by good weather as well as by the 
hospitality of the companies whose installations were inspected. 
The 1,400 or 1,500 members were, for the most part, French, 
but also included a large number of Italians and Swiss, some 
Germans, а fair contingent from Russia, several from Belgium 
and Sweden, a party from the U.S. of America, and another 
smaller party from Canada. Britain was represented by one 
Englishman, one Scotchman, and a Belgian who had once 
visited Dublin. French was the only language spoken, not 
invariably with Parisian purity ; but the variety of doubtful 
accent and grammar gave the proper flavour of Interna- 
tionality which was desired. 

As an International Congress it could hardly claim to be 
fully representative, the more so because neither the British 
Government nor the Institution of Electrical Engineers 
sent any delegates. As some eight or nine Governments 
were Officially represented, if Britain had similarly joined in 
this International effort, decisions and conclusions of general 
world-wide importance might have resulted from the meeting, 
because, apart from British opinion, the membership 
included sufficient scientific brilliance and technical know- 
ledge and skill to give a fair measure of authority to deci- 
sions that might have been voted. But nothing of wide 
importance of this sort issued from the gathering. Such 
questions as were put to the vote were almost wholly of 
purely French interest—in fact, most of them were sug- 
geations to the French profession and the French Govern- 
ment to adopt the already established practice in certain 
matters of other nations. Indeed, it may be doubted 
whether France is the best ground for a truly International 
Conference. The Frenchman takes too little interest in 
what goes on in the world outside France, and is too com- 
monly unacquainted with any other language than his own, 
to make him a fully competent international organiser. 
And lack of intelligent organisation was only too obvious in 
this particular Congress. Material in good papers and 
reports and personal competence for debate were present in 
abundance or superabundance. But papers on practically 
the same subject were scattered recklessly through different 
sections, and were debated on different days or in different 
places on the same day; во that the men most interested 
could not take part in all they desired, and time was wasted 
in useless repetition. Papers promised on the printed pro- 
gramme for one Section were read in other Sections ; several 
of the most interesting papers were not mentioned at all on 
the printed programmes from day to day; the printed 
copies of some of the most important papers did not arrive 
from the printers until after the papers had been read ; the 
printed proces-verbaus sommaires issued daily of the pre- 
vious day’s proceedings were absurdly inadequate, and 
abounded in errors as regards names, &c.; and while 
one-half of the Sections were 80 overloaded that few, if any, 
of the subjects presented in them were given time for full 
discussion, the other half were given almost nothing to do, 
spent one hour or half an hour over a sitting, and suspended 
their sittings early in the week. 

The Congress was opened on Monday at the Theatre in 
the Electrical Exhibition grounds by a short speech, 
resuming the rapid progress of electrical industry, by the 
elected president, Prof. Maurice Levy. Then Prof. Ch. 
Fabry, of Marseilles, explained what could be seen at this 
Exhibition, and the rest of this first day was spent in a 
scattered saunter round the grounds, the things of greatest 
interest to see being the teste of cables at 300,000 volts, and 
the first dynamos made by Pacinotti and Gramme. Next 
day the Congress was divided into nine Sections, namely :— 


by М. 


I. Laws and Regulations ; President, Maurice Lévy. 

II. Design and Protection of Electric Networks; Presi- 
dent, M. Grosselin. | 

III. Projects, Technical, Commercial and Economic; 
President, M. Boissonnas. 

: E Lighting and Domestic Work ; President, Prof. Ch. 
abry. ` 

V. Industry, Mines, Traction, Agriculture; President, M. 
Boucherot. 

VI. Electro-Chemistry and Electro-Metallurgy ; Presi- 
dent, M. Gall. 

VII. Telegraphy and Telephony ; President, M. Devaux- 
Charbonnel. | 

VIII. Measures, Instruments and Education ; President, 
Prof. P. Janet. 

IX. Hygiene and Medicine; President, M. Bergonie. 

It is hardly necessary to report that Sections III, V and 
VIII were those which had not time to do the work proposed 
for them. We may first sketch very briefly the proceedings 
in each Section in turn, and then make some mention of the 
works visited in the afternoons. 

Little of consequence occurred in Section I. It sat for 
Е days, each. sitting lasting from one-half to а full 

our. 

The proceedings in Section II were of much higher 
interest. On Tuesday subterranean cables were discussed in 
a paper by M. de Marchena, of the Thomson- Houston Co., 
and certain recommendations were voted, including a three- 
fold factor of safety for manufacturers’ insulation teats, and 
a two to two and a-half-fold ditto for the insulation test 
after laying, and warnings respecting maximum pressures 
due to resonance, &c. Next day the chief paper was 
Grosselin upon protection from pulses of 
extra-high-pressure due to resonance and reflection of 
waves on long lines arising from sudden switching or 
extinction of short circuite, and also from atmospheric dis- 
charges. The protecting apparatus used was considered in 
six main classes, and the action of these analysed in detail. 
More experimental research as to the actual effects produced 
was asked for, and a desideratum is the improvement of the 
apparatus, such that their action will not itself produce 
further oscillation in the system. The paper was lengthily 
discussed, and the general opinion was that the apparatus 
in use gave sufficient practical security. On Thursday this 
Section devoted most of its time to the consideration of 
electrolytic effects of transmission and distribution lines, 
and more certified statistical information regarding these 
effects was asked for. The suitability of aluminium for 
aerial lines was the subject of a paper by М. Dusaugey, snd 
its advantages as а conductor were fully recognised. 14 
mechanical properties and the methods of its attachment 


‘to the insulating supports require further improvement, while 


also the commercial value of the metal is largely destroyed 
in case of breakage of the line. The poles and insulators. 
used on aerial lines formed the next subject of discussion, 
papers by MM. Negre, Gourjon and Semenza being read. 
That of M. Gourjon dealt with the use of armoured concrete 
for poles, and that of M. Guido Semenza, of Milan, detailed 
a most interesting series of test researches upon the various 
new forms of porcelain and glass insulators for high pressures. 
Large diameter has greater useful influence than multiplicity 
of petticoats, and a maximum of symmetry in the general 
outline of the vertical section and distribution of insulating 
material increases the disruptive insulation. The details of 
this important paper are well worth studying. One point 
arising out of the discussion was the chief importance of the 
superposition of high-frequency currente upon the main 
transmission currents in breaking down the insulation at 
detached special points. This discussion and short papers 
by MM. Blondin and Barris upon methods of calculation 
occupied the whole of Friday's sitting, while Saturday was 
devoted to more formal affairs. 

The first paper read in Section III was by M. George upon 
tariff-systems of charging for electric supply, & subject here, as 
elsewhere, always inciting to animated debate, but upon which 
no common agreement ever arises, the points of view of the 
technical engineer and of the financier being kept too much 
apart, and being too little comprehended mutually by the 
one and the other party to the dispute. Next day economic 
questions were again raised by papers from MM. Boissonnss, 
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Lépine, and Doucerain, upon the comparison of various 
modes of electric energy-transmission, upon the general 
technical and commercial management of electric schemes of 
large dimensions, and upon electrical insurance ; and, again, 
later in the week by M. Brylinski’s very interesting paper on 
the use of earth returns. 

There is no space to summarise here these valuable papers, 
nor the prolonged, and sometimes warm, debates to which 
they gave rise. M. Mailloux, chief of the American 
delegation, was a frequent contributor to these discussions, 
and others who spoke were MM. Loucheur, Bloch, Vaudrey, 
Vedovelli, A. de Vencay, R. H. Smith, and Perego. Great 
insistance was laid upon the necessity of teaching children in 
the National Schools the elements of danger in connection 
with transmission lines, and of the methods of first aid to 
be given to persons disabled by shock. 

The French system of insurance evidently requires reform 
ia the direction of much greater flexibility, and suggestions 
from German, American, and English practice were freely 
and vigorously urged. A sub-commission to carry out these 
suggestions was finally appointed. On the question of 
earth returns, it was admitted that every sort of objection- 
able result from earth currents was proportional solely to 
the magnitude of the current, and not in any degree to the 
voltage employed ; while M. Vedovelli described a means 
of estimating the efficiency of an earth-plate design. On 
Friday this Section occupied itself with the study of the 
economic value of batteries, especially when different prices 
are charged for energy in different portions of the 24-hour 
period. 

Photometry was the first subject occupying the attention 
of Section IV, and nothing definite iesued from a long 
discussion. Next day this Section did not meet, and on 
Thursday a long paper by M. Goisot upon domestic heating 
and проп baking by electricity was the centre of interest. 
Friday was devoted to arc and incandescent lamps. 

No. V was a very mach over-loaded Section. It began 
work by listening to M. Brunswick’s lengthy paper upon 
mine installation:— pumps, fans, lighting, haulage, excava- 
tion, and the relative advantages of continuous and three- 
pbase current. After a lively and well maintained discussion 
on this subject, a paper upon railway traction by M. Janin 
was read; another by M. Sauvage on the multiple-unit 
system upon metropolitan and suburban lines ; and again an 

analytical and very complete study of the action of continuous 
current traction-motors by M. de Traz. These papers and 
one by M. Routin upon automatic governors and electric 
Bervo-motors (f.., relays) operated either by change of 
Velocity or by acceleration or by both, led to much very 
Interesting debate on Wednesday. On Thursday M. Korda 
explained the Heyland-Korda unipolar transformer. One of 
these, of 150 Kw. capacity, transforming from 6,000 volts 
two-phase at 50 frequency to continuous current at 120 volte, 
may be seen in the Marseilles Exhibition. It is a four-pole 
machine, and runs at 1,500 R.P.M. 

Then M. Gratzmuller read a paper on “ Mono-phase 
Traction Motors,” which subject M. Latour develcped at 
great length and rapidity. M. Ed. Tissot presented a résumé 
of his report of 62 pages, comparing different systems of 
electric traction. It was shortly discussed by MM. de Traz 
and Latour. The pity was that more time could not be 
given to the consideration of this very valuable paper, which 
presents, perhaps, more complete statistical and technical 
information on electric railway traction than has ever 
before been condensed into three or four times the space. 
The whole week of the sitting of the Congress might well 
have been spent upon it, and it will afford the members food 
for study for several months to come. This Thursday's 
sitting was extended to hear Prof. R. Swyngedauw, of Lille 
University, discourse upon the choice of sections and of 
voltages to give the maximum of economy in different 
Circumstances. The economy problem was considered under 
the three aspects of minimum expenditure, of maximum total 


profit with given capital expenditure, and of maximum 


ratio of profit to capital sunk ; the three solutions differing 
from each other, 

On Friday, papers проп canal traction, a new class of 
electric vibratory motore, the ventilation and commutation 
of traction motors, al. а long report upon the use of electric 
motors in workshops were read by MM. Legouez, de Griéges, 


and de Traz. On Saturday the chief speakers were 
MM. Bourdel, Rucher, Cumout (upon signalling), and 
Mailloux (upon measures of acceleration). Of courte, there 
was no time for the proper discussion of these papers; and 
two long and important papers, ou accumulators, by M. A. 
Nissou, and on thegeneral subject of electric railway traction, 
by M. Janin, were never reached. 

Section Y [ devoted ita first day to the electro-metallurgy of 
copper, and to the manufacture of calcium cyanamide. The 
latter subject was taken up again on Thursday, when also 
M. Gall gave a résumé of a long report upon the 
present general condition of electro-chemical industry, and 
M. Dony-Hénault one upon the progress made in electro- 
chemical theory. On Friday ozone was the subject of con- 
sideration at a short sitting. The time of this Section was 
little employed, although коше of the reports presented were 
very lengthy. 

In Section VII the chief papers were those by M. C. Tissot 
on wireless telephony, and by M. Devaux-Charbonnel upon 
rapid telegraphy, and an interesting discussion was main- 
tained for short periods during the first three days. But the 
matter forthcoming was unequal to filling more than a third 
of the time allotted. : 

The programme of Section VIII was too heavy. Much 
time was spent upon papers on measuring instruments, and 
only part of Friday and Saturday was devoted to the train- 
ing of engineers. Why two such large and generally 
interesting subjects as measuring instruments and education 
should be crammed into one Section passes the compre- 
bension of the Anglo-Saxon intelligence. In this debate, 
perbups the most remarkable feature was a very serious pro- 
test by M. Mazan, chief electrical engineer of the Chemin 
de Fer de l'Est, against the production of an excessive 
number of highly-trained electrica] engineers, for whom no 
employment could be found at all remunerative in propor- 
tion to the cost of their education or to their intellectuul 


merit. 

The education debate arose on the reading of a sbort paper 
by M. Blondel entitled What should an Electrical Engineer 
be?" "There was an extremely thorough and painstaking 
reporb prepared by MM. P. Janet and Chaumat—of 103 
pages filled with all sorts of tables—describing the actually 
existing education and training given in electrotechnioal 
schools all over the world ; but no time was left even for the 
presentation of this report. It is to be hoped that it will 
be published i» e2/enso in at least the journals of France, 
where the information is practically most needed. In the 
discussion at this Congress letters from Col. Crompton and 
Mr. Parshall were read. M. Swyngedauw insisted strongly 
upon the necessity of a high standard of mathematical 
teaching; and other speakers were MM. Barbillion, Heinrich, 
de Chatelain, Mr. O. Higman, chief delegate from Canada, 
Prof. R. H. Smith, and MM. Camichel and Gossart. 

On Tuesday afternoon visits were made to the Allanch 
transformer station and to the tramway steam generating 
station at St. Giniez, and on Wednesday, one to the Cap Pine de 
steam turbo- generating station; on Thursday an excellent 
lecture was given by Prof. Abraham on the Rheograph, 
while in the evening a dinner at one of the Exhibition 
restaurants was indulged in; on Friday the large new Curtis 
turbine generating station of the Gaz Co., of Marseilles, was 
inspected, and a popular lecture on wireless telegraphy was 
listened to at the Exposition. Saturday afternoon was 
devoted to complimentary speeches at the formal closure of 


the Congress. 


A French View of the Patents Act.—The Times 
quotes the views of M. Yves Guyot on this Act as expressed recently 
in the Siecle :—“ The object of tbe Act,” says M. Yves Guyot, "is 
undoubtedly protectionist. It is intended, by compellirg manu- 
facturers to set up factories in the United Kingdom, to provide 
employment for the British workman. This may be all very well 
for the workmen, but what about the British manufacturer, who 
will find foreign competitors springing up all around him?” 
“ Also," asks M. Guyot, “ what will happen to the British inventor 
if Italy, Switzerland or Belgium, for example, take a leaf out of 
the British Statute- Book, and insist that, if an Erglish patent is to 
be recognised in those countries, it must be ‘exclusively or princi- 
pally’ worked in them? ‘Inventors have few enough guarantees 
already. The Patents Act deprives them of some of these.“ 
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ELECTRICITY SUPPLY INi NORTH LONDON. 


Ir is not many years since the British Electric Traction 
Co. invaded, and proceeded to stretch itself out in, North 
London, the resalts of which are visible in the acquisition of 
tramways and the creation of an electricity supply business. 
One of the progeny of the B.E.T., by which it is controlled, is 
the North Metropolitan Electric Power Supply Co., which 
was incorporated by Act of Parliament in 1900 with power 
to supply in bulk over an extensive area in North London, 
and has been steadily plying its trade and simultaneously 
increasing its original powers with satisfactory results, the 
object, doubtless, being to obtain as much as possible of the 
* distribution " within its area, which enhances the value of 
the bulk supply and assists more or less to render its 
insidious and teatacular network unassailable. And it has 
been, and is being done, by the unfortunately dwindling 
electrical Crassus and its satellite in a manner во 
innocently artless and simple, so nice and refined, which, of 
course, are ever the most charming and erstwhile transcend- 
ing characteristics of the peculiar wont of the B. E. T.; and 
not without hope of reward either, for is there not a distant 
glimmer of superannuation to sustain even the pessimistically 
inclined ? 

The North Metropolitan Electric Power Supply Co. was 
promoted possibly somewhat for the benefit of the electric 
supply business in general within its wide and scattered 
area, and more for the acquisition of gain in particular, 
though the latter may be a mere unimportant detail, for 
what does it matter about profits? 

The early days of the company were not marked by any 
features of more than passing importance, though the fight 
between the promoters and the various Councils whilst the 
Bill was being pursued in Committee, is within easy recol- 
lection. ‘I'he first stroke of business in order to enable it to 
comply with the obligations of the Act of 1900, was probably 
to purchase from the North Metropolitan Electrical Power 
Distribation Co., Ltd. (which distributes at Hertford, under 
an order transferred to that company by the Hertford Cor- 
poration), its power station at Hertford, the Distribution Co. 
being a subsidiary of the Electrical Power Distribution (o., 
Ltd., which in turn was of the B.E.T. Here may be an 
interesting question as to the position af the local Corpora- 
tioa, owing to the station being owned by the Supply Co., 
and the distributing network by the Distribution Co. The 
Supply Co. then, began to supply in bulk to the Distribution 
Co. for the purpose of the Hertford order, the directors of 
both companies being nominated by the B.E.T. From 
Donington House the North Metropolitan Electric Power 
Supply Co. transferred its headquarters to Evelyn House, the 
B. E. T. apparently disposing of its interest therein to the 
Metropolitan Electric Tramways, Ltd., another subsidiary 
of the B.E.T., which probably gave the latter a profit. 

But before this time the B. E. T., or the Supply Co., or 
both, were exerting their energies in a successful endeavour 
to capture Willesden. The Willesden Urban District 
Council had obtained an order and erected a power station of 
its own at Taylor's Lane, where it was then generating 
current for the requirements of its order. 

There was much commotion at the time; but thus it 
was, without relating any of the then current episodes, 
that the Willesden Council parted with a most valuable 
asset to the North Metropolitan Electric Power Supply Co. 
A Bill was promoted which, «fer ulia, authorised the 
Willesden Council to sell, and the company to purchase, 
the station. It was, of courae, a natural and inseparable 
condition and corollary that the Supply Co. should supply 
the Council in bulk. The company merely stepped into the 
position of the Council in regard to the payment of the 
sinking fund and interest, the Council stipulating for a 
mortgage upon the property until the debt for which it had 
made itself responsible was extinguished. Upon the sale of the 
company to the Metropolitan Electric Tramways, Ltd., by 
which it appears to have been. subsequently financed, it was 
necessary to explore and develop other grounds. As the 
Metropolitan Electric Tramways was then reconstructing the 
lines, which it had purchased from the North Metropolitan 
Tramways Co. under agreements with the Middlesex County 
Council, to be worked in conjunction with the light railways 


to be constructed and arranged to be leased by the M.C.C. 
to the Tramways Co., it was, of course, essential that the 
parties to these arrangements should find electrical energy, 
and it was ultimately mutually arranged to utilise the 
services of the ready-made and already-owned North Metro- 
politan Electric Power Supply Co. for the purpose, the 
directorate of the Tramways Co. being then the directorate 
of the Supply Co., controlled by the B.E.T. A large 
generating station was built at Drimsdown, as well as 
transforming stations at convenient points of the tramway 
and light railway system, the M.E.T. purchasing its current 
from the Supply Co. 

Another re-arrangement was effected by the Distribution 
Co. taking a bulk supply from the Supply Co. for the 


purpose of distribution at High Barnet. 


The Distribution Co. is also distributing at Enfield and 
St. Albans, and, of course, takes a supply in bulk from the 
Supply Co. for the purposes of the Enfield and St. Albans 
orders. 

The Distribution Co., the issued capital of which is, we 

believe, owned by the North Metropolitan Electric Power 
Supply Co., and which, as we have seen, is working ordera 
at Hertford, High Barnet, Enfield, and St. Albans, owns 
orders for a number of other places within the sphere of 
influence of the North Metropolitan Electric Power Supply 
Co. 
The St. Albuns and District Electric Supply Co., Ld, 
which is yet another link in the B.E.T. promotions, aud 
which has now been interred by way of voluntary liquid- 
ation, transferred the Order which was transferred to it by 
the St. Albans Corporation to the North Metropolitan 
Co., the B.E.T. having apparently previously sold its interest 
in the St. Albans Co. to the Supply Co. | 

We thus see that the North Metropolitan Electrical 
Power Distribution Co. is controlled by the North Metro- 
politan Electrical Power Supply Co., which in turn in con- 
trolled by the Metropolitan Electric Tramways, Ltd., all 
these companies being under the final control of the 
B.E.T. 

Jt may be added that the Birmingham and Midland 
Tramways, Ltd., another subsidiary of the B. E. T., bas 
during the year acquired н controlling interest in the Shrop- 
shire, Worcestershire and Staffordshire Electric Power Co. 

The B. E. T. is, of course, very fond of controlling power. 
With the B. E. T. in the North of London, and the South 
Metropolitan Electric Tramways Co. in the south (another 
flotation of the B. E. T.), really it would not be surpris 
to hear of their making a bid for the I.. C. O. tramways, which 
somewhere “ come between.“ 


THE TRAMWAY STRIKE IN SYDNEY. 


By E. KILBURN SCOTT, A. M. Inst. C. E. 


TE strike of drivers and conductors on the Government- 
owned tramways in the State of New South Wales, which 
started on Friday morning, July 21th, gave promise 0 
developing into a serious labour disturbance. 

The number of tramcar men who came out was about 
4,000, and the tramway services affected were tbose of 
Sydney and suburbs, Newcastle and Broken Hill. The first 
is an electric service, and the other two are steam services. 

The Sydney system serves an area which is, roughly, 15 
miles by 11 miles, having a population of a little over half- 
a-million. There are about 700 cars in operation. 

On account of the ramifications of the harbour and Ет 
excellent steamboat services, many people are able to travè 
between home and business without using the cars, bat even 
so during the last financial year the tramways carried over 
150 million passengers, and during a week of seven days 
nearly gix times the entire population. n 

The tramway employés of Sydney had been spoiling ir 
fight with the authorities for some months, their principa 
grievances being the espionage system and the delay in pro” 
viding glass fronts to the cars for the protection of drivers. 
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The strike was precipitated on account of Conductor 
Croucher being dismissed from the service on the charge 
of having sold two tickets which had already been used. 

It should be mentioned that when a fare 1s paid, a coloured 
and numbered ticket is given to the passenger, and at the 
completion of the journey this is supposed to be destroyed. 
As a result there is much untidiness and а chance of tickets 
being used twice. 

Conductor Croucher’s cash fare irregularity was discovered 
in this way ; two special constables in plain clothes pur- 
chased tickets on the Dulwich Hill line, and having made 
records of the numbers on the tickets, the nnmber of the 
conductor and the car, and the time, they sent the tickets 
into the head office. On comparing them with the running 
journals, it was found that the two tickets had consecutive 
numbers, and had been originally issued by another conductor 
on the previous day. 


It should be mentioned that the two constables did not 


know that an irregularity had taken place, and further, they 
were not informed chat they were to travel on the Dulwich 
Hill line until the previous night. 


МАР or Srp xk (N. S. W.) TBAMWAYS. 


Of necessity the charge against Croucher could not be 
made until the running journals had been examined, which 
took several days, and then he positively denied issuing the 
tickets on the dates named. As an explanation, he suggested 
that the constables must have become possessed of the 
tickets by picking them up in anotber car, or in the road 
His Trade Union preferred to take his word rather than 
the sworn evidence of the two constables, and the case was 
therefore heard before the Tramways Appeal Board, and 
afterwards an appeal was made to Mr. Richardson, Assistant 
Tramway Commissioner. The Chief Commissioner, Mr. 
Johnson, late of the Great Northern Railway, England, 
severely cross-examined the two constables, but finding no 
flaw in their evidence, the appeal was dismissed. 

The Chief Commissioner, however, stated that in view of 
Croucher’s previous good character, he would be afforded an 
opportunity of applying for re-admission at the end of six 
months. He admitted that the present espionage system 
was faulty, and said he was prepared to consider any suggested 
modifications, 

When the result, of the appeal was made known to the 
Tramway Union, a vote was taken as to whether there should 
bea strike or not, and it was overwhelmingly in favour, but 


it is only fair to say that the ballot was not a secret one, as 
each member had to sign his name, grade, and address, on his 
voting paper. | 

It has been suggested, with some reason, that if there had 
been no signing of names, the voting might havegonetheother 
way. | 

The strike commenced about ten.o'clock in the morning 
of July 24th, and the cara were left in the streets, without 
anyone to look after them, as a result of which several were 
tampered with. About 5,000 people collected, and when 
inspectors and other officials started to run the cars into the 
car-sheds, the crowd got out of hand. 

The electrical Trade Union did not call its members out, 
but there was a misunderstanding owing to some of 
the men being asked to drive cars, and refusing to do so. 
The sub-station attendants are mostly non-unionists, and 
at a meeting they decided that they would not come out, but 
if they were asked to do other than their ordinary work, they 
would probably reconsider the position. . 

When combined action is taken by large bodies of men, 
interesting sidelights are thrown on economic and political 
questions. 
acted quite independently of the accredited Labour Members 
of Parliament. Indeed, Mr. McGowen, the political leader 
of the Labour Party, appears to have been taken by surprise. 

In Sydney there isa large building known as the Trades 
Hall, which was erected by the Government during the 
O'Sullivan régime to house the offices of the various Trade 
Unions. It was from there that the strike was conducted, and 
what the community was really faced with was a revolt of 
organised labour in which the Tramway Union only 
occupied the place of a unit acting under the direction of the 
central authority. 

After the great maritime strike of 1891 the workers of 
Australia came to the conclusion that the best thing to do 
was to form a strong Labour Party in Parliament. Payment 
of members enabled this to be carried out, and at the present 
time there are practically only two parties in Parliament— 
namely, Liberals and Labour. 

It is claimed that since the formation of a strong Parlia- 
mentary party, Labour has practically had the controlling voice 


in legislation, and certainly the present Railway Act under 


which the Railways and Tramways are administered by three 
independent Commissioners, was placed on the Statute Book 
with the Labour Party’s concurrence. | 

Now, in the tramway dispute a certain number of the 
employés controlled by the Commissioners struck because 
they objected to certain rules of administration and wanted 
to lay down rules of their own. 

To gain these ends the political Labour Party was thrust 
on one side; the Trades IIall party took sole control. 

It should be noted that the Sydney tramways are 
national property, and all the conditions from the Socialist 
point of view are perfect. The administration of the trams 
is in the hands of men appointed and paid by Government, 
and all the people of the State control the Government 


because of universal suffrage. 
The fact, therefore, that there can be a strike such as the 


. present one, shows that State control is not the panacea of 


all evils connected with industrial business that the Socialist 
would have people believe. | 

People at home might bear this in mind, and Labour 
Members of Parliament may learn something of this ignor- 
ing of the N.S.W. Parliamentary Labour Party by the Trades 
Hall executive. | 

If Trade Unionism combined i8 to be a power above 
Government, then duly constituted legal authority comes to 
an end. Everything points to this being the crucial question 
and, therefore, the matter is of very general interest. 

The N.S.W. Arbitration Court, which sounds so well in 
theory, has practically become a dead letter, because many 
of its awards have been ignored, and now the Industrial 
Disputes Bill has come in for condemnation, and its repeal 
may be one of the planks of a general strike. 


Sheffield and Wire" Lamps.—The electric supply 
department has prepared a striking leaflet dealing with the new 
metallic-filament lamps, for which it would appear the Sheffield 


supply is peculiarly adapted. 


For example, in this case the strike executive. 
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REVIEWS. 


Die Gleichslrommaschine. By DR. E. ARNOLD. Vol. II, 
„Konstruktion, Berechnung und Arbeitsweise. Second 
revised edition. Berlin: Julius Springer. Price M. 20. 


The revised edition of the first volume of this book was 
favourably reviewed in these columns a year ago, and this 
second volume, dealing with the practical construction and 
calculation of direct- current machinery, is fully up to the 
mark of the first. It is divided into three parts, dealing 
respectively with the construction, the calculation, and the 
operation of direct- current apparatus, including the latest 
forms of compensated turbo- generators, and commutating- 
pole variable-speed motors. Dr. Arnold's methods have now 
been known and appreciated for many years, especially in 
connection with the commutation problem, and in this book 
the application of these methods to practical dynamo 
design is set out in great detail, and with conspicuous 
clearness. | 

Chapter 1 gives a useful résumé of the existing knowledge 
of the various insulating materials. Chapters 2 to 7 deal 
with the construction of armature coils, armature cores, 
commutators, brush gear, magnets and magnet coils. 
Chapter 8 discusses insulation testing and mechanical 
balancing ; and Chapter 9 deals with bearing construction. 
In Chapter 10 fairly full particulars and dimensions of 27 
modern machines are given, including a turbo-generator by 
the Oerlikon Co. for 500 Kw., 500 volts, 2,000 R. P. M., one 
by Messrs. Brown, Boveri & Co., for 250 Kw., 500 volts, 
9,000 R. P. M., and one by the Ges. für Elek. Industrie, 
Karlsruhe, for 65 KW., 115 volte, 3,000 R.P.M. Chapter 11 
discusses the procedure to be followed in determining the best 
type of machine when starting a new design to meet given 
conditions. Chapters 12 and 13 deal with the preliminary 
determination of the chief dimensions ; and Chapter 14 
with the commutation conditions, commutating poles, 
shapes of pole-pieces, &c. Chapter 16 gives the calcula- 
tions necessary to determine the proper mechanical strength 
for the variou: parts. In Chapter 17 the various formule 
used in carrying out a complete design are brought together 
in tabular form, and the corresponding numerical values for 
some 30 or 40 machines described in the book are collected. 

The remaining 13 chapters deal with special applications 
of direct-current motors and generators and apparatus con- 
nected with them, such as starting and regulating resist- 
ances, field-breaking switches, the parallel connection of 
generators, train-lighting dynamos, Thury motors and 
generators, boosters, three-wire balancers in the form of 
motor-generators, and in the form of choking coils, &c. 

The treatment throughout is so detailed and complete, 
that an enormous amount of figuring appears necessary in 
designing the simplest machine. A little examination 
shows, however, that this is chiefly due to the fact that the 
author has everywhere tried to meet the requirements of 
the beginner in design, whilst the more experienced 
designer, working from existing standards, is able to omit 
a large part of the work. 

The illustrations are good, and include 13 full-page 
plates on the ваше lines as Arnold’s well-known sheets. The 
index is hardly full enough for a reference book. 


— 


Practical Induction Coil Construction. By J. PIKE. 
London : Percival Marshall & Co. — Price 1s. net. 


This latest addition to a deservedly popular series of 
practical manuals consists. in the main, of a reprint of matter 
which has already appeared in the pages of the Model 
Engineer and. Electrician, and will appeal, as no doubt is 
intended, rather to the amateur electrician with a home 
workshop than to the practical coil-maker. It is on this 
assumption that one or two of the criticisms which follow 
are based. | 

Chapter I, dealing with the source of current in the shape 
of primary batteries or accumulators, is brief, but, neverthe- 
less, instructive to the amateur in its discrimination between 
volts, amperes, and number of cells. We note, however, 
that in advising the use of an ammeter for measuring the 
primary current, no particular stress is laid upon the type of 


instrument most suitable for the purpose, a fact which is 
calculated to mislead the reader who is unacquainted with 
the peculiarities incidental to measuring an interrupted uni- 
directional current. 

The general specification for spark coils in Chapter II 
serves as a fitting introduction to the subsequent pages, 
commendable features being the two sectional diagrams, 
figs. 3 and 4, which give a very good idea of the general 
proportions of each of the several components of such a coil. 
The instructions for the preparation of the core of iron 
wires are particularly clear, and should prove of great assist- 
ance in what is undoubtedly one of the most tedious pro- 
cesses connected with coil construction. 

In the subsequent chapter on winding the primary, we 
note the retention of the somewhat out-of-date method of 
securing finishing turns and ends of layers by tieing and 
stitching ; a simpler and far more satisfactory method is 
that adopted in all modern coil-winding shops, of inter- 
lacing the last few turns of each layer with three or more 
binders of silk ribbons, or sarcenet, which, suitably manipu- 
lated in and out of/the finishing turns, renders the coil 
self-binding, and adds nothing to its bulk. 

Chapter VI, dealing with the commutator, would be of 
greater assistance if dimensions were included; the mode of 
construction conveyed in the sketch is perfectly clear, but 
leaves the reader in doubt as to suitable sizes for his com- 
ponent parts. The same remarks apply to the second 
paragraph on page 48, describing the construction of the 

ischarging pillars. The context is rather vague, and would 
be the better for a sketch illustrating the idea. 

In view of its important bearing on the subsequent 
behaviour of a spark coil under current, Chapter VIII on 
“ Breaks” might be elaborated with advantage. Apart 
from the very casual reference to “ Vril“ and Apps 
breaks, the description that follows of the mercury dipping 
break designed by the author is rather difficult for au 
amateur to grasp, the accompanying illustrations affording 
but scant assistance, whilst some confusion arises out of the 
alternate references to two or more figures differently 
lettered. 

With the subsequent chapters on winding and finishing 
the secondary we have no fault to find, save, perbape, in 
connection with the testing of the various sections for con- 
tinuity, which, in view of the possibility of an intermittent 
break, is better performed with a Wheatstone bridge when 
available, than by simply testing for circuit with a battery 
and galvanometer, due regard being paid to steadiness of 
balance. 

Chapter XIV, embodying some useful data relating to 
actual coils constructed by the author, should prove par- 
ticularly useful in enabling the prospective coil owner to 
select a type suitable to his needs. Chapter XV contame 
some useful photographic hints for radiographers, whilst the 
subsequent chapter on * Repairs” should be of service to thoee 


who possess faulty coils. Altogether the manual represents 
good value for the money. 


Swimming Gala.—On September 22nd the second 
swimming gala of the County of London Electric Southern 
Athletic Club was held at the Wandsworth Baths, when а most 
Successful programme was got through. Mr. C. P. Sparks, the 
president of the club, was present. The first race, 5 I. length 
breast-stroke handicap, was won by a touch by Mr. H. B. Johnson; 
Mr. J. Smith was second, and Mr. B. Burrow third. The second 
race, a 1(0-yards inter-departmental scratch race for а prize gr 
by the vice-presidents, was won easily by Mr. E. C. Mid winter, Rd 
the Wandsworth generating staff, Mr. L. B. Bennett, Wandswort 
distribution staff, being second, and Mr. W. Shergold, of the City 
Road generating department, third. The third race, a 2-lengths 
handicap, was won by Mr. E. D. Hatch, Mr. J. W. Holliday being 
second, and Mr. H. B. Johnson third. There was a close finish. eet 
event of the evening was the invitation team relay race, 1D whi d 
teams from Barnes, Battersea, Fulham, City Road, д ' 
London and Wandsworth electric light stations took part. 106 
final of this race proved very exciting, Richmond just winning 
from London Electric, and Wandsworth being third. the 

The Wandsworth Swimming Club kindly contributed 5 
programme with an excellent display of diving and a polo maten, 
Wandsworth В.С. v. Newts S. C. Result, Wandsworth 8.0. 8 dle 
Newts S. C. 1 goal. Tbe Hunt tbe Duck” caused consider 
amusement, the duck, Mr. L. P. Bennett, pa finally cau race, 
Mr. А, West. The entertainment concluded with an obstacie 
which was won by Mr. L. P. Bennett. 
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BUSINESS NOTES. 


Consular Notes.—AhdEN TIF A.— The Austrian Consul 
at Buenos Ayres, in a recent report, states that the imports of porce- 
lain insulators into Argentina in 1907 were valued at 68,000 pesos 
gold. The trade is almost wholly in the hands of British and 
German houses. It is anticipated that in coming years the demand 
for this class of goods will greatly increase. In electric cables, com- 
petition is very keen between Great Britain and Germany; the 
agents of the supplying firms are in many cases the contractors and 
capitalists for the works carried out. The imports in 1907 were 
valued at 2,771,000 pesos gold. Incandeecent lamps are for the 
most part imported from Germany, that country having taken 
a great interest in the electrical trade of Argentina; the value of 
the imports in 1907 was 88,000 pesos gold. Carbons are imported 
chiefly from Germany and the United States, the value of the 
imports in 1907 being 40,000 pesos gold. 

BWEDEN.—The Austrian Consul at Gothenburg, in a recent report, 
states that large electrical works are at present in course of con- 
struction in that town. The works are in communication with the 
large central at Trollhatten. The large electric power station at 
Trollhatten will be one of the largest and most important plants 
which has been constracted in the country up to the present. It 
will be carried out at the cost of the State by the Trollhatte Kanal 
und Wasserderektion, and it has so far advanced that hopes are 
entertained of its completion by the end of 1909. The plant is 
intended to utilise the water-powers of the Trollhatten Fall with a 
power of 76,000 н.р. The power station will be erected for eight 
turbines, each of 10,000 B.. In the contract which has been 
entered into by the Kanalwerk and the Municipality of 
Gothenburg, it is determined that the Kanalwerk shall supply 
electrical energy to the town (72 km. away) in the form of 6,000-volt, 
25-period, three-phase alternating current. The water power of the 


Gota Elfs is not limited to the present capacity of the Trollhatten . 


Falls. By the regulation of the outflow of the Vener Lake, a further 
pcwer of 61,800 н.р. can be produced at Trollhatten. By appro- 
priation of the Vargon Fall above Trollhatten, a further 20,200 H. P. 
can be produced, and by appropriation of the Lilla Edet Fall below 
Trollhatten, an additional 22, 300 н.р. So that it is possible to obtain 
а further power of 105,000 н.р. in all, and it is very probable that 
the Reichstag will arrange for the utilisation of this further power 
in the present year. The electric energy thus produced will 
be utilised partly for industries, and partly for railway purposes. 
For the latter purpose, 20,000 нр. is to be delivered from the 
Trollhatten station. In addition to the Trollhatten Falls, the State 
have purchased other falls in various parts of Sweden, with the 
intention of utilising them for electric traction purposes on the 
Btate railways. 

GRIROE.— The Austrian Consul at Piræus states that in 
recent years the imports of machines have shown a tendency 
to decrease, partly owing to a lower rate of exchange, and 
partly to the keener competition on the part of the home 
industry, As regarde the larger steam engines and turbines, Swiss 
works have secured the greatest share of the trade for вө years; 
small steam engines are usually made in the machine works and 
foundries at Pirwus. Gas engines are supplied exclusively from 
England and Germany, but English  preponderate in con- 
sequence of their much cheaper price.  Suction-gas engines are 
being imported in greater quantities. There is no demand in 
Greece for explosion motors of other kinds, such as petroleum and 
benzine motors, on account of the fact that petroleum and benzine 
are so dear. Petroleum is a monopoly of the Government, and 
costs 1 fr. per kilog. Benzine, as a result of the cost of transport 
and a duty of 10 centimes per kilog, costs 60 centimes. The 
adoption of spirit motors, using spirit produced in the country 

m currants, is being taken in hand, and promises success. In 
recent times a machinery firm have introduced several locomobiles 
for pumping purposes, with good results, 

Iralx.— Reporting on the electro-technical industry of Milan, 
the Austrian Consul in that town states that this industry is 
divided into two distinct sections, the one engaged in the produc- 
tion and aistribution of electric power, and the other in the con- 
struction of electrical material. On December 31st, 1906, the 
hydraulic power included in concessions, or in private property, 
amounted to 830,000 н.р. To this figure must be added 210,000 K. p. 
produced by thermo-electric works (works with steam, gas or 
petroleam power), and utilised by the hydraulic works mentioned, 
for purposes of reserve power, but also actually in workine for the 
production and distribution of electric power. It appears from 
the reports of Italian electrical undertakings that the working 
capital per electric horse-power varies between 4,000 lire and 
400 lire, or an average of 2,200 lire, whilst the average price varies 
between 60 lire and 300 lire, or a final average of 180 lire. The 
total capital invested in electrical undertakings is estimated at 
500 million lire. The smallest undertakings have shown good 
financial results. A summary revision of all the balances of the 
mcst important electrical works for the years 1904, 1905 and 1906, 
show an average profit of 3:4 per cent. per annum. In spite of the 
strides which have been made in the electrical industry, Italy is 
still a good market for German, Swiss and Austro-Hungarian goods. 
The imports of material for electrical industries in 1596 amounted 
to about 4 million lire, but during the last 10 years it has increased 
to 15 million lire, whilst the home production per annum has 
increased during this period from 2 million lire to 8 million lire. 
The latest statistics as to the utilisation of electric power in 
factories, workshops, &c., are for the year 1905. The consumption 
of electrical energy in 1896 amounted to 161 million kw.-hours, 


and by 1905 this had increased to 621 million kw.-hours. The number 
of works paying tax in 1904-5 was 4,831, of which 1,382 were in 
Lombardy and 1,109 in Piedmont. Thus these two provinces possess 
‘one-half of the total number of works, apart from the fact 
that the works in these provinces are the most powerful. 
Electro-technical apparatus, particularly small material for 
electric lighting plants, are imported chiefly from Germany. In 
Italy itseif a beginning has been made in the manufacture of such 
goods with success во far as concerned the class of goods the pro- 
duction of which is easy, and in which a high duty is levied. Insulators 
and other porcelain goods as well as glass reflectors for electric 
lighting purposes are supplied by Bohemia. Austria supplies arc 
light carbons and table lamps. The trade in incandescent lamps is 
important, and is chiefly in the hands of France, Switzerland and 
the United States. | 

Reporting on the railways the Consul states that a very interesting 
development is the utilisation of electricity for traction purposes. 
Italy, a land without coal, is very rich in water power; it is, there- 
fore, natural that electric current should be adopted for railway 
purposes. A beginning was made on the line from Lecco to Sondrio 
with the branch from Colico to Chiavenna, and this system has also 
been installed on the line from Milan to Varese. It was at first 
intended to run small trains, but this was found to be too expensive. 
Consequently attempts are being made to secure locomotives which 
will take trains of the same size as those drawn by steam engines. 

Elsewhere in his report the Consulstates that gas engines are 
produced in various works. Nevertheless, many gas engines are 
imported from abroad, particularly from Germany, England, 
Switzerland and Austria. The home production has, however, 
considerably increased. Dynamo machines are now being produced 
in larger quantities, but tne importation, particularly of the smaller 
machines, is very large. A decrease was shown in 1967 in the 
importation of the larger machines. 

JAPAN.—The German Consul at Kobe, in a recent report, states 
that calcium carbide is one of the many articles of trade with Japan 
in which foreign competition has been almost eliminated by a 
cheapened home production. According to the trade statistics, the 
imports have decreased from 32'442 kilogs., valued at M. 12,884, in 
1905, to 360 kilogs., valued at M. 275, in 1906. In the spring of 
1906 the Japanese Carbide Co. was formed in Tokio, with & capital 
of M. 1,200,000, and installed turbine plant on the Soki waterfall, 
near Kagoshema, with a power of 10,000 н.р. The production of 
the carbide by this means was found to be so profitable that the 
competing works at Sendai and Nagaoka and in the Province of 
Sbinano could be bought out. The company propose, in coming 
years, to considerably extend their works on the Soki falls and to 
export their product to Europe, The demand for carbide in Japan 
is stated to be 90,000 kilogs. monthly, 20,000 kilogs. each being used 
in Tokio and Osaka alone. 

The German Consul at Nagasaki reports that in 1907 the 
imports of electric motors showed an increase as compared 
with previous years. The Mitsu Bishi Co. have latterly under- 
taken the constrüction of these motors. The imports of cranes 
al.o showed an increase. In Nagasaki these are exclusively British 
or American, but in Moji they are two-thirds German. Although 
the Mitsu Bishi Co. have made arrangements for the production of 
steam turbines for vessels, turbines have so far been imported from 


the United Kingdom. 


Errata.—In our table of German electrical exports, on 
page 514 last week one or two errors occurred. In the section 
relating to dynamos, &c. (above 5 double centners), the 1907 figure to 
other countries should have been 14,800, not 4,860, and the increase 
6,800, instead of 16,800. The 1907 total is correct as it stands, but 
the increase total is 53,000, not 43,000. The last line of figures in 
the cable section, reading from left to right, should be 19,300, 41,700, 
+ 22,400. Incandescent lamps to Italy: the increase should be 
230. Electrical measuring instruments to other countries should 


show an increase of 400. 


Catalogues and Lists.—Merssrs. J. Н. HOLMES AND 
Co., Portland Road, Newcastle-on-Tyne.—Two new lists, one giving 
illustrations and notes concerning a variety of their Universal 
electric light fittings for use on board ship, and in workshops, 
factories, & c.; the other, giving illustrations with description and 
tabulated sizes and outputs of the Holmes-Clayton two and three- 
phase motors of squirrel-cage or slip-ring types, 4, 6, 8 and 10 poles 
respectively. 

Tur SriBLING Вопев Co., Lrp., 25, Victoria Street, S. W.— 
Pamphlet giving details of tests carried out on the Stirling boiler 
under a variety of conditions—hand-fired, with chain-grate and 
Underfeed stokers, with oil, wood, peat, coke-oven and blast- 
furnace gas—and in many places, at home and abroad. 

MrassBs. JOHNSON & PHILLIPS, LTD., Charlton.—New leaflet 
(“К ") giving illustrations with a table of sizes and prices of their 
“ Magnet-Juno" and vertical carbon flame lamps, also new clutch 
type and open-type arc lamps. Copies of the list may be obtained 
on application. 

British INSULATED & Herssy CanLES, Lrp., Prescot.—A 
number of illustrated leaflets in their usual style, as follows:-— 
Nos. P64, 66, 69, 70 and 74 dealing with house-service boxes: 
No. P65 relating to four-way boxes; P65 dealing with Prescot fuse 
wire, and P71 concerned with the Prescot pillar. 

Union ELECTRIC Co., LTD., Park Street, Southwark, London, 
S.E.—List No. 1,408, containing particulars of a variety of their 
resistance apparatus for arc lamp circuits, including adjustabley line 
resistances for D.C. and А.С. circuits, and arc lamp starting resist- 
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ances. Dimensional drawings are given, also prices, code- 
words, &c. List (NE111) for 1908-9 season giving particulars of 
carbons for Excello and other patterns of flame aro lamps; also 
No. 1,406 giving illustrated information, prices, code-words, 
diagrams, &c, of "Union" auto or economy coil transformers 
for arc and metal-flament lamps. The latter list is an enlarge- 
ment of the previously issued transformer list. 

ELECTRIC AND ORDNANCE ACCESSORIES Co., LTD., Birmingham.— 


Circulars relating to the Warner auto-meter, a speed indicator and 


odometer for motor-cars, and to H.T. and L.T. insulators. 

Tue METALLIC BEAMLESS Tuse Co., Lro., Wiggin Street, 
Birmingham.—Pamphlet (A 8) containing particulars with illus- 
trations and prices of their lampholders The new Automat 
interior, of which we gave details in our last issue, is fully dealt 
with. We understand that many orders have been received for 
these devices. The company are now developing the application 
of the principle of automatic connection to other forms of electrical 
accessories, such as ceiling roses, fuseboards, &c. Copies of the 
list may be had on application to the company’s head office or 
branches. 

Tas A.E.G. Co. оғ SourRH ArBica, Lro., Caxton House, West- 
minster, S. W.— Two of their sectional publications: one giving 
illustrated particulars and prices of their electric ceiling fans for 
continuous and alternating current; tke other tabulating sizes and 
prices of, and giving information concerning, resistances for inter- 
mittent service controllers. 

ELECTRICAL PoWER &STOBAGE Co., Lrp., 4, Great Winchester 
Street, E.C.—Pamphlet containing а description of the company’s 
exhibit at Manchester. 

SCHIEBSTEINER METALLWERK G. m. b. H., Schwerinstr, 3, Berlin, 
W., 30.—Leaflets illustrating their instruments for measuring the 
length of wire, cable, &c., as it passes between a pair of rollers; 
“Long” clips for letters; hot-wire switch for electrical adver- 


tising signe; and mercury-tube switches for maximum or minimum 
cut-oute, &с. ` 


Messrs. BAG8HAWE & Co., Lrp., Dunstable Works, Dunstable.— 


Leaflet illustrating their chain drives with friction clutch. 


Electric Motive Power.—TuHeE LONDON ELECTRIC FIRM, 
George Street, Croydon, send us a photo. of one of their workshops, 
showing the electric motor installed on a bracket on the wall, thus 
taking up no floor space. This is a 5-H. . motor, and drives abovt 
15 machine tools, including universal milling machines, universal 
grinding machines, lathes (mostly 7-in. and 8-in. centres), drilling 
machines, hack saws, &c. The cost for energy for driving this 
particular motor bas amounted to about £40 for the past 12 months, 
working on every week-day during the whole year, with energy at 
lid. per unit and 5d. during the peak hours. This result shows 
remarkable economy. If the motor had been running at full load 


for 300 days, 9 hours a day, the cost of energy at 1}. per unit only 
would have been over £80. 


Motor-Car Exhibition at Olympia.—The autumn 
exhibition of motor-cars at Olympia, under the auspices of the 
Society of Motor Manufacturers and Traders, has been fixed for the 
period November 13th to November 21st. ‘The show will be con- 
fined to racing, touring and pleasure cars and accessories, and a 
separate exhibition for commercial vehicles and motor-boats will be 
held next spring. The principal novelty at the coming exhibition 
will be the new type of “ 4-in." touring cars which have taken part 
in the Iele of Man race, but there will also be several new depar- 
tures in engine design. Over 300 firms have entered their products, 


aod the whole of the space in Olympia and its annexe will be 
completely occupied. 


Book Notices,—7/Ae Slide Rule. Eleventh edition. 
Price 98. Luyarithins fur Beginners. Second edition. Price 1s. 
By C. N. Pickworth. London: Whittaker & Co.—Mr. Pickworth's 
manuals are so well known and appreciated that we need do little 
more than announce their re-issue. The Slide Rule has been reset 
in new type throughout, revised and extended in various respects. 
The clear exposition, useful tables, and numerous examples given 
render this a most useful hand book. Logarithms for Beginners“ 
is re-issued with corrections and revisions where necessary. It 
contains all that it is generally necessary to know in order to make 
calculations with the aid of logarithms. 

Thonghtson Natural Philosophu. By A. Biddlecombe. London: 
Whittaker & Co.—In this pamphlet the author speaks of force as 
energy, and of energy as material motion "—wnpatever that may 
be. Electricity and magnetism do not escape, and we learn that 
they are material motion in special forms. Motion and speed are 
the catch-words of thie treatise, and the theory that the energy 
output of radium is due to particles expelled at inconceivable 
velocities hag seized the authors imagination; he ascribes the 
diverse characters of all kinds of matter to differences of speed, 
weight (ie) and movement, though he denics the existence of 
gravitation. 

Tie Pritish Chamber of Commerce of Turk н, quarterly trade 
journal, published at Constantinople, Sept 15th. This pamphlet 
contains a good deal of general information relating to trade and 
commeree with Turkey, which it might be usetul for our readers to 

dy. 
uc Atti della Аввосіа2:опе Elettrotecnica Italiana.” Vol. NII, 
No.3. May and June, 1908. Milan: Hebeschini di Turati & Co. 

„Power Railway Signalling.” By II. R. Wilson. London: 
Publishers of the Аат Engineer. 1908. Price 188. net. 

" Die Elektrotechnik." By К. Landien. Hanover: Dr. Max. 
Juünecke. Price M З 60. 


" Molesworth's Pocket-book." The 26th edition of this work, 
thoroughly revised and enlarged to 910 pages, will be issued on 
Monday next, price 5s. net. 

" Alloys (non-ferrous).” By Prof. A. Humboldt Sexton. Man- 
chester: Scientific Publishing Co. 1908. Price 7s. 6d. net. 

“ Proceedings of the Incorporated Municipal Electrical Associs- 
tion, 1908. London: Wyman & Sons. Price 5s. 


Advice to Japanese Traders and Would-be 
Travellers.—Our contemporary, Engineering, gave the following 
interesting advice to merchants trading with Japan, a week or two 
ago: 

" British merchants bave been so long accustomed to a 
practical monopoly in many departments of trade that they do 
not observe that new conditions-are arising which demand new 
arrangements and higher qualifications. A very little experience 
in the Far East is sufficient to show anyone that, for instance, the 
German and Swiss clérka and merchants have, as a rule, higher 
qualifications than the British. They have been through a very 
complete course of training in & commercial or technical school, 
and on their arrival in the East they at once begin the study of the 
language of the country, so that they are able to dispense with all 
intermediaries in the transaction of business. In bis last report, 
Mr. Crowe, the Commercial Attaché to His Majesty's Embassy at 
Tokio, impresses on British merchants the desirability of acquiring 
sufficient knowledge of the vernacular to enable them to dispense 
with a Banto in their daily transactions. He says that it is very 
gratifying to find that the energetic Committee of the Britisn 
Association of Japan have taken the matter up, and have prepsred 
а course of study which, it is hoped, will aid young clerks to attain 
such a standard of proficiency that they will be able to conduct 
ordinary negotiations and travel about the country without an 
interpreter. It is not contemplated that the intricate written 
character should be studied ; a fair knowledge of the colloquial is 
all that will be required of the student, and it can only be hoped 
that many will seize this opportunity to improve their own 
prospects. It is, however, pretty well known that many Germans 
are not content with this very elementary instruction, but attain a 
fair knowledge ‘of the Chinese ideographs; and Mr. Crowe says 
that there is, after all, no reason why the ordinary Briton, in the 
spare time at his disposal, should not be able to make as much 
progress in a matter of this kind as his rivals. He remarks thst 
most of the commercial travellers who visit Japan are not 
responsible representatives of the different makers or firms whose 
samples they are carrying about. They are usually doing business 
purely on a commission basis, and any orders they may secure ot 
samples which have been supplied to them, are always subject to 
specific confirmation by the home firm. In euch cases it is досы 
whether the engagements they enter into are legally binding 0a 
the principals, unless they carry with them a power of attorney. 
It is therefore advisable that travellers who are sent out should be 
specially authorised to do business on behalf of their principal 
Inquiries are often received from manufacturers and merchants at 
home who merely ask for the names of the principal firms bandling 
certain lines of goods in Japan. Except in cases where any 
special information is required, it would save a good deal of time 
it the said manufacturers and merchants would apply to the Cow- 
mercial Intelligence Branch of the Board of Trade, 73, Basinghs'! 
Street, London, for the names of the leading Britisb firme in Japan. 
Most of them have offices in London, and business could be 
arranged immediately to the advantage of both parties. Other: 


wise two or three months must elapse before the firms are placed in 
communication with each other.” 


Liquidation —GovuLp Sroracre BATTERY Co., LTD 
—This company, meeting at 25, Regent Street, London, 8. W., on 
September 26th, resolved to wind up voluntarily, as it canvot, by 
reason of ita liabilities, continue business. Mr. E. A. Locock, 16+. 
Coleherne Court, London, S.W., is liquidator. A meeting of 
creditors is to be held at Regent Street on October 17th at 


5 o'clock. Creditors must forward particulars of their debts, &, 
to the liquidator by October-3 1st. 


"Knowledge" Caleulator.—We have received from 
the publishers of Knowledyc a specimen of a new circular slide- 
rule calculator, designed vy Major B. Baden-Powell, and con- 
structed of thick cardboard. The scale is 62 in. in diameter, giving 
a total length of scale of 20 in. It is not claimed that very exact 
calculations can be made with this appliance, nor is it particularly 
novel, as we recall a very similar device in use 18 years ago; but 
it is very well printed and constructed, and full advantage has 
been taken of the ample space available to mark numerous 62086 
points for useful multipliers inside the circle, so ав to facilitate cal. 
culations, conversions from foreign to British measures, &c. Being 
comparatively inexpensive, and very convenient for the writing 
table, the calculator should prove welcome to many. Instructions 
for its use are priated on the back. 


Trade Announcements. Messrs. Jous WiLsoN & Co. 
have removed their offices from 49, Lime Street to 39, Lime 
Street, Е.С. 

Mr. W. CHARLTON, late with the Armorduct Manofac- 
turing Co, Ltd., has accepted an appointment with Messrs. 


Warren, BzATTIE & Co., LTD., of Middlesbrough, as commer 
traveller. 


Glow Lamp Works.—A company has been formed 15 
Bilbao, Spain, for the manufacture of glow lamps, and is about to 


order its equipment, At the head of the undertaking is Don Fran- 
eisco Vallejo, of Bilbao. 
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„Tantalum Lamps.—Messrs. Siemens have placed 
a large contract for bill-posting on public hoardings in the provinces 
and for the display of similar smaller advertisements in the Under- 
ground Railway and Tube carriages in London. The picture is one 
of an evidently satisfied consumer. Engineers who are engaged fighting 
gas competition, and shrewd consumers throughout the country, will 
be interested. We understand that a reproduction of this poster 
in neat show-card form will be supplied on application to Messrs. 
Siemens Bros. Dynamo Works, Ltd., at 6, Bath Street, City Road, 


J. O. 


LIGHTING and POWER NOTES. 


Aberdeen.—The question of a new water supply from 
the River Avon, at a cost of £1,500,000, will shortly come up for 
discussion. A suggestion has been made in this connection that 
the fall of some 2,000 ft. which occurs between the Avon and the 
city, might, in some way, be jointly utilised for electrical purposes 
as well, 


Ballyjamesduff (Co. Cavan).—The electric lighting 
scheme fór this town is to be proceeded with. 


Banbridge.—At the adjourned meeting of the Urban 
Council on the 21st ult., the question of lighting the town by 
electricity was again considered. The clerk was eventually 
directed to furnish Messrs. Wilkins & Burder, consulting electrical 
engineers, Dublin, with information required in order to make a 
report on the district. After a prolonged discussion, it was decided 
to have expert evidence on the matter for the next meeting of the 


Council. 


Barking.—Tenders are to be invited from local trades- 
men as well as the Council's electricity department for wiring 
Creeksmouth School for electric light. The electrical engineer 
proposes changing the street lamps in Long Bridge Road and fitting 
the posta for Osram lampe, the result of which, he contends, would 
be an improved light and a deceased cost. The matter is to be 
referred to a committee of inquiry. 


Belturbet.—The final details for the electric lighting 
scheme of this town bave been approved of by the Urban Council. 


Canada.— The situation in Montreal, as regards street 
lighting, is apparently unaltered. The company adheres to ite 
offer of $75 per lamp, and, as its existing contract expires in 
January next, prompt steps are required to arrange matters. The 
existing coat to the city is $123,669, as compared with the proposed 
figure of $152,803. It has been pointed out that another offer of the 
company to supply energy for lighting public buildings would effect 
а saving of 10 to 15 per cent. on the present rates. 


Continental Notes,—SwrrZERLAND.—The cost of the 
Government's plans for the utilisation of the waters of the River 
Barine for electrical purposes totals 1,216,000 fr. Among the items 
are three 2,000-11.P. turbines and one of 250-1.P., with accessories, 
205,000 fr.; three generators and an exciter, 186,000 fr. The works 
include the raising of the existing river bar 24 metres, construction 
of tunnel 288 metres long and 28 sq. metres section, hydro-electric 
station, &c. | 

ItaLy.—According to official statements just made in the Italian 
Parliament, the new electric installations authorised in Italy in 
1307 numbered 226, or 13 less than in 1906. The new generating 
stations numbered 88 (38 fewer) of a total power of 18,500 kw. 
The most important of the installations was the station at Isola of 
the Società Idro-Electrica, of Liguria, which supplies 6,300 kw. 

Ggamany.—An international competition for plans and estimates 
fora scheme for obtaining water-power from Lake Walchen is invited 
by the Bavarian Minister of the Interior. Terms and conditions 
will be forwarded on receipt of 20 marks. Plans, &c., must be sent 
in by January 20th, 1909, addressed to the K. Obersten Baubehorde. 
The premiums are three in number, being 20, 000, 15,000 and 10, 000 
marks respectively. 

SwEDEN.—The five large turbines which will, says AHarsrarlien, 
form the first equipment of the Swedish Government's power station 
at the Trollhattan Falls, will be the largest hitherto employed in 
Europe. They will be of 10,000-z.r. capacity. Orders for two of 
these machines have been entrusted to Messrs. Nydqvist & Holm, 
of Trollhattan, and for two others to the Karlstads Mek. Verkstads- 
brank works at Kristinehamn. 


Dublin.—At the meeting of the North Dublin Union 
last week, a letter was read from the Secretary of the Lighting 
Committee of the Corporation re the proposed lighting of the Union 
with electricity, which had been delayed, he understood, owing to 
the proposed union between the North and South Unions. Tbe Com- 
mittee was anxious to know, while not wishing to bind the board, if 
the latter could decide on the quantity required on account of the 
urgency for the completion of the North Circular Road extension. 
Several members of the board expressed their approval of the 
electric lighting, but the chairman desired a notice of motion on 
the subject. ‘However, as a deputation of the North Union is to 
dut South Union this week, the matter was postponed till 


Dundee.—A rather novel situation has arisen in connec- 
tion with the lighting of one of the outlying districts, which tends 
to show tbe great competition going on at present between the 
gas and electricity departments. Some time ago Mr. Richardson, 
the electrical engineer, erected four flame arc lamps, the principal 
resson being to test che lamps. The new lamps have given uni- 
versal satiefaction to the shopkeepers and residents in the district. 
Evidently ander the impression that the arc lighting was not 
sufficiently bright, or, may be, actuated by jealousy, the gas depart- 
ment a week ago suddenly erected some large intensified-gas lamps, 
practically alongside the arc lamps. With this new development 
the situation has become quite complicated and has drawn a lot of 
attention. The result is that a meeting of the Lighting Committee 
was convened for Monday last on the spot, and it will be interesting 
to hear tbe result of ite deliberations. 

With reference to the further borrowing powers required in 
connection with the new generating station, notification has just 
been received from the Secretary of Scotland granting permission 
to borrow the further sum of £40,000. 


East Ham.—The Electric Lighting and Tramways Com- 
mittee of the B.C. has adopted the suggestion that the scheme 
recently approved for the supply of electric lamps, &c., to con- 
sumers on the hire system sbould be extended, whereby intending 
consumers can be supplied with a smaller lamp, viz.,a 200-c P. lamp 
at 35s. per quarter per lamp; or two 100-c.P. lamps at the same 
charge. | 
Elland.—4A L. G. B. inquiry was held on September 28rd 
into the application of the U.D.C. for a loan of £3,000 for 
electricity and refuse destructor purposes. There was no 
opposition. 

Exeter.—The town clerk has reported to the Electric 
Light Committee, the sanction of the L.G.B. to the borrowing of 
£6,420 for mains, and £1,680 for house services, the former for a 
period of 20 years, and the latter for a period of 15 years. 


Fulbourn.—The lighting of Fulbourn Asylum continues 
to create considerable discussion in Cambridge, and at the meeting 
of the T.C. on Thursday, the Sub-Committee reported as to a con- 
ference between representatives of the T.C., the Oambridge C.C., 
and the Visitors to Fulbourn Asylum. The report stated that the 
Chairman of the Visitors finally suggested that the whole question 
‘of lighting of the Asylum should be referred back to the Visitors 
in order that they might procure fresh tenders from the gas and 
electric lighting companies. This course was adopted, and the 
Council approved of the Committee’s action. 


Hull.—The Electricity Committee has received a unique 
inquiry for a large supply of energy by a firm near ће’ electricity 
station. A condition made by the firm is that the Committee 
shall also supply steam power to these works—such a request having 
never been received by the Committee before. It is, however, 
prepared to meet tbe request, if possible, and has offered to 
supply the steam also if the firm will pay the cost of the necessary 
pipes to the works—not a long distance—and guarantee to take the 
electricity and steam power for at least a year. After the recent 
boom in gas at Hall, electricity for lighting is again coming into 
favour, and the Committee has recently secured some good 
customers, one of the chief being the new Post Office, which is 
approaching completion. The Committee has had under considera- 
tion for some time, the fitting out of a showroom for the display of 
all the latest fittings and appliances in connection with electric 
lighting, heating and power. 


India.—Sir Francis Younghusband has opened the new 
hydro-electrical installation at Jhelam, in the presence of the 
Maharaja of Kashmir. The electrical power is to be utilised for 
dredging the River Jhelam, and for driving silk factories at Srinagar, 


Kingsbury.—The U.D.C., at its last meeting, approved 
of the chairman's action in calling upon the North Metropolitan 
Electric Supply Co. to carry out a section of its order as regards the 
compulsory work to be done by the company. The chairman 
pointed out that by the terms of the order the company, within 
two years from August, 1905, could be called upon to supply elec- 
trical energy for lighting and for power in allor any part of the 
compulsory area. | 


London.—^ovTrHwaARK.—The Finance Committee of 
the B.C. has decided that application be made to the L. C. C. for 
sanction to the borrowing of a loan of 48, 500, to cover the amount 
standing against the electricity fund capital account. 


Mansfield.—The Health Committee has decided to spend 
£800 on alterations and improvements at the refuse destructor, 
with a vicw to enabling it to deal with a greater quantity of 
material; the plant is worked in conjunction with the electricity 
works. 


Stirling.—For the year ending May last, the electricity 
department sold 344,142 units, the revenue amounting to £5,417, 
The working expenditure amounted to £3,231; the balance of 
£2,185, together with £74 brought forward, sufficed to meet financial 
charges and leave asmall sum inhand. Some £223 was transferred 
from revenue to capital account during the year in respect of bire- 
purchase motors. 

Windsor.—Thirty electric lamps were stolen from the 
standards in Bolton and King's Hoads, on Friday morning last. 


The theft must have occurred directly after the lamps were extin- 
guished. It is understood that some of the globes have been 


recovered by the police. 
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Worsley.—The electrical installation recently erected by 
Messrs. Drake & Gorham for the Earl of Ellesmere at Worsley, 
includes two 4°,-Н.р. suction gas engines and generators working in 
conjunction wita a 220-cell battery. The engine house buildings 
are of artistic design, being constructed in half-timber work with 
leaded gla:s windows, to harmonise with sairounding buildings. 
The feeders азе laid on the solid system, and run to Worsley New 
Hall, Lord Ellesmere's residence, where 1,100 lamps and an auto- 
matic lift are installed; to Worsley Old Hall, Lord Brackley’s 
house, which contains 210 lamps; alio to the farm buildings, some 
500 yards away, where, in addition to lighting, a modern roller 
flour mill, cake, oat and corn crushers, corn dressing and conveying 
plant, .chaff-cutters, pumpe, &c., are driven electrically. Coke at 
158. per ton, supplied from Lord Ellesmere's collieries, is used for 


the gas producers; the entire installation was in the hands of 
Messrs. Drake & Gorham, Ltd. 


TRAMWAY and RAILWAY NOTES. 


Bacup.—On September 24th a special meeting of the 
T.C. was held, when an agreement was ra'ified with the Rawten- 
stall Corporation, by which Bacup pays £10,300 for the whole of 
the Bacup section the of Rossendale Valley Tramways, Rawtenstall 
lending the purchase money, electrifying the line, working the 
tramwaye, drawing the revenue, and, at the end of 30 years, handing 
over the branch to the Bacup Corporation as a going concern. The 
Mayor (Ald. J. H. Maden) said Rawtenstall wished to buy the 


tramways by September 30th, and he understood, from the secretary : 


of the tramway company, that it was in a position to complete by 
then. In reply to questions from members of the Council, the 
Mayor said the agreement in no way affected Bacup's electric ligbt- 
ing order and Bacup had not parted with power to work its own 
tramways. The question of the supply of power would come in upon 
the report of the L.G.B. with respect to Rawtenstali's application. 


Continental Notes.—GrRMANY.—Acoording to the 
Times some 16 persons were killed and a number seriously injured, 
in a collision which occurred on one of the overhead sections of the 
Berlin and Charlottenburg Elevated and Underground Electric Rail- 
way, on Saturday last. The accident is attributed toa motorman mis- 

taking a signal at an elevated triangular junction near the Potedamer 
Platz, and apparently both trains, travelling in the same direction, 
tried to occupy the line, with tbe result that the first car of one 
train was pushed over a parapet into a courtyard, some 30 ft. below, 
the second car being left hanging over. 'The Prussian Minister of 
Railways has iustituted an official investigation into the accident, 
and meanwhile the driver of the offending train has been arres:ed. 

It is rumoured that the Allgemeine Electricitüts Gesellschaft, 
together with the Siemens-Halske Co., has under consideration u 


project for forming a new company to deal with the electrification 
of the Prussian railways. 


Dandee.—The tramwaymen in the employ of the 


Corporation are claiming an all-round incrense of 1з. per week in 
wages. 


Erith —The U.D.C. has adopted a report by a Depart- 
mental Committee, recommending that the management of the 
tramways and eleciricity departments should be amalgamated. 


Glasgow.—Some time ago boxes were placed on the 
Glasgow Corporation cars for the reception of used tickets, and 
passengers are now making increased use of the receptacles. The 
number of tickets now put into the boxes each week is about 1} 
millions, although this only represente about 25 per cent. of the 
total. The total weight of the tickets used by the department in 
a year is about 168 tons, so that the annual average weight of 27 
tons of tickets is being dropped into the boxes. 


Hanley.—The town clerk has reported that, in conse- 
quenee of the opposition of the six Pottery towns to the order 
promoted by the Potteries Electric Traction Co. and the North 
Staffordshire Tramways Co. in the House of Lords, an order had 
been issued by which it is necessary for the consent of the road 
authority to be obtained, as well as that of the B. of T., to the 
making of addit onal cross-overs, &c., and to altering tramway lines. 
The attention of the Potteries Electric Traction Co. has been called 
to tbe necessity of proceeding with the light railway to Bucknall 
Btation. 


London.—In a few days’ time it is intended to introduce 
several useful alterations in the working of the Piccadilly, Hamp- 
stead and Baker Street tubes, in the shape of more frequent services 
and fastertrains. On the Piccadilly tube a through theatre train will 
be run from the Strand terminus to Finsbury Park, and on the 
Hampstead tube a non-stop train which has been run into town in 
the early morniny, has proved во popular, that similar additional 
trains are to be added. 

CHELSEA, — The Highways Committee of the” D.C. has 
recommended the Council not to consent to either of the 
proposals of the L.C.C. for the introduction of tramways in 
the borough, Tne L.C.C. proposes to construct tramways from 
Battersea Park Road vid Battersea Bridge Road, Battersea Bridge 
aod Beaulort Street to King’s Road, the object being to provide 
tramwav communication across the river betweea Battersea and 
Chelsea. Other propoaals are to construct tramways from Battereoa 
Brilge to Sbepherd's Bush, 


Merton.—The U.D.C. has decided to communicate with 
the В. of Т. unless immediate steps are taken by the London 
United Tramways Oo. regarding the proposed widening of Merton 
Road. The Tramway Co. states that it has no intention to avoid its 
obligations, but that there has been a slight deadlock between the 


owners and the tenant of the property required for the purpose. 


U.8.A.—On the 24th ult. a collision occurred between 
two electric cars on the Philadelphia-Chester suburban line. It 
appears that a car was held up by fog at the time, and a following 
car ran into it, the killed and injured being variously estimated 


at between 70 and 80. 


Wallasey.—A meeting of the Wallasey Ratepayers’ 
Asscciation was held last week to discuss the proposal of the 
Council to extend the tramways to Wallasay Village. It was 
pointed out that the cost would be £87,000, that a large section 
of the inhabitants do not want the line, and finally a large vote was 
recorded against the scheme proposed. A recommendation for a 


circular route through to Liscard and Seacombe was subsequently 
passed. 


West Fife.—A representative of the firm of J. G. White 
and Co., London, who have just concluded the construction of the 
Dalmuir to Dumbarton tramways, has visited Duntermline in con- 
nection with the new tramway system for the West of Fife. Now 


that the necessary capital has been secured it is hoped that the 
work; will be hurried on. 


TELEGRAPH and TELEPHONE NOTES. 


Africa.—The rates for telegrams to Portuguese East 
Africa by Eastern Co. vid France are now as follows: —Nyassa Co.'s 
offices, 28. 8d. for each word ; all other places, 2s. 7d. for each word. 


Canada.—The Provincial Department of Railways, 
Telephones and Telegraphs for the province of Saskatchewan haa 
lost no time since its organisation in preparing to give effect to the 
policy of the Government in regard to the construction of a 
complete telephone system for the province. The Government's 
telephone legislation only became law about three months ago, 
yet already contracts have been let for the construction of 400 
miles of long-distance trunk lines; all the necessary poles, wire 
and other material for these, and tor additional lines, have been 
ordered, and scores of rural companies are in process of orgaviss- 
tion throughout the province. In a sparsely settled country such 
as the Western provinces, there is nothing that will make up for 
the great distances between people, and make rural life in those 
provinces endurable, like the telephone. 


Indian Telegraph Strike.—The Government las 


sanctioned an increase in the pay of telegraph signallers, involving 
an extra expenditure of 54 lakbs of rupees per annum. 


Paris.—The Telephone Administration is erecting à 
temporary exchange close to the General Post Office, and it 15 
hoped that the building will be ready for occupation by the end of 


this week. Telegraphic communication with places outside Paris 
has been restored. 


Roumania.—The Teleyraph Age states that the 
Roumanian Telegraph Administration is congratulating itself on 
the financial success of a new scheme, the so-called "'tejegraphic 
visiting card." This is an inland telegram which contains only 
the address and the name of the sender. These telegrams take 
the place of the congratulatory cards that are obligatory on New 
Year's Day and similar festive occasions. How popular this move- 
ment has become may be gauged by te fact that during the 
fiscal year just expired, no fewer than 322,090 of these telegrams 
were dealt with on the Roumanian State telegraph system. 


Spain.—During the spring of the present year the 
German system of wireless telegraphy has been set up at fout 
stations in Spain, situated at Almeria, Melilla, Chamartin an 
Guadalajara respectively. The two first establish communication 
between the Peninsula and Morocco, a distance of 200 km., with 
wave-lengths of 300, 600, 900 and 1,200 metres respectively. At 
Chamartin waves of a length of 350, 510 and 1,050 metres are 
employed, and at Quadalajara 600 metres. 


Telegraphic Interruptions and Repairs :— 


Cases, INTERRUPTED, REPAIRED. 
bi * * е» Маг. 9 1 ee е 

. April 18, 1908 . gept. 26, 190. 
.. June 25, 1908 .. Sept. 25, 1908. 


Port Arthur-Chifu 
Las Palmas--Arecife 
Djedda Souakim ., 
Assab-as-ouah .. 
kK wandang- Menado 
Cotonou-L&agos .. es ч 
Dardanelles-Constantinople .. 
Bitia- Rhodes 


17 Aug. Б, 100 . Sept. 8, 108. 
. Апр. 2н, 1908. Sept, 16, 10 
{7 hn Бер. 20, 1908 . Sept. 25, 190. 
* . Вер. 20, 1908 $ 


United States.—The Postal Telegraph and Cable Co., 
of America, are constructing new lines between Nevada and 
California. Work is already well advanced on the section between 
Goldfield and Tonopah, and will be carried further to Reno, Nev. 
From the latter point it will be extended over the mountains to 
Sacramento and Ban Francisco. A line will also be built vid Ely 
from Goldfield to Salt Lake City. Telegraph Agi. 
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Alderman Hour, Lord Mayor of 


Mr. I. FRANKENBURG, Mayor of 
Manchester.— Vice-President. 


Salford.—Vice-President, 


Councillor W. Kay, Manchester 
Electricity Committee.—Chair- 
man of Exhibition. 


Sm WitLIAM Preece, K.C.B.—Vice- 
President. 


The President— 
The Rt. Hon. The EARL OF DERBY, P.C., C.B. 


—À + 


Councillor W. BARRETT, Sal- 
ford Electricity Committee.— 
Deputy-Chairman of Exhibition. 


Mr. 8. L. Pearce, City Electrical 
Engineer, Manchester. — Con- 
sulting Electrical Engineer to 
Exhibition. | 


Mr. W. Davenport, Secretary of 


Mr. V. A. H. McCowrs, City Elec- 
Exhibition, 


trical Engineer, Salford.—Con- 
‚©. sulting Electrical Engineer to 
MR. C. S, NonTHCoTE, General Manager of Exhibition. Exhibition. 
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| | THE EXHIBITION. 


To-MORROW, at’ 10 a.m., the doors of from quite other parts of the country besides the Man- 

ITS ORIGIN the Manchester Electrical Exhibition will chester or Lancashire district—the idea to be worked 

AND LOCATION. be thrown open to the public. The official upon is making it known. To some extent this must 

opening, ав announced elsewhere, will be regarded as one of the duties of the management 

take place on Monday. There is no need to waste words of the E xhibition, costly and elaborate 8 the necessary 

in discusa kaner sGottononoli itabl : advertising must be if the best publicity is to be secured. 

= ЕНЕ whether Cottonopolis was 8 Su! i centre But it is also a duty of the exhibitors who, by their 
in which to hold such an event, for the enthusiasm that 


i correspondence, have for some time past been telling it 
the electrical and allied trades have shown in connection broadcast that they are exhibiting at Manchester. Yet there 


with the matter for many months past amply justifies our is no doubt that much remains to be done. We do not know 
own early expressed conviction that the vastness of elec- what steps the various corporations and supply authorities of 
trical industrial opportunities, and its high position among the area more particularly concerned have been doing to bring 
provincial manufacturing centres, stamped the Manchester the matter home to the public intelligence. Tt seems to us 
La that there might, with profit, have been an elaborate circu- 
district as a very profitable field in which to demon- M 5 
| ‚ . larising or canvassing of all power-users other than electrical, 
strate. As to whether the date is the best, perhaps that is 


accompanied with a free pass into the Exhibition, and 
a point more open to question. When the matter was first 


| some attractive publicity literature might also have been 
mooted in the meeting of the National Electrical Manu- circulated among a large number of the gas lighting 
facturers’ Association there was a deplorable spirit of consumers. We cannot believe that the importance 


indecision among those who took part in the discussione, of something of this kind has been overlooked by the 
hence it came about that the advice to get in and take authorities who are ambitions to secure benefit from the 
advantage of the tide before the great trade boom of the 5 5 chat ee to pansies from such 
district subsided, had to be disregarded. It was not, of C ee 5 

Кой | Exhibition on such а scale as this unless we get the right 
course, foreseen that Munchester's industries would have | 


people there. : 
fallen under a wave of depression by October, 1908— that is Another point that ought to be 
a thing that no-one could guard against, but according to one EFFICIENT empbasised here—and we emphasise it 
way of looking at the matter, the success of the Exhibition REPRESENTATION. because of our own experience at past 
might have been far greater had it been held one year earlier, Exhibitions—is that it is ten thousand 


though, on the other hand, we know that there are men who pities if, after "e have got the people there, we have not the 
believe that if Lancashire has a slack time in her general right reprerentatives available to talk with them about the 


І | adaptability of electricity to their own class of industry, and 
trades it may afford a more convenient opportunity for the the advantages accruing therefrom. If it should happen 


introduction of already overdue electrical installations. How- that any local electricity suppliers have come short of theit 


ever, it was not only the difference of opinion, or the spiritof ^ duty in the matter of interest-awakening, or if exhibitors 
indecision, among members of the National Association, or are not prepared with adequate efficient representation, there 
their lamentably poor numerical attendance at the meet- is still a little time to set these things right. While 
ings where the matter was considered, that hindered— the Exhibition authorities and the suppliers of electricty 


| | | сап do much to work up the desired interest, for the 
indeed, we believe that the greatest handicap that has exhibitors themselves ought to concentrate their attention 
bothered the Committee and managers has been the upon potential users by discreet circularisation. АП | 
lack of а suitable building in Manchester for such an these interests and influences operat:ng simultanen y 

"M a should produce an electrical campaign which would be 
Exhibition. Exhibitors may, however, reap advantage from thorough and effective, bringing good business to all depart- 
the fact that the premises have been expressly built suitable ments of the electrical industry, if there is that business 


for their convenience. The fixing up of guarantees always there to get—as we believe there is. 


i eae We h Ives endeavoured in 
is a more or less difficult matter, and an Exhibition scheme TIMELY the m to provide the 
which has to bear the cost of putting up special buildings, INFORMATION; electrical trade with information, which, 
and has to negotiate with so large a number of co-operating we believe, will be of interest a” 


i i : 1 i bled to 
authorities, can neither be planned in a day nor carried out value to them in the above connection. We are ena 
.. ey mar, Pri PROP Boi of re Ме 
the difficulties have been grappled with, and the Exhibition 


PCS the Exhibition in other ways; we are also indebted to 
should open under very promising circumstances to-morrow. Mr. S. L. Pearce, the city electrical engineer of Manchester, 


One of the most important things for an interesting article on the supply of power m 

MAKING IT necessary in order to ensure success bis own magnificent undertaking, showing examples К 
KNOWN. is to thoroughly awaken the interest of some of the excellent business he is doing among 100 
the engineers and industrial managers power-usere, Our readers will find а thoughtful arie 


| | f th tributo be possibilities that lie 
of the country to the fact that the show is open, and that a ыа АЕ the pare of influence 
visit thereto is likely to be followed by greater efficiency in of the Exhibition. These articles should be closely studied 


the operation of their own establishments. Whatever The plan of the Exhibition Hall, with its accompanying 
there may have been in London three years ago at Olympia, key to the respective stands, and also the article on 17 
and whatever there may or may not be there again in 1910, system of supply of electricity to the Exhibition building", 
it is certain that there never before has been, and for some S. be of service to our readers. To я з Р 
years to come probably will not be, in the provinces, another eatures we add a first instalment of an ехаш 


. ; A : whole subject of the mills of Lancashire and electric 
guch display of electrical applications as that at Fallowfields. driving. in which matter, as any tyro knows, lies one of the 
It would not surprise us if, when once the importance great hopes of the electrical industry in that part of the 
of the exhibits becomes well known, there are visitors country. 
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Ма. 8. G. CasTLE  RUsSELL.— 
Honorary Consulting Electrical 


Engineer to Exhibition. — Representative of 


Companies. 


¥ 


Mr. С. D. Tartt, Chief Engineer, 
Lancashire Electric Power Co. 


Supply 


Mr. Н. Тлгвот, City Electrica 
Engineer, Nottingham.—Repre- 
sentative of the M.E.A. and 
Nottingham Corporation. 


Ма. M. B. Fienp, Representing 
Institution of Electrical Engi- 
neers, 


Mr. C. P. Srarxs, Representing 
Institution of Electrical Engi- 
neers. 


sentative 


Mr. H. H. Berry (Berry, Skinner 
and Co. — Representative of 
National Electrical Manu- 
facturers’ Association. 


Мв. Е. Н. NALDEn (Nalder Bros. 
and Thompson, Ltd.).—Repre- 
sentative of National Electrica! 
Manufacturers’ Association. 


of 


Mr. RasHLEIGH PuHiIPPS. — Repre- 


tractors’ Association. 


Mr. H.OprPENHEIMER (International 

Electric Co.). — Representative 
the 
Manufacturers' Association, 


Mr. J. McDermottT.—Representa- 
tive of Electrical Contractors’ 
Association. 


of Electrical Con- 


Mr. Н, Bevis (General Electric 
Co., Ltd.). — Representing 


National Electrical General Exhibitors. 


! : .N.DuxLoP(British Westing- Mr. T. J. GRAINGER (Sunbeam Mun. B. гохевоттом (Electromotors, 
mn 8 M. Ae canting Ма Elec. & Mfg. Co., Ltd.).— Lamp Co.). — Representing Ltd.). — Representing General 
General Exhibitors. Representing General Ex- General Exhibitors. Exhibitors, 
hibitors, 


EE EE а И 
— ———— —!—— 


The Photographs ap- 
pearing on the first and 
third pages of this Sup- 
plement were taken as 
follows: 


Lafayette : 
Earl Derby, 

The Lord Mayor of 
Manchester, 
Messrs.'l'aite, Roles, Bevis, 
Longbottom, Grainger, 
and Field, 


Elliott & Fry : 
Sir William Preece, 
Mr. C. P. Sparks and 
Mr. 8. б, Russell, 


Stereoscopic Co,, 
London: 
Mr. Oppenheimer, 


Mr. Т. RoLES, 


City Electrical 
Engineer, Bradford. — Repre- 
sentative of Corporations sub- 
scribing to Exhibition Funds. 


Mr. A. A. Day, Borough Electrical 


Engineer, Bolton. — Repre- 
sentative of Corporations sub- 
scribing to Exhibition Funds. 


—ů——ñ— 
—————ß5rñᷓ . 


Wayland, Streatham: 
Mr. F. H. Nalder. 


Abernethy, Belfast : 
Mr. V, A. Н. McCowen. 


М. 8. Kay, Manchester: 
Mr. I. Frankenburg. 


Guttenberg, Manchester : 
Councillor Barrett. 


Brown, Barnes and Bell, 
Manchester: 
Mr. A. А, Day. 


Pendru, Nottingham 2 
Mr. Talbot, 


James Porter, Manchester: 
Councillor Kay. 


Mr. S. J. Watson, Borough Elec- 
trical Engineer, Bury.—Hepre- 
sentative cf Corporations sub- 
scribing to Exhibition Funds. 
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LIST OF EXHIBITORS AND STAND NUMBERS. 


Name of Exhibitor. 


Ashton, Harold ... 

Abbey Electric Co., Ltd. 

Adams Manufacturing Co., Ltd. 
. Aerators, Ltd.  ... 

Aero Automatic Fire Alarm Co. 
Allen, Clement ... 

Arcalia Electrical Manufactur- 


ing Co. 

Aron Electricity Meter, Ltd. ... 

Asphalt Troughing Co., Ltd. 

Asquith, Wm., Ltd. гав 

Auto Controller and Switch Co. 

Babcock & Wilcox, Ltd... T 

Bailey. W. H., & Co., Ltd. 

Bate, D. C. 299 

Bates, J. W., & Co. т 

Bateman Machine Tool Co. 

Batty, Wm., & Sons, Ltd. 

Beanland, Perkin & Co.... 

Berry, Skinner & Co 

Birch, G., & Co. .. 

Birch, J ohn, Ltd... 

Blackwell, Robert W., & Co., Ltd. 

Boddy, G. M., & Co. 

Bowden, G. Harland, & Co. 

Brady, G., & Co. 

Bray, Markham & Reise, ‘Ltd. . 

British Insulated and Helsby 
Cables, Ltd. 

British Thomson-Houston Co., 
Ltd. 

Eritish Westinghouse Co. 

Broadbent, T. W., Ltd.. к 

Browett, Lindley & Co., Ltd. 

Brown, A. G., & Co. - 

Brown, F. V., & Co. 

Brown, Boveri & Co. 

Brunner, Mond & Co 

Bullers, Ltd. s 

Ballovgh’ 8 Adjustable Rail J oint 
Support Co., Ltd. 

Burton-Griffiths, O. W., Lt ... 

Calmon Asbestos and Rubber 
Works, Ltd. 

Chamberlain & Ноокат, Ltd. 

Check Fire Door Co. F aa 

Churchill, Chas., & Co., Ltd. 

Chorlton & Knewles ds ‘ 

Climax Fire E Co.. 

Clipper Belt Hook Co. 

Collier, J., & Co... 

Combination Metallic “Packing 
Co., Ltd. 

Concordia Electric Wire Co., 


Congdon & Muir.. 

Consolidated Pneumatic 
Co., Ltd. 

Crossley Bros., Ltd. 

Crypto Electrical Co 

Cunliffe & Croom, Ltd. ... 

Cutler, Wardle & Oo., Ltd. 

Daniels, T. H. & J., Ltd. 

Diesel Engine Co., Ltd. 

Direct Gas Fuel Co. z 

Dowsing Radiant Heat Co., Ltd. 

Dryden & Со. ... i 

Dugdill, J., & Co. 

D.P. Battery Co., Ltd. ... 

Dey Time Registers 

Drake & Gorham, Ltd. ... 

Ebonestos Manufacturing Co. 

Eckstein, Heap & Co 

Edison & Swan United Electric 
Light Co. 

Electrelle, Ltd. E" 

Electric aud Ordnance Acces- 
sories Co., Ltd. 

Electric Jourudt z 

Electric Ritle and Target Co., 
Ltd. 

Electrical. Engineer 

Electrical Engineering 

Electrical Field... T 985 

Electrical Power Storage Co. ... 


Too | 


Stand 
Nos. 


263 
2044 
1304 
125 
19 
303 
136 


131 


234 


27 
182 


206, 195 
182 
292 

67 
273 

300, 3014 
262 
25 


209 


174 
225 


269 
302 
296 
265 
34, 350 


| Name of Exhibitor. 


Electrica! Press, Lt. 
ELECTRICAL REVIEW 
Electrical Times . 
Electrician Printing and Publish- 
ing Co., Ltd. 
Electromotors, Ltd. 
Elliott Bros. ее 
Emmott & Со., Ltd. 
Engincer, Ltd. 
Ernst, F., & Co. . 
Evans, E. M., & Son 
Evershed & Vignoles, Ltd. .. 
Falk, Stadelmann & Co., Ltd. 
| Faulkner, John ... sa ae 
Ferranti, Ltd. ... 
| Galloways, Ltd.. 
, General Electric Co. hs Ltd. 
Gilbert Arc Lamp Co. 
| Goodalls .. а 
Green, Е. ‚& боп, Ltd.. 
Grevener, J. & H. 
Hacking & Co.,Ltd. .. 
, Halcrow, J. (Neuremberg En- 
gine Co. ) 
Hall, J. P., & Co. 
Hans Renold, Ltd. А 
Hart Accumulator Co., Ltd. 


‚ Heatly Gresbam Engineering | 


Co., Ltd. 
Hebblethwaite Bros., Ltd. 
Heenan & Froude + 
Herbert, Alfred, Ltd. 

' Hodgkinson, Jas., Ltd. 
Hoffmenn Manufacturing Co., 
Ltd. 
Hopkinson, J., & Co., Ltd. 
Howden, J., & Co. ба 
Howell, W. R., & Со. ... 
Hart Accumulator Co., Ltd. 
International Electric Co. 
International Time Record ing 
Co. 
Keith & Blackman Co. T 
' Kennedy Bending Machine Co. 
| Kennedy, Glenfield A., Ltd. 
Kent, Geo., Ltd.. 
Kenyon, Alex. ‚& Со. 
' Kerr, J., & Co. a 
Key Engineering Co. ... 
Kirkpatrick & Rastall ... 
Lancashire Dynamo and Motor 
| Co., Ltd. 
Lancashire Electric Power Co. 
Le Carbone 
Lea, J. E... 
| Liverpool Electric Cable Co., р 
Ltd. 


Lomax, Kendal, J., & Co., Ltd. 
Ludw. Loewe & Co., Ltd. В 
Luke & Spencer, Ltd. 
Luke, H., Ltd. ... 
Lyle Trading and Manufactur- 
iug Co., Ltd. 
McDermott, R. W. as 
McPhail & Simpson, Ltd. 
Manchester Corporation Elec- 
trical Department 
| Marples, Leach & Co., Ltd. 
| Marshall, Percival, & Co., Ltd. 
| Massey, B. and 8. hod 
‚ Matthews & Yates 
Mawdsleys, Ltd.... 
Mealey, Thos. H. 
Meyer & Schmidt Е 
' Mills, J., Ltd., Exors. of, 
Mirrlees, Bickerton & Day, 
Ltd. 
Mirrlees, Watson & Co., Ltd. 
Mitcham Electric Fan Co., Ltd. 
Morgan Crucible Co, Ltd. 
Morris-Hawkins, Ltd. 
Morton & Co. т 
Morton Auto- Stoker Co. 
‚ Musgrave, J., & Sons, Ltd. 


, Nalder Bros. & Thompson, Ltd. 


= 
| 
| 


| 


| 
Stand 
Nos. 


165, 126 


113 
190. 213 
191 
183 


74 
186. 218 
5,6 
117 


d 
Je 
p-3 
aJ 


104, 105 
144 
282 
109 
284A 

203 
55, 8 
277 
244A 


— T ——— P — — — — 


244 
124 
177 
107, 108 
220 
е. 5 


168 216 


Name of Exhibitor. 


Stand 
Nos. 


National Boiler & General Insur- 
ance Co., Ltd. 

National Gas Engine Co, Ltd. 

National Telephone Co., Ltd. ... 

New Gutta Percha Co., Ltd. 

Noyes, O. J. bus 

O'Brien, R., & Co. " 

Oliver Arc Lamp Co., Ltd. 

Oliver Machinery Co. 

Parmiter, Hope & Sugden 

Parsons, C. A, & Со. ... 


Pearn, Frank, & Co., Ltd. 


Pearson & Co. 

Phillips Commutator Grinder 
Co., Ltd. 

Phillips, J. W. and C. J. 

Pike Adding Co.. 

Pinchin, Johnson & Co, | Ltd. 

Pollock & McN ab, Ltd. .. 

Post Office, Manchester - 

Power Plant Co., Ltd. ... 

Premier Electric аро Со. 

Price, Chas., & Son 

Pritchette & Gold, Ltd... 

Proctor, Jas., Ltd. i 

Price's Patent Candle Co., Ltd. 

Rapid Magnetting Machine Co. 

Redman, C., & Sons . is 

Reyrolle, А, & Со. 7v» 

Rhodes, J., & Son, Ltd... 

Richards, Geo., & Co. 

Ripolin, Ltd. 

Robertson Electrie Lamps, Ltd. 

Robinson, Thos., & Son, Ltd. 

Rochdale Electrical Co., Ltd. oe 

Ross, Hotchkiss, Arthur, Ltd. ... 

Salford Corporation К 

Sanders, Rehders & Co.... 

Schaffer & Budenberg, Ltd. 

Scott & Hodgson... 

Secor Typewriter Co., Ltd. 

Shaw, J., & Son, Ltd. : 

Siemens Bros. Dynamo Works, 
Ltd. | 

Sisson, W., & Co., Ltd. .. -— | 

Small & Parkes ... ө | 

шо! Power Dynamo and Motor : 


Smith, Frederick, & Co. 
Standard Machine Works, Ltd. 
Standard Metal and Engraving 
Co. 
Steintbal & Boydell, Ltd. 
Stockall Brooks Time Record- 
ing, Ltd. 
Stubbs, Joseph, & Co., Ltd. 
Sub-Btation : — ... 
Ferranti, Ltd. 
General Electric Co., Ltd. 
Bruce Peebles & Co., Ltd. 
British Westinghouse Co., Ltd. 
Sunbeam Lamp Co., Ltd. сай 
Supplies, Ltd.  ... " 
Synchronome Co. 
Taylor, Garnett Evans & Co. Ltd. 
Taylor, Tunnicliffe & Co., Ltd. 
Thomas, Bertram 
Traun, Dr. Heinr., & Sons 
Triumph Stoker, Ltd. ... 
Union Electric Co., Ltd. T 
Union Standard Machine Co. ... 
United States Metallic Packing 
Co., Ltd. | 
Vincit Co. > TPE 
Von der Heyde, Bennett J. — t 
Walsall Hardware Manufac- 
turing Co. 
Wallwork, H., & Co, Ltd. .. 
Wellman, Seay er & Head, и 
Whipp & Bourne “ 
Wilson, L. E, & Со. ... | 
| wort & Sons, Jocn, Ltd. et 
| Worthington Pump Co.... bee 
| Wright, Alex., & Co. е t.. 


— 
— o — 


279 


271 
65 


235 
170, 172 
95 
30 
52 
300, 301 
217, 187 
45, 23 


200, 203 
138 
272 

172, 119 

63 


185 

192 

9 
175, 231 


| 193, 208 


94 


шай. 
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SOME EXHIBITION ARRANGE- 
MENTS.. 


xhibitors’ 
ntrance 
intrance. 


fain 


THE Exhibition will open on 
| Saturday, October 3rd, at 10 a.m., 
THE OPERING and will be open daily (Sundays 


ARRANGEMENTS. excepted) until Saturday, October 
Бра 318, from 10 am. to 10 p.m. 

* [ зев 2$» зоо 30! 303 — — тта б To-morrow there will be а керш of Press repre- 
— — < sentatives by the Committee and Management in the 


E T a Welcome Olub at the Exhibition, followed by a Press 

_ we, z luncheon in the Dining Hall. On Monday morning 

3 р next, October 5th, the Lord Mayor of Manchester 
* 2% will officially open the Exhibition at noon, and will 
s As the Dining Hall is not considered large enough to 


os 
Office 
General 
anager and 
Secretary's 
Office 
Public 
T'phone. 


123 122 121: 120 119 


afterwards lunch with the Committee at 1.30 p.m. 
accommodate the guests and the whole of the 
exhibitors, the latter have been informed that tbe 


А charge to them for either of the luncheons named will 
~ be 10s. 6d. eacb, inclusive of wine. 


- We do not propose in this issue to give any 
ү detailed forecast of exhibits, as we think that the list 
of exhibitors will convey a good deal, but as the 
result of inquiries that we have been making, 
we are able to state that there will be a varied 
and representative collection of electrically- 
driven machinery and tools, electrical and steam 
engine and bciler plant and apparatus, switch - 
gear, economisers, stokers, batteries, electrically- 
driven pumps, as well as multifariors lamps 
—arc, incandescent and  metal-filament—switches, 
and general electric lighting, power, telegraph 
and telephone material. 

During the month a number of gatherings are to 
take place in the Exhibition buildings, which will 
bring together those who may be expected to learn 
many useful things at & show of this kind, not 
the least useful being where to place their orders 
in fature. | 

It is intended to issue a daily programme of band 
music, and on this any notices of probable visits or 
meetings will appear. 

The Northern Section of the Electrical Contractors' 
Association will meet on Saturday October 17th, at 
11 a. m., and а propagandist meeting" is announced 
to follow. This meeting is to be open to all con- 
tractors, and the objects of the Association will be 
explained. 
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The Stand reserved Ыы Re 

Pearce’s own department will have 

MANCHESTER no special EE it being occu- 
CORPORATION. [ied with an office from which 
suitable literature can be distri- 

buted; this will include all descriptions of can- 
vassing publications to satiate the thirst of an 
inquiring public whose interest has been worked 
| up to the proper point; naturally it is also hoped 
A that many inquiries frum probable customers will 
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be handled here. The office will contain plans 
and photographs illustrative of the generating 
stations, and, indeed, of the Manchester electricity 


system in general. 


158 


25 


This company's exhibit EE 
entirely of maps, diagrams an 

LANCASHIRE Bote pd There will be 
ELECTRIC Р | 

a large size scale map showing 

POWER CO. =the area over which the company 

have powers to supply, and the 

position of their mains. The photographs in all 

cases will be those of installations wbich are at 

present supplied from the system, but generally 

speaking this Stand will consist simply of an office. 

May there be & host of power-consumers inquiring 

here, to help the company to secure its long-delayed 

commercial success. 
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On the Stand of Messrs. Rey- 
role & Co., Ltd., among other 
OTHER things, there will be an exhibit 
MATTERS. of the Merz-Price patent system 

ö for the protection of large 
transmission schemes, shown under working con- 
ditions. Heavy currents will be passed through the 
connections made to represent a section of a power 
scheme, including two sub-stations and a generating 
station, and teste will be made to prove the reliability 
of the system when acting under fault conditions. 
Messrs. Bullers, Ltd., will show insulators for m.T. 
work, and will carry out a series of experiments 
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Lavatory 


— тез Room ин with currents up to 75,000 volts pressure, using а 

A’ Westinghouse transformer with 5,000-volt steps. 

Extensi The experiments will show piercing tests, and will be 
ension of Dining Room. Dining Room carried out under working conditions as far as 


ssible with a stream of water falling on the insu- 
lator, for instance, representing а tropical rain- 
fall, such as their insulators are designed to work 
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THE ELECTRICAL SUPPLY TO THE MANCHESTER EXHIBITION. 


For the purposes of general illumination and for supplying 
the various power and lighting requirements of the 
exhibitors, it has been necessary to erect & sub-station, 
which is located practically in the centre of the Exhibition 
building, and will form an exhibit of considerable interest. 
Two of the existing *15 sq. in. E. H. T. 6,500-volt three-phase 
feedera from Stuart Street are diverted and brought into 
the sub-station ; and the following converting and trans- 
forming plant is provided for the D.C. requirements :— 

One 700-Kw. rotary converter, complete with starting 
induction motor and А.С. booster on the one shaft, by the 
British Westinghouse Co., Ltd. 

One 800-Kw. three-phase static transformer for the 
above. . 

Опе 600-Kw. three-bearing type motor-converter, by Bruce 
Peebles & Co., Ltd. (A reference to this appears on p. 553.) 

One 500-Kw. two-bearing type induction motor-generator, 
by the General Electric Co., Ltd. | 

Each of the above sets is arranged for three-wire 
balancing. They, with the switchgear, are respectively 
representative of the most modern practices obtaining 
to-day, 

For the a.c. reqnirements the following static trans- 
forming plant is 
provided by the 
British Westing- 
house Co. :— 

Three 250 -K. v. A. 
units, ratio 6,500 / 

400. These are mesh 
connected on the 
primary side, and 
in order to pro- 
vide a neutral, are 
supplied on the 
secondary side with 
three intercon- 
nected star balanc- 
ing coils for the 
lighting supplies at 
230 volts. 

The E. H. r. and 
L. T. switchgear for 
controlling the sub- 
station equipment, 
as well as the whole 
of the various D.C. 


gupporting the roof principals. Two р.р. boards аге pro- 
vided at each feeding point, the middle wire being split 
between the two. In all twenty-four P. P. boards have 
therefore been required. | 

Twelve ways are provided on each board, and each is 
capable of carrying 80—40 amperes. 

In a somewhat similar manner the А.С. feeder circuits of 
*075 sq. in. section, comprising four single conductors, are run 
to four points in the building, where the three-phase 
distribution fuseboards are fixed. The latter are of & 
similar type to the р.с. boards, and all have been provided 
by Mesars. Reyrolle & Co., of Hebburn-on-Tyne. 

In addition, there are some eight circnite ranging in 
capacity from 25 to 150 amperes in connection with the 
glow lamp illumination of the front, and the domestic 
lighting of the main building. 

The service mains to the stands are all run overhesd 
from the several distribution boards as required, the mains 
being brought down the building columns to the exhibitors’ 
switchboard, on which the main switches and fuses and 
meters are mounted by the management. | 

The whole of the switchgear for controlling the supplies 
to the stands is of the fool-proof type supplied by Messre. 

Berry, Skinner and 


In the case of 
some dozen exbibi- 
tors who require à 
large supply, under- 

round mains are 
laid direct to their 
respective stands, 
and they are con- 
trolled directly 
from the sub-sta- 
tion distribution 
nels. 

It is anticipated 
from the applica- 
tions receiv 
the demand on the 
gub-station for 
power and lighting 
purposes, A.C. 
D.C., will amount 
to some 1,300 
kw. The whole of 


and a.c. distri- A View ОЕ STUART STREET GENERATING STATION. the wiring of the 


buting feeder cir- 
cuits, arc lighting and domestic circuits for the 


Exhibition, have been supplied by Messrs. Ferranti, Ltd., 


of Hollinwood. 

The E.H.T. gear is completely enclosed in concrete cells; 
it comprises eight complete panels, and possesses many points 
of interest. 

The L. r. panels call for no special comment. 

It should be mentioned that the whole of the sub-station 
equipment has been built to comply with the Manchester 
Corporation requirements, and to its standard speci- 
fications. 

Single-core cables for wiring up the machines to the 
switchboards are run on insulators provided beneath the 
flooring of the sub-station. 

On account of the somewhat limited space available, and 
the particular construction of the Exhibition building, the 
general lay-out of the sub-station has been a matter of some 
little difficulty. The result, however, is such that a mini- 
mum space is occupied without unduly cramping the plant, 
and on three sides the sub-station is open to full inspection 
by the general public. | 

From the sub-station, 12 three-wire D.c. feeder circuits, 
each of 25 sq. in., 125 sq. in., 25 sq. in. section, are run 
underground before rising up to the distributing fuseboards. 
These latter are of the ironclad, and totally enclosed type, 
and are mounted high up on the uprights of the building 


building as thus far 
described has been almost entirely carried out bj the 
electricity department of the Corporation. 

Some 16 circuits control the general illumination of the 
building. For the interior, 44 flame arcs and 10 encl 
arcs have been supplied by Messrs. Oliver Arc Lamp Co., 
the General Electric Co., and the Gilbert Arc Lamp Co. 

For the front exterior of the building, as well a8 for 
the approach road lighting, 24 flame arcs have been 
supplied by the Gilbert Arc Lamp Co., and the British 
Westinghouse Co. О, 

The wiring contract in connection with the arc circuits, as 
well as the general domestic lighting of the dining room, 
tea room, Welcome Club, &c., have been carried out by Mr. 
J. Lomax Kendall, of Manchester. | 

In addition to the arc lighting of the front of the build- 
ing, several hundreds of coloured lamps will be for the 
decoration and illumination of the front, and of the tet 
which form an effective foreground to the site. This por- 
tion of the work was entrusted to Messrs. Pearson & Co., 
of Manchester. 

The interior arc lighting of the building is arranged on 
16 circuits, eight of which may be termed the “ emergency 
circuits. An alternative supply to these latter has been 
provided for from Messrs. Croesley's gas engine exhibit, 2 
the event of any failure at the sub-station. the 

In conclusion, it should be added that the whole of 
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work incidental to the lighting and power supplies and general 
illumination of the building has been planned by, and carried 
out under the supervision of, Mr. S. L. Pearce, the Man- 
chester city electrical engineer, with whom has been asso- 
ciated as joint consulting engineer to the Exhibition manage- 


ment Mr. V. А. Н. McCowen, borough electrical engineer of 


Salford. Mr. A. Wilkinson, of the Manchester Electricity 
Department, has been in charge of the work on the site. 


—̃— ES) 
THE POST OFFICE EXHIBIT. 


THe General ,Post Office (Engineer-in-Chief's Office) will have a 
representative exhibit of departmental instruments and apparatus 
of interest to telegraph and telephone engineers. | 

_ The historical apparatus forming the chief part of this exhibit 
includes the following :—Early form of lead-covered cable laid at 
Chalk Farm in 1840. Specimen of first submarine cable wire laid 
between Dover and Calais, 1850—ріскей up 1875. Sheerness Fort 
cable, recovered 1900. Samples of 80-wire cable laid between 


Bristol and Churchill; of 162-wire cable laid between Bith and 


Bristol ; of 24-wire cable laid between Churchill and Weston ; 
of:39-wire cable laid between Exeter and Tavistock. Piece of 
telegraph pole damaged by woodpeckers. An example of the 
preservative power of paint. Specimen punching sticks for 
Wheatstone perforator. Commutator tappers worn by fingering 
during 10 years’ use. Dering's siogle-needle instrument, 1852. 
Gloesener's single-needle instrument, Bright’s bell or double-plate 
sounder.  Breguet's A.B.C. receiver. Wheatstone's A. B. C. type 
printer. Henley & Forster’s magnetic Morse transmitter. Gower- 
Bell telephone, early form. Bell telephone, early form, 1879. 
Bell receiver A. G. B. telephone with bell. G. B. telephone with 
relay and neckpiece. Harmonic telegraph receiver. Tangent 
galvanometer, old form. Hughes typewriting instrament 
(pneumatic). Sounder and gal vanometer combined, old form. 
Sounder and gilvanometer combined, old form. Direct sounder 
with galvanometer. American sounder. Sounder, present type. 
Pony sounder. Varley's testing set. Double plate lightning 
protector, early form. "Tube form of lightning protector. Varley's 
carbon lightning protector. 
Mica disks for circular plate lightning protectors. Protector, 
present type. "Telephone clock from fire caused by lightning at 
Truro P.O., 1903. Test tablet fused by lightning. Wheatstone 
receiver recovered after fire in Manchester P.O. Lodge magnifying 
telephone instrument, designed in 1898, for magnifying the electric 
impulse received on the parallel-wire system of wireless telegraphy, 
and for giving an audible calling signal on electric bell or other 
indicator. Varley’s relay. Crossley telephone set, with early form 
Bell receiver. Adbank magneto Bell generator. Single-needle 
шеташе, early form. Varley testing set. Varley's vacuum 
ightning protector, early form.  Quadruple air-space cable, 
ie wires, 150 lb. copper. Serrated plate lightning protector. Point 
үп protectors. Orfordness submarine cable as re-made for 
rish Channel, 1853-66. Edison telephone receiver. Strangways 
telephone transmitter. Edison telephone: button transmitter. 
Cables, Eight mounted specimens. Maltiplex tongue relay for 
quad working. Incrementer quad relay. 

ere will also be the following complete working circuits as 
used by the British Post Office:—Single-current sounder and 
рою circuit; quadruplex telegraphy; Wheatetone duplex with 
ast-speed repeater; central battery system representing an 
Omnibus circuit; central battery duplex circuit. 


rr! . — 


THE SUB-STATION SWITCHGEAR. 


SUPPLEMENTING the brief notes given in the article appearing 
on the previous page on the sub-station equipment, we may 
Say that the high-tension and low-tension switchboards have 
been constructed by Messrs. Ferranti, Ltd., and are typical 
of the latest up-to-date design of switchgear for controlling 
Converting machinery, for taking a three-phase supply at 6,600 
volts, and delivering direct current at 400 to 500 volts. The extra 
high-tension switchgear is of the compartmental design, i.e., it con- 
sists of vertical columns of reinforced concrete cubicles in which 
the details of the high-tension gear are located and isolated from 
each. other. The compartments are closed in front by i in. 
Planished steel sheets, and atthe back by iron floors, The switches 
ate operated by handles projecting through the planished steel 
sheets in front of the switchboard, thus the whole arrangement is 
eminently safe against accidental contact and fire risks. 
Switchboard consists of two feeder panels, one motor-converter 
репе one rotary-converter panel, опе motor-generator panel, and 
oil brane ormer panel. All the switches are of the automatic 
with type, those on the feeder panels being fitted 
ind no-volt release attachments, while the converter and 
inei ormer switches operate in conjunction with Ferranti's 
афу time-limit relays. The latter switches are also 

ae with additional contacts, so that the high-tension 
пс P of the converter is initially closed through a water resist- 
tnis vitis purpose of avoiding sudden electrostatic potential 
instant ing thrown upon the winding of the machinery at the 
nt of closing circuit. Provision is made for entirely cutting 


off any panel fro th : f 
panel dead at w i e bus-bars, and thus rendering any particular 


Circular plate lightning protector. 


This. 


‘and ring-doubling frames. 


. DISTRIBUTION BOXES AT THE 
E EXHIBITION. 


THE distribution boxes which are to be seen in various {в of 
the Exhibition have been. supplied by Messrs. A. Reyrolle & Co. 
There are about thirty in all, and the majority of them contain 
12 double-pole 30-ampere ways. The boxes are of the cast-iron pattern, 
with which the name of this firm is now associated. Each set o 


REYROLLE DisTRIBUTION Box, 


contacts and fases is mounted on a separate slate base. The main 
feeders couple direct to the bus-bars from the underside, and the 
branch feeders from both poles lead out at the top. The fittinga 
are mounted on two different planes, in order to allow the cable 
connections for the bottom row to clear the top row. Qu 


THE BROWN-BOVERI SYSTEM OF RING- 
SPINNING. 


` MESSBS. Brown, Boveri & Co., as ia well known, have devoted 


much attention to the application of the electric drive to 
textile machinery, and the special consideration which has 
been given to the matter of ring spinning, has resulted in the intro- 
duction of à system in which the speed of the frame is varied, so 
that the tension of the yarn as it leaves the nip of the rollers is main- 
tained constant. 

Three main objects are attained by varying the speed ; these are 
(a) by keeping the tension on the thread at this point always con- 
stant, the spinning is better and more uniform; (b) by maintaining 
a steady tension below that of the maximum attained when running 
at constant speed, fewer ends are broken; (c) by increasing the 
speed when spinning on the full diameter of the cop (which is 
necessary to keep this tension constant), the average speed is con- 
siderably increased, and an increased output from the frame of some 
15 per cent. is obtained. 

A specially designed single-phase repulsion motor is employed, the 
speed of which is automatically controlled through a mechanism 


driven from the “heart” shaft or by an automatic slow speed 


motor which slowly pushes the brushes on the commutator as the 
bobbin fills up—according to the shape of cop intended. 
- The motors can be ruh on-a three-phase supply; speed variation 


is effected simply by moving the brushes on the commutator, no 


resistances or other external devices being employed. . У 
The system of working is also applicable to all types of spinning 
frames, the automatic gear being designed so as to vary the speed 


according to the requirements of the particular frame, the yarn, 


counts, and shape of cop. 
Messrs. Brown, Boveri had set to work about 1,000 of these 


motors up to August last, 800 of which are driving ring-spinning 
Details of the system are fully get out 
in a pamphlet recently issued by the firm, and, in conjunction with 
their exhibit at Manchester, ought to attract. considerable attention. 
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POWER IN THE MANCHESTER DISTRICT. 


Ву S. L. PEARCE, A. M. I. C. E., M. I. E. E., M. I. Mech. E., City Electrical Engineer, Manchester. 


Wir the possible exception of the district situated on the 
north and south banks of the Tyne, there is hardly likely to 
be found a better area for electrical power distribution than 
that of which Manchester forms the centre. 

In the city itself are the large newspaper offices, with 
morning, noon and evening issues, and innumerable ware- 
houses and workrooms, with their many and varied 
demands. : 

Just outside the city proper are the large works and 
mills, with their hundreds, and sometimes thousands, of 
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The principal industries may be summarised under the 
following headings :— 

(a) Textile trade, including spinning, weaving, bleaching, 
dyeing, finishing, and skirt, blouse, mantle and cap manu- 
facturing. 

(b) General and electrical engineering and motor-car 
works. 

(c) Rubber works. 

(d) Woodworking and box-making. 

(e) Chemical works. 
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Fic. 1.—Map or MANCHESTER AND SURROUNDING DISTRICTS. 


horse-power ; and continuing on to the outskirts of the 
area, for one industrial] purpose or another, are demands for 
power which electricity can readily supply. 

The area of the district in which the Corporation supply 
mains are actually laid is approximately 25 square miles, 
whilst the area of the district over which powers to supply 
are held is 44 square miles. In the latter area are included the 
districts of Heaton Norris, Levenshulme, Gorton, Denton, 
Audenshaw, Droylsden and Failsworth, which are outside the 


boundaries of the city. 


The writer has endeavoured to form an estimate of the 
total power requirements in the Manchester area, and 88 8 
result of his investigations, he estimates that the total 
power installed in the district for industrial purposes 
exceeds 750,000, and probably will not fall far short of 
1,000,000 H.P. 

Fig. 1 is a map of the Manchester area in relation to the 
surrounding districts, distinguishing between those areas 
which are within and without the city. 

Fig. 3 isa plan of the area of supply showing generating 
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PHASE Marys. 


FIGURE REFERENCES FOR PLAN OF E.H.T. 
MAINS (FIG. 2). 


No. From Stuart Street— 
l. To Rusholme and Fallowfield. 
2 » Withington and Didsbury. 
8. 99 os 97 
4. „ Rusholme and Polygon. 
5. „ Moss Side. 
6. " ” | 
7 » Whalley Range and Chorlton. 
8 97 LET 57 э 
9. Through Polygon to Dickinson Street. 
10. T n T m 
11, To Levenshulme and Heaton Norris. 
12. ” ” ” „ 
18. „ Bennett Street. 
14. » ” 7 
15. » Polygon. 
16. » Bennett Street. 
17. Through Johnson & Nephew's Carruthers Street 
Mill to Oldham Road and Sherbourne Street. 
18. To Sherbourne Street. 
19. » Oldham Road. 
20. Through Bannerman Mills to Oldham Road. 
21. To Queen's Road and Cheetham Hill. 
23. 99 „э 97 uu Д) 
28. 9 ?1 8 
24. » Harpurhey, with tees to Bellhouses. 
25. » Т " 0 
26. „ Newton Heath. 
27. Through Mather & Platt’s to Newton Heath. 
28. To Openshaw and Denton, with tees to Kenda 
and Gent. 
29. » Openshaw and Denton, with tees to Kenda 
and Gent. i 
80. Through Armstrong, Whitworth's to Openshaw. 


81. From Openshaw to Beyer, Peacock & Co.'s. 
82. y 


99 ДІ 97 99 
88. „ Oldham Road to Shaw, Jardine's. 
84. » LL) 55 ” ” 
35. » Didsbury to Hans Renold. 


77 э? . 3) 
87. » Newton Heath to Johnson, Clapham & Morris's. 


39. » Stuart Street to Dickinson Street direct. 

40. » oe ээ LL » Ы) 

41. » Harpurhey to Levinstein. 

42, 77 Уз 3j and tee to Connolly's. 

18. „ Stuart Street to Armstrong, Whitworth's new 
sub-station, and then on to old sub.station. 

41. » Stuart Street to Oldham Road. 

45. „ Queen's Road to Irkdale Printing Co. 
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Fic. 4.—SUB-STATION aT THE WORKS OF R. JOHNSON AND 


stations, sub -sta- 
tions, and routes of 
extra-high - pressure 
three-phase mains. 

Fig. 2 is a plan 
of the k. H. T. mains 
laid up to the 
present time. 

The Stuart Street 
station was prim- 
arily built and 
equipped to furnish 
some 20 motor- 
generator sub-sta- 
tions with three- 
phase current, which 
is converted into 
continuous current 
and distributed to 
thetramway feeders, 
and to the lighting 
and power  net- 
works. 

During the last 
two years, as a result 
of a forward policy 
on the part of the 
Electricity Com- 
mittee, there has 
been a very con- 
&iderable accession 
to the power load on 
the stations, notably 
by the addition of 
larre consumers who 
have been connected 
up directly to the 
three-phase mains. 
Sub-stations have been 
installed on the con- 
sumers’ premises, and 
the works have been 
supplied with direct or 
alternating current as 
required. It is an- 
ticipated that by March 
31st next the three- 
phase power supplies 
for industrial purposes 
wil total 20,000,000 
units. 

For the year ended 
March 3180, 1906, 
the power sales 
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reached 7,006,574 unite, and the equivalent horse-power 
connected was 12,110. 

At March 81st, 1908, the power sales had increased to 
20,608,659 units for the year, and the horse-power connected 
to 25,864. Since the latter date, further business has been 
acquired, and there is every indication that manufacturers 
prefer, where possible, to take their power requirements from 
public supply mains, rather than install independent planta. 

The principal applications of electrical power attached to 

_the Manchester supply mains are as follows :— 


Spinning. 

Weaving. 

Dyeing. 

Finishing. 

Engineering. 

Foundry and smithy 
work. 

Woodworking (Cabi- 
net making, Saw- 
ing, Turning, Box- 
making, &c.). 

Bewing Machines 
(blouses, skirts, 
&c.). 

Plaiting and lapping. 

Chemical - manufac- 
ture. 

Wire-drawing. 

Oable making. 


Rope-making. 

Corn milling. 
Painting. 

Rubber manufactur- 


ing. 

Laundry work( Wash- 
ing, Ironing, Glaz- 
ing, &c.). 

Baking. 

Pumping. 

Ventilating. 

Lifts, Hoists and 
Travelling Cranes. 

Air Compressing. 

Refrigerating. 

Vacuum Cleaning. 

Brewery Machinery. 

Bottle Washing. 


5.—SUB-STATION AT THE WORKS OF ARMSTRONG, WHITWORTH & Co. 


Grinding (Cutlery, 
&o.). 


Mortar Mills. 
Btone-ctushing. 
Bootmaking and Re- 
Oil and | Paint Manu- 
facturing. 
Dairy Work. 
Brush-making. 
Engraving. 
Dentistry. 
Guillotines. 
Electric Pianos. 
Organ-blowing. 
Potato-washing. 
Heating. 
Cooking. 
Medical Apparatus, 

Fige. 4, 5 and 6 
are typical of & 
three-phase statie 
transformer, а con- 
verter, and a motor- 
generator  sub-sta- 
tion respectively om 
consumers’ pre- 
mises. 

The Corporation 
contracts to provide 
the н.т. and L.T. 
switchgear, and the 
transforming orcon- 
verting plant, pay- 
ment for which i$ 
included in the rates 
quoted for supply. 

Needless to 887, 
when the con. 
ditions will allow, 
special prices are 
quoted for large 
power supplies, and 
an agreement 
tween the consumer 
and the department 
is entered into fot 
periods of 5, 7,9 
10 years. 


Fic. 6.—INTEBIOR VIEW OF SUB-STATION AT THE Works or MaTHER & Pratt, LTD. 
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For ordinary power requirements, the rates vary on a 
sliding scale according to load factor from 11d. to 7d. 
The motor hiring system has also assisted in the develop- 


ment of a power load for the district. At March 81st last 


there were 966 motors out on hire, totalling 4,378 H. P., and at 
the present date these figures have been respectively increased 
to 1,009 and 4,512. 

As some indication of the trend of events, it may be 
mentioned that the following well-known and representative 
firms have found it advantageous to take their power require- 
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Fic. 7.—THE ABMSTRONG, WHITWORTH SvuB-STATION. 


ments from the Corporation mains, in the majority of cases 
to the exclusion of their own steam or electrical plant, and in 
other cases as extensions to existing plants : — 


Mestrs. Armstrong, Whitworth Engineers. 

Messrs, Beyer, Peacock Locomotive Works. 
Messrs. Kendal & Gent Machinists. 

Messrs. Hans Renold .., T | | 
The Fine Spinners' Association, 

The Bannerman Mills Со. ... Textile Mills. 
Messrs. Andrew & Bramhall) 
Mesers. Mather & Platt 

Messrs. Levinstein — ... ә 
Меватв, Johnson & Nephew |... 
Messrs. Bellhouse — .. T 


. Electrical Engineers, &c. 
Chemical Works. 
Wire Rolling Mills. 
Timber Yard. 


The idea of holding an Electrical Exhibition in Manchester 
was first suggested by the writer in his Chairman's Address 
before the Local Section of the Institution of Electrical 
Engineers in 1905, as he was convinced that if only the 
advantages and the adaptability of the electrical drive could 
be brought before the notice of the many manufacturing 
interests in the district, there was certain to be a great 
development in the use of electricity, which would not only 
benefit the supply undertakings in the surrounding neigh- 
bourhood, but the electrical industry generally. 
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Fia. 8.—SuB-STaTIon АТ К. Jonnson & NgPHEW'S WORKS. 


We have a subject in which an interest and enthusiasm 


. is, or ought to be, awakened with little effort; and a field 


which ought to yield excellent results. 
At this date, when we are actually in the midst of the 


great pressure of work that devolves upon us all in con- 


nection with the initial stages of so large an undertaking as 
the Manchester Electrical Exhibition of 1908 has become, 


-it only remains to urge that all shall work together with 


zeal and energy to ensure everything being completely 
successful to the electricity supplier, the electrical manu- 
facturer, the seller of material, and the electrical contractor 
—indeed, to every department of the electrical industry,. 
especially in Manchester and district. 
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POSSIBILITIES FOR THE DEVELOPMENT OF ELECTRICAL METHODS 
IN AND AROUND LANCASHIRE. - 


By A MANCHESTER ENGINEER. 


THE near approach of the date fixed for the opening of the 
Electrica] Exhibition in Manchester raises the important 
question of the scope that remains for electrical enterprise, 
not only in Manchester and district, but also in Lancashire 
and the near counties. It is the object of this article to 
indicate briefly the possibilities for the sale of electrical 
plant for use in the staple industries of the Lancashire 
district. These industries may be briefly summarised as 
follows :— 

(a) Textile industry in all ite branches. 

(b) Heavy engineering and machine tool manufacturing. 

(c) Colliery working. 

(d) Chemical industry. 

The demand for power represented in the aggregate by 
the above-mentioned industries is enormous. The spinning 
mills of Lancashire are alone estimated to be using fully 
500,000 E. P., and the allied trades such as weaving, bleach- 
ing, printing, dyeing and finishing cannot fall far—if at all— 
short in their use of mechanical power. Hence in the textile 
industry alone we find that the power used totals not less 
than 1,000,000 н.Р. 

There is here, then, an enormous field for electrical enter- 
prise, seeing that it has recently been shown that only 6 per 
cent. of the Lancashire spindles are at present driven elec- 
trically. Put into figures, this represents 30,000 H. P., with 
.& capital value in generators, motors, cables, &c., of about 

.£250,000. 

Weaving sheds have probably not adopted electrical 
methods to even 6 per cent. of the total power reqnired, 
although owing, generally speaking, to the smaller power of a 
weaving-shed engine this class of work offers better oppor- 
‘tunities to a supply from the public mains than does a 
spinning mill, with its demand for 1,500 H.P. 

Bleachworks and works of a similar nature have been 
-converted to electrical driving to a far greater extent than 
either spinning mills or weaving sheds, and there is very 
good reason why this should be the case. In the past nearly 
-every machine in a bleach or print works had ita own engine, 
usually à two-cylinder affair, each cylinder receiving high- 
pressure steam, the cylinders unlagged, and exhausting either 
into drying cylinders or to atmosphere. To supply these 
.engines there were frequently hundreds of yards of steam 
piping, also unlagged, and a very large proportion of the 
steam entering the pipes only reached the engines in the 
form of water. To works of this description— Lancashire 
;abounds in them, and it may almost be said that 
where there is a stream of good water there will a bleach or 
kindred works be found—electricity has come as a great 
‘boon, and the owners have not been slow to avail themselves 
of its advantages. The old method of isolated engines was 
not only extravagant in steam, but the varying speed reduced 
the output, whilst the cost of upkeep of the engines was 
very great. "There are at the present time a large number 
.of such engines still in use, but obviously their days are 
-definitely numbered. 

The conditions under which motors have to operate in 
such works are rather trying, as water is used very freely in 
many of the processes ; but it speaks volumes for the high 

-standard of excellence of modern motors that they have not 
been found wanting. They often have to operate over wide 
ranges of speed; a calico printing machine, for instance, 
will usually require a range of speed of 3 to 1, or 4 to 1, 
the primary reduction in speed of the motor being about 20 
tol. That these conditions have been successfully met by 
three-phase motors is an interesting fact; in one installa- 
tion a worm drive has been used for the main speed reduc- 
tion for the printing machines, with series resistances for 
the variable range, and so successful is this installation that 
it would appear likely to be copied in many similar works. 
No one will contend that the arrangement is an economical 


one, but the advantages of three-phase supply for works of 


this description are in general so pronounced that it pays to 
run a few variable-speed machines in the manner described 
rather than convert the whole supply to direct current. 

It will, therefore, be seen that in works of this descrip- 
tion there is a wide and acknowledged field for the further 
use of electrical methods, the class of business being one in 
which it is now universally admitted that electrical driving 
is supreme. What are the prospects in the large mills? It 
appears to us that something more than eloquence and 4 
slight saving in cost is necessary before millowners will 
adopt electrical driving on a wholesale scale ; that such a 
time will come is inevitable, having regard to the great cost, 
comparatively speaking, of working the hundreds of mill 
engines now in use. The mills are built in many cases ю 
close together that one wonders the owners do not combine 
for a central supply of their own. We believe that schemes 
of this sort have been mooted, but local authorities do not 
like their streets being used by private interests, and way- 
leaves have been too difficult to obtain. 

We are of opinion that in order to induce miliowners to 
look with more favour upon electrical methods, definite proof 
is required that a greater output and a better quality of yarn 
and cloth can be produced by the electrical drive than by 
their present system. If our information is correct, there 
will be shown at the forthcoming Exhibition a variable 
speed alternating-current motor, which has already been 
brought to the notice of some of the leading textile 
machinery makers in Lancashire, and for which very great 
advantages are claimed. This motor will be shown operating 
a spinning frame, and by means of an automatic speed 
variation it is stated that an increased output of about 
10 per cent. can be obtained from any given frame, and this 
is coupled with a marked improvement in the quality of the 
yarn. Assuming that this twofold claim can be sub- 
stantiated, this type of motor should give a great impetus to 
the more general adoption of electrical driving in the large 
mills of Lancashire. 

As regards weaving sheds, there is good reason to hope 
that the pioneer work of the past few years is beginning to 
bear fruit, and we know of cases where firms who have made 
a tentative trial of electrical driving have become out-and- 
out converts, owing not only to the superior quality of the 
cloth obtained from the constant speed and even turning 
moment of the electric motor, but also to the reduced bill 
for the repair of their looms. 

Passing on now to the prospects of electrical work in the 
engineering industry, we find that in this field electric motors 
are already pre-eminent. The majority of the leading shops 
in the district are already driven electrically, and mention 
may be made in particular of Messrs. Armstrong, Whitworth 
and Co., and Messrs. Beyer, Peacock & Co., who take their 
supply from the Manchester Corporation; of Messrs. J 
Musgrave & Co., who are consumers of the Bolton Corpora- 
tion; and of Messrs. Dobson & Barlow, whose new works 
just outside Bolton are supplied from the mains of the 
Lancashire Electric Power Co. These names are household 
words in Lancashire, and we have quoted them to show that 
the engineering industry is well to the fore in utilising the 
advantages of electricity, as indeed it should be, and that in 
general the supply is obtained from the public supply mains. 
There are still, it is true, many small, and a few large, shops 
atill to be changed over, but this field is one of the easiest 
for the canvasser to deal with. 

When we come to the consideration of electricity in tbe 
mining industry, we find a woeful want of enterprise in the 
Lancashire coalfields ; presumably because there has always 
been such a great demand for coal at their very doors, 80 
because. therefore, the coal raised has easily been disposed of, 
the colliery-owners have failed to keep up-to-date in their 
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methods of either getting their coal or selling it. In most of 
the other coal-producing districts, electrical plants abound, 
bat if one examines the liste issued by electrical firms of 
colliery work which they have carried out, Lancashire 
collieries are usually conspicuous by their absence. Similarly, 
if you ask an agent for particulars of the caiorific value of the 
fuel he is trying to sell, he invariably has to acknowledge his 
ignorance, and suggests that a trial of a few wagons would 
give you the information you require. Such people quite 
fail to see that a thorough knowledge of the quality of the 
coal they have to sell, particularly where the quality is high, 
is essential if they are to sell their goods intelligently. 
There are now signs, chiefly owing to the insistence of 
electrical engineers in asking for calorific values, that an 
improvement is taking place, just as there are many 
indications that the lethargy of colliery-owners aa to the 
advantages of the electric motor is gradually disappearing. 

It follows, therefore, that the scope for the supply of 
electrical apparatus in this industry is enormous, and it is 
a field which is particularly favourable to cable-makers as 
well ав to motor manufacturers, owing to the long and 
heavy lengths of cable which are so often required down 
pit shafts ; for all underground work, such as pumping, 
hauling, and coal-cutting, there is no system which can 
compete with electricity, both for economy and con- 
venience, while for the work at the pit-top, where frequently 
water and coal-dust reign universal, the enclosed electric 
motor has no equal. 

As regards the chemical industry, the Lancashire district 
is one of the largest consumers in the world, if not actually 
the largest, of chemical products and dyes, and in the pro- 
duction of these materials electricity now plays a highly 
important part; in fact, it is due to the existence of cheap 
water-power that these industries have made such great 
headway in Norway and Sweden and other foreign countries. 


LANGASHIRE MILLS AND 


We are, however, amongst those that believe that the electric 
Supply industry has not yet uttered the last word on the 
cheap production of electricity from steam in this country ; 
and if energy can be supplied at from 2d. to ‘25d. per unit 
under some system of restricted hours, we do not hesitate 
to say that an immense impetus will be given to the chemical 
industry over here. The facte that the Newcastle Electric 
Supply Co. is already supplying a large amount of power 
for electrolytic processes, and that the Yorkshire Electric 
Power Co. is supplying current for the production of 
calcium carbide, not only offer ample evidence of the 
feasibility of what we suggest, but they also prove that 
when the facilities are given the demand will arise. The 
present is an opportune time for pressing home the capability of 
public generating stations for dealing with this class of work, 
as owing to the operation of the new Patents Act a large 
number of schemes are being mooted for manufacturing, in 
this country, chemicals and dyes which have hitherto been 
made abroad ; and it is certain that no better locality exists 
for work of this description than the Lancashire district, 
with its enormous consumption of theclass of goodsin question. 

In addition to the special branches of work to which we 
have made reference above, there are many miscellaneous 
classes, such as paper works, corn mills, and the like, which 
offer an excellent field for electrical enterprise, and in which 
electricity has already established a sound footing. 

The object of the promoters of the Exhibition is to bring 
home to the owners of works of every description the advan- 
tages of electricity for their processes, and it remains for 
those who are taking part in the Exhibition as exhibitors to 
make the most of their opportunities during the coming 
month, and to put their facte and figures in an attractive 
form before the men who control the industries here referred 
to, men who are in many cases already half-convinced that 
electrical driving is a necessity for their works, 
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ELECTRICAL DRIVING.—I. 


By F. J. A. MATTHEWS. 


THE term “ Lancashire mills” comprises spinning mills, 
weaving sheds, bleach works and print works ; manufacturers, 
generally, engaged in other industries owe a large debt to 
these Lancashire mills, because much of the advance which 
has been made in engineering work during the last half- 
century has been due to the special conditions obtaining in 
them. Probably in no other branch of industry, con- 
sidered as a whole, will there be found such well-designed 
and carefully built engines and such smooth-running shafting 
as is the case in the cotton mills. Individual factories may 
be as well equipped as the most up-to-date cotton mill, 
but such is the exception rather than the rule. 

At first it would seem most likely that the engineering 
works would have the most efficient and economical 
driving arrangements, as they are under the management of 
persons who have made a study of the economics of the 
transmission of power, bui until the adoption of electrical 
transmission of power in recent years, this was not the case ; 
Indeed, on the contrary, as a general rule, the cotton mill 
was Infinitely better equipped as regards its power installation 
than was the average engineering shop or shipyard. 

With the advent of electrical driving, the condition of 
affairs was altered to a considerable extent, and whilst one 
large engineering works after another first experimented with 
electrical driving and then adopted it throughout, for many 
years no one interested in any Lancashire mill seemed dis- 
posed to adopt the new system. This was not because the 
Lancashire mill-owners had ceased to be interested in the 
economical running of their mills, but was rather due to the 
entirely different conditions that obtain in engineering works 
and cotton mills : it was, in fact, due to the same cause that 
had led the mill-owners to insist on the high-class engines, 
which are a feature of all cotton mills. 

The differences between the working of a cotton mill 
(more especially spinning and weaving) and that of an 
engineering shop may be summarised as follows :— 


1. In a cotton mill the hours of work are closely defined; 
if a stoppage occurs during these defined hours due to a 
defect in the driving arrangements, or to any other cause, the 
time is lost, and cannot be made up by overtime. In an 
engineering shop, on the contrary, the hours of work are not 
so defined, and lost time can be made up. 

2. The demand for power in a cotton mill is practically 
constant during the whole period of working, while in 
engineering work the demand is of a fluctuating character. 

3. It is more essential in a cotton mill that the turning 
moment should be perfectly regular, than is the case in any 
other branch of industry. 

4. The production in a cotton mill bears a definite ratio to 
the power, and this is uot the case in engineering works. 

5. The requirements for power are more centralised, and 
it is not often necessary to carry shafting or steam pipes 
long distances to supply a small or irregular amount of power 
at a point far away from the boilers or main engines. 

It was largely on account of the last difference in the 
working that electric transmission was not adopted in cotton. 
mills at an earlier date, and not on account of any hostility 
on the part of the owners. This is clearly shown by the fact 
that electric transmission was adopted in the Lancashire. 
mills first in bleach works and print works, where the con- 
ditions are different from those obtaining in the spinning 
mills and weaving sheds, inasmuch as in these works a large 
number of auxiliary engines is required, and these being 
not so centrally situated as is the engine of a spinning mill, 
great economy in transmission could be shown by the adoption 
of the electric drive. 

The first four conditions mentioned above were the first 
cause of the great advance in the design and building of the 
mill engines, and, secondly, the cause why electric driving 
in cotton mills is not more universal. The fact that lost 
time could not be made up led owners to insist upon being 
supplied with engines which were so designed that the risk. 
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of involuntary stop was reduced to a minimum. It was 
no less important to the owners that the engines should have 
a steady turning moment, so as to avoid risk of injury to 
the yarn or cloth during the process of manufacture, and that 
the economy in working should be as great as possible. The 
result was that in order to obtain trade, every manufacturer 
of mill engines was compelled to devote much thought to 
the careful design of his engines, and one detail after another 
which might, in any way, improve the design, was carefully 
considered and compared with previous practice, till gradually 
the high- class mill engine of the present day was evolved. 

One great factor in this advance was that the engines had 
to give the high efficiency guaranteed in actual practice, and 
not simply on a test bed. If an engine were built for driving 
engineering works with a guaranteed efficiency, the only way 
to test whether this guarantee was met or not was by means 
of a special test, when probably the engine was more or less 
prepared for the test conditions ; when the engine was doing 
its actual work no test could be made, as probably owing to 
the heterogeneous character of the work the load varied from 
minute to minute; but the case was quite different in the 
cotton mill, for the owner knew what quality of cloth he was 
weaving, or what number of counts he was spinning, and he 
also knew with a close approximation to accuracy what power 
he required for the production per week. His coal bill at 
the end of the week either agreed with the guarantee 
or it did not, and this was the nature of the test to which 
all the Lancashire mill engines were subjected, a test carried 
on without intermission from year's end to year's end. The 
result was that the mill-owner found he could procure at a 
reasonable price a high-class efficient engine, and as the 
ваше care was expended upon the shafting and transmission 
equipment generally, he saw no valid reason why he should 
make any change, nor could he see how any advantage 
would accrue through transforming his mechanical power 
derived from the main engine into electrical power, and then 
re-converting it into mechanical power by means of motors, 
especially when the power had to be transmitted only a 
short distance. On the other hand, the engineer or shipbuilder 
could see the advantages to be gained, as frequently he had 
not such an economical plant, while in addition he required 
power at long distances from the boilers, and in many 
instances long lengths of shafting were turning round all 
day long to supply only occasional needs for power. 

Unfortunately, electrical engineers themselves hindered to 
a great extent the development of electrical power in 
Lancashire mills by their well-meant endeavours to secure its 
adoption, and this they did in a variety of ways. 

First, they treated the cotton mill as they would any other 
factory, and for a considerable time no firm laid themselves 
out to study the special conditions that obtained ; secondly, 
they made too many references to American practice: had 
they simply referred to those mills in America which 
derived their power from steam-driven dynamos no harm 
would have been done, but mauy representatives were fond 
of referriog to the mills where the power was derived from 
water-power-driven dynamos situated at some considerable 
distance from the place where the power was required, and they 
descanted in glowing terms upon the ease with which hundreds 
of horse-power could be transmitted over long distances. 
As there were no large sources of water power in Lancashire 
such arguments did not appeal to the mill-owners, but caused 
them to think that electric power in cotton mills was only 
the practice in America because of the cheap water power, 
and not because it offered any intrinsic advantage over 
steam power. 

Another error that was made was due to lack of standardi- 
sation. A mill-owner knew little about electricity, and felt 
that he would be to a very large extent in the hands of the 
contractors were he to make a change, and he naturally 
expected that those who had made a study of the subject 
should be in agreement, certainly upon the main principles, 
but instead he found that when he attempted to discuss the 
subject, too often his arguments were met with a jargon of 
semi-scientific terms that he could not understand ; but what 
he did understand was that the scheme proposed by A was 
found to be entirely wrong by В. One representative 
advocated a pressure of 100 volts, a second a pressure of 
200 volts, a third the adoption of an alternating-current 
system and so on, and as no valid reason, which could be 


grasped by the mill-owner, was advanced in support of any 
one scheme as against the others, the mill-owner naturally 
came to the conclusion that none knew what they were 
talking about. | 

Let another cause which contributed to the delay in the 
electric equipment of the Lancashire mills was the cautiousness 
of the electrical firms. They had not the necessary confi- 
dence in their own manufactures, or if they had they 
certainly led their prospective customers to think other- 
wise. A firm would propose a scheme, including, say, three 
generating rete, two of which would be amply large enough 
to drive the mill, while the third was installed as a stand-by 
Bet for use in the event of & breakdown to either of the 
other two ; a modification of the same scheme was to install 
two sets, each of such a size that in the event of a break- 
down to either, the other could, by working up to ite 
guaranteed overload capacity, run the mill until the first 
was repaired. "The manufacturers forgot that the confidence 
of the seller is, to a large extent, reflected in the buyer, and 
had they gone to the mill-owner with such confidence in their 
own goods that they could pooh-pooh any suggestion of the 
necessity for a stand-by plant, there would have been a 
greater probability of business resulting. The mill-owner 
was aware that if any breakdown occurred, the time could 
not be made up, and the doubt implied by the manufac- 
turers in suggesting the advisability of a stand-by plant was 
fatal. The steam-engine builder did not propose that a 
stand-by engine should be installed in the case of a steam 
transmission ; he did not even propose that a spare cylinder 
or two, ога crankshaft should be kept in stock; he, too, 
was fully conversant with the seriousness of a shut-down, 
which would probably take longer to repair in the case of 
steam transmission than with electrical transmission, if 
only because the electrical plant would be standardised, 
while the mill engine would possibly have been designed 
specially for the mill. 'There is no doubt that in proposing 
the addition of stand-bys and spare parts, the electrical 
engineer was actuated by the best motives, and had no reason 
to fear that the plant he was offering would not be quite 
satisfactory, but at the same time it was a mistake to show 
any apparent lack of confidence. 

Considering the satisfactory character of the existing 
driving arrangements, it was not surprising that the mill. 
owners showed no great desire to adopt electrical systems, 
which would not only have entailed the scrapping of a costly 
and efficient plant, but the installation cf a system which 
was new to them, their managers, and above all to the 
engineers who would have charge of it, and electrical 
engineers, therefore, had to select those cases where old- 
fashioned engines were being abandoned and new engine 
installed. Here there was a good opportunity to show the 
greater economy of electrical driving as represented in the 
practical form best appreciated by the mill-owner, namely, 
the guaranteed future coal bill ; but much of the increased 
efficiency shown would be due to the more modern type of 
engine, and would equally result from a re-modelled steam 
drive, so that no apparent tangible result followed. | 

During all this time the electrical industry was rapidly 
advancing to a higher degree of perfection ; the generators 
and motors built by the leading firms not only were more 
efficient, but also, what was more important, were more 
reliable, and at the same time the knowledge available as to 
what class and type of machines were best suitable for 
different classes of work was increasing, while the results 
obtained from the electrification of the large engineering 
works, the greater degree of flexibility obtained from the 
electric drive, and in these works the increased economy, Were 
being noted by men engaged in the cotton trade. 

It has been seen that in bleach works and print works, 
which constitute an integral portion of the Lancashire mills, 
the conditions are different to those obtaining in spinning 
mills and weaving sheds; here the power is transmitted some 
distance to auxiliary engines, and the pioneer work done by 
Messrs. Mather & Platt, Ltd., of Manchester, in eatisfactorily 
installing the electric drive in the works of Messrs. 
Schwabe, calico printers, and more recently in the works 
of Messrs. A. J. King & Co., bleachers and finishers, of 
Bollington, and the River Etherow Bleaching Co.'s Works 
at Hadfield, has since borne good fruit for the electrical 
trade generally. Not опу the installations mentioned abore 
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but most of the others to which reference will be made, have 
been во fully described in the ELECTRICAL REVIEW, that it 
is only necessary to mention briefly some of the salient 
details. 

In the case of the installation for Messrs. Schwabe, not 
only were there a large number of small motors for the pre- 
paring rooms, but the plant included nine large motors for 
the calico printing machines, where any speed is required 
between 5 yards and 60 yards per minute on the rollers, 
while it was also necessary to provide for a higher speed if 
required. Messrs. Mather & Platt successfully carried out 


the work, and so showed to the cotton trade that the electric 


drive could be of service to them. 

Unfortunately, there was little opportunity to experiment 
in cotton mills. The hours of work are closely defined, and 
the owners are liable to fine if they start the engine before 
time ; if, then, an owner wished to try the electric drive for 
a section of his machinery he had either to put down a 
separate engine to drive the dynamo, or else lose the time of 
starting the motors—say, 45 seconds—three times a day in 
the electrically-driven department. In the case of engineer- 
ing works there was no such drawback, and the dynamo 
pios without any inconvenience, be belted to the main 

rive. 

The next advance came when extensions were made to 
existing mills, an additional weaving shed or spinning room 
was built, and as this would probably be at some distance 
from the main engine, or at least involve costly alterations 
to the shafting equipment if mechanically driven, the electric 
drive was adopted. An instance of this is seen at the mills 
of the Preston Cotton Spinning and Manufacturing Co., 
Ltd., where a scheme for driving an additional weaving 
shed situated at the far end of the mill was prepared by the 
Vulcan Boiler Insurance Co., of Manchester, and successfully 
carried out by Messrs. Lightfoot Bros., of Manchester. The 
direct-current system was adopted, the generator being con- 
nected by ropes to one of the main engines. The motors, 
which were of the Parker enclosed type, were carried on 


steel girdera close to the roof, the power being transmitted 


to the line shafts through ropes. 

Many similar cases occur in different mills, and as satis- 
factory results were obtained, it was not surprising to find 
that cotton mill owners were open to consider the electric 
drive in the case of new mills, and it was seen that in such 
cases а considerable saving could be effected on the building 
alone, on account of the lighter construction necessary, while 
ш the case of the spinning mill, each floor was more indepen- 
dent, and the large rope tower was abolished. One of the 
first weaving sheds to be electrically equipped was the new 
mill put up by the Heasandford Mill Co. at Burnley. This 
work was carried out by Messrs. Mather & Platt, who 
installed a three-phase alternator direct coupled to a Belliss 
engine, and the necessary number of three-phase induction 
motors to drive the entire mill. The motors in the weaving 
shed are mounted on brackets fixed to the end wall, and each 
line shaft is driven by a separate motor. The arrangement 
Works very satisfactorily, and the economy is fully equal to 
that which would result with the best rope transmission, 
while the cost of equipment was no higher. 


The Peebles-La Cour Motor-Converter.—The 600- 
Kw. Peebles-La Cour motor-converter supplied by Metsrs. Bruce 
Peebles & Co., Ltd., and briefly mentioned in our article on the 
system of supply to the Exhibition, is of their three-bearing type, 
and runs at a speed of 375 в.р.м. It receives the high-pressure 
three-phase supply at 6,500 volts, 50 cycles, and gives out continuous 
current ata pressure of from 415 to 425 volts for lighting, or, alter- 
natively, of from 500 to 525 volts for traction. This, like all other 
of Messrs. Peebles’s motor-converters, is suitable for working on a 
me wie system as a balancer, the particular converter in question 
ite designed to deal with a 20 per cent. out-of-balance current. 

as a large overload capacity, a low temperature rise, and a high 
efficiency both on traction and lighting loads. The machine is 
Btarted up direct from the a.c. side, and although the high-pressure 
еш 18 supplied direct to the machine, it is particularly interest- 
| i to note that this high voltage is only on the stator, and is not 
i sg to any moving part. The converter forms one of four such 
15 ines which Messrs. Bruce Peebles have just supplied to the 

anchester Corporation. | 


ELECTRICITY IN THE HOME. 


ONE of the most interesting exhibits that will occupy the 
attention of all classes of the general public who find their 
way to Fallowfields during the next month, will be the Model 
Home, in which electricity is allowed, so to speak, free 
play—that is, it is devoted with a prodigal hand to every 
conceivable application whereby it сап add to the comfort , 
and convenience of the family, its guests, and ite domestic 
assistants. Undoubtedly one of the most attractive exhibits 
in the Machinery Hall at the Franco-British Exhibition is 
that of the London Electric Supply Companies, the chief 
object of which is to demonstrate these applications 
and their effects to those who desire more instructive enter- 
tainment than a flip-flap sensation producer can afford. ' 
The Manchester Model House will be at one distinct 
disadvantage when compared with that at Shepherd’s 
Bush—visitors will not have been witnessing the effects of 
another form of illumination and heating in another house 
a few yards away. Perhaps the Manchester Exhibition 
authorities have thought that the necessary expense would not 
be warrantable, as the unwillingness of gas plant and fittings 
manufacturers to /ела would have created the necessity for 
purchasing what there might have been some difficulty in 
disposing of afterwards. Who knows? However, let us 
hope that the impressions made upon the non-electrical user 
while in the Model Home will be such that he will see the 
folly of his ways when he returns to his own residence. 

The Home is of charming design, and has been built, 
decorated and furnished by Messrs. Goodall, Lamb and 
Heighway, of King Street, Manchester, to whom we are 
indebted for some of the following particulars. It has been 
constructed on a low style, with one storey of rough-cast, 
painted white, with red tiled roof and overhanging door 
canopy surmounted with the heraldic device of former owners 
of Platt Hall. In a panel in one of the gables an inscription 
has been placed in French denoting that this is the little 
house with the Good Servants. The front is covered with 
trellis work for climbing plants to cling to. Entry is gained 
by the “ sesame door which opens automatically when the 
visitor steps upon the mat, and closes quietly when he steps 
off it. The entrance hall, snug and comfortable, with soft 
carpet, dark oak furniture and fireplace, and tapestry-covered 
wall now claims attention. An electric fire glows in the 
carved mantelpiece, and a central ceiling lantern and wall 
brackets shed plentiful light. Doors to the right and left of 
the hall lead to the other apartments ; to the visitors’ left is 
the spacious dining room, oak panelled in the Tudor manner 
with arched beams. The whole scene is one which would 
make the very gas-man break forth into poetic song in the 
words that have been supplied to us as follows :— 


The overhanging carved fireplace, the deeply recessed mullioned 
window, with its quaintly-designed leaded lights, the thick soft 
carpet of restful hue, the rich mahogany furniture in the Sheraton 
manner, the silver lighting arrangements and beautiful table 
appointments exhibited by the world-famous Elkingtons, of St. 
Ann's Square, Manchester, the dinner service by Stevensons, of 
Manchester, form a tout ensemble worthy of the best English tradi- 
tions of comfort, good taste and hospitality. Appropriately 
adjoining the dining room is the kitchen, to all housekeepers a 
most important apartment. Here the all- potent mysterious elec- 
tricity is working wonders. In a bright tiled kitchen, unsullied by 
soot or smoke, it is roasting, stewing, boiling, chopping, mixing, 
boot-cleaning, knife-cleaning—in fact, allowing full swing to the 
genius of the cook. 


We may interrupt this enthusiastic description to say that 
Messrs. Elkington have supplied for this exhibit some very 
fine specimens of electroliers, sconces, brackets and table 
fitments, and we may also be allowed incidentally to add that 
Elkington have supplied all the silver upon the dining 
sideboard and dining table, as well as that in the other 
compartments of the “ Home.” 


Delicate schemes of decoration colour, under the old régime of 
smoky open fires and destructive gas lighting, were extravagant, 
and all too soon ruined. Now, in the words of the poet, “It is 
possible to indulge the fancy with painted ceilings and daintily- 
tinted walls, now that the corrosive fumes from the gas pipes no 
longer attack and destroy the hangings and draperies, and ere long 
the dreaded Spring-cleaning will be almost a thing of nought. 
These are thoughts which come to the mind when we enter the 
drawing-room of Messrs. Goodall's electric home. A spacious room, 
designed in the style of the later English Renaissance, the fashion 
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that was in vogue when Dutch William and his Consort, Mary, 
ruled these realms, we have here walls panelled in large divisions 
and painted in delicate tones. of soft greens, with enriched white 
mouldings surrounding them, and a ceiling painted in the 
harmonious tints of an evening sky. A crystal chandelier and wall 
fittings shed graceful light on furniture of quaint design fashioned 
in walnut and other woods, upholstered in silk, on good pictures on 
the walls, and tastefully-selected ornaments in porcelain and in 
silver. Indeed, a restful apartment, with, as it were, the scent of 
rose leaves filling it in every part. A room to read in, to dream 


— 


in, and where we may sit and let sweet music sink into our 
эӊ 


ears. 


But enough of this; the ELECTRICAL REVIEW is a 
trade journal, and we must to business. From the drawing- 
room we enter the principal bed chamber, spacious and airy, 
furnished in the simple, but nevertheless tasteful style, of 
the late eighteenth century. The furniture is in satinwood 
and mahogany, with oxidised silver mounts, the electric 
appliances for comfort and convenience are many, electric 
light to dress by, to read by, to write by, to warm by, even 
an electric warming pan is here. 

Messrs. Drake & Gorham, Ltd., of London, are re- 
sponsible for the installation lighting throughout the house, 
and for the fittings in this room, and in the drawing-room, 
hall, and kitchen. They have also supplied the electric 
radiators and heating apparatus in the reception rooms. 
The installation consists of a complete 25-volt plant com- 
prising a direct-coupled oil engine and dynamo, 14 accumu- 
lators, and a switchboard with fool-proof regulator. 

Undoubtedly the public should be interested in this 
exhibit during the whole month. 


NON-EXHIBITORS AND PUBLICITY. 


THERE are missing from the list of exhibitors many firms 


of high standing in the electrical industry, and these may 
find it necessary to adopt more ambitions measures than 
usual for keeping themselves in the mind of the trade, 
and the probable power and lighting consumer. | 

We live in years when we must all take advantage of the 
most enterprising methods available to obtain the maximum 
publicity effect, and when we say that let no one mis- 
understand. This publicity must be of a congenial kind 
suited to the English temperament and climate. We 
are not, as editors, enamoured of the methods of the 
managers of some publicity departments who seem to 
exist for a good proportion of their time for the 
purpose of producing works of irritation which any self- 
respecting editor regards as puffs, and drastically blue-pencils 
accordingly. In our humble opinion it is useful inform- 
ation rendered in a reasonable and comely form that achieves 
more, because it carries greater weight, than any palpable 


puff. We abhor the puff, and we pity the “puffer.” 


On the other side of the Atlantic even our cousins are 
becoming wearied by guid pro quo publicity, and greater sense 
is going to prevail, both there and here before long, if we 
are not mistaken. 

But there is foolishness alone written upon the brow of 
the man who in these days of commercial activity has a 
good thing to trade in and yet prefers, for reasons of his 
own, or for no reasons at all, save thoughtlessness, to hide 
his light under a bushel. This, however, is a digression 
which can only claim to have any bearing upon the subject 
of Manchester Exhibition in во far as it goes to show that 
the present Exhibition affords an opportunity for setting 
the said light (or motor, or whatever it be) on a hill. 


Exhibition Lighting.—The Union Electric Co., Ltd., 
Park Street, S. E., have received from the President and Council of 
the Royal Cornwall Polytechnic Society а letter expressing their 
appreciation of the illumination of the Mining Exhibition held at 
Camborne last month, and thanking them officially for the loan of 
the apparatus and lamps used for the purpose, which in a great 
measure contributed towards the success of this Exhibition.” 


ADVICE TO EXHIBITORS. 


BT AN OLD HAND. - 


Don't be for ever talking about the. bad state of the electrical 
trade. It may reflect on you / 


Bhow during the whole month that in Lancashire, at a 
the electrical trade is a very live affair. ЖАША: TU 


Don't worry your head about co-operation, It’s an intoxicating 
subject, but there's nothing in it for you! — - 


e . 
\ 


Nor about a said League—it’s no panacea. 


Weep not nor growl concerning foreign competition. Our export 
returns for August are record ones. The ErzEzoTRICAL REVIEW, on 
page 513, says that electrical imports and re-exporte were both 
down, but that British exports were phenomenally high! All 
hands to the pump! 

To-day's Friday!  To-morrow's Saturday! October 3rd! 
Opening Day 


Have you got ЗЕТИ ед, ? | 

If not, keep at it all night to-night—if they'll let you. 
No packing-cases in the pathway to-morrow, mind 
There might be unpleasant consequences t 

Run your exhibit as though you meant it. 

First believe in electricity ‘yourself, then talk it boldly. 


If an inquiring power-user twigs a want of confidence in your 
talk, do you expect to net him ? 


The mill will never spin with the ‘steam-power that is passed. 
Electric driving for ever ! 


. Don’t be niggardly with the power. Keep things running. 


Make hay while the electrie lights shine. There's no daylight 
in the Hall! 

Hours there will be when you can fraternise with rivals’ men. 
The right time then. And at no other! 


In the words of another, There's a time for everything, and 
everything in its placet" А time to arrive. А time to leave. 
A time to dance, and a time to but don't be for ever crossing 
(to) the bar! 


Study the visitor. Don't worry him. But be diplomatic! 
Don't tell him too much til you are sure of your man and bis 
mission. 


Don't treat him as ап intruder. Nor kow-tow to him. Nor 
lick his boots! Treat him with dignity; with reasonable con- 
sideration; and with gentlemanly courtesy. 


Don't let him look at things for long without a word from you. 
He may go to another stand where they do want him. 


Don't smoke cigarettes ав you talk. A cloud or two in his face 
may put upon his mind a cloud of prejudice against your firm. 


You know you can't handle apparatus or machinery, take it to 
pieces, smoke a cigarette, and talk well—all at once. Two hands 
and a tongue free ! 

You can have smoke enough and to spare without annoying 
anyone. 


Don't howl all the time about the cost of your exhibit, You 
know it paid you well enough at Olympia—if you were there. 


You want the right people there. Send out your circulars and 
tickets into the highways and by-ways. Compel them to come in 

Intcr alia, draw all electrical men to Manchester once or twice 
during the run. Put your stand number in your Rain advertise 
ment every week and tell what you're showing! 


Resolve that the Exhibition spirit shall lead you оп to bigger 
enterprise. 


To end as we began: Don't be for ever talking about tbe bed 
Btate of the electrical trade. * 


Some things have a knack of becoming what we say they are. 


/ ³ / REM RE ERE 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—ADELAIDE.—November 20th. The City 
Council requires tenders for the supply aud erection, complete, of 
a refuse destructor, electric lighting plant for same, &c. Particulars 
may be obtained from the Agent-General for Sonth Australia, 
1, Crosby Square, Bishopsgate Street Within, Е.С. 

MELBOURNES.—The Postmaster-General of the Commonwealth 
requires tenders for the supply and erection of installations for 
wireless telegraphy at the following places:— Launceston ; King 
Island (Ba:s Straits); Flinders Island (Furneaux group); Mel- 
bourne. See Official Notices September 18th. 

TASMANIA.— March 15th, 1909. Postmaster-General. Telephone 
switchboard, common-battery system and apparatas for use at 
subscribers’ premises, Launceston. Specifications and particulars 
of general conditions can be iaspected at the offices of the ELEC- 
TRICAL REVIEW. 

MELBOURNE. — October 13:;h. 

maximum demand indicators, for the City Council. 
Notices " September 25th. 

MzLBOURNE.— October 20th. 60 р.с. flame arc lamps for the 

Council. See ' Official Notices " to-day. 


Cape Colony.— November 18th. Dry cells in quantities 
from July let, 1909, to June 30th, 1910, for the Government. 
Iaformation from Controller of Stores, G.P.O., Cape Town, to 
whom six sample cells should be sent. All tenders must be on 
printed forms supplied for the purpose. A fuller notice appeared 
in tbe Board of Trade Journal last week. 


Constantinople.—The Post and Telegraph Department 
requires tenders for 8,500 miles 4 mm. steel wire, 15,000 Leclanché 
insulators, and 1,360 other insulators. A deposit of 10 per cent. is 
to be made by a local agent. 


Egypt.—October 29th. "The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagazig, in accordance with specifications and plans that may 
be inspected at the offices of the above Ministry at Cairo. 


France.— PARIS. — October 13th. Multiple switchboard 
for the central exchange, Paris. Apply to the Sous-Secretariat 
d'Etat des Postes et des Télégraphes, Rue de Grenelle, 103, Paris, 
before October 3rd. 


Germany.—CoLocNe.—The municipality is about to 
invite tenders for the supply of four 3,000-m.P. turbines for the 


electricity works. 
HinscunEnG.— Tenders are about to be invited for the installation 


of electricity at the municipal high school for giris, at a cost of 
380,000 marks. 


G. W. Railway.—October 20th and November 10th. 
Stores for the G. W. Railway. See Official Notices" to-day. 


Leeds.—October 14th. Materials for tramway construc- 
tion for the Tramways Committee. Bee "Official Notices " to-day. 


Limerick.—October 2nd. Two additional switchboard 
12 0 for the E. L. Committee. Без Official Notices" September 


London. — October 13th. Six fuel economisers, 320 tubes 
each; three electrically-driven feed pumps, 9,000 gals. per hour 
each; and two 5,000-E w. horizontal steam turbo- generators, for the 
L. C. C. See “ Official Notices” September 18th. 

October 5th.—The Metropolitan Railway Co. invites tenders for 
general stores for one year, including electric wires and cables, also 
electric lamps, carbons, fuses, ebonite, battery jars, zinc3, &. 
Tenders to Secretary, R. H. Selbie, 32, Westbourne Terrace, W. 

October 27th.— 12 water-tube boilers with mechanical stokers, 
tuperheaters, &c., for the L.C.C. See Official Notices " to-day. 


Mountain Ash. — October 5th. Sub-station at Ynysybwl, 
switc>gear, transforming apparatus and overhead distributing mains 
a the U.D.C. B. J. Day, consulting engineer, 3, Park Place, 

ardiff. 


Rochdale.— October 15th. Erection of overhead bare 
copper cable at the workhouse. See Official Notices“ to-day. 


Salford,—QOctober 5th. Electric wiring of the Halton 
bis Council School, Pendleton, for the Salford Education Com- 
mittee. | | 

October 12th.— The Electricity Committee invite tenders for 
vertical steam feed pumps. See Official Notices to-day. 

Spain.—October 10th. The municipal authorities of 
San Mateo (province of Castellon) are inviting tenders for the 
concession for the electric lighting of the town during a period of 
10 years. Conditions may be obtained from, and tenders are to be 
sent to, El Secretario del Ayuntamiento de San Mateo (Castellon). 

War Office. Stores, &c. See ‘Official Notices Sep- 
tember 25th, 

Warrington.—October 7th. Flame arc lamps for the 
Corporation. See “ Official Notices” September 25th. 

Watford.—October 6th. 500-кж. turbo-alternator, 


surface condenser, switchboard panel, economiser and high-speed 
fan engine for the U.D.C, See Official Notices September 18th. 


770 electricity meters and 157 
See " Official 


CLOSED. 


Burnley.—The (‘uardians have appointed Mr. J. Rewlin- 
son to supply all electrical requirements during the ensuing 
half-year. 


Croydon.— The Corporation has accepted the tender of 
Mosars, Casperd & Co., Orcydon, at £151, for the lighting of its new 
swimming bath. 


Hebden Bridge.—The Secondary Education Committee 
has accepted the tender of Messrs. Gatley & Co., Water Street, 
Todmorden, for installing the electric light at the secondary schools. 


London.— BLACK FRIARS POWER Station.—The Post- 
master-General has just given his decision in regard to the 
equipment of the new Blackfriars power station, and as a result, 
the steam turbines, surface condensers, &c., are to be supplied by 
Messrs, Willans & Robinson, Ltd., and the alternators, water 
strainer, &о., by Messrs. Dick, Kerr & Co. Messre. Willans and 
Robinson, Ltd., are the main con‘ractors for this plant, aud the 
contract price is £24,191. 


Portsmouth. — The E.L. Committee of the T.C. has 
accepted the tender of the Edison & Swan Co. for a year's supply 
of carbon filament incandescent electric lamps for street lighting. 


CONTRACTORS’ COLUMN. 


(The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 


 .Btood that in a matter where so many correspondents are engaged, and where 


the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.] 
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ABERCARN (Mox.).—Proposed new public institute (£4,000). 

ABERDEEN.—New hall for South Parish Church (£759); Rev. G. 8. Peebles, 
Minister, South Parish Church. Two houses, Grampian Road, 
for Mrs. J. Macintosh; Sutherland & George, architects, Aber- 
deen. Two houses, Holburn Btreet, for W. Н. Alexander, con- 
tractor, Cluny; Sutherland & George, architects. House, 
Clifton Road, for G. D. Mackenzie, granite merchant. House, 
Burns Road, for R. F. Nicol, gardener; J. Buchan, architect, 
Broomhill Road, Aberdeen. Proposed extensive additions tothe 
City Hospital (£12,500); Mr. Rust, city architect, Aberdeen. 


ABERTILLERY.—Claas rooms at Six Bells. 


ALDERSHOT.—Conversion of Aldershot Park Mansion into high-olass social 
and sporting club. Marquis of Winchester, Chairman of the 
Committee. 

ANDOVER.—New premises in Bridge Street. Local Co-operative Society. 

ASCOT.—Country residence on the Quilter Estate, Sunninghill; F. Pizzey 
builder, Sunninghill. Two large villas, Kennel Ride; W. Watson 
builder, Ascot. Additions to Heatherdown for Mr. Churchill. 


ASHBOURNE.—House at Hollington, near Ashbourne. W. Buckley. 
AYLESBURY.---Houses, Tring Road, for T. Green. Additions to houses for 
ы дааш Queen Street, and F. Longley, The Croft, Walton 
oad. 
BANBURY.—New school atGrimsbury, for the Borough Education Committee 
W. Talbot Brown & Fisher, architects, Wellingborough. 
BARNARD CASTLE.—Enlarging and improving East and West Whorlton 
schools, for the Northumberland Education Committee. H. 
Williams, secretary, Moot Hall, Newoastle-on-Tyne. 
BARNSLEY.—Houses, 8t. John's Road, for Walter Midgley; Dodworth Road 
for E. H. Wakefield; Granville Street, for A. Heaversedge ; 
Dodworth Road, for Geo. Haigh; Pogmoor Road, for John 
Mellor; Richmond Street, for Wm. Robinson; Denton Street 
and Vernon Street North, for G. H. Gray; additions to premises, 
May Day Green and Queen's Road, for J. Barraclough & Sons. 
Three villas in Shaw Lane; W. T. Turner, architect, Market 
Hill. Six houses, Peel Street, Worsbro’ Common; W. Kell, 
architect, 1 and 3, Eastgate, Barnsley. Houses, Lancaster 
Street; W. T. Turner, architect, Market Hill, Barnsley. 
Extension of the wholesale market shops by the Т.С. 
BATLEY.—Four houses in Pearl Street, Batley; G. & J. Mortimer, contractors, 
Batley. Newclubin Ings Road, for Carlinghow Working Men's 
Club. Secretary, Carlinghow Working Men's Club. 
BEDFORD.—Houses, Spenser Road, for W. T. Glass, builder, 85, 8t. Leonard's 
Avenue; Denmark Street, for D. Francis, builder, 65, Foster 
Hil Road; Pemberley Crescent, for A. W. G. Prosser, archi- 
tect, 90, Kimbolton Road; Dudley Street, for W. Braybrook ; 
Beverley Crescent and Southville Road, for T. Goldsmith, 
builder, Ampthill Road; Sidney Road, for R. Jeakings, builder, 
126, Hurst Grove; Rosamond Road, for H. J. Jones, builder, 
131, Castle Road ; Gladstone Street, for E. Casbeard, builder, 
92, Gladstone Street; additions to house. Bromham Road. for 
J. P. White, builder, Bromham Road; additions to house, 84, 
Midland Road, for H. Young; additions to Conservative Club, 
Bt. Peter's Street; offices, High Street, for Wells & Co. 
BEDPRE АВЕ. ed Office in Strutt Street. Surveyor, Belper District 
апси. 

BERKHAMSTEAD.—Alteration of the Lamb Inn, Wigginton, for Locke and 
Smith, Ltd., brewers, 160, Camden Street, N.W. 
BIBDINGSHUESE (8vssEX).—Proposed Cottage Hospital for Kirdford and 

istrict. 

BINGLEY.—Additions to Britannia Mills. 
Tantield Chambers, Bradford. 

BIRKENHEAD.—New Hall and Sunday Schools in connection with Brunswick 
Wesleyan Church (£2,500); Smith & Matley, architects, Man- 
chester. New premises, Laird Street; Manchester Co-opera- 
tive Society. 

BIRMINGHAM SpAnNHILL).—- New Roman Catholic Church and Schools, 
Stratford Road. Rev. Father O'Hagan, 251, Stratford Road, 
Sparkhill. 

BISHOP'S STORT FORD. Nonconformist College extension. H. G. Ibberson, 
architect. 

BLANDFORD.—New Wesleyan school-room at Stalbridge. 

BRADFORD.—New skating rink. Promoter, F. A. Wilkins, Whitechapel, 

‚ Liverpool; Buttertield und llartmann, seezctaries of Company, 

Darley Street, Bradford. 


B. Jackson & Son, architects, 
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BRENTFORD.— Extensions to the Nurses’ Ноте atthe Infirmary. W. H. 
Ward, architect, Paradise Street, Birmingham. 
BRISTOL.—Proposed new workshops at Avonmouth Dock, for J. Shearman 

and Co., Ltd., engineers, &c. 


BROADSTAIRS8.— Projected new church at Reading Street. 


BROMSGROVE.--Two houses in Sandhills Road, Barnt Green, for W. Н, 
Dyer, Alveohurch; three houses at Hunnington, for A. 
Timmins. 4 

BURGHEAD (Mosavamur).—Dwellng house in Dunbar Street. C. C. Doig, 
architect, 149, High street, Elgin. 


BURNLEY.—Bebnailding the Victoria Theatre (seat 3,000). B. Crewe, architect, 
London. Place of worship; W. Wilkinson, builder, Burnley. 
Railway developments and alterations, L. & Y. Railway Co., 
Hunt's Bank, 


BURTON.ON.TRENT.—Extensivo new business premises for J. Ellis & Son, 
clothiers, 


BURY.—Twenty.six houses in Lowes Road, Littlewood Cross, and seven in 
Rochdale Road. Borough engincer, Bury. 

BURY ВТ. EDMUNDS.—Twenty-four almshonses in College Lane for the 
Guildhall FeotYment Trust, 51, Abbegate Street, Bury Bt. 
Edmunds. 

BUSHEY.—Extension to Merry Hill County Council School. M. A. Smith, 
county surveyor, Hatrield. 


CAMBRIDGE.—House, Buckingham Road; A. 8. Ramscy, 71, Chesterton Road, 
Cambridge. Adaitions, West Street, for King's and Clare Cricket 
Club. Laundry, W. Castle Street, for Mrs. Brown, Alpha Road, 
Cambridge. Three houses, Barnabas Road; E.AWilunott and 
Sone, 12, Hope Street, Cambridge. House and laundry, Mading- 
ley Rise; Н. F. Newall, Madingley Rise. Laundry, Coldhams 
Lane, for Coldnam Laundry Co., Cambridge. 


CARDIFF.—Fireproof warehouse in Bridge Street, Cardiff, for J. Maitland 
Watkins: Bruton & Foster, architects, 119, Queen street, Cardiff. 
Congregational! chapel in Venywain Road; Habertson and 
Fawekuer, architects, Cardiff. Aiterauons at Cardiff Exchange; 
E. ^eward, architect, Cardiff. Extensive additions to Red Lion 
Hotel: Feather & Wilson, architects, Cardiff. Extension to 
Minnie Street Laundry for Cardiff Steam Laundry Co.: H. 
Buden, architect, Cardiff. Mission Hall, Planeswydd Road, for 
Prerbyterian church; G. Hallett, architect, Cardiff. Four 
houses, in Fairfield Avenue, for G. F. Pugsley; Veall & Sant, 
architects, Cardiff. Four houses in Llanishen for 1. Jobns; 
Veall & Sant, architects, Cardiff. Three houses in Waterloo 
Koad tor Geo. Partridge; W. H. Scott, architect, Carditf. 


CARNFORTH.— Garage and workshop for the Carnforth Cycle and Motor Co. 


CARSHAL'TON.—Shops and stables, High Street, for Mr. Langley; houses, 


Hawthorn Road, tor Windebank & Co. 


CASTLEFORD (Yorks.).—Houtes, shop, te., Smawthcrne Lane, for I. Sanders: 
J. P. Padgett, architect, Charlvon Chambers, Castleford. 


CHEADLE HULME (near FrockronT).—Houses, Victoria Avenue, for Mr. 
Gradwell : Hill Top Avenue, for W. Rhodes. 

CHESTERFIELD (BANnLHOROTCOM.— Extension of the Barlborough Council 
School and master's house; G. H. Widdows, architect to the 
Derbyshire Education Committee, County Education Offices, 
Ft. Mary's Gate, Derby. 

CINDERFORD (GTos.).— Primitive Methodist Sunday School premises. 


CIRENCESTER.—MHouse, &c., Dyer Street, for C. Baldwin; laundry, 9, Apsley 
Terrace, tor Mrs. Darling. 

COALVILLE (Lericesien).—Proposed market buildings in High Street. 
W yggeston Hospital ‘Trustees. 

CREWE.—New sewage scheme (£70,000 or £80,000). Borough engineer, 
Crewe. 

CROMPTON (Lawcs.).7New co-operative stores and bakery. J. H. Mills, 
architect; Mr. Isherwood, builder, Oldham. 


CROYDON, --Thirty-seven houses, Nutfield Road: W. M. Lucas, 91, Brigstock 
koad, l'bornton Heath. Six houses, Totton Koad; G. Atkins 
and Sons, Pollards Hill. wo houses, Johnson Road; 8. G. 
Gee, builder, 147, Mackenzie Road, dydenham. Rebuilding the 
Theatre Royal: E. W. Kirk, Notngoam, Bix houses, Galpins 
koad; A. L. Dartneil, 54, High Street, Croydon. Six houses, 
shirley Road: P. Crowley, Burlington Koad, Croydon. Two 
houses, KadeliYe Road; Worsfold & sons, builders, I, Tunstall 
Road, Crovdon. 

DERBY.—New Baptist Church at Kilbury. Harris & Hunt, builders. 


DEWSBURY ,—New textile department at the Endowed Schools; J. Lane Fox, 
architect, Bond Street, Dewsbury. Two electric fans for the 
Batley Carr Working Men's Club. Thirteen houses, Batley 
Carr ; W. II. Summers, Common Side. 

DINNINGTON (near HorukRHAM).— Houses, Lorden's Hill, for C. R. Revill; 
houses and shop, New Street, tor F. E. Revill and W. 
Davenport. 

DONCASTER.—Rebhuilding of business premises, for W. Burdett & Bon, 
jewellers, 16, French Gate; prospective re-building, after fire, 
of Woodhouse & Co.'s brass works, Hexthorpe. 


DUNSTABLE.—Houses, Downs Road, and Great Northern Road, for Mr. 
Horn; High Street South, for R. Lester. 


EASTBOURNE.—House in Nevill Road, Hampden Park; E. G. Noakes, 
builder. House in Rosebery Avenue, Hampden Park, for 
H. C. Martin; Mitchell & Ford, architects, Eustbourne. 


EAST CLAYDON (Bi cxs..—New County School and houses. C. G. Watkins, 
Education Offices, Aylesbury. 

EASTLKIGH (Hasrs.).— Twenty houses, Archer's Rond, for E. H. White; 
house and shop, Doncaster Road, for Pitheid Bros. 

EGHAM.—Houses, Glebe Road, for W. Tidbury and E. J. Bloyce; Thorpe 
Lea Road, for A. J. Ward. І 

ELLAND.—Secondary school in Victoria Road. West Riding Education 
Comunittee, 

EPSOM.—House, Woodcote Park Road, for W. T. Cresswell; Albert Road, 
for Moxhiam & Brown; Hylands Koad, for Mr. Trower, 

ERDINGTON (UinwiseHas).- New St. Margaret's Mission Church (£1,750), 
D. Hoyland, architect, Walbrock, London, F.. C. 

FENNY STRATFORD.—Houses, Oliver Road, for Mr. Tranfleld, 


FLUSHING, MYLOR (Cornwant).- Reading room on the estate of Major the 
Hon. H. W. |. Trelusis, Carder & Carder, architects, 4, Princes 
Street, Truro. 

FRESHVIELD (near Liv kenvoor).--Club. premises for the Liverpool Banking 
and Insurance Golf Clit: Pough & Thompson, architects, Liver- 
pool, УУ. II. Fuster, builder, 41, Shakespeare Street, Southport. 

GOLCAR, Houses, Wellhouse; Dunn & Kase, architects, Milusbridge. Long. 
croft Road. Arthur Shaw, architect, Golcar. 

GOSPORT.—New schools in Grove. Road for the Gosport and Alverstoke 
Education Comittee. Geo, R. Walker, secretary, Education 
Otlices, Gosport, 

GUISBOROUGH.- Houses. Bennison Street, for H. Langburn. 


HARROGATE.—Twelve pairs of Primitive Methodist orphan homes. 


Houses, Norfolk Road, for Raworth Bros.; Bireh Grove, for D. 
Bayner; Church Avenue, for C, A, Nettleton, builder; Burke 
Street, Bilton, for J. E. Smith; King Edward's Drive, for C. E. 
Booth: mission room, Grove Park Terrace, for the Vicar of 
Christ Church. 


HASLINGDEN.—Proposed new Conservative Club premises. 


HENSINGHAM (Ccmnertann).— Hospital ward, &c., for the Galemire Joint 
Hospital Committee. Geo. Boyd, engineer, 33, Queen Street, 
Whitebaven. | 

HOLMFIRTH.—House, Hey End, for Alex. Stockwell, 

HOUNSLOW.—Two villas, semi-detached, Bulstrode Avenue. W. J. Parker, 
architect, 88, Great James Street, Bedford Row, W.C. 

HULL.—Church hall and class-rooms, in connection with Wycliffe Congre. 
potions! Charch (22,000). Enlargement of Madeley Street baths 
or the Т.С. (£8,300). 

(Hspox).—Restoration of the Parish Chuxch (£1,000). J. Bilson, 

architect, 98, Parliament Street, Hull. 

HURST (near 333 a Smallshaw Lane, for Wm. 

ams. 

ILFORD.— Houses, Baden Road, for G. Н. Woodruff: Barley Lane, for 
Hammond and Miles, builders, Scrafton Road, II ford; Auckland 
Road, for M. T. Baker: B. Bailey & Co., architects, 5, Cranbrook 
Road, Ilford. Enlargement of Valentine's School; Mills and 
Boucher, builders, IIford. 

HECKMONDWIKE (Yorks.).—Houses, Longfield Road, for Tom Horsfall. 

HULL.—Two Wesleyan mission halls (£28,000). 


'IPSWICH,.—Wireless telegraph station for the Admiralty. 


KENDAL bendum of premises, Highgate, for John G. Bland, cabinet. 
maker. 


KINGUSSIE.— Villa in West Terrace, for Mr. Brown, Nuide. 


KIVETON PARK (near Bnrr riELD).—Officialt* houses, Waleswood Colliery, 
for Skinner & Holford; houses, Doe Quarry Lane, for Pardoe 
&nd Robinson. 

LINTHWAITE.—House and shops, Causeway Side, for L. Walker; houses 
and shops, Manchester Road, for the Co-operative Society; 
shops, Hoylehouse, for Е. Quarmby; house, Pymroyd Lane, 
for II. Shaw; additions to house, Clough House, for Herbert 
Mallinson. 

LOCKWOOD (Yorks.).—Detached house, Woodside Road. J. B. Abbey and 
Bon, architects, 34A, New Street, Huddersfield. 


LONDON (WILLESDEN, N.W.).—Motor garage and stores, Acton Lane; G. A. 
Sexton, architect, 42, High Road, Kilburn, N.W. Formation 
ot new road, off Belton Road; Trant, Brown & Humphreys, 
architects, 3324, High Road, Kilburn, N.W. Shop fronts, 18. 
190, High Road; Mays & Bons, builders, 8, Station Road. 
Kensal Green, N.W. Alterations, shop premises, 163, High 
Road, Kilburn ; W. Benett, architect, 13, Dollis Park, Church 
End, Finchley, N. Alterations, Coronet Laundry, Alric 
Avenue, for Coronet Laundry, Ltd. Alterations, two houses, 
Chatsworth Road, Willesden Green; C. W. Cave, estate agent, 
43, Harvard Court Road, Hampstead, N.W. 


(Влккімо, E.).—Blacking room for the London Scottish Foundry, 
Ltd., London Road, Barking. Bone store and cooperage ai 
Creeksmouth, for the London Butchers’ Hide and Skin Co., Lid., 
Creeksmouth Road, Barking. 


(E.C.).—Additions, 26, Throgmorton Street. W. C. Jones, 32, Bed. 
ford Row, W.C., architect. 


(ROTHERHITHE, S. E.). Addition to vat house, Vinegar Brewery 
Co., Church Street, Tower Bridge Road. J. M. Kennard, 1% 
Railway Approach, London Bridge, architect. 


(BARNES, S. W.).—Twenty-four semi-detached villas, Lonsdale Road, 


tor €. W. Jordan; five houses, Glendower Road, Mortlake, lor 
C. Ellis & Co. 


(EaLivo, W.).—New hospital; Hall-Jones & Cummings, architects, 
Parliament Mansions, Victoria Street, S. W. New hall and 
skating rink for * Walpole Hall, Ltd." in Bond Street 
(about £2,000); Alfred Burr, 85, Gower Street, W. C., architect. 

(HoLnORN, W.C.).—Additions, 8, Harpur Street. Robertson and 
Barton, surveyors, 75, Chancery Lance. 

(8.E.).—Addition, Bankside Generating Station, Southwark, for 
City of London Electrio Lighting Co., Ltd. 

(HrENboN, N.W.).—Two villas, Hampstead Way; Scrutton and 
Crebbin, builders, Beckton Road, z. House, Willefield Way; 
M. Bunney, architect, 23, Queen Anne's Gate, 8. W. Four de 
tached houses, Templars Avenue; R. V. Hart, builder, 
Burgess Park, N.W. Factory, Colindale Avenue; A. J. Staines 
and Co., builders, 154, Great Tichtield Street, V. Eight new 
rouds on Beddington Estate; W. Hollis, surveyor, Churcb end 
Finchley, N. Two houses, Garden suburb; M. Hunney, archi- 
tect, 23, Queen Anne's Gate, B. W. House, North End Ho; 
C. B. King, builder, 28, Church Row, and 20, Heath Bue 
Hampstead, N.W. 

(LEwisuaM, B. E.). — Seventeen houses, Algernon Road; 8. J. 
Jerrard & Sons, builders, 40, Loampit Vale, Lewisham, B.E. 
Six double houses and rebuilding ôf cowshed, Bromiey 
Southend; Jas. Watt, builder, “ The Lodge,” Bromley Ком. 
Proposed church in High Street; Kelly & Dickie, architects, 
466, Oxford Street, W. Addition to Boys’ School, Northbrook 
Schools, Taunton Road, Lee; A. H. R. Tenison, architect 14, 
Little College Street, Westininster, B.W. — Five houses, Chs:- 
croft Road; W. J. Scudamore & Sons, builders, 13, Manor Lane, 
Lee, S.E. New street from Herne Hill Road to Dane Avenue; 
R. Ellis & Son, surveyors, 45, Fenchurch Street, E. C. 

(Torrennam, N.).—Iron building for box factory, for A. & W. 
Flatau & Co.; T. W. Palmer & Co., 5, Victoria Street, S. W. 
Twelve houses, Wargrave Avenue; E. Evans, auctioneer, 
Lavender Hill, S. W. Office and sheds at Hampden Road; A. 
Porter, builder, 100 and 102, High Road, Tottenham. Ware 
house, 544, High Road: Treacher & Son, architects, 73, Moor- 
gate Street, E. C. Workshop, at 447, West Green Road: Brand, 
Pettit & Co., builders, 247, West Green Road, N. Four houses, 
Hostrevor Avenue; Lecks & Blake, care of E. Evans. 25, 
Lavender Hill, S. W. Iron Mission Hall, St. Francis de sales, 
Brereton Road, for Rev, Father J. F. Subra. 

(WaLrHamstow, E.).—Miesion Hall, Cavendish Road ; W. Harbrow, 
builder, South Bermondsey Station, S. E. Thirteen hoe 
Marten and Cazenove Roads; II. Brodoy, architect, 25s, Hig 
Street, Waltbamstow, N. E. Paint store, Blackborse Laue: р. 
Hooker, Ltd., engineers and ironfounders, Blackhorse R 
Walthainstow, N.E. 

(MERTON, S. W.). —Proposed sub-Fire Station at Raynes Park. sur 
veyor, Merton Urban District Council. , 

(F.C.).—Proposed buildings in City Road, for the German V. M. C. A. 
(£25,000). 

LONGTON.- Proposed High School for Girls, at Park House, Tettenhall Rosi. 
G. Balfour, Director of Education, 868178. Education Offices, 
Bturlord. 

LOWESTOFT, Five honses, May Road; A, Clark, architect, 26, London 
Road, Lowestoft, Dwelling-house, London Road South: R. C. 
Todd, builder, Kendal kord, Kirkby, Lowestoft. 

LYNTON.—Homan Catholic Convent in Lee Road (electric light to be used). 

LURGAN.—Re-tuilding and additions to shops and dwelling-houses in Market 


Street, for Miss Taylor. Hobart & Heron, architects, Seottish 
President Buildings, Belfast. 


MANSFIELD.—New St. John's Mission Hall in Broomhill Lane. 
MARGATE.—Re-building the General Post Oftice, Cecil Square. 


MARLBOROUGH, New Post Office. Thos. Leader, contract 
Marlborough, 
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MIDDLETON (LANCa .- Proposed elementary school in Durnford Street (1,000 
scholars). E. Wood, architect, 78, Cross Street, Manchester, 

NELSON (GLAM.).— Extension of Llanfabon Church (£1,200). E. M. B. 
Vaughan, architect, Cardit!; Knox & Wells, builders, Cardiff. 

NEWPORT (Mox.).— New church at Wattsville, Cross Keys. 

NORTHFLEET.—Dover Road and Lawn Road schools to be enlargéd for the 
Kent Education Committee. 

NOTTINGHAM.—New Baptist Mission Church (£2,360), corner of Robin Hood 
Chase and Raglan Street. W. A. Coombs, hon. pastor. 


OTLEY (Yorxa.).—Probable reconstruction (after fire) of premises for J. 
Hepworth, Lid., clothiers, Leeds. 

OUNDLE.— Houses, New Road, for Mr. Tebbutt ; Herne Road, for Mr. Freeman. 

PLYMOUTH.—New Catholic Church at junction of Holland and Whitworth 
Roads, Mutley. Rev. Canon Scoles and G. Raymund, Basing- 
stoke, joint architects. 

PONTARDAWE (GLaAm.).—New collieries to be opened. 
rose Colliery Co. 

Cross Inn to be rebuilt. 

PORTHCAWL OP DEEN) ыры шы new church on site of All Saints’ 

urch. 

PORTSMOUTH.—Three houses, Bevis Road; E. W. J. Payne, 6, Munster 
Road. Landport. Stores, for the Waterproof Glue Co. 
Chandos Street; J. Croad, 47, Union Street and Portland 
Street, Landport. Houses, Twyford Avenue; W. Н. Dugan, 1, 
Northern Parade, Landport. House and shop and stores, in 
New Road; J. Macklin. Additions to 48, Havelock Road, for 
Rev. E. Bruce Cornford ; Jas. Crockerell, builder, Victoria Road 
North, Southsea. House, Chichester Road; A. Chase, 22, 
Porchester Road, Landport. New Roman Catholic Church, 
Copnor Road; Jenkins & Co., builders. 

PRESTON (KinkHAM).—New elementary school (£3,000). H. Littler, County 
Architect, Preston. 

PUDSEY.—Motor shed at Smalewell Road, for J. 8. Boyd ; extensions to ware- 
house in New Street, for the Pudsey Worsted Mill Co.; house 
at Varley Street, for J. W. Barnes. 

RADCLIFFE.—Probable rebuilding, after fire, of Phoenix Mills. 

RAMSdATE.— Houses. West Cliff Road. Woodhall & Bon, builders, Boundary 

„ Ramsgate. 

RETFORD.—Criminal lunatio asylum (900 inmates), and 100 cottages for 
attendants, at Rampton ; alterations and additions to premises, 
for the Nottingham and Notts. Banking Co., Ltd. 

RICHMOND (Yonxs.).—Probable re-erection of business premises (after fire), 
for Messrs. Bainbridge, drapers, Market Place. 

ROCHDALE.—One hundred and seventy-six new houses. Borough engineer, 
Rochdale. 


South Wales Prim» 


ROTHERHAM.—Alterations, &c., to Woodsetts Provided School. J. Vickers - 
Edwards, County Architect, County Hall, Wakefield. 

RUGBY.—Houses, Murray Road, for A. P. Hawkin; workshop. &c., for the 
Governors of the Lower Schoo! of Lawrence Sheriff. 

ST. BURYAN (ConxwAI. I.). United Methodist Sunday School. J. T. Jelbart, 
builder, St. Buryan. 

ВТ. HELENB.— Houses, Leach Lane, for John Marsh; Robin's Lane, for Wm. 
Bate ; additions to house, Fleet Lane, for Greenall, Whitley and 
Co., brewers, 

8Т. IVE8.—Terrace of houses, Lower Barnoon, for Edwin Williams. 

SAFFRON WALDEN.—New Rectory at Debden. 

SALISBURY.—Proposed isolation hospital in connection with the Salisbury 
and District Joint Isolation Hospital (£14,000). J. Н. Goodman, 

architect, Town Hall Chambers, Reading. 

SEATON CAREW (West HARTLEPOOL).— Rocket life-saving apparatus house 

` and watch room for the Board of Trade. Secretary, Marine 
‚уннер Board of Trade, 7, Whitehall Gardens, London, 


SHEERNESS.—Nine houses in Alexandra Road, for Mr. Harrison. 

SHEFFIELD.—Repairs and improvements at Catclitfe Provided School. J. 
Vickers-Edwards, county architect, County Hall, Waketield. 

BHERBOURNE.— New offices for Guppy « Son. 

SLOUGH.—Houses, Queen's Road, for T. Perrin; Stoke Poges Lane, for C. J. 

| Jackaman. 

BOUTHAMPTON.—Workshop, Church Army Home, Commercial Road: J. F. 
Crook, surveyor, 39, Cambridge Road, Southampton. House, Ash 
Tree Road; four houses, Hillside Avenue; three houses, Castle 
Road; 16 houses, Desmond Road; В. С. Greenwood, surveyor, 
ll, Portland Street, Southampton. Additions and alterations, 
37 and 88, Oxford Street; A.A. Burnett, architect, 2, High Street, 
Southampton. Two houses, St. James’ Road; Jurd & Sanders, 
architects, 25, Portland Street, Southampton. Four houses, 
King Edward's Avenue; W. B. Hill, jun., surveyor, 81, Above 
Bar, Southampton. Additions to 22, Cranbury Place; T. H. 
Btiles, builder, 8, Albert Road, Northam, Southampton. 

BOUTHPORT.— Extensions at St. Cuthbert's Church ; the Vicar. 

BTOCKTON-ON-TEKS8.—House, Headlam Street, for W. Lowther. Laying out 
of estate, Durham Road; R. Appleton & Bons, estate agents, 
184, High Street, Stockton. 

STOKE.—gemi-detached villas at Oakhill; W. Ball. Shop in Union Street; 
C. Hackney. One house in All Saints’ Road; A. Cartlidge. 

STRANRAER.— New hall in King Street in connection with Shenchan United 
Free Church (£500). Rev. T. Russell, minister, U.F. Church, 
King Btrect. 

| BUNDERLAND.—Mortuary at Ryhope, for the T. C.; Stephen Hendry, 
Fulwell, builder. Workmen's houses at Ryhope, for the T.C. 
(£9,432); J. T. Parker, builder. Workmen's houses at Tunstall, 

| for the T.C. ; H. E. Pitt, builder, Sunderland, 

BUTTON (SuRREyY).—Houses, Lenham Road, for A. Legg; Constance Road, for 
C. W. Snazell. 

SWADLINCOTE.— Proposed Roman Catholic Church (£3,000), 

BWANAGE.—Houses, Swanage Bay Estate. Parsons & Hayter: Kempstone 
Road, H. & J. Hardy; Hedes Estate, H. J. Smith; Cliff Avenue, 
J. Parsons. 

TETBURY (Gros.).—New Wesleyan Methodist Church in Long Street. 

TIPTON W Infants’ School (250 pupils). Pritchard & Pritchard, 
architects. 

TORPOINT (Drvox).—Extension of the Wesleyan Church (£1,500). _ Thornley 
and Rooke, architects, Plymouth; J. Paynter, builder, Ply- 
mouth. 

TORQUAY —Proposed pavilion in the Princess Gardens. Macfarlane & Co., 

TY architects, Glasgow. 

E VICKENHAM.— Shops and houses, Edwin Road, for Hosking & Co. 

XBRIDGE.— Four houses, Ottertield Road, Viewsley. A. H. Winterburn, 

w surveyor, Yiewsley, Middlesex. 

ALTON-ON-THE-NAZE.—Garage and premises, Churchfield Road, for J. С, 
oreland. 

WELDINGBOROUOH.—New church of St. Mary. 

ST KIRBY (near BIRKENHEAD).—Rebuilding a portion of the residence of 

w J. Cumming Macdona, M.P. (Hilbre House, Sandy Lane), 

HITEHAVEN.—Elementary school and caretaker's house for the Education 
Committee, W. D. P. Field, secretary, Town Hall, White- 
aven. 

WIE Hee public hall at Pulteneytown. 

GAN, — Houses, Albert Street, Newtown, for H. and H. Houghton; Wallace 
Lane, for Mrs. J, Brown. 


WILMSLOW (CuxsitiRg).—Council schools for 700 scholars for the C. C.; Н. H. 
Brown, architect, 17, Dickinson Street, Manchester. 

WOKINGHAM.~— House, Reading Road, F'inchampstead, for C. Brake; bungalow, 

Ellis Road, Wokingham Without, for Mrs. Franklin; house, The 
Avenue, near Crowthorne, for E. Fullbrook. 

WOLVERHAMPTON.—Works to be re-built (after fire), for Frank H 
Parkyn, Lid., Olympic Cycle Works, Granville Street, Steel- 
house Lane. 

WORKSOP.—Altorations and additions to Thorpe Salvin Provided School. 
J. Vickers-Ed wards, ооо Architect, County Hall, Wake- 
field. Forty-three houses, Devonshire Street and Harrington 
Sweet, fox C. Bacon. 

YORK.—Velepbone installation (internal) at the Workhouse (£100). Board of 
Guardians. 


FORTHCOMING EVENTS. 


a 


Saturday, October 8rd.— At 8 p.m. Association of Engineers-in-Charge. Visit 
to the National Physical Laboratory. 1.40 train, Waterloo. 


Opening of Manchester Electrical Exhibition at Platts Field 
Rusholine. 

Monday, October 5th.— Formal opening of the Manchester Electrical Exhibition 
by the Lord Mayor of Manchester. 

Saturday, October 10th. At3p.m. Liverpool and District Electrical Association 
Visit to Mersey Dock and Harbour Board's new offices, Pier Head 
Liverpool. | 

Tuesday, October 18th.-At M p.m. At the Common Hall, Hackins Hey 
Liverpool. Liverpoot and District Electrical Association. Presi- 
dential address by Mr. H. К. O'Brien. 

Wednesday, October lth.—At Я p.m. St. Bride'a Institute, London, E. C. 
Association of Eingineers-in.Chnrge, Presidential address on 
“Smoke,” by Mr. James Swinburne, F. R. S. 


NOTES. 


To Exhibition Visitors.—For the benefit of our readers 
who may wish to run down to Manchester occasionally during 
the month to visit the Exhibition, we may draw attention to а 
programme of excursion arrangements issued by the L. & N.W. 
Railway for October and November. Cheap tickets are issued for 
the journey from Euston to Manchester by the midnight train on 
Fridays, October 2nd, 16th and 30tb, and by the 10.30 a.m. and 
4.5 p.m. trains on Saturdays, October 3rd, 17th and 31st; day 
excursions (11s. return), three-day (12s. 6d. return), and so on. 


Bank Absorption of Electrical Undertaking.—A 


‘novelty in banking business is announced from Vienna — the 


projected absorption by the Vienna Union Bank of the undertaking 
of the International Electricity Co., of Vienna, whose troubles 
with the Municipal Council in former years will probably still be 
within the recollection of our readers. It is tolerably well known 
that intimate relations exist between banks and manufacturing and 
investment companies in Germany, Switzerland, and Austria, 
and that with the assistance of the banks, the financing 
of new electrical enterprises is, generally speaking, a comparatively 
easy matter. But for a credit bank to acquire an electrical concern 
with the definite intention of continuing it as a department of the 
bank, although not a manufacturing compauy, is a complete innova- 
tion which will be “watched wito interest by other financial 
institutions and the electrical industry. Since the International 
Co. was first formed in 1889, it has been in close relations with the 
Union Bank, which has financed the former's increases in share 
capital, and has had. representatives on its board of directors, 
whilst at the same time the bank holds a large portion of the com- 
pany’s share capital of £625,000. Hitherto the activity of the 
company has been mainly devoted to the working of the Vienna 
station, which passed into the possession of the Municipal Council 
last May on payment of the sum of £833,333, thus ter- 
minating the unpleasant incidents provoked by the Council. It 
was criginally intended to return £500,000 to the shareholders, 
leaving £333,333 for the promotion of new undertakings, 
but this idea was not proceeded with, as such works develop 
very slowly, and require the provision of adequate funds. 
The slow progress is illustrated in the case of the works 
in which the company is financially interested, as, for 
instance, the Bielitz central station, the Polswerke, the Fiume 
central station, and the Teplitz-Eichwald electric tramway, 
whilst the company also holds the concession for the erection and 
working of electricity works and a tramway at Budweis. These 
participations and the shares acquired in the Wels electricity works 
will conseyuently form the foundation of the electrical depart ment 
which is to be established by the Union Bank and which will be 
extended by the financing of new enterprises, particularly in regard 
to the utilisation of water-power for the production of electrical 
energy by the use of the patents appertaining to the Golwig system 
The transfer of the company's undertaking to the bank is to be 
effected by an interchange of shares on terms which are considered 
to be very favourable to the former, namely, £752,000 in shares of 
the bank for the £625,000 represented by the company's capital. 
The transaction is rendered easy by reason of the bank's share- 
holding in the company, and it will therefore only be necessary, in 
the first place, to issue new bank shares to the amount of £416,000, 
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On the other hand, the bank will become possessor of the company’s 
cash balance of £833,333, formed of the purchase price of the Vienna 
central station, together with the reserve fund of £375,000, the two 
items making a total sum that is of considerable value in view of 
the present condition of the Austrian money market. It is con- 
sidered that the success or failure of this banking departure will 
depend upon the extent to which the department will be able to 
act independently and have freedcm of action. Atany rate, the 


novelty of the transaction represente another instance of the со- 


operation of European banks in the development of electrical enter- 


prise, and it once again demonstrates the confidence which credit 
banks manifest in the future of the industry. 


The Aluminium Syndicate Dissolution.—A com- 
munication issued by the Neuhausen Aluminium Industry Co. 
states that the reason for the dissolution of the Aluminium Con- 
vention, which was foreshadowed in this journal a few weeks ago, 
lies in the necessity for more keenly combatting the competition 
which has arisen. In this connection a correspondent of a German 
newspaper submits that by breaking up, the syndicate will take a 
further step to render the market situation still more unfavourable. 
The price of the metal, which still amounted to from £8 108. to 
£8 158. per cwt. in the first quarter in 1907, has receded to £3 108., 
and transactions are even heard of at a much lower price. Until 
last year the syndicate controlled the manufacture of aluminium, 
and utilised its monopolistic position in a way which, the corres- 
pondent states, could almost be termed ''terroristic." Not only 
were the prices kept extraordinarily high, but rigorous conditions 
were imposed in regard to delivery and terms of payment. "These 
circumstances gave occasion to consumers to encourage competitive 
undertakings, and works outside the syndicate have been started in 
the course of the past year. The Neuhausen Co., which takes the 
lead in the syndicate, then constantly reduced prices in the fight 
with the new producers, and as the latter naturally followed the 
example, and were even compelled to quote still lower rates, a com- 
plete overthrow has occurred in the market. It is said that prices 
have probably reached tbe limit of the cost of production, or are 
even below this rate in the case of some works, and this condition 
of affairs will presumably become worse through the dissolution of 
the syndicate. Of course, certain of the works maintain that they 
are still working at a profit, but this assertion is open to doubt. The 
correspondent blames thesyndicate for the present unsatisfactory con- 
ditions of the market, which are damaging all producersand benefiting 
none of them. A further illustration of how commercially reprehen- 
sible the policy pursued by the syndicate has been, the correspondent 
submite, lies in the circumstance tbat although aluminium can be 
worked up easily, and has other advantages which should ensure 
it the widest use, its employment has remained restricted to com- 
paratively few purposes. In his opinion it would have been far 
preferable, instead of devoting large sums to fighting competition, 
to have appropriated the money for experiments which would 
extend the use and sales of the metal. New applications of alumin- 
ium will in course of time, restore a healthy relation between 
consumption and production, so that a natural development of the 


market can be foreseen provided that the works formerly syndicated. 


do not maintain the unreasonable price policy ; but even in that 
event the new works, which have been created by powerful groups, 
should be in a position to stand the price war. The correspondent 
concludes by remarking that the syndicate has not only indirectly 
occasioned the erection of new works by reason of the use of ita 
monopolistic position, but it has also directly caused the establish- 
ment of a competitive undertaking through the withdrawal of 
custom from one of the suppliers of alumina, who has been com- 
pelled to build a factory in order to be able to dispose of the 
material forming his output. | 

Uniformity in Railway Working The battle of the 
systems ot railway working, or rather of the variations in identical 
systeme, seems to be commenciog in Germany. A German corres- 
pondent points out in this connection the desirsbility that the 
experiments which are either in progress or in contemplation 
should be centralised, in order that no difficulties should be placed 
in the way of electrical working on ordinary railways by tbe 
employment of various systems. As an instance it is mentioned 
that the Baden State Railway authorities have decided to utilise 
alternating current of 15 periods, whereas the Prussian State Rail- 
way Administration bas already adopted, the correspondent 
remarks, a frequency of 25. Although electrical engineers are 
not yet agreed that 15 periods do not yield advantages under cer- 
tain circumstances, yet it might be taken into consideration that 
locomotives equipped with motors working at this frequency 
cannot be operated with advantage on lines installed for a 
frequency of 25. As aconsequence this variation in the design 
of the motors would render it d:flicult for through traffic to 
be conducted between the Baden and the Prussian railways. It is 
therefore suggested that the various railway authorities should 
arrive at an understanding in the selection of systems in order to 
obviate unpleasant consequences at a future date. 


Steel Belts.—The disadvantages coupled with belt trans- 
miasion—slipping, subsequent tightening and wear—have given 
impetus to the search for a suitable substitute. The E'oesser 
Kraftband Gesellschaft m. b. H., Charlottenburg, succeeded some 
time ago in the adapiation of steel belts, which are produced from 
steel of special alloy and temper, and possess several good features. 
By reason of their greater strength, steel belts of smaller width 
than those usually employed can be applied. Good transmission ів 
assured by the utilisation of a peculiar contact plate, accurate 
measurements having revealed that tne slip amounts to but , per 
cent. The eame experiments show that the working loss at no time 


exceeds 1 per cent. In certain cases, leather belts of a width of 
600 mm. have been replaced by steel belts of 100 mm. This allows 
of a relatively light weight for the steel belt, which, therefore, 
does not cause flexure, as does a leather belt. As a result, the dis- 
tance between tbe driving and driven pulleys exercises bot little 
influence. Steel belts lend themselves to very high speeds, trials of 
velocities of 62 metres per second and above having been made 
with success. Subsequent tightening of steel belts is not necessary, 
even if the original tension was such that it sufficed for the trans 
mission of the maximum load.— Energy. 


Regenerative Traction.— For the past 12 months there 
has been a lull in the development of the regenerjtive system, 
amounting, in fact, to stagnation ; little has been heard of the 
system, and practically nothing has been done. The cause of this 
unfortunate pause, we understand, bas been the action for infringe- 
ment that was brought against Raworth’s Traction Patents, Ltd, 
by the Johnson-Lundell Co. а year ago, and the advertisement that 
was then issued, warning purchasers of the former to beware of 
infringement. The effect of these proceedings was to paralyse the 
Raworth Co.'s business without affording any means of redress; no 
information was vouchsafed as to the precise nature of the infringe- 
ment alleged, and in the end the matter has been settled by the 
withdrawal of the action, each party paying its own costs. The 
Raworth Co. has lost some thousands of pounds through this attack 
upon ite business, negotiations that were in progress at the time 
having been broken off by the intending purchasers with a view to 
safeguarding themselves; we learn, however, that orders are now 


being received, and the Corporation of Rawtenstall has decided to 


adopt regenerative cars for the whole of its reconstructed lines. 
When our readers recall the fact that the Johnson-Lundell Co. is, 
and has long been, in financial difficulties, they will, we think, 
agree that the action in question was a last expiring effort on the 
part of that ill-fated concern to recoup its losses—at the cost of 
another. The dog-in-the-manger policy adopted cannot be regarded 
as one that reflects credit upon its originators, suggesting as it does 


the promptings of envy—for no grounds have been stated for tbe 


action, nor is any infringement whatever admitted by the Raworth 
Co. Itisan unsavoury affair. 


Electrical Irrigation in Spain.—The Barcelona 
Journal, Industrias e Invenciones, advocates the use of electrical 
energy for irrigation purposes in Spain. The great plains of 
Valencia, Murcia, Catalonia, and Andalucia are, it says, made fruitful 
by irrigation works which date from the times of the Moors, but 
other equally suitable districts lack these advantages. There is, 
however, no reason why the numerous waterfalls which exist in 
Spain, at present only partially utilised for electrical purposes, 
should not be laid under contribution for further services. 
Industrial utilisation is out of the question, as Spain possesses few 
industries; but a greater return on the capital invested in existiog 
central stations, not tospeak of the calling into being of new stations, 
might be facilitated by the use of electricity at pumping stations for 
the raising and distribation of water for irrigation. Not only the 
water but also the power could thus be utilised. There can be no 
doubt that this suggestion of our Barcelona contemporary is well ad- 
vised, and that sooner or later it will fiad expression in practice. 


A Committeeman's Resignation.— How much interest 
ought the members of a Council to take in the working of sn 
electrical undertaking’? What вау the engineers? We have heard 
of some who get nothing but pettifogging interference from com- 
mitteemen, but there are committeemen and committemen, as there 
are also engineers and engineers. It all depends ! We are informed by 
an Irish correspondent that the chairmanof the Bray E. L. Committee 
has resigned on the grounds that he cannot be responsible for the work- 
ing of the concern owing to the lack of interest taken by the othet 
members of the Council in its management, but the Council— 
whether intending to amend or worsen its ways we know not— ba 
decided to ask bim to reconsider his decision. Bray has bad its 
system in operation since 1892. The capacity of its plant 18 320 


Kw., and it has an engineer who, to the best of our belief, knows 
his business ! 


Post Office Telegraphs.—The report of the Postmastet- 
General for the year ended March 31st, 1908, shows that 85,969,000 
telegrams were transmitted over the Post Office system, an increase 
of 3' per cent., as compared with the previous year. As the 
result of а careful inquiry into the cost of transmitting Press mes 
sages, it was found that the loss on these amounted to £225,000 
annually. There was a deficit on the telegraph and telephone 
systems of £851,876, or £209,178 more than in the previous year. 
T'he total number of conversations over the inland trunk telephone 


lines was 21,993,113 during the усаг, an increase of 11 per cent. 


the gross revenue from this service was £535,104, an increase of 
11˙3 percent. The average value of each conversation was 5 84d., 
as compared with 5 42d., and the reduction in the charges made 


for trunk calls between 7 p.m. and 7 a.m. bas resulted in à great 
increase in the traffic. 


German Social-Democratic Societies.—At the last 
meeting of the Society of Electro-technical Installation firms 10 
Germany, the general secretary of the Society of Associate 
Employers, Dr. Grabenstedt, strongly emphasised the necessity o 
an organisation of employers, as the question of strikes was becom- 
ing more and more important. As the most dangerous of the 
workmen's associations, the lecturer mentioned the Social-Demo- 
cratic organisations, which in 1891 had 178,000 members and an 
income of £500,000; while the membership in 1606 had increased 
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to 1,690,000 and the income to £2,080,000. Judging from the 


fact that these organisations in 1906 were spending 1, 360, 000 for 
striking and agitation purposes and only £355,090 for charitable 
purposes, it was not difficult to see that their main object was to 
form fighting organisations. The lecturer recommended the 
Society to join the Society of German Metal Industrials and the 
Society of German Employers, both of which in case of strikes or 
fluctuation of wages render their members the most far-reaching 
protection. 


Educational Notes.— University COLLEGE. — The 
arrangements for the opening of the Faculty of Engineering at 
University College are now complete. The Provost and the Dean 
(Prof. J. D. Cormack) will attend on October 5th and 6th, from 
10 a.m. to 1 p.m. for the purpose of giving advice and information 
to students entering the College. In addition to the regular courses, 
special additional courses have been arranged, and they include & 
course in Electrical Design by Mr. H. M. Hobart, a course in Railway 
Engineering by Mr. H. Deans, and a course in Municipal Engineer- 
ing by Mr. Reginald E. Middleton. A public lecture, introductory 
to the special course on “The Scientific Principles of Radio- 
telegraphy and Radio-telephony" will be given by Prof. J. A. 
Fleming on October 14th at 5 p.m. 


Appointments Vacant.—The Metropolitan Railway 
Co, is inviting applications until October 17th for the position of 
traffic superintendent; engine fitter for H.M. Dockyard, Sheerness 
(368.) See our advertisement pages to-day. 


Institution Notes. — ASSOCIATION or CHARGE 
ЕкотнЕЕНВВ.—Тһе new Session opens on October 14th with the 
address of Mr. James Swinburne, who succeeds Mr. W. H. Patchell 
as president. Mr. Swinburne’s subject is Smoke." The following 
arrangements are announced :— 


November 21st.—80cial. Dance. 
December 9th.—Paper by Mr. W. H. Booth on Coal, its Composition and 
Combustion," 
January 9tb, 1909.—Social. Dance. 
„  l18th.—Peper by Mr. J. B. C. Kershaw on Water and its Impurities.” 
popes 10th.— Paper by Mr. Н. 8. Poynder on ‘Polyphase Motors for 
Machinery Driving." 
February 290th.-—50cial. Dance. . 
March 10th, — Paper by Mr. W. A, Tookey on Indicator Diagrams." 
„„ 211. — Annual Dinner. 
ADU М, Каре: by Mr. H. Adams on Stresses and Strains in Girder 
ork.” 
Мау Ist.—Social. Bohemian Concert. 


SOCIETY OF ENGINEERS.—A visit was mede by a number of the 
Svciety on September 22nd to the works of tbe New Admiralty 
Harbour at Dover, which were inspected by permission of the 
Admiralty, 

Імѕтітоте OF MARINE ENGINEERS.—Among the arrangements 
for the forthcoming session are the following :— 


Monday, November 2nd.—Discussion оп Electrical Transmission of Power 
for Marine Pfopulsion," at the London Institution, Finsbury Circus, E.C. 

Monday, November 9th.—Lecture, “ Scientitic Boiler Control,“ by Mr. 
Ө. A. H. Binz. 

Monday, November 16th.—''Some Recent Developments in Surface Con- 
densing Apparatus.” by Mr. Robert Bruce. 

Monday, November 30th.— Experimenta! Fuel Testing. 

Monday, December 7th.—"' Ventilation by Induced Currents,” by Mr. Robert 

regory. 
Monday, December 14th.—'' The Gas Engine and Producer Gas Plant for 


Marine Work," by Mr. E. Shackleton. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electrice tramway and railway officials, to keep readers of the 
ELECTRICAE REVIEW posted as to their movements. 


Central Station Officials.—Mn. ALBERT BLANKS, 
Consumers’ adviser to the St. Pancras B.C. electricity and public 
lighting department, was married recently at St. Barnabas Church, 
Kentish Town Road, to the daughter of Councillor Hickling, an 
ex-mayor of St. Pancras. The presents included a silver salver and 
fruit service and spoons from the electricity department. | 

Тһе Coventry Electric Light Committee on Monday received 
and accepted the resignation of Ms. J. А. JECKELL, manager of 
the electric light undertaking. Previous to going to Coventry 
Mr. Jeckell held the post of borough electrical engineer at South 
Shields. He received the appointment of manager of the Coventry 
electrical undertaking in 1901, in succession to Mr. G. S. Ram, at a 
salary of £350 per annum. This was increased to £400 on March 
25th, 1903, and on September 11th, 1905, a further increase of £50 
was voted, bringing up tbe salary to £450, at which it now stands. 
During the time Mr. Jeckell bas had charge of the undertaking it 
hes been converted from a losing to a paring concern. 

Mr. P. SPrgBs, mains engineer at Kidderminster, has been 
appointed assistant engineer to the Stratford.on-Avon Electricity 
Co., Ltd., and has taken up his duties. 


Tramway (fticials—The tramway staff at Bolton has 
presented a dressing-case and smoking requisites to INSPECTOR E. 
Вахш, who is leaving tor Australia. 


General.—On September 26th MR. LEWIS WILLIAM 
Om, engineer and manager of the Merthyr Electric Traction and 
Lighting Co, was married at Bcarboro' to Miss Mary Roberts. 


Mr. Theodore Schontheil, of Messrs. Haslam & Schontheil, of 
Cardiff, acted as best man. p as 
Мв. W. Рогглвр DIB bas removed from 82 to 28, Victoria 


Street, S. W., and his telephone number is 666 Victoria. 


The directors of the Liverpool Overhead Railway Co., Ltd., on 
Tuesday appointed Мв. E. J. NEACHELL, M I. E. E., A.M I. Mech. E., 
as engineer and general manager, in the vacancy created by the 
resignation, after many years’ service, of Mr. 8. B. Cottrell. 

Mr. E. G. PRILLISs, A. M. I. E. E., late chief electrical engineer 
to Messrs. Burroughs, Wellcome & Co., manufacturing chemiats, 
Dartford, has accepted a similar position on the staff of Mersrs. 
Boots, Ltd., cash chemists, and is removing to Nottingham in a few 
days to take up his new duties there. 


Obituary.—Sig SaMUEL. CAN XING. — We deeply regret 
having to record the death, which occurred on September 24th, of 
Sir Samuel Canning, whose name is probably more familiar to 
submarine telegraph men than to any other class of our readers. 
Sir Samuel was a pioneer—if not the pioneer, as some have 
described him—in this department, having been actively connected 
with such work almost from 1850 onwards. He was born at 
St. Andrews, in Wiltshire, in 1823, and had therefore reached the 
advanced age of 85 years. He began his career as assistant 
to the late Mr. Joseph Locke, F.R.S., from 1844 to 1849; he was 
resident engineer during the formation of the Liverpool, Ormskirk 
ard Preston Railway, and also made the survey of the L. and 8.W. 
Railway of their Andover to Salisbury line. In the year 
1855 he laid the Cape Breton Isle and Newfoundland 
telegraph cable, and in 1857 and 1858 his services were 
secured by the Atlantic Telegraph Co. (consulting engineer, 
Sir C. Bright) as one of tre engineers-in-charge for the 
laying of their Atlantic cable. In 1865 he was appointed enginerr 
to the Telegraph Construction and Maintenance Co., and in that 
capacity he superintended the manufacture and laying of the 
Atlantic cables of 1865 and 1866. Probably his greatest achieve- 
ment was the work he performed in connection with the recovery 
of one of those cables, a feat which he accomplished as engineer to 
the contractors in the Great Eastern. He fitted out that vessel for 
the purpose, and had the control of the expeditions. He alto 
connected England with Gibralter, Malta and Alexandria, and laid 
other important lines of cable connectirg various countries in the 
Mediterranean, North Sea, &c. In 1865 he received the honour of 
knighthood, at the same time as a similar honour was conferred upon 
Wm. Thomson (afterwards Lord Kelvin) In the following year 
& gold medal was awarded to him by the Chamber of Commerce in 
recognition of his valuable services. The Insignia of the Order of 
St. Jago D’Espada was received from the King of Portugal. 
Sir Samuel acted as consulting engineer to the Weat 
India and Panama Telegraph Co, snd was a co-operator 
with the late Mr. W. О. Callender in the first days 
of Callender’s Cable and Construction Co. Sir Samuel's 
energy and brightness, as much as his kindly manner, endeared 
him to all who worked under him in those early days For many 
years latterly he had been a director of the La Guaira 
Harbour. Corporation, and even up to the time of his death 
he was greatly interested in the study of tides and currents in 
regard to their influence upon the silting up of harbours and the 
practical means to be adopted for counteracting such influence. The 
funeral took place on Tuesday at Kensal Green Cemetery. Among 
those present were Lady Canning (widow), Mies Canning (daughter), 
Mr. Canning (son), Mr. Herbert Canning and Major A. Canning 
(nephews), Mr. Geo. Canning, Captain Sholto Douglas, and Mr. A. 
Arimayo (representing the Royal Silver Mines of Potosi, Ltd., of 
which Sir Samuel was a director), Mr. H. C. Clifford, Mr. Geo. 
Sutton, Mr. Chas. Bright, Mr. F. R. Lucas, and Mr. W. A. 
Hodgkinson (New Zealand). The floral tributes were numerous 
and beautiful. Only a few were carried with the coffin, the wreath 
from tke officers of the T. C. and M. Co. being carried in front. 


—————— 
NEW COMPANIES REGISTERED. 


Railway and Tramway Development Co., Ltd. (99,544).— 
This company was registered on September 16th, with a capital of £50,000 in £1 
shares, to acquire апу decrees, concessicns, contracts, privileges, rights, 
guarantees and benefits for the construction, leasing, working or dealing with 
railways, tramways, light railways or other public works, to construct, establish, 
maintain and work any roads, electric lines, electric power and supply, mining, 
land improvement and other operations, &с. The subscribers (with one share 
each) are:—A. W. Appleby, 89, Cheverton Road, Highgate, N., clerk; A. E. 
Springate, 27, Parolles Road, Highgate, N., clerk; W. Parker. 6, London Wall 
Buildings, E.C., merchant; Mabel G. Taylor, 172, Burges Road, East Ham, 
clerk; T. Butt, 82, Goodmayes Avenue, Goodmayes, Essex, secretary; R. P. 
Glanville, 81, Poynder Villas, Isleworth, clerk; F. N. Glanville, 79, Friern 
Road, East Dulwich. secretary. Minimum cash subscription, seven shares. 
The number of directcrs is not to be less than two or more than seven: the 
first are Right Hon. Lord Teynham, Ravensdale House, Ascot; and A. Docker, - 
9, Grays Inn Square, W.C.; qualification, £100: remuneration, £100 each per 
annum (chairman £150), and 10 per cent. of the net profits after 10 per cent. is 
paid, divisible (maximum additional remuneration, £1,000). Registered oftice, 
5, London Wall Buildings, E.C. 


Radio and Electric Power Co., Ltd. (99,513).—This company 
was registered on September 16th, with & capital of £10,000 in £1 shares, to 
carry оп the business of electricians, workers of radio-telegraphy, engineers, sup- 
pliers of electricity, manulacturers of and dealers in apparatus for automatic 


- telegraphy and telephony, «с. The subscribers (with one share each) are :— 


Lt. J. H. Hills, R. N. R., 51, Burton Court, Lower Sloane Street, S. W.; А, C. 
Grover, F. S. A. A., St. Davids, 58, Mount Nod Road, Streatham, S. W., accountant; 
G. L. Bullock, 86, Forburg Road, Clapham Common, N., electrician; A. 
Simkins, Parel, Holden Road, Woodside Park, N., electrical engineer ; A. Gray, 
42, Clovelly Road, Ealing W., engineer; E. Neville, 55, Gresham Road, 
Brixton, 8.W., clerk; Р, E. Hayness, Belmont, York Road, Southend-on-Sea, 
clerk. Private company. Registered office, 


} Table A mainly applies. 
102, Fenchurch Street, E. C. 
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Commercial and Construction Syndicate, Ltd. (99,536).— 
This company was registered on September 16th, with a capital of £2,000 in 
1,900 ordinary sharea of £1 each, and 2,000 deferred shares of 1g. each, to carr 
on the business of financiers, manufacturers, merchants, property owners an 
dealers, miners, contractors for public and other works (including steam, 
electric and other railways and tramways), &c. The subscribers «with one 
share each) are :—E. Н. Moosajee, 11, Stone Buildings, Lincoln's Inn, W. C., 
student-at-law ; E. W. Lye, 12, St. Andrew's Road, Enfield, N., warehouseman ; 
H. F. Stanton, Kingslea, Lime Grove, New Malden, secretary; A. C. * 
Dermer, 23, St. Swithin's Lane, E.C., secretary; А. H. Haines, 21. King's 
Villas, Cromborongh Road, Tooting, 8.W., clerk; R. Perry, 27, Vicarage 
Terrace, St. Ann's Hill, Wandsworth, 8.W., clerk; F. Isaacs, 183, Willesden 
Lane, N.W., accountant. Minimum cash subscription, £7; the first directors 
are the Hon. Herbert Stanhope, F. Brady and N. Lye; qualification, 10 deferred 


shares; remuneration, £100 each per annum (£200 for the chairman). Regis- 
tered office, 60, Cheapside, B.C. 


Cordoba Light, Power and Traction Co., Ltd. (99.640).— 
This company was registered on September 24th, with a capital of £500,000 in 
£1 shares, to acquire the benefit of concessions, grants, decrees, rights and 
per granted by any authority in Cordoba or elsewhere in the Argentine 

epublic, and to carry on the business of electric power station, waterworks, 
tramway, railway and omnibus proprietors, carriers, suppliers of electric light, 
&c. The subscribers (each with one share) are:—W. H. Jackson, 27, Miranda 
Road, Upper Holloway, N., accountant ; Н. A. Griffin, Devonport House, New 
Malden, clerk; A. C. Whitmee, 15, Copthall Avenue, E.C., secretary; T. F. 
Jackson, 62, London Wall, E.C., private secretarv ; G. P. P. Pleasance, 29, 
Braemar Avenue, Wood Green, N., clerk: F. P. Winterbotham, 6, Ladbrokc 
Terrace, Notting Hill, W., articled clerk ; F. D. M. Johnson, 24, Austin Friars, 
E.C., articled clerk. Minimum cash subsoription, 50 per cent. of any shares 
offered to the public, but no public issue of initial capital contemplated, The 
number of directors is not to be lees than tbree or more than seven ; the first 
are Bir John I. Courtenay, 2634, St. James’ Court, Buckingham Gate, S. W., 
chairman; G. Kitchin, Warnford Court, E.C.; T. F. Thomson, 62, London 
Wall, E.C. ; and H. A. Trotter, 7, Mincing Lane, E. C.; qualification, £250 
shares; remuneration, £1,500 per annum, divisible. An agreement between 
Т. F. Jackson, for this company, of the one part, poa уагіоав persons and 
Corporations (as vendors) of the other part, provides for the sale to this com- 
pany of 3,700 shares of common stock of the Cordoba Light and Power Co. 
(incorporated in Maine, U.S.A.) at the rate of £20(in shares) for each 5100 
share. The company is also to acquire from T. N. Vail a further 1,840 shares 
of the common stock, 4,840 shares of the preferred stock, and promissory 
notes for 126,000, the purchase consideration for these being 284,910 shares 
in this company. The shares and promissory notes to be acquired from Mr. 
Vail are, under arrangements made by him, held on account of over 70 
persons and Corporations. Registered office, 15, Copthall Avenue, E.C. 


Tungsten Metal Co., Ltd. (99,618).— This company was 
registered on September 22nd, with a capital of £40,000 in £1 shares, to acquire 
from the Cornish Development Co., Ltd., a leasehold factory for the production 
of tungsten metal (now in course of erection at Widnes), with the benefit of 
certain contracts for the supply of wolfram ore, &c., to adopt &n agreement 
with the Cornish Development Co., Ltd, The subscribers (with one share 
each) are:—F. A. Dangerfield, Duppas Hill, Croydon, solicitor; J. L. F. Vogel, 
Hillersdon, East Molesey, engineer; J. Allen, 16, Eastcheap, E.C., solicitor; 
L. B. Oldfield, 16, Fastcheap, L. C., solicitor: A. Berney, 36, Bensham Lane, 
West Croydon, accountant; 8. Hill, 72, Masons Avenue, Wealdstone, Harrow, 
clerk; W. T. Furness, 67, Britannia Road, Fulbam, S. W., cleyk. Minimum 
cash subscription 10 per cent. of the shares offered to the public. The number 
of directors is not to be less than two, ог more than five ; the subscribers are to 
appoint the first; remuneration, 450 each per annum (£25 eytra for the 
chairman), and a share in the profits. Registered office, 56, Cannon 
Street, Е.С. 


J. L. Manufacturing Co., Ltd. (99,613).—This company was 
registered on September 22nd, with a capital of £20,000 in £1 shares, to acquire 
the manufacturing business carried on by the Johnson-Lundell Electric 
Traction Co., Ltd., to adopt an agreement with T. L. R. Cooper, and to carry 
on the business of manufacturers of &nd dealers in electric motors and 
dynamos and their accessories, clectricians, electrical and mechanical 
engineers, iron, brass and metal founders, boiler makers, &c. The subscribers 
(with one share each) sre:—F. Allen, Duppas Hill, Croydon, solicitor; T. L. R. 
Cooper, 20, St. Leonards Road, Ealing, engineer; H. Rottenburg, Holmhurst, 
Dowanhill, Glasgow, engineer; L. B. Oldteld, 16, Eastcheap, E. C., solicitor; 
J. Allen, 16, Eastcheap, E.C., solicitor; A. poner 36, Bensham Lane, West 
Croydon, accountact; B. Hill, T2, Masons Avenue, Wealdstone, Harrow, clerk. 
Private company: The number of directors is not to be less than two or more 
than five; the first are T. L. R. Cooper and H. Rottenburg; qualitication, 
£100; remuneration (except first directors), £50 each per annum, Registered 
office, Johnson Btrcet, Southall, Middlesex. 


Fixarc Lamp Co., Ltd. (6,901).—This company was registered 
in Edinburgh on September 22ud, with n capital of £1,500 in £1 sbares, to acquire 
from Pierre M. Capitane, electrician, 29, Rue Floreal aux Lilas, Seine, Frauce, 
and from the Fixarc Lamp Co., 49, Virginia Street, Glasgow, for all their right 
and interest therein, the exclusive license to exploit, manufacture and sell in 
апу part of the world a patent for lamps for electric lighting, registered as ** Aro 
Lamp” in Belrium, and to carry on in France and elsewhere the business of 
dealers in electric lamps, carbons and accessories, &с. The subscribers (with 
850 shares each) are :— W. D. Hendry, 49, Virginia Street, Glasgow, accountant; J. 
Robertson,. 45, Hope Street, Glasgow, machinery agent. The number of 
directors is not to be less than three or more than live: The first are УУ 


VV. е 


Hendry, J. Robertson and W. F. Fellows. Registered office, 49, Virginia Street, 


Glasgow. 
Egham and District Electric Light Co., Ltd. (99,625).—This 


company was registered on September 23rd, with acapital of £25,000 in £5 
shares, to acquire the business carried on at Egham as the “Egham Electric 
Lighting Syndicate,“ and to take over among tbe assets thereof the benefit of a 
certain provisional order, The subscribers (with one sbare each) are :—F. B. 
Powell, The Elms, Egham, diamond merchant; F. J. Powell, 17, Poland Street, 
W.,lapidary; G. Gray, Westwood, Egham Hill, builder; T. H. Martin, 3, Pall 
Mall kast, S. W., surveyor; W. II. Gardiner, 155, High Street Egham, land- 
owner; Е. C. L. Baker, Church Street, Staines, builder; J. Goring, jun., Iron- 
barks, Staines, butcher. Minimum cash subscription, £6; the first directors 
are F. B. Powell und F J. Powell. Table“ A" mainly applies. Registered by 
Jordan & Sons, Ltd., 116-117, Chancery Lane, W.C. 


— e er ee 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Kidderminster and District Electric Lighting and Traction 


Co. Ltd. C9972. This company's annual return was Hied on August 21st, 
when 4.700 ordinary and s, preference shares had been taken up out of a 
nominal capital of £100,000. in £10 shares (5,000 preterence). £77,000 has been 


received, Mortzages and charges: £27,000, 


New General Traction Co., Ltd. (47,321).—This company's 
annual return was filed on July 20th, when the entire capital ot. £370,000, in 
200, O0 preference and 21,000 ordinary shares of £5 cach had been taken up. 45 
per share has been called up ou the preference, and £250,000 has been received. 
£120,000 18 considered as paid on the ordinary, Afurtyages and charges: 
432, 00. 


Edmundson’s Electricity Corporation. Ltd. (52,013).—Trust 
deed dated August 15th,.1908, to secure £100,000 debenture stock, has been 
registered. Property charged: £76,900 first mortgage debentures, and 45 00 
first mortgage debenture stock in various subsidiary undertakings and the 
company's other assets, present and future. Trustees: Electric and General 
Investment Co., Ltd., 1-2, Great Winchester Street, E.C. Trust deed dated 
August 13th, 1908, securing an additional 4 per cent. per annum, and in certain 
events a premium of 5 per cent. in respect of £472,000 the amount now ont. 
standing of an issue of £489,000 first mortgage debenture stock secured by trust 
deeds dated July 10th, 1899, and December 29th, 1903, and seven indentures 
dated April 27th. 1900, to January 19th, 1906, has been registered, (The Jeed of 
August 18th, 1908, is supplemental to the deeda of 1899 and 1908 and indentures 
of 1900 to 1906.) Trustees: Bir James Bailey, Eaton Square, 8.W.; and Anglo. 
American Debenture Corporation, Ltd., 20, Birchin Lane, E.C. 


Brush Electrical Engineering Co., Ltd. (29,533).—A trut 
deed dated September 4th, 1908, to secure £125,000 prior lien debenture stock, 
has been registered. Property charged: Certain freehold and leasehold 
property in Loughborough, Leicestershire, and the company's other assets, 

resent and future, including uncalled capital. Trustees: Electric and General 
nvestment Co., Ltd., 1, Great Winchester Street, E. C. 


Morley Electrical Engineering Co., Ltd. (52, 358).— A state- 
ment of the total amount outstanding on July lst in respect of mortgages and 
charges created prior to that date and not required to be registered under Sec. 
14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Com- 
panics’ Act, 1907. Amount, £8,000 (no particulars). 


Madeira Electric Lightiog Co., Ltd. (44,371). —А statement 
of the total amount outstanding on July Ist in respect of mortgages and charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Act, 
1907. Particulars: Debentures dated 1896 and 1897, securing £15,000. 


Eleetrie Construction Co., Ltd. (39,202).—A statement of the 
total amount outstanding on July Ist in respect of mortgages and charges 
created prior to that date and not required to be registered under Sec. 1t of the 
Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Act. 


1907. Particulars: Trust deeds dated 1897 and 1899, securing £200,000 and 
£50,000 respectively. 


Veritys, Ltd. (49,784).—A statement of the total amount 
outstanding on July lst in respect of mortgages and charges created prior to 
that date and not required to be registered under Sec. 14 of the Companies’ Act, 
1900, has been filed pursuant to Вес, 12 af the Companies’ Act, 1907. Particulars: 
Mortgages dated dated 1896 to 1901, securing £11,200. 


Davey, Paxman & Co., Ltd. (57,093).—A statement of the 
total amount outstanding on July Ist in respect of mortgages end charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Act, 


1907. Particulars: Trust deed dated 1898, securing £98,800, first mortgage 
debenture stock, 


Lisbon Electric Tramways, Ltd. (62,983).—Particulam of 
£500,000 debentures, created by resolution of November Sth, and secured by a 
trust deed dated November 22nd, 1899, have been filed pursuant to Sec. 10 (3) of 
the Companies’ Act, 1907, the amount of the present issue being £90.000. 
Property cbarged : Lease of tramways in Lisbon and the company's undertaking 
and property, present and future. Trustees: L. Breitmeyer and C. Rube. 


Buds Electric Supply Co., Ltd. (95,137).—Particulars of 
£2,500 debentures created by resolution of April 14th, 1908, have been filed 
pursuant to Sec. 10 (3) of the Companies’ Act, 1907, the amount of the present 
issue being £700. Property charged: The company's undertaking and property, 
present and future, including uncalled capital. No trustees. 


Bristol Tramways and Carriage Co., Ltd. (25,088c).—A 
statement of the total amouut outstanding on July Ist in respect of mortgaces 
and charges created prior to that date and not required to be registered under 
Sec. 1t of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the 


Companies’ Act, 1907. Particulars: First mortgage debentures dated 1888 to 
1899, securing £100,000. 


* 
Electric Equipment and Securities, Ltd. London). —4 
statement of the total amount outstanding on July 1st in respect of mortare: 
and charges created prior to that date, and not required to be registered under 
Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of the 


Companies’ Act, 1907. Particulars: Mortgage or charge dated 1905, весспиќ 
£93,000. 


Switchgear Co., Ltd. (85,405).—Amended return re second 
debenture dated July 7th, 1908, securing £2,000, bas been registered. Original 
return pave address of holders (Cownns, Ltd.), as 4, Queen Victoria Street, E. C. 
instead of Victoria Works, Wilfred Street, Salford. Manchester. 


W. T. Glover & Co., Ltd. (56,124).—A statement of the total 
amount outstanding on July ist in respect of mortgages and charges cres 
prior to that date, and not required to be registered under Bec. 14 of the 
Companies’ Act, 1900, has been tiled pursuant to Sec. 19 of the Companies Act, 
1900. Particulars: Debentures dated 1699, securing £60,000. 


Pontypool Electric Light and Power Co., Ltd. (36,109).— 
A statement of tbe total amount outstanding oz July Ist in respect of mortgages 
and charges created prior to that date, and not required to be registered under 
Sec. 14 of the Companies! Act, 1900, has been filed pursuant to Sec. 12 of the 


Companies’ Act, 1907. Particulars: Mortgage or charge dated 1898, securing 
£5,000. 


CITY NOTES. 


Willans & Robinson, Ltd. 


THF accounts for the half-year ended June 30th, 1908, show that as 
regards Rugby, after writing off £6,511 as depreciation, there 18 4 
profit of £18,473, as the result of the half-year's work. As regards 
Queen's Ferry, there is a net loss on the balf- year's working (after 
contributing to debenture interest and to the directors’ salaries) of 
£2,786. The net profit for the half-year is therefore £15,687, and 
the total amount available for distribution or otherwise, including 
£7,443, brought forward from last half-year, is £23,130. The 
directors propose to pay a dividend at the rate of 6 per cent. pet 
annum upon the preference shares, absorbing £0,999 188. ; to apply 
£1,750 partly in paying interest upon, and partly in redeeming 
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funding certificates, in accordance with the approved scheme; and 
to pay a dividend at the rate of 10 per cent. per annum upon the 
ordinary shares, amounting to £3,333, A balance of £8,047 remains 
to be carried forward. The profit for the half-year, though 
inferior to that for the half-year preceding, is approximately the 
same as for the corresponding period of 1907. Allowing for the 
fact that the first half of the year is rarely so good as the second 
half, it will be seen that the company maintains its position, and 
as the earnings are more than sufficient to pay the usual dividend, 
and as there is a considerable balance to be carried forward, the 
directors do not think it necessary to propose any change. But in 
view of the present exceedingly unfavourable trade outlook, they 
think it right to point out that, unless there should be a definite 
revival of business, it will not be safe to assume that the recent 


satisfactory progress of the company will be sufficiently maintained 


to assure the continuance of the present dividend upon the ordinary 
shares. The Queen's Ferry Works were offered by auction on 
September 16th, but were not sold. No exertion will be spared to 
effect a sale by private treaty, and in any case it is intended to 
dispose of that portion of the plant which it is not specially desired 
to retain with the buildings. Work at Queen's Ferry has practically 
ceased. 


Electric Power on the Witwatersrand. 


AN application has been made to the Committee of the Berlin 
Stock Exchange for sanction to the admission in that market of 
5 per cent. bonds of the Victoria Falls Power Co. to the extent of 
£800,000, the bonds being of the bearer type and redeemable at 
110 per cent. commencing in January, 1917. The application is 
accompanied by a statement announcing that after providing for 
depreciation the net profits realised in the past year from the 


working of the two old stations which were taken over on the 


formation of the company already exceeded by over one half the 
amount necessary for the payment of interest on the bonds. As to 
the two new stations, the first of 8,000 н.р. erected at Brakpan 
started the supply of current in September, and the second, which 
will be of 16,000 E. P., is expected to be completed at Simmerpan 
in the first half of 1907. The two old stations have hitherto been 
loaded beyond the normal capacity, and remunerative employment 
forthe Brakpan station.has already been assured. Although the 
company borrowed its title from the Victoria Falls, it is mentioned 
that the transmission of power thence to the Rand will only be 
thougbt of when the remunerativeness of such a project has been 
proved. The orders given by the company to the Allgemeine 
Electricity Co. at present exceed not inconsiderably the amount of 
the bonds taken over by the financial syndicate associated with 
the latter undertaking. This amount was £625,000, whilst the 
balance of £175,000 was given in payment to the parties interested 
in the Rand Central Electric Works, including the Goerz group. 
The admission of the total of £800,000 to the Berlin Exchange 
will be followed by an invitation for subscriptions to bonds 
totaling £625,000, or the exact amount taken over by the 


Allgemeine group. 


Dick, Kerr & Co., Ltd. 


Тив ordinary general meeting of this company was held on Tuesday 
at the Cannon Street Hotel, under the chairmanship of Mr. John 
err. 

Tbe CHAIRMAN, in moving the adoption of the report (see ELEC- 
TRICAL REVIEW, page 509), said it was with regret that they had to 
announce on the year’s working a decrease in the profits which 
they had obtained in previous years, This reduction had 
not arisen from any slackness on the part of the board, or 
restriction in the efforts of a very energetic and capable staff, but 
was entirely owing to the very severe competition met with in 
every department of their business. If they would refer to the 
reports for the previous two years, they would see that they made 
strong reference to this acute competition, but difring the year now 
under review it had been accentuated. In addition to severe 
trading competition, the financial crisis in America bad had its 
effect all over the world, and they, among others, had suffered very 
considerably, inasmuch as investors hesitated to enter into new 
enterprises. This, of course, seriously affected a business like 
theirs. Again, owing to the financial crisis, as well as the high 
Bank Rate, municipal borrowing had been considerably restricted, 
and 88 they were largely dependent upon the municipalities for one 
perticular branch of their business, this had bad a serious effect 
upon the turnover. The electrical industry had been engaged in a 
Very severe struggle for some years past, and he was sorry to say 
that at the moment, at all events, he could not see that there was 
much likelihood of competition becoming less keen in this country. 
They were, therefore, devoting most of their energies to developing 
Colonial and foreign business, and he was sure it would be of 
interest for them to know that a very large proportion of the 
machinery now manufactured in their Preston works was for 
abroad. As an instance of how they were obtaining a foothold in 
new markets abroad, he might mention that they had taken a rather 
important contract for tramway carequipments for the City of Mos- 
cow, and this in the face of very keen competition from Continental 
makers, In South America and J apan particularly, their business con- 
nection had been increasing rapidly, and he was hopeful that when 
the financial situation improved they would be successful in securing 
some large contracts, and he trasted at better prices than were at 
pesant ruling. They were doubtless aware that the extraordinary 

emand which existed a few years ago for electric tramway equip- 


ments kad been steadily falling off, owing to most of the lines at 
home and abroad being now electrified. They had, therefore, 
deemed it necessary to devote some attention to another and 
important branch of the business which hitherto they had not 
developed. He referred more particularly to important power 
schemes, both hydraulic and steam. This class of business had 
been very largely exploited in Switzerland, Norway, America, and 
Canada, and their plant at Preston being desigred specially to 
deal with heavy machinery, they were utilising it in this direction 
as opportunity offered. Their directors had never been guilty of 
holding too sanguine views; however, if they had found it 
possible to complete this year under review with 459,558 of 
protit, it was not too much to expect that within a reason- 
able period a prosperous time would return. In the past 
they had adopted a policy of building up strong reserves, and 
the present carrying forward of £81,567 of undivided profits 
must meet with the approval of the shareholders, in view of 
the fact that the works had been maintained in the highest 
state of efficiency, and that the plant and machinery had been 
amply depreciated. One constantly heard the cry of support 
home industries," and bearing on this, if he might make a respect- 
ful suggestion to their financial friends in the City, it would be to 
ask their good influence on behalf of English manufacturers, on 
those occasions when they found the capital for enterprises abroad. 
It did seem hard to know of money leaving London by millions, 
which eventually had the effect of securing employment for 
factories in Germany and America. Financial houses knew their 
own business best, but a little patriotic feeling and support 
might do much in helping the cause both of the un- 
employed and industrial capital in their own country. 
He would like to express, on behalf of the board, their high 
appreciation of the management and staff throughout a trying 
year's business. Regarding the figures in the accounts, they prac- 
tically reflected the trading position for the year. | 

Mr. CLAUD T. CaAvrEY seconded the motion. 

Мв. Concannon complimented the board on their remarkable 
modesty, seeing that they had maintained their dividend in the 
face of terrible competition. It was, notorious that kindred com- 
panies, working under as good if not better conditions than Dick, 
Kerr & Co., had had disastrous results. With regard to the chair- 
man’s appeal to City financiers, he could say that they fally 
recognised the superiority of the work of the company, and it was 
not due to any lack of goodwill on their part that they did not help 
home enterprises, but owing to the fact that for the time being the 
investing public had more confidence in the industries of other 
countries. 

The report was adopted. 

The retiring directors and auditors were re-elected, and a hearty 
vote of thanks was passed to the chairman, the board, and the 
staff. 

The CHAIRMAN, in reply, said the company did not mind a 
hard fight for business, but they wanted a fair fight. 


Prospectuses.—7/e Railway Audible Signal Co., Ltd. 
—The list was to close on Wednesday in an issue of 14,793 shares 
of £1 each in this company, which has been formed to acquire 
certain inventions relating to signalling on railways. The com- 
pany's system has been at work on the Great Western Railway 
branch line between Yarnton Junction and Fairford (214 miles 
single-line track) since December, 1906, and on some other 
lines of tbe same railway. The subject of the inventions is 
an apparatus by which a signalman is enabled to communicate 
direct to the cab of an engine All right" ог“ Danger " signals, the 
“ All right” signal being indicated by the sounding of an electric 
bell, and the Danger” signal by the sounding of a special steam 
whistle; and whichever signal is given, the sound continues until 
it is acknowledged by the driver stopping it. The vendors are the 
Western Syndicate, Ltd. 

Glendon Rubber Co., Ltd.—The list was to close yesterday in an 
issue of £52,000 shares of £1 each in this company, which is to pur- 
chase and work the Glendon, Rogart and Langsland Estates, situated 
in the Kalutara District, in Ceylon. 


Western Union Telegraph Co.— The reports pre- 
sented to the auditors show that while business is not what it was, 
it has improved over recent months, says the Te/rgraph Age. The 
company, it continues, was never in a better condition than at pre- 
sent, and its employcs are more satisfied. Earnings of the com- 
pany for the September quarter, estimated in part, show marked 
improvement over the actual figures for the same time last year 
and in 1906, the net revenue amounting to 31,700,000, compared 
with a deficit of 3311,493 in 1907, and its surplus, after charges 
and interest, amounting to $769,149, compared with a deficit of 
$1,931,580 at the same time a year ago. The actual returns for 
June quarter show a surplus of $549,052, against a deficit in the 
June quarter last year of 268.324. 


Bergmann Electricity Co,—The Financial News 
Berlin correspondent says that the directors of the above company 
will shortly put before shareholders a proposal for the increase of 
the company’s capital from M. 14,000,000 to M. 21,000,000 by the 
issue of M. 7,000,000 of new shares, which will be offered to present 
holders at the price of 165 per cent. 


Kalgoorlie Electric Power and Lighting Corpora- 
tion, Ltd.—The directors announce a dividend on the preference 
shares at the rate of 6 per ceat. per annum for the six months 
ending 30th ult. 
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MARKET QUOTATIONS. 


Wednesday, September 30th. 


CHEMICALS. ае, Latest Fortnight’s 


Price. Inc. or Deo. 


CCC е . е: 


a [T] Oxalio ГЕЈ ee ee ee per owt. 88/. 


a „ Bulphurlo .. ..  .. per o. nh 
а Ammoniac Bal ee ee oe per owt, е [17 
a Ammonia, Muriate (orystal) .. per ton 483 10 = 
a u 1 ee ee e. per \ es 
a Bleaching powder РА ss ee рег ton 45 10 ae 
a Bisulphide of Carben .. . per ton £18 oe 
a Borax 0 ee өө ee ee per ton £16 » 
a Соррег Sulphate .. * der ton £21 Ps 
a 3 Nitrate ew oe ee per ton £25 £2 dec. 
a „ White Bugar.. ee ee per ton £93 10 10/- dec. 
a " Peroxide ee oe ve per ton #482 * o 
a Methylated Spirit .. zs +. рег gal. 9/6 ө 
a Potassium Bichromate, in casks per lb, 7 4 ee 
a Potash, Caustic (75/80 %) . рег ton vi 
a, Chlorate .. .. ee per lb. че. sé 
a „ Perchlorate oe eo per b. P өө 
a Potassium Cyanide ‘i oe per lb. 7d. ea 
а Bhellac ee ee ee ee per owt, 100/- 15/- dec, 
а Bulphate of Magnesia... ee per ton #4 10 we 
а Bulphur, Sublimed Flowers .. per ton £6 10 os 
a LE] Recovered ee ee per ton Ab 10 ee M 
a [T] Lum oe oe ео рег ton 45 ee 
a Boda, Caustic white 70%) .. per ton 410 1 ev 
a »9 Chlorate m ee ee per р. " ee 
a А ee е ee per ee 
a Bodium ichromate, casks por lb. . v. 
a [T] Cyanide (basis 100 95) ee per dd. ee 
METALS, &o. 
b Aluminium in ton lois .. per ton ds 
s Wire, in ton lots r ton £180 V 
L] Bheet, in ton lote ee per ton 2128 eo 
v Babbi 's metal ч .. „ per ton £50 to £180 1 
e Brass (rolled meta! 2° to 12") basis per lb. Jgd. За. dec. 
e 98 (зле) js ee per a Рас 10. ae 
в WH). » ee per id. Th . dec. 
€ * WI ben ee ee ee per Ib. бка, d. dec. 
e Copper ee ee per lb. d . dec 
e 57 [n solid drawn ee per ed % 21 ure 
Copper Bare ee per ec 
d Copper 66 eo oe ee per ton £78 £2 dec 
9 " oe у eo oe ве: е £63 10 100 RE 
e Miectrolytic ee per dee 
€ „ | 5 Bheets .. per ton £79 10 10/. dec 
eae B .. per ton £68 10 10/- дес, 
e a ae Н.О. Wire per Ib, d id. dec. 
f Ebonite Rod T T ee per lb. 8/8 oe 
/ Sheet ee ee ee per lb 
n German Bilver Wire эе ee por lb. os 
h Gutta-percha, fine eo S per lb. 5/6 to 6/6 с 
A Indla- rubber, Para fine. ee per lb. 4/3 14. inc. 
i Iron (Cleveland warrants) .. per ton 51/3 k id. dec. 
l [1] »galv. No. 8,P.0.qual. per ton PT ow 
0 Lead, English Ingot ee e. per ton 1413 12 6 oe 
m Manganin Wire No. 98 .. . per lb. 8/. 
g Mercury ee ee ee ee per bot, £8 5 
d Mioa (in original cases) mall. per lb. 64. 0 LJ- ee 
d « " „ medium per lb, 2/6 to Ч. - 
Phosph Bronse, рі! J рет Ib "ej Jn is 
Б - aso, plaine &r per lb. 1/2 %0 is 
10 и strip & sheet per Ib. 1/23 to 1/5 s; 
o Platinum oe ee ee ee per OS. 86/- to 90/ "e 
e Bilictam ee ee per lb. 9àd. àd. dec. 
г Steel, Magnet, in bars. .. perton соо 10) £5 dec. 
N 08. өө о per 10, 
р te Anti- Idotalg-- 
n White Ant" brand .. .. per ton £94 to £58 s 
k Zino, 't (Vieille Montage bnå.) per ton £24 6 85 
Quotations supplied by :— 
a G. Boor & Co. í Bolling & Lowe. 
b The British Aluminium Co., Ltd. k Morris Ashby, Ltd. 
e Thos. Bolton & Sons, Ld, Richard Johnson & Nephew, Ltd. 
d F. Wiggins & Sons. m W. T. Glover & Co., Lid. 
в Frederick Smith & Со. п P. Ormiston & Bons. 
f India-Rubber, Gutie-Percba and o Johnson, Matthey & Co., Ltd. 
Telegraph Works Co., Ltd, p The Phosphor Bronse Oo., Ltd, 
James & Shakspeare. r W. F. Dennis & Co. 
í Edward Till & Co. 


Stock Exchange Notice.—The Committee has ordered 
the undermentioned securities to be quoted in the Official List :— 
Havana Electric Railway Co., 31,115,000 additional consolidated 
mortgage 5 per cent. 50-year coupon bonds, 1952, for $1,000 each, 
Nos. 6,058 to 5,072. 


Caleutta Electric Supply Corporation, Ltd, — The 
number of units delivered to consumers during the four weeks 
ended August 28th, 1908, were 615,469, compared with 564,913 
units in the corresponding four weeks of 1907. 


Hove Electric Lighting Co. Ltd.—The directors 
have declared an interim dividend on the ordinary shares of the 
company at the rate of 8 per cent. per annum for the six months 
ended June 30th last. The dividend will be psyable on October 
15th next. 


STOCKS AND SHARES. 


Tuesday Afternoon, 

Stock  ExcHaANGR business continues to give indications of 
awakening activity. Foreign politics, as a factor in high finance, 
are somewhat disquieting, but the markets as a whole pay more 
regard to domestic matters than to Morocco, Turkey, or Bulgaria, 
Amongst the main items of interest this week, is another spurt in 
Home Railway stock, for reasons resting for their main support 
upon the impression that prices have been unduly deflated, and 
that revival is justified by the outlook. 

In this improvement the Tube railway stocks mostly participated, 
Central London Ordinary and Deferred are creeping up again, 
the company's traffic record being decidedly satisfactory. Ot 
course it is true enough that the present season is likely to prove 
exceptional, but on the other hand, the additional receipts should 
prove very useful in the way of placing the company in a strong 
financial position. Ths 4 pər cent. Debenture stock looks cheap at 
about 103, but it has to be remembered that the security bas no 
Preference issue behind it. District Debenture stocks have had а 
brisk rise this week. 

Metropolitan Consolidated stock rose 2 to 393, and District 
Ordinary regained ite loss at 134. The market is rather short of 
" Mets," and there was an idea current on Monday that the beer 
show of the preceding day in Hyde Park would materially assist 
the week's takings. It is a little surprising to some people that 
proprietors of the Great Northern and City Railway do not agitate 
for steps to be taken which shall, at all events, attempt to cope 
with the present unfortunate conditions benenth which the under- 
taking labours. Underground Electric notes are rather better. 

Of the electrical traction issues, British Electric Ordinary and 
Preference have again been marked down, and the First Debenture 
stock at 974 is 4 lower. Westinghouse Debenture shed a point; 
Mexico Tramways Common stock rose 3 to 1263, while the bonds at 
92} area fraction easier. Rio shares gained 14 at 674, the bonds 
being unchanged at 903. Sao Paulo Ordinary is 157, the bonds 993, 

Mexican Light and Power Common stock put on 4 at 81, although 
the Preference at 1124 went down a little. The bonds are firm at 
92. Shawinigan bonds at 104 keep ateady, and Canadian Generals 
are 106 and 116 for Ordinary and Preferred respectively. Mexico 
Electric Light bonds at 903 are better. 

Authoritative opinion in the market takes the view that the rise 
in these lighting, power and tramway issues has, on merits, gone а 
far as it is justified by conditions which prevail at the present time. 
Nevertheless, due recognition is accorded to the obvious truism 
that speculation may take prices still higher, and the 5 per cent, 
bonds of these companies, such as those which stand between 90 
and 95, offer very fair mediums for investment, both as regards 
reasonable security and the prospect for appreciation in value. 
Naturally, the buyer of a 5 per cent. bond at, say, 92, faces a certain 
risk which ne must be prepared to take if he wants 54 to č} per 
cent. on his investment. 


Electricity Supply shares present a line of steadiness. There 
are rises of 5s, each in Brompton Ordinary and Preference, and 
Westminster Ordinary. Bromley Debenture has been in some 
request. London Electric Supply Preference are easier: 90 are 
South London Ordinary shares. : 

Electric Constructions receded 2s. 6d. after their 5s. rise. 
Amongst the manufacturing division, Dick, Kerr lost a trifle upon 
the reduction in the profits, but the Willans & Robinson report, 
out this week, proved to be unexpectedly good, causing a rise to 
£3 in the £5 fully-paid Preference. At this price the тїштї 
10 per cent. on the money, and the shares look more attractive 
than the Ordinary, which stand at their par price of a pound. 

Apart from the gambling in Anglo-American Deferred stock, 
the Telegraph and Telephone catalogue remains singularly quiet. 
Anglo “ A” has risen substantially in sympathy with the violent 
fluctuations in American rails, The company has this week 
vacated its offices at the apex of Throgmorton Street and Old 
Broad Street, and the building is to be pulled down to make way 
for a more imposing structure. Great Northern Telegraph shares 
are 308. better. 

A fall of 5s. in National Telephone Second Preference places the 
price of these shares again in line with that of the First Prefer 
ence. Thecompany’s Preferred stock is} better at 110, American 
Telephone and Telegraph varieties have recovered, ard other 


Teleptone descriptions are all firm. Henley's Ordinary at П 
show а 58. rise. 


Brisbane Electric Tramways Investment Со. Ltd. 
— The directors have decided on the payment of the following 
interim dividends on November 2nd in respect of the profits ul 
the half-year to June 30th, 1908:—' The usual h lf-yearly dividen 
of 2s. 6d. per share on the preference shares; a dividend of 2s. 6d. 
per share, tree of income-tax, on the ordinary shares. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


— — "——R Ж — ——— E2— — 
— 


Stock aing | Business done Rise 

Present МАМЕ, or Dividends for the last ас; Ou week ended or + eru 
ипе, É Bhare, four years. Sept. 22nd. Sept. 29th. a i Fall —|per cent. 
1904. | 1906. | 1906. | 1907. | Higheat|Lowest. & в, d. 

25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 96,000 10 Nil | Nil | Nil | Nil}. 2— 8 2— B КР | as T Nil. 
143,800 Do. do. 6% Debs., Nos. 1 to 1,250 Red, | 100 Nil 5 % 5 5 % | 90 — 98 90 — 93 T .. 576 
$181 551,400 American Telephone & Telegraph, Cap. Віоск .. | $100 | 74% | 749% | 8 % |8 % | 129 —183 131 —185 T si +2 518 6 
68,000,000 { Do. Collat. Trust, 4% т 31000 4% |49 4% 4% 92-95 93 — 95 к E +1 443 
698,180 | Anglo-American Telegraph .. 0 Stock | 23% | 8j 819 | 84% | 68 — 61 58 — 61 5 514 9 
8,200,910 | Do. do. do. 6 % Pref. 8 Stock 96 16 6 |6 % | 1031—101 ои 104 1033 е 5 14 10 
8,900,910 | Do. do. do. Deferred «se. | Stock | Nil 3% | 1395 | 1 95 |. 163— 16 171— 18 187, 1614 +14 5 11 1 
60,000 Anglo- Portuguese Tel., 5 €; Mort. Deb. Stock Red. 100 . |5 Б Б | 99 —102 9) —102 4 ae s 416 2 
44,000 | Chili Telephone, Nos. 1 to 44,000 АА 2s es 5 8 8 8 8 о в — 83 8 — в 8 414 1 
3,853,876 | Commercial Cable Sting. 500 year 4 % Deb, Bk. Red, | Stock | 4 4 4 41% B — 91 ВУ — 91 90 894 n 471 
16,000 Cuba Telegraph * ee oe ee ee @e 10 5 % b % Б % 6 %, a 8 74— 8) 8 * 7 1 2 
6,000 -Do. 10 % Pref. es ee ee ee 10 10 10 10 10 % | 15{— 16 16 — 17 5 +} 517 8 
12,981 | Direot Spanish Telograph, Ord. aC се» 5 | 4 4 4 4795 8 — — Bi on 6 8 1 
6,000 Do. do. 10 % Cum. Pref, es 5 10% 10 95 10 % 10 % 8— 9 8ł— 94 . . ++. 6 81 
80,000 Го. до. 44 % Debe. - ad 60 % 2 4405 44% 100 —108 100 —103 vs 8 14 10 
60,7100| Direct United States Cable ..  .. „, 20 % 4896 40 181—183 — 13 13] 18g . § 3 8 
50,9001} Direct W. India Cable, 44 % Reg, Deb., 1% 1,900, R. 100 | 44% | 44% | 44% | 44%, | 100 —1 100 —102 " es 48 8 
4,000,000 | Eastern Telegraph, Ord. Stock.. s А . . | Stock | 7 1% |1%|1% ps 1 1874 185 T 5 8 4 
9,000,000 Do. 84% Pref. Btock.. ..  ..| 100 | 38% | 84% 455 847, | B4i— B14— 86 85; 84 Ps 401. 
1,896,706 Do. 4 % Mort. Deb. Btock. Red. .. | Stock | 4 49% |4 4 % | 103 —105 103 —105 1034 5 — 483 16 2 
800,000 | Eastern Extension, Australasia, and China Tele. 10 4 1577 | 1291— 184 121— 18i 13 123 ВА 5 5 8 
752,400 Do. 4 Deb. Stock ae .. | Btock | 4 4 $ 4 4% | 101 21013 101 —108 id i3 — À 817 8 
269,700 | East & B. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1909 | 100 495 4 4 4 % | 994—101 994—101 F ex e 8 18 10 
200, 0001] Do. 4% Reg. M. Debs. (Mauritius Bub.) 1 to 8,000 25 41 44 4 9, | 1011—1031 1014—1 1024 S is 917 4 
181,197 Globe Telegraph and True 10 | 52% | 6326 d 5% | l0g— 11 108— 11$ 11 1 : 5 5 8 
181,1 Do. do. 6% Prein. B10 |6 Ф 6 % | 6 6 | We— 145 188— 144 293 1 3 448 
150,000 Great Northem Telegraph, 0 . .. | 10 24 24% |90 % |20 % | 284— 804 80 — 32 28 29 | +14 | 6 5 O 

Мах and Bermudas Cable, 43 & 1st Mort. | ЖЕ ER - 

19.800: { Debs., within Nos. 1 to 1,200, Red.] 100 4% | 44% | 48% | 44% PUTEM еа : „Жеке 
17,000 | Indo-European Telegraph "m as ә ex 95 18. 18 9 18 % 118 % | 56 — 59 56 — 59 67 m 6 7 1 
$41,380,400 | Mackay Companies Common ..  .. ee | 8100 19% [2 349% | 4 $ 68 — 72 68 — 72 683 % we 5 9 7 
000, Do. do. 496 Cum. Pref. . о ee ee $100 4 Ф 4 4 % 4 Í 68 — 74 68 — 72 ee * oe 5 9 7 

884,190 | Marconi's Wireless Telegraph ..  ..  ..  .. 1 |N Nil | Nil | Nil i— 3 8— 8/6 7 Nil 
72,680 | Monte Video Telephone Co., Ltd. Oord. 1175586 ф 6%, 1— 14 1— 1 21/3 | 18/9 668 
86,492 ! do. do. 6% Pret. 2% 1 [5% м 5 5 % = 1 i= » 500 
2,225,000 | National Telephone, Pref. оок ..  ..  ..| 100 6 6 6 % | 6 % | 1034—1104 109 —111 110 1 +44 5 8 1 
8,725,000 | Do. о. Def. Btock e 05 | 10 5 6 Ф 5% | 6 % | 118 —120 118 —120 118} | па 5 0 0 
16,000 | Do. do. 6% Cum. Ist. Pref. .. ..| 10 |6 6 6% |6 9% | 104—111 103— 1] 106 9,568 
15,000 | Ро. do. 6% Cum. 2nd Pref. .. .. | 10 6% 6% 5 15 % 101—113 101— 11 oc — 24811 
250,000 | Ро. do. 6 % Non-cum. 8rd P., 1 to 250,000 5 [5 5 5% | Bj5— Б, bry Бу; 51 573 4 911 
2,000,000 do. ' 84% Deb. Stock Red.. | Stock | 34% | 84% | 84% | 84% — 254—1004 . 878 
1,716,598 Do. do. 4% Deb. Stock Red. E 100 444 4 1024 —101 102 —101 102 T — à 8 16 11 
179,313 | Oriental Telep. and Elec. 1 to 171,504, fully paid .. 1639797 & 8 li— 1 14— 13 oe 516 4 
50,000 Do. do. do. 6%Cum. Pref... 1 |6% 169% |6 6 lij— lis lys lfs ve oe 411 5 
99,100 Do. do. do. 4% Red. Deb. Stock .. | 100 — 149144 89 — 92 B9 — : .. ee 470 
1100 Faoite & European Tel., 4% Guar. Deb»., 1 to 1,000 0 : 2 Ы & H 96 М % о 3 К а 18 A 

euter’s i3 tig T "n gi * oe 0 aay we 

99,100 | Telephone Co. of Egypt, 44 % Deb. Red. ..  ..| 100 A d 44% | 44% | 99 —102 99 —102 . T 4 8 8 
8,083 Submarine Cables Trust.. ert. 95 |6 76 | 6 95 | 6 9o | 129 —132 199 —182 . 4101 
100,000 | United River Plate Telephone 5 |8 & 8 & 8 8 % | 6— d 64— if 62 ve 514 8 
40,000 Do. 5 % Cum. Pref., Nos. 1 to 40,000 b 5% 5 5 % | 5 % 48— 4$ 48— 4 m oe ө, 5 2 7 
80,008 W. Coast of America, 1 to 30,000 & 53,001 to 53,008 24 | Nil | Nil 23% | 2Y 5 95 — l5 li— 14 e e + 16 4 8 4 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. | 100 4% 4% 4% 4%, —102 99 —102 10 I T 818 5 
207,980 | Western Telegraph, Ltd., Nos. 1 to 207,930.. ох 10 7% 7 179% 17% | 136—114 138— 144 13 13g T: 418 8 
800,000 Do. do. 4% Deb. Stock Red. 100 | 4% 4 % 49% 4 1014—1034 ж Яе б, у 817 4 

88,821 | West India and Panama Telegraph .. ae es 10 Nil | Nil | Nil | Nil — 2 — L zm oe T Nil 
84,568 Do. do. 6 % Cum. lst Pref. ee ee 10 6 % 5 % 8 % 6 % B— af 8 — af ыы ыш: es 7 1 2 
4,669 Do. до. 69% Cum. 2nd Pref.  ..  ..| 10 Nil | Nil | Nil 426, 81— 9 8i— 9 р е . 290 
80,0001 Do. do. 6% Debs., Nos. 1 to 1,800 ..] 100 |5% | 5 % | 6 * | 5 % | 101 —103 101 —103 | TIT | е | 417 1 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


j V | s * 5 * 8 * 9 | BH- 88 | 8H— AH Sj -~ | [Бов 
960,007 Do 6 % Cum. Prefs., 1 to 260,007 .. | 5 53% | 5396 | 64% | 53% 63 64 — 64 618 . 41 2 
966,600 | Do. Permanent, 6 % Deb. Stock, 1888 100 | 6% | 6 % 6 & 6 55 | 143 —148 143 —148 | 4 61 
à manent, . , о) 3 —106 103 —106 1043 К 414 4 
386,100 Auckland E. Trams, 5 % 1st Mort. Deb. Stock .. | 100 5 | 5 6% 5 % | 10: | 
880,000 | Babcock & Wilcox, 1 to 530,000.. ea i a % е 2 75 $ Bi i— | ^ om 140 825 { a8 2 
pus вн e е 5 74 795/095, T] Æ- 24 23— 2 51/3 E : 12 8 6 
; ritisb Aluminium, Ord., 1 to 40,000 .. € ee © І А a F 7/6 7571 a 
40,000 Do, do, 1 o6 Cum. Pret. oe ec ee Б 1 | & н % à s 2 42 44 — 44 7 / [Tk ee 6 d 1 
90,000 | Do. do. "A" 6% Cum. Pref, .. vs b 6 { А % 4 a 4 d z m oe re 
9,000; Do. do. 4% Funding Certs... Y 5 4 e % % 065010 105 110 : : ET 
288,200 | Do, do. 6% Ist Mort. Deb. Stock Red. Stock 5 6 5 ф 5 4, | 106 — — sis : Ер 1 
800,000 | Do. do. 63 % Loch Leven Debs, — ..| 100 ow |.. 83 54% 15 100 KA = . n" : 10 0 
20000 British Columbia E. Rail Def. Ord. Stock .. — .. 100 E & Н % н 5 А Б us Ši AEA 125 158 АА 1 
M — — ee 
moo | Do. «ee Gun Pap Pr gor. L| 100 |55|65|64|55 10 2w | tos au 10% | Zo [4nd 9 
; et Mor Deos оао a 4% | 44% | 44% | 449 | 101 —104 102 —104 а [467 
283,000 Do, 44 % Ist Mort. Debs., 1 to 6,250 .. " 40 15 Ae 4 ae 1004 —1034 i v T 15 
390, Do. 44 % Vancouver Power Debs., 1 to 2,200 | 100 4 5 9% А 1 Y i 2 lá 2276 vile t M 
101707 Вав Blech . V n 8 & i $ i ao ee n a 40 me | m i 1 
, о. O. um. rel. oe ee m 47 4 x — БЕ 
473,658 , do, 695 Perp. Deb. Btock .. Stock | 696 | 5 96 | b g b Uo эш Б 994 ai = 15 1044 —4 5 1 0 
, Do. do. 4$ % 2nd Deb. Stock Red. | 100 | 44% 43% | 44% | 44% | 76 — 78 = oe E 5 16 5 
199850 н Insulated and Helsby СА, cae. Үй : E 4$ E 96 y 7 ү 2 23 63 a= Г Ее 1 E 3 
O. do. 6 X Cum. el. ee ee | ; je TT ee ee 
600,000 | Do. do. 44 9; 1st Mort. Deb. Red... | 100 do 44 4o | 44% | 103 —108 103 —106 T e. . 1411 
212,000 | British Thomson-Houston 44 % 1st Mort. Debs. .. | 100 | 4495 | 44% | 44% | 44 91 — 96 91 — 96 si “© 413 9 
400,000 poe Westinghouse 6 % кы 01 te 476 000 Б Nil | Nil | Nil Nil 1— 3 ‚== Ж Е 4 Nil 
5, to 475, | ‚ 
Bai on 5 Do. . do. 4% Mort. Deb. Stock 100 1 10 1 pe | = B 40 — ^ 43} . —1 | 8 ио 
60,000 | De dd Mod ex Cum. Pref. ..  .. 1 Til Nil Nil Nil 14/6 to ith 11% t015/6 | ж ж Nil 
105,781 | Brush Eleotrical Engineering, Ord., 1 to 105,781 . 2 Nil ^ | Nil | Nil 0— 9 — oo | € és Nil 
150,000 | Do. do. Non-cum. 6% Pref... — .. 2 |6% 6% Nil Nij | „ 1— й T - ae Nil 
15,0001 Do. do. 44% Perp. Deb. Stocex .. Stock 435 "es 43% 1 55 Geaa 68 — 73 “a ia : 633 
125,000 Ро. do. 44% Perp. 2nd Deb. Stock.. Stock | 44% | 48% | 49% | i$ o | 00 — 54 50. — 54 e T es 8 6 
1 0 Calcutta Trams, 1 to 137,610 „ 5 8 % с 35 dp te 6 TE 91 Б. Bin зә 5 19 0 
850,000 Do. di Tet Den BU. to e.. 100 4% | 44% | 44% 434 | 102 —105 100 —106 wy | .. | 41 | 4 4n 
men кы аы Cable Construction shares s es : ee 15 5 " x 5 о s pt ш 105 102 | Эд be : ш 1 
, . о. 6% Cum., Pref. .. 855 T 7o = os . as 

pem 8 A do. 25 lst Mort. Deb. Stock Red. PE She EJ ANT E ШЕ 3 EE | ; © 4 ы 2 
* pe rams. to 491,222 ee ee ee ae 1 Б т н oe t P 

150,000 Castner-Kellner Alkali, 1t0450,000 .. es NS 1 4 $ 6% | B 96 |12 % 1/5— 144} ма 11 82/9 | 82/6 is 7 14 10 

18 04 Do. do. 44% 1st Mort. Deb. Stock 100 | 44% | 48% | 44% | 44% | 105 —107 103 —107 iv > — 441 

1 Central London Railway, Ord. Btock.. — .. —.. | Stock 1 т { % У g : S = p x zm | 70 бк P : 12 11 
= ) — 8. d > 
658,196 Do. do. IDA Me os Ge. de Buck | à 4 e 4 Ф 9 49 — 52 b) — 53 ay [511 | +1 | 315 6 
1,480,000 | City and Bouth London Railway e 5. o | Btock | 24% | 14% | 2% 24% 323 — 333 321 — B34 334 32 T 6 6 10 
* Uniess otherwise stated, all shares are fully paid. t A period of nine months. t From Manchester Share List. 
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SHARE LIST OF ELECTRICAL COMPANIES,—(Continuai,) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinud) 


Closing | Business done Rise +) Present 


Btock Dividends for the ene AN otationg week ended or Yield 
Present NAME. or last four years. e on e 29th. | Sept. 29th, 1908, | Fall — | per cent. 
Issue. Share, | 
B | 38% | H% г 
66,000 eat жые Mort. Reg.’ Dew . [о X [аз & s 101 EEEE 
100,0901 000 of, 2100, and 901 to 11,000 of 450 Ё w| u- 1 —H 619 3 
1 10 % 10 % |10 — i 436 0 
960,000 | Dick, Kerr & Co., 1 to 960,000 . 80600 ..| 1 |6%|6%|6%|6%| 14-1 1 1467 
982,580 Do. dc. 4496 Deb. UO nl 10 le 6 à, | 114— 124 d AA ell 
60,000 | Dublin United Trams. dio, Ts to 00 ,000 4 0,00 310 [64 6% 6 % 16% . TE 
17,180 А ‚ , .. yoo 1442145145145 = БИП 
819,475 Do. T: Deb. Stock Red. . 5 85 — 87 e 58 
72,990 Do. 8 & 8nd Deb. Stock Prov. Certs. all pd. 100 |52% | 6G |5% БФ i -a| № 
112,100 кепе an eas 1 1 an l., 110 8] эю: 9 |7 7 7 * 7. 1 li . Eri 
81 ee Б a 
35,000 general шеси Со. 1 ne m. Prot, es HE А : í 4 Ў B6 — 90 . Н © 
200,000 ч ee 4 . 
78.000 | Gt. N. & Ci Ber V Dun Pref,” add юре DA 036 45 
B9 | Dee dor, "Bo Mort, Debe. — 7 No 555b ib 10010 fij Tog 
80, 8 5 16 
40,000 | Henley's (W, T.), Telegraph оа. Ord. .. m мА e А 16 & 15% [1 95 5 — B С { : y 
40,000 Pos a 41 & Mort. Deb. Stock | Stock a 43% | 107 —109 C4 | 61 2 
150,000 Do. do. ks.. | 10 | 5 % | 10% 10% 10 % | 153— 168 400 
60,000 | India-Rubber, Gutta-percha elegraph Works.. 10 13 Nil IN à 1 1 н 9 110 
87,500 ee 1 il way, pe fully peia | 10 5 5 Б E Фф 5 — Р : | 48H 
ә ee x ee | 
600.070 London Panes Trams. aMn; 1 0 50,007 oe * Ё : : В d- 6 .. à А " 
IL ME UE ME ово Pret, 1 a5 ms 22 ae „ вос 
125,000} Ро. do. 5 Cum, Pre 100 4 4 4 4 15 — P0 9) | 146 
1,881,000 Do, do. 1st Mort. Deb. Btock . 100 8 1 о | 37 — 88 +24 EM 
6,782,062 | Metropolítan Consolidated T PS 400 24% af 66 — 68 sia Na 
9,640,014 Do. Surplus Lands ee ee oe ee 100 RA (e i i 124— 1 | Na 
8,285,000 Do. District 5 T m oe 1 Nit | Nil | Nil | Nil um e 61 l 
SL INE eo, fo AR Dobek Reds | 100 АА E 4E | oa = oe : HH 
45.000 Do. Deb. se ee | 200 [4 52 16 lane | sa 84 .. , 618 8 
87,850 Telegraph . and Maintenance ES yi 4 4 4% 101 —103 bs 1 1 | 
око Bo, D. P q Profit Bhar B. Nes xm 5% | 6 95 |6 45 | 55 | 42 — 46 * 8 0 
869, 60 | Undergd, E. R., du 000 & 80,001 to 116,600 | i п Nil} Nil 10% 1} 54,941 
06,686 ЕТ Robinson v 9005 000 6 128,001 to 141,666 | в | Ni] ми). [6| э{— з "i 
"o E | o. 40 fe 18 TR. Deb. jeb. Stock 100 4% 4 AN —7 
ELECTRICITY eee COMPAN IES, 
XU ee ie T... ERE ee ee ee x о FEN Ё 0 РА — о ee ee i ee ewe 
100 IE promis (пеп 10) E. L. @ UN d ro ow 5 | 100 ae 1 IE. 4 | n £6 — 99 | £6 — 100 А | e| + j e : 
D Kies. Li Ord., 1 to 90,000 Б 0% 10 95 |10% 10 - n 1— 8 n „ 24 476 
80181 | Brompton & Kens. Eee: up., „ 5 |1 1 14 7 65— 1 17— я Tye | i 318 5 
"E 5 4 Gu т. Deb. Stock ..; 100 4 4 4% 4 99 —102 99 — 102 $ ті " leso 
806/976 | Central Electric Supply e ity Бары 5 8 5 5 5 4 4 72/6 n 500 
80,000 | Charing сом ene na lec p Gum. Pref. 5 Ф 9% 4— 43 4 — 43 a 48 5 6 
80,000 Do, m dertaking" 4d % Cum. Pri. 5 de 4 н. 44% | 81— 4 | 84— 4 Tie v. i 4 1011 
000 Do qo? 1 Dob Stock Rea 100 4% [49% 4% |4 96 | 96 — 99 cea : = 6 91 
445,786 Do. S d HEC 3 7 44% 100 a 7 — st 995 (15 
49,486 ' ке. кешет Mul SeT Deb. Stock Red. Stock | 44% | 44% 44% | 100 киз 109 9 5 17 1 
i ы мы — ee 
1700 City ot London Elec: шер б toi клан ae ded IT Фф 64 |6 $ i1 33 18 12 12 
40,00 Do: Fa Dilan i #116) all pa. 54 [6 5 „ 5 122 —125 122 —125 ў "1461 
400,000) Do. 44% 2nd. Db. E pim Cru. all 100 | 4495 | 4% | 4395 | 48% | 101 igh 101 =e ie $68 
40000 | County of iau o piece) Power, ry Pret. .. 5 re 6 ў б 5 В 4 | з 4 | i T. Ң 
000 оос b 5 % 7 : z $ б 0i 
йш эринен едн ЫЗЫ ОЗУНУН а ща S 2| 2M 
40,000 Do: : eje |4%|4 49% | 107 —11 E y ИЕК. 
00000: Ро, ao: a Ф Е вок | @% | 4% DO 99 —102 A E zs 
80.000 Edmundson's Elocirle Corporation, оон Shares .. ч ] > % 8% | Nil 1 2 1 15/6 15/. . ` i 
150000: Do. до, 9 0 let Mort. Deb. Stk. , 100 | 4495 | 44% | 48% | 44% | 59 — 66 in m 875 ey | epl a 
ea 150.000 ] Electrical B 5% Ist Mtg. Gold Buds. aa si% ЗЕ 570 5i, 42— s d- б Од а ee 110 0 
e, Ц Folkestone Я " ee ee : Б X, 5— 5 5 — b PE 1 
1001 Dos 45 at Deb. Boek xd - a Y: К. 95 „ |ыс | ами 
125 ee от: чай 55 9% | 9 % — 6 ae a m o" 
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STEAM TRAPS. 
By GORDON STEWART. 


(Concluded from page 518.) 


DEALING now with the traps of Class 2, 7.е., of the float 
and bucket type, this class of trap is exceedingly popular ; 
for Ив principle possesses a very wide range of possible 
adaptations, and as far as simplicity, as regards both its con- 
struction and working, is concerned, it lends itself to a 
great variety of designs, the majority of which are very 
reliable in use. Briefly, they depend for their action 
upon the motion of a float, which automatically opens or closes 
a valve in accordance with the amount of water to be dis- 
charged. 

The very simplest type of float trap consists of a box, con- 
taining a hollow ball float, во situated that when water is 
absent, a cone valve integral with the float is held by the 
steam pressure, combined with its own weight, against a dis- 
charge orifice in the base of the box; and when water is 
prerent the buoyancy of the float is relied проп to uncover 
this orifice, and permit a discharge. 

Although possessing absolute simplicity, such a device has 
very narrow limits of possible application; the most impor- 
tant of which are undoubtedly the extremely small valve 
opening effort, combined with small discharge capacity. 
These two difficulties may be overcome by employing a large 
float, with a correspondingly larger box, but a practical 
limit is very soon reached in this direction. , The method 
adopted by designers is mostly to increase the valve opening 
effort by arranging that the float effort is multiplied at the 
valve spindle by a system of levers, thereby keeping the size 
of the float within reasonable limite. Ап interesting illus- 
tration of this is shown iu fig. 4, this being the method 
adopted in a trap known as the “Meulleur.” In this 
case the force lifting the valve is about four times that 
exerted by thefloat. Another method of obtaining a multi- 
plication of float effort is to attach the float to a rocking 
lever, the latter having a small conical valve on either side, 


the one opening outward and the other inward ; by this means 


the valves are balanced for steam pressure, and therefore the 
system does not necessitate a large valve opening effort. 


Ко. 5. 


One of the best known types of float-operated traps is that 
manufactured by Messrs. Lancaster & Tonge, and known as 
the " Lancaster." It is a very reliable trap, and possesses 
grea simplicity, there being only one working joint. The 
float is supported at one end by a hollow elbow pipe at the 
end of which is a hollow quick-threaded screwed spindle. 
The action of the float when rising is to cause this screwed 
spindle to close a valve leading to the drain, and when 
sinking to open this valve. With this brief description we 
Will imagine that the float bas sunk to the bottom of the 
trap, leaving the valve wide open. Water of condensation, 
aving accumulated, will flow past the valve into the float, 
та the threaded spindle and elbow pipe. The float will 
remain in this position until the discharge is completed, when 
steam will appear ; this latter on entering the float, renders 
It buoyant, во that it rises and closes the valve. The steam 
imprisoned in the float will rapidly condense, draw water 
into the float, and again destroy its buoyancy, so that it sinks. 
Should а further accumulation of water be standing in the 
inlet pipe this will be discharged, but should live steam be 
Present, the water will be driven out of the float, which 


will immediately rise, and the above operation will be 
repeated. 

One disadvantage of float and bucket traps is that when 
not in use the box is about half full of water, which is very 
liable to freeze in cold weather, should the trap be in an 
exposed position. Other traps of the float type well worthy 
of note are the ** Syphonia " of Messrs. Royles, and the 
* Emergency " and * Victor" traps of the Wright Manu- 
facturing Co., of Detroit, U.S.A. 

Bucket traps, as the name implies, depend for their working 
upon the action of a floating bucket, the motion of which is 
controlled by the amount of condensation. Of this class one 
well worthy of attention is the ** Sentinel," by Messrs. Alley 
and MacLellan, of Glasgow (fig. 5). "There ure also several 
American traps of this class, chief among which I would 
mention the Nason,” the Greenaway " and Powers." 

À very handy type of trap, and one capable of being 
designed so as to occupy а minimum of space, is the thermo- 
static type. They are usually employed in connection with 
steam heating systems; for, besides occupying very little 
space, they are comparatively cheap, so that a system of 
steam radiators may by their use be most efficiently drained 
without entailing a costly installation for the purpose. They 
usually consist of a flat corrugated chamber containing a 
very volatile spirit, and having a valve controlled by 
the motion of one side of this chamber. The position of the 
chamber relative to the valve is adjusted ғо that water of 
condensation may pass, but as soon as live steam impinges 
upon the corrugated chamber the volatile fluid rapidly 


expands and exerts an outward pressure on the wails, which 
are bulged out, shutting the valve by pressing it upon 
its seat. A section of a trap of this type is shown in fig. 6. 
There are numerous designs, differing only in some con- 
structional feature calculated to produce better or more 
lasting results. 

Another means of employing the thermostatic principle is 
that adopted by Messrs. Holden & Brooke, in their 
* Sirius" trap. In this design the volatile fluid is 
imprisoned in a Bourdon tube; the latter is anchored 
at one end and free to expand at the other, the free end 
controlling the valve. Another, and a more recent trap of 
this type, is that known as ће “ Twin tube.” 

A further adaptation of the thermostatic principle is 
exemplified by the * Horne” trap. In this trap the volatile 
fluid is contained in a cylindrical tube fitted with a piston at 
one end ; the expansion of the fluid acting upon the piston 
operates a valve. 

Class 4.—Differential water pressure traps. There is only 
one trap of this type of any note. It is the “ Flinn,":the 
invention of an American engineer, Mr. R. J. Flinn. There 
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їв an originality about the design which cannot fail to attract 
attention. Briefly explained, the system consiste essentially 
of two wrought-iron pipes of different diameters contained 
one within the other as seen in fig 7. These two pipes’ 
communicate at their lower end with a cast-iron chamber 
having two compartments separated by a flexible diaphragm, 
each compartment being in direct communication with one 
of the pipes. At the top end of the pipe is a specially 
shaped inlet leading to these two compartments, so that 
water of condensation entering here will first fill the lower 
compartment through the outer pipe, after which it will 
overflow into the inner pipe and fill the upper one. When 
there is the same head of water in both pipes there will be 
a pressure of equal intensity acting on both sides of the 
separating diaphragm. However, by the action of a light 
spring the upper side of this diaphragm is provided with 
an initial pressure, other than that obtained by the head ; 
this spring being so adjusted that ihe pressures on the 
opposite sides of the diaphragm are equal when the inner 
tube is about half full, it is obvious that as soon as the 
water has mounted above half way the diaphragm will be 
deflected downwards by the pressure due to the increased 
head. The valve being controlled by the motion of the 
diaphragm, a discharge will take place whenever the water 
level in the inner tube is more than about half way up, but 


will not allow this level to fall below the point determined 


by the setting of the spring. This latter point is of more 
importance than is apparent at first sight, for by it absolute 
protection of the valve is ensured; nothing can pass but 
water, owing to the fact that before steam can appear the 
water level must fall to the bottom of the inner tube, which 
is a practical impossibility when the trap is in order. It 
will be recognised at once that the simplicity is attained by 
the employment of dynamic forces rather than of those due 
to temperature changes, &c., hence this type of trap is not 
affected | by changes of steam pressure. | 

In а large steam installation the amount of condensation, 
together with its large store of sensible heat, is of no small 
consideration, and if this is allowed to pass away to the 
drain it represents a very appreciable annual loss, showing 
up, of course, in the coal bill. If, however, by some means 
or other, this condensation, instead of going to waste, is 
returned to the boiler as feed water, a great saving, not 
only of water and heat unite, but in the general upkeep of the 
boiler, will result, for water of condensation, being distilled, 
does not carry injurious chemical matter likely to fur the 
boiler or produce other ill effects. Messrs. William Whiteley, 
of Huddersfield, are the pioneers of the return-feed system on 
this side of the Atlantic. In conjunction with a special 
design of steam trap, their system returns into the 
boiler, automatically and continuously, the condensation 
from a steam-pipe system. Briefly, their system is as 
follows :— 

Every draining pocket or separator is connected by means 
of a separate small pipe to a cast-iron box, known as a 
* receiver,” so gituated that the water of condensation can 
flow into it freely by gravity. As the water in the receiver 
accumulates it is either forced or sucked up into the body of 
the special steam trap, which is situated about 4 ft. above 
the level of the water in the boiler. This special steam trap 
is of the float type, and consists of a float inside a cast-iron 
body. It is so arranged that when this cast-iron body is 
nearly full of water, the float then being near the top of 
the trap, actuates a roller which runs along a skate-shaped 
guide and automatically admits steam at full boiler 
pressure into the body of the trap. Now, as there is a 
non-return valve upon the inlet side of the trap, the water 
cannot pass again to the receiver, therefore we have a volume 
of water about 4 ft. above the water level in the boiler, and 
with full boiler pressure above and below it. Hence it flows 
һу gravity into the boiler. The float drops back again into 
its original position, and at the same time cuts off the boiler 
pressure steam. Тһе trap is then ready for another fill, when 
the above cycle ie repeated. 

There are, of course, a great many other equally ingenious 
devices, beside those dealt with in this article, but those 
already mentioned and described will, I think, serve the 
purpose of exemplifying the various principles upon which 
the modern up-to-date traps depend for their proper and 
efficient working. 


THE PROPOSED ELECTRICAL LEAGUE. 


A CRITICISM FROM A MANUFACTURER'S POINT or ViEV. 
By "MANUFACTURER." 


Durine the past few months Mr. Garcke, of British Electric 
Traction and Brush Co. fame, has suggested the formation 
of an Electrical League with a view to studying the 
conditions existing in the electrical industry in this country, 
and of suggesting remedies for a state of affairs which 
everyore must deplore and consider unsatisfactory. 

This proposed League, which was first suggested by Mr. 
Garcke last year, but was allowed to drop for want of 


adequate support, was recently resuscitated in the columns 


of the Engineering Supplement of the Times. 

The following comments on the subject ure written 
primarily from the point of view of the manufacturer, whose 
interests Mr. Garcke can scarcely intend to overlook in view 
of his close connection with the Brush Co. 

Mr. Garcke proposes that his League should be compre- 
hensive, embracing everyone interested in the electrical 
industry, whether as worker or shareholder. To quote his 


own words:—'* The invitation to join the League should 


be extended to everyone who is in any way interested in 
electricity, whether as a shareholder, consulting engineer, 
town council, municipal station engineer, manufacturer, 
contractor or trader, whether employer or employé." 

As a step towards setting the League on ite legs, the 
following provisional committee has been formed :—A. K. 
Baylor, Lieut.-Col. H. R. Beddoes, A. N. Connett, B. M. 
Drake, E. Garcke, Н. Hirst, M. B. Mountain, S. Rentell, 
Mark Kobinson, A. A. C. Swinton, and A, G. Whyte. 

It is to be feared that Mr. Garcke's efforts will prove of 
little avail, either in the direction of remedying conditions 
existing in the industry generally, or in the manufacturing 
industry in particular. A League of so comprehensive 8 
nature is too liable to suffer from unwieldinese, and its 
meetings to degenerate into a mere debating society. At 
the best, its policy is liable to be dictated by a few of the 
more active members, possibly more anxious to farther 
matters in their own interests than in those of the industry 
generally—by those probably requiring unnatural remedies 
to make a success of what others achieve by natural means. 

Whilst dangers of this description must necessarily eus 
in the starting of any comprehensive scheme, however 
commendable, and must consequently not be considered an 
insurmountable stumbling block, it is desirable that thee 
dangers should be avoided as far as possible, and that any 
policy promoted primarily in the interests of limited 
number of the community should not be put forward sé 
coming from a League representative of the whole industry. 

In reviewing the proposals for this Electrical League, 
and in setting forth the following criticisms, the point 
is not overlooked that anything tending to improve the 
position of the electrical industry generally must neces- 
sarily tend to improve the position of the manufacturers 
themselves. But the danger would seem to be the one just 
mentioned, namely, that if a League is constituted 8 
suggested by Mr. Garcke, the voting power would probably 
fall into the hands of a few individuals whose policy would 
be given out as representative of the feelings of the industry 
generally, and who could so easily out-vote the opinions of 
those less able to find the necessary time for putting their 
views before the public. It must not be overlooked that 
Mr. Garcke and his followers control probably a larger 
number of shareholders or members of the public than any 
other single group, and the majority of these ghareholdere— 
perhaps dissatisfied with the resulta they have obtained from 
his companies—would be liable to vote for anything that 
was held forth to them as likely to improve their position. 

For these reasons the present suggested League does not 
appeal to many with satisfaction. 

It would be a mistake to lightly pass over the unsaus- 
factory conditions of the electrical manufacturing industry 
in this country at the present time. In all probability this 
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branch of our industry requires more careful nursing than 
any other branch, but it is difficult to see how any League, 
as outlined by Mr. Garcke, is likely to be of any benefit to 
the manufacturing industry. / 


It is useless to enlarge upon the reasons which 


have brought about the, unsatisfactory condition of the 
manufacturing section of our industry. Mr. Garcke has 
already ventilated his views in the Engineering Supplement 
of the Times, under date July 1st, 1908, and in this article he 
attributes the weakness of the manufacturing position toa 
want of demand in times gone by, for which the restrictions 
placed on the growth of the industry by Parliamentary 
powers are considered responsible. 

Mr. Gisbert Kapp is unable to agree with Mr. Garcke's 
theories in this direction, and is inclined to say that the 
manufacturers have no-one to blame but themselves. It 
would, unfortunately, seem to be the case that Mr. Kapp's 
statement is more nearly correct than Mr. Garcke's; but it 
should not be forgotten, in passing, that in the earlier days 
of our industry a considerable set-back was experienced by 
the few manufacturers existing at that time (and who 
required capital for extending their business) by the blind 
Anglo-Brush speculation. 

The manufacturing industry in this country has been 
built up primarily by engineers, and its foundations have 
been lacking in that commercial element which has gone во 
far towards strengthening the position o* our Continental 
rivale. This state of affairs has resulted in the manufac- 
turing capacity of our industry being divided amongst a large 
number of small manufacturers, who, whilst competing against 
each other at home to an extent which can scarcely be con- 
sidered healthy, have been too small individually to hold 
their own against their more powerful competitors abroad. 

In other words, the small firms have never grown into 
large ones, primarily due to the individuals at the head of 
the respective businesses. When the demand for machinery 
promised to exceed the supply, the leaders of our manufac- 
turing concerns have been too timid to increase their 
capacity until too late, and have allowed others to start in 
competition with them, and to supply the demand which 
they themselves should have kept in their own hands. It 
requires a commercial policy to build up a large business. 
And there can be no question that a manufacturing industry 
divided among a few large concerns is healthier than an 
industry divided among a large number of small concerns. 

Nothing less than a healthy recovery can improve the 
position of affairs. A healthy recovery can only take 
place after the process of a gradual weeding out of the 
unhealthy members. No artificial bolstering up can be of 
any advantage excepting as a temporary measure to the 
unhealthy members themselves. 

Manufacturers have several times tried to arrange matters 
together, with a view to agreeing on conditions of 
contract, and with a view to limiting the fierceness of 
the competition at present existing between them, but they 
are unable to agree even among themselves; or, having 
agreed, are unable to abide by their undertakings. Is it 
therefore likely, if some 10 or 15 firms cannot agree 
among themselves to improve their position, that they are 
going to derive any benefit by anything constituted on the 
lines of the League suggested by Mr. Garcke ? 

When they are fully considered, the reasons why our 

manufacturers are unable to agree among themselves are not 
as unnatural as would seem at first sight. Any working 
arrangement between healthy and unhealthy members is 
Unnatural, and can only be made at the expense of the 
healthy members. After the process of the “survival of 
the fittest has taken place, then will be the time for some 
- understanding among the survivors. 
, The electrical manufacturing industry in this country 
18 one involving peculiar complications. Outside the smaller 
fry we have four large manufacturing concerns, as set out 
below; it will be gathered from their constitution how 
conflicting their interests are, and how impossible any 
understanding between them must be. 

l. Dick, Kerr d: Co.— Essentially a British firm, controlled 
by British policy and finance. 

2. British Westinghouse Co.—A firm of American origin, 
financially disinherited by its American parent, and ran on 
80-called British lines under American leadership. 


8. British Thomson- Houston Co. — An American firm 
principally controlled by American policy and supported by 
American finance. 

4. Siemens Bros.—A German firm entirely controlled by 
(German policy and German finance. 

In other words, there is only one firm of any magnitude 
in this country whose policy can be said to be British, and a 
knowledge of the complications existing in the manufacturing 
industry in America and оп the Continent will at once convey 


the impression that any working arrangement between firms. 


in this country, who are in any way connected with Con- 
tinental or American firms, is difficult to bring about. 

The conflicting interests are altogether too great when 
considered over the markets of the World, and not in our 
home market alone. 


MUNICIPAL TRAMWAYS ASSOCIATION. 


(Meeting at Nottingham, September 23rd and 24th, 1908.) 


Ticket Check. 


Ву L. MacKiNNON (Traffic Superintendent, Glasgow Cor- 
poration Tramways). 


THIS, as the name implies, is a paper on a subject in 
which the majority of our readers can have but little intereat, 
and, as space is of particular importance at the present time, 
we refrain from abstracting from this highly instructive 
exposition of the routine which safeguards tickets and their 
cash equivalent on the Glasgow system. 

To those who desire to read the paper we recommend a 
perusal of the Tramway and Railway World or the Light 
Railway and Tramway Journal, which are sure to print it 
in full. 


Treatment of Corporation Employés Incapable of 
Performing Ordinary Duty. 


By ALDERMAN H. LINSLEY (Chairman, Salford Tramways 


Committee). 


Tus question is one which becomes the more urgent of 
solution as time goes on. Motormen must be highly 
efficient, and must be relieved of their duties as soon as 


their health becomes impaired, but there is a limit to the- 


number of lighter and less responsible positions which they 
can fill. 
capacitated through age, or for any other reason, loses his 
employment, and Corporations will soon be face to face with 
the question whether such men are to be treated in a similar 
manner, or whether any reasonable means can be devised to 
deal with them. 

The Workmen's Compensation Act provides for those who 
are rendered unfit for service as a result of accident, and in 
many cases these men receive assistance from other sources, 
such as Trade Unions; but, apart from this class of 
incapacity, there is the class into which fall the men who 
become inefficient from old age, or from causes which may 
be traced to the nature of the employment, or from causes 
which aré quite outeide the man's work. 

The present Old Age Pension scheme cannot help the 
tramway employé very much as the age limit is too high, 
but several of the larger municipal tramways have taken 
steps in the matter. 

The Glasgow Corporation Tramways Friendly Society 
started a superannuation fund in 1899, the revenue being 
derived from weekly contributions of 1d. from each member 
plus a ld. per member from the Tramways Committee. 
The proceeds from the sale of unclaimed property, all 
money found on the cars, and the conductors’ “ overs,” go to 
swell the fund, and nothing is to be drawn until 1911. No 
member is eligible for relief until he has been in the service 
and a member of the society for 15 years, and he has to be 
physically unfit for any departmental work before he can 
draw on the fund. Atthe end of 15 years’ service an 
employé is entitled to a retiring allowance of 10s. per week, 
rising to 20s. per week after 25 years’ service. At the end of 


The employe of a private firm who becomes in- 
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1911 it is estimated that the untouched fund will amount to 
between £30,000 and £40,000. 

A similar scheme is in operation on the Liverpool Corpora- 
tion Tramways, and Belfast has gone further still by 
extending the operation of the scheme to cover all the weekly 
wage-earners in every department of the Corporation. 

Any benefit and pension system of this nature opens a wide 
door, and it may be asked what is to prevent every branch of 
a municipality from forming societies, paying a small sum in, 
and looking to their respective committees to make grants ? 
How is this going to affect the non-earning departments ? It 
would make the lot of the already overburdened ratepayers 
harder still, and some. might ask what right have we to 
grant pensions out of the rates to our employés ? 


That is the gist of Alderman Linsley's paper, and it opens 
the way for a highly controversial discussion. For our part, 
we feel that the logic of the thing is to grant to all depart- 
ments what you grant to one, making no distinction between 
so-called revenne-earning departments and those which are 
not even supposed to earn money. 

It would be just as logical to refuse to pay wages to the 
employés of a Street Cleansing Committee as to cut them 
out of a mutual benefit scheme on the ground that their 
work brings no direct profit to the citizens. 

The real question is whether a corporation has the right 
to make grants of public money to а section of the workers 
in a community, and that question is one which is much too 
wide and much too important to be discussed in the limited 
space at our disposal. 

As a scheme which cannot fail to promote thrift and 
steadiness and loyalty to the service, we think the Glasgow 
Corporation Tramways Benetit Society worthy of great 
praise, and, whether it is right or wrong from a sociological 
and economical standpoint, we would fain see such societies 
spread throughout the land. If they were more common, 
we should have heard nothing of а non-contributory, in- 
discriminate, and anti-thrift Old Age Pensions Act. 


Some Through-Ruoning Problems, and their 
Solution. 


By Н. E. BLAIN, Manager, West Ham Tramways. 


Tux paper aims at classifying the main principles upon 
which experience has shown that through-running can be 
arranged to the general udvantage. That througb-running 
is advantageous was shown by the experiences of Newcastle, 
Birmingham and Edinburgh. For instance, prior to 
through-running between the Newcastle Corporation and 
the Tyneside Co.'s lines, the Newcastle cars brought in one 
month 48,000 passengers to their terminus, of which number 
the company carried on 11,000, leaving 37,000 who pre- 
ferred to walk. In a mouth of similar seasonal conditions 
after through-running, the same number of passengers 
arrived at the Newcastle terminus, but 36,000 were carried 
on to the lines of the company. 

Tbere are still many tramways which scout all proposals 
for through-running, thus depriving themselves and the 
public of considerable benefit. In the London area it is 
certainly one of the strongest reasons for the establishment 
of a Central Traffic Board that some of the authorities con- 
tinne to refuse these facilities, and it is to this short-sighted 
policy that much of the motor-’bus competition is due. 

The main classes into which through-running arrange- 
ments divide themselves are :— 

Class A.—In which foreign lines are leased and run by 
another authority. 

Class B.—In which both contracting parties run cars; 
and each through passenger receives two tickets, either by a 
change of conductors at the boundary, or by each line fur- 
nishing the other with its own tickets. 

Class C.— In which both authorities run the number of 
cars proportioned to their respective mileage, the areas being 
taken as of equal earning value, and each authority retaining 
its own receipts. 

Class 1).—In which both authorities run cars, and the 
ге -elpts are apportioned upon an agreed basis. 


Actual working examples of each class are given, with the 
payments made by the contracting parties, and it is notice- 
able that no two arrangements are alike, and some are highly 
complicated in appearance, although they probably work well 
enough in practice. 

The paper ends with condensed notes on the chief points 
which are found usually in through running agreements, 
and we add our hope to Mr. Blain’s, that the paper may 
help to do something to show those authorities who con- 
tinue to obstruct through-running, that such facilities are 
not difficult to arrange, are fair and remunerative to all 
parties concerned, are of the greatest value in stimulating 
traffic, and are a public and private convenience which no 
authority which claims to be the representative of the 


public and the guardian of the public weal has a right to 
hinder.” 


Discussion ON Mn. Buain'’s PAPER. 


Mr. James DALRYMPLE, general manager, Glasgow Corporation 
Tramways: There is no doubt whatever that this will be a very 
valuable paper to us as a paper for reference. Some mistakes have 
crept into it evidently, but possibly on the issue of the paper for 
publication these mistakes may be corrected so that we may be 
sure of our ground in reading through the paper again. Mr. Blain 
refers to through-ranning between Glasgow and Paisley. 
Shortly the arrangement is this: The Paisley Co. bave withdrawn 
all their cars from the portion of line on which we have running 
powers. The length of the line is exactly one mile, divided into 
two halfpenny stages. The Paisley fare of 1d. would carry a 
passenger half a mile further. That is to say, the 1d. stage is one 
and a half miles. The Paisley Co. before the arbitration wanted а 
full 1d. from Glasgow for tae passenger who rode over that mile 


‘because they said they would get 1d. But we contended that the 


passenger would be able to travel half a mile further, and conse- 
quently they were only entitled to the proportion—nsmely, two- 
thirds of a penny, and that is the amount which the Paisley Co. 
receive from Glasgow for their through passenger. . 

Мв. J. B. HawiLTON, general manager, Leeds Corporation 
Tramways, said: Mr. Blain, ia the very able and painstaking 
manner in which he has drawa out his paper, has classified 
the different forms of agreement under classifications, and he 
places the agreement between Leeds and Wakefieid under 
Class “B,” Clas “В” being one in which there is through- 
running, but two tickets are given to through passengers. I can 
quite conceive that with the multiplicity of sgreements, and 
the complex Character of those agreements which were placed 
before Mr. Blain, he may have overlooked the fact that 
ia that agreement there are no two tickets for through passenger’. 
In fact, the agreement between Leeds and Wakefield, which I think 
І am right in saying, was one of the first which was voluntarily 
entered into between two different undertakings, has practically 
become standard, and under that agreement each authority rubs 
cars in the other's district, and each authori.y is supplied with 
the tickets to be issued in their own district—except in tle 
case of through fares which are i-sued by the department—by the 
undertaking in which they are initiated, so that a passenger dering 
a through fare can, by one payment, get a ticket which takes them 
right through. In addition, Sir, the same correction applies to the 
proposed agreement, which is alto referred to on the same head 
between Leeds and Bradford. In that case, we had very unique 
conditions to deal with in regard to the track, but so satisfied 
were the two Corporations, Leeds and Bradford, of the advantage 
of through running, that we were even prepared to go to very con- 
siderable expense, and put down additional rails. 1 should, 
perhaps, remind the members who do not know the facts that there 
are two different gauges, We run up to each other's lines—in tbe 
case of Leeds, with a 4 ft. 83 in. track, and in the case of Bradford, 
with а 4 ft. track and that for a long time seemed an insuperable 
difficulty, which it was impossible to get over. However, through 
the ingeruity of my colleague in Bradford, who has devised а dual 
axle, we find that it is now possible to run cars rigbt through from 
the centre of one system to the other, and the agreement which is 
going to come into practice very soon isthe result of that. In 
that case, you see, there will be a through fare to a through 
passenger. That is, a passenger will pay one fare and get right 
through from end to end. Mr. Blain points to the fact of 
this important subj:ct not yet having received the attention 
of this Conference. As one who is considerably acquainted 
with the work of the Conference in the various aress, | may 
вау that we have frequently had suggestions with regard (0 
this matter, but considering the views of many of the members 
the Association, which, at one time were, at any rate, neutral with 
regard to it, and some of them rather antagonistic, it was d 
that the time had not yet come when a paper of this kind, la 
down conditions which might be unsatiefactory to many of the 
members, should be considered, The invariable success which 
has followed through-running, wherever adopted, entitles us 
to say that the time has fully arrived when a consideration of the 
various arrangements which are in use to permit through 
is very opportune, and I think, Sir, the time to deal with it bas also 
come, 

Mr. J. M. McErLnov, general manager, Manchester Corporation 
Tramways: Mr. President and gentlemen, this paper of Mr. Blain $ 
is valuable on two grounds. First, it gives us excellent examples of 
*“ Blainisms,” and secondly, it gives us a reason why through-ronning 
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arrangements are in operation, which will be valuable to us for 
reference in time to come. Mr. Blain starts out by saying his aim 
is to classify the main principles upon which through running can 
be arranged, and he gives us his classification. I don't 
quite agree with the use of the word leased under Class A.“ 
We, in Manchester, have had some considerable experience in 
making arrangements for through-running, seeing that we have to 
run into the district of some 21 other authorities, so we have been 
" up against" rather a big proposition. Seventeen of these autho- 
rities have leased their lines to us. That isto say, we pay them 
an actual rent for the lines, and they don’t care what we earn on 
them at all. We have to maintain the lines, renew them, supply 
the cara, current, and do the whole thing, paying them an annual 
rent. That is what we call “leased” lines. Then, on the other 
hand, we have certain running arrangements in which the line- 
owning authority is interested in the receipts, and the broad 
principle which underlies the whole agreements in regard to this 
running arrangement is that the line-owning authority gets the whole 
receipts within its area. That is the broad principle on which the 
running arrangements are made. I take it generally all through- 
running arrangements are that the line-owning authority geta the 
receipts in its own area. There may be differences as to how that 
is got out, as, of course, every case has to be considered on its own 
merits. But the underlying principle is, I take it, the same. I am 
quite sure every tramway manager now—and we have all been 
through the mill—will see the great difficulty of obviating 
artificial boundaries. ‘There is no doubt that we and Ashton, we 
and Oldham, we and Salford are all benefiting by these through- 
running arrangements, and it is for the convenience of the public 
which is the first consideration. I don't know that I have any- 
thing to say as to the delightfully simple arrangements Mr. Blain 
speaks of between Manchester and Salford. We have a fixed sum 
per track mile. The arrangement was arrived at under these con- 
ditions. We were running certain cars to our boundary on two 
routes, and Salford said, We want to run into your district; you 
take your cars off." We knew exactly what those cars were earning, 
and that is what they are paying us. It is just another illustration 
of the same principle. They pay us what they earn in our own 
district. The main principle is that the line-owning authority 
should have tbe whole of the receipts earned in its own area. 

Мв. Н. MozrEy (general manager, Burnley Corporation Tram- 
ways) said: Mr. President and Gentlemen, I do not think it is the 
tramway managers that require convincing, it is the members of 
the Committees and boards of directors, and, therefore, I should 
very much like to hear what they have to say why these through- 
running arrangements should not exist universally. It bas now 
become extremely easy to settle, so that every interest shall be 
secure, and it is obvious that the public interest will be served, 
and that of the tramway owners as well. Therefore, I say there 
need be hesitation no longer. Descending to details, I would just 
like to ask Mr. Blain why he has not referred to the light goods 
and parcel traffic as well as the desirability of carrying passengers 
through a district. І just want to say Thank you to Mr. Blain for 
‚ the useful way in which he has presented the information, and во 
long as it is corrected, for mainly criticisms are corrections, and 
ри upon our files at home, we should thank him for what he has 

one, 

ALDERMAN Ivey (West Ham County Borough Tramways) then 
gave the meeting one of his long-winded orations, to which we 
have become accustomed, and which appeared to us more like 
Sdeaunciation of the London County Council and its estimable 
manager, Mr. A. L. C. Fell, than as serving any useful end; the 
attempt, backed up by a little coterie of West Ham sympathisers, 
to " draw the badger” failed dismally. 

Мв. BrzPHEN SELLON said: The point, I think, if I may be 
allowed to suggest it, is that which is stated on the preamble of 
every Bill or Act which is passed for the construction of tramways, 
namely, that "the same shall be for the purposes of public and 
local advantage." Now, Sir, therefore, it is not only for local 
advantages, but they are also constructed for the purposes of 
public advantage, and I am sure it is a pure question of business 
and ought to be dealt with яв а question of business between all 
Parties. There is nothing so alarming as it appears 
ш the question of running powers. Running powers 
have been in use from quite an early date. The 
‚ Orginal railways, everyone of them, were bound, and are bound 
to-day, by the Railway and Canal Traffic Act of 1855, to take any 
train that I pnt upon their railways to-day. There is not a single 
railway company built under any of those Acts that I cannot 

emand, and put my own train on to take my own goods, and my- 
self as well. That is only coming back exactly to the same prin- 
ciple that is asked to-day—that we on another tramway can put 
Our Own cars, and run not only for the benefit of ourselves but for 
the benefit of the owners of that tramway, and finally, Sir, which 
is the most important, for the benefit of the public at large who use 
them. Nottingham has nothing to reproach itself with, I am glad 
to say, Bir, in that respect. I believe I am right in saying that 
they have seen the advantage, and have adopted a public spirit in 
regarding the fact that a company from outside gathered in the 
inside is as valuable to them as а company got inside Nottingham. 
Therefore, they have allowed a company to come into Nottingham 
prng them an additional income by the means of giving such 
acilities. That is a little pradent business dealing which I recom- 
mend to all those here present to-day in all cases where such 
circumstances occur, Now, Bir, let us deal with one other matter 
which bas been dealt with by one or two members who are suffering 
рон this unfortunate state of things. І think probably their 
eelings run high, but it is advisable in all these matters to avoid 
Personalities, Mr. Fell is one of those gentlemen who do not 
mind a give-and-take, Ihave tried to attack him a gcod many 


times, but I bave always found him come up smiling, and I am sure 
he will take it all in good part. We do not know al! the inside of 
Councils and all the inside of officers. Councile bave their own 
views, and an officer cannot always call upon a Council to do that 
which he wants them to do. Therefore, it is impossible to say 
who is to blame, but there is no doubt we have a 
right to attack not the individual but the principle, and that 
therefore when Croydon gets up, or anybody else gets up, and eays 
* we are ruined to-day by our tramway business, we are ruined by 
the motor-’bus,” it is right that the reason should be known why 
we should be ruined and how it can be prevented. If you will 
just take the one case of Croydon, here you have gota tramway 
system, and a very important tramway system, ending at a little 
place called Norbury, and from there you have got a gap extending, 
I believe it is, for a mile and a half, to Streatham. Then you get 
the County Council tramways running into London. ‘Now, what 
happens? A motor-’bus starts from one end of Croydon, and it 
takes every through passenger who wants to go towards London— 
takes them to London. What is offered by Croydon to unfortunate 
passengers who get in at the end of Croydon is, you may travel 
in our tram as far as Norbury, and then you may please get down, 
and you may walk a mile and a half, and then you will be allowed 


by the permission of Mr. Fell to get into the London County 
Council's system, and then youcan get to London. Now, that is the - 


position, which, I venture to say, 18 an absurdity. I think it ought 
to be remedied, and I am sure amongst business men that is а 
matter which will shortly be dealt with. 

Мв. A. Baker (general manager, Birmingham Corporation Tram- 
ways): I just want to say this, that much of the trouble with 
regard to through-ranning no doubt arose in the early days of 
municipalisation, and it was due to the very strenuous fights the 
various municipalities had with the company owning the lines 
before they became possessors of the tramways. Many millions of 
public money were invested in tramway undertakings al] throvgh 
the United Kingdom, and it is not to be wondered at that munici- 
palities guarded with very jealous eyes the properties they had so 
dearly bought. What I want to say is, it is necessary to 
differentiate between mutual through-running arrangements and 
compulsory running powers. Personally, I have always held it is 
quite a proper and simple thing to make mutual arrangements for 
one authority to run into the area of another. But at the sime 
time I have always been very bitterly opposed to anything in the 
nature of compulsory running powers being obtained. In 
Birmingham we have at the present moment running powers with 
Several outside authorities. We have running powers with the 
British Electric Traction Co. When I say running powers, I mean 
mutual running arrangements. At one time nobody would have 
thought it possible to have had a mutual arrangement with that 
company, but, as a matter of fact, we have such arrangements, and 
I may tell the conference there is not a scrap of' paper between us, 
nothing in the nature of an agreement, and yet we run into each 
other's areas without the slightest difficulty or trouble. But I want 
you to bear in mind that in 1903 that company promoted a Bill in 
Parliament for compulsory running powers through the whole of 
Birmingham. They said that mutual arrangements were impossible, 
and it was necessary to have compulsory runniag powers. Parlia- 
ment in its wisdom did not give them the powers they sought, and 
having failed in that, like good and sensible people, they said we 
are now prepared fo make mutual arrangements with you, and 
these have been running very satisfactorily етее since. There is 
only one condition to be observed, and that is, that one authority 
shall not make a profit at the expense of another. Given a con- 
dition of that kind, there should not be the slightest difficulty in 
making a mutual arrangement not only to the satisfaction of the 
authorities concerned, but of the public at large. 

MR. A. L. C. FELL (general manager, London County Council 
tramways) Mr. President, although I am not a badger, and don't 
think I have been drawn, I wish to correct one or two statements 
made with regard to the running arrangements proposed by 
the County Council. Mr. Sellon just now dealt with the 
question of Croydon. The County Council has for years 
past been endeavouring to get a tramway through from 
Streatham to the County boundary, but owing to the opposition of 
the local authority, it has been unable to do so until this Session. 
We have just succeeded in getting through Parliament powers for a 
line between Streatham and the Connty boundary at Croydon. 
Surely the question of a through line can only be considered when the 
tramway is constructed. We might just as well enter into through 
arrangements with Mr. Wilbur Wright or someone of that sort at 
the present time. As to the question of West Ham, I am perfectly 
certain Mr. Blain himself was not trying to draw me on the question 
of through running, because at the present time we only go near 
West Ham in two places, one at the terminus at Bow and the other 
down at Poplar. The trams at Bow are at present run by horse 
tracticn, and there is, of course, a difficulty in having throu gh running 
between horse traction and electric traction. In the other case there 
is a gap of something over half a mile, and we had it put upon us by 
Parliament that if we constructed that connection between Wes: 
Ham and our line we should have to buy half a street, and 
pay for it, and the County Council at present think that the money 
which would have to be spent on that widening might be very 
well spent on the electrification of some of the other horse lines in 
London. We have already entered into arrangements with outside 
authorities from London. We have it with Bexley at the present 
time. We are now in negotiation with the Metropolitan Electric 
Tramway Co. for running to Harrow Road with through-running 
powers possibly down to Willesden. And we also have leased a 
portion of the line in Archway Road, and in many other directions, 
I feel certain of this, if it was to the public advantage, the London 
County Council would be the first to adopt rrmning powers on 
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other sections. But 1 feel most strongly that on the lines where we 
have 10 to 14 miles in a straight line, there is no ad vantage in 
extending them outside the county boundary. The President tells 
me I have to stop. I am sure we have had a very interesting dis- 
cussion, and obtained a lot of very useful information. I propose 
a very hearty vote of thanks to Mr. Blain for his paper on this 
interesting subject. 
The vote was taken, and carried with acclamation. 


| 


RAISING THE STANDARD OF 
ILLUMINATION. 


THE introduction of metallised-filament and metal-filament lamps 
into commercial use has now progressed to a sufficiently great extent 
to have enabled a large amount of experiment with regard to their 
application to have been performed, and the literature of the 
subject has been correspondingly developed. This is particularly 
the case in America, where the habit of giving publicity to the 
results of investigations appears to be rather more strongly 
developed than in England. Asa result, we have such а paper as 
that contributed by Mr. George Loring to the recent convention of 
the National Electric Contractors’ Association, held at Chicago in 
July last, under the title of Electrical Contractors’ Opportunities 
in the Illuminating Field,” and reported in our contemporary, the 
Electrical Record. 

The chief point, which constitutes a new feature in the design 
of lighting installations, is the fact that the choice of units of 
electric intensity is not now limited to 8, 16, and 32 candle-powers 
for house lighting. It is now practicable to use lamps of 40 or 50 
candle-power and high efficiency on the one hand, while in con- 
junction with them the use of 14-watt (3 О.Р.) or 19-watt (4 С.Р.) 
carbon lamps is recommended. As Mr. Loring points out, The 
system in vogue of electrically lighting houses lacks elasticity ; it 
is on a ' feast or famine’ basis.” Therefore very many sections of 
a house are left in darkness after night has fallen. This in practice 
has the effect of decreasing the central station load-factor by 
accentuating the peak load ; and the correction of this fault by the 
electrical contractor advocating a system of low illumination 
throughout a house, not only brings him into line with the lighting 
authorities, but opens up a very profitable source of revenue from 
people who would willingly pay to have their system overhauled for 
the purpose of giving greater uniformity in illumination throughout 
the house with a possible saving on their current consumption. A 
great number of people would also place additional orders for 
tungsten units, which may be installed by the contractor at the 
time when the low illumination work is being done. | 

Мт. Loring gives as an example а nine-room three-storey house 
with a piazza in front. Above the verandah, one foot out from the 
middle of the front door, he would place a 3-c.r. lamp with Holo- 
phane reflector producing an illumination of 0'2 foot-candle on the 


which are efficient to the highest degree commercially, and equipped 
with accessories which will aid them in producing the necessary 
illumination at the lowest total cost. 

For shop light Mr. Loring believes emphatically in the use of the 
tungsten lamp. He says, If a person is already using electric 
light in his place of business, advise, with few exceptions, the use 
of tungaten lamps over all other illuminants.” Provided the instal- 
lation is as efficient as possible with cellulose-filament lamps, 
replace three 16-c.P. cellulose-filament (carbon) lamps by two 
40-watt tungsten lamps. With current at 6 cents per unit, a net 
saving of 20 per cent. is thereby obtained, with an increase of illu- 
mination of 334 per cent.—net saving meaning that if a person 
using carbon lamps is receiving them free, the saving on lighting 
amounts to the figure quoted after deducting the price of the 
tungsten lamps. Even with energy as low as З cents per unit, а 
net saving is secured with equal illumination by using tungsten 


lamps. The attached Table I is compiled to show the economies 
TABLE I. 
| / | Total watts 
Tungsten M.L.H..| Total Are M.L.H.., Total, saved 
cluster. S.C.P. | watts. lamps. S.C.P. watts. per hr. by 
| Tungstens. 
| — 22 ĩâ2v 8 — a St 
Three 100- 240 800 v. c. f- amp. 824 | 630 | 3% 
watt Tungsten clear inner, 
opal outer 
globe, 
Three 100- 240 800 b. G. 64-ainp, 287 630 830 
watt Tungsten opal inner, | 
clear outer. І 
Two 100. 160 200 | р.с. 55-атр. 171 690 , 490 
watt Tungsten opal inner, | | 
opal onter. 
Two 100. 160 200 A. C. 6°7-amp. 175 600 400 
watt Tungsten opal inner, | 
no outer. 
Three 100. 0--60° 300 | Concentrat'g | 0 -60° 645 , 945 
watt Tungsten 328 diffuser 8. 327 | 
i &mp. A.C. arc ' | 
lamp. i | 
Two 8-GLowren NERNST v. THREE 100-Watr TuNGSTENS. 
Three 100- | Two 8-glower 240 554 254 


Nernst. | 


240 800 
watt Tungsten | | 


—— — 


effected by tungsten against arc and Nernst lamps, and speaks for 
itself, while Table II compares gas arcs with tungeten lamps. 
Tungsten “arcs” containing either five 60-watt or three 100-watt 
lamps give a more satisfactory illumination than a Welsbach 
4-burner gas arc, and with gas at one dollar per thousand cubic feet 
and electricity at 7 cents per unit the operation expenses of 
tungsten lampe compare favourably with those of their gas rivali. 
Two 100-watt tungsten lamps will produce better resulte than 
а 4-burner Humphrey gas arc, In this case the cost of lighting 
will be no greater with the tungsten lamp, when energy 1$ 
9 cents per unit and gas one dollar per thousand cubic feet. 
It is preferable to arrange that one tungsten lamp and shade con- 
stitutes a lighting unit in a scheme of shop illumination, in 
preference to having clusters, in order to avoid uneven illumint 


TABLE II. 
: i | ^, Useful It. for ч 
| M. L. H. C. P. Cost per hr. M. L. H. C. P. cost considering Holophane 
| CHE | | вах nim | : per le. per hr. "o with 5-60 or 8-100 wt. lanips 
— ү ‚ Consump- i рег 1.000 cb. | as 100. 
| d | | tion. | ft. Flee. (а —— э з Се нашы ee уз x eme 
m | After ; After | 10с. per K- After | After | 
. 4 Initial. 100 hrs. 300 hrs. hour. Initial. | 100 hrs. 300 hrs, Initial. 100 hrs. 3hrs 
| service. | service. | service. service. | | 
| ы TET | | : | _ т : NA 
Welsbach 4-burner gas are | 281 225 188 21 е | '021 131 107 | 90 167 190 112% 
; per hr, | 
Humphrey 4-burner gas arc oe | 168 1385 112 ID a ft. | 018 93 114 | 62 117 90 TS 
per hr. 
Average (Welsbach-Humphrey) ) . | 224 | 179 M9 | ер ft. | 0195 115 92 2 | 144 112 | 96 
i ; ber hr. | 
Holophane, tungsten cluster, five 60-watt | | | | | | 
or three 100-watt tungstens with Holo- ! | |: | 
phane No. 6, 000. 5% os - "А | 240 2248 210 i 300 wts. 03 | 80 д4 | NO 100 lo 100 
А i per hr. 
Two 100-watt tungstens with HoJophane | | Í | | T 
No. 6,060 ee ee es ee ee oe | 160 j 165 160 200 wts. | 02 80 82˙4 | RO П 100 100 | 100 
| 
| - 


centre of the door, lighting up the house number, the piazza, steps 
and a portion of the peth leading to them. Additional to this 
would be a 40-watt tantalum or tungsten, or a 50-watt metallised 
filament lamp for reading purposes on the verandah. The hall, 
living room, dining room and kitchen can each be equipped with a 
14-watt lamp for use between dusk and the hour for retiring. On 
the second floor hall a 14-watt lamp can be kept burning at night 
and the same intensity can be ased in the bathroom. The lamps аге 
supplemented by high-power hiyh-efticiency lamps for times when 
strong illumination is required. With current at 10 cents pur unit 
it only costs + cent per hour to operate a 14-watt lamp, and Mr. 
Loring states it to be possible to read a newspaper by the licht of 
such a lamp anywhere within 12ft. of it, in a dark-green papered room. 
He points out that such a scheme should recommend itself to house- 
holders as a very cheap and effective burglar protection. The house 
is also far more cheerful, аз instead of some parts being dark and 
gloomy, everything is comfortably lighted. The general principle 
involved is the planning of the house lighting so that each lamp is 
placed where it is most needed, and employing only those lamps 


tion. Four lamps properly placed will frequently give better 
results than five or six installed in a cluster. : 

In order to give good results, the illumination should be highest 
and apparently equal and uniform on the objects which have to be 
brought into prominence. Other secondary surfaces should, 
possible, be more lowly, and to a certain extent unevenly, 
illuminated, to eliminate flatness in the lighting scheme. More- 
over, the illuminants themselves should be of such a character and 
80 placed that their presence is not noted. All lamps within the 
range of ordinary vision should be concealed by reflectors, though 
low candle-power lamps may be frosted. Wall brackets, with few 
exceptions, should only be used for decoration purposes, and shot 
have lamps of not more than 4 C. P., frosted. To avoid the casting 
of shadow upon a counter or show-case by people standing 1n tho 
shop, the lamps, if possible, should be located, not over the aisles, 
but over the middle of the counters or show-cases. І 

Mr, Loring has also prepared a list, giving, among other things, 
the tunysten lamps now produced commercially, These are 40, 5, 
and 100-watt 100-130-volt lamps with straight side bulb, or 40, 90 
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and 75-watt street series tungsten lamps, of voltages ranging from 
approximately 6 to 19. The efficiency of these lamps is 1°25-watt 
per candle, while their average useful life on direct or alternating 
current is 800 hours and upwards. He also states that not more 
than four months from the date of the convention will have passed 
before 20 or 25-watt and 250-watt 100-130-volt tungsten lamps will 
be on the market. Within that time there will also probably be 
produced a 50-watt, 200 to 225-volt tantalum lamp. 


THE RUBBER EXHIBITION. 


RUBBER is of interest to the electrical engineer mainly in its 
manufactured form; to manufacturers alone is it given to 
understand the processes through which the raw material has 
to pass before it is transformed from milky sap to the 
resilient insulating material to which the electrical industry 
owes so great a debt. Few materials used in the arts are 
subjected to such a curious variety of methods of prepara- 
tion in the early stages of their career ; the latex, for instance, 
can be coagulated by &moke, heat, dilution, evaporation, 
beating, and treatment with various acids—all of which 
processes are in use more or less, generally in a somewhat 
primitive fashion, in the tropical regions in which alone 
the rubber-producing trees can thrive. Naturally the various 
brands of raw rubber obtained in these divers ways differ 
widely in quality, thongh probably if scientific methods of 
coagulation were universally adopted & much more uniform 
result could be attained. At present, the system of smoking 
in vogue in Brazil is the best, producing the purest and 
most durable qualities of rubber, and it is largely to this fact 
that the high reputation of Para rubber is due. 

But when once the raw material has been isolated, its later 
treatment follows on fairly standard lines. It is first care- 
fully washed and dried with the aid of powerful machines, 
in which it is rolled and kneaded repeatedly until it is freed 
from the impurities with which crude rubber is invariably 
contaminated. It is then in the form known as pure 
rubber,” an expensive substance, but in iteelf of but limited 
utility. It is at this point that the niceties of rubber 
manufacture come in. Mark Twain is reported to have 
said, as a guide to the writer of history, First get your 
facts ; afterwards you can distort 'em as much as you like.” 
Here the pure rubber may be regarded as analogous to the 
facta ; vulcanised rubber to the history evolved from them 
by scientific manipulation. For the process of vulcanising, 
or curing rubber by treatment with sulphur in various ways, 
which transforms the pure perishable rubber into a resilient 
and durable material, unaffected by ordinary temperature 
changes and practically waterproof, is but one phase of its 
manufacture. The pure materials are loaded with 
mineral powders, organic compounds and colouring matter 
until there may be no more, or even less, than 50 
per cent. of rubber present in the resulting 
mixture. By this means the cost of material is reduced 
and the quality is often greatly improved in many respects. 
The art of rubber manufacture very largely consists in the 
discreet and intelligent compounding of the ingredients 
which go to form the finished product, and there are pro- 
bably few industries in which the secrets of manufacture are 
more closely guarded or more difficult to unravel than in the 
one of which we speak. 

It follows, obviously, that we can here deal only with the 
machinery employed in the mechanical stages of rubber 
manufacture ; and that only briefly owing to the pressure on 
our space. 


Messrs. Francis SHaw & Co.—This firm, one of the oldest 
manufacturers of rubber-working machines, exhibited a compact 
Pair of machines for washing and crépeing, as used on rubber 
Plantations. The crude rubber is first passed several times through 
28 washing machine, which is provided with diamond-cut rollers 
or the purpose of breaking up the material and removing sand 
and other impurities. It is then passed through the crópeing 
machine, which is fitted with plain rollers, and turns ont the 
rubber sheets in crépe form, ready for drying. The two 
ee are driven by belting, and are coupled together with a 

ele-Shaw patent friction clutch ; the gearing is double-helical, 
machine cut. Hoppers and tanks are fixed under the machines, 
and a special feature of the set is a amall pump which automatically 
supplies water to the rubber between the rollers when the machines 
are in motion, Settling tanks and strainers keep the circulating water 


clean. Another exhibit was a double-ended hand- operated hydraulic 
press for compressing rubber into blocks about 9 in. х 9 in. X 3 in.; 
while one block is being compressed, the other stands under pres- 
sure until set, so that there is no loss of time in waiting. _The 
presses are provided with automatic return springs, and with a 
water tank; the whole machine is self-contained, light and com- 
pact. A steam-heated hydraulic press for vulcanising small articles, 
a motor-driven waste rubber grinding machine of powerful con- 
struction, with emergency stop-buttons and safety bushes, the Scott 
vacuum drying stove, and a comprehensive display of photographs 
er done by the firm, were amongst the other exhibits on this 
stand. 

Messrs. Davip Ввїра®к & Co.—This firm, which ів also one of the 
pioneers in rubber machinery, exhibited in operation an elec- 
trically-driven washing, sheeting and crépeing machine with grooved 
rollers, which are connected by means of Heywood & Bridge's 
patent friction clutch. A heating apparatus for heating the water 
so that hard rubbers could be softened before passing through the 
machine was provided. A sheeting machine with double-geared 
plain rollers, prepared for heating and cooling, anda hydraulicrubber 
block press.with patent interchangeable boxes, were shown, together 
with Da Costa’s experimental plant, which was made out in Brazil 
to demonstrate the coagulation of latex in bulk, by smoke. A 
complete plant for the coagulation of latex was working in the 
Exhibition grounds. Another exhibit was a Baker patent separator 
for extracting all oil and grease from steam, which is essential where 
vacuum dryers are heated with exhaust steam; and a variety of 
drying racks, shafting, pulleys, &c., were shown. 

Messrs. Бовювт Warner & Co, Lrp.—On this stand a 
crèpeing machine, a sheeting machine with patent hot rollers, and 
a steam pump were the principal exhibits. 

Messrs. WERNER, PFLEIDERER & Perkins, Lrp.—A novel 
machine was shown by this firm in the shape of a patent 
“ Universal" washer, provided with interlocking rollers somewhat 
after the fashion of double-helical gear wheels, between which 
crude rubber is continuously kneaded and washed without requiring 
the constant attention and feeding usually ne The rubber 
is repeatedly passed through the rollers by automatic means, the 
operation being completed within about 14 hours. Provision is 
made for the automatic removal of dirt, sand, &c., and for the 
recovery of any small pieces of rubber that may escape with the 
débris from the machine. Machines for washing and masticating 
PUER and mixing machines of various kinds were also exhibited 

ere. 


l 

Telephone Connections,—In La Lumière Electrique of 
the 12th inst., Mr. L. Sabatier discusses a new mode of connections 
for short-distance telephones without induction coils. As ordinarily 
used, for two stations, the batteries, transmitters and receivers are 
all in series, and the resistance of the transmitters being small, 
compared with that of the rest of the circuit, the variations of 
resistance of the microphones produce proportionately small 
variations in the speaking currents. Mr. Sabatier proposes to 
place the microphones in shunt to the respective batteries, while 
the receivers remain in series with the line; the batteries are 
connected in opposition. Under these conditions, the variations of 
resistance of the microphones cause far grester changes in the 
speaking currents, with corresponding improvement in the efficiency 
of transmission. The system depends upon the fact that the 
batteries possess internal resistance ; were they without resistance, 
the variations of potential difference at their terminals with changes 
in the microphone currents would be reduced to a very small value, 
caused by electrolytic effects alone, and the system would fail. The 
best results are obtained when the resistance of the microphone is 
about equal to that of the battery, and the author gives calculations 
showing that the transmission with his arrangement is more than 
eight times as good as with the ordinary connections. There is, he 
says, no difficulty in connecting a station thus coupled up in 
communication with a station fitted with an induction coil, and he 
gives a complete diagram of connections for the station. 


Nationalisation in Switzerland. — The Cantonal 
authorities of St. Gall, following the example of the Canton of 
Zurich, propose to establish State electricity works and a network for 
the supply of light and power to the communes, and in this way to 
counteract the private monopoly which the large electrical com- 
panies, such as the cable works near Herisau and the Motor Co. near 
Baden, are in course of acquiring. A considerable portion of the 
canton bas already become bound to these companies by the conclu- 
sion of agreements for the supply of power. Ata recent meeting 
of the Grand Council the Government were requested to withhold 
from private undertakings the water powers existing in the canton, 
which are not yet utilised, and to conserve them in the public 
interest. As а consequence the Government Council now proposes 
that further State electricity works should be established in the 
valley of the Tamina above Ragaz and at the Thur in Obertoggenburg 
where the conditions are favourable for the erection of worke. A 
State worksalready exists on the Rhine valley inland canal for the 
supply of the Upper Rhine valley with light and power and the 
delivery of power to the Altstatten-Berneck electric tramway. It 
is intended in the first place to include in the State networks those 
portions of the canton which are not yet connected with a power 
station. The communes and private consumers who are still under 
contract with companies have been requested not to renew the 
agreements on their expiration. 
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NEW PATENTS APPLIED FOR, 1908. 


Mp ive expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
enta, 52 High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


19,939. “ Protector or shield tor the protection of the earthenware insulating 
cup from damage through stone throwing, or otherwise, in the telephone or 
wlegraph service.“ J. TAYLOR, J. B. MANUEL, C. Rees and W. LEACH. 
Beptember 14th. 


19,2688. Improved insulating process for electrical machines.“ FELTEN 


AND GUILLEAUME-LAHMEYERWERKE Akr.-Gxs. (Date applied for under Sec. 91 : 


of the Act, September l4tb, 1907, being date of application in Germany.) 
September láth. (Complete.) 


19,265, "Improvements in or relating to electric furnaces.” A. Le Roy 
MamsH. (Date applied for under Sec. 91 of the Act, September 19th, 1907, 
being date of application in United States.) September 14th. (Complete.) 


19,999. “ Improvements in and relating to the control of alternating electric 
current motors of the commutator type.“ BritisH THomson-Hovston Co., LTD. 
(General Electric Co., United States.) September 14th. 

19,808. “ Improvements in telephony, more particularly applicable to long- 
distance transmission." E. C. Воск and С. Isaac. September l4th. 

19,909. “Improvements in selectors for automatic telephone exchanges." 
SIEMENS Bros. & Co., отр. (Siemens & Halske Akt.-Ges., Germany.) September 
J4th. (Complete.) 

19,311. Improved manufacture of incandescence bodies of tungsten.” 
SIEMENS & HALSKE AKT.-Gks. (Date applied for under Bec. 91 of the Act, 
Beptember 26th, 1907, being date of application in Germany.) September 14th. 
Complete.) А 

19,324. ‘Improvements in electricity integrating meters.“ R. KENNEDY. 
September 14th. : 

19,825. “Clip for testing sparking plug of motor cycles." W. LUMSDEN. 
September lith. 

19,383, ‘Improvements in the method and means of transforming electrical 
energy into heat energy." С. О. Bastian. September 15th. 


19,357. ‘Trolley heads.” L. BaiLEy. September 15th. (Complete.) 

19,865. “ Improvements relating to holders, sockets or like attachment 
fittings for electric lamps." F. W. Bavriss. September 15th. 

19,388. ''Interropter for ignition apparatus and the like." С. EBNER, 
September 15th. (Complete.) | 

19,395. ‘Improvements in or relating to electric aro lamps." H. J. J. 
JABURG, jun. September 15th. 

19,411. “Improvements in or relating to speed controlling or governing 
devices." W. ©. CHALK. (Date applied for under Rule 18, January 8rd, 1908. 
An invention comprised in Application No. 15,355, dated July 3rd, 1907.) Bep- 
tember 15th. (Complete.) 


19,448. ‘Improvements applicable to telephones.” J. PiLLIiNG. Sep- 
tember 16th. 

19.450. '* Improvements in electric telegraphy.” A.MuinHEapD. September 
16th. 

19,457. Improvements in telephone instruments.“ W. AITKEN. September 
16th. . 

19,458. “Improvements in electrically-driven turret clocks." E. J. D. 
Newitt and A. B. WEBBER and THE STANDARD Time Co., Lro. September 
16th. 

19,464. Improved combinations of steam and electric motors, electric 
generators, and screw-propelicrs for marine propulsion." R. K. Мовсом. 
September 16th. 

19,482. Improvements in trolley heads.” F.G.HoLMxs. September 16th. 

19,485. "Improvements in and relating to dynamo.eleotric machines for 
operating rolling 1aills and the like.” British THomson-Houston Co., LTD. 
(Allgemeine Electricitüts-Gesellschaft, Germany.) Beptember 16th. 

19,486. Improvements in regulators for alternating electric- current 
circuits.” British Tuomson-Houston Co., Lro. (General Eleetrie Co., United 
States.) September 16th. 

19,501. “ Condenser for electric ignition apparatus.“ C. EBNER, September 
16th. (Complete.) 

19,502. Improved bearing with lubricating device for the armature shaft of 
electric ignition apparatus and the like." С. EBNER. September 16th. 
(Complete.) 

19,504. “Improvements in expanding plugs for electrical purposes." F. 
Buckie. September 16th. 

19,548. “Improvements in gravity electrical switches." E. E. Noore and 
W. PowLes. September 17th. i 

19,572. Improvements in or relating to switch mechanism for rail and 
tramways.” September 17th. 

19,574. ‘Improvements in or relating to the manufacture of insulating 
tubes," FELTEN & GUILLEAUME LAHMEYERWERKE Акт-Окз. (Date applied 
for under Sec. 91 of the Act, September 18th, 1907, being date of application in 
Germany.) September 17th. (Complete.) 

19,589. “Improvements in and relating to electric circuit-breakers.”’ 
British Тномвох-Носвтом Co., LTD. (General Electric Co., United States) 
September 17th. (Complete.) 

19,599. ‘Improvements in and relating to electric motor controllers.” E. 
SHA TTNEKR. September 18th. 

19,620. “Improvements in cartridges for use with electrically-fired small 
arms." H. WiurriNGTON, September 18th. 

19,621. ‘Improvements in and relating to the suspension of trolley wires 
for electric tramways and railways.“ J. G. Scorr. September 18th. 

19.684. Improvements in magneto-electrio generator for producing 
ignition of explosive mixtures in the cylinders of internal combustion engines." 
R. Н. McEwan and А. W. Pratt. September 18th. 

19,659. Improved process for making incandescent filaments for electric 
lamps." W. P. THomMpson, (O. von Inwald and R. von Inwald, Austria.) 
September 18th. (Complete.) 

19,679. Improved safety device for portable electric hand lamps." J. 
Licnrroor. September 19th. 

19,720. "Improvementa in or relating to arrangements for securing the end- 
connections of rotors of dynamo-electric machines." ВІЕМЕМЕ Bros. DyNAMO 
Wokks, LTD. (Siemens Schuckcrtwerke G.m.b.H., Germany.) September 19th. 
(Complete.) 

19,721. Improvement in electric switches," C. E. Ноктев and С. W. 
ZOEPHEL. September 19th. 


PUBLISHED SPECIFICATIONS. 


ies of any of these Specifications may be obtained of Messrs. W. Р. 
Я Co., 822, High Holborn, W.C., and at Liverpool and Bradford ; 
price, post free, 9d. (in stamps). 


1907. 


ELECTRIC Мотов FIM NTS TOR MARINE PROPULSION, H. A. Mavor and Mayor 
and Coulon, Lu, 12,072. May 24th. 


[Vol. 63. No. 1,610, Остовев 2, 1908. 


METHOD or REGULATING THE ELECTRIC POTENTIAL OF А NETWORK SUPPLIED 5x 1 
A ован a атах beet ABD APPARATUS THXEBEFOR. 

: er. 781. July . (Date applied for under Internati 
Convention, August 11th, 1906.) мк 


MARINERS’ СомрАЗВЕВ. J. C. Dobbie. 19.224. August 22nd. 


ELECTRO-MAGNETIC CoT-OvT8 
August 27th. 


19,424. August 29th. 


ов Circuit BREAKERS. J. Lecoche. 1991. 


” ELECTRICAL PROPULSION OF MARINE VESSELS. H. A. Mavor and J. Н. Bie. 


ELECTRIC IncaNDESCENCE LAMPS HAVING HOLDERS OR SUSPENDERS FOR TH 
FILAMENTS. Deutsche Gasglühlicht Akt.-Ges, (Auerges.) 19,562. Augus 
Bist. (Date applied for under International Convention, April 15th, 1907.) 


ELECTRICAL Switones. J. W. 


Huntingdon. 20,068. October 9th. 


MEANS FOR GOVERNING THE SPEED OF ALTERNATING-CURRENT CoMMUTATOR 
Macuines. H. C. E. Jacoby. 20,495. September 14th. . 


MOURTINGS OR FITTINGS FOR 


TUBULAR INCANDESCENT ELECTRIC Lamps. D. 


Assersohn. 21, 197. September 24th. 
SECONDARY BATTERIES. E. L. Oppermann. 22,211. October 8th. 
SETS ATR CURBENT Exeotnic Motors, Н. C. E. Jacoby. 22,526. October 


ELEcTRIC Lirrs. C. G. Major, E. C. Stevens and P. H. Stevens. 23,303. 


October 22nd. 


Wine STRINGING DEVICES APPLICABLE FOR Ову IN THE INSULATION or WIRE AND 
FOR OTHER PuRnPosES. British Thomson-Houston Co. (General Electric 
Co., United States.) 98,809. October 28th. 


CouNTING Trains ғов Exeorniciry METERS. W. S. Sprague and G. Hookham. 


24,291. November 2nd. 


ELECTRODES. W. Hagen. 24,486. November 5th. 


DyNAMOo-ELECTRIC MACHINES. 


British Thomson-Houston Co. (General Electric 


Co., United States.) 24,992. November Lith. 


ELECTRICO Track CIROUITS FoR 
25,840. November 15th. 


RAILWAY SIGNALLING. F. B. Holt and A. Wallis. 


ELECTRICAL Deposition OF METALS. A. Levy. 25,568. November 18th. 
BrusH-HOLDERS ror ELECTRICAL MacHINES. J. Н. Woolliscroft. 26,852. Novem. 


ber 28th. 


. ELECTRIC SPARKING DEVICES AND THE LIKE. G. Bartels and Land und Seekabel- 


werke Akt..Ges. 26,844. December 4th. 


APPARATUS FOR WELDING RiNG 


AN ELECTRIC Current. Al 


8, Hoops, CHAIN LINKS AND THE LIKE BY MEANS OF 
igemeine Elektricitats Ges. 927,926. December 


18th. (Date applied for under International Convention, January 4th, 1907.) 


1908. 


ELECTRICITY METERS. G. Hookham and Chamberlain & Hookham, Ltd, 1,502. 


January 22nd. 


ALTERNATING-CURRENT RELAYs. J. B. Struble. 8,056, February llth. (Date 
applied for under International Convent:on, February 18th, 1907.) 
FACSIMILE TELEGRAPHS. G. T. de G. Garcia. 8,728. February 19th. 
RECORDING ARRANGEMENTS OR APPARATUS FOR ве CHIEFLY IN CONNECTION WITH 
ELECTRICAL MEASUBING INSTRUMENTS. Siemens Bros. Dynamo Works, J. 
Dalziel, R. Brooks and C. F. Jenkins. 4,111. February 24th. 
ELXCTRICALLY-PBOPELLED MOTOR CAR WITH SINGLE STEERING WHEZL. C. 


Lassen. 4,181. Febru 25th. (Date applied for under International 
Convention, March 2nd, 1907.) 


APPARATUS FOR Вомрімо RAILS 
tric Railway Improvement 


AND SIMILAR Conpucrors. G. Harrison. Elec 
Co., United States.) 5,016. March 6th. 


ELECTRIC CLOCKS. J. Neale and E. Powell. 5,064. March 5th. 


AUTOMATIC ELECTRICO FiRE AND HEAT ALARM. J. W. Butterworth. 5,271. March 
9th. (Date applied for under International Convention, October 98rd, 1907. 


ELECTRO AUTOMATIC SOUNDING 


APPARATUS. C. F. Varela. 5,444. March П. 


BnRusH-HoLbERS ков DyNAMO-ELECTRIC MACHINES., J. Н. St. Н. Mawdsley. 


6,170. March 19th. 


ELECTRIO Wink PoLzs on Masts. J. Jaeger. 9,569. May 2nd. (Date applied 


for under International Co 


nvention, May 8th, 1907.) 


MEANS ғов PREVENTING Inpucriox BETWEEN ELECTRIC Conpuctors, I. Kitsee. 


10,343. May 18th. 


INSULATORS FOR OVERHEAD SysTEMS OF ELKCTRIC RAILWAYS AND THE ЫШ, F. 
Guillot. 11,346. May 25th, (Date applied for under International Conven- 


tion, October 10th, 1907.) 


Оп, SWITCHES AND OTHER OIL IMMERSED APPARATUS FOR ALTERNATING ELECIBIC 
Currents. Siemens Bros. Dynamo Works, Ltd., and M. Kloss. 1239. 


June 9th. 


BRAKES ron ELECTRIC Motor Cars. С. Degoumois. 13,188. June 1th, (Date 


applied for under Internat 


ional Convention, June 21st, 1907.) 


Fuse НоцрЕВВ. Siemens Bros, Dynamo Works, Ltd. (Siemens Scbuckertwerke 


Ges.) 18,450. June 24th. 
TELEGRAPHIC RELAYS OR REcE 


ELECTRICAL WATER HEATERS. 
for under International 
included in No. 23,801/07.) 


ving Devices. I. Kitsee. 14,116. July 3rd. 


E.J. Condon. 15,377. July 2th. (Date applic 
Convention, November lst, 1906.) (Originally 


Electric Steel.—Writing to La Lumiere Eleririqut, 
of September 5th, a director of the Gesellschaft für Elektra- 
stablanlagen gives a list of Kjellin and Röchlipg-Rodenhauser 
induetion furnaces already installed or under construction. These 
number seven in Germany, four in Luxemburg, two in Austria, one 
each in Italy, Switzerland, Belgium and Spain, two in Sweden, two 
in England (Sbeffield and London, both small), and two in Canada 
—total 23, of which 17 have a capacity of from 1 to 8j tons per 
charge. They can be connested to ordinary networks at 50 


cycles. 


Dr. E. Gerlenkvichen, in Stahl und Eisen, has recently pointed 
out that steel manufactured in the electric furnace із al most com 
pletely desulphurised, and is comparable with the best Swedish 
steels. The proportion of sulphur contained in the charges varied 
from 0'4 to 16 per cent., but three out of four test pieces showed 
after electrical treatment less than 0'1 per cent., and the proportion 
never reached 0°3 per cent. The fact ia ascribed to the solubility 
of sulphides in the slag, which is proportional to the temperature 
and basicity; as the temperature reaches a very high value 10 the 
electric furnace, and the slag is highly basic, the alag takes up «n 
bulk of the sulphur compounds, leaving but a trace in the metal. 


The desulphurisation is 
of the melt, and has no in 
the steel is composed, 


independent of the chemical compote 
fluence upon the othor elements of WIC 
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THE NATIONAL FREE LABOUR 
CONGRESS. 


THE sixteenth annual Congress of the National Free Labour 
Association will be held at the Memorial Hall, London, on 
October 26th, and following days. The Association, which 
does not perhaps come so prominently before the public as 
the more militant Trade Unions, has, in its unobtrusive way, 
done a good deal to help the large body of workmen who 
do not belong to any Trade Union. As is well known, 
Trade Unionists seek not only to limit their own numbers by 
attempting to restrict the number of apprentices, but they also 
claim a practical monopoly of the right to work at all. 
Whilst they complain of lack of employment, they 
deliberately prevent non-unionists from obtaining employ- 
ment, by methods which are legalised under the misnomer 
of “peaceful persuasion.” 

It was to combat ** Trade Unionist arrogance and tyranny " 
that the National Free Labour Association wasformed. The 
Association came into prominence during the great 
engineering strike of 10 years ago, when a considerable 
number of its members filled the places of the Unionists ; 
and history has repeated itself during the strike just 
terminated, and as a consequence the membership has 
considerably increased, the numbers now standing at 
680,000. 

At the forthcoming Congress one of the resolutions to be 
submitted demands the repeal of the Trades Disputes Act of 
1906, under which Trade Unions are granted special class 
privileges, free workers being denied their legitimate 
industrial rights to work free from the so-called peaceful 
persuasion of Trade Union pickets.” 

By another resolution the Association recognises the right 
of combination among all sections of the wage-earning classes, 
but commits itself to © unrelenting opposition to the insolent 
assumption of Trade Unionists of the right to deny to other 
men the right to work unmolested,” and calls upon employers 
to “encourage those workmen who desire to gain an honest 
livelihood by diligence and industry without the dictation of 
Trade Union agitators.” 

The Association has no confidence in the Board of Trade’s 
proposed permanent Arbitration Courts, seeing that the 
Labour Department of the Board is entirely composed of 
Trade Union officials, © whose reports are biased, one-sided, 
and absolutely unreliable as regards the general employment 
of labour in Great Britain and Ireland." It is pointed out 
also in the proposed resolution from which we are quoting, 
that past experience of B. of Т. intervention in labour dis- 
putes has invariably been in the direction of forcing the 
recognition of Trade Union views and aims upon employers, 
80 depriving the independent workmen of the employment 
which they have obtained during times of strikes. 

The Congress will also consider a resolution opposing the 
statutory restriction of the hours of labour as ig proposed, 
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for instance, in the Miners’ Eight Hours’ Bill. The 
Association stands, in short, for the freedom of contract 
between employer and employed, recognising the rights of 
the capitalist to safe and profitable investment of his 
capital, equally with the rights of the workman to re- 
munerative and permanent employment. So long as the 
Association remains true to its fundamental principles as 
expressed in the series of resolutions to be submitted to the 
Congress, so long will it have the good wishes of all who 
believe in the principles of British liberty, which involves 
the right to work, free from molestation or interference on 
the part of those who have an equal right to strike work. 


Іх presenting his paper on fuel com- 


The Scientific bustion to the Iron and Steel Institute in 


e of September, we fear that Prof. Armstrong 
Combustion, Was #ppealing, we will not вау to deaf ears, 


but to men with ears wilfully stopped. As 
a nation, we have been prodigal of our fuel. The best of 
it has gone already. There is little now left at shallow 
depths, except isolated pillars that will some day pay for 
removal, and that day will come only too soon if prices go 
up as fast as they have done this last twenty years. There 
is not the slightest present assurance that when our coal has 
gone there will be any substitute for it. In face of all this, 
how little do our big coal users care for economy. 

Prof. Armstrong says that our coal in these islands 
cannot last many centuries. Nor will that of Germany or 
the United States at present rates, while China, if she wakes 
up, may almost as soon burn up her own huge stores. It 
sounds pessimistic, and it is just as well that the facts 


should be set down as the professor has set down some 


of them. But will the setting down appeal to his 
audience ? Every pound of coal or coke burned in a blast 
furnace evolves an amount of combustible gas that 
will produce nearly as much power in gas engines as the 
original pound of coal would produce if burned under a 
steam boiler. The pig-iron is merely a by-product. Yet 
such of this gas as is utilised is burnt under boilers to pro- 
duce steam power, at about a fifth the efficiency that it will 
give in gas engines. We build coal-burning power stations 
within a stone's cast of blast furnaces waving fiery flags of 
flame into the sky, and our engine shops complain of slack- 
ness of trade in face of the 30 firms building large gas 
engines in Germany for utilising blast-furnace gas on the 
lines laid down by an English inventor. Of all English 
blast-furnace men, how many had the intelligence to appre- 
ciate what blast-furnace gas would do? One can count 
them on the fingers of one hand. 

Our iron-masters are not moving even yet, to any serious 
extent. There is the Cargo Fleet Co. with Belgian engines, 
and Sir Alfred Hickman with Belgian and English engines, 
but there is no such movement as there ought to be with 
the tremendous possibilities of  electro-chemistry to 
gwallow the whole of the power produced. It is a sorry 
gpectacle, indeed, and one that every member of the Iron 
and Steel Institute should blush to see. 

Prof. Armstrong's paper ought never to have been written. 
Tbe mere fact that it has been written is a condemnation 
of the men, as a body, who sat to hear it. 

But why should our iron-masters worry to save their gas 
money? As one of them said, We can do very well 
without it.” 

Eyes have they, but they see not; Ears have they, but 
they hear not. Can it be that they have no understanding ? 


‘Tue “ hanging-up,” on Saturday last, 


The . е E А 
of the District and allied tube railways, 
rground 
ie isi which take a supply of power in bulk, as 


i& were, from the Lot's Road power station, 
comes most unfortunately at a time when many engineers 
have satisfied themselves with several last words" in 
power station design. 

The Lot's Road plant has been regarded as one of these 
„last words,” inasmuch as every effort was made by the 
designers to perfect an arrangement which would—short of 
complete destruction of the plant—continue its function of 
power supply. As many of our readers are doubtless aware, 
the steam and electrical plant is installed on the unit system, 
and the sub-stations are served by isolated duplicate feeders 
—cost having been subordinated to reliability of service 
throughout, 


But as usual, the unexpected has happened. According 
to the meagre details contained in the official report, a surge 
of high-pressure current caused some control switches to fuse, 
and it became necessary to cut off the supply for repairs ; 
this, in effect, meant the temporary shutting down of the 
District Railway, the Piccadilly and Brompton, the Baker 
Street and Waterloo, and the Charing Cross and Hampstead 
tube railways, and the Surrey section of the London United 
Tramways connecting Tooting, Wimbledon and Kingston, 
with its attendant dislocation of traffic, stationary trains in 
dark tunnels, stationary lifts in shafts, stationary tramway 
cars in public streets, &c. 

Fortunately, no accident occurred, and forturately also, 
the Ohelsea staff rose to the occasion and succeeded, after 
some two hours’ exertions, in carrying out such repairs as 
enabled the power supply and railway service to be resumed. 

To us the serious point about the occurrence, lies not so 
much in the dislocation of traffic over the principal railway 
arteries of the metropolis, as in the suspension of power 
supply which led up to this. 

The Lot's Road station has been regarded as a notable 
example of American engineering, and certainly many British 
engineers have not been slow to criticise its ultra-American 
features; moreover, uneasy rumours have, rightly or 
wrongly, been circulated in regard to it from time to time. 

Now while American methods have not invariably proved 
the conspicuous success which certain admirers would bave 
us to believe, and although we cannot recall a similar instance 
of breakdown of this magnitude in connection with a British- 


built railway power plant, we cannot say that failure in the 


direction indicated in the official reporu was ever considered 
as a likely source of trouble. Taking into account the 
magnitude of the problem which confronted the designers 
of the Chelsea plant, one must give them credit for è 
measure of success up to the present; indeed, time only can 
reveal the circumstances which may arise in connection with 
the operation of such a plant. 

Meanwhile the question of power supply from independent 
sources will, no doubt, exercise the minds of many engineers, 
although with such an arrangement as that adopted at 
Chelsea, the provision of more than an independent emergency 
supply appears to us in the nature of a drastic remedy. 

In fact, there appears to be no reason to suppose that the 
power-station authorities cannot provide against the re- 
currence of the trouble. 

The matter, of course, reminds one of the various pro- 
posals to supply London with power from one large 
generating station which are before us at the present time, 
but the discussion of the question of the soundness of such 
a procedure is—taking into account the years which must 
inevitably elapse before the existing undertakers cease their 
supply, and the comparatively rapid advance in electrical 
knowledge — quite premature. 


WE read in the Chamber of Commerce 


Tokio Journal that it ig understood that the 
лоп Tokio International Exhibition, which 
Postponed. OK10 nternationa $ 


was to have been held in 1912, will be 
postponed for five years. It will be remembered that we 
have on several occasions referred to this exhibition as being 
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likely to afford an excellent opportunity for British manu- 
facturers to demonstrate their ability to meet the needs of 
the Far Eastern markets. We are not aware what the 
reasons for the postponement may be. The year 1917 seems 
a long way off, and between now and then a quite extensive 
connection and business ought to be built up by any of our 
electrical manufacturers who have initiative enough to fully 
study the needs of that part of the world, and enterprise 
5 to meet those needs when they have diagnosed 
e case. 


re THE paper read bythe Brothers Cunliffe 
Method. before the recent Congress of the Muni- 
cipal Tramways Association is worthy of 

note in several respecte. In the first place, it afforded a 
welcome variation from the usual programme, by introducing 
the technical aspects of tramway management from the engi- 
neering standpoint (it should not be forgotten, of course, that 
tramway management from the commercial standpoint is, 
strictly speaking, no less technical.“) Although there 
are numerous worthy exceptions, tramway managers, ав а 
rule, are appointed for their administrative rather than their 
engineering qualifications, and the fact that several speakers 
in the discussion showed signs of resentment towards the 
presentation of the paper was evidence that they failed to 
appreciate it at its true value. One member thought 
that the paper should have been read at а “ students? 
meeting; who, then, are studente ? Lord Kelvin was a 
student to the last hour of his life; to decline the 
title implies either the possession of ommiscience, or а 
preference for ignorance, and. as the President wisely 
remarked, unless tramway managers continue to be students, 


they are not likely to retain their positions for long. Those . 


of them who are entrusted with the whole responsibility not 
only for the operation, but also for the maintenance and 
renewal of their undertakings on the most economical lines, 
will do well to study such papers as this with diligence and 
thonght. | 

In the second place, the paper bristled with original and 
novel ideas, some of them revolutionary in character and 
acute in formulation ; and, lastly, it gave convincing proof, 
supported by the evidence of Mr. McElroy, the manager of 
the Manchester Corporation tramways—who is to 
be congratulated upon his noteworthy departure from 
the beaten track, in the appointment of these young 
engineers to investigate with open minds the whole 
question of tramway construction and  operation— 
that the application of scientific method to the 
solution of the practical problems arising in tramway man- 
agement is capable of producing economies enormously in 
excess of the cost of their purchase. That this was only to 
be expected does not detract from the value of the demon- 
stration, which should be of the greatest benefit in inducing 
other authorities to proceed on similar lines. It is true that 
we British are apt to be what we call “ practical" rather 
than “scientific” ; not a few regard this as a wholesome 
tendency! But we are taking lessons from our German 
rivals, and a time may even come when we shall go one 
better; when, for instance, we shall require of a Prime 
Minister some knowledge of and training in the art of Govern- 
ment; when we shall appoint as Minister of Commerce 
(vire President of the Board of Trade) a man who has 
made a special and intelligent study of trade and industry ; 
when our British Consuls shall be men of business and 
acumen ; and go on. In the meantime, Manchester has led 
the way. 

. While not all of Messrs. Cunliffe's theories and sugges- 
tions may be acceptable to our readers (or ourselves), their 
paper is pregnant with matter for thought and investiga- 
ed and many of their propositions are supported by 
etailed evidence and logical arguments which leave no 
Toom for doubt as to their substantial truth. We only 
Pii that the pressure on our space prevents us from repro- 
Ucing in full the details and curves with which the paper is 
с араке and we recommend those of our readers who 
re interested in tramway matters to obtain complete copies 
of the paper. 


THE electric light gives us the safest 
Fire Risks at of all illuminants, and the use of electric 
the Manchester | р 
Exhibition, Power reduces danger to a minimum. 
Electricity displaces the open flame of 
gas, of oil, and the fire under the boiler, but there is still 
the risk, remote though it may be, of fire. "The possibilities 
in this direction may not be easy to estimate, but it was 
certainly a fortunate thing for our profession that fire 
insurance offices appreciated the necessity of fire protection 
in the very early days of electric lighting, practically at the 


time of its introduction, for in this way have we learned 


what precautions are necessary to safeguard our private and 
public buildings. At one period the fire office inspector was 
looked upon as an obstructionist, just as were salutary 
Parliamentary restrictions, but when- one remembers the 
kind of fittings and methods of installing the electric light in 
those early days, the wonder is not at the number of fires 
caused by the electric current, but at their very paucity. 
To-day the fire office expert is expected to know something 
of everything ; he must be well acquainted with building 
construction, with fire producers and fire protection, and the 
hazards of all the various manufacturing and commercial 
occupancies of different buildings or factories, and the Man- 
cheater Electrical Exhibition is a case in point. 

A wooden structure of a somewhat flimsy nature, with 
drapery extending from the roof along each side, no fireproof 
material in any part of the main building, or in its exhibitors’ 
stalls, no supply of hydrants along the avenues, so far as we 
could see, and we have an ideal structure, to be reduced in 
an hour or two to a heap of ashes by the outbreak of an 
incipient fire. i 

Probably 40 per cent. of fires are due to faults of manage- 
ment, which include all sorte of readily avoidable conditions 
that are likely to cause or aggravate fire hazard; in other 
words, to “ carelessness.” 

An American contemporary, commenting on a disastrous 
school fire in the United States, accompanied by great logs of 
life, remarks :—“ The city authorities, the school authorities, 
all were negligent. Behind their negligence stands the 
great, gaping negligence of the public, the same negligence 
that causes annually in the United States more accidental 
deaths and injuries than three great wars." 

Let it not be supposed that we are in any way alarmists, 
but may we hope that the city authorities of Cottonopolis and 
the Exhibition Committee have not been guilty of laxity, and 
that we shall have no cause for anxiety on the score of fire 
risks. The spasms of public horror are soon over and for- 
gotten. They accomplish nothing. 


It goes almost without saying, if such 

р Press and agzurance were needed, that 2 great 
e Exhibition. : е 
enterprise such as the remarkable Exhibi- 

tion of Electrical Machinery and Appliances now open in 
Manchester could last for any length of time as a financial 
success without the cordial support of an appreciative public 

which will read, learn and inwardly digest, and accep’ 
without question what the Press, both technical and lay 

places before it. 

Each morning the newspapers, and each week the elec- 
trical journals, should have no difficulty in finding some- 
thing fresh to say on the wonders of the display, and in the 
Press the exhibitors have a medium for making known their 
business to a large section of the community such ав no other 
means can convey. 

The promoters and the committee of management must 
now be aware that the Press is with them all along the line 
and we feel sure that nothing will be left undone by both 
sections of the © fourth estate to ensure for the Exhibition 
the success which promoters, exhibitors, and the public 
desire. 
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IT PROVED A SLIP. 


By J. HARDIE McLEAN, M.LE.E. 


ANYONE who has heard the above expression would scarcely . 


associate it with a hill slipping over iteelf. 
When electrical engineers lay their mains to rest they 
seldom take into consideration the fact that one morning 


they may wake up to find that the roadway has dropped : 


8 or 10 ft. in places, and that the mains they have so 
reverently interred had anticipated the resurrection, and 
exposed themselves for a hundred feet or so— suspended: 
across a chasm which did not exist the night before. 

Such happenings are not to be sought for in far-off landa, 
but may be found within 120 miles of London. In the 
same district it is not unknown for 
folks, houses, horses and carts, &c., to 
disappear quite as suddenly as the 
hidden mysteries of modern science, 
in the shape of electricity supply mains, 
reappear in a state of suspended 
animation. | 

To allow for “slip” in certain 
engineering problems is a common and 
necessary factor, but where can the 
formula in regard to electrical supply 
mains be found? If it was reckoned 


trated below, then the makers made a 
grievous error. The main in question 
is а °105-7,000-volt two-phase cable 
manufactured by the British Insulated 
and Helsby Cables, Ltd., and laid by 
them for the Midland Electric Cor- 
poration for Power Distribution, Ltd., 
from its generating station— Ocker 
Hill — across country, being part of 
a ring main feeding Bilston sub- station, 
three miles distant. Mining operations 
in the South Staffordshire district, 
which forms the area of operations 
of the company named, are common, and 
subsidences are of frequent occurrence. 
In localities where they are anticipated, 
the mains are laid in a manner described 
later. In the case under consideration, 


move in a slanting direction, demolish- 
ing the houses in its path, and subjecting 
the mains to the “long pull.” The 
result is seen in our view. It will 
be observed that the ends of the 
conductors are wide apart, in fact. 
10 in., ав shown by the rule included 
in the photo. The binding wires (No. 
19 gauge) about the conductors 
gradually unwound as the joint parted, 
until they formed the only connection between the severed 
portiens. A notable fact was that the lead sleeve only 
showed a gapof 3 in. This clearly proves that the lead 
covering stretched with the cable no less than 7 in., before 
evidence of what was going on inside could be detected by 
examination. 

It was known for some time that the hill was on the 
move, and the ground at the jointe was opened and all were 
examined on several occasions, but no appearance of damage 
could be seen. This is now easily explained. How long the 
supply had been passing through the single wires, it is 
impossible to say. The cable had supplied an important dis- 
trict in which nearly 2,000 н.р. in motors, tramways, and 
general lighting were connected. The fault was manifested 
by the binding wires acting as fuses on the breakdown of a 
motor on the off side." 

The other picture shows the mains being built into brick 
trenches with plenty of slack to protect them in further 
subsidences; also damage to house property adjoining the 
route of the mains. The road at the point in question had 
dropped about two yards in a single night, and exposed the 


COTTAGE PROPERTY DAMAGED By, 
SUBSIDENCE. 


mains, which had been laid solid in U-shaped earthenware 


troughs covered with bricks and filled in solid in the usual 
way. The method shown in the photograph was proved to 
be the best for dealing with moderate subsidences. Origi- 
nally, in places where these manifestations were expected, the 
mains were drawn into iron pipes with brick pits placed at 
frequent intervals in which the cable was formed into a 
“bight,” but in every case this proved ineffective because 
the bight bit, in other words, the main wedged itself in the 
brick pita. 

In several districts the property owners —gus, electricity, 
water, &c., companies, have subscribed to purchase the mines 
beneath the roads and properties in order to protect them from 
utter desolation. A large portion of Brierley Hill and Quarry 
Bank were recently saved by this means. The Midland 
Electric Corporation subscribed liberally towards these 
purchases. In some instances whole streets have been ruined 


METHOD or BLACK CABLE LAYING, TO 
NEeUTRALIZR Боло SUBSIDENCE. 


VIEW SHOWING 7,000-уогт CABLE SEVERED BY EARTH SUBSIDENCE. 


by the mining operations, the loss to owners of property being 
enormous, while the mining companies incurred no liability 
whatever. ; 

In active districts constant supervision is required, 
involving heavy expenses, in addition to the cost: of follow- 
ing up the drop in gradual subsidences, and relaying 
mains in case of sudden and serious subsidences. These 
conditions apply also to railway, tramway, gas and water 
companies. 

In one instance, where mains had to be laid across an 
active patch in cast-iron pipes with brick pite, 88 previously 
described, the original depth being 2 ft., when the cable 
broke down it was found to be 12 ft. deep—in other words, 
the road had been followed up no less than 10 ft. 


Dover Electric Lighting.—The T.C. has resolved to 
expend £30 in advertising new economical electric lamps. 


— 
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CONDENSERS. 


Ir is argued by the Engineer, when commenting on Prof. 
Jones's paper on condensers, that the back pressure upon a 
low-pressure piston is often made high by the obstruction 
offered to the flow of steam into and among the tubes of & 
condenser, and it is snggested that instead of the usual 
method of admission at the mid-length of the condenser, the 
steam should enter it by way of a long slot extending the 
length of the tubes. This method has long been followed, 
and is carried out by Pollitt & Wigzell, the well-known 
Yorkshire engineers, by admitting steam at the end of the 
condenser to one side of the tube plate into a long triangular 
or tapering chamber, which tapers down to nothing at the 
other end of the condenser, and serves to distribute the 
steam over the whole length of the first bank of tubes. 
Wise designers also do not overcrowd the tubes, and will 
omit a number so as to form a V-shaped space in the very 
heart cf the mass of tubes, thus providing a pair of long 
entrance walls in place of the one short wall represented by 
the distance асговв the top of the V. 

It is common to refer to the great benefit which the 
steam turbine derives from a good vacuum and to deny 
to the piston engine any benefit from a vacuum above 
26 in. This new gospel of vacuum has grown up since 
the introduction of high-speed engines, in which we may 
venture to suggest the low-pressure exhaust passages are 
insufficient in area to pass the steam sufficiently quickly to 
take advantage of the condenser pressure. Steam does not 
increase its velocity of flow necessarily because the external 
pressure into which it flows is reduced, for there is a certain 
limiting ratio of pressures beyond which no improvement is 
possible, and there must be an increase in the exhaust ports 
and passages. This fact is acknowledged in practice when 
two low-pressure cylinders are employed, though other con- 
siderations, as of weight, also enter into and influence design 
in this direction. But the turbine may be compared with a 
steam engine which sits directly on ite condenser, without any 
reduced length of exhaust pipe as intermediary. 

Now, it is not so many years since the vacuum sought 
for the large slowly rotating engines usual in the then 
biggest power stations was 28 in. This vacuum was 
obtained by the best engine men, and it was obtained with 
oldplant and with cooling water by no means particularly 
cool, But care was given to packing of glands, to painting 
of all pipes in which the pressure was below atmospheric, and 
by such simple means as these there were obtained vacua 
of a degree now apparently only to be got by very much 
more complicated and expensive plant and by the use of 
vacuum augmentors or two-stage air pumps which, in too 
many cases, are only covering up bad attendance and careless 
workmanship. To-day condenser temperatures are worked 
which ought to go with 28 in. of vacuum. 

While it is useless endeavouring to obtain a better vacuum 
than 24 or 26 in. of mercury column unless the steam can 


get out of the cylinder to give effect to that vacuum, it is 


also wrong when such a degree of vacuum is allowed to 
demand a disproportionately low condenser temperature. 
Were there no air in a condenser the vacuum would be 
represented by the absolute pressure corresponding to the 
condenser temperature. The presence of air raises the 
pressure according to Dalton’s law of mixed vapours, but in 
the majority of modern condensing engines there is an unjusti- 
fiable amount of air present. This is the more marked 
when it is remembered how often the feed water has 
been boiled and purged of gases, and, therefore, the 
air which now vitiates a vacuum must have obtained 
entrance by illicit and preventable means. The 
engines which of old worked with so excellent a vacuum 
were not fitted with metallic packings. Metallic packings 
are the reply to high temperature steam. But is the low- 
pressure cylinder of a modern engine apy hotter than in the 
low-pressure engines of 50 years ago? Surely not! And may 
it not be fairly stated as almost axiomatic that all glands 
below, say, 230° F. temperature should possess some old- 
fashioned fibrous packing for the sake of air-tightness ? The 
efficiency of a tubular condenser is much reduced by air, for 
the air, not being a condensable gas, is left upon the tube 
surface when the steam is condensed, as pebbles are left on а 


sand riddle. That the speed of water flowing through a 
condenser tube has much to do with ite condensing efficiency 
was demonstrated some years ago by, we believe, Prof. Osborne 
Reynolds, who found that the speed ought to be such as 
caused turbulence of flow. The Rowe tube and the use of 
spirals of thin sheet are merely methods of securing turbulent 
flow at any velocity. The efficiency of condensing surface 
appears then to be very much a question of heat transfer to 
the water rather than of heat passage from steam to tube sur- 
face, which is more or less complicated with the question of 
conductivity. " 

But it is obviously making a virtue of bad attendance to 
assert that the reciprocating engine does not profit by a good 
vacuum. It is convenient to advance crude statements 
about commercial economy to cover air leaks, but such 
economy does not fit well with the use of ап. excess of сіг- 
culating water and an over-run air pump. If 24 in. is good 
enough, let the air pump be run at what should be a 24-in. 
speed, and let the boilers have the benefit of hot feed 
proportionate to the high absolute pressure of the condenser. 
Builders of reciprocating engines may, perhaps, in the 
future pay more attention to the exhaust passages of their 
low-pressure cylinders, in order to reduce the pressure 
nearer to condenser pressure. This would be a considerable 
assistance to the reciprocating engine in competing with the 
turbine. Incidentally, a fall consideration of the subject 
seems to indicate the advantages of combining low-pressure 
turbines with high-pressure engines. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON Tunsdar ccnnot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can bs published 
unless we have the writer's name and address in ow” possession. 


Tenders for Electric Lighting. | 


We have been very much interested in your article and 
the subeequent correspondence with reference to the recent 
tenders for the electric lighting work at Messrs. Selfridge's, 
and we had the curiosity to refer to the tenders for a pre- 
vious large contract where the result was somewhat similar. 
The comparison is certainly instructive. Three firms quoted 
for both jobs, the figures being as under :— 


Contract No. 1. Contract No, 2, 


Firm A £27,823 £9,157 
Firm B es 0. 19,750 6,478 
Fim . 16,865 8.074 


It will be seen that Firms A and B agree almost exactly 
in pricing No. 2 Contract at 33 per cent. of their price for 
Contract No. 1. Firm C, however, prices it at 48 per ceut. 
This enormous difference becomes pregnant with meaning 
when it is noticed that Firm C were the successful com- 
petitors in Contract No. 1. 

Assuming that Firms A and B are correct in their estimate 
of the relative value of the two contracts (a fair assumption 
in view of their close agreement), it would appear that the 
experience gained by Firm C in carrying out Contract No. 1 
has had a most salutary effect on their estimate for the 
later contract. The price of Contract No. 2, corresponding 
to 83 per cent. of C's price for No. 1, would be £5,570, 
which, it is interesting to note, would be the lowest but one 
on the list; the actual price quoted, however, is £8,074, 
representing an increase of no less than 45 per cent. 

Does not this throw considerable light on the excessive 
differences which are unfortunately only too often found in 
contracts for electrical work ? 

One of the Tenderers, 


Warning to Electrical Contractors. 


Some little time back a man, ostensibly a farmer, and 
giving the name of Lawrence, of Leatherhead, called upon 
us with regard to an estimate for telephones in connection 
with his farm buildings, and wished us to make an appoint- 
ment with regard to calling down there. ^ Fortunately, we 
could not make an immediate appointment, and on writing 
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him at the address given, the letter was returned as not. Regenerative Electric Traction. 
known.” | РЕ" м M | 
We understand he is about the neighbourhood again, and маош рела тра re regenerative 


| 1 traction, we should be greatly obliged to you if you could 
has got several electricians to go to that address on a Satur- ^ find space in your next issue to point out that the J. L. Manu- 
day afternoon ; but, of course, the whereabouts of his farm facturing Co., Ltd., which has recently been registered, and 


о not be found, and it proved to be rather a useless which has taken over the works of the Johnson-Lundel 
оах. 


E 


-CE OL. 
— 


; І А Electric Traction Co., Ltd., ів in по way connected with 

j We wish to warn all our friends in the trade with regard them, and has not taken Over any of their patents for 
M to this individual. regenerative traction. 

Stegmann & Co. We feel that without some statement to this effect the 


London, S. W., September 30th, 1908. paragraph in question might be detrimental to this company, 


The J. L. Manufacturing Co., Ltd. 
Н. Боттемвовс, Director. 
The Woltereck Process. Southall, Oct. 51%, 1908. 

I beg to thank you for your courtesy in publishing my 

letter in your issue of October 2nd. 
Concerning the margin of profit, &c., I beg to state that 
I never mentioned either profits or margin in my paper, ав 
stated in my letter to the editor of the Engineer, published 
in the issue of September 25th. MUNICIPAL TRAMWAYS ASSOCIATION. 
The reference to margin of profit was made by Prof. 
Turner, who appeared to have mistaken the results obtained The Application of Technical Science to the Construction, 
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from sugar carbon for those obtained with peat. Maintenance and Operation of Tramways. 
| Herman Woltereck. By R. G. Cunuirrs, M. So. Tech., and J. G. CUNLIFFE, M. Be. Tech. 
London, E. C., October 5th, 1908. (Assistant Electrical Engineers, Manchester Corporation 
Tramways). 


"d See =. 
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In constructing a tramway the following principles should be kept 
constantly to the front, as the original design determines very 


The Proposed Electrical League. largely the 5 oost of 1 and working p 
i И " t 2 е ti 2 2 or 
I should like to draw the attention of your contributor line feed voit, is “etic киыр ar PEU IY of th» electrical toads: 


4 

| who writes under the nom de plume of Manufacturer," to thus for uniform traffic conditions and level lines the best position 

i a letter I wrote you, which appeared in your “ Corres- tor the а points is at the centre of the sections. Кей ка 
ропдепсе” columns on page 867, September 4th, 1908, as th ends of the sections is exactly the same as feeding from 


i that letter points out that the object of the suggested Elec- VVV 5 

j trica] League is to consider the various reasons for the economical way is to feed from the centres. 

: undeniable fact that the electrical industry is at present For mechanical requirements а small trolley wire only, sy 

, suffering from severe depression. Now, such an investigation 008-79, E SE d Te аш кое Seg mon non 

a is more likely to produce good results than any laissez faire skin, which ia of approximately the same thickness for all sises 

methods. If, upon careful consideration, the conclusion is о? wire. In Manchester, however, a 000 s.w.G. conductor was em- 

arrived at that nothing can be done to ameliorate present ployed until recently, and now а 00000 wire is generally ш 
Л conditions, at least no harm is done; on the other hand, qoe as hatin that fle criticised from time to time, and, pet 

i! there is а possibility of a great amount of good being effected. the smallest which it is possible to use with safety both with терлі 

7 So surely the attempt is worth while. At any rate, it seems to mechanical strength and current density.“ | 

| likely that one ir 4 the шүү be to bring forward А 5 Meth оао ©: 55 ш, 

an organisation that will be recognised as representative of the y кеп ; 

i whole industry, co-operating with every sisting institution, without first calculating the most economical sixe of wire to employ. 


: 9. я , The problem is not very difficult in the case of a таша 
society, association, &c., and comprehending every interest, line, but for tramway work the wire is constantly wearing, М 


both on the commercial and on the technical sides, thus ins сш is to кошш the depreciation. In addition, mait- 
жез y "vh ; Am nance and renewal charges now appear. 
making 1 bol юе сое with, instead of a divided From а knowledge of the capital costa of material and labour in 
The very fact dis ao much correspondence has appeared F е 3 d vin 
r en the mo 
in your columns on this matter indicates that there is a 5 „ ей 
f : $ . Tweedy его the short life usually абон 
general feeling that something should be done, but, unfor about seven years, We, in Manchester, find it most economical to 
tunately, most of your correspondents expend the greater allow three to five years, according to traffic density. These figure 
part of their space in criticisms of supposed methods, which may appear surprising, but this is only because the value of the 
only exist in their imaginations. It would be of great assist- electrical losses is seldom realised. по ай 
ance to the industry at large if your readers individually 5 gis к 3 vus m vary in six 
would take the trouble to draft out and send you what they ^ from 6/0 to 5/0 to 4/0 арапа: but as, in the city, the feeding 
consider are the reagons for the present unsatisfactory points are, as a rule, very close together, the difference between 
position of affairs, without at the moment suggesting remedies the 5/0 and 6/0 wires is only apparent on about two short = 
or entering into historical matters. Then, when a general zy p PO Ee ine ша 355 = Une ati 
opinion has been arrived at as to what are the reasons, it will can be employed for both 4/0 and 5/0 S. W. G. wire, but not for 6/0 
be easier to consider remedies. тахти saving varies according to the length of the sius аќ 
е с density, from £1 to £10 per mile of wire рег 
R. Ho Matthews, Wh. Ex., A. M. I. C. E., e ae Manchester has over 200 miles ре шоо line, the matter 
on. Sec. to Oryanising Committee, becomes "n importance. In addition, maintenance bus 5 
bal : costs are diminished because the wire is never allow wear с: 
London, S.W., October 3rd. An interesting side issue is that the anchoring of worn lines 15 & 
waste of money, as when a line is ready for anchoring it 18 ready 
for renewing. А 
P 5 the insulation is triple, the component” eo 
1 . — 1 Zi М ; econ — 
І have read the article by “ Manufacturer" in your last Globe strain Рату Insulator bolts in hanger 


А Globe strain insulators; Tertiary—Brooklyn strains, Of these the 
бй issue. It contains several mis-statements, but I do not primary is the weakest and least necessary. 


attach any importance to anonymous communications. Messrs. Tweedy and Dudgeon have shown before the Institation 
If * Manufacturer " will disclose his identity, I shall be of Electrical Engineers that the failure of the primary on 


. : due to electrolysis, but they have not lained how this is caused. 
1 to show how his statements are inaccurate and Experiments carried out ju the teat сан at Manchester show that, 
uniair. 


under the intluence of capillary attraction and of ele 
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E. Garcke. 


London, W.C., October 3rd, 1908. * ELECTRICAL Review, Vol. 62, page 886. 
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endosmose, more especially of the latter, water saturated with 
atmospheric impurities, which in Manchester is a powerful elec- 
trolyte, is drawn between the metal bolt and the insulating 
material, and is forced across from the positive metal of the bolt to 
the negative metal of the hanger. Electrolysis takes place; the 
metal of the bolt is corroded; а rust film is formed beneath the 
insulation which is split asunder. The experiments fully bear out 
the above theory of the cause of failure. 

In practice there is a considerable benefit to be derived from 
having the trolley wires working in parallel, but it is of very little 
use to have them paralleled at two or three points only by means 
of “jumpers.” They should be paralleled at everv span by 
removing the insulator bolts and building the line as described in 
the section of the paper, either with or without the central 
conductor. iThe saving effected would be considerable under 
practical conditions. 

It has been the practice in Manchester, and is still the practice 
on most other tramways, to use a combination of 34 in. and 83 in. 
bonds, mostly 0000 s.w.. In Manchester, two of the former and 
one of the latter have been used at every joint. | 

That under ordinary circumstances there is no excuse whatever 
for the existence of any bond over 84 in. in length is shown by the 
following figures, viz. :— 

Resistance of 30 in. of 100-Ib. rail, fish-plated and bonded with 
two 34-in. Chicago and one 84-in. Crown bonds, all of 0000 s.w.a. 
= 0000021 ohm at 60° F. 

Resistance of 30 in. of 100 Ib. rail, fish-plated and bonded with 
two 84-in. Crown bonds = 0:00002108 ohm. 

The difference is hardly appreciable, yet the saving per joint 
amounts to the value of one 34-in. bond, and the difference in cost 
between a 34-in. and an 84 in. bond. Either joint is as good 
electrically as the solid rail. 

As a general principle it is uneconomical to run copper conductors 
in parallel with heavy steel rails, as the rails themselves have a 
better conductivity than any copper of an economical section. Thus, 
in the case of junctions, cross-over roads, &c., it is far better to 
efficiently bond the component parts together by means of short 
bonds than to run long copper strips haphazard round the special 
work. Every inch of copper other than the head in a bond is worse 
than waste, as it causes loss. | 

A factor which is far more important than rail drop is length of 
section, as the leakage currents are proportional roughly to the cube 
of this length. Thus return feeders should be installed at short 
intervals, and it ia better for each positive feeder to have its 
negative, as in Manchester. Negative feeders are useless unless 
they draw the current from the rails in both directions, If a feeder 
alone will not cause this reversal, then a negative booster should be 
employed. 
ing starting, a certain tractive effort is required in order to 
produce the requisite acceleration. As the speed increases, the 
voltage required to send the requisite current through the motors 
must be increased, but, at the end of the series operation, the 
maximum voltage that can be provided is some 250 volts per motor, 
во that there is a limit to the speed that can be attained in series. 
This limit, however, is never reached. 

The maximum demand of the car occurs during parallel running, 
as, the tractive effort remaining about constant, the rate of supply 
of energy to the car must increase with the speed. In practice this 
is shown by the doubling of the current in parallel. 

It is important that this maximum demand should be kept low, 
and this can only be done by diminishing the tractive effort 
required—4.¢c., the acceleration, during parallel working, and since а 
definite average value of the acceleration is required throughout the 
starting, the acceleration must be increased in the series control, 
without diminishing in the least the time occupied in passing 
through the series notches, since this time is just as valuable as the 
acceleration itself in producing speed. The only way in which the 
result can be obtained is by diminishing the resistance on the various 
series notches, and in Manchester we have so treated a G.E. 52 
equipment, reducing the resistance on the second series notch, and 
cutting it ont altogether on the third, so that during the whole time 
allowed for the third and fourth notches the motors are running on 
the line. An appreciable increase in series acceleration was 
obtained, and the maximum demand was reduced by 12 per cent. 

It is of great importance that the gearing should be kept in 
good condition, and the driving axles perfectly straight, as we 
found that а bend of from уу in. to $ in. in the centre would cause 
a less of efficiency of from 8 to 16 per cent. 

It is of advantage to obtain as high an average speed as possible 
for the system, as thereby not only is the number of cars necessary 
for a given service diminished, but although the working current is 
slightly increased, yet the unite per car-mile are lower, as the 
increase ш current is not in proportion to the increase in speed. 

During the past working year the account for energy supplied to 
the Manchester tramways amounted roughly to £143,000, so that 
every 1 per cent. saved repreeents over £1,400. By adopting the 

trolley wire Manchester saved several thousands of pounds 
Per annum, in addition to paying the difference in capital costs, 
&c., and such saving will continue indefinitely. 
Another large saving is effected by properly maintaining the 
gearing and axles of the cars. If the gearing is kept in the best 
possible condition the loss will be £7,000 per annum, but if neglected 
It can rise to £35,000 per annum. Bent axles may safely be said 


fo account for another £5,000 per annum, and with the slightest 


neglect this can become £10,000. 

The efficient maintenance of these parts of the equipment is a 
costly process, but the care and expenditure are repaid by a saving 
of many thousands per annum, and the economies effected must, 
оп the whole, make themselves felt even in Manchester's annual 
expenditure of £500,000 in working costs, 


* 


Suggestions for Profitable Research. — Silicium bronze wire possesses 
far better wearing properties than a large copper wire, as it is 
harder, and in addition its hardness extends throughout ; as the 
conductivity of silicium bronze is only 60 per cent. of that of 
copper, however, it becomes in the end an extremely costly metal 
to employ, and the 00 s.w.G. silicium bronze trolley wire at present 
being installed by certain English tramway authorities must be 
very uneconomical indeed. | 

In order to combine the mechanical properties of silicium bronse 
with the electrical properties of copper, we suggest an equipment 
consisting of two trolley wires of small gauge silicium bronze to 
take the wear, and a central conductor of copper to carry the 
current. The three would be connected together at every span, the 
centres of the spans being made of silicium bronze stranded wire in 
order to carry the current. The present primary insulation would 
be abolished together with the costly hangers, a simple gun-metal 
attachment being required. 

The first cost would be heavy, but the life of the line would be 
much greater, and when the time for renewal arrived, only the 
small silicium bronze wires would require replacing. 

Experiments show that the fishplates provide an important part 
of the conductivity of the rail jointe, being on the average better 
than a 0000 s. w. G. 34-in. Chicago bond. Ав the mass of metal is 
nearly equivalent to 1 sq. in. of copper, we suggest fishplates witha . 
thin layer of soft copper electrolytically deposited on their edges, 
tightly screwed to rails having their flanges cleaned and painted 
with copper sulphate solution. A copper to copper contact would 
be obtained, and it might be found possible on experiment to dis- 
pense with bonding altogether. 

As both maximum demand and current consumption are propor- 
tional to weight of car, this should be kept as low as possible, and 
any additional expenditure in providing cars of pressed steel with : 
rem entirely self-supporting would be repaid by the saving 

ec 

The most important factor in the current consumption is the 
driving, and by taking from the driver the control of rate of 
acceleration whilst leaving him full control of the starting and 
stopping of the car, much could be saved without risk of damage. 

Motors should be designed for the highest possible torque per 
ampere, and the starting qualities should be watched just as 

ously as the load efficiency at 500 volta. 

By the insertion of thin sheets of hard steel between the poles 
and the yokes, a sufficiently high permanent magnetic field to permit 
of reliable rheostatic braking might beobtained without appreciable 
loss of efficiency, and the bonding together of the two motor frames 
makes this independent of the track. 

The gear ratio should be as high as is obtainable with single reduc- 
tion gearing, and the Renolds silent chain might here be worthy of 
consideration. 

The pinions would probably be better made like a truncated 
cone, with the smaller diameter towards the motor, as pinions 
worn to this shape give a higher efficiency than when parallel, 
since, with parallel pinions, the inner ends of the teeth dig into 
1 таша of the gear wheels, owing to whipping of the armature 
shaft. 


Discussion. 


Мв. Н. G. Үкввовү (Sheffield) congratulated the authors on 
bringing forward a paper of such an interesting nature, and quite 
agreed with their general conclusions with respect to overhead line 
equipment in Manchester, where current was purchased at a rate 
approximately double what theirs cost in Sheffield; but he could 
not agree that a trolley wire was very similar to an overhead 
transmission line, for that was invariably used in connection 
with high-tension work, where the conditionsg were altogether 
different. It was regrettable that the authors made no mention 
as to the size and losses on their feeders, which, presumably, 
were paid for by the tramways department. He was surprised 
to observe that the authors recommended that wires should 
vary from 000000 to 0000; he preferred a system of under- 
ground feeders varying in size, and to maintain a uniform size of 
trolley wire. With respect to insulation, by adopting galvanised 
or sherardised bolts in Sheffield, the life had been increased at least 
fourfold. Rust was the cause of all the trouble, not electrolysis. 
If drivers could be educated to work controllers and brakes in an 
efficient manner, the result would be a saving at least equal to that 
obtained by regenerative control. Having had eight or nine years’ 
experience with bronze wire in actual use, he knew that, with a 
two-minute service of cars, a bronze wire would carry just as much 
current and was safer four years after erection than a copper trolley 
wire erected at the ваше time. With bronze wire they had prac- 
tically no wear after four years, whereas with copper, by the author’s 
own showing, they had as much as 40 per cent. wear and 44 per cent. 
increase of resistance. The original No. O trolley wire, which was 
erected in Bheffield in 1897, was in service at that moment. 

Мв. C. J. SPENCER (Bradford), referring to the statement that as 
& general principle it was uneconomical to run copper conductors 
in parallel with heavy steel rails, urged that in some cases it was 
necessary to increase the current-carrying capacity of the return 
circuit on account of the heavy density of the current, exceeding 
the nine amperes per square inch allowed by the Board of Trade, 
and that in those cases the handiest method was to lay parallel with 
those rails a bare copper cable. It was acknowledged that deterior- 
ation of equipment had a good deal to do with the great increase 
in current consumption ; he had pointed that out some years ago, 
and their investigations in Bradford had fully confirmed that view. 


He would suggest also that defective field coils, of which the insu- 


lation had given way, had a good deal to do with the increase, and 
that the deterioration of the insulation between the plates of the 
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armature cores, was the cause of one of the serious leakages in the 
machines. It did not pay to wear the gears out to the last razorlike 
edge; not only economy of current consumption, but also the con- 
venience of passengers had to be considered. He agreed that the 
most important factor in current consumption was the driving, 
but thought that taking from the driver the control of the rate of 
acceleration whilst leaving him full control of the starting and stop- 
ping of the car would not work out in practice. It was necessary to 
mr the rate of acceleration of & car according to the conditions of 

c round it, and the driver should be left with some discretion 
on that point. But the driver was the great current waster. Some 
method of check on each man was necessary, and in Bradford they 
had adopted the system of fitting each car with a meter, and found 
that that gave them very excellent resulte. He had had some experi- 
ence with chain-gear upon motor vehicles, and strongly objected to 
its use on cars. The queer wear in the pinions was not, in his 
opinion, due to the whipping of the armature shaft causing the 
teeth to dig into the metal of the gear wheels, as most armature 
shafts were amply big enough for their work; he thought the motor 
suspension bearings were allowed to wear away rather more than 
was advisable before being changed, and this interfered very 
materially with the alignment between the gears, with the in- 


evitable consequence that the teeth of the pinion, instead of being 


worn parallel, were worn in this wedge fashion. 

Мв. Нюнвү Mozrzy (Burnley) said they had experimented with 
time-meters on four-motor equipments, The result was that since 
December last year there had been a saving of no less than 14 per 
cent. of energy simply by being able to tell each driver at the end 
of each month how many minutes he had had the controller in 
operation. They were now going to apply the same system to 
every car in the service. 

Mn. J. M. МсЁгвох (Manchester) said the paper had several 
points which were very valuable to practical men. Their problem 
in Manchester was the maintenance of the tramways. They were 
paying to the electricity department 1`144. per unit. If they let 
their rolling stock go down, their trolley wire or equipments wear 
badly, they were paying for it in current; the authors had been 
endeavouring to find out where wat the point of maximum economy, 
and their work had been of very great assistance to him. They 
were now taking out all their field coils, and renewing all their 
gears. The efficiency of new gear wheels was practically 95 per 
cent., but with very worn gears it was a little over 75 per cent., so 
there was а big break in efficiency, which they were paying for in 
current. This method of investigation was of advantage in other 
parts of their equipment, and was very practical and very useful, 
and no doubt tended to decrease some of the expenses of 
maintenance connected with the Manchester Corporation 
tramways. 

Mn. Howrzv did not agree with the authors in regard to the 
use of excessively heavy trolley wires; nor with Mr. Tweedy, that 
No. 0 wire was of sufficient section for any line. He had a very 
strong suspicion that the wire they were getting nowadays was 
not of the same quality as the wire which was obtained 10 or 15 
years ago. He had experimented in different places with both 
watt-meters and time-meters. Watt-meters were somewhat costly, 
and required a good deal of maintenance; they would often vary 
as much as 20 per cent. Time-meters tended to reduce the current 
consumption per car-mile, but after they had been fitted for some 
time, he found it most difficult to make motormen keep time. 
Personally he would not adopt either hour-meters or watt- meters; 
they were using ampere-meters, which were a different thing 
altogether. | 

The PRzerpmNT (Мг. J. Aldworth) said he very much regretted 
the remarks which fell from one member in saying that this was a 

per which, perhaps, might be better read at а students“ meeting. 
There were no more diligent students than tramway managers and 
tramway engineers. There was no such thing as finality in the 
working and equipment of tramways, and unless they watched the 
thing and studied it as a went along they were not very long going 
to hold their positions. He thought they could not do better than 
give the authors a most hearty vote of thanks for the trouble they 
had taken. 

Мв. R. G. Оонырув, in reply, pointed out that the only factors 
influencing the electrical loss were current carried and electrical 
resistance of line, and as the average trolley wire carried more 
current than s transmission line transmitting many thousands of 
horse-power, they held that, although the distances were not so great, 
the trolley wire was to all intents ana purposes a transmission line. 
The size of the feeders did not influence in the least the size of the 
trolley wire. The only important factor was the number of feeders, 
as this determined the length of the section, and hence the current 
carried by the trolley wire. As for the Manchester feeders being 
cut fine, Manchester had some 20 sub-stations in addition to its 
large low-tension traction generating station ; the line feeders were 
short, and in no case less than 0°5 sq. in. in area, the majority being 
1 sq. in. and many being 2 вд. іп. Few tramway systems were во 
efficiently served. It was now generally admitted that rust was 
only the physical evidence of electrolytic corrosion. A No. 
0 s.w.G. silicium-bronze wire could carry the current neces- 
вагу for а quarter - minute service, but for Manchester 
its adoption would mean а loss of £2,000 per annum in current 
charges alone. It was better to place the negative feed points 
closer together than to run copper cables in parallel with the rail, 
as, double track being equivalent to 4 sq. in. of copper, it would 
require & huge cable to take any large percentage of the return 
current. The limiting series speed was never reacbed, because the 
time required would be some 500 seconds after the motors were 
switched in series on the line, whereas the time allowed in practice 
between the last series notch and the first parallel one was only 
some 2 seconds. There was no difficulty in applying short bonds to 


hard manganese steel special track-work, as pieces of soft steel 
could be cast in and afterwards drilled for the reception of the 
bonds. The field coils must be kept in good condition at any cott, 
as internal short-cirouits, by diminishing the strength of the 
magnetic field, reduced the torque per ampere and the current 
input was increased. The iron losses did rot increase materially 
with age except where, owing to careless treatment or the armature 
running in contact with pole faces owing to wear of bearings, the 
laminations were burred over st the periphery. Welded joints 
were in use on the Manchester system, but they did not regard 
them as possessing any advantages over the fishplate joint. With 
double track efficiently cross-bonded, the service could only be 
оре by the complete failure of four joints, one on each гай 
and all situated between the same two cross-bonds,a series of 
coincidences which could be safely neglected. The failure of 
more than one joint would be detected and located when carrying 
out the Board of Trade tests. In their suggested automatic 
control the rate of acceleration would adjust itself to the con- 
ditions of the track, and the motorman by means of his hand 
and emergency brakes would have full control of the stopping 
of the car, whilst by interconnection of the main switch with 
the brakes it could be made impossible to ran with the brakes on. 
As regards meters on cars, their experience did not indicate any 
good results. A well-designed chain drive was far more silent than 
wheel gearing. The conical wearing of the motor pinions and gear 
wheels could not be due to bad alignment of bearings, as the wear 
was always at the motor end, and they ran new gearing with tight 
bearings, when the same wear soon became apparent. They didnot 
agree with the use of porcelain insulation, as it was not calculated 
to withstand the shocks of tramway working, especially as they 
were not in favour of the ordinary primary insulation, and for all 
other purposes Globe and Brooklyn strain insulators were quite 
satisfactory. The experiments on the results of which this paper 
was founded had been carried out under strictly practical con- 
ditions, and had been approved by several leading engineers. 


DISCUSSION ON ALDERMAN LINSLEY'S PAPER. 


ALDERMAN T. Вмттн (Leicester) thought that provision for inefi- 
cient employés ought to be undertaken by the State, as authorities 
which had municipalised tramways, &c., would have a much larger 
responsibility than those which had not done so. Trade unions 
were the greatest opponents to any scheme adopted by muni- 
cipalities to meet such cases. Men who belonged to unions and 
friendly societies gave up their membership when they entered 
municipal employment, feeling that they were now in assured 
positions, and in that respect municipalities were in a much worse 
position than private employers. 

Couxoir,Loa McC. Нил, (Bournemouth) said that it was а con- 
dition of employment by the Bournemouth Corporation that every 
man should be, and continue to be, a member of a friendly 
Bociet7. 

ALDERMAN G. F. Travis (Southport) pointed out that it would 
pay в corporation to contribute to the maintenance of superannuated 
employés, on the score of the increased efficiency obtained by the 
employment of younger men ; but the objection was that men outside 
Corporation service would then be contributing to the support of 
men whose position was more secure than their own. 
national compulsory system was desirable. 

Barus J. McFABLANE (Glasgow) did not agree with Alderman 
Smith. Their scheme at Glasgow had been a great sucoes frm 
the first, and would be an object lesson to many other department 
Their relations with the men were of the most agreeable kind: 
they were paying a large number of men half-wages because they 
were unable to work. | 

Сооношгов W. С. Fenton (Sheffield) referred to the difficalty 
that arose through old and unfit employés being engaged in cons 
quence of undue pressure placed upon the managers, and thought that 
every Council should have a standing order that no member should 
recommend any man to the manager for employment. At She 
they were paying about £2,500 a year to men who were cally 
unfit for their employment, with consequent risk of accidents. It 
was no good waiting for national insurance. The tramway CoD 
cerns should pay а fixed sum towards a superannuation fund to 
which the men would also contribute. ct 

ALDERMAN TRUMBLE (Croydon) pointed out that the capital o 
municipal tramway undertakings was not invested by the rate 
payers, who therefore had no right to claim large dividends in the way 
of reduction of rates before employés and others received considers- 
tion. Provision for the depreciation of the men should be made 
by the large undertakings just as for that of machinery and rolling 
stock, At Croydon the men contributed a small amount weekly to 
which the Corporation added a like amount; if a man resigned a 
were dismissed, he received his own contributions plus 23 per cen 
interest ; but if be completed 20 years’ service or was incapacite t 
through sickness, or in case of death, he received the whole among 
with compound interest at 24 per cent. The scheme was voluntary, 
and applied to all departments of the Corporation, which "е 
represented on the Committee of management; and any #1 
scheme should be equally comprehensive, i t 

Мв. JAMES DALRYMPLE (general manager, Glasgow) said tha 
motormen and conductors were not in the same position as or tl 
workers; the latter could go on working, though less efficient, 
when aged, but drivers must be taken off at the first sign of sn 
ing up, and might then be unfit for a conductor's duties. d 
time would come on every system when work could not be пеге 
for these men, and аз they could not be cast adrift, it was девітар о 
to set aside а sum annually in respect of each man's future m» 
... e uM HM E i EE 
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tenance. At Glasgow the men contributed 6d. a week each, to 
which the Corporation added 3d., and this provided 158. a week 
during sickness; for superannuation the men and the Corporation 
each contributed 1d. per week per man, and in a year or two they 
would have £30,000 or £40,000 at their disposal, which would 
enable them to maintain men absolutely past work. It was not a 
question for actuaries, who knew nothing about the conditions of 
the employment. Men who left the service, left their contributions in 
the fund. He advised them to lose no time in starting a similar 
cheme in the tramways departments, which differed essentially 
from the other departments. 

COUNCILLOR С. F. SPENCER (Halifax) referred to the difficulty 
of introducing any scheme where an annual deficit was being made. 
He thought any such scheme should apply to all Corporation 
employés, and that special legislation was necessary to deal with 
the matter. 

ALDERMAN LINSLEY briefly replied to the discussion. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Falk, Stadelmann's Fittings. 


An advance copy is before us of the new catalogue (No. 279) 
issued by Messrs. Falk, Stadelmann & Co., Ltd., of Fatringdon 
Road, E.C. It displays well on enamelled paper, in the 
course of some 150 pages, a fine array of electric fixtures, many of 
which demonstrate the high state of excellence to which the art 
designer, with the aid of the metal-worker, has brought his work 
for fittings of this kind. 

Practically the whole fittings ground is covered, the collection 
including a variety of designs of brackets, ceiling fittings, hall 
lamps, electroliers, standards, dressing-room pendants and adjust- 
able dining-room pendants, at a convenient range of prices. There 


— 
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FALE, STADELMANN FITTINGS. © 


is also a fine group of correctly executed period fittings represented 
D Adams, Louis XV and Louis XVI, Queen Anne, Georgian and 

atch styles, typical of the standard of metal craft which is in 
favour at the present day. 

_A few selected designs of crystal fittings are illustrated, from 
re e light drop pendants to a massive 15-light lustre in fine cut 
Elass, with ormolu Empire enrichments, suitable for a ballroom. A 
series of church fittings is shown, and others are made to conform 
< special schemes to architects’ specifications. Among the 
рн ше 1в а collection of new models. For the convenience 
= thet actors customers, fittings have been separated into groups, 
гар all brass fittings, including various oxidised finishes, will be 

ttin together, as will also wrought-iron fixtures, period 
one &с. We understand that everything shown in the cata- 

ogue (excepting bronzes, which are peculiar to the Continent) is of 
lish manufacture, ji 


Extensible Poles. 
x Le Génie Civil recently there appeared a description of the 
lagneaux steel lattice or lazy-tongs poles, which can be folded 


о a very small space for transport, and readily extended to a 
gth of some 20 ft. The poles are provided at the joints with 


distance-pieces or ties, which when hooked into place prevent 
change of shape, by maintaining the axes of articulation at fixed 
distances apart; these also enable the length of the poles to be 
adjusted to suit requirements, The poles, being built up of standard 
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DELAGNEAUX Foxupisa Pores. 


parts manufactured in large numbers, are very cheap and easily 
assembled, while their lightness and compactness render them 
peculiarly suitable for transportation. They can also be readily 
taken down and re-erected in new positions if necessary, The 
accompanying figures show the construction of the poles. 


Electrical Hooter. 


In tbe E. T. Z. for October 186 there is described an electric 
horn, devised by Mesars. Mix & Genest, Berlin, of which we give 
a section herewith. On the base-plate a a pot magnet 0 is carried 
having a hollow core; opposite the magnet is the diaphragm c, to 
which is attached the disk-shaped armature d. A rod e passing 
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ELBOTBICAL НООТЕВ. 


through the core is pressed against the armature d by a spring, and 
bears a prolongation g, which, when the armature is attracted 
breaks the current by striking the spring A, and knocking it away 
from spring i; k and / are adjusting screws. The apparatus is 
housed in a case n. It is worked with a pressure of 4 volta D.C., or 
a small alternator (as used in the German Reichstag). a 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to this column should be written on one side 
of the paper only.) 


“8. G. L." writes:—''In an action which was reported i 
papers on May 28th last, the National Telephone [^ РЕА 
from a decision in favour of the Postmaster-General. І should be 
glad if you could tell me what is the position of the private con- 
tractor in the following circumstances :—(a) Can I erect a wire on 
a private line of poles and connect up three different factories at 
one end to their respective offices in a distant town at the other 
end? From my reading of the verdict I can. (5) If I should 
establish te party line, what is my position as contractor if I 
аа t e service, should the next appeal reverse the last 

% It is plain, having regard to the decision to whi 
been referred, that the telephone system in ien е 
fectly lawful. If, however, the decision ів reversed, and it should 
be held to cover the facts in the present case, 8. d. L.” would be 
liable under his guaranty. Everyone is presumed to know the law 
howsoever it may be determined by the House of Lords. 


" INQUIBEB " writes: —“ I shall be obliged if ill ki 
you will kindl 
me know through the medium of your ' Legal Query Column n 15 
will be lawful for a municipal authority working under a pro- 
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visional order to give entire supply to a large works the greater 
portion of which is in their own area of supply, and the remainder 
in that of an adjoining supply authority. | 

“The municipal authority’s service lines, meters, &c., would be 
in their own area, and the owners of the works woald distribute 
the energy. 

15 Would the intervention of a motor-generator solve the 
difficulty if not allowed to supply as above ? 

“If it were deemed to be an unlawful act, who would be legally 
responsible, the supply authority or the consumer, and what would 
be the probable penalty?“ 

*,* It is provided by Sec. 4 (2) of the Electric Lighting 
(Olauses) Act, 1899, that undertakers shall not, at any time after 
the commencement of the special order, supply energy, or erect, or 
lay down any electric lines or works beyond the area of supply 
otherwise than under the authority of Parliament, or under a 
licence granted by the Board of Trade. If undertakers supply 
energy, or erect or lay down electric lines or works in contraven- 
tion of this Section, the Board of Trade may, if they think fit, 
revoke the special order on such terms as they think just. This 
clause is of general application throughout the country, but а 
similar clause is inserted in County of London Orders. There is 
no case which deals with the supply of electricity to works which 


are partly within and partly without a particular district; but the 


point has arisen in relation to the supply of gas. In Gas Light 
and Coke Oo. v. South Metropolitan Gas Co., 62 L. T. 126, a gas 
company at the request of a railway company placed a meter оп 
a part of a railway station lying within the company’s limits, and 
through it supplied gas to other parts of the premises situated out- 
side the company's limits, and within the limits of another com- 
pany. The Court of Appeal held this to be lawful, on the ground 
that the sale and delivery of the gas took place at the meter, but the 
House of Lords reversed this decision, holding that the gas was sup- 
plied where it was consumed, and that there the company were trans- 
gressing their authorised limits. This case seems to cover the facts 
put forward by “Inquirer”;: the distinction being that here it is 
only a question of supplying electricity to one comparatively small 
factory. At the same time, the inconvenience occasioned toa 
manufacturer whose premises happened to be on the boundary line 
by having to get his supply from two authorities, is such that there 
would probably be little risk in the adoption of the proposed course. 
With regard to the use of a motor-generator, it is difficult to see 
how this would render legal what was illegal before. The energy, 


although transformed, would still be energy supplied by the 
undertakers. 


THE BRITISH ASSOCIATION MEETING 
AT DUBLIN. 


Report of the Committee on Practical Standards for 
Electrical Measurements. 


(Concluded from page 416.) 


In Appendix I, Mr. F. E. Smith, A. R. O. Sc., gives an account of 
the secular changes of the standards: of resistance at the National 
Physical Laboratory, and brings together all the information avail- 
able on the subject. At the National Physical Laboratory, the 
primary standards of resistance are of mercury, which have 
remained constant. The secondary standards are of various metals 
and alloys. Those of platinum have probably kept constant; the 
platinum-iridium, gold-silver, and & few of the platinum-silver 
coils have changed considerably, though some of the platinum-silver 
coils have kept very nearly constant; a few of the manganin coils 


. have also remained very nearly constant, but most of them have 


increased in resistance. Following are extracts from the report :— 

On all occasions when mercury standards were erected, the 
resistance coils were measured in terms of the mean unit repre- 
sented by the mercury columns, with a probable error of about five 
parts in 1,000,000. The probable error of the resistance values 
assigned to tbe manganin standards on any date is almost certainly 
less than one part in 100,000. 


Mercury Standards. 


The mercury standards of resistance are 10 in number, and were 
constructed in 1902-3. The mean international ohm as realised by 
the 10 standards is taken as the unit, and each tube is measured in 
terms of it. In practice two manganin coils act as intermediaries. 
The measured values in 1903 and 1907 are given in Table I. 

With the exception of P the relative values of the standards have 
kept remarkably constant, and in the case of P the increase in 
resistance may be apparent only, for only in 1907 has an increase 
been noted. The relative values of the French mercury standards 
in 1885 and 1905, and of the mercury standards of the Reichsanstalt 
in 1893 and 1904, are also in very good agreement. 


Wire Standards. 


The original coils of the Association are six in number: two are 
of platinum, two of platinum-iridium, one of gold.silver, and one 
of platinum-silver. They were compared together by Messrs. 
Matthiessen and Hockin in 1865-7, by Messrs. Chrystal and Saunder 
in 1876, by Dr. Fleming in 1879-81, by Dr. Glazebrook and Mr. 
Fitzpatrick in 1887-8, and by the author in 1908. In addition to 
these six coils, Messrs. Chrystal and Saunder examined a platinum- 
silver coil marked No. 29 F, and also a coil known as Flat, while 


L4 


measurements of another platinum-silver coil H are given ín the 
report for 1888. These coils—in all, nine—have remained in charge 
of the secretary. 


TABLE I. 
Giving the Values of the Mercury Standards in 1903 and 1907. 


Value in mean International ohms. 
Mercury 


Difference 

standard. 1908. 1907. 1907-1903, 
M 0:97170; ` 0:97169, — 0¢ 
Р 1°00038, 1:00042, + 34 
T 1:00019, 1:00020, ＋ 11 
U 0:97349, 097348, — 05 
V 1:00137, 1001371 — 06 
X 1001065 1001062 — Oe 
Y 100096, 100026; — 0; 
2 1°00130, 1:00129; — 0; 
а ‚ 100105, 100104, ~ 0, 
S . 1:00097, 1:000974 — 0, 


The unit, in terms of which the measurements of 1879-81 were 
made, is the mean B.A. unit as indicated by Fleming on his chart; 
it is supposed to represent the mean of the resistances of the six 
coils A, B, C, D, И, @ at the temperatures at which they were 
originally correct. It is this unit which was used by Lord Rayleigh 
in his work on the ohm, and by Dr. Glazebrook since about 1880, 


and it has been closely adhered to in all measurements made by the 


committee since that date. 

A close examination of the chart at the present day shows that 
the mean of the values of the six coils is really about 009985 unit; 
hence if this interpretation be accepted, the mean B.A. unit is really 
15 parts in 100,000 less than the unite which has been taken since 
1880; but it has not been thought wise to attempt any correction on 
this score. 

The chart gives the values of the coils from 0* C. to 25* C., and the 
graphs are such that the value of a coil can be read with an error 
not greater than 3 parte in 100,000, which is equivalent to a change 
in temperature of 0°1° C. of a platinum- silver coil. The resistances 


of the coils at various temperatures as given by the chart are given 
in Table II :— 


| TABLE II. 
Giving the Values of the Coils in 1879-81, from Fleming's Chart. 


Value of coil, from 


Temperature at which Fleming’s chart 
* 


Value of coil, {rom 
Coil. | coil was stated to be 


с ing's ch 
correct in 1867. at кюле given Б 1 05 т 
А 16:0° C. 1`00011 1:00011 
B 15:8? C. 1:00006 1:00035 
C 15:3° C. 1:00007 1:00056 
D 157? C. 0:99960 1:00652 
: 15/77? C. 100010 со 
— ЗЕ | 0`999 
а 15°2° C. 0°99916 - 0°99937 
Flat — == 1:00034 
—.—————° 


Changes of very considerable magnitude have taken place, and 
the task before us is to select the most constant and the most 
variable coils. , 

We conclude that B and E have possibly remained constant during 
the period 1867-1908, and that C and D are next in order of con- 
d The coils D and Е have remained relatively constant since 

Dr. Glazebrook in 1888 measured the B.A. unit in terms of the 
specific resistance of mercury, and found that the value of the 
resistance of a column of mercury, 1 metre long, 1 sq. mm. in 
section, at 0° C. was 0:95352 B.A. unit. 

In 1908 the individual coils were com with the new 
mercury standards set up at the N.P.L., and their values found in 
terms of mercury. If we assume that the mean value of the coils 
A, B, C, D, E, G is the same as when Fleming's chart was constructed, 
we obtain as the resistance of 1 metre of mercury,l sq. mm. 
section, at 0° C., the value— 


0:95333 B. A. v., 


an alteration of 20 parts in 100,000 since 1888. . А 
If, on the other hand, we suppose that the mercury units set up 12 
1908 agree exactly with those constructed in 1888, then the mean 
value of the six coils in question has altered by 0:00020 B.4.U. iE 
It appears to be practically certain that the coils B, D, E an 
have the same resistance in 1908 as they had in 1888. The agree’ 
ment of the values for D and E is very remarkable, for the ped o 
tures at which these coils were believed to be correct in 1 
stated to the nearest tenth of a degree only; an ap been 
in resistance of 15 parts in 100,000 would, therefore, have 1,000 
negligible. With respect to G, it has risen by over 1 part 100.000 
during the past fi ve years, and Flat changed by 17 parts in 1 have 
in 1902. The fluctuations in the value of H are believed 921 908. 
amounted to about one part in 10, 000 during the period 18 
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We belieye the. two platinum coils have remained constant in 


resistance since 1867, and that the values in 1867, 1879-81, 1888, 
and 1908 of these and other coils in terms of the original B.A. 
unit (1867) are as follows :— 


TABLE VII. 


| Resistances at 16°0° C. in terms of the original B. A. Unit (1867). 
(Values obtained through the two Platinum Coils D, E.) | 


_ | ek | | Maximum 
Сой ' Material 1867 | 1876 -e 1888 | 1908 difference. 
A Pt. Ir. 1 · 00000 1-00077 | 1-00056 | 1-00147 100122 147 x 10—5 B. I. x. 
в | Pt. Ir. 1.00029 | 1-00121 | 1-00080 | 1-00104 | 100098 92 е 
C | Ап. Ag. | 1-00050 1.00141 1.00101 | 1-00146 1-00178 W „ 
D Pt. | 100092 1.00094 ; 1:00092 | 1-00092 } 1:00092' 0 $ 
E Pt. 100152 | 1-00162 | 1:00152 | 100159 | 1:00152' 0 i 
F Pt. A8. = | 1-00016 100072 ' 1-001000 144 „ 
G Pt. Ag. | 1:00022 1· 00080 ' 0-99989 | 100095 : 1-00175 198 „ 
H 1 00020 — 100042 100044 24 Ж 


Plat Pt. AG. | Sm - 11-00019 100120 100195 46 " 


It is clear that the maximum number of coils which can have kept 
constant is two, and if the platinum coils bave not remained con- 
stant then one only of the other coils can have done so. Since D 


and E are of pure platinum, and not of an alloy, it is probable that 


these. would change least. "s EE EN 
If our conclusions are correct, the results are not only of some 
value as showing the changes which may take place in the resist- 
ance of certain alloys when embedded in paraffin wax, but they are 
also of value because the coils link together so many determina- 
tions of the ohm in absolute measure and of the specific resistance of 
mercury. It is not convenient to collect the various determinations 
here, but as an instance of the uses to which the data given in this 
appendix might be put we take Lord Kayleigh’s aod Mrs. 
Sidgwick's determination in 1881 of the specific resistance of 
mercury. | 

The difference in 1881 of coils F and Flat from the values given 
by. Lord Rayleigh, calculated from the data now given, is three 
parts in 100,000, which is less than the probable error of the 
observations. We conclude, therefore, that the determination of 
Lord Rayleigh and Mrs. Sidgwick in 1881 is in excellent agree- 
ment with that made at the National Physical Laboratory in 1908, 
and this latter has been shown to agree with that made by Dr. 

i Glazebrook in 1888. | | MEE 
It is of some importance to note that in 1892 the ratio of the 

B.A. unit to the ohm was accepted as being d 


1 ohm = 1:01358 B. A. unit, 
this being based on the values 


100 cm. mercury x 0:9535 B.A. unit. 
106:3 cm. mercury = 1 ohm. 


Manganin Standards of Resistance. 


The manganin standards of the National Physisal Laboratory are 
in constant use and have proved of very great value. They not 
m facilitate electrical measurements, but. they bring them to a far 
higher degree of aocuracy than was formerly attainable. Never- 
thelesa, the variations in these resistances bave in many cases been 


à source of trouble, and attempts have been made, and are been. 
continued, to construct standard coilg of manganjn which shall. 


remain practically constant in resistance. 

Since 1903 the manganin standards have been intercompared at 
least four times every year and the probable changes have been 
deduced from occasional comparisons with mercury standards and 
from tables of difference values, due regard being also paid to the 
past bistory of the coils. С 

The unit coils have varied during the past five years by the 
following amounts :— 


TABLE XII. 
Coil. | Maximum change in Difference value. 
resistance in five years. | Resistance in 1908 — resistance in 1908. 
ure m scil . 
4,600 37 х 10-5 ohm, 37 x 10— ohm. 
. 4: j 

2,351 2 » _ 03 n 

2,483 : » Я » 

981 44 1 3˙2 ii 

L17 E. Qo cu. 

L18 102 ; 9) 9°6 97 

8 8 oP 8 8 99 

Mean 60  , Mean = 4-42 „ 


сыт neglect L'17 and 1.18, the mean value of the other five 
2:2 X 10—5 ohms greater in 1908 than in 1903. 
1908 в zy difference in the values of all the manganin coils for 
13 1903 is 1276 parts in 100,000. ‘The oldest coils are 17 
; years old. The remainder of the coils are from five to 
eight years old, | | 


to 2 Reneral the older the coil the more constant does it appear 


The Possible causes of th i i i 
і е changes in the manganin resistances 
Беу be classified under the following heads :— 
, t Change in structure of the alloy. 
2. Burface action. 
| X. Humidity effect, 
X A, p me 


с т | ' 


4. Change in the soldered joints connecting the wires of high- 
resistance ooils to the current leads. 

5, Change at the junctions of the potential leads with the resist- 
ance standard. 

Only the first of these appears to fully explain the gradual rise 
in resistance. Causes 2 and 4 would have an inappreciable effect 
on very low resistances; yet some of these have changed by con- 
siderable amounte. Cause No. 5 would have no effect on higb- 
resistance coils, since these are not provided with potential leads; 
but all of the high-resistance coils have changed. Cause No. 2 
produces in general a cyclic change, and, while being without doubt 
а cause of variation, it cannot be modified to explain all the 
gradual increases in resistance, owing to the negligible effect of 
humidity on very low-resistance standards. Cause No. 1 appears, 
therefore, to have been the chief agent in the cases we have 
considered. КЕЯ МЕ 

In 1903 the resistances were measured óf some manganin coils 
(1 to 5,000 ohms) in a box by R. W. Paul, London. The coils could 
not readily be immersed in oil, and the measurements were, there- 


‘fore, uncertain to about 1 part in 100,000. The resistances were 


again measured in 1904, 1906, and December, 1907. The maximum 
change in the resistance of any coil is 5 parts in 100,000, while the 
mean increase in resistance during 1903-7 is 4 parts in 100,000. 

Of the manganin standards examined, some have kept remarkably 
constant, while others are practically useless as standards. It must 
not be concluded, however, that all manganin resistances are sub- 
ject to such changes. Drs, Jaeger and Lindeck have shown that the 

anganin standards of the Reichsanstalt keep very constant, and 
the manganin coils at the Bureau of Stan also appear to be of 
a fairly constant type, though subject to considerable cyclic changes 
owing to variable atmospheric humidity. ^ | 


APPENDIX II. 


Specification for the Practical Realisation of the Definition of 
the International Ohm.—The international ohm shall be equal 
to the resistance offered to an unvarying electric current by a 
column of mercury at the temperature of melting ice, 144521 
grammes in mass, of a constant cross-sectional area, and of 106:300 
centimetres in length, arranged in accordance with the following 
specification. | 

The column of mercury shall be of circular section, or nearly во, 
and shall be contained in a tube of suitable glass which has been 
carefully annealed. The tube shall be straight to the eye, and the 
maximum variation in its area of cross-section shall not exceed 
2 parts in 100. The tube isto be carefully calibrated, and the cor- 
rection for its conicality determined. 

In determining the weight of mercury contained by the tube 
when filled at the temperature of melting ice, the column of mer- 
cury is to be bounded by planes at the terminal cross-sections of the 
tube. The tube should not be unduly heated, and it should be 
filled with mercury by exhaustion of air. 

The axial length of the tube should be measured at 0° C. if 
possible, otherwise the coefficient of expansion of the glass should 
be determined and the axial length of the tube at 0? C. calculated 
from axial measurements made very near to that temperature. To 


facilitate measurements of the axial length, the ends of the tube 


should be ground very slightly convex. 

For the electrical measurements the ends of the tube are to be 
connected to spherical bulbs of glass, the slightly convex ends of the 
tube forming, very nearly, portions of the internal spherical sur- 
faces of the bulbs. Each bulb is to be provided with a current and 
a potential lead, the point of entry of the former, and an end of the 
tube being at opposite ends of a diameter of the bulb. The poten- 
tial lead shall be situated ina plane midway between the point of 
entry of the current lead and the. end of the-tube, and at right 
angles to the line connecting them. 

Contact with the mercury shali be made by means of platinum 
wires. 

The diameter of a bulb is to be from 30 to 33 times the diameter 
of the terminating section of that end of the tube to which it is 
connected. 

If L is the axial length in centimetres of the mercury column 


contained by the tube at 0° C., w the weight of the column in 


granimes, and д the correction for the conicality of the tube, the 
resistance of the column at 0° C. is 


L? 14˙4521 : 12. Я 

т (206.300 w = 0:001278982 u = international ohms. 
When the spherical bulbs are fitted to the ends of the tube, 

and the whole filled with mercury, if r is the mean radius of the 

tube, and г, 7. the mean radii in centimetres of the terminal 

sections, the resistance at 0° C. between the potential leads is 


! i * 
: | L? T+ 72 
0:001278982 = | "m 0:80 7? ( Ti Ta ) international ohms, 
TN | L 
correct to 1 per cent. of the added resjstance— 


0:001278982 © | 0:80 /? (^ teg 
W ‚ 71 72 
* The end correction factor is given in these formul g the 
value is, however, subject to amendment. Mo aa 


The electrical measurements are to be carried out at 0? C., the tube 
and spherical vessels being surrounded by melting ice and about 
15 centimetres below the upper surface of the ice. The connecting 
wires employed for the current and potential leads must be thin 
the flow of heat through them to the mercury being insufficient to 
warm the mercury во as to produce appreciable error. 

The insulation resfstance between the mercury column and the 
ice surrounding the tube must not be less than 10,000,000 ohms. 
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Fie. 1.—Scorr & Mounrain 350 н.р, Mm AND Тап, HAULAGB. 


The current employed in comparing the mercury resistance with 
other resistances shall be limited by the condition that-the mercury 
shall not be warmed sufficiently to produce Appreciable error. 

The mean of at least five tubes must be taken to determine the 
value of the mercury unit. 

The mean of at least three fillings shall be taken as the value 
of the resistance of a tube. mE | 

Specifications 


the international, ampere, and for the preparation of the Weston 
cadmíum standard cell, are also given, generally similar to those 
published in our issue of August 16th, 1907. 


—— MÀ 


A LARGE HAULAGE GEAR. 


A LARGE number of mining engineers visited the works of Messrs. 
п Saturday last, for the purpose of seeing 


Ernest Scott & Mountain o 


Fias, 2 AND 3.—ELEVATION AND PLAN OF Scott & MOUNTAIN 
| HAULAGE Gan. 


for the practical application of the definition of 


at work a large main and tail electrically. 
driven haulage, which has been built to the 
order of Messrs. Pease & Partners for their 
Loftus Miner, and which is to be driven 
by three-phase current taken from the 
mains of the Cleveland and Durham Elec- 
tric Supply Co. 

The haulage gear, as will be seen from 
the accompanying figs. 1, 2 and 3, con- 
sists of two drums, each 6 ft. dis 
meter x 32 in. wide, which ran loose on 

а shaft, 11 in. diameter, between two 
EN, bearings, the journals of which are 10 in. 
Б, diam. x 15 in. long. A third bearing of 
r2 the game size carries the outer end of the 
haft to support the large spur wheel. This 
latter wheel is keyed to the drum shaft and 
is driven througk double-reduction gearing 
by а alip-riog three-phase motor of 350 нр. 
capable of working up to 400 н.р. for short 
periods, and is thus one of the largest—if 
not the largest main and tail haulage gear 
ever constructed. The motor is designed 
for 2,750 volte pressure and 40 cycles, and 
R P.M. while the rope speed of the drums is 
following are the principal dimensions :— 
Drums.—Diameter on tread, 6 ft. . 
Revolutions per minute, 38:5. 
Rope speed, 9 miles per ‘hour. 
Diameter of rope, 1 in. | 
Diameter of brake path, 7 ft. 6 in. x 6 in. wide. | 


runs at a speed of 345 
9 miles per hour. The 


Diameter of shaft, 11 in. 
Diameter of bearings, 10 in. X 15 in. long. 


Gearin Diameter of second motion shaft, 9} in. 
Two bearings, 8 in. diameter x 12 in. long. 
Diameter of first motion shaft, 64 in. | 
xs bearings (including motor bearing), 6 in. x 20 in. 
| ö long. * 
Main Gear.—Spur wheel, cast-iron, 75 teeth, 4 in. pitch. 
Pinion, cast-steel, 19 teeth, 4 in. pitch. | 
ш in spur wheel, machine-cut, cast-steel, 65 teeth, 
| n. pitch. | 
, Motor pinion, ditto, 30 teeth, 24 in. pitch, 


| Motor.—Three-phase 350 U. P., 52 in. diameter x 16 in. wide. 


box 

Each drum is driven by means of a Hall's friction clutch, which 
consists of a mild steel strap lined with wood blocks, as will be 
seen on the right in fig. 1, taken from a photograph of the 
gear as erected in the shop. This Strap is fixed. by means of 
a strong bracket to the drum side at one end, and to а movable 
arm pivoted to a bracket also. connected to the drum aide 
at the other end, The movable arm is coupled by means of 
rods and levers to the hand wheel on top of the 
pillar shown in the front of fig. 1. The strap embraces 


a friction wheel keyed to the shaft, and consequently as the hand- 

е strap is gradually tightened until the load is 
starting, the clutch is allowed to slip until 
up, and the main or tail drum, as the cate 
e, and the set gets into motion, when the 


wheel is turned th 
slowly started. After 
the ropes are tightened 
may be, begins to mov 


Tic. 4.—CoWTROLLER FOR 350 н.р. ELECTRICAL HAULAGE GRAB. 


strap is further tightened, and the slipping reduced until the rie 
is running at full speed. The object of this arrangement ha 
prevent the constant stopping and starting of the motor, оа " 
massive controller is provided to start the motor under full lo * 
necessary. In ordinary working, however, the motor and ei im 
constantly running, and either the main or tail drum is swing 
the friction clutch. . Each drum is provided with a powerful 
brake, controlled by foot levers near the clutch pillar, as roger 
Whilst the above method of starting the drums may ш Ап 
‘satisfactory when everything is working smoothly, yet it 0 thé 
happens tha ¿hings go wrong and it becomes necessary to stop 
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Fig. 5.—Two VIEWS OF THE CONTROLLER AND RESISTANCE ARRANGEMENT. 


motor and to start up again under full load, . 


:e %% nene m 
a | | and farther, it may be necessary to run at a 


lower speed, which at once introduces a 
serious difficulty, as experience has shown 
that to start and regulate the speed of such 
large three-phase motors is not an easy 
matter. The ordinary drum-type controller 
is most unsatisfactory, even when immersed 
— — in oil, and large liquid controllers demand 
S | considerable attention and are expensive in 
SS -np-keep. In order, therefore, to overcome 
1 


H 
М | 
х : 

М: 


these difficulties, а new pattern reversible 
controller has been specially designed to 
enable the motors to be easily and smoothly 
started, and to give a 50 per cent. speed 
regulation continuously at full load, and 
also for running dead slow. 

The controller is shown in fig. 4, and 
the arrangement of the controller and re- 
sistance boxes is sbown in fig. 5. The controller consists 
of three sets of 16 quick-break and  quick-make knife 
switches, each operated by a cam fixed to the central spindle. 
The switches, therefore, are out of the control of the operator, and 
cannot be held in an arcing position. The whole apparatus is 
enclosed in a strong cast-iron case, with a wrought-iron oil tank 
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TH HESISTANCE REMOVED. 


suspended below, in which the switches make and break contact. 
At the front of the controller, and suspended in a pit below the 
floor level, is the reversing switch, also immersed in oil, and 
operated by a quadrant near the controller hand-wheel The 
quadrant is interlocked with the hand-wheel, so that it can only be 
operated when the latter is in the off position and the motor at 
rest. This switch is saown in fig. 6, and the reversing is done by 
crossing two of the phases. 

Alongside the oontroller are placed three resistance tanks— 
one for each phase—the resistance being self-contained and 
immersed in oil contained in the tank. Fig. 7 shows the resist- 
ance removed from the tank. In order to keep the oil cool the 
resistances are provided with a system of copper pipes through 
which cooling water is pumped. This latter is practically a neces- 
sity where large amounts of energy have to be dissipated, in order 
to keep the dimensions of the resistances down to a minimum. 

In addition to the above, Messrs. Scott & Mountain also have an 
order for another three-phase motor of 350 H. p., for the same firm, to 
drive an existing haulage by rope gearing, and which was also on 
view. This can be seen in fig. 8, which shows the erecting shop, on 
the left immediately below the large haulage gear, while in the 
front on the right will be seen a 250-K w. tbree-crank high-speed 
engine and three-phase alternator, with direct-coupled exciter. The 
rope-driven haulage motor is provided with a King's friction 
clutch, which consists of two wood-lined straps, working on a rim 
cast with the rope pulley, and which are tightened by means of 
right and left-hand screws, operated by levers, and a sliding boss 
on the shaft. This motor is supplied with current at 2,500 volts 
pressure and 40 cycles, and is provided with a reversing controller 
as described above. 

Fig. 9 shows the stator of a 1,000-x.v.a. alternator for the 
Coltness Iron Co., which is to be driven by a gas engine supplied 
with blast-furnace gas, the windings having been specially treated to 
protect them from gas fumes. The revolving field is mounted on 
the crankshaft of the engine and weighs about 14 tons, the complete 
weight of the alternator being about 30 tons. The machine is to 
generate three-phase current at 2,500 volta pressure and 25 cycles. 

Several other machines in course of construction. were also shown 
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to the visitors, among which were two large three-throw pumps, 905-6. » Е 
one for Swanwick collieries having rams 12 іп. diameter br 18 i “ i „% 
stroke, capable of delivering 700 gallons of water per minute Textile es. >. £1,660,000 1,516,000 1,755,000 
| against a head of 540 ft., and arranged for rope drive from Steam engines and parts ... 669,000 874,000 918,000 
| а 150-н.р. three-phase motor, and the other designed for Electrical - - 158,000 180,000 198,000 
| ‚ 760 gallons of water per minute against a head of 700 ft., the rams Mining E et 50,000 42,000 52,000 
| | | | | Other sorta... ... l.. 747,000 1,248,000 1,467,000 
Total. i , £3,284,000 £3,860,000 £4,390,000 


TE S A8 P "P Р " 

The steady increase under all heads emphasises the growing 
industrial activities of the country. The figures for 1907-8 mark 
a total advance of £530,000, equivalent to 13°7 per cent. on the 
figures of the previous year. Bombay continues the premier port 
of import with а share of 44°7 per cent., and an increase of 
£242,000, chiefly under textile machinery. In Bengal the features 
of the year were increased demand for steam engines for mill work, 

articularly jute mills, pumping, and mining machinery, and in 

there were marked increases under electrical and textile 
heads. The values of imports into the five principal maritime 
re and the percentage of total imports during the year, were 
as follows: 


Bombay ... - ..  £&1,961,000 447% 
Bengal ... ae к 1,773,000 404 % 
Madras ... T — 295,000 07 
Burma 229.000 57 % 

2˙3 % 


— | | | | | 
The progressive expansion: in the imports of railway material 


continues, and the figures have again attained the highest level on 
record. In the last five years they have been as follows: 


1903-4, 1904-5. 1905-6. 1906-7. 1907-8. 
£3,758,000 3,744,000 4,493,000 5,662,000 £6,592,000 


Sind Е m 100,000 


| | d у i ~~ А 1 Ine increase in the twelve months under review is equivalent 
; a 7} a cp A S td 16˙4 per cent. These figures include rolling stock, and comprise 
S imports for private lines 44, 800, 500 (as against 22,772, 200 in 

| " ae 1906-7), and for State railways.£1,791,000 (as against £2,889,600 in 
i Ё 19 , | | - | : : 1906-7). Detailed comparisons with the totals of previous years 

: FO. 9.—SnaroR ғов 1,000.-&:v.A.. ALTERNATOR,” . are vitiated by the transfer of railway administrations from time to 
NET ү | Tu К ы Ми time from one to another class. It may be noted that during the 


10 "LET ы 97 
a 


` 


EE | Иб. са twelve months 08516 miles of railway were opened, while 2,457 16 

being 12 in, diameter by 15 in. stroke. Among the steam gene- miles were under construction or sanctioned on March 31st, 1908. 

rators were two compound enclosed steam engines of 370 -B. H. P., On the same date the total length of line open in India was 
coupled direct to three-phase alternators ot 250 K w., 600.voltaand 30,286:65 miles. DUE, 

40 cycles, running at a speed оЁ 343 в.р.м., the steam pressure With regard to the trade in copper, the report states that not 

being 145 lb. per sq. in., for the Newbiggin Coal Co. p since 1887-8, when the Société des Metaux had temporarily 

Other work in progress includes various haulage gears for both cornered the world market, has the price of copper been 30 high as 

main and tail and endless rope systems, three-throw pumps, hori- at the beginning of 1907, and.this was chiefly due to the manipuls- 

L᷑ontal centrifugal turbine pumps and a vertical centrifugal direct tion of powerful operators in America, who succeeded, by increasing 

 @lecérically-driven pump for sinking or unwatering shafts. . = е output of the mines and offering diminishing quantities for sale, 

as nma | - О to create the impression that, consumption was ‘outstripping produc- 

| 1 $ og tion. When the accumulation of an enormous „stock was 

| NE disclosed, at а time of great. monetary stringency, the effect upon 

— prices was sensational, and the year, which had opened with Chile 

; | bars at £106 10s. per ton, closed with a quotation of £60 15s. The 

Indian demand for the metal is comparatively small, in fact, 

less than th annually of the world's estimated production. The 


| BUSINESS NOTES. advance recorded in the importe of the year 1907-8 ghould be 
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attributed to the extending use of electricity in India rather than 
to any intensification of the demand for the metal for domestic 


| | | utensils, which is peculiarly sensitive to the елеси re S 
$67 Consular Notes.— ECUADOR.—A contract has been adversity.” Wrought copper represents 82 per cent. of the 
Н кебі into between William L. Rossell, an American subject, and copper imports. It increased in quantity by 91 per ree 
Ж the Government of Ecuador, whereby the former agrees to establish actnal-receipts amounted to 258,897 cwt., valued at £1,193, 
Lr telephonic communication between Quito and Guayaquil and the compared with 197,416 cwt., valued aer e t g 759 ew 
od intermediate towns, and to establish systems in the towns themselves. Do ae PEN n P uantity and 
. For the space of 10 years Mr. Russell will receive a monthly subven- 09,220, АВ 9 per Cn enin was received 
; tion of 2,000 sucres (sucre 28.) from the State, payment to begin as 279 per cent, in value, The bulk of the shipments Wi. vod 
, 800n asthe Quito-Guayaquil line is ready. In return the Government in the latter part of the year, when the E of рох ed cu 
are to have free use of the line, but if the number of calls exceeds the uu АНУ е ay кд аро {тош жуш "Eia potentialities a 
number to which 2,000 sueres per month would give the right, the дин ny an unprecedently large scale. ро operations 
Government will pay half.the fees for calls above that number. a producer of copper are yet to be seen. Mon desir Pini bas 
The concesion is to last fora period of 25 years, and during that are in progress аб Singbhum (Bengal) and diamond "ri 000 ft. 
period free importation of any material for the line will be Proved the persistence of the copper lodes to depthsof over. ient 
allowed, as well as exemption from State and municipal taxes. but it is still doubtful if their richness and thickness are Date 
The subscription for every telephone in the town is limited (05 очон to warrant the capital outlay necessary for ву 
sucses per month. | IN IE: 
Russta.—The Austrian Consul at Baku reporte that the importa- - | 
tion of electric: lighting and other Send Have found a good Book Notices.—Le Peron dAujourd "hui of, le he 
e. | „ . e. e 3 2 Е гісе — 
market, but electrie motors are imported almost exclusively from E Ss i of. Gu 2 uo ef ae noe the wel- 
Germany. The question of the electrification of the Baku tram- pamphlet Prof. Guarini, whose ello prod the natural 
ways, which has been under discussion for some years, came to the 5 . 0 condition of 
front again in 1907, and it would appear that the execution of . Coal there costs 
this project has been decided on, since: à large company, which ' е, he ascribes to the lack of motive power. он ater powers 
7 " К ы $ Е a 
proposes to install electric power for boring works in the naphtha 5 ir 1 5 . the author 
industry, has prepared a project whereby the municipality will be urges that these should be turned to account. In particular he 
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able to install electric traction on the tramways without the out- advocates th А : ilisation of the waters 
lay of any capital, and under very favourable circumstances. A of C area and volume, 
c»nsiderable demand will thus be created for electrical materials, but, being situated at an elevation of 3,800 m. above sea level, 
rolling stock, &c., necessary for the new system. possesses а potential energy of more than 21 million B.. Jenn. 


Ixpri.—The Review of the Trade of India in 1907-8 recently The lake hag no outlet to the sea, the inflow from the Cordillera 
issned states that the total of the various classes of machinery being balanced by evaporation from its surface; but it is estimates 
imported into India in the last three years were as follows :— that a continuous output of five million н.р. could be obtaine 


\ P 
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Unfortunately, to secure this, a tunnel through the mountain range 
40 km. in length would be required—a very formidable and siti 
undertaking. In spite of the author's able review of the enormous 
advantages to be derived from an abundant supply of electrical 
energy, we fear that for many years Peru will have to be content 
with the development of the many more readily available water- 
powers within ber boundaries. | 

Post Office Electrical Engineers’ Journal, Vol. I. Part 8. October. 
London: H. Alabaster, Gatehouse & Co.—This issue is quite as 
interesting as any of its predecessors, if not more so. The following 
are the titles of a few of the articles: The New General Post 
Office (King Edward's Buildings)" by E. W. Pettit ; the Cult of 
the Clerk," by T. B.; Тһе Localisation of Faults on Underground 
Cables" by Н. P. Brown; “Tapping on to Kroorstad: A 
Reminiscence of the Boer War," by J. H. B.; "The New Common 
Battery Exchange at Cardiff,” by T. Devereux; “ Development of 
the Post Office Long-Distance Trunk Exchange," by J. Stuart Jones 
and W. J. Medlyn; The Post Office Radio-Telegraph Stations at 
Tobermory and Lochboisdale,” by A. C. Booth; “The Effect of 
Wireless Telegraph Transmission on a Telephone System.” A 
small supplement gives a list of officials in the Engineering Depart- 
ment of the G.P.O., also the Indian Telegraph Department Station 
List, and the Staff List of British East Africa and Uganda. 

" Elementary Manual of Radio-telegraphy and Radio-telephony.” 
By J. A. Fleming. London: Longmans, Green & Co. 1908. 
Price 7s. 6d. net. 

Neues vom Löten.“ 
Society for the Promotion of Industry. 
Classen & Co. 


Extract from the Proceedings of the 
Berlin: G. m. b. H. 


"Proceedings" of the American Society of Civil Engineers. 


September, 1908. Vol. XXXIV, No.7. New York: The Society. 

Science Abstracts.” Sections A and B. September 25th, 1908. 

Vol. 11, part 9. London: E. & F.N. Spon. Price 1s. 6d. each 
t 


part. ^ 

“The Fixing of Rates and Fares." By H. Marriott. London: 
The Railway Gazette. Price 28. net. 

„Atti della Associazione Elettrotecnica Italiana.” Vol. XII, 
part 4. July and August, 1908. Milan: Rebeschini di Turati. 
Price 5 lire.—This number contains papers by Prof. Piola on 
magnetic permeability and on the resistance and reactance of a 
solenoid with iron core, and a paper by Prof. Artom on his system 
of radio-telegraphy. 


Underfeed Stokers.—The following orders for mechanical 
underfeed stokers have recently been received by the UNDERFEED 
STOKER Oo., LTD. :— 


Davey, Paxman & Co. (for Maidstone Corporation) 
Bahia Blanca Power Station .. a s «s 
Blackstone & Co., Btamford .. 

Hanshin Railway Co., Japan a xt 

City of Birmingham Electricity Department 

J. & P. Coats, Paisley .. a set аа 
Steamship Paris .. = 

Poplar потоп Council as ae be i 
Millaquin & Yengarie Sugar Co., Brisbane га ss 
Société Minere et Metallurgique de Penarroga, Spain 
Calcutta Tramways... i ee es ae ЛЬ 
Mines de Lens zi ds 

Strassburg Electricity Works. 
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Catalogues and Líists.—DrwHunsTS ENGINEERING 
Co., Lro., Attercliffe Road, Sheffield.—Illustrated descriptive 
circular relating to their Aqua-Drainer” and steam trap. 

Messrs. J. Влавнлу & Sons, Lro., Batley.—Small pocket price 
list of wrought-iron pulleys and cast-iron belt and rope pulleys. 

Тнв ELTOTRIC Construction Co., Lro., Bushbury Engineering 
Works, Wolverbampton.—New leaflet (A 306), in which they give 
a brief descripticn, with illustration, of their E.C.C. haulage gears 
for underground work. 

Ввїтїзн THomson-Houstor Co., LTD., Rugby.—Finely illustrated 
16-page pamphlet entitled “ Electricity in Rolling Mills," wherein 
they summarise the advantages of electric power in this connection, 
and describe their motor-generators, switchboards, p.c. mill motors, 
controllers and other equipments for such operatione. , 

Mason’s Gas Power Co., Lrp., Alma Works, Levenshulme, Man- 
chester.— New catalogue consisting of a number of well-printed 
sheets in expanding binder, describing the Duff single and 
coupled cell gas producers, bituminous coal. gas power plant, “ Wear- 
dale" furnaces, and combined Duff” gas producer and forging 
furnace. A large number of diagrammatic illustrations appear. 

Messrs. E. Broox, Lrp., Colne Road, Huddersfield.— Monthly 
(October) price list of single-phase motors in stock. 

E. M. F. Manuracturina Co., London.—An attractive show-card 
in colours, in the form of a large E.M.F. metal-filament lamp, 
informs all and sundry that these lamps are Sold here." 

Messrs, ManPLES, LEACH & Co., LTD., Adnil Buildings, London, 
E.C.— Stock list of 4 c. and p.c. motors, with prices of same. 

Messrs, Ferranti, Lro., Hollinwood.—New catalogue (44 pp.) 
produced in most admirable style, giving descriptions, capital 
half-tone illustrations, and very clear diagrams of connections, of 
their various alternating-current meters. Notes on testing, 
adjusting and installing are given. Some views of different 
departments at the works appear at the end of the book, with a list 
of electricity supply authorities to which Ferranti a.c. meters have 
been supplied. 

. Messrs. Jonnsom & Рниллрв, Lro., Charlton.—Two new price 
lists : one dealing with continuous-current motors and starters, and 
Giving prices for protected, ventilated, and enclosed type motors, 
either series, shunt, or compound wound for 110, 220 and 440 volte, 
and also prices for the spare parts and armatures, and shipping 
specification for each size of motor; the other is a price list dealing 
with the various materials required by electrical contractors and 


engineers who have to handle cables in the course of their business. 
Both price lists are coded. 
Tug CAMPBELL Gas EN Co., Ітр., Halifax.—Two catalogues 
have recently been published by this company. No. 1, in the course 
. of some 24 pages, gives some faultlessly executed illustrations with 
. tabulated sizes, code words and prices, aleo descriptions, of their 
* Campbell" gas engines and suction gas plants, both ordinary and 
electric lighting types. No. 2 (of 32 pages) describes the general 
details of construction of the Campbell" horizontal producer-gas 
engines, and illustrates all the various parts. 


і 


Trade Announcements.—The manufacturing business 


. of the Johnson-Lundell Electric Traction Co., Ltd., and the 


- freehold factory at Southall, fully-equipped with plant, machine 
tools, patterns, drawings, &c., have been purchased by the J. L. 
ManuraorUBING Co., LTD., who will now continue to manufacture 

under licence, the patent “Jobnson-Lundell” laminated field 
motors and dynamos, and will carry on a general electrical engi- 
neering business. 

Мв. Т. L. WALKER, electrical engineer and contractor, has 
removed to 216, High Street, Bangor, N. W. СК 

Мв. Joun T. Мслхѕн, of Mesars. Hardy & Padmore, Ltd., 
ironfounders, Worcester, has found it necessary, owing to the 
development of the firm’s business in electrical trade castings, to 
confine his attention to this department in London. His address is 
32, Hornsey Rise Gardens, N. 

Мв. G. BBauLIK has taken large and commodious additional 
premises at No. 8, Lambeth Hill, E.C., adjoining his present offices 
‚ and warehouses. | 

Мв. Jas. E. Lea, of 28, Deansgate, Manchester, announces that 
from the present month his business will be known as the Lea 

Recorder Co. | 

Messrs. Ово. Piaaorr & Co. have changed their name to the 

Piggott Electrical Co., and their address to 24, New Bridge Street, 

Е.О. Telepbone No., Holborn 2208. They have now opened stores 

for Turner electrical elevators, and Imperial conduit tubes and 

. fittings, for which they are agents, for the convenience of London 
cliente. . | 

_ Messrs. Pereg Ноокев, LTD., have purchased and taken over 
from the liquidator of the Newall Engineering Co., Ltd., the entire 
plant, stocks, patents, and goodwill of that company’s business in 

limit gauges, measuring machines, micrometers, surface plates, and 
other products, established now for about seven years. They will 
continue same as a department of their own business under the 
name of the Newall Engineering Co., at their works, Blackhorse 

Lane, Walthamstow, London, E.C., as soon as removal from 

Warrington can be effected. The new factory will probably be 

equipped and running in about two months, but, to avoid delay in 

the execution of orders, they will carry on business at'the above 

Warrington address until this time has expired. 


— 


Meeting of Creditors.—THR ELECTRICAL INSTRUMENT 
MANUFACTUBERS, LTD. Freezywater, Waltham Cross, Hertford- 
shire.— The first meeting of creditors herein was beld on the 2nd 
inst. at the offices of the Official Registrar, 14, Bedford Row, E.C., 
before . Mr. Cecil Mercer, Provisional Liquidator and Official 
Receiver. Having dealt with. the proofs, the chairman said that 
no statement of affairs had been filed. It seemed, bowever, from 
the estimate of one of the officials of the company, that the 
unsecured creditors amounted to about £1,200, and the assets to 
£121, but these were covered by debentures. It appeared from the 
statement that the statutory questions answered by Mr. Thomas 
Ward, managing director of the company, and lodged on behalf of 
the company, that the company was formed about the year 1904 
with the object of carrying on the business of electric instrument 
makers, the registered offices of the company being at Freezywater, 
Waltham Cross. No prospectus was ever issued to the public. The 
nominal capital of the company was £5,000, divided into £4,000 
ordipary shares of £1 each and 100 founders’ shares. No capital 
was offered for further subscription. The vendor of the business 
to the company was Mr. Thomas Ward, апа the amonnt of the 
purchase price was £2,000, payable and paid in shares. The pro- 
perty acquired was the lease and goodwill, plant, machinery and 
utensils. Mr. Ward, it appeared, had previously purchased the 
property from the Receiver for the debenture-holders of another 
company. The company had no working capital. About two years 

. ago debentures were issued to the extent of £500 to keep the. com- 
pany going. It was finally agreed to adjourn the meeting to enable 
& proper statement of affairs to bé filed, | 


LIGHTING and POWER NOTES: 


Clayton-le-Moors.—The U.D.C. has passed a resolution 
assenting to Accrington T.C. applying in its name and on its behalf 
for a prov. order for E.L. : | 


Cleethorpes.—The U.D.C. has decided to ask the 

' B. of T. to grant an amended E.L. Order in place of the existing 

` опе, which expired in October. The Council is prepared to carry 
out an amended scheme, 
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Continental Notes,—ITALy.—The authorities of the 


province of Como have lately granted a concession for a plant to be 
put down at Miniera to utilise the water power of the river Trallo 
in the generation of électrical energy for lighting and power 
purposes. | 


An application has been made to the authorities of the province 
of Girgenti for a concession to put down a plant to utilise the water 
power of the river Sori-Verdura, at Ribera, in the generation of 
electrical energy for lighting and power purposes. 


Norway.— The company which runs the 40,000 н.р. hydro- 
electric station, near Notodden, for the manufacture of atmospheric 
dedi d according to the process of Birkeland and Eyde intends 
shortly to increase its capacity to 200,000 H. p. The works at present 
manufacture nitrate for the textile industry, and the enlarged 
operations have in view the manufacture of nitrates for agricul- 
tural purposes and of sulphuric acid. The existing equipment 
consists of four 10,000-kw. generators, and has given satisfactory 
results, while the output, notwithstanding the steadily rising pro- 
duction, has been very advantageously disposed of. 


In connection with the purchase by the Badiscbe Anilin und 
Soda Fabrik of the Matre River at the end of the Mas Fjord, 
between Bergen and the Sogne Fjord, the Bergen journal 
Morgenavisen of September 26th contains an announcement to the 
effect that a company named the Aktieselskab Matrefaldene, whose 
objects are stated to include the working of present and future 
property in Mas Fjord and neighbouring places, including the 
erection of factories, &c., has applied for registration in the district 
of Nordhordland. The seat of the company is to be st Matre. The 
capital of the company, which is understood to practically repre- 
sent the German firm above referred to, is given as amounting to 
10 million kroner (about £556,000) in 1,000 kroner shares. The 
directors are three Norwegians. In the same oonnection the 


Morgenavisen adds that the registration is also. expected shortly of. 


another company, the Aktieselekab Tyinfaldene with a capital of 
12 million kroner (about £667,000), and that one of the three 
directors of the Aktieselskab Matrefaldene has left Bergen with 
engineers who have been planning works at the Matre and Tyin 
Falls, to make arrangements in connection with the properties 
which have been acquired by the German firm, and for which the 
latter is reported to have now obtained a concession from the 
Norwegian Government.— Board of Trade Journal. 


DENMABK.—The authorities of the Municipal Central Electric 
Lighting Station in Copenhagen have lately acquired a 5-ton petrol 
motor tip-wagon which is to be used for the transport of coal from 
the docks to the generating station. 


Coventry.—Sanction has been received from the L. G. B. 
to the borrowing of £23,828 for mains, transformers, services, 
motors and meters. | 


Dudley.— The T.C. bas revised the charges for elec- 
tricity as under: — Shops, 3d. to 321. per unit, according to con- 
sumption; private houses, hospitsls, hotels and clubs, 22d. to 
3d.; theatres, 34d.; places of worship, 33d.; power and heating, 
1d. to 14d. 


Grcenock.— From the annual report of the Corporation 
electricity department just issued, it appears that the total length 
of cables in the burgh is 116 miles. The capital account increased 
during the year from £122,377 to £149,757. The unite sold show 
an increase of 41 per cent. for private lighting and power, and a 
decrease of 15 per cent. for traction. The total output was 
3,275,018 units. The number of consumers has gone up to 739, 
while the motors in use equal 4,300 н.р. The gross profit on the 
years working was £8,967. The average price for electricity is 
lower in Greenock than in any other Scottish town. | 


Liverpool.—The final report of the Corporation's con- 
sulting engineer (Mr. A. B. Holmes) on the four Westinghouse 
turbo-alternators at the Lister Drive power station has been issued, 
from which it appears that as originally supplied, the two 1,600-Kw. 
macbines ordered in May, 1903, and the two 2,000-kw. machines 
subsequently;ordered in December, 1904, did not falfil the contract 
conditions as to steam consumption. By arrangement with the 
makers, bowever, all the turbines have been partly rebuilt, and the 
first two alternators modified so as to give the Corporation four 
similar 2,000-K w. sets, which bave subsequently fulfilled the steam 
consumption guarantees. Mr. Holmes points out that the recon- 
struction has been carried out under great difficulties, and he does 
not consider, under the circumstances, that the specified penalties 
for delay should be enforced. 


The Liverpool scale of charges for electrical energy is attracting 
considerable attention at the present time; it is pointed out that 
the rate of 2d. per unit for the first 3,000 unite, 14d. per unit for 
the succzeding 7,000 units, and 1d. per unit for all additional 
energy, compares unfavourably with the rates of neighbouring 
towns. 


London.—STEPNEv.—The Finance Committee have 
applied to the L. C. O. for a loan of £7,000, as a supplemental esti- 
mate, towards defraying the cost of the erection of the generating 
station at Blyth's Wharf. As the new station will not be ready to 
supply energy during the ensuing winter, it bas been decided to 
obtain a supply from “a contiguous undertaking” for a sum of 
£100, conditionally, the Council to carry out the work of linking 
up the maios. and paying a further sum of 2d. per unit for each 
unit actually taken. 


LaunRETEH.— The B.C. General Purposes Committee objecting to 
the purchasing powers proposed to be conferred on the L.C.C. by 


tbe London Electric Supply Bills on accóunt of its effect on the 
В.С.’ power of purchase of the South London Electrical Supply . 
Undertaking, has decided to lodge petitions against the Bills. | 


- Rochdale.—The Electricity Committee of the T.C. has 
decided not to make any alteration in tbe charges for electricity 


kor lighting, but to allow discounts as under: — Accounts below £5, 


24 per cent.; £5 and below £10, 5 per cent.; £10 and below £20, 
7% per cent; £20, 10 per cent. | 


Stockport.—The T.C. has received from the L.G.B. 
sanction to a loan of £10,500 for electricity purposes. 


Stoke-on-Trent.—At a meeting of the D. of G. on 
October Ist the consulting engineer submitted a report, showing 


that the cost of producing energy at the Workhouse was 1:634. per 


unit. 


Tasmania.—The question of extending the Launceston 
municipal electrical plant is receiving attention, the demands on 
the present generating station having grown almost beyond its 
capacity. The city engineer and city electrical engineer bave been 
called on to report on suitable schemes, several of which, both 
hydro-electrical and steam, have been suggested. 

The Council’s powers amount to £160,000, and £170,000 has 
already been spent. 


Turton (Lancs.).—The U.D.C. bas decided, on the 
advice of its Parliamentary agents, to apply to the B. of T. for a 
provisional order for electric lighting. 


Wedmore.—The Axbridge R.D.C. has given consent for 


the erection of overhead wires at Wedmore by the Wedmore E.L. 


| Co., which is establishing electricity works at that place. 


Wednesbury.—The Lighting Committee of the Cor- 
poration has received from the B. of T. a copy of an award provid- 
ing that the electric mains of the Midland Electric Corporation for 
Power Distribution, Ltd., shall be laid under the roadway, and not 
under the footway. The consent of the Board has been received to 
the placing by the Corporation of an overhead line for a distance of 
about 1} miles along Trouse Lane and Darlaston Road for the eupply 
of electricity. Notices have been received from the Midland 
Electric Corporation for Power Distribution, Ltd., of their intention 
to open certain roads for the purpose of laying electric mains and 
works in connection therewith. | 


Wimbledon.—An agreement has been approved between 
the Corporation and the Foster Arc Lamp and Engineering Co. 
for а supply of energy to the company’s works in Hill Road, at 
13d. per unit, the minimum consumption to be 20,000 units per 
annum. 


Worthing.—In presenting the half-yearly estimates at 
the meeting of the Т.О. on Monday, Alderman White announced 
that the electric lighting account was about £215 better than they 
had expected, and that although they would be paying £350 leas 
for public lighting during the next six months than they paid 
last winter, it was estimated that the adverse balance would be 


. reduced to about £65 at the end of the half-year. 


TRAMWAY and RAILWAY NOTES. 


Argentine.—Advices have been received from Buenos 
Ayres to the effect that it is feared that the Bill for the construc- 
tion of the underground railways in that city by the Buenos Ayres 
Rosario and the Buenos Ayres Western Companies will not be 
passed by Congress, owing to the opposition of the municipslity.— 
Financial News, 


Belfast.—At the monthly meeting of the Corporation, 8 
long discussion took place as to the state of the permanent way of 
the tramways, and the big expenditure in upkeep. The cost of 
upkeep was said to be £133 per mile, where it should only be 
about £10 per mile. It was stated that last year the outlay оп 
the track was £3,000; this year it would be about £5,000, and 
probably £10,000 next year. 


Blackburn.—It was decided by the T.C. on October 1st 
that the tramway extensions authorised by the Blackpurn Corpora- 
tion Act, 1908, with one exception, be proceeded with. 


Bournemouth.—An animated discussion took place in 
the T.C. on October 6th on the questions arising out of Major 
Pringle's recent report to the B. of T. on the fatal accident on 
May lst. It was decided by 18 votes to 14 to adopt the Tramways 
Committee's recommendation that Mr. J. B. Hamilton, general 
manager of Leeds City Tramways, be appointed to advise ав to 
what alterations, if any, it was necessary for the Council to make in 
the organisation and working of the tramways system. 


Continental Notes.—ITrary (Sicry).—A concession 
has been granted by the Italian Government to the Societa Elet- 
trica della Sicilia Orientale (of Milan) for the appropriation of 
water from the River Cassibile for a term of 30 years, for the 
generation of electric power. The objects of the Societa are to 
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sup ly electric power for private enterprises, and to construct and 


work electric tramways between Syracuse and scme of the towns 
in that province. The necessary outlay for the purchase of plant 
and the construction of canals and reservoirs is estimated at two 
million lire. The work isto be completed by the end of 1909.— 
Board of Trade Journal. í i 

Russia. -A 300-н р. Diesel engine and generator is being 
installed at the central station at Ekaterinodar of tbe Société 
Generale de Tramways et d’Applications d'Electricite (Russie). 

GRHANY.— The new section of the Elevated and Underground 
Railway, from the former terminus at the Potsdamer Platz to the 
centre of the city, was opened on October Ist. The line is in the 
form of a shallow subway beneath the roadway, and has three 
stations at busy centres. 

The Baden Government is considering the reconstruction of the 
railway from Karlsruhe to Gottingen; it is proposed to substitute 
single-phase working with a trolley pressure of 8,000 volts for the 
present 550-volt direct-current system. | 

Евлнсе.—– The brakes of an electric car failing on a steep hill at 
Brest recently, the car jumped the rails and overturned, ten persons 
being injured. 

Darlington.—At a meeting of the T.C. on the Ist inst., 
the Finance Committee recommended (having regard to the pro- 
vision of a larger fund for depreciation on the light railways) that 
from March 31st last, and until the Council should otherwise 
determine, instead of the interest on loans now outstanding being 
allowed to decrease £68 each year, that amount be added to the 
liquidation instalment, and that the tota] made up of interest and 
liquidation be maintained at the same figure as it stands at pre- 
Bent, viz., £4,335 58., until the loans are repaid. This will diminish 
, the period of repayment from 40 years to 29 years. 


Eastbourne.— On the question of motor-omnibuses, 
Councillor Neidermayer recently moved an amendment that £250 
should be expended in converting one of the petrol 'buses to electrio 
driving, with a view to improving the present service. The motion 
was lost on the vote. | 


Glasgow.—The T.C.’s Committee on Tramway Works 
and Stores has had before it a statement by the general manager 
as to suggestions in the report by Colonel Yorke, of the Board of 
Trade, on the tramway acoident at High Street in January—when 
two lives were lost and several persons injured—and hss recom- 
mended (a) that furtber consideration of the question as to the 
method of operating the brakes on the cars be continued; and (b) 
that all the cars be fitted with additional devices for sanding the 
tramway rails as now proposed by the manager. 

The T.C.'s Sub-Committee on Tramways Works and Stores bas 
recommended that the Corporation offer £6,000 for the ground 
aie the car depot at Maryhill, for the purposes of depot 

nsion. 


Isle of Man.—An inquest was recently held in con- 
nection with the fatal ccllision between an electric and a horse car 
ata level crossing in Ramsey ; the evidence exonerated the electric 
tramway company from blame, but recommended that a flagman 
should be employed at the crossing. 


Leeds.—The construction of the Yeadon and Guiseley 
tramway is to be proceeded with during the ensuing winter, as well 
as the extension from Horsforth to Guiseley. The Board of 
Trade's sanction is sought to tbe construction of a double line of 
tramways in Sovereign Street to connect the existing tramways in 
Neville Street and Briggate. | "E 


Liverpool.—0On Thursday last week, an experimental cer- 
vice of “first-class cars was inaugurated on the Garston route for the 
benefit of those who are prepared to pay double fares. The new 
service has not escaped criticism, a suggestion being made in some 
quarters that it was an indication of snobbishness to have a dis- 
tinction drawn in the classes of tramcars; other citizens hold the 
reverse view just as strongly, and contend that if they desire to 
travel at increased rates in Corporation tramcars, they are entitled 
to claim the facilities. Eight cars, painted light blue and white, 
and bearing notices above the doorways informing all and sundry 
that they are special cars, are in uge. The seats are upholstered in 
dark blue plush, the other decorations being of white and gold. 
Beating accommodation is provided for 58 passengers instead. of 
64, and in every way an endeavour has been made to satisfy the 
wealthier travellers’ comfort and requirements. 


London.—Owing to the fusing of some control switches 
at the Lot's Road power station, caused by a surge in the н.т. mains, 
the whole of the railways and tramways supplied from that station 
were shut down for two hours on Saturday afternoon last. The 
lines affected were the District Railway, the Piccadilly and 
Brompton, the Baker Street and Waterloo, and the Hampstead 
tubes, also the London United Tramways between Tooting, Wim- 
bledon and Kingston. Fortunately, no accident happened, 
although much inconvenience was caused by trains coming to a 
standstill in tunnels and by stationary cars on the tramways. 

_A meeting was recently held at the Westminster Palace Hotel, to 
discuss an extension of the electric railway from Wimbledon 
through Merton and Morden to Sutton. Owners of land and others 
interested io the district through which the railway would rur, 
have been approached and, if thought desirable, Parliamentary 
powers will be sought. According to the Daily Telegraph, a syndi- 
cate has been formed to construct a tube from Victoria and Charing 
Cross to the Orystal Palace via Peckham, Forest Hill and Upper 
Bydenham. It is stated that a Bill will shortly be deposited in 
Parliament, 


An outbreak-of fire occurred at the London United Tramways 
Brentford depót, on October 2nd, and necessitated the attendance 
of five fire engines, owing to a quantity of pitch being alight. 

À fire broke out on a Metropolitan electric train at Swiss Cottage 
station, on October 6th. The motor coach was enveloped in flames, 
which attacked a foot-bridge overhead and the platforms on either 
sidé. The fire, which is attributed to a naphtba lamp in the 
luggage compartment, was quickly subdued by the fire brigade. 

The Kensington B.C. has decided to forward to the L. C. C. the 
report of its Works Committee, opposing the proposal to extend 
the tramways from Battersea Bridge to Uxbridge Road, vid certain 
main roads in Kensington. | 

A number of summonses taken out by the Hammersmith B.C. 
against the London United Tramways Co. as a test case, were 
heard at the West London Police Oourt on the 5th inst. The B.C. 
claims that the company has not fulfilled its obligations in the 
matter of road repair. The magistrate decided that he had juris- 
diction in the matter, but that a case of such importance ought to 
be decided in a higher Court; he, therefore, adjourned the sum: 
monses sinc die, for that course to be taken. | 

L.C.C.— The tramways department bas arranged for its employés 
to have annual holidays: without loss of pay. The arrangement 
provides for annual leave of from six to two dase according to the 
period of service of the men, and as the leave occurs during the 
months from October to March, it is expected that tbe spare men 
will, to a large extent, find work during the winter months. 

The expert opinion, which it was understood would be obtained 
regarding the working of the Mile End tramways, which are 
equipped on the G. B.“ surface-contact system, appears now to be 
available, although it bas not been made public. It is understood 
that the President of the Institution of Electrical Engineers has 
reported on the matter, and indicates what steps are necessary to 
ensure the efficient working of the line. 

The Council is notifying the local authorities concerned that 
a echeme will shortly be prepared for the electrification, diversion 
and extension of the Tooley Street to Deptford tramway. 

An inquest on Henry Shipp, who died from sbock received in 
the collision between two cars in the City Road on September 20th, 
resulted in a verdict of accidental death, the jury, however, added 
that the driver lost his nerve, and, owing to want of judgment, failed 
io» apply the brakes properly. 


Rossendale.—Mr. J. K. North, manager, Mr. P. Maling, 
traffic superintendent, and part of the old company’s staff are 
working the Rossendale Valley tramways for the Rawtenstall Cor- 
poration, who took them over on October lst. The work of erect- 
ing tramway poles for overhead equipment for the new electrical 
system has been commenced in Haslingden New Road by the 
British Insulated and Helsby Co. The reconstruction of the 
Bacup Road and Haslingden New Road sections of the tramway 
will commence in a fortnight. 


Rotherham.— The Electric Light and Tramways Com- 
mittee of the T.C. has resolved that the Wellgate tramway be 
immediately extended from Mansfield Road as far as the corner 
of Badsley Moor Lane. | 


United States.—According to a trans-Atlantic con- 
temporary, the directors of the Illinois Central Railroad Со. 
resolved last month to bave a full investigation made of the 
question of electrifying theirterminals in Chicago. The most able 
experts in the country are to be secured to pursue this investiga- 
tion, and to prepare areport. The Western Electrician says that 
the company has been considering the question of electrification at 
various times for 15 years without taking definite action, except 
that it is believed that the comparatively new side-entrance 
suburban passenger cars are so designed that they can be converted 


into motor-cars at comparatively slight expense. The Illinois 


Central has eight tracks into its down-town terminal. There are 
two tracks for suburban-local, and two for suburban-exprees 
service, two for passenger trains, and two for freight. In addition, 
the trains of the Big Four," the Wisconsin Central, and the 
Michigan Central, run into Chicago over the tracks of the Illinois 
Central. 

A proposal has been made to construct a circular tunnel railway 
in Manhattan for dealing with goods traffic, much in the same way 
as is done in Chicago. If the Public Service Commission agrees, it 
is understood that a franehise will be applied for, 


TELEGRAPH and TELEPHONE NOTES. 


Ваһатав, — Тһе Colonial Report of the Bahama Islands 
for tbe year 1907.8,states that the revenue of the Telegraph 
Department was £1,248, and the expenditure £545. In the 
prcvious year the revenue was £1,258, and the expenditure £552. 
A total of 3,847 messages passed over the cable, of which 369 were 
to and from Great Britain. The total number in 1906 was 3,836, 
and in 1905, 4,119. As regards the telephone service, there are 
218 stations now in operation in Nassau and suburbs. 


Brazil.— The telegraph system is divided into 18 districts 
of at least 600 km. of line, each of which is controlled by a chief 
engineer. The system in 1907 was composed of 20,475 km. of line 
and 53,602 of wire. If the lines owned by railway companies be 
included the figures are 66,264 km. of line and 134,701 of wire. 
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There were 513 stations belonging to the Government, and includ- 
ing railway stations the number was about 2,000. The Government 
has concluded arrangements with the railway companies for united 
working. The rights of foreign companies are limited to cable 
stations, of which there are nine, and to stations along the Amazon 
River, making a total of 17 stations. All important centres are 
telegraphically connected. The Federal Government is under- 

the work of connecting the Amazon territory telegraphic- 
ally with the southern territory, but owing to the nature of the 
ground to be traversed the work will take a longtime. The length 
of the line will be about 2,000 km. The total telegraphic business 
of the country amounts to about 4,500,000 telegrams, containing 
67,500,000 words. In Brazil the telegraphic system is not regarded 
as a source of revenue to the Treasury, the main object of the 
Government being to facilitate as much as possible the use of the 
telegraphs, and to connect all the most distant parts of the 
Republic. Baudot instraments are being largely introduced, and 
are already in use between Rio and St. Paul, Bahia and Pernambuco, 
as well as between Rio and Rio Grand do Sul and other places.— 
Journal Télégraphique. 


New Telegraph Offices.—A new telegraph office has 
been opened in German South-West Africa at Bethonien, while the 
Great Northern Telegraph Co. announces the opening of new offices 
by the Chinese Administration at Taihu, Paoying, Ningywan, 
Tenghwangcheng, Haicheng, Takushan, Tatungkow, and the office 
at Antung has been re-opened. | 


Post Office Telegraphs.—There was a decrease of 3:9 
per cent. (not an increase, as stated in our last issue) in the number 
of inland telegrams transmitted last year; the fall was mainly 
noticeable in London, and is to be attributed to the increasing 

pularity of the telephone. The number of foreign telegrams 

ealt with, excluding telegrams handled entirely by cable com- 
panies, was 9,147,000, practically the same as in the previous year: 
During the year 39 licences were issued for wireless telegraph instal- 
lations, of which 37 were experimental, and two for private par- 
poses ; the number of installations covered was 58. The number of 
telephone trunk offices open was 551, compared with 533; 342 new 
circuits were opened, raising the total to 2,385 circuits, and 80,000 
milesof double wire. The capital expenditure on the trunk system 
during the year was £570,406, bringing the total up to £3,946,658 


Railway Telegraphists,—Notice has been given of 
reduction of wages to all men employed in the Telegraph Section 
of the Electrical Engineers’ Department of the Great Eastern Rail- 
way system, as from January 18 next. This is in reply toa demand 
for an increase, put forward in May last. 1 


_ Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED, . 
Port Arthur-Chifa ae oe ee ee Mar, 9, 1904 ae ee 
Assab-Massouah ee ae ЕХ n ee ee June 28, 1908 en ee 


Sitia-Rhodes | . Sept. 20, 1908 .. 


Telephone Agreements.—Last week the Postmaster- 
General sued Mr. J. Wertheim for £6 13s. 11d., for the. use of the 
telephone service for one year. The Assistant Registrar found for 
the plaintiff, but defendant's solicitor applied for à new trial, 
The defendant was a director of the Fan Publicity Co., Ltd., which 
took over thetelephone from him, and had paid for it subsequently, 
bat the Postmaster-General sued for the use of the telephone 
during a prior period. Judge Lumley Smith ruled that the 
defendant had not obtained his release from the agreement, and 
must pay the amount, with costs, the application for a new trial 
being refused. . 


Wireless Telegraphy.—The Journal Télégraphique 
states that Dr. Gustav Schneeli, Berlin, has issued a book dealing 
with wireless telegrapby and interoational rights, which the 
journal recommends all those who stady international law, and are 
connected with cable and landline and wireless telegrapby, to read. 
The journal states that already many questions of international law 
have arisen in connection with radio-telegraphy in times of peace 
and of war. In the first chapters of his book the author criticises 
the opinions already given by various authorities, explains the 
judicial aspect of the radio-telegraphic convention of Berlin, 1906, 
and deals with the question of the proprietorship of the air. He main- 
tains that a State has sovereign rights in the air over its own lands. 
By virtue of this right, resulting from the rights of preservation and 
defence, a State has the power to control not only radio-telegraphic 
waves emanating from stations on its own territory, bat also from 
those on foreign territory, and this right also extends to the air over 
territorial waters. The Doctor deals with all questions which may 
arise intimes of peace and war, and deals with experiences during the 
Russo-Japanese war. Other subjects dealt with are: Control, 
restriction and stopping of a wireless service, worked by a hostile 
or neutral party; apparatus as contraband of war; regulation of 
service in places occupied by a belligerent ; censorship applied by 
belligerents or neutrals ; involuntary interference with international 
service by reason of the use of wircless by a belligerent. The book 
can be obtained from Franz Vahlen, W9 Luikstrasse 16, Berlin. 

Тһе Post Office Circular announces that the wireless telegraph 
stations at Heysham Harbour and at Liverpool are open night and 
day throughout the year, while the station at Parkeston (Quay, 
Harwich, is open always excepting between 12 noon and 6 p.m. 
on Sundays. 

The battleship Hibernia left Devonport last week, with new 
circuits, fittings and instruments, to join the Channel Fleet in a 
cruise, during which it will carry out a series of experimenta] 
trials with the apparatus now supplied to ships of this class. 

Ме. Marconi is reported to have said that the work of duplicating 

he plant at Glace Bay and installing more powerful apparatus will 


switchboard, common-battery system and a 


be finished in three months, and that an overland wireless system 
across Canada will be installed. | { 

‚ An ement has been concluded between the Aberdeen Town 
Council and the Admiralty with regard to a new wireless telegraph 
station at Stoneywood, for a period of five years. | 


Wireless Telephony.—Experimente have been carried 
on recently at Portsmouth by Dr. Lee de Forest, in conjunction 
with the Admiralty, in telephonic communication between war- 
ships, and it is reported that successful results have been obtained 
over a distance of 50 miles. 


‚ CONTRACTS OPEN and CLOSED. 


: OPEN. 
" Australia.—ADELAIDE.—November 20th. The City 


Council requires tenders for the supply and erection, complete, of 
a refuse destructor, electric lighting plant for the ваше, ёс. 
Particulars may be obtained from the Agent-General for South 


Australis, 1, Crosby Square, Bishopagate Street Within, Е.О. 


. Мкгвопвнв.—Тһе Postmaster-General of the Commonwealth 
requires tenders for the supply and erection of installations for 
wireless telegraphy at the following places: — Launceston; King 
Island (Bass Straits); Flinders Island (Furneaux group); Mel- 
bourne. See “ Official Notices " September 18th. 

TASMANIA.— March 15th, 1909. Postmaster-General. Telephone 
tus for use at 
subscribers’ premises, Launceston. Specifications and particulars 
of general conditions can be inspected at the offices of the ELSO 
TRICAL REVIEW. | 
' MzaLBOURNE.—October 20th. 60: p.c. flame arc lamps for the 
Council. See “ Official Notices" October 2nd. т ` 


Belgium.—October 14th. Galvanised-iron wire, copper 
wire, cables, rods, screws, ironwork, iron bolts, porcelain insulators, 
&c., for the use of the Belgian Telegraph Administration. ‘The 
conditions, &c., may be obtained at the Bureau des Adjudications, 
Rue des Augustins 15, Brussels.— Board of Trade Journal. 


Bury.—October 23rd. Electric lighting of. the East 
Ward Council School for the Corporation. Bee Official Notices 
to-day. : N 


Cape Colony. November 18th. Dry cells in quantities 
from July 1st, 1909, to June 30th, 1910, for the Government. 
Information from Controller of Stores, G.P.O., Cape Town, to 
whom six sample cells should be sent. All tenders must be on 
printed forms supplied for the purpose. A fuller notice appeared 
in the Board of Trade Journal last week. 


Carlisle.—October 14th. Coal elevator, conveyor snd 
bunker at the Corporation electricity works. See Official Notices 
to-day. 5 | 


^ Qhile.—S4N Evcento.—November 2nd. Tenders de 
invited for the building and equipment of an electric central 13 
in this city. Address, Direccion Jeneral de los Ferrocariles à 

Estado. The State Railway likewise contemplates laying down 
three 300-Kw. generators at Santiago. Particulars from the Oficina 
Tecnica of the railway. 


Constantinople.—The Post and Telegraph Departmen) 
requires tenders for 8,500 miles 4-mm. steel wire, 15,000 Leclanch 
insulators, and 1,360 other insulators. A deposit of 10 per cent. 18 
to be made by a local agent. 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagasig, in accordance with specifications and plans that msy 
be inspected at the offices of the above Ministry at Cairo. 


France.—Paris.—October 13th. Multiple switchboard 
for the central exchange, Paris. Apply to the Sous-Secretaris 
d'Etat des Postes et des Télégraphes, Rue de Grenelle, 103, Faris 
before October 3rd. | 


Germany.—CorocGNE.—The municipality 18 about in 
invite tenders for the supply of four 3,000-z.P. turbines for the 
electricity works. ; 

HinscrunERa.— Tenders are about to be invited for the installation 
ot electricity at the municipal high school for girls, at a cost 0 
380,000 marks. to 

The municipal authorities of Bielingen, Baden, are about, 
invite tenders for the establishment of an electric power 
station in the town. 


Glasgow.—Relaying of cable at Ruchill Fever Hospital. 
City Electrical Engineer. | 


G. W. Railway.—October 20th and November 100. 
Stores for the G.W. Railway. See Official Notices „October 200. 


(Continued on page 607.) 
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WE can hardly conceive of there being 

Шш кеиш present in the Rusholme Buildings on 
Saturday last an electrical engineer with 

“soul so dead” that he failed to catch the Exhibition 
spirit. The activity and earnestness of exhibitors and their 
assistants, the energetic restlessness of the management in 
their efforts to see that everything was in proper order, and 
the general readiness, expectation and  hopefulness that 
seemed to possess everybody, augured well for a most success- 
fal ran. Before we say a word more concerning the show 
itself, we hasten to congratulate everybody who has con- 
tributed to the successful issue that has followed their 
labours of the last few months. It is, beyond cavil, a fine 
exhibition, and reflects great credit upon the organisers and 
business managers, the Committee and consulting engineers, 
the praise of everybody being especially given to Mr. S. L. 
Pearce, the city electrical engineer of Manchester, for the 
manner in which he has devoted himself unsparingly both 
night and day to the very important duties that have fallen 


to his lot. 
But we feel that, apart altogether from 


кы what they will gain as the trade result of 
their enterprise, there is also a meed of 
praise to be given to the exhibitors for the advanced state of 
their displays when the doors were thrown open on Saturday 
morning. Here and there, perhaps, the lily required some 
painting, and a number of the stands were not quite finished, 
but such work as remained to be done was accomplished by the 
evening, when, with the electric lights ablaze throughout the 
building, there was quite a brave show. In our opinion, the 
inside of the hall was as complete as at any important trade 
exhibition that we have ever visited on the opening day— 
perhaps excepting the Machinery Hall of the great Inter- 
national Exhibition held at Glasgow in 1901. It may be we 
are writing with too distinct and painful a recollection of the 
chaotic state of the exhibits in the Franco-British Machinery 
Hall on that memorable opening day last May, and, indeed, for 
some weeks after. Manchester exhibitors for the most part 
show evidence on their stands of having thrown their whole 
soul into the work of preparation. If they and their staffs 
bad not “kept at it" during the whole of the preceding 
night, as we urged them to do in our“ Advice to Exhibitors” 
last week, the result would not have been nearly во 
satisfactory, 
We were going to remark that all the 
Who was There. electrical world was there, but that is the 
sort of thing that one impulsively lets slip 


when one meets in the course of an hour more electrical men 
of standing than one rubs shoulders with in three months in 
the ordinary course. At every turn one seemed to fall across 
principals and other prominent men connected with electrical 
industry who were doing something or other to make the 
show a success, and by ensuring that result were doing the 
very best thing in the world to make their own effort a 
profitable investment to themselves. 


Generally speaking, Saturday was not, in 
reality, the opening day, for it was on 
Monday that the formal opening ceremony 
took place. However, when we remark that on Saturday the 
Exhibition was patronised by about 10, 000 people, it will be 
seen that already it had become a popular feature in 
Manchester. The Press luncheon, at which a number of 
exhibitors were present, was the only function on that day, 
and thereat the toast of The Press" was proposed in 
felicitous terms by Mr. W. Davenport, the Secretary to the 
Exhibition, responses being made by the representatives of 
the Morning Post, and the Manchester Guardian and Courier, 
on behalf of the newspaper Press, and by Mr. H. Alabaster, 
of the ELECTRICAL REVIEW, for the technical Press. 

We believe that after a few days the 

Who Will Go? Exhibition will be the talk of the district. 

When the 10,000 of Saturday converse in 
their offices, their factories, and ** over the garden wall" 
about the fine collection of electrical machinery and material 
that is to be seen, and about the sweet music of the band of the 
Coldstream Guards, the Exhibition will be advertising itself 
in a very profitable fashion, for the district is one abouud- 
ing in industrial opportunities wherein the applications of 
machinery are most numerous, and one in which, therefore, 
little effort would be required to arouse an interest in the 
largest purely electrical engineering and trade exhibition 
that has ever been held in the United Kingdom. We 
shall not be surprised if, especially on Saturdays, the gang- 
ways become well nigh impassable because of the throngs of 
visitors who will desire to take advantageof an unparalleled 


The Press 
Luncheon. 


` opportunity for their electrical interest and education. 


Invitations to desirable visitors have been issued with a 
liberal hand by some of the local authorities. 
| It is our belief that the interest which 


What the ; „„ 
Exhibition п Exhibition is exciting and the pub- 
will do. icity that electricity and its applications 


will receive in a district abounding in 
possibilities, as well as the awakening that it must inevitably 
cause among electrical men throughout the country, will 
give an impetus to the British electrical industry. A great 
advance may not come all at once owing to the labour 
troubles and the languishing state of trade generally in the 
neighbourhood, but the former struggle can hardly last 
long, and the latter is a position of things which in some 
respects helps rather than hinders the introduction of elec- 
trical applications. 
In all our consideration of the future of 
To pod чы ЫШ the electrical industry, we must not over- 
look the important part that the student, 
the station and charge engineer, the electrical salesman, the 
wireman-who-will-become-contractor, will have to play there- 
in. In concluding our notes this week, we would urge all 
who belong to these classes to endeavour between now and 
the 31st inst., making reasonable sacrifice if necessary, to put 
in a day at the Exhibition, They will find that it gives 
an incentive to them in their own calling, it will fill them 
with greater hope for the future of things electrical, it, will 
impart to them a thousand useful ideas, for they will see 
things as they are instead of merely reading of them, and it 
will send them back to their duties with a desire to contri- 
bute faithfully their own individual share towards securing a 
sounder and more progressive electrical industry. 
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ELECTRIC MOTORS AND ELECTRIC DRIVING IN FACTORIES. 


By FRANK BROADBENT, M. I. E. E. 


[Norz.—The advantages of electric driving have been so often described that it might be thought that nothing new could be 
said on the subject. In the following article, however, Mr. Broadbent, who is one of our leading specialiste in electrical 
power applications, gives from his own personal experience actual instances which emphasise in a very marked way some 
of the unique advantages which the electric motor possesses—advantages which are, perhaps, a little apt to be lost sight of 
in considering the economical side of the question only.—Eyps. E.R.] 


ELECTRIC motors are now used for almost every conceivable 
purpose, and it would be difficult, if not impossible, to 
name any single machine or process where power is needed 
to which the electric motor could not be applied with 
advantage. | 

The rapid spread of electric driving, which has been very 
largely influenced by the development of electric power 
supply, has had a very marked influence on the cost of 
motors. The days have gone by when motors were made in 
twos and threes, or when they were made to decimal 
of a horse-power in order to give the precise power required 
by a particular machine. Powers, speeds and details of 
construction have now become so standardised that the cost 
of manufacture has been reduced, to such an extent, not- 
withstanding the increased price of raw materials, that 
motors, say, of 7 or 10 H.P., which are very common sizes, 
can now be bought for 25 to 50 per cent. below the 
prices of even five years ago. If we compare the prices of 
larger motors, the differences are even more marked, 
and motors for moderate powers can now be obtained from 
first-class makers at about half the prices which were asked 
10 years ago. 

This reduction in the cost price of motors, coupled with 
the low rates at which & supply of electric energy is now 
obtainable, has placed the economy of electric driving, as 
compared with other methods, beyond all question. True, 
we stil hear occasionally of the economical advantages of 
driving by suction gas engine power, but the public have 
apparently discovered that the cost of the coal consumed in 
the gas producer is not the only item of cost to be considered. 

Many as are the advantages of electric driving over either 
cas engines or other prime movers, there are some points of 
advantage which are, perhaps, not quite so fully recogniaed 
as they might be. An interesting case recently put before 
me by a client may serve as an illustration of this. It 
appears that a gas engine of 20 B.H.P. continuous rating had 
been installed to drive six machines of a special kind. I was 
called in to explain how it was that this gas engine would 
not drive more than four of the machines, and even these 
had to be put on very carefully one after the other to allow 
the engine time to adjust itself to the load, whereas an 
electric motor of the same rating—namely, 20 H.P.— was 
satisfactorily driving six identical machines which were thrown 
on and off as required. On the face of things, it appeared 
as though some factor in the conditions had not been stated ; 
but, on making a peréonal examination of the two works, I was 
convinced that the 20-B. H.. gas engine would not do, and 
could not be made to do, the same work as a 20-u.r. electric 
motor under the conditions obtaining in these works. As the 
case is somewhat interesting, it will be as well to give the 
explanation. 

The machines in question are rather stiff for a few minutes 
after starting, and when under way they take a steady 
power, that is to say, there is a constant drag with little or 
no fluctuation, and no give and take as is the case with many 
classes of machines. The effect of this is that in starting up 
a new machine, the gas engine is slightly overloaded. As 
this overload may last for a few minutes, the small 
amount of energy stored in the fly-wheel is used up, and in 
a few revolutions the engine commences to slow down. Now, 
once a gas engine begins to slow down, it will come toa 
standstill unless the load is quickly reduced. This is what 
frequently happens. Anyone who has any factory experi- 
ence at all knows what it means for an engine to come to a 
standstill with all the belts on the fast pulleys. It involves 
pulling the shaft round by hand in order to shift the belts ; 
then the engine must be restarted, and the machines put on 
gradually one by one, the operation resulting in a considerable 
loss of time and output. 


Now, an electric motor, on the other hand, is capable of 
standing a considerable overload for a short time. It does 
not depend on an explosion every two revolutions, but on & 
steady and continuous pull on the armature, the pull varying 
automatically with the load. A modern motor with com- 
mutating poles will take as much as 100 per cent. overload 
intermittently, and from 25 to 50 per cent. overload for a 
sufficient time to permit of any heavy machine being started 
up. This is really the only explanation of the case stated 
above. | 

The gas-engine makers suggest putting in an engine of 
double the power, but I hope to be able to record the fact 
shortly that a 20-H.P. motor has displaced the gas engine, 
and is satisfactorily dealing with the work. DON 

It is important to note that in cases of this kind, gas 
engines must have an ample margin of power to cope Wit 
the excess loads due to the starting of individual machines. 
They are, therefore, working normally far below their rated 
ovtput, and the consumption of gas per horse-power-hour 
when running on the normal load is a very different thing 
from the figure given by the makera, who, of course, give 
the figures for full load under test conditions. An electric 
motor is generally run well up to its rated power, and, 
therefore, at its highest efficiency. 

Another of the insufficiently recognised advantages of the 
electric motor drive, and а very important advantage too, 
is that not only can the power absorbed by any shaft or 
machine be very accurately measured, but that irregularities 
in the drive can be easily detected, and the cause ascT- 
tained. The performance of a machine may, in consequence, 
often be considerably improved. The following instance may 
serve to emphasise this point. 

In connection with а large printing works, electrically 
equipped under my supervision, there was one machine which 
the works’ engineer considered would require at least ö Н.Р. 
My estimate of the power was about 25 to 3 Н.Р. This the 
engineer considered to be quite inadequate, basing | 
opinion on the fact that the driving belt was continually 
breaking, and the machine itself was constantly under гераі. 
However I specified a 3-H. P. motor for the work, and, A 
to the slow speed of the machine and small size of tte 
pulleys, a comparatively slow-speed motor was necessary 10 
order to get a direct belt drive. On starting ap the machine 
it was found that the power fluctuated very considerably, 
varying from nothing to over 5 H.P. in every cycle, that 18 
to say, about 20 times a minute. | l b 

Now it had been impossible to detect this previously i: 
the ordinary method of driving from the line shaft, but the 
electric motor at once showed by means of the power gaug? 
that the cause of the trouble, viz., the breaking of the les 
&c., was due to the fact that the machine was not proper? 
balanced. Owing to its special construction, the machine 
did not lend itself very well to the addition of balance 
weights, во I arranged to substitute for the small dnte 
pulley a heavy pulley of about three times the diameter, ап 
exchanged the motor for one running at а faster speed, an 
having, therefore, more fly-wheel effect. This ш 
the whole of the troubles, and the power, a8 shown rea 
gauge, is now practically steady at 2) н.р. There has been 
no trouble since, due to the breaking of belts or gearing i si 
fact, from being one of the worst and most troublesom 
machines in the place, it is now considered one of the bp 
Instances of this kind could be multiplied, but this one 
sufficient to emphasise one of the unique advantage 
possessed by the electric motor. Not only does the m 
show when a machine is out of balance or out of truth, 5 
otherwise out of tune, but the seat of the trouble may 
located with exactitude, and the location of the trouble 18 
great step towards a remedy. 
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Another advantage, which is very closely allied to the 
foregoing and has been already mentioned, is that the power 
taken by a machine or shaft can be so readily and во exactly 
measured. After a shaft has once been erected and found to 
run freely, it is often taken for granted that it will continue 
to run truly for an indefinite time and to take no more power 
than when originally installed. This, of course, is not the 
case, the power gradually rising as the bearings become worn 
and out of alignment. This gradual increase of power creeps 
up imperceptibly until at length the engine shows signs of 
being overloaded. A common remedy is to bore out the 
cylinder if possible, in order to increase the engine power ; 
or to add an auxiliary engine to relieve it of part of the 
work. All the time coal is being consumed to wear the 
bearings away more rapidly. By means of the electric drive 
this gradual increase can be readily detected and the cause 
ascertained and removed. | | 

The ease with which electric power can be measured tends 
also to economy in the use of power. It is, perhaps, not 
sufficiently realised what a difference there may be between 
the power taken by two similar lengths of shafting, owing to 
the different nature of the bearings and the way in which 
the shafting is erected and aligned. Thus, a piece of shafting 
running in old-fashioned short bearings, supported by light 
springy hangers or slings, will take considerably more power 
than a similar shaft running in self. lubricating, self-aligning 
bearings having ample length of bearing surface, and sup- 
ported on substantial stiff hangers or brackets. All points 
of this nature should be carefully considered in designing any 
electrical power transmission system, because the additional 
outlay involved in putting up a really first-class and sound 
job is very soon repaid by the reduced running cost. 

Suppose, for instance, that a shaft put up with a view to 
cheapness takes 2 H.P. to drive it light, whereas, with a 
little additional outlay in bearings, hangers, &c., 1 H. p. 
would have been enough; we are wasting 1 н.р. during the 
whole time the shafting is running. If we reckon this at 1d. 
per H.P.-hour, the cost of energy for running the more expen- 
sive shaft is £10 per annum less than the cost of energy 
taken by the shaft put up with a view to economy in first 
cost. This is equivalent at 5 per cent. to a capital outlay of 
£200, which represents the additional amount which might 
have been profitably expended in order to secure a first-class 
job instead of an indifferent one. But £200 would more 
than suffice for the whole of the shafting and accessories 
involved, and the difference between a first-rate and a second- 
rate job would probably not exceed £30 or £40. Clearly, 
therefore, whilst apparently £30 or £40 has been saved in 
first cost, we are actually paying annually for energy a sum 
which represents the interest on an additional capital expendi- 
tare of £200. May I repeat, then, that one of the important 
advantages of electrical driving is that it tends towards better 
mechanical work and economy in the use of power, due to 


the fact that the power consumed by any piece of shafting or 


machinery can be so easily and so accurately measured, and 
the effecta of improvements made with a view to reducing 
friction and ensuring smooth and easy running are so easily 
observed. 

Whilst printers were among the first to recognise the many 
advantages of electric driving, cotton spinners and other 
textile manufacturers must be reckoned among the last. The 
reasons for this are very easily understood. In the one case, 
we have a number of small machines working very inter- 
mittently, involving a large amount of shafting and belting 
running idly for a very considerable proportion of the total 
factory hours; whereas, on the other hand, we have in 
cotton factories much larger units of machinery to deal with, 
and a much more uniform load on the engines. | 

Another factor is that in cotton spinning one of the chief 
considerations is perfect regularity of driving, and the mill 


engine has been brought to such a pitch of perfection that 


cotton spinners are loath to admit that the electric motor can 
equal or even approach it. But the actual fact is that with 
electric driving a very much more constant speed can be 
maintained on the line shafts than is possible with the most 
perfect system of mechanical driving from the mill engine. 
An absolutely constant speed on the engine shaft does not 
mean & constant speed on the line shafts in the spinning 
rooms, carding rooms, &c. Careful tests bave been carried 
out which show that in textile factories there is frequently а 


speed variation of fully 20 per cent. on the countershafte, 
while the variation at the engine shaft does not exceed 3 per 
cent. The explanation is that the power taken by- the 
individual machines is a very variable quantity, but these 
individual variations level themselves up so that the power 
on the engine shaft is fairly constant, and the governing i8, 
therefore, very close. Owing to the various stages of power 
transmission between the engine and the line shaft there is 
scope for considerable belt slip to take place, and the squeak 
of the belts, which is a characteristic feature of all textile 
factories, is audible evidence of the enormous amount of 
slipping which does actually take place. This belt slip 
means not only speed variation, but also considerable loss of 
energy. By means of electric driving, the power is brought 
as closely to the point of application as possible, all inter- 
mediate transmission arrangements such as belts, shafts, 
bearings, &c., being eliminated. By this means the 20 per 
cent. speed variation referred to above can be quite easily 
brought down to about 3 per cent. on the line shaft. 
I am here referring to shafts driving machinery 
such as -looms and mules, which take a very 
variable power. In the case of carding machines, 
the power demand is much more uniform, and the 
variation of speed in the ordinary mechanical systems of 
driving may be anything between 5 and 10 per cent., a varia- 
tion which could be reduced by the electric drive to 1 per 
cent. or even less. 

A very important feature, and one which may have far- 
reaching results, has been brought to light by the agency of 
the electric motor drive, viz., that the constant speed 
which has always been aimed at in cotton spinning does not 
give the best results nor the maximum output. It has been 
shown that whilst the acceleration of the spindles from rest 
should be as smooth as possible—that is to say, free from 
jerks or sudden change of speed—the maximum speed might 
be gradually raised to 10 or 15 per cent. above that at 
which the spindles are at present usually run. Thus, by 
starting the machines rather slower than the normal rate, 
and gradually raising them to a maximum speed, the average 
speed can be considerably raised above that which is found 
to be the limit with the ordinary mechanical system of 
driving. By means of the individual electric drive, the 
speed of the spindles can be automatically varied to meet 
this condition in a manner which is quite impossible with 
the mechanical methods at present in vogue. The 
lower initial speed and the gradual acceleration result 
in fewer breakages than occur with the present method of 
constant speed driving; and the increased speed results in a 
more compact winding on the spindles. Obviously, such a 
method means a considerable increase in the output and a 
better quality of work. It has been estimated that the 
ordinary electric drive, that is, the electric drive which gives 
a constant speed, means an increased output of fully 10 per 
cent. above the steam-engine drive, and if it proves that 
higher speeds can be run owing to the extreme regularity of 
the electric drive, the increased output will be even more 
than this. The economical effect of increased output may 
be more important than economy in the cost of power ; in fact, 
itis claimed that for a given number of spindles an increase 
of 10 per cent. in the output would be more than sufficient 
to pay the whole cost of the electrical energy required to 
drive the factory. 


Electric Lamp Exhibits. — Although the articles 
appearing in the following pages deal almost entirely with 
motor and power plant and apparatus, it must not be 
imagined tbat the electric lighting material exhibited is 
unimportant. Most of the lamp manufacturers are strongly 
in evidence. Osram metal lamps are effectively festooned 
and otherwise displayed on what is the biggest show in the 
building, and elsewhere a number of Robertson girls are 
engaged in the various processes of lamp-making. By the 
way, we understand that in spite of the big demand that has 
arisen for Osrams and other “ wire " lamps, the ** consump- 
tion" of Robertsons is as large as ever. Where do they all 
go? There are also Gilbert, Westinghouse, G. E. C. and 
Oliver arc lamps, Cooper-Hewitt mercury-vapour lamps, 
tantalum, Westinghouse tungsten lamps, and Sunbeams of 
new and old types, but our notices of these will appear in our 
next and succeeding issues. 
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MOTORS and MOTOR-DRIVEN EXHIBITS. 


| | ir Applications, also A pparatus 

aves are given Descriptions of Electric Motors and the 
Каша in connection therewith, which are now on Exhibition. This Section will be „„ : later 
Supplement to appear before the close of the Exhibition. The No. of the Stands are given in the headings. 


The Union Electric Co., Ltd. (175, 231). 


The Union Co.’s exhibit covers a wide range of electrical plant, 
including motors, arc lamps, instruments, switchgear, &c. 
* As regards the motore, the most prominent exhibit is a 440-volt 
110-H. P. machine, arranged for running at 150 B.P.M. This machine 
ig of the latest type, with end shields and reversing poles, the 
two shields carrying the pulley end and commutator end bearings 
respectively. | 5 | 

Special attention has been paid to lubrication in these 
machines, with a view to securing efficient construction and 
working. Numerous other direct-current machines with outputs 
from 30 н.р. down to a fraction of a н.р. are on view, the larger 
sizes being of the end shield type, and the smaller, totally enclosed 
and designed for operating signs and similar light work. — 


** — * 
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Union Мотов DRIVINd TAREE-TH ROW Pour. 


A variety of three-phase machines of the slip-ring] and squirrel- 
cage types are shown, and various motor-starting gears coupled to 
the machines, and suitable for the varying conditions under which 
the motors are employed. 

In addition to the above, several examples of electrically- 
driven plant are included, these comprising а triple-cylinder 
pressure pump by R. Warner & Co., shown in combination with an 
automatic tank starter of the Fortiter design; a centrifugal pump 
and mctor with Fortiter speed regulator; a small paraffin engine 
and generator set for house lighting purposes, &c. We shall refer 
in a later issue to other sections of the company’s exhibit. 


Messrs. Bateman’s Machine Tool Co., Ltd. (90, 91). 

Engineer visitors at the Olympia Exhibition in 1906 will 
recognise on Messrs. Bateman’s stand an old acquaintance, in their 
electrically-driven ‘‘Top-speed” planer. The machine on view has 
a cutting speed up to 50 
ft. per шїп. and a return 
speed of 170 ft. per min. 
It is electrically driven 
by a motor mounted on 
the housing, and is classed 
as a 36 in. х 36 in. 
x 10 ft. machine, re- 
quiring some 10 н р. to 
drive it. 

The machine acts on 
the buffer principle which 
has recently become 
popular; compression 
springs are fitted under the 
table at both ends, which 
assist in bringing the table 
to reat aud restarting it, at 
each end of the travel. 


This prompt reversal without shock, &c., enables the table to run 
ich speeds without risk of damage. " 
ii и Bateman have considerable evidence of the utility of 
these machines in practice, if only from the fact that day and 
night work has been necessary in order to meet the requirements of 
the trade. 


Messrs. Ludw. Loewe & Co., Ltd. (54). 


A special display of the well-known D. W. F. patent ball. bear. 
ings, for which Мета. Ludw. Loewe are sole agents, will be found 
on their stand, together with a selection of small tools, gauges, 
cast-iron resistance grids, Veeder precision die castings, &c. The 
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D. W. Е. JounNAL BALL BREARIN OE, CoMPLETE. 


patent standard ball-bearings from 18 in. diameter dove 
together with the pyramid of balls ranging from 4 up which 
downwards, bring vividly before one the extensive use 

j ss of bearing is now put. , 
Indeed, eed need gee be made to the numerous К 
graphic views shown on the stand, to realise many © 
applications. 


BATEMANS масна TRE 
rATENT PLANES. 
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Bateman’s '"ToP-SPEED " PLANER. 
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The Oliver Machinery Co., Ltd. (283). 


Messrs. Oliver's special tool exhibit is special in more ways 
than one. In addition to the attractive feature of the tools them- 
selves—they are specially adapted for pattern-shop use—is the 
fact that they are all electrically driven. One of the most im- 


OLIVER UNIVERSAL Saw BENCH, 


posing of these tools is a wood grinder carrying two 36-in. disks, 
and complete with piping, fan, exhaust pipes and settling chamber. 

An Oliver universal saw bench and an Oliver band saw are also 
prominent tools driven by independent motors; and not the least 
interesting section in these days of scientific tool adjustment, is the 
display of Oliver grinding machinery. 


MAWDSLEY ZONE GEARED MOTOR. 


Messrs. Mawdsleys, Ltd. 
(254a). 


Several different types of 
the well-known patent 
" Mawdsley Zone" dynamos 
and motors are shown by 
this firm. Among their 
. exhibits are motors for crane 
and lift work, one of the 
former being shown under 
load of 6 HP. produced by 
a “Wellman” brake, and 
operated by a “ Diakey” 
controller, whilst a lift 
motor, also under brake 
load, similarly produced, 
has its movements con- 
trolled by an M. S. controller, 
so that intending purchasers 
can eee them as nearly under 
actual and practical con- 
ditions as is possible in 
an exhibition. | . | 

A geared motor presents | ў 
features of interest, the Е 
geating being well and 
compactly designed, and 
being free from, шару 
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objectionable features, as will be gathered from the illustration 
we give of it. | 


A specially light motor, giving 4 H. P., is also worthy of notice, 


OLIVER ELECTRICAL GRINDER. 


aud should find employment in many places where minimum 
weigbt is desirable. 

Possibly the most interesting feature of the stand is the motor- 
generator illustrated below, in which the motor takes current from the 
mains at 200 volts pressure, wbile the dynamo generates at 25 volte 
pressure, and supplies a number of 16-с.р. metallic-filament lamps. 

By means of a change-over switch, the 
current from the mains is first used to 
light a number of 200-volt 16· C. . carbon 
filament lamps, its amount being measured 
by an ammeter. The switch is then 
changed over to the motor, and with the 
Same current passing through the am- 
meter, the large increase in the light is 
very noticeable. The introduction of 
these motor-generators on the supply 
mains of direct-current networks, in the 
same manner as auto-transformers are 
made use о! by many alternating-current 
supplies, seems a proposition well worth 


| e 


chines are made in all sizes from 1 to 250 
HP. and are claimed to embody the 
advantages of the inter-polar type- with- 
out their drawbacks; owing to the sim- 
plicity of construction, due to the 
" Zone" winding, they are specially 
adapted for use in situations where they 
have to ran for long periods without 
attention, or where only unskilled labour 
is available. oa 

A special advantage claimed for them 
is the low temperature rise, due largely 
to the ample ventilation provided ; spark- 
less commutation is obtained at all loads 
with fixed brush positien. All parts are 
made interchangeable, and the bearings 
are of ample dimensions, with ring 
lubrication. 


E ZoxR 200/25-voLT Мотов-СЕНЕВАТОВ. 


considering. in many cases. These ma- 
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Messrs, Reavell & Co., Ltd. 
On Messrs. Reavell’s stand there are shown one of their patent 
Quadruplex air compresso:s, and their new type patent sub-station 
air compressor. The former, which we illustrate, is of the S7 water- 
jacketed type, and runs at a speed of 250 R. P. x.; the free air capa- 
city is 20 cb. ft. per minute, with a volume swept of 144 cb. ft., and 
when working at 100 lb. pressure per £q. in. the set would require 


REAVELL QUADRUPLEX AIR COMPRESSOR, AND Union MOTOR. 


27 B. H. P. at the compressor crankshaft. The compressor is driven 
by а 440-volt p.c. enclosed ventilated motor supplied by the Union 
Blectric Co., Ltd., through a raw-hide pinion and cast-iron spur 
wheel made by Messrs. David Brown & Sons, of Huddersfield. The 
motor runs at 750 B.P.M. The whole is carried on a common bed- 
plate, and when used for mining purposes it can be mounted on 
heels. 

"The gub-station air compressor, which is intended for blowing 
the dust out of armatures, &c., is driven by a motor wound for 440 
volte. A special feature of the set is the ingenious method of 
obtaining reciprocating motion from the motor spindle, which has 
been invented by the makers, the compressor being thus directly 
driven by the motor. The compressor has a capacity of about 
10 cb. ft. per minute, and is provided with a starting switch, 30 ft. 
of flexible with wall plug, and 15 ft. of hose fitted with a nozzle, 
all neatly carried on a drum on the top of the motor. The machine 
is either fitted with handles (it can be carried by two men) or 
mounted on three rubber-tired wheels. It has already been illus- 
trated in our pages. 


The Morgan Crucible Co., Ltd. (177). 


This company are showing а comprehensive selection of their now 
well-known Morganite and Battersea carbon brushes, suitable for all 
classes of electrical work. 


PATENT BRUSH 
CONNECTION. 


Morganite brushes are constructed in layers in such a way that 
the conductivity along the brush is very much higher than that of 
the ordinary carbon brush, thus giving a path of high conductance for 
current into the external circuit, while at the same time offering 
great resistance to currents in the short-circuited coil. The brush 
material is claimed to have a low friction coefficient, and to possess 
peculiar lubricating properties. 

The Battersea brush is produced to meet the 
demand for high-grade ordinary carbon brushes. 
In both classes of brush a special method of 
attaching the flexible is employed, as illustrated, 
which ensures a positive electrical connection. 

The company are also showing their patent 
pneumatic brush gear for turbo-generators, which 
was described and illustrated in our issue of 
March 27th last. 
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ELECTRIC GBINDING MACHINE. 


The Consolidated Pneumatic Tool Co. (225). 


The exhibit of this company comprises a number of portable elec- 
trically driven tools suitable for drilling, reaming, tapping, tube 
expanding, grinding and similar operations. 

The drilling machines include small breast drills capable of 
drilling holes 3 in. diameter in steel, large machines capable of 
drilling 24 in. to 3 in. in steel, anda number of intermediate sizes, 
which practically cover the entire range of tools required by 
engineers and shipbuilders for the work they generally have to do. 

The outstanding feature of these machines is strong mechanical 
design, the lack of which has been a source of trouble in the 
past with portable tools. It is claimed, with, as our readers know, 
considerable justice, that electric tools give all the advantages of 
pneumatic tools, so far as economy of labour is concerned, with the 
additional advantage that considerable economy іп power i 


possible. It has been found by several investigators that the dit 


ELECTRIC RAIL DBILL. 


tribution of power by compressed air for portable tools involves 
from four to five times as much power at the air compressor 3814 
required with electric tools to do the same amount of Work. 

Improvements in design which the Consolidated Pneumatic Tool 
Co. have introduced, have reduced the maintenance charges of elec- 
tric tools to a figure quite comparable with that of pneumatic tools. 

We learn that one of the leading shipbuilding firms 10 ve 
country uses no fewer than 30 of the Consolidated Pneumatic Too 
Co.s machines, and their use is rapidly extending. One 0 P 
figures shows one of the company's machines adapted for drilling en 
a tramway track, while the other shows a grinding machine, whic 
is now largely used by engineers for fettling castings and o 
work that was formerly done by pneumatic power. 

The company also show magnetic drill poste, which, of course, 
can be fixed to any iron or steel surface by merely turning а ан 
and in this respect save the cost of bolting the pillar to the Work. 


"ey 
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The ‘Lancashire Dynamo and Motor Co., Ltd. (47). 


A very comprehensive display of the smaller machines built by 
this compauy is on view. That lack of experience in this par- 


ticular work cannot be alleged against the firm, may be gathered 
from the fact that upwards of 12,000 machines have been con- 


structed by them during the past seven years, the sizes ranginz up 
to 1,500 H. P. 


Among the machines to which we may draw attention is a 
4-в.н.Р. totally enclosed pipe-ventilated variable speed motor 


shown herewith. This machine is fitted with inter-poles, and will 


develop its full load output at any speed between 370 and 1,120 


PROTECTED Wounp-Rotor Inpucrion Moror. 


British Westinghouse Electric and Mfg. Co., Ltd. (79, 101). 


As was only to be expected, Trafford Park is well represented at 
the Exhibition, by the Westinghouse Co. no less than others of 


that ilk. 

The company’s stand is replete with a variety of switchgear for 
many purposes, also motors, arc lamps, instruments, &c.; and 
certain of its larger plant—a 700-Kw. 6-phase 50-period rotary 
converter, giving pressures of 400-425 volts for lighting and 500-525 
volts for traction, together with three 250-Kw. 3-phase 5,500/400- 
volt transformers—can be seen in the Exhibition sub-station. 

The switchgear, which will be fully dealt with in a later issue, is 
particularly interesting, being suitable for the varied industrial 
requirements of Manchester and the surrounding areas. 
Among the mote prominent examples may be noted an ironclad 
100-amp. unit-type panel, containing ammeter, switch-box, fuse- 


ENCLOSED PiPE-VENTILATED MOTOR. 


LaNcasHIRE Dynamo AND Мотов Co.’s Мотовз. 


B.P.M., sparkless commutation being assured. A Bray, Markham 
and Reiss starting panel is used with this motor. The pipe“ 
ventilation is embodied in the end covers, and is advised for hot 
and dusty situations. Machines of the inter-pole type have been 
constructed for 1,000 kw. and upwards. 

One of our figures shows a standard totally enclosed backgeared 
18-B H. p. p.c. motor for а 400-volt circuit, and another, a standard 
protected type wound-rotor induction motor. A similar machine 
to the latter, but of the short-circuited rotor type, for a 400-volt 
50-period three-phase circuit, is shown fitted with helical back- 
gear having а 7:4 to 1 ratio. A special feature of these induction 
motors is that copper disks with radial arms are connected to the 
rotor rods, with a view to giving a large cooling surface and provid- 
ing a fan action. 


L. D. лир М. Co.'s Ехсгоѕер BACK-GEABED MOTOR. 


Another feature is the method of attaching the core plates to the 
spider, to ensure the tightness of the core. 

A fly-wheel equalising set (Kelsall and Warburton patents), 
which is shown on this stand, is specially interesting at the present 
time; ita function is well known to the majority of those interested 
in power applications. 

A motor-driven winch, and a Sirocco fan similarly operated, are 
among the more familiar types of electrically-driven plant. Various 
other standard machines are shown on this stand and on those of a 


dozen or so other exhibitors who are running machinery in various: 


parts of the hall. 


box, motor starter, &c., suitable for a 25-н.р. 200-volt motor; an 
inverted-type switch pillar for colliery and shipyard work; 
examples of flame-proof switchgear for motor control in fiery 
mines, and totally enclosed oil-switches, with detachable oil-tank, 
for pressures up to 3,300 volts. 

A number of controllers are on view; those for crane work are 
adapted for operating two or more motions with the one handle, 
and the star-delta controllers for squirrel-cage motors are oil- 
immersed, totally enclosed, and fool-proof. Among the miscel- 
laneous plant may be mentioned the unit-type resistances, which 
are specially designed for easy dismantling, and are suitable for 
power, telegraph and telephone work; lightning arresters; brake 
solenoids; and an automatic transformer cut-out, arranged to cut 


out a large transformer on light load and connect up a small one, or 


„ 
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ВвітІзн WESTINGHOUSE BacK-GEARED MOTOR. 


vice versa, Several examples of the Туре @ motor are shown їп 
operation. The feature of this type is the efficient air circulation 
which is ensured by а fan fitted on the thaft, also its protection 
against dripping water, &c. 

One of these motors is arranged to pump water on to itself from 
a height of 2 ft.; another is totally enclosed, but provided with 
air-pipe connections; and a further example is provided with 
double-gauze protection to meet the requirements of the fire 
office rules (see next page). 

A sewing machine and a magnetic separator, both motor-driven, 
effectively illustrate the possibilities of the very small motor. 
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The company have a fne display of fitting —a brauch of their 
business which is not so well known as it ought to be—and will 
shortly have a 150-H.P. gas engine on view. To these and other 
matters we shall refer in a later issue. | 


BRrrisH WESTINGHOUSE ENCLOSED Tyre Moros (see p. 597). 


Messrs. Geo. Richards & Co., Ltd. (52). 


This firm are well known for the excellence of the machine tools 
which they turn out from the Broadheath Works, and naturally 


- 


RICHARDS UNIVERSAL FANG AND Вовіхс MACHINE. 


their exhibit includes some leading examples of their work. 
Attention may be drawn, in the first place, to a 3-ft. boring and 
turning mill shown in the adjoining fgure, which is motor-driven. 
This class of macbine has proved a great favourite in recent years, 
guperseding for many purposes the ordinary face-plate lathe. 
Work can be more easily set on the horizontal table, as the necessity 
for balancing irregular castings, &c., as on a face plate, does not 
ehe firm build a complete range of these mills up to 16 ft. 
diameter capacity; they are provided with twelve rates of feed, are 
rigid in design, and built to guaranteed limits of error. 

The patent universal facing and boring machine shown above 
is also on view, and is motor driven. This is designed for 
facing and edging the flanges of pipes, cylinders, &c., up to 22 in. 
diameter. The spindle.is arranged for 24. speeds, ranging from 
ә to 68 RB. P. u., and the tables give 34 in. longitudinal and 36 in. 
cross travels. The machine is powerfully geared with full and 
intermediate back-gear trains, and is capable of taking the heaviest 
cuts required in facing work. | | 

Messrs. Richards are also showing examples оѓ Tilghman’s 
motor-driven air compressors; one of our views, it will be noted, 
shows a geared drive, but both the examples on view are direct 
driven through a flexible coupling. The sub-bases are also 
dispensed with on the stand, as not being required when a flexible 
coupling is employed. These air compressors are by Tilghman's 
Patent Sand-Blast Oo, Ltd.; one is approximately a 10-н.р. and 
the ether а 30-11. P. machine. 


The Crypto Electrical Co. (802). 


The Crypto Co. are showing a complete line of alternating- 
current motors, from 3 H.P. to 16 K. p., of the short-circuited squirrel 
cage rotor and slip-ring types ; also a line of direct-current moton, 
from à н.р. upwards. A speciality of the company is alternating to 
direct-current transformers: the smallest machine shown, baving an 
output of 100 watts, is of the combined type. The motor and the 
dynamo are both fitted in the same frame, but although mechanic- 
ally they are practically one, electrically they are quite separate, 
and thus regulation of the output on the direct-current side can be 
obtained without any alteration of the -primary side, which, of 
course, is a great advantage over the double-wound continuou 
rotary converter, in which it is impossible to obtain any regulation 
by means of a shunt resistance. One of the machines is trans- 
forming the 400-volt three-phase to direct current and lighting the 
Osram lamps which illuminate the stand. A number of direct- 
current rotary converters, particularly suitable for charging accu- 
mulators efficiently from high-voltage mains, can also be seen on the 
stand. 

It will be remembered that the company originally devoted 
themselves to the manufacture of very small motors, but they have 
gradually dropped what may be classed as toy machines, and 
designed a line of machines in sizes from 3 to 20 K. P., which in 


mechanical construction and electrical efficiency will compare 
favourably with large machines. 


Messrs. Marples, Leach & Co., Ltd. (104, 105). 


The company have numerous motors, ranging in size from 45 ЕР. 
downwards, on view, in addition to a variety of switchgear, 
lighting and telephone material. 

The bearings for these motors are a special feature, being fitted 
with a hard-rolled brass liner, which is shaped on a mandril and 
finished an exaxt fit for the shaft. The motors are of both direct 


and alternating-current types, the latter including the “ Adnil” 
single-phase self-starting type. 


TILGHMAN GEARED Moron-DRIVEN COMPRESSOR. 


A novelty in the shape of a Blizzard” fan, 8 motor-driven bels 
and a Midget three-phase motor busily engaged in opere їс 
rotary liquid-sealed pump and suitable for tar, ink, hot soap, ©» 
are also attractive features of the stand. | 


i 


| 
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TiLGHMAN DiRECT-CovuPLED MoTOR-DRIVEN COMPRESSOB 
(G. RiIcRHAR DS & Co.). 


Messrs. Matthews & Yates, Ltd. (109). 
This well-known Swinton firm are showing a number of their 
i „ее " specialities, including propeller fans, blowers, sepa- 
rators, &c. 


Р rM гу, > 5 


CYCLONE AIB-PROPELLEB, WITH ALTEBNATING-CURRENT MOTOR. 


Beth direct and alternating- 
current motor-driven propeller — 
fans are shown in operation. | 
These fans are standardised from 
12 in. to 72 in. diameter, with 
direct-current motors of both the 
protected and totally enclosed 
types, also for alternating- 
current drives in sizes from 
12 in. to 48 in. diameter, and in 
this case the motors can be 
supplied for any frequency or 
circuit. A quite new fan—a 
42 in. Protected type Cyclone 
electric fan—is shown for the 
first time. 

The motors are jigged 
throughout, and all parts are 
interchangeable. For hori- 
zontal air discharges the firm 
use oil ring lubrication, but 
with vertical and angular dis- 
charges, ball bearings and solid 
oil lubrication are employed. 

In cases where a single-phase 
motor- drive is required the 
motors are provided with an 
auxiliary starting winding and 
а special switch, which faci- 
litatss starting up against 


is a small refuse collecting plant, which is to be shown at work collect- 
ing wood chips and shavings and conveying them through trunking: 

A small steel-plate fan exhauster, motor-driven, sucks the 
shavings through a galvanised steel pipe, discharging them into a 


. Cyclone separator. This latter device consists of an inverted conical 


trunk, into which the air and refuse enter tangentially at the top, the 
refuse whirling round the sides and falling to a small outlet at the 
bottom, while the air discharges through a short funnel of large 
area in the top. 

This apparatus demonstrates the principle on which a number o? 
refuse collecting plants have been installed by the firm. 

These plants have been applied for collecting dust and refuse in 
textile, paper, woodworking and colliery installations, and in some 
cases the firm's cyclone humidifier has been supplied in connection 
with them. СО . ОО OD 

A further model illustrates the application of the firm's. induced: 
draught fans for boiler plants. 


The Power Plant Co., Ltd. (78). 


Those interested in gears should not fail to inspect this com- 
pany's exhibit; the firm are sole makers in this country of machine- 
cut double-helical gear wheels with staggered teeth, under Wust's. 

atent. 
И The unbeliever—whose opinions аге frequently based оп primi- 
tive gear constructions—cannot do better than investigate a 10 to 1 
reduction, which the makers state will, if enclosed in an oil bath, 
transmit 20 H. p. with an efficiency of 94 per cent. 7D 

AL. D. & M. Co.’s motor with an 860/73 В.Р.М. reduction gear; 
a 15-H.P. endless rope haulage, with Siemens three-phase motor and. 


tkan у» м. 
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STANDARD CYCLONE ELECTBICALLY-DRIVEN BLOWER. 


load. CYCLONE SEPARATOR PLANT, INSTALLED AT A COLLIERY BY Миззвв. MATTHEWS & YATES. 


Special attention is directed 
to the open-blade construction, er 
which obviously does not obstruct natural ventilation. | 

A number of the firm's standard electrically - driven 
blowers are on view, these being built for any requirement with 
interchangeable parts. 


An interesting feature of this stand, which will appeal to visitors, 


434:1 reduction gear; and a Westinghouse motor with miniature 
gear for sign work, are typical of the company’s gear applications, 

Double-helical gears up to 14 ft. dia., and 30-in. face, for transmit- 
ting 4,500 H.P. at 30 B.P.M. are within the scope of the company's. 
operations. 
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Electromotors, Ltd. (161, 133). 


While the name of this firm largely indicates the nature of ite 
exhibits, the everage visitor will find not only motors on view, 
but an object lesson in how to use them. This stand occupies 
one of the most commanding positions.and makes a really fine 
show. It illustrates to a nicety the application of the motor 
for electrical driving. A special automatic switchboard is arranged 
во as to operate automatically throughout the day some 20 motors 
and motor combinations in pairs. One pair of motors start up, 
run for 30 seconds, stop, and another pair start up. Simulta- 
neously illuminated signs bearing a description of the running pair 


ELECTRICAL HAULAGE GEAR WITH CONTROLLER. 


light up and go out, drawing additional attraction to the running 
machines, and making a very attractive display. A fine and well- 
finished “ Luxol ” sign, bearing the name Electromotors" in large 
letters, faces both ways. Among the outstanding examples may be 
mentioned two quick-traverse winding frames for winding cotton 
or other yarns, each working under normal conditions and operated 
by an electric motor; a 5-cwt. friction hoist, designed to work at 
100 ft. per minute, and driven through a combined spur and friction 
gear by & compound-wound motor; a main drum haulage gear, 


STANDARD LIFT GEAR. 
ELECTROMOTOBS, LTD. 


capable of hauling at 4 miles an hour, and direct- coupled to а 
5-н.р. motor. This equipment is worked by a reversing drum 
controller, with jaw-clutch for disengaging the drum, and has a 
powerful foot-brake. Other items are a one-ton electric pulley 
block of neat design, suitable for either hand or motor travelling 
gear, for use on runways, &c. ; electrically-driven centrifugal and 
ram pumps, propeller fans, drille, grinders, &c. 

A feature of the stand which will not be lost sight of is the dis- 
play of geared motors, the standard lift-gear combination for 
goods or service lifts being prominent. 


PETROL-ELECTRIC GENEBATING BRT. 


A motor-driven revolving show stand which can be turned back 
as the visitors require, contains a number of interesting photo- 
graphe. 

For private house lighting and similar work, small petrol and 
steam-driven generators are shown; these sets are standardised 
from 1 to 30 Kw. 

The above exhibits, of course, include the firm’s standard 


machines, which, in one way or another, are represented in all 
sizes from 4 н.р. to 30 Н.Р. 


MISCELLANEOUS NOTICES. 


Mitcham Fan Co., Ltd. (124). 


The company’s electric fans, which are on view, are constructed 
under the patents of Mr. Howard Lacey, and embody a special 
magnet winding of three different sizes of wire, which to- 
gether with the armature leads, are mechanically grouped, by 
means of a control switch, in such a way as to give three or more 
fan speeds. No external resistance is required, commutation 
troubles are avoided, and considerable economy in running and 
up-keep results. 

A 24-in. air propeller of this type gave the following results: at 
900 B. P.., 275 watts, 6,000 cb. ft. air discharge; 700 в.р.м., 200 
watts, 4,700 cb. ft. air discharge; and at 500 B. P. u., 175 watts, 
3,500 cb. ft. air discharge. 


John Kerr & Co. (211). 


The “Empire” and Underwriters’ fire extinguishers for the pro- 
tection of factories, motor garages, and public buildings, are 
exhibited at this stand. Up tothe end of 1907 over 300,000 of 
these appliances had been sold. 


Calmon Asbestos and Rubber Works, Ltd. (182). 


This company is showing a variety of specimens of articles of 
which it makes a speciality. These include Para tape, insulating 
tape, cable tape, asbestos cable yarn, asbestos slate, a switchboard 
mounted on enamelled asbestos slate, asbestos slate fillets, moulded 
pieces for controllers, spark extinguishers, rabber matting and 
rubber shoes so desirable for electricians, ebonite and rubber insu- 
lating tubing. The check fire doors for power stations, &c., of the 
Check Fire Door Co., of Kilburn, are also displayed on this 
company's stand. 


Drake & Gorham, Ltd. (127, 164). 


In addition to the installation and fittings, &c., supplied by this 
firm for the lighting of the Model House, already referred to in 
the ELgOTBICAL REVIEW, they have an exhibit at which they dis- 
play their Jandus regenerative flame arc lamps (70 hours’ life with 
one pair of carbons). Their switchgear (manufactured at their 
works at Felix Street, Westminster Bridge Road), of which fully 
illustrated particulars were given in the ELEOTRICAL REVIEW 
about a year ago, is also in evidence. Motors and pumps, metallic- 
filament lamps and various fittings suitable for them, and magnetic 
clutches and other specialities for which the company is pretty well 
known, are also present, 


National Telephone Co., Ltd. (65). 


This exhibit includes a private branch Exchange, providing 
telephone service to the principal exhibitors, and call offices 
adjoining the main entrance, for the use uf visitors. It represents 
a standard private branch Exchange as supplied for large offices, 
warehouses, works, &c., enabling both inward and outward calls to 
be handled more directly and more expeditiously than by any 


arrangement of direct lines not worked by a switchboard on the 
subscribers’ premises, and with the additional advantage that the 
caller can be directly connected with the person with whom he 
wishes to speak in either his own office or department. The switch- 
board installed is of the standard common-battery type, equipped 
for two operators’ positions, 100 extension lines, and 40 junc- 
tions to the main Exchange. There are 15 connecting cord circuits 
per position, each provided with two supervisory signale The 
extension lines call automatically on magnetic visual signals at the 
switchboard, when a telephone is removed from its rest, and the 
junction circuits are so arranged that they may be worked either 
for incoming or outgoing calls. | 

The current required for speaking and signalling purposes i! 
supplied by a battery of 11 accumulators, charged over special 
power leads from the main Exchange. 

A standard pattern test board, fitted with lightning arresters and 
heat coils, is installed for the convenience of testing the subscribers 
lines, and for the purpose of protecting the equipment from light- 
ning and stray high-voltage currents. 


Alexander Kenyon & Co. (267). 


This firm exhibite a representative collection of its engineers 
stores, tools, and engine-room and electric light station accessories 
and sundries—including oil economisers, rubber goods, engine 
packing, &c 


Harper Electric Piano Co., Ltd. (163). 


This exhibit hardly calls for notice, but it consists almost solely 
of the Harper pianos, which are electrically “ worked” and 


electrically lighted. 
Pearson & Co. (258). 


Messrs. Pearson & Co., electrical contractors, of Manchester, 
are at present carrying out а large number of house-lighting con- 
tracts in the Manchester area. Their exhibits include the Watkin 
switch, for which we learn the Japanese Government has placed s 
large order. A small electric sign, suitable to fix on office doors, 
&c., indicating whether the occupant is engaged or at liberty, 1s 
also shown. Messrs. Pearson & Co. have on their stand the 
" Archer" electrio cooking range, with which they will entertain 
the visitor with demonstrations. 


Waltham Arc Lamp Co. 

This company is exhibiting ita patent arc lamps, including à 
new enclosed fiame lamp, which burns from 20 to 40 hours at each 
renewal with one carbon, and the power consumption of which is 
400 watts. The company is also showing an enclosed lamp n 
is made in two capacities, namely, Standard type, 500 watts, yn 
economical type, 350 watte, its special features including А е 
elimination of the dash-pot on alternating-current circuits, an ы 
simplified and improved method of removing and fixing the glo д 
before and after trimming. From 40 о 60 burning hours, acoord 
ing to circuit, are claimed for this lamp. 
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POWER PLANT EXHIBITS. 


(la this Section we give particulars of some of the leading examples of Steam and Electric Generating 


and other Power Piant and Apparatus now on view at Manchester. 


Other Exhibits in this class will be 


included Іп a later Supplement before the close of the Exhibition.) 


Messrs. John Musgrave & Sons, Ltd. (58). 


One of the finest engineering exhibits, and one which will 
«undoubtedly command a good deal of attention, is shown by this firm, 
whose enzines are familiar among power station engineers. Messrs, 
Musgrave are showing, first 
and foremost, a 600-Kw. Zoelly 
steam turbine directly coupled 
to a Siemens 500-volt, 50-period 
three-phase generator, together 
with direct- coupled exciter. 
The adjoining figure shows 
the set exactly as it is to 
be seen at the Exhibition. 
The turbine has the top half 
of the casing removed and 
replaced with glass, &c., sc 
that the whole of the interior 
is visible. It is driven by an 
electric motor for the purpose 
of showing how perfectly 
balanced it is, and also to 
show the operation of the 
governor, oil circulation, &c. 
This turbine has been manu- 
factured by Messrs. Musgrave 
to the order of Messrs. Siemens 
Bros. Dynamo Works, Ltd., 
for the Falcon Mill Co., Ltd., 
of Bolton, and is one of two 
being supplied for driving a 
spinning mill for superfine 
yarns, of 100,000 spindles. 
The duplicate of the machine 
on exhibition is at present at 
work on site driving the mill. 
Each turbine is to have a 
normal output of 400 xw., 
but each is capable of 
giving an output of 800 xw. 
for 10 hours continuously, and so can drive the whole mill in the 
event of an accident happening to the other set. These two 
turbines—the one at the Exhibition and the one working at the 
Falcon Mill—are the first two Zoelly " turbines which have been 
entirely manufactured in England, having been built complete in 
every part at Messrs. Musgrave's works at Bolton. 
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There is also on exhibition at this stand an electrically-driven 
barting gear, which has been manufactured for use in conjunction 
with a slow-speed vertical cross-compound engine of 4,000 т.н.р. 
maximum output, made for the City of London Electric Lighting 

» Ltd., at their Bankside station. This will make the sixth 
engine of this size and type manufactured by Messrs. Musgrave 
and. Sons for the Bankside works. 


XL 


Messrs. Musgrave & Sons are also showing а superheater attached 
in position to a dummy boiler end, so as to show the arrangement 
and setting required for it when used in the down-take ofa 
Lancashire boiler. 

Messrs. Musgrave have just booked a substantial contract for the 


MosaBAvE 600-kw. ZoELLY TURBINE AND SIEMENS GENERATOR. 


Bury Corporation for their Zoelly turbine sets, the work being 
given to them because of their ability to give quick delivery, the 
plant being urgently required. We believe that this contract 
was booked during the preparation of the exhibit in the 
Hall. It is for two 2,000-kw. sets complete with condensing 
plant, &c. 
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SECTIONAL ELEVATIONS OF ZOELLY TURBINE, AND DETAIL 
SECTION OF WHERL. 


It will interest our readers, particularly those who have to do 
with matters relating to power station equipments, to know that 
the firm has just issued an excellently got-up catalogue in which 
a well illustrated description of the Zoelly steam turbine and its 
various parts is given, with points concerning its advantages, also a 
table of dimensions, weights and guaranteed full-load steam con- 
sumptione. Exhaust steam turbines and mixed pressure turbines 
are also described, and a number of pages of useful tabulated data 
relating to the properties of saturated steam ‘at pressures from 
1 to 300 Ib., thermal properties of metals, specific gravity and 
weights of metals, British standard table of conductors, legal 
standard wire gauge, fuse tables, weights and measures and 
conversion fables. A large folded-in sheet gives an entropy table 
for steam, | | | 


Е (0 x"4 ee 
— 2 - 


Sup. XII. [602] 


THE ELECTRICAL REVIEW. 


[Vol. 63. No. 1, 611, Остовев 9, 1908. 


Messrs. W. Sisson & Co., Ltd. (266). 


Five engines are shown on Messrs. Sisson’s stand, all of the 
vertical high-speed double-acting enclosed type with automatic 
lubrication ; these range from a single-cylinder engine of 7 B. H P., 
running at 800 R. P. u., to a 70-5.H.P. two-crank compound engine 
running at 600 в.р.м. An intermediate size—21 B. H. p., single- 
cylinder—is shown in the accompanying illustration. The general 
features of the Sisson engine are well-known to our readers; the 
partially superposed high-pressure cylinder in the compound pattern 
in particular is a distinguishing characteristic, and the convenience 
of access to the working parts is noteworthy. 'The speed is con- 
trolled by Sisson's patent automatic expansion shaft governor, which 
regulates the momentary variation to within 5 per cent. in] the 


м 


Sisson SINGLE-CYLINDER STEAM ENR Drivixa Dynamo. 


larger sizes, and the permanent rise to 24 per cent., from full to no 
load; this valve gear provides for throttling at low loads, and thus 
combines the economical advantages of both throttling and variable 
cut-off. The speed can be adjusted while the engine is running. 
Very high steam economy is claimed for the Sisson engine on 
varying loads, as well as small oil consumption. It should be 
mentioned that the firm make engines up to 1, 800 B. H. P. 


Messrs. Howden & Co., Ltd. (69). 


The two vertical engines exhibited by Messrs. Howden are of their 
double-acting high-speed type. The smaller engine is of the 
two-crank compound type, having two cylinders side by side, with 
piston valve between. The output is about 60 B. H. p. with steam at 
120 to 160 lb. pressure, condensing cr non-condensing, at a speed 
of 600 to 650 в.р.м. The larger engine, which is illustrated here- 
with, is triple-expansion, of similar design, with a piston valve to 


HowDEN 600-kw. ZOELLY TURBINE. 


each cylinder, and is capable of developing about 250 в.н.р. at 
450 R. P. M. ЕУ 

These engines have been specially designed to deal with heavy 
fluctuating loads, and are provided with forced lubrication to all 
working parts. The materials used are of the very highest quality 
of their respective kinds, no cast-iron being used in any of the 
working parts of the ergine taking direct stress, and all the 
working parts are enclosed. The Howden engine is made in 
standard sizes from 5 B E.. to 2,500 B. H. P., both compound and 
triple-expansion types, and has been very largely adcpted for 
power and lighting, some 50,000 н.р. being at work. 

Besides the foregoing engines, Messrs. Howden & Co. exhibit a 
turbine rotor, part of a 600-Kw. Howden-Zoelly impulse type 


turbine, which we illustrate ; this is of similar construction to one 
of 6,000 xw. which they have in hand for the Corporation of Man- 
chester. In their latest type Messrs. Howden have made some 
important modifications in the mechanical construction, which they 
consider will be of great advantage to the user. They have supplied 
or on order one 6,000-Kw. set, six turbines of 1,000 Kw., and seven! 
of smaller sizes. 


Messrs. Browett, Lindley & Co., Ltd. (21a & 478). 


The engine exhibited by this firm is one of their well-known 
standard two-crank compound double-acting engines, with piston 
valves to all cylinders, and forced lubrication. The governor is cf 
the crankshaft centrifugal type, acting directly on the throttle 
valve. The engine is coupled directly to a standard generator of 
the Lancashire Dynamo and Motor Co.’s make, and is capable of 
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BROowETT, LINDLEY COMPOUND ENGINE AND LANCASHIRE DYNAMO. 


developing an output of 225 xw., either condensing «r non- 
condensing, at 375 R. P. u., with a steam pressure of 120 to 140 lb. 
рет sq. in. Similar engines are made from 20 to 500 xw., and triple- 
expansion and three-crank compound engines from 150 to 1,500 xw. 
The one exhibited is illustrated herewith. 


Messrs. Babcock & Wilcox, Ltd. (280). 


Messrs. Babcock & Wilcox exhibit a model boiler fitted with 
steam superheater and mechanical stoker, a model water-softening 
plant on the Lassen & Hjort system, which they handle under 
licence, and a collection of steam piping, &c. To describe the 
Babcock boiler and superheater to our readers would be a super 


HOWDEN TaiPLE-ExPANsSION VERTICAL ENGINE AND GENERATOR. 


fluous proceeding, as they are already familiar,with it. The special 
feature of the water-softener is its simplicity; the apparatus : 
automatic, the supply of water being regulated by a float valve, 
and that of the chemicals by a patent automatic measuring е 
The apparatus is very compact, and requires little мк 
Special plant has been put down for dealing with pipe mil 
Renfrew ; up to 10 in. diameter the pipes are of weldles T, 
steel, above that size of lap-welded steel, and the flanges rel 

wrought mild steel pressed out of the solid. 
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Messrs. Mirrlees, Bickerton & Day, Ltd. (244a). 


This exhibit consists of a three-cylinder vertical Diesel oil engine 
of 150 B. H. p., directly coupled to a dynamo made by the Lancashire 
Dynamo and Motor Co., which generates at 230 volts. Switchgear 
and resistance is provided on the stand, to enable the engine to be 
run up to full power, and to demonstrate the governing qralities 
of the engine and its running under various loads. The engine 
will also be run on various classes of oil, so that the demonstration 
should be of special interest. 

The main features of the Diesel oil engine are known to our 
readers. Ita extreme fuel economy over 
wide ranges of load is undeniable; at full 
load the coneumption of fuel oil is guaranteed 
not to exceed 0'5 lb. per B.H.P.-hour, and at 
half load not to exceed 0'6 lb. per вн.р.- 
hour. This means that, with oil at 65s. per 
ton, the cost of fuel per Kw.-hour is 0:26 of a 
penny at full load, and at Falf load 0:31 of a 
penny. Itsadaptability to the use of all kinds 
of cheap residual and crude oils with safety 
and economy, without any adjustment what- 
ever being required, is an important advan- 
tage; in fact, the engine will use any mineral 
fuel oil which is free from tar and other 
deleterious matter, and which is not too 
thick to flow readily through the pipes. 

Its governing qualities are excellent; and 
as the engine is started with compressed air, 
it can be run up and put on load in 50 to 60 
seconds—a great advantage in electric power 
stations. 

Accessibility of parts is one of the leading 
features of its design; any valve on the 
engine can be changed and the engine 
started again in 10 to 15 minutes.  More- 
over, as the oil used is ignited by the heat 
produced by the compression of the air, no 
troublesome igniting device, carburettor or 
vaporiser is required. 

The makers are at present manufac- 
turing engines in seizes from 35 B. H. P. 
to 200 B. H P., at speeds varying from 
200 to 400 reve.; they also have in hand 
an engine which will be capable of develop- 
ing continuously 600 B. H.. at 200 B. P. M., and have supplied 
to the Admiralty a large number of high-speed engines running at 
400 revs. for use in the British Navy, for ship-lighting and power 
purposes. Since the first of these engines was fitted in H. M. S. 
Dreadnought, they have supplied engines of similar type for every 
subsequent battleship and large cruiser. 

Messrs. Mirrlees, Bickerton & Day have recently built and 
equipped entirely new works, which are specially designed for 
the rapid and accurate production of “ Mirrlees-Diesel" engines. 
The machinery is driven by electric power supplied by one of their 
own engines, coupled direct to a p.c. generator, an exact duplicate 


GALLOWAY SUPERHEATER, OPEN. 


of the generating set being exhibited at the Electrical Exhibition, 
Which is illustrated herewith. 


Messrs. Galloways, Ltd. (72). 


This firm exhibits a patent “ Galloway ” flue for a 7-ft. diameter 
cylindrical internally fired boiler, containing 15 patent cone tubes, 
the distinguishing characteristic of the Galloway boiler. A front 
end plate, tor а patent five-flued boiler with angle ring for con- 
nection to shell, and the first ring of each of the five flues, is shown 
with the fittings in place. This boiler has been specially designed 
inorder to utilise thej waste gases from coke ovens. Two patent 


wrought steel Steam superheaters are also exhibited, each con- 
taining 29 tubes, one with cover bolted on complete, and the other 
with cover loose. The special feature of this superheater is that it 
is built entirely of Siemens-Martin mild steel, and is quite as 
strong as any portion of a steam boiler. It is illustrated in the 
accompanying figure. This superheater is inserted in the down- 
take at the back end of Lancashire boilers, and is provided with a 
eafety valve. The Perfect junction valves fitted with Gallo- 
ways’ improved arrangement for rotating the valve on its seat 
whilst under pressure; feed valves; gun-metal parallel-slide blow- 
off taps; patent high-steam and low-water safety valves; and a 
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MIRBRLEES-DIESEL 150-в.н.р. ENGINE AND LANCASHIRE DYNAMO. 


model of a Galloway boiler, are the other principal features of 
the stand, 


Messrs. E. Green & Son, Ltd. (111). 


Messrs. Green & Son are showing a model of Green's economiser 
containing 72 heating tubes, fitted to a model water-tube boiler 
complete with feed piping, pump, valves, &c. They are also 
exhibiting a model of their economiser containing 96 heating tubes, 
fitted to the model of a Lancashire boiler. This economiser is 
arranged in two groups of 48 tubes each, and is fitted with all the 
latest improvements and facilities for easy access to any part of 
the apparatus. The scraper gearing of both models is actuated by 
small 1-H.». motors. 

Show cases of prize medals awarded to “ Green's Economiser," 
photographs, sample tubes and castings, &c., complete the exhibit. 


“Saaw” Parent BLOW-OFF 
VALVE. 


“Saaw” COMBINED FEED AND 
CHECK VALVE. 


Messrs. Joseph Shaw & Son,| Ltd, (140). 


Messrs. Joseph Shaw are exhibiting specimens of all the steam 
valves that they make. The essential principle of their parallel- 
slide valve is shown in the figure above, which gives a part sec- 
tional view of the ' Shaw" patent blow-off valve. The valve 
has a straight thoroughfare of full bore, and moves easily into 
place. The disks в B are held in a ring 4 a, and are pressed 
tightly against the seats when closed by the wedge p and the balls 
cc, with bearing plates кв E. A special packing ring ғ on the 
spindle forms a steam-tight joint when the valve is open. It will 
be seen that the disks slide smoothly past the faces of ihe seats 
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clearing away all dirt and sediment, and when closed are perfectly 
tight. The figure shows also tbe improved locking gland, which 
prevents the key from being removed until the valve is absolutely 
closed, so that the blow-off cannot be accidentally left open when the 
key is removed. The other figure shows the Shaw” combined feed 
and check valve, in which the check valve can be examined and 
repaired whilst the boiler is under steam by closing the additional 
valve in the branch. Besides a variety of other valves, cocks, 
steam traps, &c., a special feature of the exhibit is the firm’s 
“ Nico” metal, which is specially suitable for use with superheated 
steam, and is used for valves and seats. 


The Hart Accumulator Co., Ltd. (213, 190). 


A complete battery of 30 “1908” lighting type 11-plate cells, 
complete with acid, &c., erected on two-tier wood stands, and 
having a capacity of 300 ampere hours, is shown on the Hart 
Accumulator Co.'sstand. The capacity is 120 ampere-hours, when 
discharged in one hour. The cells are fitted with patent non- 
corrosive terminals. 

Copper rod connections are shown joined to the cells, and the 
company's patent sheet separators are used, which prevent internal 
short-circuits, and render it unnecessary ior the attendant to 
examine the cells every week. The plates are spaced widely apart 
with s in. diameter glass separators, and there is a clearance 
beneath the plates of 34 in., so avoiding the necessity for periodi- 
cally cleaning out the cells. 

. These batteries can be supplied in glass boxes with capacities 
ranging from 120 to 960 ampere-hours ; above this size, wood lead- 
lined boxes or lead tanks are used. 

A battery of six “С L” type cells in glass boxes, complete with 
all accessories, and mounted on wood stands, is also shown. A clear- 
ance of 6 in. is provided beneath the plates. These cells are specially 
suitable for central station work, and can either be fitted with 
solid lead burnt connections, or non-corrosive terminals. These 
range up to 1,045 А.н. in glass boxes; larger sizes are mounted in 
lead or lead-lined boxes, up to 3,000 л.н. capacity. The foregoing, 
with the “О S" and “LCS” types, are suitable for power stations. 
Many other patterns are exhibited, including the "T" and "S" 
types for small installations, portable work, &c, traction cells, 
ignition batteries in celluloid boxes, and a variety of plates, 
separators, instruments and accessories. 


McPHaiL PATENT SUPERHEATER WITH SOLID-DRAWN STEEL HEADERS. 


Messrs. McPhall & Simpson, Ltd. (114). 


The exhibit on this stand embraces a variety of items, almost 
all relating to superheatlers. Messrs. McPhail & Simpson being 
pioneers in superheated-steam practice, their apparatus is well- 
known and needs little description. 
A prominent feature of the exhibit is 
a complete downtake superbeater, with 
a dished box header of Siemens- Martin 
steel iin. thick; tbis is shown 
complete in the adjoining illustra- 
tion, together with a similar one 
without the cover, showing the tubes 
expanded in the tube plate and beaded 
over. Another important item is a 
more elaborate type of super 
heater, in which McPhail’s patent 
square box,  solid-drawn, wrought. 
steel headers are employed; one 
of опт illustrations shows two 
forms of this superheater, one having 
the inlet and outlet at the ends, and 
the other having them at the top, 
the blocks in the latter case being of 
weldless wrought-steel riveted on. The ! 
headers are provided with hand-holes, and a conical plug stopper 
with box nut is fitted opposite the end of each tube for the inser- 
tion of the expander spindle, on McPhail’s patent system. Other 
exhibits are various parts of superheaters in course of manufacture, 
a high-temperature superheater, specimens of tubes which have 
been at work for ten years (in the first Babcock boiler ever fitted 
with a superheater) and similar examples, and stop valves specially 
constructed for superheated steam. 


The D.P. Battery Co., Ltd. (142). 


The accompanying figure represents the Р.Р, Battery 
Company's “L.S.” type in glass boxes; the "LH." 
of cel in wood  lead-lined boxes, is also shown, and 
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DP. BATTERY Co.’s "L.S." CELL. 


both types are designed for use in 
large central stations, and are specially 
intended for work where high rates 
of charge and discharge are called 
for by heavy  flactuating power ot 
traction loads. The company's new 
"Sponge" type negative is a recent 
development which has been designed 
to overcome the shrinkage and dit 
integration of the active material 
inseparable from the Faure type of 
plate. The active material now use 
is so constituted as to resemble 3 
sponge in consistency, with a tend- 
ency to expand rather than to con- 
tract. The perforated screen which 
covers the face of the plate pre 
vents the active material from falling 
away, and at the same time allows 
the electrolyte free circulation and 
access to it. The “D.P.” positive plates are of the Plant 
type, and are formed by the company’s own process, which 
produces, on tbe enormous superficial area obtained by the 
vertical ribbed formation, a tough, hard and strongly adherent 
skin, which is unaffected by the heaviest rates of charge от dir 
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McPHaIL SUPERHEATER WITH DISHED Box HEADER. 


charge. The ribbed design of the plates, with its horizonta 
binding ribs, results in a rigid structure which is сараое ^, 
expanding in any direction without buckling, whilst eps e 
the free action of the electrolyte throughout the plate, and Ё the 
ample storage capacity. Many other cells are exhibited - Е 
"D.P." stand, designed to meet practically every в 
electrical energy, from the small ignition cell of the motor 
central station cells of 15,000 ampere-hours capacity. 
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LANCASHIRE MILLS AND ELECTRICAL DRIVING.—II. 


By F. J. A. MATTHEWS. 


ANOTHER installation worthy of note is that of the Kearsley 
Spinning Co. near Manchester. This is a new mill driven 
throughout electrically, the work having been carried out by 
the Electrical Co. A three-phase alternating-current system 
is adopted, the motors being all started from the power house. 
The current is derived from turbine-driven alternators, a 
feature of these machines being the water cooling system 
which has been adopted not only for the bearings but for the 
machines generally. 

One of the first mills to be electrically driven throughout 
is that belonging to Messrs. Ashworth & Hadwen at 
Droylsden, near Manchester. The mill contains 88,900 
spindles and 900 looms, and used to be driven by a beam 
engine built in 1834, the power being transmitted through 
upright shafts, bevel wheels, and heavy shafting. In 
some cases where the line shafts in different departments 
were not in line, diagonal shafts and bevel gears had 
to be resorted to. When it was decided to replace the 
old engine the question of electrical driving was carefully 
considered by the firm, with the result that Messrs. Drake 
and Gorham received an order for the complete electrical 
equipment of the mill. The power is generated on the 
opposite side of the yard to the old mill engine by means of 
a B.T.-H. alternator directly coupled to a Willans turbine, 
and is distributed throughout the mill by means of 24 
motors aggregating over 1,000 н.р. The new drive is much 
simpler than that which formerly existed, the risk of break- 
down is considerably reduced, the turning moment is steadier, 
and the driving more economical. 

Much of the success which has attended the later efforts 
of electrical firms to induce millowners to adopt electric 
driving has been due to the fact that the leading firms have 
specialised on mill work, and can put forward plant which is 
eminently suitable for the purpose. In the same manner as 
the manufacturing firms have found that it is to their 
advantage to devote special attention to mill work, the 
engineers in charge of the public supply have also decided 
that it is profitable for them to cater for this class of custom, 
and while there is much reticence as to the actual rates charged, 
it is possible for a mill owner to obtain a supply either from 
the Corporation or the Lancashire Electric Power Co., as 
the case may be, which will compare favourably with the 
cost of running by steam, especially if the saving in interest 
and depreciation on the costly generating plant which is not 
necessary be taken into consideration. 

At the present time in Bolton 220,000 spindles are elec- 
trically driven by the Corporation supply, while some 
150 H. p. is supplied for the driving of auxiliary machinery 
In connection with cotton spinning, and judging by the 
number of inquiries that have been made there is every 
reason to anticipate that this number will be largely increased 
in the near future. 

The Brunswick Mill, belonging to the Bannerman 
Mills Co., is driven electrically, the installation having 
been carried out by the British Thomson-Houston Co., and 
two floors of the Butler Street mill, belonging to the Fine 
Cotton Spinners’ Association, have been electrically equipped 
by Messrs. Mather & Plutt, the current in each of these 
cases being supplied by the Manchester Corporation, while 
there are over 100,000 spindles and 1,000 looms driven 
electrically in Lancashire by current supplied by the Lanca- 
shire Electric Power Co. 

A fall description of the installation of the Premier Mill, 
Stalybridge, appeared in the ELECTRICAL. REVIEW on 
August 28th. The installation was carried out by the 
British Westinghouse Co., and possesses some interesting 
features. The current, which is obtained from the Staly- 
bridge, Hyde, Mossley and Dukinfield Joint Board’s main 
generating station, is supplied to the mill at a pressure of 
6,000 volts, and is reduced by means of three 250-Kw. 
transformers to 400 volts, at which pressure the motors are 
designed to operate. With the exception of two 150-H.P. 
motors driving ring spinning frames, and an 80-н.р. motor 


driving the slubbing and roving frames, all the motors are 
of the squirrel-cage type ; the three motors referred to are of 
the slip-ring induction type. 

As numerous other instances could be given of mills 
electrically driven, it is evident that notwithstanding the 
fact that at one time it appeared as though little would be 
done in this country in connection with the electrical 
driving of cotton mills, the ownera have now made up for 
the delay in making a commencement, and there is every 
prospect that in the future the Lancashire mills will generally 
be driven electrically. The bulk of the orders will continue 
to go in the future, as in the past, to those firms who make a 
Speciality of mill work, and who devote the necessary 
attention to the peculiar requirements of the equipment of 
these mills. | 

There is not the slightest doubt that the electric drive 
possesses many great advantages over the mechanical drive, 
apart altogether from the question of whether it be more 
economical or not, and even regarding the question of 
economy, recent figures have shown that with an installation 
carefully planned :nd properly carried out, the electrical 
drive gives an increased efficiency over the mechanical drive. 

The other advantages may be tabulated as follows :— 

1. Flexibility and simplicity of the equipment. 

2. The power absorbed by any machine can be readily 
checked. 

3. The ratio of output to energy used can be easily ascer- 
tained. 

4. The position of the power house is not fixed, but can 
be located in the most suitable situation without reference 
to the position of the mill. 

5. Extensions can be effected without interfering in any 
way with the working of the mill. 

6. The various departments are isolated as regards the 
power plant, and a stoppage in one department does not in 
any way affect the rest of the mill. 

7. Increased production, due toa higher speed and steadier 
turning moment. 

Considering these advantages, it is evident that by no 
other means can power be so easily and economically conveyed 
to any portion of the mill; no long lengths of shafting are 
kept turning round continually for any auxiliary machinery 
that is only occasionally used. 

One of the most difficult things to discover in a mechanical 
drive is the power required by any individual machine. 
The usual method adopted is to take indicator diagrams, but 
this is far from satisfactory, as it is seldom that two similar 
readings are obtained, and in any case an allowance has to be 
made fur friction ; end if a friction diagram be first taken, it 
is not correct to assume that the light-load friction of the 
transmission system is the same as the full-load friction. 
Mr. Paine in a discussion on electric driving some years 
ago referred to a case where two spinning frames identical 
in all respecte were found to require different amounts of 
power. With an electrical drive it is easy to insert a 
watt-hour-meter in the circuit of any machine, and the 
energy taken during a given period can thus be compared 
with the output. In the same manner, with recording 
apparatus on the main board the total energy absorbed in the 
mill may be compared with the output, and as in cotton mills 
the energy should bear a definite ratio to the output, it is a 
matter of great importanc? to be able readily to localise any 
source of loss. 

It is unnecessary to refer to the ease with which extensions 
can be made, or to the fact that a stoppage in one depart- 
ment will only affect, that one department. Some time ago 
the writer was in a textile mill in the West of England when 
the whole mill was shut down for ten minutes, to repair 
a defective bearing in a minor department, and this incident 
was probably the final cause of the owners deciding to adopt 
electric driving. 

Perhaps the most important advantages are the higher speed 
and steadier turning moment. 


The high-class engines found 


t 
i 
Ф 
i 


ж + 


Sur. XVI. [606] 


‘THE ELECTRICAL REVIEW. 


[Vol. 63. No. 1,611, OCTOBER 9, 1908. 


———— ĩ—— — ' i—i— .ů⸗ä . — 


in the modern mill will give as steady a turning moment as 
can be required, and if a tachograph be fitted it will generally 
be found that the curve obtained is practically a straight 
line, but if the tachograph be fixed on to some of the shafts, 
a different result will be found, and there will -be evidence 
of more or less irregalar turning. The irregularity. will be 
most marked on the shafts furthest from the source of 
power, and especially on those shafts driving mules and 
other . intermittently loaded machines; with the electric 
drive this irregularity will disappear, and a perfectly steady 
drive will be obtained in all parts of the mill. : 

It was mentioned above that since it was desirable to 
start up the entire mill at one time, it was not easy for an 
owner to make experiments by putting down a dynamo 
driven off the main engine. It is possible, however, to do 
this, and start the -electrically-driven departments at the 
same time as the mechanically-driven portions, if proper 
precautions are taken. An instance of this has recently 
‘occurred in a Lancashire mill. The mill was driven from 
two engines—one fully loaded, the other capable of develop- 
ing 1,500 H.P., only half loaded; when extensions were 
made it was found better to make them at the end of the 
mill which was driven by the fully-loaded engine, and as 
the power һай to be taken from the other engine it was a 
question of either adopting the electric drive or making very 
costly alterations in the shafting. The former scheme was 
finally adopted. 


ADVICE TO EXHIBITORS. 


By AN OLD HAND. 


„ дгар when it's over?" So? Strain great? Better business is 
greater! Never tay die ! 


You've done well so far. Itonly remains for you to keep it up 
or do better! 


You've got the best stand in the show? Everybody has—in his 
own opinion. Quite right, too! Believe it! Keep it so all the 
‘time. Until the night of the 31st! 


Remember the hours ! 10 ‘a.m. to 10 p.m. Don't cover things 
up too early. Think what you may lose if you do! May-be more 
than all you gain at other times ! 


Study your assistants. | Something wrong ? Don't get ratty! 
They tire as well as you! They've worked as well in their way 
as you in yours—some of them. Pall all together! 


" Dces it pay to exhibit 2» Listen ! Does it pay to get known 
among the very people who are looking for your stuff? Answer 
that ! 


The contractors are coming — prices are not too undercut for that. 


"They've got to come, and they know it. Be ready ! 


Lock out for the borough electrical ‘engineers ! And their Com- 
mittees! Did you hear about that big contract booked in the Hall 
last week? Before the Exhibition was opened, too! 


Don't think any day unimportant " Every day is convenient for 
somebody 


On Saturday the public in their thousands. Another day you 
may get One Millowner.” Who hasn't converted. Whose mills 
are idle. Now's his time. And yours too. „Remember Lot’s 
wife!” 


If you must thump with that hammer, remember that pianos 
sometimes annoy next-door neighbours | 


Let it beat well in time with the Coldstream Guards—if it inus 
go while the band plays. 


We heard things about that hammer last Saturday—after it 
stopped! We tried. to hear them on the next stand while it was 
going TP 

If you must make a noise in the world do it quietly, or in print! 

It's a Motor Show. Keep ‘your motors at work, for in the words 


о! the comic song, It's Motor Here, Motor There, Motor all over 
the Shop.” 


Steady with your Matches. There is timber about and other 
stuff to barn, including one or two electrical papers! Wouldn't 
boom electricity to have a Fire at Rusbolme ! Would it? 


It was essential that the dynamo should be driven from 
the large mill engine, and also that all the mill should start 
up at once, and the difficulty was surmounted by using 
squirrel-cage motors and a separate steam-driven exciter ; 


the alternator was first excited before the main engine was 


started, so that the motors came up to speed with the engine, 
no Starting switches or auto-transformers being included in 
the equipment. This arrangement is quite satisfactory, and 
is, in fact, similar to that adopted by the Westinghouse Co. 
in the installation they carried out for driving the mills of 
Sir Titus Salt, Sons & Co., at Saltaire. : | 

Generally it may be said that there is a decided advantage 
to be gained by adopting the electric drive in textile mills, 
but it is necessary that each mill be considered on its own 
merits. Some few years ago there was a discussion between 
the advocates of the direct drive and the advocates of the 
group system, and we were promised that in the near future 
each individual loom and each spindle would be fitted with 
its own motor. The direct drive does not appear to have 
made much headway, certainly not in Lancashire, the whole 
of the work во far done in the country being designed on the 
group system, and it is probable that future work will also 
be carried out on the same lines, although it is possible that 
in the fature the motors may be directly connected to the 
line shafts and less attention paid to the assumed necessity 
of the belt or rope forming a flexible coupling between the 
motor and its work. 


i 


The Electrical Industry is not dead. It only slept! And while 
it slept it dreamed! Nightmare? Had been feeding on—what? 


Go to the ant, th:u sluggard ! » 


Sweet are the uses of advertisement. Competition is good—in 
reason. Before you were born — and still here! The ELECTRICAL 
REVIEW for ever ! 


To the man at the wheel! Stand attendants attention! Beon 
the alert. Be obliging. Your employer's business is your busi: 
ness! His success is yours—if you make it! 


You can help the electrical industry if you will. It'll be bigger 
before it's less. Going to stay in it all your life? Then boom it 
for all you are worth. Your booming is worth something—a great 
deal in fact. It'll do you good— and the trade too 


Buckle up your belt now, make things hum! You'll have to let 
it out six holes later on. 


“ They also serve who only stand and wait!” 


Isaw you put that smoke away when I came to talk to you last 
Saturday! Good! Do it again. Business is business! 


Don't forget my advice oflast week. It holds good still! 


ADDITIONAL EXHIBITORS. 


WirH reference to our table of exhibitors published on 
page 542 last week, the following firms whose names did 
not appear there have stands in the Hall. They were noi 
included in the official list at the early date of going to pres 
with our Exhibition Supplement last week :— 


J. J. Griffin & Sons, Ltd. (252). 

Harper Electric Piano Co., Ltd. (163). 

Howard Asphalte Troughing Co., Ltd. (229). 

Hudson Economiser Co. (253). 

Hughes & Stirling. 

Kearney High-Speed Railway Co. (245 and 250). 

Leecla Watch Co. (205). | 

Mica Plate Со. (107 and 108). 

Pearson Fire Alarm Co. (247). 

J. W. Perkins (234). 

Philipson & Co. (236 and 237). 

A. W. Richardson (275). 

Rothwell Patents Syndicate (241). 

W. Н. Roy & Co. (2484). 

Secor Typewriter Co. (278). 

H. C. Slingsby (246). 

W. P. Theerman & Co. (in place of Arcalia Electrical Manafse 
turing Co.) (136). 

A. G. Thornton, Ltd. (222). 

Vulcan Boiler and General Insurance Co., Ltd. (223). 
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CONTRACTS OPEN. 


(Continued from page 590.) 


Hungary.—The municipal authorities of Prazsmar, 
Hungary, are о a competition for the best scheme for the 
establishment of a central electric lighting station in the town. A 
prize of 1,000 crowns ia offered to the author of the selected scheme. 
The competition closes on the 31st inst. 


Leeds.—October 14th. Materials for tramway construc” 


tion for the Tramways Committee. See Official Notices to-day: 


London.—-October 18th. Six fuel economiserg, 320 tubes 
each; three electrically-driven feed pumps, 9,000 gals. per hour 
each; and two 5,000-к w. horizontal steam turbo-generators, for the 
L.C.C. See Official Notices" September 18th. 

October 27th.—12 water-tube boilers with mechanical stokers, 
superheaters, & :., for the L.C.C. See Official Notices to-day. 


Portsmouth.—October 21st. Reconstruction of a turbo- 
generator for the Corporation. See Official Notices" to-day. 


Rochdale.—October 15th. Erection of overhead bare 
copper cable at the workhonse. See Official Notices" to-day. 

October 12th.— The Electricity Committee invites tenders for 
vertical steam feed pumps. See Official Notices to- day. 


Spain.—October 10th. The municipal authorities of 
San' Mateo (province of Castellon) are inviting tenders for the 
concession for the electric lighting of the town during a period of 
10 years. Conditions may be obtained from, and tenders are to be 
zent to, EI Secretario del Ayuntamiento de San Mateo (Castellon). 


Twickenham.—October 14th. Electric lighting instal- 


lation at the Isolation Hospital of the U.D.O. See Official 


Notices " to-day. 


War Office.—Stores, Kc. See Official Notices Sep- 
tember 25th. | 


CLOSED. 


Australia. — SYDNEY (N.S.W.). — Postmaster-General. . 


Zwicker, Tod & Co.—4,000 ínsulators, £167. 


PERTH (W.A.).—Supply and Tender Board :— | 
Imperial Electric and Engineering Co.—One 4-н.р. electric motor, £29. 
Faulding & Co.—Five tons chloride of calcium, £4 15s. per ton. 


ADELAIDE (S.A.). Post master-General :— 

International Electric Co., London.—Twelve visual vibrating indicators, 9s. 
each; one lightning arrester board for 100 metallic circuits, £10 158. ; 
two carbon lightning arresters, each for 50 circuits, £6 15s. each. 

Western Electric Co.—-100 coin attachments, £1 0s. 3d. each; three 10-switch 
switchboards for 100 metallic lines, £41 78. each; 40 one-lever two-way 
switches, 1e. 10d. each. : 

British Insulated and Helsby Cables, Ltd.— Two switchboards for 50 metallic 
circuits each, £30 10s. 8d. each; two ditto for 25 circuits each, £23 118. 6d. 
each; two carbon lightning arresters, each for 25 metallic circuits, 
£5 28. 6d. each. | 

J. Bartram & Son.—24 trunk line timers, 15s. 6d, each. 

India-Rubber, Gutta-Percha and Telegraph Works Со.-—6,000 cords, 
1 line, £2 1s. 8d. per 1, 000: 5,000 tubes, Meidinger line, £10 per 
1,000; 9,000 zincs, Meidinger line, £29 88. per 1,000; 1 ton crushed 
sal-ammoniac, £87. 

George Wills & Co.— Six tons sulphate of magnesia, £5 15s. 1d. per ton. 


_ Barking.—The U. D. C. has accepted the tender of Messrs’ 


сю & Sons for installing the electric light at Creeksmouth 
ools. 


Boggleshole Colliery.—Messrs. James Dunlop and 
Co., Ltd., have placed an order with Messrs. Johnson & Phillips, 
Ltd., for the supply and erection of shaft cables. 


Bradford.—The tender of Messrs. J. W. Singer & Sons, 
Ltd., for special electric lighting fittings and installation for the 
extension of the Town Hall (£1,749) is recommended for acceptance 
by the City Council. 


Bury (Lanes.).—The T.C. has accepted the tender of 
Messers. John Musgrave & Sons, Ltd., of Bolton, for a Zoelly turbine 
direct coupled to a Siemens alternator, with air and circulating 
pumps made by Messrs. Chas. Walmsley & Co., Ltd., Bury. 


Dublin.—The Lighting Committee has provisionally 
Accepted the tender of the General Electric Co., Ltd., for the 
supply of electricity meters for 12 months; also the tender of 
Messrs. Babcock & Wilcox, at £6,423, for boiler plant and accessories. 


Glasgow,— The Tramways Works and Stores Sub- 
Committee have recommended that the Corporation accept the 
offer of the British Thomson-Houston Co., Ltd., for three-phase 
motors and gearing for mechanical stokers and conveyors for 
Pinkston power station. The same committee has also recommended 
acceptance of the following offers :— 

British Westinghouse Co.—Rotary converters, transformers and high-tension 

_ switchgear for new sub-station at Rutherglen. | 

British Thomson-Houston Co,—Low-tension switchgear for new sub-station 

at Rutherglen. 

Jas, M'Millan & Co.— Relays. 

Key Engineering Co.—Air compressor. 

British Electric Plant Co.—Storace battery and motor-generators. 
Lahmeyer Electrical Co.—Copper bonds. i 
Tangyes, Ltd.— Wheel lathe. 

Wm. Landell.—Patent step treads. 

Consolidated Equipment and Engineering Co.—Phono trolley wire. 


\ 


Hornsey.—The B.C. has accepted the tender of Messrs. 
Charrington, Sells, Dale & Co. for the supply of Brynteg Welsh 
coal, at £1 Os. 6d. per ton. 


Hull.—The Tramways Committee of the T.C. on Friday 
accepted the following tenders :— 
Siemens Bros.—Generating set at the tramway power station, £5,926 10s. 


Amos & Smith.—Condensing plant, £895. 
Hadfield’s Steel Foundry Co.—Tramway rails, &o., £1,213, 


Leeds,—The Corporation has accepted the tender of 
Mr. T. W. Matthews for the supply of 2,200 Osram. lamps for the 
Town Hall and municipal buildings. It has been decided to 
purchase 70 magnets for brakes from the Electric Mechanical Brake 
and Engineering Co., at £11 10s. each. 


Leyton.—The U.D.C. has accepted the following tenders 
for materials required for the electrical equipment of the portion 
of the tramway line in Lea Bridge Road within the area of the 
L.C.C. 2— | 

F. Smith.—Trolley wire, £88. 

Spencer, Ltd.—Poles, £224. | 

, Dick, Kerr & Co.—County Council bases, &c., £71. 

Turners & Manville.—Insulator bolts, £9 16s. 8d. 

Brecknell, Munro & Rogers.—Span brackets, &0. 

Dennis & Co.—Span wire, &c. 

W. Wood & Co.—Hangers and ears. 


The following tenders have also been accepted :— 


General Electric Co,—Electrical accessories, asbestos and insulating 
material, armature repairing materials, cables and wires. 

British Westinghouse Co.—Mica cones, controllers, cable connectors, 
switches, carbon brush-holders, &c. 


Lochgelly.—The Lochgelly: Iron and Coal Co., Ltd., 
have placed an order with Messrs. Johnson & Phillips, Ltd., for 
underground switchgear for their Lochgelly Pits. | 


London.—FUuLHam.—The Electricity Committee has 
entered into contracts with the undermentioned firms for the 
supply of 7,000 tons of coal, to be delivered at the electricity 
works, Townmead Road, during the enauing 12 months :— | 

Gillman & Co.—8,000 tons Mapperley Smitham,“ 108. 4d. ton. 
Kaye, Son & Co.—2,000 tons Mapperley Smitham," 108. 4d. per ton; 2,000 
tons Beath Peas," 9s. 9d. per ton. 

The total cost is not to exceed £3,558. 

The contract for the electric lighting and three-phase power 
plant for the United Mills’ Equipment Co., London, has been given 
to Messrs. Maxwell, Son & Co., of Dundee. | 

WoorwicH.—The B.C. has received the following tenders for the 
supply of cable required for extensions :— 


Time for 
completion. 

Western Electric Co. .. . (accepted) £1,450 6 weeks 
Johnson & Phillips, Ltd. bss ME - 1,468 78 „ 
W. T. Glover & Co. К = a is 1,471 oy 
W. T. Henley's Telegraph Works Co. 1,484 T^ us 
Siemens Bros, & Co. vs sè гш 1,489 8 „ 
Callender's Cable & Construction Co. " 1,198 6 „ 
British Insulated & Helsby Cables, Ltd. .. 1,526 3 , 
St. Helens Cable & Rubber Co. эө е 1,685 8 „ 
Sun Electrical Co. ee ee 1,542 8 my 


For 110 yards of three-core ‘05 lead-sheathed and armoured cable 


recently required urgently to connect up existing applications and 


for stock purposes, the Western Electric Co.'s tender was also 
accepted. 


Rotherham.—The Electric Light and Tramways Com- 
mittee of the T.C. has accepted the tender of Jas. Cooper, at £127, 
for the foundations for a turbo-generator. 


Salford.—The В.О. has accepted the tender of tbe 
British Insulated and Helsby Cables, Ltd., for feeder pillars. 


Warrington.—The B. of G. has accepted the tender of 
Mr. Smith for the supply of electrical goods for three months. 


es 


Storage Battery Traction.—The Prussian-Hessian 
railways are installing storage battery cars for suburban traffic near 


Mainz. . Each of the smaller cars will contain 180 cells, of 10 tons 


total weight, while each of the larger cars will contain 180 cells of 
15 tons weight. The axles will be driven by means of two series 
motors in the usual way. The following estimate of cost is given: 
For the generation of 200,000 Kx w.-hours with Diesel engines, the 
cost per Kw.-hour including interest and amortisation is 625d. No 
special attendance is assumed, since the motorman will attend to 
the charging of the batteries at the station. 'The consumption of 
200,000 xw.-hours per year relates to a distance of 180,000 km. 
covered per year by the five cars, во that each car is assumed to travel 
36,000 km. per year. The cost of maintenance of the storage batteries 
is assumed as 1d. per car-km. The total cost of operation is 4°375d. 
per car-km., including interest and amortisation. With the new 
cars which contain 100 or 110 passengers the total cost is estimated 
as 6°25d. per car-km., so that if the tickets are sold at 1d. per km. 
the income will cover the expense even if only one-fourth of the 
seats are filled. The life of the positive plates is assumed as 120,000 
km., that of the negative plates 80,000 km.—Llectrical World. 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 


tors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 

en to ensure that the information is new and accurate, but it will be under- 
Btood that in a matter where so man correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inacouracies are reported to the Editors, they will be 
fully investigated.) 


ABERDEEN.— Additions to Holburn Street Schools (£1,000). Gall & Walker, 


builders. Conversion of the old theatre, Guild Street, into a 
variety music hall. Additions to fish-curin premises, for 
Garriock & Co.; G. J. 


ilne, architect. Additions to granite 

works, for W. Taggart, granite merchant; D. Hodge, architect. 
Dwelling houses, for J. Shirras, builder; dwelling houses in 

Polmuir Road; Sutherland & George, architects. Dwelling 

houses in Albury Road; D. & J. R. McMillan, architects. 
ABRAM (near Wioan).—Slaughter houses, &o. F. Robinson. 
ACCRINGTON.—Alterations at the electric tramway depót. Town Council. 
ALLERTON BYWATER (near CasTLEYORD).—fShops and houses, for J. 


Prince. Garside & Pennington, architects, Ponteftact. 
ALRESFORD (HanTs).—Proposed Convalescent Home, 
AMMANFORD.—Bank premises and two shops in Quay Btreet, for J. Phillips. 
A. В, Williams, &rchitect, Llandilo. . 
BARNSTAPLE.—E: L. to be installed in St. Mary Magdalene Church. 
BURTON-ON-HUMBER.—-Alterations and additions to the Red Lion Hotel. 
Tennant & Collins, architeots, Pontefract. 
BATLEY.—Two electric fans for Batley Working Men's Club. Secretary, 
Working Men's Club, Batley. j 
BECKENHAM —Additions to Heathfield,” Scott’ 


ur houses, Marlow Road J. 
; F. D. Rodda, 


BEXHILL.—Additions to Portland House, Dorset Road, for Moon & Garner ; 


‚ Н. Gray, architect. Detached house, Sutherland Avenue, 
for W. White; G. E. M 


aynard, Ltd., architects. Gymnasium, 
Bedford House School, Cantelupe Road. Rev. G. F. Russell, 
Owner and architect. 


BEXLEY.—Honse, Freta Road, for J. Houghton. 
BLACKBURN Houses, Cornelian Street, for John Cronsbaw. builder, Lyn- 
n ‹ i Albany Road, for J. J. Winterbottom ; Grange 
et, ior .J. 


Highton & Sons. builders, Bridgwater Street; 


Providence Street, for the Daisyfleld Co-operative Society; 
Whalley New Road, 


for Wm. Penney ; Mayflower Street, for 
ae rel & Shaw; warehouse, Dewhurst Street, for J. Duck. 
Я wo e i 
BLACKPOOL.—New vill 


a residences, Marton Road, Marton. Clough and 
Pendlebury, Princess Street Saw Mills, builders, Blackpool. 

BLAENGWYNFI.—New infant school. 

BOLTON, 


s Lane; M. Zimmerman. 
Hughes. Bix houses, Clock House 


Т. Mansel Franklen, clerk to the 
County Council, Westgate Street, Cardiff. 


Mission room, Well Street, for Rev. J. W. Broadbent; additions 
to premises, Rosamond Street, for the Co-operative Society. 
Proposed telephone exchange; Borough Engineer, Bolton. 

ew place of amusement; Fenton Cross, entertainer, Bolton, 
xtensions to premises for Messrs, Crooks, cotton spinners; 

А and Tootal, Broadhurst, Lee & Co., Sunnyside Mills. 

BRACKLEY (NonTHANTS).—Operating room at the Cottage Hospital; mission 

room at Halse, for the Earl of Ellesmere. 

BRADFORD.—New wheelwright's workshops in Bewland Street: Н. Hardaker, 

architect, Ivegate Chambers 


» New Ivegate, Bradford. Extension 
of the cooking depót at Green Lane Sch 


Committee; City architect, Whitaker Buildings, 
Btreet, Bradtord. 


BRISTOL (PILNIXG).—Proposed alterations at the Almondbury Counoil School. 
Gloucestershire Education Committee. 


Bi TO NOR Council School, Gloucestershire Education Com- 
е. 


BROMLEY,— Houses, Shawfield Park; W. J. Pampilon, architect, 92, Tweedy 
Road, Bromley. Houses, 8t. George's Road, for G. W. Hart. 
—Alterations to London Road Inn, for Ind, Coope & Co.; G. E. 


Garlick, architect, Quadrant Chambers, Buxton. 
CARDIFF.—Two houses, 


BUXTON. 


Cog Road, Sully. White & Britton, builders. 
CHELMSFORD.—Two detached houses, Rainsford Road, for F. Cracknell ; 
two pairs of flats, Trinity Road, for Wm. Rosser. А 
CHESTERFIELD.—Proposed new Church Institute at Brimington. 
CHIPPENHaM. 


—Alterations to house at Kingston Langley. 
alterations to the Cleeve, Corsham, for F. J. 

Ladyfield Estate, for Mr, Rogers. 
CHIPSTEAD (SuRREY).— House, 


Hazlewood Lane, for Walter Freeman, Fleet 
Btreet, London, E : 


* e. 


CHORLEY.— Villas, Gillibrand Walks, 
Brow, for J. W. Lee 


CINDERFORD (QGros.).—New Higher Elementary School. В. В. Phillips, 
architect, Midland Bank Chambers, The Cross, Gloucester. 

CLAYTON (near MANCHESTER).—New Institutional Church. R, Parker, archi- 
tect, Albert Square, Manchester. 

CLECKHEATON.—Dual Secondary School and Technica) 


Institute (£7,500), 
W. H. Thorp, architect, South Parade, Leeds. 
COATBRIDGE.— Stock shed at the British Tube Works, for Stewarts and 
Lloyds, Ltd. 


CORR.— Additional married soldiers’ quarters at Cork Barracks. 
Barrack Construction, Pall Mall, London, 8.W, 
CREWE,—Projected alterations at the Egerton Arms, Peter Walker & Sons 

workshops in Earle Street, J. F. Heath; proposed orphanage, 
Borough Engineer. 


CARNARVONSHIRE),—Bungalow residence for the Right Hon, 

Lloyd-George, М.Р. Rowland Lloyd Jones, architect, Car. 

narvon. 

DARLINGTON.—Houses, Ashcroft Road, for Clark & Moscrop; Milton Street, 
for W. Johnson & R. Pocklington ; Milton Street, for J. E. 
Chilton; Mellard Street, for R. Blackett & Bon, builders, 8, 
Paradise Terrace; Upper Victoria Street, for J. W. Watson: 
Langholm Crescent, for G. W. Davies; Lewes Road, for James 
Wallis. Additions and alterations to oftices for the B. of G.; Hos- 
kins and Brown, architects, Court Chambers, Darlington. 

DARTFORD.—New church (Christ Church) (£2,735). W. F. Blay, Ltd., builders, 
Spital Street, Dartford. 


DEAL.—Houses. London Road, Upper Deal, for Mrs. Cheston ; Mill Rond, for 


G. R. Cottew, builder, New Street, Deal; Albert Road, for E. 
Robinson. 


DERBY.—New theatre in Beckett Well Lane. 

DONCASTER.—New colliery at Carcroft, near Doncaster, 

DORCHESTER.—Proposed Council school. Dorset County Education Com- 
mittee. 

DUDLEY.—New Primitive Methodist Church in Vicar Street. 


DUNDEE.—Alterations on property at 20-24, St. Mary's Place, for Т. B. 


Murray: cottages in Gedburgh Road, for MeMillan & Mattliew. 
Tenements and cottages for Corporation; J, Thomson, burgh 
engineer, 


for Earl Cowley; 
Chapman ; houses, 


for Miss Clayton; 10 houses, Cowling 


Director af 


CRICCIETH ( 


* 


' FARNBOROUGH (Haxrs).—Cot 


. FERRYHILL (Co. Du 
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DUNFERMLINE.—New primary department at High School. H. 4 D. 
Barclay, architects. 


DUNSTON.—New coal staiths and other developments, North-Eastern Rail. 
way Co. 


EASTBOURNE.— Proposed alterations to the Sussex Hotel. 


EBCHESTER (Co. DunHaw)—House at Low Westwood. R. Fenwick, 
Earsdon House, Ebchester, Co. Durham. 

ECCLES.—E.L. wiring and fittings for the Town Yard buildings, for the T.C. 
workmen's dwellings, Corporation Road, for the T.C. ; houses, 
Worsley Road, Winton, for Thos. Witton; Crawford Btreet 
Monton, for Ludlow & Bannister; additions to the works of tbe 
Protector Lamp and Lighting Co., Ltd., Lansdowne Road, 
Monton ; projected works, for the Anto-Machine Products Co. 

EGREMONT (nE SEIR).— Houses, Rivington Road, for J. J. Evans, Mostyn 
Avenue, West Kirby. 

ELLESMERE PORT.—New works for the 8t. 


Helens Manufacturing Co. 
ELTHAM 


-—Branch bank for the London and South-Western Banking Co. in 
High Street. Six houses, Dumbreek Road; J. J. Bassett, 141, 
* Earlshall Road, Eltham. 
EXETER.—Electric lighting of Emmanuel Church (tenders by October 13th), 
J. W. Burt, 8, Comrie Crescent, Queen's Road, Exeter, 


EXMINSTER (near EXeTER).—Attendants’ cottages at the asylum, for the 
Devon C.C, (£1,500). 


tage hospital at Frimley, for the Frimley Dis- 
triot Cottage Hospital Committee. Н, R. & B. A. Poulter, 
architects, London Road, Camberley. 


(KrNT)—Bungalows, Standard Road, Downe. W. Cook, builder, 
Bromley Common, | 
FARNWORTH (BOLTON). 


RHAM).—New Primitive Methodist Church and schoo's. 
FOLKESTON E.—Proposed Winter Garden on the sea front. 
GILLINGHAM,.— Repairs, &., to the Vestry Hall, Church Street. J. W. 
| Peachell, vestry clerk, Gillingham. 
GLOBSOP.—New Conservative Club and shops, Norfolk Street. J. Eaton, Bons 
5 and Cantrell, architects, Stamford Street, Ashton-under-Lyne. 
GOOLE.~Acoumulator house, &c., at Swing Bridge, for the North-Eastern Bail. 
| way Co. W. J. Cudwortb, engineer tothe company, York. 
New Wesleyan Church and minister's house at Starbeck. 
кое Iron hospital block at the Small-Pox Hospital, Yeading 


wane, for the Uxbridge Joint Hospital Board. W. L. Eve, 
architect, 54, High Street, Uxbridge. 


HAYDOCK (Lancs.).—New Church of 86. Mark. 


HECKINGTON (Lincs.).—Alterations and ‘additions to house for tbe Misses 
Godson. J. Clare, architect, Sleaford. 

HEMSWORTH.— Houses, South Kirby, for E. A. Mason; South Hiendley, fot 

Mrs. A. Owram ; South Elmsall, for Lyall & Taylor; Brierley, 
. for E. Hoyland; parish room at Upton, for Miss Jones. 

HENSINGHAM.—Seven houses. J. S, Stout, architect, 36, Lowther Street, 
Whitehaven, 

HITCHIN,—Houses, Balmoral Road, for E. Smith ; Storehouse Lane, for the 
Steam Laundry Co.; M. Foster & Co., builders. Additions to 
.Elmside," Chiltern Road; J. Willmott & Son, builders, 80, 
Walsworth Road, Hitchin. ) 

HOLMES CHAPEL (CHEsHIR&).—Proposed extensions to the Agricultural ard 
Horticultural College, for the C.C. (£8,000). 


HOLSWORTHY.— Extension of the Wesleyan Chapel, Chilsworthy. 
HUDDER&FIELD,—Extensions at Bradley. Midland Railway Co. 


HULL.—Houses, Newland, for J. E, Mallison; Westminster Avenue, for W. 
Finch; Reynoldson Street, for G. B. Cheeseman; Durham 
Street, for J. Wood; Ventnor Street and Exmouth Street, for 
G. T. Spruit; Garden Village, for the Garden Village. Ltd.: 
Blaydes Street, for F. Allon, builder, Clifton Streets Hestle 

» for F. J. Watts; Victoria Avenue, for G. Wardell: Whit- 
worth Street, for J. T. Taylor: Essex Street, for A. Whincop: 
Aberdeen Street, for Mra. L. Charles; East Park Avenue, for 
W. Finch; Devon Street, for Mrs. P. Smith: Anlaby Road, for 
J. H. Osborne, builder, 5, Haves Avenue, Ella Street; Mari. 
borough Avenue, for J. E. Wray; Estcourt Street, tor B. 
Hornsey; Chapel, Holderness Road, for tbe Yorkshire Baptis 
Association; Methylatin Works, Bankside, for Blundell, 
Spence & Co.; reconstruction of premises, Lowgate, for B. P, 
Mason & Co.; shop, Jameson Street, for G. Taylor. Infants 


re! in Craven Btreet; J. H. Hirst, city architect, Town Hall, 
ull. 


KING'8 NORTON... New schools, Stirchley (£4,178); W. A. Harvey, architect. 
5, Bennett's Hill, Birmingham. Scbools at Selly Park (£15,988; 
Wm. Н. Ashford, architect, Birmingham. 

LANCASTER.—Fourteen houses, in Bibsey Btreet; P. L. Dilworth, builder, 
Lancaster. Twelve houses in Connaught Road: Messrs. 
Hodgson & Bowker, builders, Lancaster. Twenty-two houses 
in Trafalgar Road; W. Mashiter, builder, Lancaster. De 


fached house, Scotforth Road; W. Hinton, Spring Bank, 
Lancaster, 


LEATHERHEAD.~ Proposed new school (24,000). Urban District Council. 


LEEDS.—Transformer chamber (overground) in East Street; H. Dickinson, 
manager of the Electricity Department. 1, Whitehall Street, 
oe Extension to Library accommodation at Woodhouse; 
W. T. 


| ancashire, city engineer. : 
LEIGH (Вости Lancs.).~Probable alteration and extension of Charles Street 
Mill. G. R. Wright & Co., Bingley, Yorkshire. 


LEYBURN (Yorks.).—Twenty-four houses. W. and T. R. Milburn, architects 
Sunderland, 


LEYLAND (near PnEsTON).—Extensive alterations to premises, fot Messrs 
Jamieson, boot dealers, Preston. 

LEYLAND (Lancs.).—Extensions for the Leyland and Birmingham Rubber 
Co.; conversion of premises into dwelling house, for T. 
Wilson. 


LINCOLN.—Projected new Anglican Church for St. Swithin's parish. 

LITTLE HULTON (near BoLrox).—Proposed extensions, Suez Mill Co. 
Worsley Road. | 

LLANDAFF (GrAm.).—New school for 250 sCbolars for the С.С. T. Manse! 


Franklen, County Council Offices, Cardiff. Six houses, Нев: 
field Road; Watts & Son, builders, Llandaff North. 


LLANISHEN.—Ad(itions to house, Station Road. Capt. J. Wilkie, Etation 
Road, Llanishen. 


LIVERPOOL.— Extension of Exchange Hotel. 
Railway Co. 


—Alterations at Grecian Mills. 


HARROGATE. 
HAYES (М:рр 


Lancashire and Yorkshire 


LONDON (Lrwisnax, 8.E.).—Three houses : W. Л. Scudamore & Son, builders, 
13, Manor Lane, S. E. Addition at“ Kirklynton ;” R. Те 
and Sons, builders, Mount Pleasant, Sydenham Hill Road, \ 

(WIMBLEDON, B.W.).—Pavilion for Royal Wimbledon Golf с 
Alterations and additions to Wimbledon Town Golf Club Но = 
Two houses, Dora Road : Boyton, Sons, & Trevor, el 
High Holborn, W. C. Shop and warehouse, Merton Road, 
J. K. Skewes, draper, Broadway. 

(Tooridd, S. W.). —Alterations. &., to Cemetery Church. E. Hoare, 


architect, с.о, The Bishop of Southwark, South Place, Kenning 
ton, 8.E. | ^ 
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WanpswortH, 8.W.).—Additions at Windsor Works, Venn Street, 
PONDS Clapham, North ; H. Somerford & Bon, builders, 188, Manor 
Street. Clapham, S. W. Lodge at Gayton Lodge, Wimbledon 

Park Side, Southfields; Maple & Co., Ltd., Tottenham Court 

Road, W. Alterations and additions at Messrs. de Never's 

Rubber Tyre Co.'s Works, Bendon Valley, Springfleld; W. 

Harbrow, builder, South Bermondsey Station, 8.E. Five 

houses, Pulborough Road; six houses, Granville Road, South- 

fields. Woodley Bros., Woodhouse, Wimbledon Road, Tooting 


Graveney, S.W. 

(CuzLskA, 8.W.).—Addition to buildings in Hans Place. I. Cash, 

architect, 22, Surrey Street, Strand, W.C. 
^ — (LzvroNsToNE, N.E.).— Alterations to Cowley Arms public house, 
High Road, for W. Darton, licensed victualler. 

(PorLaR, E.).—Motor garage at Glicksten's timber yard. Taylor 
Bros., builders, 45, Rothbury Road, Hackney, N.E. 

(Leyton, N.E.).—Additions to workshop; F. J. Coxhead, builder, 
Bulmer Road, E. Sheds, stores, &c., at London Electric Wire 
Co.'s premises, Church Road; A. W. Hudson, architect, 87, 
Finsbury Pavement, E.C. Institute in connection with Christ 
Church; Mattock Bros, builders, Winkfield Road, Wood 
Green, N, 

(Fvrnax, 8.W.).—Office, North End Road, for Midland Railway 
20. A. Wheatley, chief office, Midland Railway Co., Derby. 
(BRouLxY, E.).—Additions to residency, 69, Freelands Road; Pearce 
Bros., builders, 87, Hawes Road, Bromley. New residence, St. 

окен a , and motor shed; G. W. Hart, builder, Redington 

(Мове, HiLL, N.).—Additions, 28, Grand Avenue; W. J. Collins. 
builder, 13, Firs Park, Hornsey, N. Alterations and additions, 
10, Victoria Parade; D. A. Whitehead & Co., 10, Viotoria Park, 
Hornsey, N. 

(HionBGATE, N.).—Beventeen houses, Southwood Lawn Road. A. G. 
Shearing, 12, Fortress Road, N.W., surveyor. 

(Hornsey, N.).—Laying out Northwood Estate. J.C. Hill, builder, 
65, Glenmore Road, М. 

(SrEPN EV, E.).—Buildiog, Christian Street; M. W. King & Son, 
surveyors, 6,Helborn Viaduct. Rebuilding houses, Duval Street: 
C. E. Salmon, architect, Bell Street, Reigate. -Rebuilding 
houses, Jubilee Street; Watkins, Baylis & Chidson, solicitors, 
11, Sackville Street, W. 

(KinbuRN, N.W.).—Baptist Church (£1,909). R. Argyle, architect, 
Alfred Street, Ripley, Derby. 

(Brompton Roan, 8.W.).—8hop, on site of All Saints’ School. C. H. 
Townsend, architect, 82, Great George Street, 8. W. 

(PLUMsTEAD).—Bakehouse, Plumstead Road; Church, Quick and 
Whincop, William Street, Woolwich. Church and presbytery, 
Abbey Grove; Williamson & J. H. Beart Foss, 274, Sackville 
Street, Piccadilly, W. Rebnilding shop, Hudson Road; G. 
Bláckler & Bons, builders, 38, Pattison Road, Plumstead. Altera- 
tion to Falconwood,'' Shooter's Hill, for Baroness d' Erlanger; 
G. F. Dean, 9, South Molton Street, London, W. 

(WoorwicH).—Iron building for dining-room for Western Electrio 
Co.; J. Grover & Bons, builders, Wilton Works, Islington, N. 
Rebuilding three houses; 8. A. Douglass, 17, Tilie Road, Plum- 
stead. Two houses, Elizabeth Street, North Woolwich; W. 
Harris, Steam Joinery Works, North Woolwich. Enlarging 
Maitland Cottage Sanatorium; W. F. D. Smith, M.P., chair- 

| man of Committee, 8, Grosvenor Place, 8.W. 

LUTON.—Houses, Westbourne Road, for Brown & Co.; Baker Street, for 
W. F. Mullett; Kenilworth Road, for T. Day; West Hill Road, 
for W. Smith; Reginald Street, for F. Chandler, builder, 78, 
Cromwell Road; Kenilworth Road, for C. H. White, builder 
72, Dunstable Road; Reginald Street, for A. Field; Round 
Green, for A. Mardle, builder, 18, Cowper Btreet; shop- 
residence, &c.. Smart Street, for Geo. Kingham, builder, 106, 
Old, Bedford Road; studio, 20, Castle Street, for J. George: 
additions to premises, George Street, for Liptons, Ltd. Publio 

library ; 8. E. L. Fox, borough surveyor. 


LYDBROOK (Gros).—New County Schools (£8,413), 
builders, Nottingbam. 

MALTON.—New post office in Wheelgate. 

MANCHESTER.—Alterations to shops in John Dalton Street; Peace and 
Norquoy, contractors, New Islington Works, Manchester. 
Developments at the Adelphi, Salford; Secretary, Bleachers’ 
Association, Manchester. Alterations to premises in Deans- 
gate; F. D. Narvell, cycle factor, Stretford Road, Manchester. 
Relighting scheme at St. Paul's Church, Bennett Street. 
Stables, &c., at the refuse destructor, Chorlton- cum. Hardy, for 
the T. G.; surveyor, Town Hall, West Didsbury, Manchester. 

(PREstwica).—Additional school premises for teaching domesti> 
subjects. Secretary, Prestwich Education Committee. 

MARGATE.—Pavilion and winter gardens on the Kursaal site, for the Т.С. 
Eighteen houses, Westclitfe Road; G. E. Burrows, architect, 
8, Cecil Street, Margate. Motor garage, Cecil Square, for 
Blunden & Shadbolt. Proposed new Rob Roy Home at Clifton- 
ville, for the Ragged School Union, 82, John Street, Theobald's 
Road, London, W.C. 

MELKSHAM.—New Wesleyan Church at Broughton Gifford. A. E. Bush, 
architect, Melksham. 

METHLIC (Авкврккквнтв®).—Вез{оп Public Hall, Methlic. J. Cobban, archi- 
tect, Haddo House, Aberdeen. 

MIRFIELD (Yorxs.).—New Sunday Schools in connection with Knowle 
Wesleyan Church (£1,600), 

NANTWICH.—Probable re. erection (after fire) of premises for Chester Bros., 
grocers. i 

NATLAND (near KENDAL).—New church (£4,500), for Rev, С, J. Miller, vicar, 
Austin & Paley, architects, Lancaster. 

NEWCASTLE.—Important suite of offices, corner of Mosley Street and 
Pilgrim Street, for the Alliance Assurance Co. Newcombe and 
Newcombe, architects, Pilgrim Street, Newcastle. 

NORWICH.—Secondary school, Eaton Road, and alterations to existing 
buildings. C. J. Brown, architect, Cathedral Oftice, The Close, 
Norwich. 

NOTTINGHAM.—Alterstions to chemical and physical laboratories, and con- 
version of gymnasium into chemical laboratory, at High Pave- 
ment Secondary School. F. B. Lewis, City Architect, Guildhall, 
Nottingham. 

OLDBURY.—Houses, Galton Road, for C. Wilmot; Galton Road, for Humphrey 
and Sanson. 

OLDHAM.—Thirty-eight houses, Hollin Hall Estate, for the Equitable Со. 
operative Society: F. Thorpe, architect, 7, Clitz, Street, 
Oldham. New Mormon Tabernacle; Elder James H. Platt, 


Wm, Crane, Ltd., 


Oldham. 
ORRELL (near Wican).—New elementary school. County architect, Preston. 
OTLEY.—Important post office extension. Post Office Works Department, 
Westminster. Warehouse in North Street for YY. Sinclair & Sous, 
Ltd., manufacturing stationers. 


PERTH.—Btorerooms for J. Brown, merchant, 44, Long Causeway, Perth. 


PETERBOROUGH.~New schools, Milltield; Townsend & Fordham, architects, 
New schools, West Town ; 8. Dodson, architect. 
Jas. Paton, 


PLYMOUTH.—Horse slaughter house at Prince Rock, for T.C. : 
Borough Engineer and Burveyor, Municipal Offices, Plymouth. 


POCKLINGTON.—Houses, Monkhouse Road, Great Ayton, for Poole Bros., 
] Middlesbrough ; Dent Drive, Great Ayton, for T. Peargon ; West 
Street, Yarm, for W. Doughty. 
PONTEFRACT.—Stables, &c,, for J. G. Lyon, J.P. Tennant & Collins, 
architecis, Pontefract. 
PRESCOT.—New Wesleyan Church. 


PRESTON (WnrrriwcHAM).—Anpnexe on the Asylum Estate (700 inmates). 
L. Cotman, Law Clerk to tbe Committee of Visitors for Whit- 


tingham Asylum, 8, Lune Street, Preston. ; 

RAYLEIGH (eee sl NON County School (£2,705). F. & A. Willmott, builders, 

ford. 

REIGATE.— Additions to Bures Manor, Leigh, for E. P. Charrington. 

RETFORD.--Alterations and additions to the premises of the Nottingham and 
Notts Banking Co. | | 

ROCHDALE.— Billiard hall for the Temperance Billiard Halls Co., Pendleton, 
R. Partington & Bon, Middleton, & Young, Tinker & Young, 
Manchester, builders. 

ROTHERHAM.—New school at South Grove (£12,000; D. B. Jenkinson, 
architect, Holmesfield," Kimberworth, Rotherham. Two 
semi-detached houses, Ewers Road, for John Jones; four semi - 
detached houses, Pitt Street, for Wm. Charles; new topping 
shop and engine house, at Rother Iron Works, Fullerton Road, 
for Owen & Dyson; two semi-detached dwelling houses at 
Kimberworth, for T. Hill. | 

RUGBY.—Extensive alterations and additions to premises of A. G. Chamber- 
lain & Co., chemists, 8, Market Place. 

ST. HELEN'S (IsLE оғ WIOHT).— New Vicarage. H. A. Coombes, builder, 
St. Helen's (I. W.). 

SEAHAM.— New premises for the Seamen’s Mission (21, 900). John Clark and 
Son, builders, Ryhope. 

SEATON BURN (NoRTHUMBERLAND). — New Presbyterian Hall (£668). 

SEDGEFIELD (Ferry HILL).—Alterations and additions to premises in Front 
Street. T. W. Thubron, Front Street, Sedgefield. 

SHEEPBRIDGE.—New collieries and by-product works (£70,000). Sheepbridge 
Coal and Iron Co., Ltd. à 

SHEFFIELD.—Reconstruction and additions to the Meersbrook Tannery 
Estate, Heeley; Empsell & Clarkson, arcbitects, Exohange 
Purane, Bradford. House, Fosdale Road; Mr. Waddington, 

uilder. ; 

SHERBORNE.—Primitive Methodist Chapel at Bishop Caundle. 

SHIPLEY.—House, North Bank Road, for Mr, Armstrong. 

SERA ene to the steam laundry. H. W. Benstead & Son, 

uilders. 


SOUTHPORT.—New Variety Theatre, to be lit by electricity, G. E. Tonge, 
Lord Street, Southport, and H. Armond Turner, Lloyd Street, 
Manchester, joint architects, 

SOUTH SHIELDS.—New bank and three shcps with suites of offices over, for 
North-Eastern Banking Co., Ltd., at corner Fowler Street and 
King Street. J. Н. Morton, architect, King Street, South 
Shields. 

SPENNYMOOR.—Houses, Merrington Lane, for James Savage; Ruby Terrace, 
i W. 8. Gill; warehouse, for the Tudhoe Colliery Co-operative 

jety. 

BTEWARTSTOWN (Co. TvxowE).—Presbyterian Church at Brigh. Young 
and Mackenzie, architects, Scottish Provident Buildings, 
Belfast. 

BTOKE.—Dwelling house, All Saints’ Road; Mrs. L. Powell. Nine houses, 
Egerton Road, Hartsbill; Jones & Hilton. Alterations to shop 


premises, High Street; W. Jackson. 


STRATFORD-ON-AVON.—House, Claverdon, for J. Douglas. 

BUNDERLAND.—New St. Gabriel's Church (seat 900); C. A. Clayton Green, 
architect, Sunderland. Children's Hospital in Durham Road 
(£20,000. W. and T. R. Milburn, architects, Fawcett Street, 

. Sunderland ; Joseph Huntley, builder, Sunderland. 

SUTTON COLDFIELD.—Extension of Four Oaks Wesleyan Chapel, and new 
Sunday Schools (£5,000). 

BUTTON-IN-ABHFIELD.—New higher school and cookery, laundry, ard 
manual instruction centre (£6,500). Notts Education Com- 
mittee. 

TUNBRIDGE WELLRN.— Rebuilding of premises, High Street, for Lancasters, 

td., cabinet makers. 

TUNSTALL.— Proposed wiring of the Museum for the E.L. 

UPPINGHAM.-— Houses, North Street, for J. Dalby & Sons. 

ЖАПЕНЕН ОЯТ НЕН апа Public Offices їп Walkden Road (£9,000 or 

,000). 

WALTON-ON-THE-HILL (Sunnrr).— Houses, Waterhouse Lane, Kingswood, 
for Mr. Watson, Adam Street, London, W. C.; Walton Heath, 
Kingswood, for F. H. Hamilton, Chester Terrace, Regent's 
Park, London. 

WARCOP (WESTMORELAND).—Extensions to Warcop Hall for J. A. Wild. 

Stephen Shaw, architect, Kendal. 

WATFORD.—House, Burfield Road, Chorleywood, for С. Т. Burke. 

WARRINGTON.—Development of estate by the Warrington Garden Suburbs, 
Ltd., provision for 240 houses. A. & J. Soutar, architects, Wands- 
worth, London, 8.W.; F. W. Wright, builder, Latchford, 
Warrington. 

WENSLEYDALE (Yorks.).—Develcpments at brewery. Messrs. Plews. 

WESTBURY (Wirrs.).— Four pairs of houses at Dilton Marsh, for the Westbury 
and Whorwellsdown R.D.C. G. Stanley, architect, Market House, 
Trowbridge. 

FT of premises, Pebble Lane, into offices for 

e b е e 

WHITBY.—Pair of bouses in Ruswarp Bank; John Porritt, builder. 
Bungalow on the Asp Farm, Stainsacre, and summer residence 
for I. T. Jackson, J. P., likley; Geo. 8. French, architect, Bank 
Chambers, Whitby, 

WHITCHURCH (CanpirrF).—Two houses, Church Road; J. Kitto, builder, 
Whitchurch. Two houses, Alfreda Road; F. & W. Kitto, 
builders, Whitchurch. Seven houses, Alfreda Road ; F. & W. 
а. Three houses, Philog Road; J. Lewis, builder, Whit- 
church. 

WICK.—Proposed new slaughter house. Mr. Bruce, Town Clerk, Wick. 

WIGAN.—E.L. installation in St. Thomas’s Church. Rev. R. Tebbs, vicar, 
Developments at collieries; Moss Hall Colliery Co. Develop- 
ments at Radcliffe, by the Brynn Hall Colliery Co., Ltd., Wigan. 

WINDSOR.—Villas at New Road, Clewer, for C. H. Pither. 

WINCHESTER.—Rebuilding premises, High Street, for the International 
Stores, Mitre Square, London; rebuilding (after fire) of the 
Lion Brewery premises. 

WIRRAL.—Workmen's houses, workshops, mortuary, &c., for the B.G. John 
H. Davies & Sons, architects, Chester. 

WOKING.—New church at Brookwood. 

WOLVERHAMPTON.—Secondary school for girla; Mr. Hutchings, architect, 
Stafford. Elementary school; Mr. Fleming, architect, Wolver- 
hampton. 

WOODHOUSE (near SHEFriELD).—Manse; J. Totty, architect, Moorgate Street, 
Rotherham. 

WORCESTER.—Proposed hop warehouse extension. Alderman Caldicott, 
Chairman of the Worcester Hop Market Guardians. 

WORKINGTON (Cumnertann).—Developments and restarting works. Cam. 

, mell, Laird & Co., engineers, ; 
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. | CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and 


others who are seeking for openings for new business. Consider- 
able P ponse is incurred in the production of this column, and every care is 
en toe 


nsure that the information is new and accurate, but it will be under- 
stood that in a matter where so man 


correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
(еей. If alleged inaccuracies are reported to the Editors, they will be 
fully Investigated.) 


ABERDEEN.— Additions to Holburn Street Schools (£1,000). Gall & Walker, 
builders. Conversion of the old theatre, Guild Street, into a 
variety music hall, Additions to fish-curing premises, for 
Garriock & Co.; G. J. Milne, architect. Additions to granite 
works, for W. Taggart, granite merchant; D. Hodge, architect. 
Dwelling houses, for J. Shirras, builder; dwelling houses in 
Polmuir Road; Sutherland & George, architects. Dwelling 
houses in Albury Road; D. & J. R. MeMillan, architects. 

ABRAM (near Wican).—Slaughter houses, &o. F. Robinson. 

ACCRINGTON. 


—Alterations at the electric tramway depót. Town Council. 

ALLERTON BYWATER (near CST. ron). — Shops and houses, for J. 
rince, Garside & Pennington, architects, Pontefract. 

ALRESFORD (Hanrs).—Proposed Convalescent Home. 
AMMANFORD.—Bank premises and two shops in Quay Street, for J. Phillips. 

A. 8. Williams, architect, Llandilo. . 
BARNSTAPLE.-— E: L. to be installed in St. Mary Magdalene Church. 
BURTON. ON-H UMBER.~—-Alterations and additions to the Red Lion Hotel. 

Tennant & Collins, architects, Pontefract. 
BATLEY.—Two electri 


с fans for Batley Working Men's Club. 

Working Men's Club, Batley. 

BECKENHAM. Additions to ''Heathfleld," Scott’ 
Four houses, Marlow Road |J. 

Road ; F, D. Rodda. 


BEXEILL.—Additions to Portland House, Dorset Road, for Moon & Garner A 
H. Gray, architect. Detached house, Sutherland Avenue, 


for W. White: G. E. Ma ard, Ltd., architects. Gymnasium, 


Bedford House School, telupe Road. Rev. G. F. Russell, 
owner and architect. 


BEXLEY.—Honuse, Freta Road, for J. Houghton, 


BLACKBURN.—Houses, Cornelian Street, for John Cronsbaw. builder, Lyn- 
wood Road; Albany 


Secretary, 


в Lane; М. Zimmerman. 
Hughes. Six houses, Clock House 


Road, for J. J. Winterbottom : Grange ' 
Street, for J. Highton & Sons, 


builders, Bridgwater Street ; 
Daisyfield Co-operative Society: 
Wm. Penney; Mayflower Street, for 
ма нец & Shaw ; warehouse, Dewhurst Street, for J. Duck- 
worth. ; 


BLACEPOOL.— New villa residences, Marton Road, Marton. Clough &nd 
Pendlebury, Princess Street Saw Mills, builders, Blackpool. 
BLAENGWYN 


FI.—New infant school. T. Manse) Franklen, clerk to the 
County Council, Westgate Street, Cardiff. 
BOLTON.— Mission room, Well Street, for Rev. J. W. Broadbent; additions 
to premises, Rosamond Street, for the Co-operative Society. 
Proposed telephone exchange; Borough Engineer, Bolton. 
New place of amusement; Fenton Cross, entertainer, Bolton. 
Extensions to premises 
and Tootal, Broadhurst, Lee & Co., Sunnyside Mills, . 

BRACKLEY (NorTHants).— Operating room at the Cottage Hospital; mission 

room at Halse, for the Earl of Ellesmere. 

BRADFORD.—New wheelwright's workshops in Bewland Street; H. Hardaker, 
architect, Ivegate Chambers, New Ivegate, Bradíord. Extension 
of the cooking depót at Green Lane School, for the Education 
Committee; City architect, Whitaker Buildings, Brewery 
Street, Bradford. 


BRISTOL (PILNING).—Proposed alterations at the Almondbury Council School. 
Gloucestershire Education Committee. 


SNT NON Council School. Gloucestershire Education Com. 
“ее. 


BROMLEY.—Houses, Bhawfield Park; W. J. Pampilon, architect. 92, Tweedy 
ad, Bromley. Houses, St. George's Road, for G. W. Hart. 
BUXTON.—Alterations to London Road Inn, for Ind, Coope & Co.; G. E. 
Garlick, architect, Quadrant Chambers, Buxton. 
CARDIFF. —Two houses, Cog Road, Sully. White & Britton, builders, 
CHELMSFORD.—Two detached houses, Rainsford Road 


for F. Cracknell ; 
two pairs of flats, Trinity Road, for Wm. Rosser, ; 
CHESTERFIELD.— Proposed new Church Institute at Brimington. 
CHIPPENHaM.— Alterations to house at Kingston Langley. 
alterations to the Cleeve, Corsham, for F. J, 
Ladyfield Estate, for Mr. Rogers. 
CHIPSTEAD (SURREY).— House, Hazlewood Lane, for Walter Freeman, Fleet 
Btreet, London, E.C. : 
CHORLEY.— Villas, Gillibrand Walks, 
Brow, for J. W. Lee. 
CINDERFORD (Gr.os.).—-New Higher Elementary School. В. 
architect, Midland Bank Chambers, The Cross, Gloucester. 
CLAYTON (near MaNcHrEsTER).—New Institutional Church, R. Parker, archi- 
tect, Albert Square, Manchester, | 
CLECKHEATON.—Daal Secondary School and Technical Institute (£7,500), 
W. H. Thorp, architect, South Parade, Leeds. 
COATBRIDGE.—-8tock shed at the British Tube Works, for Stewarts and 
Lloyds, Ltd. 

CORK.—Additional married soldiers’ quarters at Cork Barracks, 
Barrack Construction, Pall Mall, London, B.W. 
CREWE.—Projected alterations at the Egerton Arms, Peter Walker & Song 

workshops in Earle Strect, J. F. Heath ; proposed orphanage, 
Borough Engineer. 


CARNARVONSHIRE).—Burgalow residence for the Right Hon. 

Lloyd-George, M.P. Rowland Lloyd Jones, architect, Car. 

narvon. 

DARLINGTON.—Houses, Ashcroft Road, for Clark & Moscrop: Milton Street: 
for W. Johnson & R. Pocklington: Milton Street, for J. E 
Chilton; Mellard Street, for R. Blackett & Bon, builders, 8. 
Paradise Terrace; Upper Victoria Street, for J. W. Watson ; 
Langholm Crescent, for G. W. Davies; Lewes Road, for James 
Wallis. Additions and alterations to offices for the B. of G. ; Hos- 
kins and Brown, architects, Court Chambers, Darlington. 

DART FORD.—New church (Christ Church) (£2,735). W. F. Blay, Ltd., builders, 
Spital Btreet, Dartford. 

-—Houses. London Road, Upper Deal, for Mrs. Cheston ; Mill Road, for 

кеш Бак R. Cottew, builder, New Street, Deal; Albert Road, for E. 
Robinson. 

DERBY.—New theatre in Beckett Well Lane. 

DONCAST ER. New colliery at Carcroft, near Doncaster. 


DORC H EST ER. Proposed Council school. Dorset County Education Com- 
mittee. 


DUDLEY.—New Primitive Methodist Church in Vicar Street. 


j — tions on property at 20-24, St. Marv's Place, for T. B. 
PIT i . in Gedburgh Itoad, for MeMillan & Mattliew. 


Tenements and cottages for Corporation; J. Thomson, burgh 
engineer, 


Providence Street, for the 
Whalley New Road, for 


for Earl Cowley; 
Chapman ; houses, 


for Miss Clayton; 10 houses, Cowling 


8. Phillips, 


Director qf 


CRICCIETH ( 


for Messrs. Crooks, cotton spinners; 


‘ FARNBOROUGH (Haxts).—Cottage hospital 


‚ FERRYHILL (Co. Dunn 


DUNFERMLINE.—New primary department at High Sohool, 
Barclay, architects. 


DUNSTON.—New coal staiths and other developments. North-Eastern Вай. 
way Co. 

EASTBOURNE.—Proposed alterations to the Sussex Hotel. 

EBCHESTER (Co. Durnam).—House at Low Westwood. R. Fenwick, 
Earsdon House, Ebchester, Co. Durham. — 

ECCLES.—E.L. wiring and fittings for the Town Yard buildings, for the T.C. 
Nomen à dwellings, Corporation Road, for the T. C.; houses, 
Worsley Road, Winton, for Thos. Witton; Crawford Street, 
Monton, for Ludlow & Bannister; additions to the works of the 
Protector Lamp and Lighting Co., Ltà., Lansdowne Road, 
Monton ; projected works, for the Auto-Machine Products Co. 

EGREMONT (Caesuirx).—Houses, Rivington Road, for J. J. Evans, 
Avenue, West Kirby. | 

ELLESMERE PORT. New works for tbe Bt. Helens Manufacturing Co. : 

ELTHAM.—Branch bank for the London and South-Western Banking Co. in 
High Street. Six houses, Dumbreek Road; J. J. Bassett, 18], 

* Earlshall Road, Eltham. Я 
EXETER.—Electrie lighting of Emmanuel Church (tenders by October 18th). 


J. W. Burt, 8, Comrie Crescent, Queen's Road, Exeter. 
EXMINSTER ( 


near ExETEB).—AÀttendante' cottages at the asylum, for the 
Devon C.C. (£1,500). 


Mostyn 


at Frimley, for the Frimley Dis- 
trict Cottage Hospital Committee. H. R. & B. A. Poulter, 
architects, London Road, Camberley. 


(KznT).—Bungalows, Standard Road, Downe. W. Cook, builder, 
Bromley Common. 
FARNWORTH (BorroN).—Alterations at Grecian Mills. 


AM).—New Primitive Methodist Church and sohoo's. 
VOLKESTONE,— Proposed Winter Garden on the sea front. 
GILLINGHAM.— Repairs, &c., to the Vestry Hall, Church Street. J. W. 
| Peachell, vestry clerk, Gillingham, 
GLOSSOP.—New Conservative Club and shops, Norfolk Street. J. Eaton, Sons 
1 and Cantrell, architects, Stamford Street, Ashton-under-Lyne. 
GOOLE -Accumulator house, &0., at Swing Bridge, for the North-Eastern Rail- 
way Со. W. J. Cudwortb, engineer to the company, York. 
HARROGATE. 


New Wesleyan Church and minister's house at Starbeck. 
HAYES (Mipp 


LEGEN). Iron hospital block at the Small-Pox Hospital, Yeading 


e, for the Uxbridge Joint Hospital Board, W. L. Eve, 
architect, 54, High Street, Uxbridge. 
HAYDOCK (Lancs.).—New Church of St. Mark, 


HECKINGTON (Lincs.).—Alterations and ‘additions to house for the Misses 


Godson. J. Clare, architect, Sleaford, 
HEMSWORT 


H.—Houses, South Kirby, for E. A. Mason; South Hiendley, tor 
rs. A. Owram ; South Elmsall, for Lyall & Taylor; Brierley, 
for E. Hoyland; parish room at Upton, for Mies Jones. 
HENSINGHAM.—Seven houses. J. S. Stout, architect, 86, Lowther Street, 
Whitehaven. 

HITCHIN.—Houses, Balmoral Road, for E. Smith; Storebouse Lane, for the 
Steam Laundry Co.; M. Foster & Co., builders. Additions to 
2 Elmside," Chiltern Road; J. Willmott & Son, builders, 80, 

Walsworth Road, Hitchin. 
HOLMES CHAPEL (CuxaHIRE).—Proposed extensions to the Agricultural and 
Horticultural College, for the C.C. (28,000). 


HOLSWORTHY,—Extension of the Wesleyan Chapel, Chilsworthy. 
HUDDERSFIELD.—Extensions at Bradley. Midland Railway Co. 


HULL.—Houses, Newland, for J. E. Mallison ; Westminster Avenue, for W, 
Finch; Reynoldson Street, for G. B. Cheeseman; Durham 
Btreet, for J. Wood; Ventnor Street and Exmouth Street, for 
G. T. Spruit; Garden Village, for the Garden Village, Ltd. : 


Blaydes Street, for F. Allon, builder, Clifton Street; Hestle 

, for Е. J. Watts; Victoria Avenue, for G. Wardell; Whit- 
worth Street, for J. T. Taylor; Essex Street, for A. Whincop; 
Aberdeen Btreet, for Mrs. L. Charles; East Park Avenue, for 
W. Finch ; Devon Street, for Mrs. P. Smith: Anlaby Road, for 


J. H. Osborne, builder, 5, Haves Avenue, Ella Street; Mar. 
borough Avenue, for J. E. Wray; 


Estcourt Street, for B. 
Hornsey ; Chapel, Holderness Road, for the Yorkshire Baptist 
Association ; Methylating Works, Bankside, for Blundell, 
Spence & Co. ; reconstruction of premises, Lowgate, for B. P. 
Mason & Co.; shop, Jameson Street, for G. Taylor. Infente’ 
ко! in Craven Street; J. H. Hirst, city architect, Town Hall, 
ull. 
KING'8 NORTON.-. New schools, Stirchley (£4,178); W. A. Harvey, architect, 
5, Bennett's Hill, Birmingham. Schools at Selly Park (215,959); 
Wm. H. Ashford, architect, Birmingham. 
LANCASTER.—Fourteen houses, in Sibsey Street: P. L. Dilworth, builder, 
Lancaster. Twelve houses in Connaught Road; Messrs. 
Hodgson & Bowker, builders, Lancaster. Twenty-two houses 
in Trafalgar Road; W. Mashiter, builder, Lancaster. De. 
tached house, Scotſorth Road; W. Hinton, Spring Bank, 
І Lancaster. | 
LEATHERHEAD.— Proposed new school (24,000). Urban District Council. 
LEEDS.—Transformer chamber (overground) in East Street; H. Dickinson, 
manager of the Electricity Department. 1. Whitehall Street, 
Leeds. Extension to Libra 


à ту accommodation at Woodhouse; 
W. T. Lancashire, city engineer, 


Lancs.).— Probable alteration and extension of Charles street 
Mill. G. R. Wright & Co., Bingley, Yorkshire. 
LEYBURN (Yorks.).—Twenty-four houses. W. and T. R. Milburn, architects 
Sunderland. 


LEYLAND (near Prestox).—Extensive alteratio 
Jamieson, boot dealers, Preston. 
LEYLAND (Lancs.).—Extensions for the L 


Co.; conversion of 
Wilson. 


LINCOLN.—Projected new Anglican Church for 8t. Swithin’ 


LITTLE HULTON (near Bo.ton).—Proposed extensions. 
Worsley Road. 


LLANDAFF (Graw.).—New school for 950 scholars for the С.С. T. Mansel 
Franklen, County Council Offices, Cardiff. Six houses, Heath- 
field Road; Watts & Son, 


builders, Llandaff North. 
LLANISHEN.— Additions to house, Station Road. Capt. J. Wilkie, Station 
Road, Llanishen. 


LIVERPOOL.—Extension of Exchange Hotel. 
Railway Co. 


LONDON (Lewisuam, 8.K.).—Three houses; W. J. Scudamore & Son, builders, 
13, Manor Lane, S. E. Addition at “ Kirklynton ;" R. Jenner 

and Sons, builders. Mount Plensant, Sydenham Hill Road, S. E. 

(WIMBLEDON, B. W.). — Davilion for Royal Wimbledon Golf Club. 


Alterations and additions to Wimbledon Town Golf Club House. 
Two houses, Dora Roa 


d: Boyton, Sons, & Trevor, surveyors. 
High Holborn, W.C. Shop and warehouse, Merton Road, fer 

J. K. Skewes, draper, Broadway. 
(TooriNo, S. W.).—Alterations, &., to Cemetery Church. E. Hoare, 
architect, c.o, The Bishop of Southwark, South Place, Kenning: 
ton, S. E. : x 


LEIGH (Sourn 


ns to premises, for Messrs 


eyland and Birmingham Rubber 
premises into dwelling house, for Т. 


$ parish. 
Suez Mill Co. 
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ANDSWORTH, S. W.). Additions at Windsor Works, Venn Street, 
R Clapham, North; Н. Somerford & Son, builders, 188, Manor 
Street. Clapham, S. W. Lodge at Gayton Lodge, Wimbledon 

Park Side, Southfields; Maple & Co., Ltd., Tottenham Court 

Road, W. Alterations and additions at Messrs. de Never's 

Rubber Tyre Co.’s Works, Bendon Valley, Springfield; W. 

Harbrow, builder, South Bermondsey Station, B.E. Five 

houses, Pulborough Road; six houses, Granville Road, South- 

fields. Woodley Bros., Woodhouse, Wimbledon Road, Tooting 


Graveney, 8.W. 

(CiELskA, 8.W.).—Addition to buildings in Hans Place. I. Cash, 

architeot, 22, Burrey Btreet, Btrand, W.C. 
^  (LxvroNSrONE, N.E.).—Alterations to Cowley Arms public house, 
High Road, for W. Darton, licensed victualler. 

(РогтАв, E.).—Motor garage at Glicksten's timber yard. Taylor 
Bros., builders, 45, Rothbury Road, Hackney, N. E. 

(Leyton, N.E.).—Additions to workshop; F. J. Coxhead, builder, 
Bulmer Road, E. Sheds, stores, &c., at London Electric Wire 
Co.'s premises, Church Road; A. W. Hudson, architect, 87, 
Finsbury Pavement, Е.С. Institute in connection with Christ 
Church; Mattock Bros, builders, Winkficld Road, Wood 
Green, N, 

(FvLBAM, 8.W.).—Office, North End Road, for Midland Railway 
Co. A. Wheatley, chief office, Midland Kailway Co., Derby. 
(BROMLE v, E.).—Additions to residency, 69, Freelands Road: Pearce 
Bros., builders, 87, Hawes Road, Bromley. New residence, St. 

George’s Road, and motor shed; G. W. Hart, builder, Redington 
Road, N.W. 

(MuswrLL. HILL, N.).—Additions, 28, Grand Avenue; W. J. Collins: 
builder, 13, Firs Park, Hornsey, N. Alterations and additions, 
10, Victorias Parade; D. A. Whitehead & Co., 10, Victoria Park, 
Hornsey, N. 

(Н:онсате, N.).—Seventeen houses, Southwood Lawn Road, A. G. 
Shearing, 12, Fortreas Road, N.W., surveyor, 

(Hornsey, N.).—Laying out Northwood Estate. J. C. Hill, builder, 
55, Glenmore Road, N. 

(Stepney, E.).—Building, Christian Street; M. W. King & Son, 
surveyors, 6,Helborn Viaduct. Rebuilding houses, Duval Street; 
C. E. Salmon, architect, Bell Street, Reigate. Rebuilding 
houses, Jubilee Street; Watkins, Baylis & Chidson, solicitors, 
11, Sackville Street, W. 

(Kitsunn, N.W.).—Baptist Church (£1,309). R. Argyle, architect, 
Alfred Street, Ripley, Derby. 

(Brompton Roan, 8.W.).—Shop, on site of All Saints’ School. C. H. 
Townsend, architect, 82, Great George Street, 8.W. 

(PLUMBTEAD).—Bakehouse, Plumstead Road; Church, Quick and 
шор William Street, Woolwich. Church and presbytery, 
Abbey Grove; Williamson & J.H. Beart Foss, 274, Sackville 
Street, Piccadilly, W. Rebnilding shop, Hudson Road; G. 
Blackler & Sona, builders, 33, Pattison Road, Plumstead. Altera- 
tion to ** Falconwood,'' Shooter’s Hill, for Baroness d' Erlanger; 
G. F. Dean, 9, South Molton Street, London, W. 

(WoorwicH).—lron building for dining-room for Western Electric 
Co.; J. Grover & Sons, buildera, Wilton Works, Islington, N. 
Rebuilding three houses; S. A. Douglass, 17, Tilie Road, Plum- 
stead. Two houses, Elizabeth Street, North Woolwich; W. 
Harris, Steam Joinery Works, North Woolwich. Enlarging 
Maitland Cottage Sanatorium; W. F. D. Smith, M.P., chair- 

А man of Committee, 3, Grosvenor Place, В.У. 

LUTON.—Houses, Westbourne Road, for Brown & Co.; Baker Street, for 

W. F. Mullett; Kenilworth Road, for T. Day; West Hill Road, 

for W. Smith; Reginald Street, for F. Chandler, builder, 78, 

Cromwell Road; Kenilworth Road, for C. H. White, builder, 

72, Dunstable Road; Reginald Street, for A. Field; Round 

Green, for A. Mardle, builder, 18, Cowper Street; shop- 

residence, &c.. Smart Street, for Geo. Kingham, builder, 106, 

Old Bedford Road; studio, 20, Castle Btreet, for J. George; 

additions to premises, George Street, for Liptons, Ltd. Publio 
library ; 8. E. L. Fox, borough surveyor. 


LYDBROOK (Gros.).—New County Schools (£8,413). 
builders, Nottingham. 
MALTON.—New post office in Wheelgate. 
MANCHESTER.—Alterations to shops in John Dalton Street; Peace and 
Norquoy, contractors, New Islington Works, Manchester. 
Developments at the Adelphi, Salford; Secretary, Bleachers’ 
Association, Manchester. Alterations to premises in Deans- 
gate; F. D. Narvell, cycle factor, Stretford Road, Manchester. 
Relighting scheme at St. Paul's Church, Bennett Street. 
Stables, &c., at the refuse destructor, Chorlton-cum-Hardy, for 
the T.C.; surveyor, Town Hall, West Didsbury, Manchester. 
(Prestwicn).—Additional school premises for teaching domesti; 
subjects. Secretary, Prestwich Education Committee. 
MARGATE,—Pavilion and winter gardens on the Kursaal site, for the T.C. 
Eighteen houses, Westclitfe Road; G. E. Burrows, architect, 
8, Cecil Street, Margate. Motor garage, Cecil Square, for 
' Blunden & Shadbolt. Proposed new Rob Roy Home at Clifton- 
- . ville, for the Ragged School Union, 82, John Street, Theobald’s 
| Road, London, W.C. 
MELKSHAM.—New Wesleyan Church at Broughton Gifford. A. E, Bush, 
architect, Melksham. 
METHLIC (ABERDEENSHIBE).—BeAaton Public Hall, Methlic. J. Cobban, arobi- 
tect, Haddo House, Aberdeen. 
MIRFIELD (Yonxs..—New Sunday Schools in connection with Knowle 
Wesleyan Church (£1,600). 
NANTWICH.—Probable re-erection (after fire) of premises for Chester Bros., 
grocers, 
NATLAND (near KxxpAL).—New church (£4,500), for Rev. C. J. Miller, vicar. 
Austin & Paley, architects, Lancaster. 
NEWCASTLE.—Important suite of offices, corner of Mosley Street and 
Pilgrim Street, for the Alliance Assurance Co. Newcombe and 
Newcombe, architects, Pilgrim Street, Newoastle. 
NORwICH.— Secondary school, Eaton Road, and alterations to existing 
| buildings. C. J. Brown, architect, Cathedral Office, The Close, 
Norwich. 
NOTTINGHAM.—Alterations to chemical and physical laboratories, and con- 
laboratory, at High Pave- 


version of gymnasium into chemical la y 
ment Secondary School, F. B. Lewis, City Architect, Guildhall, 


Nottingham. 
OLDBURY.—Houses, Galton Road, for C. Wilmot; Galton Road, for Humphrey 


and Sanson. 

OLDHAM.—Thirty-eight houses, Hollin Hall Estate, for the Eqaitable Co- 
operative Society: F. Thorpe, architect, 7. Cliff Street, 
Oldham. New Mormon Tabernacle; Elder James H. Piatt, 
Oldham. 

ORRELL (near Wican).— New elementary school. County architect, Preston. 

OTLEY.—Important post office extension. Post Office Works Department, 
Westminster. Warehouse in North Street for . Siaclair & Sous, 
Ltd., manufacturing stationers. 

PERTH.—Storerooms for J. Brown, merchant, 44, Long Causeway, 


PETERBOROUGH.—New sohools, Millfield; Townsend & Fordham, architects. 
New schools, West Town; S. Dodson, architect. 
PLYMOUTH.--Horse slaughter house at Prince Rock, for T.C. Jas. Paton, 
Borough осе and Surveyor, Municipal Offices, Plymouth. 


Wm. Crane, Ltd., 


Perth. 


POCKLINGTON.—Houses, Monkhouse Road, Great Ayton, for Poole Bros., 
Middlesbrough ; Dent Drive, Great Ayton, for T. Pearson ; West 
Street, Yarm, for W. Doughty. : 
PONTEFRACT.—Btables, &c., for J. G. Lyon, J.P, Tennant & Collins, 
architecte, Pontefract. | 
PRESCOT.—New Wesleyan Church. 


PRESTON (УніттгконАм).--Апоехе on the Asylum Estate (700 inmates). 
L. Cotman, Law Clerk to the Committee of Visitors for Whit- 


tingham Asylum, 8, Lune Street, Preston. А 

RAYLEIGH ne County School (£2,705). F. & A. Willmott, builders, 

ord. 

REIGATE.— Additions to Bures Manor, Leigh, for E. P. Charrington. 

RETFORD.—Alterations and additions to the premises of the Nottingham and 
Notts Banking Co. | 

ROCHDALE.—Billiard hall for the Temperance Billiard Halls Co., Pendleton, 
В. Partington & Son, Middleton, & Young, Tinker & Young, 
Manchester, builder s. 

ROTHERHAM.—New school at South Grove (£12,000); D. B. Jenkinson, 
architect, ‘‘ Holmesfield," Kimberworth, Rotherham. Two 
gemi-detacbed houses, Ewers Road, for John Jones; four semi- 
detached houses, Pitt Street, for Wm. Charles; new topping 
shop and engine house, at Rother Iron Works, Fullerton ‚ 
for Owen & Dyson; two semi-detached dwelling houses at 

| Kimberworth, for T. Hill. | 

RUGBY.—Extensive alterations and additions to premises of A. G. Chamber- 
lain & Co., chemists, 3, Market Place. 

ST. HELEN'S (IsLe ок WiGcHt).—New Vicarage. H. A. Coombes, builder, 
St. Helen's (I. W.). 

SEAHAM.—New premises for the Seamen’s Mission (£1,900). John Clark and 
Son, builders, Ryhope. 

SEATON BURN (NoRTHUMBERLAND). — New Presbyterian Hall (£608). 

SEDGEFIELD (Ferry HILL).—Alterations and additions to premises in Front 
Street. T. W. Thubron, Front Street, Sedgefield. 

SHEEPBRIDGE.—New collieries and by-product works (£70,000). Sheepbridge 
Coa] and Iron Co., Ltd. : 

SHEFFIELD.—Reconstruction and additions to the Meersbrook Tannery 
Estate, Heeley; Empsell & Clarkson, architects, Exchange 
Pune Bradford. House, Fosdale Road ; Mr. Waddington, 

uilder. | 

SHERBORNE.— Primitive Methodist Chapel at Bishop Caundle. 

SHIPLEY.—House, North Bank Road, for Mr. Armstrong. 

BP Bsr ORD. een ШОШ to the steam laundry. H. W. Benstead & Son, 

uilders. 

SOUTHPORT.—New Variety Theatre, to be lit by electricity. G. E. Tonge, 
Lord Street, Southport, and H. Armond Turner, Lloyd Btreet, 
Manchester, joint architects, 

SOUTH SHIELDS.—New bank and three shops with suites of offices over, for 
North-Eastern Banking Co., Ltd., at corner Fowler Street and 
King Street. J. H. Morton, architect, King Street, South 
Bhields. 

SPENNYMOOR.—Houses, Merrington Lane, for James Savage; Ruby Terrace, 
sd W. 8. Gill; warehouse, for the Tudhoe Colliery Co-operative 

iety. 

STEWARTSTOWN (Co. TvxowE).—Presbyterian Church at Brigh. Young 
T Mackenzie, architects, Scottish Provident Buildings, 

elfast. 


STOKE.—Dwelling house, All Saints’ Road; Mrs. Е. Powell, Nine houses, 
Egerton Road, Hartshill; Jones & Hilton, Alterations to shop 


premises, High Street; W. Jackson. 


STRATPORD-ON-AVON.—House, Claverdon, for J. Douglas. 

SUNDERLAND.—New St. Gabriel's Church (seat 900); C. A. Clayton Green, 
architect, Bunderland. Children's Hospital in Durbam Road 
(£20,000. W. and T. R. Milburn, architects, Fawcett Street, 

Sunderland; Joseph Huntley, builder, Sunderland. 

SUTTON COLDFIELD.—Extension of Four Oaks Wesleyan Chapel, and new 
Sunday Schools (£5,000). 

SUTTON-IN-ASHFIELD.—New higher school and cookery, laundry, ard 
manual instrucvion centre (26,500). Notts Education Com- 
mittee. 

TUNBRIDGE WELLR.—Rebuilding of premises, High Street, for Lancasters, 
Ltd., cabinet makers. 

TUNSTALL.— Proposed wiring of the Museum for the E.L. 

UPPINGHAM. —Houses, North Street, for J. Dalby & Sons. 

r and Public Offices in Walkden Road (£9,000 or 

000). 

WALTON-ON-THE-HILL (SU nRTY).— Houses, Waterhouse Lane, Kingswood, 
for Mr. Watson, Adam Street,. London, W. C.; Walton Heath, 
Kingswood, for F. H. Hamilton, Chester Terrace, Regent's 
Park, London. 

WARCOP (WESTMORELAND).—Extensions to Warcop Hall for J. A. Wild. 

; Stephen Shaw, architect, Kendal. 

WATFORD.—House, Burfield Road, Chorleywood, for C. T. Burke. 

WARRINGTON.-— Development of estate by the Warrington Garden Suburbs, 
Ltd., provision for 240 houses. A. & J. Soutar, architects, Wands- 
worth, London, 8.W.; F. W. Wright, builder, Latchford, 
Warrington. 

WENSLEYDALE (Yonks.).—Develcpmente at brewery. Messrs. Plews. 

WEBTBURY (Wirrs.).—Four pairs of houses at Dilton Marsh, for the Westbury 
and Whorwellsdown R.D.C. G. Stanley, architect, Market House, 
Trowbridge. 

WELLINGBOROUGH conversion of premises, Pebble Lane, into offices for 

e . Ф e 

WHITBY.—Psir of houses in Ruswarp Bank; John Porritt, builder. 
Bungalow on the Asp Farm, Stainsacre, and summer residence 

for I. T. Jackson, J. B., likley; Geo. 8. French, architect, Bank 
Chambers, Whitby. 

WHITCHURCH (CarpiFrr).—Two houses, Church Road; J. Kitto, builder, 
Whitchurch. Two houses, Alfreda Road; F. & W. Kitto, 
builders, Whitchurch. Seven houses, Alfreda Road ; F. & W. 
Kitto. Three houses, Philog Road; J. Lewis, builder, Whit- 


church. 


WICK.—-Proposed new slaughter house. Mr. Bruce, Town Clerk, Wick. 


WIGAN.—E.L. installation in St. Thomas’s Church. Rev. R. Tebbs, vicar. 
Developments at collieries; Moss Hall Colliery Co. Develop- 
ments at Radcliffe, by the Brynn Hall Colliery Co., Ltd., Wigan. 

WINDSOR.—Villas at New Road, Clewer, for C. H. Pither. 

WINCHESTER.—Rebuilding premises, High Street, for the International 
stores, Mitre Square, London; rebuilding (after fire) of the 
Lion Brewery premises, 

WIRRAL.—Workmen's houses, workshops, mortuary, &c., for the B.G. John 
H. Davies & Sons, architects, Chester. 

WOKING.—New church at Brookwood. 

WOLVERHAMPTON.—Secondary school for girls: Mr. Hutchings, architect, 
Stafford. Elementary school; Mr. Fleming, architect, Wolver- 


hampton. 
WOODHOUSE (near SHEFFIELD).—Manse ; J. Totty, architect, Moorgate Street, 


Rotherham. 
WORCESTER.—Proposed hop warehouse extension. Alderman Caldicott, 
Chairman of the Worcester Hup Market Guardians. 
WORKINGTON (CuwBERLAND).—Developments and restarting works, Cam. 
\ mell, Laird & Co., engineers. ; : 
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WORTHING.—Houses, Salisbury Road, for J. Adams; Pembury Road, Broad- 
water, for J. Н. Hagger; Rowlands Road, Hayward & Co. ; Mill 
Road, G. Baker; Grand Avenue, Hayward & Co.; Upper Queen 


Street, for T. E. Sparkes; Clifton Road, for E. King; Cowper 
Road, for E. Child. 


WRENBURY (CuxsHiax).—New works for the Trufood Co. 
WEES EMS Ne Шошо High Street, for the North and South Wales 
nk. 


i 


FORTHCOMING EVENTS. 


Saturday, October 10th.—At3p.m. Liverpool and District Electrical Association, 
vine to Merey Dock and Harbour Board's new offices, Pier Head, 
iverpool. | | 
At 2 p.m. N. of E. Institute of Mining and Mechanical Engineers. 
General meeting at the Wood Memorial Hall. Amongst other 
papers, one on The Bold Box-Controller and Box-Switch” will 
read by Mr. J. G. Thompson. 
At 7.90 p.m. At the Colonnade Hotel, Birmingham. Birmingham and 
District Electric Club. Opening meeting. Smoking concert. 
Monday, October 12th.—At 8 p.m. Institution of Mechanical Engineers 
(Graduates’ Association). Paper on “Steam Engine and Boiler 
Trials,” by Mr. W. Inchley. 1 
Tuesday, October 18th.—At 8 p.m. At the Common Hall, Hackins Hey, 
Liverpool. Liverpool and District Electrical Association. Presi- 
dential address by Mr. H. E. O'Brien. 
Wednesday, October l4th.—At 8 p.m. St. Bride's Institute, London, Е.С. 
Association of Engineers-in-Charge. Presidential address, on 
„Smoke.“ by Mr. James Swinburne, F. R. S. . 
Thursday, October 15th.—At 8 p.m. Rugby Engineering Society. Presidential 
Address by Mr. A. F. Bennett. 1 
Friday, October 16th.—At В p.m. At tbe Institution House. Institution of 
Mechanical Engineers. Paper on Repairs, Renewals, Deterioration 
ang I Depreciation of Workshop Plant and Machinery," by Mr. J. E. 
&rDIEDIre. 


Seturday, October 17th.—Meeting of Electrical Contractors at the Mancheste 
Electrical Exhibition. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued -— 


Monday, October l2th.— A " Company. Technical drill, 7 to 10 p.m. 
Tuesday, October 18th.— B ” Company. Technical drill, 7 to 10 p.m. 
Thursday, October 15th.—'*C ” Company. Technical drill, 7 to 10 p.m. 
Friday, October 16th,—''* D" Company. Technical drill, 7 to 10 p.m. 


Tuesday, October 18th, and every Tuesday until further orders.—Medical 
inspection for recruits, 6 to TA 


m. 
ешеш of the Corps аге reques to sign the new especial service section 
orms. 


(Signed) J. H. S. PHILLIPS, 
Capt. and Acting Adjutant, 


ee 


NOTES. 


The Contractors’ Exhibition Gathering.—We are 
asked by Mr. R. Robson, the hon. secretary to the Electrical Con- 
tractors’ Association (Inc.), Northern Section, to state that any 
electrical contractor not in the Association, by writing to Mr. Shaw, 
of 10 and 16, Warren Street, Stockport, hon. secretary of the Man- 
chester Branch, or to Mr, Robson, will be supplied with a ticket 
admitting bim to the Exhibition to attend the Propagandist 
Meeting, which takes place on Saturday, October 17th, at 11 a.m. 


Manchester Exhibition.—In the additional list of 
exhibitors appearing in our Special Exhibition Supplement this 
week, we have inadvertently omitted the name of Messrs. D. H. 
Bonnella & Son, Ltd., who are exhibiting at Stand No. 248 a large 
variety of electrical manufactures, such as bells, switches, switch- 
covers, Cooper’s illuminating table-cloth, Ivoride fittings, &c. The 
following should also have been included :— 

Auto-Stoker Co. (32, 33). 

Automatic Machine Delivery Co., Ltd. (255, 256). · 

Bell Rock Belting Co. (270). 

Bradford & Co. (285, 286). 

Brayshaw, S. H. (259, 260). 


Institution and Lecture Notes.—Society or ExGr- 
NEERS.—A paper on “The History of Mechanical Traction on 
Tramways and Roads, was read by H. Conradi, A. S. E., on 
October 5th. Reviewing the different methods of traction on tram- 
ways and common roads, the writer maintained that steam tramway 
traction, properly conducted, seemed still to be capable of holding 
its own against electric and motor-omnibus traction, under the same 
conditions and if the same facilities were given. 

Ксовү XENGINEEBING Socrety.—The programme for Session 
1908-9 includes the following papers:— 

“ Incandescent Electric Lamps.“ by Mr. F. Findlay, 
“The Exhnust Steam 'Turbine," by Mr. R. F. Halliwell. 
4% Electric Railways," by Mr. F. W. Carter, 

“The Propulsion of Ships,” by Mr. G. M. Brown. 

Inox AND STEEL INSTITUTS. — Several important papers were 
read at the Conference last week; we shall deal with them in later 
issues. 


Electrical Football League.—The following League 
match will take place on Saturday (to-morrow) on the Guards’ 
Polo Ground, Southfields :—County of London Electric v. Metro- 
politan Electric. Kick off at 3.30 p.m. 


The Gardiner Electric Railway Signalling System. 
—On Wednesday last we were privileged to inspect an elaborate 
working model of the new system of signalling devised by Capt. A. 


Gardiner, R.E., Executive Engineer, Indian State Railways and 
to receive a detailed explanation of its working from the inventor, 
Time and space limitations prevent us at this time from giving 
full particulars of the system, which, indeed, can be best studied 
with the model before one; but the following are its main 
features :— "A 

The system makes use of a track circuit, one or both rails being 
provided with an insulating joint at suitable intervals—tay, 1 mile. 
A continuous contact rail of light section is carried on insulators at 
the side of, and somewhat above, the running track, and is 
interrupted at the section joints. The track circuit is energised 
by a separate track battery, and actuates relays which close the 
circuit of a local battery in each section, when а train is on the 
line or when the circuit is completed by other means. One pole ot 
the local circuit is connected with the contact rail, the other with 
earth or the negative track rail, and when & locomotive is on the 
track the local circuit is completed by contact shoes through the 
apparatus in the cab. An essential point in the system is that the 
interruption of any circuit gives the danger or stop signal; thus, 
when the contact rail is dead, a locomotive is forbidden to proceed 
over the corresponding section. 

The live or dead condition of the contact rail gives the “ Line clear" 
or “ Line blocked " signal continuously in the cab of a locomotive in 
the section. Butif a driver were by accident or design to ran out of 
such a section into a section in which there was an obstruction, 
such as a train on the line or open gates at a level crossing, 
he would lose this indication, and would be free to get into trouble. 
To prevent this, an important innovation has been made by 
Captain Gardiner. Near the end of each section the contact rail 
is ramped to a higher level for a short distance, thus raising the 
shoe as it passes over, and actuating contacts on the locomotive 
which give a separate Danger” signal, which remains, compelling 
attention to the fact that the driver is running in a blocked section. 


‚ Provision is made for combining with the stop signal means for 


shutting off steam and putting on the brakes, besides sounding loud 
horn, bell or whistle signals in the cab. 

Short ramped sections of contact rail between the track rails, with 
corresponding shoes on the locomotive, provide a means of giving 
special signals to the driver, such as “reduce speed ” for running into 


` dead ends or round curves, or an indication as to which of a se 


of branching lines the points are set for at junctions, stations, &c. 


Provision is also made for interlocking the cab signals with the 


existing semaphore signals (though the inventor intends the system 
to be complete and adequate without any semaphores), pointe, &c., 
во that it is impossible to bring about disaster except by deliberate 
disobedience to the signals, In fact, his principle is to make 
action on the part of the driver necessary before a signal canbe 
disobeyed, instead of action being necessary before a signal can 
be obeyed. When the train has been automatically stopped, the 
driver can always regain control and start again in due course. 
All contingencies seem to have been provided for by the in- 
ventor, including the application of the system to.single-line work: 


ing, and во far as judgment can be based upon a working model, 


the operation of the system is perfect; intentional obetmc 


‘tions ара mistakes of all kinds in the manipulation of the points, 


signals, &c., are invariably detected by the devices employed in 


time to prevent disaster. Practical experience on actual railways 
_ is, of course, the sole reliable means of determining the merits of 
such а system, and as many railway men have already 


it, we hope that an opportunity will be found to put the system 
to the trial. The model is exhibited at the offices of the Accumu. 


lator Industries, Ltd., No. 4, White Street, E.C., and is well worth 
& visit, 


Electric Shock  Fatality.—On Saturday last an 
inquest was held into the death of William Randle (25), who was 
killed by coming into contact with an electric wire while at work 
at Messrs. Stanley's colliery at Stockingford on September 0th. 
Alfred Challis said that there was an electric wire for giving 
signals, and also two cables which supplied the current for s pump. 
On the night of the accident he saw a flash at one of the bells. 
Later he saw Randle examining the bell with a candle, and hearing 
him exclaim, “Oh dear,” looked round and saw him fixed against 
the wire. Witness and another man at once went to his assistance 
They tried artificial respiration, but failed to bring him round.— 
Thomas Mose, electrician of the colliery, stated that he examined 
the wires after the accident and found the bottom part of the sprint 
of the bell had been burnt away. He aleo found, further down the 
hill, that there had been a contact between the cable and the signal 
wires. It seemed as if the cable had been bruised. He thought а 
piece of rock had fallen upon the wire and torn away the insulation 
from the cable, thus bringing the cable and wire in contact.— Dr. 
Nason said the condition of Randle was consistent with death 
from electric shock. The jury returned a verdict of “ Accidental 


death," and recommended that thicker insnlation be used on the 
electric cables in the pit. 


International Electro-technical Commission. Ib. 
first meeting of the Council of the Commission, to which we oe 
several times referred, is to be held on Monday, the 19th are 
the new home of the Institution of Electrical Engineers, bó 
Medical Examination Hall, Victoria Embankment. Delegates t. 
coming from several different countries, and they are to : 
welcomed by the Rt. Hon. A.J. Balfour, M.P. There are at pre 
sent committees in nine of the principal countries which a 
officially constituted and in proper working order, and Committ 
will shortly be formed in several other countries. One of t° 
chief matters to be discussed is the election of the new a 
sident to take the place of the late Lord Kelvin, and of Mons 
Mascart, the eminent French scientist, who. was to bave 1 
elected President. There is very little doubt that Prof. Eli 
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Thomson, of America, will be unanimously elected President of 
the Commission. Several matters, including the system upon 
which the glossary of terms is to be drawn up, a provisional 
standard of light, and the question of the metric system as affect- 
ing the work of the Commission, are to be carefully considered, and 
a short account of the deliberations of the Council will be published 
later. It is hoped that the Conference will arrive at an agree- 
ment as to the practical realisation of the ohm, ampere and 
volt, and as to the specifications for setting up the mercury ohm, 
the silver voltameter, and the cadmium cell—all of which questions 
bave engaged the serious attention of our National Physical Labora- 
tory during recent years, with results probably unsurpassed by those 
of any other nation. There will be an official banquet, a lunch 
with the Lord Mayor, and excursions to the Cavendish Laboratory, 
Cambridge, and the National Physical Laboratory. The delegates 


will also dine with the Dynamicables, and are invited to the annual 


1 


dinner of the Institution of Electrical Engineers. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, i 


Central Station Officials.— MR. Horace Воот, con- 


sulting engineer to the Chichester Electric Light and Power Co., 
Ltd., has appointed Mr. R. V. Weare, late of the North Metro- 
politan Electric Power Supply Co., to be his representative in 
Chichester as clerk-of-works. 

Can any good thing come out of Shoreditch? By no means the 
most aristocratic neighbourhood, with no exhilarating atmosphere, 
with a big gas works near by, and with some of the most poverty- 
stricken by-ways of London. Yet the electrical engineers whose 
duties take them there in the service of the Borough Council’s 
electricity department rise quite superior to their depressing 
environment, and occasionally display a heroism which sets an 
example to the seething masses of humanity thereabout. One such 
event was the subject of an interesting little ceremony which took 
place at the Committee Room of the Electricity Works in Whiston 
Street the other day, when Mr. A. Lanz, an employé of the depart- 
ment, was presented with the parchment certificate of the Royal 
Humane Society for rescuing a boy from drowning in June last. 
Councillor Bibby, chairman of the Lighting Committee, made the 
presentation, Mr. Lane being introduced by Mr. C. Newton Russell, 
the borough electrical engineer. The certificate was framed by 
the station staff. This is the second occasion on which a member 


of the Shoreditch staff has saved child-life, the other rescuer being 


Mr. J. Kitchen. 


On Monday evening (September 28th) a smoking concert was 


beld at the Pigeons Hotel, Romford Road, by the members of the 
West Ham electricity staff. The concert was organised by Mr. 
W. H. Colline. During the interval Mr. Seabrook, on behalt of 
the members of the staff, presented an eight day marble 
clock, suitably inscribed, to Mr. F. FARNDON, assistant sales 
manager, in connection with his recent marriage. The prizes were 
afterwards presented to the successful competitors in the sports 
held at Broxbourne in July last. Mr. Seabrook congratulated the 
department generally on its interest in healthy sport. 

According to the British and South African Export Gazette, Mr. 
F. C. SrzPHERS, the city electrical engineer of Johannesburg, will 
shortly be visiting England in connection with the fight before the 
Courts concerning the rejected gas plant. 


We learn that а tug-of-war team, selected from the West Ham 


Corporation electricity staff of the generating station, Canning 
Town, 18 to compete in the great series of tug-of-war contests that 
will be “ tugged " in the Stadium of the Franco-British Exhibition 
to-morrow, Octeber 10th. The following appear in the list of the 
team from the generating station:— Messrs. Mackenzie, Crane, 
Sheehan, Bowles, Saunders, Harris, Brown and Horn. Mr. G. 
Lloyd Jones, the resident engineer at the generating station, Can- 
ning Town, has acted as coach. 

The Walthamstow Urban District Council has résolved that Mr. 
W. Н. TAYLOR be in future designated assistant electrical engineer, 


and that during the absence of the electrical engineer, Mr. Taylor 


is to be in charge of the department. 

The annual dinner of the Bury electricity works staff was held on 
Wednesday night last week, Mn. В. J. WATSON, the electrical engi- 
Deer, presiding. 

Мв. E. E. BENHAM is resigning his position with the Cleveland 
and Durham Electric Power, Ltd., in order to take up an appoint- 
ment under the Admiralty at Devonport Dockyard. 

The resignation of Mr. J. A. Jeckell, manager of the Coventry 
Corporation Electricity Works, which had been accepted by the 
Electric Light Committee, came before the City Council on 
Tuesday, when the resignation was notified in.a report from the 
Committee. A letter addressed to the Mayor by Mr. Jeckell was 
read by the Town Clerk, as follows: 


“To the Mayor, Aldermen, and Councillorsof the City of Coventry. 


Sirs,—Regarding my resignation of my position which I sent 
to the Town Clerk, 1 desire (6 ign this on the grounds 
mentioned in this letter, and would ask the Council to permit a 
thorough investigation into the charges made with regard to the 
coal contracts of this department. I venture to ask your indulgence 
on this matter on the following grounds :—(1) Some very important 
evidence has reached me since my resignation was sent ia. This 
evidence the Committee had not before them, nor was I in possession 


of the same when I submitted my resignation. The decision of the 
Committee was come to on the ground that a certain coal contract 
had been extended without sanction, whereas I find, on inquiry at 
the colliery company, that it had never been extended, and that, 
therefore, the complaint was groundless. I attach a copy of the letter, 
and the colliery company will be prepared to prove the statement to 
the satisfaction of the Council. (2) The Town Clerk read at the meet- 
ing a long written statement fully prepared which I had never pre- 
viously seen, and which I had no opportanity of considering and 
answering. Under these circumstances I venture to think it was 
quite impossible for me to place in a clear manner before the Com- 
mittee all the evidence which it was desirable that they should 
hear before arriving at any decision on the matter. (3) The post- 
ponement of this matter cannot in any way be prejudicial to the 
ratepayers. I further venture to think that the work which I have 
been able to accomplish, with the assistance of my Committee, 
justifies me in asking for your indulgence. As you doubtless know, 
the undertaking eriginally made a loss which had to be made good 
by the ratepayers of the town. This loss was made from the first 
year the underteking started, and increased to £2,250 during the 
year previous to my taking over the management. Since I took 
over the management of this undertaking the financial position has 
steadily improved, until last year I was able to show a net profit, 
after paying all charges of any kind whatsoever, of £5,647, and 
instead of taking money from the ratepayers’ pockets the uoder- 
taking is contributing to the rates and at the same time paying for 
a great deal of useless plant installed in the earlier days. Again, 
it is rarely that local authorities are allowed leave by Parliament 
to supply current in areas not belonging to these local authorities, 
and yet you will remember that last year you obtained this 
consent from Parliament though you were most strenuously 
opposed. Lastly, I would ask you to bear in mind the 
extremely flattering testimonial which I personally received from 
the financial electrical expert of the Local Government Board, a 
testimonial which had been granted, as far as I know, to no other 
electrical engineer in the United Kingdom, nor am I aware that 
any L.A. official has been the recipient of a similar testimonial. 
Bearing these things in mind, I ask to withdraw my resignation 
pending a thorough investigation into the charges that have been 
made.—I am, gentlemen, your obedient servant, Јов. A. JECKELL.” 


The following is & copy of the letter referred to from the 
Colliery Co. :— ' 

“Exhall Colliery and Brickworks, Ltd.  Exhall Colliery, 
Bedworth, September 29th, 1908. J. A. Jeckell, Esq., Corporation 
Electricity Works, Coventry. Dear Sir.—In reply to your inquiry 
of this date with reference to your letter to us of September 4th, 
1907, respecting suggested extension of our contract for Р.В. nuts 
from May 1st, 1907, to April 30th, 1908, we beg to say that this 
suggested extension of the contract to September 30th, 1908, was 
left in abeyance and not completed. At the end of April, 1908, & 
considerable amount of the coal purchased had not been taken, 
and what has been supplied from this time forward has been on 
account of the said arrears of the original contract.— Yours truly, 
A. Log, Secretary, the Exhall Colliery and Brickworks, Ltd." 


After considerable discussion the Council declined to accept a 


- proposition that Mr. Jeckell's letter be referred to the Committee 


for the position to be reconsidered, and the Electrie Light 
Committee were authorised to consider the appointment of a 
successor. | 


General.—Mr. Joun D. MACKENZIE has recently 
severed his connection with the Tayler Smith Co, of Edinburgh 
and Glasgow, with whom he was acting as manager of the latter 
branch. The Tayler Smith Oo. has been absorbed in the amalga- 
mation of the De Laitte Gas and Elwell-Smith Safety Gas Com- 
panies, under the new name of Safety Light, Ltd. 

Мв. R. M. NEILsON has severed his connection with Messrs, 
Richardsons, Westgarth & Co., Ltd., Hartlepool, and has opened an 
office as consulting engineer and chartered patent agent, at 45, Hope 
Street, Glasgow. 

The Times announces that the President of the Board of Trade 
has appointed Мв. Percy AsHLEY to be Secretary to the Advisory 
Committee on Commercial Intelligence, in succession to Mr. U. F. 
Wintour, who has been appointed Officer-in-Charge of the Exhibi- 
tions Branch of the Board. 

A number of the employ és of Messrs. Nicoll, electricians, Dundee, 
celebrated the completion of the fitting up of a new installation at 
Messrs. John Shields & Co.'s works at Perth, by a social meeting 
Mr. Wm. Smith was in the chair. In the course of the evening 
Мв. JAMES Cam, who has received an appointment in the South, 
was presented with a small token of esteem from ‘his fellow 
workers. | . 


Obituary.— Bennett Н. Brovcu.—Everyone of our 
readers will learn with sincere regret of the death of the secretary 
of the Iron and Steel Institute, which occurred last Saturday at a 
private hospital in Newcastle-on-Tyne. The deceased gentleman 
was taken ill after the meetings of the Institute at Middlesbrough 
last week, and he was operated upon on Friday. He was only 48 
years of age. 

SIR GEORGE LivEsEy.—'" His whole life was devoted to gas- 
making,” says the Times in its obituary of the late Sir George 
Livesey. That fact alone would not justify our including a note of 
his decease in the deaths' column of an electrical journal. Of more 
general interest to our readers have been his efforts at establishing 
profitsbaring and co-partnership between the shareholders and 
employés of the South Metropolitan Gas Co., with which he became 
connected at the age of 14 in 1848. He was in his 74th year. He 
was held in the most affectionate regard and esteem by all 
employés. = ' 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Mountain & Gibson, Ltd. (85,036). —Іввпе on August 25th 


of £200 and on September 11th of £5,000 debentures, part of series of which 


particulars have already been filed. 


United Electric Tramways of Monte Video, Ltd. (80,456).— 
This company's annual return was filed on August 4th, when 85,250 preference 
and 38,600 ordinary shares had been taken up out of a nominal capital of 
£800,000, in 40,000 preference and 40,000 ordinary shares of £10 each. 270 has 
been received, and £688,430 is considered as paid on 85,248 preference and 
88,600 ordinary. Mortgages and charges: £800,020. 


Gent & Co., Ltd. (78,797).—A statement of the total amount 
outstanding on July 186 in гере of mortgages and charges created prior to 
that date and not required to registered under Sec. 14 of the Companies’ 
Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Act, 1907. Par- 
ticulars: Mortgage dated March 22nd, 1901, securing £2,000, . 


Electric Light, Power and Hiring Co., Ltd. (Haslingden) 
(72,303). — А statement of the total amount outstanding оп July Ist in respect of 
mortgages &nd charges created prior to that date and not required to be regis- 
tered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 


12 of the S Act, 1907. Particulars: Deposit of deeds in 1906, securing 
£11,899 19s. Od. 


Immisch Launch and Boat Co., Ltd. (London) (82,454) —. 
A statement of the total amount outstanding on July Ist in respect of mort- 
gages and charges created prior to that date and not required to registered 
under Sec, 14 of the Companies’ Act, 1900, has been filed pursuant to Sec. 12 of 
the Companies’ Act, 1907. Particulars: Mortgage dated 1907, securing £900. 


. Amalgamated Radio Telegraph Co., Ltd. (90,129). — A 


' debenture dated September llth, 1906, to secure £350, and further advances, 


charged on the company's undertaking and property, present and future, 
including uncalled capital, has been registered. Holders: H. Malpas and 
Mrs. M. M. Malpas, 46, Halsey Street, Chelsea. 


Bradford Electrical Engineering Co., Ltd. (95,462).—A 
debenture dated September 17th, 1908, to secure £100, charged on the com- 
pany's undertaking and property, present and future, including uncalled 


capital, has been registered. Holder: J. Garnett, 10, St. Paul’s Road, 
Bradford. 


CITY NOTES. 


Yorkshire Electric Power Co. 


Тнв half-yearly meeting of this company was held on September 
29th, at Leeds. Мв. A. G. Lupron presided, and in moving the 
adoption of the report, he said that the receipts for the six months 
amounted to £8,698, compared with £7,293 for the previous half-year. 


Compared with the corresponding balt-year of 1907, they showed 


an increase of 85 per cent. After piying mortgage interest, there 
was for the first time a profit on toe net revenue account amount- 
ing to £363, compared with a loss of £1,211 for the corresponding 
period of 1907. Since the report was issued there had been further 
applications for the new capital, of which £32,505 had now teen 


taken up out of the total of £45,C00. According to the report 


published ia the Yorkshire Daily Post, the chairman said that the 
mains inthe Barnsley direction were being laid, and would be in 
use by the end of October. The company was getting some small 
relief in the matter of coal, but the average cost per ton was still 
nearly 38 per cent. higher than it was a couple of years ago. If 
the Eight Hours Bill were passed, there would be small probability 
of a return to the reasonable prices of that period. At present the 
company was suffering from the general wave of bad trade and 
short time, and although, of course, not directly affected by the 
deplorable strike in the cotton milla, it must necessarily suffer when 
so large a number of the consumers of textiles were out of work. 


They would readily see how serious this was when they considered ' 


that the group of the various textile industries, for which the com- 
pany supplied power, was more important than any other single 
group of customers, auch as the colliery or engineering groups, and 
provided some 40 per cent. of the total receipts of the company. A 
time of slack trade might not in the long run be entirely a dis- 
advantage. It was at such times that manufacturers were most 
disposed to consider economies, and the increasing number of the 
company’s satisfied customers was rapidly proving the benefits to be 
derived from the adoption of electric driving. A comparison of 
the thin film of light smoke emitted from the chimneys of the 
power station with the dense cloud from many of the neighbouring 
chimneys would strike the most casual observer. It was the busi- 
ness of the Power Co. to study the most economical methods of 
raising steam. The manufacturer had other and more pressing 
matters to attend to, whilst it was really impossible for him with 
his small units of power and varying load to attempt to compete in 
this. Some day the inhabitants of the districts which still 
excluded the company’s mains would realise what it would mean 
to them if the smoke pall which was so great a curse to the country 
were cleared away. The company’s plant was all British made, 
and wherever its mains were laid they represented large sums paid 
in wages and employment found for labour. During tbe next few 
months several thousands of pounds would be spent in the district 
in extra labour alone on mains and works. This was not without 
importance at the present time, especially when it was remembered 
that wherever the mains were constructed new trades were 
stimulated, and extra rateable value created. 
The report was adopted. 


Mexican Light and Power Co. — The directors 
announce a dividend of 1 per cent. on the ordinary shares. 


Cleveland and Durham Electrie Power Co.— The 
directors report that during the year ended June 30th last, 
depression in trade on the North-East coast, with labour dispntes, 
affected the demand for electric power, and, at the tame time, 
demands for the extension of the company’s system necessitated 
large capital expenditure. Agreements have been made with the 
Waste Heat and Gas Electrical Generating Stations Co. for the 
operation by the Cleveland and Durham Co. of power stations 
erected by that company at the works of the Weardale Steel, Coal, and 
Coke Co., at Tudhoe, Spennymoor, and Sir Bernard Samuelson and 
Oo., (of Newport, Middlesbrough). As quoted in the Times, the 
report states that arrangements for a bulk supply and the extension 
of the mains system to Hartlepool bave been completed, and it has 
lately been decided to link up this company's cable system with 
those of the ccmpanies further north. An important extension of 
mains is now proceeding from the north bank of the River Tees to 
the North-East Durham coalfield. A bulk supply to the Corpora- 
tion of Middlesbrough was commenced in March last, and important 
contracts have been closed for supplying four new rolling mills, 
under construction in the Cleveland district. The connections to 
the company's system aggregate 20, 105 H.P., as compared with 9,172 
н P. connected at June 30th last year. Arrangements have also been 
made for the connecting up of a further 8,850 н.р. The net revenue 
for the year, after writing down preliminary expenses by £10,000, 
amounts to £5,142, to which is added the sum brought forward 
from previous account. In April last an interim dividend of 5 per 
cent. on the preference shares was paid, which absorbed £7,120, and 


it is now proposed to carry forward to next account a balance of 
£1,252. | 


и " 

Eastern Extension, Australasia and China Telegraph 
Co.—Interim dividend for the quarter ended June 30th las; of 
28. 6d. per share, free of income-tax. 


Eastern Telegraph Co.—Second quarterly interim 
dividend of 1} per cent. on the ordinary stock, free of income- 
tax, in respect of protits for the year ending December 31st, 1908. 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to :— 


Toronto Power Co., Ltd.—Scrip (fully and partly paid) for £500,000 44 pet 
cent. debenture stock. 


And to allow the following to be quoted іп the Official List:— 


Underground Electrio Railways Co. of London, Ltd.—.£1,000,000 6 per cent. 
prior lien bonds, £2,800,000 44 per cent. bonds of 1938 and £4,900,000 6 per cent. 


ipcome bonds. | 
The Committee have ordered the underment:oned securities to 
be quote i in the Official List :— 


Lanarkshire Tramways Co.—Farther issue of 1,894 shares of £10 each folly 
paid. 


Mexican Light and Power Co., Ltd.—Further issue of ::900,000 7 per cent. 
cumulative preference stock in shares of 3100 each. 

West Kootenay Power and Light Co., Ltd.— £210,000 first mortgage 6 per ceni. 
95-year sinking fund gold coupon bonds of £100 each, Nos. 1 to 2,400. 


Prospectuses.— Metropolitan District Railway Co— 
This company has been offering the public an issue of £550,000 
4 per cent. prior lien debenture stock at £97 108. per £100. All 
existing mortgages on the company’s surplus lands are to be paid 
off out oi the proceeds of the issue. | 

Dumbarton Burgh and County Tramways Co., Ltd.—An 16806 of 
£80,000 5 per cent. debenture stock has been offered to the public 
this week, the list closing on Tuesday last. 


Anglo-American Telegraph Co., Ltd.—The directors 
have resolved, after placing £5,000 to the credit of the renewal 
fund, to declare an interim dividend for the quarter ending Bep- 
tember 30th, 1908, of 15s. per cent. on the ordinary stock, and 


£1 10s. per cent. on the preferred stock, less income-tax, payable 
on November 2nd. 


Ernest Scott & Mountain, Ltd.—According to the 
Financial Times, the accounts for the year to June 30th, 1908, after 
deducting all manufacturing and agency charges, and includiog the 
amount brought forward, £27, show a profit of £10,191, which has 
been applied as follows: — Interest on debentures, bank charges, 
&c., £3,520; diréctors’ fees and other charges, £795 ; depreciation 
of plant, machinery, and bad and doubtfal debts, £5,876. 


Shawinigan Water and Power Co,—A dividend of 
1 per cent. for the quarter ended September 30th has been declared. 


Okonite Co., Ltd.—Interim dividend of 8 per cent. per 


annum (1s. pcr share), less income-tax, on the ordinary shares for 
the quarter. 


Brisbane Electric Tramways Investment Со.— 
Interim dividend of 2s, 6d. per share, tax free, on the ordinar 
shares for the half-year ended June 30th. 


Calcutta Tramways Co., Ltd.—Interim dividend of 


28. per share on the ordinary shares (being at the rate of 4 per cent. 
per annum, free of income-tax), on account of the profits for the 
half-year to June 30th. 


Germany. —The Rheydt Kabelwerke Gesellschaft, X 
Rheydt, reports a net profit of only £13,895 for the last financi 


year as against £39,999 in the preceding 12 months, No dividend 
is being declared. 
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~ Willans & Robinson, Ltd. 


Ma. Manx RonBINSON, chairman, presided at the Cannon Street 
Hotel on Tuesday over the twenty-ninth half-yearly meeting of the 
above company. 

The CHarRMAN, in moving the adoption of the report (see 
ELECTRICAL Revipw, October 2nd, page 560), said that the 


prosperity of the business at Rugby, notwithstanding very adverse 


conditiona of trade, had been well maintained and the profit 
made for the half-year was almost exactly the same as for the 
corresponding half of 1907. Nevertheless, the warning given in 
one of the paragraphs of the report must not be ignored. The times 
were very difficult, and the future was bard to foresee. Demand 
was small and competition great, and profits were cut to the lowest. 
Their best customers, the municipalities, were restricting their 
enterprises, partly in deference to a public feeling which was 
widely spread, but partly also, as regarded electric lighting, owing 
to the introduction of the metallic-filament lamp, which used во 
much less current than the old carbon lamps. Reduced cost to the 
consumer would doubtless be followed by a great extension of elec- 
tric lighting, when more plant than ever would be wanted. But, 
for the pre:ent, there was an undoubted check, wbich acted un- 
favourably upon the most important section of their business—the 
manufacture of steam turbines. Nevertheless, they had a large 
number of important orders for turbines on hand, while the efforts 
to extend the scope of their business by cautiously taking up new 
classes of work, were beginning to bear fruit. The Diesel engine 
work was now considerable enough to be a welcome element in 
meeting their general charges, and if it could not yet be said that 
it did much more than this, the margin between,cost and price was 
increasing, and they were justified in looking forward to a valuable 
business. Orders for condensing plants (independent of engines 
or turbines) were aleo beginning to form an important section of 
the business—a section entirely created witbin the last two or 
three years. The details of the accounts would doubtless have their 
consideration, but there did not appear to be very much to note in 
them. The sums owing to them and owing by them, were much the 
same as last time, though a little less. Rather less was locked up in 
miscellaneous materials and stocks. Amongst expenses there was 
an increase in legal and professional charges, but the whole amount 
was small Advertising was lower—much lower than formerly — 
but, on the other hand, printing was increased. Travelling 
expenses were higher, mainly because, in the keener struggle for 
business, they found it increasingly necessary to be represented in 
the principal business centres. The organisation of this important 
work had been much improved, with resul's which were entirely 
promising, but it involved outlay. But while they saw the outlay, 
or much of it, in this item, they did not see the result, which was 
merged in the general profit. It was a trite explanation, which 
he had often given before—but always worth remembering—that the 
fewer ordera they got, on account of badness of trade, the more they 
had to spend in getting them, simply because they were harder to get. 
Asregarded Queen's Ferry, it was decided, after careful considera- 
tion,that the works should not be kept open beyond tbe present 
autumn. It wastrue that the losses shown in recent years were 
only nominally due to the works being open, for after allowing for 
their contributions towards directors' salaries, debenture interest, 
and for rent and other outgoings which must be paid in &ny case, 
the loss was no more than must be faced, whether the works were 
closed or open. There had been, however, a large sum locked up in 
Working capital, which could otherwise have been profitably 
employed at Rugby. This fact, coupled with the continued failure 
of the attempt to get Queen's Ferry disposed of as a going concern 
the only object for which the works were kept open at all—con- 
vinced them that the time had come for more drastic measures. 


The works were offered for sale by auction on September 16th. 


The reserve was not reached, but they did not expect that at the 
suction itself; they hoped better things from the negotiations 
Which, as usual, the auction had brought about. He was sure that 
some of the sbareholders, in view of the difficult times, would have 
preferred to aee a smaller dividend on the ordinary shares, or even 
none atall "There was much to be said for that view, and if they 
had not given effect to it, it was only because other considerations 


had ont-weighed it. With new profits, more than sufficient for the 


purpose, with a fair amount of profit already carried forward, and 
with expectations, no doubt raised by the steady progress of the 
last half-years, it seemed to them that it was unfair to suddenly cut 
down the dividend upon which many, no doubt, had reckoned. So 
this time they thought it right, on the whole, to advise the usual 
dividend. The board held the opinion, doubtiess shared by others 
present, that the number of the directors should be larger, but after 
very full consideration they unanimously reccmmended that the 
question be deferred to the spring meeting, when they would be 
Prepared with proposals upon the subject. | 
. Жалаа seconded tbe motion. 

Sır Gr BRT CLAYTON East proceeded to criticise the accounts 
in detail and at considerable length. He complained that practi- 
cally nothing had been written off the leasehold premises, plant, and 
machinery account of Queen’s Ferry. The patentsand experiments 
account were also practically the same. In regard to the item of 
work їп progress, he desired to know whether any probable losses 
had been allowed for, and in regard to materials and stores, 
whether as much had been written off for depreciation 
88 formerly. The item of bills receivable, £7,751, he 
considered Very unsatisfactory, and he also noticed that cash 
at bankera Was greatly reduced. As to Queen’s Ferry, was 
there sufficient standing in the debtor balances to meet their losses? 
nes he left the board there was not. Further, he would like to 

low what provision had been made for a certain lawsuit. With 
regard to the reserve, fund, which stood at £36,000, this was 


merely nominal, because the bulk of it was invested in the busi- 
nese, and to meet any emergency only £4,300 would be available. 
The company had no hidden reserves as it used to have, and he 
considered that they stood on the brink of a precipice. As to the 
profit and lose account, the profit was £4,473 lower than last year, 
and this appeared to have been arrived at after squeezing every- 


thing down. He contended that if proper depreciation had been 


allowed for Queen's Ferry, and for the Diesel engine account, 
there was no real profit at all. Bir Gilbert East proceeded to deal . 
with personal matters, end said that Mr. Peache had evidently 
secured full control. At the last meeting of the company it was 
Mr. Robinson’s turn for re-election, and Mr. Peache was going to 
oppose bis election, but ten minutes before the meeting commenced 
Mr, Robinson gave way and signed an agreement with Mr. Peache 
to give up his work. Mr. Robinson had since told him that that 


agreement bad been superseded by another one approved by the 


present board, but he contended that it never could be superseded. 
Now that Mr. Robinson had abdicated there was no reason for his 
large salary. Mr. Peache, in order to give him something to do, 
had put him on the accounts, but Mr. Peache knew that able man 
as Mr. Robinson was, yet his one great weakness was accounts. 
Then Mr. Anderson was paid a large salary for looking after 
Queen’s Ferry, but as that was closed he supposed he would come 
down to £250. Mr. Peache was a good, common-sense practical 
engineer, and he was grateful to him for the improvements he had 
effected in the management of the shops, but he could not do all 
the work, which had consequently to be left to subordinates, who 
were wanting larger salaries. He was dissatisfied with the present 
state of affairs, and looked upon the future with alarm. He 
moved as an amendment, “That no dividend be paid upon the 
ordinary shares, and that 43, 500 be transferred to the reserve 
account, to be invested in securities outside the business.” 

Мв. Арлмв seconded the amendment. 

The CHAIRMAN said a great many statements had been made 
which were astonishing to him. With regard to writing down 
depreciation and all things affecting the prudent management of 
the company, everything bad been done exactly as had been the 
case for many years past, and there was absolutely no reason for 
saying that anything had been shirked. Nota penny of anticipated 
profit for works in progress had been included in the accounts, 
and therefore the provision against any possible loss was far greater 
than used to.be the case. The bills receivable were good, and a 


reserve had been made against them. He agreed that so long as 


the reserve was invested in the business it was & shadow, but of 
the sum invested outside they had made a profit on the H. S. Persse 
debentures. That morning their cash in the bank was £38,000. 
They had exactly the same hidden reserves as ever they had, and 
there had been no chauge whatever in their system of dealing with 
things. He did not quite accept the description of the personal 
events which had been given, although it was not widely wrong, 
but whatever took place before the last meeting, the fact was that 
the board had worked together with perfect harmony since that 
time. He was sorry that Sir Gilbert had not deferred his attack 
till their next meeting when they could compare the whole year’s 
results. They had to recollect that when the accounts were made 
up Queen's Ferry was not closed. | | 

Mr. ANDERSON said he had nothing to do with the agreement 
between Mr. Peache and the Chairman, but at the first meeting of 
the board they agreed to divide the work in a certain way, and the 
Chairman was appointed to look after the commercia] work as 
before. T'hey had worked harmoniously, although he agreed that 
the work was far too heavy for three directors. The depreciation 
had been carried out on the same lines as heretofore. 

Mn. PzEACHE said that the real practical thing which concerned 
the shareholders was that the board, as at present constituted, was 
working in thorough harmony. 

The amendment was defeated by a large majority, and the report 
adopted. 


oem 


Swansea Improvements and Tramways Co,—The 
report for the half-year ended June 30th, 1908, states that the 
gross receipta on the tramway undertaking, were £24,267, being an 
increase of £1,950 upon the corresponding period of last year, and 
the expenses to £19,690, an increase of £1,115. The expenses 
include debenture and other interest and the amount payable to 
the Swansea Corporation in respect of the tramways and light 
railways leased from the Corporation. The profit on the half- 
year's working is £4,576, plus £1,532 brought forward, making 
£6,108 at the credit of profit and loss account; £1,000 is to be 
placed to reserve and depreciation fund, a dividend on 984 pre- 
ference shares at the rate of 6 per cent. per annum, and at the rate 
of 5 per cent. per annum is proposed on 4,016 preference shares, 
leaving to be carried forward £3,809. The net loss on the im- 
provements undertaking for the half-year amounts to £255, after 
allowing £304 for accrued interest on mortgages, 


Liberian Rubber Corporation, Ltd.—At the annual 
meeting last week Sir Raymond West, who presided, said that they 
had put into force a drastic scheme of retrenchment. The fallin 
the price of rubber had rendered some stations unprofitable, and 
15 of them had had to be closed. They would soon turn 
round the corner and get on to a dividend-paying basis if they 
could secure a reasonable rise in the price of their product. The 
year’s operations had resulted in a loss of 47, 900. 


South Metropolitan Electric Light and Power 
Co., Ltd.— Warrants for interest on the 44 per cent. first mortgage 
debenture stock for the half-year ended September 30th, 1903 
(payable October 1st) have been posted. 
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ELECTRIC TRAMWAY AND RAILWAY 
| TRAFFIC RETURNS. 


Fort- Receipts for | No. Route 
Locality. night | the of Total to date. miles 
ended. fortnight. wks. open. 
i 
И, Ine, 
Aberdeen . Sept. 80 27,557 448.144 |. 
Ayr aa . 8 8,179 291 | le 
Bath . | Sept. 29 29.895 |— 2,316 18 |.. 
Belfas ae ee 2 97,952 1,596 87 гё 
Birkenhead es oe Т! 4 29,924 519 | 18°62| .. 
Birmingham Corp. Sept. 26 168,655 5,482 | 66°46) .. 
Blackburn oe ee 19 2 1 996 Ti ° 
Blackpool Corp. 17 87 
. Fleetw'd. 8 2,182 | 8°25 | .. 
Bolton Met мее | чу. vk 1,162 | % | .. 
Bournemouth Sept. 90 2,985 21722 
Bradford  .. i 26 180 | 54°9| 1 
Brighton s 4 465 | 9'5 
Bristol a - 9 - 80:6 


Brit. Elec. Trao. Co. 
rie .. 


Aird Sept. 25 _ 4138 
Barnsley .. 25 884 
Barrow, .. 25 447 
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STOCKS AND SHARES. 


Tuesday Afternoon. 


боме time has elapsed since the Near Eastern question troubled 
the Stock Exchange, bat this lapse of opportunity is being amply 
compensated now. Bulgaria tossed a bolt from the blue into the 
markets on Monday in announcing her independence. Hardly a 
market escaped from the effect of the political bombshell, and 
although prices rallied after their first slump, confidence bas been 
shaken, and business is likely to be thereby retarded just as it was 
beginning to gain a small measure of activity. 

Home Railway stocks felt the fall force of the shock, and suffered 
more than any other department, except the foreign government 
bond market. There had been a little speculation at work, buyers 
predominating, and upon the Bulgarian scare, prices were dropped 
smartly. Undergrounds fell with the rest. Metropolitan Con- 

\, eolidated advanced to 42, but returned to 40. Districts went over 
15 before easing off to 14. The remarkable accident of Saturday 
last, when three tube railways found the current suddenly cut of, 
may have had something to do with the selling of Districte. The 
Central London issues are decidedly better, while City and South 
London, after rising 14, feil away again. 

Metropolitan District Debenture stocks improved very consider- 


ably, in preparation, 


some people said, for the new 4 per cent. prior 


lien Debenture issued early 
cent. Debenture came up 


this week at 973. The existing 4 per 
from 78 to 84, and the 4 per cent. 


—— ee —À —À —— —————Á— + = 


Cavehill ee oe 25 156 
Devonport T 26 8 
Gateshead . 25 168 
Gravesend 25 1,307 
Greenock .. 25 5.085 | 7°25 
Hartlepool А 25 1,973 | 6°: 
каешы: e 2 cen 
Leamington 
Merthyr .. 36 52 | 29 
Metropolitan 23 40,521 | 22 
Middleton |» 925 918 | 85 
Mid. Joint Com'tee| , 25 8,541 
Peterborough .- н 2% 5 | 631 
Potteries LL) 25 1,424 29 
Rothesay .. n 25 405 | 2°75 
Bouthport. . |» 95 860 | 8'17 
8. Metropolitan.. | „ 25 60 
Swansea .. we eee 09 959 12˙5 
Tynemouth |» 2 767 | 3°75 
j Weston-s-Mare ee ” 23 288 8 
Worcester oe „ 925 92 | 5°75 
Wrexham |» 275 17 
Yorks. Wool. Dist. | , 23 1,052 | 17 
Miscellaneous ae 9? 95 144 
+Burnle . ee Oct. 8 ee 
Burton. Ou · Trent .. „ 4 503 
Bu * oe ee LE 4 + 1,814 98:5 
Сагаії si Sept. 12 — 5038 
Carlisle Зр .. |Oct. 8 + - 
Chatbam and Dist. se. d + 1,471 | 14:98 
Cork ee oe ae Т 1 T T35 9:89 
стон "T T n 2 — 682 11:25 
Darlington • „ 8 — 892 76 
Darwen . a а — 160 | 4:96 
Dover. . ee oe р * — . 
Dublin oe Oct. 2 — 28,662 54°25 
Dundee Sept. 80 + 1,404 
East Oct. 8 — 1, 886 
Exeter • ° 57 — 190 oe 
Glasgow е ° " — 5,181 5 
i 8 20 oe po ee e 
Hoddersfield wel ge = 5 
Hull ee ee [T] t 
keston .. | Sept. 80 + 
ne k *: | Sept. 26 = 
marnoc Я — 
t + 8,199 
+ 
+ 


Lancashire United Sept. 80 2, 

8. e oe ee *9 3, 25 
Leicester .. | Oct. И 
Leith.. T "TN. -— ж 
Liverpoo . | Sept. 26 — 9 к 
1L. C. C. T „| „ 19 4 93,45 ЕЕ 
London United. | Oct. + 9,718 oo 
Lowestoft oe Sept. 19 + 100 ` 
Manchester .. | Oct. + 9,668 ll 
Newoastle .. " — 6,216 88 
e qae ee ” — 1,076 a 
Northampto ” 5% is 
Oldham oe T + 405 15 
Pontypridd oe oe Sept + 2,838 1°95 
Portsmouth. б oe Oct — 82 


Debenture stock of 1903-5 put on several points to 81. Moreover, 
the stocks are difficult to get hold of; in fact, there is only the 
1908-5 to be obtained. The company is, of course, doing much 
better, and the prior lien appears to have a good margin of security 
behind it. A few months ago, however, а new issue at 974 of 4 per 
cent. stock would probably have been hailed with derision and 
followed by failure. х 

The impression that the Anglo-American Telegraph Co. might 
cut its dividend has not materialised, and upon announcement of 
the usual 158. per cent. on the Ordinary stock, a decline in the 
prices was checked, although the Deferred atill shows a small fall 
on balance. It was but last week, of course, that the price of this 
volatile stock enjoyed a substantial rise. Eastern Ordinary and 
Preference stocks have improved 4 each, but China shares did not 
move. Both the Globe Telegraph and Trust shares are ex dividend, 
the nominal quotations remaining unchanged. Submarine Cables 
Trust certificates rose a point. , 

Marconi shares lost 44, falling to 7s. 6d., upon re-circulation of 
fears that the company may want more money. 

. American Telephone and Telegraph capital stock is 1 lower, 72 
per cent. dividend. United River Plate Preference gained } and 
the National Telephone group shows no alteration. 

The “ Canadian " group of light, power and traction securities is 
very irregular. Mexico Tramways Common stock rose eight 
points to 1343 and then came back to 132; а dividend of 1 pet 
cent. has been declared. The bonds keep about 921, and look а 
reasonable 5} per cent. risk. Rio shares have slipped back a little, 
at 66% being 1 down. Sao Paulo shares at 154 are З down, but the 
dividend of 24 came off the price last week. Havana Electric 
Railway Consolidated Mortgage 5 per cent. bonds have been 
picked up at about 89. As regards other traction varieties, Metro- 
politan Electric Tramways Preference are firmer at 15a. Potteries 
Preference eased off to 128. 6d. London United Tramways Fre 
ference shares and Debenture stock are both lower, with losses of 
10s. and 40s. respectively. British Electric Tractions remain flat. 
Deduction of the dividend explains most of the fall in Anglo- 
Argentine Tramways Second Preference shares. United Electric 


Tramways of Monte Video Ordinary strengthened to 61, and the 
Preference were firm at 58. 


What few fluctuations have taken place in 


the list of electricity 


supply shares are mostly due to cx dividend 


markings. There is, 


Preston oe .. | Sept is » 
Reading .. | Oct. + 186 КИ 
Rotherham .. аар, da + 52 *66 
Salford es .. | Sept — 494 E 
Sheffield  .. e| v — 1,885 1°25 
Southampton |.» + 1459 |. ee 
Southend-on-Sea . 157 + 9410 vs 
South Shields ” — 859 ae 
18windon oe ee 55 ee 4°4 P 
eside eo ee ” — 658 | 8:87 . s 
allasey .. .. | Oct. + 1,077 18:72 | 22 
Walthamstow ee тЇ + 765 9 | өө 
West Наш .. .. | Sept. 24 — 8,613 | 1467 | .. 
Wolverham ton s — 565 | 12:5 ot 
Baker 8t.- Waterloo Oct. + 9,105 | 4:95 1 
Cen. London Rly.. . ($) +85, 5:97 es 
Char. +, Eus. Hamp.| n +10,545 | 7'75 | .. 
Cit & 8. Lon. Rly. T] — 835 73 1°06 
Du lin- Lucan Rly. n — 79 q E, 
G.N. and City Rly. | » — 4,116 | 86 | .. 
G. N., P'dy. & Brmtn.| s 414,516 | 9:25 | 285 
L'pool Overh'd Bly. | „ — 3,7 68 | 43 
Mersey Railway .. | и + 519 44 ў 
Metropolitan Rly... | „ 415,975 | 24:6 
Met. District Rly... | « | 491,664 | 24 
Anglo-Argentine .. | Sept. 30 | 49,988 |+ 16,505 +148,607| 48 |.. 
Auckland .. oo | » 12,803 12,993 | +11,875 | 22:3, 81 
ombay (B.E.T.) .. | » 19 4,909 |+ 530 4- 15,884 К 
$ Brisbane — ө 14,490 |+1,830 B 
Calcutta .. | Oct. 3 6,900 + 186 = К 
§ Kalgoorlie, W. A. oe 5 422 oe ee а 
Madras .. .. | чері. 30 | 1,144 + 58 99.308 |+ 1,681 e 
tPerth (W. A.) . | Oct. a 2.618 i+ Bl + 1,101 (96:6 | .. 


* Compared with the corresponding period of 1907. 


+ One week only. 
1 Includes horse, steam and other receipts. 


.$ One month. 


however, a slight disposition to buy shares of the best class London 
companies, as is usual at the beginning of the autumn. The 
inclination is evident in rises secured by Westminster Ordinary, 
and St. James and Pall Mall Ordinary, both shares gaining 5 
River Plate Ordinary are A, better at 176. Mexican Light and 
Power Common stock has been subjected to profit-taking, and fell 
34, which caused the bonds to weaken a little. Mexican Electric 
Light bonds are also duller, as may be observed by references to 
our price lists overleaf, to which many additions have been made. 
Victoria Falls Power Preference drooped to 128. 6d. in the general 
reaction which overtook the Kafir Circus upon the Bulgarian c! 
de main. | 

Manufacturing issues are quiet and steady, and prices show no 
changes of importance. a 
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SHARE LIST OF ELEOTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. m ö =e 


Btock | : Business done | у; 
Present NAME, | or | Dividends for the last | (Sosine IF week ended Rise 4 + Present 
Issue, Bhare four years, Sept. 29th. Oct, 6th. Oct. "Ww Fall — per cent. 
1904. | 1906. | 1906. | 1907. o pee Lowest 1 s. d, 
25,000 | Amazon Telegraph Led в shares, Nos. 1 to 25,000 10 Nil | Nil | Nil | Nil 2— 8 2— 8 n РА Nil. 
143,300 Do. do. 5 % Debs., Nos. 1 to 1,250 Red. | 100 Níl|595,|595,|595,| 90 — 93 90 — 98 -4 us 5 7 6 
$131,561, American Telephone & Telegraph, Cap. Stock $100 | 74% | 7495 | 8 % % | 181 —185 180 —184 xd 1304 » ee 5 19 5 
69,000,000 Do, Collat. Trust, 495 Bonds, 19,001 io 78,000} 81000 |4%|4%|4%|4% | 93 — 95 98 — 95 953 E ж 443 
598,180 | Anglo-American Telegraph ра x Stock | 2395 | 84% | 37% | 84% | 58 — 61 58 — 61 T $s ia 5 14 9 
8,200,910 | Do. do. do. 6%Pref.  ..  ..| Btock 95 |6 95 | 6 95 | 6 95 | 1084—1044 1083—1044 1043 1034 4 5 14 10 
8,200,910 | Do. do. do. Deferred Stock fl | a% | 13955 | 195 | 174— 18 17 — 11% 178 1% | —4 | 514 8 
50,000 | Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red. 100 „ [59515 5 9% | 99 —102 99 —102 т. а M 416 2 
44,000 | Chili Telephone, Nos. 1 to 44,000 6 | 8% 6 |8 2 8 | 8— 83 8 — 84 Ж ix x 414 1 
9,883,876 | Commercial Cable Sting. 500 year 4 % Deb, Bk, Red. | Stock | 4 44% 489 — 91 88 — 90 xd 901 893 „а 4 811 
16,000 | Cuba Telegraph, a> 30 vé vs 10 5 65 5 925 | 6 96 7 e} 7À— 84 .. T - 11 2 
6,000 Do. 0 J Pref, A Ж дА * 10 |10 10 % 10 9% 10 | 16 — 17 16 — 17 * 517 8 
12,981 | Direct Spanish Telegraph. — А T b 4 96 | 4% | 4 Ф 4”% B— 8} 8 — 3+ ха a 6 8 1 
6,000 Do, do. Cum, Pref... 5 |10796 |10 J |10 % 1095, | 81— 9i 8 — xd a 9 8 1 
80,000 Do. do. 43 Debs. bw ЭЕ 60 | 44% | 44% | 44% | 44% | 100 —108 100 —108 a 8 14 10 
60, 7101 Direct United States Cable 20 He ti 4805 | 43% | 181— 132 181—132 1875 А 6 8 8] 
50,9001| Direct W. India Cable, 44 % Reg. Deb. 101 1,200, R. 100 | 44% | 44% | 44% | 44% | 100 —102 100 —102 * * 5 18 3) 
4,000,000 | Eastern Telegraph, ^t Stock | 7% |7% | 7% | 7 95 | 1353—1883 186 —189 188 1263 + i 5 0 9) 
2,000,000 Do. Pref. Btock.. 100 33% | 84% 85 84% | 844— 864 85 — 87 864 Bot + 4 0 6 
1,896,706 Do. Mort. Deb. Stock. Red. Stock 4 % | 4 % 4 4 95 | 108 —105 103 —106 1044 103) * 9 16 2 
800,000 | Eastern Extension, 1 and China Tele. 10 1777 122— 15 123— 18} 13 1278 b 5 87 
752,400 4 % Deb. Stock Stock | 4% | 4 95 | 4 96 | 4 95 | 101 —108 101 —103 1021 1014 817 8. 
269,700 Nest 42 Afric. Tel., 4% Mt. Db., 1 to 8,000, red.1909 | 100 4 % 4% 40 4% | 994—1013 9948—1015 1 és 8 18 10 
200,00001| Do. Reg. M. Debs. (Mauritius Bub. ) 1 to 6,000 25 495|495|4 95 | 4 95 | 1013—1033 1015 —103} .. .. 817 4 
181,127 Globe elegraph ps 2 ds 10 6896 | 54% | 54% | 529% 108 — Llp l0g— 11А 1013 103 5 5 8 
181,127 Do. Pref.. и 10 6 16% 169% |6 9% | 188— 14 138— 142 14 138 e 448 
150,000 уу Northern Telegraph, N Copenhagen. . 10 24 96 | 24% |20 96 |20 95, | 80 — 32 30 — 32 s у se 65 0 
Hax and Bermudas Cable, 44 96 18% Mort. / / o% м Е 
19.6001 | Dele Neo. тю d ) 100 | 44% | 48% | 44% | 43% | 100 —102 100 —102 a2 Less 
17,000 | Indo-European Telegraph ё i : 25 |[18.% |18 % |18 96 |18 % | 56 — 69 56 — 59 T - 8.7 1 
41,880,400 | Mackay Companies Common i sa: $100 1% 27 | 329% | 4 9% | 68 — 72 68 — 12 T 5 9 7 
50,000,000 Do. do. 4%, Cum. Pref. .. = $100 49% 14% 4% |49,| 68 — 72 68 — 72 | 5 9 7 
884,190 | Marconi’s Wireless Telegraph . is 1 | Nit | Nil | Nil | Nil $— — ye 7/6 — 1 Nil 
72,680 | Monte Video Telephone Co., Lid. Ord. ч 1 4%/5%/6%/6% 1— là — 13 21/6 5 6 8 
86,492 Do. do, do. 6% Pref. 1 5 515 5 |5% — 4 1—. 1 5 0 0 
2,225,000 | National Telephone, Pref. Stock d Хр 100 6 | 6% | 6% 6 | 109 —111 109 —111 1103 109 581 
8,725,000 | Do. do. Det. Stock Р „ 100 5 159% |5916 95 | 118 —120 118 —120 119 118 5 0 0 
16,000 | ро, до. 6% Cum. Ist. Pref. ..  .. 10 6 16% 169% 169% | 101— 11+ 101— 11 R 568 
15,000 . do. 6 % Cum. 2nd Pref. .. 10 |625|695| 595 | 5 25 104—115 1. 112 " 4 811 
250,000| Do. do. 5 95 Non-cum. 8rd P., 1 to 950,000 5 5 5 5 5 55 95 57 —. 543 б4— 5 ZC +9) 4 611 
2,000,000 | Ро. do. ' 8 „ Deb. Stock Red, .. | Stock 33% | 84% 33% | 84% | 284—1004 984—1004 8 7 8 
1,716,598 | Do. do. Deb. Btock Red. : 100 | 49% 44 3 4 9% | 102 —104 102 —104 103 1023 8 16 11 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid . 1639 7547 8% l1li— 18 li U 25/6 | 25/8 516 4 
50,000 ро, йо. do, 6 % Cum. Pref.. 1 6 % 6 % 6 % 6 % — 2 1% 1;4— 12; 24/- . 411 5 
99,100 Do. do. do. 4% Red. Deb. Stock 100 .. 444 96 9 — 92 8b — Se Ps 4 7 0 
99,400 | Pacific & Raropean Tel., 4 o; Guar. Deb*., 1 to 1, 000 10 |495,|4925,|495,|4 95 | 99 —102 99 —102 1: à 818 5 
11,8897] Reuter's ‘ ivan tel КА 8 |595|595|595| 5 96 Ti— 8} n * 5 00 
99,100 | Telephone Co. of Egypt, 44 & Deb. Red. ee sex. AMD .. | 44% | 44% | 44% | 99 —102 99 —102 * 488 
8,088 | Submarine Cables Trust . Cert, 6 6 6 |6 95 | 129 —182 180 —138 T +1 410 3 
100,000 | United River Plate Telephone · 8% 18% 88 % 67— "1 6i— 72 75 i. b14 3 
40,000 Do, % Cum. Pref., Nos. 1 to 40,000 5 5 5 V5 V 5 % 4— 4 BU z +% | 41011 
80,008 | W. Coast of ГИЛА, 1 to 30,000 & 53,001 to 53,008 24 Nil | Nil | 9495 | 24% 15— 14 1 1 4 3 4 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. | 100 495,|495,|495|495]| 99 —102 99 —102 T Ж. 818 5 
207,930 | Western Telegraph, Ltà., Nos. 1 to 207,930. . id 10 15767757 | 18—14 188— 144 14 1334 418 3 
800,000 Do. do. 4% Deb. Stock Вед, .. 100 |4% 4% 47 | 4 95 | 1014—1054 103 102 85 817 4 
88,821 | West India and Panama Telegraph x ке 88 10 Nil | Nil | Nil | Nil í— $ 12/6 et Ni 
84,563 Do. do. 6% Cum. Ist Pref. ae 10 6 % 5 % 8 6 „ 8 — 83 2 — — 84 8g 71 
4,669 Do. do. 6% Cum. 2nd Pref. à EA 10 Nil | Nil | Nil 42 6 8i— 94 81— 9 i 88 * 29 0 
80,0007 Do, do. Б & Debs., Nos. 1 to 1,80 100 |56%/56%/5%/|5%] 101 —108 | 101 —108 T e? | Se | 417 1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
890,000 K Trams, 10 % 180856 70 Cum. 550.007 6 s & 8 * 99,| BH— 8H 81— 80 xd 8A Bl .. 644 
^3 
260,007 Do. 6 % Cum. Preis., 1 to to 260,007 - 6 5) da — 61—. 63 6a I es 411 2 
208,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 |6 6 6 148 —148 143 —148 - s a 4 611 
386,100 | Auckland E. Trams, 5 & 1st Mort. Deb. Btock .. | 100 5 5 5 108 —106 108 —1 " 414 4 
880,000 Beboock & Wilcox, 1 to 680,000 ..| 1 (90 & |90 90 Bij 4g 8j— 4 xd TUG | 7698 ͤ .. | 5 00 
100,000 do. 696 Cum. Pret., 1 to 100,000 .. 1 |6 6 6 1— 1 = И po ; » 8 18 10 
40,000 Britieh Aluminium, Ord., 1 to 40,000 .. .. «. 6 7 7 1% — = 51/8 г » 12 8 6 
40,000 Do. do. 1 Dun. Pret. ee өө 6 1 1 1% 4 94— 4 es ее — i 8 15 0 
30,000 | Do. do, "6 9% Cum.Pret. ..  .. 5 |6 6 6%] 44— 4 11— d . T A 6 6 4 
20,000 | Do. do. 4% Funding Certs. 5 |4 4 4% ; Ў 414 1 
288,200 | Do. do. 6% Ist Mort. Deb. Stock Red, | Btock | 5 Б b 106 —110 106 —110 .. " vis 41011 
800,000 | Ро. do. Ф Loch Leven Debs, — ..| 100 „ 53 97 —190 97 —100 . e . 510 0 
400,000 | British Columbia E. Rail Def. Ord. Stock .. . 100 | 6 6 8 196 —140 186 —140 1864 КА e. b 14 4 
B00,000 | Do. 5 % Pref. Ord. Btock : e .]] 10 |5 5 6 % | 117 —121 117 —191 " ss 4 2 8 
800,000 | Do. 5% Cum. Perp. Pref. Stock .. | 100 5 5 5 % | 105 —109 106 —109 ee T T 41 9 
288,000 Do, 1st Mort. Debs., 1 to 6,250 . 40 4 4 $ 102 —104 101 —104 n p x 467 
20,0 | Do. Vancouver Power Debs., 1 to 9,200 100 % | 1004—1084 101 —104 .. .- +% |4 10 
188,901 | British Electric Traction “a 10 | 6 8 il 4 i- 4 $5 z A Nil 
161,487 | Do. do. 6 Cum. Prat; uo Gel Ce 6 8% | 38— 3g— T ; 7139 
1,478,658 | Do. do, b . Deb. Stock .. | Stock | 5 5 b & 96 — 99 98 — 96 944 933 | —8 549 
; Do. do. t) % n Deb. Stock Red. | 100 | 44% | 44 44% | "6 — 78 76 — 78 .. T 516 5 
100,000 | British Insulated and Helsby Cables $6 "v 5 |8 8 % |1 10 95 61 61— 62 бүз à 7843 
100,000 | Do. do, 6% um. Pref. 5 |6 6 6 6— 6 6 — 64 T 412 4 
500,000 | Do. do. 44 % 1st Mort. Deb. Red... | 100 Hi 4 4 % 103 —106 108 —106 нА KA 441 
212,000 | British Thomson-Houston 44 % 1st Mort. Debs. .. | 100 96 4 4 91 — 96 91 — 96 T os ба 4 13 9 
400,000 | { British Westinghouse 6 % ff to 206,000 and 5 Nu Nd) NI Nl | A- & | sem ж » " e Nil 
1,016,858 — do. Mort. Deb. Stock .. | 100 4% | 4% | 4 % 4% | 40 — 45 40 — 45 41 е i 8 17 10 
t wett Lindle ‘cn rd. ee ee ee 1 i 1 ee oe ee 
60,000 |t Do. do. У ' 695 Cum. Pref, . ; 1 Nil | Nil | Nil | Nil | 14/6 to 15/6 M to iff T sè és Nil 
106,781 тою Electrical Engineering, 92 1 to 105,781 . 2 Nil | 9 Nil | Nil | 0— 0— за „ә А Nil 
160,000 | Do. N on-cum. 6 % Pref. . bs 2 |6 6 Nil | Nil à— 1— Я a Ps Nil 
196,0000| Do. до, 44 % Perp. Deb. Stock . Stock 4 ae 44% | 68 — 68 — 18 4: 6 8 3 
196,000 Do. % Perp. 2nd Deb. Btock.. Btock 4 4 % 50 ene 54 50 — 54 | ° ee ee 8 6 
187,610 Calcite Trama, Lio 1 610 .. 6 8 8 8 95 | 6 % 4 6 =~ 5 573 . 5 0 0 
80,000 Do. 6 % Cum. Pref., Nos. 1 to 29,880. . 6 xac | b b 96 54 44— 54 . А <a 415 8 
850,000 Do. e lstDeb.Btock..  ..  ..| 100 4 44% | 44% | 44% | 108 —106 103 —106 ; 4411 
85,000 | Callender's Cable Construction shares P s 5 [1 15 15 5% 1 92— 1 | as 619 6 
40,000 Do. do. б % Cum. Pref. 6 5% |55 5 255 76 5 611 
800,000 Do. do. ах 1st Mort, Deb. Btock Red. | Stock | 44 4 439 4% 1074 —109 1073—1 e 422 
491,999 | Cape E Trams., 1 to 491,222 25 94 1 5 il | Nil| Nil à— » á Nil 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. E- dx 6 8 2% | lí4— 113 1а — 1th 83/- | 81/103 7 14 10 
315,045 Do. do. 4 % 1st Mort. Deb. Stock | 100 43% | 44% | 44% | 44% | 103 —107 105—107 | .. а 441 
1,808,610 Central London Railway, .Btock.. ..  .. | Stock | 4 4 17 8 68 — 70 71 — 18 74 71 +8 4 2 2 
658,195 4 ef. Stock .. . Stock | 4 4 4 4 85 — 87 86 — 88 874 ч +1 |4611 
650,196 Do. Det. до, .. . Stock 4 4 4 2 50 — 53 51 — 54 584 52 +1 | 814 1 
1,480,000 | City and South condos Railway ss оо „Stock 2 | 14% N | 2% 824 —( 834 82)— 884 94 | 6 6 10 
* Unless otherwise stated, all shares are iully paid. t A period of nine months. t From Manchester Share List. 


Continued om next Pade. 
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SHARE LIST OF ELECTRICAL COMPANIES,—( Continued.) 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinud) 


| | | 
Closing Business done | Rise А Present 


Btock | Closing 
Present NAME. or N tor the Quotations | Quotations | week ended or | Yield 
Issue, Share, ast four years, | Sept, 29th, Oct. 6th, Oct, 6th, 1908, | Fall — | per cent, 
е" | Is umm OE (ORME SS uos c 
* 1904. | 1906. | 1906, 1907. : : Highest Lowest. | £ s. d. 
85,000 Orompton & Co., us M RON, N j 8 24% | 25% | 5 % 5 % 1%&— 1% lig 1% 2 je — | 910 6 
, 5% ist Mort. Reg. Debs, I to 6% |5 % | 98 —101 98 —101 100 re — | 4190 
100,000 " „|55 15% 165% |5 % 
900 of £100, and 901 to 11,000 of #50 Red. Gd Ше j iM Eas | | 
260,000 | Dick, Kerr & Co., 1 to 260,000 Pa 1 10 do 10 % а 29 10 % ге тп 11— Ju хе - * — H ; 
805,000 Do do 6% Cum. Pref., 1 to 305,000 * 1 6 % | 6 95 % | 6 % 1 1 1 . 
282,580 Do. dc, 44 % Deb. Btock .. . 100 44% | 4% | 4% | 4376 101 —104 ET = Way РЁ 570 ‘ б 1 
59,987 Do. 6% Pref. between 1 and 60, 000 = 4o д a 155 f Е f 16 12 6 
99,261 | Edison & Bwan Utd., ” shs., £8 pd., 1 to 99,261 | ub 24% 44% 4 % 44% 12 of +a E - - б 
А 17,189 Do. А A', shares 01—017, ‚189 .. 3 5 4245 d аф 4% E а ae 3 | вез 
1 475 Жу е ЮС ес 4? | m | : {2 у == de " ‚ | d 
72,220 Do, 5 96 2nd Deb. Stock Prov. Certs. all pa. 100 5% 5 96 D P | б 85 — 87 84 3 87 xd 6 а 
112,100 | Electric Construction, 1 to 112,100 2 4 фо | Nu Nil. Ni IE 4 1 60 0 
81,890 Do. йо, 7 9, Cum. Pref., 1 to 81, 890. . 2 7 do : & : {о : a 80 ii 85 оу 
25,000 | Genera! Electric Со. (1900), 5 % Cum. ' Pref. ; 10 5 4o : h д 70 T * 2 on 84 — ad 20 P5. 
200,000 Do, do 4 Ф Mort Deb. . | Stock : e 4 e l4 & | 4% 0 e 91 ж 500 
78,000 | Gt. N. & City Rail, Pref, Ord. ' А. 496, 1 to о 18,000 vs : E - Ф | 7219 AO ake 101— 10 Й. 
yon centers А 3. X^ p». a erg DE 100 |59 5 F [595 5 95 | 102 —108- 102 —1033 4n 1 
7 о. ° ee so «ШЕ? О? | тк? | ' | | 111 - J 
40,000 | Неп)еу'в (W. T.), Telegraph W Jorks, ‚ка, DU. 58 oe y % n? ү 2 ng aS p ае 153 53 es "n : : = 
150'000 Do. a 4% Mort. Deb; Stock Stock n 105 be | 414. 107 — 109 — |107 —109 edo qu ip 
50,000 India-Rubber, Gutta-percha & Telegraph Works. 10 : 2 | ciu ty rae | m 11, 2 A on - Su я - - 
87,500 Liverpool Overhead Railway, Ord. .. ves ^aw] 110 Ho w. il : Ф E а st ура 1 M. 
10,000 |! Do. do. Pref., fully paid .. 2 * 2o | Pa 28183 | = Б Au 65 * de 
ean раза жн x ey 1 to 60,004 Kv T in 6 |в e 8 e ЕЕ 61 63 61— 63 | 4 8 1 
f о. 0. 0 - о | 3 X a 52 j : T T к-у 
135/000 Do. do. Б % Cum. Pref., 1 to 125,000 29 | 6 do : r2 : 2 А ү, М. Б aa m ) ›ў 5 " К. | 4 ы - 
1,831,000 Do. do. 4% Ist Mort. Deb. Stock е Han {о 14 | ad | 991 — 40} 893 — 40 iia 301 | 1458 
5,782,062 | Metropolitan Consolidated T: st f Tan 234 214 T 21 ? oh -- а. qi 80 67? тё 818 1 
——.— Teg Darp aa anis у : ..| 10 | Nit | NA |Ni | Nil | 14 — 15 134— 143 15, 13] j Nil 
814,016 | Metropolitan Electric Trams., Detd... о] i ааа ва [NL] з A E of , ; | 48 | 
500,000 Do, do, Б Cum. pe R à 100 43% 44% 44%, 430 > 92 — 9 ч | * gh” 633 " ¢ | 449% 
850,000 Do. do. 44 X о “Deb, Btoc e 1 Б e 4 {2 4 d 4 e ^s " + 4 É бх 8 0 0 
245,500 | Potteries E. Tro. .. 25 * : : Ф | - e | - 4? у "xm | с y ts 61711 
245,500 Do. 5 428 Cum, Pref. ae se ee 100 4305 | 44%, 445 | 44% 93.— on” 92" — 9 " | M 4 13 9 
822 ae Дон ang Maintenance: 1 54 5 i54 |1749, | 89 — 84 | 32—534 834 8 | .. 6B 8 
87,850 | Telegraph Construction and Maintenance. e. | E 4 e | 4 e i 4 e | 4 Fay 101 —103 101 —108 | {2 917 8 
150,000! 2 n 41 Зергер Mo T Ue 10% 54 6 БА БФ 43 — 47 18 — 47 uo) NM 5: +1 10 12 0 
8,599,200 | Undergd. E. R., Lon., 5 95 Profit Sha r "MU | wel wir len i 3 X 17/6 : | 8 0| 
| 66,600 Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 НА | ak | Nil po 2 . ux li 95 — 14 a uj E T - 
| 66,666 | Do. 6% C. P., 30,001 to 80,000 & 125, ulcisci 05 Nil Nil} .. | 6 % E Ё: | 4—8 мй! 
| 46,404 | Do. 4% Ist Mort. Deb. Stock ) 14%14% 61495! T2 — 76 2 * Му? FON р. 
ELECTRICITY SUPPLY COMPANIES. 
5 | — 4 .. „ e. 151b 5 
| 90,000 TCC d [dE GE! сю 26 cim on p- | п [амо 
^ " 00 7 X — — ee ae 6 5 
mun Brompton 3 Kens. Ево, Li ap. Ordn to 99000 в % i04, | 10% 0 7-8 | j—8 GET I 
. x. X enc — 109 oe ee 8 18 5 
° 836,876 | Central Rlectrio В Bu B. 4 % Guar. Deb. Stock .. E 1 H | H А : 93 — m y^ ИН Si | ea es 9 
80,000 mand ji ph um pre 6 X Y | 4 — 43 4 — 4 ee i ee ee 5 0 0 
88.000 Do: P. dertaking "ч Cum. Prf. | 5 4 4 4 4 | 4 85— 4 к is .. | 612 6 
445/706 Do. do! Qu Deb Stock Bed... | 100 4% lee (ee % 6 — 85 96 — 99 ejes qeu 
49,486 | Chelsoa Electricity Barely on Stock Red. Stock à ug dé 4 100 —105 100 108 p * a [476 
pr El h „Ога. 40,001—110 10 |6 6 6 16 93— 10 94— 10} 9% és vs 617 1 
' 520 City of London leo. Lig 1. 1 to 40,000 10 | 6 6% 16% |6 19 — 18 12 — 18 - ч н 412 4 
«0000, ро. : Db. ORCI hen a ee 5 5 x b y^ 6 | 192 —195 122 —125 oe ee ee У : " 
800,000 Do, 44% ünd.Db.Bür,Prow.Criallpi, | 100 |44% | 4% | 44% | 44 | 101, —104 101 —104 2 : че 
ко diae mn ce 5 |59 165% |5% [6 4 1 ха » 5 n (618 
1,000 7 x — е oe 5 6 
Sp e ка ЛЕК АНН (ES! ae | ae | iy | | 2 Sa 
| ; : à E 66 | 4496 | 44%, | 107 —110 107 —110 Ч i 
| d. e: do: 44 and’ Dev. Stock . віск 4 ats ae 4495 | 99 —102 99 —102 » |83 
| 80,000 | Edmundson's Electric Со ration, Ord, Shares .. б 1 ‘ b |a Ц Ni | - i i- 1 | ө + 
n DON Do: do 45 Cist Mort Deb. Stb. | 100 4% | 4% | 49% | 44% | 59 — 66 69 — 66 peed x. o {| 6164 
| $9,150,000 | Electrical Der. Co. of Ontario, 5% Ist Mig. Gold Buds. 8500 ы ышы ur 873 вы — 8.3 - | : -i ө 
20,000 | Folkestone, 1 ю Gun, pre, 1601088 : „ Б | SER [6 5 5— s 5 — bb xd| . | бя — 40 о 
i 10,000 Do; Б % Cum. Pref., 1 to , 1 ES 4€ |4 97 —100 97 — 10 Е » ИН 41011 
90,000 ү redo e. оа че 0 ate : ; ? 110, (ш ус Ж | 810.9 
$1 335.000 Hove, юш Power Co., 5% Gold Bnds. .. .. Lo Dos hos ho'a lu ie " m p 98 | O98 [o Piu, 
t * e ee 10 0 96 = — ee ec er 
Kensington and Knightsbridge Electric Ord 5 |19 = - | Бе 
| 30000 | condos Electric upply Corporation, Limited, Ord: |S |3 lac lac 8 gig | он | FREU o 
9900 гн o Supply Corpo U^ $e Pre...’ 6 (646564 |6 4— 48 00 Se рз 
: 10009 Do. do. 4% Ist Mort, Deb. Ві. Red. Stock | 4 & |4 4 4 89 — 92 89 — 92 904 | .. $15 10 
E N we Oum Bret iein.. 2| % 4% % % d- 5 | a eoj o бич 
| 55 1st Mort. Deben; Btock | Pe ‘ d 4% | 105 —109 195 —109 106 | 1063 — | 43 М 
, 
Do Mort. Deben. toc em. tock С | — = ne ee oe 
| 206.000.000 Mexican Electric Light Co., 5% 1st Mtg. Gold Buds 1100 5 5 5 % 5 % 0 m 2 2: — ° 900 £9) т 5 il 
| 31.500.000 Do. a gs DNUS ' TX Cum. Pref. Stk. | Bock | .. |... |... 112.118 112 — 118 118 | 1124 » " 
212,000,000 do. 5% Lst Mtg. Gold Buds. - . 0 T T .. | 914— 924 902— 913 99 911 — $ is 
| 250,000 Midland Electric Co oration; 44 96 1st Mort. Deb. w 9 a a 8005 m 957 94 = А 964 , 96 ix 719 2 
8750 a Ж Pret, 1 to 87,500 2 a| 5655584 |5 — 5 р is ү; "EL 
Ы ee os ee oe ee q 
| 10,853 Notting Hill Electric ighting.. ee ee ee 1 T Ц. 15 | 117— "a 25 — 12 oe oe ee $i 18 
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METAL MARKET. 
Fluctuations in September. 
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Portable Searchlight.—The Antwerp Telegraph Com- 
pany of the Belgian Engineers employs a petrol-electric automobile 
of the “ Auto-Mixte"type to haul a searchlight on a carriage, and to 
feed the arc when halted, the combination obviously possessing advan- 
tages for both purposes, The arc takes 110 amperes at 80 volts, 
and is supplied from the battery of 40 cells through flexible con- 
ductors, while the operator controls the motors which direct the 
searchlight from a point at some distance from the latter, also 
with the aid of flexible cables, wound on drums. 


CATALOGUES. 
By W. О. HORSNAILL, A. M. I. Mech. E., A. M. I. E. E. 


THE preparation of a catalogue, if any considerable number 
of products has to be dealt with, is a costly undertaking, and 
it ig, therefore, highly desirable that the best possible results 
should be secured for the outlay involved. 

Three definite aims should be kept in view whilst com- 
piling a catalogue :—Firstly, the promotion of confidence in 
the goods described ; secondly, the concise presentation of 
particulars so that the buyer knows exactly what he will get 
for his money ; thirdly, the setting forth of approximate 
prices for the prodacts described. : 

Of these three functions the promotion of confidence in 
the prospective purchasers is of the greatest importance, and 
certain definite principles may be laid down for effecting 
this result. 

A section of the catalogue must be reserved for each line 
of manufacture beginning with what the Americans call a 
“ straight talk on the subject. | 

This “talk ” should not start with any mention of the 
firm's producta, or even of their name, but it may with advan- 
tage contain a brief history of the development of the goods in 
question, followed by a comparison of the features appertain- 
ing to different types. This system leads up to the reasons 
why a certain design has been adopted by the firm, and these 
reasons should be supplemented by reference to the 
difficulties which have been met with in perfecting the 
prodact and the methods adopted to overcome them. 

Almost all machines and appliances made by manufacturing 
engineers lend themselves to this treatment, but the matter 
must be readable even for those having no technical know- 
ledge of the subject. 

Many catalogues are to be met with, in which attempts 
have been made to introduce the subject on the lines 
suggested above, but the manner of presenting the informa- 
tion fails to interest the reader, and the space occupied in 
this way i8 consequently wasted. | 

Caleulationg may be introduced to bring out certain 
pointe, but the figures must be of the simplest possible 
5 or the reader will not take the trouble to grasp 
them. | 
Following this lecture, a technical description of the 
machine or appliance should be set forth with diagrams, 
illustrations and information as to the materials used for the 
Various parts. | 

Here, also, illustrations of details should appear, if this 
course be necessary, to show any special construction for which 
advantages are claimed. | 

This portion of the catalogue should be completed by 
illustrations and particulars of the application of the product 
to various representative purposes, supplemented by a list 
of purchasers and the total number sold up to date, together 
with the percentage of repeat orders. 

The total number sold must, however, be large enough to 
indicate good results in view of the period which has elapsed 
since the placing on the market of the machine or appliance 
in question. 

Testimonials may be introduced at this point, with advan- 
tage for inspiring confidence in private customers, but if the 
sales are entirely to the trade, it is doubtful whether testi- 
monials have any appreciable effect. 

It may be contended that the above procedure entails the 
giving away of full information to trade rivals. The answer 
to this contention i8 that your competitors can always find 
out exactly what you are doing, and the giving of full par- 
ticulars is very effective in promoting confidence in prospective 
purchasers. 

In the old days when workmen, foremen and staff 
remained in the same employ all their lives, and when 
engineering knowledge was entirely gained from experience, 
it was possible for certain firms to accumulate data and to 
devise processes, a knowledge of which could be confined to 
themselves and their employs. 

These conditions have long since passed away, and with 
the constant changes in staff and workmen now obtaining, 
together with more scientific methods of investigation, it is 
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impossible to keep the knowledge of design and processes 
from trade rivals. | : 

We now come to the presentation of sizes, particulars and 
prices, although in some cases certain technical date may be 
introduced with advantage before tabulating this information. 
For instance, a catalogue of surface condensers should con- 
tain tables, at this point, showing the cooling surface and 
quantity of water required, within certain limits of tempera- 
ture, to give various absolute pressures. Information given 
at this stage should, however, be confined to any data which 
may be necessary to enable the purchaser to select the correct 
size of machine, and which cannot conveniently be included 


in the tables giving sizes and prices. 


Electric motors are amongst the most difficult products to 
catalogue, owing to the use of each machine for different 
speeds and voltages. The particulars required are 80 
numerous that a separate table is usually reserved for technical 
data, leaving the prices and dimensions to follow in, perhaps, 
two other lists. | 

For heavy or bulky goods, net and gross weights, together 
with shipping sizes must be given, and for many types of 


machinery the overall dimensions should also be tabulated. 


Many manufacturers are averse to giving liste of dimen- 
sions, for the reason that no modifications can be made 
without revising the catalogue. The answer to this objec- 
tion is that the products should be thoroughly tested and 
perfected before the catalogue stage is reached, and that 
no alterations ought to be required until the goods have 
been manufactured in a definite form for a considerable 

riod. 

"Im rovements must be introduced from time to time, 
but when they become necessary, a complete line of products 


should be revised at once, entailing a new catalogue, with 


revised illustrations, dimensions and prices. 

Moreover, tables of dimensions inspire confidence by 
giving the impression that the sales are so large as to 
necessitate this course to avoid abnormal correspondence. 
If a purchaser has to write for particulars, he is apt to think 
that the article required has not been made before, or only 
in small quantities. Then again, overall dimensions are 
often useful to contractors and consulting engineers when 
working out alternative schemes. In such cases a catalogue 
giving full particulars is used in preference to a list in 
which the dimensions and weights are omitted, the trouble 
and delay incurred by writing for the desired information 
being inadmissible. 

Tables giving particulars, dimensions and prices, should 
be very clearly printed with heavy dividing lines, the guiding 
figures being in heavier type than the dimensions or other 
particulars. 

Many firms make a practice of printing prices in red, and 
this plan is strongly recommended. 

The prices should be as correct as the fluctuations in 
material will permit of. The plan of issuing price liste sub- 
ject to large discounts is a source of annoyance to everyone 
who has to use them. It is difficult to understend, for 
example, what useful object can be served by stating figures 
subject to 474 per cent. discount. 

A good catalogue will be picked out for use by contractors 
and others when designing various schemes, and the adver- 
tisement gained in this way is of great value. 

A few pages should next be devoted to an illustrated 
description of the works in which the products are made, 
stress being laid upon the facilities for receipt of raw 
material and the dispatch of the finished product, as well as 
upon the care taken throughout to secure good results at the 
least possible cost. Provision for the comfort and recrea- 
tion of the employé should also be touched upon, together 
with illustrations of mess rooms, libraries, cloak rooms or 
other arrangements in furtherance of this object. 

Systems of payment to secure a larger output whilst at 
the same time benefiting the workmen, should be explained, 
and if a suggestion system is in force, particulars should be 
given. 

This description of the works must be of an interesting 
nature, such as would be read by any person of average 
intelligence, but with no knowledge of the manufacture in 
question. | 

The effect upon the prospective purchaser after reading 
puch an account of the factory will be a conviction that :— 
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Firstly, he will get the best value for his money ; secondly, 
that he is in touch with а firm who treat their workmen with 
fairness, and are therefore likely to be straightforward in 
their dealings with customers. . 

Further confidence is inspired by the ‘inclusion at the end 
of a catalogue of a few tables and data in connection with 
the product put forward. In compiling this portion of the 
work do not be afraid of giving away information ; the con- 
fidence inspired far more than counterbalances any dis- 
advantages which arise from imparting your experience to 
competitors. 

Take, for instance, а catalogue of worm gear. Makers of 
this type of apparatus are sometimes chary of telling their 
customers how the ratings are arrived at. This is a mis- 
taken policy, the fullest possible results from the firm’s 
experience should be given and supplemented, if necessary, 
with data from other sources. 

It may be urged that such а course enables prospective 
purchasers to make worm gears for themselves, and this fact 
cannot be disputed, but it must be remembered that any 
firm of engineers requiring a large number of similar gears 
will lay down their own plant for making them. 

On the other hand, confidence will be inspired in pur- 
chasers of small quantities, who cannot manufacture for 
themselves as cheaply as they can buy, although they have 
the required data to work upon. 

The whole essence of manufacturing engineering depends 
upon being able to produce more cheaply than your custo- 
mers, but when the latter are also engineers, this principle is 
confined to small quantities. ; 

Loose leaves should only be used in response to definite 
inquiries, and they should be gummed to the covering letter, 
with which they will then probably be filed. 

The size and get-up of catalogues is of great importance, 
the dimensions should never exceed 13 in. x 8 in., 88 filing 
arrangementa seldom contemplate anything larger than 
foolscap. 

The paper shonld be of good quality, with glazed surface 
to suit the illustrations which are now always made from 
process or half-tone blocks taken from photographs. A red 
borderline round each page gives a neat finish, and the 
covers should be carefully designed by someone skilled in 
this class of work. 

A table of contents or an index is obviously necessary in 
most cases. 

The treatment advocated above must be varied to sull 
different conditions, but the general principles remain the 
same, and they should be followed out as nearly as the 
conditions permit of. 

A catalogue got out upon the above lines should, and will, 
form в book of reference upon the products dealt with, the 
catalogues of many well-known firms being used in this 
way with continual benefit to their compilers. 
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PUBLIC LIGHTING BY INCANDESCENT 
LAMPS. 


THE gradual extension of electric lighting cables in the 
suburbs and side streets of every town of moderate 8126, an 
the recent improvement in the lighting efficiency of lamps, 
have made competition with ordinary street gas lighting one 
of the most important and interesting problems arising in 
connection with the supply of public illumination. 
particularly interesting where the problem of lighting new y 
built streets and partly-built suburbs ів met with. | In the 
case of arc lighting, which is usually confined to main к 
where there is a straight run of cable and the return on t 
initial outlay is practically guaranteed, the points to и 
considered are generally more of ап engineering than _ 
financial nature ; the predominant factor is rather the que 
tion of the system to be adopted than that of the cost hole 
return. When, however, the question arises of lighting а is 
district with lamps of smaller candle-power and а © 
pondingly low return, there are many details to be en $ 
into in order to obtain a good financial result. Merr 
the lamps will be in positions which call for outlay on m 
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. with no other return than the yearly payment derived from 
the use of the lamps. In the case of a company this state 
of affairs is further complicated by the fact that the con- 
tract may be only for a limited time, with the risk of being 
beaten by the gas company at the expiration of the contract. 
In corporation work, of course, the engineer has often a 
chance to select the district in which to start his system, 
whereas in the case of the company any district selected by 

the municipal authorities has to be taken, with all its 
attendant disadvantages. 

The lighting of a moderately good class modern suburb 
and the illumination of a town of some age present two very 
different problems. In the first case, the modern suburb 
will be laid out with long straight roads, through which 
mains may be profitably laid. In this case a sub-station 
system will probably be required. In the other case there 
will be innumerable small passages, alley-ways and “no 
thoroughfares,” where the chance of any return on the mains 
is very remote, and the cost of the service to many of the 
lamps will preclude the obtaining of any reasonable profit. 
Side roads and passages of main roads lit by arc lamps often 
involve a long run of cable, especially where the lighting 
circuits are kept separate from the ordinary town supply. 
In this case, however, it is often possible to work relays off 
the arc circuit. 

This brings us to the principal points to be considered 
when a new system is being designed. It is essential to find 
out whether it is better to run the lamps off the existing or 
intended low-pressure network, or to lay a separate system of 
mains, controlled either by relays from the generating station, 
by time switches at convenient centres, or by switches which 
would be closed by the men themselves before starting their 
rounds of inspection, and opened again at daylight. It is 
obvious that the first system is cheaper as regards first cost, 
but is expensive as regards maintenance, inasmuch as the 
time taken to switch the lamps on and off forms a very 
serious revenue charge, with the additional disadvantage 
that many lamps have to be lit before time, in order that the 
last lamp visited may be in operation before dark. In the 
case of an independent system of mains for street lighting, a 
very considerable outlay must be faced, because the distance 
apart of the lamps (say, 60 to 100 yd.) means the laying of 
along length of main, even where all the circumstances of 
such а scheme are favourable. On an alternating-current 
system such systems can be most conveniently fed from a 
sub-station or box, where a relay is installed which can be 
operated from the generating station, and in the case of a 
direct-current system, the circuits can be operated in a like 
manner from suitably placed feeding points. With such a 
system it is only necessary to get a man to cycle round the 
circuits to see that all the lamps are on, which method practi- 
cally limits the time spent on lamps to that taken up by 
cleaning globes and renewing lamps. 

In the case of a system where the lamps are taken directly 
off the low-pressure network, there is the necessity of a 
reliable and easily worked switch, strong enough to stand 
being operated by means of a stick. This switch should be un- 
obtrusive in appearance, as otherwise it will be sure to attract 
the attention of small boys, who will always be found ready 
to switch off a lamp when an opportunity occurs. This 
very annoying propensity especially affects a supply com- 
pany when fines are enforced for every hour that a lamp is 
out of operation during schedule times of illumination. 
There is always the constant liability that the circuits will 
not be switched on in time, owing to the perversity of un- 
controllable occurrences, such аз men on the operating staff 
being taken ill, cycle tires puncturing when mounted 
operators are used, and many trivial details of this kind, 
which all incline the engineer to the choice of an indepen- 
dent system. Moreover, as regards switching off in the 
early hours of the morning, especially in the summer season, 
there is always a tendency on the operator’s part to be late 
rather than early unless a careful check is kept on his time— 
а fault which improves the figure per unit generated, but not 
per unit sold. 

In the case of an independent system—and, indeed, to a 
Certain extent, of any system of street lighting by incan- 
deacente—the problem arises of supplying a small amount 
of current over considerable distances, say a long run down a 
side street. For example, it may be necessary, in a blind 


entry of 100 or nearly 200 yards length, to light two 100-watt 
lamps taking, say, 1 ampere at 200 volts. If an existing 
run of piping is to be used, it is, perhaps, doubtful whether 
the size of the cable required, if lead-covered, is strong 
enough to stand with certainty the strain of a long pull. 
Moreover, if armoured cable is laid, very careful handling is 
required in order to ensure that the small cable is not 
damaged by its own armour. Where lead-covered cables are 
used, trouble also arises as regards the end connection on to 
the fuses in the top of the lamp column. The small space 
allowable makes it a very difficult matter to undertake 
repair work on the switch and fuses should they require 
renewal or alteration, as must occasionally occur, even with 
the best of workmanship. On a system of this nature, where 
the expense of a cover over each box is prohibitive, it is a 
good plan to have disconnecting boxes at all convenient or 
important points, such as street corners, which can be 
easily opened for testing purposes, so as to localise as quickly 
as ever possible a fault on the network. This is advisable, 
in view of the fact that it will be found absolutely necessary 
to keep down the capital cost as much as possible, owing to 
the low price obtained per lamp; and in the case of an 
underground system the heavy outlay for trench work and 
reinstatement charges will be found to be very high in 
proportion to the revenue obtainable. 

In the event—rare in this country—of the work being 
carried out, by means of overhead distribution, there is far 
more chance of a profitable return being obtained, inasmuch 
as the capital cost is greatly reduced. The poles obviate the 
cost; of separate lamp standards, and there is always a chance 
of getting cheap extensions to low-pressure mains along poles 
originally erected for public lighting only. Moreover, in 
many cases overhead services may be run off the street 
lighting circuits for a supply during lighting hours only, 
such services costing only about а quarter of the ordinary 
underground services. In such cases it is policy to promise 
an all-day supply as soon as a certain number of consumers 
are obtained on each main. In many cases it may be neces- 
sary to adopt a mixed system, one portion of the circuits 
being switched on from the station by means of relays, other 
lamps being operated by time switches, and yet others by 
hand. It is difficult without inspecting the actual local 
conditions to determine which system will pay best, but the 
considerations noted in the foregoing notes should be most 
certainly teken into account by an engineer before deciding 
on the method to be adopted for competing with gas lighting 


for street, illumination. 


AN ENGINEERS CERTIFICATE. 
[FROM OUR LEGAL CONTRIBUTOR.] 


Upon what grounds may an engineer's certificate be dis. 
pensed with ? As a general rule, in contracta for buildings 
and large engineering works, the architect or engineer, a& 
the case may be, occupies the position of arbitrator between 
the parties. 

It is clear law that when a building contract provides 
that the builder is to obtain the architect's certificate in 
writing before payment, of any money under the contract, 
it is a condition precedent to the builder's right to sne 


.upon the contract that such certificate be given by the 


architect, and no claim can otherwise be made for payment 
under the contract. The Court has no right to dispense 
with that which the parties have made a condition precedent, 
unless, of course, there has been some conduct on the part 
of the architect or the employer which may make it inequit- 
able that the condition precedent should be relied on. If 
nothing of that kind has happened, then the parties are 
bound by that which they have made a condition precedent 
(* Emden's Building Contracts," fourth edition, page 101). 
Work, therefore, which has been done, but not to the satis- 
faction of the architect or engineer, cannot be charged 
for When the certificate, however, has been given, the 
person who. gave it is /илс/из officio, and he cannot 
vary or alter it. The employer is not responsible for any 
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misconduct of his architect or surveyor in refusing to certify, 
not brought about by his instrumentality or interference. 
Further, there can be no claim in equity for the work done, 
upon the mere ground of the architect’s refusal of the certi- 
ficate, unless the case can be brought within the jurisdiction 
of the Court, on the ground of fraud or gross misconduct 
amounting to fraud, on the part of the architect in refusing 
it, or, it seems, of his wilful neglect or absolute incapacity to 
perform his duties. Relief, therefore, will be given where 
there is collusion dealing and concert between the employer 
and the person whom he has appointed engineer, for the 
purpose of injuring the contractor or defeating his claim. 
Another case in which the builder or contractor may sue for 
the cost of works executed without having obtained a certi- 
ficate, is where the employer is himself guilty of fraud. 
Thus the employer would be guilty of fraud if he 
were to induce the engineer to withhold his certificate 
or alter it after it had been granted. Such conduct would 
be neither more nor less than an attempt on the part 
of the employer to bribe a judicial tribunal. But it 
cannot be too strenuously emphusised, that unless the 
employer is himeelf guilty of fraud, or of taking fraudulent 
advantage of the misconduct of the engineer in refusing to 
certify, he cannot be held liable. "Where there is fraud on 
the part of the employer, the contractor can enforce his 
claim, independently of any certificate, or he can sue the 
architect or engineer for fraud. j 

We desire to emphasise this point, owing to the fact that 
the case of Kellett v. New Mills U.D.C., which is reported 
in the second volume of Mr. Hudson's Building Con- 
tracts," at page 330, might lead the unwary to think that a 
builder or contractor can bring suit against the employer, 
merely because the engineer or architect has never certified. 
In that, case the plaintiff agreed to do work for the defendanta 
to the satisfaction of an engineer, upon whose certificate 
the defendanta agreed to pay. The jury found that the 
works were completed in December, 1897, but that no 
certificate of completion was ever given. They also found 
that the engineers never addressed themselves to determine 
and certify that the works had been completed, or what was 
the sum due to the plaintiff, but that they wrongfully 
refused or wrongfully and unreasonably delayed во to deter- 
mine and certify; and that the defendants were aware of 
such refusal or delay and took advantage of it to refuse or 
unreasonably delay payment. Upon these findings Mr. 
Justice Phillimore decided that ‘the absence of the certi- 
ficate was no bar to the action. The words underlined 
are the all-important findings of the jury which decided 
this case. | 

In wilfully taking advantage of the engineer’s miscon- 
duct, it is clear that the employers were guilty of that which 
was legal fraud. It was submitted, however, that unless 
the jury had so decided this issue, there must inevitably 
have been a verdict for the defendants. 

Not only must a certificate be obtained if the contract makes 
it a condition precedent to payment, but all the formalities 
in relation thereto must be strictly observed. In Lorden and 
Son v. Pryce (Emden’s Building Contracts, 4th edition, page 
664) a building contract contained the usual clause refer- 
ring questions which might arise to the architect, and another 
clause (18) requiring that orders for extras were to be signed 
by the secretary and treasurer and countersigned by the 
architect. The builder having completed the work, the 
architect issued a final certificate which apparently included 
certain extras which had not been signed for by the 
secretary and treasurer. It was held that the architect 
having no power either by direction or by consent or waiver 
to get rid of Clause 18, the plaintiffs were not entitled to 
recover the cost of extras, although included in the final 
certificate. It is also very difficult to set aside an arbitra- 
tion clause on the ground that the arbitrator is biased. 
Thus in Cross v. Leeds Corporation (1902) 2 H. 369 
a named arbitrator, who was an official of the Leeds Cor- 
poration, wrote a letter in which he said that the claim 
of the contractors against the Corporation was outrageous. 
The contractors brought an action against the Corporation, 
which the Corporation applied to have stayed pending the 
arbitration ; the contractors opposed this. It was held that 
the arbitrator was not disqualified. 

The following passage from the judgment of Lord Collins 


(then Master of the Rolls) is not unimportant. Dealing 
generally with the position of an engineer or architect, he 
said: * The parties have not agreed—that is the plain 
English of it—for an impartial arbitrator, because the person 
they have agreed upon as arbitrator is one who, it may be 
pre-supposed, may have formed, to the best of his ability, 
and with all the information that was at hand, an adverse 
opinion to one of the parties upon the points in dispute.” 
In Wallace v. Brandon and Byshottles U.D.C. (1903), 
2 H. 392, a contract provided that (1) the works shall be 
completed in all respects . . . on or before the 16th day of 
December, 1901, to the satisfaction of the surveyor . . . to 
be testified by a certificate under his hand, and in default of 
such completion the contractor shall forfeit and реу to the 
District Council the sum of one pound for each day during 
which the works shall be incomplete after the said time 
. . . 88 and for liquidated damages; (4) . .. the 
contractor shall be paid by the Council at the rate of 
80 per cent. of the value of the work done in each month, 
and the balance one month after completion of the contract. 
Provided that the District Council shall not be required to 
pay to the contractor any sum exceeding tho value as valued 
by the said surveyor or other officer, of so much of the 
works as shall have been executed by the contractor daring 


the preceding month. It was held that a certificate by the 


surveyor that the work had been completed to his satisfaction, 


was а condition precedent to the payment of the retention 
money. 


———— M 22€ 


THE LAY-OUT OF CENTRAL STATION 
PLANT WITH A VIEW TO RELIABILITY. 


By: J. SALISBURY and W. 8. BURGE. 


THE excellence in design and manufacture of our present-day 
central station equipments leaves very little to be desired ва 
regards the reliability of any individual piece of plant, for 
the keen competition between rival manufacturers, coupled 
with the stringent specifications of our consulting engineers, 
has effected the production of standard plant that has 
reached a high degree of excellence, as regards both reliability 
and efficiency. There are, however, and probably always 
will be, many causes of failure due to injudicious selection of 
plant to suit the conditions of supply together with Ше 
natural environment of the power station, and to careless 
lay-out of the various sections of the plant itself; and it is 
the object here to touch briefly on several of these queations. 

It is not possible to lay down any hard and fast rules in 
central station design, as the determining factora are, to à 
large extent, governed by existing circumstances; but 
there are such questions as boiler house auxiliaries, the com- 
plete unit system, and the lay-out of the main switchgear, 
that are of vital importance as affecting the reliability of all 
power station design. 

One of the most serious sources of trouble, although, per- 
haps, not the most frequent, is the question of boiler f 
for the failure of the feed water supply must necessarily mean 
the shutting down of all the steam plant, and probable 
damage to the boilers due to steaming them under emergency 
conditions. With the possibility of such trouble in view, 
one cannot be too careful in duplicating both the source 
of feed-water supply, and the means of delivery to the 
boilers. Whatever the size of the station may be, one 18 
fully justified in the expense of having both steam. and elec- 
trically-driven feed pumps, so that in the event of a failure 
of one, the other can be requisitioned. It should be 
remembered that great difficulty has often been experienced 
in trying to force an inadequate boiler installation fed by 
steam-driven pumps when the steam pressure has, for some 
reason or other, become abnormally low. It is under such 
conditions that one will fully appreciate the electrically-driven 
feed pumps that can be used quite irrespective of steam con- 
ditions. In its early stages the electrically-driven feed 
pump was for a long time regarded as being less reliable and 
more erratic in its behaviour than the steam-driven pump. 
but there is little queation as to its high efficiency and low 
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maintenance costs, so that a combination of electrically- 
driven pumps with steam-driven pumps as stand-by, is by 
far the most efficient and reliable arrangement. 

The old trouble due to priming сап generally be traced to 
careless operation in coupling up fresh boilers or sections of 
steam range, but in certain instances the trouble may be due 
to faulty arrangement of the steam range drainage. It is no 
uncommon thing to find the steam traps fixed right at the 
bottom of the drain pockets in a range, instead of being 
connected a few inches above the bottom, in order that the 
sludge which collects in the drain pocket may not choke up 
the steam trap. There shonld always be a separate drain 
pipe fitted with a cock at the very bottom of the pocketa, so 
that this sludge may be blown out when necessary. 

For stations of large capacity, perhaps the most reliable 
lay-out of the plant is to be obtained by the adoption of a 
modified form of the complete unit system. By this term is 
meant an arrangement such that, under normal conditions, the 
station capacity of the plant is split up into several completely 
isolated units, but in which, under abnormal conditions, certain 
interconnections between the units may be made so thata 
fault on any one unit can be isolated, and the function of the 


faulty piece of plant may be taken up by the remaining units. 


This system certainly entails extra capital expenditure in 
securing the means of interconnection ; also, in stations of 
very large capacity, there will probably be extra expense 
involved in boiler house buildings, as the boilers can be 
better apportioned to their respective units by building 
separate boiler houses at right-angles to the engine room. 
Each of these boiler houses should feed in parallel on to one 
main steam range running the length of the engine room, 
but there should be sectionalising valves dividing the main 
range between the various batteries of boilers, so that any 
one steam unit may be fed from its own battery of boilers 
alone or from any of the others. 
‚ The source of motive power for driving the auxiliary 
equipment of each unit is a question of great importance, as 
every precaution must be taken so that there may be no 
possibility of a failure along the whole line of auxiliaries for 
any one unit, as such failure must necessarily mean the 
shutting down of that unit. | 
With a view to avoiding such a contingency, the supply 
for all the units should certainly be made interchangeable. 
The safest means of securing this is to feed each separate 
line of auxiliary equipment from a low-tension distribution 
panel, each panel being mounted opposite its own unit and 
fed from its own transformer (assuming the station to be for 
A.C. supply), but switches should be provided for feeding the 
I. T. bus-bars on each of the distribution panels from one or 
more of the other unit transformers. The switches between 
the L. T. side of the transformers and the distribution 
panels should certainly be non-automatic, for the option of 
isolating all the auxiliaries of any one unit, owing to a fault, 
should be left to the discrimination of the engineer-in-charge 
rather than to the action of any automatic switching 
apparatus. | . 
It may, perhapa, be thought inadvisable to feed the dis- 
tribation panels through & non-automatic switch, but where 
thedistribution panel serves such an important function as that 
of supplying the motive power for all the auxiliaries of, say, 
a 5,000-Kw. unit, it would be better to risk burning out the 


auxiliary transformers than shutting down all the auxiliaries 


for one complete unit, due toa fault that might trip a switch 
but would otherwise do very little damage. | 

As the protection on the L. T. side of the transformers is 
non-antomatic, there should be an automatic time limit over- 
load switch on the H.T. side, with a high setting to the time 
element, so that in the event of а fault on any of the trans- 
formers the effect will not be serious on the station bus-bars. 
It is doubtful whether the complete unit system without 
thorough means of interconnection would result in successful 
operation, particularly if the station is run very near its full 
capacity, as any mishap causing one of the main units to be 
put out of commission would throw out a lot of sound plant 
that might otherwise have been in use. 

With carefully arranged interconnection, however, the 
complete unit system undoubtedly affords the best arrange- 
ment of plant for stations of large capacity, and the chances 
of any serious interruption to the supply under such condi- 
tions are very remote, 


A not uncommon source of trouble in А.С. stations is the 
failure of the alternator excitation, and one cannot be too 
careful in making provision whereby any machine may be 
excited from at least two different sources. It is surprising 
how many important stations there are where no provision 
is made for duplicating the source of excitation. In 
stations where there is a battery, it is always advisable to 
take tappings off at the voltage of excitation, and to use 
this as а duplicate source in case of emergency. Where 
each unit has ita own direct-coupled exciter, the switching 
arrangements of the exciter circuits should certainly include 
а means whereby any alternator can be excited from the 
exciters of the other unite, by means of double-pole switches 
interconnecting the alternator fields of the various machines, 
so that in the event of any exciter failing, its alternator 
field may be fed from the exciters of the other units. With 
this arrangement, there must necessarily be a means of 
regulation on the alternator field circuit itself. 

The practice of connecting the main generating units on 
to the bus-bars, irrespective of any automatic elementa, has 
for some time been open to question, but from experience 
gained in some of the most important stations in this country 
and in the United States, it appears that this practice is not 
liable to lead to undue damage of any of the generators, and 
there is certainly eliminated the risk of a generator being 
tripped out of circuit due to a momentary disturbance in 
the system, or to some mechanical fault of the prime mover, 
ins might have been rectified with the machine still on 
load. | 

It is only right that the source of supply should be the 


, very last to be disconnected owing to faulty conditions, and 


in view of the perfect means that we now have for auto- 
matically isolating any faulty circuits outside the generating 
station, there is a very strong argument for having the source 
of supply coupled on to the bus-bars without any automatic 
element. Апу trouble in a power station, necessitating the 
switching out of a generator, usually makes itself known to 
the attendant in the form of smoke or sound on the prime 
mover or the generator, and one may then use discretion as 
to the advisability of switching-out. 


THE CONNECTION BETWEEN BREAKDOWN 
VOLTAGE AND TEMPERATURE.* 


Ir is well known that when an alternating voltage, such as 
is usually employed for testing purposes, is applied to any 
insulating material for an appreciable time, a temperature 
rise results. For a given voltage, breakdown occurs when 
the insulation resistance of the material falls to a certain 
definite value, and, with solid insulators, the insulation 
resistance falls steadily with increasing temperature, so that 
a complex relation exists between the breakdown voltage and 
the time of application, cooling arrangements, &c. When 
the breakdown test is made in the ordinary way by steadily 
raising the voltage in a comparatively short time until break- 


down occurs, the figure obtained for the breakdown voltage 


is liable to be too high on this account. For practical 
purposes, it would seem to be more correct to increase the 
voltage very slowly so as to enable a steady temperature 
to be reached at each stage. With a view to investigating 
this point more closely, Prof. A. Grau, of Vienna, recently 
carried out the following experiments :— 

The tests were made with a variable-voltage 8-Kw. trans- 
former supplied at 100 volts, 44 cycles, and giving up to 
100,000 volta, measured by an electrostatic voltmeter. The 
first materials tested were stabilit and ebonite, in the form of 


= gheets 50 cm. x 50 cm. x 2 mm. thick. Each sheet was 


coated on both sides with pieces of tinfoil of various sizes. 
The temperature was measured by means of a nickel-iron 
thermo-junction made up of 4 mm. wires and connected to 
a milli-voltmeter calibrated to read temperature directly. 
In order to avoid the effect of draughts, «c., two of the tin- 
foil-covered insulation sheets were placed together, with the 
tinfoil patches superposed, and the thermo-junction, covered 


* Elektrotechnik und Maschinenbau, July 5th, 1908. 
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with tinfoil, was placed between” the two inside tinfoil 
sheets. The high-pressure supply was applied between the 
thermo-junction and the two outer tinfoil sheets. 

The whole was supported horizontally on three insulators. 
Each voltage was applied until the temperature (measured 
every quarter of an hour) became steady, which usually 
occurred in something like an hour. The following table 
shows the resulta obtained with stabilit sheets having tinfoil 
coats 5 cm. in diameter. 


Time Temperature at : 
700 15,000 19,600 25,000 


from 10, 
start. volta. volts. volta. volts. 
15 min. 21:5 C. 28·5 О. 37° C. 66˙ C. | 
30 „ 23 29°5 38 Broke down after 25 min. 


45 „ 24'5 30 39 when the temperature 
60 „ 94:5 30 39 had reached 84°. 


These results are plotted in curve 4, fig. 1, using the 
final steady temperatures. It will be seen that practical 
constancy. is reached within an hour. During the last 
minute before breakdown a steady increase in current and 
fall in voltage was observed. 

The temperature rise, and consequently the breakdown 
voltage, depend to a certain extent on the size of the 
tinfoil coatings. Thus, if the diameter of the coatings is 


TEMPERATURE М С 


141.1 


Ld s e а 16 * 80° 24 20 
PREOSURE 1и TNOUSAMOS OF VOLTS. b 


Fia. 1. 


Fia. 2. 


doubled, the volume of material subjected to the stress 
becomes four times as great, and the total heat developed is 
also four times as great. The top and bottom cooling 
surfaces also become quadrupled, but the cylindrical surface 
around the edge is only doubled, so that the cooling surface 


as a whole does not increase quite in proportion to the heat 


developed. This effect is shown by the following figures 
taken on similar stabilit sheeta with coatings 10 cm. and 


15 cm. respectively in diameter :— 
With 10 cm. tinfoil coatings. With 15 om. tinfoil coatings. 
Volts. Temperatare Volta. Temperature. 
11,000 .. 265° С, 10,00 27° С. 
15,000 32:5° C. 15, 000 ses 36° C. 
20,000 ene 49° С. 20,000 95° C 


23,0000. 90°С. Broke down after 67 minutes. 
Broke down after 9'1 minutes. 
These results are plotted in curves B and c, fig. 1. 

In the case of the 10 cm. coatings the true breakdown 
pressure i8 obviously somewhat below 28,000 volts, since at 
this figure breakdown occurred after nine minutes, whilst 
the steady temperature would not be reached in much less 
than an hour. Curve р, fig. 1, shows the results of a similar 
test with 20 cm. diameter tinfoil coatings. 

The effect of artificial cooling was next tried by replacing 
the tinfoil coatings by liquid electrodes, formed by pressing 
rubber-lipped metal boxes filled with soda solution against 
the sides of the plate under test. In this way the part of 
the plate covered by the liquid always kept cool, but the 
surrounding parts became heated, and breakdown always 
occurred in these heated portions from 5 mm. to 25 mm. 
outside the edge of the electrodes. In this way the stabilit 
sheets with 5 cm. electrodes showed a breakdown pressure 
lying between 30,000 and 35,000 volta. 

The same resulta were obtained when massive copper elec- 


ТЕМ 
I 
ШИШИШИ И 


trodes 5 cm. in diameter and 8 cm. high were used in place 
of the liqnid electrodes, When the whole sheet was 
immersed in oil, so ав to keep it cool throughout, still higher 
breakdown voltages resulted. | 

Even where the natural cooling alone was accentuated by 
repeating the original test in air, but with only a single 
sheet instead of two superposed sheets, so that the air had 
free access to both tinfoil coatings (one of which covered the 
thermo-junction), a distinct increase in breakdown voltage 
occurred, as shown by fig. 1, curve E, for a 2-mm. stabilit 
sheet having tinfoil coatings 5 cm. in diameter. 

On the contrary, when the insulation sheet was artificially 
heated by placing it in a box whose temperature could be 
kept steady at any desired value, the breakdown voltage was 
lowered as shown by the following figures for stabilit :— 


Temperature. | Breakdown voltage. 
86° C. ... re is ga 23,500 
92° O - -— Ps 22,000 
1000... .. .«. .. 20, 500 
115° С... - wes .. 18,500 


. The electrodes in this case were 5 om. diameter metal 
disks, and the température was that of the air in the box, ав 
measured by thermometer. The above figures are plotted in 
curve G, fig. 1, and it will be seen that they do not quite 
agree with curve F obtained for the independent series of 
teats previously described. The discrepancy is probably 
partly due to the inexactness of the temperature determined 
by the thermo-junction, and partly to the difficulty in deter- 
mining the exact value of the voltage at which breakdown 


occurs. 

Finally, experiments were made with high-pressure direct 
current. Two stabilit sheets, with tinfoil coatings 15cm. in 
diameter, were tested in the way first described above, sí 
20,000 volts pressure. They showed no appreciable - 
temperature rise, even after an hour's application—& reguli 
which has often been noticed before and has been ascribed to 
the absence of the so-called “ dielectric hysteresis” in the 
case of direct current. 

The writer repeated many of the above experiments on 
sheets of ebonite and sheets of glass with similar resulte. 
Thus, in fig. 2, curve 4 shows the figures obtained with 
ebonite sheets 2 mm. thick coated with tinfoil sheets ö cm. 
in diameter. The test was carried out in air as described 
above (with two sheets superposed and the thermo-junction 
placed between them). The temperatures plotted are those 
attained after one hour when a practically steady state hed 
been reached in all cases. Breakdown occurred after only 
eight minutes at 35,000 volts, so that the correct break- 
down voltage is somewhat, lower than this figure. Curve 5, 
fig. 2, shows the same resulte for a single sheet of ebonite 
(both tinfoil: coatings exposed to the air). In this case 
breakdown only occurred after an application of 89,000 volts 
for 35 minutes. 

With 2 mm. glass plates the results obtained were some 
what erratic, partly because of irregularities in thickness and 
quality, and partly because the breakdown always 
at the edges of the tinfoil coating, so that the thermo- 
junction could not give any exact idea of the temperature ab 
the actual point of breakdown. The approximate break- 
down pressure was 25,000 to 30,000 volts in this case. 


Fires.—Early on Saturday morning a fire occurred on 
the premises of Messrs. D. Н. BoNNELLA & Sons, in Kirby 
Street, Hatton Garden. The damage was confined to two floors. 
We understand that very little delay in the firm's business was 
occasioned, as arrangements were immediately made for carrying 
on the works. 

On September 28th a fire occurred at 83, Queen Victoria Street, 
E. C., in the show rooms, workshops and offices of J. J. RocHE AND 
Co., electrical engineers. The warehouse of Selig, Sonnenthal and 
Co., next door, suffered seriously from smoke and water, &c. 


Canada.—According to the Board of Trade Journal в 
Toronto correspondent desires to get into touch with some 
class United Kingdom firms who may wish to increase their trade 
with Canada in all kinds of electrical equipment used in the 
generation, transmission and distribution of urban and suburban 

wer. For further information application should be made to the 

gh Commissioner for Canada, 17, Victoria Street, 8.W. 
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THE CONTINENTAL 
ELECTRICAL ENGINEERING INDUSTRY. 


GERMAN WORKS. 


Tux activity of the Electricity Co. (formerly Lahmeyer & Co.), of 
Frankfort-on-Main, is stated in the directors’ report for 1907-8 to 
have been substantially restricted to the administration and further 
development of the company's undertakings. It was not possible 
to dispose of any of the financia] participations and securities, and 
thus the bank credit experienced a further moderate increase. As 
the Felten & Guilleanme-Lahmeyer Works Co. had called up the 
remainder of the unpaid amount on the new shares, the Electricity 
Co. now possessed £800,000 fully subscribed shares in the former 
undertaking. The gross profits from tbe working of lighting and 
tramway enterprises and from securities and interest &mounted to 
£168,256, a8 compared with £175,158 in 1906-7, and the net profits 
were £80,077, a8 against £81,343 in the same periods respectively. 
A dividend has been declared at the rate of 7 per cent. on tbe sbare 
capital of £1,000,000, being the same as in the preceding year. In 
addition to the ordinary capital the company has in circulation 
4 per cent. bonds totalling £89,500 and 44 per cent. bonds reaching 
£879,500, and the undertakings which the company owns or is 
interested in are situated in various countries in Europe. 

The firm of Brown, Boverie & Co., of Mannheim, the German 
subsidiary of the Swiss company of the same title at Baden, were 


able to secure satisfactory employment during 1907-8, although the 


directors' report states that many orders had to be accepted at 
depressed prices owing to the unfavourable situation of business. 
The profits on manufacturing again experienced an increase, but 
the expenses advanced and the interest on the 44 per cent. loan of 
£225,000 had to be paid for the first time. The accounts show the 
following figures :— 


1907-8, 1906-7. 
Bhare capital paid £300,000 £300,000 
Bonds ... "T ssi 225,000 225,000 
Profit on manufacturing 128,549 108,159 
Depreciation provision 22,718 19,687 
Net profits vds 25,982 24,311 
Dividend, per cent. ixi А 6 6 


The report mentions that the building extensions had all been 
brought into operation. The construction of steam turbines in 
connection with electrical machinery again formed the principal 
business. 16 was to be feared that owing to the action of com- 
petitors the steam turbine business would in a short time be 
depressed to an unprofitable price level, but the company were 
seeking to avert the danger by the cultivation of special branches, as 
represented by reaction and exhaust steam turbines. The electrical 
department was also well occupied, although the general decline in 
prices made itself perceptible through the attempts of competitors 
to secure orders under any circumstances. The directors expect a 
profitable extension of business to arise from the introduction of 
a new kind of variable speed single-phase motor, as well as from & 
new system which permits of the economical regulation of the 
speed of large alternating-current motors for work at ironworks 
and coal mines. HE 

The Continentall Company for Electrical Enterprises, of Nurem- 
berg, recently declared for 1907-8 a dividend of 4 per cent. on the 
preference capital of £1,555,600 out of the total capital of 
£1,600,000, this rate comparing with 34 per cent. in 1906-7. 
According to the directors’ report, the company’s electricity works 
and tramways developed satisfactorily during the year, and the 
receipts showed an upward movement notwithstanding the economic 
reaction, On the other hand, the receipts did not advance in some 
places in the same proportion as the higher cost of wages and 
materials, which specially affected the transport undertakings. The 
shares held in the Czernowitz electricity works and tramways had 
been sold at a profit, the Augsbarg tramway was to have been taken 
over by the local authorities according to agreement on Septem- 
ber lst, and the works at Grevenbroich and Sigmaringen also 
formed the subject of negotiations for transfer to other parties. 
The net profits realised by the company in 1907-8 reached £70,636, 
as contrasted with £62,336 in the preceding year. The report gives 
details of the various undertakings, and among these the suspended 
railway between Barmen, Elberfeld and Vohwinkel is mentioned 
as having yielded a surplus of £28,000 in 1907-8, as against £25,600 
in the previous twelve months. As total investments, including 
und ings owned by the company, the balance-sheet represents 
а value of £2,598,500, as compared with £2,364,000 in 1906-7, whilst 
the eapital of £1,600,000 is complemented by bonds amounting to 
£445,500, 

MANUFACTURING IN BELGIUM. 


The report of the Ateliers de Constructions Electriques de 
Charleroi states that the company received orders of the value of 
£345,000 in 1907, as compared with £276,000 in the previous year. 
When the company took over the Charleroi works in 1904, 8 
Programme was elaborated for completing and equipping them with 
the most, modern machinery, and the work executed in tbis direction 
in 1905 and 1906 was also continued last year. The equipment of 
collieries had largely developed, and numerous customers had been 
Becured. The lighting and power transmission installations had 
been successfully started at the collieries of Fontaine l'Evéque, 
Courcelles-Nord, d’Aiseau-Preste and others, together with winding 
engines on the Ilgner system at two other pits, and orders had been 
received for various installations at other collieries. Satisfaction 
Was expressed at the expansion in the manufacture of centrifugal 


' central stations in Belgium and in other countries. 


pumps for electrical operation on the Rateau system, and the 
important branch for tramway and railway equipment did not 
experience any diminution during the year, orders for complete 
plante having been received both for home and foreign account. 
The use of electric power for the driving of lifting apparatus was 
becoming more general, and the company registered orders for 
20 cranes for the Port of Antwerp and 15 for Ghent, as well as 
many orders for travellers and transporters for works and quarriee. 
Various central stations were equipped with turbo-generatore, 
auxiliary machinery and high-tension switchboards, and it is added 
that the construction of alternators fer turbine driving bas a 
tendency to largely extend. The net profits amounted to £27,274, 
as against £27,800 in 1906, ‚апа a dividend of 26s. has been 
5 on the 9,945 priority shares and 68. on the 11, 055 ordinary 
ares. 

The Compagnie Internationale d'Electricité, of Liége, realised 
gross profits of £52,200 in 1907-8, and net profits amounting to 
£33,240; and at the recent general meeting it was decided to 
devote the whole of the latter sum to the purpose of depreciation 
with a view to consolidating the company’s financial position. 
According to the directors’ report, orders were abundant, and as the 
cost of production was reduced, the profits were in excess of those 
obtained in previous years. The order book for the current year 
was well supplied, and the company would have to carry out, among 
others, important works for the city of Liége and the port of 
Antwerp. The work of constructing a new central station in Liége 
was in progress, and would be finished this year. The activity of 
the company continued to be directed to certain special 
applications which appeared still to offer a large market for 
machines of high powers. The company had equipped nearly 
all the large rolling mills in the country, and a rolling mill 
motor of 3,000 H.P., which was the most powerful in Belgium, 
was about to be started in a metallurgical works; the pro- 
vision of installations for collieries was also being successfully 
extended. Apart from these special branches, the company had 
not neglected the manufacture of ordinary plant—as the trans- 
formation proceeding in connection with small industries was 
resulting in the adoption of a large number of motors, In fact, 
the establishment of numerous central stations supplying power at 
moderate charges was opening up a considerable market for electric 
motors. 'The ordinary share capital stands at £251,080, and the 
bonds at 285,600. · : 

The A.E.G.—Union Electrique—of Brussels, which recent! 


decided to increase its share capital from £100,000 to £140,000, 


experienced a development of business during 1907, and the orders 
on hand at the beginning of April represented a material advance over 
those at the corresponding period in 1906. The increased besiness 
related both to installations for the metallurgical and coa) mining 
industries, and to undertakings and deliveries for tramways and 
As gross 
profits, the accounts indicated the sum of £12,542, and the net 
profits amounted to £11,172. А dividend at the rate of 6°74 
per cent. has been declared on the “capital” shares, whilst the 
amount of £3,224 has been distributed among the “dividend” 
shares. 
Russan WORKS. 


The Russian Allgemeine Electricity Co., whose name indicates 
its connection with the Berlin company having tae same title, states 
in the report for 1907, that private works and municipal authorities 
were disposed to place important orders, provided that extended 
periods for payment could be granted. Although the firms and 
authorities were thoroughly worthy of credit, the company did not 
entertain the business in order not to strain its funds. The orders 
from the Government departments were scarce in consequence of 
the difficult financial conditions. After meeting working ex- 
penses the accounts indicated net profits of £51,147, out of which 
& dividend at the rate of 4 per cent. has been declared on an 
ordinary share capital of £600,000. 

The Siemens & Haleke Co., of St. Petersburg, which reduced ita 
share capital from £700,000 to £560,000 in 1906, is controlled by 
the parent company in Berlin, and the shares not already held by 
the latter will soon be acquired by an exchange of shares which 
will vest the whole undertaking in the hands of the German com- 
pany. It is stated in the directors' report for 1907 that the orders 
from private industries contributed towards an increased turnover 
in consequence of the more favourable course of the economic 
Bituation, but Government contracts were extremely restricted. 
The net profits amounted to £32,629, as contrasted with £279 in 
1906, and a dividend of 4 per cent. has been distributed as against 
nothing in the previous year. 

The United Cable Works Co., of St. Petersburg, the formation 
of which was announced in this journal three or four years ago, will 
perhaps be recollected as an amalgamation of the cable manufac- 
turing works of the Russian Siemens & Halske Co., the Russian 
Allgemeine Co. and of the Felten & Guilleaume-Lahmeyer Co. 
Including the balance brought forward from the preceding year, 
the gross profits realised by the company in 1907 reached £61,191, 
and the net profits were £41,510. This sum has allowed of the 
payment of a dividend at the rate of 5 per cent. as compared with 
4 per cent. in 1906. 

The Hussian Schuckert Co., of St. Petersburg, has an ordinary 
share capital of £200,000, and maintains brauches in Moscow, 
Kief, Riga, and Tiflis. During 1907-8 the net prolits earned 
amounted to £0,875, and this sum bas permitted of the payment of 
3 per cent. dividend. being the same rate as in 1900-7. 

The Russian Tudor Accumulator Works Co., of St. Petersburg, in 
which the Berlin-Hagen Accumulator Works Co. is interested, 
realised net profits of £17,166 in 1907, on a share capital of £70,000. 
A dividend of 15 per cent. has been declared, as against 12 per cent, 
in the preceding 12 months, 
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NEW PATENTS APPLIED FOR, 1908. 


ny expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
. nts, 892, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


` 19,750. “ Automatic electric tramway or railway signal." W. H. TAYLOR. 
September 21st. 


19,757. Improved construction of regulating switch.” VERITYS, LTD., and 
A. E. Gorr. September 21st. (Complete.) 


19,778. “ Young scouts’ telegraph.” W. H. Greenaway. September 21st. 

19,847. Process for the prevention of the disintegration into fine dust of 
electrical incandescent filaments in a vacuum." GLUHLAMPENWERK ANKER 
G. m. b. H. (Date applied for under Вес.* 91 of the Act, October 8rd, 1907, 
being date of application in Germany.) September 22nd. (Complete.) 

19,861. “ puprovenenss in connection with electro-magnets." P. PIXcKNEY. 
September And. 

19,866. ''Improvements relating to holders, sockets or like attachment 
fittings for electric lamps." F. W. Baytiss. September 22nd. 


1 „Oil switches.“ J. BURCHARDT OPSAHL. September 22nd. (Com- 
plete.) 


4 
19,879. ''Improved means of working and control for electrically-propelled 
vehicles." W. А. STEVENS. September 22nd. 


19,883. “Improvements in the electrical ignition systems of internal com- 
bustion engines.” J.D. BELL. September 22nd. 


19,885. '"Improvements in and relating to induction coils and transformer 
apparatus.“ H. F. Brace, F. R. Burr and J. H. Wers. September 22nd. 

19,886. "Improvements in and relating to induction coils and transformer 
apparatus." H. F. Biace and F. R. Burr. September 22nd. 

19,889. Improvements in and relating to repulsion electric motors.“ 
BIEMENS-SCRUCKERTWERKE G. m. b. H. (Date applied for under Sec. 91 of the 
Act, September 28th, 1907, being date of application in Germany. Application 


| for patent of addition to No. 13,451, 1908.) September 22nd. (Complete.) 


19,890. “Improvements іп or relating to electrical potential regulators or 
speed.controlling devices." BiEMENS Bros. Dynamo Works, LTp. (Siemens- 
fchuckertwerke G. m. b. H., Germany. N for patent of addition to 
No. 14,725, 1907.) September 22nd. (Complete.) 


` 19,891. ‘Improvements in and relating to cooling the commutator of a 
dynamo-electric machine." §1zuFNs Bros. Dynamo Works, LTD., and E. О. 
Кїкккн. September 22nd, (Complete.) 


19,921. ‘Improvements in and relating to the regulation of dynamo-elec- 
trical machinery and the like," AKTIENGESELLSCHAFT Brown, Boveri & CIE. 
(Date applied for under Sec. 91 of the Act, February 3rd, 1908, being date 
af application in Germany.) September 22nd. (Complete.) 


19,992. Manufacture of filaments for electric incandescence lamps from 
tungsten or alloys thereof.“ Вівмкмв & HALSKE Akt.-Ges. (Date applied for 
under Sec. 91 of the Act, September 26th, 1907, being date of application in 
Germany.) September 22nd. (Complete.) 


19,916. Adjustable spindle carrier for commutator grinding gear." A. J. 
SaLispury. September 28rd. (Complete.) 


19,972. ‘‘ Improvement in the method of regulating continuous-current 
motors.“ F.J.CULLIGAN. September 23rd. 


19.971. Improvements in electrodes of secondary batteries,” 
and E. Hancock. September 28rd. 


19,992. “Improvements іп and relating to the regulation of dynamo-electric 
machinery and the like."  AXTIENGESELLSCHAFT Brown, BOVERI & Сте. 
(Date applied for under Sec. 91 of the Act, August 24th 1908, being date of 
application in Germany.) September 23rd. (Complete.) 


20,005. Improvements in electrio signalling." R. A. FEssENDEN. (Date 
applied for under Sec. 91 of the Act, October 8186, 1907, being date of appli- 
cation in United States.) September rd. (Complete.) 


20,011. Improvements in recording compasses." Е. BcHvETTE and N. 
Deprick. (Date applied for under Bec. 91 of the Act, duly 8rd, 1908, being 
date of application in United States.) September 23rd. (Complete.) 

20, 058. Improvements relating to electric conductors or cables.“ W. E. 
Hircu. September 24th. 


90,085, ‘Electric incandescent light unit.“ J. K. Нкүрон. September Mth. 
20,098. “Improvements in dynamo-electric machines." А. BOECKEL, 
О. GRUNBERG, J. Konwin-Krukowski, September 24th. 


20, 158. Improvements in electric arc lamps.“ F. Proctor. Sep- 
tember 25th. 


90,179. ‘* Electro-pneumatic device TT intended to indicate attempts to 
tamper with articles to be protected.“ . BERAuNOLI, September 25th. 
(Complete.) 


20, 189. “Improvements in and relating to continuous-current (dynamos.“ 
L. A. Norcutr and O. Norcurr. September 25th. 

20,206. “Improvements in and relating to wireless communication.“ L. Dx 
ForrEst. September 25th. (Complete.) 

20,210. Improved means of converting existing petrol omnibus chassis into 
electric or petrol-electric vehicles." W. A. STEVENS. September 25th. 

20,226. "Improvements in electric ignition systems of internal combustion 
engines.” J.D. BELL. (Application for Patent of Addition to No. 19,883/08.) 
Beptember 26th. 


20,250. ' New or improved electrical controlling apparatus." F.H.EDwARDS. 
September 26th. 


20,266. “Improvements in portable electric lamps especially adapted for 
use in imines.” Tur NRW Ianition SyNvicaTE, LTD., F. J. Rouse and W. J. L. 
Banpy. September 2th. (Complete.) 


20,268. “Improvements in or relating to overload circuit-breakers.” SIEMENS 
Bros. Dynamo Works, Ltp. (8chuckertwerke G.m.b.H., Germany.) September 
26th. (Complete.) 

20.88. Improved terminal for magneto-electric ignition apparatus." F. R. 
Bos, (Date applied for under Bec. 91 of the Act, November 15th, 1907, 
being date of application in Germany.) September 26th. (Complete.) 


J. TayYLor 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. Р, 
THompson & Co., 322, High Holborn, W. C., and at Liverpool and Bradford; 
price, post (ree, 9d. (in stamps). 


1907. 


PRINTINO TELEGRAPH Receivers, J. Burry. 12,312. May 28th. 

ELECTRICAL PROPULSION OF MARINE VESSELS, II. A. Mavor, Mavor & Coulson, 
Lid., and J. Н. Biles. 12,566. May 28th. 

ALTERNATING-CURRENT ELECTRIC Motors oF THE RxrrLsiox ТҮРЕ, British 
‘Thomson-Houston Co, (General Electric Co., United States.) 13, 073. 
June Sth. 

ALTERNATING-CURRENT MOTORS or THE COMMUTATOR ТҮРЕ AND METHODS OF 
OPERATING THe Same. British Thomson-H: ustom Co. (General Kleetrio 
Co., United States.) 17.474. July Both. 


APPARATUS FOR STRENGTHENING WEAK CURRENT IMPULSES, ALTFRSATING 


CURRENTS AXD VARIATIONS IN CURRENT STRENGTHS, APPLICABLE то TELE. 
, GRAPHY AND TELEPHONY. A. Pollak. 19,282. August Nth. 

ELECTRICITY Соктко„ RzLAYvs. C. C. Garrard and Ferranti, Ltd. 19,57. 
August 3186. 

METALLIC FILAMENTS OR THE LIKE FOR ELECTRIC Отож LAMPS AND THE METROD 
OF MAKING ВАМЕ. Ges. für Verwertung Chemischer Produkte. 19,67, 
September 3rd. (Date applied for under International Convention, August 
2nd, 1907.) ; | 

SIGNALLING AND LIKE SYSTEMS. Allgemeine Elektricitäts Ges. 19.609. Septem. 
тага (Date applied for under International Convention, September 3rd, 
1906.) E 

PROTECTIVE DEVICES FOR ALTERNATING ELECTRIC CURRENT DISTRIBUTION SYBTENS, 
British Thomson-Houston Co., R. C. Clinker, E. B. Wedmore and J. R. 
Woodbridge. 19,883. September 5th. 

MANUFACTURE or REFRACTORY Boprks. British Thomson-Houston Co. (Genera 
Electric Co., United States ) 20,227. September 10th. 

SUPPORTING OR CARRYING OF DvNAMO-ÉELECTRIO MacHINES. Н. C. C. C. Silver. 
22,2854. October 9th. (Date applied for under Rule 18, October 9th, 1907.) 

BALANCING THE LINES OF ELECTRIC CiRCUITS, PARTICULARLY THOSE EMPLOYED IN 
DUPLEX SysTRMS OF TELEGRAPHY. P. M. Justice. (The Rowland Telegraphic 
Co., United States.) 22,728. October 15th. 

ELEcTRO-MECHANICAL MEANS FOR CONTROLLING BELT GEARING. W. E. Clark. 
23,811. October 22nd. 

ELECTRICAL INDICATORS FOR INDICATING WATER AND OTHER LiqviD Levers. 
W. E. Lake. (The Auto Pump Co., United States.) 24,108. October 8166, 

ELECTRIC СоокІно APPARATUS. British Thomson-Houston Co. (General Elec- 
tric Co., United States.) 25,752. November 20th. 

INSULATED ELECTRIC CONDUCTORS AND PROCESS OF FORMING THE Sank. British 
Thomson-Houston Co., Ltd. (General Electric Co., United States.) 95,922. 
November 22nd. 

ELECTRIC Time Switcues. G. Lüthi. 27,986. December 19th. 


RELAYS FOR THE PROTECTION oF ELECTRICO CiBROUITS. K. Edgeumbe and E. Т, 
Everett. 20,095. September 9th. 

ARRANGEMENTS FOR EQUALISING AND COMPENSATING THE LoAD8 ON TRE PHASES 
or PoLyPHasE CURRENT Вузткмв. Siemens Bros. Dynamo Works, Ltd. 
(Siemens Schuckertwerke Ges.) 20,208. September 10th. 

CONTROLLERS AND STARTING SwiTCHES FoR ELECTRIC Motors. Veritys, Ltd., and 
A. E. Gott. 20,382. September 12th. 

MULTIPLE TREMBLER INDUCTION Соп, IGNITION Systems, B. J. Watson and 
G. H. Smith. 20,348, September 12th. 

MEANS FOR EFFECTING THE IGNITION AND COMBUSTION OF LiquiD FUEL IN 
INTERNAL-CoMBUSTION ENGINES. P. Reilly. 20,896. September 12th. 


ELECTRICAL TRANSMISSION OF POWER FOR PROPELLING VEHICLES OF ALL KINDS, 
R. Werkner. 20,785. September 18th. 


MoTon-DRIvEN CLocks, ELECTRICALLY CONTROLLED, I. H. Parsons and A. E. J. 
Ball. 20,878. September 20th. 


MAGNETO MACHINES CHIEFLY FOR THE IGNITION OF INTERNAL-COMBUSTION ENGINES, 
J. D. Bell. 20,986. September 21st. 

STARTING DEVicrs кок ELEZC TRIO Morons. British Thomson-Houston Co. 
(Allgemeine Elektricitats Ges., Germany.) 22,870. October 16th. 

é 

MEANS IN CONNECTION WITH ELECTRIC CIRCUITS FOR.ALTERING THE DIFFERENCE 
OF POTENTIAL oF Two POINTS OF A CIRCUIT BETWEEN WHICH A PRACTICALLY 
CONSTANT CURRENT Has TO FLOw. Felten & Guilleaume Lahmeyerwerke 
Akt.-Ges. 293,216. October 21st, (Date applied for under International 
Convention, October 19th, 1906.) 


IexiTioN DEVICES FOR INTERNAL-ComBUSTION Ёногикв. F. J. Luke, 23,200. 
October 22nd. (Post-dated March 30th, 1908.) 


CONTROL OF ALTERNATING ELECTRIC CURRENT Motors. British Thomson. 
Houston Co. (General Electric Co., United States.) 28,707. October 26th, 


Anc Lamps, W. A. Legge and F. A. Scott. 24,635, November "th. (Post. 
dated April 8rd, 1908.) 
CONTROLLING MECHANIAM FOR ELECTRIC MoTOR-OPERATED SIGNALS FOR RAILWAYS 


AND THE LIKE. British Thomson-Houston Co. (General Electric Co., 
United States.) 94,993. November 11th. 


ELECTRICALLY-OPERATED SIGNALLING INSTALLATIONS, 
25,740. November 20th. 

INSULATING THE WINDINGS OF DynaMo-ELEOTRIC MACHINES. British Thomson. 
Houston Co. and F. H. Clough. 25,884. November 21st. 


ELEcTRo-MoToRs. Aarhus Dynamo & Elektromotor-Fabrik and 8, P. Johansen. 
25,999. November 23rd. 


роз THREADING ELECTRIC Сомрогтв. A. Н. де Voe, 26,489, Novem- 
er 30th. 


PORTABLE ELECTRIC EGG-TEsTING LAMP. H.Langham. 26,661. December 3rd. 


Кыса SIGNALLING SYSTEM FOR RAILWA TS. H. L. Rider. 26,988. Decem- 
er oth. 


ELECTRIC Авс Lamps. Н. Bevis and A. E. Angold. 27,4124, December 120, 
(Vate applied for under Rule 18, December 12th, 1907.) 


De Courcy Beamish. 


1908. 


RECEIVERS РОВ WirkLess TELEGRAPHY. R. A. Fessenden. 2,685. February 
6th. (Date applied for under International Convention, February 8th, 1907.) 

ELECTRICAL OPERATION OR CONTROL oF RaiLway Points. W. R. Sykes. 4,368. 
February 26th. 

APPARATUS FOR ELECTROLYTICALLY ErcHiNG oR Drpositinac METALS UPON 
METALLIC SURFACES AND THE LIKE. S. О. Cowper-Coles. 5,817. March 90, 

PORTABLE ELECTRIC RESISTANCE FoR USE WITH SURGICAL OR MEDICAL LAMPS. 
F. N. Davidson. 5,371. March 10th. 

AvTroMATICtELEcTRIC SwirCHING Devices. A. J. Boult. (Voigt & Haeffner 
Akt..Ges., Germany.) 8,286. April 14%}, | 

ELECTRICALLY-OPERATED HEATING Devices. Fried Krupp Akt.-Ges. Germania- 
werft. 9,449. May Ist. (Date applied for under International Convention, 
June 2th, 1907.) 


PockET ELECTRIC Lamp. P. M. E. Bourgeois and C. H. Bourgeois. 12,650. 
June 12th. 

MANUFACTURE OF FILAMENTS FOR ELECTRIC GLow LAMPS FROM REFRACTORY 
MATERIALS IN THE COLLOIDAL STATE. Н. Kuzel. 12,968. June 17, 
(Patent of Addition to No. 28,154 of 1904.) 


Акт ATTACHMENT FOR TELEPHONE МостнрІЕСЕВ. J. Freel. 1495. 
uly 13th. 


TELEPHONES., N. D. Phillips. 16. January ist. | 

ELECTRIC Lamp CLUsrER Ногркав. W. Fairweather. (Benjamin Electric 
Manufacturing Co., United States.) 620. January 10th. 

ELECTRIC Type-PRINTING TELEGRAPHIC APPARATUS. G. А. M. Agrell 700. 
January llth. (Rights under бес, 91, Patents, &., Act, 1907, not grented.) 

INSULATING ELECTRIC WIRES, CABLES AND THE LIKR, J. E. Glenister and G. W. 
Glenister. 811. January 18th. 

ARRANGEMENTS FOR PREVENTING THE Loss or ELECTRIC ENBRGY BY HEAT vlad 
WORKING PROJECTORS AND THE LIKE. A. Lertourne, 1,754. January 29th. 
(Date applied for under International Convention, February 11, 1907.) 

GENERATION OF ELECTRICITY ON RaiLway Trains, BOATS OR THB LIKE. J. H. 
Sveinbjornsson, 4,44, February 26th. 

Process oF AND MEANS FOR MANUFACTURING FILAMENTS FOR ILLUMINATINO АУР 
HEATING Purposes. G. Michaud and E. Delasson. 4,461. February 7 
(Date applied for under International Convention, June 10th, 1907.) 

GUIDES FOR PULLEYS OR TROLLEY HEADS IN CONNECTION WITH THE ELECTRIO 
WiRES FOR TRAMCARS AND THE LIKE. Т. Pidd. 4, 509. February 28th. 

Primaky BATTERIES, W. A. F. Bleeck. 5,297, March 9th. 
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TRADE UNIONISM OR CO-PARTNERSHIP, 
WHICH ? 


THERE have been many attempts to bring about a more 
harmonious relationship between capital and labour, and any 
proposal which has this for its object deserves the most 
careful consideration. 

For many years past capital and labour have apparently 
ranged themselves against each other like two great contending 
armies on the field of battle. Instead of co-operation there 
has been antagonism ; where community of interests should 
have been recognised there has been estrangement and strife. 

Before any remedy can be applied the disease must be 
correctly diagnosed, and before industrial peace can be 
secured, the cause of warfare must be removed. And the 
cause, what is it? Primarily it is that labour considers it 
does not receive its fair share of the rewards of industry. 
When it sees the capitalist manufacturer living in 
comfort, whilst the manual worker receives what is 
called “а living wage, it argues that the profits 
of labour are not only unequally, but very unfairly, 
distributed. That some men are paid too little for their 
labour, whilst others take more than their market value, we 
do not fora moment dispute. There can be no doubt, 
however, that the promulgation of extreme Socialistic views 
by some of the Labour leaders has given to many of the 
rank and file a very exaggerated idea of the real value of 
labour. 

“That we might all be rich” is a very pleasing 
ideal, and there is a feeling, fostered by the specious 
arguments of counterfeit Socialiste, that if the wages of 
master and man were equalised all would be rich. It rarely 
occurs to the workman to test the proposition for himself by 
the simple rules of arithmetic—it seems so self-evident. He 
say to himself, Here am I getting 30s. a week, and my 
employer is drawing £1,000 а year. Now if we all shared 
and shared alike we should all be well off.” And in his 
mind he sees visions of £3 to £4 a week. He would 
scarcely believe it if he were told that £1,000 a year 
divided among 200 men would not amount to 28. a week 
each. 

But every sensible workman recognises that all labour 
has not the same value; the skilled artisan is à higher-paid 
man than the labourer, and the foreman than the journey- 
man, and the higher-paid man would strongly resist a 
levelling up or down of all wages to one standard value. 
Similarly, organising or administrative work is a higher and 
more valuable grade of service than manual work, however 
skilled. Whilst holding strongly the view that inequality of 
gervice must involve inequality of the rewards of service, we 
must not be understood to maintain that all is for the best in 
the industrial world. No one who has given serious thought to 
the problem can view with equanimity, or, in fact, with 


anything but the gravest misgiving, the present order of 


things. 
We have gradually accustomed ourselves to regard 
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manufacturers as a privileged class, whose chief function is 
to provide work for the working classes. i 

This is an entire reversal of the original position in which 
the maker of things was the employed and the other 
members of the community were hisemployers. It was purely 
for convenience and economy of labour that in the sub- 
division of toil one member made this, and another that, 
whilst others tilled the soil or pursued other callings. 
When we get far enough away from towns, the village 
blacksmith and the local joiner serve to remind us of the 
almost forgotten beginnings of the manufacturing industry 
which has wrought such tremendous changes, and which 
now plays such a predominant part in our national life. It 
is well to remind ourselves, lest we forget, that the original 
function of the manufacturer was to save labour, not to 
increase it. 

We cannot, however, reverse in a moment the con- 
ditions which generations have evolved. We are bound 
to accept the heritage handed down to us, but we may 
endeavour so to adapt it to present-day conditions that it 
may bring the maximum amount of benefit to the greatest 
number of the general community. 

As a result of strikes, both sectional and general, the 
trade in some districts has been so undermined as to induce 
the employers to seriously consider the closing of their works 
altogether. Hartlepool is a case in point. The recent 
proposals made by Sir Christopher Furness to the repre- 
sentatives of the Trade Unions amount to this—viz., either 
the Trade Unions must give some definite assurance that 
they will put an end to strikes as a means of settling dis- 
putes, or the shipyards under his control will be closed. It 
is quite impossible to conduct a manufacturing business on 
profitable lines unless the business can rely upon a regular 
supply of the necessary labour. 

Sir Christopher made two proposals which, briefly, are 
(1) to sell the shipyards as a going concern to the 
Trade Unions, and (2) to take the workmen into 
partnership on a profit-sharing basis, the men buying shares 
in the business on the instalment plan, 5 per cent. to be 
deducted from their weekly wage until the total amount of 
their shares is covered. The workmen would thus become 


capitalists, and would receive + per cent. interest on their 


capital whether the company divided any surplus profits or 
not. One may safely prophesy that the Trade Union leaders 
will vote against hoth proposals. 

Co-partnerebip is no new idea. There are a number of 
large manufacturing firms in the country who have carried on 
profit-sharing schemes with their employés for many years. 
Some, Tangyes for instance, present their men with shares 
in the company, and these are entitled to a certain proportion 
of dividends ; others have bonus systems, which are, in effect, 
a species of profit-sharing. But it is a remarkable fact 
that whilst the working section of the community are 
always complaining of the unequal and unfair division of 
the profits of industry, it is the masters who invariably 
propose profit-sharing and the Trade Unions who reject 
it. In 1904 the l'ederation of Engineering and Ship— 
building Trade Unions publicly and emphatically con- 
demned the system. It condemned“ any system of pay- 
ment of wages except by the hour," and it recommended the 
eocieties represented on the Federation “to do all in their 
power to prevent their members working under any premium- 
bonus System." In four years there has been time for the 
opinions of Trade Unions to change, but the reception so far 
accorded to the proposals of Sir Christopher Furness does not 
indicate any modification of the attitude taken up in 1904. 

With the solitary exception of Mr. Richard Bell, one of the 
sanest of the Labour leaders, the representatives of Labour 
will have nothing to do with a proposal which might bring 
about more barmonions relations between employer and 
employed. Mr. W. Steadman, representing the Parliamentary 
Committee of the Trade Union Congress, says that if the 
Trade Unions wanted to set up in business, they could do 
so without such assistance as is offered, and he seems to doubt 
the &ona-/ides of the offer. Mr. Lee, secretary of the 


Social Democratic Federation, says that his party is 
“dead against anything in the nature of profit- 
sharing between employer and employed." ‘The men, 


in his opinion, ** would sweat themselves to increase their 


bonus.” The idea of the Trade Unionist sweating is, of 
course, not to be thought of. Mr. J. Ramsay Macdonald, 
secretary of the Labour party. dismissed as absurd the 
suggestions that the Trade Unions should take over the 
Hartlepool Shipyards, because under the Trade Union Acts 
they are debarred from carrying on a business. He points 
out aleo that the effect of such a co-partnership would be 
to destroy Trade Unionism, and herein lies the secret of the 
opposition of the Labour leaders to the principle of profit. 
sharing. The moment industrial peace is established on a 
lasting basis, the occupation of those whose living depends 
upon the continuance of Trade Unionism will be gone. 
Hence, in fighting against proposals which make for har- 
mony in tbe industrial world, they are fighting for their own 
individualistic ends, and not for true Socialism, nor for the 
good of the workmen whom tbey claim to represent. 

Profit-shaiin; schemes in the past have not been an un- 
qualified success. Perhaps the men expect too much of 
them. The success of the Maison Leclaire cannot be 
repeated in the engineering and shipbuilding trades. In 
the one case—a painting and paper-hanging business—the 
raw materials are cheap, the tools and plant require but 
little capital, and labour is the preponderating factor. The 
profits in such a business are largely the profits on the labour 
item. In engineering trades, the raw materials are dear, the 
plant and tools are expensive, involving very large capital 
outlay, and the labour item does not preponderate. The 
profits, therefore, represent interest on capital and profits on 
material far more than profits on the cost of labour. It 
would seem, therefore, that the proposal that the workmen 
should become shareholders in the works is a sound one, their 
shares being interest-bearing, rather than dividend-earning. 
Their holding might be supplemented by free bonds, as in the 
case of Tangyes and others, which would be dividend earn- 
ing, the workmen being thus directly interested in the profits 
made, after interest on capital had been paid. 

The Trade Union leaders, as might be expected, object to 
the purchase of shares by the workmen. What they want is 
a free gift of the works. Everything, like old age pensions, 
must be on a non-contributory basis. To quote from a reso- 
lution passed last week by the Miners’ Federation, the Trade 
Unions will not be satisfied “ until the land, minerale, mines, 
railways, and the whole means of production, distribution, 
and exchange, are owned and managed by the State for the 
people.” But it is not contemplated that the working 
classes should be asked to bear any part of the cost of pur- 
chase, No, the working classes are not part of the State 
when the transaction is buying, but only when things are 
given away, e.y., free education, free food, free pensions. 
Poor middle class ! 

Sir Christopher l'urness's offer is а serious one, and one 
which the workers will do well to consider carefully. As he 
very rightly pointed out, a federation of goodwill between 
masters and men, and a determination on the part of each 
to work towards a common end, are absolutely essential if 
the industries of the country are to be retained. If Trade 


Unionism stands in the way, so much the worse for Trade 
Unionism. It must go; that is all. 


OUR CONSULAR AGENTS. 


We have frequently said in the ELECTRICAL Review that 
there is room for great improvement to be made in British 
Consular representation abroad. For the responsible powers 
of the British Government to be cheese-paring in their 
expenditure in such a direction, or to be neglectful of this 
important means of rendering valuable assistance to Our 
national industries, is one of the best means of adding to 
unemployment. 

When we cry for the support of home industries we do well 
to ute aleo every effort to bring in business from abroad— 
from countries which cannot yet manufacture for themselves 
—to be executed in our factories, thereby finding work for our 
own people, When we have sometimes said this before, it has 
been suggested to us that there is little remaining to be secured 
88 à reward for our pains, but such a remark displays either an 
ignorance of the true position of affairs or a desire to lim 
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competitive effort while one is engaged securing the plums. 
Some of the most prosperous engineering firms in the United 
Kingdom at the present time are successfully engaged very 
largely upon such foreign undertakings. Sir William 
Mather's advice of a few years ago showed that these foreign 
endeavours were some of the best-paying undertakings that 
Mather & Platt, Ltd., were occupied with at their extensive 
Salford works. Mr. John Kerr has just told his shareholders 
that the works of Dick, Kerr & Co., Ltd., are very largely 
employed upon business fot foreign parts. We know, too, 
how well some of our Continental rivals have been repaid 
for their enterprise in bringing their powerful commercial 
and financial skill and organisation into some Sonth 
American and other fields. | 

It seems to us an altogether lamentable and unreasonable 
attitude to give way to hair-tearing excitement about the 
more favourable position occupied by our rivals in the 
capturing of foreign markets when we are nationally guilty 
of lethargy in Governmental' trade representation in countries 
where business might be secured which would feed our own 
people out of the wages that they would then earn by honest 
work. It is our opinion that our shortcomings in this 
respect could be made good by the laying out of an additional 
few hundreds of thousands of pounds a year, enabling us 
to make a suitable selection of independent and efficient 
trade representatives (rather than of highly-educated classical 
scholars of the diplomatic service type), aided by a modernly 
organised and equipped intelligence service. 

If the expenditure of even half-a-million annually added 

to our present burdens were to aid our industries to a 
reasonable extent, it would be an investment well worth 
the while, for there would be less crying in our streets, 
because our factories would be giving employment that is now so 
much required. If any be found to grumble that such expendi- 
ture would be likely to benefit the already well-to-do—the 
manufacturer or the manufacturing investor—he would, we 
think, not shut his eyes to the advantage that must inevitably 
come to the worker from the increased employment that the 
extra business would give to him. 

Nationally, it would seem tous, weare spending our money in 
the wrong direction. We need to secure more work for which 
we shall be paid by the outsider, and gpon which we can make a 
profit, rather than to sink money in unnecessary (or ought weto 


Bay not essential ?) relief works, or in doing in the winter what 


ought to be left for the following summer. To do work too 
soon only accentuates the difficulty for later seasons, unless we 
are going to live perpetually in advance of the times. We 
do not want to be thought to regard the position of the 
man seeking employment unsympathetically or callously, nor 
to begrudge reasonable relief in deserving cases, but for the 
future we should spend our money in trying to secure business 
which would pay, not in making work whereupon to spend our 
money. However, we must not allow ourselves to be led off 
too remotely from the question of this article. Our object 
is once more to emphasise the importance of our having the 
most efficient Consular trade news collecting agencies in the 
world whatever may be the expense, in the belief that what 
we have at present by no means meets that description, and 
ei in the conviction that the expenditure would pay us as a 
nation. | 

And now let us conclude by quoting what really set our 
pen moving on the matter. A correspondent writing to the 
Standard above the signature Expansionist," quotes the 
following from a letter received from a relative who recently 
visited Russia with the view of introducing the goods manu- 
factured by his firm, and establishing commercial relations 
with that country. He has just returned to England :— 


Thanks to your introductions, the Consuls were very good, and 
gave me all the help they could. In fact, at each large town they 
were very wishful to give advice necessary. I found, however, that 
the English Consuls have not nearly the number of assistants they 
should have—all seemed to be overworked— whilst the Germans 
have & good staff everywhere, with commercial agents ready to 
furnish their own countrymen with information on the spot as to 
the requirements of their respective districts. Take the Consular 
district of Moscow. It comprises 18 provinces, covering 481,486 
square miles—about four times the size of the British Isles. There 
ы have only a Consul and one assistant. It is too ridiculous, 

ake again Warsaw and its teeming industries in Poland. We 
have a Consul and his assistant there, whereas other Powers are far 
8 largely represented. The same is the case at the English 
: onsulate at St. Petersburg. The German commercial staff, how- 
ver, in that city is very numerous. Е 


We should be glad if those of our manufacturing firms 
who make use of the Consular information that is published 
by us practically every week will express their views frankly 
to us as to the utility of Consular reports as an aid to busi- 
ness-getting in the countries to which they appertain, 
and what assistance, if any, they have had from Con- 
sular agents direct as the result of their correspondence 
inquiries. We should also welcome criticisms and sugges- 
tions on the subject generally, the prospects of improvement, 
the warrantableness or otherwise of further national outlay, 
and so forth. | ; 2 


Tur chairman of one of our leading 


Financial industrial concerns in this country, when 
Support for our . | 
Industry, addressing the shareholders at their 


annual meeting in London the week 
before last, expressed the hope tbat our financial houses 
would as far as possible support home industries when find- 
ing the capital for enterprises abroad, by specifying that 
the work should be carried out by British contractors. 

The advantages gained by our foreign competitors, due to 
their close alliance with the banks and financial houses on 
the Continent, are sufficiently understood and appreciated 
to require no comment here. In this country, how- 
ever, our manufacturers and contractors have to 
compete without the financial backing which is accorded 
to our Continental rivale. It is, therefore, not too 
much to hope that in those cases where the capital for 
schemes abroad is found in this country, a preference 
shall be given to our home manufacturers. It. would 
seem only natural that this should be the case, and as an 
example, there might be mentioned the case of a railway elec- 
trification scheme which Messrs. M. Semuel & Co. are at the 
present time financing in Japan. It was one of the stipula- 
tions made by Messrs. Samuel that the contracts for the 
necessary work should be placed in this country. 

On the other hand, however, we have the recent case of 
{һе Moscow tramway contracts, for which scheme the 
capital was found in London by Messrs. Baring Bros., 
where no stipulation is made in the direction of influencing 
the contracts in favour of our home manufacturers. The 
result of this is that a large portion of the contracts for the 
Moscow tramways has been placed out of this country. 

We have no idea of criticising our financial friends for 
their action in this direction, but it would certainly seem 
undesirable that money found in this country should pass 
into the hands of Continental contractors, when our own 
manufacturers are in want of work. 

It is quite certain that capital found in Germany or 
Belgium under similar circumstances would not be allowed 
to pass into the hands of British firms, except on terms very 
much less favourable than the terms at which the work was 
offered to their own native firms. | 


THE most distinguishing characteristic 
of the Electrical Exhibition which strikes 
one at first sight is its brilliancy. The 
superabundance of arc and incandescent lamps, the former 
largely of the flame type, shedding floods of orange rays, 
and the latter mainly of the metallic-filament type emitting 
pure white light, produces an intensity of illumination 
which gives a-most cheerful and attractive aspect to the 
interior of the building. This result, although accom- 
panied by a certain degree of warmth during the summer- 
like weather of the first week, was not attended with 
unpleasant consequences to the eyes, nor did we experience 
during several days’ continuous attendance at the Exhibi- 
tion anything in the shape of headache or malaise, such as 
not unusually follows a prolonged sojourn in places of this 


description. This fact alone, though of a negative cha- 
racter, is strong testimony to the hygienic value of elec- 
tricity as a lighting agent. The condition of the atmos- 
phere of a hall lighted to an equal intensity with gas lamps 
may be left to the imagination. 


. Exhibition 
Notes. 


D 


МЕ, че 
ie Йыл ee ee ^ 


= — — 


ааа а ааа аиша 


628 THE ELECTRICAL REVIEW. [Vol 63. No. 1,612, Оотовик'16, 1908 


——————————————————_——————-———_— — 


: Metallic-filament lamps of some half-dozen different 
makes, and no one knows how many different names, were 
everywhere in evidence; this is, indeed, the first important 
electrical show to be held in this country since the tungsten 
lamp came into general use, and though the osmium and 
tantalum lamps paved the way for their younger rival, only 
now has the latter atteined to full development, several 
British makers having brought forward their new manu- 
factures practically for the first time at this Exhibition. 

A result which seems to be largely attributable to the 
success of the metal filament is the greatly-increased 
popularity of the small coupled set for lighting country 
houses and the like. When it is remembered that an 
installation can now be carried out most satisfactorily with 
the same wiring as before, but at a low voltage, with a greatly 
reduced risk of short-circuita or leakage, and with а battery 
and generating set of one-quarter the capacity for the same 
amount of lighting, it stands to reason that a large increase 
of business of this kind may be confidently expected. It is 
with this in view, no doubt, that so many firms are 
exhibiting small oil-engine lighting sets, or even complete 
installations of this kind, and we have no doubt that their 
anticipations will be justified. 

Never, we think, has there been so comprehensive and 
varied an exhibition of circuit-breakers and motor-starters. 
These are the leading features of many stands, and are well 
represented on many others. Every maker of switchgear has 
his own circuit-breaker, fitted with maximum, minimum, 
no-volt or reverse automatic trips, or some or nearly all of 
these attachments. Needless to say, each and every design 
is the only really successful and perfect опе; and, indeed, 
they all behave admirably when put through their paces. 
We should add time-limits of various kinds, as well as carbon 
and magnetic blow-outs, sparking pieces and remote-control 
to the list of meritorious features, and we are fain to con- 
clude that, unlike most other electrical apparatus, circuit- 
breakers are still progressing on the upward path of 
complexity, which has to be traversed by most engineering 
apparatus before it is bronght back, by experience and 
evolution, to final simplicity and approximate  per- 
fection. — Motor-starters, too, are in course of develop- 
ment, and have gone far beyond the designs of ten or even 
five years ago. Many patterns are on view—nearly as many 
as there are of circuit-breakers—and many of them possess 
admirable and novel features, fulfilling a large proportion of 
the multitudinous desiderata of a perfect motor starter. 
Here again simplicity appears—in many casee—to be a 
secondary consideration. It is so difficult to endow a piece 
of mechanism with the intelligence of a vigilant attendant, 
and the ability to withstand the average user's ideas of 
careful usage—alias brute force ! 

Motors at the Exhibition are utterly commonplace ; their 
makers hardly trouble to describe them to visitors—they are 
all so good, so cheap, 80 numerous, and eo remarkably 
similar, that enthusiasm wilts. The fact, however, that they 
are now every-day apparatus, handed down off the shelves 
like packets of tea, and almost given away without the latter, 
speaks well for the rapid development of electrical power, 
and we only hope that some, at least, of the makers are able 
to realise a modest profit on their sales. 

The prevalence of colliery switchgear is a striking 
feature. Everyone who makes a circuit-breaker or a motor- 
starter seems to stock an ironclad oil-switch for three-phase 
currents, with the usual trimmings—maximum, no-volt, &c., 
automatics. We hope that this means that a healthy 
demand is experienced for this class of apparatus.’ Before 
leaving the subject of switchgear, we may refer to the effect 
of the Home Office Regulations—stil] in © draft "—upon 
the design of motor-starters. Everyone is fitting the no- 
volt release called for by them to his starters, not only p.c.— 
on which they were already customary—but also on A. C. 
starters. Horrible accidents have undoubtedly occurred in 
their absence, and no doubt many а workman in the future 
will owe his life to this precautionary attachment, which 
seems to have given no trouble to the designers. It is 
frequently substituted for one of the overload trips on a three- 
phase switch, leaving the overload action on two phases, 
which is quite enough provided that the neutral point is not 
earthed. 


Lastly; with the utmost diffidence, and in a whisper, we 
may hint that the display of electrical papers reminds us of 
that of motors; most of our remarks on the latter may be 


‘applied with slight modification to the former. But this 


is delicate ground. Ав for onrselves—here first, and 
here still—we are delighted to record the success, already 


assured, of the finest Electrical Exhibition ever held in this 


country. 


Іт. was in America, where the cult of 

йы ae the utilitarian is carried to extremes, that 
5 the illuminating engineer first saw the 
light of day. It was in that land, also, 

whence Mr. H. G. Wells must have derived his inspiration of 
the Boom Food, that the new idea, fostered by plenty of 
gas, developed at a phenomenal pace until it came bang up 
against something less abstract—to wit, æsthetics. To 
speak more plainly, the illuminating engineer seems to have 
suffered from a slight attack of swelled head, and the 
architect has found it necessary to supply the shoe-horn. 
At least, that is the impression one receives from reading 
the American technical Press at the present time, when the 
attacks on the illuminating engineer are only slightly less 
formidable than the apologies that are being made for his 
existence. So far, we in this effete island have not had 
much experience of illuminating engineers as a corporate 
body. For our sins we have one who adds to the gaiety of 
nations, and has not yet been excommunicated by the 
R.I.B.A., or attempted to put a holophane shade behind the 
sun. Surprising though it may be, in America, where 
Nature’ is во colossal and man so poorly imitative, 
there is yet а substratum of ssthetics—a school which 
sees beauty in other than man’s straight lines, and which, 
perhaps, looks on sky-scrapers only as a safety valve for 
philistinism. The architect has revolted against the 
scientific methods of the illuminating engineer, and has told 
him not to interfere with that which is holy. It is 
impossible not to sympathise to some extent with the 


. architect’s point of view, however much it may go against 


the grain from the purely commercial aspect. There is, 
after all, something of the divine in true art, something 
which symbolises the characters of nations as of individuals ; 
and if this is subordinated to rigid scientific law, it must 
make for grossnees and materialism. It is equivalent to 
extinguishing sentiment from human nature. It therefore 
behoves the illuminating engineer to go more circumspectly 
about his work, and to remember that if he has got some- 
thing to teach the architect, the latter has something far 
older to teach him. Turning now to the British aspect, 
it is, perhaps, а pity that the science (it is not worthy of 
the name) of illuminating engineering did not arise before 
the days of metal-filament lamps. There was then plenty 
of scope, from both the consumer’s and the station engineer's 
points of view, for a more efficient use of electric light. . The 
former would have welcomed any suggestions for reducing his 
bill, whilst the latter would have been able to employ the 
new ideas for business-getting. 

But, alas! the poor station engineer bas worry enough 
now with the reduced revenue caused by. the new lampe 
without the additional burden of illuminating engineering to 
accelerate his speed towards the gulf that is yawning before 
him. Therefore, however much we may sympathi 
the idea of cheap light, it is necessary to tread warily lest, 
by grasping after the shadow, we lose altogether the sub- 
stance. For this reason it is impossible to do more than to 
take a benevolent interest in illuminating engineering at the 
present moment, in order that the great electric supply 
industry may have time to recover from the blow at its 
vitals which it has received from the metal filament lamp. 
How soon this will be depends on the perspicuity of directors 
and committeemen in regard to the system of charging. 
But that is another tale. For two reasons, then, there # 
something to be said for the American attitude во far ав this 
country is concerned ; but we do not doubt that when illu- 
minating engineering can make legitimate progress in this 
country, it will work hand in hand with art. | 
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TESTING 
TABLES CABINET. 


B С. A. SMITH, Santiago de Chile. 


— —— 


A SIMPLE and convenient testing table 
cabinet is here described, which will 
be found very useful in cases where 
testing apparatus is required to be kept 
under lock and key, and connected up 
in readiness to make occasional rapid 
tests, and when a special test room is 
not necessary. The cabinet when closed 
is compact (fig. 1); in the example 
represented it measures 4 ft. long x 
3 ft. wide, and is 3 ft. 1 in. high at the 
front, and 3 ft. 4 in. at the back. It 
is а massively built table with a lock- 
up cabinet constructed upon it, having . 
a sloping top, the object of the slope 
being to prevent articles being placed 
upon it. When it is desired to open 
the cabinet, first the two sliding arms 
seen in the illustrations at either side 
of the table are drawn out to a con- 
venient distance. Then the two pairs 
of double-hinged lids are unlocked at 
the centre, the various bolts withdrawn, 
and the lids swung over to the right 
and left on to the arms, where they rest. 
The front panel is then unbolted at 
both ends and withdrawn, to leave the 
front edge free like an ordinary table 
(fig. 3). The height of the table is 
2 ft. 6 in. The operations of unlocking 
and opening the cabinet, erecting the 
scale, switching on the electric light, 
and adjusting the reflecting scale mirror 
takes about half a minute. The shelf 
near the ground is to hold the batteries, 
empty instrument cases, &c., and has a 
semicircular front edge to accommodate 
the operator's legs. | 

Galvanometer Case.—The case in 
which the galvanometer is suspended 
(fig. 2), also designed by the writer to 
go with his testing cabinet, has perhaps 
а novel improvement, 4e. the ready 
means by which the‘ four suspending 
rubbers may be adjusted and fixed in 
position by means of clips or pegs at 
the topof thecase. The top hinged lid, 
shown raised back, when closed down is secured by a loosely- 


fitting wire nail or pin (the head of which will be seen pro- 


trading), which is effectively hidden by the frame of the glazed 
door when closed and locked. Mechanical vibrations are 
further prevented from reaching the mirror by connecting 
fine bobbin wire between the galvanometer terminals and a 
pair of terminals at the bottom front edge of the case. 


STEAM CONSUMPTION TRIAL ON A 
SMALL STEAM TURBINE. 


Ir is generally supposed that the steam turbine cannot 
Compete in the smaller sizes with other forms of prime 
mover 80 far as steam consumption is concerned, and many 
engineers who would prefer to install turbines, on the grounds 
of simplicity and lower maintenance costs, have hitherto 
felt obliged to wait until their requirements justified a set 
of comparatively large size. 

To meet the demand for turbines in the smaller sizes a 
Зс type has recently been introduced, which, whilst 
ovowing the ordinary Parsons turbine in principle, is 
| кыы Modified in general design. | 

he ordinary type of Parsons turbine has been somewhat 


Fic. 1l.—TEsTING TABLE CaBINET, CLOSED. 


Fig. 2.—GALVANOMETEB IN CASE. 


Ета. 3.—TESTING CABINET OPEN, READY FOR USE. 


at a disadvantage in the smaller sizes due to its abnorma 
length, and the Willans-Parsons turbine here illustrated and 
described has the advantage in the smaller sizes that its 
economy has been materially improved, and that the length 
of the turbine has been considerably shortened. 

The result of this has been that even in the smaller sizes 
the turbine is essentially mechanical, and in view of the 
short shaft between the two bearings no fear need be enter- 
tained of possible trouble from the blading. | 

The illustrations accompanying this article show a turbine 
of 700 Kw. capacity, and turbines of this type are built in 
sizes down to 200 KW., the speeds between these limita of 
output being in all cases 9,000 R. P. u. for periodicities of 25 
and 50, and 3,600 R. P. M. for a periodicity of 40. Two 
turbines of this type have recently undergone steam con- 
sumption trials before being shipped to Sweden, where they 
are to be installed in a pulp mill for generating electricity 
for general power purposes, and the accompanying curve 
(p. 630) gives the degrees of economy obtained at the different 
loads up to an overload of 900 Kw. 

The particulars of the sets in question are as follows :— 
The turbines are arranged for working at a boiler pressure 
of 150 Ib., and for dealing with a superheat up to 250° F 
when exhausting into a vacuum of approximately 28 in. 

Alternators.—The alternators are of the three-phase type, 
50 cyclea per second, 380 volts, having direct coupled on 
their shaft an exciter, and run at a speed of 3,000 R P. M. 
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The condensing plant is of the ordinary surface type, and 
one condensing set is being installed for dealing with the 
exhaust steam from the two turbines; the condenser is 


(carbon) — 12 amperes, whereas, for a 25-volt installation 
of 50 lamps, using 25 metal lamps of only 16 с.р. (which I 
consider is insufficient, and sooner or later 25 C.P. will be 
substituted), and 25 
metal lamps of 8 C. p., = 
30 amperes, or exactly 
24 times the current 
of the 200. volt instal- 
lation, so that the fluc- 
tuation and trouble те 
ferred to in my letter are 
thus easily accounted 
for. 
I do not think it 
would be placing the 
figure too high in esti- 
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WILLaNs- WESTINGHOUSE 700-kw. TURBO-GENERATOR. mating that at least 75 
: per cent. of the present 
| | installations in the 
placed between the turbines, and is | | 


capable of maintaining a vacuum of 
28 in. when both turbines are ex- 
hausting into it. 

Steam Consumption. — The steam 
consumption curve accompanying this 
article shows the consumption up to a 
maximum load of 900 Kw., and it will 
be seen that the steam consumption 
both at 900 Kw. and at the lighter 
loads, is a record performance for 
turbine sets of so small an output, the 
results probably beating the best that 
bas hitherto been possible with prime 
movers of other types. 

As will be gathered from the curve, 
a consumption of 15} lb. of steam 
was obtained at the 900-kw. load, and 
16 lb. per Kw.-hour at 700 xw., the 
vacuum being 28°2 in. (bar. 30 in.), and 
the superheat 240? F. 

The transformer shown in the ad- 
joining illustration has been supplied 
for the purpose of reducing the voltage | | 
5 we lighting in END VIEW OF TUBBO-GENERATOR, SHOWING GOVERNOR GEAB. 
the offices, &c. 

The turbines and condensers were built by Messrs. 
Willans & Robinson, Ltd., of Rugby, who are the con- 
tractors for the installation. 


West End of London come within this category. In 
one case which came under my notice a few weeks ago 
in а comparatively new installation, all went well until 
a reception took place, when practically all the lights were 
switched on; then the fuse gave out, and when it was 
renewed the light waa so poor that it practically necessitated 
rewiring, as it was found that about 30 lights had been wired 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ox TUESDAY connot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest. possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Auto-Transformers. 


In M. C. St. J. бв” reply to my communication in 
your issue of 18th ult., he states :—“ The fluctuation of 
light referred to does not take place in practice unless the 
original installation has been very scantily wired,” and your 
other correspondent mentions the wiring of his own house at 
68. per point, and so—inadvertently—possibly supplies the 
key to the situation. Mr. Good discovered that his house 
was “ wired disgracefully," but, unfortunately, customers 
are not all electrical engineers, and 68. to 78. 6d. per point 
is by no means a rarity; it is obvious that installations so 
wired, unless carried out at a loss, will not only be done 
“scantily,” but probably scamped, as with prices so finely 
cut as at present there is certainly very little tendency to 
allow for any appreciable margin in the wiring. In fact, in 
one instance, over £30 was quoted for altering the installa- 
tion in order to make it suitable for using metallic lamps, 
hence it may be assumed that installations are generally 
fairly closely wired for the particular pressure of the 


Total Water in Ib. per hour. 


Steam per KW. hour in it. 


on one circuit (100 volts) consisting of a pair of du 
mains. It is quite conceivable that in instances of this kin 
the insurance company would step in, and rightly so. 


| ; Паг There is another phase of this matter which, 80 far as І 
supply undertaking ; assuming that this is 200 volte, the am aware, has not been mentioned—viz., the necessity for 
current taken by a 50-lamp installation, using 25 lamps of scrapping all curling tongs, heating irons, kettles, &c., unless 
50 C. p. (metal), or 16 c.r. (carbon), and 25 lamps of 8 с.р. | 


the customer is prepared to go to the expense of having the 
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house rewired for a heating circuit, as I believe kettles, &c., 
are unobtainable for so low a voltage as 25. 
— Unfortunately, many contractors in their anxiety to push 
the so-called auto-transformers appear to overlook or dis- 
the points to which I have alluded, and I am con- 
vinced that in the majority of cases (with the increasing 
demand for more light) for customers to install auto- 
transformers will in the end prove troublesome and unsatis- 
factory, and I have, therefore, in several instances declined 
to fix them, because I think that such customers would be 
well advised to await the arrival of the low-candle-power 
high-voltage metal lamp before going to the expense and 
inconvenience of making the change. 


October 8th, 1908. / 


P.S.—Supplementing my previous communication of the 
8th inst., it is interesting to note that the Electrical Press of 
this week contains particulars of a **32-c.P." lamp for 200 
volts, which is now on the market. 


October 12th, 1908. 


B. W. H. 


B. W. H. 


Applications for Situations. 


With reference to the letter in your issue of October 2nd 
on the above subject, as a recent advertiser under a 
nom-de-plume, it may interest your correspondent to hear 
the other side of the question. Among the hundreds of 
replies received in this case, many were in the nature of 
a bound and printed treatise rather than a concise and 
businesslike reply to an advertisement ; many exceedingly 
tactless, even impertinent, letters were received, containing 
most unreasonable stipulations. Ultimately the writer took 
the trouble to interview many likely candidates in various 
parts of the country, so that some three months elapsed 
before the appointment was finally settled. 

Those applicants who have not had their testimonials 
returned may be satisfied to learn that the latter have been 
retained with a view to future use, should occasion arise. 


8.441. 


I was rather interested in the letter from your correspon- 
dent this week complaining of the scant courtesy displayed 
by advertisers of posts which appear from time to time in 
your columns, and I quite agree with all he says. I would, 
however, go a step further, and. suggest that you and your 
contemporaries should combine and refuse to insert advertise- 
ments from those people who will not show their hand. Let 
applicants know in a straightforward manner who they are 
dealing with. Men do not want to waste their time and 
money writing out applications, the recipiente of which please 
themselves whether they reply or not. Personally, I am 
inclined to think that in a good many cases firms who invite 
applications through box numbers ain't the same colour all 
through." ^ Another objectionable feature about many 
advertisements is “ state salary required." Why? Because 
they want the cheapest man, who in the end turns out the 


dearest. My advice to prospective advertisers is to state the 


salary, or they will be let down, and, perhaps, none too 
gently, at the finish, and serve them right too. 

_ Surely firms know what a man is worth to them. How 
ig anyone to gather from a short-worded advertisement all 
the duties and conditions of employment, and what salary to 
ask? I have applied for numerous jobs, and I never knew 
whether the salary I asked for was too much or too little or 
what. I know this—that not in one single instance have I 
received a reply. 

Again, firms would save themselves a lot of trouble wading 
through applications if they would state remuneration, 
because no man with any common sense would apply for a 
Job which he had no hope of getting, consequently thére 
would be fewer applications to deal with. 80 much for 
this. Turning to another question in close relationship 
With the above, can you, Mr. Editor, or any of your readers, 
inform me how it is that many appointments have been 
obtained in certain departments of the L.C.C., which posts 
have never been advertised? Is it not the rule for public 
bodies to advertise and give every eligible man a chance to 


compete? For months past I have noticed officials from 
various departments of the respective Corporations or com- 
panies obtaining posts under the L.C.C. Why is it? Is 
it a family party or Freemasonry ? Only recently an official 
from a South Coast town Corporation obtained a post under 
that august body, and although I have searched every 
journal appertaining to municipal matters—and the L. C. C. 
Gazette—I cannot find any suspicion of an advertisement. 
That favouritism prevails, I have had proofs. About two 
years, or perhaps more, ago the L.C.C. found it necessary to 
increase the staff of one of its departments. Advertisements 
appeared inviting applications, which, of course, was quite in 
order. These, however, were for subordinate positions; the 
post of manager of that department was not advertised, for 
the gentleman appointed was already waiting to step in, long 
before these particular appointments were made. I knew 
what would happen, as I was quite in the know.” The 
salary attached to this post was between £300 and £400 


per annum. 
Disgusted. - 


Lot’s Road: Shut-Down. 


A little more light is yet required on the shut-down on 
Saturday week of the underground railways. We have read 
in the technical Press that this was due to a series trans- 
former giving out, affecting five 5,000-Kw. machines. If we 
refer to the earlier accounts of the equipment of this station, 
we shall find it was on the independent unit system, boiler to 
each turbine, condenser, pumps, and. auxiliary gear, all cost- 
ing a great sum of money. The switchboard had, I believe, 
several sets of bus-bars for isolated running. Now, to come 
to the point, how was it that with all these machines on load 
they were allowed to be run in parallel, when on the alternator 
side such an elaborate arrangment of independent units had 
been installed ? Surely, with such a load as this, it would 
have been the right thing to make use of the group bus-bars 
and to run in such a manner tbat if one machine failed, it would 
not affect the whole station ; if not, why the independent 
unit system at all ? 

The Chelsea power station must be the very place where 
machines should be isolated, so that in the event of any 
trouble either in the station or outside the whole of the 
system would not be affected. This breakdown proves that 
a central supply station can shut down, and when it does, 


that a greater number of consumers will be affected than if 


supplied by a number of smaller stations, each feeding its 
own district. Only a few days before the L. C. O. shut 
down. ‘The smaller station engineers will not look on these 
big power stations as a bed of roses, where one can sleep 
the sleep of the just at night time, but will thank their 
stars that though they are a little old-fashioned in their 
ways, they are safe. 
William H. Taylor. 
Walthamstow, Oclober 10/7, 1908. 


Publicity Methods. 


On page 2 in the Daily Mail, of even date, is a long three- 
column article on home lighting and heating. Much infor- 
mation, correct and otherwise, is given concerning gas for 
this purpose, while on either side of this article are adver- 
tisements on gas mantles, fires, and heaters. Looking more 
closely than at first into these advertisements, I observed a 
wee sma’ insertion, as if apologising for its intrusion among 
such literature, advocating somebody’s metallic filament 
electric lamps. Certain of our professional brethren have, at 
different times through your valuable columns, taught us 
various elaborate systems by which we might increase our 
list of consumers. Personal canvassing may produce excel- 
lent results under certain conditions, but I am of opinion that 
systematic and consistent advertising in the leading news- 
papers and in the local Press, in which technical matter is 
put in easily understood language, would produce far 
better results than appears to be credited, so far as the 
extended use of electricity for domestic lighting, heating, 
and cooking is concerned. 

Now that the Ideal Home Exhibition is in force. the 
public attention is naturally attracted to the various methods 
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of lighting, &c., and the time is, therefore, ripe for those 
concerned in the electrical world to make the best of their 
opportunities. 


P. A. 8. 
Galway, October 5th, 1908. 


Cost of Living in Mexico. 


Will you kindly inform me as to the cost of living and 
general health conditions for Englishmen in Mexico, and 
the general comparison in wages between the latter place 
and London ? | 

| Electrite. 


[We have published articles on the cost of living in many 
foreign countries, but not in Mexico; we should welcome 
information on this point from any of our readers who are 


acquainted with this rapidly developing and naturally wealthy - 


country.—Eps. E.R. | 


Metallic-Filament Lamps. 


It is all very well for the makers of tungsten lamps to 
guarantee sound delivery under certain conditions, but this 
does not compensate the contractors for the worry and delay 
incidental to claiming replacements—quite apart from the 
trouble they experience in dealing with breakages between 
them and their customers, some of whom are getting more 
and more restive of lamps which are so frapile. 

It is only necessary to call to mind the Nernst lamp, 
which, although as efficient, if not more so, than many of the 
new lampe, was fragile and gave a lot of trouble to con- 
sumers and contractors. Think of then and now. Those 
who are in the habit of passing through the Weet End 
in the evening cannot help noticing how rapidly the tantalum 
lamp is replacing all others in shop windows, clubs and 
private houses. The reason is not far to seek; it is because 
this is a commercial lamp which requires no special 
handling. 


W. M. E. 


It Proved a Slip. 


The article in your last issue by Mr. J. Hardie McLean 
under the above heading is very interesting, and &hould be 
a warning to engineers who control large supply systems, to 
see that their mains are guarded against the action of sub- 
sidence, hill sliding, &c., which constitute a great danger to 
underground cables, and thereby. to the development of 
electric supply. | 

In the case mentioned, nearly 2,000 н.р. in motors, 
tramways and general lighting were connected.“ For how 
many hours this important supply was interrupted owing to 
the parting of the cable 10 in. af the joint is not mentioned, 
but it must have proved a great logs to all concerned, also 
possibly, of a consumer or two to the power company. 

When we note how marked were the effects of the sub- 
sidence on the buildings, surface of the roadway, &c., one is 
inclined to wonder at the slight effect on the ring main, 
which was undamaged except at the joints. 

This sbows that the cable itself withstood the strain, and 
had adequate expansion joints been made instead of butting 
the ends of the conductors, no interruption of supply would 
have occurred. 

The illustration of the main being laid in a brick trench is 
interesting, and this should protect the cable lenyths from any 
undue strain from further subsidence; but will it protect 
the joints, on which will still be thrust their share of 
strain in pulling along the slack cable, as subsidence takes 

lace? 
: I consider that one of the best methods of making ex- 
pansion joints is to connect the cable ends by the medium 
of flexible leads, which, although rather an awkward job, 
will allow for the ** long pull." 

Zig-zag solid copper connectors are sometimes used, and 
make a neat job, but do not adequately provide for the 
^ Jong pull." | 

With regard to the lead sleeve of the joint only showing 
a gap of 8 in., while the conductor showed a gap of 10 in., 


I do not agree that this proves that the lead sheathing 
stretched 7 in., but rather it proves that the conductors 
contracted. E | 

The main in question is part of a ring main three miles 
in length, and was laid on the solid system. Now, if the 
main was jointed in the summer months, or whilst warm 
from the filling-in material, the contraction of the conduc- 
tors in the winter months would largely account for the 7 in. 
difference at the joints. ‚ 

I have seen many instances of lengthy mains, both single 
conductor, concentric, and core cables, pulling apart at the 
joints solely from this cause, in periods varying from one to 
seven years after the main has been laid. 

If greater precautions are not taken to guard against 
failure of supply owing to these causes, it is probable that 
engineers will find that their consumers will likewise prove a 


klip. 


i W. P. Whitehouse. 
Kidderminster, October 12th, 1908. 


— — — 


LEGAL. 


RICKARD v. GaTESHBAD AND Disrrict TRAMWAYS Co. 


AT the Gateshead County Court on 7th ins&, John Rickard, of 
Beaumont Terrace, Westerhope, near Newcastle-on-Tyne, claimed 
£19 3s. from the Gateshead and District Tramways Co. for 
damages to a governess car and pony, caused, it was alleged, by the 
negligence of a servant of the com : 

His Нохосв (Judge Greenwell), without calling upon the 
defence, eaid it seemed to him to have been a collision which the 
driver of the tramcar could not have avoided, and, therefore, 
judgment would be for the defendants, with costs. 

At the same court, George William Anderson, chemist, sued the 
same company for £14 16s. 6d. for damages to his pony and trap at 


Wrekenton, caused by the alleged negligence of а tramcar driver. 


The plaintiff stated that on July 11th he was driving from Wreken- 


ton to Gateshead, and when near Fletcher's Farm his pony, which 
had always been a quiet one, became restive. There was а trament 
about 80 or 90 yards away, and the plaintiff twice held np his hand 
to the driver of the car to pull up, but no notice was taken of the 
signals. When the car was within 30 yards of the trap the horse 
swerved round in front of it, and a collision followed. The cat 
travelled about 30 yards after the collision, and afterwards the cat 
driver told plaintiff that he had not seen the signals. Farther 


evidence of a similar character was given. No witnesses were 
called for the defence. 


His Honour gave judgment for the 
defendants, with costs. N 


Branpt v. Свомртох & Co, Lp. 


In the Lord Mayor's Court on October 8th, before Mr. Assistant Judge 
Jackson and a jury, Henry Brandt, mica merchant and importer, 
28, Minories, E.C., sued Messrs. Crompton & Co., Ltd., electrical 
engineers, Chelmsford, for £13 148. 4d., the balance of an account 
for insalating material supplied. Mr. Comb was counsel for the 
plaintiff, while the defendants were represented by Mr. Maurice 
Gwyer. From the evidence it appeared that the parties got into 
communication with a view to the supplying and receiving of mica 
insulating rings for use on electric generating machines. A mould 
was supplied to the plaintiff in order that he might send in the 
mica rings exactly to the measurements that were required In 
December, 1906, the plaintiff gave a quotation for the supply of 
10,000, 5,000, or 1,000 mica rings at the rate of 120 a week. The 
price of the rings was fixed at 38s. per hundred. The defendants 
entered into a contract with the plaintiff, and the rings were 
delivered weekly. From time to time the defendants complained 
that some of the rings were not according to size, and they refused 
to accept them. Asa result of the business relations between the 
parties down to October, 1907, there were 994 mica rings which had 
been rejected by the defendants out of the various deliveries which 
had been made. It was in respect of these rejections that the 
present claim now arose. The defendants, in the course of the 
correspondence which had ensued, said that the order given to the 
plaintiff was for a quantity of mica rings exactly to our sketch 
and gauge.” The rings in respect of which the plaintiff was 
now claiming were not supplied in accordance with thelr 
instructions, and were useless to them. They had, in oon- 
sequence, to get their supplies elsewhere. The plaintiffs 
witnesses said that it was impossible to manufacture mic 
with such mathematical accuracy as was required by the defendants, 
and those which had been supplied were such as could be m 
the defendants’ work. For the defence, it was said that the goods 
ordered of the plaintiff were to be supplied to a certain epecifiont on, 
stress being laid upon the necessity for accuracy. The laintiff Р 

agreed to supply according to the specification, and the ring? or 
which he was now suing were not accurate, and were useless to um 
in the manufacture of their machines. The defendants made 


А > 
* i 
н E 
æ * t 


ene . оі 


vol. 69. No. 1,612, Ovtosas 16, 1908.) . THE ELECTRICAL REVIEW. 


688 


machines on the interchangeable system, and accuracy was of prime 
importance in all the parts. Во far from its being impossible to 
manufacture mica rings to specification, as alleged by the plaintiff, 
it was now being done. e defendants had ordered a large 
quantity at mica rings elsewhere, which were being supplied quite 


у. 
The assistant Judge left two questions to the jury to decide : W 
did the defendants order rings to a special specification which the 
plaintiff agreed to supply ; and (2) were the rings reasonably fit for 
the purpose for which the defendant ordered them, and for which 
the plaintiff knew they were to-be made? The jury answered the 


Fia. 3.—Remors CONTROL SWITOH. pe. ow 


question tp the affirmative, and the second in the negative. 
Nh these answers the assistant Judge directed a verdict for the 


tu, and judgment was entered accordingly, with costs. 
——— 


Visits to Manchester Exhibition.—A Lancashire 

; ndent learns that parties of workmen and officials from 

municipal and private orks, as well as students from many elec- 

cal engineering classes in Lancashire, Yorkshire, Cheshire and 

е Midlands, ard arranging for visits to the Manchester Electrical 
on. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Remote Control Switch. 
A simple and effective switch of this type has been put on the 


market by Mnssns. A. ExANUEL & Sons, LTD., of 9, 11 and 13, 


tent. 


George Street, Manchester Square, W., under Blackmore's 


The device consists of a double-pole switch actuated by an 


magnet, which is fed from the source of supply or otherwise, and 
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is controlled by a push-button. The first pressure on th 
closes the switch; the next opens it, and а оп ы The 


switch is locked when closed, and has a quick make and break; the 


action is powerful and positive, and the magnet is only energi 
for the time the button is pressed, so that the 5 
energy is insignificant. The mechanism is shown open and closed 
in figs. 1 and 2, and the complete switch, open, in fig. 3. In fig. 2 
the switch has just been closed, and on releasing the button, the 
the armature of the magnet drops back into the position shown in 
dotted lines, ready for the opening movement. 

The same switch can be controlled by any number of push-buttons 
in parallel, and the latter may either actuate a battery relay or 
directly close the circuit of the electromagnet; in the latter case 
special high-voltage push switches are used. Time switches may 
also be used to control the switch, which is made for currents from 
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10 to 250 amperes or more. The switch may be used tor a great 
variety of applications, wherever it is inconvenient or undesirable 
to actuate a switch by hand. 


The Benn Friction Clutch. 


In this clutch, which is illustrated on p. 633, the pressure for driving 
is obtained, not by force continuously applied through the striking 
gear, but by the slight extension of spiral springs. When once 
put into gear, the clutch is kept во by the continuous action of the 
springs, which relieve the striking gear of all pressure and render 
the clutch self-locking without end thrust. This self-locking .is 
obtained without any straining of the parts. The friction plates 
B Rl, fig. 4, move parallel to the shaft, and not away from it axially; 
perfect adjustment is possible, and is obtained in the direct line of 
wear by the screw ring or cover D. The form of the clutch shell 
makes it available as an oil bath, thus ensuring proper and constant 
lubrication for all moving parts. The construction and method o 
working will be easily followed from the illustration. | 

The driving piece N, keyed to the shaft, carries arms (not shown) 
which drive the friction rings в в! round, while allowing them 
longitudinal movement parallel to the shaft. The toggles E m 
move the rings в В! into or out of contact with the shell G D, and 
are themselves brought into their most advantageous position 
(nearly straight) for transmitting pressure by a forward movement 
of sleeve н with its attached levers A a and links B B. 

The first forward movement of H, and the consequent bringing 
of the friction surfaces into contact, takes place before any exten- 
sion of the springs, so that the work may be started as gradually as 
desired, and by the power of the striking gear only. As soon as 
the friction surfaces touch, bowever, pin 0 becomes a fixed centre, 
and then the further forward movement of н forces link в past 
the vertical, and in so doing slightly extends the springs, which 
thereafter do the work and lock the clutch. 

The springs may be adjusted exactly to the required load, to any 
reasonable overload, or to slip at any overload, and the clutch 
cannot be forced too hard into gear, as is the case with some 
clutches in which the pressure is applied by screws. 

The adjustment required for wear is indicated, without opening 
the clutch, by the distance of stops T T from the shaft, and is made, 
as already stated, by simply turning the screwed cover p, which ia 
then locked by the grub, screw F. 

The clutch is perfectly shrouded and free from all dangerous 
projections, the levet-ends T being covered by a rim on the striking 
gear, a8 shown by dotted lines. 

The licensed manufacturers, THE UNBBREAKABLE PULLEY AND 
MILL GzaBING Co. Lrp., of Manchester and London, stock these 
clutches for all moderate powers, and have already supplied a Jarge 
number for all classes of work. The second illustration shows a 
clutch capable of transmitting 1,000 H.P., constructed by the. 
company, and arranged to work in conjunction with a large gas 
engine driving textile machinery. 


POWER SUPPLY AND ITS EFFECT ON THE 


INDUSTRIES OF THE NORTH-EAST 
COAST. 


By CHARLES H. MERZ. 


(Abstract of Paper read before the IRON AND STEEL INSTITUTE, 
September, 1908.) 


In this paper, power supply refers to the provision of electricity 
for industrial use by companies“ specially constituted for the 


purpose. Power supply, though of comparatively recent develop- 


ment; has already had a marked effect upon the industries of the 
north-east coast. A great saving of coal and reduction of smoke 
has resulted; there is now, apart from the Power Co., practically 
speaking no coal burned on the Tyne for power purposes, except 
in chemical factories. | 

‘The application of electricity to all new uses bas been facili- 
tated, and new industries have been established in the district 
purely because of the cheap power supply available. A substantial 
commencement has been made in the utilisation of the waste heat 
and gases existing in the area, and in this regard the district 
occupies а unique position owing to the extent to which its future 
power requirements can be met by electricity produced as a by- 
product of two of its largest industries, the making of pig-iron and 
the making of coke. 

The table below summarises the nature and extent of the staple 
industries of the north-east coast, while the map (fig. 1) shows, in 
outline, the district and the power companies’ systems. 


* The companies and municipalities supplying current in dif- 
ferent sections of the north-east coast are 12 in number, but as 
nine-tenths of the total electricity sold is produced by the New- 
castle-upon-Tyne Electric Supply Co., the Durham Electrical 
Power Distribution Co., and the Cleveland and Durham Electric 
Power Co., and as the author’s information is only complete so far 
as these companies are concerned, the remarks in this paper have 
application exclusively to these companies. 
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It will be seen that in coal, iron and shipbuilding, the north-east 


coast figures represent respectively one-fifth, one-third and one- 
half of the nation's output. 
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Fig. 1.—NorTH-EasT Coast Powmr SYSTEM. 


The extent of the area to be covered necessitated the generation 
of electricity at a pressure and in з: form facilitating transmission 
over long distances, while the nature of the market to be catered 
for made it essential that the current should be produoed as cheaply 
as possible, which in turn involved the use of an extensive site with 
ample, coal and water facilities. The station from which the 
greater portion of the current is now supplied—Carville—was begun 
in 1903 by the installation of 14,000 R. H. p. of steam-turbine-driven 
generators, and has been increased four-fold during the past four 
years, so that the generating plant now aggregates 56,000 E. H. p., 
and Carville has now a greater output of electricity than any other 
public supply station in Europe. From Carville the transmission 
and distribution networks extend westwards to and through the 
city of Newcastle-upon-Tyne, northwards to Blyth, and eastwards 
along the River Tyne to North Shields, while ina southernly direc- 
tion the cables at present reach a point some 30 miles south of 
Carville, and extensions will shortly be completed linking up the 
northern cable network to the power system which has now been in 
operation some 18 months in the Middlesbrough district. 

Unity of policy and uniformity of system on the part of the 
three power companies have been secured by working agreements, 
and it is now possible to obtain electricity on the same system 
throughout practically the whole area shown on the map. The 
table below gives the number and sise of generating stations and a 
few leading particulars of the transmission and distribution systems. 
The capacity of plant installed representa about one-ninth of the 
total plant installed in the public supply stations of the United King- 
dom. But as the power companies are working on a more constant 
load, i. e., а better “load factor,” the electricity actually generated 
is about one-quarter of that generated in thé whole of the public 
supply stations of the United Kingdom. 

A factor invariably of vital importance in the production of 
cheap current, whether by a public eompany or by 8 mus 
manufacturer, is the capital expenditure per useful horse-power 0 
plant. This decreases as the size of plant grows, while me 
гап efficiency at the same time increases. The local con- 

itions governing power supply in this district are :— ' 

1. The low price of coal, enabling manufacturers to produce 
power themselves at relatively low rates. 

2. The fact that the manufacturers’ works are mostly of con 
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PARTICULABS OF GENERATING STATIONS. 


Н.Р. of 


i А t | Volt- 
' Power station. Type. * plant, туро оГ ace. Remarks. 
Carville Coal-fired | 56,000 | 3-phase | 6,000| In operation 
40-cycles 
Philadelphia | Coal-fired | 13,000 | 3-phase | 6,000| In operation 
40 cycles 
Neptune „ Coal-fired 6,800 | 3-phase | 6,000| In operation 
Bank 40 cycles (stand-by) 
Grangetown | Coal-fired 8,000 | 3-phase 12, 000 In operation 
40 cycles | 
Hebburn ... | Coal-fired 4,500 | 3-phase | 6,000| In operation 
| 40 cycles | (stand-by) 
Weardale ... Waste-heat“ 6,650 3-phase 3, 000 In operation 
40 cycles 
Newport. Waste-heat ? 4,000 | 3-phase 3, 000] In operation 
40 cycles 
Blaydon ... | Waste-heat*| 3,000 | 3-phase | 6,000) In operation 
— — 40 cycles 
Capacity of plant installed 101,950 
Dunstan Coa!-fired | 30,000 | 3-phase | 6,000 Under con- 
40 cycles struction 
Bankfoot ... Waste-heat“ 3,300 | 3-pbase 3, 000 Under con- 
40 cycles struction 
 Tees-bridge | Waste-heat 1,300 | 3-phase | 3,000! Under con- 
-| 40 cycles struction 
Capacity of plant under 
construction . | 34,690 
Total 136,550 


Main TRANSMISSION AND DisTRIBUTION NETWORKS. 
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Main trunk system 3-phase | 20,000 volts Underground 
А 40 cycles and overhead 
Main high-tension power 
distribution system— 
Tyne and North Dar- { 3-phase 6,000 volts Underground 
ham area. 40 cycles and overhead 
Tees area 3-phase 12, 000 volts Underground 
40 cycles and overhead 
Power supply 3-pbase 3,000 and | Underground 
40 cycles 440 volts and overhead 
Rail way supply ... Continuous| 600 volts| Third rail 
current 
"LM Continuous| 480 and | Three-wire 
Lighting supply current 240 volts 
(and small motors) ) |and3-phase| 440 and | Four-wire 
40 cycles 250 volts 
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* Coke-oven gas. 1 Exhaust steam. 


1 TADIG size, i.e, their individual electrical requirements are 
arge. 

3. The existence of large quantities of potential energy in the 
form oflwaste heat and combustible gas. * 

The first and sscond conditions have been met by the power 
Companies, in erecting their main generating stations (a) taking 
full advantage of the best coaland water facilities available; (b) 
Installing plant of capacity much in excess of that which any 
individual manufacturer, however large, could adopt; (c) by 
catering for all classes of consumers, thereby securing a diversity 
of load with a resulting constaucy of output, and so utilising the 
Plant installed to the best possible advantage. These factors, 
combined with the employment of a highly-skilled technical staff 
and attention to numberless relatively minor details, have resulted 
m securing an efficiency of production much greater than that 
practicable to any manufacturer producing power merely as an 
auxiliary to his main business, 

Power supply in this district began on the north bank of the 
Tyne, and although even in this section of the area it is only seven 
years old, there is at the present moment not a single firm of ship- 
builders or engineers on the north bank of the Tyne, inside the 
power company’s area of supply, which does not take 95 per cent. of 
its power from the company, the remaining 5 per cent. being pro- 
duced from small gas-engines or from boilers fired with scrap wood. 
Onthe south bank of the Tyne progress has, since power supply 
started, been equally rapid, while in the Tees area, although the 
power company only began operations in January of last year, they 
have already connected over 20,000 н.р. of motors. 

. The fact that the North-Eastern Railway Co. were the first 
important English railway to electrify a portion of their system, and 
that they purchased the necessary electricity fromthe power company, 
shows that the availability of cheap power is an advantage not 
only to manufacturers but to the public generally in facilitating 
the introduction of electric traction. Since the electrification of the 
Newcastle system, the train service has been more than doubled and 
the schedule speed improved by 20 percent. A comparison with 
other cities at home and abroad shows that no other town of 
similar population, or, indeed, having twice the population, has во 
extensive an electrified railway system and so frequent а suburban 
узд service, and this hae, of course, resulted in a large increase 
ате 


The application of electricity to rolling-mills of the largest size 
is one of the most interesting industrial developments of recent 
years It had its origin in Germany, and is making rapid progress 
there. The advantages offered are economy of running, closer 
speed regulation, better control of operations, and fewer breakages. 
There are now four new electrically-driven rolling-mills being 
installed in this area—two by Dorman, Long & Co., one by the 
Bowesfield Steel Co., and one by a new company now being formed. 
The electricity for these will be purchased from the power company, 
so that in this direction also power supply has facilitated new 
developmenta. Mp 

The supply of electricity to coal mines, beginning as it did 
not more than four years ago, has not reached the same stage of 
development as inthe case of other industries, though collieries 
having an output of some 8,000,000 tons per annum are taking, or 
are arranging to take, practically their whole supply from the 
power companies. This supply will include, among other apparatus, 
winders of 1,600 н.р. each; and it would appear that the supply of 
electricity to coal mines is likely to be of even greater magnitude 
than the supply to shipbuilding and heavy engineering works. In 
the latter cases the effect has been to conserve over 50 per cent. of 
the coal previously burnt for power generation. 

Between 6 per cent. and 8 per cent. of the total coal brought to 
bank is used by the collieries for the purpose of power generation. 
The application of electricity to coal mines in this district, when 
as complete as that'to the Tyne shipyards, will render available for 
outside sale an additional 14 million tons of coal, equivalent to, 
say, over half а million sterling per annum. 

To summarise present results, the three power companies are now 
responsible for the supply of current to 80 miles (single track) of 
electrified railway, four tramway systems, the lighting in towns 
having populations aggregating over 700,000, motive power to the 
extent of 85,000 H. p., and electro-chemical works of over 12,000 H. p. 
The last-named are new industries attracted to the Tyne solely by 
cheap power supply, and there is every indication that their number 


will in future be largely increased. 


Perhaps the most interesting section of the problem, and one of 
considerable national importance, is the efficient utilisation of waste 
heat. The counties of Northumberland and Durham and the North 
Riding of Yorkshire, last year produced together 7,800,000 tons of 
coke. Were the whole of the coke produced in retort ovens, there 
would be available waste gas and waste heat capable of developing 


—+—1-—ү— 
CR LL К, Ыы 
Sean » 5 BR Ё 
Avevrega Total Pawar'trom Waste He | | 
Nu S N x 
A SEY * NN ty d NO P 
^ 4 Ao BR ЕЧ SADA АР 
боо „7 pex A EISA NN ONIS 
МАТУР е 
fe X CSS 


M sd SC * 
* C Ў = x ^ m * 2 
ors ало AC. fne SG 


Ж. Ko oe 
SIS BKC he à гаете оа ES SIS w 
"Mp es Ар, 1 А WM Rao ae ee 
dp ux Oe Cena Ca IT STA CE POPLAR 
——ů tw AN 
Á f 


E 


С 
ооо [3x3 ао ес SS S Sus BOD SSO poet 
4 м t * 8 h `A 2 
| WASO TARD y 
ч. * t SS — a 4 + ant — 
i i f } МХ Ух NONO 
$ . a еа ч NL аа : 
— 1 IN 1 ч | SAN X ғ ^ 
OK i ала. | >. M N eat ve x » 
\ \ | 1 3 95 99:95505. 
e M —— чь a M — — 9 — — >. LEN у — n 
} | | } } | } NNI { LOCKS ON 
еа е SIS SES POOPY ARES : 
1 У { ` iN NN М NN 
— 4 oo m od e i a Eu d, EI 
P » ^ he RW 1 \ $ Th 
Coke Oren ue A Orin NN PP Yeh 
M NIN NI EN \ | | Y 
— } TANI * . =e A * 
\ ү! 
е SUS OS ЧАЧ „е — ч © SS Se 
6.0am Noon 6.0.p.m 


Fic. 2.—EsTIMATED DAILY OUTPUT AND Loap CURVE OF WASTE 
Heat STATION AT CROOK. 


Electricity utilised by coke-oven owners at mines and ovens = 64 million 
Board of Trade units per annum. Maximum surplus available for outside sale, 
if coke-oven owners work independently = 2} million Board of Trade units per 
annum. Surplus disposable by co-operating with power company = 10 million 
Board of Trade units per annum. 


over 150,000 н.р. continuously, if used under boilers, or probably a 
quarter of million horse-power, if the gas were used in gas engines. 

The blast furnaces form a second but less important potential 
source of power. If gas engines were used exclusively for power 
purposes, then, after the requirements of the stoves and blowing 
engines had been met, there would still be available from the 
Cleveland furnaces a supply of surplus gas equivalent to 61,000 E. p. 
continuously. 

The question then arises as to the best method of turning this 
“ waste heat and gas to useful purpose. 

Dealing first with the waste energy from coke ovens, the batteries 
of ovens are widely scattered, and are for the most part at rela- 
tively long distances from the populous centres—that is to say, 
from the centres of power demand. In no calculations which the 
author has made has he been able to establish a case for the trans- 
mission of gas for power purposes as against the alternative of con- 
verting the gas into electricity and transmitting the power in this 
form. 

In all cases it has been found that a greater profit will accrue to 
the coke-oven owner by co-operating with a power company, than 
by proceeding on independent lines. There are three reasons for 
this :— 

1. Whena private owner erects a generating plant independently 
he must install some reserve or spare plant, with a consequent 
heavier outlay of capital than is necessary to a power company, 
which, possessing a coal-fired station, need install no spare plant in 
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any of their waste heat stations, but can, instead, meet any variation 
of load by the coal-fired station, which also acte as a stand-by against 
any breakdown. 

2. This necessity of putting down spare plant results in smaller, 
and therefore more expensive and less efficient plant. 

8. The power company, having a market for carrent many times 
greater than the output of any individual waste-heat station, can 
run such a station continuously at maximum output, so utilising 
completely all the current that can be produced; whereas it is im- 
possible to conceive the power requirements of an individual coke- 
oven and colliery-owner coinciding even approximately over 24 hours 
with the amount of gas or waste heat available. 

The diagram on p. 635, which refers to Messrs. Pease & Partners’ 
installation at Crook, shows the advantage of co-operation very 
strikingly. It will be seen that the area of the rectangle enclosed 
between the top line and the base (shown hatched) represents the 
total amount of power available, that “ hatched ” (but not shaded) the 
requirements of the colliery-owner, and that “cross-hatched ” the 
amount disposable had the colliery-owner put in his own plant inde- 
pendently, and been able to find a purchaser ; it also assumes that the 
outside purchaser had approximately the same load curve as the 
colliery-owner himself, which isa reasonable assumption, unless the 
power be transmitted long distances, as the only users of power in 
the vicinity of coke-ovens are other colliery-owners. The area 
shaded grey represents the surplus power actually used under the 
co-operative arrangement, 

It is more difficult to get out so typical a curve in the case of 
blast-furnaces, as the conditions vary so widely. Of course, if a 
company produces pig-iron only, and does not convert the iron 


into steel, co-operation with a power company is at present, prac- 


tically speaking, the only outlet which it has for its surplus power. 

Capital charges are invariably the controlling factor in the total 
cost of electricity, and the question whether it is commercially 
sound fora blast-furnace owner to co-operate with a power company 
or not can only be decided in each individual case after full con- 
sideration of the capital outlay involved, the amount of spare plant 
that has to be provided, and the degree of coincidence between 
supply and demand. Given an equitable arrangement, it is clear 
that the same general arguments in favour of co-operation which 
hold in the case of coke ovens are applicable to blast-furnaces with 
steel works attached. 

The power companies in this district baving their transmission 
cables interlacing the entire industrial area, and being in a position 
with their large load already developed to utilise any amount of 
electricity whenever and whereyer produced, are arranging for waste 
heat stations at different points, turning all theelectricity so produced 
into a common network from which the colliery company, the coke 
oven owner or the blast furnace owner can purchase any amount he 
may require, all spare plant and all plant to deal with exceptional 
peak loads being kept at the main central coal-fired station. Only 
in this way is it possible to conserve the, full national value of the 
energy now being wasted. 

At the present moment the three power companies have at work 
or in hand five waste heat stations, three in connection with coke 
ovens and two in connection with blast furnaces. Additional 
stations are under consideration. 

As regards the Cleveland blast furnaces, the adoption of gas 
engines to the exclusion of allother types of prime-mover still 
lies some distance in the future, and in the majority of cases in 
Cleveland it is found that steam blowing engines are used, and 
that after the requirements of the stoves have been met the gas is 
practically all expended in raising steam to supply these blowing 
engines. 

To free any substantial quantity of gas for outeide power-users 
would involve, therefore, the substitution of gas engines for the 
existing steam blowers. Considerations of capital expenditure 
usually forbid this course, and had it not been for the genius of Mr. 
Parsons, whose exhaust steam turbine provides another effective, 
though less ambitious, way of dealing with the situation, the Cleve- 
land furnaces could not be regarded by a power company as an 
immediately available source of energy. 

The author is aware that it has lately become the fashion to argue 
that the resources of Great Britain’ have been developed on less 
scientific lines than those either of Germany or of America. He 
thinks, however, that the persons urging these views are in the 
majority of cases omitting to give full weight to local conditions. 
The fact that the connections to the local power companies’ systems 
have recently been increasing at the rate of 20,000 н.р. per annum, 
appears to him to prove fairly conclusively that manufacturers on 
the north-east coast are quick to avail themselves of new develop- 
ments or of additional facilities. 


DISCUSSION. 


Mr. T. WESTGARTH declared that the district, aa well as the 
Institute, owed a considerable debt of gratitude to Mr. Merz, not 
only for what he had dore, but for the way he had put his case 
before them. Mr. Merz had put before them the benefits of a 
central system of supply in an excellent manner, but he did not 
think he had given sufficient credit to the comparatively new means 
of using waste gas in gas engines. If gas engines were used they 
would get twice the amount of power, and although the first cost 
of establishing gas stations might be a little higher, the running 
cost and reliability were in favour of gas engines. He insisted that 
the surplus gases of that and other iron districts, if used as Mr. 
Merz had shown, could be made more valuable by developing 
power by gas engines. | | 

Sig WILLIAM WHITE asked what was the greatest unit working 
by this power. | 

Ma. WeEsTGARTH replied that a gas engine of 5,000 н.р. was 


working at a San Francisco station, but the more cautious builders 
did not approve of going beyond 3,000 н.р. 

M. Govuve also spoke in favour of the utilisation of waste gases 
by gas engine plant, which would ensure safe and continuous 
running without costing more for repaire, &c., than the average 
steam engine. 

Мв. SELBT BicGE said the whole crux of the question, whether 
one should supply oneself or purchase from a supply company, lay 
in the cost of the Board of Trade unit in each case. Tach case 
must be treated individually. When in Westphalia and Silesia 
recently he had seen how large works were producing electricity, 
where they had valuable waste gases or any form of exhaust steam, 
at the rate of d. per Board of Trade unit. From coal it was 
possible to produce, inclusive of interest and depreciation, at 354. 
to '4d. per Board of Trade unit in large quantities. The power 
supply company came in most beneficially in the cases of new works 
and others not requiring more than 1,000 H Р. 

Мв. GREINER (Seraing) approved of Mr. Merz's advocacy ol 
co-operation between ironmaster and supply company. At 
Cockerill’s works the electricity department sold the Board of 
Trade unit to other departments at 4d., and a third of this price 
was paid over to the blast furnaces for the supply of waste gases. 
The electricity department in this way made £10,000 profit. 
During periods of depression and at other times, they had too 
much electricity, andthe question was what to do with the surplus. 
They would welcome such a power company as Mr. Mers had 
described, which would take over the surplus. With regard to 
gas plant, they had gas engines up to 11,000 K. p., driven by waste 


gas. 

Cor. HAwWDOR (Middlesbrough) said that gas engines, instead of 
steam, resulted in a saving of coal. It paid to put down a 
generating plant to use exhaust steam. 

Мв. D. Слвмеате (Sheffield) said that in Sheffield where there 

were many small works using from 100 up to 1,000 E. p., they were 
supplied at 6d. per unit, with an increase of 5 per cent. when coal 
was 10 per cent. above 5s. 8d. perton. They had just installed in 
Messrs. Osborn's works a motor for driving rolling milla, for they 
found it much more economical to have their works driven elec- 
trically than by steam power. He asked at what stage the user 
could introduce a separate installation into his works? 
In replying to the discussion, Mn. Merz pointed out that it was 
impossible to get absolute coincidence between the supply of 
waste power and demand. At present they had only 15 per cent. 
waste heat, and the rest coal-fired stations, but it was probable that 
in that district next year half the energy sold would be produced 
by waste heat. He hoped that gas engines would be more used in 
that district, and his company would be glad to co-operate in 
putting them down in cases where they would pay, and would be 
prepared to take the spare electricity. In fact, if it was a questicn 
of taking energy from any waste heat plant, the more they could 
obtain the better. It was quite impossible to go into the 
question of cost of supply without knowing all the circumstances 
of the case and the load-factor. He considered that all works, 
whether on a small or big scale, could do better for themeelves 
by co-operation with the power company than they could do 
separately. 

The Presipgnt (Sir Hugh Bell), in calling upon the meeting to 
thank Mr. Merz, pointed out that what had been said of gas engines 
was in favour of the system advocated by Mr. Merz. Now that 
electrical supply companies were covering not merely one or two 
parishes but two or three counties, the first thing that anybody 
ought to do when considering a new plant was to inquire what were 
the conditions of electricity in the district, It was а new position 
presented to,the industrial world. The new manufacturer need 
not pay any more attention as to where he was going to take his 
supply from. Let him put down all his plant of the tension and 
type he desired. Then if he had any electricity to spare the 
supply company would buy it from him; if he wanted any 
additional power the company would supply it. So that the real 
question to be considered was one widely different from that which 
had faced them hitherto. It marked a new era. They on Teeside 
had already drawn benefit from the existence of such a company 
as Mr. Merz's. What an advantage this was to & busy district like 
theirs which was desirous of having new, smaller or subaidiary 
industries grouped round tbe larger industries which were 
characteristic of the district! They saw how the establishment of 
new works was encouraged and simplified. 


A Strange Coincidence !—Onr esteemed contemporary, 
the Globe, commenting last week on the breakdown at Lot's Road 
station (which it likens to “а gigantic Teddy bear lying on ite 
back "), remarks that:—'' It was a curious coincidence that about 
the same time a mishap occurred at the Kingston generating station, 
which caused a breakdown on the Kingston and Tooting tramcar 
route. It would be interesting to learn from some authority if 
these two accidents were caused by some electrical storm 10 the 
atmosphere, produced bv the wonderfully hot weather which we 
have been enjoying. We understund so little really about elec- 
tricity that disturbances may be going on around us of which we 
can perceive nothing, but which take effect at such centres as the 
electrica! power stations.“ We can assure our contemporary that, 
in this instance, the storm was confined almost entirely to A 
interior of Lot's Road station, where for a time it raged wit 
violence. But not everyone knows that the Kingston tramways 7 
fed from Lot’s Road. | 
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REVIEWS. 


The Calculus for Engineers. By ROBERT Н. Smirn. 
London : Charles Griffin & Co., Ltd. Price 7s. 6d. net. 


This is another book that aims to teach the calculus by 
practical methods, and we must confess with regret that its 
object has not been attained. It is an alluring subject, this 
attacking the calculus by experiment, this jointing up of the 
integral with the differential and teaching the two together. 
It is alluring for the reason that the integral being the 
converse of the differential, it seems contrary to nature to 
take a separate text-book for each. If one be the other turned 
upside down, what can be easier than to assimilate both at 
the same time? But, alas! we must put with the word 
* alluring,” in the саве, its companion word “ deceptive.” 

For instance, if it were thought necessary that a child should 
learn the alphabet backwards, it would be a mistaken policy 
to teach him when he was learning it forwards. For the 
mind of the child is then attacking a subject altogether new 
and pregnant with difficulty ; and to imagine for one 
moment that because with trouble and tribulation he had 
learned his A В С in the usual way, he was then ripe for 
learning the C B A in the unusual way, would show a 
poor conception of his mental state. A hundred to one the 
attempt would end in utter failure, and would react on what 
he had already learned. 

So also with mathematics. The converse is always more 
difficult than the direct, and very specially does this hold 
good for the calculus. If the integral be taken with the 
differential, the student simply gets into a maze; the 
wealth of symbols puzzles him ; that difficult converse gets 
on his nerves, and at the best he finds he has no innate 
belief in what he is doing. 

It is a pity to have to say these things, but truth will out, 
and we feel that we would not be serving the student's best 
interests by less than plain speaking. It is a pity, indeed, 
to have to say that a book of this kind, which evidences in 
the text painstaking care throughout its 200 odd pages, and 
which has attempted in several ways to give novelty to a 
difficult subject, should have failed in its particular object, 
namely, to make the path of the student in the calculus easy 
and rapid. 

There seems one way only in which to tackle the calculus 
if a proper knowledge founded on consecutive proof is 
desired, and that is to study the differential first by the aid 
of a text-book that does not aim at demonstration, but states 
facts simply. When the differential is fairly well assimilated, 
the integral should be taken in а similar fashion. Of course, 
there are text-books and text-books, and a judicious choice 
should be made ; not one of the old-fashioned kind, but one 
that takes examples that are of use, and employs plenty of 
squared paper. 

At all costs avoid the book that professes practice, but 
talks theory. | 

The first few chapters deal with general ideas and prin- 
ciples. The author introduces a novelty in the shape of a 
capital X, for instead of writing in the ordinary way 
у = f(z), he says X = (r). This is supposed to give 
clearness and want of ambiguity ; but to the reviewer, the 
reverse seems to hold. For we have X, X“, X“, &c., and do 
What we will, the small z seems always in the way of the big 
one, and the mind seems to be always attempting, subcon- 
sciously, to differentiate their meanings. 

The following is a sample of the text near this point. It 
Will serve to show that the author is by no means clear in 
the language used, and that though his method of expressing 
things may be mathematically exact, he has not the gift of 
rendering a difficult subject easily intelligible to students :— 

^ X may mean a function which is capable of being also 
changed by changing the values of one or more other 
quantities besides z ; but in so far as it is considered as a 
function of z, consideration of these other possible changes is 
eliminated by supposing them not to occur. This is legiti- 
mate, because these other elements which go to the building 
up of X, do not necessarily change with 2. All elements 
Involved in X, which necessarily change with z, are to be 
expressed in terms of г, and their variation is thus taken 
account of in calculating the variation of X." 


This puts us in mind of the text-books of the fifties of 
last century. 

In Chapter III we have easy and familiar examples of 
integration and differentiation." Such things as the area of 
an expanding circle, a rectangalar area, a triangular area, 
expanding pyramid, &c:, are considered, but to the reviewer 
it seems that the method of attack is not enticing. It is to 
be noted, too, that the diagrams are mostly poor, and the 
lettering very often difficult to read. 

„Important General Laws,” including the commutative 


` and distributive, are next considered. 


Chapters on Particular Laws, Transformations and Reduc- 
tions, Successive Differentiation and Multiple Integration, 
Independent Variables, Maxima and Minima, and Integra- 
tion of Differential Equations, follow, and these bring Part I 
to a conclusion. Thereafter occur appendices on Time Rates, 
Energy Flux, Moments of Inertia and Bending Moments, 
Elimination of Small Remainders, Indicator Diagrams, 
Recurrent Harmonic and Exponential Functions, Successive 
Reduction Formule, Economic Proportions of I-Sections, 
Economic Design of Turbines, Commercial Economy and 
Indeterminate Forms. | 

Part II consists of classified reference tables of integrals 
and methods of integration, and this is by far the more 
useful portion of the book. 

In conclusion, it may be stated that the work will have its 
place for those engineers who already thoroughly know the 
calculus (their number is limited, we fear). But its claims 
as a text-book for beginners are practically nil, and we 
should certainly advise no young student to touch it. 


Telephones : Their Construction, Installation and Mainten- 
ance. By W. Н. RADCLIFFE and H. C. CUSHING, JUN. 
London: Crosby Lockwood & Son. Price 48. 6d. net. 


Although there is now a steadily growing mass of litera- 
ture devoted to telephone practice, due, no doubt, to the 
marked impetus which that particular branch of applied 
Science has received during the last decade, the authors in 
the preface to this book justify ite existence by pointing out 
that their production is not intended to conflict in any way 
with other books, either of an encyolop:edic character or of less 
pretentious design. It is intended, they say, for the amateur, 
the wireman, or the engineer, who desires to establish a 
system of communication on a small or fairly large scale. 

No intricate mathematics are employed throughout the 
book, and no instrument or system is mentioned that is 
not fully described and illustrated, so that the book is a 
thoroughly practical one and of use in many directions ; 
but it suffers from one serious drawback, as regards 
its value in this country, which is inherent from its origin. 
It deals solely with American practice, which, while being 
practically similar to English practice, for obvious reasons, 
as regard internal fittings and systems, is entirely at variance 
with the latter as regards the details of outdoor construction. 
As, however, it is in details that the differences occur, there 
should be no difficulty, should the book fall into the hands of 
English engineers, in adapting the principles laid down to our 
own particular methods ; for a glance at any telephone line in 
this country during the perusal of the book under review, во as 
to enable a comparison to be made, will readily enable 
anyone to build telephone lines which will comply with all 
the requirements found to be necessary over here. Without 
drawing invidious comparisons, we should like to empbasise 
one or two of the principal details wherein the nse of 
English methods seems to us to be somewhat in advance of 
those described in the book; for example, our method of 
arranging for the revolving of metallic loops around them- 
selves and adjacent loops, tends rather more to efficiency 
than the transposition system described by the authors. 
The method of dealing with stays, too, differs entirely 


from that employed here; in fact, it might 
almost be said to be impracticable in many 
cases. But to point out the differences between the 


constructional methods described by Messrs. Radcliffe 
and Cushing and those accepted as standard practice in 
Great Britain, would almost necessitate the creation of yet 
another book. We therefore prefer merely to indicate that 
American methods are given and leave possible readers to 
judge for themselves, feeling that English engineers might 
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have their ideas broadened not inconsiderably by reading of 
methods, which experience under conditions other than 


those under which they are called upon to provide com- 


munication systems shows to be necessary. 

We notice that the texts affixed to the two illustrations on 
page 51 have become interchanged, and we also notice two 
illustrations which might with advantage be reproduced 
upon all telephone users’ cards of instractions, where such 
are in use, showing how to speak and how not to speak 
into a telephone. 

On the whole, therefore, we are pleased with the book 
which, whilst not aiming at a very high ideal, certainly 
achieves its purpose; but we should like to say, however, that 
for the amount of matter which is published the price 
seems, in comparison with other literature which is available, 
to be rather high. Could this be reduced we feel sure 
that the book should command a ready sale. 


BUSINESS NOTES. 


Catalogues and Lists.—Messrs. SIMPLEX CONDUITS, 
LTD., London.— 32-page catalogue of their conduits and fittings, in 
which price reductions are announced, though we understand that 
quality does not suffer in consequence. Some general particulars 
and a numerical index lead on to illustrations with tabulated sizes 
and prices of the several light and heavy-gauge conduits, the grip 
continuity system, sockets, bends, junction-boxes, and so forth, also 
tools for use by conduit wiremen. A new feature is the pricing of 
galvanised material. We learn that the company is making large 
extensions at its Garrison Lane Works and at its different branches. 
The company has also issued a 16-page illustrated catalogue of 
sundry switcbes, ceiling roses, wall sockets, lamp-holders, spider 
fittings, &c. It has also issued show-cards drawing attention to its 
Simplex metal-filament lamps. 

BritisH INSULATED AND Herssy CABLES, LTD, Prescot.—Bix 
new illustrated leaflets have been issued dealing with the following 
manufactures:—Aluminium wire, strip and sheet; transformer 
fuse-boxes, terminal boxes, tramway section-boxes, demand indi- 
cators, and aluminium joints, Also pamphlet (P58) of twenty 
pages containing descriptions with illustrations of Prescot house 
fuse-boxes of the separate pole type for 250 and 500 volts. 

Tug EXRAR DID METAL CO., Lrp, Stranton Works, West 
Hartlepool.—Catalogue (Section No. 3) giving particulars of their 
expanded metal screens for switchboards, doors for bigh-tension 
cells, expanded metal covers for water starters, lamp guarde, also 
guards for motor-driven machines. A list of electrical firms and 
works to whom the foregoing have been supplied appears at the end. 

GILBERT Авс Lamr Co., Ltp., Chingford.—Eight-page pamphlet 
giving particulars, illustrations and prices of their flame lamps 
and enclosed arcs. 

PREMIER ELECTRIC CowrBon Co, Lrp., Premier Works, Red 
Lion Street, Clerkenwell, E.C.— New edition of their cataiogue 
wherein are well arranged numerous views with descriptive and 
price particulars of their various starting and regulating apparatus, 
reversing controllers, ironclad switches and circuit-breakers, fuse- 
boxes and boards, and high-tension oil switches. 

Мв. A. E. MALLABDIRE, 51, Cheapside, London, E.C.—Show list 
particularising and pricing a number of draughtsmen’s tools. 

Ма. T. Scorr ANDERSON, Royal Insurance Buildings, Sheffield.— 
Two small pocket pamphlets, one entitled The Electrical Manu- 
facture of Steel by the Anderson Patente," the other dealing with 
. '' Electrolytic Copper Recovery." 

Episox & Swan UxirEp ELECTRIC Ілонт Co., Lro., 36 and 37, 
Queen Street, E.C.—Catalogue Section II (fourth edition) giving 
illustrations and prices of a number of electric fittings for ship, 
factory, colliery, street and traction service. The fittings are sup- 
plied with rubber rings, rendering them watertight as well as gas- 
tight. Some all-porcelain fittings are shown suitable for colliery, 
chemical and other work. 

Messes. FALE, STADELMANN & Co., Lrp., 83, 87, Farringdon 
Road, E.0.—This is a new and full catalogue of 112 pages wherein 
the firm has set out illustrations with prices of a large variety of 
electric light accessories. In addition to such lines as lampholders, 
multifarious switches, advertising signs, wires, conduits, and many 
other articles, they have now included some new lines, including 
arc lamps, motors, and water-tight fittings. The Efes“ code and 
a full numerical index occupy the last few pages of the book, which 
should be cf use to the trade. 

Sun ELECTRICAL Co., Lro., 118-120, Charing Cross Road, W.C.— 
Two leaflets, one relating to glass shades for Osram and tantalam 
lamps; the other describing and illustrating the Adjusto” 
patent universal joint window fitting. 

INDESTRUCTIBLE CABLE Co., 47-51, Park St., Southwark, S. E.— 
Small pamphlet relating to the advantages of “ Indestructible ” 
wires and cables. 

BRUSH ELECTRICAL ENGINEERING Co., LTD., Belvedere Road, 
S.E.—Leaflet giving information and prices of Brush incandescent 
lamps; also а folding pocket-card giving a list of branches and 

encies. 

Е Мхзввв. Parer BROTHERHOOD, LTD., 53, Parliament Street, B. W.— 
Illustrated pamphlet (“ D“) describing their fluid friction 
dynamometers for high and moderate speeds. 


Crypto ELECTRICAL Co., 155 and 157, Bermondsey Street, S. E.— 
Publication giving details, prices, weights, &c., of single, two and 
three-phase Crypto a.c. motors. 

Messes. А. P. LUNDBERG & Sons, Liverpool Road, Islington, N. 
— Advance proof of a 10-page pamphlet wherein are described and 
illustrated in the firm's usual style, the latest types of the Pivot 
combination,” one of these being an improved type with recessed 
terminals. Various patterns of covera are shown, and a number of 
some of the latest examples of the firm's novelties which they are 
just ready to supply for the current season, are included. Parti- 
culars of the "Pixy" bell push which is also made for surface 
fixing are given. 

Messrs. JOHNSON & Puitures, Ltp., Charlton.—Two new coded 
price lists, one of which deals with continuous-current dynamos 
and gives prices for shunt-wound and compound-wound machines 
for open, protected and totally enclosed types for 110, 220 and 440 
volts, The other gives prices for alternating-current motors and 
starters. The A. C. motors listed are for two or three-phase, and the 
prices cover machines with wound rotors and also short-circuited 
rotors for pressures up to 550 volts. Both protected, ventilated 
enclosed, and totally enclosed types of machines are dealt with. 


Private Meeting.—CHaRLEs ARTHUR HEMINGWAY, 
trading as Hemingway & Pritt, electrical engineer, Eton Stre-t, 
Richmond.—A meeting of the creditors of the above was held 
last week, when a statement of affairs, as at October 5th last was 
presented. This showed liabilities amounting to £2,603 19a., of 
which £488 168. was due to trade creditors. There were also cash 
claims for £1,744, a bank overdraft of £306 and private creditors 
for £65. After allowing £56 for preference claims, the assets were 
expected to produce £787 11s., a deficiency being thus disclosed of 
£1,816. It was stated that the debtor started in business for him- 
self in 1893, and traded alone up to 1901. He was then joined in 
partnership by a Mr. Pritt, who introduced fresh capital to the 
extent of £1,000. In September, 1906, the partnership was dis- 
solved, Mr. Pritt retiring, but he did not take anything outof the 
business. The principal cash creditor was Mr. Pritt, the father of 
the debtor's late partner. It appeared that in all he had advanced 
a sum of £2,400, and when the partnership was dissolved he 
pressed forthe repayment of the money. Eventually an arrange- 
ment was come to by which the claim was reduced to £1,500, 
which was allowed to remain in the businene, interest being paid 
at the rate of 4 percent. The interest bad been regularly paid. 
The other cash creditor was a Mrs. Inglis, sister of the debtor, who 
advanced a sum of £200 at 4 per cent. interest. Between 1901 
and 1906, there was a gross profit of £1,282, although in 1902 there 
was a loss of £350. The profits made during the period named was 
not sufficient to pay the partners’ drawings. The debtor bad no 
offer to make, and eventually it was decided to deal with the 
matter under a deed of assignment. The following were also 
appointed to act as a committee of inspection — Mr. Whitford 
(General Electric Co.); Mr. Rooke (Sloan Electrical Co.); and Mr. 
E. H. Hawkins (Poppleton & Appleby). The principal creditors are: 
General Electric Co. 476 Siemens Bros. & Co. 


Berry, Skinner & o. zu 63 Edison & Swan Co. is . 10 
Sloan Electrical Co. , 80 Harris, J. F. and &. . 10 
Faraday & Co. a - - 20 Stearn Electrical Co. 9 
Carter & Ainsley, Ltd. .. . 25 Sun Electrical Co. „ „ 10 
Simplex Conduit Co. .. 70 Youngé Marten .. 10 
Tucker, H., & Со... s 96 


Trade Announcements.—With reference to the 
circular issued several months ago announcing the approaching con- 
version of their business into a limited liability company, 
Messrs. Schirr & Co. now state that from yesterday's date, 
the 15th inst., their firm is to be known as Ship Carbons, Ltd. 

THE GENERAL ELECTRIC Co., LTD., announce that their Birming- 
ham branch is now situate at 42, High Street, and extensive show- 
rooms, containing all the latest designs in electrical fittings, heat- 
ing and cooking apparatus, fans, plain and fancy lamps, glass and 
silk shades, &c., have been opened. 

Owing to the large demand for “Tantalum” lamp show-cards 
issued by Messrs. SIEMENS Ввотневв Dynamo Works, LTD., & 
reprint is now in course of preparation, and all applications will 
be filled at the earliest possible date. 

Мв. G. T. FAIBBBOTHERB, who was for some time in charge of the 
Cooper-Hewitt mercury vapour lamp, and haa large experience їп 
handling it, has joined Messrs. Ward & Cuningham, at Craven 
House, Kingsway, W.C., who are acting as distributing agents to 
the trade for these lamps. 


Bankruptcy Proceedings.—W. T. GARXETr.—Tbe 
public examination took place at Bradford on October 7th. Details 
having previously been published in our columns, The debtor, 12 
answer to questione, admitted that every business he had touched 
had been a failure. He estimated that he had lost £8,000 in the 
last 12 months from a fall in the price of copper. In the case of 
every business which he had conducted himeelf, he had had to rely 
upon the assistance of the bank. He had had a partner in the 
cable-making business, a Mr. Stell, who was to have 5 per cent. of 
the profite, but there were no profits. The reason which he bad told 
the Official Receiver privately for the taking in of a partner F 
that business was the only reason. He had a cheque dishonoure 
in May, owing to his arrangement with the bank being tbat his 
overdrafts should not exceed £4,00C. In reference to bis trans- 
actions with Messrs. Johnson & Nephew, of Manchester, he sent 
out his manager to Scotland to get him some accounts, but ae 
then could not get suflicient to pay them. That was why 10 
deposited goods with them. Up to four years ago his househo 
expenses were £2,500 а year, During the last four years they 
only been £400 a year, his wife and son having maintained n 
selves in the Sonth. In 1895 he would be worth about £50,000, bu 
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he had since had disastrous experiences in a boot-lace business, a 
filter-making company, an Eastern export merchant’s business, and 
eventually the cable business, The examination was closed. 


Roller Bearings.—The Empire ROLLER BEARINGS 
Co., Ltp., has received an order for 1,216 wheels and roller bearings 
complete for India, and amongst other contracts recently secured 
are orders for roller bearings for the Ordnance Department and 


the Admiralty. 
Norway.—The Nordiska Bolaget för Metalltradslampor 


is the name of a new company which has just been formed in 
Brussels, with a capital of £20,000, to manufacture electric lamps in 
Norway. 

Book Notices.—Gas Works Directory and Statistics for 
1908-9. London: Hazell, Watson & Viney, Ltd. 10s. 6d. net.— 
This is the thirty-first issue of this directory, and the material con- 
tained in it is revised to July, 1908. It forms a very useful index 
of gas-works in England and Wales, Scotland and Ireland, and 
also contains a foreign and colonial section. There is a general 
index of officials (chairmen, managers, engineers and secretaries) 
of gas lighting worke, and lists of associations of managers and 
engineers. | 

“Transactions of the Glasgow Technical College Scientific 
Society.” Vol. IV, Part 6, Electrical Hoisting Machinery, by J. 
Ritchie; Part 6, Feed Water Filtration and Purification, by A. E. 
Shute ; Part 7, Application of Electricity to Pumping, by W. C. 
Mountain. Glasgow: The Technical College. Price 2s. each 


Proceedings of the American Institute of Electrical Engineers." 
October, 1908; Vol. XXVII, No. 10, Paper on High-Potential 
Underground Transmission, by P. Junkersfeld and E. O. Schweitzer. 
New York: The Institute. Price 50 c. 


Dissolutions and Liquidations.—MULTIPHONE Co., 
Lrp.—This company is winding up voluntarily with Mr. E. G. F. 
Medley, 6, Farringdon Avenue, E.C., as liquidator. 

CHARLES A. MULLER, electrical accessories merchant, 10, Arcade, 
Westgate, Bradford.— Messrs. Karl Oscar Müller and Car! Müller 
have dissolved partnership. Mr. Carl Müller will continue the 
business under the same style. 

For Sale.—The extensive ground and buildings of the 
Scorrism CyaNnIDE Co., Lip. (in liquidation), at Kirkland Works, 
Leven, Fife, are offered for sale by private treaty, as will be 
observed from an advertisement appearing in this issue. 


LIGHTING and POWER NOTES. 


Accrington.—A sum of £604 was the net revenue from 
electricity for 1907.8, and the number of units supplied for 
lighting and motors was 1,580,339, against 770,291 for the pre- 
ceding year—more than double. The total number of units sold 
was 2 006 602, against 804,293 for 1906-7. The electric tramway 
commenced work in August, 1907, and though some months elapsed 
before the whole system was brought into use, there was an increased 
revenue from it of £10,820. The net revenue from the undertaking 


was £1,115. 


Acton.— A conference was held on Friday last week 


between representatives of the U.D.C. and the Metropolitan Elec- 
tric Supply Co. The company supplies the Council with energy in 
bulk, and the conference was held with regard to the fact that this 
arrangement has operated hardly upon Acton from a financial point 
of view. It is understood that on Friday a proposition was made 
on bebalf of the company, and will be considered by the Com- 
np of the Council which is in charge of the electrical under- 
g. 

Boyle (Co. Roscommon).—At a meeting of Boyle 
Rural Council on the 10th inst. the question of the lighting of 
the town, which bad been in darkness for several nights previously, 
came up for discussion, and from this it appeared that the town was 
lighted by electricity for some years, but that this season it 
had fallen through owing to the fact that Mr. Hugh Stewart, the 
contractor, had not come to an arrangement with the Town Com- 
missioners as to his payment for the three previous balf-years. А 
resolution calling проп the L.G.B. to hold an inquiry into the 
matter, and asking for the views of the ratepayers concerned 
a8 to whether the lighting of the town should be taken from 
the Boyle Town Commissioners and transferred to the Council, 
was passed. 


Braunton.—Messrs. Crompton & Co., of London, are 
interesting themselves in a scheme for the installation of electric 
light. A mutually satisfactory arrangement has been come to with 
the L. & S.W.R. Co., which will tend to lessen the cost, and if 
En support is promised the scheme will be entered upon at 


Brazil.—The Rio de Janeiro Light and Power Co., 
which has spent some 4 million pounds in electrical enterprises in 
connection with the City of Rio de Janeiro, for which it holds the 
sole concession from the Municipal Government of the Federal 
District, is now faced with unlooked-for competition, Messrs. 
Guinle & Co., a local firm, having induced the Federal Government 
to conclude & sort of contract enabling them to supply energy to the 
Central Railway at 20 reis per Kw.-hour. The Federal Govern- 
ment appears to be acting independently of the municipal 


authority, with a view to compelling the Rio Co. to contest its 
rights. The latter company claims that it is at the present time 
supplying power at much lower rates than that mentioned. 

Plans presented by Messrs, Guinle & Co. for an electric 
power transmission line for the purpose of conveying energy from 
the hydro-electric works on the river Itapanhau to Santos, State of 
Sao Paulo, have been approved. 


Cardiff.—The town clerk has reported that the necessary 
powers required by the Corporation to wire consumers’ premises 
and let out electric motors on the hire system can only be obtained 
by Act of Parliament, it being impossible to obtain them by pro- 
visional order. The matter has been referred to the Parliamentary 
Committee, with a view to a clause, or clauses, being inserted in the 
next Bill to be promoted in Parliament, empowering the Corporation 
to undertake the work. 


Continental Notes.—Bosnia - HERZEGOVINA. — Two 
hydro-electric schems on a large scale have been devised in Bosnia- 
Hersegovina. An artificial fall is to be created on the river 
Narenta, just above the village of Jablanica where the river makes 
a borseshoe bend, by the construction of a tunnel 21 km. long. The 
fall will have a height of 62 m., giving some 25,000 H. p. 
Application for a concession for this scheme is being made by a 
Dalmatian syndicate in Spalato. The other power station is pro- 
jected at Lug, near Prozov, on the river Rama, a fall of 120 m., 
yieldiog 24,000 H. P., will be obtained by means of a tunnel 3 6 km. 
long. The concession for this is being sought by another Dalmatian 
syndicate, whose headquarters are at Zara. A portion of the 
power obtained from the Narenta fall will be used for the electri- 
fication of the Sarajevo-Mostar-Metkovic railway ; the remainder 
of the energy will be available for industrial undertakings and other 
applications. Jablanica lies about 40 km. from Mostar and 80 Кш. 
from Sarajevo. ' | 

GzgBMANY.— The municipal central electric lighting station in 
Zittau, Saxony, is about to be extended at an estimated cost of 
£13,500. 

Large central electricity works are to be built at Weissensee, 
Silesia, to supply the surrounding industrial district. 

It is proposed to expend £70,500 on the extension of the Posen 
municipal electricity supply works. 

IraLy.—Engineer Nitti has arranged terms with the Government 
Commissioners of Vetralia to erect and set to work an electric 
generating station for the town and neighbourhood. The work is 
to be commenced at once and pushed throngh to completion as 
rapidly as possible, 

Russta.—S8t. Ретевѕвовс.—Тһе electricity supply companies 
in the Russian capital, which are administered from Berlin, have 
combined as a syndicate for the raising of the charges for lighting 
and power purposes. As a consequence, the University, the Berg 
Institute, and а number of public establishments, whose contracts 
with the Helios and other companies will shortly expire, are con- 
sidering the question of laying down generating plant of their own. 


Crumlin.—Messrs. Partridge, Jones & Co. are sinking 
and equipping new collieries at Crumlin, which will have an esti- 
mated output of 18,000 tons of coal per week. Electricity will be 
used for various subsidiary work, two 750-B. H. P. engines and 
generators being installed for motor driving, and two 70- B. H. p. sets 
for lighting. The whole of the electrica! equipment has been 
entrusted to Messrs. R. Alger & Sons, of Newport. 


Dublin.— А special meeting of the Corporation was held 
on the 12th inst. for the purpose of considering reports from the 
Lighting Committee. On the motion of Mr. Altman, seconded by 
Mr. Doyle, the recommendation of the Committee that Messrs, 
Babcock & Wilcox's tender to supply the boiler, plant and acces- 
sories at £6,432 be accepted, was adopted. A further recommenda- 
tion те the extension of the public electrical lighting was referred 
back to the Committee for amendment in some respects. 

The Castle— parts of which date from the thirteenth century—is 
being modernised in several ways. A large staff of workmen are 
engaged in carrying out various improvements, and these include 
the extension of the electric lighting, which is to be established in 
every department of this huge building— which ів the headquarters 
of the Irish Government— and the installation of an electrical lift 
for the purpose of transporting luggage. 'These improvements 
are to be completed before the Castle season opens. 


Fintona (Co. Tyrone).—This town is interested in 
an electric lighting scheme, and the Town Committee is in com- 
munication with firms on the subject, on the basis of a substantial 
guarantee. The motive power can be easily supplied by the river 
—one of the tributories of the Mourne—which flows through the 
town. 

Felixstowe.—The Council has decided to offer the com- 
pany £8,000 for its interests in the electrical undertaking, excluding 
certain gas plant, &c., the offer depending on acceptance in 14 days, 
completion of contract in 28 days, and L.G.B. sanction to the 
necessary loan before February, 1909. The above offer was decided 
on after receiving the report of Mr. R. P. Wilson on the probable cost 
of the Council's proposed new planf. The figures given in this 
connection were: Steam (outfall site), £7,895; steam (town site), 
£6,310; and Diesel plant (present site), £4,225. Plans and speci- 
fications are to be got out for whichever scheme is decided on, and 
tenders are to be obtained. | 


Frimley.—At a meeting of the U. D.C. on October 6th, 
a letter was read from the general manager and secretary of the 
Aldershot Gas and Water Co., stating that application was being 
made to the B. of T. for powers to supply electricity in certain dis- 
tricts, including the area named in the Camberley E.L. Order 
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1906, the revocation of which was now under consideration by the 


B.of T. Thesupport of the Council was solicited. The Council 
referred the matter to a Committee. 


Glasgow.—The engineer of the electricity department 
has been instructed to make a statement showing the sum required 
to meet capital expenditure in the near future, the treasurer having 
reported that the unexhausted borrowing powers of the electricity 
department as at this date amount to only £50,000, that the amount 
which the Oorporation had obtained authority to borrow was 
£1,850,000, and that it will be necessary to make application to the 
Secretary for Scotland for consent to borrow a further sum of 
£150,000. 

A special sub-committee of the T.C. has been asked to report 
upon the proposed extension of the Port Dundas power station, a 
plan and report in connection with which has been prepared and 
submitted by the engineer. 

From the annual report of the Glenboig Union Fire Clay Co. it 
appears that £4,928 was expended in payment for the first portion 
of the electric power plant already installed, the practical working 
of which had satisfied the directors that the company would fully 
reap all the benefits anticipated by the change from steam to electric 


power. The complete installation will be accomplished during the 
current year. 


Hereford.— With a view to inducing consumers to use 
electricity for lighting during dark days, the T.C. has adopted the 
two-rate meter system, by which current will be supplied at power 
rates between midnight and 5 p.m. for the December and March 


quarters, and between midnight and 8 p.m. for the June and Sep- 
tember quarters. 


Ноте, —А resumed B. of T. inquiry into the application 
of the Corporation for a reduction in the price charged for electri- 
city for lighting by the Hove Electric Lighting Co., was held on 


October 8th. The inquiry was closed, and the inspector will report 
to the Board in due course. 


Liverpool.—The subject of the four turbines supplied 
by the Westinghouse Co. for the Lister Drive electricity generating 
station was again discussed at length at the T.C. meeting on 
October 7th, on the presentation of the consulting electrical 
engineer's report. Sir Wm. Bowring described the report as 
" whitewashing,” and said that teste had been made of the tur- 
bines, and these had been reported upon as satisfactory. Yet, 
notwithstanding, they found that the machines had been per- 
petually under repair, and had even been reconstructed. Why, he 
asked, was all this expense on alterations disguised from the public? 
He contended that Liverpool had the dearest electrical installation 
in the kingdom. The position of the Committee and of the electrical 
engineer wae vindicated by Sir Charles Petrie, who declared that 
there bad never been anything to conceal, and that the turbines had 
worked quite satisfactorily. Sir Wm. Bowring’s amendment to 
refer back the report was defeated by 60 votes to 19—an emphatic 


endorsement of other decisive votes of the Council on the same 
subject. 


London.—L.C.C.—The Finance Committee, reporting 
at Tuesday's meeting of the L.C.C., stated that the Battersea B.C. 
had applied for a revision of the period (20 years) of its loans for 
mains and house services, by the substitution of the new terms now 
allowed by the Connty Council of 30 and 12 years respectively. 
Unlike other boroughs, Battersea adopted an arrangement for 50 
years and 20 years for different parts of the undertaking. The 
Battersea B.C. was repaying all its loans on the instalment system, 
thus reducing the debt more rapidly than those undertakings which 
had adopted the annuity method. The net result of the proposal, if 
given effect to, would be a reduction in the loan repayments of about 
£1,400 a year. The Committee submitted a recommendation to give 
effect to the desired variations, setting forth the loans in detail. 

Сттү.— Mr. Adrian Collins is to be consulted by the City of 
London Guardians, with a view to reducing the cost of electric 
lighting in the infirmary and workhouse. 

SHonEDITCH.—The President of the Board of Trade ів to be asked 
to receive a deputation from a conference of local authorities 
convened by the B.C., who desire similar powers to be given to 
local authorities for linking up their undertakings as those proposed 
to be conferred on companies by the London Electric Supply 
(Companies) Bill. Each local authority within the area cf the 
Bill is to be asked to appoint two delegates to the deputation. 


Loughborough.—The T.C. has agreed to secure the 
services of an expert to advise on the general management and 
finances of the electricity undertaking. 


Lowestoft.—The T.C. has decided to light sundry streeta 
in the borough with electricity in place of gas. "This will result 


in 19 gas lamps being replaced by 27 electric lamps. The estimated 
cost is £3 per lamp per annum, 


Marlow.—At the last meeting of the Urban Council an 
application was received from Messrs. Wethered, the well-known 
brewers of that town, for permission to lay electric light cables. The 
matter was referred to a committee of the whole Council. 


Pembroke.—At the weekly meeting of the U.D.C. the 
draft mortgage for a loan of £6,000 to carry out the electric 
lighting was read, and it was decided to complete the mortgage as 
soon as possible. 


Ramsbottom. — The local U.D.C. has given the 
Lancashire Electric Power Co. permission to supply electricity to 


the Cuba Mill Co. at Stubbins, near Ramsbottom, upon certain 
conditions. 


Rhyl.—At a meeting of the U.D.C. on Monday, a letter 
was read from the Llandudno and District Light Railway Co, 
asking if the Council would meet to discuss terms as to providing 
Rhy! with а tramway. 16 was agreed to go into the matter. 


Middlesbrough.—The Т.О. has decided to introduce 
electric lighting along the principal thoroughfares. 


Motherwell.—In quoting & report last week on the 
low average price obtained at Greenock for electricity, we in- 
advertently slighted Motherwell, which claims to sell at 1:30d., aa 
against 1:62d. per unit at Greenock, and, moreover, generates at 
*65d., as against the 92d. of its neighbour. 


Sheffield.—A L. G. B. inquiry was held on October 7th 
into the Corporation’s proposal to borrow £120,000 for various 
municipal projecte, including £11,000 for electricity purposes. 
Opposition was offered by the traders in electrical fittings, 
and a legal fight as to the right of the Corporation to sell wires 
and fittings was foreshadowed. 


South Africa.—The Germiston T.C. is recommended to 
extend the present lighting contract with the Victoria Falls Power 
Co. for 12 months from September, 1908. Tenders are to be 
invited up to December, for a supply in bulk to the municipality, 
and itis intended to raise £20,000 to carry out the work in the 
event of & tender being accepted, and £40,000 if the Council 
establishes ita own scheme. 

VicroRIA Farts Power Co.—News has been received to the 
effect that the new 6,000-kw. station at Brakpan has started work, 
and is supplying power to a number of mines. 

A fatal boiler explosion occurred at the Cape Town power station 
ofthe Cape Government Railways on September 17tb, by which a 
fireman lost his life, and a cleaner and switchboard attendant were 
seriously injured. There were eight men on shift at the time, and it 
wa8 very fortunate that there were no more casualties, as portions of 
the buildings were wrecked and windows broken over a large ares, 
besides portions of the débris being scattered for half a mile. The 


steam pressure was 150 lb. per sq. in. A Government inquiry will 
be held shortly. 


Straits Settlements.—The Government has sanctioned 
the proposal of the Penang Municipal Commissioners to raise a loan 
of 100,000 dollars, for the extension of the electric lighting and the 


ya оВ of the electric generating plant in the Northern Settle- 
ment, 


Tonbridge.—The U.D.C. has received from the L.G.B. 
sanction to a loan of £3,053 for excess expenditure, new plant and 


prospective expenditure on mains; to a loan of £150 for house 
services; and to a loan of £150 for meters. 


Warrington.—The T.C. has adopted the following scale 
of discounts to consumers :—Lighting, from 1s. 2d. in the pound 
for below 120 units per quarter to 2s. 2d. between 9,000 and 
12,149 units. Power, from 1s. ia the pound for between 2,500 and 


А units рег quarter to 28. 6d. for between 205,000 and 234,999 
uni 


Ld 


West Ham.—The borough treasurer’s report on the 
electricity accounta for the past financial year has been submitted. 
He said he did not propose to reply farther to the statement of the 
electrical engineer that the deficiency for the year was in some way 
attributable to Jack of information in the treasurer's department. 
e. deficit was simply due to the disparity between the coste and 
charges. 

The annual report of the electrical engineer and manager set 
forth that there was an increase in revenue of £9,745. Against 
this, however, the expenditure had gone up by £12,586. A portion 
of the increase under the latter head was due to the higher price 
of coal and the increased output. The major portion of the 
increase in revenue was owing to the greater amount of energy 
sold for power (£6,660). He (Mr. Seabrook) was aware that it bad 
been stated that the losses of the undertaking were greater than in 
the previous year (when the loss was £1,829) because they had been 
supplying power below cost price. He contended, however, that 
the charges were correctly calculated and applied, and he was sure 
the Committee would feel more contident on this point when it bad 
received the report now being prepared by Mr. Arthur Wright. 


Windsor.—The Board of Guardians is stil] being urged 
to adopt electricity for lighting and power purposes at the work. 
house. At the last meeting of this authority it was stated that if 
electricity were installed, it would mean a saving in the lighting bill 


of over £40 per year, and if the energy were used for pumping water 
£164 per annum would be saved in that respect. 


Worcester.—At a meeting of the T.C. on October 6th, it 
was reported that the plant at the Powick generating station had 
been disposed cf to Messrs. Thos. Ward & Co., of Sheffield, for £850. 
It was originally estimated that £1,650 would be realised, but the 
low price obtained was owing to the fall in the price of copper from 
£110 to £56 per ton. | 


Flame arc lamps of a total of 32,000 c.P. are to be installed at 
he Butter Market. 
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TRAMWAY and RAILWAY NOTES. 


Burnley.—The London Electrobus Co. has applied to 
the Tramway Committee for a licence to open a service of 
` electric omnibuses in the borough, where no electric tramway 
service is afforded. A recommendation has been made that in the 
event of the application being acceded to, traffic should be confined 
to strictly suburban routes, and the town clerk has informed the 
company of the Corporation'a powers to run and work motor- 
omnibuses. 


Continental Notes.—ItaLy.—The Government has 
provided & credit of 70 million lire for the establishment of 
electric traction on severallines where there are heavy gradients 
and long tunnels. The following table gives the names of the 
lines and the length in km. The second column represents the 
cost in millions of lire estimated for the necessary work on the 
permanent way, the balance being the estimated expenditure for 
locomotives and accessories :— 


Cost in 
Length millions of 

Lines. in km. lire. 
Bardonecchia- Modane si S 22 37 
Domodossola-Iselle ... T jus 18 2°4 
Gallarate-Arona ie dd Sot 26 2°2 
Gallarate-Laveno  ... Em eat 32 26 
Milano-Lecco a oie Ка 51 36 
Usmate-Bergamo  ... s "S 26 0:5 
Calolzio-San Pietro ... m es 19 2:9 
Savona-Ban Giuseppe is des 21 2:5 
Pontedecimo-Bussola ке ix 11 48 
Galleria-Genova "T ee 4 1°0 
Pistoia-Porretta id ses M 40 3°0 
Napoli-Salerno ia pi: vin 54 } 50 
Torreano-Castellamare 6 


The Government bas also granted a concession toa company of 
Italian, Belgian, and French capitalists to construct a high-speed 
electric railway between Rome and Naples, the length being about 
200 km., and the journey to be done in two hours; the existing 
line is 250 km., and the journey occupies five hours. 

The provincial authority of Lucca has been asked to granta 
concession for constructing and working an electric tramway from 
the town to tbe Tovie, to Maggiano, and to Santa Maria del Guidice. 
This last line will traverse a very thickly populated district, and 
wil probably be extended to Bagni, and subsequently to Pisa. 
The overbead system is to be adopted, and the cars will be of the 
same type as in Milan, with 34 seats; the necessary energy will be 
provided from the hydro-electrical works which are now under 
construction at Serchio. | 

The construction of the railway betvreen the towns of Genoa and 
Bersalla has been commenced, and when completed the line will 
greatly facilitate the heavy traffic from the port of Genoa. The 
whole of the machinery and the buildings are so far advanced, that 
unless unforeseen difficulties arise, it i8 hoped the line will be 
opened eárly next year. 

AUSTRIA.— The Austrian Ministry of Railways will shortly be 
able to submit definite projects for the electrification of the Alpine 
railways, as the engineers of the Railway Administration have as 
good as finished their labours. Four leading projects engaged 
attention. The lines to be electrified will be first the Attnang- 
Belzthal, which will serve as an experimental line; the Vorarlberg 
will then come under consideration, principally on account of its 
international importance, as well as to dispose of the burdensome 
smoke question. The two lines to follow will be the Trieste- 
Optschina and the Vintschgau railways. 

Rvssra.—According to the Russ a congress was held at the end 
of September in St. Petersburg of the heads of the Railway Ad- 
ministrations, with the object of considering the introduction of 
electric working on the following lines:— Moscow-Charkov, Sebas- 
topol-St. Petersburg, Warsaw-St. Petersburg, and on the lines of 
the following cities: —St. Petersburg, Wilna, Kiev and Odessa. 


Croydon.—The B.C. on Monday evening authorised the 
doubling of another small length of track in High Street to mini- 
mise, ав far as possible, the delays occasioned by the narrowness of 
the thoroughfare. The estimated cost ofthe work is £616. For the 
three weeks ended September 25th, 1,029,638 passengers were 
carried, an increase of 67,499 on the corresponding period of last 
year, the receipts being £4,639, as compared with £4,275. 


Folkestone.—At a meeting of the T.C. on October 
7th, the Mayor hinted that the National Electric Construc- 
tion Co. would in all probability write to the Council in a few 
days suggesting that the overhead system should be substituted for 
the surface-contact system for the proposed tramways. It will be 
remembered that the Earl of Radnor, who owns the greater part of 
Folkestone, is opposed to the use of overhead wires. The company 
has asked Hythe T.C. to acquiesce in the use of overhead wires, 
but the Council has deferred decision in order to ascertain what 
Folkestone T.C. will do in the matter. 


Gateshead.—At a meeting of the T.C. on the 7th inst.; 
considerable correspondence was reported to have passed between 
the Town Improvement Committee and the Gateshead and District 
Tramways Co., with reference to proposed alterations and 
extensions on the system. The Committee reported that it was 
prepared to recommend the Council to agree to the proposed 
application by the tramway company to Parliament in the ensuing 
session, to postpone the date for the exercise by the Corporation of 


ita powers of compulsory purchase of the company’s undertaking 
until August, 1927, subject to the company extending and doubling 
certain routes, paying а contribution to certain widenings, and 
arranging the alteration of the wagon way at Wrekenton. On 
behalf of the company, a reply had been received suggesting 
that the date of the exercise by the Corporation of its powers of 
compulsory purchase be postponed for 10 years, viz., until August, 
1932. To this the town clerk had replied that the Town Improve- 
ment Committee was prepared to recommend the Council to agree 
to a period of eight years, from August 12th, 1922, as the extension 
period before compulsory purchase. After discussion the report 
was adopted. 


Greenock.—In connection with the new torpedo factory, 
& proposal is on foot to construct an additional tramway which 
would serve the working-class districts and a large area at present 
unprovided with traffic facilities. 
of the 


Hanwell.—The Commissioner Metropolitan 
Police has forwarded to the U.D.C. the report of the local Inspector 
on the condition of the tramway track in Hanwell, in which he 
states that almost invariably it has been found that the noise is due 
rather to the condition of the track than to that of the cars. The Com- 
missioner adds that he has no control over the condition of the 
track. The Council has decided to ask the B. of T. to intervene. 


Hove.—The T.C. has invited the London Electrobus 
Co. to renew its application to open a service of buses in the town 
in three monthe’ time. The local Omnibus Oo. is converting its 
petrol vehicles for electrical working, and is negotiating for the 
purchase of three more electrical 'buses. 


Hythe.—At the monthly meeting of the T. C., an inti- 


mation was received from the agenta of the Folkestone, Sandgate and 
Hythe Tramways Co. that it intended to apply for Parliamentary 


powers to amend its Act of 1906, and to substitute the overhead 


system for the Dolter surface-contact system then proposed. A 
long discussion took place on the matter, it being feared evidently 
that the company might isolate Hythe unless a conciliatory attitude 
were adopted, and in the end the matter was deferred for & week 
pending inquiries by the town clerk as to the position of the other 
authorities concerned, 


Lincoln.—A proposal has been considered by the 
Electricity Committee for extending the tramways to the eastern 
and western portions of the city, at an estimated cost of £24,000. 
The matter is to come before the Council for consideration. 


Liverpool.— In dealing with a proposal before the City 
Council on Wednesday last for a new tramway route to Broad 
Green Road, Liverpool, Sir Charles Petrie (Chairman of the Elec- 
tricity and Tramways Committee) said the Committee thought it 
might be possible to run cars there by means of the trackless 
trolley system, and had the question under consideration. 


London.—A fire occurred last evening at the County of 
London Electric Supply Co.’s generating station, Oak Wharf, City 
Road, causing damage to a switchboard and a portion of the roof of 
the engine room. A workman named Frederick Collings was also 
slightly burnt. Some inconvenience was caused to consumers. 


New South Wales.—The construction of a tramway 
from Broadmeadows to Waratah, Newcastle, is being urged, the 
estimated cost being £15,800; the proposal is to be submitted to 


the Cabinet. 


Taunton.—At a meeting on Tuesday of the T. C., five 
petitions were presented, signed by a large number of the ratepayers 
and residents along the line of route of the tramways, complaining 
of the excessive noise caused by the cars, and asking the Council to 
take steps to compel the company to run the cars more quietly, as 
the present noise was seriously detrimental to business. A proposal 
to apply for an injunction against the company was rejected by 11 
votes to 6 in favour of steps being taken to obtain expert evidence 
as to the state of the tramcars and track. 


Victoria.—Last October the Government invited Mr. 
C. H. Merzto Melbourne with a view to his reporting on the advisa- 
bility of electrifying the State-owned suburban railways, which are 
at present steam-operated. Mr. Merz’s report was received by this 
week’s English mail; its main features have already been made 
public. The Premier has stated that the report is such that he 
does not see any course open to the Government but to proceed 
with the electrification of the first stage of 29 miles; and there is 
scarcely any doubt that Parliament will sanction the work. The 
estimated expenditure for this first stage with necessary power 
station and sub-stations is set down by Mr. Merz at £801,880, made 
up of the following items:—Electrification of Port Melbourne, St. 
Kilda, Sandringham and Broadmeadows railways. Route length, 


29 miles: 
Power station, high-tension feeders and sub-stations, 


including spares for power department £386,357 
Track equipment, including low-tension cables and 
alterations to permancnt way and spares 170,328 
New rolling stock (less credits), alterations to existing 
stock and electrical equipments, including spares 221,657 
Inspection pits and car-shed ds 882 кө 23,588 
£801,580 


Walsall.—The drivers on the Bloxwich section of the 
tramways have presented a petition to the Tramways Committee 
stating that a little more time is necessary for the running to be 
carried out satisfactorily to the Committee, the public and them- 
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selves, and that the present running will tend in time to break 
their constitutions.” The manager having reported that to increase 
the time allowance an extra car would have to be brought into 
service at a cost of £104 per annum in wages alone, which would 
reduce the saving effected in working by reason of the construction 
of the double lines, the Committee has instructed the manager to 
inform the drivers that it is unable to increase the time allowance. 


Whickham.—At a meeting of the Urban Council on 
the 8th inst., the Committee appointed to consider the establish- 
ment of a tramway service, reported that Mr. William Morrison, 
manager of the Gateshead and District Tramways Oo., had attended 
a meeting of the Committee, when the chairman explained the 
urgent need for such a service throughout the district, and 
especially the extension of the tramways from the Bensham 
terminus, Gateshead, so as to tap Marley Hill and district, 
and from the Cross Keys, Dunston, on to the main road at 
Swalwell The Council, in accordance with Mr. Morrison's 
suggestion, decided that plans should be got out for the two 
schemes, and forwarded to the tramway company, with a request 
that the directors should meet the Committee on the spot, and 
discuss matters. 

Wolverhampton.—The Tramways Committee has 
now decided to extend the Lorain system of traction to the Lea 
Road and Penn Fields district, where a motor-omnibus service has 
been in existence for some time. That this service was popular 
the following figures verify :— 


Passengers carried for 12 months ended March 


Slat, 1908 ... | e). 538,766 
Receipts per car-mile ss is Е .. 10°896d. 
Miles ran ... - I *. 56,923 


It is anticipated that a tramway service will ensure increased 
receipts due to a quicker and more reliable service, which will also 
convey passengers to the centre of the town. | | 

` It is proposed that the line throughout should be a single 
one with turnouts, and the cost is approximately estimated as 
follows :— | 


Permanent wage 10,730 
Electrical equipment зз ке is n 3,990 
Main feeder cables ... T i see ais 1,920 
Rolling stock: three cars is .. 1,950 
£20,590 


The Committee has been instructed to invite tenders for th 
construction of the permanent way and tbe electrical equipment 
thereof. i 


TELEGRAPH and TELEPHONE NOTES. 


Ceylon.—The Ceylon Observer understands that on the 
estimates for 1908-9 will be found a sum of no less than two lacs of 
rupees for the extension, by trunk lines, of the present telephone 
system to Kandy and Nuwara Eliya, and for the reconstruction of 
the Colombo system, by relaying the wires underground in accord- 
ance with Mr. Arthur Preece’s recommendations, 


German Cable.—It is announced from Emden that the 
work of laying the new cable to South America has been com- 
menced. The first section, which will extend from Emden vid 
Borkum to Teneriffe, will be 2,163 nautical miles in length. The 
cable will then be continued from Teneriffe, either direct to Pernam- 
buco, in Brazil, or to Mouravia, in Liberia, first, and thence to 
Pernambuco. The length for the direct route from Teneriffe to 
Pernambuco would be 2,766 n.m., whereas the alternative route 
would increase the length to about 3,766 n.m. It is considered 
that notwithstanding the greater cost of the latter scheme, it 
would prove to be more remunerative owing to the prospect of the 
cable being extended to the German colonies in West Africa. 

The Blitter für Post und Telegraphie, in making reference to the 
recently formed German South American Telegraph Oo., emphasises 
that the German Colonies of Cameroon and German South-West 
Africa can at present only be reached telegraphically by British 
lines, and that the British and French also possess a cable system 
to Brazil. There is no doubt that the German nation is keenly 
alive to the necessity of providing as far as possible 2 national 
system of cables, and that it is shirking no expense to attain it. 


Holland.—The telegraph system during the year 1906 
attained a total of 7,054 km. of line. and 33,340 km. of wire; 
3,526 and 1,760 metres of underground line were laid in iron and 
asphalt conducts respectively, while underground cables attained a 
length of 278,828 metres; and sub-river and marine cables, 220,935 
metres. The increase in the latter figures is 30,723 and 11,477 
respectively. Interruptions of the service numbered 4,864, as 
against 5,010 in 1905. The offices totalled 1,241, being an increase 
over 1905 of 29. Of these the State owned 273 telegraph and 614 
telephone offices, and 7 semaphonic stations, and 347 were owned by 

rivate interests. There were in use 677 Morse, 143 Hughes, 4 
Baudot, and 446 speaking instruments. The Inland traffic decreased 
by 1:2 per cent. in comparison with thc previous year, and totalied 
3,072,166 telegrams. The average number of words per telegram 


was 14°70, The International traffic amounted to 3,190,042 tele- 


grams, an increase of 3:8 per cent. over 1905; 2,687,225 were for 
European countries, 214,809 for extra-European countries, while 
288,008 passed in transit. The greatest number of telegrams, viz, 
964,600, was exchanged with Germany, Great Britain following 
with 786,173, Belgium with 393,872, and France with 198,933. 
The Dutch Indies accounted for 41,428 telegrams, and the United 
States for 154,565, the increase over 1905 being 10 per cent. The 
Anglo-American Cable Co. forwarded 73°9 per cent. of this traffic, 
the French-American route 4 per cent., and the German-American 
route 21 per cent. The figures for the wireless telegraph service 
are interesting; 475 radio-telegrams were dispatched to inland 
places, and 1,859 to International places, while the numbers of 
messages received were 54 and 24 respectively. Service messages 
numbered 55, and messages exchanged between stations 13, making 
a grand total of 2,480 messages. Journal Télégraphique. 


Paris.—It was recently reported from Berlin that German 
firms would participate in the work of reconstructing the burnt-out 
telephone exchange in Paris. The name of the Bergmann Elec- 
tricity Co., of Berlin, is specially mentioned in this connection, 
through the intermediary of its Paris factory—the Société 
Anonyme des Usines Electriques Bergmann—which is negotiating 
for the supply of insulating tubes to the authorities. It is stated 
that this company effected a similar delivery after the fire on the 
Paris Metropolitan Railway a few years ago. 


St. Petersburg.—It is announced that the municipal 
Council proposes to devote the sum of £300,000 to the purpose of 
extending the telephone network. The money is to be provided 
for in the next city loan. 


Telegraphic Interruptions and Repairs :— 
CABLES, INTERRUPTED, REPAIRED, 


Port Arthur-Chifu .. Mar, 9, 1904 .. 


Assab-Massouah .. 3 = . June 28, 1908 rd 
Bitia-Rhodes " .. Bept. 20, 1908 .. Oct. 6, 1908 


Telephone Employés.—The Postmaster-General at 
Sheffield, on Thursday last week, referred to the statements as to 
the discharge of men by the National Telephone Co., and eaid that 
the Government was inquiring into the matter, which, he thought, 
had been greatly exaggerated, and was considering how far it was 
possible to take into the employment of the Post Office any men 
whom the National Telephone Co. might part with. 


Telephone Rates.—The Liverpool Chamber of Com- 
merce has resolved that Mr. Charles Lancaster be reappointed as a 
representative of the Liverpool Chamber on the Telephone Com- 
mittee of the Association of Chambers of Commerce of the United 
Kingdom. In the course of a discussion, says tbe Liverpool Daily 
Post, reference was made to the action of the Telephone Committee 
itself in refusing to summon to the meetings Mr. Lancaster and Mr. 
Faithful Begg, of the London Chamber, on the ground that they 
were shareholders in the Telephone Co. Several members said that 
they were fully aware that Mr. Lancaster was a shareholder in the 
company, but they were also satisfied that he was the best member 
of the Chamber to represent them on that subject, as he had made a 
thorough study of the matter. It was pointed out that the changes 
proposed by Mr. Lancaster, if adopted, would mean a loss to the 
Telephone Co. of £300,000 a year. 


Telephone Rental.—At Manchester last week the 
National Telephone Co., Ltd., sued the Manchester Tivoli Theatre 
Oo., Ltd., for £5, the rent of a private wire from the theatre to à 
fire station. It was shown that the firestation had been removed, 
and as the defendants refused to pay mileage for the extension to 


the new site, the wire became ineffective. Judge Parry gave 


jndgment for the defendants on the claim, with coste, and algo on & 
counter-claim for rental paid for the period after the wire was dis- 
connected. Leave to appeal was given. 


Turkey.—The Turkish Government has announced that 
international tenders will be invited for the establishment ofa tele- 
phone service, and the monopoly will be given to the tenderer 
offering the most advantageous terms. 


Wireless Telegraphy.—A correspondent of the New 
York Tribune reports that a record in wireless telegraphy was 
achieved on the 11th inst., when, for a apace of two hours, uninter- 
rupted communication was maintained between the wireless tele- 
graph stations at San Francisco and Honolulu, a distance of 2,100 
miles. 


Contracting at Nelson.—At Nelson Town Council on 
October 8th, a letter was read from the secretary of the Burnley 
and District Electrical Engineers’ (Employers) Association, asking 
that all electrical engineers executing work in Nelson be authorised 
on definite lines, asin the case of plumbers for gas and water work. 
It was resolved, however, that the letter lie on the table. 


Football.—At Burton, last week, a First League football 
match was played by the light of 10 of the Electrical Company # 
10-ampere flame arc lamps, four being used on either eide of the 
ground, and one at each end over the goals, Мт. P. J. Pringles 
department carried out the arrangements. The arc lamps were 
run in series directly off the trolley wires at 520 volte. The grand 
stand was illuminated by tive 50-c.p. Osram lamps. 
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SUPPLEMENT. 


WIRE LAMPS. 


By JAMES SWINBURNE, M.Inst.C.E., F.R.S. 


Ir looks at first as if the modern wire lamp was the result 
of some sort of atavism, as the early workers, especially 
Edison, experimented a great deal on platinum. About 30 


years ago, when people were trying to solve the problem 


known as the ** Sub-division of the Electric Light," Edison, 
who had a complete understanding of what was necessary for 
parallel distribution, was working away at the hopeless task 
of making incandescent lamps of platinum. Then Swan 
came along with carbon, which, as a matter of fact, had been 
Suggested as long ago as 1886, and everybody, that i8 to 
eay, the small number of people working at this problem, 
turned their whole energies to the making of carbon 


filaments. Since this it has been almost taken for granted 


that carbon was the only possible material for lamp filaments. 
It has high specific resistance. Thanks to the use of homo- 
geneous cellulose, due to Swan, and the methods of squirt- 
ing, also due to Swan, the filaments can be made very thin 
and uniform. | ' 

But in spite of the universal use of carbon in practice, 
attempts were made at intervals to use other materials. 
Silicon and boron attracted many experimenters, and all 
sorts of processes were devised for depositing silicon as a 
sort of skin over the carbon. The chloride of silicon is 
volatile, and one idea was to heat the carbon electrically in 
an attenuated atmosphere of hydrogen and silicon chloride, 
80 as to get the silicon down, the chlorine combining with 
the hydrogen. Langhans worked in this direction, and 
produced filaments which were about half silicon. Whether 
he produced them exactly in this way, I do not know. 

It is а little difficult to understand why people did not try 
euch elements as tungsten. Probably they were discouraged 


by the nature of the metal. It was known to be very difficult 


to fuse, and it seemed an insoluble problem. | 
About 10 years ago, however, Welsbach, who had already 


helped the gas industry by the invention of the incandescent. 


mantle, succeeded in making short wires of osmium. The 
osmium lamp was for a long time available only for very low 
pressures, but the melting point is so high:that a very high 
efficiency is obtained. Owing to the fragile nature of the 
Wire and the low specific resistance, the osmium lamp had 
little application except in special cases where low pressures 
were available from batteries. But the osmium lamp 
undoubtedly turned people’s attention to the possibility of 
Wire lamps. Osmium is a rare metal, and there might have 
been difficulty in getting enough of it. I do not know how 
far the scarcity is real, and how far it depends only on the 
smallness of the demand. 

The next lamp to attract attention was the Nernst, 
which came out almost at the same time as the Welsbach. 
This lamp gave a very good efficiency; but it had many 
drawbacks, as it needed a series resistance or ballast, like an 
arc lamp, and a heater, which had to be cut out of circuit 
by an automatic arrangement as soon as the lamp was 
lighted. The future of the Nernst lamp seemed very 
promising at the time of its inception, but it is doubtful if 
it can hold its ground against wire lamps. 

The next was the tantalum lamp. This contains a simple 


wire of tantalum, which appears to be drawn like copper. 
The methods of manufacture have not been published ; the 
wire may, therefore, be drawn in the ordinary way, or it may 
be made by the Wollaston method—that is to say, by 
drawing а compound wire with a tantalum centre, and then 
dissolving the outside wire. 

For a long time the tantalum lamp was recommended for 
direct currents only. On alternating circuits the wire broke 
in a very extraordinary way. A wire that had been in use 
for some time was all bent abont in a very strange manner. 
Through a microscope it looked as if it were made up of 
numbers of little short cylinders stuck together with their’ 
centres out of line. It is difficult to imagine how such a 
state can be reached. It seems possible that the metal is 
near its melting point, and that it is small enough to 
be able to follow ‘the waves, especially if the frequency 
is low. It may be possible that the wire melts at a given 
point, but cools again before a complete rupture has been 
made. A sort of shear increases the radiating surface, so 
that it is not likely to melt there again. Whatever is the 
real reason, the makers claim to have overcome the 
difficulty, and to be able to make lamps for alternating as 
well as for direct circuits. 

Tungsten is the favourite metal for lamps now. Who 
was the first and true inventor will very likely be a compli- 
cated question that the law will decide in an expensive way 
in due course, so I will not discuss it. There are several 
ways of making tungsten wires; or, at least, there are 
several published methods, but which will really work and 
which are only ornaments or patent literature, I cannot say 
without trying them. 

One method: is to make the metal into a very fine powder 
by making an arc between tungsten electrodes under water. 
Bredig made very fine colloidal platinum in this way, and 
the method is used for making a paste of tungsten. This 
paste is then squirted through a nozzle, and the resulting 
filaments are baked and then heated electrically in vacuo to 
get rid of any carbon from the agglutinant, if that has 
been used, and to unite the particles of metal together. 
Several of these wires are mounted in series to make a 
100-volt lamp. Another method is to use a volatile salt of 
tungsten, and to deposit it on an electrically heated filament 
of carbon, which is then volatilised, leaving the tungsten. 

There is another possible method of making very finely 
divided metal for paste, and that is to use the metal as 
cathode in a solution with a very high current density. The 
metal is then torn off the cathode in a very fine powder, 
This phenomenon bas been very little investigated. For my 
part, I came across it by chance. I was giving an afternoon 
lecture at the Royal Institution, and wanted to show copper 
dissolving in acid in a lantern, and I used a large current to 
make it go quickly. An opaque stream came from one 
electrode, and going up to the lantern I found it was red ; 
so I stopped the experiment as quickly as I could, and 
examined it afterwards. I found the red stream had come 
from the cathode. I did not discover this phenomenon, it was 
known before, but it is not well known even now. It has 
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been said that this is the same as the Bredig process: it is 
not, as I understand it ; for in the Bredig process the powder 
comes from the anode, in this process it comes from the 
cathode. 

Whether some of the other metals will come into use and 
replace tungsten is uncertain, but it does not seem likely 
that we have reached finality yet. There are many of the 
more refractory metals about which little or nothing is known 
as it is difficult to get them pure, and impurities especially 
if they consist of metals of a different class altogether, are 
apt to reduce the melting point very seriously. Then, again, 
some of the metals are exceedingly difficult to work because 
they decompose water and thus oxidise in the air. They 
may even combine directly with the oxygen of the air, but it 
is more likely that they are attacked by water. 

It is also possible that some of the carbides will be available. 
Many of them decompose water, which would make them 
very difficult to make commercially ; on the other hand, 
carbons are often very fusible, and have high specific resis- 
tances, so that they do not have the main fault of metals. 
It is said that one form of lamp is made of a compound of 
zirconium and tungsten. It is possible this is really a 
zirconide of tungsten, corresponding with the carbide. It is 
also possible that some of the silicides may eventually come 
into use. 

Perhaps the question that interests most readers is not how 
the lamps are made, or how much better they may be in the 
future ; but what effect they will have on the industry. 
There seems to be little doubt that the difficulties of making 
comparatively small lamps for pressures up to 250 volts will 
be overcome. High resistance lamps are already made, but 
generally for candle powers above 20. The difficulty is also 
overcome by using special fittings which take two lamps in 
series, or by using little transformers in the house in the case 
of alternating current. The points that excite most atten- 
tion are, on the one hand, that the lamps are of too great 
candle power; and on the other hand, that they take too 
little power, so that the central stations suffer. What will 
happen in the future it is difficult to say; but it seems most 
likely that both difficulties will vanish as people get educated 
to like more light. This may seem a sanguine view, and 
electrical engineers have not had much reason to feel sanguine 
about anything lately, and the sensation may be unknown to 
most of us. But in the middle ages people had torches to give 


light, and the early lamps, which Greek statues and people 
like them had, must have given very little light. I can 
remember when we had one colza oil lamp in the drawing 
room. It was called a moderator, and the oil had to be 
wound up every now and then from the base of the lamp. 
This must have given some 20 C. P., but it threw very little 
light down on the table or on one’s book. If one wanted to 
read he generally had a candle. Most of the candles had 
thick wicks, and we had snuffers in little silver trays. Then 
candles came in which did not want snuffing; but the 
tallow candle was always used in the back regions. Then, 
we were quite contented with light of this sort. Of course, 
there was gas in towns, and this gave much more light; 
but even in towns people used to light a room with an 
extraordinary abomination which hung from the ceiling and 
was covered over with tears of cut glass. This affair 
generally had three burners, each giving perhaps 10 C. P.; 
but each burner was covered in with a globe, and the 
hanging glass prisms and diamonds cast shadows and pre- 
vented the light from coming where it was wanted. Yet people 
were quite satisfied. Then the electric light and the incan- 
descent mantle came; and now people like perhaps ten 
times as much light as they used to have, and complain if 
they cannot get it. What is the limit ? Obviously people 
will go on taking more and more light, always thinking 
they have enough until they are shown how much 
better it is to have more, until finally they have as 
much light at night as in the day. If this is so, 
people will soon consider 20 to 30 candles as a small but 
convenient lamp. No doubt doctors will say that so much 
light is bad for the eyes, and that the glare is very harmful ; 
but, after all, our eyes seem to have been adapted by nature 
for use in the day when there is plenty of light, and the sun 
itself is a fairly dazzling object, and it is not the least likely 
that we shall ever have artificial light approaching sunlight. 
Until we get beyond daylight it is not likely that we shall hort 
our eyes by too much light: it is much more likely that they 
will suffer from excessive reading with too little light. At first, 
no doubt, central stations will suffer, and the consumer will find 
his bill reduced ; but, in the long run, he will want more 
light, and the wire lamp will make the electric light the 
cheapest, as well as the most convenient form of lighting, 


and it will be a great benefit to the consumer and to the 
electrical industry. 


LIGHTING by means of arc lamps has, after a temporary set- 
back, recently shown signs of a strong revival; such signs 
apply not only to arc lamps used by municipalities and others 
for the lighting of streets, but also to lamps used for the lighting 
of shops and business premises. It remains to be considered, 
first, what were the causes for the undoubted decline in the 
popularity of arc lighting experienced a few years ago, and 
the reasons for the recent boom in such lighting, which from 
all indications at present, bids fair to continue. 

In the early days the lighting of large spaces or where 
large units of light were required could only be successfully 
done in a very limited number of ways, easily first among 
them being the use of the only arc lamp in general com- 
mercial use—viz., the 10-ampere 500-watt open type lamp. 
Its only competitors were then a much larger number 
of flat-flame burners arranged either singly or in clusters, or 
lamps of the Argand or similar types, incandescent gas 
lighting at that date being in too experimental a state to be 
considered a serious competitor. But in any case the effect 
obtained was £o immeasurably inferior. to that.obtained by 
arc lamps, that those responsible for the financial side of the 
matter paid the large sums charged for arc lighting without 
grumbling, thinking that they were getting value for their 
money. 

About this time, too, a large number of electricity supply 
stations were being erected throughout the country, in the 
majority of cases by the municipal bodies themselves, who 
were also the bodies responsible for the lighting of the 
streets, and in their endeavour to improve the lighting of 
these streets large numbers of arc lamps were erected. In 


THE PRESENT POSITION OF АЕС LAMPS AND ARC LIGHTING. 
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some cases it must be confessed that in their zeal to obtain 
as much revenue as possible for the electricity supply station, 
these authorities erected numbers of arc lamps in streets 
which were quite unsuitable for lighting with such large 
units of light and in streets whose importance in no wa) 
justified the necessary large expenditure per mile. 

Next came the advent, of the enclosed arc lamp, and in 8 
very short time the market was flooded with examples of 
this lamp. in many cases, admirable as consumers of energy, 
but execrably bad as light-givers. In some places these were 
used for street lighting, but, their chief sphere was certainly 
thelighting, both inside and out, of the large shops and 
business premises. 

The novelty of electric lighting for shopkeepers and 
others was now wearing off, and it was beginning to be 
insufficient for a tradesman to know that his premises were 
lighted by electricity to get him to believe that no improve- 
ment was possible in his lighting, and to pay the heavy 
quarterly bills for electricity with which he was confronted. 
It is one thing to get a consumer to pay a heavy electricity 
bill if he is satisfied with the light produced, and knows 
that he has a better effect than his neighbour whose premises 
are lighted by gas, but it is a tale of quite a different nature 
when the consumer is dissatisfied with the effect for which 
he is charged very heavily. 

Now began the era of the incandescent gas mantle, and 
for the next few years electrical engineers all over the 
country were hard put to it to hold their own, and in few 
places was much headway made, except, perhaps, in the 
main shopping streets of our large towns. 
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The cause of our want of success wus that we were handi- 
capped by only having two weapons to fight with, one being 
the carbon filament glow lamp, either singly or in clusters, 
and the other the arc lamp of approximately 500 watts 
consumption. What was wanted was something between, 
something with more brilliance than the carbon filament 
lamp, and yet not so expensive to use as the ordinary arc 
lamp of that time. 

Here was the chance for our gas friends, and to their 
credit let it be said, they made the most of it. By the help 
of persistent advertising, and in коше places by influence in 
high places, the use of the gas mantle advanced by leaps and 
bounde. 

Shopkeepers, dissatisfied with the none too brilliant effect 
of aged glow lamps or with the cost of arc lighting, replaced 
them with incandescent gas, obtaining, in the first place, 
greater briiliance of illumination, and in the second, financial 
relief. Local authorities adopted single mantles for side 
street lighting, and clusters of mantles either with ordinary 
or high-pressure gas for the lighting of main thoroughfares, 
and the bitterest pill of all, the City of London itself replaced 
a large number of arc lamps by high-pressure gas lamps; it 
is true that the lamps replaced were more fitted for the cases 
of a museum than for the streets of the first City of the 
world; it is also true that the electricity supply company 
responsible for the upkeep of the arc lamps were not asked 
to submit an offer, but with all excuses thrown in, it was a 
smart piece of work on the part of the gas people, and they 
deserve all the “kudos” they got out of it. The fact that 
the City of London had replaced its arc lamps by incandes- 
cent gas was not * hid under a bushel,” but was advertised 
for all it was worth (and a little bit more). There were 
very few municipal electrical engineers who had not to 
answer questions, or to prepare reports, justifying the reten- 
tion of the arc lighting in their own towns, to satisfy various 
members of the Corporations, many of whom used the City 
of London example as a lever, and said that what London 
did must certainly be the best thing for the town over which 
they helped to rule. 

Electrical engineers are, speaking generally, good fighters, 
and possibly owing to this quality, or to the pendulum 
swinging towards them again, strenuous efforts were now 
pat forth to capture the ground that had been lost, and 
to make sure that electricity had its fair ehare (at least) of 
the new work that was going. This was achieved principally 
by improving the existing arc lamps and by putting other 
types on the market more nearly meeting the wants of the 
consumer. 

Considering first the improvements of the existing types ; 
these were purely detail improvements as regards the open- 
type lamps, conducing to steadier burning. As regards 
enclosed arc lamps, the greatest improvement for the user 
of the lamps was the substitution of single enclosure for the 
extremely wasteful double enclosure of the arc by means of 
first a small globe, generally of clear glass (when new), and 
then by means of an ordinary arc lamp globe of opalescent 
orground glass; the chief trouble was the inner globe, 
Which very soon became coated with a deposit from the 
burning carbons and changed from transparent to badly 
translucent. It is no use stating that an enclosed lamp will 
burn for 70 hours with one pair of carbons, if, in order to 
obtain anything like good results, it is necessary to clean the 
inner globe after each night's burning; in most cases this is 
not done, as to the average man it is far too much trouble 
to wipe the globe every day when the makers say that the 
lamp will burn 70 hours with one trimming. With single 
enclosure combined in a large number of modern enclosed 
arcs with a higher current density at the carbons points, by 
using smaller carbons, very good results can be, and are, 
obtained. A globe from 6 in. to 8 in. in diameter of the 
proper degree of translucency has the appearance of a ball of 
pure white light ; this is all brought about by strict, attention 
to details—right size and quality of carbons, right current 
density per square centimetre of carbon tip, right size and 
Opacity of the globe and correct arrangements for the right 
amount of restriction to the inlet and egress of air and the 
products of combustion. 

amps with single enclosure are in commercial use, giving 
exceedingly good results with currents from 2:2 amperes up- 
wards. From four to six amperes seem to be most generally 


preferred, and in some of our London suburbs whole rows of 
shops can be seen, the outsides of which are lighted by 
means of these lamps and the effect is exceedingly fine; the 
smaller lamps take about 2:2 amperes, and consume a 
quarter of & unit per hour compete with clusters of incan- 
descent mantles, and are exceedingly useful owing to their 
small size for the interior lighting of shops and shop windows. 
In the smaller towns these lamps have been very successful, 
as 1d. per hour for a good light appeals to the average shop- 
keeper; in one tcwn of 35,000 inhabitants over 200 such 
lamps are in use. 

No commercially good results have been obtained with less 
current than the above, and it has been so far a commercial 
failure to run these small current or any other arc lamps in 
simple parallel on high voltage circuits, i. e., from 200 up to 
250 volts. The colour of the arc is unpleasant owing to the 
predominance of the violet rays, and the great length of arc 
renders it very mobile and unstable, and for shop lighting 
moving shadows are an abomination. 

Of even more importance than the small current single 
enclosure arc lamps was the introduction of the flame arc. 
This was a reversion to old principles with improvements ; 
the inclined carbons had been used and discarded years 
before, but combined with impregnated carbons and a 
magnetic control of the actual arc, results were obtained as 
far in advance of the then existing lamps, as incandescent gas 
light was in front of the flat flame burner. 

The early flame arc lamps were fearful and wonderful 
things, a mass of clockwork and spiral springs, and they 
required overhauling about every 24 hours. 

In spite of the badness of the lamps mechanically, the 
light given was so greatly in advance of all previous results 
that a very large demand for them at once sprang up. 
Some people, both makers and users, paid the penalty of 
other pioneers for being too early on the market, and in 
several places lamps were put up for important street light- 
ing jobs, and after a few months' weary struggle—during 
which the lamps were more often out than alight—they were 
replaced by ordinary are lamps. By the enterprise and 
experimenta of many manufacturers, and by the still better 
school of trial and error under actual conditions of use, flame 
arc lamps were designed and made which fulfil the required 
conditions very well indeed, and, judging by the number that 
are seen, there is a large field for their sale and use. For street 
lighting, the fact of their generally short hours of burning 
is against them, but the exceedingly ingenious magazine of 
carbons and its mechanism enable this to be got over. 

The flame arc lamp is not at present by any means per- 
fect. The points that can be urged against it are: first, 
high carbon cost, in some cases the cost of carbons approxi- 
mates to the cost of the electrical energy; where cheap 
carbons can be used, as in magazine lamps, other drawbacks 
are introduced, viz., every time a new pair of carbons comes 
into operation the light is extinguished for a short time, 
varying from 10 to 30 seconds, and the complicated 
mechanism of the carbon-feeding and changing gear is out 
of place inside the case of an arc lamp. 

Although great advances have been made in flame lamps, 
plenty still remains to be done, particularly in the direction 
of the use of cheap short carbons, with a very much 
simplified mechanism. 

Even now many towns have replaced 500-watt ordinary 
lamps with flame lamps taking from 270 to 300 watts, and 
they are obtaining, if anything, better lighting resulta. 

To sum up, arc lighting is at present booming chiefly in 
the direction of flame arc lamps and in single enclosure 
small current lamps. Manufacturers have still further fields 
to conquer; а simple and reliable miniature flame lamp 
would be welcomed, and the mercury arc offers great 
possibilities as soon as the colour difficulty has been solved 
by the proper method of alloying, or in some other way rather 
than by using the light from under-run carbon-filament 
lamps in conjunction with the light from the mercury arc. 

Only by constant endeavour and unceasing experiment can 
the engineers of supply stations and contractors be provided 
with the proper weapons to fight their competitors, whose 
numbers are largely increasing, chief among them being the 
gas mantle, ordinary and high pressure, acetylene gas, petrol 
gas, and lastly, a light which is a sort of glorified Nernst 
lamp heated by gas. 
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LAMPS AND LIGHTING ACCESSORIES EXHIBITS. 


The Sunbeam Lamp Co., Ltd.. (200, 201). 


No introduction is needed to the Sunbeam lamp; in one form or 
another it has found ite way to many parts of the world. Many 
of our readers are doubtless aware of the company’s efforts to 
produce a high-voltage metallic-filament lamp; that these efforts 
have successfully materialised will be gauged from a visit to their 
stand, where a full range of these lamps, for circuits of 25 to 250 
volts pressure, are on view. 


The candle-powers range from 8 to 100, with an efficiency of 
1} watts per C P. 


SUNBEAM MRETAL-FILAMENT LAMPS. 


The 25-volt lamp for house lighting is produced with a com- 
paratively small pear-shaped bulb. The company claims a lessened 
risk of breakage in transit owing to the form of filament which has 
been adopted; the shortness of the bulb is also a feature. 

Other Sunbeams are the carbon type lamps, heating lamps for 
radiators, and a variety of fancy lamps for decorative purposes. 

The company are specialising in coloured lamps, their glass 
works offering special facilities in this direction. They have a 
large business in electrical accessories, fittings, switches, holders, 
ceiling roses, &c., and these, togetber with a selection of Messrs. 
Lundberg's specialities, are on view. 

In connection with the latter, Meesrs. Lundberg's Twinob” 
switch is a novelty, consisting of two distinct pivot switch move- 


PATENT 


Грохрввка'в "TwiNOB" SwITCH. 


ments on the usual size base. A special mica insulation is used in 
these switches for attachinc the contact arms and pieces; the con- 
tact arms also are locked when in their on” position. 


Union Electric Co. (175, 281). 


Meny of the company’s arc lamps adorn this stand. First and 
foremost come the “ Excello” flame arcs, eight of which, four direct- 
current and four alternating-current, are suspended from the ceiling 
with a view to demonstrating that the alternating-current lamp is 
equally as efficient as the direct-current type. In fact, the company 
claim that the operation of the former type is the better of the 
two. These lamps are shown burning both yellow and white flame 
carbons. Two sets of inverted arc lamps are on view, these being 
more particularly intended for reflected lighting; over the 


A SUNBEAM FITTING. 


entrances to the stand are placed Koh-i-noor” arc lamps of a recent 
type, giving the advantages of colour truth appertaining to the 
ореп-%уре pure carbon arc, and, at the same time, long-burning 

A photographic arc of the kind usually employed in printing 
process work is shown in the centre of the stand, together with 
various types of projector lamps. 

In the small enclosed show-rooms on the stand other types of 
arc lamp are shown, including twin carbon enclosed, ordinary 
enclosed, special enclosed lamps suitable for tramway and railway 
lighting circuits, the “ Snowball Excello" arc and the Coltru 


daylight arc—the latter being a particularly suitable exhibit in view 
of the local industries. e T 
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Electric and Ordnance Accessories Co., Ltd. (1, 62). 


_ This company are showing various specialities in arc lighting, 
including the Victor" standard and miniature enclosed arc lamps 
for direct-current circuits, and Victor” flame arc lamps. 
: Both Classes of lamp are of simple construction, the patented 
Victor" clutch being the only moving part in each case. In this 
clutch the body consists of а solid brass casting, having a cylindrical 
hole bored through to take the positive carbon, and elotted at the 
lower end to allow a soft iron armature with a ‘‘Steatite” grip to 
be pivoted therein. This armature envelopes the top half of the 
clutch body. At the top end there isa soft iron core enveloping 
the body, halfway round. 

The clutch is supported in the air-gap formed between the end 
of the series magnet core and the magnet frame. 

When the current is switched on, a magnetic pull is exerted on 
the clutch armature, causing the Steatite” grip to firmly hold the 
carbon ; at the same time the whole clutch is drawn up, seeking to 
take a balancing position in the віг-рар, thus striking the atc. 
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J. & H. Grevener (210). 


This беш have a fine show of arc lamps of every possible descrip- 
tion, and all types are made for direct and alternating current. One 
of their leading lines ів the “ Arcoflame intense flame arc lamps; 
both А.С. and p.c. lamps are made in 10 and 16-hour patterns, and 
it is apparent in examining the mecbaaism, which is of eub- 
stantial construction and is nickel-plated, that it would require 
very careless handling to make them go wrong. Messrs. Grevener 
here show their 4j-ampere flame lamps burning as steadily as а 
10-ampere lamp. 

Another very interesting type is the vertical carbon low-voltage 
flame lamps, which ате particularly intended for factory lighting, 
&c. These burn 26 hours at one trimming, and six lamps can be 
run in series on 220 volts, or, of course, three on 110 volts. There 


ENCLOSED Arc LAMP. “ ARCOPLAME " LAMP. 


is an undoubted demand for this type of flame lamp, which 
requires a minimum of trimming, distributes the light over a 
great area, and also keeps the carbon cost low. 

Several types of enclosed lamp are on view, including an exceed- 
ingly steadily burning small pattern single-enclosed lamp, burning 
25 hours at one trimming, the current consumption being 3 and 4 
amperes at 75 volts; and among the double-enclosed lamps are 
200-hour and 65-hour patterns, which are made either for street 
lighting or with various patterns of reflector for inverted indoor 
lighting, especially for schools and offices. 

Messrs. J. & H. Grevener are іп a position to supply every con- 
ceivable requisite and accessory connected with arc lighting, and 
they have on view various designs of transformers, resistances, 
short-circuiting devices, chokers, circuit-breakers, couplings, 
winches, insulators, pulleys, wire rope, &c.; also s selection of 
dynamo and motor brushes, cables, flexibles, accessories, 


conduits, &c. 
The Abbey Electric Co. (204a). 


The company is exhibiting the Abbey flame arc lamp, for 
which extreme simplicity, durability, and freedom from any chance 
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“ABBEY” FLAME ARC Lamp. 


of sticking of the feeding mechanism is claimed. Practically the 
only moving parts are a large toothed ratchet-wheel, and a double 


click or rocking lever. These work in conjuuction with two 
solenoids in such a way that inclined carbons are allowed to fall a 
specified distance for each feed, and then are stopped by a tooth on 
the ratchet wheel. This movement is repeated about every 15 
minutes when the lamp feeds, and a positive action 18 assured. 

Each feed takes place in exactly the same place each time, and 
consequently the variation in the voltage of each lamp is reduced 
to a minimum, thus making it possible to place more lamps in 
series on any given circuit, the maximum variation per lamp being 
three volts. The carbon slide is made to work very freely, and 
with the minimum amount of friction, also the econom:'ser is made 
of cast-iron, thus doing away with any chance of breakages or crack- 
ing with the heat. 

The lamp works equally well on both alternating and continuous 
current, and is made very substantially throughout. 


British Westinghouse Electrical & Mfg. Co., Ltd. (108, 79). 


Among the wide range of exhibits shown by this company will 
be found flame and enclosed arc lamps, Cooper-Hewitt mercury 
vapour lamps (four of which illuminate tbe outside of the building), 
tungsten and carbon-filament lamps. 

The flame arcs are of the Westioghouse-Bremer patent type, in 
sizes from 6 to 13 amperes, for burning on either continuous or 
alternating-current circuits. The three types made are single and 
double carbon, and magazine. These lamps, as well as the enclosed 
type, are in use at the Exhibition. 

The tungsten lamps are shown fitted in handsome electroliers, 
which, with other similar fittings, form a special and unlooked-for 
feature of the company’s stand. 


G. M. Boddy & Co. (198). 


The feature of this firm's stand is the Metalik lamp, in sizes 
varying from 16 СР. to 100 c. p., and suited to pressures of 50 to 
250 volts. Theflaments are supported at the bottom, and the loop 
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“ METALIK” LAMPS. 


is insulated by means of a special process; it is claimed that the 
increased rigidity obtained enables the lamps to burn in any 
position. To illustrate this point, a number of lamps are shown 
burning at various angles, from vertical to horizontal, without a 
sign of discomfort; and a Metalik” lamp connected to a short 
length of flexible is swung round whilst burning, to demonstrate 
the strength of the filaments. A show-board fitted with this and 
other kinds of lamp, which can be put in circuit with a watt-meter, 
is used to show the great economy resulting from the high efficiency 
of the metal-filament type. 

Meesrs. Boddy are also exhibiting various types of carbon and 
tantalum lamps, so that visitors in search of “light” will be well 
advised to call at the stand, which is a blaze of illumination. 


Robertson Electrie Lamps, Ltd. (217, 187). 


The exhibit of this firm is based on the lines of their popular 
exhibit at the Olympia Exhibition, but in addition, the firm, who 
have since acquired a large glass works in England, are showing a 
model of one of the glass cones at their Lemington-on-Tyne works. 
The stand occupies a promicent position in the centre of the build- 
ing; skilled operators from the Hammersmith works are in atten- 
dance to demonstrate some of the processes of the manufacture of 
the well-known Robertson electric lamps, but owing to the very 
stringent regulations governing public exhibitions, several of the 
most interesting processes of glow-lamp manufacture are, unfortu- 
nately, omitted. 
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Oliver Arc Lamp, Ltd. (141). 


The “ Oriflamme ” lamp for street, railway, dock lighting, &c., is 
the feature of this company's stand ; some 28 of these lamps are also 
employed in the general lighting of the Exhibition. 
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a, Blow magnet; d, Rachet wheel spindle; e, Ratchet wheel; f, Magazine balance weights; g. Magazine; 
h, Hinge for magazine; j, Da hpot link; k, Control solenoid -; 1, Control solenoids, plunger; m, Rocking lever; 
n, Rocking lever, fulcrum; o, Dashpot; p, Rack'ng solenoids: q, Racking armature; r. Mercury switch; s, rccking 
lever link; t, Pawl rod; u, Intensifier; w, Globe; x, Carbon tips and arc; y, Dust chamber; z, Removable 


spinning. 


THE OLIVER MAGAZINE ARC LAMP. 


The lamp is of the magazine type, the magazines containing 
sufficient carbons to give the lamp a burning life of 36 to 40 hours 
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THE OLIVER Авс LAMP, EXTERIOR. 


with each trimming. The magazines hold from six t» nine 


pairs of carbons, and are placed opposite one another, having a 
V formation. 


The movements of the striking mechanism are controlled by the 
differential solenoids. Each magazine is provided with an ingeniovs 
carbon “conveyor,” and the two chains are worked simultaneoutly 
from a toothed wheel which is pulsated electrically by a small 
magnet in the upper portion of the lamp. This racking down of 

the carbons goes on at regular in- 
tervals, and when a pair is burned 
out the ends are discharged 
into the globe, and a new pair 
immediately moved into posi- 
tion. The changing of the carbons 
occupies about 20 seconds, 
during which period, of course, 
the lamp is extinguished. 

Particular attention has been 
paid to ventilation; in the 
"Oriflamme" lamp there is a 
special chamber provided above 
the intensifier, and between it 
and the mechanism, and in this 
space the dust and other deposits 
collect. 

The Oriflamme is made 
in three standard sizes for 
continuous current—viz, 7, 9 
and 11 amperes, and five 
lamps may be burned in 
series on 200 volts, so that 
with 9 amperes (the usual size 
recommended for street and 
general lighting) the total wat- 
tage consumption per lamp 
including all losses in line 
resistance, &c., is only 360, or 
just over one-third of a unit, 
giving 1,200 mean hemispherical 
candle-power. 

On alternating circuits it is 
usual to burn the lamps in 
single parallel, and these can 
be made to consume 220 actual 
watts only. The size generally 
recommended, however, is the 
340 actual watts lamp. 


The cost of carbons in the “Oriflamme” lamp is only about 
11d. per lamp-hour. 


Gilbert Are Lamp Co. (135, 159a). 


This firm are well known as specialists in arc lamp manufacture, 
and their exhibit includes a variety of their recent types of lamp. 
Among these may be mentioned four-carbon and two-carbon flame 
ares, the multiple carbon lamp, and a variety of enclosed lamps 
and accessories, 

The four-carbon lamp is of compact design, and can be 
trimmed without removing the cover. It is especially suited 
to sbop lighting, and is made in three sizes, fur 10, 17 and 30 hours. 
The two-carbon lamps has a particularly sensitive feed, the feed 
variation being limited to 3 volts. This lamp also is compactly 
built, and attention has been given to the protection of the 
mechanism from fumes, &c., and to keeping the globe free from 
deposit. 

The multiple carbon lamp is claimed to be a simple solution 
of the long-burning flame lamp, its burning hours averaging from 
90 to 60. It is specially adapted for street lighting purposes. 

The standard enclosed lamps are of the company's rod-feed 
pattern with single enclosure and a powerful control, this type 
having been largely adopted for street lighting. 

Mention may be made of the carbon-feed and small enclosed 
lamps, also the several patterns of raising and lowering gear and 


accompanying winches, automatic cut-outs, switches, trans 
formers, &c. 


D. H. Bonnella & Son, Ltd. (248). 


This is a special show of motor-car accessories, such ав roof 
lights, switches, cord connectors, accumulators, with interior fittings 
generally. The latter fittings are in the firm’s non-flammable 
ivoride, also in horn, ivory and mother-o’-pearl, A collection of 
flush ornamental and plain switch and push fronts in ivory, ivoride, 
metal and wood, also samples of pushes in wood, ivory, ivoride and 
brass, is shown, as are also Shadoless candle fittings, which will 
probably appear with metal filament in the course of the next 
few days. 


Messrs. Bonnella also show their patent Simplex holders and 
patent shade carriers, a number of accessories, such as adapters, 
Pressel switches, cord connectors and switchboard labels, some of 
these being in various colours of ivoride. 

For the patent “ Crystalite ” reflectors for shop lighting the firm 
are sole agents. The principal feature of these is that the bracket 
carrying the lamp-holders and lamp is hinged, and can be turned 
right back for the purpose of cleaning the reflector. 
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The General Electric Co., Ltd. (132, 162). 


The exhibit of the General Electric Co. is one of the most 
prominent in the Exhibition, and one of the largest, occupying over 
1,100 sq. ft.; it includes representative items of all their varied 
manufactures, of which for the moment we are only concerned with 
the lighting features. The exhibit is open on three sides, all round 
which are arranged specimens of the latest types of street lighting 
fittings, containing high-candle-power Osram lamps—the well- 
known tungsten lamps which the company introduced, and are 
about to manufacture at their new works. 

Suspended from the street lamp-posts round the stand are fes- 
toons of Pixielite ” strip, bearing Osram lamps about 12 in. apart. 
The whole of this Pixielite” is painted white, and imitation 
emilax is artistically interwoven with it, making the effect extremely 

retty. 

Р From each corner of the ornamental office in the centre of the 
stand four “ Angold” magazine flame arc lamps are fixed, and from 
two other pillars on the stand specimens of the '"Flamgold" arc 
lamps and open-type band-brake lamps, as well as various types of 
arc lamps, enclosed and miniature patterns, are shown. A number 
of the magazine Angolds are also in use for the general lighting of 
the Exhibition. 

A good display of the latest designs in electroliers and brackets 
is given in the front part of the ornamental office, table and 
standard lamps being placed in prominent positions. The General 
Electric Co.’s insulated hand lamps are shown, and the new Osram 
candle lamp, which gives a pure white light, is exhibited here, and 
in Goodall’s Model House next door. Wires and flexibles are also 
exhibited, and an elaborate panel has been prepared showing 
“ Geekoduct” conduit and insulated fittings. 

Among the exhibit of heating and cooking apparatus a new form 
of radiator (Holmes patent) is displayed ; this contains ordinary 
heating lamps mounted inside vertical cylinders, which promote a 
free circulation of hot air. A great success is anticipated for this 
new type. 

Yacht type projectore, of which the General Electric Co. are 
making a special feature, are mounted on the top of the stand in 
а very prominent position. A special show-board of Osram lamps 
demonstrates to visitors the advantages of these lamps over other 
kinds. On the same board, all types of high-voltage and low- 
voltage lamps for angle and vertical burning are shown, and over 
the front of the exhibit there is suspended a large sign, 12 ft. long, 
with the words OSRAM LAMPS,” outlined with 25-volt 16-0. P. 
Osram lamps, in conjunction with which a transformer is at work. 
A paraffin engine dynamo lighting set, for the lighting of country 
houses, isolated hospitals, yachts, &c., with the 25-volt Osram 
lamp, is also shown, the high efficiency of this lamp having given 
aa impetus to the electric lighting of small houses by these 
methods. 


The Heatly-Gresham Engineering Co., Ltd. 


This firm's chief exhibit, which we illustrate, consists of a com- 
plete “ Rational” electric lighting set, capable of lighting from the 
battery 228 10-С Р. metallic-filament lamps for 10 hours. The set 
comprises one 6-5 н.р, “ Rational patent oil engine and а 34-xw. 
50-volt “ Zone" dynamo, direct-coupled by s spring coupling, and 
mounted on a cast-iron combination base-plate ; a standard switch- 
board fitted with moving-coil instruments, and the necessary 
switches; and a battery of 27 cells of Pritchetts & Gold's manu- 
facture. Toe set is used for lighting the stand. Several other 
generating sets consisting of Rational" patent oil engines coupled 


“ RATIONAL" ELECTRIC LIGHTING SET. 


to dynamos of outputs frcm 1 to 74 kw. are shown, as well as a 
E combined “ Rational ” engine and vacuum pump suitable for 
d Dg vacuum cleaners, milking machines, &c., and for driving & 

Rd forming а very usefii combination for a farm or country 


Metallic-filament lamps are recommended for use in connection 


with these seta, and owing to their great economy, they will, no 
doubt, enormously add to the popularity of such sets for country 
house lighting. Special attention is drawn to the space occupied 
by the set at work, representing the size of room necessary for it, 
and to the strength and accessibility of all parts of the engine and 
other arparatus. 


Edison & Swan United Electric Light Co., Ltd. (22, 46). 


This isa very good and interesting stand. In addition to an 
extensive selection of the Royal Ediswan ” and “ Royal Ediswan 
Metfil " lamps, the latter being the name given to the new metallic- 
filament lamp manufactured by the firm at their Ediswan Works, 
Ponder's End, Middlesex, the stand contains examples of practically 
everything electrical, from the large illuminated sign down to the 
small pocket voltmeter for cell-testing purposes. A large example 
of ‘the new " Ediswan Luxol” signs, with the wording Royal 
Ediswan Lamps,” is fixed in a prominent position. This Sign Letter 
is made of glass, in colour and appearance like snow ice, and equally 
visible by day or night. It has a full, rounded surface with bevelled 
extremities, so that by daylight it reflects the light at every angle. 
The under sarface is hollow, and the curves are such that at night a 
single 5-0.р. lamp is sufficient to illuminate thoroughly every 
portion of a 6-in. letter, or two 5-c.P. up to 12 in., and three 5-c P. 
up to the 16-in. letters. The rounded face of the letter only 
appearing above the surface, the sign may be read at a much greater 
angle than the ordinary facia or flash sign, or any front illuminated 
letter. If required, the signs can be arranged to be worked by a 
motor-driven switch— t.e., for changing colours, blinking, or switch- 
ing on letter by letter. The Ediswan arc lamps, also manufactured 
by the firm, are shown in all types, from the yellow flame, burning 
with impregnated carbons, to the remarkable white flame pure day- 
light effect arc, burning with pure carbons, and giving a spectrum 
exactly similar to daylight.  Ediswan fans are also largely in 
evidence, the types shown ranging from the standard type of table, 
trunnion, and bracket fans, to the ordinary porthole and powerful 
box-bladed porthole patterns, A regulator suitable for use with the 
larger patterns is also shown, 

The accessories section is strongly represented, and contractors 
may see here examples of all accessories used in general wiring 
work, as well as a number of patterns which are suitable for the 
largest installations, Amongst these will be seen the large 
knife switch type of cut-outs in iron cases, designed for use 
as main fuses on house or power circuits. The 25 and 59- 
ampere sizes are of the tubular type, the larger sizes being specially 
designed for heavy work. Tae tirm’s switchgear includes the 
Ediswan circuit-breaker, the improved pattern knife switch, the 
small point switch, and the Phlatta" (which is shown in both round 
and rectangular patterns). The last-named switch has an extremely 
small projection, and is made on the Ediewan wedge system. It 
can be used in places where the ordinary wedge tumler switch 
would not be so suitable. Amougst the accessories are samples of 
every possible type of lamp-holder, ceiling rose, cut-out, adaptor, 
flex coupler, &c. Тһе “5 insulator type of holder was originally 
introduced and patented by the Edison & Swan Co. to meet the 
demand for a high insulation lamp-holder for use on high-voltage 
circuits. There is also a collection of the firm's measuring instru- 
ments, including examples of illuminated dial voltmeters, vertical 
edgewise, and horizontal edgewise volt and ammeters instruments, 
with front and back connections, sector pattern instruments, the 
Ediswan hcrse-power meter, calibrated to read directly in horse- 
power, showing the output of any machine at a glance. There is 
also a large range of portable instruments, galvanometers, pocket 
voltmeters and testing sets. Further, there are many examples of 
fittings of all types and finishes, inclading a complete range of 
ship and traction fittinga. 


The Walsall Hardware Manufacturing Co. (210a). 


The special feature of the Walsall Co.'s exhibit is their grip 
fitting, which is combined with the elbows, crosses and other 
usual fittings, and consists of a collar pinched tightly upon the 
tubing by means of a screw. The company are showing a varied 
assortment of close-joint, welded and seamless tubes, standard and 
special fittings for use with them, and malleable iron castings, of 
which they make a speciality, 


Chamberlain & Hookham, Ltd. (195), 


This firm are showing all their types of meters, together with sec- 
tions showing the working parts. The most novel and interesting of 
these is the new watt-hour meter. This meter has no brushes or 
commutator, and is not affected by stray magnetic fields. 
Essentially it is a modification of the well-known ampere-hour 
n a ш = permanent magnet driving field is replaced by 

of an electro-magnet; the permanent magne i 
retained for the brake. i: Е аах 

The armature is similar to that employed in the ampere-hour 
type of meter, and carries on its spindle the aluminium brake 

is 

The coil of the electro-magnet (which is of fine wire) is below 
the mercury bath. It is wound upon a straight core which carries 
one pole-piece at its upper extremity. In order to enaure entire 
absence of residual magnetic effects in this core, a special method of 
construction has been adopted; instead of being made of a solid 
bar, it is made up of a pile of iron washers with insulation between 
them. When magnetised, therefore, the entire iron circuit is made 
up of a number of magnets very short in proportion to their area. 
These magnets have a great self-demaguetising tendency, which 
operates the moment the magnetising current is withdrawn or 
diminished. 

The top of the bath is covered by the upper po'e-piece, in the centre 
of which is a gland which may be operated by a screwdriver through 
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one of the holes in the brake disk. When raised, this gland lifts 
the armature off its jewelled bearing, holding it tight during transit, 
aud prevents loss of mercury. Although the armature is consider- 
ably larger than in the firm's ordinary ampere-hour meters, its 
weight is entirely borne by the mercury, 80 that there is no tendency 


VENNER Tıme Switca, Турк B. 


for the pivots to wear. These meters start with 4 per cent. of full 
load, and are accurate down to.1,th of full load. 

The Manchester Corporation is adopting these meters for power 
consumers. Other types of great interest are the penny-in-the-slot, 
electrolytic, and cash register meters, a new type of battery meter, 
and the Lackie demand indicator incorporated with a standard 
Hookham meter. 


The electrolytic meter is made under Holden’s patents, and is of 


the shunted only one fifty-thousandth of the current passing 
through the TP шл. is consists of dilute sulphuric acid, 
which, together with the platinum electrodes, is sealed up ia 
glass vessel. The electrodes are coated with platinum black, and 
the anode partly projects out of the electrolyte into an atmosphere 
of hydrogen, which it readily absorbs. When an electric carrent 
is passed through this vessel, the hydrogen absorbed by the anode 
combines with the oxygen which would otherwise be evolved 
there, while an equal amount of hydrogen is liberated at the 
cathode and rises into a vertical tube having a scale behind it, 
upon which its volume is measured. The scale is graduated to 
show Board of Trade units at the voltage desired. When the 
measuring tube has become filled with hydrogen (corresponding to, 
eay, 300 Board of Trade units) it may be tilted forward, and the 
meter thus again started at zero. A side view of the meter is 
shown, partly tilted forward out of its case. 

The two-rate meter is of the Hookham 1897 type, fitted with a 
counting train having two sets of dials. The change-over from the 


CHAMBERLAIN & HOOKHAM 1 


PATENTEES 
— 


AND 
MANUFACTURERS 


Ноокнлм Two-RATE МЕТЕВ, 


lower to the upper dials is effected by а time-switch closing the 
circuit of a solenoid. Я 
Other claases of goods on this stall ате time switches by Venner 
and Co., for automatically switching on and off lamps, motors, 
signs and other electrical devices. | А ith 
The Venner time switch, type “ B," which we illustrate, is used wi t 
two-rate meters, and for other purposes where the current does bes 
exceed 14 amperes. It is provided with a high-class 45-day clock, 
and has a simple switch action. i à 
The switch consists of only three moving parts. The make an 
break are both rapid, and the action is quite positive. Pianina 
contacts are employed to prevent oxidation, which causes trou 
it a base metal is used. The switches can be arranged not to T 
or not to close circuit on any desired day or days, or any ot на 
selective arrangement can be made (e. g., later switching on certa 
days) to meet every possible requirement. The Venner time 871 
has been approved by the Board of Trade. . ^ wall 
The well-known “Credenda” conduits and the “Limpet 
plugs are shown on this stand. 


E. M. Evans & Son (238). "m 
This exhibit consiste chiefly of a large variety of illumina 

signs. We understand that experiments have been in р 1 
over a long period, and every conceivable medium and met pee 
been tried with a view of obtaining an absolutely ре Ё 
and day "sign. The name of the firm has been prona 7 Adr 
over the stand, and lettera patent have been applied for to © d 
the various details attached thereto. It is claimed for the firm в rim 
that they are uniformly lit, that due consideration has been gi 1 
to heating and ventilation, and that all signs are 80 ager sign 
to make them almost dustproof. They claim that t 9 8 ag 
can be worked automatically by means of the many SW?" 410 
apparatus that are now on the market. They oA itching 
ba fitted with time clocks attached to the wo’ an 
device, to do away with personal attention. The gin sait 
be finished in wood, metal or any other mban 4 illo- 
almost any business. Many existing signs can be fitte ne spades 
minated with the firm's apparatus. A selection of g addition, 5 
suitable for metallic-filament lamps is also shown. In 1 oa 
large number of hand-made electric light fittings are cea 
suitable for residential work. These include a large — di 
switch-plates, finger-plates, door-plates, &c., in various sty tilating 
finish. The firm also exhibit several electric fans and ven 
apparatus, tell-tale clocks, telephone instraments, &c. 
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Bray, Markham & Reiss, Ltd. (20). 


This Walthamstow firm deserve more space than we, unfortunately, 
are able to devote to them. The B.M.R. switchgear shown has a 
suggestion of originality about it, not frequently found in the usual 
run of such work. 

A notable example of their work is the 
ratchet type starter, made in sizes from 5 to 
150 Н.Р. 

The essential point about these starters is 
the ratchet slow- motion device, which, by 
ensuring that the contact arm rests fairly in 
the centre of each contact, while at the 
tame time allowing rapid movement from 
one contact to another, eliminates the dele- 
terious effect of sparking. To make as- 
surance doubly sure,each contact is protected 
by a renewable carbon button, with which 
contact is first made. This idea has been 
copied in several instances, and is now fre- 
quently specified. 

The starter affords complete protection 
to the motor, and it is ifteresting to note 
that the no-volt and overload releases are 
operative during the period of starting. 

In this connection we illustrate standard 
and three-phase ratchet starters, also a three- 
phase panel of ironclad type, carrying fuses, 
main switch and starter, and with an ammeter 
mounted above the case. 

The B.M.R. Admiralty switchgear has 
been brought out to comply with the 
latest Admiralty specification, which pro- 
hibits the use of slate or marble, and prac- 
tically allows nothing bnt mica for insulating 

urposes. 

The particular starters, one of which is 
illustrated, supplied for Admiralty purposes, 
combine a D.P. overload circuit breaker inter- 
locked with the starting switch, and so 
arranged that the movement of the hand wheel 
in one direction first closes the breaker, and 
then cuts out the starting resistance. The breaker can be tripped 
at any time during the period of starting, or afterwards, and cannot 
be held in a closed position against an excess of current. 

We also show one of the firm’s auto-transformers, in which it 
will be seen that the cores are held in a light framework, on which 


B. M. R. STANDARD RATCHET STARTER. 


18 mounted a circular switch, of the drum controller type. The 
switch is very compact, and can be easily worked either through a 
Cover or immersed in oil. 

Messrs. Bray, Markham & Reiss also show their resistance units 
of both the wire-wound and punched wrought-iron grid type, 
shunt regulators of various types, the B.M.R. solenoid switches and 
aatomatic awitches, Ia the latter, a small motor operates, through 
Special gearing, what is practically a standard ratchet type switch. 


A solenoid is provided in series with the motor, so that when the 
relay circuit is closed the motor starts, and the solenoid allows 
the pawls to engage in the teeth of the ratchet. The motor is 
switched off when the starting-arm is full on,” though the solenoid 
remains closed. When the solenoid is released, thé retaining pawb 
comes out, allowing the switch arm to return to the off position. 


B. M. R. TgHREE-PHASE RATCHET STARTER AND THBEE-PHASE PANEL. 


The Bell Rock Belting Co. (270). 


This exhibit includes three repeat orders which the firm have 
just completed for Bell Rock" belts, prior to their delivery. 
These belts are of exceptional width and length, and should interest 
managers of works where wide main driving 
belts, conveyors and elevators are 
employed. 

The three orders are as follows:—One 
maia driving stretchless sewn cotton 
duck belt constructed with two solid 
round edges; 105 ft. long x 53 in. wide 
X 12 ply, capable of transmitting 750 B. P. 
travelling at a speed of 4,530 ft. per 
minute. Weight 14 cwt. 2 qr. One main 
driving  stretchless balata belt, 100 ft. 
long x 31 in. wide x 7 ply, capable of 
transmitting 300 н.р. travelling at a speed 
of 5,300 ft. per minute. Weight 4 cwt. 
З qr. 19 lb. One stretchless balata Carry- 
ing" belt, 360 ft. long x 254 in. wide 
X 3 ply. 


W. Batty & Sons, Ltd. (294). 


This firm are showing a new and improved 
system of electrically-driven clocks (Perret's 
patent) which has proved its utility in 
hotels, public buildings, offices and fac- 
toriee. The master clock is automatically 
wound every minute, and in the same 
action the current is distributed to the 
secondary clocks. The principal advantages 
claimed are:—No winding required; per- 
fect timekeeping because of the regularity 
of the motive power; all clocks on the 
circuit work in perfect unison; absolute 
independence of outside influences; un- 
limited usefulness for controlling any 
number of other dials and ringing bells in 
different rooms at fixed hours, thus obviating 
the possibility of dispute as to the time for 
| ceasing work. 

We understand that the system is working successfully 
on the Continent, and at the principal railway stations in 
Switzerland. An installation with the mechanism exposed 
is shown at the stand where details of 118 working can be 
fully ascertained. 

Messrs. Batty also show a large variety of clocks suitable for 
switchboards, engine room, &c., non-magnetic watches in all grades, 
electrically-illuminated night watch stands, &c. 
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Adams Manufacturing Co., Ltd. (130). 


The Adams Co. have arranged their exhibit with a view to 
demonstrating the potentialities of the * Igranic” switchgear. The 
bulk of our readers are aware of the diversity of applications for 
which the company’s switches bave found favour, also that a 
characteristic is the automatic feature which bas been introduced 
into the working, with the object of eliminating the human factor 
as far as possible. 8 : 

One of the exhibite which always appeals to the visitor 1s an 
electrically-driven automatically-controlled hydraulic accumulator 
—the control apparatus comprising & tappet or float switch, & 
self-acting motor starter, and a magnetically-operated main switch. 


qum 
АХ. кымы. 8 i 


ADAMS SELF-ACTING THBEE-PHASE MOTOR-STABRTING SWITCH. 


A similar apparatus is shown for controlling the working of a 
Gwynne centrifcgal pump. An apparatus which we illustrate, is a 
controller for large rotary printiog press work, much used in 
newspaper offices, and which gives a speed range of from 5 per 
cent. of maximum up to full speed, only one handle having to be 
manipulated. 

The company’s attention hasalso been directed to automaticcontrol 
for alternating-current motors, and in this connection we illustrate 


ADAMS AUTOMATIC STARTER (BROADBENT’S PATENT). 


-a self-acting three-phase starter. In this an oil-immersed solenoid- 
operated double-pole main switch is provided for the stator circuit, 
and electrically interlocked with this is a commutator switch for 
regulating the resistance in the rotor circoits. To move this switch 
over its steps, an air or hydraulic cylinder is employed—the valves 
of which sre solenoid controlled. The interlock prevents the 


stator switch from being closed unless the starting resistance is in 
the rotor circuit. 

A solenoid-controlled oil-immersed main switch is used where an 
alternating-current motor can be coupled direct to the mains. 

The requirements of variable speed motors are met by com- 


bined starting and field regulating switches, examples of which 


are shown; and for reversible motors cf this type, as used for 
machine driving, a special type of combined reversible switch is 


ADAMS CONTROLLER FOR PRINTING Press WORK. 


provided, which can be attached to a splined shaft and operated 
by a handle, which may be moved to any position along the face 0 
the machine. 


Among other features of the stand are the company’s well-known. 


push-button control, magnetically-operated contractor pu 
&c., and the interesting automatic-starting switch patented by à à 
Frank Broadbent, which was recently noticed in our pages АП ! 
illustrated herewith. 


Small & Parkes, Ltd. (10). 


This firm are specialists in packings and beltings, a display of 
which is the feature of their stand. | in 

Mention may be made of the “Karmal” packing, ghown 
different grades, and claimed to be suitable for all purpose’, а 
of the Roko ” belting, the chief feature of which ів а pile 8 tos 
which takes up the wear and tear of the pulleys without affecting 
the body of the belt. 


Electrelle, Ltd. (116). 


The Electrelle is a piano playing device, which will fit into "s 
upright piano, and does not interfere with hand playing. ere 
know that 16 ів neat and compact, and for the rest—the в 
claim that it is absolutely without musical limitations, excep 
of the performer’s own musical perception. 


Liverpool Electric Cable Co., Ltd. (196). 


The company's stand does not lend itself to descriptive purpose 
its business as manufacturers of vulcanised wires and cables, o n 
a large variety is shown, is sufficiently well known to our rea 


Chorlton & Knowles (67). 


. 2 es, 
This firm specialises in the production of illustrated 9 и 
circulars, price lists and show cards, especially for 
engineers, textile machinista, &c. 


Harold Ashton (263). 


А А ilatin 

Mr. Ashton shows а variety of apparatus, including Moses : 
fans, heating and cooking appliances, AshtoD's m artico” 
cheap little device for attaching to flexible suspensions, P 


larly where metallic-filament lamps are employed. 


ВИНИ ая 
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Berry, Skinner & Co. (188a, 216a). 


A lengthy description of the Berry patent fool-proof switchgear 
is unnecessary in view of its extensive use. The company's appa- 
ratus, it will be remembered, was used throughout the lighting and 
power distribution circuits at the Franco-British Exhibition, and 
is similarly used over the whole of the Mancbester Exhibition 
building. j 

The Berry combined switch fuse and plug for portable machinery 
in mines, workshops, &c., as shown perewith, figures on the stand, 


BERRY COMBINED SwiTCH-FusE AND PLUG. 


also the Denny patent repeater fuse, in which fuse replacements 
are made by turning a handle only. The fuse is suitable for use 
on cranes, lifts, capstans, &c. 

It should be noted that the combined switch fuse illustrated 
above is both flame and water-tight, also that the plug can neither 
0 inserted nor withdrawn while the switch is on and the sockets 
alive. 

Messrs. Berry, Skinner's apparatus, consisting primarily of iron- 
clad units, can be conveniently assembled on skeleton framework, 
forming an exceedingly safe and convenient switchgear, entirely 


TRR Denny REPEATER FUSE, WITH AND WITHOUT COVER, 
SHOWN BY Веввү, SKINNER & Co. 


enclosed, practically fool-proof, and designed to compl ith 
nome Office stipu:ations. zd i idi 
n example of a distributing panel, built up in this way for the 
Franco-British Exhibition, was illustrated quite recently by us. 
Sd и Primary battery, applicable to miners’ lamps, motor and 
7 e ‘amps, ignition purposes, &c., and a compact CO, ice-making 
Plant, are also shown on the stand. 


Wellman-Seaver & Head, Ltd. (284e). 


This company have been identified with American steel-worls 
machinery for a great many years, and the fact that their wel:- 
known series of Dinkey controllers is the outcome of some 12 year's 
experience under the trying conditions obtaining in steel works, is 


| 
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DINKEY CONTROLLERS, Types VF & V. 


a sufficient testimonial of their reliability and usefulness under 
continuous working conditions. 

The operation of these controllers is by means of asimple to-and- 
fro motion of the starting lever ; the vertical position being neutral 
and gradual movement on either side corresponding to the direc- 
tion of the motor rotation. 

Where many controllers have to be operated by one man, as in 
the Wellman charger, the lever-type starter represents a great 
saving in time and trouble. 

The company make four principal types of Dinkey controller; 
type V for the very heaviest service; type V F, which was designed 
for cramped situations, and is suitable for general industrial work; 
type G, suitable for ordinary overhead crane work; and type U, 
designed for small powers. The majority of these controllers are 
sold combined with resistances, the latter being of Eureka wire 


WELLMAN MaGnetic BRAKE. 


wound on insulated steel rods and connected in such a manner that 
each resistance unit forms the magnetic blow-out for the particular 
contact to which it is connected. The banks of resistance units 
are easily replaceable, and the arrangement lends itself toa compact 
design. 

The company are also showing their Wellman brakes, for which 
very good results are c'aimed. ' 

Reference to our illustration will make the operatio i 
of brake clear; the motor spindle d is coupled E : Ard n 
provided with feathers which engage and turn the plates к. 

The plates р are secured from rotating by the case, but all the 
plates can be moved axially. When the motor isat rest the magnet 
coil 4 is de-energised, and the central spring forces the armature 
plate B against the friction plates, holding the motor shaft: the 
starting of the motor, of course, reverses the conditions, the attrac- 
tion of the armature plate overcoming the spring and releasing the 
кеа plates. ae a чы rotate in oil, the action of the brake is 

ree from Jar or snock—the principle being very simi - 
ployed in the Hele-Shaw Шш, i мл 

The company are also showing a new drum type controller and а 
series of starting swit:hes, motor panels, &c. 
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„Hand Fire Ext 


i i inted to P 

This company, which was officially. appointe v 
Exhibition buildings, and whose stand 18 à Welcome! lub, 
has a number 9 itg chemical hand fire 
Exhibition. 


„Climax 


Le Carbone (1200. 


As this firm are the pioneers of the сат 
Messrs. Le Carbone’s exhibit of brushes, 
disks, shot and powder, welding carbons, trolley W 


primary cells, &c., is well worth a visit. 
The carbon brushes are designed for every purposes and, indeed, 
ficiently eloquent of their successful use; the 


primary cells are all modifications of the well-known Leclanc 


type but a special depolariser is employed which gives them а very 
arge output and an extremely extended life. Several different 


bon brush in Europe 


contacts, microphone 
heel bushes, 


А. 6. Brown (14), 


Thi а 
за i57 рвана of Simpson & Brown’s patent vacuum and 
агй єт, insulating machine for electrical apparatus, an 
hin 5 air compressor and vacuum pump. 
u асант Tes was recently described and illustrated in 
ын abate EVIEW, 18 arranged for electric heating when 
ystems of heating are not available. ? 


G. A. Steinthal & Boydell, Ltd. (227). 


This firm is maki 

which is shown i пат feature of the “ S.B." 
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Congdon & Muir (174). 


This firm show 

button s ow а model electric lift i 
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Union Standard Machine Co. (198, 208). 


Attention may be profitably directed to this firm's “ Pioneer" 
portable work bench, which we illustrate. This bench is an 
acquisition for outdoor fitting, &c.; it weighs only 45 lb. as a pipe 
vice and 80 lb. equipped with a bench vice, and takes pipes up to 
2 in. diam. or work up to 3i in. in the jawsof the bench vice. The 


"ProNEER" PORTABLE BENCH, FOLDED UP FOR TRANSPORT. 


bench is absolutely rigid when in use, owing to the user standing 
on the platform, and can be folded into quite small compass when 
it is required to move it into another position. 

Apart from the “Pioneer” bench, the company show a number 
of other tools of the portable type, including punching, shearing, 
planing and drilling machines, adjustable die-stocks, &c., which 
are equally worth inspecting. 


Mayer & Schmidt (8 & 85). 


This firm specialise in grinding machinery, and are exhibiting an 
automatic cutter grinder and an automatic twist drill grinding 
machine, both of which are necessities in the modern tool-room. 
The former machiné is designed to rough out and sharpen milling 


AUTOMATIC CUTTER GRINDER. 


cutters of various types up to 8 in. diameter and 24 in. long. The 
grinding head is provided with an automatic feed, and can be 
turned on a vertical spindle ; botb emery wheels and emery cup 
wheels can be used. | | 

The twist drill grinder is also automatic in action, and provided 
with the necessary adjustment for the clearance and cutting angle 
of the drill, both of which can be altered while the machine is run- 
ing if required. We illustrate the former type of machine. 


S. N. Brayshaw (259, 260). 


B Here are shown a large variety of milling cutters, the 
: rayshaw patent salt-bath furnace for hardening steel, and the 
win-chambered high-speed furnace heated by gas. In the last- 
named, which we illustrate, coal.gas must be used, as producer 
Gas is not suitable for the high temperature required. 


. Compressed air must be supplied at а pressure of 1 lb. per square 
inch. The air supply is led into an air chamber provided with a 
safety valve, and thence it passes to the mixing chamber. Before 
entering the mixing chamber both the gas and air may be easily 
regulated by large graduated quadrant taps. The proportions of the 


“ PIONEER ” PoRTABLE BENCH, WITH PIPE VICE. 


gas and air apertures have been carefully calculated and nicely 
adjusted, and the amount of gas consumed is reduced toa minimum, 
because arrangements are made to secure that it is burnt in the 
most efficient way. The consumption of compressed air is remark- 
ably low, as most of the air required for combustion is drawn in by 
suction through an adjustable aperture. The mixing chamber and 
burner are of ample size, and have been accurately designed to 
give a very large flame, sufficiently powerful for the work, ard yet 
entering the furnace with a gentle flow, rather than a violent rush. 
The burner is set at an angle, and points downwards into the 


TwiN-CHAMBERED Gas-HEaTED HARDENING FUBNACE. 


furnace, so that the flame on entering the bottom chamber, first 
impinges on the floor and then spreads out. Inthe design of the 
mixing chamber and burner, provision has been made to prevent 
lighting back. 

Daring the Exhibition one of these furnaces is to be shown in 
operation at a white heat. 


ENLARGED VIEW OF PENDULUM SWITCH. 


MASTER CLOCK. 
Tum SYNCBRONOME SYSTEM. 


switch with the pendulum which times its operation, carries with it 
certain fundamental advantages, such as an automatic warning of 
impending failure of the battery, also the impossibility of the switch 
stopping in closed circuit and thereby running down the battery. 
An ideal time service is afforded by the system for railway stations 
hotels, clubs, warehouses, colleges, hospitals and all public buildings. 
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ROCHESTER RECORDER. 


Kennedy Be | a " 
Most electrical engineer “ familiar with ta anc aie! will 
is ti ho desire сач e 
by this time, t those bun б: т their oe 0 на 


tion, оп the company = line and Я : 
de rect Mur pee the machine for bending varie 


International Time Ве 


і their machines. 
This firm are showing a number of | 
national Rochester card time recorder, automatica у ue 


employé's time for а full week on а separa 
being Visible when made. The Iuternatio : 
will do all that the Rochester recorder does, but 1n dd 
ghows prominently irregular times of arrival and epar 
ture in red ink, distinct from the ordinary times, which are 10 m 
The arrangement is entirely automatic. The Bundy d 
recorder is useful for obtaining an accurate record of arri an 
departure of any number of employés a8 many times in 
may be required. 

The International autograph recorder is largely used for foremen 
and office staffs, and has been adopted in Government De ents. 
Against the signature of each employé, the day of the week, hour 
and minute is automatically printed. All late arrivals each day are 


т 
RAMWAYX TIME RECORDER. INTERNATIONAL AUTOGRAPH RECORDER. 


INTERNATIONAL Tıme RECORDERS. 


Examples are shown of the application of 

les i th 

employés! time registers, electrical measuring Жошы bell 
programme clocks, &c. ladependent self-wound clocks are also 


exhibited. 


The current consumption of all instruments is said 
A n ( to be 
as to be practically negligible, and any source of sess cael 


may be 


automatically grouped to ; TET 
: gether. There is no limit to the number 
ud buda) obtainable. The tramway time recorder is in use Oy 
AG 5 companies for recording the times at which ca 
al in points on the route, and it will take records of any 
еа 9 5 and descriptions of the "UU ку 
an “up” 
from the “ down ” records. die Ivo are shown separate? 
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The New Gutta Percha Co., Ltd. (187a). 


This exhibit consists of coils of wires and cables, insulated with 
the company's special insulating materials—known as Gutta 
Gentzsch and Pernax—suitadle for electric lighting, transmission of 
power, telegraph, telephone and bell wires; sheets of the insulation 
are also shown. 

Wires and cables insulated with gutta Gentzsch and Pernax have 
been supplied by this company to many of the English railway 
companies during the past five years, and their requirements have 
been so great (they practically taking the whole of the company’s 
output) that it has only recently been possible to approach cable- 
users generally. The increased demand has made it necessary to 
extend the manufacturing plant at the company's works at Green- 
wich. This is being done as rapidly as possible, and the company 
will, within the next few weeke, be in a position to treble their out- 
put. Gutta Gentzsch and Pernax are insulating materials of 
bigh grade, of which the sole manufacturing rights for the United 
Kingdom and the Colonies are held by the company. They do not 
contain any gutta-percha whatever, bat consist of the finest quality 
Para rubber, to which is added a wax-like material which is 
previously treated by a chemical process in order to give the 
mixture the desired physical and mechanical characteristics. As 
these installations do not andergo vulcanisation, it is not necessary 
to use tinned wires, and for the same reason a tape under the braid 
is not needed, the braiding and preservative compound being an 
adequate protection under all ordinary conditions, and the company 
is understood to expend the amount thus saved, on the quality 
of the insulation. If required, however, tinned wires and 
tape under the braid can be supplied at a small extra cost. 
The dielectric is of the same radial thickness as is adopted by 
the O.M.A. for their V. I. R. cables, and the insulation resist- 
ance compares favourably with vulcanised rubber, the prices being 
considerably cheaper. 

Wires and cables insulated with these materials are well 
adapted for electric lighting, tramway work, and bell, telephone 
and telegraph purposes, and are co flexible that a seven-strand con- 
ductor can be bent backwards and forwards, until every wire is 
broken without damage to the insulation. It is also claimed that 
they will withstand, without deterioration, alternations of wet or 
dry, that they are not affected by atmospheric conditions, or many 
of the acids, and that they are particularly suitable for submarine 
work and other positions where salt is present. As stated above, 
the first users of the cables were railway companies, who are still 
large buyers, and, in addition, they are now being used by leading 
corporations and supply companies, tramway companies, the 
National Telephone Co. and many large contractors. 


Howard Asphalt Troughing Co., Ltd. (229). 


This firm exhibit their solid system of laying underground 
mains, in which the cables are laid in & trough manufactured from 
natural rock asphalt, and made continuous for the entire length of 
main by means of welded joints. The entire system is demon- 
strated by a number of samples showing the various stages of work 
to be carried out in the trench, and which may be briefly described 
a8 follows :— 

The troughs are supplied in 4-ft. lengths, encased in sheet steel 
for their protection during transit. This sheeting rapidly rusts 
away in the ground, thus leaving the asphalt trough free to foliow 
any ordinary subsidence of the soil witbout fear of cracking. 

The lengths of trough are jointed by bringing the ends in con- 
tact with a hot iron, which softens them, until, by pressing 
together, they readily and firmly unite. The weld is dressed and 


HowaBp TROUGHING SYSTEM. 


smoothed to the shape of the trough by a hot iron, and it is diffi- 
calt to detect the exact locality of the joint after the work is 
finished, 
: The cables are laid in the bott-m of the trougb, being held apart 
5 separators. No bridges are used on the Howard solid 
Bitumen is firat poured over the cables until they are jast 
үче After this has cooled, the sides and top edges of the 
trough are painted with tar, and the whole trough is then filled to 
overflowing with asphaltic concrete moulded to the sbape of an 
arch by a hot iron. 
us feature which is brought out perhaps more than any other 
бо present exhibit is the extreme flexibility of the system— 
Ughing being shown coiled in complete circles, as well as passed 
under and over drain pipes, &c. | 


The Auto-Controller and Switch Co. (214). 


сне company are showing ''Fluxite ” soldering paste, and practical 
onstrations of its utility are being given daily. 


The Combination Metallic Packing Co., Ltd. (25). 


This company have fitted out their stall as an office. The 
articles shown are manufactured at Hillgate, Gateshead-on- 
Tyne. Several types of metallic packing for piston and slide rods 
are exhibited, also sectiona) models, which illustrate the working 
of the packing, whilst the advantages are clearly shown. The Case 
packings were originally designed and patented by the company, 
but some of the patent rights have since lapsed. They, however 


use a special alloy, which is a trade secret, for the wearing 
segments which form a vital part of all packings. The "M" type 
is well known to most engineers in charge of electric lighting and 
power stations. 

The types of metallic packing used for revolving rods and patent 
stop valves should interest most engineers. Amongst other 
specialities shown is the C.M.P. metal jointing rings, which make a 
“ metal-to-metal ” joint. 


The Vincit Co., Ltd. (16). 


This exhibitor is agent in Great Britain and Ireland for the 
Vienna Carborundum Works, and the speciality shown on this 
stand consists of carborundum resistance rods, which are made to 
the specification of clients for forming resistances from 10 to 
200,000 ohms, which, we learn, are now very largely used. Elec- 
trite" wheels, as used by many of the leading engineering firms 
throughout Great Britain, are shown. ‘“Electrite” is made in 
electric furnaces in & similar manner to carborundum. It is 
extremely hard and also tough, а most necessary feature in an 
ideal abrasive. For precision grinding it has no equal, as it is 
undoubtedly a free cutting wheel, whilst it stands up to the work. 
It is recommended for working all classes of steel in plain, universal 
and cylindrical grinding macbines, surface grinders, and for sharpen- 
ing milling cutters, &c. Also for fettling cast and malleable-iron 
castings. 

“ Blectrite” grain, when properly worked into bobs, is claimed 
to be far superior to emery and corundum. 

Another class of goods here is paper and cloth disks for 
disk grinders. All the A quality diske are made by machinery, 
the abrasive material being coated on same very thickly and 
in spirals, thus ensuring rapidity of cut and smooth finish. 
Carborundum is represented by a pile of wheels from large to. 
small. In the counter case*, various shapes of files and bricks in 
a variety of grains and powders are shown. In the centre case are 
exhibited a few samples of crude carborundum exactly as taken 
from the furnaces. 

The No. 2 Birch grinder is exhibited on this stall, and a demon- 
stration of the power of '' Electrite" wheels for grinding steel is. 
given on same. 


The Aero Automatic Fire Alarm Co. (19). 


The Aero бге alarm consists of a ,4-in. diameter copper 
tube, which is run through the building in suitable positions 
for it to be affected by heated air; both ends go to a 
switchboard, one being joined to a detector, which includes a 
flexible mica sheet carrying electrical contacts, and. is provided 
with & permanent leak, and the other ending іп a collapsible metal 
chamber with a push button for testing purposes. Owing to the 
leak the air pressure in the tube fluctuates with the ordinary 
pressures outside, but an extraordinary pressure rise, such as would 
be caused by dangerous heat near the tube, cannot be thus com- 
pensated, and as a result the mica diaphragm in the detector bulges - 
out, closing the contacts and giving the alarm. 

The principal claim appears to be the fact that the tube can run 
anywhere, and thus protect a building better than a number of 
scattered detectors as ordinarily employed ; obviously it can also. 
be made invisible, an advantage in buildings with architectural 
pretensions. 


« Fors” 40-АМРЕВЕ-НОСЕ ACCUMULATOR. 


exceedingly simple; as usually made, it consists of a positive 
electrode in the shape of а fluted cylinder, placed inside a porous 
pot, which is closely surrounded by the negative electrode. 
Tbe whole forms one unit, any number of which can be combined 
to increase the capacity of a cell, and which can be made also of 
various lengths and diameters for the same purpose. The porou3 
separator ensures absolute freedom from short circuit due to the 
accumulation of sediment at the bottom of the cell, so that the 
large space usually left on this account is not required, and the 
volume of the cell is thus diminished. ` The ample support given by 
the circular shape to the electrodes enables very light grids for the 
active material to be used, and buckling is impossible. Local 
action is prevented by the porous pot, there being no ровві- 
bility of leakage between the plates, and the cel) therefore retains 
its charge indefinitely when not in active use. The cell can also be 
charged and discharged at high rates without injury. The fol- 
lowing are the advantages claimed for the Fors” accumulator :— 
Reduction of weight and space occupied ; impossibility of short- 
circuiting ; impossibility of plates buckling ; capability of standing 
very rough treatment without injury; retention of charge indefinitely 
when not in active use; guaranteed output, 18 watt-hours per 1b. 
of complete cell. The accumulator is of entirely British manu- 
facture, and is made in various sizes, in celluloid and glass boxes. 
We understand that some important contracts for these cells are in 
course of negotiation. Our illustration shows a battery of 40 
ampere-hours capacity at 4 volts, suitable for ignition or lighting 
and measuring 6 x 23 х 44 in. A 
The Knowles porcelain lampholder, which is peculiarly adapted 
for use in situations where acid and alkali fumes exist, being con- 
structed of a single piece of porcelain without any joint; the 
Laurie and Inglefield travelling light and the stretching pendant ; 
and the Nodon patent electric valve for transforming alternating 
into continuous current— with all of which our readers are familiar 
_ —QGre also shown on this stand. 


d release, havin 

Sheol tank forms Une including small ШР 
ar. М d above it, a 

being carrie h, for eite 


attract the armatures 


DETAILS OF THBREE-PHASE OIL-SWITCH. 


A distant-release attachment is provided, and indicators for 
showing the number of times an overload has occurred, though not of 
sufficient duration to operate the switch, also whether the time 
relay device requires rewinding. 

The centre section of the pillar can be lifted out and the whole 
of the gear inspected without disconnecting any of the connections. 

A variety of L.T. apparatus is shown, including various types of 
controllers, lever switches, &c. 


J. W. Perkin (234). 


This firm (late Beanland, Perkin & Co.) are showing there 4 
complete range of their machine tools, including sensitive drilling 
machines, shaping machines in three etvles, power hack saws. 
screwing machines, disk grinders, and drill grinders. For the first 
time they exhibit one of their new 18-in. disk grinders for gen 
engineering works, with self-oiling bearings and other improve 
ments. This bas been put on the market ав а handy machine for 
general workshops at a moderate price. Mr. Perkin is also showing 
in operation one of his steam turbine separators for oil and waste 
reclaiming, and is giving demonstrations at intervals of its 
capabilities. 


J ³ ea ⁵ðZſ ( d y ⁰ == 


Printed by WitLiam Catz, LTD., Hogarth House, Bouverie Bt., and Published by the Proprietors, H. ALABASTER, GATEHOUSE & Co., at 4, PANE Hin, London. 


ТУ Ae MA а O O 


оов 


— — — 


Vol. 63. No. 1,612, Ooronnn 16, 1908] THE ELECTRICAL REVIEW. 


659 


лм ee rE ee ee 


-= CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—ADLATIDE.— November 20th. The City 
Council requires tenders for the supply and erection, complete, of 
a refuse destructor, electric lighting plant for the same, &c. 
Particulars may be obtained from the Agent-General for South 
Australia, 1, Crosby Square, Bishopsgate Street Within, Е.С. 

MELBOURNE.—The Postmaster-General of the Commonwealth 
requires tenders for the supply and erection of installations for 
wireless telegraphy at the following places:— Launceston ; King 
Island (Bass Straits); Flinders Island (Furneaux group); Mel- 
bourne. See Official Notices September 18th. 

TaswANIA.—March 15th, 1909. Postmaster-General. Telephone 
switchboard, common-battery system and apparatus for use at 
subscribers’ premises, Launceston. Specifications and particulars 
of general conditions can be inspected at the offices of the ELEC- 


TRICAL REVIEW. 
Victogia.—Three sets of testing instruments, for the P.M.G. 


Bee '* Official Notices " to-day. 


Belgium. — The municipal authorities of Louvain 
(province of Liége) have invited tenders for the concession for the 
public and private electric lighting of the town. 


Bury.—October 23rd. Electric lighting of the East 
Ward Council School for the Corporation. See Official Notices“ 
October 9th. 


Cape Colony.—November 18th. Dry cells in quantities 
from July Ist, 1909, to June 30th, 1910, for the Government. 
Information from Controller of Stores, G.P.O., Cape Town, to 
whom six sample cells should be sent. All ‘tenders must be on 
printed forms supplied for the purpose. A fuller notice appeared 
in the Board of Trade Journal last week. 


‚ Constantinople.—The Post and Telegraph Department 
requires tenders for 8,500 miles 4-mm. steel wire, 15,000 Leclanché 
insulators, and 1,360 other insulators. A deposit of 10 per cent. is 
to be made by a local agent. 


Egypt.—October 29th. The Ministry of the Interior 
wants tenders for the installation of electric lighting in the town 
of Zagazig, in accordance with specifications and plans that may 
be inspected at the offices of the above, Ministry at Cairo. 


Epsom.— October 23rd. Storage battery for the U. D. C. 
See " Official Notices " to-day. 


Germany.—The municipal authorities of Liebstadt, East 
Prussia, are about to invite tenders for the establishment of a 
Ms electric lighting station in the town, at an estimated cost 
of £40,000. 


G. W. Railway.—October 20th and November 10th. 
Stores for the G. W. Railway. See Official Notices“ October 2nd. 


London.—October 27th. Twelve water-tnbe boilers with 
mechanical stokers, superheaters, &c., for the L.C.C. See “ Official 
Notices” October 2nd. 

CAMBERWELL.—The Board of Guardians is inviting quotations 
for a suitable method of ventilation in the committee room. 


Manchester.—October 25th. High-pressure steam and 
feed pipes, valves and supports, for the Corporation. See Official 
Notices " to-day. 


Portsmouth.—October 21st. Reconstruction of a turbo- 
generator for the Corporation. See Official Notices ” October 9th. 


| Rochdale.—The second paragraph appearing under this 
heading in our last issue should have been headed Salford, as in 
our issue of October 2nd. 


Salford,—October 26th. Electric light installation at 
the Seedley Baths, for the Т.С. (Deposit 10s. 6d.) Mangnall and 
Littlewood, architects, 42, Spring Gardens, Manchester. 

November 2nd.—Cooling towers, tanks, &c., for the Corporation. 
Вее Official Notices“ to-day. 


Uruguay. Sax Есскхіо.— November 2nd. Tenders are 
invited for the building and equipment of an electric central station 
In this city. Address, Direccion Jeneral de los Ferrocariles del 
Estado. The State Railway likewise contemplates laying down 
three 300-Kw. generators at Santiago. Particulars from the Oficina 
Tecnica of the railway. 


CLOSED. 


Acerington.— With regard to the tenders for coal for the 
electricity department, the T.C. has resolved, after considering 
quotations, that for the present the electrical engineer continue to 
order coal from Altham Colliery Co. on current terms. For the 


supply of cylinder oil it was resolved that the tender submitted by 
Messrs. Belliss & Morcom, Ltd., be accepted. For crank oil that of 
Messrs. John Peters & Co. was lowest, and it was accepted for a 
period of 12 months. 

The T.C. is purchasing a new low-pressure cylinder cover, to 
replacé one recently damaged, from Messrs. Belliss & Morcom. А 
sub-committee is to meet to discuss proposed extensions and 
alterations. 


Australia.—ApkLATDR (S.A.).—4Avusíralasian Hardware 
and Machinery says that the lowest tender received by the Municipal 
Tramways Trust for the erection of the car depót, offices and 
workshops at Hackney was that of Smith, Timms & Co., the 
contractors for the permanent way. The amount was £82,350, and 
the tender having been accepted, a beginning is being made with 
the work. 

VicToRIA.— The same exchange says that for the electric lighting 
of Camperdown the following tenders were accepted early in the 
month :— 


R. Hornsby & Song.—Suction gas plant, £1.128. 

A. W. Wood. Dynamo and electrical appliances, £1,576. 

A. Kelly.— Poles, strute and stay poles, £188 10s. 

British Insulated and Helsby Cables, Ltd.— Cables and wires, £350. 


BBISBANE.— Postmaster-General's Department material :— 


Humphreys & Richardson.—86 battery boxes, at 65. 6d. each ; 75 ditto, at 
5s. 2d. each; 70 single-wing platforms, at £8 2s. each. MIS 

Brisbane Electrical Co.—80 four-point double protectors, at 10s. 3d. each ; 
70,000 brown paper sleeves, at 2s. per 100. 

Paul & Grey, Ltd.--39 manhole frames and covers, at £1 28. 10d. each: 147 
ditto, at £1 10s. 9d. each; 170 cast-iron potheads, 17 at 5s. each, 44 at 
68. each, 82 at 7s, each, 20 at 13s. 3d. each. ; 

Smith & Atkinson.— Making 1,500 Daniell coppers, at 3s. 6d. per 100; making 
12,000 Meidinger leads, at 4s. 6d. per 100; making 3,000 Daniell pockets, 
at 9s. per 100; making 6,000 Daniell zincs, at 88. per 100; making 16,000 
Meidinger zincs, at 7s. 8d. per 100; making 1,000 large rolled zincs, at 
298. 2d. per 100. 


Burnley.—The T.C. has accepted the following tenders 
for the supply of new plant required at the electricity works :— 

E. Green & Bons, —Economisers. 

J. P. Hall & Sons.—Boiler feed pump, 

Sugden, Ltd.— Two superheaters. 

Stewart & Lloyds, Ltd.-—Steel steam piping and valves. 

Yates & Thom, Ltd.—' Two Lancashire boilers, 

British Westinghouse Co.—750-kw, switchboard. 


Cardiff.—The T.C. has placed the following orders for 
coal for the E.L. and Tramways Departments :— 


The Tredegar Coal, &c., Co.—Roath Station, 1,000-1,200 tons of washed 
peas, at 11в. 3d. per ton delivered ; Canton Station, 200-250 tons of peas, 
at 11s. 3d. per ton delivered; and 3,500 tons of same coal, for delivery 
either at Canton or Roath, at 10s. 9d. per ton net. 

W. T. Beaven.—Roath Station, 800 tons of Ocean" steam washed pea- 
nuts, at 10s. 9d. per ton net, delivered at Roath electrical power station 


siding. 


Cordoba.—The Review of the River Plate states that the 
Ministry of Public Works of the Cordoba Provincial Government 
has received nine tenders in response to its inquiry for the 
installation of a new electric power house, to comprise two steam 
sets of 500 H.P. each, with their corresponding boilers and switch- 
gear. The necessity for this new power station has arisen through 
the inability of the existing company to meet the demands of 
consumers, through the lack of sufficient water in the Dique San 
Roque. The following were the tenders received :— 


S o/s. 
Ludke, Sajoux & Cia. Ке e 102,550.00 
Hopkins & Cardoin .. vis M T T 2а 6,600.00 
Cia. Industrial de Electricidad del Rio de la Plata. 93,360.00 
Agar, Cross & Cia. .: 9 m ze - e 86,600.00 
Colson, Brookhouse & Pyn oe ee 5% oe 82,541.00 
G. Scherb & Cia. - а - "s 81,470.00 


Lindenberg, Nellen & Cia... 
Parcus & Cia... E - 
Blanchetti Hnos. 


Dawley.—Messrs. Kynoch, Ltd., have secured a contract 
for the supply of a pumping plant to the District Council. The 
plant consists of two sets of Kynoch gas engines and suction gas 
plants, and Mather & Platt turbine pumps. The consulting 
engineers for the work are Messrs. Willcox & Raikes. 


Glasgow. — The T.C. Electricity Committee has 
accepted the offer of the British Westinghouse Co. for two rotary 
converters with transformera and spares for the sum of £851. 


І (incomplete) 77,000.00 


Johannesburg.—At a recent meeting of the T.C. the 
tender of Messrs. J. Cartner & Co. for the extension of the tramways 
to Orange Grove, at £3,621, was recommended for &cceptance. 


London. —OCHELCEA.— The B.C. has accepted the quota- 
tion of Wright Bros. & Co. for the supply and fixing of 87 electric 
light fittings for the Town Hall extension, at £124. The acceptance 
is subject to the approval of the L. O. C. as regards the manner of 
suspending the fittings in the licensed portion of the building. 

West HAu.— The T.C. received the following tenders for the 
supply and fixing of transformers, &c., at the Balaam-street Baths 
to reduce the voltage to 25 volts to permit of the use of 10, 16 and 
25-c.P. Osram lamps:— 

J. T. Halsey T 
W. J. Woodward 


W. Simmons ss E 
Electricity Department 


- (accepted) £52 10 6 (4) 
= es 0 0 () 

60 16 0 (4) 

71 15 0 íl) 


Transformers, similar to the above, for effecting economy in 
the lighting of underground conveniences :— 
J. T. Halsey x. (accepted) £14 
Vulean Electric Co, .. ee .. e. ' ~ P | 5 15 ^ 
Electricity Department . s ae Веч és 6 6 
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CORNSAY COLLIERY (DvcrHam).—New school and alterations to existing 
one. County Education Architect, Shire Hall, Durham. 
CROYDON.—Twenty-four houses, Headcarn Road, for G. W. Flitton, Gonville 
Road. Two houses; A. Broad, 22, George Street, Croydon, 
Large shop and dwelling house, North End; Berney & Son, 
architects, 104, George Street, Croydon. 
DERBY.—New Baptist Church at Kilburn. Suggested structural alterations 
at Workhouse; Board of Guardians. Covered market for the 
Т.С. (£1,760). 
DONCASTER.—Brown Cow Inn, French Gate, to be rebuilt by the T.C. 
DUBSLIN.—Additions and alterations at the General Post Office. H. Williams, 
secretary, Office of Public Works, Dublin. 
DUDLEY.—New buildings and alterations and additions to the Fire Station, 
Priory Street. J. Gammage, borough surveyor, Town Hall, 
Dudley. 
DUNDEE.—8Skating rink. H. & F. Thomson, Dundee. 
DUNGARVAN (Со. WArzRTORD).—Improvements to Town Hall. 
EBBW VALE.—Street of shops, Bethcar Street. Messrs. Gale, builders. 
EDINBURGH „„ Сауап barracks at Redford Farm for the War 
ce. 
EXETER.—New Hippodrome in High Street, for F. Karno & A. H. Edwards, 
proprietors, New Hippodrome, Peterborough. B. Crewe, 
architect, 75, Shaftesbury Avenue, W. | 
FARNWORTH (near Borrow).—Electrical installation for power and lighting 
foc the Famworth-with-Kearsley Co-operative Society. 
FENCE HOUSES (Cc. DunBAM).—Houses, Station Avenue, for A. Grieves; 
house and shop for W. Smith. 
FLEETWOOD.—Twelve houses fn Carr Road and Chaucer Road. J. England. 
FOLKESTONE.— Detached house, Turketel Road, for F. Nicholls; A. Bromley, 
architect, Cheriton Place, Folkestone. Almshouses, corner of 
Cheriton and Burrenden Roads, for the trustees of the late 
J. Bowley; A. Bromley, architect. Additions to 37, Earl's 
Avenue, for G. H. Hayne; O. Marx, architect and 
builder. 
(CHERrron).—Shop and dwelling house in Church Street, for W. Н. 
Arger, 8, Bonsor Road, Folkestone. 
FROME.—Enlargement of the Isolation Hospital for the Urban District 
Council (£800). 
GILLINGHAM.—Electric cranes to be placed on the wharves by the T.C. 
New buildings in Canterbury Street, for Mr. Thorne. 
GLASGOW .—Reconstruction of Milngavie Parish Church (£5,000); Rev. Mr. 
Dickie, Milngavie, Glasgow. Prospective rebuilding, after fire. 
of saw mills for Robinson, Dunn & Co. Enlargement and 
fet raton of New Kilpatrick Church (£5,000); Rev. J. H. 
ickie. 
GREAT CROSBY (near Liverroor).—Detached villa, Coronation Drive, for 
Lawson & Rimmer; three pairs of houses, Sherwood Road, for 
Wm. Wright. 
HALSTEAD (near SxVENOARKS).— Pair of semi-detached houses, Old London 
Road, Knockholt, for T. White. 
HAWICK (N.B.).— Publio swimming baths at the Exchange Hall (£4,000). 
Town Corncil. 
HERTFORD.—Shop and stables at Knebworth, for Mr. Dearman; houses, 
. Milestone Road, Knebworth, for G. Rayment; Clay End, 
Walkern, for Miss Cotton-Browne; Pondcroft Road, Datch - 
worth, for Mr. Darby. 
HODDE&DON.—New County Schools at Rye Park (£3,355). 
HORNSEA (near HuLL).— Five houses and shop, Cliff Road, for Mr. Adamson; 
air of villas, Carlton Avenue, for E. W. Piercey; six houses, 
arrington Avenue, for Mr. Crossland. 
HOUGHTON-LE-BPRING (Co. DvnHAM).—Houses, Paddock Stile, Phil. 
adelphia, for Messrs. Balmer. 
HYTHE.-Two houses in Earlstield Road, for B. Wise; bungalow at Stanford, 
for Mr. Franks; houses at Baltwood, for Mr. Chitty and Mr, 
Court. 
IPSWICH.—Extensive alterations to premises for E. Beard, furnisher, Princes 
Street. 
IRLAM (near MaxcnestER).—Two villas, Liverpool Road, for Herbert 
Grundy, Irlam. 
KEARSLEY (near Botton).—New public offices. Surveyor, Council Offices, 
Kearsley, Bolton. 
KIRKBY-IN-ASHFIELD (Norrs.).—Houses, Fox Street, for Mr. Conway; 
Southwell Road, for Coleman & Blackburn; Unity Street, for 
Mr. Gilbert; Hartley Road, for Mr. Herbert. 
LAINDON (Essxx).—Additions and alterations at the Laindon Branch Work- 
house, for the Poplar Board of Guardians. J. & W. Clarkson, 
architects, 136, High Street, Poplar, E 
LEEDS8.—Extension of St. Clement's Sunday Schools, new men's club, &c. 
Sydney D. Kitson, architect, Leeds. . 
Firemen's dwellings for the T.C. P. Robinson, architect, 53, Albion 
Btreet, Leeds. 
LEICESTER.—Six cottages for the T. C., Colton Street. 
Borough Surveyor, Town Hall, Leicester. 
LEOMINSTER.—Garage, Etnam Street, for S. Leach; villas, Etnam Street, 
for W. Pounds. 
LIMPSFIELD (SurREY).—House, St. Andrew's Road, for A. L. Foster. 
LINCOLN.—Housee, Rasen Lane, for H. Hardwick; Monk's Road, for A. E. 
Parkinson ; mill Road, for C. Dowse. ' : 
LINGFIELD (BvnRxY).—New epileptic home, for the Trustees of the Farm 
Colony Bones Moor Lane, for R. C. Head, builder; Chart - 
Ham Park, for Col. Margery; Baldwin's Hill, for, H. C. 
Nightingale: alterations and additions to Yew Lodge, for 8. 
Lawrence; alterations to The Anchorage, Dorman’s Park, for 
G. Stirling. 
LITHERLAND (near LrveRPOOL).—Mortuary for the U. D. C. Thos. Spencer, 


builder, Aintree. 
LITTLE HULTON.—New central Co-operative premises; Henderson & Brown, 
architects, Bolton. Structural alterations at Royal Oak Inn. 


Cornbrook Brewery Co., Manchester. 
LITTLE MONGEHAM (near Drat).—Bungslow residence, for Mr. Ives, Hat- 
field Nursery, Sheerness. | 
LIVERSEDGE.— Warehouse extensions at Stanley Mills, Littletown, for J. W. 
and F. H. Priestley, Ltd. 
LLWYNYPIA (GraM.).—T wo houses for the Glamorgan Coal Co., Ltd.; E.G.C. 
Down, architect, 31, High Street, Cardiff. | | 
LONDON (Ешситкү).—Ейуе houses; Holliday & Son, builders, 74 and 76, High 
Road, North Finchley, N. Additions to Bt. Michael s Church, 
Hendon Lane. Four houses; A. E. Denham, builder, Mancr 
Park Road, East Finchley. Sunday School building in con- 
nection with Wesleyan Church, High Road, East 3 : 
HAMMERS) Я ..—Formation of new street оп the a 
| . Р J. Allen, contractor, 111, Adelaide Road, 
Shepherd's Bush. 
(WANDSWORTH, 8.W.).—Seventy 
burnie Road; W. C. Poole, 
Wandsworth Common, S. W. 
Putney; J. C. Hadford, architect, 


Putney. | | 
(бате ов 8.E.).—Charlton Congregational Church ; G. idet 

124, Sumner Road, Peckham. Sixteen houses in C и 
Street and King William Street; Capt. W. Warburton, R. E., 


25, Park Row, Greenwich, B.E. 


E. G. Mawbey, 


houses, Mandrake Road and Glen- 

architect, 62, Belleville Road, 
House, Chartfield Avenue, 
223, Upper Richmond Road, 


LONDON (STRAND, W.C.).—Extension of the Royal Courts of Justice. Bir H. 
Tanner, architect, Н.М. Office of Works, Storey's Gate, 
London, 8.W. 
(SILVERTO wN, E.).—Store at H. Tate & Son’s sugar refinery ; store 
and machine workshop, at R. Moreland & Son's premises, 
Bradfield Road. 
(Canninc Town, E.).—New offices and store for City Glass Bottle 
„ Ltd., St. John’s Road; alterations Royal Albert Music 
Hall; J. O. Farrer, architect, 2, Coleman Street, Е.С. 
._(Barxina Roan, E.).—Alterations and additions, Mansfield House 
Men's Club. Frank Hamlett, builder, Barking Road, E. 
(STRATFORD, E.).—Match factory. F. L. Forge, architect, 28, 
Martin's Lane, E.C. 
(BATTERSEA, B.W.).—Workshop for electrical engineers’ works, at 
Ingate Place, Queen's Road. Macey & Sons, Ltd., builders, 24, 
Essex Btreet, Btrand, W.C. 
(Park Lane, W.).—Rebuilding mansion in Tilney Street and 
Deanery Street. T. Rider & Son, builders, 181, Union Street, 
Southwark, S. E. 
(CHARING CRoss).—Altering 448, Strand (late post office) for branch 
of London and South-Western Bank, 170, Fenchurch Street, 
(EpMonton, N.).—Warehouse in Angel Road for Stavers & Stavers, 
joinery manufacturers, 158, Leadenhall Street, E.C. 30 houses, 
Bagshot Road; F. Bethell, architect, 28, Queen Anne Place, 
Enfield. 
(Tower Brings, 8.E.).—New warehouse (22,760). A. W. Osborne, 
architect, 90-91, Queen Street, Cheapside, E.C. 
(VicroniA Docks, E.).—Prospective rebuilding after fire of elec- 
trically-equipped receiving house for J. Rank, Ltd., flour 
millers, Baltic House, 27, Leadenhall Street, E.C. 
(ушты) ШОШ upon site of 7, Princes Street. H.C. 
Clarke, architect, 68, Bishopsgate Btreet Within, E.C. 
(DvrLwicH, 8.E.).—House, Alleyn Park. Perry & Co., builders, 
Tredegar Works, Bow, E. 
(HAMMERSMITH, W.).—Additions, Askew Arms public house, 
Uxbridge Road. W. Bradford & Sons, architects, 19, Regent 
Street, W. 
(BATTERSEA, 8.W.).—Workshop at rear of premises of Carbo- 
Welding Syndicate, Ltd., 49, Battersea Park Road. 
(PADDINGTON, SovTH).—AdCitionsat rear of 1144, Westbourne Grove. 
G. A. Sexton, architect, 42, High Road, Hampstead, N.W. 
(W.C.).—Re-crection of 5, 6 and 7, 8pur Btreet, Leicester Square. 
Taperell & Haase, surveyors, 9, John Street, Adelphi, W.C. 
(E.C.).—Alterations to 29 and 30, Cock Lane, Snow Hill. Ogden, 
Sons & Olley, house estate agents, 4, High Street, Wimbledon. 
(FiNsBURY, E.C.).—Alterations, &c., at The Duke of York public 
house. W. Bradford & Bons, architects, 19, Regent Btreet, W. 
(HENDON, N.W.).—New factory (£1,900). Meakin, Archer and 
Stoneham, surveyors, 11, Clement's Lane, E.C.; A. J. Staines 
and Co., builders, 164, Great Tichfleld Street, Oxford Street, W. 
(EALING, W.).—Secondary school and Technica) Institute, Middlesex 
? Education Committee. 
LOWESTOFT.—Two houses, Kensington Road; Geo. Skippen, builder, 
Lowestoft. Two houses and shop, Cliff Road; E. Graveling, 
builder, South Lowestoft. Four houses, Rochester Road ; J. J. 
Colby, South Lowestoft. Three houses, Royal Terrace; Royal 
Estate trustees, Lowestoft. Four houses, Beccles Road; W. 
Beaumont, Lowestoft. 
MACCLESFIELD.—Proposed alterations at the Infirm Hospital. Whittaker 
and Bradburn, architects. 
MALVERN.—Residence in Mathon Road, West Malvern, for А. G. Lewis; 
T, W. Holds, architect. House, Old Hollow, for C. Lane. 
MANCHESTER.—8chool for Epileptics at Warford. Manchester Education 
Committee. 
MARPLE.—Twenty semi-detached houses, Merple Bridge, for Thos. Hoe ; 
house and shop, High Lane, for J. W. Booth. 
MELKSHAM (WiLTs).—Corn and Meal Stores, Church Street, for T. A. Kelson. 
MELLOR.—Bungalow residence, for Mr. Dewhurst; house, Longhurst Lane, 
for Mr. Grange. 
MELTON MOWBRAY.—Houses, Stafford Avenue, for Ernest Olarke. 
MIDDLESBROUGH.—Alterations and additions to premises, for the Tees 
Pilotage Commissioners. R. Lofthouse & Sons, architects, 129, 
Albert Road, Middlesbrough. 
MIDDLEWICH.—Houses, West Street, for Birchall Bros., builders, Darling- 
ton Street. . 
MONK BRETTON (near BARNSLRY).— Ten houses at Klondyke, for W. Bird. 


MIRFIELD —E.L. to be installed at the College of the Resurrection. 


MONTROSE.—Proposed public hall and library at 8t. Cyrus. 


MORLEY.—Additions to Glen Mills, for Albert Glover. T. A. Buttery, 
architect, Exchange Buildings, Queen Street, Morley. 

NANTWICH (Wrensvury).—New factory for the Trufood Co., Ltd. (23,000 to 
44, 0000. G. D. Dennis, architect, London. 

NEWBRI DGE (Mox.) — Extensions and alterations at Tynewydd Council 
School. C. Dauncey, secretary, Monmouthshire Education 
Committee, County Council Offices, Newport, Mon. 

NEWQUAY (ConNwALL).— Villa residence, Headland, for B. Greatrex, London. 
Н. E. Farmer, architect, Walsall; Geo. Miners and Son, 
builders, Marazion. 

New church (£10,000). 
NORWICH.-— Proposed extensive additions to the Norfolk and Norwich Hospital 
| (£15,000. E. T. Boardman, architect, Town Close House, 
Norwich. 

OLNEY (Bucks.).—New schools for Cowper Congregational Church (£750); 
Dawes & Hart, builders, Olney. Houses, Newton Street, for F. 
Dawes; Weston Road, for T. Wright. 

OSWESTRY.—New Sunday schools in connection with the English Baptist 
Church. W. J. Oliver, architect, 1, Darlington Street, 
Wolverhampton, 

OXFORD.—New church at Summertown (£7,865). 
builders. 

OXTED (8crney).—Houses, Chichester Road, for Cruttenden & Son; Mill Lane, 
for W. Payne. 

PERRANWELL (Cornwa.t).—Alterations and additions to residence. A. J. 
Cornelius, architect, Truro. 

PERTH.—Proposed temporary public hall; Mr. McKillon, Burch Surveyor. 
Store for J. Gardiner, grain merchant, High Street, Perth. 
Villa in Spens Crescent for J. Christie, cycle agent, Canal 
Crescent. 

PONTYPRIDD.—Nine houses for D. R. Lewis; A. О. Evans, Williams and 
Evans, architects, Pontypridd. Two houses for Geo. Meats; 
Lewis & Morgan, architects, Pontypridd. Additions to 
Methodist Chapel, Cilfynydd; P. Jones, architect, Cilfynydd, 
Twenty-eight houses; Gibson. Parry & Williams, architects, 
Pontypridd. New business premises; A. Roberts, architect, 
Church Street, Pontypridd. Four houses for 8. Bennett; A. О. 
Evans, Williams & Evans, architects, Pontypridd. Three 
houses; A. O. Evans, Williams & Evans, architects, Pontypridd. 
Nine houses for К. W. Oliver; A. O. Evans, Williams & Evans, 
architects, Pontypridd. Two houses for C. К. Oliver; A. O. 
Evans, Williams & Evans, architects, Pontypridd, 


Wooldridge & Simpson 
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PICKERING.—New Roman Catholic Church and School, on Potter's Hill; five 
houses, Middleton Road, Н. Boulton, builder. 

PORTBSMOUTH.—Covered yard for Hargrove & Co., 18, King Street; B. Salter. 
House, Festisg Road, for Bir F. L. J. Barrow; J. Croad. Two 
houses, Walmer Road; J. R. Jones. Houses and stable, Ophir 
Road; W. Mitchell. Houses, Bowler Avenue; T. Bowler. 
Houses, Belgravia Road; E. G. Briggs. 

PREESALL (near FLENTWOOD).—Lighting at Knott End Landing Stage. 
Preesall District Council. 

PRESTON.—Wesleyan Church and Schools (£4,000). E. J. Andrew, architect, 

80, Winckley Square, Preston. 

PULBOROUGH.—Public Hall under consideration. 

QUORN.—Villa residence, Chaveney Road, for G. F. Farnham. 

RAMSBOTTOM.—New weaving shed. Chatterton Weaving Co., Ltd. 

RICHMOND-ON-THAMES.-—Beehive Inn, Lower Richmond Road, to be re- 
built. Watney, Coombe & Reid, Ltd., Stag Brewery, Pimlico, 
owners. 


RICKMANSWORTH.—New Schools at Mill End, for the С.С. (21,085). G. 
Jaggard, builder, Bushey. 


RIPPLE (near Dover).—Two detached villas, for H. Jenkins. 


ROCHDALE.—Branch Swimming Baths at Castleton Moor. Wallis & Bowden, 
architects, Rochdale. 

ROMFORD.—New Parish Hall for St. Edward's parish (21,300). 

RINGWOOD.—House at Poulner, for Mr. Alexander. ' 


RUGBY.—Alterations to house in Railway Terrace, for C. M. Patchett; 
builder's workshop at rear of 147, Claremont Road, for F. J. 
Towers; boiler-house in Bilton Road, for F. Merttens. 

RUNCORN.— Houses, Picton Avenue, for Robert Kay. 

ST. ALBANS.—Houses, Sandfleld Road, for G. E. Willocks; Cambridge Road, 
for A. Marshall. 

ST. ANNE'8-ON-8EA.—Houses, 8t. Anne’s Road East, for R. Crighton ; Head- 
roomgate Road, for Muirhead & Co.; Riley Avenue, for J. 
Butcliffe; Lord Street, for J. Whiteside; St. David's Road 
North, for Langford & Slater. 

ST. NEOTS (Hunts.).—Houses, Shaftesbury Avenue, for J. Stocker. 

SANDBACH (CuksutnE).—New secondary school. County Architect, Chester. 

SHANKLIN (Пак or Wionr).—Pavilion at the pier, for the Pier Со. (£3,000). 
Мт. Thorne, contractor. 

SHAW.~—New premises for the Newtown Street P. S. A. Society. 


BHEFFIELD.—Cookery centre, &с., at Townhead Street Schools, for the 
Education Committee; Н. L. Paterson, architect, 19, Bt. 
James's Street, Sheffield. Proposed new central library for 
the T.C.; City Architect. 

BHREWSBURY.—Elementary schools at Coleham for the T.C. A. B. & W. 
Bcott Deakin, architects, 12a, Pride Hill, Shrewsbury. 

SOUTHPORT Adan ea a baths under oonsideration. Birkdale 

uncil. 


BTEVENAGE.— Elementary schools for Herts. С.С. (£3,650.) 
BTOCKPORT.—Proposed new works, Canada Street and Regent Road, 


Heaviley, for J. Horn (Stockport), Ltd., confectionery, jam, &о., 
manufacturers. 


STOKE.—Two oe in Trent Vale. Mr. Hancosk, Trent Vale, Stoke-on- 
ent. 


Two houses in Kensington Road. W. Wakefield. 


SUDBURY (Dznzsvsning).—Improved sewage scheme contemplated. Surveyor, 
Council Offices, Sudbury. 
SUNDERLAN 
L 


D.—Houses, Roker Park Road South, for R. Swan, builder; J. 
Potts & Son, architects, 57, John Street, Sunderland. Houses, 
Roxburgh Street, Monkwearmouth, for R. Muirhead; J. Potts 
and Son, architects. Houses, St. Leonard Street, for M. 
Howarth ; Canon Cochin Street, for J. M. Gibbons. Houser, 
Beechwood Street, for J. Carter; G. T. Brown, architect, 51, 
Fawcett Street, Sunderland. Organ factory, Back Hylton Road, 
for H. 8. Vincent & Co.; Henderson & Hall, architects, 28, 
John Street, Sunderland. 

TABLEY (CHEsHinF).—Extension of Lady Leighton’s Schools (2646). Т. 

Williams & Son, builders, Altrincham. 

TONBRIDGE.— Houses, Springwell Road, for Max Warren ; The Drive, for 
A. Heades ; Pembury Road, for Miss H. J. Botten; Goldsmid 
Road, for C. J. Fowler; Mabledon Road, for W. Groombridge, 
builder, 6, Waterloo Road; Barden Road, for К. C. Jarvis, 
builder, 21, Baltic Road; alterations to Bayham House, High 
Street, (ог Dr. Newton; alterations to Manor House, for C. H. 
Crofts; additions to Emleigh, Hadlow Road, for H. A. 
Beeching ; alterations to 10 and 12, Woodside, for J. Jeffery ; 
alterations to 219, High Street, for F. L. Pattisson ; additions to 
Castle Hotel and office for tbe Dartford Brewery Co., Ltd. ; 
studio, 191, High Street, for B. C. Flemons. 

TREDEGAR.—Villa, Duke's Town Road, for E. Thomas, Sirhowy Yard ; nine- 
teen houses, Mile Field, for the Tredegar Workmen's Building 
Bociety. 

TUNBRIDGE WELLS.—Houses, Woodland Road, for G. Hudson ; Culverden 
Avenue, for Mr. Ellis; Sandhurst Road, for Soper & Jones, 
builders, 78, Calverley Road ; Somerset Road, for A. T. Child; 
Erekine Park Road, for W. Farmer; Culverden Avenue, for 
E. Smith; conversion of one house into two, and additions to 
Cadogan House, for C. M. & J. E. Strange, builders ; additions 
to Culverden Down Schools, for the trustees of Down Lane 
School; additions to 111, Upper Grosvenor Road, for A. F. 
Fairhall. 

UTTOXETER.—Laundry to be rebuilt in Heath Road, 
Laundry Co.. 

WANTAGE.—1íouse, Belmont, for A. J. East; additions to flour milla, Mill 
Street, for Messrs. Clarke, Ltd, 

WARLINGHAM (near CROW DON). Houses, Farleigh Road, for J. W. Morris; 
West Hill Road, for E. Marwood, builder, Whyteleafe; Warren 
Park, for E. Sabey. 

WARMINSTER (WiLrs.).—House in Portway, for Mr. Day; Long & Glass, 
architects, 53, Market Place, Warminster. 

WATERLOO (near LiverrooL).—Thirtecn houses, Milton Road, for Jas. 
Houghton; alterations and additions to 13 and 16, Adelaide 
Terrace, for Messrs, Padley. 

WEST HARTILEPOOL.—Saw mill, Seaton Road, for J. W. Baird & Co. 

WIMBORNE.- Prospective rebuilding, after fire, of St. Gilcs's Church. 

WINDSOR.—Houses at Sunningdale, for Miss Girdlestcne. 


WOLDINGHAM near GopsToxE).— House, Station Road, for A. M. Cawthorne; 
new schools for Surrey Education Committee. 
YARMOUTH.—Proposed additions to the Workhouse for the В.С, (£6,108); 
new oftices, South Quay, for the Port and Haven Commissioners; 
house, Sussex Road, Gorleston, for J. C. Knight; house, 
Ferry Hill, Southtown, for W. George; two lock-up shops, Pier 
Walk, Gorleston, for E. J. Middleton. 


for the Imperial 


—— 


New Primary Cell.—It is reported that a new primary 
battery has been invented by Mr. W. A. F. Bleek, a resident of 


Brisbane, Queensland. The battery is very simple, compact and 
easily charged. 


FORTHCOMING EVENTS. 


To-day’s Events (Friday, October 16th).—Visit of the Municipal Electrics) 
Association to the Exhibition at Manchester. 

At8 p.m. At the Institution House. Institution of Mechanical Engi. 
neers. Paper on * Repairs, Renewals, Deterioration and Depreciation 
of Workshop Plant and Machinery,” by Mr. J. E. Darbishire. 

Saturday, October 17th.—Meeting of Electrical Contractors at the Manchester 
Electrical Exhibition. 

Monday, October 19th.—At 7 p.m. At Royal United Service Institution, White. 
hall. Junior Institution of Engineers. Annual general meeting, 
followed by annual general meeting of the Benevolent Fund, At 
8 pm., "Some Notes on Hydraulic Plate-Cutting and Riveting 
Machines," by Mr. Norman 5. Trustrum. 

Friday, October 28rd.—At 8.30 p.m. At the National Physical Laboratory, 
Teddington. Physical Society. Series of demonstration of work in 

progress in the Laboratory. 

At 7.30. Physical Laboratory of the University of Manchester. Institu- 
tion of Electrical Engineers (Manchester Local Section). Chair. 
man's address, by Mr. Miles Walker, M.I.E.E. 

King’s Hall, Holborn Restaurant. Electro-Harmonic Society. First 
concert of the season. (See Notes columns to-day.) 

Saturday, October 24th.—Liverpool and District Electrical Association. Visit 


to the Manchester Electrical Exhibition ; 2.40 train from Exchange 
Station. 


NOTES. 


Our Committee Portraits —We regret that the 
photographic print of Mr. J. McDermott, who represents the con- 
tracting intereste on the Exbibition Committee, was so faint that 
our touchers-up in their zeal to penetrate the mist and bring out 
the good points of the subject found it necessary, or shall we say 
thought it desirable, to make amends for the photograpbere 
neglect, with the result that Mr. McDermott, when we had the 
pleasure of meeting him at the Exbibition, was found to be 
not favourably represented by the photograph. This is entirely 
the combined fault of the poor original photographic print 
and the enthusiasm of the artist, and we can assure our readers 
that Mr. McDermott is in no way responsible for the effect pro- 


duced on page 541 of the ELECTRICAL Review of October 2nd, 
1908. 


Tramcar Drivers Reward.—The Nelson T.C. on 
October 8th decided to award driver Н. Dean a badge and allow- 
ance for meritorious conduct on the 6th inst. whilst driving а light 
railway car, which resulted in the saving of a child's life. 


Institution and Lecture Notes.—INsTITUTION OF 
ELECTRICAL EmNGiINEEBS (MamcHEsTER Locau Sercrion).—The 
following is a provisional syllabus of arrangements for the comirg 
Session. The meetings are to be held at the Physical Laboratory 


of the University of Manchester on Tuesdays, at 7.30 p.m. Pro- 
visional syllabus :— 


October 23rd. — M. Walker, M. I. E. E., Chairman's Address. . 
November 3rd.—M. Kloss, Dr.-Ing., Practical Considerations in the Selec- 
tion of Turbo-Alternators."’ 


November 17th.—R. G. Cunliffe, M. B. Tech., and J. G. Cunliffe, M.8c.Tech,, 
" Vagabond Currents. 


December 1st.—W. Cramp, МЛ.Е E., "The Electrical Discharge and the 
Manufacture of Nitrogen Compounds." 
December 15һ.;-А. P. M. Fleming, A. M. I. E. E., and K. M. Faye-Hansen, 


A. M. I. E. E., ''Transformers—Boine Theoretical and Practical Con- 
siderations.'' 


January 12th, 1909.—M. Walker, M. I. E. E., Тһе Improvement of Power 
Factor in Alternating-Current Bystems.”’ 

January 96th.—Dr. E. Rosenberg, M.LE.E., Parallel Operation ot 
Alternators.” i 

February 9th.—Dr. W. G. Rhodes, M.I.E.E., An Elementary Treatment o! 
some Alternating-Current Problems.“ 

February 23rd.—J. S. Peck, M. I. E. E., Load Equalisers.”’ 

February 26th.—Annual Dinner. . 

March 9th.—C. E. Douglas, A. M.I.E.E.,'' Large Gas Engines for Electrical 
Driving." 

March 23rd.—Annual General Meeting, and Lecture by Prof. E. Rutherford. 


The arrangements for the Students’ Section at Manchester are 18 
follows, the meetings being held at the Municipal School of Tech. 


nology, Whitworth Street, Manchester, on Tuesday evenings, at 
7.30 p.m. :— | 


October 27th.—Supper and smoking concert. 

November 10th.—R. F. Blackmore, Brush-gear.” 

November 24th.--J. H. Baxter, Central Station Design.“ 

December 8th.—P. C. Jones, ** Bingle-phase Railways.“ "X" 

January 6th, 1909.— L. H. A. Carr, B. Sc., Tech., Notes on the Elimination 
of Sparking.” * . Р 

January 19th. — 7. Wilson, B.Sc., Н.Т. Aerial Transmission Lines.“ 

February 2nd.—J. G. Cunliffe, M.Sc., Tech., and R. G. Cunline, M. Se., Tech., 
“ Automatic Devices for Tramway Working.“ | 

February 16th.—C. S. Richards, B. Se., Tech., The Utilisation of Exhaust 
Steam for Electric Driving.“ 


March 2nd.—B. E. Stott and J. Hargrove, '''The Design of Small b. 
Machines.“ 


March léth. Annual General Meeting. F. Moore, " Electrolytic Zinc Manu · 
facture." 


Visits have been arranged on Saturday afternoons as follows:— 


November lith.—The Stuart Street Generating Station of the Manchester 
Corporation. 

November 2*th.—'l'he works of Messrs. Hans Renold, Ltd. 

December 12th.—The Heysham and Morecamhe Electric Railway. 

January 9th, 1909... The Hyde Road Car Works and Sheds of the Manchester 
Corporation Tramways. | ion 

January 23rd.—The Polygon Testing Station of the Manchester Corporatio 
Electricity Department. 

February th. - Announcement later. 

February 20th.—The Works of Messrs. Crossley Bros., Ltd., Openshaw. 


March 6th.—The electrical installation of the Collins Green Collicry Co., Lids 
Earlstown, 
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Rucsy ENGINEERING Socrery.—At last night's meeting, Mr. 
A. F. Bennett was to deliver his presidential address on ' Notes on 
the Progress of Steam Engineering.” 

Tum Institution ОЕ MouxmiciPAL ENGinggrs.—The membership 
roll now stands at 345, and offices have been taken at 39, Victoria 
Street, Westminster, S.W. The draft of the proposed by-laws of 
the Institution has been considered and approved. The designatory 
agnomen for members is to be M. I. Mun. E.“ 

ELECTRICAL STANDARDISING, TESTING AND TRAINING INSTI- 
TUTION.—The following arrangements for special lectures to be 
delivered during the Michaelmas term have been made by the 
Governors of Faraday House :— 


Generator Design.—H. M. Hobart, M.I.C.E., M I. E. E. 

Electrical Measurements.—Mr. John Rennie, M.I.E.E., of the 
. Board of Trade Electrical Standards Laboratory. 

Fuel Economy.—Mr. J. B. C. Kershaw, F. I. C. 


Mersey Railway Co. v. British Westinghouse Co., Ltd. 
—In the Divisional Court on Tuesday, before the Lord Chief 
Justice, Mr. Justice Bingham, and Mr. Justice Walton, the case 
wa8 heard of the Mersey Railway Co. v. the British Westinghouse 
Electric and Manufacturing Co., Ltd., which came before the Court 
on a case stated for their Lordships’ opinion. Mr. C. A. Cripps, 
K. C., and Mr. Disturral appeared for the British Westinghouse 
Electric and Manufacturing Co., and Mr. Astbury, K.C., for the 
Mersey Railway Co. Mr. Cripps eaid that so far as they were con- 
cerned they were satisfied with the case. The British Westing- 
house Electric and Mfg. Co. had undertaken the electrification 
of the Mersey Railway, and as the railway company were not in a 
position to pay cash to any considerable extent, and provision was 
made for payment, with the exception of a sum of £15,308 in 
debentures to be issued from time and time, and it was in reference 
to this arrangement that the arbitrations proceedings took place. 
The first point raised was as to whether it was right to have a 
renewal fund to renew electrical plant as it wore out. The 
Arbitrator held that this was a proper business arrangement, and 
that it was necessary that there should be a renewal fund. The 
other point was that asum of £5,000 which had been voted to the 
chairman of the Mersey Railway Co. for services, and the British 
Westinghouse Electric and Manufacturing Co. thought that there 
was no obligation in connection with that sum. His cliente 
intended to press the contention on that point. Another point 
was that the British Westinghouse Electric and Manufacturing Co. 
provided certain goods for the Mersey Railway Co. outside the 
work, and they claimed to set all the amount due from the Mersey 
Railway Co. to them against the claim of the latter. The 
Arbitrator held that the defendants were entitled to do this. 

Mr. Astbury, K.C., stated that when the electrification was 
undertaken, the Mersey Railway Co. had a debenture debt, and 
they were in danger of a receiver being putin. They accordingly 
approached the contractors, and laid the matter before them. Tbe 
Mersey Railway Co. could not possibly pay the interest on their 
debt, and an arrangement was come to that the British Westing- 
house Electric and Manufacturing Co. should during the interrup- 
tion in the running of the line, caused by the electrification, 
guarantee that there should be no possible chance of the debenture- 
holders stepping in and appointiog a receiver. 

The hearing was adjourned. 


A Compulsory Stop.— At the Manchester City Police 
Court on Wednesday, Monté Callow was summoned for doing 
damage to the property of the Corporation Tramways Department. 
John Fishwick said that on October lst he was the guard of a car 
from Fallowfield to town. At a stopping-place in High Street the 
car slowed up, but as no one appeared it went on. Then the 
defendant came down the stairs and desired to get off; he was told 
he should have come down at the stopping-place, and replied, “ Stop 
the car at once.” He pressed the bell, keeping his hand there, and 
snatched the trolley rope from the trolley boy’s hand and let it go, 
with the result that an overhead wire was broken. 

Mr. Murray, for the defendant, said Mr. Callow was an electrical 
engineer at the Electrical Exhibition. 
something he ought not to have done, but said he was greatly 
annoyed. 

A fine of 20s, and costs was inflicted. 


Sequel to Fife Pit Disaster.—An action has been 
raised in Kirkcaldy Sheriff Court by John McGinn, miner, Lochore, 
against the Fife Coal Co. Pursuer sues for £500 damages in respect 
of injuries which he sustained while at work in the Mary Pit. 
Lochore. Pursuer says that the fireman, who ought to have in- 
spected the workings before the miners went to work, was not 
available at the moment, and the pursuer was sept by the overs- 
man at the pit to switch on the current of an electric fan for 
ventilation. Immediately after he started the motor a terrific 
explosion of inflammable gas took place in the team. The explo- 
8102 was followed by three other explosions in rapid succession. 
Three of the pursuer's fellow-workmen were precipitated down 
the shaft by the force of the explosion, and were either instantly 
killed or fatally injured. Pursuer was injured and totally in- 
capacitated for work. He alleges that the accident was attributable 
to the fault of the defenders or their servants. Defenders plead 
that the action is irrelevant, and that the pursuer's injuries were 
attributable to any default in their system of working the 

ine. 


Educational Notes.—THuE BRITISH CORRESPONDENCE 
SCHOOL оғ ErgorBICAL ENGINEERING.—The new syllabus of this 
young but enterprising Institution has recently been issued, and 
gives an account of the aims and claims of the organisers, whose 
Object is to give "bread and butter” instruction; that ie, instruc- 


He admitted having done: 


tion which bears directly upon the practical problems met with in 
everyday work, and thus improves the earning capacity of the 
student. No text-books are supplied with the courses, the 
directors believing that modern developments cannot be taught by 
their agency; up-to-date information is their speciality. Judging 
by the opinions of students quoted in the syllabus, their belief is 
justified by the results. 

The courses are divided into Elementary Electrical Engineering, 
Practical Problems and their Solutions, Practical Electrical Engin- 
eering, Management of Installations, Electric Wiring, and Electric 
Tramway and Railway Engineering—the second and last of these 
being new additions. The lessons seem well arranged and 


thoroughly practical, and the small reproductions in the syllabus 


of the drawings supplied to the students are clear and self- 
explanatory. The technical directors are Messrs. Frank Broadbent 
and Andrew Stewart, both of whom are well known in the elsctrical 
world and have wide practical experience. 

Втоввү TECHNICAL INSTITUTE, LaRcASTER.— The new technical 
department of this Institute, which is the gift of Mr. H. W. 
Storey, is provided with |an electrical laboratory capable of 
accommodating 32 students, a storage battery, and various 
dynamos, motore, &c. Energy is supplied from the Corporation 
mains. 

IMPERIAL COLLEGE OF BorEeSCE.—On Wednesday last week, Sir 
William Woite distributed tbe prizes gained by students of the 
Imperial College of Science and Technology during the past year ; 
the Rector, Dr. H. E. Bovey, in the course of an address, announced 
that the Bessemer Memorial Committee had provided for the 
equipment of the new mining and metallurgical laboratories, the 
erection of which would shortly be commenced, that Mr. Chas. 
Hawksley had given £4,000 for the equipment and endowment of 
an hydraulic laboratory in memory of his father, and that the 
King had heartily approved of the equipment and endowment of 
the electrical engineering laboratories in memory of Lord Kelvin. 

The Academy of Sciences, Berlin, has received a legacy of 
£1,500,000, the entire fortune of an ex-banker named Samson. 


International Conference on Electrical Units and 
Standards.— The conference was begun on Monday last at the 
rooms of the Royal Societe, Burlington House. Mr. Churchill, 
President of the Board of Trade, opened the proceedings with an 
address, in which he pointed out that 14 years had elapsed since 
the last International Congress was held, ànd welcomed the dele- 
gates. Rules of procedure, based upon those employed at the 
Berlin Conference on Radio-Telegraphy, were adopted, after 
which Mr. Churchill, on behalf of the British Government, 
nominated Lord Rayleigh as chairman, and retired. 

The first subject discussed was the value of the ohm; the c.a.s. 
system of measurement was formally adopted, on the motion of 
Mr. Trotter, and it was agreed that the international ohm should be 
defined ip terms of a column of mercury. Prof. Warburg, of the 
Reichsanstalt, proposed a resolution fixing the mass of the column 
at 144521 gm. and its length at 106:300 cm., and adopting the 
procedure for the determination of its resistance set out in 
" Specification A." The resolution was discussed and referred to 
the technical committee. | 

In the evening the delegates were entertained at dinner by the 
Royal Society Club, and attended a reception held by Lord 
Rayleigh and the Council of the Royal Society. 

On Wednesday, the question whether the volt or the ampere 
should be adopted as the second primary standard was discussed, 
and the ampere was chosen by a majority of 19 to 4. | 

The International Electro-technical Commission, which is a 
separate organisation, though comprising largely the same personnel, 
commences its sittings on Monday next. 


Electricity Classes Abandoned.—The Ramsbottom 
District Council Higher Education Committee has decided to 
close the classes in Magnetism and Electricity, owing to there being 
зо poor an entry. Many students appear to be going to bigger 
centres for instruction in electricity. . 


Electric Shock Fatality.—An inquest was held at 
Queensborough the other day concerning the death of Henry Percy 
Rothwell, assistant manager of the Coal Wasbing Works. From 
the evidence it appeared that he went on the roof of a new weigh- 
bridge house to examine it, when his head came into contact with 
a "live" electric wire (6,510 volts) 5 ft. from the roof. He was 
thrown to the ground, and expired in 20 minutes from shock. The 
jury returned a verdict of accidental death, and expressed the 
opinion that electric.wires should be protected where they crossed 


the buildings. 
New Electrical Laboratory at Dundee. — Lady 


Marjorie Sinclair, wife of the Secretary for Scotland, on Saturday 
laid the foundation stone of a new electrical engineering labora- 
tory which is being erected in connection with Dundee University 
College. 


Appointments Vacant.—Car-shed foreman for Stock- 
port (£175); head of the Department of Physics and Electrical 
Engineering at the Victoria Jubilee Technical Institute, Bombay. 
See an “ Official Notice " this week. 

Sewage Purified by Electricity.—2n apparatus has 
been installed at Santa Monica, in California, for the purification 


of sewage by electricity by the Harris process. The cost for 
electrical energy is said to be 50 cents for 1,000,000 gallons of 


sewage. 


Franco-British Exhibition Awards.—In the Times of 
yesterday there appeared a full list of the awards to exhibitors at 


Shepherd's Bush. 
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Chrystal v. J, 6. White & Co., Ltd.— Sheriff Blair, 
at Dumbarton, has made avizandum in an interesting action raised 
by W. J. Chrystal against J. G. White & Co., the contractors for 
the Dumbarton Burgh and County Tramways, Ltd, Mr. 
Chrystal seeks to recover £94, as loss and damage sustained through 
his motor-car having collided with a large metal pole (of the type 
used for carrying overhead tramway wires) which was lying on the 
road, pursuer averring that the pole was in such a position as to 
constitute a danger to vehicular traffic. The defence was that the 


pole did not project on to the road, and that the accident was the 
fault of the pursuer's chauffeur, 


The Electro-HMarmonic Society.—The first Smoking 
Concert of the twenty-third season of this Society will be held in 
tae King's Hall, Holborn Restaurant, on Friday evening, the 23rd 
inst. ; the chair will be taken by Sir John Gavey, CB. The pro- 
‘tamme will include songs by Mr. Gwilym Richards, Mr. Robert 
Radford, duets for two violins with pianoforte accompaniment by Mr. 
Spencer Dyke, Mr. T. E. Gatehouse and Mr. A. E. Izard. and humorous 
and musical sketches by Mr. Frederick Chester, Mr. Fred Stephens, 
Mr. Kenneth Hardy and Mr. Harrison Hill. Inv.tations to the 
concert are being sent to the members of the International Con- 
ference on Electrical Units and Standards, and of the International 
Electro-Technical Commisaion, now assembled in London. 


Electrical Football League. — Fixtures for this 
week are as follows:—At Swains Lane, Highgate, St. Pancras 
Electric v. General Electric F.C. At Wormholt Farm, No. 8 pitch, 
BShepherd's Bush, Ediswan v. County of London Electric Southern 
Section. The kick-off in each case is at 3.30 p.m. Last week the 


Metropolitan Electric defeated County of London Electric hy 2 
goals to nil at Southfields. 


Manchester Exhibition.—On Saturday a party of 
upwards of 50 foremen of Messrs. Siemens Bros. Dynamo Works, 
Ltd., Stafford, accompanied by some of the officials, made an 
excursion to Manchester to visit the Electrical Exhibition. The 
party was met on arrival at London Road Station by several of the 
members of Messrs. Siemens's Manchester branch, who had made 
excellent arrangements for its entertainment. A special car took 
the party to and from the Exhibition, and the members, having 
three and a-half hours there, were able to appreciate it fully. 
Afterwards an enjoyable spread was partaken of at the Star Hotel, 
followed by a Smoker for the rest of the evening. Tbe 
members of Siemens’s Stafford Engineering Society will visit the 
Exhibition on October 17th. 

On Saturday, October 17th, the members of the Rugby Engin- 
eering Society will pay a visit to the Exhibition. 


Stadium Sports.—In our last issue we referred to the 
fact that the West Ham Electricity Works were entering a tug-of- 
war team at the Stadium Sports. Another team entered was from 
the Central London Railway, being mainly drawn from the power 
house staff, who pulled in each round from start to finish, and came 
out in front without having been pulled once, thus winning the 
championship of London for teams under 100 stone, their weight 
being 974 stone. The team consisted of five men and coach from 
power house staff, one motor train driver, and two men from the 


traffic department. Mr. Chas. Forgan, power house superintendent, 
acted as trainer. 


The London Power Bills.—The London Electric 
Supply Bill and the London (Westminster and Kensington) Electric 
Bupply Companies’ Bill were down for second reading on Monday, 
but, as they were opposed on the orders being read, they were not 
proceeded with. The Times says that the debate is not expected 
now to be taken until Monday next. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and tndustry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—The Southport Corporation 
Electricity Committee has decided to increase the salary of 
Mr. A. S. Brack, the electrical engineer, by £50 per annum from 
November 1st, making £100 per annum. 

At the last meeting of the Johannesburg Town Council it was 
decided to invite applications in South Africa for the post of town 
electrical engineer, at а salary of £1,000 a year. Since the resigna- 
tion of the general manager of the electricity department, it bas 
been decided to re-arrange the control of the same, and to appoint a 
town electrical engineer, tramway manager, and distribution 
engineer. In accordance with this arrangement it was decided to 
appoint Мв. TvRREL as tramway manager at a commencing salary 
of £800 per year, dating from November 1st next, and the post of 
distribntion engineer has for some time been filled by Mr. Gibb. 

Мв. F. H. BRANDRETH, of Preston Supply Co., has been appointed 
chief assistant engineer to the Urban Electric Supply Co., Ltd., 
Grantham. Mr. J. E. Edmundson will continue to superintend 
the Grantham, Stamford, and Melton Mowbray undertakings. 
Mr. S. R. Seymour, who has been transferred f-om Grantham to 
Twickenham, was presented on the 12th inst. by the Grantham staff 
with à Waterman fountain pen as a mark of esteem. 

Mr. Н. BELL, one of the engineers-in-charge of Hammersmith 
Borough Council, bas resigned. Two hundred and seventy-five 


applications were received by the Council for the appointment of 
two junior engineers. The commencing salary is £135, rising £5 
annually to £150, and the positions have been secured by Mn. 
W. A. KrrcBES, Hatch End, and Mz. С. H. Тновре, Hither Green, 
Ma. W. G. TıLLOTT, mains superintendent at Hammersmith, has 
resigned his position on account of ill-health, and is going to New 
Zealand. Mr. Tillott was in the service of Hammersmith Elec- 
tricity Department for 11 years. MR. Н. S. Tay og, mains 
assistant, has been appointed to the vacancy at a salary of £140, 
rising by £5 per annum, to a maximum of £150 per annum. 

Мв. С. A. Н. HuaHks, assistant in the Corporation Electric 
Lighting Department at Derby, has resigned, and Мв. W. R. Poor 
nas been promoted to his position. 

Ма. FARRER, manager for the Ramsgate and District Electric 
Supply Co., has been appointed to a similar position at Twicken- 
ham, and will be succeeded at Ramsgate by Ма. C. E. Hume, of 
Twickenham. 

The staff at the Gillingham (Kent) E.L. works have presented a 
travelling bag to MR. A. C О. Ғоввтев, who is leaving to take up 
a portion with the Charing Cross and City Electricity Supply 
Co., А 


The Gillingham T.C. has appointed Mz. D. Битвон, a pupil at 
the electricity works to be shift engineer. 

Tonbridge U.D.C. has appointed Mr. Woop, assistant engineer, 
to attend to the testing and calibrating of meters, and has increased 
his salary. 

Мв. GILBERT, late of the Tonbridge U.D.C. electricity staff, has 
commenced business in the town as a wiring contractor. 

Mr. D. E. Gites has resigned his position at the Summer Lane 
station of the Birmingham Corporation, in order to take over the 
management of the electrical machinery department of Messrs. 
W. A. Ryan & Co.'s works in Auckland, New Zealand. Mr. Giles 
will be glad to receive price lists and catalogues from any firms 
wishing to open up agencies or to do work in New Zealand. He 
is leaving the Birmingham Corporation at the end of this month. 

On Saturday last Mr. J. Plowright, chief assistant engineer of 
the Windsor Electric Supply Co., on behalf of the staff, presented 
a silver cigarette-case and matchbox, suitably engraved, to Ms. 


L. H. Hows, on his leaving to take up an appointment under the 
Aldershot Town Electric Co. 


General.— Mr. MoncrikFF P. Forp has resigned his 
position as managing director of the Brooke Tool Manufacturing 
Co., and he is now with Mr. S. N. Brayshaw, of Manchester, whose 
exhibit at Manchester Exuibition is referred to on another page of 
this issue. Mr. Ford is present at the stand. 

MR. E. Macarecor Duncan, of 27, Old Queen Street, West- 
minster, has joined the board of the Windsor Electrical Installa- 
tion Co, Ltd., which is the company supplying electricity in 
Windsor, Eton, and Old Windsor. 

We are asked to state that Mr. CYRIL GREIG, of the A. E. d. 
English Manufacturing Co., Ltd., who has been associated with tue 
Nernst lamp, especially with regard to street lighting, has now 
left the company’s employ. 

Мв. W. J. Furss, electrical engineer, Nottingham, was on 
Saturday presented by his employés with a silver rose bowl on the 
occasion of bis silver wedding. i 

Messrs. RoBERTSON & ADAMS, consulting engineers and elec 
tricians, bave removed from No. 60 to No. 52, St. Enoch's Square, 
Glasgow, where all communications, catalogues, &c., should be 
addressed. 

Mr. Тнкоров RicH has severed his connection with Messrs. 


Willans & Robinson. His address for the present will be 104, 
St. George's Square, S. W. 


Obituary. —0On September 9th, after a short illness, 
Рвок. ALEXANDER VOLTA, a nephew of the illustrious Volta, the 
inventor of the voltaic battery, died at Camnago. ! 

The Council of the Junior Institution of Engineers has with 
deep regret sent us an announcement of the decease of the Pre- 
sident of the Institution, M. Gustave CANET, the eminent French 


Artillerist, which took place at La Tourelle, St. Aubin-sur-Mer, 
France, on October 8th. 


* 


CITY NOTES. 


Victoria Falls Power Co., Ltd. 


THE report for the period from the incorporation of the company 
(October 17th, 1906), to December 31at, 1907, states (according to the 
Financial Times) that a profit and loss account has not been ineluded 
because the year 1907, and also the current year, are, and will 
occupied by the work of construction, during which interest on - 
preference shares issued in December, 1906, is paid by the British 
South Africa Co. А revenue and expenditure account is include 
in the balance-sheet, and £36,645, being the surplus revenue in 
expenditure, ie carried forward to the current year. The 900 
share capital of the company is £1,808,000, divided into 1,000.00 
ordinary shares of £1 each, which have been issued fully paid Е 
the terms of the prospectus, dated December 15th, 1906, ye 
808,000 fully-paid preference shares of £1 each. £800,00 
debentures have also been issued. The undertaking © 
South Africa of the Rand Central Electric Works, Ltd, "M 
purchased by this company as a going concern as from January", 
1907. It is intended, when the new stations now being erected ^ 
the company have been completed, to utilise this plant as а dpud 
The anticipation in the prospectus that the earnings from the ex 
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ing station of the General Electric Power Co., Ltd., would cover 
the general expenses during the period of construction has been 
fully realised. These earnings, with those of the Rand Central 
works, have enabled the company, even during the construction 
period, to accumulate a substantial fand which is available for the 
general purposes of the company. The company has entered into a 
number of important contracts for the supply of power to mines, 
The Germiston and Boksburg municipalities take the whole of their 
requirements from this company. The contracts taken over from 
the African Concessions Syndicate, Ltd., in relation to the supply 
of power, provided for the payment of certain commissions to the 
agent employed to negotiate them. As the terms were not free 
from ambiguity, one of the first acts of the board was to negotiate 
anew contract which is more favourable to this company. Under 
the new contract, commissions of varying amount are payable for a 
limited term on the receipts from power supplied to certain groups. 
Major the Hon. Walter L. Bagot, D.S.O., has been appointed 
general manager of the company in South Africa. Mr. Arthur E. 
Hadley, who has throughout been the alternate director for Herr 
Geheimrath Rathenau, has been elected a director. 


Ferranti, Ltd. 


Tue directors’ report for the year to June 30th, 1908, states that 
the profit on trading for the year was £31,166, and, after crediting 
discounts and interests and transfer fees, and deducting general 
establishment charges, repairs and renewals, legal expenses, bad 
debts, and directors’ and trustees’ fees, there remains a balance of 
£15,421, which has been applied as follows:—Expenses re prior 
lien debentures, £339 11s.; interest on prior lien debentures, 
£568 ; interest on firat mortgage debenture stock, £5,000 ; interest 
on bank loan, £1,239; amouut charged in respect of depreciation, 
£5,000 ; leaving a balance of £3,275. This sum has been deducted 
from the balance standing at the debit of profit and loss account at 
June 30th, 1907, reducing the net debit balance to £2,137. The 
keen competition in the industry, which has existed for some time 
past, does not show any signs of abatement, but, notwithstand ing 
this, the results for the year are better than those of the previous 
year. The prior lien debentures for £20,000 were issued during 
the year, and the additional working capital thereby afforded to 
the company has been of considerable benefit. All expenses in 
connection with the issue have been charged to profit and Joss 
account. The directors who retire by rotation are Mr. A. W. Tait 
and Mr. J. M. Henderson. who, being eligible, offer themselves for 
re-election. The directors, in exercise of the powers contained in 
the articles of association, appointed Mr. A. B. Anderson managing 
director of the company. The appointment of Mr. Anderson as a 
director is submitted for confirmation. 


Drake & Gorham, Ltd. 


THE directors’ report for the year ended June 30th, 1908, shows 
that after payment of all charges, including bonuses due to staff, 
there remains a net profit of £6,179, which, with the sum of £1,899 
brought forward from the previous year, makes a total of £7,578, 
which it is proposed to appropriate—by payment of a dividend 
at the rate of 5 per cent. per annum, £6,250, and by carrying forward 
£1,328. The directors are pleased to report that the results of the 
years working enable them to recommend a dividend at the rate 
of 5 per cent.; this is all the more gratifying in view of the fact 
that there has been little improvement in the financial conditions 
which affect the company’s trade. There has been a considerable 
increase in the trade department which deals with agencies, and the 
financial results shown are satisfactory. The mills, to which 
reference was made in the last report, have been eatisfactorily 
completed. Mr. Gorham has ceased to act as a managing director, 
but retains his seat on the board. Mr. M. G. Drake and Mr. 
Hamilton have been appointed managing directors in lieu of 
employé-managing directors. 


Anglo-Malay Rubber Co., Ltd. — The directors 


announce an interim dividend at the rate of 20 per cent. per 
annum for the balf-year ended June 30th last, fzee of income-tax. 


Mexican Light and Power Co.—A dividend of 33 


per cent. has been declared on the preference shares. 


Western Union Telegraph: Co.—The annual meeting 
takes place on 14th inst., and a dividend of 4 per cent. has been 
declared on the stock. The surplus, after allowing for dividend 
and estimating the position of the company at September 30th, 
1908, amounts to $15,163,004. 


Stothert & Pitt.—The Times states that the directors 
after transferring £3,001 to the reserve fund, recommend a 
dividend of 2s. per share, being at the rate of 10 per cent. per 
annum on the ordinary shares for the year ended June 30th. A 
balance of £1,022 remains to be carried forward. 


Clyde Valley Electrical Power Co.—At the half- 
yearly meeting of this company held in Glasgow— Мг. A. Bonar 
Law, M.P., ex-President of the Board of Trade, presiding—the 
directors reporte and statement for the last year for the company 
and for the undertaking under the Clydebank Electric Lighting 
Order, were submitted and unanimously approved. It was stated 
that the company's output is steadily increasing and contracts with 
consumers amounted at June 30th to 20,030 KM. P., an increase of 

4,363 н р, for the half year. 


Companies Struck Off the Register.—According to 
notice in the London Gazette the following companies have been 
struck off the Register :— 

Anti-Friction Roller-Bearing Syndicate, Ltd. 

Electrical Appliances Syndicate, Ltd. 

Electrical Productions, Ltd. ` 

Electro-Smelting Co., Ltd. 

Fuel Oil Co., Ltd. 

Helios Electrical Construction Co., Ltd. 

Irish Electric Railways Co., Ltd. 

Lightning Express Submarine Navigation Syndicate, Ltd. 

London Gas Engine Users’ Syndicate, Ltd. 

Miller Signal Syndicate for India, Ltd. 

North-West London Electric Supply Co., Ltd. 

Peacock's Patent Steel-Grip Lock-Nut and Fish-Bolt Syndicate, Ltd. 

Uddingston District Electric Lighting Co., Ltd. 

Western Smoke Consumer and Fuel Economiser, Ltd. 


Melbourne Tramway and Omnibus Co., Ltd.—The 
report for the year ended June 30th, stated that the balance shown, 
after paying £72,000 in dividends for the year, making the necessary 
reserves, and including £25,991 brought forward from last ycar, was 
£51,507. The directors proposed a dividend bonus of 6d. per share 
and to give a bonus of 10 per cent. on their salaries to the staff, 
leaving, to carry forward, $25,079. The traffic receipts are very 
satisfactory, says the Financial Times, representing the carrying of 
five millions more passengers than in the previous year, and show- 
ing an increase of £38,889. During the year the men's hours of 
work were under consideration, and the directors saw their way to 
reduce them from 60 to 54 per week from January lst without 
lessening their pay. This and the additional traffic have consider- 
ably increased the item of wages. 


Sociedad Co-operativa Telefonica.— The Review of 
the River Plate publishes the report of the directors for the year 
ending June 30th last, in which they state that the profits amount 
to $202,057, as compared with $151,046 for the previous year. The 
expenses were $539,928, as against $451,270, and revenue $748,547, 
against $612,990. The year ended with 5,790 subscribers, as com- 
pared with 5,349, an increase of 441. The expenses per subscriber 
were $7.77, against $7.03, and the revenue $10.77, against $9.55. 
The directors recommend that the dividend, equivalent to 8 per 
cent. per share, be paid in ordinary shares of the company, the 
money to be employed in the construction of new lines to La Plata 
and underground mains in Buenos Ayres. The report was unani- 
mousiy approved at the meeting, held on Beptember 11th, when 82 
shareholders, representing 2,500 shares, were present. 


Rede Telephonica Bragantina.—The Brazilian Re- 
view of September 22nd stated that this company, which had a 
paid-up capital of $200,000, is issuing a further $100,000 in deben- 
tures. “ Тһе object of the concern is to provide a telepbone ser- 
vice between the following towns in the State of Sao Paulo:— 
Braganca, Бао Paulo, Santos, Oampinas, Amparo, Jundiahy, Itatiba, 
Soccorro, Atibaia, Serra Negra, Piracaia, Sao Joao do Curralinho 
and Juquery, and the general provision of telephonic communica- 
tion throughout the State. The said $100,000 will be divided into 
1,000 debentures of $100 each, bearing 8 per cent. per annum, pay- 
able for the period of 20 years in the cities of Sao Paulo and 
Braganca. Amortisation will be at the rate of 2:2 per cent. cump- 
lative sinking fund. The type of the present issue is 85 per cent., 
and the security consists of the property of the company, including 
1,200 kilometres of telephone communication and other installa- 
tions already operating." ; 


Stock Exchange Notice.—The Committee has ordered 
the undermentioned securities to be quoted in the Official List :— 


Mexico Tramways Co.—#=400,000 additional general consolidated first mortgage 
60-year 5 per cent. gold bonds, Nos. 12,501 to 12,560 and 13.601 to 14,000 of 
3500 each, and 32,001 to 32,200, 82,251 to 33,000, 33,501 to 33,700, and 84,751 to 
85,250 of $100 each. 


Callender’s Cable and Construction Co., Ltd.—The 
directors have declared an interim dividend of 5s. per share, being 
at the rate of 10 per cent. per annum, payable on November 2nd 
next. The ordinary share register will be closed from 22nd to 
31st inst., both days inclusive, for the purpose of the preparation 
of warrants. 


Indo-European Telegraph Co., Ltd.—The directors 
have declared an interim dividend for the half-year ending June 
30th last at the rate of 5 per cent. per annum, free of income-tax, 
payable оп and after November 2nd. The transfer books will be 
closed from 18th to 31st inst. 


Metallic Seamless Tube Co., Ltd.— According to а 
financial daily, the net profits for the year ended June 30th, were 
£3,041, and £3,683 was brought forward. A dividend of 73 per 
cent. is recommended on the ordinary shares, carrying forward 
£4,540. 


Direct United States Cable Co., Ltd.—The board 


have resolved upon the payment of an interim dividend of 4s. per 
share, free of income-tax, being at the rate of 4 per cent. per annum 
for the quarter ending September 30th, 1908, such dividend to be 
payable on and after the 26th inst. 


Oriental Telephone and Electric Co., Ltd. — The 


directors have declared the following interim dividends :—3 per 
cent. on the 6 per cent. cumulative preference shares for the current 
year, less income-tax, and 3 per cent. on the ordinary shares, free 
of income-tax, payable to those shareholders whose names are on 
the share registers of the company at this date. The warrants will 
be posted on the 31st inst. The share transfer books are closed 
from 15th to 28th inst. 
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MARKET QUOTATIONS. 


Wednesday, October 14th. 


Latest Fortnight’s 
ОНЕМІСАТ,8, де, Price, Inc, or Deo, 
a Acid, Hydrochloric ee ee per cw. | B oe 
гь, Nitric ., ee ee oe per owt, 99/- . ` 
G n Oxalic .. ee oe es per owt, 23/- 10/- dec. 
а „ Bulphurio .. T es per owt. 6/6 P 
а Ammoniac, Ве) ee ee ae per owt, 49J- ee 
a Ammonia, Muriate (crystal) .. per ton £88 10 E 
a ` р ев ee ee рег ton £80 FN 
a Bleachin powder T ee per ton 5 10 ad 
a Bisulphide of Carben .. рег ton £18 ws 
а Borax .. oe ee ee ee per ton 221 we 
a [оше шр ee ee ee per ton 
а Le » Nitrate oo ео ee per ton £25 ' 
a 98 White Sugar.. ee ee per ton £23 10 ee 
a LET Peroxide eo ee ee per ton £89 eos 
a Methylated $ oe Фо ee per pal, 2/6 i ee 
a Potassium Bichromate, in casks per ib. ва. 2e 
a Potash, Caustic (75/80 96) .. per ton ue 
a „ Chlorate sö per lb, 33. | oe 
a „ Perchlorate РЕ per b. К э 
a Potassium Cyanide e. • per lb. ча. E 
а Shellac ae RS T .. perowt. 100/- : 
a Bulpbate of Magnesia  .. „ per ton £4 10 5% 
а Sulphur, Sublimed Flowers .. per ton £6 10 ES 
a „n Recovered oe per юп &5 10 Ne 
a es Lump ee ee oe per ton 85 oe 
a Boda, Caustic (white 10%) . per ton £10 15 са 
a „ Chiora ё НЕ „ рег lb. Baa. = 
a „ ng birgt us es „ per ton 5 és 
a Sodium ichromate, casks ee per lb. 8а, we 
a „ Оуапіде (basis 100%) .. per lb. 1d. | Е / 
METALS. &o. 
b Aluminium Ingots, in ton lote .. per ton ut 
b % Wire, in ton lots .. per ton a 
b M Sheet, in ton lots .. per ton Бе 
о Babbitt’s metal ts .. per ton Е 
e Brass (rolled metal to 12") basis per lb. id. dec 
6 Г] Tu sm dra у: ве эы р. oe 
6 50 "wn ee ee 0 Ре 
е z Wire, b (brased) еә ee par ld. zd. dec 
e Co ee oe е Se 
€ ке oe (solid drawn) ое per Id. ee 
д Copper Bars (best selected) .. per ton Я 
2 Copper Bheet ee өө ee Pen os 
6 „ @lectrolytic) Вав .. per ton £1 dec 
€ 3 " eeta .. per ton 41 dec 
є » TI ee per £1 dcc 
6 m T Н.О. Wire per lb. 4a dec 
f Ebonite Rod oe ee ee per Ib. ee 
Bh ee ee ee per lb е 
n German Silver Wire eo ө» per lb. . 
^ Gutta-percha, fine e». v. per lb. К 
x indis-rubber, Рага fine . per lb. gad. inc 
4 Iron Pig (Cleveland warrants) .. рег ton 64d. dec 
l n Wire, galv. No, 8,P.O.qual. per ton ree eis 
9 Lead, English Ingot ee ee per = jen n 6 j dec. 
ire No, 98. .. ee per Ib. - ís 
5 8 ee ee eo per bot, #876 2/6 inc. 
d Mica (in original cases) small .. per lb. 6d. to Ц: - 
d „ ii „% medium per lb. 9/6 to éj- Epi 
d n i Y jS "T ге 5 ты = 113 oe 
e Bronse, plain castings per lb. А 2 
r i pe rolled bars & тоба per Ib. 1/2 to 1/8 © 
р is u Mrip & sheet per lb. 1124 to 115 — 
0 Platinom ee ee ee eo per ox, 85/- to 90/- oo. 
€ Siliciom Bronse Wire ee ee рег lb. 9d. d. dec. 
r Steel, Magnet, ір bars .. . рег ton ©, i £5 inc. 
Tin, Block (English) .. .. per tn | [53] 10/- dec. 
R Wire, Nos. 1 to 18 .. eo per Ib. 1/9 
p White Antifriction Motals— Mum 
" White Ant" brand. . рег ton £84 to £5 
k Zino, Sn b (Vieille Montagne bnd.) per ton £24 5 
Quotations supplied by :— 
a G. Boor & Co. 4 Bolling & Lowe. 
iniom Co., Ltd, k Morris Ashby, Ltd. 
К e Ltd. 1 Richard Johnson & Nephew, Lid. - 
d F. Wiggins & Sons. x W. T. Glover & Co., Lid. 
e Frederick Bmith & Co. N P. Ormiston & Bons. 
f India-Rubber, Gutta-Percha and o Johnson, Matthey & Oo., Ltd. 
Telegrapb Works Co., Lid. p The Phosphor Bronze Co., Ltd, 
James & Shakespeare. r W. F. Dennis & Co, 


Edward Till & Oo. 


Rosario Electric Co., Ltd.— The report for the year 
ended June 30th, 1908, states that the balance at the eredit of profit 
and loss account, after making provision for depreciation of build - 
ings, plant, &c., and for expenses of issuing new capital, is £23,000, 
plus £4,600 brought forward from last account, making £27,601. 
The directors propose a dividend of 5s. per share on 12,798 ordinary 
shares (making в total dividend of 8 per cent. for the year); a 
dividend at the rate of 5 per cent. on the calla on 64 second pre- 
ference ebares converted into ordinary shares; additional dividend 
ор 442 second preference Шатев converted into ordipary shares; to 
allocate £6C0 as additional remuneration to the directors; to add 
to the reserve £5,000, carrying forward 46.549. The demand for 
energy for lighting and power has steadily increased. The cost of 
working bas been affected by the abnormal cost of coal, but since 
the date of closing the accounts the company is buying upon more 
favourable terms. 
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STOCKS AND SHARES. 


Tuesday Afternoon. 
In consequence of the political events in the Near East, markets 


are still restless and agitated. After being plunged into gloom and 
stress, Monday brought relief to prices in all directions and a 
violent rebound occurred. The very force of the reaction was held 
by some to contain elements that cried for need of caution in 
making purchases while the outlook remained unsettled. 

In the same rapid way with which Home Railway prices were 
scaled down in the slump, did they revive upon a more pacific 
complexion being assumed by the political situation abroad. 
Direct connection between the business of British Railway com- 
panies and the disintegration of the Turkish Empire, might be rather 
difficult to find, but investment stocks were shaken, of course, by 
the fears as to what might happen to Consols if a war broke out. 

Central London Ordinary and Deferred are both two points 
lower, and weak holders sold their stock in the slump. Moreover, 
the near approach of the end of October is held up as a warning 
that Exhibition traffics only last for a while. 

Metropolitan Consols bas been down to 37 and up to 41 since we 
last wrote, and on Tuesday night closed without change at 40. 
There are rumours that the company may be taken into partner- 
ship with one of the bigger companies. District Ordinary is easier, 
and the recently-issued 4 per cent. prior-lien debenture fell to 
14 discount upon the underwriters being left with about 70 per 
cent. of their obligations. This not at all surprising result pro- 
duced no effect upon the prices of the existing debenture stocks, 
all of which are still very hard. 

Electricity Supply shares are not particularly strong. The 
market heard with indifference of the postponement until next 
week of Parliament’s consideration of the London Electricity 
Bil. County of London Ordinary shares are down another 58., 
while the Preference lost 2s. 6d. Somebody bas had a few to sell, 
and the market has no eager buyers. Charing Cross are also easier ; 
Metropolitan Preference shed g, but Chelseas gained a similar 
fraction. 

‘Incidentally, it may be observed that the interim dividend on 
Stock Exchange shares has just been announced at £4 в share, м 
sgainst £5 a year ago. Economy is called fcr by the proprietors, 
&nd at the last meeting one shareholder demanded whether it 
would not be cheaper for the Stock Exchange to get electric 
current from one of the City supply companies instead of getting 


it from tbe private installation of the House. The reply was 


rather a balting negative. | | 

Speculative issues suffered severely in last week's shake-out 
amongst the markets. The Canadian group of power and tramway 
securities was upset, but most of the prices have recovered all they 
lost. Mexican Electric Light bonds are a point lower. Mexican 
Light and Power bonds show a loss of 1j, waile the Common and 
the Preferred stocks are good. Mexico Tramways Common stock 
fell to 130 before jumping 13 points in a day, to 143; the bonds 
are steady. Rio shares, at 644, have lost 21 ; but Sao Paulo gained 
a point at 154. There is a good deal of business doing in United 
Electric Tramways of Monte Video 5 per cent. First Debenture 
stock, the price being about par. Six monthe’ interest is payable 
at the beginning of next month, and will be deducted from the 


. quotation on October 29th. 


Victoria Falls Power Preference strengthened to 158. in a rush 
to buy Chartered shares on a cock-and-bull story about the 
Imperial Government coming to the financial aid of the company. 
The price subsequently slipped back to 12s, 6d., and the report was 
officially contradicted. 

The continued shrinkage in the price of London United Tram- 
ways shares is causing uneasiness, and there must be but few people 
holding either shares or Debenture stock who could sell without heavy 
loss. Several years before some of us were taken to task by the late 
redoubtable Mr. Charles Yerkes for ignorance of the subject bad 
the affairs of this company formed matter for serious criticism in 
these columns, and from the day that the £10 Preference shares— 
now standing at 4{—were offered at a premium, has everything 
possible been done here to advise proprietors to realise their 
interests in the concern. British Electric Traction Ordinary 
recovered after having gone a little lower, but the,5 per cent. First 
Debenture stock is 2 points down at 923. 

Calcutta Trams have had a sharp set-back. Anglo Argentine 
Trams were sold by speculators who had to realise investments in 
order to meet differences incurred in other markets. Auckland 
Debenture stock went back a point. British Columbia varieties 
are somewhat irregular. 

Telegraph issues continue so quiet as to call for little comment. 
Debenture stocks are still in demand. The telephone department 
is equally quiet. American Telephone and Telegraph stock and 
bonds each lost a point. In the manufacturing list, a 66. fall ip 
Callender's Ordinary shares is almost the only alteration. 
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TELEGRAPH AND TELEPHONE COMPANIES. 


———À ———— 


Business done t 
Btock Closing Closing | k ended n 
| or Dividends for the last otations Quotations week оп Yield 
Laue. ES Bhare. four years, Get oth, | Del. iath. Oct 180, | Fall —|per cent. 
JJ MM аи 1 Tien ЖЕ Тг Ж, oo асаа hesti Lowest. 2 s.d. 
35,000 | Amason Telegraph Co.'s shares, Nos. 1 1o 95,000| 10 | No | Ni | Na | Ni) а 8 006 eae shi 68 
186, Do. pO non’ Debes Nos. 1 to 1,00 Red, | 100 | Nil | 6 со а. E T RT 6 6 45 
8181, 581, 400 American Telephone Telegraph, Cap. Stock ii $100 | 7496 | "à % эй е" 
968,000,000 |{ Do. Collat. Trust, 4% Bon ad 10 8.000 = ix : % : % " % Е : & = i ‘i Би f 
180 | Anglo-American Telegraph .. .. .. .. Stoc т, ami 1 1 5 14 10 
8,900,910 | Do. do. do. Deferred . oe | Stock i | å е 99 —102 99 —102 Hs Ys 416 21 
60,000 | An . Teli ‚% мен Deb. Stock Red. 100 8'à, р 4 : 8— 83 — б | 4 M 1 | 
44,000 | Chili Telephone, Nos. i 2% а е = Е 88 4 1 
3,888,876 | Commercial Cable Sting. 500 year 4 % Deb. ВК. Red. | Stock 4 4% 14% 14 (um 5 605 cer 
16,000 Cuba Telegraph ee ee ee ee ee ег 10 5 10 10 10 16 LT 17 17 e E 5 15 11 Е 
12981 | Di Y Spanish Telesrapb, orange. n| Чаче “| В— Ила H- 6 © $31 
P] reo egrap L] e ee ee ee m е 23 EA A n. | 
6,000 Do. do. 10% Оша. Pret... | B 4 % % 4% 100 0 | В— s » TRA 
80,000 Do. do. 4h% Deba, .. ..| 50 10 оа. in 9 
60,7103] Direct United States Cable „  ..| 90 100 —101 N : i 4 na 
58,00 Direct W. India Cable, 44 % Reg. Deb., 110 1,00,R. | 100 4% | 4% | 4% | 100—102 | 100 — 108 TT 5059 
:4,000,000 | Eastern Telegraph, Ord. se es s. o. | Btook | 7 A E cs Re 854 851 4 06 
1.86700 Do ч Mort. Bab. Stock lock. Red. .. Btock Oe 4% 4 2% | 100 W105 108 —106 101, | 108 816 2, 
DU . e . е ee " T 18 2 
800000 | Eastern Extension, Australasia, and China Tele. 10 4 |75 |7% 17 | 13—13 101 —109 wr| 817 8 
А . . ee ee se NE em ha 8 18 
5700 | East & S. Afric. Tel., 4% Mt. Db., 1 to f, 000, red. 1909 | 100 | 4 1917 17 107 1051 101) 105] s 31] 4 
0002] Do. 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8.000 25 | 4 % | 10—103 2-15 i T ER n 
er Globe Telegraph and Trust, „„ 10 oa р 5 бе T 180 14 134 i. d А 8 
r] . A о. eee ae ee Зе = m . 6 | 
150,000 | Great Northern Telegraph, of Copenbagen.. .. 10 24 24% 20 % |20 % | 30 — 8a $9 — 31 s 
24.9001 Halifax end Bermudas Cable, 44 96 1st Red.] 100 44% | 44% | 44% | 43% | 100 —102 100 —102 oy 
VV 18 95 |18 % |18 9.18 56 — 59 66 — 59 ai : 671 
17,000 o-European Telegraph A ИРУ" FN 96 14 > H e 14 68 — 72 "i B97 
$41,880,400 Mackay Companies оп .. ee ee oe $100 4 4 3 4 68 — 72 68 — 72 Ж js 5 9 7 
850, 000, 000 Do. 0. 15 Cum. Pref, ee ee ee $100 Ф Nil N 1 ^ f 13 КЕ Nil 
894,190 | Marconi's Wireless Telegraph ..  ..  .. e 1 | Ni |N LII у { il i-a > е 568 
72,680 | Monte Video Telephone Co., Ltd. Ота. .. .. 1 : 5 57 5 4 Z 1 1— 1 i 5 5.0 0 
25,000 | on ook Pe Feb |10 % leg 64 | 109 1n 109 —111 110 | 109 5'8 1 
8.725.000 National Telephone, pe рск о, 4 Н 6 ке 118 —190 118 —190 119 118 б 0 0 
3, Ы о. еї. took ee ее te f ы EE "S 1 10 
15,000 | Do. do 6% Cum. lst. Per. 10 76% 5 5 10 Ht n 18 
15,000 Do. do. 6 % Cum. nd Pret. .. ..| 10 6 8 5 5 : a- 51 bu еи 
250,000 | Ро. до. 6 * Non-cum. 8rd P., 1 to 20,000 | 5 C5 % (6 x | M 1003 980 3 
000,000 | Ро. do. 839% Deb. Stock Red. | Stock | 8% 2 | BAY | 84% | 982—100 LE x 4 
1,716,698 Do. о, 4 Deb. Btock Red. ee : ae 100 4 1 f. ы 8 li— 1 11— 15 m M 5 18 4 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid .. 1 6% |7 НЕ 1 1 MÁ- 1X бй 5 4115 
50,000 Do. do. do. Cum. Pre eee oes 1 6 g 4 f ы 4 Ms в 88. — И 4 7 0 
90,100 Do. do. do. 4% Red. Deb. 8tock .. | 100 «s 12811 осо 100 — 10a : 317 8 
11,8891 Reuter's oe . ее ee ee ee eo 8 6 hy 43 2 99 —102 99 —102 4 Н 4 8 8 
99,100 | Telephone Co. of Egypt, 44 €; Deb. Red. .. ..| 100 Ps a 680 : 150 ss )80 —188 » 410 8 
8,063 | Submarine Cables Trust.  .. | Cort |6% agl 7 Өр 6j 61 62 516 4 
100,008 | United River Plate Telephone 5. | 8 Ф 8 $ FA 81— 5 — 655 " 1101 
40,000 Do. | 5% Cum. Pref., Nos. 1 to 40,000 6 5 6 о ke 23 1 H— 13 "i б 4 84 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 24 Nil N rei 1 % 205-108 100 108 » 2 817 8 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. | 100 4 4% $515 % i Ti i Mj 153 152 418 3 
207,980 | Western Telegraph, Ltd., Nos. 1 to 207,980.. .. 10 7 7 & 114 10th) e M ё ‘i 3 16 11 
800,000 Do. . do. 4% Deb. Stock Red. 100 |4% |4 ZEN | 4% = . v 
West India and Panama Telegraph .. $3 oe 10 ij N g : ros в i E 7124 
84,568 Do. до. 6% Cum. Ist Pref. ca таз 10 |6 E er A nt в E 290 
4,669 Do. do. 6% Cam. 2nd Pref. ra m 10 N : 5 4 сла —108 101—108 s : 4171 
80,000: Do. do. 6% Debs., Nos. 1 to 1,800 ..| 100 | 5 6 * 96 | i 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. | 
lo-Argentine Trams, 10 % Nom. Cum. 2nd 9 B2 xd — 83 КА 8M — 1 6 5 11 
: n. en e е ах lel aa ач 1 
360,007 Do. 6 Cum. > : * == — ee @e 4 6 11 
966, Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 б : E: 105 ERU 102 I odi is E тз 
285,100 | Auckland E. Trams, 5 % 18% Mort. Deb. Stock .. | 100 5 a0 & 150 ш Bj— 4 xd| Bi — "0/104 | 73/9 — 3 5 8 11 
880,000 | Babcook & Wilcox, 1 to 630,000.. .. . 1 90 025 9075 20 H- 4 i] H i EXPL 
100,000 Do. do. 69% Cum. Pref., 1 to 100,000 .. 1 |6 б : > 20 а = i: Er 
600 | British Aluminium, Ord È ta 40,000.. ~.. | 5 14473 MH 3 A e _ i. 
69,000 | Do. do. 7% Cum. Pref. .. dis ee б 7 1 Н 64 4 à 4 7 6 6 4 
40,000 | Do. do, «А "6% Саш. Pret. .. | 6 |6 66 if 1 н a TW 
13,897 | Ро. "bored eer eee lie & & |5% 106 —110 | 106 —110 is ; 41011 
48,478 | Do. do. 6% lst Mort. Deb. Stock Red. | Stock 5 % | б „ aie | 510 0 
000 | Ро. до. „ 9 | 186 —140 185 —189 = —1 | 515 1 
400,000 | British Columbia E. Def. Ord. Btock .. ..| 100 Ы 8 4 54 | 117 —lat 117 —121 i аав 
400,000 Ро. b % Pref. Ord. Stock ә oe s 100 f Н Р 5 42 | 105 —109 106 —110 1683 1073 41 | 41011 
,000 Do. 6 % Cum. Perp. Pref. Stoc a es i 101 —104 108 106 T à +13 459 
388,000 | Po. im Mort. Debs 110880... 4800 0 | 4% 4 2187/0 1 100—108 % SEC 
220,00C Do. Vancouver Power Debs., 1 to 2,200 | 100 s SiS 1— 13 i la 18/14 16/8 м Nil 
188,801 | British Electric Traction is iis 2 ДН 10 5 8 6 8 зи 43 3 4 15]- 72/6 2: 1 1 2 
161, Do. do. 6% Cum, Pref. ..  .. 10 8 5 b 93 — 96 9) — 96 xd 93 923 B 542 
1,478,658 | Do, do. 5 C Perp. Deb. Воск .. | Stock 6 ve E ji M d 
628,986 | ро. до, % and Deb. Stock Red. | 100 | 44% | 44% | 44% | 444 6 — E rg 
, 2 st Mort Deb. Red. `: — 103 —106 " js — 4411 
000 : do. coat 2 J, Mort Deb Red... | 100 | 44% | 44 ad а ur vibe 3 : e к 
208,440 | British Thomson-Houston 44 % 1st Mort. Debs. . 100 Л 
400 British Westinghouse 6 % Pref., 1 to 200,000 and } 6 Nil | Ni | Nil Ni 8 2 — S s Nil 
p^ | те а 4 4% 4% | 40 — 45 40 — 45 is я 8 17 10 
1,016,858 Do, do. 4% Mort, Deb. Stock . 100 i Wa wal NH и Е » , Nil 
69.000 үл 1 hus 6d Cum. Pre. i | nil Nil Nil Nal Ыбю M. 116 to 106 e » : Nil 
106,781 | Brush Electrical Engineering, Ord., 1 to 105,781 .. | 3 „%% ARUM р) oe d od seus NI 
150,000 Do. do. Non-cum, 6 Pref. . ose 2. 43 4 à, 68 S 18 68 с 19 ЕЖ Y M " 6 8 3 
yd ро, до, T Pub sea Dew mod | beck 4 49 ay ae 60 — 54 60 — 64 .. .. — 860 
126,000! ро. до. 44% Perp. 2nd Deb. Stock.. | Stoc 4 E Ba cd ER 42— T7! а 3 51d 
187,610 | Calcutta Trams, 1 to 5610 $e of La 5 Б 6454 44— 5 4j— 8i 98/13 95/ — 416 8 
45,304 Do. 6% Cum, Prel., Nos 1 to 39,880.. | 6 | a 4% SH ЕФ 108 —105 id A А эж а 
,000 Do. 4) % 18: ер, Btock.. ..  ..| 100 E 18% 15% 16% 103 —10 10 - 1 50 
200 Calenders Cable С 5 phase Nor c : 8 5 5 7 5 W Б a E ыл! 58 E 6 6 H 
e О, иш. е L] ee ee ae & — 22 a М A 4 9 
800,000 | Ро. do. 43% ist Mort. Deb. Stock Red. | Stock 44 ux 4; 5 44% 1074 1004 imi ш | : 
491,229 Саре E Trams., 1 10491299. . «| 1 44 NE МИ! 5% E tut 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. sd és i Ы m 44 430 105 —107 08 —107 im Е 441 
910,153 Do. do. M SUA ырыр. BE ick lee lee ele 71 — 73 69 — 71 me | 69 2 | 446 
1,898,610 | Central London Railway, Ord. Stock gn USA eck { i P { 86 — 88 аб i 87 i < 4 10 11 
мае Do 90. 54 = ae *.. . Stock 44 44 443 51 — 54 19 — 52 5i | o -2 | 816и 
А 0. el. в ee ee s 32 85 383 823 B 
1,480,000 | City and South London Railway — .. .. Stock | 2% | 13% N | 94% | 824— 883 à— 853 
nine mon From r Share List. 
* Unless otherwise awated, all shares are fully paid. t A period of the. 1 . )) ͤ ИИ 
Ea ice ee TESS Cs Si А ысы 


Continued on next pade. 
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SHARE LIST OF ELEOTRIOAL COMPANIES.—(Oomtinued.) ! P son 
ELECTRICAL BAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, — (Continued) 


losing losing Posna done ne *| Present 
Josue. NAMB, or ee сое Quotations Quotations weak ended Yield 
| Share. тома. Oct. 18th, | Dot. 13th. Got. Seh, 2908, | Fall — per cent, 
м . . 8 . d. 
85,000 | Crompton & Oo., Nos. 1 to 88, 00 õcc .. e B [N65 „6 | Mi— 1% li 1% x 910 6 
100,000 900 ы 4100, 4 bar o ВЕ, 400 Red. | .. |69 |69 |69 6 4 | 88 —101 98 —101 419 0 
960,000 | Dick, Kerr & Co., 1 to 960,000 .. . Я x 10 10 ‘= Цеха là-— 1 oe 712 5 
806 000 | Do. do. 6 Cum. Pref., 1 to 806,000 .. 8 6 1 1 a ee 416 0 
276,880 Do. dc. % Deb. Stock А å 44 d 101 —104 101 " 4 6 1 
000 | Dublin United Trams. (1896), 1 to 60 11 114— i 540 
60,000 $ 7 f. between 1 and 60, 6 6 1 56 4 811 
99,961 | Edison & Swan Utd., A’ ahs. 6600. 1 to 99,961 4 4 i 16 19 6 
17,180 . “A , shares, 0 —bi ? ee 45 1 рери 1 ee 8 6 9 
317, Do. . Бер. Stock Red. . 4 4 76 — 79 16 — 79 " 5158 
67,720 Do. 6 ind De Btock Prov. Certs. all pd. 5 5 8 — BF ха BA — 87 *® 6 14 11 
119,100 | Electric eon 1 to 112,100 N N — j y — й : Nil 
B1,890 Cum. Pret., 110 81,890.. r 7 7 96 1 1 1 è 800 
General Electrie co. (1900), 5 Prei. К % |5 5 7 8 — B аж 650 
900,000 Do. 4% Mort Deb... 95 14 4 84 — 88 ха 84 — 88 is 4 1011 
18,000 Gt, N. а City Rall. Pref. K 8 4 0%, 1 to 78,000 3 4 ka 1 1 6 0 0 
96,000 | Greenwood & Batley, 7 im. Pref, є 611 7 1 10 1 103 810 3 
40:000 Henly’ (W 4, ) т si =: WE Ord SM: 5 15 T 5 — 1 1105— 11 : 1 ui 
ey's e , Ө сеа Orgs, о ee . * PES ad oe 
40,000 Bo Р Pre t. У D 1 b — 6 — Ы ee 4 1 10 
000 80. Mort. Deb. Btock 72 4 107 —109 107 — 1 е 127 
50,000 Indie Robber, Gotta-percha elegraph Works. % 1 10 1 17 тла 17 ay 614 9 
,500 Liverpool Overhead. way, ora. ds % | Nil à li— 1 1 1 82 «00 
10,000 + Do. fully paid ee y D b b — 5 — 5 e? 9 l 10 
070 London United Tratos, (1901), 1 тойот дЕ Y | 8 8 6 бү— . 14 ви 
809,980 Do. do. Hears $518 8 ; 4 811 
125,000 Do 09. Cum. Pee, 1 to 195 % 16 6 — 5 2 — 64 i 9 110 
1,891,000 ist Mort. Deb. — ; Am 4 T8 — 78 — T8 45 27 
5,782, 062 erosoan Gonsolldste8 е zx % 393— to 894 — 404 5% 146 
2,640,914 ро Surplus Lands .. id ʻe vs r^ — 68 — 70 Я 818 7 
14016 | M тороп Electro Trams., Det. ND: ` | Nil Nil | A- К 2 у ZEN A 
А e tan Electric . ee — i 
"000 до. Cum. Pref. Б b 12 3 i Ji n~ 168 
823,800 Do do. a Deb. Btock Red. 4$ 44 — 98 — А 414 
945,500 Potteries E. Tre. ee ee * * e 4 4 — ee 8 0 
945,500 Do. 6 96 Cum. Pref ee ee ее 6 5 — 94 — e 6111 
95,000 ро. 4 Deb. Stock ee ee ee 4$ 1 92 — 96 — 96 • 4 14 
87,860 тшер Соло on and Maintenance .. as 15 17 892 — 89 — 84 * 618 
8,500,200 Пале д. E. R., 5 % Profit Shar, S. Nta. : b 5 48 — 47 48 — 47 са 10 18 
66,666 & Robinson, 1 to 80,000 & 80,001 to 116,666: 1 i | Nil 10 i- 1 Eg |. 180 
66,666 "po. | ‚ 8% C.P., 80,001 to 80,000 & 195,001 to 141,68 | 5 | Nil| Nil| .. |6 = 194 
216,404 lst Mort. Deb. Stock — .. .. 100 4 % 4c 4, 4 T9 — 76 72 — 16 ' 165 
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ELECTRICITY SUPPLY COMPANIER, 


Bromiey (enm E. L. & P,, 1 to 15,000 өө 4 4 Ny 43 | m [3 6 
30,000 do. "40 9 18%, deb. stook . | 100 | 4 96 — 1 96 —100 - x 410 0 
80,275 Brompton & Kens. Elec. Lt. Bup., Ord., 1 to 20,000 6 110 10 * 7 — 8 7— 8 к vė ee 6 5 0 
9,725 Do. do. TX Cum. Pref, b 17 17 ' 7-— 8 7— 8 - 5 T 416 
886,876 | Central Electric Wk % Guar. Deb. Stock .. | 100 | 4 4 '99 —102 99 — 102 " M a 818 5 
80,000 | Charing Cross d Electricity Ворріу pre б 5 8 Б 8à— 4 a 71/0) | 70/- — 6 9 0 
80'000 Do; i Gity v ешын” af, Cuma. Pr Pri. 6 d 4 sh 4 9 4 RM |. 6 ü r 
445,786 Do. do. 7% Deb. Stoch ; — | 100 [4% |4 96 — 99 96 — 99 w у 40 11 
49,486 | Chelsea Electricity Buppl "T b 6 6 ot — 83 65/- 69/6 + | 618 4 
100,58 City of Lond Ele Ligh ‘ord 0,001 110 806 8140 8 ^ 09 — 40 09 — 10 E y 2: E Н 17 1 
о оп ес. 0 ae: 9 es " 
40,000 Do. 6 % Cum. Pref., to 40.800 „„ „ M |6 6 аи 199 int ds : Ў 412 4 
400,000! D 6 Db. Btk., Script (iss. at 115) all pd. ee 5 6 122 —12⁵ 192 —195 194 ee ee 4 0 0 
800,000 44 % 2nd. Db. Fik., Prov. Сга. all pi, 100 à 4 101 —104 101 —104 103 101 id 461 
50,000 uu ^ Durham Electrical коне a 6 70| 4 am 8 m 8 de 26 БА 868 
60,000 20: do. 5 % Pret. 6 |6%|5 % xd 44 ха .. T .. | 618 
950,000 do. 5 % lst Mtg. Deb. | Stock "M as "m si "^ МА de M. e oe 
40,000 баша. о! London | Kleotrio ниш. 1—40,000 10 4 5 Um E. 1— 8 LL y = i 6 b 0 
50,026 Do. do. 6 96 Pref., E соо 10 6 6 104— 1 101— 10? M К — 5 11 8 
400,000 Do. . do. $ b. Btock m 4 4 107 —110 107 —110 «a is is 4110 
400,000 aud. Deb. Stock .. | Stock 99 —102 99 —109 88 ЕУ К 483 
80,000 жаша don 8 песн соус, Qr ош. Shares. Б 1 4 il 3 à n "i : Nil 
80,000 Do. 5 |6 6 8 Nil 1 1 is : Nil 
430,500 Do. do: a Int Mort. Deb. Btk, | 100 43% 43 ud 44% | 59 — 66 59 — 68 d A 618 4 
$8,150,000 | Electrical Dev.Co. of гошан, 6% им. Gold Bnds. | $500 о Ир ЕА d 88 4 844 834 = i 
10,000 Folkestone, 1 to 10,000 $9» id 6396 | 64% | 58% | 54 — xd ри ДЕ ee 649 
10,000 Do. 6 % Cum, Pret. 1 to 10,000 la ЯР б ee | 5 b b 5 — 54 ха 6 — à vi 410 0 
90,000 Do. Ist Deb rota 1 e | 200 dx 4 4 97 — 1 97 —100 di С " | swn 
15,000 | Hove, 1 to 15, m ae si 5 9 9 6— 63 6— 6 e . : € 10 9 
$1,925,000 | Kaministiquia Power Co., 5% Gold Bnds. ..  .. T ee oe 92 . 94 — 96 94 — 96 ; " 75 
91,000 | Kensington and nene mx Ord. - Б 12 10 10 10 14— 8 12— 8 e 2 614 8 
1100 ов понове; 1 Corpo iion el Ord. x H ‘ H A 3 sas m 15 e н $51 
111,000 on 6 0 uppiy TAWO L] ) 9 » . 
70,000 Do. do. о 6 % Pref. ee b 6 6 6 6 M ii E i ee ee 6 9 x 
874,806 Do. do. 4% 1st Mort. Deb. Stk, Red. Stock | 4 4 89 — 92 89 — 99 $5 2s 417 
tan Electric Supp! li ш б 10 % [10 8 4— 4 4 4 on Sa “ си 
191 ; аш. , . ‹ 4 1 m 
А Do. 1st Mort. Deben. Stock ‘ ee d d 106 —100 105 —109 1 à © ee 431 
948 0001 Mort. Deben. Stock Redem. | Stock 84 — 89 64 — 89 87 js , | 818 8 
$6,000,000 Mexican Electric Light Co.,6% let Mtg. Gold Budi. |59 5 “ 5 % 5% | в9 — 90 88 — 89 88 m 691 
$13,585,000 Do. Light and Power Co., Ltd., Common. | $100 as © T И Tl — 18 74 si ve 
$1,500,000 Do. do. 795 Cum. Pref. Вік, | Stock | .. Us 2 .. 112 — 118 1113—11 11 111 “a I 
$19,000,000 do. 5% Ist Mtg.Gold Bnds. 25 T T oe T 902— 913 91 . > 
360,000 Midland Electric Corporation 4 % 15$ Mort. Deb. | 100 | 44% | 44% | 4395 | 44% | 94 — 97 94 — 97 „ | a2 4 
81,500 Hewcenio-on roe s oe oe 5 8 8 8 8 & p? — ae oe oe 79 1 
87,500 Sx Pra. Y , 1 to 87,500 „ e| 6 55 55 |5 6 5 : у | 48} 
10,859 Notting Н Hill Electric .. 10 19% | HH) 99% | 795 иў—1 11@— 1 M ia 5 jn : 
90,000 Oxford, 1 to 8 and 407 10 nU SR Ой X 5 7 7 7 7 2: Ё os 61 à 
60,000 Do. 4 96 Deb. 8 ee 100 4 4 4 4 95 — 98 — 99 eo e? 4 1 
119,694 | River Plate Elcty. Co. Ord: Nos. 1 to 120 50 1 s se [2495]. 9 là— 12 1 14 99/9 98/6 m ve 
100,000 | Do. do. 6%, Non Cum. Pref. Nos. l to 100,000 1 6 6 6 6 E we Lás — 1à m 5. T 
M dum ыч Hir Mali Electric Light, Od. 8 ао 12% 10 103, | "с. 0 - [85 
Bt. James’ an ectric А 7 7 " 
20,000 Do. do. 1% Pref. 90,081 to 40,080 | Б 155/755 175 7 11 2 11 а [ем ! 
160,000: Ро. до. 9% Deb. Stoc stock Red. .. | 100 | 8% 8 | BY B6 — 90 86 — 90 va í 81 
12,000 | Smithfield Markets Electric dri Ord 5 |4%|4 il 1 E — 3 2s SK v Nu i 
46,700 Do. о. до. b Deb. Stock Stock |4 4 4 4 68 — T2 | — 72 2 К SQ | 68 : 
65,000 | South London Electrici Supp! oa ep 5 |4 4 В 4 2 ч | 9 с 7 3 ; 
190,000 | South Met. Elec. Lt. & Power, а 88. ж 1 Nil | 28% | 28% | 23 | Ё к m б 16 
142,908 Do. do. 1% Pref. 1 1|7 1 7 7 ab — ly 3 — 1 à | : е 231 
900,000 Do. do. € % let Deb. Stk, 100 ‚М 95 4% 4% —101 —101 99 i 20 0 0 
80,000 | Urtan Electric Supply, Ота v | 6 5 5 5 | 5 Ф | — 1 xd — 1 бз ы, 5 T 10 6 
60,000 Do. 5 % Саш, Pref. 5 5% б 5 5%! ф— A xd} 14— 23 | 40/1 : ; юс 
275,000 Do. do. 449 lst Mort. Db. Stk. Red. 100 | 44% 4% 44% | 49 80 — 83 B —83 | . e n 1 6 
800,000 | Victoria Falls Power Co., Pref. Nos. 1 to 800,000 . 1 33 “ж Ж | +- d %— * 19/3 PA "T Е 1 
110,000 Westminster Electric Supply, Ord e| 5 ($925 0%! в— 9 B ы 5 
Do a % Cum. Prei. 6 |6 | 5 44% 56 — B 5 — 53 Es M t 
(Origina) 6 %—Red. to A % from 8181 Deo., 1905) | | — 
* Unless otherwise stated, all shares are fully paid. + Quotations on Liverpool Stock Exchange. Interim Dividend. 
$ 
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TRADE STATISTICS OF CHILE FOR 1907. 


Тнв following figures, showing the imports of electrical and other 
materials into Chile during the year 1907, have been taken from 
the recently issued trade statistics; the figures for 1906 are given 
for purposes of comparison, and notes of increases or decreases 


have been added :— 
1906. 1907. 
Pesos. Pesos. 
Covered Iron Wire.— 
From Great Britain 163,746 62,442 
„ Germany 96 009 61,298 
» United States 66,024 34,113 
„ Other countries 3,522 9,273 
Total ...  .. 329,301 167,121 
Iron or Steel Wire.— | 
From Great Britain 154,698 395,669 
„ Germany 774,807 1, 331, 264 
» Belgium 168,891 316,973 
„ United States 420,835 999, 140 
„ Other countries 16,842 15,458 
Total . 1, 536,073 3,058,504 
Points, Sleepers, Fish plates, &c., for Railways.— 
From Great Britain 135,949 183,198 
» Germany .. 95,889 175,326 
„ Belgium 32,475 174, 846 
„ United States 45,912 19,959 
» Other countries 3,330 6,327 
Total 313,555 559, 656 
Gas or Electric Light Meters — 
From Great Britain 37,188 42,552 
» Germany ... 2,440 45,804 
„ Other countries 816 376 
Total ..  .. 40,444 88,732 
Rails.— E ` 
From Great Britain 1,265,518 1,606,704 
„ Germany 405,638 815,448 
» Belgium 127,942 873,316 
„ United States 51,048 192,004 
» Other countries ... 163,136 71,604 
Total .. 2,013,282 3, 559,076 


Bronze, Copper, or Lead Wire.— 


From Great Britain 27,285 82, 855 
„ Germany ... 119,147 287,410 
» United States 29 541 73,551 
» Other countries 1,047 4,848 
Total. 177,020 448,664 
Insulators of Glass for Telegraphs and Telephones.— 
From Great Britain 3,081 22,821 
» Germany ... 4,161 56,235 
» United States 1,161 13,959 
„ Other countries . 24 1,407 
Total ... 8,427 94,422 
Other Insulators for Telegraphs and Telephones.— 
From Great Britain 15,753 6,837 
» Germany Dr 006 89,772 77,862 
„ Belgium и 72. 18,678 
» Other countries ... 1,611 8,085 
Total .. 107,208 111,462 
Telegraph Apparatus.— 
From Great Britain 48,960 1,440 
» Germany 9,440 2,480 
„ United States 3,280 2,160 
Total 61,680 6,080 
Hand Electric Lamps. — 
From Great Britain — 422 
» Germany es 514 2,748 
» France tee vee 32 9,129 
» Other countries 54 — 
Total ds 600 12,299 
Telephones,— | 
From Great Britain 3,340 4,900 
» Germany 44,480 146,100 
„ United States 21,160 8,040 
Other countries 920 20 
Total [Im eee 69,900 159,060 


' Increase or 


decrease. 
Pesos. 


— 101,304 
— 34,716 
— 31,911 
+ 5.751 


| 


240,971 
556,457 
148,082 
578,305 

1,384 


[++++ 


4- 1,522,431 


47,249 
79,437 
142,371 
25,953 
2.997 


246,101 


MESES 


+ 5,364 
+ 43,364 
— 44⁰ 


4 48,288 


+ 341,186 
＋ 409, 810 
+ 745,374 
+ 140,956 
— 91,532 
+ 


1,545,794 


4 55,570 
+ 168,263 
+ 44,010 
+ 3,801 


— 


+ 271,644 


+ 19,740 
+ 52,074 
+ 12,798 
+ 1,883 


| 
e 
D 
© 
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+] +++ 
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а 
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со 
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162,180 


1906. 1907. 
Pesos. Pesos. 
Apparatus for Telegraphs and. Telaphones.— 
From Great Britain 34,844 17,481 
„ Germany " 22,936 10,377 
» United Btates 23,287 10,099 
» Other countries 1,913 — 
Total 82,280 38,557 
Electric Ventilators.— 
From Great Britain 10 3,298 
» Germany Jis 140 507 
„ United States — 3,040 
„ Other countries — 158 
Total ке 159 6,995 
Boilers, Steam Generators, d'c., for Mines.— 
From Great Britain 320,341 195,050 
» Germany ... 8,884 61,218 
» United States 14, 100 19,576 
„ Other countries 88,388 — 
Total 431,713 275,844 
Machines, Apparatus and Parts, for Mines.— 
From Great Britain 8,111,024 6,090,869 
» Germany . 2,224,892 2,074,911 
„ Belgium 14, 000 162,977 
„ United States 191,299 274,514 
„ Other countries. — 19,478 
Total 10,541,215 8,622,749 
Cranes, &с.— 
From Great Britain 261,832 262,312 
» Germany .. 41,897 40,748 
» United Btates 1,466 8,751 
„ Other countries 13,824 1,507 . 
Total 318,519 313,978 


Electrical Machinery, Apparatus and Accessories. — 


From Great Britain 71,382 164,369 

» Germany .. 5% 481,788 434,395 

„ France 10,003 1,679 

» United States 141,676 37,631 

» Argentina... ben — 12,972 

„ Other countries ... 200 926 

Total 705,049 651,872 

Machinery and Accessories for Electric Lighting.— 

From Great Britain 228,092 . 720,293 

» Germany ... 223,295 553,305 

„ France РА 1,235 14,014 

„ United States 308,501 309,992 

» Other countries ... 2,707 4,455 

Total ae 763,830 1, 602,059 


| 

-I 
t9 
©з 


—9,020,155 
— 149,981 
+ 148,977 
+ 83,215. 
+ 19,478 


—1,918,466 ` 


| 
Кы 
rem 
. 
м 


Machinery, Apparatus and Parts for Industry in general.— 


From Great Britain .. 1,870,609 2,841,194 
» Germany ... 1,444,117 2,001,767 

„ France 139,254 170,052 

» Belgium ... 31,876 193,396 

„ United States 408,870 729,682 

„  Oher countries 68,289 36,284 
Total ... .. 3,963,015 5,972,325 

Motors.— 

From Great Britain 1,788,685 3,082,113 
„ Germany ..  .. 214,955 475,295 

„ France... 48,919 57,237 

„ United States 35,684 942,941 

„ Other countries 34,418 14,237 
Total 2,122,661 3,871,823 


N. B. — Peso = 18. 6d. - 


+ 1,293,428 
+ 960,340 
+ 8,318 
+ 207,257 
— 20,181 


+ 1,749,162 


Key-Holder.— Messrs. A. Garston & Co., of Alders- 
gate Street, E. C., are supplying the "Imperial Key Pocket —a 
pigskin purse-shaped pocket, in which are a dozen numbered straps 
with fastenings, on which keys, and perhaps some other articles, 
may be hung. It strikes us as being a very convenient device for 
keeping keys available and clean, without their getting into a 
bulky cluster and wearing out one’s pocket, and for finding the 
right one when in the dark and perplexed. The pocket having been 
adopted in domestic service and some trades, the inventor thinks 


that electricians might with advantage make use of it. 


= аа — — — = 
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AUTO-TRANSFORMERS FOR METALLIC- 
FILAMENT LAMPS. 


By J. L. CATEAUX, A. M. I. E. E. 


AUTO-TRANSFORMERS enable the pressure of supply on 
alternating current systems to be reduced at the consumer's 


premises to a suitable lower voltage, so that the maximum 


advantages may be obtained from the use of metallic- 
filament lampe. 

It is generally desirable that the pressure should be trans- 
formed to either 25 volts or 50 volts in order that, metallic- 
filament lamps may be used throughout. | 

Twenty-five-volt metallic-filament lamps are obtainable 
in finite of 10 C. P., 16 С.Р. and 25 C. P., and they have an 
efficiency of about 1 watt per C.P., so that these lamps 
very conveniently replace the' standard carbon filament 
lamps of 8 С.Р. and 16 C. P., and the consumer is able to 
obtain the equivalent illumination or a little more, with 
about one-quarter to one-third of the current consumption. 

The 25-volt lamps have small bulbs, burn in any position, 
and are generally much less fragile and more efficient than 
higher voltage metallic-filament lamps. 

Fifty-volt metallic-filament lamps are obtainable in unita 
of 16 c.P., 25 с.р. and 32 C. P., and it is usual to adopt this 
voltage in cases where it is desired to obtain a higher degree 
of illumination than is given by the 25-volt lamps. 

The list price of the 25-volt lamps is 38. to 38. 6d. each, 
and of the 50-volt lamps, 48. each, so that they 
are cheaper in first cost’ than the high-voltage filament 
lamps, and this fact, combined with their longer life, makes 
an appreciable reduction in the cost, of renewala. 

By the use of auto-transformers the necessity for fitting 
series adaptors for metallic-filament lamps is entirely super- 
seded, and the consumer need not have two lamps alight 
where, in many cases, a single lamp is sufficient for his purpose. 
Apart from the cost of the adaptors and the trouble of 
getting lampe to match each other for burning in series, the 
consumer is compelled to have either double or four times 
the light which he probably requires, and, moreover, he 
cannot at present obtain small enough units to enable him 
to use metallic-filament lamps throughout, as it is obviously 
out of the question to replace 8-C.P. carbon-filament lamps 
in passages, lavatories, &c., with metallic-filament lamps of 
25 с.р. and over. 

In selecting an auto-transformer, particular attention 
should be paid to ite efficiency, close regulation and open 
circuit losses; these latter, which are continually going on 
for 24 hours per day, have a very marked effect upon the 
annual consumption of current, and with inefficient trans- 
formers they may easily wipe out a large proportion of the 
saving effected by metallic-filament lamps. 7 

In the case of a new installation, either 25 volts or 
50 volts may be selected, according to the candle-power of 
the lamps which the consumer desires ; but when the auto- 
transformer is put into premises whicb have already been 
wired, it is necessary to consider the current-carrying 
capacity of the conductors. 

Generally speaking, when the premises are already wired, 
it will not be safe to adopt a ratio of transformation greater 
than 4 : 1, as this will give about the same load in amperes 
as would be allowed for in the first instance for carbon fila- 
ment lamps. 

In installations which have been wired for 200 volts, 
transformers for 50 volts on the secondary side should, 
therefore, be used, and for installations which have been 
wired for 100 volts, transformers with either 50 volts or 25 
volts on the secondary side may be adopted. 

It is advisable, if possible, to arrange an installation with 
a minimum of two, four, or eight circuits, on which a fairly 
equal number of lights is likely to be in use, as by this 
method a transformer of smaller output can be used ; the 
size being dependent upon the maximum out of balance load. 
If the ratio of transformation is 2 : 1, two secondary circuits 
are sufficient, but with ratios of 4 : 1 and 8: 1, four oreight 
secondary circuits respectively are necessary on the auto- 
balance principle, the auto-transformer being supplied with 
the equivalent number of terminals on its secondary side. 


The following is a typical example of the cost of using 
metallic-filament lamps and an auto-transformer, compared 
with ordinary carbon-filament lamps. Assuming a private 
house with 50 16-C. P. and 24 8-c.P. lamps :— 


Cost of carbon-filament lamps at 18. each. 


.. £314 0- 
Coat of 25-volt metallic-filament lamps at | 
38. each ... or Se suc. qu AL 2 0 
I-Kw. high-efficiency auto-transformer  ... 3 0 0 
: * 14 2 0 
Extra initial outlay ..£10 8 0 


Assuming that the consumption of current will be 
equivalent to the whole of the lamps being in use one hour 
per day throughout the year :— 


Annual cost of current at 454, рег B. of T. unit for 
carbon-filament lamps, will be ; ai 


е. 


a . £27 0 0 
Ditto for metallic-filament lamps .. 700 
Annual saving ot 182 st es ..£20 0 0 
Deduct open circuit losses in high-efficiency trans- 
former at 44d, per B. of T. unit ies 0 0 
Net annual saving »: 55 .. £18 0 0 


It will be seen that the extra capital outlay for the high- 
efficiency transformer and metallic-filament lamps is paid 
for in the first year, and leaves a surplus balance of £7 128. 

After the first year, and allowing for the extra cost of 
renewals at 38. per lamp, as against ls., the net annual 
saving will be at least £15 10s. 

In the case of shop lighting, office lighting, &c., where 
the lamps are turned on at dusk, and turned off at closing 
time, a switch should be fitted, so that the transformer can 
be switched off at closing time, and switched on again when 
light is required the following day ; by doing this the open 
circuit losses will be a negligible quantity, and the maximum 
saving in current consumption will be obtained. 


THE LAST CENTURY’S CONCENTRATION. 
By WREN.“ 


THE past century has seen many changes in the scientific 
and engineering world ; in fact, one is tempted to say prac- 
tically all the changes. Perhaps of these,the most noticeable 
tendency is that towards compactness. 

Every piece of apparatus and machine is now made and 
worked far more indensely than was the саве even 20 years 
ago. The introduction of high-speed machinery has made 
great compactness possible, and in turn has made it essential, 
in order that the materials employed may stand the huge 
centrifugal stresses consequent on the high angular velocity. 

The radius of the mass centre of the rotor has been con- 
tinually diminished. In some cases (as in traction work) a 
small radius of gyration is necessary in order to maintain & 
low moment of inertia of the rotating parte, and so make 
high accelerations more readily obtainable. In traction 
practice, however, the chief influence towards concentration 
has been the necessity of providing an immense horse-power 
(for rapid acceleration) in a very limited space. | 

Besides the above physical reasons, we have to consider 
that potent factor—economy of manufacture ; and, though 
the manufacturing cost of high-speed machines is greater in 
some respects than those of slower units, yet the vast saving 
in space and material usually outweighs this increase. 

In the realm of electricity the first step towards con- 
centration was the replacement of primary cells by dynamo- 
electric machinery as the source of electrical energy. At 
the present day it is possible to stand in many cent 
stations and see side by side the early rope-driven generators, 
each unit only of several hundred Kw. capacity, huge fly-wheel 
alternators, their juniors by a few years only, and the latest 
addition to the lists of progress the steam turbine—it and 
its generator hardly taking up more room than the dynamo 
. of the earliest sets, though its capacity may be twenty- 

old. 

Considering the chief commercial economies consequent 
on the decrease in size of electric generators and motors 
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è NM. 
1. Economies in Materials are: (a) Less field iron and 


armature iron, and hence less:;cost of raw material and 

manufacture (the latter including depreciation charges, &c., 
on the operating tools). 

(b) Less exciting copper required because (1) of the 
shorter magnetic paths; (2) of the shorter length of mean 
turn round the smaller pole cores; (3) of the smaller armature 
length and diameter. 

(c) Less insulation cost, since the squareinches of conductors 
to-be covered is less. | 

(d) Less commutator weight (usually a very important 
economy ). 

2. Floor Space is Saved.—Again no mean economy, in 
cities such as London. 

The means by which these concentrations have been 
effected are too well known to need repetition; carbon 
brushes, forced ventilation and improved magnetic and elec- 
trical materials have all had their influence. The advances, 
however, have not been due to engineers alone : chemists, in 
their new irons and steels, have produced materials which, in 
one application, can be run at the enormous peripheral speed 
of the De Laval turbine, and which in another can be run at 
abnormal flux densities with a minimum of exciting copper 
and with extremely low hysteresis and eddy current losses. 

On the switchboards of a central station one has further 
remarkable instances of concentration. Thousands of horse- 
power are controlled with perfect safety by switches occupy- 
ing only a few square feet of the board. 
break switches, and plug switches (in which the plug, hurled 
over the operator’s shoulder on removal from its socket, was 
followed by an arc for some distance, at considerable risk to 
the attendant) have been replaced by oil switches, the simul- 
taneous gain in compactness and safety being enormous. 

The concentration, ог “ centralisation, of generating 
unite is but another example of the trend of modern practice. 

Nob only in large machines has radical concentration 
occurred, for in galvanometers and other instruments, oper- 
ated by milli-amperes instead of by hundreds of amperes, 
the same tendency is to be found. Again, the object is to 
reduce the moment of inertia of the moving parts, and so 
to enable infinitesimal currents, hardly capable of detection 
a few years ago, to produce any desired effect (by aid of 
relays). 

In instruments the concentration is practically always 
with the view to obtaining increased delicacy, and the limita 
to which the concentration has been pushed cannot be better 
illustrated than by reference to the measurement of telephonic 
voice currents. This measurement depends almost essentially 
on the concentration of a resistance of 100-200 ohms within 
a thin plate of only a few sq. mm. area, this acting as the 
heater of a thermo-couple. 

Though the examples of compactness in the instrumenta of 
a modern testing laboratory can only be described as miracles 
of ingenuity and construction, more obvious, and possibly 
more generally serviceable examples are to be found in the 
larger apparatus already mentioned. 

Progress is by no means confined to the electrical industry ; 
the advances from the beam engine to the torpedo craft 
engine, from the early mining pump to the modern turbine 
pump, lifting 4 million gallons per day, through a height 
of hundreds of feet, are surely strides vast enough to defy 
contradiction. | 

Forced draught enables the combustion of 140 lb. of coal 
рег aq. ft. of grate area instead of 16 lb. per sq. ft., a corres- 
ponding increase in the output of a given size of boiler being 
obtained. Examples could be indefinitely multiplied, but 
food for thought has already been provided. 

On every side the tendency is towards high speed, high 
pressure, lightness, and economy. Idle material is practi- 
cally eliminated, and the place once occupied by a massive 
“Casting is now occupied by its steel lattice substitute, and an 
auxiliary pump or motor to boot. Compactness has not been 

obtained at the expense of reliability however ; indeed, under 

modern conditions, the latter is more essential than ever. 
Many branches of engineering are still undeveloped owing 
to our present inability to sufticiently concentrate our agencies 
in these branches. Thus electric automobiles only await the 
sufficient concentration of the storage cell or that infinitely 
more desirable concentration, the wireless transmission of 


Power. Again, millions of Н.Р. await concentration in the 


The early horn 


power of the tides and of aerial electricity—perhaps these 
shall afford the 20th century solution to the failure of the 
coal supply (which, after all, is the ultimate source of all our 
present energy concentrations). 

- Mere reference may be made to the fact that in the human 
element the same trend is visible—there have been great 


concentrations in the scope of each man’s labours—in some 


cases too great, it is to be feared. 

The skilled workman has become practically a machine, 
while, on the other hand, manufacturing machines have been 
endowed with almost human discrimination. 

The terrible concentration of working space in factories, 
&c. (во interlinked with the early years of the past century) 
has, fortunately, been largely relaxed, partly in consequence 
of compulsory legislation, partly by voluntary reform by the 
manufacturers themselves. 

Undoubtedly one of the aptest watchwords of the past 
century would be Concentration ” ; and though ten years’ 
progress scouts the possibility of Finale in engineering 
advances, one cannot but wonder what material and what 
workmanship will prove equal to the concentrations which 
must inevitably continue. 


A BREAKDOWN AT A GENERATING 
STATION—A LEGAL VIEW. 


THE recent accident which suspended traffic on the District 
Railway for a short period appears to have turned public 
attention to the question how far an electric supply com- 
pany is liable in such circumstances. Sudden failure. is, of 
course, disastrous. The longer the supply has been constant, 
so much the more serious does a breakdown become ; for 
people have learned to trust implicitly to electricity for light 
and motive power. | 

The extent of the damage cauaed by two recent break- 
downs was thus described by Mr. C. Newton Russell in a 
letter addressed to the Daily Telegraph of October 12th. 
He pointed out that by a breakdown at the Greenwich 
power station of the London County Council, 600 to 800 
tramcars were brought to a standstill. The Lot's Road 
breakdown stopped all the trains and lifts on the Bakerloo, 
District, Piccadilly, and Hampstead Railways, all these lines 
being plunged in utter darkness. It also caused a stoppage 
on the Wimbledon and Surbiton sections of the London 
United Tramways. | 

What, if any, is the remedy for this? Have the public 
any redress? To provide an answer to this question one 
must first consider whether these companies and the County 
Council are liable to penalties if they cease to run trains and 
cars. Having answered that question in the affirmative, the 
further point will arise as to whether they can be liable to 
penalties for what may be an evitable accident. 

We have not got before us the text of the Acts under 
which the companies responsible for the underground rail- 
ways, and the County Council, respectively, are entitled to 
use electricity as a motive power. We fancy, however, that 
upon general principles, even assuming that they were under 
statutory obligation to keep trains and tramcars constantly 
running, they could not be held responsible for unavoidable 
stoppage. Another branch of the law relating to electricity 
assists the solution of the problem. 

Turning to the Acts which deal with the supply of elec- 
tricity for lighting purposes, we find that the possibility of 
accident has been specially foreseen. The Electric Lighting 
Clauses Act provides that whenever the undertakers make 
default in supplying energy in accordance with the terms of 
the Board of Trade Regulations, they shall be liable to such 
penalties as are prescribed in the Regulations in that behalf. 
These penalties may be recovered summarily. The effect 
of the clause imposing them is to impose a duty on every 
electric lighting company to keep up a constant supply. 
But they are not to be held liable in every case of stoppage. 


- Thus there is a proviso to the effect that the penalties to be 


inflicted on the undertakers must in no case exceed in the 
aggregate the sum of £50 in respect of any defaults not 
being wilful defaults on the part of the undertakers for any 
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one day, and provided, also, that in no case shall any penalty 


.be inflicted in respect of any default, if the Court are of 


opinion that the default was caused by inevitable accident 

or force majeure, or was of so slight or unimportant a 

character as not materially to affect the value of the supply. 
What, then, is inevitable accident? It was decided 


some years ago in Dublin that the burning-out of a cable 


was àn inevitable accident, from the consequences of which 
the company were entitled to be excused. That seems to 
us to accord with justice and good sense. But the question 
whether the fusing of a cable is an “inevitable accident” 


may well arise at some future time. If a company with a 


view to saving the expense of a new cable were to 
deliberately overload an old one, an accident arising from this 
cause could not be looked upon as inevitable. Again, 
suppose that a company were imprudently to add to their 
list of consumers without making а corresponding increase 
at the generating station, damage arising from overloading 
would not be caused by an accident. As to force majeure, 
that refers to something which no man can guard against, 
such, for instance, as a flood, an earthquake, or a subsidence 
which severs the cables. H 

With regard to breakdown due to increase in the number 
of consumers, there is only one case which throws а some- 
what dim light upon the question. This is Marylebone 
Vestry v. Metropolitan Electric Supply Co., which was heard 
in January, 1900. The company was summoned for 
making default in supplying energy to the workhouse and 
Vestry premises on certain days. The company admitted 
the default, but contended that the same was due to inevit- 
able accident caused by the great increase in the demand 
for electricity, which had exceeded ita expectations. The case 
was adjourned for three months, and was not heard of again. 
Later on, however, the same company was fined at the 
instance of the London County Council for making default 
in the supply of electricity to the houses of certain indi- 
viduals. 

From the facta which have already been made public, it 
would seem to be clear that the breakdown at Lot’s Road 
came under the head of inevitable accident. It would follow, 
therefore, that even supposing the companies concerned were 
bound to keep their trains continually running, they could 
not have been held responsible for the temporary stoppage. 


\ 


THE SMALL STATION 
AND ITS ECONOMICAL OPERATION. 


(CONTRIBUTED. | 


A RECENT issue of the New York Electrical Review contains 
an abstract of a paper on the above subject by Messrs. J. I. 
Whittlesey and Paul Spencer. After laying down certain 
hard and fast lines on which they consider a small station 
should be designed, the authors proceed to discuss methods 
of managing it. | | 

They take as their basis a station to cope with a maximum 
load of 600 Kw. in the first year, increasing at the rate of 
10 per cent. per annum (compounded) to 1,558 kw. at the 
end of 10 years. Although by no means a large station, 
this certainly is as large as one finds in many towns in this 
country of quite fair size, and a large number of far lesa 
capacity are more or less successfully run. 

The authors’ design for such a plant is on the lines of 
omitting everything that is not absolutely necessary, and so 
curtailing the capital expenditure as far as possible. They 
also propose to omit certain items which make for economy 
in generation, but which, in their opinion, involve extra 
expenditure in upkeep and repairs. E 

The station is to be designed to generate and distribute 
polyphase alternating current at 2,300 volta and a frequency 
of 60. The site is to be all that one could hope for : ample 
space, close to the centre of the town (somewhat contra- 
dictory conditions in this country as a rule), with a 
plentiful supply of condensing water and a railway siding, 
and so forth. Coming to the engine room, they remark 
that a crane is “desirable, but not necessary,” and for the 


first few years they would run non-condensing. It should 
be noted that the first sets are to be 800 Kw. and later ones 
500 KW., all low-speed single-cylinder engines, and there- 
fore, one would think, somewhat bulky to deal with withont 
acrane. Water-tube boilers would be installed, fitted for 
hand-firing ; and with the necessary feed pumps, feed heaters 
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Fic. 1.—Srorrox ОР PROPOSED PLANT. 
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and belt-driven exciters, the list of plant practically closes. 
An economiser is not to be installed. Figs. 1 and 2 are an 
elevation and plan of a station designed on these lines. It 
will be noticed that the overhead crane is, after all, included 
in the drawings. The initial plant only is shown in full, 
the remainder being dotted. The first year's maximum load 
being 600 KW., three 300-K w. sets are installed to start with, 


and two 500-Kw. seta are added subsequently. The load 
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Fic. 2.— PLAN OF Рворовир PLANT. 


factor is set down at 25 per cent. A first year's load curve 
is shown in fig. 3. 


The authors’ idea appears to be that the station is too 
small to keep a competent fitter, and that everything that 


One 300-KW. Unit 
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Fic. 3.—Loap Curve. Max. Loa p 600 xw.; OUTPUT 
5,576 Kw.-H.; Loap FAoTOR 38 РЕВ CENT. 


would be likely to involve any great amount of repairs Шш 
be omitted. Apparently it is partly for this reason that the 
steam pressure is limited to 120 lb. The omission of 000- 
densers, mechanical stokers, forced draught, &c., is repr? 
sented as lessening greatly the time to be spent on repair 
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thus enabling the staff to devote more time to maintaining 
the engines and boilers in a state of efficiency. 

Тһе staff is now detailed. It consists of six all told. In 
the engine room there are a chief engineer and two running 
engineers. Translated into English, this probably means a 
fitter-driver and two drivers, each of whom looks after the 
engines and switchboard, the former taking the afternoon 
shift and overlapping his second over the peak. During the 
intervals between looking after the running, he attends to 
minor repairs. In the stokehold there are two stokers, and 
one “ fireroom helper,” who also takes an afternoon shift and 
overlaps the evening stoker over the peak. All this is quite 
workable, but rather a tight fit. In this country there are 
usually a conple of improvers in the engine room who take it 
in turn to do the day-shift, while the fitter-driver is engaged 


on repairs. The authors next proceed to detail the means by . 


which economies can be effected in generation coste, which, 
however, are too obvious to need repetition, and they con- 
clude with а table of costa which look rather more like paper 
figures than real ones, and are, therefore, hardly worth 
criticising. Suffice it to say, that for the first year's working, 
with an output of 1,320,000 units, а peak load of 600 KW., 
and a day-load of 150 Kw., with 300-Kw. single-expansion 
sets, non-condensing, coal at $3, &c., the total works costa 
are given at 1°3917 cents per Kw.-hour (note the four 
decimal places), or, say, 7d. per unit. 

‘Although there is much in this paper that is hardly likely 
to find endorsement by station engineers in this country, it 
raises many points which provide ample food for thought. 
It will be noted, in the first place, that the authors take it 
for granted that a three-phase supply at 2,800 volts will be 
given, and they state with even greater emphasis that the 
frequency will be 60. Where alternating current is to be 
used, the standardisation of frequency, as well as the distri- 
buting voltage, is a matter greatly to be desired, but the 
slavish adoption of one system of supply without regard to 
the needs of the district is hardly to be recommended. It 
would appear from the paper that the system indicated is as 
universal in the States as three-wire continuous-current 
distribution is in this country, or as single-phase alternating 
current was there a few years ago. So fascinated are we with 
the charms of the three-wire system that we install it even in 
straggling country districts, with no possible chance of an 
appreciable motor-load. A country supply area consisting 
of, say, a small country town surrounded by villages and 
small residential districts, if supplying L.T. continuous 
current, has perforce to confine its operations to a radius of a 
couple of miles at most. Many such stations could largely 
augment their load by connecting the neighbouring 
residential districts each with its sprinkling of good-sized 
houses, as well as many large country mansions that other- 
wise are compelled to run a private plant, by means of over- 
head wires if the supply were H.T. three-phase. It seems 
that we must have three-wire D.C. distribution everywhere, 
and when we want to distribute over large areas, we must 
generate and transmit three-phase, and use transformers and 
rotaries to get back to our pet system of distribution. 
On a big system with a substantial power load it is right 
enough, though the system seems rather too roundabout 
for one to believe that it is the final solution of the problem. 
But where the power load must of necessity be insignificant, 
and where the district is scattered, why not three-phase 
generation and distribution ? | 

Then we come to the question of the omission of such 
extra refinements as condensers, economisers, mechanical 
stokers, &c., in small stations. The plant mentioned in the 
paper under review is, in the opinion of the present writer, 
rang with a load that justifies some further auxiliaries 
than the authors allow, although the extent to which such 
refinements should be pushed for a particular station is one 
that can only be judged by very careful consideration of 
individual cases on their own merits. The plan in the 
station in question would appear to be to make provision in 
the flues for an economiser, and allow space in the engine 
room for condensing plant, во that these can be added after 
the first few years when the load has increased sutticiently 
to Justify them, and when actual experience of the running 
costa has enabled the engineer to estimate the saving that 
would be made by their adoption. This saving can then be 


balanced against the extra capital charges and additional 


cost of upkeep. Given a plentiful supply of good water, 
excellent results can be obtained for quite a small capital 
expenditure by installing jet condensers. 

The present writer does not believe that the station cited 
would be run for many years with a fitter-driver taking the 
day shift, but, on the other hand, he does not believe that 
the repairs on chain grates and condensers and their 
attendant auxiliaries would necessitate any further cost in 
labour for upkeep than would be entailed by keeping a fitter 
on repairs only, and replacing him on day shift by an im- 
prover. Neither has he found that good compound high- 
speed engines are any more trouble to keep going than 
single-cylinder low-speed ones. As to mechanical stokers, 
from the point of view of labour saving, they have no 
advantage in a small station, but if of a type, such as the 
chain grate, that enables one to get as good results with a 
cheap bituminous slack as can be got with a large coal hand- 
fired at 50 per cent. higher cost, then it will pay to install 
them at the start. 

So much for the size of station selected by the authors of 
the paper; but if one is putting down plant for a very small 
place to cope with an ultimate maximum load of only a few 
hundred kilowatts, it is quite a question whether it does not 
pay best to dispense with steam plant altogether and put in 
Diesel oil engines, thus reducing labour charges to a minimum, 
and at the same time getting far lower fuel costs than can be 
obtained with such an uneconomical plant as the authors 
advise. There is & small station not 100 miles from London 
where the maximum load, after six years’ working, is under 
100 Kw., and which last year generated only just over 100,000 
units, but which, with Diesel oil engines, is generating for 
under °3d. per unit for fuel. 


Taxation of Electricity in Germany.—It is now a 
few months since we drew attention to two schemes which were 
attributed to the German Government as expedients which might 
possibly be resorted to, in order to raise additional revenue to 
meet the growing expenditure of the country. The first referred to 
a nebulous project for nationalising the electricity supply business 
either with or without the manufacturing industry, while the other 
related to the suggested imposition ofa tax upon the supply or 
use of electricity. Although serious doubta have been entertained 
as regards the official intentions as to the first mentioned, more 
credence has been attached to the possibility of the introduction of 
an electricity tax. In this connection a little light has been thrown 
on the problem in general by the proceedings which took place 
at a meeting of the Finance Committee of the Lower Chamber at 
Munich on June 23rd. The Minister of Finance, interpellated on 
the question of an Imperial electricity tax, explained that he was 
placed in a difficult position. He had that day received the 
schemes from tbe Imperial Secretary to the Treasury; they were 
of a confidential character, and he could not discuss them under 
the circumstances. Dr. Pichler thereupon requested the Minister 
to take care with the greatest determination that Bavaria should be 
preserved from the injury of an electricity tax; and he added that 
the Bavarian Government had the people's representative assembly 
united at its back in resisting the plans of Berlin. Dr. Hallor, 
who submitted that the explanation given by the Minister rendered 
it possible to read sufficiently between the lines, said that the 
Minister should combine with his South German colleagues in 
decidedly rejecting the threatened Prussian. plans. It will be 
observed that the Minister referred not to a scheme but to schemes. 
Of course these may merely represent alternative proposals having 
in view a tax on electricity, but the fact that they exist clearly 
shows the way the wind is blowing from the Prussian camp. It is, 
however, extremely doubtful whether Bavaria will consent to any 
such project, because its enactment would place a financial burden 
on this State, having regard to the determination to nationalise 
the Bavarian waterfalls in connection with the contemplated 
transformation of certain of the railways to electric traction. Not 
only so, but Bavaria desires to attract manufacturing industries 
which would be supplied with State electricity, and more than one 
important firm has been prevented from acquiring possession of water 
powers for the establishment of factories, by the resolve of the 
Bavarian Government to be the first in the field. Bavaria and 
Prussia in opposition to each other, is certainly a new feature, 
with unlooked-for possibilities in the future. 


S. O. B. Dinner.—The Annual Re-union of the S.O.B., 
which is an informal Association of the men who served their 
apprenticeship at the Acton Hill Works (Scott's), was held at the 
Manchester Hotel, London, on 3rd inst. Members from all parts 
of the country attended, and great enthusiasm marked the pro- 
ceedings. Мапу met for the first time for 20 years. А pleasant 
surprise consisted in the reproduction on the menu of a photograph 
taken in 1887, representing some of those present, now prominent 
members of the electrical profession. | | 
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GERMAN TURBO-GENERATORS. 


[BY OUR BERLIN CORRESPONDENT. | 


THE adoption of high-speed generators directly coupled to 
steam turbines has resulted in something like a revolution in 
the construction of electrical machinery, and marks an epoch 
in the evolution of the electrical industry. 

While at least the equal of the 
reciprocating engine, so far as the cost 
of operation is concerned. the steam 
turbine possesses a number of advantages 
over ite older rival, viz., smaller space 
requirements, less weight and the 
absence of any reciprocating parts and 
cranked mechanism. 

While the relatively high speed of 
rotation of steam turbines afforded u 
decided advantage to the electrical 
industry, reducing the dimensions of 
the generators as compared with their 
output, it "nevertheless resulted in a 
number of new problems, a solution of 
which could be found only after 
prolonged experience. Owing to the 
enormous centrifugal force, only high- 
grade material could be used, while 


. specially skilled labour was required to 


produce an efficient turbo-generator. Another problem 
connected with the construction of turbo-generators was 
to provide for adequate cooling, to compensate the very 
considerable heat evolution. The rotary part of the 
machine (also with a view to the centrifugal force) is 
of small diameter, resulting in a very compact design 
and small cooling surface. Artificial cooling was therefore 
found to be indispensable. The Siemens-Schnckert turbo- 
generators are for this purpose entirely enclosed, with 
the exception of a few parts, such as the commutator 
and slip rings, while part of the front surface of the 
rotor has been designed as a ventilator. "These turbo- 
generators are therefore also protected against the intro- 
duction of foreign bodies, while any accidental contact with 
current-carrying or rotating parts (unless they have to be 
accessible for the sake of operation) is effectively avoided. 


In the case of single-phase or three-phase current turbo- 


generators (fig. 1), the rotor, as in the case of low-speed 
machines, carries a field-magnet coil, which, in order to 
avoid noise due to the high speed of rotation, is designed as 


Fic, 2.—RoTonB or THREE-PHAsE TuRBO-GENERATOR. 


a cylinder (fig. 2). The coil, which is embedded in slots, is 
secured against the effect of centrifugal force by metal 
wedges in the slots and by metal caps at the ends. The 
exciting current is supplied to the rotor through carbon 
brushes. The alternating-current coils, insulated with 
micanite tubes, are anchored at the ends. 

The continuous-current turbo-generators (figs. 8 and 5) 
are provided with alternating poles, and if required with a 
compensating coil located in the pole-pieces of the main 
poles. The effectively ventilated armature (fig. 4) carries a 
former-wound coil secured against the effects of centrifugal 

wedges and bronze caps. 
po pasties are used with a view to avoiding, as far as 
possible, any sparking,, while simplifying operation. The 
commutators are ventilated by a strong air current, as well as 
by means of air channels arranged in the segmenta, or by 
special provision for heat radiation and conduction. 

The turbines, constructed on the Zoelly system, are pure 
multiple-stage action turbines. In order to ensure moderate 
speeds of steam flow, these turbines are provided with 


/ 
nine to ten stages ав a minimum, во that the speed of the 
steam can be reduced below 400 m. per second. The vanes are 
thus subject to practically no wear. The turbines are 
provided with either a single casing or separate high and 
low-pressure casings. 

The guide rims are made of two pieces of steel or grey 
cast-iron with holes for fitting the vanes, which are fixed by 
means of double rings. The safety of the running wheels is 
specially noteworthy, and largely accounts for the satisfactory 


Fig. 1.—THREE-PHASE 6,250-K.V.A. TURBO-GENEBATOR. 


results obtained from these machines. The disks are forged 
with the hub from a block of first-class steel. The thickness 
of the disk increases from the rim towards the hub во as to 
obtain a body of practically uniform mechanical strength. 


k 


MALE 


! 


Fic, 3.—D.O. GENERATOR FOR 110 VorTs, 1,135 AMPEBES, AT 
3,000 R.P.M. 


The rim is designed with a view to receiving the vanes a 
is provided with a circular slot, as well аға projecting wapa 
ledge, against which a slotted ring is applied. These two #0 

situated opposite one another then form a continuous 870016 
into which the vanes and intermediary steel blocks are fitted. 
The vaner themselves are made of nickel steel with walls 


Fig. 4.—ARMATURE OF D.C. TuRBO-GENEBATOB. 


increasing in thickness from top to bottom, во as to produce 
a body of constant strength, resulting in a very uniform and 
low stress on the material. 

In order to reduce thermal losses, the casings and their 
front surfaces are surrounded with insulating material, with à 
sheathing of black polished sheet metal. The base plate of the 
turbine is keyed to the generator bed by means of substantial 
bolts. . i 

The bearings are lubricated by a central lubricating 
system, and the stuffing boxes are designed on the principle 
of labyrinth packing.: Regulation is obtained indirectly 
through the intermediary of a, pilot motor. 
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Fia. 5.— Two D.C. GENERATORS FOR 400—600 VOLTS, COUPLED IN TANDEM TO A TURBINE OF 1,950 H. P. 


À special feature of these turbines is the small number of 
vanes, which is only one-third to one-fifth of the number of 
vanes contained in a multiple-stage reaction turbine of the 
ваше output and speed of rotation. 


THE LOT’S ROAD BREAKDOWN. 


WE referred in our last issue to the accident which recently 
occurred at the Lot’s Road power station of the Under- 


ground Electric Railways Co. of London. 
detailed account of the matter we are indebted to Mr. 
James К. Chapman, the chief engineer of the company :— 


At 2.45 on the afternoon of Saturday, October 3rd, with five 
5,500-kw. turbo-generators in service, all carrying approximately 
full load, one рђаве was suddenly earthed, bringing into action all 
the static dischargers and other safety devices in the house, apd 
making it necessary to trip the circuit -breakers on the exciters and 
thus shut down the generators and the 26 sub stations supplied 
therefrom. . 

This brought all trains and lifts to a standstill on the Bakerloo, 
Piccadilly and Hampstead Tube Railways, as well as on the District 
Railway and the Wimbledon and Surbiton sections of the London 
United Tramways. 

A review of the whole situation indicates that the initial cause 
of the trouble was a “short” between the primary and secondary 
windings of a series transformer on one of the conductors between 
the generator and its oil switch. These transformers, of which 
there are, of course, three on each generator, are about 8 in. in 
diameter and 10 in long; ratio, 100:1; normal load, 300 amperes. 
Their secondary extends to the control board, and actuates the 
ammeters, wattmetera, &c., thereon. Each transformer is placed 
in à brick compartment with one open side, so that if a failure 
occora there is ample room for the arc to escape. Such trans- 
formers are necessarily weak, and have failed before both in the 
generating station and in the sub-stations. They have what might 
be described as a squirrel cage form of winding, and are accurate 
within 4 per cent. at all loads. Tais essential accuracy requires the 
coils to be very close together, thus increasing the risk of breakdown. 
The frames of these transformers, and one point in the secondary 
leading to the control board, are earthed. The copper earthing strips 
In the Chelsea generating station are of very large capacity, 
and, of course, it only took a few seconds to develop sufficient 
internal pressure in the transformer to cause it to explode. After 
passing through the transformer, the machine cable is carried 
vertically through porcelain insulators in the concrete floor above 
and into brick compartments containing the oil switch. In this 
aa the force of the explosion drove the arc and flame up 

^rough the insulators, thus short-circuiting the cables leading to 
"is from the base of the oil switch. The opening of this switch 

ailed to disconnect the machine cables from the bus-bars. This 
bus-bar 18 divided into five sections, and oil switches of large 
capacity couple these sections. The surge of current, however, 
dins to the earthing of one phase, was so great that a number of the 
static dischargers on the feeder cables were over-taxed and bridged, 
| that it became necessary to completely shut down in order to 
iol up the earth connections through the safety devices. The 
iran smage done was trifling; even the oil switch above the 
dm 8 сат wae ready for service the next morning, and there were 
je Spare turbo-generators to carry the whole load, and the 
xit ang Switch blades were simply opened on the damaged oil 

Ch. It took some little time, however, to clear up the earth 


For the following 


connections on the 186 static discharge panels and thus make sure 
that it was safe to again put 11,000 volts on the bus-bars. Two 
similar series transformers failed on feeder cables, and one feeder 
oil switch, out of 33 that were in service at the time, was slightly 
damaged. | 

All sub-stations are supplied through duplicate cables, and, of 
course, the first supposition was that such a heavy surge might have 
damaged the cables which were in service, hence all sub-stations 
were started with the cables which had not been in service at the 
time of the accident. The rotary converters in nearly all the sub- 
stations were reversed, hence, generally, the load was taken by 
the machines which were previously idle, and the polarity of the 
other machines was thus made normal. А few rotaries flashed 
over, but that was the extent of the damage in the sub-stations. 
On the 357 miles of three-phase cable leading to the sub-stations, 
there was not a single failure. 

There were no personal injuries of any kind, either in the 
generating station or in the sub-stations. 

The accident proves that 24 ft. of free air space and а 6-in. con- 
crete floor are not sufficient between one of these series trans- 
formers and the oil switch, hence this will be increased to 8 ft. 
Farther, that all space between the cable and the inside walls of 
the insulator should be caulked tight, and with a view of limiting 
the field of influence when one of these little transformers fails, they 
will be enclosed in a somewhat larger brick chamber with one side 
open as at present. 

The neutral point of all the generators is earthed through a cast- 
iron grid resistance of about 7 ohms resistance and 2,000 amperes 
capacity. 

The static discharge panels are each 5 ft. long, and have eight gaps 
of 0047 in. each, and a carbon resistance rod j-in. diameter and 


33 in. long, its resistance being ‘375 megohm. 


Lignite as Central Station Fuel.—The production 
of brown coal or lignite in Germany has already reached a total of 
nearly 60,000,000 tons per annum, and a large quantity of the 
tonnage is converted into briquettes. Now, however, two schemes 
are in progress for the utilisation of lignite as fuel in place of pit 
coal for the firing of boilers in central stations. In the first case 
the Bavarian Overland Central Station Co. has just been formed at 
Regensburg with a share capital of £125,000 for the erection of a 
generating station on the site of the Haidhof lignite mines in the 
Upper Palatinate, which bave hitherto belonged to the well-known 
coal firm of Matthias Stinnes, of Mulheim. The latter firm has 
taken up a large interest in the company, and the Bergmann 
Electricity Co. has subscribed £30,000, and has obtained the sole 
right of supplying the machinery and plant for the station, which is 
to commence work within a year. It is intended to supply electrical 
energy over à large area, and 40 agreements with communes and 
factories have already been concluded, those with the local authorities 
being for an average period of 25 years; whilst the town of 
Regensburg, which is 21 miles distant, is also included in the 
scheme. It appears, however, that the latter part of the project 
would clash with the second scheme, which concerns the prelimi- 
nary works commenced by thc Siemens-Schuckert Works Co. in 
conjunction with the Bavarian Lignite Industry Co. for the 
utilisation of the latter's lignite mines at Schwandorf for a similar 
purpose. In this instance it is intended to erect a generating 
station at the mines, with the object of supplying the existing 
Siemens-Schuckert generating station at Regensburg, which is 
loaded to its full capacity, and is unable fully to satisfy the 
demand. It is assumed that the Schwandorf station would also 
cater for custom in the neighbouring localities, and the question 
is therefore being asked as to whether therc is room for the two 
lignite power stations in the region concerned. 
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NEW PATENTS APPLIED FOR. 1908. 


Compiled expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
gente, 823, High Holborn, London, W. C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


20,800. ‘Improvements in telegraphic relay.“ I. KrTsER. September 98th. 
(Complete.) 


20,832. Aerial electrodes.“ J. Т. SzEx. September 98th. 


20,844. “Improvements relating to filaments for electric incandesoence 
lamps.” B. pr Fazi, F. G. CLAUSsRX and G. T. В. Copsetr. September 


90,846. ‘ Flexible electric compressor or heating pad for treating the body 
by electrically generated heat.“ C. M. HoLMQvisT. September 98th. 

90,852. ‘Improvements in apparatus for use as resistances in electric 
circuits." M. HANKIN and F. Worrr. September Btb, (Complete.) 


5 “ Improvements in telephoto lenses," О. E. WHEELER, September 


20,447. Improvements in stranded electric cables.“ O. J. BEAVER and 
A. E. CLAREMONT., September 29th. 


90,461. '' Improvements in wire- covering machines.” F. HurcHis and 
W. A. PHILLIPS. September 29th. 


90,466. “Improvements in wireless signalling." R. A. FEssENDEN. (Date 


applied for under Bec. 91 of the Act, October 10th, 1907, being date of applica- 
tion in United States.) September 29th. (Complete.) 
20,468. ‘Improvements in time element devices applicable to electric 
circuit breakers and other apparatus." J.G.Sratrer. September 29th. 
20,472. Improvements in brake-b 


locks, electrio collector shoes and the 
Uke.“ J. W. TaYLoR. September th. 


20, 491. New or improved electrical fog signalling apparatus.“ D. Lewis 
and R. H. Jenkins. September 29th. 


20,494. “Improvements in insulated joints for railway rails and the like.“ 
R. C. 8. Woops. September 29th. 

90,498. Improvements in and relating to protective devices for alternating 
electric current systems.“ British THomson-Hovuston Co., LTD., and E. B. 
WrDuonk. September 29th. 


90,505. ‘Therapeutic apparatus for treatment with magnetic radiators: 
electric light rays and other agents.“ J. WiLLiG. September both. 


20,511, "Improved automatic stop and cut-out.” P. A. E. ARMSTRONG. 
September 90th. 


90,565. *" Improvements in electric lamps. A. J. BoxxkLLA. September 
90th 


90,575. % Improvements in trolley арш for trams and like electrically-driven 
vehicles." 8. Bryan. September А 


90,578. “Improvements in armature-testing apparatus.” V. 
Beptember 80th. (Complete.) 


90,582. "Improvements in standard or pedestal electric light fittings." O. H, 
FisHER. September 30th. 


20,590. Improvements in or relating to electric switches and switch arrange- 


ments." H. J. Fisher, F. Coates, Н. W. CLOTHIER and А. REYROLLE & Co., 
LTD. September 80th. 


20, 600. Improvements relating to signalling telegraphs.” SrgwzNs Bros. 
AND Co., тр. (Siemens & Halske Akt.-Ges., Germany.) September 80th, 
(Complete.) . 


PATTON, 


90,601. “Improvements relating to есше Acc baton i railway signals.“ 
SIEMENS Bros. & Co., LTD., and L. рк M. G. Ferrema. September 30th. 
(Complete.) і 


20,633, Improved electrical recording instrument." Н, Brvis and J. W. 
Prnicup. October lst, ~ 

90,638. ‘Improvements in and relating to secrecy systems for wireless 
communication." L. pr Forest. October let. (Complete.) 


20, 646. Improved construction of quick make-and-break electrical switch.” 
Veritys, LTD., and W. G. Pipkin. October 1st. 


20,647. Improvements in and relating to overhead electric wires for tram. 
cars." J. OnxsTON and W. E. CHARLTON. October lst. 


90,661. ''Apparatus for indicating and/or recording differences of electrical 
potential.“ A. Lecar and F. A. Scorr. October 1st. 

20,671. "Improvements in telephone instruments.“ W. R. DANIELIS, 
(Date applied for under Sec. 91 of the Act, April 10th, 1908, being date of 
application in United States.) October lst. (Complete.) 

20,680. ‘* Improvements in switches.” W.M.Morpry. October lst. 

90,708. * Improvements in electric switches.” B. R. Кок, October lst, 


20,714. Improved system of and apparatus for controlling traffic on single 
Une railways.“ A. Woopman. (W. A. Peloquin, Cosserat, India.) October Ist. 

90,715. "Improved process of repairing electric metal filament incan- 
deecence lamps." Н. SrrroN-JoNES. (H. Kuzel, Austria.) October Ist, 
(Complete.) 


20,717. “Improvements in and relating to consumers’ electricity meters.“ 
J. 8. HienrizLD. October 18%. 


20,718. Improvementa in the manufacture of metallic frictional blocks, 


such as brake blocks, electrical] collector slippers and the like." W. TAYLOR. 
October 1st. 


20,721. ‘Improvements in or relating to the control of electric motors.“ 
J. G. V. Lane and THe Jonnsoy-LUNDELE ELECTRiC Traction Co., LTD. 
October Ist. 


20.758. Improvements in electrical fuses.” B. Tuomas and E. THOMAS, 
October 2nd. 


. 764. Improved method of and apparatus for controlling the voltage of 


dynamo-electric machinery, especially applicable to variable-speed generators.“ 
W. STANSFIELD and J.J. Harr. October 2nd. 


90,772. “Improvements in electrical relay devices.“ B. Tomas and E. 
Thomas. October 2nd. 


20,786, "Improvements in and relating to the commutating of variable 
voltage continuous-current dynamos with commutating poles." ARTIEN- 
GESELLSCHAFT Brown, Boveri & Cie, (Date applied for under Sec. 91 of the 


Act, February 29th, 1908, being date of application in Germany.) October 2nd, 
(Complete.) 


20,187. ‘* Improvements relating to the electrolytic decomposition of sodium 


and other chlorides in the manufacture of caustic soda and other useful pro- 
ducts.” R. J. Levy. October 2nd. 


20,827. "Improvements relating to the starting of polyphase motors.“ 
AxT.-Grs. Brown, Boveri & Cie. (Date applied for under Sec. 91 of the Act, 


October 2nd, 1907, being date of application in Germany.) October 2nd, 
(Complete.) 


20,858. ‘Improvements in processess and appliances for producing metallic 
articles and combined metallic and non-metallic articles by electro-deposition 
and in the articles во produced," F. I. Gibbs, October 3rd. 


20,871, "Improvements relating to holders, sockets or like attachment 
fittings for electric lamps.” F. W. BavLiss, October 8rd. 


20.583. Improvements in or relating to appliances for incandescent light- 
ing." A.J. BovLT. (L. Hooker, New South Wales.) October 3rd. (Complete.) 
20,890. ‘ Improvements in electrical fuses.” H. J. Егігкв. October 8rd. 


20,895. ‘Improvements relating to relay apparatus for polyphase alternat- 
ing current circuits.“ J. S. PECK, October 3rd. 


20,897. ‘* Improvements in and relating to rotary contact-breakers particu. 


larly applicable for use with internal combustion engines," D. E. Brown and 
С. A. VANDERVELL, October 8rd. 


20,915. Process for fastening the filaments of electric incandescent lamps 


to the electrodes.“ T. McKenna, (Glühlampenwerk Anker G. m. b. H., 
Germany.) Oc tober 3rd. (Complete.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these iffcations may be obtained of Messrs. W. p. 


THOMPSON & Co. Holborn, W. O., and at Liverpool and Bradiori; 
price, post free, 9a. (in stamps). { ' wen 


Ld 
1907. 


ELECTRICAL TRANSMISSION OF PowRR. H. A. Mavor and Mavor & Coulson, Lid. 
18,724. June 18th. ` 


TREMBLER INDUCTION Соп, IGNITION BysTEMS. S. J. Watson and G. H. Smith, 
20,847. September 12th. 


ELECTRICAL Стоск. F. Schneider. 20,880. September 12th. 

ELECTRIC BATTERIES OR CELLS. P. Rabbidge. 20,592. September 16th. 

ELRCTRO-MAGNETICALLY CONTROLLED CUT-OUT ов CiBcviT-BREAKER. Н. Rose, 
20,612. September 16th. 

WiwDiINGS or DyNAMO-ELEzOTRIO Маснімкв. Siemens Bros. Dynamo Works, 
Ltd., and M, Kloss. 21,078. September 28rd. 

RECEIVERS FOR WIRELESS TELEGRAPHY. Marconi’s Wireless Telegraph Co. and 
A. M. Young. 91,651. September 80th. 

ELkcTRIO Motor CONTROLLERS. British Thomson-Houston Co. (General Elec. 
trio Co., United States.) 23,916. October 80th. 


DyNAMO-ELECTRIC MACHINES, British Thomson-Houston Co. (General Electric 
Co., United States.) 25,116. November 12th. 


MEANS OF PARALLELING THE Morons oF ELECTRIC AND PeTRoL-ELEcrric Cans. 


W. А. Stevens. 25,772. November 21st. 
ELECTRIC ORDER TELEGRAPHS. Petch, Duncan and King. 96,195. November th. 


BPANNER FOR INSULATORS. H. O. Klauser. (Geb. Gierse, Germany.) %,71!. 
December 8rd. 


ee SIGNALLING SYSTEM FoR RAILWAYS, A. Gardiner. 98,95, December 


1908. 


ELECTRICALLY-CONTROLLED Locxs PARTICULARLY APPLICABLE TO CARRIAGES AXD 
LIEB VEHICLES. Soc. Ch. Legrand et Cie. 6,764. March 96th. (Date 
applied for under International Convention, March 29th, 1907.) 

INCANDESCENT FILAMENTS FOR ELECTRIC INCANDESCENT Lamps. Wolfram Lampen 
Akt..Ges. 8,421. April 15th. (Date applied for under International Соп. 
vention, May 18th, 1907.) 

INTERRUPTER FOR THE IGNITION ByYsTEMS OF INTERNAL-COMBUSTION ENGINES. 
J. E. Henrique. 8,718. April 215%. (Date applied for under International 
Convention, April 20th, 1907.) 

ELkorRIO Inpicatygs METER FOR CONTROLLING THE DURATION OF TELEPHONE 
CoxVERSATIONS. H. Roost. 12,886. June 6th. 

PROTECTIVE COVER FOR ELECTRIC Отоу Lamps. Siemens Schuckertwerke Get. 
rr E uly 44th. (Date applied for under International Convention, June 

8t, .) 

AUTOMATIO TROLLEY CONTROLLING DEVICES FOR USE ON ELECTRIC TRAMCARS AXD 
THE LIKE. J. R. Willey and F. Worsley. 16,076. July 29th. 

ELEOTRIO CURRENT TRANSFORMERS. Siemens Bros. & Co. (Siemens & Halske 
Akt.-Ges., Germany.) 16,906. July 30th. 


ELECTRIC LAMP AND SHADE Hol Dp RRS ғов Om Lamp Reservoirs. A. H. 
Entwistle. 186. January 2nd. 


ELECTRICALLY-DgiVEN Міміко Macnines. P. Jensen. (J. A. Jeffrey, United 
States.) 1,950. January 18th. 

DEVICE FOR DETERMINING THE DEVIATIONS OF BonE-HOLES FROM THE VERTICAL 
AND FoR LOCALISING MAGNETICALLY DISTURBED Spots. К. Haussmann. 
1,821. January 27th. 

Process ғов Propucine Positive SToRAGE Barreny PLATES, J. A. d'Vard aod 
A. Meislinger-Meszlenyi. 4,940. March 4th. 


Tramways as Electricity Supply Undertakings.— 
The question whether a tramway company can supply surplus 

wer to private consumers was recently decided by the Lille 

bunal of Commerce, in the;case of a dispute between the Lille 
Tramways Co. and the Lille Electric Lighting Co. It appears that 
the tramway company obtained administrative authority through 
the Prefect of the North to sell its surplus power to private indi- 
viduals, the permission being accompanied by certain conditions, 
which were duly specified. But the lighting company, which has 
а monopoly of electric lighting and also holds the concession for 
the distribution of electric power, contended that the tramway 
company was offering unfair competition, and that the latter 
should restrict its activity strictly to the object of its concession. 
The Tribunal non-suited the lighting company, both on s question 
of fact and on one of law. The Court held that a tramway con 
pany could not produce energy with mathematical accuracy s0 М 
to meet the actual requirements for working the traffic, but thst 
material variations must take place owing to the difference in 
traffic. The energy furnished by the tramway to power neers 
arose from the difference between the quantity utilised on Sundays 
and holidays, when the number of passengers carried was consider- 
able, and on other days, when the traffic was not so extensive. Thus 
the surplus was not intentionally generated for sale, but was 3 
result of the working of the unde itself, and did not necesi: 
tate any special appropriation of capital for the purpose. 
company did not deviate from its concession in taking advantage 
of the opportunity; it merely utilised an accessory Шо 
according to the decision of the Court, which one could not equi i 
ably compel it to leave unused, and the restricted importance ° 
which was limited and controlled by the administrative authority, 
who took as the basis of their authorisations the normal produc 
tion proportioned to the actual requirements of working. It ie 
further held by the Court on the ground of fact that the surf at 
was of insignificant importance as compared with the energy e 
sumed within the area served by the tramways, and that its ® 
became a negligible quantity in the general consumption, n 
the case would be quite otherwise if the company produced vail 
for the purpose of disposal to private users. In these the 
the Court rejected the demand of the lighting company on 


question of fact, and the Tribunal was equally decisive ОП the 
point of law, 
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SPECIFICATIONS AND CONTRACTS. 


WnEN the weekly notes in the leading electrical papers are 
being perused, it is astonishing to see, in the case of 
various works where extensions are in progress and a L.G.B. 
inquiry is held, that so much of the loan applied for has 
been already spent, but exact details as to how, or on 
what particular plant, the expenditure has taken place are 


not forthooming. 

The various loans have been we together, the 
original estimates greatly exoeeded and expenditure incurred 
over and above the amounts sanctioned, and then ignorance 
as to details is put forward as the excuse, and this covers 
up the shortcomings of those responsible for the wor. 

Many are the pitfalls awaiting those whose inexperience, 
but magnified importance, leads them to issue specifications 
while having no grasp of the actual work, And should this 
part be accomplished by the aid of reference to previous and 
other similar contracts and by “cribbing” from any other 
likely source of information, there stil awaits them the 
adjudication of the tenders which, in some cases, would tax 
the brain of a King's Counsel, so cleverly is the offer some- 
times worded. 

For successful consulting work a thorough knowledge of all 
the conditions is essential, as well a& of the details of the work 
to be contracted for, and the best man to possess this is the 
one who is responsible for tbe running and upkeep of the 
plant. What is the position of a man requiring some plant, 
or wanting some work done ? Нав he merely to copy pre- 
vious work, or is he striking out on new lines and depart- 
ing from former practice? A further question arises: has 
similar work or plant been made before, is there any other 
standard to go by, or shall the design be something entirely 
novel, the plant be made to an original specification, all the 
responsibility of success or failure being borne by the man 
who strikes out for himself? The latter course very few 
people but the actual owners of an undertaking are disposed to 
adopt, and rightly so, as the spending of other people's money 
involves a heavy public responsibility. 

If a standard design is decided upon, the usual plan in 
preparing estimates is to get preliminary quotations from 
geveral of the leading makers, and upon these to base the pro- 
bable contract price or cost of the whole job, including all 
auxiliaries. It is the margin between this and the actual 
figures submitted under closed tender that brings much 
food for reflection, and many wearying disappointments, to 
the budding and enthusiastic consultant. Some time has 
probably elapsed between the original quotation and final 


. tenders; materials may be dearer, work plentiful, and prices 


higher. Matters of apparently minor importance are drafted 
into the specification, upon which contractors are careful to 
amply cover themselves, and generally, if the offer of the 
original quotation be carefully compared with the exacting 
€ 
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requirements of the after-specification, one cannot wonder at 
the difference in price. 


To most specifications, particularly of public bodies, 


there is attached a set of general conditions which every ^ 


experienced contractor very carefully studies, as there are 


often included in them penalties or liberties at the sole dis- 


cretion of one authority, which must influence the final cost 
of any contract. While the proepective customer ghould see 
that his interests are properly safe-guarded, he should not 
overstep the mark and make restrictions which tell against 
him on the whole. | | 

One or two points might be usefully referred to in this 


connection. The person issuing the specification sometimes 


reserves to himself the full power to accept, reject, amend, 


or otherwise deviate from ‘the contract, and his decision 


is to be final in all matters. Now, whilst it is not 
to be denied that he knows his own requirements 
best, and has full knowledge of what is implied, they must 
be clearly and fully stated, as he cannot expect contractors 
to be thonght-readers, therefore, an independent authority 
of good repute should be appealed to for the settlement of 
disputes. Another favourite clause is to the effect that the 
works shall be guaranteed and maintained for a certain period. 
The stipulation first referred to, as to alterations in details, is 


very ambiguous and needs clear definition by the contractor; 


the second is contrary to L.G.B. stipulations, as it is the 
utilising of capital for upkeep when the same should be paid 
for out of revenue. Payment is another bone of contention, 


and here, again, should the contract be of any size, the 
practical outcome is that if by the general conditions the 
money be withheld for a certain period, the contractor must 
obviously make allowance for the interest on his money so 
locked up, and his tender is necessarily increased in amount 
to this extent. 

The time allowed for the execution of a contract calls for 
clear statement in many instances ; the specification should 
state when the work is to be ready for delivery from the con- 
tractor, with details given as to the time necessary for erection. 
Moreover, time should be stated as so many working days. 
Ont-door work is often hindered by the weather, and, unless 
specially allowed for and put down in writing, this is certain 
to cause difficulties on both sides. Furthermore, if several 
works are proceeding at the вате time, great hindrance 
may be incurred, which is unforeseen, and the con- 
tractor may find himself involved in “liquidated damages," 
во that he cannot be too precise in the making up of his 
tender. | 

At the same time one cannot wonder at stringent 
conditions being put forward and insisted upon when 
attempts are made to wriggle out of subscribing to 
Tenderers will fill in the usual 
form of tender with the amount of their offer signed in the 
usual way, but send also a covering letter setting out many 
departures and exceptions to the original specification. To 
obviate this a clause is necessary to the effect that any 
departure from the specification must be clearly stated on 
the form of tender. It is a matter of great difficulty 
to get all the tenderers strictly to adhere to the specifica- 
tions excepting for the deviations provided for therein. A 
great deal of extra expenditure will be entailed if tenders are 
not all based on the same specification. Any firm omitting 
one portion because of its inexperience may tender for the 
remainder slightly under other firms; and yet, should the 
partial tender be accepted, When the omitted part comes to 
be carried out separately the cost of the whole job may run 
out to more than that of the firm which included price for a 
the whole contract. 

It therefore appears that the wording of the general con- 


ditions of contract is a matter which requires a good deal 


more knowledge of the law, and aleo of human nature, than 
the average engineer, without extended previous experiene, 
сап be expected to have. It is, therefore, a reasonable 
suggestion that, in the case of work which is to be of on- 
siderable magnitude, and which involves a departure from 
standard practice, it would be money well spent to retain the 
services of a solicitor who is intimately acquainted with 
company law and the provisions of legal contracts, in order 
to ensure that, on the one hand, no stipulations are made 
which are against the law of the land, and on the other, that 
no loop-holes are left for any contractors who may be un- 
scrupulous enough to attempt an evasion of their respon- 
sibilities, as expressed in their signed contract. 


inuadiy from WE are glad to learn that the Man- 

Fire- Risks. chester Electrical Exhibition authorities 

have taken every possible precaution against 

any outbreak of fire, and have also adopted the best means 

of speedily overcoming it if, in spite of all that human 
ingenuity can devise, such a contingency should arise. 

We understand that eight hydranta are available with an 
ample supply of water and plenty of Бове, over 60 send 
buckets are distributed throughout the building, and some 
hundreds of fire extinguishers are charged and ready. There 
is also a fire engine in attendance close to the building, with 
steam always up and several firemen at hand night and day. 

The building was passed by the Corporation and fire office 
experte, and all the drapery has been fireproofed. 

An impression seems to have prevailed in certain quarter: 


that the article which appeared on page 575 of our issue of 
October 9th on “ Fire Risks was inimical to the interests 
of the Exhibition ; to us it seems to have had the effect of 
making assurance doubly sure, judging from the increased 
attendance. On Saturday last, for instance, several thousands 


more people visited the display than on the same day of the 
previous week. 


Furthermore, those gentlemen who were practically 
responsible for safeguarding the Exhibition from the fire- 
risk point of view, have personally thanked us for an article 
which they considered not only well timed, but calculated to 
keep everybody concerned up to the highest pitch of 
efficiency during the run of the show. Moreover, it bas 
exercised the minds of the editors of the local press to the 
extent that the Manchester papers are publishing special 


notices to allay any feeling of anxiety that may have been 
aroused in the matter. This is as it should be! 


| THE report of the Joint Select Com- 

ihe Fort of mittee of the House of Lords and the 
House of Commons regarding the Port of 

London Bill reveals the complexity of the methods, interests, 
and conditions that govern and determine the growth of the 
shipping trade of the Metropolis and the conservation of the 
tidal-water area of the Thames; but beyond establishing 
that complexity and bringing together a vast amount of 
uncoordinated detail, the report is of little assistance in 
deciding the question as to whether it is wise or foolish to 
purchase the docks. As is well known, the Bill proposs 
to establish a new Port Authority, to transfer to that 
Authority the powers of the Thames Conservancy and of the 
Watermen’s Company, and to acquire the existing docks by 
creating stock secured upon and paid for by the revenue of 
the Port. In addition, therefore, to the expense of сапуше 
out engineering works in the docks and channels, revenue 
would have to be found for the payment of interest on the 
purchase money, with the immediate result that charges ОП 
ships and upon goods entering or leaving the port would be 
proportionately increased. The cost, therefore, would fall 
very heavily upon manufacturers. The whole crux of t 
matter is thus as to whether the principle of purchase 1 


right or wrong. Nevertheless, the Committee refused to 
discuss this principle. As a matter of procedure, ibis 
elimination may bave been quite in order; but from the 
point of view of those who are concerned with the work 
implied by the change, and with supplying the money for 
the proposed experiment, a report that fails to establish the 
principle of purchase must be held to fail altogether. The 
foe therefore, will remain dissatisfied and unconvinced, 
he adroit manner in which the dock companies have been 
approached on the question of purchase has generally been 
praised ; but the method of arriving at a provisional agree- 
ment may be ingenious, even when the provisional agreement 
itself is undesirable. These agreements with the dock 
companies are, of course, ineffective unless the Bill is 
passed into law; and it is significant that recently a 
conference of representatives of industrial, trading, and 
carrying associations has unanimously denounced the Bill. 
The truth is that, while those who will bave to pay for the 
purchase reject the principle of purchase, thoge who favour 
the purchase find it impossible to prove the equity or 
prudence of the dde Taking into account the proposed 
purchase price, and the increased scale of dock dues and 
shipping charges contemplated by the bargain, it is certain 
that the Bill, if passed in its present form, will hamper and 
reduce the trade of the port, and that it will result in 
calamity for London; for the Bill implies increase in the 
‚ tonnage dues оп all vessels entering or leaving the port, 
increase in the dues on all goods brought into the port, 
increase in dock charges on all vessels entering the docks, 
increase in dock charges on all goods entering London by 
way of the docks, and a new registration fee on all barges 
and other river craft. It must, therefore, drive shipping 
from the port, and increase the number of the unemployed. 


Ir one-half of Mr. Sherard Cowper- 
Coles's paper on the production of finished 
iron sheets and tubes in one operation, 
which he presented at the recent meeting of the Iron and 
Steel Institute, be true, and we see no reason to doubt its 
trutb, the world has seen the birth of a new process in electro- 
metallurgy which bids fair to occupy an important place in the 
future. We ought, perhaps, hardly to call the process new, 
for it is but à development along the rame lines of the same 
metallurgist's process of centrifugal depositing of copper, and 
we may fairly conclude that it was arrived at in the course of 
the same series of experiments. Iron sheets and thin tubes 
are specifically mentioned, no doubt because these articles 
‚аге most, easily obtained, whereas when rolled in the ordinary 
way, they require a maximum of power and labour, and 
are then, in the case of tin plates at least, only 
obtained by duplication or redoubling.of the plates in the 
mill. Thus the new process material more particularly com- 
petes with such material rather than with thicker stuff. 

otating mandrels are employed as electrodes, as in the 
centrifugal copper-depositing process, though movement 
does not appear to be essential, as it is stated that the 
electrode may be stationary or may be rotated. 

It appears that enormous volumes of hydrogen are 
occluded in the material as deposited, but this can all be 
driven off by annealing. The hydrogen renders the iron 
extremely hard, so that it will scratch glass. Sheets of it 
enclosed with ordinary oxidised rolled sheets in a tight 


Electrolytic 
Iron. 


annealing box give off their hydrogen, which reduces the . 


e scale on the other sheete, and the whole come out 
ean. z 


Curiously enough, if the iron used as the raw material con- 


tains uncombined carbon, the deposited iron will be carbon 


free; but if the iron contains combined carbon, the result 


vill be that steel is deposited. Similarly, an alloy of iron 
and nickel can be deposited. - A notable fact is that this 
nished iron sheet or tube can be produced at a cost of 4d. 
per lb., 80 that the process is already commercial. | 
It 18 found that the voltage between the terminals of the 
depositing cell must be low, but the current density per 
Aare foot must be high, something like 100 amperes. 
The raw material is crude iron or finely-divided iron ore. 
18 18 placed in a tank of acid solution. | 
e crude iron or iron ore is connected to the positive 
pole of a dynamo, and the iron goes into solution and is 


Vol. 63. No. 1,613, Оотовав 23, 1908.) THE ELECTRICAL REVIEW | 


‘Government works, 


679 


deposited. The ore may be “ blue billy,“ lake or beg ore, or 
other carber ate ore which is thug directly reduced. The elec- 
trolyte is a 20 per cent. solution of Fülphocresylie iron 
Fatorated acid. This acid is made up of 108 parts of cresol 
and 98 of sulphuric acid, and it is found ec metimes to be 
advantageous to add to the solution a small quantity of 
carbon bisulphide. The solution is kept charged with iron 
oxide, and its temperature is kept at about 709 C. The 
cxide is constantly stirred by moving the electrodes, or by 
means of a pump, and its specific gravity is about 1:39 
when the cxide is in suspension. aM ^ | 

The cost of a plant to produce 5,000 tons of tubes, sheets 
and wire per annum, including a stock of iron under treat- 
ment, 18 estimated at £108,295, and the cost per ton of the 
finished product is £5 5s. 3d., ог 0°56d. per pound. The 
energy per ton is set down at 50s., but if (nergy could be 
obtained for 0· 10d. per unit, as it can be now in Sweden, 
the cost per ton would only be £1 for electrical energy. 
From this we may calculate the energy per ton to be 2,400 
units, but there is no figure given directly in the paper. 
This is quite a remarkable paper, and points to the possi- 
bilities of iron manufacture in water-power countries. Italso 
shows what might be done were our wasted fuel resources, 
Such as blast-furnace gas, converted into power. Every 
iron works coald manufacture some finished iron from its 
ordinary raw material. 


Ir was mentioned in this journal a few 

An Electrical months ago that a scheme was in course 
Financial Bank ,. romotion in Berlin for the p f 
In Germany. p I. purpose o 
establishing a bank to finance various 

kinds ‘of electrical undertakings, the total share and loan 
capital being estimated at £3,500,000. At the time the 
project was not viewed with favour in certain banking 
circles, on the grounds that the existing institntions were 
sufficient to deal with the question, and that there was 


therefore no need for the constitution of a new enterprise. 


Opinions have, however, undergone a change since then, 
and there is a prospect of the proposal receiving practical 
effect in the course of the next twelve months. The idea 
originated with the Allgemeine Electricity Co., which 
endeavoured to enlist the co-operation of the Siemens-. 
Schucker} Works Co., but the latter at first adopted an 
attitude of reserve which was almost equivalent to a refusal. 
The company has, however, now consented to assist, and 
institutions of such high standing as the Deutsche Bank, 
the Berlin Handels Gesellschaft, and the Disconto Gesellschaft, 


will participate in the foundation of the undertaking. The 


objects of the bank, among others, will be the financing cf 
high-speed electric railways and central power stations, by 
the issue of shares and bonds which will be capable of 
circulation, and the financing of orders which may be placed. 
by Government departments and local authorities.. It will: 


thus be possible, by the issue of shares and the sale of bonds, 


to devote the proceeds to payment for work carried out by 
the two manufacturing companies in question, which will, 
consequently, not be compelled to make so frequent issues 
of shares and bonds on their own account as in recent years. 


This circumstance will afford a greater scope for thé activity 


of the two firms and give them more freedom in the 
execution of ordera, The magnitude of the undertaking is 
shown by the fact that the share capital as now proposed 
amounts to £1,500,000, whilst the issue of bonds is to reach 
£4,500,000, making a total of £6,000,000. The names of 
certain other manufacturing firms are aleo being associated 
with the scheme, but it does not appear that any foundation 
exists for the reports published in this direction down to 
the present time. In any case it is advisable to wait future 
developments before expressing any opinion on the scheme 
which may or may not be the means of the carrying out of 
large enterprises. It is, however, strange that the con: 
version of State railways—the Berlin City railways for 
instance—should be associated with the project, as the State 
should be in a position to liquidate any debts that may be 


incurred on the conversion of railways to electric traction, 


and not be dependent upon private enterprise to finarce 
D 
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ELECTRICITY APPLIED ТО A TYNESIDE 
DRY DOCK. | 


THE rapid advance of electrical appliances upon Tyneside 
has placed that portion of the kingdom in the position of a 
Шашу example to manufacturing centres, not only in 
England, but all over the world, and a recent instance of 
development is to be found in the construction of a new dry 
dock, electrically equipped, for the Mercantile Dry Dock 
Co., Ltd., of Jarrow-on-Tyne. The growing volume of 
business of this firm has necessitated the building of a third 
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Fia. 1.--PLAN ОР Works. 


dock of dimensions sufficient to accommodate the vessels of 
large tonnage which now enter the Tyne; the dock, 
which is constructed of concrete, with granite sills and 


. quoins, has been built from the designs and under the super- 


vision of Mr. H. H. Wake, the well-known civil engineer, of 
Sunderland, in conjunction with Mr. Thomas Hanning, of 
Newcastle-upon-Tyne. | 

The accompanying plan gives an idea of the work which had 
to be done in connection with the scheme, the site of the 
new dock being shown shaded on the plan. A considerable 
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| and the work involved the excavation of about 140,000 tons 


of material. In carrying out the work, Messrs. Nuttall made 
use of an electric cable-way transporter, which gave very 
satisfactory results. The material excavated from the dock 
was lifted from 50 to 80 ft. vertically, conveyed beyond the 
bow end of the dock, and dumped into wagons by means of 
the cable-way, and taken to a deposit about § mile distant 
by a locomotive. In addition to this, the gear handled 
several thousand tons of concrete, stone, timber and other 
materials used in the dock construction. The cable-way 


Was capable of hoisting and travelling the load in ever) 


direction and depositing it at any point underneath the line 


of the cable. The supports or towers were arranged to 


travel on rails on a trackway laid square to the centre line 
of the dock, thus allowing the cable-way to be moved across 
and cover the whole area of the dock. The total span 
of the cable-way was about 560 ft. The head mast waa 
erected partially on the piling of the coffer dam and 


partly on special piling for the purpose driven within 


the coffer dam, and was loaded with a cantilage of about 
200 tons. The height of the head mast was about 35 ft., 
and fig. 4 is an illustration of the gear as erected. The 
head mast of the tower was constructed of timber, and con- 
sisted of four main upright scantlings converging towards 
the higher end and securely braced on all four sides. The tail 
mast shown in the second illustration, fig. 2, consisted of two 
main upright timber scantlings of rectangular section con- 
verging towards the higher end, bolted together and having 
distance pieces and internal diagonal braces: The main 
cable was 7 in. in circumference, made up of 6 strands, each 
containing 19 wires. The steel of the cable was of the best 
quality adapted for the purpose, and was built with a hemp 
core. Steel ropes were also used for the button rope, the 
travel rope, and the lifting rope, the load carriage having 
three cast;steel wheels running on the main cable, and so 
.fixed as to allow the wheels to adjust themselves to the 
varying curves of the cable. The carriage carried beneath 
it the load wheel over which passed the lifting rope. It was 
moved backwards and forwards along the main cable by 
means of a travelling rope passing from the load carriage to 
the tail mast, and thence over a 4-ft. wheel to the head mast. 
From the pulley on the summit of the head mast it was led 
by suitable guide pulleys to the traversing drum of the 
electrically-driven winding engine, situated at one side of 
the dock. The travelling rope made three turns round the 
drum and returned to the other end of the load carriage 
after passing round a second wheel at the top of the head 
mast. As the load carriage moved away from the head 
mast some provision was, of couree, necessary to prevent the 
slack of the lifting rope from dropping on to the ground. 
This was provided for by suitable hangers, five in number, 
which suspended the lifting rope from the main cable. 
These were automatically dropped at regular intervals a8 


Fia. 2.—TaAiL Mast. 


amount of ground originally used by the firm for auxiliary 
shops, and a ballast hill 30 ft. above cope level, were included 
in the area required for the dock. The work necessitated 
the removal of these buildings, and a great quantity of 
material. 

The contract for the construction of the dock was given to 
Messrs. Edmund Nuttall & Co., of Trafford Park, Manchester, 


Fig. 3.—FRoNT END or Dock. 


Fic. 4.—HRAD Mast. 


the load carriage travelled towards the tail mast by mean 
of buttons secured to the button rope, and were again picked 
up by a horn on the load carriage each time this return 
towards the head mast. | -— 
The winding engine had two drums, each 5 ft. in dia- 
meter, one for the endless travelling rope and the other for 
the lifting rope. Either or both of these drums could be 
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. thrown in or out of gear by friction clutches, and powerful 

band brakes were provided for each drum, кшм "by foot 
levers, The cableway was capable of dealing safely with 
loads of 5 tons, the lifting speed of the | 
cableway being about 220 ft. per minute 
and the traversing speed about 900 ft. 
per minute. The winding engine was 
driven by a 100-H. P. three-phase motor, 
fed at 440 volts and running at a speed 
of 480 R. P. u., the current being supplied 
by the County of Durham Electrical 
Power Distribution Co., Ltd. The cable- 
way and winding engine complete were 

supplied by Messrs. John Henderson 
and Oo., of Aberdeen, for the construc- 
tion of the dock, and constitute a very 
interesting application of electric drive. 
Messrs. Edmund Nuttall & Co. utilised 
electric power for driving all their 
pumping plant, sawmills, &c., and also 
for lighting purposes during the short 
winter days throughout the whole of 
the construction of the dock. 

The third illustration shows a general 
view of the front end of the dock as the 
contractors’ work was nearing completion. 
- It will be noticed in this illustration 
that massive iron gates are fixed to the 
front end of.the dock, which are now 
operated exclusively electrically. The 
windlass for undertaking this work is 
illustrated in fig. 5, and was supplied by 
Messrs. Clarke, Chapman & Co., Ltd., of 
Gateshead. It will be seen that the gear 
is fitted with four cable lifters, each of 

ese being suitable for 1 th cable, the 
object being to make the one windlass 
capable of dealing with the gates of 
two docks, and for this purpose the 
Windlass is situated at the front end of 
the dividing wall between No. 2 dock and 
No. 8 dock. Two lifters are used for each 
pair of gates, one operating the closing 
cable and the other the opening cable. 
An ingenious arrangement of cable has 
been fitted for this purpose, the closing 
cable being attached to the side of the 
dock wall, and passed through snatch 
blocks on each gate. Tension on the 
rope brings these two points together, and 
closes the gates by means of a pull on the single cable. The 
Opening action is accomplished by means of а chain attached 
to each gate, passing over guide pulleys and joined together 
on to the main cable. The windlass is designed to exert a 
pull of 6 tons at 40 ft. per minute on either of the lifters 
operated separately, but not more than one at a time. Each 
lifter is provided with a friction clutch and brake so that 
while one pair of gates is being operated, the chains of the 
other are secured by means of the brakes on the other pair 
of lifters, and while the closing cable is being hauled, the 
opening cable is allowed to run freely, its lifter having been 
uncoupled from the shaft. As will be readily seen from the 
illustration, the windlass is driven by a combination of spur 
and worm gearing, the latter running in an oil bath and 
provided with a special roller thrust on the worm shaft. 
Between the motor and the worm is fitted a friction clutch, 
the disks of which are enclosed in cast-iron boxes and 
immersed in oil. The pressure on these disks is во adjusted 
that the clutch slips with an overload of about 50 per cent., 
the object being to prevent the imposition of a severe shock 
on the motor in the event of the gates being jammed by 
anything getting between them or current not being promptly 
out off when they come together. To the outside of this 
Being and to the half connected with the worm shaft is 
titted an electrically operated brake, so that as soon as the 
current is cut off from the motor the brake is applied, thus 
ps any possibility of the cables easing back. 

^ he Windlass motor is of the three-phase type, wound for 
Uer intermittent duty, and runs at a speed of 770 revo- 

“О per minute, A tramway type controller is adopted 


` 
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for operating the motor, and this, together with the ator 
was supplied b 
noticed from t 


the B.T.-H. Co., of Rugby. It will be 
e figure that a hand gear is also fitted 


Fig. 6.—B.T.-H. Motors AND Gwynne Pongs. 


to the windlass shaft, sothat in the event of the current 
supply being cut off it can be worked by means of a couple 
of handles, not shown in the photograph, fixed in the cross 
beam shown above the worm gear. This on being worked 
backwards and forwards operates the windlass shaft by means 
of the pawl gear shown on the main spur wheel. 

When the gates are closed the dock is emptied by means 
of a pumping plant supplied by Messrs. Gwynnes, Ltd., 
consisting of two main pumps of their Invincible“ G type, 
electrically driven. The two sets of pumps and motors are 
together capable of delivering 3,500,000 gallons of water 
from the dock in two hours; pumping is commenced 
with 28 ft. of water over the dock floor, the outside 
water level being 25 ft. 9 in. above the dock floor. 
The cases of the pumps are made with large covers, so that 
the disks can be removed and replaced without disturbing a 
single joint either in the suction or delivery mains. The 
disks are of the shrouded type, and the pump branches are of 
25 in. internal diameter. To provide for direct electric 
drive, each pump bas an extended bedplate, the armature 
spindle and pump shaft being connected with flexible coup- 
lings of the Voith pattern. Each delivery branch of the 
pump is fitted with a retaining valve, having balanced 
weights fo relieve the pumps of the pressure of holding up 
the valve when working. Moreover, a sluice valve is bolted 
to the outside of the retaining valve. The motors for driving 
these pumps are of the B.T.-H. squirrel-cage type, running 
at 385 R.P.M., with a frequency of 40. In addition, a set 
of three centrifugal pumps on one base plate is installed, 
driven by a single motor, the first pump having 10 in. suction 
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and delivery branches, to be used for drainage purposes. 
The second pump works iu series with the 10-in. pump, 
and has 5-in. suction and delivery branches arranged for 
filling the tanks of vessels, and the third pump has 6-in. 
suction and delivery branches, to supply the necessary water 
pressure for the patent charging apparatus for removing air 
from the main and drainage pumps and suction pipes. A 
friction clutch with suitable lever. is provided between each 
two pumps, so that either may bé thrown out of- operation 
when necessary. The drainage pump is capable of delivering 


about 2,000 gallons per minute, and the 5-in. pump working 


Кто. 7.—ELEOTRIO QANTBY CRANE. 


in connection with the drainage pump will deliver about 500 
gallons per minute 20 ft. above the dock cope level, through 
750 ft. of 6-in. piping—the speed cf this set being 
575 R.P.M. The drainage pump is provided with a sluice 
valve, and the delivery branch with a at of suction pipes and 
foot valve. Messrs. Gwynnes have also provided a stand- 
pipe fitted with an indicator in the pump room, to record 


automatically the height of water in the dock and pump . 
well. The piping in connection with the gearing fcr show- : 
` ing the water level is carried. down.to the bottom. of the 


sump. All the electrical motors and gear in the pump 


room, including cable connections, are of the B.T.-H. Co. s 


manufacture. 


In order to cope with the work on board any ship in dock, 
the Mercantile Dry Dock Co. placed an order with Mesars. 
С. and A. Musker, Ltd., of Liverpool, for a travelling gantry 
crane, capable of lifting a maximum load of 15 tons at a 
maximum radius of 53 ft. 2 in. The minimum radius at 
which the crane will work is 35 ft., and ite total lift is 
55 ft. As will be seen from the illustration, fig. 7, the crane 
is mounted on a high truck with a clear head room of 10 ft. 
This travels upon six tram wheels 2 ft. 6 in. in diameter, at 
20-ft. centres, running on wheéls laid along the dividing 
wall between No& 2 and 3 docks, and having a gauge of 
26 ft. The motions of the crane are worked electrically 
and consist of hoisting, derricking, travelling and slewing. 
With regard to the first motion, the gear is of cast-steel spur 
reduction machine-cut, each end of the hoisting rope being 
fixed to the barrel, which is grooved right and left-handedly, 
the ropes passing round the return block and equalising 
sheave. The hoisting speed when carrying 15 tons is 20 ft. 
per minute, and is operated by a motor of 30 H.P. running 
at 575 R.P.M. The derricking is performed by worm and 
spur machine-cut gear, driving a similar barrel to that on 
the hoisting gear, the derricking rope being fixed to the 
barrel and led over movable multiplying sheaves carried by 
forged steel tie-rods fixed to the jib end. A motor of 
25 н.р. running at 575 R. P. A. ів employed, the time taken 
to derrick from a radius of 53 ft. 2 in. to 35 ft. being only 
25 minutes. The slewing gear is driven by means of worm 
and spur reduction gear, the pinion being keyed on the end 
of the worm shaft, which engages with a rack bolted on 
the top of the pedestal, thus revolving the crane. The 
slewing speed on the hook is 350 ft. per minute, a motor of 
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8 B. H.P. running at 575 K F. N. being adffetetit io; gia thii; 


The motion of the crane along the dock wall is produced by. 
bevel and spur reduction gear, driving travelling wheels on 
the opposite sides of the track. The travelling motor. гора 
at 575 в.Р.М. and id of 30 н F., and this gives a travell 
speed with 15 tons load of 10 ft. per minute. Electric md 
mechanical brakes are provided on the hoisting and derrick- 
ing motions, and a mechanical brake on the slewing. All 
the motors are of the. multipolar totally enclosed induction 


A: 


type, with slip rings, the controllers being of the tramway 
. . type with metallic resistances. The total weight of the 
 :erane is 105 tons; the structure, jib and mast are built 


up of rolled-steel section plates and angles, the crane 
revolving upon a live ring of steel rollers.. . All 


the motors are housed in, the operator standing at the 
front. of 'the cabin having full control of all motions, 
: anda clear view of the load. An enamelled slate switch- 
board is placed near the operator, fitted with а double- 
pole main switch, fuses for each motor and switches for 
lighting, besides the usual ammeter and voltmeter. The 


current is conveyed to the crane by means of conduits. pro- 
vided in the causeway, with conductors and insglatore, 
collectors being placed on the leg of the crane. EN 
It will be seen that the above installation furnishes an 
instructive and up-to-date example of electrical equipment 
in shipyard. work. We are indebted to the courtesy of 
Mr, M. C. James, the managing director of the Mercantile 
Dry Dock Co., Ltd., for his permission to give this accotint 
of the equipment, and also to the various .contractórs who 
have furnished us with particulars of their work. : 


| CORRESPONDENCE... P 
Letters received by us after 5 Р.м. oN TUEBDAY ccnnot appear until 
the following week. Corr should forward their communi- 
‘cations at the earliest, possible: moment. No letter can be publishai 


unless we have the writer’s name and address in owe possession, — 


7 


E Auto-Transformers. —— 
With reference to recent correspondence in your columns 


on the above subject, there is still another side to this 


question. . 

- I see it reported that, owing to reduced revenue, some 
supply undertakings are revising their tariff, which may be 
another good reat on for.postponing the introduction of auto- 


transformerr, and I for one have decided to play a waiting 
game. | | ; 


| Cityite. 
[Our correspondent’s suggestion seems rather to be an 
argument in favour of introducing auto-transformers ; for 


the price is not likely to be reduced; under the circum. 
stances.— Eps. E. R.] | oe, Sg 


| . On Catalogues. га. ЖАЙ 

The interesting article headed as above in your issue of 
October 9th, prompta me to offer a word or two of complaint 
regarding this kind of literature. . a 

I happen to be one of those, individuals who every day 
receive в fair number of catalogues, pamphlets, leaflets or 
booklets, and whilst the majority are worth looking at, and 
a few worth careful reading, it is an unfortunate fact thet 
owing to the varied dimensions a large number of them 
cannot very well be filed for reference, without making the 
catalogue shelves most unsightly. I suppose it is too much 
to expect that all firms should agree upon a, dı finite size for 
advertising literature, but if it could be done I am sure that 
many papers that are now tossed away would be kept. 

I have tried several methods of keeping. catalogues, &0- 
but unless they are filed according to dimensions, it 18 diffi 
cult to arrange them neatly ; but this method has а con- 
siderable disadvantage, inasmuch as catalogues should be 
arranged according to subject mattcr, and not according {0 
dimensions. | | : 

Another point, which is of greater importance, 18 the 
question of discounta. ( 

Occasionally lists are sent out with disconnts attached, 
but more frequently this is omitted ; -and although . 
information may be obtained for the cost of а penny stamp, 
und by waiting at least two days, it often happehs that a 


~ 


688 


firm is passed when an urgent order comes in, simply because 
the purchaser has no definite idea of the real price of the 
article listed. Day after day I receive well got up sheets or 
pamphlets, without a word as ta discounts, and if mánufac- 
tarers would only give even an approximate discount for 
quantities of one or more, it would, I am sure, be greatly to 
their advantaſge. | 

‘Many: manufacturers have, I know, an objection to 
attaching discounts with price liste—preferring to quote 
specially but in innumerable cases where the articles appear 
to be turned out by the dozen or the gross, there can be little 
objection to giving this information. | 

Perhaps some of the firms implicated above will be good 
enough to send their views on these two points. — 


* 


Lot’s Road Shut -Dowu. 


Most of your readers will agree with Mr. W. H. Taylor 
that more light on the cause of the recent shut-down at 
Chelsea is desirable, but I suppose few would be prepared 
to admit that they had been enlightened by that gentleman’s 
letter. Your correspondent first seems to imply that the 
accident was due to an error of judgment in the running of 
the station, in that the seta were running in parallel, and 
then appears to conclude with the opinion that the up-to-date 
arrangements have not tended to obviate a breakdown. What 
we should like to know is, whether the parallel running, 


mentioned by Mr. Taylor, is the normal state of affairs, and. 


whether each unit could have been isolated with its own 
section of the load, so as to have minimised the effects of a 
shut-down. | 

We can hardly follow the process of reasoning that leads 
your correspondent to issue so comforting an assurance to 
chiefs in charge of small stations, that although antiquated 
they are at least safe. He surely compares the shut-down 
with the effect on the ** man in the street,” for Mr. Taylor 
would hardly have us believe that any intrinsic safety, or 
non-liability to shut-down, attaches to the small dimensions 
of a station. & statement that a small station is immune 
from a breakdown of so tremendous a magnitude as that of 
Chelsea is, on the face of it, obvious, and is no cause for 
congratulation, nor is it an excuse for comparing a small 
station with a bed of roses. 


| ^^ Student. 
October 17th; 1908. ce 6 


Applications for Situations. 

‚ Being one of the applicants for the appointment, adver- 
tised by ** 8,441" in the ELECTRICAL Review, of May 8th, 
1908, I feel it my duty to testify in support of “8,441” 
statements, that on June 4th, 1908, that gentleman met me 
by appointment, and courteously accorded me an interview, 
when he gave my application every consideration. 

I might say that this communication is entirely spon- 
taneous ; further, that J was not the successful candidate for 
h apromtment. 

. J. Surrage Blackmore. | 

Birmingham, Ocleber 19/h, 1908. | 


Metallic-Filament Lamps. 


In your last issue, and in many previous issues, 1 have 
noticed complaints from various sources concerning {һе 
treatment meted out to recipients of broken lamps; whilst 
ш agreement generally with your correspondent * W. M. E." 
as to the merits of tantalum lamps, I have found it a serious 
inconvenience having always to use two lamps where one 
would usually be better; I lad therefore to find a lamp 
Which would burn direct on high voltage. After trying 
Many agents for the different. types of lamps, 1 can strongly 


recommend your dissatisfied correspondents to try the Sloan 
Electrical Co., who not ‘only replace broken lamps without : 


fuss or bother, but go so far as to replace those which giv 
au abnormally short life. The above has been my experie u 
and 1 thought the information would be of interest to t] cte 
of your ‘readers Who have paid for lampe; and weceivcd in 
dna lass globes and other things, being aftciwards 
formed by the vendors that the risk must be taken by the 


ty 
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purchaser, also being informed by means of a printed 
circular that they are to sell these lamps (?) at a certain 


rice (the irony of it ).! - 
E ы ) H. L. Alderton, 


Engineer and Manager, 
Electricity Works, Guilford. 
October 19th, 1908. 


Cost of Living in Mexico. 


Your readers who are inquiring about the conditions of 
life in Mexico would, doubtless, obtain reliable information 
if they wrote to my brother, Mr. С. V. D. Vallancey, at 
the British Club, Mexico City. I am sure he would be 
pleased to assiet in any way, and his business of shipping 
agent gives him every opportunity of studying all parts of 
the country. It might be well to mention this letter. 

F. Hogh Vallancey. 


London, N., October 19th, 1908. ; 


It Proved a Slip. " 


Mr. W. P. Whitehouse, in his communication in last 
week's issne, has struck the right note in advocating the use 
of expansion joints in underground mains laid in districte 
subject to earth subsidences. 

My experience is that in such cables a Bowden wire action 
is continuall taking place between the cores and the lead sheath- 
ing, and on a fault occurring, owing to the two different metals 
lead and copper — one finds that the lead will thin out on 
tbe whole length from joint to joint, whilst the cores invari- 
ably pull out at the ferrules; often it occurs that one core is 
pulled at the fault, and in the previous joint others may be 
partially severed. The lead sleeves in no instance showed 
any signs of tension, and in many cases the fault occurring at 
light loads, no trace of the fault appeared on the outside of the 
joint, the troughing, bitumen and lead sleeve being intact. 

Obviously the only way to meet these conditions is to in- 
corporate some form of expansion joint; zig-zagging the 
cable will not overcome the difficulty explained above in its 
entirety, but the system of brick trenching at intervals put 
forward by Mr. Hardie McLean in conjanction with expan- 
sion joints would, in my opinion, make up a fairly safe 
system ; this, coupled with the desirable practice of ranning 
duplicate mains to important consumers, should eliminate a 
great percentage of mains troubles. 

I am awaiting an opportunity of putting into service an 
admirable type of expansion box recently brought out by 
Messrs. Callenders which, whilst allowing for 8 or 9 in. of 
pull on the cores and retaining the use of plumbing glands, 
enables one to frequently inspect the movements of the cable 
and, incidentally, forms a very convenient point for localisa- 
tion at times of fault, the cores béing easily disconnected ; 
of its action in practice I cannot as yet speak, but as its insu- 
lation properties are as high as, if not higher than, those of 
an ordinary joint, and as it is mechanically sound, it should 
come up to its claims. 

The practice of connecting up two tail-end boxes by 
flexible leads cannot overcome the above difficulty. It is 
evident that special attention should be given to this im- 
portant phase of power distribution. 

I am quite io accord with the last paragraph of Mr. 
Whitehouse's letter, and consider that every thought and 
energy expended to ensure continuity of supply is repaid by 
the increased confidence of the consumers and the consequent 
increase in b isiness. 

G. B. Burrows. 

Oclober 19th, 1908. 


In reply to the second paragraph of Mr. W. P. White- 
house's letter on the above subject: as it did not come 
within the scope of the article, 1 considered it superfluous 
to mention that the Board of Trade rules had been complied 
with, and a duplicate supply was available. To open onc. 
switch and clote another is the work of a few seconds. Мг. 
Whitchouse's assumption, therefore, that this important 
euj ply was interrupted. for many boure, causing great, loss 
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to all concerned and the possibility of loss of a customer or 
two to the Power Co., did not exist. Another slip ! 


a J. Hardie McLean. 
Birmingham, October 20th, 1908. 


A Compulsory Stop. 


My attention has been called by many exhibitors at this 
Exhibition to your paragraph “A Compulsory Stop," on 
page 669 in your issue No. 1,612 of the 16th inst. Such 
items of news in the halfpenny Press, with penny-a-line 
reportera, one takes no notice of, but they are all at one with 
me in expressing surprise that a technical journal of your 
standing should insert such a paragraph without first 


ascertaining the true facta of the case. What really 
happened was this :— 


Twice prior to October 1st, I had been carried past the 


Board of Trade compulsory stop without the car attempting 
to stop ; on this occasion the same thing happened, and on 
coming down the steps from the upper deck 1 asked the 
trolley lad (the conductor being inside) to stop the tram, 
whereupon he rang the bell once. Now, as everybody knows, 
one ring will not stop a tram except at the next recognised 
stopping place, and having failed to stop at a compulsory stop. 
my contention was, and is, that the lad should have given 
the emergency ring. He told me, however, he was unable 
to stop; I then, rightly or wrongly, took hold of the trolley 
rope and pulled the trolley off the wire, the trolley boy 
grasped the rope when it slipped from my hand and it is said 
broke a guard wire (not the trolley wire, as I think would 
be understood from “an overhead wire,” as your report 
has it). 7 

The unfortunate part of the thing was that when the case 
came on I naturally had to plead guilty of the charge which, 
во far as I remember, was of having “ removed a certain part 
of a certain tramcar, using a certain tramroad there situate,” 


peculiar phraseology and very vague, but I expect I did it, 


and having a Solicitor I could not myself cross-examine the 
witness, John Fishwick, who stated that the trolley which I 
removed was in such a position as to endanger any car coming 
in an opposite direction. Now, although this undoubtedly 
prejudiced the Magistrate, it could not have been a fact, aa 
ou will know, the pole having self-centring springs, and 
having been pulled off on the near side, would naturally 
when released spring up and remain on the near side. 
There is no doubt in my mind that it is a practice 


. of the drivers on this line to ignore the Board of Trade stops, 


as on the morning of the 15th inst., the day after this case 
was heard, car No. 214, going from the city, went past this 


game B. of T. atop just as a friend and I arrived there, with- ` 


out attempting to even slow down. What are Board of Trade 
stops for, anyway? 


Having in a light-hearted way published the previous 
notice, I trust you will fiad room for my version. 
| Monté Callow. 
[With pleasure; [but it seems to us that our correspondent 


has practically confirmed our report in every respect. Не. 


took the law—and the rope—into his own hands, and 


suffered the natural consequences of his impatience — 
Eps. E. R.] 


Sort IRON. — A correspondent wants to know where the 
very softest wrought iron, with the minimum residual 
magnetism, can be obtained. 


SAFETY Box.—A_ correspondent wants the name of the 
maker of safety boxes for packing arc lamp globes. 


Patent Iasuranee,—Messrs. Ernest A. Notcutt & Co., 
general insurance brokers, of 27, Cannon Street, E. C., by arrange- 
ment with an insurance company, have just initiated a new scheme 
of insurance against financial 1озв conseqient upon disputes in 
connection with patents and trade marks. They issae a policy 


covering all liability incidental to any infringement and all legal 
expenses cons.quent thereupon. ДЫ Н 
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FAULTS ON TRACTION FEEDERS, 


I отук the following test for what it is worth to those who 
may be similarly situated to myself :— 


Having had a fault develop on one of the traction foeders 


the night before the holidays, I had to turn out in a hurry 
to localise and repair it as quickly as possible, Being rather 
handicapped in ila wh; of testing apparatus, such as resist- 
ance boxes, &c., I had to resort to a fall-of-potential teat, 
using the lead as my return, but on testing I was not satisfied 
with the results obtained, for on varying the current the 
results did not come out in proper proportion. It then 
occurred to me to treat it as a three-wire distributor—that 
is, I took the feeder on each side of the faulty one to repre- 
Bent the outers, and the faulty one to be the middle wire; 
then the trolley wire became the short-circniting piece, as in 
fig. 1. 


By this means I was able to make a satisfactory test, and 
the feeder was connected up in time to take its share of the 
holiday load. 

The test carried out was as follows, as soon as the traffic 
was closed down for the night (see fig. 2) :— 

A lead was taken from one of the outers on the lighting 
board, through resistance R to the faulty feeder r, and the 
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Fics. 1, 2 AND 3. 


volta taken across A F, giving reading v,; next the lead 
from the resistance was connected to B, and the volts again 
taken across A F, giving reading Vy | 

The length of the feeder being L, the distance of the fault 
from the station was . = 

1 3 

A satisfactory check reading was obtained by sending 
the current through А instead of B, and taking the volts 
across В Е for reading vi. In this case, a single 8-C.P. 
lamp was used as a resistance, and a moving-coil ammeter 
as a low-reading voltmeter. 

The great advantage of testing in this way was that, the 
whole of it could be done from the station, which is a very 
great advantage when the testing has to be done between 
the hours of 12.30 a.m. and. 4 a.m. ; the only thing that it 
was necessary to send out for was to put the switch (oon- 


necting the feeder to trolley wire) back in the disconnecting 
box of the faulty feeder. 


x У. 


Of course, a greater difficulty would be experienced when 


the faulty feeder was on an outlying district, and bad not 
a feeder on each side of it, as in fig. 3. Then the fall of 


= 


potential along the trolley wire would have to be taken, 
unless the arrangement of feeding were such that one could 
arrange it as shown in fig. 3 ; that is, suppose 4 B to be the 
faulty feeder, and the feeding of the trolley wire to be as 
shown, then C D and E ғ are the other feeders respectively. In 
the box at B leave in Nos. 3 and 4 plugs, and in the box at 
D leave in No. 1 plug, take Nos. 2 and 8 off the bar, and join 
them together, then the box at F could be left as it stood; it 


will, of course, be clearly seen that this could not be done if 


there were any crossings or connections across from the 
trolley wires between the boxes B and р. N 

It is found that, the smaller the current used in the 
above tests, the better are the results obtained; the writer 
always uses, whenever possible, a single 8. C. p. lamp, and a 
low-reading voltmeter such as a rail- bond testing set, but in 
the above case the rail-bond set was in hospital.— H. Н. J. 
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FRANCO-BRITISH EXHIBITION AWARDS. 


From the exhaustive official list of awards issued last week, and 
published in several daily papers on October 15th, we extract the 
following particulars of awards that have been made for exhibits 
of electrical interest: | 


Classes 1-6 — Group of Education. 


Diploma for Grand Prize —National Physical Laboratory; Oam- 
bridge Scientific Instrument Co. ; Sir J. W. Swan; Dr. J. A. 
Fleming; Sir W. H. Preece; G. Marconi; Prof. Ayrton; Prof. 
Perry ; Johnson, Matthey & Co. ; Eastern Telegraph Co. 

Diploma for Gold Medal.—Marryat & Place ; Pacific Cable Board ? 
India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd.; Lord 
Rayleigh; Sir Wm. Ramsay, K.C.B.; Dr. В. T. Glazebrook. 

 Dip'oma of Honour —Alfred Apps, Ltd.; Isenthal & Co.; General 
Electric Co., Ltd.; Prof. Callendar ; Bir Oliver Lodge; Prof. A. 
Gray (Univeraity of Glasgow). | 


Class 15— Mathematical and Sctentific Instruments, oup 3. 


Diploma for Grand Prize.—National Physical Laboratory; the 
University College; Prof. Callendar ; Cambridge Scientific Instru- 
ment Co., Ltd. ; W. F. Stanley & Co. | 

Diploma of Honour.—The Reason Manufacturing Co. 

Diploma for Gold Medal.— A. G. Thornton. 

Class 16— Medicine and Surgery.—Diploma for Gold Medal, 
Ozonair, Ltd. е 

Class 17— Musical Instruments, dc. Diploma for Silver Medal, 
Harper Electric Piano Co., Ltd. 


Class 19—Steam Engines, Condensers, Boilers, Feed Heaters, Super- 


heaters, and Steam Engine Accessories. Group 4. 


Diploma for Grand Prize.-—Mather and Platt, Ltd.; Babcock 
and Wilcox; British Mannesman Tube Co.; W. H. Allen, Son and 
Co, Ltd.; О. A. Parsons & Co., Ltd.; Parsons Marine Steam 
dier Co., Ltd.; Stewart & Lloyds, Ltd.; Wm. Beardmore and 

Diploma for Gold Medal.—Baldam Packing and Rubber Co.; 
Aspinall's Patent Governor Co.; Clay Cross Co.; Körtiog Bros; 
Wm. Geipel & Co.; Royles & Co.; Small & Parkes, Ltd.; John 
Stewart & Son i Musgrave & Co.; United Asbestos Co.; W. Н. 


Diploma for Silver Medal.—Lamp Pump 8 ndicate, Ltd.; J. P. 
Hall & Sons ; Lassen & Hjort. — did RE 
Diploma for Bronze Medal. Andrews Governor Patente, Ltd. 
Diploma for Honourable Hen tion. — Hobdell, Way & Co.; E. Reader 

and Sons, Ltd.; Adjustable Cover and Boiler Block Co. 


Class 20— Engines, Hot Air, Gas, Compressed Air, Gas Producers. 
Group 4. 


ye Ploma for Grand Prire.— British Westinghouse Electric and 
oel cturing Co.; Crossley Bros, Ltd.; Mather & Platt, Ltd. ; 
5 Gis Corporation ; W. H. Allen, Son & Co. ; Wm. Beard- 
D. & Oo., Ltd.; Davey, Paxman & Co. 
iploma of Honour.— National Gas Engine Co. 
ploma for Honourable Mention.—John Barker & Co. 


Cla - ^ е e b * 
183 2¹ "General Machinery, Apparatus for the Transmission of 
Power, Recording Instruments, Сс. Group 4. ; 


Sons PRA for Grand Prize.—W. H. Allen, Son & Co.; Vickers, 
The U а Mather & Platt, Ltd.; Joshua Buckton & Co. Ltd.; 

eas ted Flexible Metallic Tubing Co, Ltd; Glenfield and 
Hubbard! Ltd.; Cambridge Scientific Instrument Co.; Taylor and 


оса of Honour.— Watson, Laidlaw & Оо. ; С. E. Heinke aud 
Dipi pplebys, Ltd. : Thos. Broadbent & Sons, Lt. 
б. шы Gold Medal.— Hans: Renold, Ltd.; R. Waygood and 
Pulkometer Wort Bailey & Co., Ltd. ; United- Asbestos Co., Ltd. ; 
er Engineering Co., Ltd.; F. Reddaway & Co., Ltd. ; 
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Thomas Parker, Ltd.; "Bat" Meter Oo., Ltd.; R. and J. Dick, 
Follows & Bate, Ltd.; W. and T. Avery, Ltd. 

Diploma for Silver Medol.—Lamp Pump Syndicate. 

Diploma for Bronze Medal.—" Auto Recorder Со ; Barlow's 
Patent Lift Co. 


Class 22— Machine Tools, Metal Working Plant, &с. Group 4. 


Diploma for Grand Prize.— Alfred Herbert; J. Hetherington and 
Bons, Ltd.; W. F. Stanley & Co., Ltd. 5 

ploma of Honour. — Watson, Laidlaw & Co.; Joseph Rhodes 

z Sons; J. Holroyd & Co., Ltd.; Banderson Bros. & Newbould, 


Diploma for Gold Medal.—Louis Hervé; Selig, Sonnenthal and | 


го ; Hans Renold, Ltd; Colchester Lathe Co.; Rowland & Co., 


Diploma for Silver Medal — Stirk & Sons, Ltd.; John Barker and 


Co., Ltd. 
Diploma for Bronze Medal.— Clipper Belt Hook Co. 


Class 23— Ме Латісаї Production and Utilisation of Electricity 
Dynamos, Motors, Transformers, Application of Electricity to 
Mechanical Purposes, Safety Appliances. Group 93. 


E Diploma for Grand Prize.—C. A. Parsons & Co. ; Mather & Platt, - 
i | 


Diploma of Honour.—W. H. Allen, Son & Co., Ltd.; Reyrolle 


and Co.; Lancashire Dynamo and Motor Co., Ltd. 


Diploma for Gold Medal. — Adams Manufacturing Co., ` Ltd. ; 
Electromotors, Ltd. ; Simplex Conduits, Ltd.; United Asbestor, 
Ltd.; Watson, Laidlaw & Co. [ 


Class 24— Electro-Chemistry. Group 5. 


Diploma for Grand Pri:e.—Bherard Cowper-Coles & Co. 
Diploma for Gold Medal.—Berry, Skinner & Co.; Ozonair, Ltd.; 
Dr. H. F. S. Sand. , | ; 


Class 25 — Electric Lighting, Lamps, Regulators, Switches and 
| Installation Accessories. Group 5. 


Diploma for Grand Prizc.—O. A. Parsons & Oo.; W. H. Allen and 
Oo.; Edison & Swan U. E. L. Co., Ltd. Reason Manufacturing Co.; 
Davis & Timmins; Simplex Conduits; London Decorative Metal 
Works, Ltd. | 

Diploma of Honour.—Linolite Co.; Wm. Geipel & Co.; Bunbeam 
Lamp Co., A. P. Lundberg & Son; Humbert & How; United 
Asbestos Co ; Reyrolle & Co. ; British Westinghouse Electrical aud 
Manufacturing Co. ; Stearn Electric Lamp Oo., Berry, Skinner and 
Co., Lonis Hervé. | 

Diploma for Gold Medal.—Wellman, Seaver & Head, Lit d., 
Westminster Engineering Co, Ltd.; Birmingham Guild of 
Handicraft. | 

Diploma for Silver Medol.—Galsworthy, Ltd., Imperial Lighting 
Co. ` | 

Diploma for Bronze Medal.—John Dugdill & Co., Watson, Duncan 
and Co. | | 

Class 26— Telegraphy and Telephony. Group 5. 

Diploma for Grand Prize.—Dr. J. A. Fleming, F. R S. : Marconi's 
Wireless Telegraph Co. Е 

Diploma for Gold Medal.—C. E. Heinke & Co. 

Diploma for Silver Medal.—Caleb Code Condenser. 


Class 27— Various Appliances of Electricity. Group 5. 


Diploma for Grand Priz.—Dowsing Radiant Heat Co., Ltd. ; 
Cambridge Scientific Instrument Co. 

Diploma of Honour.—Bastian Meter Co., Ltd.; Reason Manu- 
facturing Co., Ltd.; Alfred Apps. | 

Diploma for Go'd Medal.—Rashleigh, Phipps & Co., Ltd.; 
Bergtheil & Young, Ltd.; Kinetic Swanton Co., Ltd.; Prof. 
Townsend; Dr. F. Mollwo Perkin ; Marryat & Place; Dr. Р. Е. 
Shaw. 


and Nobbs; Reynolds & Branson. 


Class 30—Carriages and Wheelwrights’ Work and Automobile 
| Inventions, dc. 


Diploma for Gold Medal.—W. H. Bailey & Co., Ltd.; F. Redda- 
way & Co., Ltd.; I. Frankenburg & Sons, Ltd. 


Class 55 — Appliances and Processes used in the Man ufacture of 
Food Products, 


Diploma for Gold Medal.— Ozair, Ltd. 


Class 65— Metal. Working, dic. Group 2. 

Diploma for Grand Prize. Johnson, Matthey & Co. 
Class 66 — Fixed Decoration of Public Buildings and Houses loc 
(rroup 12А. КЕ Eu 
‘Diploma for Bronze Medal.— London Decorative Metal Works. ~ 77 
Class 74 — Apparatus and Processes of Mating and Ventilat fni: i 
o | (тоир 12n. о | 
Diploma of Honour.—Ozonair, Ltd. Н 
Class 99—India-Rubber and Gutta-Fercha Industrus.' (2r0u р. 18: 


Diploma for Grand Prize.—F. Reddaway & Co. 
Diploma for Gold Medal. —R. & J. Dick, Ltd. 


Diploma for Silver Medal.— Rochdale Electric Co., Ltd.; Purcell - 


| 
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SOME RESULTS OF EXPERIENCE WITH — 
ELECTRICALLY-DRIVEN ROLLING MILLS. 


Bv С. KOETIGEN, M. Tust. O. E., and C. A. ABLETT, 
B. Sa, A. M. Inst. O. E. 


‘(Abstract of paper read before the IRON AND STERL INSTITUTE, 
ua September, 1908.) 


Tur employment of electric power for rolling-mill driving offers 


great facilities for the exact measurement of the power required 
for different classes of work, and enables the knowledge as to how 
the power varies for diff ren“ sections, and how it is affected by 
variations in temperature and quality of i 
the metal, to be widely extended. A 

series of records is shown in fig. 1 for a Уо у 


sheet mill, and from these the exact value | Jim 2222222 


of the power required during each pass can È w | 1- 
be seen. Such results are almost impos- PI 
sible to obtain from a steam engine. 8 

In many Continental mills ad vantage is Е 
taken of the integrating meters to keep — 
daily reoords of the tons rolled of various ä э 
sections and the kilowatt-hours required, 39 куо (T TT 
so that the cost of rolling each section is мие 71 
known éxactly. 

The following figures show the power 
required for rolling different sections, from 


REYS PER WIN. 
ai 


results obtained from over 150 rolling 
mills equipped by the Siemens Companies. ole ШИ 
The high values for the kilowatt-hours : MINUTES 


4 


per. ton rolled, for the channels and tees 
under reference Nos. 11-14, may be chiefly 
attributed to the cooling of the section 
towards the last passes, the temperature coming down to about 
850°. This cooling is due to the large surface which the section 
presente in proportion to its weight, In addition, these sections 
require more passes than the simpler square or round bars; the 


channels, for instance, are given 13 passes as compared with six 
for the round bars. : 


ai ight 
Type of section, hours pon "n Mond ol 
„ i n | РЕ billet. | billet 
— — ͤ — —————[— — — — — | — — 
No. | Feet. Lb. Inches. 
1. f ( 281b. per yd. | 37:6 | 92-97 | 860-910 | 51x57 
2. | Flanged | 24 1b. per yd. | 41°8 | 68-94 | 550-760) „ 
з. J Paige” | 20 lb. per yd. 445 | 130 [660-875 „ 
4. il 18 lb. per yd. | 475 | 90-135 | 550-815 К 
5-| 1818 | 121b. per yd. | 48:6 | 87-135 | 353-547 |43х47 
6. 8 lb. per yd. | 54 113-139 330.375 „ 
7. Round bars, 1'2 in. dia. 38:3 89 327 |51x51 
8. Round bari, 17/ in. dia. 403 43:5 287 ii 
9. Square bars, 0:8 in. sq. 42 82 165 


10. Square bars, 1 4 in. g. 
11. Channels, 1°57 x 0°79 x 02 in. 
12. Channels, 1°18 x 0°59 x 


288 | 61 335 
63:50| 98 187 


016 in. ... - 
13. Tees, 1:2x 016 in. ... 
14. Tees, 138 x 1:8 in 
15. Flate, 2 36 x0'4 in. 
16. Flats, 1:95 x 0'4 in. 
17. Flats, 1:5x 0:32 in. i 
18*Sheets, 42x 95 x 009 in 
19jSheets, 51x 147 x 022 in. 


111 105 154 

136 82 110 

69:2 | 88°5-92 

333 | 98 | 

415 | 106 | 

59 105 | 176 
| 


20* Sheets, 48 x 88 x 0˙1 in. 


* Three sheets were rolled from each billet. 
+ One sheet was rolled from each billet. 


The resulte for the sheets under reference Nos. 18, 19 and 20 also 
show large values for the xw.-hours perton. This is due to the 
large number of passes required, and to the rapid cooling of the 
sheets owing to the large surface which they present. The tem- 
perature of the metal before the first pass ranged from 1,183° to 
1,250°, while at the last pass it had come down to 800“. 

Such results as the above are of considerable assistance in settling 
the correct size of the motor for a new mill for a certain requirea 
output of similar sections. 

Taking as an example the result for the 24-lb, flanged mine rails 
given in the table under reference No. 2, the average output of the 
motor during the day will be 700 k. p. 

А 700-g.P. motor, however, would not be found large enough to 
drive this mill, as it is working more or less intermittently ; the 
mill was driven by a motor capable of giving 1,200 B.H.P. con- 
tinuously. | 

The necessary power which the motor has to give is not so great 
as the maximum power required by the rolls if a fiy-whsel i: 
employed. Continuous records, such as are shown in fig. 1 for a 
sheet mill and in fig. 2 for a rail mill, show how the maximum 
power required for the heaviest pass msy be expected to exceed the 
mean power Por ince, it will be seen from the lower curve in 


fig. 1 tbat tbe maximum power taken by the motor was.650 EW., 


while the average power was 365 KW. 


Ф . чы 


кча, 1.—Powsr OUR VAG ror Ѕӯвет RoLLIRd MILL. 


Experience shows it to be desirable that the motor should be able 
to give as a maximum overload a torque corresponding to twice ita 
normal full load rating. 

It the motor and mill are to give their maximum output, the 
passes should be бо arranged that the torque which the motor is 
giving is constant as long as the motor runs at about the same 


In order that the fly-wheel may equaliee the fluctuations in the 
power, the speed of the motor and fly-wheel must fall asthe maximum 
power is required, to enable the fly-wheel to give up ite stored 
energy, and the fly-wheel regains its stored energy in the interval 
between the passes. With a direct-current. motor, the n 
fall in speed can be obtained by using а compound winding, but 
with a tbree-phase motor a resistance must be inserted in the rotor. 


. circuit, which increases the slip of the motor. 


Fig. 1 illustrates the effect of the fly-wheel in reducing the 
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fluctuations of power on a three-phase motor driving a sheet mill. 
The top curve shows the fiictuations of power when the alip 
resistance was cut out, so that the fly-wheel could not fall appre- 
ciably in speed and give any beneficial effect. 'The lower curve 
shows the variation in power when the slip resistance was adjusted 
to*its proper value. ] 

The curves of fig. 2, in which the proportion of the maximum 
power which is given by the fly-wheel is shown, were drawn from 
records taken on а 1,200-н.р. three-phase motor, direct-coupled to а 
three-high mill having three pairs of housings, rolling flange rails 
of light section. The top curve 4 shows the electric power taken 


| — me 
s SECON 56 Фо 36 eo 
О -——— — РЕ ask BY FLYWHEEL = r“ 
. es Soo ED кал sel GOS ҮЗ 0 ЖЕ vn ee 25 222 
VV 4-4 
r su 22 
еа d ЫЕНЕН а = 
+ $ — i — " 
9 t нЕ ННН = t t | "- 
2111822 
> | E si — E Uim | — 12 222 
— . — 8 HH 
ls t S 30 60 30 © 
x ‚ i IQIAL — + 2 ~——— ? A 
| | —}-— | ——4——(4—24— m mam 
e| | | | = T t ‘mh = RD Арт asl 6 il 
coc | $ | Кс Ss = E 
" — EEA | | ЕНН 4 
ELE Sree Se sas 
1200 — —4ä4 a 3 —— i - 
aaa $ +— 4+ 4 $ i ў =b uli I i a — 
Ll E па! ЗЕ = 
ü FF 
6 CL н изн "а Hj NE — 
. {== 
БЕШ GES — ] ^ as - 
| 4 L $ } т 
39 


ео 30 69 


Fic. 2.—PowER Curves OBrAtNED FROM Балп, MILL. 


from the supply circuit as measured by the ammeter. Curve B 
shows the variation in speed of the motor and the fiy-wheel, which 
had a moment of inertia of 58:5 foot-tons. Thee two curves ae 
simultaneous records of the recording meters. Curve o shows the 
variation in tbe stored energy of thé fly-wheel given in horse-pow? - 
seconds, and calculated from the moment of inertia of the fl;-wheel 

and the speed as given in curve в. Curve р shows the power given 
out by the fly-wheel or absorbed by it as it decreases or increases 11 
speed. In curve E the dotted curve is a reproduction of corve 4, 
which shows the power taken from the supply circuit. The full line 
curve shows the actual power requited by the rolls, and is obtained 
from the dotted curve by ad ling or subtracting, as the case may be, 
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the values of the power given out or absorbed by the fly-wheel 
which are shown in curve р. 

These results show that the fly-wheel has reduced the maximum 
power which the motor is required to give from 1, 980 н.р. to 1,200 
H P., while the maximum variation in speed was from 163 B. P. u. to 
152 RB. P. M., or about 7 per cent. variation. 

A fly-wheel is moet suitable for equalising fluctuations in power 
where the maxima only last a very short time. In such a case as 
a looping-mill, where the metal may be in the rolls for several 
minutes, it is practically impossible to obtain any equilisation 
witb the aid of a fly-wheel, and the motor must be large enough 
to give the maximum power required. It frequently happens 
that some of the passes follow each other in such quick succes- 
sion that the fly-wheel cannot regain the speed in the interval 
between the passes which it lost during the pass, and so it will gradually 
drift downwards in speed until there is a succession of lighter 
passes or passes following at slower intervals. Such a drifting 
down in speed is very clearly shown in passes 1-5 of the 
roughing mill in curve в of fig. 2. 

Care should be taken that the fly-wheel does not drift down in 
speed too much, otherwise an excessive fall in speed may take 
place, causing delay. 

Where a three-phase motor is used, and the fall in speed is 
obtained by placing a slip resistance in the rotor circuit, a loss of 
power takes place in the resistance. In consequence of this, with 
a three-phase motor, a less fall in speed is usually allowable than 
is the case with a direct-current motor, and consequently a heavier 
fly-wheel has to be used to give out the same amount of energy. 
The slip should be selected so that the combined cost of loss of 
power wasted and capital charge on the fly-wheel is as small as 
possible. 

It is sometimes stated that the loss of power can be avoided by 
providing an automatic arrangement, by which the slip resistance is 
only connected in the rotor circuit when the load is such that the 
current taken by the motor exceeds a predetermined limit and is 
switched out again when the maximum load is passed. | 

There is not, however, the saving in efficiency which would 
appear at first sight, as the slip resistance remains connected in 
circuit during the periods of maximum load (when the power lost 
is algo a maximum) whether it is provided with an automatic 
arrangement or not, and it is only switched out of circuit during 
the periods of minimum load, when the loss of power is com- 
paratively small. 

It is almost invariably found that when a steam engine driving 
& rolling mill is replaced by an electric motor a greater output is 
obtained from the mill, and that when a mill is installed for 
electric driving a correspondingly greater output is obtained than 
would be expected from the experience gained in steam driving. 

The rail mill, from which results Nos. 1-6 were taken, was 
installed for an output of 100 tons per day, but the results show 
that tbis figure has been considerably exceeded, and 150 tons per 
day have been obtained a good many times. The reason is that 
the speed of the electrically-driven mill remains very nearly 
constant, whatever work it is doing, and in this case the speed of 
the electrically-driven mill was much increased when the electric 
drive was ipstalled. 

The reason that so steady a speed can be obtained with electrical 
driving is partly due to the fact that the overload capacity of an 
electric motor is much greater than that of & steam engine, and 
partly because an electric motor responds instantaneously to any 
iocreased demands for power. 

In order to gain the fullest advantage of an increased output by 
electric driving, the electrically-driven tilting or lifting tables 
should be arranged to work reasonably fast. 

Experience has shown that it is very desirable that motors of 
large size should drive through a flexible coupling. 

Recently several tests have been made on reversing cogging- 
mills to ascertain the work required to roll out ingots to different 
elongations. The electrical equipment for a reversing-mill may be 
briefly described as consisting of an Ilgner fly-wheel converter set 
and a reversible mill-motor. ' 

The Ilgner fly-wheel converter set, which runs continuously in 
one direction and requires practically constant power, is driven 
from the source of supply, and consists of one or more variable vol - 
tage dynamos which supply current at varying voltage to the 
reversing-mill motors, and a fly-wheel which equalises the variations 
in the power required by the reversing-mill motors. 

This electrical equipment is working economically in the sense 
tbat the greatest output is obtained for a given capital outlay, if 
the draughts are taken so tbat the motor is giving constant torque at 
m pass, this torque being the maximum working torque of the 
motor. 

It the torque in one pass largely exceeds that in the other passes, 
tbis timply shows that it will be possible to take bigger draughts in 
the other passes, and so the ingot could be rolled with fewer passes, 
and more output could be obtained, or else that a less draught 
should be taken in that particular pass so as to reduce the torque, 
and to enable a smaller motor to be put in. 

_ The power required by the mill motors of a reversing rolling mill 
18 Continually varying from nothing to very high values, and the 
fly-wheel of the fly-wheel converter set is used to balance these 
variations of power, so that the motor of the fly-wheel converter 
веб is practically taking constant power from the supply circuit. If 
the mill motor is giving constant torque during each pass, it will 
require much more energy during the last passes than during the 
earlier ones, as the ingot is becoming longer, and so takes longer to 
go through the rolls. It i8 advisable, therefore, to reduce the 
draught in the last few passes, the torque which the motor is 


required to give for th bts being corresponding! 
reduced. 8 or these reduced draughts being correspondingly 


. scientific workers no information at all. 


INTERNATIONALY CONFERENCE 
ON ELECTRICAL UNITS AND STANDARDS, 
1908. 


THE proceedings of the Conference were opened at the rooms of 
the Royal Society, Burlington House, on Monday, October 12th. 
The delegates were received by the Right Hon. W. S. Cuorchill, 
President of the Board of Trade, who delivered an address, to 
which M. Lippmann (the Sorbonne) and Prof. Warburg (Char- 
lottenburg) briefly replied. Mr. Churchill then suggested that the 
draft Rules of Procedure employed at the Conference on Wireless 
Telegraphy, at Berlin, should be adopted, and on this having been 
done, Mr. Churchill, as representing the British Government, in 
accordance with the rules, nominated Lord Rayleigh, President 
of the Royal Society, as President of the Conference, and with- 
drew, Lord Rayleigh nominated vice-Presidents as follows: — Dr. 
S. W. Stratton (America), Dr. V. Edler von Lang (Austria). Prof. 
S. A. Arrhenius (Denmark and Sweden), M. Lippmann (France), 
Dr. Warburg (Germany), and Dr. M. Ederoff (Russia); and secre- 
taries: Mr. M. J. Collins, Mr. W. Duddell, F. R. S., Mr. C. W. S. 
Crawley, and Mr. F. Smith. 

On the proposal of the President, Australia, Canada and India 
were accorded votes, and it was decided that the meetings should 
be open to the Press. 

A Technical Committee was appointed to draft specifications and 
to consider questions referred to it by the Conference, consisting 
of the following members: Dr. Stratton, Dr. Carhart, Dr. Rosa, 
M. Gérard, Prof. Arrhenivs, M. Lippmann, M. de Nerville, M. 
Benoit, Dr. Warburg, Dr. Jaeger, Dr. Lindeck, Lord Rayleigh, Dr. 
Glazebrook, Mr. A. P. Trotter, Prof. Roiti, Dr. Haga, M. Egeroff, 
Dr. Weber, Prof. Threlfall, Major Cardew, Dr. Chappuis, and Dr. 
Kusminskv. К. 

Mr. А. P. Trotter then moved that the magnitudes of the funda- 
mental electrical units should be determined on the electro- 
magnetic system of measurement with reference to the c a.s. units 
of length, mass and time. This was seconded by Dr. Stratton and 
carried unanimously. | 

Consideration of the second resolution, introducing the recom- 
mendations of the Conference, was postponed, and the third resolu- 
tion was moved by Prof. Warburg: Тһе International ohm shall 
be defined as the resistance of a specified column of mercury." 
Some discuseion followed on the distinction between & unit and a 
standard, the President pointing out that the ohm, as defined in 
absolute measure, could be arrived at with a very great degree of 
precision—not much less than that with which the resistance ofa 
column of mercury could be found. The resolution was carried 
unanimously, and Prof. Warburg moved that: The international 
ohm is the resistance offered to an unvarying electric current by a 
column of mercury at the temperature of melting ice, 144521 gm. 
in mass, of a constant cross-sectional area and of a length of 
106:300 cm.” The essence of this clause lay in the insertion of the 
two ciphers after tbe 3. Dr. Rosa suggested that the length of 
the column should be defined as 1 metre, and the mass altered to 
1272890 gm. There would then be only one figure to alter (that 
defining the mass) in the event of a change in the specification, 
instead of two, as at present. 

Mr. A. P. Trotter remarked that the two zeros after the figure 3 
had no scientific meaning, and that the new specification gave to 
The proposed cbange 
was inappreciable to the electrical industries, and the adoption of a 
mercury standard was opposed by a large number of scientific men. 
A useful result of the Conference would be an organisation for the 
comparison of the standards of different countries. He was in 
favour of wire standards, though they were by no means perfect. 
It seemed likely that the Lorenz or some other method would soon 
enable the determination of the value of the ohm to be made to a 
few parts in 100,000; when that time came, mercury columns might 
be sept to the museums. Dr. Warburg argued in favour of continuity. 
the international ohm was sufficiently near the true ohm for’ 
technical purposes, and its value should never be changed, thovgh 
its relation to the true ohm might always be open to scient: fic 
inquiry. Other speakers discussed Dr. Hosa's suggestion, which 
was seconded by Prof. Arrhenius, and was eventually referred to 
the Technical Committee by a majority of 16 to 5, two countries 
not voting. The Conference was then adjourned to Wednesday. 

At the second meeting of the Conference, Lord Rayleigh read a 
letter written on behalf of His Royal Highness The Prince of 
Wales. The secretary announced tbat the President, under 
Article V of the Regulations, was pleased to admit Mr. S. S. 
Traustel and Mr. Lebedeff to the meetings. The presence of Mr. 
Weiss (Brazil) was announced, and the names of Dr. Asano (Japan) 
and M. Clément (Belgium) were added to the Technical Com- 
mittee. | 

The resolution on the second primary standard—the most impor- 
tantimatter before the Conference— was then moved by Dr. 
Glazebrook. From a comparison of all the values obtained for the 
electro-chemical equivalent of silver, he drew the conclusion that 
this standard could certainly be considered permanent and accurate ; 
this was further confirmed by the fact that the Board ot [rade 
ampere balance, which was adjusted 14 vears ago to tlie value 1 118, 
when tested recently gave the equivalent of silver 11179, an 
extremely good agreement. As further reasons for sdoptiug the 
ampere asthe second primary unit, be pointed out that the absolute 
determinations of the obm and the ampere were quite independent, 
and thet in current measurements the value of resistances did not 
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In favour of the ampere standard only one chemical need be 
pure, differences in the form of the apparatus were unimportant, 
no time was required between setting-up and use, secondary 
reactious were of small importance, and practically no temperature 
coefficient existed. 

Asaconcrete standard he considered the cell certainly better, 
but, in а standardising laboratory, the voltameter could be set up 
more easily than the cell; further, when cells were set up from a 
specification by an ordinary careful worker, the results were very 
far from satisfactory. | 

The cell and a resistance would still be used for measurements 
of current, but һе was opposed to the adoption of the cell as the 
second standard, as in the past it had been neither permanent nor 
reproducible; in fact, the values for the Clark cell had varied 
from 1:434 (Lord Rayleigh) to 1°4322 (Kahle and others) in later 
years. | | 

Even with the Weston cell there was a difficulty in obtaining 
exactly accordant figures. There were four chemical substances in 


the cell, of which one was difficult to prepare satisfactorily. 


Of between 300 and 400 cells set up at the National Physical 
Laboratory, 80 per cent. agreed to within 3 or 4 parts in 100,000, 
but in the remaining 20 per cent. the differences might attain 
to 2 in 10,000. Many of the cells changed with time, due possibly 
to instability of the mercurous sulphate. 

Dr. Warburg seconded the resolution. 

Prof. Lippmann proposed an amendment that the volt is the 
second primary unit”; he pointed out that everybody would use 
the cell in practical work, and that when Dr. Glazebrook used a 
cell in the measurement of current, he acted illegally under the 
proposed resolution. Prof. Lippmann considered that the volt was 
independent and could be measured absolutely by means of a disk 
rotating in the earth’s magnetic field. 

Prof. Carhart, in seconding Prof. Lippmann’s amendment, pointed 
out that the great Congress of 1881 proposed the ohm and volt as 
standards, and in practice the ohmand volt were used. It was not 
correct to say that the volt could not be determined absolutely, but 
only that it had not been done. The silver coulombmeter was 
laborious, and required a long time to make a series of measure- 
mente. Lord Kelvin, who used a copper coulombmeter for many 
years, gave it up in favour of acell and resistance. Whatever was 
decided, cells would be used in trade and commerce, and they 
were amply sufficient in reliability for practice. 

Prof. Warburg said that if the cella were not checked against 
the voltameter there was an uncertainty; if they were checked, 
then an ampere standard existed. As against the cells, the 
mercurous salt was not well defined, and many cells gave abnormal 
results. Great confusion would arise from the adoption of the 
volt. 

Mr. Trotter explained how the silver voltameter had been 
enrployed in the past to check the standard Board of Trade balance, 
and mentioned the good agreement which still existed. 

Prof. Rosa said that they should never again fix three quantities, 
as at Chicago, as Ohm’s law was exact and rigorous. He contended 
that the voltage of the cell at 20° C. should be defined and fixed, 
and that an uncertainty must be permitted in one value or the 
other; as the electro-chemical equivalent of silver was less often 
used, it should be in the figure 001118. 

Cells agreed with one another to a greater accuracy than they 
could be checked against the coulombmeter, and there was every 
reason to believe that cells would have the same E. M. F. year after 
year when set up. Even if the life were short, no difficulty would 
result. He quoted data to show that a certain batch of cells had 
settled down within five days; he expected they would remain 
good for two years or more, Although the mercurous sulphate 
might be prepared by various methods, cells would be rarely out by 
more than three parts in 100,000 from the mean value. The silver 
conlombmeter wus not a concrete standard; it was not portable, 
and it was laborious to compare cells with it. As to the choice 
between Clark and Weston, it was felt that the Clark might possibly 
be more stable. He thought it safe to take the Weston as quite 
constant to one part in 10,000, and that the hysteresis and tem- 
perature lag were very small. 

M. Eric Gérard said that, as representing one of the countries 
that had legalised the ampere, he would require to give his Govern- 
ment strong reasons in favour of a change, and no such reasons had 
been brought forward. 

After further discussion, Resolution V, “That the ampere is the 
second primary unit,” was put to tbe meeting; all the countries 
voted, and the resolution was carried by 19 to 4. 

Dr. Glazebrook then formally moved Resolution VI :— 

“The international ampere is the unvarying electric current 
which when passed through a solution of nitrate of silver in water, 
in accordance with the specification attached to these resolutions, 
deposits silver at the rate of 000111500 of a gramme per second.“ 
Prof. Warburg seconded this resolution. 

Prof. Lippmann moved an amendment that the international 
ampere shall be defined as 1/10 of the electromagnetic unit on the 
c G.s. system.” In favour of this, he pointed out that it would not 
compel laboratories to use the silver voltameter. 

Dr. Carhart seconded Prof. Lippmann's amendment, and Dr. 
Glazebrook stated that if the international ohm had been defined 
in terms of the с.с s. system, Prof. Lippmann’s amendment would 
have had his hearty support. 

The President said his sympathies were with the c.c.s. system, 
but that it would be inconsistent to have a C.G s. ampere and a 
mercury ohm. The amendment of Prof. Lippmann was then put 
to the meeting. All the countries voted; 2 for, and 21 against, 

and the President declared the amendment lost. 

The question аз to the exact figure for the electro-chemical 
equivalent of silver was unanimously referred to the Committee. 


Dr. Glazebrook then moved Resolution VII, that ‘The inter. 
national volt is the electrical pressure which, when steadily applied 
to a conductor whose resistance is one international ohm, will 
produce a current of one international ampere,” which was 
seconded by Prof. Warburg, and carried unanimously. 

The note on the Weston cell was referred to the Technical 
Committee. 

A reply was sent to the Prince of Wales's message, and the Con. 
ference adjourned till Friday. 


The first meeting of the Technical Committee was held on Tues- 
day, October 13th. 

Prof. Warburg proposed that Dr. Glazcbrook be chairman of the 
Technical Committee; this was seconded by Prof. Lippmann, and 
carried unanimously. De. Rosa's proposition was discussed, and, 
when put to the meeting, was negatived by 14 to 5, with one 
abstention. 

The specifications were then considered paragraph by paragraph. 

The following gentlemen were asked to form an informal sub- 
committee to consider the following points and to report to the 
Technical Committee on Thursday :—M. Benoit, Prof. Carhart, 
Dr. Jaeger, Dr. Lindeck, Dr. Rosa, Mr. Smith. 

Specification A. Mereury On. —Sball the ends of the tube be ‘lat 
or convex ? 

The value of the constant a in the formula for the resistance 
of the tube. 

Specification D. Deposition of Silver.—The necessity for limiting 
the amount of silver oeposited to 15 per cent. 

Speeitication C. Weston Cell.—'The correct value for the figure 
following the 8“ in the 1:018 for the voltage of the cell. 

How best to reconcile the proposed formula for the voltage of the 
cell and the Wolff formula, or which is the more accurate. 

The second meeting of the Committee was held on Wednerday 
afternoon, to consider the ext value to be taken for the electro- 
chemical equivalent of silver in Resolution VI, and the E.M F. to 
be assigned to the cadmium cell in the Note; and a third meeting 


took place on Thursday morning when an interim report was 
drawn up. 


The third meeting of the Conference was held on Friday, October 
16th, all the delegates being present except Prof. Threlfall. 

The Conference considered the interim report of the Technical 
Committee. 

Dr. Glazebrook, as chairman of the committee, moved, and it was 
agreed, That the Technical Committee be authorised to issue, as an 
appendix to the report, notes detailing the methods which have 
been adopted in the standardising laboratories of the varions 
countries to realise the international ohm and the international 
ampere and to set up the Weston normal cell." 

It was decided, on the recommendation of the Technical Com- 
mittee, not to alter the length of the mercury column iu the 
definition of the international ohm from 106.300 cm. to 1 metre. 

Dr. Glazebrook then stated that 1t had been referred to the 
Technical Committee to consider whether the two zeros following 
the 8 in the amount of silver deposited per second should be altered 
to any other figures, and if so, what figures. When the Tecbnical 
Committee came to consider this, considerable differences of opinion 
arose, and it had been thought better to refer the matter 
back toa plenary meeting of the Conference. The difficulty se med 
to be that the international units were not identical with the C.G.S. 
units. This difficulty would still remain if the international units 
were only defined to four figures. The Conference would bea 
failure, and would neglect to answer one of the important questions 
put to it, if it did not definitely fix the international unite. He 
submitted that a vote should be taken on Resolution VI. 

In reply to Mr. Trotter, the Secretary said that 13 delegates voted 
in favour of four figures being sufficient, and 7 against. 

Prof. Warburg supported Dr. Glazebrook, and seconded Кево- 
lution VI. 

Discussion followed as to whether the figure should be 07001118, 
000111800 or 0:00111820. The President said that Resolution VI : 
—“ The international ampere is the unvaryiog electric current 
which, when passed through a solution of nitrate of silver in water, 
in accordance with the specification attached to these resolutions, 
deposits silver at the rate of 0700111800 of a gramme per gecond, 
was proposed and seconded and before the meeting: 21 countries 
voted in favour of the resolution, and three, namely, France, Italy 
and Canada, against the resolution, out of 24 countries present an 
voting. . 

The Conference next considered Resolution II, and it was 
resolved that the words “for purposes of trade and commerce 
should be deleted, and the words for the purpose of electrical 
measurements and as a basis for legislation“ be substituted, the 
resolution then reading: “ Ав a system of units representing the 
above and sufficiently near to them to be adopted for the purpose 
of electrical measurements and аз а basis for legislation, the Con- 
fcrence recommends the adoption of the international obm, the 
international ampere and the international volt detined according 
to the following definitions." 

Twenty-one countries voted in favour of Resolution Il, and 
three, America, Belgium and France, against; 24 countries being 
present and voting. : 

Dr. Glazebrook then proposed to add an additional resolution Wi 
“That the ohm is the first primary unit," and it was accepte 
unanimously. 

Tbe Conference proceeded to consider the steps necessary to 
secure uniformity of the standards in future. 1 

Prof. Warburg moved “ That the Couference approves general 7 
the draft scheme to establish a permanent commission to d 
uniformity of administration in relation to electrical upits АП 
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standards in the future. The Conference refers the draft scheme to 
the Technical Committee to consider details and to nominate the 


first members of the Commission.” 
After some discussion this was agreed to, and the meeting 


adjourned to Monday, October 19tb. 


€(—————— BÓ 


LEGAL. 


„ British WESTINGHOUSE Co. v. Mersey Rarrway Co. 


Тнк Lord Chief Justice, in giving judgment, dealt first with the 
disputed point as to tbe right of the Mereey Co. to form a renewal 


fund to which they claimed to be entitled to allocate a certain sum 


half-yearly. The company sovght to justify this on the ground that 
it was a prudent and necessary thing to do, and that the fund was 
authorised by the words of the contract. He thought the conten- 
tion of the company could not be sustained. What the agreement 
authorised was the deduction from the gross revenue of all “ fair and 
proper working expenses, establishment charges and all such other 
expenses as have hitberto been £o cbarged in the company's accounts 
against gross revenue." He thought it was going too far to say that 
those words authorised the deduction from the gross revenue of 
sums to be allocated to a renewal account. To authorise such 
deductions in favour of a renewal account, however wise and 
prudent, would require special words in the contract, and he agreed 
with the umpire that the right to make these deductions 
did not arise under the words "working expenses.” This point, 
therefore, must be decided in favour of the contractors. The 
second point was the question of set-off. The umpire held that 
there was nothing to exclude the contractors from availing them- 
selves of the ordinary rules as to set-off, and he saw no reason to 
disagree with the umpire. The contractors were bound under the 
contract to pay certain sums as certified by accountants to the 
Mersey Co. for the payment of debenture interest, but the 
supply of goods or materials to the Mersey Co. was entirely outside 
the contract, and he could see notbing in law to preventing the con- 
tractors from setting off the price of those goods against the pay- 
ments. That point also must, therefore, be decided in favour of 
the contractors. The third point was whether the company was 
entitled to damages for the non-payment of certain half- 
yearly payments which ought to have been made under the 
contract, and the non-payment of wbich made it necessary for the 
company to obtain the money elsewhere. In bis opinion, the 
Mersey Co. were entitled to damages in regard to this failure to 
make these payments. The result was that, in his opinion, the 
contractors were entitled to succeed on the first two points and the 
Mersey Co. on the third. 

MR. JusricE BiaHAw and Mr. Justice WALTON concurred, and 
the case was remitted back to umpire accordingly. 


GEIPEL AND ANOTHER v. RUSSELL AND ANOTHER. 


Ox Thursday, October 15th, in the King’s Bench Division, before 
Mr. Justice Ridley and a special jury, the hearing was commenced 
of an action by Messrs. Geipel & Lange, electrical engineers, of the 
Valcan Works, 72a, St. Thomas Strect, Southwark, against Mr. R. 
Russell, trading as R. itussell & Co., of Dryad Street, Felsham 
Road, Putney, and Mr. R. Emerson, of Sutton Court, Chiswick. 
Plaintiffs claimed against Mr. Emerson, as acceptor, and Mr. 
Russell, as drawer, of two bills of exchange for £50 each, dated 
respectively March 26th and 29th, 1907, and payable four and six 
months after date, alleged to have been given for certain electric 
wiring. Plaintiffs also claimed £79 148. 7d., balance of goods 
sold and delivered. 

Defendants’ case was that the plaintiffs were dealers in wiring 
apparatus for electric lighting, and the goods bought from them 
were sold on the condition or warranty that the wiring should be 
what was known as 600-megohm grade, merchantable and fit to be 
used for electrical purposes. The wiring was used by the defen- 
dants for the purpose of fulfilling certain contracts for the wiring of 
houses on the New Estate, Barnes. Defendants' allegation was 
fhat the wiring was defective, and tbat the plaintiffs were not 
entitled to payment. In consequence, it was alleged that a con- 
tract for the wiring of 300 houses on the same estate, and on 
Wbich there would have been a protit of £1,200, was lost. 

Plaintiffs denied that the wiring was sold on the condition or 
warranty that it would be of a certain standard quality. 

Mr. Wm, GEIPEL, examined, said he was an electrical engineer, 
and it was part of bis business to supply cable for electric wiring 
as well as electric fittings. There were three qualities of wiring 
sold by him, and they were known as 300 m., 600 m. and 2,500 m., 
which represented the degree of insulation resistance. India- 
rubber was the substance used for insulation. None of the men in 
his employment had authority to make any promise as to warranty, 
and there was no suggestion made that there had been a warranty 
until the affidavits were filed. 

‚ Мв, SALTRICE, plaintitffa! manager, said the wiring was sold as a 
Job lot. It was bought from sample and purchased as a job lot. 
Witnees never said that if the wiring was not of a certain standard 
quality he would make good the loss. The sum of 9s. 6d. or 10s. 6d. 
per point would be a fair price for wiring. He thought it would 
impossible to make a profit by making the price 5s. per point. 


Several other witnesses who are in the employment of plaintiff 
having been called, i 

His Lorgpsarr held that there was no case against Mr. Emerson, 
and he dismissed the action as against him. 

Мв. CowPToN-BMiTB, counsel for Mr. Russell, in opening the 
defence, said there was no complaint so far as he knew against Mr. 
Russell in reference to the way he had conducted his financial 
operations during the great number of years he bad dealt with the 
plaintiffs. The result of purchasing the wire was tbat his client 
had lost an extremely valuable contract in addition to the wiring of 
308jhouses in the neighbourhood of Barnes. It was when the tenants 
ке the wired houses that the complaints were addressed to Mr. 

ugsell. 

Мв. Rost. RussELL (defendant) was then examined, and stated 
that he was an electrical engineer. After the wiring of houses at 
Barnes, and after they had been tenanted, complainte came to him 
continually. He wired an estate of houses at Merton, and he had 
complaints from the tenants there also. 

Further evidence having been given for the defence as to the 
conditions under which the goods were purchased, the jury found 
for the plaintiffs for £141 10s. 


WOLVERHAMPTON CORBPOBATION v. GRAISELEY{ FOUNDRY Co. 


Ат Wolverhampton Police Court on Saturday, the Graiseley 
Foundry Co., Ltd., Hallett’s Row, were summoned for the non- 
payment of £14 78. 5d. for the supply of electricity and fittings and 
the hire of a motor. The account, it was understood, ran from 
January 3rd to June 26th. It was elicited by the ex-Mayor, who 
was the presiding magistrate, that the defendants’ lift account was 
still owing, whereupon the ex-Mayor remarked that he did not 
think the Electricity Committee of the Corporation were doing 
their duty in giving so much credit. An order was made for the 
payment of the amount forthwith. 


Тнв TRACTION CORPORATION AND ROBERT BROWN v. SAMUEL 
GREEN BENNETT. 


In this case which came before Mr. Justice Parker in the Ohancery 
Division on Monday, the plaintiffs sought a declaration and other 


‚ relief in respect of a patent taken out by the defendant, a draughts- 


man, at Chesterfield. 
By their pleading plaintiffs asked for a declaration that the 


patent taken out by the defendant in October, 1905, in reference to 
a horizontal lever for surface contact, was in fraudulent prejudice 
of the plaintiffs’ rights, and that the patent was bad by reason 
of disconformity between the provisional and complete specifica- 
tion, and for an injunction to restrain the defendant from in any 
way dealing with the patent; plaintiffs also claimed damages. 

Мв. Wa tron, K. C., for the defence, took the preliminary objec- 
tion that the action must fail, as plaintiffs had not asked for 
rectification, and they could not do so without the fiat of the 
Attorney-General. 

Мв. Simpson, for the plaintiffs, said that all he wanted 
was a declaration that the patent was in prejudice of the plaintiffs’ 
rights. On July 25th plaintiffs patented a horizontal level for 
surface contact; on August 12th defendant completed a full size 
drawing of it in which the horizontal lever was shown, and on 
October 14th filed his complete specification which contained the 
horizontal lever, though the provisional specification did not. 

His Logpsuip said that the action must fail. Fradulent pre- 
judice of a plaintiff's rights was a well-known ground for revocation, 
but circumstances which gave a right to revocation did not arise on 
the present statement of claim. The declaration he was asked to 
make would not give any right of relief at all. Plaintiffs admitted 
that they could not ask for an injunction, and he could not grant 
damages, and there was no allegation of fraud at commonlaw. He 
therefore dismissed the action with costa. 


PARLIAMENTARY. 


N 
London Electric Supply Bill. 


IN the House of Commons on Monday, it was moved, on 
the second reading of the above Bill, that it be an instruction to 
the Committee to which the Bill is referred, that they have power 
to insert a provision constituting the London County Council the 
purchasing authority on equitable terms, and, further, that existing 
purchasing authorities or any other persons affected by such a pro- 
vision shall be entitled to be heard before the Committee upon any 
petition presented not later than October 22nd. 

Mn. T. Топон had given notice to move that the word “ equit- 
able" be left out, and that after the word “terms” the following 
be inserted :—“ Under which within six months of 21 years from 
the passing of the Act, and within six months after the expiration 
of every subsequent period of seven years, the Council may require 
the company to sell, and thereupon the company shall sel) to them 
their undertaking upon terms of paying the then value (exclusive 
of any allowance for past or future profits of the undertaking or 
any compensation for any compulsory sale or other consideration 
whatsoever) of the undertaking and all lands, buildings, works, 
materials and plant of the company suitable to and used by them 
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for the purpose of their undertaking, such value to be, in case of 
difference, determined by an engineer or other fit person nominated 
as referee by the Board of Trade on the application of either 
party.” 


Мв. Ттмотнү Daves also gave notice to move the following 


after second reading :—'' That it be an instruction to the Committee 


to which the Bill is referred to insert a clause making it clear (1) 
tbat the companies shall not be entitled, in the event of the pur- 
chase of their undertakings, to any additional sum by reason of 
the exercise of the powers by this Act authorising agreements 
between the ssid companies for mutual assistance or association ; 
and (2) that the companies shall not be entitled, in the event of 
the purchase of their undertakings, to any sum in respect of any 
loss occasioned by severance from such undertakings of any mains 
or works laid or constructed under the provisions of this Act." 

The discussion took place in the House of Commons on Monday 
night. Sir H. Kearley, Parliamentary Secretary to the Board of 
Trade, moved the instruction given above. Mr. Rowlands moved 
an amendment to confer the purchasing powers upon a central 
authority composed of representatives of municipal electricity 
authorities within the area of the Bill. He raised very strong 
objection to the L. C. C. controlling a large area wherein municipal 
authorities already had their own supply. Why should Essex and 
Middlesex, as well as large parts of Kent and Surrey, be unrepre- 
sented? Mr. Whitehead seconded the amendment, and, after die- 
cussion, it was rejected by 174 votes against 86. Mr. Lough attacked 
the Government for allowing private promoters to interfere with the 
existing municipal supplies. After Mr. Ohurchill had replied, 
further remarks were offered, and Mr. Churchill then moved the 
closure. This was carried by the narrow majority of 9 (153 to 144). 
Subsequently the instruction was approved by 212 votes to 79, a 


majority of 133. 


London Traffic.—In the "Parliamentary Papers," Mr. Carr 
Gomm asks the Prime Minister whether the Government will 
be able to deal with the question of London traffic during the coming 
winter; whether the special branch of the Board of Trade has 
presented its report on this matter; and whether the Government 
will eet apart a grant for widening the London streets and improv- 
ing the means of communication in connection with its proposals 
for the relief of unemployment in London. Mr. Asquith replies 
that he understands that the London Traffic Branch of the Board of 
Trade has presented its report to the Board, and that it will shortly 
be laid upon the table of the House. He cannot hold out any hope 
that legislation dealing with London traffic can be enacted during 
the present session. 


BUSINESS NOTES. 


Consular Notes.—lTaALY.—The Austrian Consul at 
Ancona, in a recent report, states that at Mazzano, on the Tronto, 
electrical works of 1,500 н.г. have been erected which are to be 
used for industrial and lighting purposes at Acquasanta, and to 
supply electrical energy to Ascoli Piceno and all the townships on 
the lower Tronto; an application has been made for permission to 
appropriate further power from the Tronto wbich will be used for 
traction purposes on the Ascoli-Teramo tramway. Another clectrical 
station has been erected in Arquata del Tronto, near Capodacqua, to 
supply power for small industries, whilst the Societa Industriale 
Italiana propose to erect a station of 24,000 н.р. between 
Arquata and Acquasanta to supply power to an electro-chemical 
establishment. 

The British Consul at Florence reports that the Valdamo 
Mining and Electrical Co., with a capital of £240,000, works some 
extensive lignite mines in the commune of Cavriglia, and large 
electric works have recently been erected for the purpose of using 
their own coal as fuel for the production of electrical power to be 
distributed for lighting, &c., to the neighbouring cities. Electrical 
eucrgy will be conveyed to Florence, Prato, Siena and Arezzo by 
means of cables, which are now being laid. The current is to be 
transmitted at 33,000 volts pressure. The machinery has 
been partly supplied by the Westinghouse Co. and partly by 
German firms; the engines, &., are of Italian manufacture. 
Its output of lignite is at present about 180,000 tons. There is a 
briquette factory adjoining. These works when complete and in 
full work, will hold one of the foremost positions in this branch of 
industry in Italy. 

The British Vice-Consul st Elba reports that as an annexe to 
the Elba works at Portoferraio, an electric furnace for the produc- 
tion of calcium carbide will be driven by the power obtained from 
the central electric station above mentioned, and the valusble 
limestone deposits in the island will furnish excellent raw material 
for the manufacture. With the intention of utilising the electric 
power of the Elba works, a project has been mooted to lay 
an electric tramway line connecting Portoferraio with the mining 
centres of Calamita and Terranova. The line is to traverse the 
townships of Portolongone and Rio Marina, with the object of 
transporting the ore raised in those centres, establishing also a 
passenger service between tbe several towns and villages. Whilst 
no doubt can prevail as to the advantages of the proposed pas- 
genger service, it remains an open question whether ore ean be 
handled profitably by rail, it being borne in mind that the pro- 
ducing mines and the consuming works both lie on the seaboard. 


Cuma.—The Austro-Hungarian Consul at Shanghai reports that 
the imports of machines and parte thereof in 1907 showed an 
increase. Deliveries for all kinds of plants and works, for Govern- 
ment arsenals and shipyards, and for large and small technical 
establishments which public and private parties have recently 
called into being, have caused an increase in the importation of 
these goods from year to year. The imports of machines and 
accessories in 1907, amounted to 23,806,510 fr. as against 
23,631,701 fr. in 1906, and 21,155,545 fr. in 1905. Of tbe imports 
in 1907, 8,600,836 fr. were from the United Kingdom, 5,644 052 fr. 
from Germany, 4,941,388 fr. from the United States, 2,149,221 fr. from 
Hong Kong, 1,865.424 fr. from Japan, 400,514 fr. from Belgium, 
117,943 fr. from Holland, and 10,576 fr. from Austria-Hungary. 
An increase was also shown in the imports of railway material, i,. 
locomotives, trucks, &c., excluding rails. The imports in tbis class 
amounted to 52,370,000 fr. in 1907, as against 47,132,000 fr. in 
1906, and 27,771,000 fr. in 1905. Of the imports in 1907, 
13,368,725 fr. were from the United Kingdom, 11,498,566 fr. from 
America, 11,000,118 fr. from Belgium, 8,926,405 fr. from Japan, 
3,178,088 fr. from Hong Kong, 1,139,494 fr. from Germany. 
Electrical machines and installation materials were imported to 
a value of 4,673,744 fr. in 1907, as against 3,767,050 fr. 
in 1906 and 1,983,586 fr. in 1905. The imports in 1907 from 
countries were, Belgium 1,489,234 fr., United Kingdom 1,203,429 fr., 
Germany 860,331 fr, Japan 494,509 fr., Hong Kong 268,284 fr., 
United States, 221,821 fr., Austria-Hungary 3,034 fr. Telegraph 
apparatus and accessories (Morse telegraph apparatus with telegraph 
wires, Leclanché cells, &c.,) were imported to a value of 1,107,126 
fr, in 1907, as compared with 2,304,777 fr. in 1906 and 2,548,030 fr. 
in 1905. Of the imports in 1907, 627,671 fr. were from the United 
Kingdom, 285,420 fr. from Japan, 266,500 fr. from Germany, 
135,178 fr. from the United States, 73,084 fr. from Belgium, 42,245 fr. 
from Denmark, 462 fr. from Austria-Hungary. Complete machinery 
plants for the establishment of new undertakings were chiefly 
imported from abroad. These included plante for cotton spinning 
mills, silk mills, wheat milling, oil works, rice hulling works, paper 
works, and electrical and hydraulic works. 

CoBEA.— The British Consul at Chemulpo reports that , the 
Chemulpo Electric Oo. proposes to construct an electric tramway 
to run past the jetty of the General Foreign Settlement to various 
parte of the Japanese Settlement and outside districts. 

SPAIN.—The British Consul at Gijon reports that a large electric 
tip, erected at a heavy cost, has already begun to work in the port 
of Musel. It ів not advisable аз yet to hazard a statement as (0 
the capacity. of this tip, and alterations are already talked of as being 
necessary. The coal and minerals are tipped from the railway 
trucks into hoppers, which shoot their contente into large buckete 
carried on electric trolleys running on the low-level, whicb, on 
arrival at the ship’s side, are picked up by a crane or transporter 
with a horizontal jib or arm, and carried over the ship's hatches. 
Another loading tip is in course of construction, which is of a more 
simple kind, as it will shoot the coal direct into the sbip's hold. 
It is expected to be ready for operating at the end of 1908. 

Товкку.—ТһҺе British Consul at Salonica reports tbat a newly 
established electric tramway has taken the place of the hore uem 
tramway which previously existed. The rolling stock, importe 
from the United States, consists of 25 cars costing £720 each. 2 
are long and lofty, are lighted by electricity, and accommodate p 
persons, including those standing on the platforms outside. р 
large generating station has also been built to supply 
energy to the cars by the overhead trolley system. The electric 
tramway service of Salonica, as well as the horse-drawn 
tramway which preceded it. is due to Belgian enterprise, à 
is also the water company. It remains to be seen whether, electric 
light will be installed by the municipality or by private persons, 
who seem to be deterred by fear of the heavy initial expenditure. 


Floor Lifter.—The Ajax floor lifter is а handy us 
tool, which will pack into any tool bag. It will take up the А 
obstinate Hoor board more quickly than is possible by ару. othe 
means, and without noise, and the boards are not damaged in aby 


THE Ajax FLOOR LIFTER. 


way, as the holes made by the screws practically close р ч 
when the screws are withdrawn. A small plug of woo eee 
used with advantage to finish off. The utility of this tool En е жо 
in obviating a difficult and untidy job is apparent to be 
have had to do without it; its mode of application "n Iborongh 
obvious. The inventor is Мв. W. Н. Morr, of 10, Mar 

Road, Old Kent] Road, S. E. 
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Book Notices.— Reinforced Concrete and the Kahn 
Trussed Bar.— We have received from the Trussed Concrete Steel 
Co., Caxton House, S. W., the second edition of their handbook on 
reinforced concrete, which forms & valuable aid to the engineer 
engaged in the design and construction of works employing this 
system. The Kahn trussed bar consists of a steel section with 
wings, as shown in the figure; the wings are sheared and bent up 
so as to form stirrups, rigidly connected to the main tension rod, 
except at the centre, where the web is left intact, во as to provide 
an additional reinforcement at the point of maximum stress. The 


KAHN TRUSSEO GAR. 


simplicity and convenience of this form of reinforcement are 


obvious; the concrete is reinforced not only in the horizontal, but: 


also in the vertical, plane, approximately at right angles to the 
planes of rupture, and the reinforcement is efficiently distributed, 
while tbe main member is rigidly attached both to the shear 
members and to the body of the concrete. The Kahn system has 
been applied to a great number of structures, of which numerous 
and varied examples are reproduced in the form of half-tones in 
the handbook. The latter, however, is not a mere trade pamphlet ; 
it contains a well-written exposé of the theory of reinforced concrete 
work, with curves, diagrams and tables intended to facilitate the 
process of designing beams, floors, columns &c., in this material. 
Specifications for reinforced concrete are included, together with 
tables showing 8afe loads, and notes on erection. Numerous refer- 
ences are given to other works published by the company on 
special points. There has been iu the past a good deal of vagueness 
and lack of confidence in the mode of design employed in connec- 
tion with reinforced concrete, and while many structures have 
probably been endowed with altogether excessive strength, a few 
have failed; the guiding principle of sound engineering design, 
tbat the maximum strength shall be provided at the minimum cost 
of material and labour, has not been capable of realisation. We 
welcome this book, therefore, as a valuable aid towards that ideal. 
Fowler's Mechanics’ and Machinists’ Pocket Book and Diary, 1909. 
Edited by W. H. Fowler. Manchester: Scientific Publishing Co. 
Price 6d. net.— This is a new pocket-book, and has been brought out 
even earlier in the year than the usual crop of pccket-books that 
we expect by and by. The editor admits that mechanical engineers, 
draughtsmen and designers are pretty well equipped with cheap 
and excellent books of reference ; but this is intended for the man 
in the workshop, and may be found of value, not only to the work- 
man, but also to his superiors. Its contents may beguessed pretty 
accurately : Tables, properties of materials, machine-tool design—a 
useful and novel section—metal-cutting tools and high-speed steels, 
shop practice, &c., and they appear to be fully up to the standard 
of the companion works issued from the same source. Further 
commendation is unnecessary. 
“Institution of Electrical Engineers’ List of Members, &c., 1908.” 
London: The Institution. 
“ Molesworth's Pocket-Book of Engineering Formule.” Twenty- 
Sixth edition. London: E. & F. N. Spon. 1908. Price 58. net. 
" Heat for Engineers." By C. R. Darling. London: E. & F. N. 


Spon, 1.68. 1908. Price 12s. 6d. net. | 

Annuaire pour ГАп, 1909." Paris: Gauthier-Villars. 1908. 
Price 1 fr. 50. 

“The Mechanical World Electrical Pocket- Book, 1909.” Man- 
chester: Emmott & Co. 1908. Price 6d. net. 

" The Proper Distribution of the Expense Burden.” By A. II. 


Church. London: Angimering Magazine. 1908. 

„Alternating Currents Simply Explained." By A. W. Marshall. 
Model Enyinecr series, No. 33. London: P. Marshall & Co. 1908. 
Price 6d. net. 

" Dynamo- Electric Machinery." 
eliam London: Cambridge University Press. 

8. net. 


By C. E. Ashford & E. W. E. 
1908. Price 


Catalogues and Lists.—Messrs, ALFRED HERBERT, 
Lro., Coventry.—Sixth edition of their catalogue ('* A ” section) of 
horizontal and vertical milling machines. It consists of 118 pages, 
finely illustrated, and well arranged as usual, Among the various 
machines included are two new sizes—No. 3 horizontal milling 
machine, 21 in. x 17 in. x 16 in.— a medium-sized machine 
possessing the power and rigidity requisite for taking heavy cuts 
with high-speed steel cutters; and the No. 5 patent vertical drilling 
machine, 48 in. x 18 in. x 26 in, with single pulley drive. 
Attachments and accessories occupy a number of pages, and others 
are devoted to a description of milling machine operations. 

Messrs. JouNsoN & PHILLIPS, LTD., Charlton, Kent.—Two new 
price lists just issued. One deals with single and three-phase 
transformers of air or oil-cooled type. Prices are given for the 
air-cooled transformers in single-phase up to 50 k. v. A., and in the 
three-phase up to 75 k. v. A., and for the oil-cooled transformers, 
single-phase type, up to 150 K. v. A., and in the three-phase type up 
to 225 к.у л, The other list deals with various types of ammeters 
and voltmeters; prices are given for ammeters and voltmeters of 
the permanent magnet moving-coil type both in iron cases, and in 
tector and edgewise patterns, and also in a portable type. Hot- 
‘wire ammeters and voltmeters are priced, both in round iron cases 
and in the portable type. Spring-controlled dead-beat moving 
iron ammeters and voltmeters are listed, both in iron cases and in 
sector pattern cases. 


Mxssgs. Heenan & Fnoupm, LTD». Worcester Engineering 
Works, Worcester.—Catalogue No. 22, in which the firm give a 
very fully illustrated description of the Foster patent superheater, 
of which they are the sole makers outside the U. S.A. 

UNION ELROTRIC Co., LTD., London, 8.E. — List No. 6,020 
(sections 1, 2 and 3), in which in the course of some 38 pages are 
given illustrated descriptions, with diagrams-and prices, of Fortiter 
resistance apparatus. 

British THomson-Hovuston Co., Lrp., Ragby.—Pamphlets Nos. 
211 and 212 in their standard form—the former describing their 
1,000-kw. size horizontal shaft type Curtis steam turbine; the 
latter dealing more fully with the Curtis vertical steam turbines. 

THE Praivats TELEPHONE Co., LTD., 27, Chancery Lane, W.C 
Ibis company has sent us a copy of a new catalogue of private 
telephone instruments for home, office and factory use, also some 
popular leaflets relating to telephones for home and business pur- 
poses. The company are specially engaged in contracting work 
for telephone installations, a special point being made of sub- 
contracting for the telephone portions of electrical contracte. They 
are at present installing a 40-point automatic intercommunicating 
telephone service for the General Motor-Cab Co. at their new 
garage at Kennington. | 

Merssks. ENGINEERING INSTRUMENTS, LTD., 2728, Upper Street, 
Islington, N.—Leaflet describing, illustrating and pricing their 
“ Direkton " continuous-current automatic motor starter. 

Авмоврост MANUFACTURING Ca, 1тр., Farringdon Avenue, 
E.C.— New 12-paze price list of Gral” metallic-filament lamps, 
which they claim are small and neat, will burn in any position 
without appreciable Bag, and are less fragile than other wire lamps. 
The Gral" lamp is listed of 20-0. p. capacity for 100 volta, and of 


. Евамсо-Ввітізн ELECTRICAL CO., 994, Charing Cross Road, 
W.C.—Bmall booklet relating to their Franco” patent electric 
signs, 

Messrs. Sıemens Bros. & Co., LTD., London. — An effective 
show-card, more dignified than sensational, has been issued by this 
firm drawing attention to its electric batteries for bell and tele- 
phone work, motor-car ignition, &c. 

Messrs. J. MusanavB & Sons, Lro., Bolton.—The firm has 
issued to its friends a handy little vest-pocket stamp and card case, 
with calendar for 1909, also Mr. Geipel's Engineering Tables, and 
an insurance policy. . 


Natal.— Natal Government ів going to borrow £500,000 
for railway, harbour, telegraph, and other public works. 


River Plate.—The Argentine Senate has approved ‘an 
pomar of $98,000 for new telegraph lines in the Province of 
ta Fe. 


Fire.—On Wednesday morning last week a fire broke out 
at the premises of Mr. Edward Leach, electrical engineer, 27, 
Church Walks, Llandudno. Considerable damage was done to the 
goods stored in the basement. | 


Excursion to Franco-British Exhibition.— Last 
Saturday week 400 employés of Messrs. Bullers, Ltd., came up from 
Stoke for an excursion to the Franco- British Exhibition. Mr. J. W. 
Harris, managing director, and Mr. G. Н. Harris, met the party at 
the Exhibition, where luncheon was served. 


Dissolutions and  Liquidations. — Mica BoiLer 
CovEnRINa Co., Lrp.—Meetings of creditors and contribatories are 
to be held on November 3rd at 11.30 and 12.30 o'clock, at 33, Carey 
Street, W.C. 


Electric Crane Contract.—Messrs. BUTTERS. BROS. 
AND Co., Glasgow, have secured an order for a special heavy electric 
travelling derrick crane for an English Corporation. 


Exhibition Award.— We are informed that the Cox- 
BINATION METALLIC PAcxiNG Co., Lrp., of Gateshead-on-Tyne, have 
been awarded a Gold Metal and Diploma at a special exhibition in 
Russia. The firm secured the highest awards at Milan in 1906, and 
now again at Moscow in 1908. 


Foreign Contracts.—Mxssus. W. H. Barney & Co., 
Lrp., have received a repeat order from the Japanese Govern- 
ment for three tide recorders which are intended to be fixed 
on the coast of Japan. Each of these recorders will auto- 
graphically record on a weekly diagram the fluctuations in the tide 
levels up to 25 ft. The diagram measures 26 in. х 43 in. The 
diagram drum is driven by & strong eight-day clock movement, 
fitted with a 12-in. diameter dial. They are also about to deliver an 
air compressor to deal with 350 cb. ft. of free air per minute for a 
coal company in India, for working coal-cutting machinery. The 
firm were awarded three gold medals at the Franco-British 
Exhibition. 


Bankruptcy Proceedings.—ERNEsT GoacueER, elec- 
trical engineer and ironmonger, Gateford Road, Worksop.— 
November 4th is the last day for the receipt of proofs for intended 
dividend by J. C. Clegg, trustee, Figtree Lane, Sheffield. 


The Development of Palestine. — Mr. D. M. 
Pedrides, writing from Jaffa, Palestine, under date September 27th, 
1908, to our contemporary Engineering, says:“ I am quite surprised 
that up till this date nothing has been contributed to your valuable 
paper concerning the great new era now opening inthis country for 
different engineering works' enterprises. I may point out to 

Carbon Lamps.—We understand that in spite of the 
competition of the wire lamps, the carbon filament is still going 
strong; the sales of Sunbeam carbon lamps for September lust 
exceeded those of previous years, 


.40-с.р. capacity for 200 volts. 


| 
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your readers that this country is in the infancy of its development, 
und much capital can be invested with all security with the present 
Government, which will prove beneficial to the English capitalists 
and to the development of the country. I may give some hints of 
such enterprises which may interest some of -your readers. 
Petroleum, carboniferous sbales of great commercial value, bitumen, 
mineral spring waters of excellent qualities, land irrigations of 
extensive value, electric trams, and machinery, motor-cars, and 
industrial machinery of every description. Ten years ago a firm 
started in Jaffa, Palestine, with the name Anglo-Palestine 
Engineering and Trading Co., with the sole aim to develop the 
British industry, and it is surprising how much good has been done 
in this direction. I understand that this same company will be 
glad to give free any information about different enterprises con- 
cerning this country." 


Trade Announcements.—Messrs. Hogan & Wardrop, 
of Gloucester Mansions, Charing Cross Road, London, have 
appointed Messrs. JAMES GRAY & Co., of St. Vincent Street, 
Glasgow, agents for Scotland for their E.M.I. fans and small 
motors, and Messrs. Јони Roserts & Co., of Market Street, 
Manchester, for the County of Lancashire. . 

Tue British WxsriNGHOUSE ÉLECTBIO AND MANUFACTURING 
Co. LTD., announce that Cooper-Hewitt mercury vapour lamps, 
hitherto manufactured in France and Germany, are now being 
manufactured in England for sale direct to users and the trade. 
Inquiries should be addressed as heretofore to the British Westing- 
house Co. at Trafford Park, Manchester, or any of their branch 
offices. 

The Manchester branch of the IN DIA-RUBBER, GUTTA PERCHA, AND 
TELEGRAPH Works, Co., LTD., is now at 16, John Dalton Street, 
dar а large assorted stock of their various manufactures will be 

ept. 

Messrs. Phillips & Co., of Eindhoven (Holland), announce that 
Мв. A. J. BAKKEB, who has been their commercial manager for many 
years, has been authorised to sign for the firm by procuration. 


Storage of Electricity.—Tue * D.P.” BATTERY Co., 
Lro., of Bakewell, send us the following figures as an example of 
the saving resulting from the installation of one of their batteries 
after a station had been erected and running some years. The 
comparison of working has been furnished by the electrical 
engineer-in-Ccbarge. A Diesel oil engine was the motive power, 
baving a guaranteed consumption of 468 lb. per B.H.P.-hour at 
three-quarter load. Tae following figures show the actual working 
results :— 

November, 1906.—10'2 units were generated per gallon without 

battery. В 


November, 1907.—12:3 units were generated per gallon with : 


battery. | 
Thus the installation of the battery resulted in an increase of 20 
per cent. in the output on the same consumption of fuel. 


November, 1906... Total units generated = 24,628 | Without 
Lb. of oil consumed = 22,718 | battery. 

November, 1907... Total units generated = 1 With 
Lb. of oil consumed = 18,198 J battery. 


Thus the consumption of fuel was reduced by 24 per cent. on prac- 
tically the same load. The fuel consumption on the average of 
four months’ working, viz, November to February inclusive, 
was :— 

580 lb. per B.H.P.-hour without battery. 

474 lb. per B.H.P.-hour with battery. 


The reduction in the average consumption thus shown is 22:15 per 
cent. In addition to the economy of fuel, the installing of a 
battery is followed by a reduction in the wages sheet, stores 
supply, &c., and in the case of a fluctuating load the initial outlay 
can be considerably reduced by the equalising of the load by means 
of a battery. 


LIGHTING and POWER NOTES. 


Aberdeen.—The recently installed 6, 600-volt three- 
phase transmission to the Cults electrical station, was brought into 
use on Thursday last week. It will be remembered that the T.C. 
lately acquired the Deeside and district electricity undertaking, 
which it was agreed should be supplied from the Corporation power 
station at Ferryhill. Two 100-xw. motor-generators have been 
installed at the main station, and these supply through static trans- 
formers and 50-Kw. motor generators, the Cults network. The 
Brush Co. supplied the motor-generators, and Messrs. Ferranti the 
H.T. switchgear, which is of the modern cellular type. The 
B.I. & H. Co. supplied al! the cables; and the cost of the work has 
been between £6,000 and £7,000. 


Acton.—The L.G.B. has informed the Committee that it 
confirms the decision of the auditor in surcharging two members of 
the Council who signed the order on the bank for the payment of 
£10 to the electrical engineer, as an honorarium in respect of extra 
services rendered at the Electrical Exhibition, but on this occasion 
the Board exercised its equitable right, and had decided that it was 
an amount which should be fairly and equitably remitted. 


Ashton-under-Lyne.—The В. of G. has sealed an agree- 
ment with the T.C. for the supply of electricity for lighting the 
hospital, 


Barnstaple.—By eight votes to two the T.C. has rejected 
a proposal that the charge for the supply of electricity for public 
lighting shall not exceed the rate charged to other large consumers 
for lighting purposes, and that the Lighting Сог. іббее be requested 
to draw up a system of charges in conformity with this resolution.” 
In committee, a motion to reduce the charge for public lighting from 
41d. to 34d. per unit was rejected. 


Barrow-in-Farness.—The financial result of the eles- 
tricity works for the yesr ending March 31st last sbows a deficit of 
£791. This is attributed to an increase of 25 per cent. in the price 
paid for coal and the increase of £375 in capital charges upon plant, 
&c., which is only partially employed. The gross profit on the year's 
working was £5,988, interest on loans £3,240, and contribution 
to sinking fund £3,539. The electrical engineer, in his report, 
states that the plant at present installed at the works would be 
capable, with a comparatively small additional expenditure upon 
mains, of dealing with an increased demand of 30 per cent, 
whereas an increase of 10 per cent. in the output at the existing 
average price would be sufficient to enable the undertaking to meet 
all charges. The sanction of the L.G.B. has been obtained to the 
borrowing of a further sum of £5,000 for maine, services, 
meters, &c. 


Belturbet.—The Urban Council has signed an agree- 
ment with the Belturbet Lighting Co. for the lighting of the 
streets by electricity. The company ів to supply 50 lamps of 50 ср. 


each, with poles, wiring, &c., from September to May each season 
at £64 per annum. 


Birmingham.—4At a recent meeting of the Electric 
Supply Committee, it was reported that the sale of energy for 
private lighting and power during the September quarter showed 
an increase of 39 per cent., compared with the corresponding 
quarter last year, the increase for tramway supply being 74 per 


cent. Some 335 motors are on hire, compared with 197 last year 
at this time. 


Clitheroe.—In order to ascertain the probable number of 
consumers of electricity, the T.C. is having the town canvassed. If 
the results are satisfactory, plant will be installed at the gas works 
at an outlay of between £3,000 and £5,000. 


‘ookstown.—A recent meeting of the Urban Council 
discussed a letter from Messrs. Miller, Wilson & Pegg, in regard to 
electric lighting in the town, avd it was suggested that a member of 
the firm should interview the Council. 


‚ Droylsden.—The T.C. on Friday passed a resolution 
to apply to Manchester T.C. urging the Electricity Committee to 
immediately comply with the terms of the agreement entered into 


some years ago by which the Manchester authority were to supply 
electricity in Droylsden. i 


Dundee.—After comparative tests of electric light and 
gas at Hilltown, an important district of tbe city, the Public 
Lighting Committee recommends that the electric light be adopted. 


Glasgow.—The question of substituting metallic-filament 
for carbon · filament lamps in the lighting of the Municipal Buildings 
and sanitary chambers, the savings being estimated at £88 and £30 
per annum respectively, has been discussed; the former work is to 
be carried out immediately. | 


Harrogate.—The Т.С. has adopted the scheme for 
supplying energy to small dwelling houses at a fixed charge of 
28. 9d. per quarter for each 30-watt lamp installed. The maximum 
number of lamps per house is to be six and the minimum number 
two; all the rooms titted are to be adequately lighted by windows 


during the day-time, and the charges are to be paid quarterly in 
advance. 


London.—The Associated Municipal Electrical Engineers 
ot Greater London have sent a letter to the Metropolitan Borough 
Councils owning electrical undertakings, calling attention to the 
serious electrical breakdowns which have recently taken place at 
the Greenwich vower station of the L.C.C. and the Chelsea power 
station of the Underground Railways, and pointing out that a 
similar danger would be imminent if the whole of the electricity 
supply of J.ondon for lighting and power purposes were in the 
hands of either a company or the L.C.C. The Association is of the 
opinion that London could be most safely supplied with electrical 
energy by the judicious use and interconnection or linking-up of 
the existing generating stations, во that a failure of the supply at 
one point would only affect a small area until such time as ће 
current could be supplied from another station by means of inter- 
connection. : 

BERMONDSEY.—A local electrical exhibition is to be held during 
the second weck in February. 

Ciry.—At a meeting of the Corporation on October 15th, 8 
recommendation of the Streets Committee that authority be 
granted it to appoint a deputation to visit certain cities ОП 
the Continent for the purpose of inspecting public lighting systems, 
was discussed. The cost of the visit was not to exceed £200; 
and the recommendation was approved. 


Rawtenstall.—At a meeting of the T.C. on the 16th 
inst., the town clerk submitted a letter from Messrs. Lacey, Sillar 
and Leigh, electrical engineers, enclosing draft-book of rates, &c, 
which were adopted, and it was resolved tbat consumers pay for the 
supplying and laying of all mains, &c., inside their own grounds and 
buildings; and that the prices of electricity be as follows: For 
lighting purposes, 4d. per unit; for power, 14d. per unit. 


di. 


— a — 


Vol. 63. No. 1,613, Оотовев 23, 1908.] THE ELECTRICAL REVIEW. 


698 


—— ſ— — -—-— — — — — — M — 


Rochdale.—The Corporation Electricity Committee has 
55 terms for supplying energy in bulk to Littleborough 


South Afriea.—in connection with the recent boiler 
explosion at the Cape Town Railway Electrical Station, whereby 
two men were killed, an inquest has been held, resulting in a verdict 
of a^cidental death. 

Mr. Gearing, of Messrs. Cunningham & Clearing, made a thorough 
inspection of the boiler—which was of 80 E. P., of the locomotive 
type, supplied by Messrs. Fowler, of Leeds, in 1902—and reported 
at the inquest that the firebox crown gave way owing to the 
corroding away of the stava. 


South Shields.—A report recommending that per- 
mission be given to the County of Durham Electrical Power Co., 
to lay three underground cables to the Harton Colliery, the com- 
pany to pay a rental of £250, came before the T.C. last week, and 
will be considered at the next meeting of the Council. 


Seuthampton.—The town clerk, borough engineer and 
horough electrical engineer have been directed to report on the 
disposal of the old electricity works at Back-of-the-Walls. 


Strood.—The Kent Electric Power Co. has reduced the 
price of electricity for outside arc amps from 44d. to 3d. per unit. 


Truro.—The Т.С. bas decided to give Mr. W. Antrobus, 


of Manchester, every facility for preparing a scheme for electric 
lighting, without any liability, financial or otherwise, attaching to 
the Council. 


Walsall.—The Finance Committee of the T.C. has 
recommended that a loan of £4,000 should be raised for extensions 
of the electrical undertaking. | 


Yarmouth.—At a recent meeting of the Т.С. a 
report was submitted from the surveyor on the subject of substi- 
tuting electric light for gas in a working class district of the town. 
It is at present lighted bv 47 gas lamps at a cost of £164, and the 
surveyor offered to provide a similar number of 50.c.P. electric 
lamps for £148 per annum. The secretary of the local gas company 
wrote that such a policy would be injuricus to his company's 
interests, and in no way benefit the ratepayers; the mains were 
laid chiefly for public lighting, and the company paid £400 a year 
in rates. The Corporation decided in favour of the electric light. 


TRAMWAY and RAILWAY NOTES. 


Belfast.—At the weekly meeting of the Tramway and 
Electrical Committee held on the 19th inst., the arbitration about 
‘to be held in connection with the engines supplied by Messrs. 
Combe, Barbour, of Belfast, in accordance with the Messrs J. G. 
White & Co.’s contract, was mentioned. 


Continental Notes.—GxuxANY.—A service of electrical 
motor cabs is being introduced in the town of Bremen. 

GREECE - od progress is being made with the conversion of 
the tramways in Athens to electric traction; two lines are now com- 
pleted, and are about to be opened for trafic. 


Egypt.—aA strike of tramway employés bas taken place 
at Cairo, and the service is reported to be at a standstill. The 
employés demand shorter hours and increased pay. 


Hastings.— Recently the Corporation declined to grant 
the tramway company permission for Sunday running unless the 
company obtained an Act of Parliament, which should provide that 
in the event of the Corporation agreeing to purchase the concern 
no allowance should be made for Sunday profits. At Friday's 
meeting of the Corporation a letter was read from the company, 


refusing to go to Parliament for а Bill to “‘legalise invalid condi- 


tions,” and stating that under the circumstances the cars would not 
zun on Sundays after November 29th. A proposal to rescind the 
Previous decision of the Council was defeated by one vote only, 
and & motion that the matter should be considered by a sub- 
n was defeated. The feeling in the town is strongly in 
avour of a Sunday service; on a recent Sunday over 21,000 
passengers were carried. 


Hythe,— A fter ascertaining that the tramway company 
not approached either Folkestone or Sandgate in regard to ita 
P to obain amended Parliamentary powers in Hythe, a 
i of the General Purposes Committee passed a 
ee ution recommending that the overhead trolley system be 
opted, if it is also adopted in Sandgate and Folkestone. 


London.— L. C. C.— At the meeting of the L. C. C., on 
un n the Highways Committee submitted a report in relation 
© proposed recoastruction or construction of further tramways. 


The report referred to 11 lines, and the total estimates for which 
approval was sought amounted to £281,265, of wbich £253,950 was 
for track work and £27,315 for cables, ducts, overhead equipment, 
&c. The totel length reached 18} miles of single line, which 
wonld mostly be arranged on the conduit system, two lines being 
proposed for joint conduit and overhead systems. 

The Highways Committee referred to the decision of July last 
to obtain expert advice as to the possibility of rendering the G.B. 
surface contact system installed on the Aldgate-Bow tramways 
efficient, with due regard to the safety of the public. Mr. W. M. 
Mordey had been appointed to act for the Council in the matter, 
and the fee for his services had been agreed at 250 guineas. 

It was decided at Tuesday's meeting of the L.C.C. to lend 
£2,625 to the Woolwich B.C., for mains as to the amount of 
£1,516, and the remainder for oil-eliminating plant and a motor- 
alternator. 

IsLINGTON.— The B.C., on the recommendation of the Works 
Committee, has informed the Highways Committee of the L.C.C. 
that it is unable to consent to the introduction of a Bill into 
Parliament authorising the construction of tramways in Englefield 
Road so far as regsrds tbat portion within the borough; and 
reaffirms that Ball's Pond Road should be widened so as to accom- 
modate a double line of tramways, and that such widening should 
be carried out by the L.O.C. as а metropolitan improvement. 

A breakdown occurred on the G.N. and City tube on Monday 
morning, due to a brake lever on one of the coaches fouling the 
power rail. Traffic was suspended for over an hour. 

An L. C. C. tramcar travelling along Stamford Hill on the 14th 
inst. caught fire, the plough and electrical equipment beneath the 
car being considerably damaged. About 20 cars were held up by 
the accident. 


Lowestoft.—A sub-committee is negotiating with a com- 
pany in connection with the East Anglian Light Railway Order. 

The L.G.B. has sanctioned the borrowing of £661 for mechanical 
stokers. 


Manchester.—A special meeting of the City Council 
was fixed for Wednesday (21st) to adopt resolutions in reference 
to the promotion of a Bill in Parliament next session to authorise 


.the Corporation to provide and use public conveyances worked on 


the trolley system without rails; to construct certain tramway 
lines, including a double line along Moseley Road and Slade Lane, 
to connect Wilmslow Road with Stockport Road, and to extend the 
time for completing certain unconstructed tramways, and for the 
compulsory acquisition of certain lands under the Manchester 
Corporation Tramways Act, 1904. 

On 'Tuesday a new electric car route was inaugurated from 
Higher Openshaw and Fairfield to Guide Bridge, which will 
connect that side of Manchester with Denton, Reddish, Stockport 
and Gorton. 


Pontypridd.—The question of mutual running powers 
between the Rhondda Tramway Co. and the Corporation tramways 
was discussed last week at a public meeting, a large majority 
deciding against the proposal. 

Rawtenstall.—The T.C. has received notification of 
the L.G.B.'s sanction to the borrowing of £33,000 for the provision 
of an electricity generating station at  Hareholme. The 
Corporation is now committed to an expenditure of £147,000 for 
tramways. 


St. Helens.—Attention is drawn by the elective auditor 
to the fact that since March 31st, 1903, the sum of £3,392 on the 
tramways account for the lease of the depots and the track belong- 
ing to the St. Helens Tramway Co., Ltd., had been absorbed, and 
the account now showed a deficit of £908, in addition to £1,230 
paid into it from the highway account. This, he states, is a serious 
outlook for the ratepayers, as to which there is no apparent 
prospect held out of any improvement; and the only remedy he 
can euggest i8 by making arrangements for securing and working 
the tramways as a municipal undertaking. 


Shawforth.—At а recent Whitworth (Lancs.) D.C. 
meeting the clerk and solicitor of the Council were authorised to 
obtain Parliamentary powers for the running of electric tramways 
between Ending and Shawforth, in accordance with the arrange- 
ments already come to between the Council and the Rochdale 
Corporation. The provisional order asked for will probably be 
deposited in Parliament early next month. 


Southampton.—The sum standing to the credit of 
depreciation and renewal funds of the Southampton tramways in 
March last, had increased during the year from £659 148. to 
£7,904 10s., while the sum to the credit of the electric light depart- 
ment showed a net increase of £1,911 to £6,805 19s. The auditors 
consider that these sums should be considerably increased before 
any allocation in relief of the rates is made. 

A London company has applied for permission to provide a 
service of electric 'buses here, but the Watch Committee recom- 
mends that the proposed be not entertained. 


Torquay. - According to a Western daily paper, а horse 
belonging to a coal haulier was electrocuted last week through 
trending on one of the Dolter tramway studs on Torbay Road, 
death being instantaneous, 
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TELEGRAPH: and TELEPHONE NOTES. 


Glasgow.—The T.C. has received from the Post Office as 


a contribution in lieu of rates after Whit-Sanday, 1907, in respect 
of wires, &c., of the telephone undertaking acquired from the 
Corporation by the Post Office, the sum of £1,000, the proportion 


falling to the Corporation being. £569 17s. 7d., and to the other 
rating authorities £430 28. 5d. 


Heiland.—The telephone system of this country in 
1906 comprised 2,671 km. of line and 36,679 of wire, the increases 


over the previous years being respectively 369 and 11,803 km.; 
2,214 km. of line and 29,334 of wire were erected along the railway 


. Systems, and the remainder along the main roads; 124 new offices 


were opened during the year, bringing the total to 306. Inland 
traffic amounted to 2,161,300 conversations, as against 1,753,274 in 
1905, showing an increase of 23 per cent.; 58,600 conversations 
were with Belgium and 145,741 with Germany, the increases being 
18 and 42 per cent. respectively. The joint accounts for the tele- 
graph and telephone services showed that the expenses were 
£361,829 and receipts £256,941—thus showing that a loss was 
made for 1906 of £104,848.— Journal Télégraphique. 


India.—The Secretary of State has approved of the 
scheme submitted by the Government of India, for the improve- 
ment of the pay of the signalling establishment of the Indian Tele- 
graph Department. The initial pay of the general service will be 
Rs 50, rising by annual increments to a maximum of Rs. 200, 
vrdinarily attainable in the 20th year. In the case of tbe local 
service the minimum pay will be Rs. 35, and the maximum Rs. 130, 
which may be reached in the 22nd year. After 14 years’ service a 
signaller will be expected to pass the efficiency bar. No signaller 
who fails to pass can rise above the pay which he is then drawing— 
Rs. 140 in the case of the general scale, and Rs. 90 in the case of 
the local scale. The pay of the telegraph masters, general scale, 
will be Rs. 200, rising to Rs. 250 in the case of the general service, 
and Re. 130, rising to Rs. 180 in the case of the local service. 
Above the telegraph masters will be two classes of deputy superin- 
tendents, of whom the lower class will correspond to the officers 
known as telegraph masters, first-grade, and the higher class to sub- 
assistant superintendents (traffic). The pay of the lower class will 
be Rs. 250, rising to Re. 325, and of the higher class Rs. 325, rising 
to Rs. 400. A limited number of the higher class will, however, be 
permitted to rise to the higher maximum of Rs. 500. The cost of 


the new scale of pay exceeds the cost of the old scale by about 
53 lacs of rupees.— Lumbuy Gazette. 


Thefts of Wire.—Since August last, says the Daily 
Telegraph, 4,000 yards of copper telegraph wire have been stolen 
from the Midland Railway within two and a half miles of Walsall, 
and 700 yards of the London and North-Western wire. Six 


detectives have been in the district, and on Sunday night they 
caught two men red-handed. 


Telegraphic Interruptions and Repairs :— 
Port Arthur-Chifu m 
Assab-Massouah .. 


INTERRUPTED. REPAIRED, 


.. Mar. 9, 1904 .. 
.. June 28, 1908 .. 


Telephone Employés.— The dismissal of employés by 
the National Telephone Co. continues to attract attention. In the 
House of Commons on Monday last, in reply to questions, Mr. 
Buxton said that a considerable amount of underground wire had 
been laid by the Post Office since 1905 and leased to the company ; 
this policy, which was being pursued as actively as possible, would 
to some extent meet the difficulty, and he was discussing with the 
company what further arrangements could be made, to avoid 
interruption of the work of construction. 

A special arrangement for the proper development of the tele- 
phone system in the Glasgow area by the company and the Post 
Office in co-operation had been nearly completed. The company 
stated that the discharges which had &o far taken place had been 
mainly caused by a falling-off in orders, due to the recent depression 
of business throughout the United Kingdom. Competent workmen 
discharged by the company would be taken into the Post Office 
service when possible. 

The Central Comraittee of the National Telephone Staff Transfer 
Association states that in the course of a few months the company’s 
construction stail, numbering about 6,000, will be paid off. The 
amount of wages lost to these men between now and the end of 
1911 ів set down at about 45,000,000. The result will be, it is 
stated, that all the arrears of the work will have to be accomplished 
in 1912 with a vastly augmented staff, at a considerably greater 
proportionate cost to the State and grave inconvenience to sub- 
scribers, which could be prevented if a joint purse arrangement were 
come to between the Post Office and the company whereby the con- 
structive work could be continued. 


Wireless Telegraphy.—The General Post Office 
Circular gives notice of new arrangements which came into force 
last week. In most cases the Marconi Сов Sailing Lists will 
remain the standard source of information with regard to com- 
munication with ships through coast stations in the United 
Kingdom. In future the charge for telegrams intended for trans- 
mission to the ships named in those Liste, through the coast 
stations mentioned therein, will be at the inclusive rate of 1014. 
per word, without any minimum. When a message is handed in at 
such a time as will not permit of its reaching the coast station to 
which it is addressed within the hours specified in the Wists, it 
should be accepted at sender's risk only; but if the ship is known 


to have passed out of range, and no attempt is made by the coast 
station to transmit the message, the charge (less the ordinary 
inland rate) will in future be refunded on application. Messages to 
the Midland Railway Co.'s packet Londonderry between Heysham 
and Belfast are charged at the inclusive rate of 1d. per word with 
& minimum of 1s. per message. 

The Parkeston Quay Wireless Station communicates with the 
Amsterdam, Copenhagen, and Vienna of the Great Eastern Railway 
Co. Measages are chargeable at the rate of 2d. per word, with a 
minimum of 18. 8d. per message for the radiotelegraphic trans- 
mission, plus the ordinary inland talegraph rate of $d. per word 
with a minimum of 6d. per message. Then, again, the following 
vessels can be reached by the Marconi Co.'s system, but messages 
can Only be accepted at sender’s risk, as their times of arrival and 
departure are uncertain. To the Bremen, Cap Arcona, Cap Blanc, 
Cap Frio, Сар Ortegal, Cap Roca, Cap Verde and Cap Vilano, for a 
message of 10 words or under a fixed charge of 4s. plus 6d. per 
word. For а message of more than 10 words 104d. per word. To 
the Esthonie and Rossia 10d. per word plus the ordinary inland rate. 
To the Konig Friedrich August, Konig Wilhelm II and  Mctror, for 
a message of 10 words a fixed charge of 4s. plus 6d. per word; if 
over 10 words 104d. per word. 

It is announced from New York that Mr. W. J. Willenborg has 


invented a system of wireless telegraphy, the great virtue of which 
is claimed to be the impossibility of tapping it. 


- 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Atherton.—October 28th. Three 50-Kw. single trans- 
formers for the U.D.C. See Official Notices to-day. 


Australia.—ADELAIDE.—November 20th. The City 
Council requires tenders for the supply and erection, complete, of 
a refuse destructor, electric lighting plant for the same, &c. 
Particulars may be obtained from the Agent-General for South 
Australia, 1, Crosby Square, Bishopsgate Street Within, E.C. 

TaSMANIa.—March 15th, 1909. Postmaster-General. Telephone 
switchboard, common-battery system and apparatas for use at 
subscribers’ premises, Launceston. Specifications and particulars 
of general conditions can be inspected at the offices of the ELEC- 
TBRICAL REVIEW. 

TasMANIA.—November 2nd. Telegraph material, including four 
miles and five miles respectively of paper-insulated telephone 
cable, and 10,000 yd. of webbing for the Postmaster-General, 
Борас. Specifications may be seen at the offices of the ELECTRICAL 

EVIEW. 


VicTOBRIA.— Three sets of testing instruments, for the P. M. d. 
See Official Notices October 16th. 


Belgium. November 11th. Tenders are required by the 
Direction of the Belgian State Railways for an electric signalling 
cabin complete at the Nord Station. Particulars No. 260, 1908, 
are obtainable from Mr. de Rudder, 11, Rue de Louvain, Brussels. 


Bury.— October 23rd. Electric lighting of the East 


Ward Council School for the Corporation. See “Official Notices 
October 9th. 


Epsom.— October 23rd. Storage battery for the U. D.C. 
See “ Official Notices October 16th. | 


Germany.—The municipal authorities of the town of 
Budingen (Hesse) are about to invite tenders for the eatablishment 
of a central electric lighting station in the town, at an estimated 
cost of £12,000. 

Когввво.— ТЬе authorities of this city are about to invite 
tenders for various electrical installations, including underground 
ene on system, 910,000 marks; other electric works, 460,000 
marks. 


BigLINGEN (BaDEN).—Tenders are invited by the Communal 
Council for the establishment of an electric installation. 

KIRCHBABKAU (HorsTEIN).— The communal authorities are abont 
to invite tenders for the erection of a public electric system to 
serve the town and 10 adjoining villages. 

BREMEN.—Tenders will shortly be invited for the works and 
material needed for the projected extension of the existing electric 
service. 

November 2nd. Tenders are required for the supply, instal- 
lation, &c., of an electric passenger lift at the municipal hospital, 


Spandau. Particulars may be obtained at the Stadthaus, 14, Pota- 
damerstrasse, Room 31. 


G.W . Railway. — November 10th. Stores for the 
G.W. Railway. See “ Official Notices" October 2nd. 


Mungary.—The municipal authorities of Monor аге 


about to invite tenders for the establishment cf a central electric 
lighting station in the town. 


Leigh.—November 7th. 


Steam slack for the D.C. 
electricity department. 


See “ Official Notices" to-day. 
(Continued on page 711.) 
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SUPPLEMENT. 


ELECTRIC WIRING AND FITTING. 


By C. C. METCALFE, A.M.I.E.E. 


In few branches of electrical engineering has there been a 
greater change during the last few years than in that relat- 
ing to the erection and installation of lamps, motors, &c. 
Indeed, so keen has been the interest aroused in the trade 
with the advent of each improvement, that it is difficult to 
say anything that has not been said many times over in the 
past. The battles of casing v. conduit, conduit v. lead- 
covered, &c., have been fought, and re-fought, times without 
number in the electrical Press, and victories won by the 
advocates of each system (at least to their own satisfaction). 

It seems, however, not so much the question as to which 
is the best system that should interest the contractor of to- 
day, as Which system or grouping of systems is the most 
applicable to the installation he has in hand? For if the 
contractor would make a success of the work he undertakes, 
he must not be a “casing,” conduit or other “ system "' 
man, but must be well acquainted with the advantages and 
disadvantages of them all, and be prepared to take advant- 
age of the good points of each. A certain fashion seems to 
have sprung up lately entailing the use of conduit for each 
and every installation, quite regardless of its suitability. 
The higher pressures employed during the last few years are 
probably responsible for this, for unless conduit is installed 
in a building during ite erection, it rarely lends itself so 
readily to the work in hand as do some of the other avail- 
able systems. Nothing could well be worse in the true 
interest of the industry than that fashions such as this should 
be generally followed. 

Every installation should be dealt with upon its own merita 
with a view to its special requirements, for rarely are two 
installations alike, and while the employment throughout of 
either casing, conduit, lead-covered (single or twin) con- 
ductors, flexible, cleated, or on insulators, &c., may sometimes 
be desirable, on a large installation it is rarely conducive to 
the best results to employ one system only. A much better 
and more satisfactory result is obtained by the judicious 
use of two or three of the above. One of the standing 
objections to the use of casing is that it is not damp-proof, 
and to conduit that it allows of condensation ; it is quite 
true that occasionally moisture does give trouble, but the 
great majority of faults in installation work are not due to 
this cause. The bulk of engineers will agree that most 
installation troubles are due either to faults on flexibles or 
to the conductors coming in contact with their metal sheath- 
ing, either conduit, or lead-covering. 

All the various wiring systems have their inherent good 
and bad pointe, but all systems are dependent for their 
success more than anything else upon good workmanship, 
bad and careless workmanship having ruined more electrical 
installations than all- other causes put together. Any 
improvement in wiremen and their methods of working will 
do More to promote the success of the wiring industry than 
the introduction of any new systems, however efficient they 


may be. The wireman of to-day is, in many respects, little 
better than the wireman of 20 years ago, impossible as that 
may seem, and it is to be hoped that in the near future 
some system of registration, based if possible upon examina- 
tion, will ensure that the workman employed shall be a crafts- 
man; then, and then only, shall we see any considerable 
improvement in wiring methods. It is unfortunately at 
present only too common to see workmen hammering screws 
into capping, pulling by main force conductors into conduit, 
scraping insulation (including half the copper strands) off 
flexible and leaving bunches of cotton trailing into fittings, not 
to mention hosts of other examples of careless workmanship, 
and any system that will eliminate such men from the ranks 
of the trade will be welcomed by all good workmen. 

Whether it is due to the rush that becomes necessary on 
low-priced installations or to sheer indifference on the part of 
the men themselves it is difficult to say, but carelessness in 
detail (and all good work depends on detail) characterises 
the great bulk of the wireman’s methods to-day. 

The writer comes into very intimate contact with many 
wiremen and apprentices each winter in connection with the 
classes for such men, probably in much closer contact than it 
is possible for the masters to do, and it is very discouraging 
to see the shiftless methods adopted by the majority in 
Jointing and connecting up fittings, &c., and also the lack of 
general electrical knowledge exhibited by them. Of course, 
it may be argued that only those attend classes who do not 
know ; that is to some extent true, but careful questioning 
as to why such and such a method is adopted invariably 
brings the answer, That's how we do it at our shop,” or 
„That's bow our men do it." Everything appears to be 
carried out in a slipshod and hurried manner, and few men seem 
to take sufficient interest or pride in good work. "Their main 
object seems to be to finish quickly ; not in such a manner 
that the work shall last and be a credit to them in years to 
come, but so that they may get away to another job as quickly 
as possible. Such methods are surely neither to their own nor 
to their employer's interest or advantage, for badly finished- 
off installations are a constant source of trouble to 
the customer, and are frequently the cause of the ** non-adop- 
tion ” of electricity, for who has not heard of the “ customer 
who may be," who says, No, I cannot think of adopting 
electricity: it is so unreliable," or “ it is too expensive? 
His opinion is formed most probably from experiences of his 
friends' installations, where careless (not necessarily bad) 
workmanship has caused considerable trouble and minor 
breakdowns. Another cause of trouble is a want of fore. 
thought and care in planning and setting out the installations 
in the first instance. Many firms regularly send workmen 
out to undertake and carry out installations involving the 
expenditure of hundreds of pounds, with no further particulars 
than those embodied in a schedule of lamp positions and 
switches. This is surely not a system that tends to good 
and lasting work, and it is difficult to point to any other 
trade that adopts similar methods. 

Standardisation in appliances and fittings would no doubt 
G 
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largely overcome many faults of erection, for if things were 
more interchangeable much of the erection could be simplified, 
greatly to the advantage of all concerned. Surely in the 
majority of cases this is not impossible? 

If, however, it cannot be arrived at, there is nothing to 
prevent each firm from standardising its own methods of 
work, and, within limits, the materials that are in regular 
use. For example, main switches and fuses might always 
be mounted a certain distance from the wall, the mains 
entering, say, the lower terminals of the fuses, and thence 
through the switches, either at the bottom or the right-hand 
side, according to the type of switch employed. Again, the 
positive lead might always be the right hand or top one, 
the negative the left or bottom. In all switches, fuses, dis- 
tribution boards, &c., rules of this character could readily be 
carried out. Distribution boards should be fixed at a regu- 
lation height, say, 7 ft. 6 in. from the floor; this would 
readily allow of fuses being replaced off a chair or etool. 
Circuits as they leave the board (reading from left to right) 
should control groups of lamps in the same order во far as 
circumstances will allow. If two colours of conductors are 
in regular use, let the red be always positive, and the 
black negative. Let the left-hand or bottom terminal of all 
small switches be connected to the switch feed. Let all 
single-pole switches be on one pole, that is to say, let them 
always be on one colour of conductor. When employing two- 
way switches, always lay wires of a different colour for 
the strapping wires. All wires in conduit should 
be drawn in, affer the conduit is fixed in posi- 
tion. Conductors should not be “ pulled off " coils, 
but should in every case be unrolled in such a 
manner that it is impossible for kinks to form. А small 
printed slip could readily be provided for each workman 
embodying these and such other rules and methods as the con- 
tractors may consider desirable, and a rigid adherence to 
them should be enforced. Such a system as is briefly out- 
lined above will soon bring its own reward in the ease and 
rapidity with which faults can be remedied and tests and 
extensions be made; and, in addition, better workmanship 
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ELECTRIC SIGNS. 


Іх spite of the frequent and vigorous advocacy of the electric 
sign in these and other columns, the electrical engineer is not as 
yet thoroughly prepared to run after а sign order. It is not 
yet fully realised that, on our big buildings commanding 
street vistas, in our public thoroughfares, on railway and 
other bridges, and along the immense line of our river 
banks, there are opportunities for advertising display that 
even this conservative nation cannot afford to neglect. 

It ія therefore refreshing to read in the Western. Electrician 
a brief summary of what has actually been done in New 
York City. In proceeding to indicate the points 
enumerated by Mr. W. F. Turnbull, the writer, let us clear 
away the idea that, American cities are any less hampered by 
stringent restrictions than our own. In New York City, 
roof signs must not exceed a height of 9 ft. above the 
highest part of the cornice, unless built on two frames one 
behind the other, in which case the rear frame may have a 
total height of 18 ft. Wall signs must not project more 
than 1 ft. from the wall nor obstruct any openings, such as 
windows. All signs must be constructed of fireproof 
material. Signs standing at right angles to buildings must 
not project more than six feet nor have any point less than 
10 feet above the footway. A full description in triplicate 
of the proposed sign and work in connection therewith, 
including cost, must be filed with the city clerk by the pro- 
spective owner of the sign. А certificate has then to be 
obtained from the Department of Buildings, that the con- 
struction of the building has been inspected and found in 
accordance with the legal specifications. The sign may 
then be built, but no current can be turned on without 
proper certificates from the Board of Fire Underwriters and 


> 


is sure to result, for it would allow of quicker and more 
thorough inspection. | 

It is almost certain that the next few years will, owing to 
the introduction of the metallic-filament lamp, see a great 
change in the methods employed for lighting. Either auto- 
transformers converting the pressure to, say, 25 volte, will 
be employed, thus allowing the use of a range of light units, 
as at present, or the higher-pressure lamps will be perfected, 
allowing of the use of 8 с.р. and upwards on the normal 
pressures at present available, The former system, with a 
pressure of, say, 25 volts on the circuit, will probably become 
the most popular, and with such a pressure the present 
systems can, and will, be considerably modified. A much 
cheaper insulation can be used on the conductors. Probably 
the conductors can be laid under floors and in roofs, simply 
spaced apart and held in position with hardwood cleats or 
insulators, casing or conduit being used only where the 
conductors come into view. Porcelain base fittings, ceiling 
roses, switches, &c., of the cheaper varieties will be relatively 
of higher insulation value than the best qualities in use at 
present. Errors of workmanship will not then be so fatal 
to good results as they now are on the higher pressures, 
and in many other ways the cost of wiring will be considerably 
cheapened. `. 

Many contractors do not seem to realise that henters, 


‘kettles, radiators, &c., are really practical appliances, and in 
fitting up installations it would certainly be wise to make 
more liberal wall-plug arrangements than is at present usually 


the case, with a view to their more ready adoption, for there 
is no likelihood that anyone having once tested the prac- 
ticability of electrical appliances, as above suggested, will 
ever after find his requirements met by any other. 

Finally, there are many tradesmen, plumbers, ironmongers, 
gas fitters, &c., who, in a more or less scrappy way, are 
“taking ор” electric wiring, not always to the benefit of the 
industry. A little knowledge is a dangerous thing,” and 
it behoves the electrical contractor who would keep to him- 
self the trade that is legitimately his, to bestir himself and 
keep well abreast of the times. 
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the Department of Water Supply, Gas and Electricity as to 
the character of wiring aud fittings. And, finally, for signs 
projecting over the footpath an annual licence fee of ten 
cents per square foot has to be paid. | 

These are the difficulties, and they reflect the sort of thing 
that has made engineers in this country во pessimistic about 
ever getting a large sign scheme past a town council. Now 
let us see what New York has done with its sign problem. 
Firstly, there is the “Great White Way,"—a continuous 
blaze of white light signs on stores and theatres on Broad- 
way between Twenty-third and Sixty-sixth Street. Better 
still, there is the tremendous display on the water front 
that greets the incoming visitor on an Atlantic liner. The 
amusement parks at Coney Island ; the illuminated tower 
of the 40-storey Singer building which can be seen several 
miles at sea; the Butterick sign with an initial letter 68 ft. 
high, and all other letters 35 ft. high; the sign measuring 
50 ft. by 200 ft. belonging to Colgate & Co., the soap 
people, having, besides lettering, a mammoth electrically 
outlined clock; the Pearline ” roof signs, one 200 ft. long 
and the other 150 ft. long, with letters 25 ft. high ; the 
Heinz pickles sign, the Anheuser-Busch Brewing Co.'s sign, 
and many others, produce a dazzling effect which is one of 
the sights of the world. The railroad companies, such as 
the Lackawanna, Erie and Pennsylvania, mount huge signs 
on their station roofs ; the shipping companies use the same 
means of advertisement ; real-estate development is assiste 
by electric signs, one being 200 ft. long and 20 ft. higb ; the 
New York Edison Co. has itself a huge changing 8g? 
announcing in succession the names of a number of new 
buildings that use the company’s supply. Beyond this, the 
number of small signs on buildings and over shop doors 18 
simply legion. a 

The reply to all which will probably be, that America 18 
not England. But why, in the name of all that is ractical 
and paying, can we not have a few really big signs ere ? 
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POWER PLANT EXHIBITS. 


[Descriptions of further Exhibits of Steam and Electrical Power Plant are given below.] 


British Thomson-Houston Co., Ltd. (48, 49, 50). 


The most prominent feature of the B.T.-H. Co.'sstand is, of course, 
the horizontal-shaft Curtis turbo-generator, giving 1,000 Kw. at 
3,000 в.р.м. This is a new pattern now being introduced by the 
company; the mode of action and system of governing are prac- 
tically the same as those 
we are familiar with in 
the vertical type, and need 
not be described. 

The turbine exhibited is 
coupled to а _ two-pole 
50-cycle alternator with 
direct-connected exciter, 
and is designed for super- 
heated steam at 150 lb. 
pressure, with condenser. 
The turbine casing is of 
cast-iron, divided on the 
horizontal plane through 
the shaft; the latter and 
the bucket wheels are of 
high-grade steel, and the 
shaft ів very short, owing 
to the small number of 
stages employed, so that 
there is no tendency for 
the shaft to whip. 

The bearings are spheri- 
cally seated and lined 
with Babbitt metal, and 
are lubricated under pres- 
sure by a small rotary 
pump driven through 
worm gear from the main 
shaft; oil rings are also 
provided, to lubricate the 
bearings while starting up, 
and to assist the normal 
distribution of the oil in 
the bearings. 

Besides the centri- 
fungal governor, which 
maintains the speed con- 
stant within 2 per cent. from no load to full load, an ingenious 
and simple form of emergency governor is fitted, which shuts off 
the steam if the turbine attains a speed 15 per cent. above the 
normal, 

The rotor of the alternator is of novel construction, designed to 
have good ventilation, together with ample strength to withstand 
the stresses due to 
centrifugal force, 
without the use of 
fans, wedges, or other 
detachable parts, so 
as to provide a sound 
mechanical structure 
capable of exact and 
permanent balance. 
The winding of the 
rotor is arranged for 
Standard exciting 
Voltages, thus avoid- 
ing difficulties due 
to the use of low 
voltages and large 
exciting currents. 
The alternator is de- 
signed for close regu- 
lation of the voltage, 
and has a rated cap- 
acity of 1,250 
K.V.A, with an over- 
load capacity of 25 
per cent. for two 
hours, 

The whole set is 
manufactured com- 
plete at Rugby, and 
18 remarkable for its 
Compact design, the 
turbine portion being 
very short. The 
accompanying illustrations show it from the governor end, com- 
plete, and with the upper half of the casing removed, showing 
the rotor ot the turbine. 

Besides the turbo-generator, a ring spinning frame driven 
by . а British Thomson - Houston induction motor, and а 
Variety of apparatus manufactured by the company, includ- 
ing are lamps, heating and cooking apparatus, &c., are 
shown on the etand; these exhibits will be dealt with in 
other sections. 


HORIZONTAL Curtis Turnso-GENERATOR. 


TURBINE WITH CasING REMOVED. 


James Proctor, Ltd. (118). 


The firm are exhibiting their patent shovel and coking stokers 
and coal elevator. The shovel stoker has been extensively 
adopted for electric lighting stations, as it is a system of 
firing well adapted to meet the varying demands of steam at this 
class of works; the method 
of sprinkling the coal upom 
the fires in small quantities 
enables the fires to be 
pushed to an almost un- 
limited extent, eo that itis 
possible for the maximum 
duty to be obtained from 
the boilers. 

The coking type of 
stoker is more adapted for 
boilers on which the load 
is constant, and where the 
demands for steam are not 
heavy. It is a smokeless 
system of firing, giving 
excellent economical re- 
sults, and Messrs. Proc- 
tor’s method of delivering 


the coal to the fires 
possesses important ad- 
vantages. The coking is 


done inside the furnace— 
in fact, upon the bed of 
incandescent fuel — thus 
preventing injury to the 
boiler front. The fires 
are easily accessible, and 
firing by hand can readily 
be resorted to if required. 

With regard to the coal 
elevator, it is a well- 
known fact that a fruitful 
cause of failure in coal- 
handling plants is due to 
the wear and tear, and 
constant breaking of the 
chain and  buckets, on 
account of there not being a positive supply of fuel to the 
buckets, in consequence of which the elevator boot becomes 
filled with coal through which the buckets have to be dragged, 
thereby putting a great amount of friction and strain upon 
the whole elevator. This is entirely obviated by Messrs. 
Proctors ram feed arrangement of the elevator boot. The coal 
is pushed by means 
of a ram into the 
elevator buckets in 
small апа regular 
quantities, thus pre- 
venting friction or 
jamming, and conse- 
quently the elevator 
works with a mini- 
mum of power, wear 
and tear, and cost of 
upkeep. 


A. &. Thornton, 
Ltd. (222). 


In addition to a 
large display of 
drawing and  sur- 
veying instruments, 
for which they are 
so well known, the 
firm are making a 
special feature at 
their stand of the 
Shaw continuous 
rotary copier for 
reproducing photo- 
prints. They also 
show the “Pelham” 
drawing apparatus, 
which is so adapted 


that the worker has full command of the board for eitber 
‚ sitting or standing, without necessitating any bending of the 


body or contraction of the chest. It can be easily regulated 
to any convenient height, and instantly adjusted to any 
angle. The Leoham attachment, by which the draughts- 
man is enabled to keep the stock of the tee square firm and 
true to the edge of the drawing board during the process of 
drawing, is exhibited, as also is a variety of sectional papers. 
and cloths, 
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The Electrical Power Storage Co., Ltd. (128). 


The well-known E.P.S. Co. exhibit a variety of their stationary 
aud portable cells, and small accessories. The foremost place is 
occupied by heavy types suitable for power station work. The 
“OL” type is the largest plate at present made by the com- 
pany; esch positive plate weighs 48 lb. and can give 165 
amperes for half-an-hour or 115 amperes for one hour. 
The "OK" type, which is also shown, is slightly smaller, the 


E.P.8. "OK" CELLS. 


positive plate weighing 40 lb. and giving 140 amperes for half- 
an-hour or 100 amperes for one hour. The accompanying figure 
shows complete cells of this type in lead-alloy crates. The “Р” type 
plate, which can be supplied in glass boxes, gives 55 amperes for 
one hour, for a weight of 22 Ib. Either Planté or pasted positives 
are supplied, according to the purpose for which the cells are to be 
used. The "DH" and "SH" types are lighter models, in which 
the plates are suspended from the sides of glass boxes, as shown in 
the figure below. 

Quite a different class of cell is the E.P.8. “ Moting " type, which 
has been developed for automobile propulsion, and gives 11 watt- 
hours per pound of cell. These cells are made up in ebonite boxes, 

and with a set of them weighing 8 cwt., a carriage can be driven 
` 50 miles; formerly it would have required nearly three times this 
weight to do the same work. EPSCO" motor-car ignition cells 


Е.Р.5. "DH" CELES. 


* EPSCO" IGNITION CELLS. 


-n polished wood boxes, or in celluloid, as illustrated herewith, are 
made in several varieties ; portable batteries and various accessories 
are also exhibited, while the stand is lighted with 25-volt metallic- 
filament lamps, from a battery of 14 D H” cells, having a capacity 
of 840 ampere-hours. 


C. A. Parsons & Co. (154). 


Messrs. C. A. Parsons & Co. are exhibiting four scale models of 
some of their well-known turbine plants. These models are all 
made to the uniform scale of 1 in. to the foot, and represent :— 

1. A turbo-alternator capable of giving an output of 2,000 xw. 
normal rating, and an emergency output of 4,000 Kw. 

2. Turbo-alternator, 3,500 Kw. normal, 7,000 xw. emergency. 

3. Turbo-alternator, 7,500 Kw. normal, 14,000 kw. emergency. 

The turbo-alternators are generally of the type fitted in the 
Carville power station of the Newcastle-upon-Tyne Electric Supply 
Co., Ltd., and many other generating stations. The turbines are 
. of the single-ended type, with dummy pistons to balance the end 

pressure, and a plant similar to model No. 2 had the extremely 
low steam consumption of 13:189 lb. per xw. at 190 lb. steam 
pressure superheated to 120° F., and with a vacuum of 29:039 in. 
(bar. 30 in.) at cylinder exhautt. 

The revolving-field alternators are of Messrs. Parsons's well- 
known type, with salient.pole rotors and tunnel-wound stator 
windings, The sets shown, being of large size, have alternators 
arranged to be divided along the horizontal line, giving easy access 
to the rotor and all windings. 

The fourth model represents a Parsons turbo-blowing engine 
specially arranged for the utilisation of exhaust steam at atmospheric 
pressure. The machine represented by this model is capable of 


inhaling 20,000 cb. ft. of free air per minute and discharging it at 
10 lb. per sq. in. pressure when running at its normal speed of 
3,000 R. P.. Arrangements are provided, by means of an adjustable 
governor and by-pass valves, to enable the speed of the engine to 
be raised from 3,000 to a maximum speed of 3,600 R. P. M, so that а 
pressure of 20 Ib. per sq. in. can be easily obtained, should such 
exceptional pressure be required for the purpose of blowing down 
any scaffolding that may occur in the blast furnace. 

The steam turbine, which furnishes the motive power of this plant, 
is made on the double-ended principle, steam being admitted at 
the centre of the turbine and exhausting towards both endi, the 
exhaust steam passing through to the condenser by two outlets on 
the cylinder bottom. 


The blowing engine is of the Parsons standard type, and is an 
exact model of the very large number of these sets which have 
been supplied to various iron, copper, and other smelting works, 
both in this country and abroad. 

In front of this model are placed scale models in steel of the 
steam and air shafts respectively, the object being to show the 
stiffness of construction used in Parsons's form of blowing engine. 
The steam shaft, owing to the turbine being double-ended, has no 


dummy pistons. The shafts are grooved ready for the fixing of the 
blades in the usual way. 


The Mirrlees Watson Co., Ltd. (244a). 


The Mirrlees Watson Co. exhibit one of their Mirrlees- 
Edwards" type of three-throw air pumps. The pumps shown have 
working pistons 15 in. diameter x 8 in. stroke, and are driven by 
means of an electric motor through single-reduction gearing. 

One of the features worthy the attention of visitors isthe complete 
accessibilty of these pumps for the inspection of internal parts. 
By simply disconnecting the connecting rods and loowening the 
pump cover bolts, without disturbing the crankshaft or a single 
bearing, the pump buckete, the rods, the pump covers, and cross- 
head guides, can be removed in a very short space of time ; in fact, 
the whole of the internal parts of one pump can be removed and 
replaced, and the pump ready for running again, in a little over 
half-an-hour from the shutting down of the pumps from duty. This 
feature of accessibility is demonatrated by the attendant at the 
stand. Also the pumps exhibited are connected with a closed 
receiver, so that their vacuum-producing quality can be demon- 
strated, a small amount of water being circulated for the purpose of 
water-sealing the buckets, and the barrels. The results show that a 
remarkably high vacuum is obtainable witb these pumps. 
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* MIBBLEES-EDWABRDS " Атв-Росмр-—18 MINUTES FROM 
SHourrma Down. 


A further feature is the substantial design of the bearing 
frames and bearings, and in all sizes of pumps the Mare 
Watson Co. adopt the practice of forming the pump bodies o 
quite separate castings, and not arranging two or three pump 
bodies in one casting. This not only avoids the cracking of air 
pump castings, but also tends towards greater accuracy and pen 
venience, the separate pump bodies and other parts being ane 
accurately to gauge. The pump body, the delivery plate 4 
crosshead guides and the frames are all prepared with turned an 
bored registers, thus securing a perfect alignment of the various 


parts. The design is somewhat more expensive than the ordinary 
pattern. 


The National Gas Engine Co., Ltd. (27). 


This firm is exhibiting one of its new model YE” type engines, 
which is fitted with the latest improvements in the way of ng 
lubrication on the main bearings, throttle governing, electric fiel 
tion, and compressed-air starting. The engine will be supp 5 
with gas by one of the same company's Gold Medal” type guctio! 


gas plants, the name of the latter being due to the fact that this 


type of plant received the highest award at the recent trials с 
suction gas producers held by the Royal Agricultural бос е, 
Derby. The company is also showing a combined electric lig d 
set, consisting of the “ME” type engine running on town gas, à 
driving & dynamo through a coupling. 
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Jas, E. Lea (179). 


Mr. Lea's exhibit consists of his patent water recordér, which, 
by registering the variations in the rate of flow of water over a weir 
or notch, provides a record of the total volume which has passed 


Lgà's PATENT WATER RECORDER. 


during any given period. Thelaw connecting the rate of flow with 
the depth of water over tbe notch is far from linesr, but Mr. Lea 
introduces between the float and the recording pen a device by 


INTERIOR OF LEA RECORDING DEVICE. 


means of which the motion of the latter is made directly pro- 
portional to the rate of flow, so that the area of the diagram 
obtained upon the chart of a clockwork recording drum is a 


Baiteys Two-SrTAGE COMPRESSOR. 


measure of the total quantity, which is deduced with the aid of a 
planimeter. The ingenious device above-mentioned consists of а 
cylindrical cam, the contour of which corresponds to the curve 
relating rate of flow to depth. The apparatus is suitable for 
measuring boiler feed, condenser discharge, circulating water, &c. ; 
it is, therefore, useful not only for consumption tests, but also for 
keeping & continuous record of the running of power generating 
plant, and a very high degree of accuracy (over 98 per cent.) is 
claimed, Installations of this recorder are in use at many British 
electricity works, including the Manchester, Edinburgh, Leeds and 
other municipal stations. The accompanying figures show a com- 
Plete plant for measuring 10,000 gallons per hour, and the 
_ uterior of the 6-in. recorder, showing the cylindrical cam. 


to seat itself noiselessly. 
can be made small in diameter, leaving the 
. whole of the cover of the cylinders and a 


for cooling. The Koster” patent valve gear 


W. H. Bailey & Co., Ltd. (215). 


This firm are showing among a number of their specialities two 
or three types of Kóster's" patent air compressor, which has а 
mechanically-operated piston valve for admitting air to the 
cylinders and only one outlet valve, the action of which is con- 
trolled by the piston valve, во that 16 is allowed to open wide and 
Opening wide, it 


great part of the cylinder jacket available 
enables the compressor to be run at high 
speeds, thus it is particularly suitable for being 

iven by the most economical type of steam 
or gas engine or by electric motor. One of the 
compressors shown is suitable for running at a 
speed of 1,000 B. P. u., and can be directly con- 
nected to an electric motor. It deals with about 
12 cb. ft. of free air per minute, compressing 
it to 90 ]b. per sq. in. This could be used for 
a variety of purposes, such as cleaning dynamo 
and motor parts, supplying air for blowing 
whistles or sirens, operating compressed air- 
brakes, &c. 

Another compressor is shown working 
coupled direct to an electric motor, and run- 
ning at a speed of 600 B. . r. This machine 
will deal with 73 cb. ft. of free air per minute, 
and compress it to 180 lb. per sq. in. It is a 
two-stage single-cylinder machine. It is very 
suitable for arrangement as a_ portable 
plant, and can be used for a variety of pur- 
poses, including the starting of large gas 


engines. 

The key-ring " renewable valve seat which '" Davipson” 
is fitted in stop valves for high pressure VERTICAL STEAM 
superheated steam, is also shown. It allows Pump 


for differences of expansion between the seat 
and the body, and can be easily removed and 
replaced. The principle of the “key-ring” is the adoption 
of a flexible metallic connection between the seat and the 
body, similar in construction to the well-known Ramsbottom 
piston ring. The seat of the ordinary type is screwed into 
a pring ring, which is sprung into a groove in the valve body. 
Tne seat can be removed and replaced with ease, and it will expand 
freely in all directions and remain tight under all pressures and 
temperatures. 

Тһе “ Foster" reducing valve is a spring-controlled valve which 
will open from any degree to full bore, according to the demand 


BAILEY'S XI COMPRESSOR. 


made upon it. This is accomplished by means of its differential spring 
arrangement, which maintains a constant pressure on the governing 
diaphragm, irrespective of the degree of compression of the spring. 

There are also two types of the Bailey Davidson” patent steam 
pumps for boiler feeding. One is shown working at a very slow 
Speed, and fully demonstrating what the makers claim for the 
pump, which is, that it can be run at any speed from two or three 
strokes per minute upwards. The pump is driven by means of 
compressed air delivered by the small air compressing plant already 
referred to. 

The two pumps shown are of the vertical type, similar to those 
fitted on many battleships. The firm also make horizontal 
pumps with rams or pistons with the same valve gear. Another 
speciality is the recording gyrometer or sight-speed recorder. 
This instrument records оп a 24 hours’ diagram the speed in 
revolutions at which an engine or shaft is running. It gives 
& legible diagram, as the speeds and times are indicated by 
straight lines. It is fitted in an enamelled metal case, and is really 
a modification of the firm's well-known gyrometer or tachometer, 
used by the Admiralty and many electrical engineers. A steam- 
pressure recorder is also shown, as well as a large number of 
different patterns of engine and boiler fittings, including valves, 
pressure and vacuum gauges, injectors, lubricators, &c. 
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J. Hopkinson & Co., Ltd. (98). 


The company are showing a full-sized model boiler fitted with 
their patent boiler mountings, as well as various pipes and valves. 
Amongst the latter, the Hopkinson-Ferranti patent stop-valve is of 
exceptional interest. In this ingenious device, advantage is taken 
of the hydraulic principle embodied in the vena contracta, As the 
accompanying figure shows, the passage through the valve is con- 
tracted, so that the pressure of the steam is converted into velocity, 
and vice versá, in the act of flowing through. By this means, a valve 
of half the ordinary diameter is enabled to serve the same purpose 
with equal efficiency. What this means will readily be understood 
when the enormous size of the valves on large steam pipes is con- 
sidered ; leakage, radiation and expansion are all reduced, and the 
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SECTION OF HOPKINSON-FERRBANTI VALVE. 


operation of the valve is greatly facilitated by its small size. The 
parts are small and easily handled, and the joint in the lid is far 
smaller. The construction of the working parts is also well 
designed, the disks being free to rotate on their axes, во that they 
are not liable to grooving, and when the valve is open, the seats 
are sheltered from the flowing steam. The contracted form of the 
casing facilitates lagging of uniform diameter with that. of the 
pipes. Experiments on this and an ordinary valve show that an 
actually higher pressure was obtained in the cylinder of an engine 
driving a dynamo at 430 amperes, 550 volte, when the Hopkinson- 
Ferranti valve was employed, and an exhibit is arranged to show 


the marked reduction of size compared with the usual type of 
valve. 


Charles Price & Son (176). 


This company's exhibit consists of a Lancashire Dynamo Co.'s 
dynamo of 220 volte, 60 amperes, driven by a four-cylinder engine 
of 4 in. bore x 5 in. stroke, giving 23 B. H. P. at a normal speed of 
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PABAFFIN-ELECTRIO LIGHTING BET. 


1,000 в.р.м. The set is self-contained on a substantial bedplate 
the fuel is paraffin, at about 3d. per gallon, but petrol may be used 
if preferred. Ignition is effected by a low- 


‹ tension magneto, the 
tappets being operated by a patented mechanism which admits of 
easy adjustment, and is very compact and accessible; provision has 


been made for a supplementary ignition by a synchronised accumu. 
lator system if desired. 

The cam shaft is formed solid with the cams, and is case-hardened, 
as also is the whole of the valve mechanism ; it is driven by a spiral 
gear in this manner :—Between the wheel on the crankshaft and 
that on the cam shaft is fixed a transverse gear shaft, driving at one 
end the magneto, and at the other the governor, which is coupled 
direct to the throttle, and cuts off between 1,000 and 1,100 revolu- 
tions. Adjustment for wear is provided where advisable, viz., on 
the crankshaft bearings, the connecting-rod big-ends and the valve 
mechanism ; the latter also is entirely interchangeable. 

Lubrication is completely automatic, being effected by a force 
pump driven by the cam shaft and entirely enclosed within the 
crank case ; it requires no attention whatever other than occasional 
replenishment of the oil. 

Access to the crank case is obtained by two circular inspection 
doors of large diameter and readily removable. ‘The dynamo is 
driven through a substantial Oldham ” joint, thus eliminating any 
possibility of hot bearings through side pressure. While there are 
no special novelties in the engine essentials, the makers claim that 
the design is on the soundest and best standard lines for four- 
cycle engines of this type. 

Our illustration shows the set completely ready for coupling up, 
no other external rods or pipes being required. 


Worthington Pump Co., Ltd. (158). 


This exhibit consists in the main of one three-stage borizontal 
high-lift centrifugal pump, which is shown in operation, delivering 
approximately 600 gallons per minute against a head of 300 ft. when 
running at а speed of 1,200 B. r. u. The pump is driven by а 
Lancashire Dynamo Co.'s 75-в.н.р. motor, the whole being mounted 
on a cast-iron baseplate. 

The main difference between this and other turbine pumps is 
that in the present case the pump is designed to eliminate the use 
of multiple guide vanes, the velocity of the water from the impeller 
being converted into pressure by means of a specially designed 
spiral diffusion passage leading to the delivery pipe. The number 
of wearing parts has been reduced to a minimum, without sacrificing 
efficiency. 

The pump on exhibition can be increased in capacity up toa 
maximum of about 800 gallons per minute, with a corresponding 
increase in speed. 

Several other types of Worthington centrifugal pumps are 
shown. One is a 6-in. medium-lift pump, which represents a line of 
pumps designed to work against a head of about 150 ft, in a single 
stage. The feature of this pump is the design of the special dif- 
fusion passage, which enables a high pressure to be obtained with 
one impeller. 

An 8-in. low-lift pump represents the company's standard design 
for this service; it is provided with an impeller of the double- 
suction type, running in a cast-iron volute casing. This pump has 
been widely adopted for condensing plants demanding economical 
handling of the circulating water. It is designed so that an 
examinatior of the internal parts can be made without breaking 
the pipe connections. 

The house tank pump is the smallest high-lift centrifugal pump 
built by the firm, being designed for use in large houses which are 
detached from any system of public water supply. In normal con- 
ditions this pump will deliver about 1,000 gallons per hour 


against a total head of 100 ft. when running st a speed of about 
2,900 R. P. M. 


Robert W. Blackwell & Co., Ltd. (60). 


This company has an interesting exhibit of transmission line 
material. The stand will be specially notable by reason of the 
full size transmission line A” pole shown. This represents а 
form ot construction used by the firm in carrying out work for some 
of the largest power transmission lines in this country, some of 
which are now working at a pressure of 20,000 volts. A display is 
made of accessories for this kind of work, such as Lima porcelain 
insulators for all voltages up to 80,000, and all classes of galvanised 
wrought-iron work will be noticed fixed to the walls of the stand. 
The Lima insulators are particularly worthy of attention, as this 
make is very largely used in America and abroad. Lightning arret 
ters of the horn type, with and without choking coils, are shown 
suitable for outdoor and indoor work; also non-arcing & 
suitable for switchboard work or for use in iron boxes, A new 
speciality is shown in the way of fibre conduit for underground 
mains, telephones, &c.; it is entirely different from any other on 
the market, having a thicker wall than usual and a longer spigot 
and socket joint. It is built up in alternate layers of fibre and 
asphalt and is laid in concrete. Full particulars are given in the 
firm's fibre conduit list, and a print showing the approximate 
quantity of cement and concrete materials per 100 ft. forward can 
be obtained by visitors. Messrs. Blackwell also show a new 
portable electrically-driven house vacnum cleaner, known a8 the 
" Kurkee," It is driven by a -H P. motor. 

A good line is shown of Litholite insulation, for which the firm 
are the agents. This is of British manufacture, and it is now 
used by the Admiralty in connection with wireless telegrapby. 
They have also on view a good supply of tramway line material, 


insulating paints, insulating papers, cable boxes, bitumen com- 
pounds and asphalt roofings. 


— — — — sg: 


— — — — - — — 


« 


r AÓÓ—&»«B&À— —— — —————————— À— 


Vol. 63. No. 1,613, Ocrosen 23,1908) THE "ELECTRICAL REVIEW. 


[701] Sur. VII. 


John Faulkner (264). 


Mr. John Faulkner, of Manchester, lightning conductor manu- 
facturer and erector, one of the oldest, if not the oldest, firms in 
the Manchester Exhibition, have an effective exhibit of some 
examples of copper wire rope and tape lightning conductors in 
various sizes Suitable for public and private buildings, residences, 
steeples, towers and chimneys; also copper discharging points 
with elevating rods and protecting tubes, copper earth-plates and 
connections, and couplings for connecting branch lightning conductors 
to mains. Samples of lightning conductors fused by lightning, 
which have been removed from the Clifton & Kearsley Coal Co.'s 
chimney and Albert Memorial Church Tower, Manchester, are pre- 
sent. The portion of copper tape removed from the Clifton and 
Kearsley Coal Co.'s chimney has been hardened, this being one of the 
lost arts. Othersamples show the durability of copper wire rope 
compared with tape for chimneys; there are two samples of copper 
tape removed from Messrs. Lever Bros. chimney, Port Sunlight, 
after being in use only 10 years; also one sample of copper tape 
removed from Messrs, Rylands & Son’s chimney, Gidlow Works, 
Wigan, after being in use only eight years. The samples of copper 
wire rope which were removed from the boiler chimneys of 
Crumpsall Workhouse and Messrs. H. & J. Beales had been 
in use for 30 years, and the electrical carrying capacity of the rope 
conductors was found to be greater than that of the copper tape 
that had been in use only eight and ten years. A model is shown 
of an octagon chimney fitted with lightning conductors complete, 
with copper wire rope, discharging points and earth plates. 
Anothtr model illustrates an inexpensive method of scaffolding, 
which was first adopted by John Faulkner on the large spire of 
Lichfield Cathedral. Some illustrations of chimneys struck by 
lightning, and of steeples and chimneys undergoing repairs, will 
be examined with interest. 


George Kent, Ltd. (117). 


The main feature of this stand is the Venturi patent hot-water 
and boiler feed meter, provided with a combined diagram and 
counter recorder; this, therefore, gives both the rate of flow at any 
moment, and the total quantity that has passed through the meter, 
the accuracy being within 2 per cent. The appearance of the 
recording apparatus, which is mounted on a hollow pillar, is shown 
in one of the accompanying figures, while the other is a longi- 
tudinal section of the measuring device. The apparatus depends 
upon the principle of the vena contracta, and has no moving parts, 
while the obstruction offered to the flow of water is negligible. 
In flowing through the contracted passage the water gains velocity 
and loses pressure, the opposite conversion taking place in the 
expanding pipe; the difference of pressures between the broad and 
narrow parts is a measure of the rate of flow, and is ascertained by 
means of the annular chambers shown in the figure, from which 
small tubes are led away to the recording mechanism. The system 
is applicable to the largest water supply systems, as well as to 
спалу power station requirements, and is extremely simple and 
reliable. 

Other exhibits include meters fitted respectively with diagram 
and counter recorders only ; a combined recorder for cold water; a 


mercurial manometer, and a weir recorder for measuring condenser 
water, 


SECTION OF VENTURI METER TUBE, 


Vulcan Boiler and General Insurance Co., Ltd. (223). 


This company shows the Vulcan fusible plug, with which, we 
understand, many thousands of boilers have now been fitted; it 
embodies a new principle in such fittings, namely, the conducting 
copper stem transmits the heat of the fire to the alloy, while the 
alloy itself is protected from direct contact, and the plug is so 
designed that the cavity of the shell is closed to the fire, and, 
consequently, cannot get furred up with hard baked soot, as is 
often the case with plugs of the ordinary open cavity type. А 
novel modification of this plug is also shown, which is adaptable 
to the upper drums of water-tube boilers or to the furnaces of gas- 
fired boilers. In this case, On the boiler becoming short of water, 
the alloy melts and the central copper cone drops on to a seating, 
cutting off communication with the fire, but at the same time opening 
Communication to an alarm whistle; consequently all that is 
necessary in this type of plug on the occurrence of shortness of 
water is to shut off the alarm, make good the deficiency in the 
water level, and then proceed as before until a convenient 
Opportunity occurs for replacing the plug; there is no necessity to 
stop the boiler, 

Another interesting exhibit is the Vulcan patent gauge tester, 
which has been used exclusively for a number of years by the 
Vulcan Co.’s inspectors for testing gauges in connection with their 
ordinary duties of boiler inspecting. | 

€re is also shown the Vulcan sector gauge and swivel siphon, 


and a hand i ich i he Vulcan Co.’s 
у у hydraulic test pump, which is used by the Vulcan 
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F. Y. Brown & Co. (34b, 35b). 


On this stand is a large combined exhibit, dealing mainly with 
appliances for fuel economy, in which the firm are specialists. The 
“Sarco” specialities are shown, including the CO; recorder, 
draught and pressure gauges, feed-water meters and steam 
meters, feed-water analyser, bomb calorimeter and pyro- 
meters, &c, made by Messrs. Sanders, Rehders & Co., Ltd. 
A new gas volume recorder is of special interest, being designed 
for use with suction gas plant, and, therefore, having to deal with 
hot and dusty gas; the recording steam meter is also worthy of 
note, 

Another range of exhibits represents the manufactures of Messrs. 
Т. H. & J. Daniels, Ltd.; a complete 16-н.р. suction-gas plant, 
supplying power to light the stand and to drive motor-driven pumps, 
is a prominent feature, and a 20-H. P. Daniels gas engine is shown. 
A vertical three-throw belt-driven ee gee ae ee end : 

ibi ith the Gatermuth patent valve, wil 
MT “a poate occasions, а Е enables the pump 
to be run at 300 R P.M., pumping 2,700 gallons per hour, against a 
head of 150 ft. A double-barrel sewage pump 1s also shown. n 

Lastly, the Hotchkiss automatic circulator, made by apad i 
Ross, Hotchkiss & Co., Ltd., is pad bcp Sr а eee е ‘ing 
model, showing the action of the system, wit жар а 0 en 
removed by the circulator from boilers, and samples of p 
tive compositions for boilers. 
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MOTORS and MOTOR-DRIVEN EXHIBITS. | 


(Further descriptions of Electric Motors and Motor-Driving Applications at the Manchester Exhibition are 
given below.) : 


B. & S. Massey (282). 


is well-known firm of hammer manufacturers have on view a 
owe pneumatic-power hammer, and а 3-cwt. friction-drop stamp. 
In the pneumatic hammer, the steam pipe gives way to a double- 
acting air pump, which supplies air both above and below the 
hammer piston at each stroke; by means of a valve operated by a 
hand lever, the entrance and exit of air above or below the hammer 
piston can be exactly regulated so as to hold the tup stationary or 
cause it to deliver blows of varying intensity. This type of 


Massey ELECTRICALLY-DBRIVEN PNEUMATIC HAMMER. 


hammer is particularly suited to electric driving, a small motor 
being mounted behind the standard and geared on to the fly-wheel 
rim. Asan example of the economical working of these machines, 
l-cwt. hammers average about 3 unit per shop-hour; a 3-cwt. 
hammer at Bolton averaged just over 1 unit per shop-hour; a 
7-cwt. hammer at Manchester, doing 135 blows per minute, turned 
out some 44 forgings in 4 hours; anda 20-cwt. hammer, running 
during a 9-hour shift and dealing with locomotive and marine 
forgings, cost only 4s. 6d. in energy. 


Maschinenfabrik Augsburg-Nürnberg. 


This company ‘is showing a number of photographs and 
diagrams relating to large gas engines and cranes. 
diagrams demonstrate the amount of power which can be obtained 


—mostly for generating electricity—from the waste gas of blast 


furnaces and coke-ovens by the use of gas engines; one blast fur- 
nace, producing 250 tons of pig-iron daily, gives 10,000 B. H. . con- 
tinuously. One coke-oven of a daily capacity of 200 tons, with a 
regenerative furnace, in connection. with Nuremberg small coal 
producers for the waste coke dust, gives up to 3,000 B. H. . con- 
tinuously. It is pointed out that England, with 2,000,000 B. H P., 
would be able to produce approximately as much as Germany, but 
the actual utilisation is very small, for in consequence of the special 
conditions of the English mining industry—which has numerous 
blast furnaces without allied steel and rolling mills—large gas 
engines have not hitherto been so widely taken up as on the 
Continent. That the well-known Nuremberg gas engine, which ia 
constructed in England by the Lilleshall Co., Oakengates, is 
especially noted on account of its reliability in working, is proved 


by the fact of the large number of installations, comprising over 


300,000 B. H. P., in which it is employed. 

Other pictures illustrate gas-engine plants constructed by the 
„M. A. N.“ for iron and steel works, collieries, and independent 
electricity works ; tbese include two coke-oven gas power stations 
of altogether 4,500 B. H. P. in Bargoed and Brymbo (described in the 
ELECTBICAL Review of May 22nd, 1908), the M. A. N.“ workshops 


for large gas engines, the revolving tower crane of 100 tons capacity 
installed at Dublin Harbour, &c. 


James Keith & Blackman Co., Ltd. (74). 


The recently designed Keith pressure blower or exhauster kor 
dealing with large volumes of air at low-pressure is 2 prominent 
object on the stand, where, as might be expected, fans and blowers. 
abound in variety. | 

The latest Keith blower is designed to equalise the air discharge 
over the whole area of the wheel, and an enormously increased, 


Motor-DRIvEN REVERSIBLE BLAOKMAN FAN. 


discharge is claimed for the arrangement. It is interesting to note 
that both fan cases and wheels are electric-rivet welded throughout. 
Other features which will attract attention are motor-driven high- 
pressure blowers for cupolas, forges, &c., the well-known smith'e 
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BLACKMAN INDucED DRAUGHT Fax. 


hearth with blower attached, a reversible type of — 
fan of very open construction, which has found favour for in mi 
draught and flue use, also some Keith electric table fountain“ 
charming effect of which never fails to attract attention. 
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86. Birch & Co. (214b). 


This firm has au interesting variety of machine. tools on view, 
including a universal grinding machine, two slotting machines, a 
planing machine, a wire-mattress drawer, and a number of small 
tools for amateurs, &c. We illustrate a 4-in. slotting machine, 
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Brox SLOTTING MACHINE. 


which, with ite automatic feed and micrometer adjustment reading 
to 001 in. on all slides, is a most accurate tool suitable for the 
finest work. | | 

The other tools are equally well finished and are well worth 
inspecting. The machine for weaving wire mattresses is an advance 
on anything previously produced for this work ; it rans continuously 
and will automatically finish to exact lengths of coil, re-starting 
again when the operator has cut off the finished coil. 


Hans Renold, Ltd. (40). 


It is almost needless to mention steel driving 
chains and accessories in connection with 
Messrs. Renold—the name and the chain are 
inseparable. In addition to the three main 
types of chain, viz., silent chains for high 
speed, roler chains for medium speed, and 
block chains for slow speeds, &c., photographs 
illustrative of their application are shown. 


Roroscore von OBSERVING THE WORKING 
OF CHAIN GEARING. 


A silent chain is shown in o ration at 
еш 1,000 ft. per minute, and by means of 
to tba pe, visitors can satisfy themselves as 
h meshing of the linka and teeth; if 
778 evidence of utility is needed, a visit 
Ri 5 Pollock & Macnab, and George 
n 5 machine tool stands will demon- 
Th their working capabilities. 
bition i Renold ” chains are in use on several stands in the Exhi- 
bé cee or driving machines; examples of four different types may 
empl n, but in most instances the patent bearing silent chain is 
Ployed for driving machine tools, printing machinery, &с. 


(United States Metallic Packing Co., Ltd. (94). 


Here, аз would be imagined from the name, there is a variety of 
engine packings shown, but the more special feature of the Stand is 
to be found in a number of drilling appliances. These include the 

C and I” portable electric drilling machine, for heavier and 


quicker work than hand drilling. It dispenses with flexible and 
telescopic shafts, drills holes up to 3 in. diameter, and is largely in 


use in engineering and shipbuilding works. The C and I” hand 
electric drills (breast and screw feed) for g -in. holes, and 14 in. holes 
respectively, designed for lighter work, also the C and I magnetic 
drill stand with tripod base, 2 feet being magnets and the third 
carrying a regulating screw (the drill operating between the two 
magnete), also forms part of this exhibit, as do the Bradford 

able power drilling machine, the Premier” steam trap, and tbe. 
Butterfield steam cock. 2 | Е 


G. Harland, Bowden & Со; (92). 


The exhibit on this stand consists principally of special motors 
and operating gear, as the firm make a speciality of designing and 
erecting complete installations for electrical driving of all classes 
of machinery for calico-printing works, bleach-works, iron-works, 
collieries, ship and engineering yards, &c. Two gears are exhi- 
bited to which special attention is called. One is a 23. B.. . slow- 
speed motor, arranged for driving a reversing planer, and is shown : 
in motion, complete with the necessary automatic switchgear to- 
secure reversal at the end of each stroke. It is specially designed 
for driving a 40-ft. plate edge planer which is capable of cutting 
34-in. steel plates 1-in. cut, at а speed of 20 ft. per minute, cutting 
with stationary tools on forward and return strokes, the total weight 
of the moving table and plates being about 12 tons. The powerful 
magnetic brake, the pulley of which is attached to the motor-shaft, ` 
automatically comes into operation directly the tappet switch is. 
knocked over into the reverse position by an arm attached to the 
moving planer table. As the motor slows down and is almost at. 
rest, the current is automatically reversed. This disengages the 
brake and starts the motor in the opposite direction almost. 
instantaneously. The total time taken in the reversal of the 
whole of the gearing and table from full speed in one direction to . 
full speed in the other is about 5 seconds. 

The switchgear is such that the adjustments can be made to 
increase or decrease speed of reversal in accordance with require- · 
ments. The motor is fitted with interpoles and designed to give a 
very heavy starting torque. | | 

Another motor is shown in motion coupled direct to a special 
triplex reducing gear. By means of this gear the motor speed of : 
1,500 R. P. u. is reduced to 75 в.р.м. A standard type of switchboard. ' 
with three panels only is exhibited. 

A number of other different types of starting and controlling 
gears are exhibited which are specially designed for works' use 
where heavy handling ia met with. The following types of gear 


are exhibited :—One 12-н.р. 400-volt starting panel in metal case 


complete with ammeter, and including starter with magnetic blow- 
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Мотов Drivina CALENDER. 


out and subsidiary carson roller contacts, interlocked : 
regulator and double-pole switch. One 5-Н.Р. ironclad, 400-volt 
starter with “no-volt” and “ overload” release; and one 30-н.р 
ironclad, 400-volt starter with “ no-volt” and “ overload” release. 
and with slow action start. Other ironclad gear is also shown. 
amongst which are power distribution boards and motor switches. 
A model set of bevel gear with double helical machine-cut teeth 


is of interest, 16 can be turned by hand to demonstrate smooth and 


silent running entirely free from back-lash. 
The accompanying illustration shows a finishing calender driven 


through spur gearing by а 50-в н.р. three-phase motor, which i 
installed in a Lancashire bleach works, and a feature of which m 
the gradual easy starting and steady running. 
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Frank Pearn & Co., Ltd. (179, 228). The Electric and Ordnance Accessories Co., Ltd. (1, 62). 


Messrs. Pearn are showing their electrically-driven pumps and The company's stand contains an impressive display of motors and 
their latest design of patent high-speed surfacing and boring switchgear amongst other items. The motors are more especially 
machine, the whole of the exhibit being in motion under working designed: for crane, hoist, lift and ventilating fan work, and a 
conditions. number of the “Ordnance” centrifugal fans are shown at work, 

The pumps shown are triple, double and single-ram type, of both including a large type designed for mine ventilation, &c. 
the horizontal and vertical patterns, and are: s 
all electrically-driven. 

Our first illustration shows a horizontal fih. 
three-throw ram pump, with externally 
packed rams, each 6 in. dia. The stroke of 
the pump is 8 in, and it will force 9,600 
gallons of water per hour to a height of 
400 ft. The ram barrels and valve cham- 
bers are cast separately, and are interchange- 
able. The rams are secured to cross-heads 
moving in guides; the gearing is machine 
cut, and the shafts and connecting rods are 
machined from solid forgings. The pump 
is driven by a 35-f. . Westinghouse motor 
running at 750 R. . M. 

We aleo show a vertical three-throw ram 
pump with externally packed rams each 
6 in. in diameter with a stroke of 8 in. 
The capacity of this pump is the same as that 
of the last named, but owing to questions of 
power supply, it is coupled to a smaller 
motor running at 600 B. P. u. 

A feature in all the vertical pumps 
shown is that the ram barrels and valve 
chambers are all cast together, and each pump 
has embodied in it a suction vacuum vessel of 
ample proportions, thus effecting a great saving 
of space. This line of power pumps ranges 
from 2 in. diameter to 8 in. diameter, with one, 
two, or three rama, and is thoroughly stand- Horizontal THREE-THRow Ram Pour. 
ardised, so that the production is on econo- 
mical lines and all parts are interchangeable. 


The high-speed surfacing, boring, milling and drilling machine The company's propellor fans are provided with blades of peculiar 
is driven by a 64-H.P. Electromotors’ motor, running at 650 B. P. x. design, which are claimed to be especially effective In practice and 
‘The machine, which has a range of 24 speeds controlled by & speed- to require a minimum consumption of power. 
changing device of simple construction, and a range of eight auto- A 10-н.р. inter-polar motor and a 5-Н.Р. worm, reduction 
matic feeds all instantaneously changeable and reversible, is built set also figure on the stand. Possibly the most interesting 
on original lines, and will be viewed with interest. section of the exhibit is the switchgear, which comprises etarters, 

controllers, and apparatus for a variety of 
applications. 


Standard patterns of starters for pressures 
up to 600 volte, fitted with the ugual trip, and 
either open or closed, are shown, also à fool- 
proof type of starter, known as the Auto · 
grad,” to which special attention is drawn. 

The “ Autograd starter is fitted with а 
self-accelerating gear which regulates the 
movement of the switch, and is operated by 
a simple electric device. We illustrate the 
company’s combined quick-break lever switch 
and fuses, which are of the water and fire- 
proof pattern in a cast-iron сазе, and de- 
signed for circuits up to 600 volts pressure. 
In these switches the cover can only be re- 
moved when the switch is in the “off 
position. 

The controllers shown are suitable for & 
variety of uses; the direct-current con: 
trollers are all fitted with powerful mag. 
netic blow-outs, and the cast-iron barrels or 
drums carrying tbe contacts are mounted on 
ball thrust bearings, with a view to casy 
operation. Е 

In these controllers, when the barrel is 1n 
the “ off" position, both poles are broken and 
the motor is entirely isolated from the mains. 

The company make oil-immersed con- 
trollers for colliery work—the whole of the 
parts being carried on the lid of the oil tank, 
and thus being easily accessible. 

A variety of smaller switcbgear 18 ghown, 
including several patterns of 4.0. and D.C. 
circuit-breaker for currents up to 2,000 
amperes and 600 volts pressure. 


The Triumph Stoker Co. (9), 


The company are exhibiting one of their 
well-known Triumph stokers, in motion, drive? 
by a J. H. r. electric motor. These ши. 
in use at Bolton, coo and other Cor 

PEABN VERTICAL THREE-THRO poration electricity wol Es. ЕТ 
ВИИ The company are also exhibiting, In © 
janction with the stoker, DAY аган giam 
incandescent boiler arch—a bi 

Ebonestos Manufacturing Co. (197). which is fitted inside the flues of tubular boilers at the point pis 
the flame usually strikes the water-cooled surface of the flue. г 
arch becomes incandescent, and being directly in the path 0 at 

flue gases, brings about improved combustion, considerable incre! 


Here. the visitor will find a great variety of m 
: | oulded 
insulators, the majority of the articles being seit ble 


кыы of metal 5 As the material lends itself to the in efficiency, and prevention of smoke. A series of tests carri 
terminal connection к in which th vod made a speciality of out by the staff atthe Bolton Corporation electricity works shows 
moulded into position. е terminals and nuts are that the adoption of the arch resulted in 15 per cent. in 


evaporation, with a decreased coal consumption of 6 per cent, and 


an average CO, record of 13 per cent. 


Пасо whe. Over 8,000,000 insulators are now in 


a — „ 
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Charles Churchill & Co., Ltd. (292). 


This firm sre showing a variety of machine tools, includin 
3 е ue and grinders of the self-contained pattern, 
arran kor connecting by means of flexible and pl 
incandescent lamp socket. i deba e 

The portable grinders are suitable for grinding centres, cutters 
dies, parallel surfaces, &с., and the drills vary in rang : in. 
to 2 in. dia. hole. TON не 

А Lodge & Shipley lathe, the Hugon pipe bender—which is 
particularly advocated. for bending thin tubes, and a variety of 
magnetic chucks suitable for handling delicate and fragile work in 
grinding, milling and planing machines, are also worthy of 


notice. 
| "i : "e р 


| THE STELUITE | PATENT | 


| 

| SWI TCHS FUSES 
4 PATENTED 
| ` 
| 
| 


id 
1 


| - IMPOSSIBLE TO 
| OPEN CASE UNLESS 

SWITCH !S WN THE 
112 POSITION... 


m | 
SrELLITE Емсговер D. P. SwrroH-FUsE (see p. 704). 


James Hodgkinson (Salford), Ltd. (243). 


The stoker exhibited by this company will subsequently be 
sent to the electricity works at Vienna, for which it is on order; 
two similar machines are already fixed, and have undergone a 
series of tests in a very successful manner. They have been using 
an exceedingly inferior quality of fuel with which no other 
machine has ever been successful, neither is it practicable to use it 
with hand firing. In a test carried out on July 28th last, for a 
period of six houra, the total water evaporated was 6,500 gallons, 
and the fuel consumed over 9,000 1b.; this gives 1,083 gallons of 
water per hour, against 1,563 lb. of coal, showing 7 lb. of water 
per lb, of fuel used. The temperature of the feed water was 88° 
before, and 233° after the economiser, and the average steam 
pressure was 201:5 lb. per sq. in. 

Another feature of the exhibit is Collinge's patent automatic 
coal-weighing machine. This is a very simple and reliable 
apparatus for recording the amount of coal fed to each individual 
boiler, or alternatively to a range of boilers fed direct into the 
elevator boot. The coal is brought from the bunker by means of a 
short spiral conveyor, and the weighing box is accurately balanced 
on the usual knife-edge arrangement. A number of these can be 
seen a few minutes from the Manchester Exchange, under actual 
working conditions. 


W. Canning & Co. (126, 165). 
This firm are showing a machine on Messrs, Hoffman’s stand, 


KN 
j = 


PLATIN Dynamo wirs BALL BEARINGS. 


fitted with the latter company’s ball bearings. The arrangements 
adopted were shown in detail in our issue of August 21st last. 


Small Power Dynamo and Motor Co. (219). 


The company is showing a standard a.c. to D.O. transformer 
consisting of a motor and generator mounted on a common bed- 
plate, and having an efficiency of 70 per cent. 
D.C. to р.с. set, which is exhibited, we have already illustrated. A 


This, and a similar 


D.C. motor, which represents a line of standard dynamos and motors, 
is another exhibit, as illustrated herewith; and a number of motor 
starters are on view. One of the latter is shown in the accompany- 
ing figure; this is of the open type, with incombustible units of 


non-oxidisable material mounted on stout glazed porcelain cylinders, 
There is no asbestos in these starters, and no soldered joints. The 


OPEN Type MoToRBR-STABTER. 


semi-enclosed starter has a hinged front, which opens over the 
handle; this feature is also met with in the gas and water-tight 


starter exhibited. 
J. Rhodes & Sons, Ltd. (30). 


Several examples of the Rhodes" power press are shown by 
this firm. Our illustration shows the salient features of these 


“ RHODES” Power PRESS. 


machines, which are fitted with a patent safety clutoh 

favoured by earned e i калы 
at the machines are built on sound lines can be gathered f 

the fact that Messrs. Rhodes were recently awarded p order Чог 

76 of them by a Continental Government. 
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General Electric Co., Ltd. (182, 162). 


‘Prominent among the General Electric Oo.’s exhibits are the 
600-x w. motor-generator shown in the Exhibition sub-station, and 
used for transforming the three-phase 6,600-volt 50-cycle supply of 
the Corporation to direct-current at 500 volts for Exhibition use, 

and a similar but smaller set—one of three built at Witton for the 
new Osram lamp works at Hammersmith— shown on the stand. 


| 


Овом TYPE CONTROLLER. 


In the larger machine, the armature and the rotor are mounted 
on one cast-iron spider, thus doing away with the middle bearing, 
and the other two shaft bearings are fitted with twin ball races, 
an arrangement which obviously facilitates starting up and efficient 
running. The approximate weight of this set is 30 tons. 

The principal motor-generator on the stand has an output of 100 
KW., at 220 volts pressure on the direct-current side; near it ів a 
midget set consisting of two of the 
smallest G. Е.С. direct-current 
machines arranged for charging motor- 
car accumulators and similar work. 

A number of the company's standard 
productions in both direct and alter- 
nating - current machines are on view, 
and particular mention may be made 
of the ball-bearings which form a 
special feature of many of the 
machines. 

Mention may also be made of a 
special gas-tight coal-cutter motor 
and a gas-tight motor for use in fiery 
mines and similar places. 

With the motors are shown a variety 
of standard starters, in semi-enclosed, 
water and gas-tight covers, also tram- 
way dram-type controllers, liquid 
starters, and ordinary enclosed and 
gas-tight, oil-cooled auto - trans- 
formers. 

A Northrop loom driven by a Witton 
motor, attracts general attention ; the 
motor is of the hinged type, its 
weight providing the necessary ten- 
sion in the belt, and compensating 
for slip in starting-up. 

The loom itself is an example of the 
modern trend in all machine design, 
being largely automatic in working. 

Its most striking feature is a battery 
or magazine containing 25 bobbins, 
which are automatically fed into the 
shuttle to replace exhausted bobbins ; 
as the supply of weft can only last 
from 1 to 20 minutes, it is evident 
that the magazine saves consider- 
able attention on the part of the 
operator. . 

On the whole, Witton machinery 
is well to the fore in the Exhibition, 
as it is conspicuous on a good many 
other stands where motor-driven machinery is shown. 

The company are also showing varioustypes of their switchgear, 
including examples of remote control apparatus. 

A typical н.т. generator panel on view contains, in addition to the 
ordinary indicating instruments, a magnetic blow-out closing switch 
and a closing switch for operating the trip coil. The operating 
switch is of the push-button type and the shortest contact effectively 
operates the circuit breaker (which is of tbe oil break type); switches 


of this type are in use at. the Bradford Corporation generating 
station, their operation being so rapid that they are regularly used 
for synchronising. | 
D The oil switch has a double toggle motion for exerting 
the necessary pressure between the contacte and for i 
purposes; the tank is of sheet steel, with a wood lining and wooden 
partitions between phases. | 

The instruments fitted are manufactured under Dr. Sumpners 
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THREE-PHasE OIL SwrrcH, with Tank REMOVZD. 


patents, and we understand that a aynchroniser working on the same 
principles as adopted by Dr. Sumpner, is now being placed on the 
market by the company. 

The oil switch is fitted with a time-limit relay on the solenoid 
principle, the company having adopted this in preference to the 
induction principle, which has a certain amount of complication ; 


G. E. C. 100-kw. MoroR-GRNEBATOR. 


the complete apparatus is suitable for pressures up to 15,000 volta 
An oil switch suitable for lower pressures, has been designed for 
factory and mining work; this can be equipped with overload and 
low-voltage automatic attachments. | 

The company also show examples of their standard ironclad water 
tight switches, suitable for mining use; the cable receivers and 
sealing ends are standardised for fixing to any of their iron 
switches or distribution panels, &-. 
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MISCELLANEOUS EXHIBITS. 


Bullers, Ltd. (29, 40). | severe. An insulator designed for a 20,000. volt transmission line, 

| А nevertheless, withstood up to 50,000 volts before sparking over, 

Tbe leading features on Messrs. Bullers’ stand are porcelain ^ when exposed to a slanting shower of spray, and did not spark 

insulators, of beautiful whiteness and high finish. These include over with 72,000 volts (the maximum available) when dry. A 

:а wide variety of shapes and sizes, from the smallest line insulators much simpler two-shed insulator of Messrs, Bullers’ own design 

to immense insulators designed for the Zambesi high-pressure ^ gave à similar result; and an insulator with a large enamelled- 

transmission, and from arc lamp resistance bobbins to leading-in iron umbrella on the top withatood 57,000 volte for a considerable 
tubes, &c. The essentia] feature of their electrical porcelain is time, in a drenching shower, before sparking over. 

Other exhibits on this stand were a new patent ventilating cover 
for manholes, giving exceptionally good results; an illustration of 
this is given herewith. It will be seen that round the rim and 
round each slot in the cover there is a raised lip, turning away 
water flowing over the surface. Direct rainfall has little effect— 
so little that the bucket need only be emptied at the usual inspec- 
tional visits. We understand that these covers have been tried by 


| 


( 


à TITTEN fii 


— + 


c 


Ў ас 


SECTION OF BUCKNILL CBOSSHEAD 


several authorities with remarkably satisfactory results. They are 
secured by a simple lock, the key of which cannot be removed until 
the fastening has been closed. Experiments made with the cover 
have been described in our issue of March 20th, 1908. 

The new patent crosshead for stays invented by Colonel Bucknill 
is shown by Messrs. Bullers, and is illustrated herewith ; it will be 
seen that instead of turning the nut by a spanner between the 
sides of the bow, as in the old style, the nut is prolonged through 
the crosshead, so that the sides of the bow can be brought closer 
together, and the nut can be turned with facility without taking off 
the spanner. Patent removable pole steps, and other devices, are 


BuckniILL PATENT CROSSHEAD, also exhibited, 
€ i —" T Standard Machine Works, Ltd. (289). 
it is absolute it А tte the purpose to whic "- | : 
)) "aen This firm's exhibit consists of higb-speed braiding machines, 


itis applied; they have made a special study of the subject for І | c 
years, and have attained to the first rank for excellence of material used in the electrical trade for cable covering, and in the 
textile trades for various purposes. The principle of the machine 


and workmanship. : E : : : 
We illustrated their high-pressure line insulator in our article is one very rarely used, and is of interest to the engineer. It is 
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Ввстзох AND PLAN oF Всігевв’ PATENT MANHOLE COVER. Hian-SPEED BRAIDER, 


on the Midland Railway; similar insulators, as well as others of claimed to be the only principle at present in use which will 
‚ arious makes, were tested in our presence on the firm's stand, allow a braiding machine to run at a high speed. 

where a high-pressure Westinghouse transformer with regulating The advantage of a high speed in cable covering is great, enabling 
apparatus hag been erected, together with a tank. The latter is long lengths to be run through in a short time without cutting. 
surrounded with glazed sides, to prevent splashing the surroundings In dealing with rush orders, a cable manufacturer is often 
when drenching the insulators with artificial rain, and as a result delayed through having to wait for the braiders when his machines 
s Insulators became moistened over their whole surfaces, while are of the old type. All the motions are rotary. The machines are 
the air in the enclosure was ionised by brush discharge. Both claimed to be simple to run and cheap to maintain, and they are 
these conditions are exceptional, and render the tests unduly built entirely at the firm’s works at Nottingham. tte 


t 
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Parmiter, Hope & Sugden (159, 135). 


An exhibition of this kind may be expected to give а! special 
stimulus to the production of new specialities, a direction in which 
Меватв, Parmiter, Hope & Sugden are not behind-hand, {ог in 


“ SPRING-ON " SwrrcH-FusE, OPEN. 


addition to their standard apparatus, quite a number of new designs 
in ironclad switchgear are included in their exhibit. 

Amongst the many new specialities the one that calle for first 
mention is Hope's "Patent Spring-on” switch-fuse (see figure), 
which has many special features. It has a very quick make and 
break, and both are independent of the operating handle, whilst 


Ajax SWITCH-F'USE. 


the quick-break and knock-off is mechanical and. is independent of 
the spring. This switch-fuse is gas-tight, and is interlocked to 
comply witb the Mining Regulations. 'The whole of the operating 
mechanism is contained in the lid; consequently, when the fuses 


Ajax DovuBLE-PoLE SWITCH AND FUSES. 


require renewing, the fuse contacts are necessarily in a position 
clear of all live parte. The special feature of the whole arrange- 
ment ia the easy and sweet operating motion, whilst it is particu- 
larly positive in action. The “Spring-on” switch-fuse is con- 
structed on the same lines as Messrs. Parmiter, Hope & Sugden’s 
other well-known Ajax mining gear, and can be supplied double 
or triple-pole as required. 


Another new form of ironclad switch which the firm have put 
on the market is known as the Ajax “H” type. This switch is of 
the dust-proof pattern, and of specially strong mechanical design. 
It is useful as a house-service switch for small installations. 

Somewhat similar in design to the above is Hope's “ Patent Ajax 
switch-fuse” (see figure), which is now ready in some sizes. This 
switch-fuse is a neat and compact arrangement, particularly suitable 
for small motors, &c., the special feature being the moulded solid 
carrier into which the spring-clip replacement fuses fit, and in which 
they are held in place by phosphor-bronse clips. It is claimed 
that it is impossible to touch any of the live parte when renewing 
the fuses. Owing to the saving effected in wiring, and the com- 
pactness of the arrangement, switches and fuses in the same сме 
are becoming more and more popular, and Messrs. Parmiter, 
Hope & Sugden have now put on the market a complete range of 
gas-tight interlocked switches and fuses combined in one case. 


DRAwiNG-OrFrFICE LAMP A8 DRIER. 


These are their well-known Ajax S-type switches with C-type 
fuses, illustrated herewith. 

Motor-starting panels of every description form a feature of the 
exhibit. The standard patterns are semi-enclosed and totally 
enclosed, on iron frames, but the firm also make every form of self- 
contained starting panels; they have standard patterns witb 


AJAX 3-PoLE SwrrcH AND F'usm Box, COVERS INTEBLOCKED. 


ammeter, D.P. switches, fuses and starter, and similar panels 
without the starters, and there are other forms for special 
requirements. Main awitchboards and all forms of power distri- 
bution boards in iron cases are also shown. 

The Ajax drawing office lamp is mounted on s portable stand 
with tilting device, and an aluminium reflector, and is arranged 60 
that it can be stood on a tracing, as shown in the figure above, 
drying the ink very quickly. This is quite a new device. 

Messrs. Parmiter, Hope & Sugden are also exhibiting on behalf 
of the firms they represent in Lancashire and Yorkshire, vi: 
The Gilbert Arc Lamp Co., Ltd., Chingford, fame lamps, enelosed 
lamps and accessories; the Electric Control, Ltd., Glasgow, 
Empire automatic starting switches, for both alternating-current 
and direct-current circuits; and the Premier Electric Control, Ltd. 
London, special motor-starting gear and controllers. 


Premier Electric Control, Ltd. (159, 185). 


The Premier Company’s apparatus, as the name implies, 
consists of switchgear for шк control. The special objects " 
which they have aimed in their designs are simplicity, and eas 
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of repair and adjustment, so that the ordinary user with or without 
any kaowledge ‘of electrical matters can readily carry out such 


SERIES STARTER AND REGULATOR. 


small repairs, &c., as become necessary in course of time. Thus 
the contact springs can be renewed with the greatest ease, and the 
main spring can be set up by a simple device, consisting of the 
drilled plate shown on the pivot of the lever. In the larger sizes 
of starter, flipper sparking pieces are provided, which can be 
renewed with the greatest facility; the small sizes have carbon 
rollers similarly arranged. 
Tube contact lever, when full over, is held by a mechanical device 
with a magnetic lock, so that it cannot be shaken off by vibration ; 
and in the series starter and regulator, shown herewith, the lever 


“ PREMIER " MuLTIPLE-LEVER RHEOSTAT. 


is held at any contact by an ingenious little detent consisting of & 
steel ball held against a drilled steel plate by the no-volt release, 
80 that in case of interruption of the current or overload the lever 
returns from any position to the off position. 

The “Premier” multiple-lever rheostat, which is illustrated 
above, has no aliding contacte, the clapper contacts being of 
carbon; they are brought into action successively by the rotation of 
the hand-wheel, a copper leaf switch finally ghort-circuiting the 
resistances. Many of these have been supplied to the L.C.C. sub- 
stations, Automatic no-volt and overload release attachments are 
provided. We have by no means exhausted the list of the com- 
pany’s apparatus, which includes ironclad rheostate, controllers, &c. 


The British Insulated and Helsby Cables, Ltd. (41, 28). 


The exhibit of the B.I. and Н. Со. is full of interesting items, 
from which we can do no more than make a selection. The stand 
itself should be visited. 

Perhaps the most striking feature is the full-size reproduc- 
tion of a high-pressure three-phase transmisrion line, for 20,000 
volts, as erected by the company for the Cleveland and 
Durham Co. and others in various parte of the world. The 
poles, which sre 11 in. in diameter, ate sbortened to bring 
the line construction near the observer's eye. Two H poles 
form the terminals, with a single pole in the middle of the 
stand; they are fitted with channel-iron cross-arms, and carry 
the conductors at the angles of a 5-ft. triangle on porcelain insu- 
lators and shackles. Two of the conductors are of copper, ‘372 in. 
in diameter; the third is of aluminium, '480 in. in diameter, of 
equivalent section to the copper. The company is using aluminium 
wire and tape for many purposes, and in addition to its extensive 
plant for smelting, rolling and drawing copper, has put down rolling 
mills and wire-drawing plant specially for dealing with aluminium, 
which figures prominently in the exhibit. Joints in aluminium wire 
are made by welding with a blow lamp, for which purpose a neat 
little patent holder is used, which automatically closes the joint 
when a welding heat is reached. Aluminium cable is jointed in a 
similar manner. Copper in all stages of manufacture into wire, as 
well as aluminium bus-bars, wire and tape, is shown. 

A noteworthy feature of tbe exhibit is the patent grooved trolley 
wire of which the company makes a speciality, together with the 
various mechanical ears, section insulators, &c., devised for use with 
it. We illustrate a section of line with an ear, showing their 


Рвквсот MEORAMICaL EAR AND Nos-FouLING TROLLEY WIRE. 


relation to the trolley wheel, and the shape of the cross-section of 
the wire. Inspection of the actual thing shows that there 18 abso- 
lutely no possibility of fouling, the path of the trolley wheel being 
perfectly uniform. The ears cannot come off through vibration, the 
screws being cupped eo that their ends can easily be riveted over, 
The ears are cast of a highly ductile alloy consisting almost wholly 
of copper, and are designed with a view to lightness and etrength. 
The frogs, section insulators, &c., made by the company also have 
distinctive features of merit. 

A number of Prescot paper pinions are shown, including one 
which has been working for four years, transmitting 40 B. H. P. at 600 
R р.м. almost continuously, day and night; the teeth show very 
little wear, and are highly polished. This pinion will be put back 
into service after the close of the Exhibition, These pinions are 
made of Manilla paper powerfully compressed between stout gun- 
metal checks, and are practically unaffected by moisture, oil or 
temperature changes, being in many respects, therefore, superior 
to raw-hide pinions. 

To the wide range of house service fuse-boxes exhibited we can 
only make a passing reference; the company makes an enormous 
number of these, the output approaching 40,000 per annum. The 
stand is lighted by eight Prescot flame arc lamps, running four in 
series on 200 volts р.с., and these lamps are also used on the 
Lancashire Dynamo and Motor Co.’s stand. Quick-break switches 
and plug fuses are shown, including Hornby's patent switch fuse, 
in which the ordinary knife blade is replaced by & combination 
blade and enclosed fuse. A number of naval switches, plugs and 
sockets, designed for the Admiralty, are exhibited. 

We have already described the Prescot feeder pillar; the design 
of this has been greatly improved, aud a sample set of cable 
fittings is shown on the stand, In order to avoid difficulties. 
with the cable ends, it has been found best to terminate the actual 
cable in a chamber beneath the pillar, where it is jointed to the. 
end of a cable running up inside the pillar. One of the great. 
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advantages of this pillar is that rubber tails and pot ends are 
‘dispensed with entirely. ME D A E 
The Mordey-Fricker electrolytic prepayment meter and the 
Fricker demand indicator are shown, as well as the Mallins patent 
tramway ticket punch—a most ingenious and effective device, 
which has a magnetic lock, and is provided with various safeguards 
against fraad being committed, either by or on the conductor. 
Already 1,400 of these are in use on the Liverpool Corporation 
“tramways, and the instrument deserves the close attention of 
tramway managers, Helsby motor-car tires and tubes, golf-balls, 
and exploders we can only mention. A safety hand lamp designed 
to meet the recommendations of the Home Office, detailed.in Mr. 
‘Ram's recent report (see ErLgorBICAL Review, Aug. 14th, 1908) and 
provided with general improvements is shown, and is illustrated 
erewith. | | | a еи 
Two examples of the Prescot welder are shown at work; this 
machine has been developed to a high degree of perfection, being 
provided with scales for setting the jaws, which close the weld 
-automatically, at the same time cutting off the current. Ball 
‘bearings are employed to reduce friction to a minimum, and the 
process is very rapid—a weld occupying only 5 seconds, with a 
maximum load of about 3 н.р. No. 4 welder is designed for wires 
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Prescot WELDEB No. 6. 


005 to 25 in. in diameter; No. 6, which we illustrate herewith, 
takes iron up to $ in., and besides welding together different metals, 
is shown doing “spot welding,” a process which takes the place of 
riveting in the manufacture of sheet-iron and hollow ware, being 
infinitely cheaper, more effective, and quicker. 

The Bates & Peard patent annealing furnace is made by the 
B. I. & H. Co., who show a small one suitable for dealing with small 
articles. This farnace anneals copper, brass and other non-ferrous 
metals in an atmosphere of steam, with the result that the articles 
are annealed abeolutely without the formation of scale, saving time 
and money. i ' | 
- Another exhibit of extreme interest is a wire-drawing machine 
-designed by the company, in which copper wire can be drawn down 
at one operation from 0084 in. to 0018 in. diameter, passing through 
17 diamond dies in succession. "The machine, nevertheless, is 
extremely compact, and is driven by a 1-H. r. motor. 

An interesting and, for this country, unique exhibit is an extra- 
high-pressure air-break switch, made for the Midland Railway 
Co.'s overhead transmission line at Heysham. It is intended to 
break circuit at 200 amperes and 10,000 volts, and is provided 
with a double break and sparking pieces of the horn type, carried 
.on English porcelain insulators tested to 20,000 volts. The switch 
is fixed on the top of a pole, and is operated from the ground with 
a rod. 

The extensive telegraph and telephone exbibit of the company 
will be dealt with in our next issue. 


British Westinghouse Electric and Mfg. Co., Ltd. (79, 81). 


This company has two switchboards for alternating and direct 
current, respectively, on view, in addition to a variety of smaller 
awitch work described last week. | 

The direct-current board is represented by a 1,000-ampere panel 
with circuit-breaker, ammeter, &c.; the alternating board consists 
of three white marble panels equipped with instruments and switches 
suitable for high pressures. | 
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SAFETY НАНО LAMP. 


A. Reyrolle & Co., Ltd. (95). 


The chief exhibit on this company’s stand is the new ironclad 
switchgear, to which we shall refer later, as well as to the motor- 
controlling switchgear exhibited. For the moment we will deal 
only with the minor items shown. 

An entirely new device is a voltage detector, made under the 
Thornton, Clothier and Reyrolle patents, and consisting of a spark 
gap in series with a condenser, in the shape of a long rod, con- 
venient for use in cellular and other switchboards. The device is 
adapted for pressures from 3,000 to 12,000 volts, and its use involves 
no danger whatever to the operator. 

Two prepayment meters are shown; the Hikeley hour-meter, 
which simply closes the consumer’s circuit for a fixed period of 
use, regardless of the current, and the Highfield prepayment meter, 
which is largely used by the Metropolitan Electric Supply Co., and 
goes a step further than the former. 

The company’s standard switchgear is exhibited, including А 
variety of their switch fuses, &c., some with special ventilation to 
prevent heating of the porcelain holder; cast-iron wall-plugs for 
workshep use, cable-dividing boxes, &c. A new sparking plug, for 
safeguarding against an accidental connection between the primary 
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REYROLLE Oin-SwircH WITH OVERLOAD AND No-Loap 
RELEASES. 


and secondary of a transformer, is illustrated below; it 
consists simply of a thin disk of insulating material interposed 
between the secondary circuit and an earth terminal. A six-way 
100-ampere distribution box, similar to the 28 boxes in use on the 
feeder circuits in the Exhibition, and an improved form of high- 
pressure fuse contact, with front connections, are shown. 

On the switchboard there is a tank oil-switch with overload 
release on two phases and a no-volt release, as shown in the 


TO EARTH. 
TRANSFORMER | SpaRKING PLUG. 


accompanying figure, the no-volt attachment being fitted in the 
middle. Other exhibits include a standard panel for.a three-phase 
line, with time-limit fuses, shunting relays for maximum losd, 
cut-outs, and standard service and multiple-way boxes with patent 
terminals; and the Merz-Price feeder protection system, which we 
described fully in our issue of August 28th, 1908, is shown in 
actual operation, forming a very interesting demonstration. 


— —— Aa 
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THE ELECTRICAL REVIEW. 


CONTRACTS OPEN. 


(Continued from page 694.) 


London.—October 27th. Twelve water-tube boilers with 
mechanical stokers, superheaters, &c., for the L.C.C. See " Official 
Notices " October 2nd. І | 

November 2nd.—Stores, fittings, carbons, &c., for the L.C.C. See 
" Official Notices“ to-day. 


Manchester.— October 28th. High-pressure steam and 
feed pipes, valves and supports, for the Corporation. See,‘ Official 
Notices " October 16th. : | 


Roumania.—CRAIOVA.— December 20th. Tenders for 
the building and working of an electric tramway system. Deposit 
50,000 fr. Particulars of the Conseil Municipal. 


Salford. — October 26th. Electric light installation at 
the Seedley Baths, for the T.C. (Deposit 10s. 6d.) Mangnall and 
Littlewood, architects, 42, Spring Gardens, Manchester. 

November 2nd.—Cooling towers, tanks, &c., for the Corporation. 
Bee Official Notices October 16th. 


Spain.— October 30th. The municipal authorities of 
Pontevedra are inviting tenders for the concession for the establish- 
ment and working of a telephone exchange in the town during a 
period of 20 years. 

HuELvA.— November 17th. Tenders are invited for the supply 
of four electric cranes and a travelling crane for this port. A 
deposit of 5 per cent. is required, Further particulars of the Junta 
de los 'l'rabajos del Porto. 


CLOSED. 


Argentine. — The Dritish Westinghouse Electric and 
Manufacturing Co., Ltd., have received an order from the Buenos 
Aires and Pacific Railway Co. for the complete construction and 
equipment of a large power station, with several sub-stations, for 
the supply of electricity to the city of Bahia Blanca. The con- 
tract also includes extensive additions to the existing tramway 
system within the city of Bahia Blanca and several outlying town- 
‘ships. The phenomenal growth of the city and district of Bahia 
Blanca is mainly due to the enterprise of the Anglo-Argentine 
Railway Companies. The city possesses one of the most progres- 
sive municipslities in South America, and is supported in its 
prosperity by the unique shipping facilities which it affords to an 
immense grain-growing tract of country. The present contract 
bad its origin in the taking over by the Buenos Aires and Pacific 
Railway Co., from a private enterprise of the supply of light 
and power to the city. The existing plant was found to be 
inadequate, and a scheme for extensions was projected by Mr. 
Packenham W. Beatty, the railway company’s resident électrical 
engineer. The designs and specifications for the entire plant have 
been prepared by Mr. John F. C. Snell, МІ.С.Е., the consulting 
electrical engineer to the Buenos Aires and Pacific Railway Co. 


Belfast.—The Tramways and Electrical Committee has 
accepted the following tenders (the lowest in each case) :— 


Cast-iron pillars.—Ritchie, Hart & Co. 
Railings round electrical station.—Musgrave & Co., Ltd. 


Cape Town.—The tender of Messrs. Green & Trevett 
for the wiring and supply of electric light fittings toa number of 
houses, guard-toom, &c., belonging to the Admiralty, at Simone 
Town, has been accepted. The work is being carried out under 
the supervision of Mr. R. Wightman, electrical engineer to the 
Admiralty. 


Croydon.—The T.C. has accepted the tender of Messrs. 
J. Jarvis & Sons, Ltd., Hackney Road, London, for coal bunkers, 
ash conveyor, and receiving hopper at the Electricity Works, at 


Glasgow.—The offer of the British Westinghouse Co., 
Ltd., to supply the Corporation with two rotary converters, with 
transformers and spares, at £351, has been accepted. 


Huddersfield.—Messrs. E. Bould & Son, a local firm, 
have secured the contract for installing the electric light at the 
new adult schools at Paddock. 


London. *rEPNEv.— The Council has received the fol- 
lowing tenders for the supply of 20,000 pairs of carbons for new 
arc lamps :— 


Gilbert Arc Lamp Co. 
Bloan Electrical Co. 


For the supply of 50 tons of moulded pitch, the Council received 
the following tenders :— 


.. (accepted) £101 6 8 
ee . . 13710 0 
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J. Smart & os (accepted) £68 2 6 
Brindley & ko. 0 0 
Do. (alternative) .. Ws Seg 81 5 0 
South Metropolitan Gas Co EN Es 77 10 0 
Forbes, Abbot & Lennard. Ltd. 2 И 80 12 6 
Thomas Crow & Sons .. m А Ps 81 5 0 


SrokR NRwIN O TOR.— The B. C. received the following tenders for 
cables to connect the new generating station with the sub-station 
in Edwards Lane :— 

Callender's Cable & Construction Co.  .. v 
W. T. Glover & Co. ee oe 5% ee oe 69 
British Insulated & Helsby Cables, Ltd, .. iis " 
W. T. Henley’s Telegraph Works Co. (accepted) 1,872 

The following tenders were received for steam and other pipe- 

work at the generating station . 
Babcock & Wilcox, Ltd. .. "m a - aie .. 4907 
Railway and General Engineering Co. sa Р . 299 
William Freer - ss - is . 279 
G. N. Haden & Sons a . zs 
Ashwell & Nesbit, Ltd. ee Ja " 

Joha Spenoer, Ltd. .. T x o . (accepted) 265 

HAckRET.— The B.C. has accepted the tender of W. Согу & Son, 
Ltd., for 4,000 tons of Cowdenbeath and Edinburgh Washed Pea 
Nuts, at 10s, 5d. per ton. | 

L.C.C. —The Fire Brigade Committee have received the following 
tenders for wiring and fittings for the electric lighting of the 
engine house block at the chief station :— 

W. J. Fryer & Co. is .. £299 


Comya, Ching & Co. recom.) £279 
Treaegar & б. 73 ой ; 288 Lund Bros. & Co. Ra Р 815 
229 


а. E. Taylor & Co. үй 
The Highways Committee have considered the undernoted 
tenders :— 
RrcoNsTRUCTION OF Nink ELNMS-EART HILL TRAMWAYR, 


Tramway Paving works at 
works, street widenings. Total. 


J. Mowlem & Co. £70,673 £19,185 £89,904 
Dick, Kerr & Co. се 71,490 19,158 90,648 
W. Manders .. . 78.011 17,996. 91,007 
4. G. White & Co. 18,249 21,612 99,855 
Since the tendera were invited, the Committee stated that an 


arrangement had been made with the Battersea B. O., whereby 
certain portions of the works in the tramway margins and the 
reduction of the width of footways would be executed by the B. C., 
and wonld therefore be omitted from the contract. By deleting 
from the above tenders the amounts for the work in question and 
correcting certain arithmetical errors, the tenders for the tramway 
works became as follows, the lowest being recommended for 
deceptance :— 
J. Mewlem & Co. (recom.) £68,602 
Dick, Kerr & o. 68,161 
SUPPLY or CABLE. 


I.-R., G.-P., and Teleg. Works Ce. . (accepted) £604 (less 23 per cent.) 
W. T. Glover & rue „„. „ 570 (less 5 per'cent. 
and 23 per cent.) 

- 647 (less 24 per cent.) 


£70,097 


W. Manders ae 14891 


J. G. White & C(Oo. 


1 ро m Co. is oo ө» „+ 647 (less 25 per cent 
ohnson & Phillips.. oe T - ee death monthly) 
Henley's Telegraph Works Co... T SQ 542 
Callender's Cable and Construction Co. .. 048 
British Insulated and Helsby Cables .. ,. 561 


Southampton.—The following tenders-were received by 


the Education Committee for improved lighting at the York Build- 


ings Boys’ School :— 
If completed If completed 


within within 

14 days. 91 days. 
H. $t бо. (accepted at £110) .. 4110 0 0 £105 0 0 
Golling A noel © „оо... 11316 6 108 2 8 
Jenkins & Sons, Ltd. 80 ps "m 119 0 0 107 0 0 
Dyer & Sons .. МА " ii da 124 10 0 119 10 0 
Borough Engineer's proteoting tender 150 0 0 190 0 0 


Warwick. — The T. O. has accepted the tender of the 
Leamington and Warwick Electrical Co. for installing the electric 
light at the Court House, at £48. 


CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical oon- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but 16 will. be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated. | 


ABERDARE (CWMANMAN New Baptist Church (£600). J. Liewellyn Smiths 
architect, Aberdare; J. Jones, contractor, Gwawr Cottage: 
Aberaman. 
AMERSHAM.~Houses, Amersham Common, for Kemp & How ; Hyde Heath, 
for H. Kennard; Harewood Road, for G. L. Suteliffe; Amer- 
sham Common, for W. Brunning ; Cbalfont 8t. Peter, for E. J. 
Gee : Amersham Common, for E. J. Clark ; Chesham Bois, for 
Bumner & Co. 
ANNFIELD Ром (Со. Du RAM). - Developments for the local Co-operative 
iety. 
ASHTON-IN-MAKERFIELD.—Houses, Downall Green Road, for Alfred 
Derbyshire ; model lodging house (83 beds), Heath Road, for A, 
O'Hara. 
ATHERSTONE.—Conversion of premises in Long Street into offices and stores 
for the U.D.C. i 
AYLESBURY. HO ess High Bridge Road, for W. Bliss ; Southern Estate for 
. J. Scott. 


BANFFSHIRE.— House, at Maryhill, Monquhitter, Estate of Maryhill, W. L. 
Duncan, architect, Turrill, 
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BAWTRY (near Doxcastek).—Villa residence. Garside & Pennington, archi 
tects, Pontefract. 

BECKENHAM.—Three houses, Cromwell Road ; Luck Bros., Ltd., builders. 
Two houses, Tudor Road; W. J. Norris, builder, 10, Sidney 
Road, Beckenham. 

BEDLINOG.—Fifteen houses for the South Wales Estates Co., Ltd. Wm. 
Dowdeswell, architect, Treharris. 

BEXHILL-ON-SEA.—Bungalow residence, Popp's Farm, for F. W. Green; 
J. B. Wall, architect. 18, Devonshire Road, Bexhill. 

BLACKBURN.—New Congregational Church in the Four Lanes End district 
(£3,000). | 

BLACKPOOL.—New sewage works contemplated. Shop extensions, Church 
Street, for Messrs. Donnelly. 

BOLTON.—New rooms for lunatics at Workhouse, Board of Guardians; new 
car-shed, 8. Parker, town clerk, Bolton; sixteen houses, More- 
land Grove, for G. Hargreaves; three new libraries, borough 
engineer ; development of Doffcocker Estate, J. Boyle. 

BOURNEMOUTH.—Extension of the pier and landing stage for the T.C. 
(£9,973). Goddard, Massey & Warner, Ltd., contractors, Not- 
{їп Шат, New Bt. Aiban's Church, now building, in the 
Charminster Road district (£9,000). 

BOWLAND (Lancs.).—New sewage scheme proposed. Surveyor, Bolton-by- 
Bowland Council Offices, Lancs. 

BRADFORD.—Conversion of Bolton House, Peel Park, into School for the 
Blind City architect, Whittaker Buildings, Brewery Street, 

Bradford. 

BRIGHTON.—Extensive additions to the works of the London, Brighton and 
South Coast Railway Co., with electrical equipment. 

BRISTOL.—Alterations to business premises, Market Gate, High Street, for 

Messrs. Lennards, Ltd., boot manufacturers. 

BROMLEY .—Additions to 26, Shortlands Road, Shortlands; J. R. MacCullum. 
Alterations to Lyric Theatre; F. J. Ronald, surveyor, 72, 
Victoria Street, S. W. Houses, Union Road, for F. G. Crickett ; 
Waldegrave Road, for Thompson & Walford. 

BURSLEM.— New central school in Moorland Road. A. R. Wood, architect, 
Burslem. 

BUDE.—8hop ; P. Bolt, Queen Street, Bude. 


BURNHAM (SomERSET).—Houses, Rectory Road, for Mrs. Pitts and A. G. 
Pitts. 

BURNLEK.— Houses, Athletic Street. Hitchon & Pritchard, architects, 46, 

. Manchester Road, Burnley. 

BURTON-ON.TRENT.—Proposed new premises at Stapenhill, for the Co- 
operative Society; prospective restoration, after fire, of maltings, 
for Ind, Coope & Co. 

CADISHEAD (near MaNcHESTER), — Billiard room, Lord Street, for E. 
Unsworth. 

CAMBORNE.— Houses, Mount Pleasant Road, for Mr. Lean; Eny's Road, for 
J. Kendall; Wheal Gerry, for Mr. Butler. 


CAMBUGBARRON (BrinLING).—New * Bruce Memorial Church (£1,000). 


CARDIFF.—Extensions to laundry st Workhouse; E. Seward, architect, 
* Cardiff. Alterations to three houses and erection of ware- 

house for Cardiff Pure Ice Co.; E. W. M. Corbett, Bute Estate 
Ottices, Cardiff. New mission hall, Plasnewydd Road; G. 
Hallett, architect, Cardiff. Eight houses in Westville Road, 
for Geo. Partridge; W. H. Scott, architect, Cardiff. Three 
houses in Waterloo Road, for J. Comley; W. H. Scott, 
architect, : 

CARLISLE.—Shop, offices and warehouse, Lonsdale Street, for C. K. Coult- 
hard ; Matthew Johnstone, architect. 

CHATHAM.—Three houses, Rainham Road, for F. Wickham. 

LILESTERFIELD.—Housing scheme contemplated. Local Co-operative 
Society. 

COLWALL (WokcESTERSHIRE).—Additions to house. W. Wickham. 

CREWE.—Proposed new United Methodist Church at Edleston Road. 

CUDWORTH.—Two houses and shops, and three houses in Pontefract Road. 
Geo. Moxon, architect, Central Chambers, 26, Church Street, 
Barnsley. 

DARTFORD.—Conversion of premises, Lowfield Street, into house, 
G. Willams, 

DENTON,—Houses, Peel Street, for G. F. Saxton; Vaudrey Lane, for Joseph 
ое Booth Street, St. John's Road, for Charles Ripping- 

am. 

DEWSBURY.—Extensions to the Dewsbury and District Infirmary (£1,700) 
A. H. Kirk, architect. 

DINNINGTON (near RoritERIHIAM,.— Houses, Lodge Farm, for Rev. G. M. 
Athorpe; Rotherbam Road, for W. J. Holmes, Rotherham; 
Lorden's Hill, for Carr & Co.; house and club, for Mr. Clayton; 
Additions to property, Laughton Road, for Mr. Fisher, 
Firbeck. | 

NONCASTER.—Parish room. Е. H. Walker, architect, Doncaster. 


DUDLEY,—Proposed new school at Pensnett; J. Hutchings, architect to the 
Staffordshire Education Committee, Stafford. 

DUNDEE.—Proposed home for stray dogs and cate. James Thompson, city 
engineer. 

DURHAM.—New colliery at the Bent House for the Harton Coal Co. (electric 
power to be used). Houses, Anton Stile, for Gabriel Inness ; 
Shadforth, for Lambton Collieries, Ltd. ; Sherburn, for Harle 
Nicholson; Neville’s Cross, for James Cox; Anton Stile, for 
Henry Meredith ; shop and motor garage, Framwellgate Moor, 
for Charles Smith; store and stables, Framwellgate Moor, 
for James Calder & Co. 

EGREMONT.— Houses, Liscard Road. R. Evans, builder, Hothtield Road, 
Egremont. à 


EPSOM.--Houses, Albert Road, for Moxham & Brown. 


for 


FARNBOROUGH.-—Additions to the Baptist Chapel, High View: house, Union 


Street, for B. Brown; house and shops, l;ynchtoid Road, for G. 
Hatts; house, Ashley Road, for V. W ynn. 

FARNBOROUGH (HaxwTs.).—Proposed Council school at North Farnborough. 

. J. Taylor, architect, The Castle, Winchester. 

FENNY ST RA! FORD. — House, Tavistock Street, for Mr. Howard. 

PT. KR HILL (Co. DvanaM).—Two houses, Church Lane, for the N. Е, 
Breweries, Ltd, T. H. Murray, architect, Consett, 

FOLKESTONE.—Building in Mount Street for Alderman West. 


FRINLON-ON-SEA.—Two semi-detached houses, Queen's Road, for H. A. 
Bedford; additions to * The Willows" for H. Potts. 

GLASGOW.—Alterations and additions to works in Baltic Street, for Bir Wm. 
Arrol & Co., Ltd., Daimarnock Iron Works, Bridgeton. Build - 
ings at Aikenhead and Calder Roads, for the North British 
Locomotive Co., Ltd., Hyde Park Works, Springburn. Eight 
houses, Mount Florida; K. Henderson, architect, Mount Annan 
Drive, Mount Florida. Buildings in Cariton Place, for W. 
Rankin & Sons, 10, Carlton Place. Dwelling houses at Edgefauld 
Terrace, Springburn, for Annie More (ог Gibbs), 2, Syriam 
Terrace, Springburn, District Library, Queen's Park, for 
Glasgow Corporauon. Proposed smalipox hospital, at Darnley ; 
Ex- baile Nicol, Pollokshaws, Glasgow. 

GOLCAR (Yonss.).—Two houses, Long Croft Road. Arthur Shaw, architect, 
Golcar. 


GOSPORT.—New schools, Hardway (£4,667), J. Hunt, builder, Gosport, 


GOWERTON (От.лм.). – Houses for James Kneath, and Messrs, Wm. Evang 
and D, Davies, 


GRAVESEND.~Additions to St. John's Roman Catholic Schools; G. Clay, 
architect, King Street, Gravesend. Proposed erection of 
T зг Mills, by Amalgamated Press, Ltd., 25, Bouverie Street, 

GREENCASTLE (Bkrrasr).—New factory for the Jennymount Co., Belfast. 

GUISELEY (LrErps).—Twelve houses at Park Gate for the Rev. Sir Peile 
Thompson, Bart. ; H. Chippindale, architect, Guiseley. 

aye Аан to Jenny Lind beerhouse, High Street, Hampton 

ill. 
HARPENDEN.— Houses, Moreton End Lane, for Rev. А. G. Bowling; altera- 
Qon and additions to Westlands, Milton Road, for Dr. Hugh 
razer. : 

HARROGATE.—New St. Mary's Church and Parish Room in Cold Bath Road, 
for the Rev. J. I. Cohen, vicar of St. Mary's; A. A. Gibson, 
architect. 

HEMEL HEMPSTEAD.— Houses, Redbourn Road, for E. Mead; Belswaing 
Lane, for Т. С. Gold; Kingsland Road, for W. Cater, 

HEREFORD.—Proposed new rectory and improvements at Bt. Nicholas 
Church. Rev. A. B. Wynne Wilson. 

HEY WOOD.—Garage in Rochdale Road. Dr. Geddes. 


HITCHIN.—Houses, King's Road and Bearton Road, for James Knight. 

HORBURY JUNCTION (near WAKEFIELD).—Four houses, Industrial Street. 
W. & D. Thornton, architects, Bond Street, Dewsbury. 

HULL.—Isolation hospital at the workhouse, Beverley Road, for the Soul. 
coates Union; T. B. Atkinson, architect, 11, Trinity House 
Lane, Hall. 

ILFORD.—Twenty-three houses, Cowley Road; W. Banks, builder, Egerton 
Road, Greenwich, S. EB. Alterations, 8, Biythswood Gardens, 
High Road; E. T, Dunn, architect, 7, Roding Street, Ilford. 

А Six houses, Montreale Road; J. Patient, 21, Lee Street, Lime. 
house. Pour houses, Wanstead Park Road; Griggs & Son, 
builders, 71, Manchester Road, E. 

INCE.- Houses, Christopher Street, for W. Darbishire; Careless Lane, for E. 
Fellowes; off Manchester Road, for Henry Mitchell; Victoria 
Road, Platt Bridge, for Thos. Woods. 

IRLAM (Lancs.).—Four houses, junction of Liverpool Road and Station 
Approach, for Mrs. Yarwood ; 10 houses, for R. Clayton; 20 
houses in Occupation Road, for Mr. Mullins. 

KENDAL.—House, Under Knott, for Mrs. Harrison apd Miss Farrer. Н.Т, 
Fowler, architect, 6, Cornwallis Street, row-in- Furness, 

KEYINGHAM (near HvLL).—New Primitive Methodist Church. 

KINGSWOOD (near BRISTOL).— House. La Trobe & Weston, architects, 44, 
Corn Btreet, Bristol. 

KIRKHAM (Lancs.).—New Post Office and new Fire Brigade Station. Вог. 
veyor, Council Offices, Kirkham. 

KIVETON PARK (near SHEFFIELD).—Four houses, Doe Quarry Lane, for 
Pardoe & Robinson. 


LEICESTER.—Proposed new church for St. Philip's Parish (£7,000); new 
church for Holy Trinity Parish, Hinckley (£7,000). 
(HiscKkLEYy).—Public Baths in Station Road (£2,650). Е. H. 
Cramp, Surveyor to the U.D.C., Council Offices, Station Road, 
Hinckley. 


Pe SDT Houses, Jovil, for Wm. Livesey; Cowlerstey Lane, for Chas. 
ivesey. 
LIVERPOOL (Wear Dknnv).—Additional buildings at Alder Hey, for the 
А Guardians of West Derby, 
LLANDUDNO.—Two houses, Bt. David's Road. David Davies, Eden Cottage, 
owner and builder. 
LLANELLY.—Proposed cottage homes at Llanerch, for the Board of 
Guardians. 
LLANSAMLET (Grax.).—New Calvinistic Methodist Church; Rees Llewellyn, 
architect, Birchgrove; D. W. Rosser, builder, Llansamlet. 
House, for Owen Jenkins. 
LONDON.—{ANERLEY, 8.E.).—Class rooms at the District School. Clerk to 
the Board of Management, North Surrey District Bchools, 
Anerley, 8.Е. 
(BATTERSEA, 8.W.).—Divisional оћсев at Bt. John’s Hill, for the 
L. C. C. Superintendent architect to the L. C. C., Spring 
Gardens, S. W. 
(Bow, E.).— Extension of Malmesbury Road School (£12,000); 
L. C. C. Education Architect, kducation Offices, Victoria Em- 
bankment, W. C. Factory for Bryant & May, Ltd.; Holman 
and Goodrham, architects, 6, King's Bench Walk, Temple, Е.С. 
Additions to factory in bmeed Koad; E. C. Beaumont, archi 
* tect, 78, Fleet Street, E. C. Buildings in Blondin Street: F. К. 
Hasluck, architect, 23, Bush Lane, E. G. 


(кк, S. E.).— Formation of new street at Manor Lane. О. А. 
Lansdown, architect, 9, Regent Btre st, S,W. 


(LEwisHAM, 8.E.)—Addition to Northbrooke Schools, Hedgley 
Street. A. Н. R. Tenison, architect, 21, Great Peter Street, 
Westminster, S. W. 

(Forest HII L, S. E.). — Buildings in Dartm nth Road, for the 
London and South-Western Bank, Ltd., 168, Fenchurch 
Street, E. C. 

(WESTMINSTER, S. W.). Buildings near Broad Sanctuary, for the 
Middlesex C. C.; Bir K. Nicholson, Middlesex Guudhbail, Broad 
Sanctuary, B. W. Building in Prince’s Street; H. C. Clarke, 
architect, 63, Bishopsgate Street Within, E. C. 

(ROTHERHITHE, S. E.). — Vat house at the Vinegar Brewery, Church 
Street. J. M. Kennard, architect, 18, Railway Approach. 
London Bridge, К.С. 

(PorLAn, E.).—Additions to Stour Wharf, Stour Road, for Henry 
Thomson. Mortuary and Coroner's Court in High Street: 
Superintendent Architect, L. C. C. Offices, Spring Gardens, S. W. 

(BovrH KENSINGTON, S. W.). Building in Allen Street. P. Hoff 
mann, architect, 62, New Broad Stieet, E. C. 

(East Ham, E.) .— Twenty-four houses and three shops and houses, 
Mitchum Road, High Street South; W. Н. Ailerton, . Cari 
brook,” Wanstead. Bakehouse, for Walkling, baker, 24, High 
Street. 

(Нлмьњтклр, N. W.). Buildings at rear of 22 and 93, New End: 
J. D. Hunter, architect, 305, Finchley Road, N. W. Additions 
to No. 1, College Terrace; H. R. Bence & Son, builders, &, 
Winchester Road, Hampstead, N. W. 

(SttoREDITCH, N.E.).—Prospective partial restoration, after fire. ol 
premises in Charlotte Street, occupied by bternbeig, Wilson 
&nd Co., office furniture manufacturers. 

(TorrkNBAM, N.).—Extension of nine houses, Fairview Rond í 
Walters & Hoare, care of E. Evans, 253, Lavender Hill, S.W, 
Thirteen houses, Antill Road; P. L. Wilson & Co., Ltd« 
builders, High Road, Lower Tottenham. Seven houses, kose- 
bury Avenue and Shelbourne Rond; G. W. Rowley, builder, 
278, Phillip Lane, N. 

(STREATHAM, B.W.).—Building in Mitcham Lane. H. Branch; 
architect, 25; Cheapside, E. C. 

(WHITECHAPEL, E.).—Rebuilding No, 2, Fashion Street, E. Greenop 
architect, Falcon Court, Fleet Street, B.C. 

(WooLwicH, 8.E.).—Houese at Keightley'a Farm, Southwood Road, 
Hodgkinson & Son, architects, 22, Wellington Street, Wwe. А 

(Востим лкк, S. E.).—Clergy house and other parochial buildings a 
Kings Bench Walk and adjoining streets, Rev. T. Ucet. 
Tylice, vicar of St. Alphege, Southwark. 
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LONDON (Hoxton, N.E.).—Working-class dwellings on site abutting upon 
City Road, Catherine Street, Staff Street and Old Street, 
E. C. P. Monson, architect, 182, High Street, Acton. 

(Sottuwakk, S.E.).—King's Hall Palace of Dancing, junction of St. 
George's Market and Dantzic Street. W. F. Hurndall, dancing 
master, 84, Blackfriars Road, S. E. 

(HoLsokN, W.C.).—Building in Gate Street, Lincoln's Inn Fields. 
Barlow & Roberts, builders, 15, Redcross Street, Е.С, 

(E.).- Mission house for the Jewish Presbyterian Mission Com- 
mittee (£5,000). 

(8.W.).—Thirty-three houses, Southfields. Woodley Bros., builders 
Woodhouse, Wimbledon Road, Tooting Graveney, S. W. 

(HIGHGATE, N.).—Seventeen houses, Southwood Lawn Road. A. G. 
Shearing, builder, Falkland Road, Kentish Town, N.W. 

(E.C.).—Bank, restaurant, shops and offices on sites of Nos. 21, 22 
and 23, New Bridge Street. Palgrave & Co., architects, 28, 
Victoria Street, 8.W. 

(KINGSLAND, N.E.).—Alterations and additions to premises in Brad- 
bury Street. C. Castle & Bon, builders, Milton Works, Shackle- 
well Lane, N.E. 

(WILLESDEN, N.W.).—Printing shed and boiler chamber, The 
Willows, Harlesden Road, for Thos. Illingworth & Co., photo- 
graphic paper manufacturers, Willesden Junction. hree 
houses, Hillside, Stonebridge ; H. Shaw, architect, 69, Nicholl 
Road, Willesden. Motor garage for M. Weinburg, 45, Makes- 
bury Road, Willesden. Boiler houge for the White Heather 
газе ; Mark W. King & Bons, surveyors, 6, Holborn Viaduct, 

(CRickrEwoop, N.W.).—Five houses, Oxgate Gardens, G. H. Paine, 
architect, 62, Moorgate Street, Е.С. 

' (&.E.).—31 houses; Norfolk & Prior, architects, 4, Station Buildings’ 
Catford Bridge, В.Е. Five houses; W. J. Scudamore & Sons» 
builders, 13, Manor Lane, B.E. ` 

(BERMONDSEY, 8.E.).—Steel shed, Rotherhithe Street, for Н. J. 
Enthoven & Sons, Leadenhall Street, K. C. 

(BRIxrox, 8.W.).—Additions, &c., at St. John's Parochial Hall. 

(PADDINGTON, W.).— Proposed music hall on site of 68, 68a and 688, 
Harrow Road (accommodation for 2,120) to be known as the 
Paddington Empire, for A. Heyes. 

(Hackney, N.E.).—Mission hall, Mabley Street. 
builder, Bromley Road, Catford, N. E. 

(Ngwinotos, §.E.).—Buildings in New Kent Road. 
and son, surveyors, 35, Craven Street, Strand, W.C. 

(Охғовр STREET, W.).—Rebuilding shops, showrooms, &o., No. 522. 
Hall; Buddall & Co., builders, Pitfleld Wharf, Waterloo Bridge, 
S.E. 

(Нлвсоснт STREET, W.).—Workshops, ёс. E. W. Coldwell: 
architect, 7, Southampton Street, W. C. Meech & Goodall: 
builders, Streatham Hill. 

(CAMBERWELL, 8.E.).—Buildings in Azenby Square. Deakin and 
Cameron, architects, 16, Devonshire Square, E.C. 

(DkrTrogp, S.E.).—Additions to 52, Kender Street. Purvis & Purvis, 
architects, 14, Deptford Bridge, Deptford, S. E. 

(PiMLico, S. W.).—Buildings, Pimlico Wharf, 145, Grosvenor Road» 


for Allen & Со. 
(Quern ANNE'S GATE, 8.W.).—Building. Blow & Billery, archi- 


tects, 3, Pall Mall East, 8.W. 
(E.C.)— Building at 71, Old Broad Street. Joseph & Smithem, 
architects, H3, Queen Street, E.C.; G. Trollope & Colls, 
Lt4., builders, 77, Grosvenor Road, S. W. 
(E.).—Alterations, &c., at premises of Spratt's Patent, Ltd., Morris 
Road. Max Clarke & Garbutt, arcnitects, 4, Queen's Square, 
| Bloomsbury. 
(W.).—Shop at Knightsbridge Green. 
82, Great George Street, S. W. 
(Вт. Pancras, N. W.).— Buildings, Mabledon Place, near Euston 
Road. W. C. Jones, architect, 82, Bedford Row, W. C. 
(N..—New St. Albans Roman Catholic Church, North Finchley 
(£5,000). Lamb & North, architects. 
.LONGHOR (GLAM.).— Houses for M. J. Thomas, Thomas & Griffiths and 
Wilson & Co. 
LUTON.—Extensions at cocoa works. Co-operative Wholesale Society, Ltd., 


James Watt, 


J. 8. Lee 


C. H. Townsend, architect, 


Manchester, 
MACCLESFIELD.—Extensions to Parkside Asylum, for Cheshire С.С, 
(£25,000). 
MARGAM (Port TALHOT).— Houses, Bryn, for T. Jenkins; Bryn, for David and 
Howell. 


MARGATE.— Master's residence, Deaf and Dumb Asylum; F. Windsor, archi- 
tect. Houses, Lyndhurst Avenue, for F. Ward; Grange Road, 


for S. J. Pitman, 12, Caroline Square. 
MATLOCK BATH.—Pavilion for the U.D.C. (£8,000 to £10,000); new United 
Methodist Church at Matlock. 
MENSTON (Lrecs),—Villa residence, for Dr. J. W. Hyslop. H. Chippindale. 
_ architect, Guiseley. 

MERTHYR TYDFIL.—Houses, near the Goitre, for J. T. Vaughan. 
MILNROW oS ETEA RRRA to Belfield Mills, for the Birch Mills 

O., Ltd. 

Dvnnawx).—Boiler.house, engine-house, &c., at North Dalton 
Pumping Station, for the Sunderland and Bouth Shields Water 
Co. B. H. Blackburn, engineer, 29, John Street, Sunderland. 
NAIRN.—New Free Church in Gordon Street. J. Strang, architect, Falkirk. 
NANTWICH.—New Council school, Beam Street (£10,000. H. H. Brown, 17, 

* Dickinson Street, Manchester. 
(AvpLEM).— Alterations to Audlem Church schools (£300). 


NEWCASTLE-UNDER.LYME.—New Baptist church. 
NÉW шышы (SURREY) —New Post Office in Coombe Road. District 
ouncil. 

NUNEATON.—New Council school at Clilvers Coton (740 children). E. E. 
Bhepherd, architect, Nuneaton. 

OLDHAM.—Thirty-eight houses, Hollin Hall Estate, for the Equitable Co- 
operative Society. Walter Foster & Bon, builders, Greenfield, 
Oldham. 

OXFORD. Residences on the Magdalen College estate at Headington, Messrs. 

| Harrison, architects, Oxford. 

PENDLEBURY.—Additions to Bridgewater Spinning Mille; four houses, 
Langley Road, T. Cunningham. 

PENISTONE (near SHEFFIELD).—House, Clarel Street, for G. Crapper. 

PLYMOUTH.—Gunners’ residence and officers’ rooms at Trevol Range, for the 
Admiralty. Lapthorn & Co., builders, 1, Clarendon Place, 
Plymouth. 

POOLE.~— Waterworks buildings for the T.C. (£4,378). Baker & Pearcey, 
builders, Parkstone, Dorset. 

PRESTON.—New Wesleyan Church in Tennyson Road. E. J. Andrew. archi- 
tect, Preston. 

RADCLIFFE.—One hundred houses in Black Lane and Radcliffe Hall districts. 
Surveyor, Council Offices, Radcliffe. 

REDDITCH.—New school under contemplation. 

RI mittee, 
PLEY.-— Probable re-erection (after fire) of Cycle Works, for Arthur King, 


ROCHDALE,—New church for bt, Mary's Parish (411,000), 


MURTON (Co. 


Worcester Education Com- 


ROCHESTER.—Wharf, Common Creek, for the T.C. (£1,874). Leggott and 
Speight, contractors, Hull. 
RUAN ENNIS (Co. Crane).—Néw church, for the Rev. J. Garry. O'Malley 
i; and O'Rourke, architects, 10, Glentworth Street, Limeriek. 
RUGBY.—Public baths in Moat Street (£4,200); Borough Surveyor. House 
and shop, corner of Manor Road and Alexandra Road, for C. J. 
Newman ; motor house at the lamp factory, Lower Hillmorton 
Road, for J. Findlay ; additions to buildings, Mill Road, for the 
British Thomson-Houston Co. 
(Cnick).— Sanatorium for consumptives. Crick R. D. C. 


ST. HELENS.—Houses, Robin’s Lane, for W. Bate; additions to laundry, 
Blackbrook Road, for the Lady Superior. Ladies’ and gents’ 
underground conveniences, and market inspector's office, 
for the Т.С. G. J. C. Broom, Borough Engineer, Town Hall, 
Bt. Helens. 

BHEFFIELD.—Conversion of Ebenezer Wesleyan Methodist Church Schools 
into club rooms (£800); new St. Helen's Church at Grindle- 
ford Bridge. 

SIDCUP,.—Bank premises, for the London and Provincial Bank, Ltd. F. Т. W. 
Goldsmith, architect. 1, Verulam Buildings, London ; Thos. 
Knight, builder, Craybrooke House, Sideup Hill, Sidcup. 


SLAITHWAITE (Yonxs.).— Теп houses, Hill Top, for John Jagger. 
SLOUGH.—Houses, Wexbam Read, for Mr. Woolsey; King Edward Street, 
‚ tor М. Groves; Upton Road, for Burfoot & Butler; stable and 
store, for Н. S. Webber, 150, High Street. 
BMETHWICK.—Technical School (£14,585) G. Webb & Bons, builders, 
Handsworth. 
SOUTHAMPTON.—House, Foundry Lane, and iron building, Thornbury 
Avenue; Weston & Burnett, architects, 24, Portland Street, 
Southampton. Four houses, Richville Road ; L. G. Duncan, 
architect, 10 Hanover Buildings, Southampton. Six houses, 
King Edward's Avenue; C. G. Osman, bunder, Winkfleld Row, 
Bracknell, Berks. Additions to 138, Clifford Street, and motor- 
car house, Oakdene, Welbeck Avenue; C. H. Brighiiff, archi- 
teot, 18, Portland Terrace, Southampton. House, Cobbett 
Road ; A. Ford, architect, 11, High Street, Portsmouth. | 
STAFFORD.—Extension of warehouses, for the T. C.; С. J. Nevitt, Ltd., 
builders, Burley Street, Stafford, Houses, Christopher Terrace, 
for A. W. Ancill; Henry Street, for H. J. Clay, builder, 158, 
Sandon Road; Oxtord Chambers, for W. Skelthorne, builder, 
Gaol Rosd ; alterations and additions to premises, 62, Greengate 
Street, for Messrs. Brookfields, drapers, &c. | 
STAMFORD.—Nurses' Home, &c., at the Infirmary. Roberts Bros., builders, 


Stamford. | 
—Houses, Bradley Lane, for J. Gray; Broomfield 


STANDISH (near WicAN). 
wer Estate, toi R. Baxter; Collingwood Street, for John Cheetham. 


 BTRATFORD-ON-A VON.— Proposed municipal housing scheme (108 houses, 
£ 


20,000). | 

STROUD (Gros..—New works for R. Townsend & Co.; Orchard 4 Peer, 
туру Bowbridge, Stroud. Premises in Horns Road, for 

the Co-operative Society; G. P. Milnes, architect, Rowcroft, 


Stroud. 
SUDBURY.—Probable re-erection of Chilton Lodge (after fire) ; the Misses 
Cook, owners. е 
SURBITON.—Sewerage scheme for the U.D.C. Joh 
Hereford. 
SUTTON.—Houses, Manor Park Road, for W. Lockett ; Devonshire Road, for 
E. J. Hawkins. Р 
N-IN-ASHFIELD.—Houses, Charles Street, for John Shore ; Stoneyfor 
peer Lane, for Mr. Stendall; Regent Street, for A. Shaw ; Glen Street, 
for Wm. Roberts; Regent Street, for John Keeling ; Alfreton 
Road, for T. Day. 
LINCOTE.—House and shop, Regent Street, Gresley, for J. Т. Evans ; 
ш houses, Midway Road, for Ben Warren ; Sunnyside, Newhall, 
for James Rodgers. d 
GE.—Houses, Durlston Road. for L. P. D. Way; Priest's Way, for 
ВАКА Е. W. Pond ; four shops, High Street, for Parsons & Hayter. 
A.—Corporation housing scheme; Pye & Parkinson, builders. Houses 
St Bonvmasen: for Geo. Slade; Fiorestfach, for D. Thomas, 
John Thomas and Wm. Davies; Bonymaen, for Wm. Evans 
and D. Davies; Graigfawr, for Wm. Richards. 
SWINTON (near MANCHESTER).—Bix houses, Moss Lane, Swinton. W. Brown. 


TON.—New fire brigade station. D. Edwards, borough surveyor. 
та" Residences, Bishop's Hull. P. Н. Brown, Taunton. 


TEDDINGTON.—Shop and dairy, Kingston Road. Pyke Bros., cowkeepers, 
37, High Street. 

THAMES DITTON.- E. L. to be installed at the sewage works for the U. D. C. 

THIRSK.—New post office in the Market Place. W. Jackson, contractor, 
Thirsk. | 

THORNTON (LAxcs.).— Lighting scheme in parish church. | 

TONGE.— Waiting rooms and lavatories in Tonge Manor Road. District Сота. 


mittee. " 
GLAX.).—Residence for Dr. D. N. Morgan. W. M. Lewis and 


TONYREFAIL( j \ 
P. N. Morgan, architects, Pontypridd. 

TORQUAY.—E.L. to be iastalled in the chancel and organ chamber of Upton 
Church. 

TREDEGAR.— Isolation Hospital, for the Bedwellty Guardians. 


ULVERSTON.—House at Kirkby, for W. 8. Satterthwaite ; motor-house and 
stables, at High Cunsey, for R. Goodwin; alterations and addi- 


tions to * Tower Wood, Cartmell Fell. 

VENTNOR (IsLE or. WIGAHT).— House, Steephill Cove, for Miss Blake; T. R. 
Saunders, architect, Belgrave Road, Ventnor. Conversion of 
premises into flats, for Mitchell, Son & Boutter, House, York 
Koad, Lowtherville, for Geo, Childs. . 

WALKDEN.—Proposed extension of Liberal Club premises. J. T. Proffitt, 
architect, Walkden. 

WALLSEND-ON-TYNE.—PF:ru, 08:d new secondary school, Wallsend Educa- 
tion Committee. 

WALTON-LE-DALE (near PRestcN).—Memorial Hall at Lostock Hall, for 

. Father Mercer. 

WALTON-ON-THE-HILL (near Epsom).—Additions to house, Dean's Lane, for 
N. F. Whiting. 

WARE.—Probable re-construction of premises (after fire) forAllen & Hanbury's, 
Ltd., manufacturing chemists, London. Four houses, at 
Puckeridge, for H. Shepherd Cross. 

WARWICK.—Extensions to the King's High School for Girls; F. P. Trepess, 
architect; A. & J. Chaplin, builders, 52, Smith Street, Warwick. 
bix houses, Linen Street, for Mr. Dunn. 

WARSOP (Norrs.).—Fourteen houses, Wood Street and Queen Street, for Lev 
Green; two houses, Carr Lane, tor Wim. Lee. 

WEST HARTLEPOOL.— Sawmill. Baines « Burton. 

WESTHOUGHTON (Lancs.).—Repairing and alteration of Hart Common 

Church and Rectory, and enlargement of school. 

(NORTHUXBERLAND).—Fublic Shelter at Whitley Links to seat 

1,000, and promenade space for 400 persons, for Whitley and 
Monkseatou G. D. C. (41,200), A. Whitehorn, Clerk to the 
U.D.C., Whitley Bay. 

WIDNES.— Houses, Musp'att Street, for J. Caldwell; Regent Road, for F. 
Guy; Peel House Lane, for J. Pedlar. 

WILLE NHALL (Scutn Srarrs.).—New Council school in Albion Street (1,080 
children). Grabam Balfour, Director of Education, County 
Education Cftices, Sta ford, : 


nson Bros., contractors, 
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‘WILLINGTON (Co. Durnam).—Nineteen houses, Park Street, Brancepeth 


Colliery. for Strakers & Love, six houses, Co-operative Terrace, 
for the Co-operative Society. 
WINSLOW (Bvaxs).—Two houses, Drayton Parslow, for Lord Carrington. 
WOLSINGHAM (Co. DurHam).~—Conversion of the Leazes House, near Wal- 
singham. into a Sanatorium for Women. Stanhope Sanatorium 
Committee. ; 
WOLVERHAMPTON. —New schools at Graiseley, for the T.C. T. Н. 
| еш & Son, architects, 10, Queen Square, Wolver- 
ampton, ; 


WOMBWELL (Youxs.).—Three houses, Rimington Road, for Dr. G. E. 
1n8. 


YORK,.—Four pairs of semi-detached houses, Holgate Gardens Estate, Acomb, 


J. C. Procter, architect. Cabinet Cbambers, Basinghall Street, 
Leeds: Mr. Birch, builder, York. 


FORTHCOMING EVENTS. 


To-day's Events (Friday, October 28rd).—At 8.80 p.n. At the National Physical 
Laboratory, Teddington. Physical Society. Series of demonstra- 
tions of work in progress in the Laboratory. 

At 7.30 p.m. Midland Hotel, Manchester. Institution of Electrical 
Engineers (Manchester Local Section). Chairman’s address, by 
Mr. Miles Walker, M.LE.E. Smoking Concert to follow. 

King’s Hall, Holborn Restaurant. Electro-Harmonic Society. First 
concert of the season, (See Notes" columns last week.) 

Saturday, October 24th.— Liverpool and District Electrical Association. Visit 
to the Manchester Electrical Exhibition ; 2.40 p.m. train from 
Exchange Btation. 

Tuesday, October 27th.--At 7.30 p.m. At the Municipal School of Technology, 
Manchester. Institution of Electrical Engineers (Manchester 
Students’ Section). Supper and Smoking Concert. 

Wednesday, October 28th. At 7 p.m. At the University, Leeda, I. H. E. Leeds 
Local Section. Presidential address by Mr. H. E. Yerbury. Paper 
bv Capt. Gardiner, R.E. on ‘Electric Signalling on Railways." 
(Working model and lantern views.) 

Friday, October 30th.—At 8 p.m. Institution of Mechanical Engineers. Con. 
tinued discussion on Mr. J. E. Darbishire's paper on ‘ Repairs, 
Renewals, Deterioration and Depreciation of Workshop Plant and 
Machinery." 


Saturday, October ist. Manchester Electrical Exhibition closes. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued :— 


Monday, October 26{һ.— A ” Company. Technical drill, 6.30 to 9.80 p.m. 
Tuesday, October 7th.— B" Company. Technical drill, 6.30 to 9.30 p.m. 
Thursday, October 29th.—'' C" Company. Technical drill, 6.80 to 9 30 p.m. 
Friday, October 80th.—'* D" Company. Technical drill, 6.39 to 9.30 p.m. 
Tuesday, October 27th, and every Tuesday until further orders.— Medical 
inspection for recruits, 6.30 to 7.30 p.m. 
(Signed) J. H. 8. PHILLIPS, 
Capt. and Acting Adjutant. 


NOTES. 


International Conference on Electrical Units and 


 Standards.—On Wednesday, October 14th, on the occasion of the 


visit to the Imperial College of Technology, South Kensington, 
Prof. Ayrton welcomed the delegates at the Central Technical 
College, and Prof. Callendar invited them to tea in the Physics 
Department of the Imperial College. On Thursday, Prof. Dewar 
invited the delegates to visit the Royal Institution, Albemarle 
Street, and to sce Faraday’s apparatus. 

On Friday the Lord Mayor entertained the members of the Con- 
ference at luncheon at the Mansion House, and on Saturday a 
number of the members visited Cambridge, and were entertained 
at luncheon in the Hall of Trinity College. In the afternoon a 
special congregation was held, and the honorary degree of Doctor 
of Science wae conferred upon Dr. Svante A. Arrhenius, the repre- 
sentative of Sweden and Denmark; Prof. Gabriel Lippmann, of 
France; Dr. S. W. Stratton, representing the United States; and 
Prof. Emil Warburg, а representative of Germany. 

On Tbursday last week the delegates were entertained at. dinner 
at the kitz Hotel by the British Government; Mr, Winston 
Churchill presided, and there were present about 120 guests, includ- 
ing Lord Rayleigh, President of the Royal Society and of the Con- 
ference, the Rt. Hon. Sydney Buxton, Sir G. H. Murray, Sir 
Schomburg MacDonnell, Sir A. W. Riicker, Sir W. Ramsay, Sir G. 
Darwin, Sir W. Huggins, Sir W. Crookes, and many other distin- 
guished men of science and politics. | 

The loyal toast was proposed by the chairman, who afterwards 
proposed *' Tne Delegates," referring to the practical objecta with 
which they were assembled. While praising practice, he did not 
disparage theoretical science, and he thought that scientific men 
received an inadequate reward for their labours. Whatever else 
might change, science went on unmoved, built up by a wonderful 
army, of which every man was always in the van. He cordially 
welcomed the delegates, and wished them success in their labours. 

Prof, Lippmann responded, referring to the fact that this country 
was the first to establish a complete and coherent system of elec- 
trical units and standards, which had since come into universal uae. 
England was, therefore, preeminently qualitied to offer hospitality 


to an International Conference on electrical units, and they were 
glad of the opportunity of once more returning thanks for the 
cordial welcome which they bad received. They were there for the 
purpose of establishing international legislation, which he hoped 
would form an additional bond between the nations. 

Prof. Warburg remarked that it was decided at St. Louis that a 
Conference was nece&sary, and а small Congress was held at Char- 
lottenburg in 1905 to prepare the way. The differences between 
the national standards were now very small, bat they wished to 
eliminate them entirely. They were indebted to the British 
Government for their hospitality and for undertaking the work of 
organising the Conference, which, he hoped, would prove 
successful. 

Dr. Stratton referred to that day’s work of the Conference, which 
had consisted in discussing two zeros; they were dealing with very 
small quantities—even two zeros had a significance! One standard 
it was difficult to follow—the British standard of hospitality. 
Splendid work had been done at the National Physical Laboratory, 
the results of which had greatly facilitated the work of the Con- 
ference, and fully justified the expenditure on the Laboratory. 
Money was voted freely for battleships; he hoped the time was 
coming when more laboratories and fewer battleships would be 
built. Lastly, Lord Rayleigh proposed The Health of the 
Chairman,” who briefly replied. 

On Monday evening last at the Garden Club, at the Franco-British 
Exhibition, the Dynamicables gave & dinner in honour of the 
members of the International Conference on Electrical Unite and 
Standards, and of the International Electrotechnical Commission. 


Col. R.E. Crompton, R.E., C.B., presided, and among those present 
were the following :— 


Boucherot, Paul, France. Budde, Dr. E., Germany. 
Warburg, Dr. E., Germany. . Carhart, Dr. Н. 8., U.S.A. 
Mailloux, C. O., U.S.A. Gavey, Sir John, C.B., Great 
Lippmann, Dr., France. Britain. 
Arrhenius, Prof. S. A, Sweden. de Nerville, F. G., France. 
Clément, M., Belgium. Weise, Dr. T. 
David, Ch., France. Jaeger, Prof. W., Germany. 
Landry, Dr. J., Switzerland. Glazebrook, Dr. R. T., Great 
Stratton, Dr. S. W., U.S A. Britain. | 
O'Meara, Major W. A. J., C. M. G., Edgcumbe, K., Great Britain. 
Great Britain. Larsen, Prof. A., Denmark. 
Roa, Jorge, Colombia. Caster, I., Roumania. 
Simpson, M. G., Ind ia. Crawley, C. W. S. (secretary to 
Rosa, Dr. E. B., U. S. A. British Delegates). 
Eastman, V., Chile. Kondo, Dr, Shigeru, Japan. 
Gray, R. Kaye, Great Britain. Darley, C. W., Australia. 
Higman, O., Canada. Asano, Dr. Oauke, Japan. 
Costello, A , Mexico. Duddell, W., F. R. S. (secretary to 
Haga, Dr. H., Netherlands. Great Britain's Delegates). 
Faber, S. A., Denmark. Chappuis. Dr. P., Switzerland. 
Collins, M. J., (secretary to Great Dettmar, G., Germany. 
Britain's delegates). Benoit, I. R., France. 


Harsanyi, Dr., Hungary. Montenegro, Prof. A., Spain. 
Madariaga, J., M. de, Spain. Lindeck, Dr., Germany. 
Croskey, Max. F., Paraguay. Nevares, Celso, Ecuador. 


Others present included Messrs. W. M. Mordev, A. L. C. Fell 
А. А. C. Swinton, W. Worby Beaumont, С. II. W. Biggs, А. Н 
Preece, Н. W. Miller, W. B. Esson, Б. Belfield, J. Н. Rosenthal 
A. M. Billar, W. Geipel, T. Callender, G. Sutton, J. E. Kingsbury 


Martin F. Roberts, H. Alabaster, E. J. Fox, H. Scholey, Ruthven 
Murray, &c. 


Electric Shock Fatalities.—According to the Edin- 
burgh Evening Dispatch, on the afternoon of 13th inst., while 4 
roadsman, Samuel Forbes, 32, residing at Cockhill Place, Bothwell 
Park, was at work in Russells, Ltd., Tannochside Colliery, near 
Uddingston, he was in the act of running several hutches when 
they left the rails. 11е at once made for the signal wire to ring the 
bell, and was successful, but on his not returning a search was made, 
when he was found lying at the spot dead. It appears that the 
electric cable which runs past this point had been ont of repair, 
and the signal wire coming into contact with the exposed live wire, 
Forbes was instantly killed, all efforts to restore life proving futile. 

According to a Cardiff paper Ivor Harry, a young underground 
electrician, employed at the South Pit (Powell Duffryn), Bargoed, 
met his death on Wednesday evening whilst endeavouring to locate 
& leakage. 

On Saturday a lineman in the employ of the Bradford City 
Corporation, named Arthur Brayshaw, was engaged in fixing 3 
signal cable in Duckworth Jane, when he fell from the top of the 
repairing motor-wagon, a distance of 15 ft. He alighted on his head, 
sustaining shocking injuries, and died before reaching the infirmary. 
It is stated that Brayshaw was an experienced lineman. There 
were no signs of burning or scorching. The jury returned a verdict 
of " Accidental deatb," and recommended the provision of turn: 
tables on the top of the wagons. 


Tramcar Brakes.—From the October issue of the 
Journal of the Tramways and Light Railways Association we ini 
that the report of the Special Committee on Braker, &., was adop й 
by the Council of the Association on July 24th. Before the геро 
is made public, a joint meeting of the Association and the Маш 
Tramways Association is to be held at Whitehall, S.W.. under pi 
presidency of a representative of the Board of Trade, with a viev o 
harmonious recommendations being secured. This meeting du: 
be held in the forenoon of Friday, October 30th, and until so 
that date the report is being treated as strictly confidential. ed 
September issue of the Association Journal has had to be postpon 
iu consequence of the above, as it is a special number containug 
the report itself, 


———— . ————————ñ—k;.— R— ;... — 


Vol. 63. No. 1,613, Остовкв 23, 1908.] THE ELECTRICAL REVIEW. 


715 


International Electrotechnical Commission.— The 
first meeting of the Council of the above Commission was held at 
the Medical Hall, Victoria Embankment, on Monday morning. The 
address of welcome to the foreign delegates was given by the Right 
Hon. A. J. Balfour, М.Р. The following is the list of delegates :— 
Australia, Mr. С. W. Darley ; Brazil. Sr. Н. Vascoucellor; Canada, Mr. 
O. Higman; Denmark, Mr. S. A. Faber and Prof. Absalon Larsen; 
France, M. Paul Bovcherot and M. Ch. David ; Germany, Dr. E. 
Budde and Herr G. Dettmar ; Great Britain, Sir John Gavey, C. B., 
and Prof. Silvanus Thompson; Holland, Prof. Haga; Hungary, 
Mr. J. Vater; Japan, Dr. O. Aano and Mr. 8. Kondo; Mexico, 
General Don J. M. Perez and Sr. A. Castello; Russia, M. de 
Cbátelain; South Africa, Mr. Lee Murray ; Spain, Sr. Madariaga 
and Sr. Montenegro; Sweden, Prof. Svante Arrhenius. 

Sir John Gavey introduced Mr. Balfour, who emphasised the 
importance of a common language for industrial purposes, but 
deprecated restrictions upon the free play of the inventive faculty. 
He had no fear, however, that the work of the Commission would 
hamper freedom of action. They would work in harmony with the 
Conference then also sitting in London. 

Prof. Elihu Thomson, who was not present, was elected President 
of the Commission, and Col. Crompton hon. secretary, Mr. Le 
Maistre being his assistant. : 

The report of Col. Crompton stated that 10 Electro-Technical 
Committees had been officially conetituted, and were. in working 
order; committees were being formed in six other countries. 
The Council in committee would deal with matters relating to 
nomenclature, the metric system, symbols, a provisional standard 


of light, and regulations for fire insurance for interior electrical 


wiring. The report was unanimously adopted. The Council as a 
Committee will discuss these subjects, and report to the second 
meeting of the Council to-day (Friday). 

In the afternoon the delegates paid a visit to the Central Tele- 
phone Exchange of the Post Office, and attended a reception by the 
Postmaster-General at the General Post Office. 

On Tuesday a discussion, took place with regard to the system 
proposed hy Colonel Crompton for drawing up the glossary of 
terms and their explanations. It was agreed that the terms should 
be drawn up with their equivalents as far as possible in the 
languages of the different Committees, but that the actual detini- 
tions should only be in English and not French, and that it should 
be left to the separate Committees to deal with the publication of 
the explanations in their particular languages. The question of a 
provisional standard of light was briefly discussed, but it was found 
that this matter was not at present in asufficiently definite form 
n ас it possible that, ару recommendations could be put 

orward. 


Platinum Ingots Stolen.—On Monday night, from a 
Bhow-case in the Machinery Hall at the Franco-British Exhibition, 
there were stolen two ingots of platinum (107 oz. each), which 
formed part of the exhibit of Messrs. Johnson, Matthey & Co. 


Electrical Football League.—To-morrow (Saturday) 
the following matches will be decided :—County of London Electric 
v. Robertson's Electric Lamps, at the Guards Polo Ground, 
Southfields. General Electric F.C. v. Metropolitan Electric, at 
Mill Hill Park. Kick off 3.15. 

Last week's results:—St. Pancras Electric 0, General Electric 1 ; 
Ediswan 0, County of London 4. 


Educational Notes.—The 7/mes reports that Mr. Jacob 
Sassoon has offered to the Bombay Government а sum of 10 lacs of 
rupees (£66,666) towards the creation of a central science institute 
on modern lines, to be placed near the Bombay University build- 
ings and to be opened to all students. Sir George Clarke has 
gratefully accepted the offer. 

OxroRD.—Convocation has passed a decree accepting with 


grateful appreciation the offer of the Drapers’ Company to build for 


the University a new electrical laboratory at a cost of £22,000 from 
the plans of Mr. Т. G. Jackson, R.A., and to expend а further sum of 
£1,000 in. its equipment. A decree granting a piece of ground, as 
an addition to the site of the ргоровей laboratory on the north side 
of the Museum, has also been passed. 


Institution and Lecture Notes. —TRAMNWAYS AND 
THEIR DEVELOPMENT.—At a meeting of the members of the As- 
sociation of Midland Local Authorities, held at West Bromwich on 
Wednesday last week, Mr. Alfred Baker, manager of the Birm- 
Ingham Corporation tramways, read a paper ор “ Tramway Under- 
takings and their Development as affecting Local Authorities.” 
At the outset he referred to the remarkable development of tram- 
ways during the past 10 years. He claimed that tramways were ав 
essential to the daily lives of the masses as gas, electricity, tele- 
phones, or, indeed, any of the great public services, witb, perbaps, 
the one exception of water. He held that no tramway constructed 
out of public money could be run in the public interest unless it 
paid its way. On the question of through running, Mr. Baker said 
that having obtained possession of their tramways, hundreds of 
thousands of public money was invested in reconstructing them 
and adapting them for electric traction, and the local authorities, 
guarding their properties with a jealous eye, erected a kind of 

Ting fence” round their towns and cities, and said to an owning 
authority that happened to be within their gates, “Thus far shalt 
thou come and no farther.” Although that attitude was somewhat 
excusable in the early days, having regard to the strenuous tights 
‘Many of the municipalities had had to gain possession of their under- 
takings, yet the public suffered very severely through not being 


able to obtain through communication. The result had been that 
many irritable, and in some cases ludicrous, situations had arisen, 
and still existed. He was happy to say that wiser counsels pre- 
vailed nowadays, and many of the tramway owners had settled their 
differences, much to the advantage of the public. Personally, he 
never saw the slightest difficulty in settling the question of inter- 
connection, given one condition, namely, that neither party wanted 
to profit at the expense of the other. The meeting accorded a 
vote of thanks to Mr. Baker for his paper, which did not elicit any 
discussion. | 

INSTITUTION OF ENGINEERS AND SHIPBUILDERS IN SCOTLAND.— 
The Institution notifies that its address is now Elmbank Crescent, 
Glasgow. | 

LivgRPOOL AND DisTRICT ELECTRICAL ASSOCIATION.—Mr. Н. E. 
O'Brien, of Formby, on 15th inst., delivered his presidential address, 
when he dealt with the subject of electric traction, track equipment, 
switchboard control, rolliog stock, and overhead lines (transmission), 
and a comparison between steam train and electric train working 
An interesting discussion ensued. 

MANCHESTER ASSOCIATION or ENGINEERS — The Constantine 
Gold Medal, which is annually presented for the best paper read 
during the session, has been awarded by the Council of the Asso- 
ciation to Mr. S. L. Pearce, for his paper on Steam Turbine 
Engineering," of which we gave an abstract in our issue of April 
10th, 1908, 


OUR PERSONAL COLUMN. 


& 


The Editors invite electrical engineers, whether connectcd with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIBW posted as to their movements, 


Central Station Officials.—Electricity works employés 
are a plucky lot of fellows, if we are to judge from a number of 
cases of heroism that have reached us within the last six months. 
Our generating stations to be efficient have to be near a plentiful 
supply of condensing water; if this be derived from a river or 
canal, where juveniles are wont to perform their ablutions, the 
station man sometimes has opportunities for making a good catch, 
and, not being afraid of water, he acquits himself heroically, as 
being the most natural thing in the world for one whose calling 
requires that he should ever be ready to apply artificial respiration 
to his comrades. A week or two ago we recorded the recognition 
given to a worthy action of an employé at Shoreditch. Now we 
learn that quite recently, also, the Royal Humane Society has 
awarded an honorary testimonial inscribed on vellum to JAMES 
Law, а switchboard attendant at the works of the South Metropolitan 
Electric Light and Power Co., Ltd., Blackwall Point, for having 
on July 23rd, 1908, gone to the rescue of C. Seabrook, who was in 
imminent danger of drowning in tbe Thames at East Greenwich, 
and whose life he gallantly saved.” The fact is tbat Law, imme- 
diately he observed the boy fall into the river, without hesitation 
jumped in, and kept the boy atoat several minutes, both of them 
being rescued subsequently in an exhausted condition by a water- 
man. Mr. Law will, we are sure, not only have the testimonial of 
the Society referred to, which is something to be proud of, but he 
is also deserving of the congratulations of his confreres. 

From a copy of the North China Daily News just to 
hand, we learn that on Saturday, July 4th, 1908, at H.B.M 
Consulate-General, before Bir Pelham L. Warren, K. C. M. G., 
Consul-General, and afterwards at Holy Trinity Cathedral, 
Shanghai, the marriage took place of THomas Henry UNITE 
ALDBIDGR, to Dorothy Clare, third daughter of H. Lacy Fraser, of 
Streatham Hill, London. A reception was held in the bridegroom’s 
flat in Yuenmingyuen Road, the staircase of which had been 
prettily decorated with bamboo and fairy electric lights, arranged 
by the staff of the Municipal Electrical Department. There was a 
very numerous and handsome display of presents, wuich included 
a Japanese silver tea service from the members of the Municipal 
Council; a eilver dessert set from the members of the Electric Com- 
mittee; a silver salver with inscription from tbe foreign staff of the 
Electricity Department, and a silver flower basket from the 
Chinese members; and silver fruit dishes from Messrs. Preece and 
Cardew, consulting engineers, London, with whom Mr. Aldridge 
was connected tor some years before going to Shanghai. The 
honeymoon was spent in Japan. 

On Monday last week, in the presence of some members of the 
staff of the Lowestoft Corporation Electric Light and Tramways 
Works, Mr. G. A. Bruce, general manager, presented to Mr. W. R, 
May, the assistant engineer, in the name of the staff, a mahogany 
knee-hole table, with nest of drawers, and an adjustable electric 
reading lamp, on the occasion of his marriage. 

The Coventry Electricity Committee has acceded to an appli- 
cation from Мв. G. Тосон, station superintendent, to be placed in 
charge of the undertaking for six months, in order to afford him an 
opportunity of proving bis ability to fill the position of manager, 
vacant by the resignation of Mr. J. A. Jeckell. Mr. Tough has 
held his present post over 10 years, and, the Committee states, he 
has proved himself most efficient, having been largely instrumental 
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in bringing about the economies and reforms which have placed 
the works costs of the Coventry station among the lowest in the 


kingdom. 


Tramway Officials.—Rawtenstall T.C. has appointed 
MB. J. K. М№овтн, manager of the Rossendale Valley Tramways Co., 
as manager of the Corporation tramways until the system 18 con- 
verted to electric traction. 


General.—The directors of the Liverpool Overhead Rail- 
way Co. has appointed Ms. J. A. Panton, A. I. E. E., whose paper 
on Rail Corrugations,” read before the I. E. E., will be well 
remembered, to be assistant engineer to the general manager. Mr. 
Panton was, until his appointment, rolling stock superintendert. 

It is announced that Мв. G. A. Тосснв has been elected chair- 
man of the United Electric Tramways of Monte Video in succession, 
to the late Mr. William Trotter. . 

Мв. Watter K. MELDRUM, late works mansger for Messrs. 
Meldrum Bros. at their works, Timperley, has joined Messere. E. 
Bennis & Co., and becomes their representative for the North-East 
Coast. | | 


— —— 


CITY NOTES. 


Ferranti, Ltd. 


Tun third annual general meeting was held on Wednesday at 
Winchester House, Old Broad Street, Mr. A. W. Tait presiding. 
The СнлвмАн, in proposing the adoption of the report (see 
БікствісАІ, Review, October 16th, page €65), said be was pleased 
to say that notwithstanding “the keen competition in the industry 
the business had shown considerable improvement during the year. 
The trading profit was £31,165, as against £26,282, or an increase of 
£4,883. Discounts and interests amounted to £1,365, against £569 
for the previous year. That increase of £796 was entirely duc to 
the additional working capital which was put into the business 
through the prior lien issue which was raised Jast year. The 
establishment charges were £13,994, against £11,513, or an increase 
That increase was principally accounted for by 
the sum of £900 written off in respect of bad debts, 
being the provision made in respect of amounts owing by 
another large electrical manufacturing concern which went into 
liquidation at the beginning of the year. The increase in charges 
was only, therefore, about £1,600, and the majority of that was on 
account of increased advertising and selling expenses. That was 
an expenditure which had to be faced in order to maintain the 
business of the company, and the directors were tatisfied that it 
had been justified. The interest paid in respect of the prior lien 
debentures was £567, as against a small charge last year of £19. 
The charge would naturally be further increased in the current 
year’s account, as the whole amount had now been placed. The 
directors had considered it advisable to increase the charge in 
respect to depreciation, and they had charged £5,000 against £3,600 
last year—a substantial increase of £1,400. Notwithstanding this 
increased charge for interest and depreciation against the revenue 
of the year, the balance carried to the balance-sheet was £3,274, 
against £2,091, or an increase of £1,183.  Tbat balance helped to 
reduce the previous balance at the debit ofthe profit and loss 
account, which now stood at the small amount of £2,136. Turning 
to the balance-sheet, the item of tools, plant and machinery, showed 
an increase of £7,668. That expenditure had been neces ary to 
cope with the increased trade which they hoped to get, and he was 
pleased to say that the expenditure had been justified, and there 
was every reason to believe that the business had materially 
benefited. Notwithstanding the continued fall in prices 
during the year, the company had, by reducing its working 
costs and increasing its turnover, been able to show better 
results. It was anticipated that during the year the working corts 
would be materially reduced. The expenditure on work in hand, 
showed an increase of practically £5,000 over the previous year 
which was due entirely to the increased turnover of the business. 
Stocks and stores were £1,000 less, thereby showing that no dead 
stock was allowed to accumulate. Since the close of this year 
£1,000 of the prior lien debentures had been called inand cancelled 
in accordance with the provisions of the trust deed. Sundry 
creditors showed a decrease of nearly £6,000, and the general 
reeerve fund now stood at £13,850, as against £8,850. He was pleased 
ү бк during the year under review, the meter department 
5 shown excellent progress, and he was hopeful that during 
e coming year that progress would not only be maintained, but 
that a further increase would be sbown. There now seemed 
to be a possibility that the manufacturers would come together 
and stop the ruinous competition which had been going on in that 
particular article, aud he only wished that some method could be 
devised which would make it apply to the whole industry. The 
switchboard department had shown further progress during the 
year, notwithstanding the keen competition which prevailed in 
Ris пах class of work. The work which had been turned 
d 5 oe department had given every satisfaction, and its name 
quality never stood higher. The whole industry, however, was 


passing through a very anxious time, and suffering from particular 
troubles of its own, in addition to the general depression 
in trade. It was impossible, therefore, to make апу 
forecast as to the future, but he was pleased to state that the works 
were well equipped and the managing director and his візі? fully 
appreciated the difficulties which they had to face, and every effort 
was being made to improve the company's position, notwithstanding 
the adverse conditions with which they had to contend. 

Mn. J. M. HN DRRSON seconded the motion, and the report was 
adopted, | 


—— 


Electric Supply Corporation, Ltd. 


Tum directors’ report for the year ended December 3ist, 1907, 
shows a gross revenue (including the revenue from Totnes 
and Chelmsford) of £20,960, а marked increase on the total 
£7,285 for the previous year. The receipts from the work- 
ing of the Dumbarton Tramway, £3,543, will not appear 
again as the line has been made over to the new company. 
As a result of the year's working, £5,456 has been brought into the 
net revenue account, as compared with £2,786 iu the preceding 
year, an increase of nearly 100 per cent., which the directors consider 
satisfactory and encouraging for the future. The company has thus 
earned net profits sufficient to pay the debenture interest, and the 
interest on temporary loans, while the full dividend of 5 per cent. 
on the share capital has been paid to the proprietors from the sum ` 
received from the guarantors. The Dumbarton Burgh Tremways 
were completed and opened for traffic on February 20tb, 1907. The 
Bill, referred to in the report last year, authorising & transfer of 
tbe Dumbarton Burgh Tramways, and the Dumbarton Shire Tram- 
way order was duly passed by Parliament and received the Royal 
Assent; in consequence, the new company has taken over the Burgh 
Tramways from this corporation, and under the terms of the contract 
is taking ita supply of electricity from the corporation’s generating 
station at Dumbarton. The capital for the new Dumbarton Burgh 
and County Tramways Co. bas been fully subscribed, and the 
extensions of the line are now completed. The entire 
system, which comprises about 13 miles of tramway, was 
opened for traffic in July last, and should substantially 
contribute to the prosperity of this corporation. The Royal Assent 
was given in July of last year to the Bill promoted by this corpora: 
tion, referred to in the last report, for vesting in the corporation 
the various undertakings, and for giving legal sanction to the 
agreements with the local autborities. Under this Act tbe Chelms- 


ford and Totnes companies bave ceased to exist, and have been 


merged into the general business of tbis corporation. The Hendon 
Electric Lighting Order was excluded from the Bill, as it was 
deemed advisable to form a separate company to work tbe order. 
This has been effected by the formation of the Hendon Electric 
Supply Co., Ltd., in which this corporation retains а substantial 
interest. Good progress has already been made, and, as the dis- 
trict is rapidly growing, the directors consider the interest of tbe 
corporation in this undertaking а valuable asset. Owing to the 
pressure of other work, Mr. С. Ё. Tufnell has retired 1rom the 
board. Mr. Е. R. Reeves, having relinquished the secretaryship, 
bas been appointed to fill the vacancy thus occasioned. 

The following generating stations belonging to the company were 
completed and in working order at December 31st, 1907 :— 


\ Lamps connected. 


(Equiv, to 8 c.r.) Increase. Total 
Supply commenced. 1906. 1907 Lamps. increase. 

Chelmsford .. April 14tb, 1890 . .22,510 28,982 1,472 
Jedburgh x Dec. Ist, 1903 .. 2,969 3,257 25% 
Melrose 28 Jan. llth, 1901 .. 2,545 2,677 132 
Dalkeith S" March 5th, 1901 .. 3,796 4,099 903 
Dolar ..  .. Маг. 19th, 1904 .. 1.689 1,707 18 8 
Totnes .. . May Bist, 1904 . . 2,555 2,825 20 25,907 
Exmouth vs April 10th, 1905 .. 4,742 7,276 2.534 
t. Andrews June 8rd, 1905 .. 7.993 11,861 3.58 
Hitchin es April lst, 1906 .. 2,468 4,144 1,651 
Dumbarton .. April 13th, 1906 .. 3,478 14,251 10.503 
Falmouth Dec. Itb, 19060 .. 912 4,845 3,933 

65,052 81,554 


Edison & Swan United Electric Light Co., Ltd. 


Tug directors’ report for the year ending June 30th, 1908, states 
that the net revenue account shows that the sum of £41,913 bas 
been brought forward from profit and loss account. Interest on 
debenture stocks has absorbed £16,157 ; £9,000 has been set aside "i 
depreciation on freehold and leasehold property, plant, and tcols; 
£1,506 bas been applied in writing down values of stocks. АЛ 
amount of £5,000 has been added to the reserve fund. The result 88 
shown in the net revenue account is a credit balance of 29.649, to 
hien must be added the sum of £9,543 brought forward from a 
previous year, thus making a total of £19,193, out of which T 
directors recommend the payment of a dividend for the year on id 
t А ” shares at the rate of 24 per cent. (being 28. 6d. per fully р 
“A” share, and 1s. Gd. per part paid "A" share, amoun 
ing to £9,587 leaving a sum of £9,606 to be carried с са 
During the year 29,980 of this company’s debenture stocks A 
been purchased and cancelled, resulting in a profit of £1,828; 
addition to that shown above. This amount bas been appropria 
as an addition to reserve against stock depreciation. 0 
establishing the business, gocdwill, &., £390,432, has beet 9 
forward at the figure standing in the last balance; sheet. The nt 
hold and leasehold property and plant have also been S abe 
forward at the value stated in the last balance-sheet, W) 
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addition of the amount expended to June 30th, 1908, less depre- 
ciation charged in net revenue account. There bas been expended 
cn capital during the year ending June 30th, 1908, £8,148. The 
shares of the Altrincham Electric Supply, Ltd., have been taken 
at par, as in previous years, This concern continues to show satis- 
factory progress, and bas paid a dividend at the rate of 7 per cent. 
on its shares for the year ended December 3186, 1907. Its in- 
debtedness to this company has been reduced during the year by 
£1,219. The manufacture of metal-fllament lamps has been com- 
menced during the year, and promises to yield satisfactory results, 
Мг. Н. Wolfenden and Sir J. W. Swan, D. Sc., F. R. S., retire in 
rotation, and offer themselves for re-election, 


Cleveland and Durham Electric Power, Ltd. 


Mr. CHARLES Еммотт pres ded at the secor d ordinary general 
meeting held at Newcastle-on-Tyne on 14th inst, and in moving 
the adoption of the report (see ELECTRICAL REvrEW, October 9th, 
P. 612), he said that during the year they had obtained an 
advance, as was shown in the accounts. This was necessitated by 
the fact that when the company was Jaunched, and subscribers and 
the public were asked for £700.000, the subscriptions fell sbort of 
that amount by rather more than £200,000. Later they had to 
raise further capital at a time when the money market was pro- 
bably at its worst. 'The bankers, however, came to their assistance, 
and they would be interested to hear that at no time did they pay 
ahigher rate of interest than 5 per cent. On the building 
and equipment of sub-stations, &c., they had spent during the year 
about £46,000. Turning to tbe profit and loss account, they would 
observe that the revenue of the year had amounted to £73,328, 
while the expenses, excluding directors’ fees apd interest, smounted 
to £56,163. They bad hoped that the receipts would have reached 
8 higher figure, in which case the costs would not have gone up 
proportionately. Unfortunately, in common with almost every 
other company in the distriot, their revenve had been most seriously 
affected by the strikes and trade depression. As they were aware, 
a large proportion of their revenue was receivable from shipyards 
and engineering works, and for many months some of their con- 
zumers were practically idle and took no current from the com- 
pany. Others upon whom they had expended capital, putting 
themselves in a position to supply, could not obtain the motors 
contracted for, the makers being unable to deliver them. Sema 
consumers had not yet taken a single unit, and otbers had reduced 
their demand by 50 per cent. The effect of this on their business 
had been serious, but it would not permanently change their 
enterprise. To a less extent the year’s trading had suffered owing 
to the delays on the part of the contractors and others—then again 
ageravated by the engineers’ strike—in completing for commercial 
service two waste heat stations which they had agreed to operate. 
Taking all these circumstances into consideration, the directors 
did not feel that the results for the year were very disappointing. 
They would observe that £10,000 of the profits had been utilised 
m writing down preliminary expenses. In dealing with their 
profits in that way they had consideration, first of all, to their cash 
requirements. To deal with their new business they would require 
further capital, and the directors had recently made arrange- 
ments for raising such a sum as should, with the cash available, 
provide sufficient working capital to enable all new business to be 
dealt with for some time to come. At present every penny was needed 
In the company’s business, and ав, moreover, a portion of the profits 
of the year were derived from work carried out for associated com- 
panies, the board were unanimously of opinion that they would be 
ill advised to pay the final dividend on the preference shares; 
instead, they decided to strengthen the position by writing down 
the preliminary expenses, a course which they believed the share- 
holders would approve. Referring to the work carried out and 
business secured during the past 12 months, the chairman said they 
would be glad to hear that the arrangements for the bulk supply to 
Bly th, Spennymoor, Hartlepool, and Consett, had been completed 
during the year. Their mains had been extended to Hartlepool, 
and in the Cleveland iron mines district, they had pushed out as 
fat as Loftus. The most important work at present in hand was 
the laying of a cable from the north bank of the River Tees, at 
Haverton Hill, which ran through the heart of the East Durham 
SEU northwards to join the Durham Power Co.'s system near 
"bh Colliery. This cable would confer double advantages upon 
t © company for not only would it enable a new source of revenue 
rom colliery supply to be tapped, but it enabled all the surplus 
current generated at the power stat ion in the Tees district to be trans- 
mitted northwards and sold to the Newcastle and Durham companies, 
with whom already arrangements had been made, and it also afforded 
na additional source of supply from the northern power stations to 
€ southern power stations in case ofemergency. Since the report 
А year ago, agreements bad been closed with Messrs. Bolckow, 
Ron & Co., Messrs. Bell Bros., Ltd., The British Chilled 
Ce s Engineering Co., Messrs. Pease & Partners, I.td., Mesers. 
San, i" Salt & Co, Ltd., the North-Eastern Railway Co., Messrs. 
ч nelsons & Co., Ltd. (Spawood Mines), &c. Perbaps the most 
à pont development in which the company was engaged was the 
um ication of electric driving to rolling mills. They bad made 
he cee to supply four rolliog mills of over 1,000 н г. each. 
Sd а Operation of these mills would be watched with keen 
operati y local iron and steel makers, and when once their successful 
Taa had been demonstrated, they anticipated that considerable 
said, m would be given to that department of the business, He 
incre as; conclusion, that, in spite of serious obstacles, a solid and 
ots, е business was being built up, and by the unceasing labours 
Pablé engineers and management, they might be encouraged to 
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look forward to the time when the undertaking would rank as a 
sati-factory dividend- paying company, and prove the most potent 
factor in aiding the industries of the district to maintain and increase 
their prosperity, and in ‘attracting numerous industries to the terri- 
tory they served, 

The report was seconded and adopted. 

Merers R. W. Armstrong, P. E, Noble, M. L. Bell, and C. Emmott 
were re-elected directors. 


Companies to be Struck Off.—Unless cause is shown 
to the contrary, the following are to be struck off the register 
within three months :— ' | 


Bruné-Turchi Telegraphonic Co., Ltd. 

Corporation for Promoting British Trade Abroad, Ltd. 
Electrica] Engineering Co. of London, Ltd. 
Lancashire Rubber Co., Ltd. 

Udabage Plantation Rubber Co., Ltd. 


Prospectuses.— Buenos Ayres Lacroze Tramways Co.— 
The Anglo-American Debenture Corporation, Ltd., is offering for 
sale until Monday next £200,000 5 per cent. first mortgage deben- 
ture stock in this company at 96 per cent, 

Aluminium Corporation, Ltd.— According to the Financial Times 
the board of this Corporation—in order to provide the necessary 
funds for past developments and future extensions bas created 
£150,000 5 per cent. debenture stock, and £102,838 is offered at par 
to the preference shareholders, in the first instance, in the propor- 
tion of £2 stock for every tive preference shares held ; the remaining 
£47,162 stock will not be issued without the sanction of a meeting 
of the preference shareholders. 


Stock Exchange Notices.— The Committee have ordered 
the undermentiored securities to be quoted in the Official List :— 

Underground Electric Railways Co. of London, Ltd — 1. 000, 000 5 per cent. 
prior lien bonds. Nos. 1 to 2,500 of £200 and 2,501 to 7,5000f £100 each; £2,800,000 
4 per cent. bonds of 1933, Nos. 1 to 8,000 of 2200, 8,001 to 16,500 of £100, and 
18,501 to 38,000 of £20 each; and £4,900,000 6 per cent. income bonds, Nos. 1 to 
15,000 of £200, 15,001 to 28,000 of £100, 31.001 to 37,000 of £60, and 87,001 to 
52,000 of £20 each, in lieu partly of the 5 per cent. Profit-sharing secured notes 
and deposit receipts for notes now quoted. 

Application has been made to the Stock Exchange Committee to 
appoint a Special Settling Day in— 

Marconi's Wireless Telegraph Co., Ltd.—124,908 7 per cent. cumulative 
participating preference shares of £1 each, fully and partly (105.) paid, 
Nos. 500,001 to 624,908; and 172 7 per cent. cumulative participating preference 
shares of £1 each, fully and partly (5s.) paid, Nos. 624,909 to 625,080. 


Calcutta Electric Supply Corporation, Ltd.—The 
number of units delivered to consumers during the four weeks 
ended September 25th, 1908, were 632,403, compared with 592,464 
units in the corresponding four weeks of 1907. 

The directors have declared an interim dividend at the rate of 
64 per cent. per annum for the half-year ended June 30th last on 
the paid-up ordinary share capital. The dividend will be payable 
on November 15th. 


Cuba Submarine Telegraph Co., Ltd.—The directors’ 
report for the half-year ended June 30th last states that the total 
receipts of the six months were £18,079, while the expenses 
amounted to £6,523 10s., leaving a balance of £11,556, to which has 
to be added £7,000 brought forward, giving a total of £18,556 to 
be dealt witb ; 24,000 has been added to the reserve fund, which 
now stands at £110,000. The dividend on the preference shares 
will absorb £3,000, and leave £11,556, out of which the directors 
recommend the payment of a dividend at the rate of 6 per cent. 
per annum on the ordinary shares, free of income-tax, the balance, 
46.756, being carried forward. The cables continue in good 


working order. 


Montreal Light, Heat and Power Co.—The directors 
announce a dividend of 14 per cent. on the paid-up capital stock, 
being at the rate of 6 per cent. per annum for the quarter to 


31st inst. 
American Telephone and Telegraph Co.—The 


Times states that the company announces that the gross earnings for 
the nine months ended September 30th, amounted to $20,999,000, 
against $17,950,000; the net amount after payment of interest 
being $13,713,000, against $11,147,000; and after payment of the 
October dividends there was a net surplus of $4,423,000, against 


$3,254,000. 


Yates & Thom, Ltd.—The report for the year ended 
August Stb, states (says the Tics) that after tproviding for 
depreciation of plant and machinery and interest on the mortgage 
debenture stock, there remained £23,908. Adding the balance 
brougbt forward there was £30,488/available for distribution. The 
directors, after transferring £5,000 to the reserve fund, recommend 
a dividend of 7 per cent. on the ordinary shares, leaving £11,238 


to carry forward. 


Switzerland. — Га — Société — Electro - Metallurg/q-e 
(procédés Paul Giron), of Neucbatel,jis increasing its capital from 
£250,000 to £500,000. 


»Belgium.— The balance-sheet of La Société de la Manu- 
facture de Cables, Accumulateurs et Appareils Electriques of 
Seneffe, for the last financial year, shows a protit of 4550. 
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ELECTRIC TRAMWAY AND RAILWAY 
Т TRAFFIC RETURNS. 
. ae | Receipt 
Fort- Receipts for | №. Route 
Locality. night | the of | Total to date. miles 
ended. fortnight. | wks. open. 
— — | 
| | £ 2* | £* | Ino. 
, 10 | a e 
Ayůnrõ; °° | " UM = | Б 
Baht. „ M | 1560615 230 + 108 BT 
Belfast Sn es » 16 7,015 | + 39 + 515 18°52 di 
Birkenhes v e "T! 18 9,164 + Ў 6.0.3 166-46 ee 
Birmingham Corp: „ 10 18,192 ce 5:0 ^ 996 14:18 ee 
4 Blackburn -- ee Sept. 2 1,117 Fax 100 + 983 11:67 ee 
Blackpool Corp. . со», 17 8,906 |— EE Z 1,988 |80Б|.. 
„ - Fleot w d. Oct. 17 1.152 + 244 € '29 76 oe 
W + 2.0 rm 
Bournemouth . „ H 8.185 |+ 192 ride: E 9 
Bradford © |" 10 | 9910 |+ 446 + 316 |549... 
С а 18 | 1,868 ＋ 151 + 95, .. 
Bristol ee oe ae 16 10,617 + 508 i e» 
Brit. Elec. Trac. Co. 
Airdriv . 10] me M 
Barnsley ae ee n 10 864 + 11 
Ew vu орар 10 500 — 18 
Cavehill oe . " 10 185 |+ 14 
Devonport LES ry | 10 1 „089 + 72 
Gateshead "m " )0 2,122 — 16 
Gravesend ar [i] 10 465 — 63 
Greenock . · .. „ 10 | 1,075 — 327 
Kidderminster .. | w 10 211 j— 22 
Leamington ee ry} 10 385 + 58 
Merthyt oe es LET 10 457 + 1 
Mertb нап ..| 101, 4. 
Middleton .. „ 10 11+ 25 
Mid. Joint Com te n 10 12,094 — 388 
Didham-——Ashton | » 10 1333 aS 
Peterborough -- | » 10 353 | + 
Potters w а 240 
Rothesay ee M" 10 278 — 117 
Southport. . .. „ 10 602 86 
B. Metropolitan. 10 | 1,€85 |+ 322 
Bwanses ee oe [1] 10 1,973 ENS 106 
Tynemouth =| ^ 10 488 |+ 99 
Weston-s-Mare--| » 8] 2 [7 
1Worcester |» 10 16 — 
Wroxham vpn 10 219 + 
Yorks. Wool. Dist. | 10) 1,992 |t 1 
Miscellaneous ..| „ 10] 428 — 
Burnley -- „ H 2,392 — 
Burton-on-Trent .. | » 18 578 |+ 
в А x .. „ 18 2,810 |+ 
"ardiff o e|» 0| 4,81 | + 
Carlisle. „ M 166 .— 
Chatham and Dist. | „ 15 | 1:922 |+ 
Cork: "| „ 15 mjt "M 
Croydon . „ 91.5527 
Darlington a "E m 17 9881 |— 
Darwen = ° „ 16 515 + 
Dover.. е es tT) 10 457 |— 
Dublin г 4 „ 16 | 10,782 —1,729 
Dundee z^ d „ 14 2,588 |+ 
Fast Ham ee ee [1] 17 1 à |+ 
Exeter is Е. en j+ 
Glasgow es А „ d 36 331 |-- 
Hastings ese ee 9 15 2,243 + 
Hudderstield = o» 17 B,183 : 
Mul... ae ee 1 9T — 
Ilkeston = °° | м 14 289 [ES à 
Ipswich » 17 794 i+ . 
Kilmarnock.. .. „ 10 309 |— ti 
Lan'kshire Trm Со. | v 15 2652 |+ 1°18 
Lancashire United „ 14 2,861 | + 
tLeeds - eo]. 10 6,735 |— "25 
Leicester .. „ 17 ABIL | * 
Veith „ we ak ME 553 + 
1 " „ 10 11.478 — 
L. C. C. el. 3.754807 la 
London United --| » 17 | 16,103 + 
: Lowestoft .. elpa N | 195 S 
Manchester Sd, 17 у 81,896 |+ 
Newcastle ee os m 17 1,191 — 
Newport. „ 17 1276 |+ 
+Northampton --- | » 10 482 | + 
Oldham ee es [1] 18 8 713 = 
Pontypridd .. --| » 10 918 + 1-15 
Portsmouth. ee „ 174.024 | + 
Preston | » 14 1481 |— ри 
Reading „ 8| 639 I+ D 
Rotherham.. „ 15 | 15260 |+ 66 
Salford ES T „ 12 9,854 1+ 
Sheffield | „ 18 11.187 — 1:25 
Southampton |» M| 2,186 * 
Southend-on- Sea „ 14 927 |+ 5 
South Shields „ 10 2,188 |+ а 
1Swindon .. М » 14 146 — 44 s 
T neside ee ee [1] 14 R57 = 8:87 m 
Wallasey .. |» 17 1,792 |+ 8.2 29 
Walthamstow К „ 17 1.291 (+ 9 
West Ham 84.6137 14.717 
Wolverhampton .. | » 14 1,720 |— 125 .. 
Baker 8t..Waterloo | , 17 6315 |+ 4925| 1 
Cen. London Rly... | » 17 | 16,45 + 5,699 632 | 55 
Char. +,Eus.Hamp.| „„ 17  t5655 4 1,515 T 15 | 
City & В. Lon. Rly. | „ 18 | 6,041 |— v8 | 1-05 
Dublin-Lucan Rly. "EDU 270 |+ 33 1 
G.N. and City Rly. | „ 17) 3813 |— 617 35 | .. 
G. N., P'dy. &Brmtn.| „ 17 | 10,195 | 1.850 9.25 25 
L'poolOverh'd Ву. | „ 18 2,638 |— 2: 68 | 438 
Mersey Railway ..| » 17 8.771 |+ 4°5 
Metropolitan Rly... | „ 18 | 24.108 |+2,781 TEN 
Met. District Rly... T 17 | 19.710 |+ д4 И 
Anglo Argentine „ HM 52,009 |4 16.645) 424 z 
e 5 12364 1 2,1505 403 | 122,13 4 10.52 | 22:3, 3 
Bombay (B. E. T.) .. Sept. 21 | 4,917 |+ % 38 | 60139 416,519 ие 
Brisbane se „ 901 14,490 |4 1,820 E 20,199 aeRO DEO к pas 
Calcutta +. + Oct. 17 5,712 —1,000 | .. e a More en 
$GenevR oe se dept 9,755 |+ 03 : a 
tKalgoorlie, . A.. 4% И | ao 35,277 908 | .. 
GUIAS [oec 15 5246 „ 89141 | 23:08 Um 1255 .. 
tPertb W. A) . „, 16 2,53 — 181, 42 57010 E Lo ael: 


— — 


25˙6 | 


— a 


* Compared with the corresponding period of 1907. 
{ Includes horse, steam and other receipts, 


+ One week only. 
§ One month. 


| STOCKS AND SHARES. 


Tuesday Afternoon. 

News, rumours and alarums from the Near East make up the 
staple fare of the markets day by day, and with such a state of 
affairs current, there can be no quietude of public confidence о! 
return of steady business. The apparently aimless way in which the 
price of Consola wobbles from day to day is a good criterion of the 
general sentiment. At one moment, the tone is less pessimistic ; at 
the next, less optimistic. Herein lies no encouragement to 
business. 

The Manchester Exhibition, ав а factor in the electrical depart- 
mente, has been of no practical significance. 

Electricity Supply shares. have been neither disturbed nor clated 
at the introduction of the Electricity Bill into the House of 
Commons on Monday evening. There is not sufficient novelty about 
the proposals to evoke any great amount of interest in them, from 
the market point of view. They ате not likely, on the one hand, to 
frighten proprietors out of their holdings, but, on the other, they 
are not calculated to attract investors. 
| Therefore, movements on the week are even more than ordinarily 
trifling, and are limited to declines in Westmineters, City of 
London, Chelsea and Charing Cross Preference. Hove Ordinary 
shares remain at 61, but are сх the 4e. dividend. 

Fluctuations in the Canadian-Mexican division show a return to 
firmness in the issues of the Mexican Light and Power Companies. 
Business is brisk in most of the stocks. As regards the Tramways, 


Mexico Common has held all its previous week's rise of 13 points 


to 148, and the 5 per cent. bonds hardened to 94{. Rio shares 
regained 1, improving to 65}, and the 5 per cent. bonds are 91}. 
United Electric Tramways of Monte Video 5 per cent. First Deben- 
ture stock, to which attention was drawn bere in the last issue, rose 
2 to 102. Havana Electric Fives are also 2 up at 89}. 

The hopeful people declare that the small dividends at present 
being paid on Mexican Tramways Common shares are no guide to 
the real pro fits being earned by the company, and prophesy airily 
enough of distributions that shall range between 10 and 20 pet 
cent. in the future. Such statements are, no doubt, to be modified 
by a large grain of salt; but unless the company were indeed doing 
much better than appears from the dividend, the current quotation 
of 149 for its Common shares would be as unjustifiable as it would 
be difficult to maintain. 

Other Foreign and Colonial Tramway descriptions are mostly 
firm. Brisbane Electric Tramways Investment Ordinary hardened 
to 4j and Anglo-Argentines have improved, although the latter 
company's First Debenture stock lost 2 pointe. 

Prices in the Home Railway market have been fidgety. Swayed 
first one way and then the other by the Near Eastern news, no settled 
tendency bas developed. The purely Tube stocks are unaltered, 
but Metropolitan Consolidated fella point upon fears of competition 
by L.C.O. tramways. Oity and South London 4 per cent. Deben: 
ture stock looks cheap at 1014, with the 2 per cent. dividend to come 
off at the end of the month. Bakerloo Debenture stock stands st 
94, Great Northern, Piccadilly and Brompton at 93, and Charing 
Cross, Euston and Hampstead at 86. | 

Telegraph stocks and shares remain steady, but they display few 
material changes. Cuba Telegraphs continue their improvement 
and West India and Panama Ordinary at § are її better. 


dividend markings in the Eastern group has had little effect, and 
the deductions from Anglo-American telegraphs, 
reason, were followed by no particular alteration. Glo 
are à lower, while Mackay Companies’ Common shares ga!” 
couple of points at 724, the Preferred remaining at70. — Plate 

National Telephone Deferred eased off i. United ш other 
Telephone 44 per cent. Debenture is quoted 1044 to 1064, a0 
telephone issues ke t steady. : | 

Babcock & Wilcox have recovered - of their last wee 
recession. Edison & Swan shares аге unaffected by Ж 
appointing dividend. Willens & Robinson Ordinary, 1. 
remain about 20s., while the Preference, е2 38., Were mat 
} to 22 middle. 


— 


the 
Cables Damaged by Trawlers. — The report ort 
Inter-Departmental Committee on injuries to gubm' 
recommends that all cable companies ghould—as cer д1 relati 23 
and the Post Office have already done—establish friend eir cable’ 
with the fishermen who frequent the waters in whic i 
are laid, while the fishermen on their part should try ^ sition of 
trawls when they foul а ca^le, and should report me ends that ? 
any contact with а cable. The Committee also ою ; 
system of Government inspection of the gear 9 lomatie banne’ 
once instituted, tbat steps be taken through the dip!o lar syete™ d 
to invite neighbouring foreign States to adopt erm 
inspection, and that cable companies should con! 


of substituting heavier types of cable in the areas affect 


— —— — — 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. ~ 


x — — a ad TER 
-—— ор Pr ci Aoi. — 


5 i Business done | Rise 4| Present 
Closing Closing week ended 1 
or Dividends for the last | m or Yield 
Present NAME, Share. four years. | pera Та NUM OM Oct. 20th, | Fall — par cent. 
Issue. и | 12th. 1908. E 
— - — | $904, | 1906. | 1006. | 1907. .  |Highest; Lowest. £ - d. 
95,000 | Amazon Telegraph Co.’s shares, Nos. 1 to 95,000} 10 | МІ | Кї Nil | Nil pef - 90 os p E 8 T 6 
186,700 | Do. do. 595 Debs., Nos. 1 01,90 Red. | 100 | Nil | 5 % Б % 5 Ф 50—08 129 — 98 = : TE 
$181,561,400 American Telephone & Telegraph, Cap. Stock .. | $100 | 7495 | "à 5b oi .. 45] 
$38,000,000 |{ Do. Collat. Trust, 4% Bonde, 001 bo 78,000 ың Bed iod мы ийе е 1 БАЗ 58} 514 9 
ч, . , A RE 58 — 61 : os 
598,180 | Anglo-American Telegraph .. .. .. .. | Stock 2 89 | 86% | 84 108 Bt 02 —108 104 102 —1 5 16 6 
, do 6% Pre - Stock 64 67 6 b 163 | + 51511 
4280510 ро о " а „ 2 | Stock 5 | 12% |1 =17 | 168-13 17 416 2 
8,200,910 | Do. „ do. Hos ec Mort Deb. Stack Red. 100 64 154 5 7 | 99 —102 —102 *à S 414 1 
50,000 Anglo- Portuguese Tel., 5 % Mort. Deb. Віюс . & ва 848 8 8 — 83 8 — BÀ 8 T e. 1831 
44,000 | Chili Telephone, Nos. 1 to 44,000  .. .. .. Stock 4 47 4 4 88 — 90 BS — 90 89 883 КЕ 61 а 
9,888,876 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. TEEFETAETATEAEE T)— e T - ae ee ee 
16,000 Cube Telegraph z Pref. ОПО wu ul xe пож hog hog 10 16 — if ш -N у = —4 6 3 1 
` e. is d oe ee ee . 4 Y 4 * 4 4 — — к oe oe 20 d 8 1 
12,981 | Direct Spanish “gon 10% Gum. Pret tt] 004 hog ho i oe biome V' 10 
r] * ° z А d * А — = ее 6 | 9 
60. 10 Direct United Bates Cable iie „ ag 42 4 т 1 а еее 
58,700: | Direct W. India Cable, 4 Beg: Deb. Leo 1,900, R. AE - А T4 n 7 $ 196 —189 186 —188 187 p = h 1 H 
4,000,000 | Eastern Telegraph, Ord. F Ba% | BA% | 84% | 84% | BK — 87 05 105 101 | 108 816 2. 
1.896,10 Do. % Mori. Deb. Biock. Red.. Stock | 4 Be AET AEEA ber ite И Вт 14 Bog Ер Кре 
900,000 | Eastern Extension, Australasia, and Chins Tele. | ok (aS lad l4 17 | 101—108 101 08 уц 101 8 18 10 
69,400 о. „Stock . a P |4 & —101 - e 
200,00 | East & B. Atrio. Tel. nS Mt. Db., 1108,00, red. 1909 | 100 |4 6 14 140 [105 10141 1014 -1 2 10 : EUM 
181,137 Globe Telegraph and Trust, ‘Pre. Ck [10 6% 6 % |64 5 % là — M 183 - м 201 | 690 
150,000 | Great Northern Telegraph, of Copenhagen. „ pied ne ino сс 100.109 \ 48 8 
21.9001 Halifax and Bermudas Cable, 44 95 1st M ! 100 4496 | 44% | 44% | 44% : E 
e > = See [1:499 md 44 | 66 n m : 4 1597 
$30,000,000 | Do. ^ de. 4x Cum. Fre. 3100 2 % 2% lee lag] e-a | 6-2, |; Nil 
8 50,000,000 Do. о. 4% Сиш. Pre e ee ee өө 1 N N N ] Nil м i — YR 21/3 5 6 8 
891,190 | Marconi'a Wireless Telegraph .. vs vs T 4 5 B% 6 — 1 — 1 500 
72,680 Monte Video Telephone Co. 1м. 8 + we T- 8 |БЕ 5 105 = 109" ET 110 109 5.81 
; . . E à |6 = T = b 0 6 
9,225,000 | National Telephone, Pref. Stock .. .. .. 10) 0 : 4 6 | 118 —120 1174 -119 H | pi “3 8 6 8 
8,725,000 Do. о, Def. Btock Pret se oe 10 6 6. 6 Y, 6 1 — 1 1 = " 4 8 11 
15,000 Do. do. 6 Cum. 2 Pref. ee es 10 8 6 Б 9 6 1 = ll 104 — | 53 4 6 1] 
S 5 do. 6% Nen dum. Brd F. 110350000 | 8 5 [54 ББ 4 —100 өз} PU 
250, 000 Do. do. b 96 Non-cum. 8rd k Red 7 Stock 84 84° Д 34 98. —1 98 — 8 16 1t 
: ; „Stoch Кей... .. xis - = 2 416 0 
179,818 Oriental Telep. and Elec. 1 to 171,504, fully paid .. І 9 1 i * 1 — i^ 9 — E 1 4 4.5 
,000 e. О. о. 0 [EN ee кы 4 4 А / 4 — — 8 17 8 
9,100 | о до. д. | 44 Red. Deb, Fend 100 |. 14% / 4% | 4 g 100 Сав 100 —108 ieee 
15 — Pacifio & European Tel., 4 % Guar. Debe., ; oF tke д "АША EC 9 105 4 8 3 
l, Reuter᷑ : 3 |4 = = Е a с 412 4 
99,100 [Telephone Co. of t, „ Deb. Red, .. .. Cort 6 9 Hy "d X. 375 180 —188. 127 —180. 75 x E E ES 
8,088 | Submarine Cables Trust .. — .. .. se o в 84 ва во |в 68 — 68— 7 ^ 4 10 11 
100,000 United River Plate Telephone. Ne 1 io 40,000 5 b 5 БФБ 5 — 5 5 — 1 ee ү 48:4 
40,000 Do. : 5% um. Pref., 001 to 58 608 23 il Nil 94^ / 25% 11— 1 Lad ee $ p 8 17 8 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 tc b. Tel. 100 |495|495|4 5| 4 9% | 100 —103 pi NÉ i4 ]34| .. | 418 8 
30790 | Western Telegraph, Lid. Nos. j tn 901590... | 10 (7% (7% 1 1 1N— 14 | IN—1 | diaj ul .. 161 
A. Western Telegraph, Diis мов. Юй 2130 16€ [12 6€ | w % | 108 —104 102 —1 13/14 | 1/049 | + yb | _ Ni 
800,000 Do. o. ama Deb PE Hed. acp Һе 1 8I NT] NEI ЫТ a P t Ec gc EET 
881 West Indis and Panama Telegr bu t tl as be 5% 8% 6% Ан 8 81— 9 SE . 1290 
А O. Й . oo , ee N N N £2 i Р "T 4 17 1 
Do. do. 6 & Cum.9ndPref.  .. ..| 10 101 —108 101 —108 L ө | 
80.000 Do. do. 6% Debe., Nos. 1 to 1.6% ..| 100 |5% |5%[5%|5% | | 
1 RIAL COMPANIES. 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUST 
р | l e . Bg 80, 8f. A 5511 
820,000 | { Anslo-Argentine Trams, 10 % 250.008 de 550% 5 |8%®|8%®!|8%9%| B 5 di 62 6h 6 + M 4108 
| Cum. Prels., 1 to 260,007. | 5 ЯФ | 54% | 54% | 52% е 6h 1140 % „% + 4 2 
960,007 Do. _ Permanent, 6% Deb. Btock, 1888 | 100 |69 165 | 6% | |148 148 ш К Я — | 415 8 
$5,100 | Auckland Е. Trams, 6 % lst Mort. Deb. „| 1 jag ja% [a0 & 90 % s—- 13 | С ^] 818 10 
880,000 Babcock & Wilcox, to 580,000. . oe ),000 е9 1 6 6 6 6 1— 1 i$— 2 49/4 45/- es i I 0 6 
100,000 Do. do. 6% Cum. Pref., 1 to 100, e b 7 1 q q ой— 2 = 4 ‚ " н 15 0 
60,000 | British Aluminium, Ord., 1 to 40,000 .. oe d 5 1 7 q 7 84 — am 43 к i | 6 6 4 
6,000 Bo. do bung reri у о вава в 4- 1 1 — 4M 1 
1369 Bo. do, 4 Funding Certe. .: 2. арта $4 108 —110 106 —110 p 38 4 10 0 
й Я į e ee ee — : Б 
3) e ешм Deb кке TOPE] E hae | ae 2-1 7 [9 10 | ish |107 515 1 
и o. AME. | 6% | 8 B в 428 
400,000 British Columbia Е. Rail Def. Ord, Stock .. .. | 100 4 сБ 16 $ 117 —121 M RS iod a . 4110 11 
4 20,000 Do, 5 V Pref. Ord. Stock т oe oe 100 5 5 6 5 % 106 —110 101 —108 xd a з —2 10 17 6 
600, 000 Do. 6 % Cum. Perp. Pref. Stoc T ee 40 % | 103 —105 104 ў e 470 
220,00C | По. Vancouver Power Debs., 1 to 3, 8 3 8 б 4 j— 1 i Ja i е 
161,497 Do. do. | 6 Cum. Pref, ock ae Btock b b b b 91 nd 96 xd 0 Ж 6 15 b 
1,478,058 Do. < до. 6 Perp. Deb. Воо Red. 100 4 43 4 44 16 — 78 76 - p: m 17 8 2 
628,988 | ро. до. 44 % and Deb, Stock Red. 1 3% | 8 4 ho 10% | Gt % 6j - 412 4 
100,000 | British Insulated and Helsby Cebles — .. ... 5 | 8 | 84 04/60 9 0 6 108 1.4 11 
100, 000 Do. do. 6 % Cum. Pret. Red Е 100 103 —106 103 — 6 413 9 
500,000 Do. do. 44 % Ist Mort. Deb. b eee 100 4 4 d 4 91 — 96 91 — 9 * . 
208,440 | British Thomson-Houston 4) % lst Mort. Debe. . Nil Nl | A- & | -h aa 
5,001 to 475, 00 4% % 4% 4% | 40— 45 “© Nil 
1,016,858 | ` Do. do, 4% Mort. Deb. e| 10 14% | NR Ni ҮЛ Ito 100 Nil 
60,000 tBrowett, Lindley & Co., е ee ee ee oe 1 Nil Nil Nil Nil 1 о 1 [6 | 1 to ` ee Nil 
50,000 i Do. do. 2 6 И Сат. Ргеї. oes ee 9 Nil 94 Nil Nil 0 — i Nil 
105,781 | Brush Electrical Engineering, Ord., 1 to 106,781 .. | 3 6% 095 Nil Nil а 1— . 67v 5 
1950000 Ро, do. % Perp. and De б в%|в%в% 6% 4—5 ae 81 416 8 
155610 | Calcutta Trams, 1 to 187,610... a É 55 War к 41 105 4 411 
00 Cellender's Cable С 1 shares we. tee ee Р 8 5 ot Е, da | 5 611 
" 0. P . eo ee ee a a ра: 2 
99 — Geeta ieee ийнаныр Ша TIE E: К 4% 18 iB | agai | ао 714 10 
° ee ee ae ee 8 ^ — am 
118 Fuer Kline ali, Lio MO Mert. Deb Stock 100 4$ 4 | 44 . Ti = va ё (18 
e. ° ° е 4 NS 5 
1,908,510 | Central London Railway G. Bock. = ct | Stok 15 15 17 % „ es | æ БЕ ЫШ zi: . 16 11 
63.106 Do. do. 4 % Pref.Btock ..  .. Btock | 4 4 4 3 49 — 52 49 — 62 * 5 6 6 10 
658,195 Do. do. Def. do. ee ee Btock 9i 13 % * 824 -.893 824 - 884 383 oe ee 
1490,00 | City and South London Railway — .. ..  .. | Btọck | ^. | 
| 3 | = | 1 From Mencbestor Share Lis. 
: Unless otherwise stated, all shares are fully paid. ааа ааб __ en PaL сета tv! ge Oe — 4r 
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* Unless otherwite stated, all shares are fully paid.. . 


t Quotations on: Liverpool Stoch Eacbange. - 


Present Stock А Closing Closing Business done | Rise А Pr 
Issue, NAMB, = n Quotations Quotations week ended or | Yield. ` 
ате, | Oct, 18th. Oct, 20th, Oct. 20th, 1908, | Fall — | per cent. 
| 
.. ˙m—ꝛꝝ . ⁵˙¹ mA 2 w-— T ae B b A — | 
| | | 
* — | 1904. 1908. | 1906. | 1907. Highe | 
85,000 | Crompton & Co., "ps 1 to 85,000 8 2495 | 24% 5 % |5 % lie 1А 1S— l х; " . | 5 T п 
100,000 20. 5 % lst Mort, Reg. Debs., 1 10] 695|695|695|6 95 | 98 —101 98 —101 | 
of £100, and 901 to 11,000 of £50 Red. "s d Dos | 119 0 
260,000 | Dick, Kerr & Co., 1 to 260,000 в ї [10 5 10 10 % |10 % | In 15 1— 1% = 712 5 
806 000 Do. do. 6 Cum. Pref., 1 to 805,000 ni 1 [64% |6 6%{6%| 1— н i— 1 28/- A | ‘18 0 
276,880 Do. ас. 44% Deb. Btock .. .. | 100 44% | 44 44% | 44% | 101 —104 101 —104 se 1467 
60,000 | Dublin United Trams. (1896), 1 to 60,000 .. 10 6% | 6% 6 9*5 955 115— 123 113— 123 Ж 5 4 0 
60,000 Do. 6 % Pref. between land 60,000 | 10 |6% |6 95,6 9, |6 4, | 121— 18 191— 13} n 
99,961 | Edison & Swan Utd., (А " shs., £8 på., 1 to 99,261} 6 | 2395 4% | 4396 | 44% 2 — 1 1% 1" 1 
‚11,189 Do. (A^ shares, 01—017,139 ' .. 6 {24% | 4195 | 4495 % | 1à— 2 là— 23 4 з а 
17.875 Do. 95 Deb. Stock Red. ‚| 100 4% 4% 4% 4% 76 — 79 16 — 79 £ ^ abs s on 
61,720 Do. 5% 2nd Deb. Stock Prov. Certs. all pa. 100 |595|595| 595595 | В — 87 84 — B7 Y ма З 
112,100 | Electric Construction, 1 to 112,100 2 4% | NU | Nil | Nil W — d — $ ^r > 51411 
81,890 Do, do. 7% Cum, Pref., 1 to 81,890. . 9 |15$5|795|795|795 | 1 13" 1 18° > L Nil 
25,000 | General Electric Co, (1900), 5 95 Cum. ' Pref, * 10 5 5 5 5 % 74— 8 74 — 2; $ ж : : Р 
. 200,000 Do. do 44 Mort Deb... `. Stock 4% 144 4% | 495 | ва — 88 B4 — 88 * =E [990 
78,000 | Gt, N. & City Rail. Pref. Ord. ЧА” 495,1 to 78,000 10 4 47 40% | 3% EE be 71 e. — | 41011 
96,000 | Greenwood & Batley, 7 % Cum. Pref. 107519137 | 101— 1 1 103 E + cv 
80,000| Ро. do. B% Mort. Debe. — .. ..| 100 15% 5 % 6 J 5 % | 102 —108 102 —1024 oo | Cue 
40,000 Henley's s (W. T.), 3 Ord. e | 6 |15 % | 15% 15 % | 15% | 103— 113 105— uj 107 * ч - ү - 
' re : 5 44% | 44% 43% 430 EN = m I * м 
150,000 Do. do. op „Mort. Deb. Stock | Stock de n | 44 44% 107 — i 107 109 s n * tier 
60,000 | India-Rubber, Gutta-percha Telegraph Works. 10 5 % | 10% 10 % 10 % 163— 172 164—a1 74 163 "7 — | #2 7 
87,500 Liverpool Overhead ailway, Ord. .. a 10 13% | Nil | Nil | 4% là— 1} lí—c1i * * 1 
10,000 |4 Do. do. Pref, fully paid ..| 10 |645|695|69,|6 95, | (6 — 5 5 — 63 " А 3 
600,070 | London United Trams. (1901), 1 to 50,007 7. 10 6% 3 8 3% Be 63 6j—7 63 as. ЕС: - | 9 110 
899,980 Do, do, 60,008 to 100,000. 10 6 V8 8 8% | `61— 6j ei— 6 Si 5 L 4 B1 
195,000 Do, do. 5 % Cum. Pref., 1 to 125,000 | 10 5 % 5 % 5 % 5 % 4& — 5} 1— 53 976 . L 4 81 
1,881,000 o. do. 4 let Mort. Deb. Btock .. | 100 4% 4% 4% 14 95 | 73 78° 72 — 5 dad WES Fu be 
6,782,062 | Metropolitan Consolidated С» as 100 8; % 28% 1 & | oy 894— 404 9RÀ— 303 (1 ans -l 5 Sit 
2,640,914 Do. Surplus Lands .. 2 : 100 989, | 9895 | 939) | А 68 — 70 EB — 10 — 398 а eae 
8,285,000 Do, District .. .  .] 10 | ми | NA | Nil | Ni | 13 — 14 18— 14 14 TEES: N, 
814,016 Mone Electric Trams., Detd.. a 1 Nil | Nil | Nil | Nil — a rae n е 181 | Nil 
500,000 | Do do. 5% Cum. Pref. |. 1 |595,|695,|595,|595| H- i3 а № | dy * | n 
828 800 Do. do. 4 % Deb. Stock Red, 100 43% | 44% | 4455 % | 92 — 95° 93 — oF Of- * * 519 5 
245,500 | Potteries E. Tre. ; 1 |5% 149% |49 |49 ped ; 58 F 5 9 
245,500 Do. % Cum. Pref. * 1 5 A 5 rà 5 G. 5 ó; \ 3 +— ў 12 | 8 0 0 
245,000 Do, 95 Deb. Stock .  ..| 10 |445,| 4395 4% | 445 | 92— 98 £2 — 95° | 61111 
87,850 | Telegraph башыл and Maintenance А 12 15 95 15 % |15 96 174%, 82 — 84 22 — 94 осу | 4 14 9 
160,000 Do. 4% Deb. Bds., 1 to 1,500 Red., 1909 | 100 4 % 4% 4% |4 9, | 101 —108 101 —103 — id 
8,599,200 | Undergd. E. R,, Lon., 5 % Profit Bhar. 8. Nte. .. | .. 5 % 5% 6 5 % 48 — 47 18 — 47 t 4 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 i | Ni} Nil| Nil 10% $2 5 "a on xr ai 10.13 0 
66,666 | Do. 69 C. P., 30,001 to 80,000 & 195,001 to 141,666 5 Ni | Nil| 6 6 of si of _ H a esa ; 8 00 
216,404 | Do. 4% Ist Mort. Deb. Stock ‘i ..| 100 4% 4% 4 % 4 12 — 76 12° — 6 xd, 57/6 10 0 0 
3 100 ‘k | 12 — "6 2 — 16 T 5 5 8 
ELECTRICITY SUPPLY COMPANIES, 
1D,UUU | Druniie Ken) ше eo E. 1 Б 1 ее ` о i y ^ 1 EE i 
70.000 Bo. 44. Ist. deb. stook .: 100 (ME Ae AE! Л % 10h BS 
0.275 | Brompton а Kens, H, Lt. Вор, 014,10 90,000; Б n0 10, 195 10 7— T- = 8 „ 
Cum k. ў 5 ч | Ц { E e z ee 
Central Hiectrio "prios: Deb. Stock S 100 : bf 14 f | a an 118 | 8 47176 
509 | Charing Oros nd 4 Electricity Supply. в |8 5 „ 5 g s 01 818 5. 
Do. do. > t^] i 8 4 N d 3 d . = | ee os 6 9 0 
Bo. “ity Undertaking "4 I. Cum. Frl. 5 |4 X 44 44 4 a. | Z} 2 
449.0 Do. do. 4% De d. „| 10 |4 487470 1% 96—99 Dd ao 14015 
49,40 e Om Vs b 6 6% 4 — 8i 9 = . 4101 
175.0001 do. % Deb. Stock Red. oe Btock 43 44^ : 4. А d 100 —108 [a vR m oe 613 1 
70,505 | City of at Londod Bless Lighting, Ord.40,0001—110,86 | 10 |694 169164164: 9j— 10 91— 10 T „| Ip 
40,000 Do. 69 Cum. Pref., 1 to 40, 10 6 6 3 6 12 — 18 ncm 10 — | —4 |600 
400,0002 Do. 5 Db.Btk,Berip.(iss.atll))alpid. „„ 5 5 54 5 199 —195 192 —195 RE А! 5 2 1 00 
800,000 Do. 44 md. Db. Stk., Prov. Erta., all pd. 100 44% | 4% | 44% | 101 —104 101 —104 ie e "e 400 
60,000 ; Count of Durham Шошо Power, Ore: 55 js b 204% 14% 132 8 = 8 Ио 4 a 467 
60,000 | : do. do. 59% Pret. .. |. Б 5 % 5 F 6 N 5 4 ха > Jet Ф — | 868 
9°0,000' To. do. . do. 5 & 18 Mtg. Deb. | Stock | .. |... |, a and Tj. , TH | .. | 618 
40,000 Cou: iv of Dondon Шен Lighting, Ord. 1—40,000 10 43 Б б 5S | 7 — 8 8 5s i s * 
50,026 Lo. 8 40,001—60,000 10 |695 [6% 69169: 101— 102 | 101— 102 HODIE Кр E 
(0000 Шо, 9 2 жаа, Deb. ox | d 47 % 0 0% 90 102 Pus s aun 
i . Боск | .. | Btock 4 4 99 —102 99 —102 » Е 2 d 
80,000 | Edmundson's Elecirlo Gorpon oe Ord. Shares .. 5 |7 4 i Nil cM dE E e id 
80,000 Do. Cum. Pref. 6 |6 6 8 Nil: — i E à et zi es Nil 
430,500 Do. do. 4X im Mors, Deb. sd. 100 | 44% | ug | ug 4% ое - IRE e Ж Nil 
$8,150,000 | Electrical Dev. Co. of Ontario, 5% IstMtg.Gold Bnds. | 8500 au M» is | 884— 59 — 66 ee 22 6 16 4 
10,000 | Wotkestone, 1 to 10,000 | 5 |i% | BAY | ey д» 4 4 8.4 > . р 
% ре ede e ^ 7| 4 i e ий sc |11 | 2 [ £22 
П L] ee oe ИС 100 4 jews 9 i oe б 
15.000 | Hove, J to 15 р ог ste а | 4% |4 $! 91-10 97 — 1 m ia . | 410 
$1,3`5,000 | Kaministiquia Power Co., B% Gold Bnds. Б T a és 94 — ot 6— 6 ue : v 6 10 9 
31,000 | Kensington and Knigbtebridge — Ord. . 6 |12 10 10 € 10 9, т 94 — 96 Е ; " zi 
90,000 Ро. до, do. 4 J Deben. Btk, | Stock 4 4% |4 4 4 94 о 11— 8i с qe [56H58 
111600 London Electric Supply Corporation, Limited, Ота. 8 % | 4% | 4 2200 ба 94 — 67 ү. — |426 
79,000 f n do. 6 Pref. ee 5 6 6 6 6 4à— 10 1 4 © x es 5 8 1 
4 do. 4% 18 Mort, Deb. Bik, Red, | Btock | 4% | 4% | 44 B9 — 92 1—4 322 1582 
300,000 | Metropolitan Ele Electric Supply, 1 to 100,000 . 5 (10% 10 8 6 4 4 as ү ЕР 0 
16,191 | Cum. ef. 1—71, 106. a | Б 4 ! d- 4 4— 4 ee oe oe 6 16 10 
990,000! : Do. 1st Mort. Deben. 'Btock а m 4 4 4 105 —100 4à— 4 90/- ex ae 412 4 
948 000) | Do. Mort. Deben. Stock Redem. | Btock % 84 — 89 105 —1 = ыы se 421 
$5,000,000 Mexican Electric Light Co., 6% lst Mtg. Gold Bnds T 5 % 5 % 5 % 5 & 88 — 89 и — ee 282 ee 8 16 8 
818 585,000. Do. Light and Power Col, Lid., Common $100 S Е iui T84— 83 — 90 E9 888 js 691 
$1,500, Do. do. 7% Cum. Pref. ВЕК. ee .. „ II 112 ше ge " i 
$12000000 о. do. 5% let Mtg.Gold indes. „бе | m ! 112 — 113 118 112 » js 
450,000 Midland Electric Corporation, 44 % Lst Mort. Deb. 100 44 44 44 43% | — 91 903— 913 914 903 +1} T 
87,500 ` Newcastle- on-Tyne, 1 to 87,500.. „ 5 |8 8 4 8 ф 8 — Вә 95 — 98. 964 | T +1 41110 
87,500 5% Pref., 1 to 87,500 . Б |59 5 5 F 5 K 5 5 нар: = pd s 
10,852 Notting Hil Electric Lighting.. vx R^ 805 10 7 7% nt 4% 117— 121 6 б „ Y xs ee 4 621 
90,000 Oxford, 1 to 96 and 407 to 20,810 T T is 5 7 1 156171 zin 117—1 xs M 85 517 8 
60.000 Шо. 4% Deb. Stock ... 100 4 14 144 С, 95 — 805 58— Ber dl s .. 543 
119,691 River Plate EU. Co. Ord. Nos. lto 120, 507 А 1 " est 245 EMT 1 — 98 ыб... че EN 418 
10000 Ро. do. 6% Non Cum. Pret. Nos. I 40100000 1 | ede 6 ne : М là— 1 23/9 . 23/6 s T 
104000 Do. 40. 5% Deb. Btk. Red, .. 100 | 5 5 5 ..' 99 — 104 12— 1% 2 © T 
40,000 8s. James’ and Pall Mall Eiectrio Light, Oord. Б 143% [194% 10 % 10 % 7 — 8 95 — 102 1003 | = 418 0 
90,000 Do. de. 71% Pref. 90,081 to 40,0 8 %% 7% 1% 1% в 1} d- 8 з 19 618 
150,000 84 % Deb. Stock Red. .. 100 8 | В 33% 86 — 90 — i .. .. : 416 7 
12,000 Smith feld Markets Electric Bur ply, Ord. 5 4 4 5 Ni a — 90 BRI  .. . 817 9 
46,700 Do. do. o. Deb. Btock Btook | 4 4 17 1 68 — 72 i- i e. y e . Nil 
65,000 South London Electricity Ворріу, sec aw] ^ 4 4 84 4%  91— 2 68 — 72 — jon 511 
120,000 Gouth Mot, Ejeo Li. ё Power, ба... з Пол рый 2% d MI 9j 33 
142,968 | ° Ў о. еї, .. 1 7 7 ` o ^ oe oe | oe \ 
200000 Do. do, & 1% Deb, Bà; 100 40% 4% 23% ev н hE ie оюң 1 BET 
,000 Urtan Electric Supply, Ord э ш 6 598 5% b bó а т Pc жо n 5 3 0 
80,000 Bo. Cum. Pret. E 54 5$ БФ % W 21 АЕ. , A .. 9] 00 
275,0C0 Do. do. 44 7 dat Mort. Db. Stk. Red. 100 43 44% éj 44% 80 — ВВ 3i te ‘ 1010 6 
800,000 - Victoria Falls en sa Жылы, 1 to 800, 000 1 P" Paus GE - p- \ СОЙ ЁЗ ee ve e 685 
110.000 Westminster Eleotrio Supp оза ТА 6 (4 зз Oo са“ , P. 2s "i . 
81,279 Do. Cum, Prei. 6 Ф T. 4% a% 5 — Б a af 8 79 — 3 577 
(Original B A- Red. ^o 4 &. from Ble Blat Dea.. 1905). Eo : ? Б — b} of x T 4 110 
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TRADE STATISTICS OF HOLLAND 
IN 1907. | | 


Tun following figures are taken from the recently issued trade 
statistics for 1907 ; corresponding figures for 1906 have been added 
for purposes of comparison, and notes of increases ór decreases are 
given :— 


1906. 1907). "aereas or 
Gulden. Gulden. Gulden. 
Industrial, Agricultural, and 
Steam Machinery.— 
From Belgium 1,856,583 2,364,329 + 507,746 
„ Great Britain .. 6,922,500 6,233,447 — 689,053 
„ Germany . 10,615,906 18,139,954; 42,524,048 
„ United States 2,725,529 8,276,097 ＋ 550, 568 


„ Other countries 347,414 399.805 + 52,891 
Total . 22,467,932 25,413,632 4- 2,945,700 
Iron Wire,— 

From Belgium  ... 486,917 708,563 + 221,646 
„ Great Britain. 499.071 36,621 — 462,450 

» Germany .. .. 19,737,606 17,406,475 — 2,331,181 

„ Sweden 409.724 276,928 — 132,796 

» Other countries ... 10,435 1.395 — 9040 
Total 21, 143,753 18,429,982 — 2.718.771 


Mathematical, Physical, &c., Instruments. 


From Belgium 549,000 562,000 + 13,000 
» Great Britain 314,000 380,000 + 66,000 
» Germany .. .. 3, 800 000 3,923,000 + 123,000 
„ Other countries. 128,000 132,000 t 4,000 
Total 4,791,000 4,997,000 + 206,000 
Copper Wire.— | | 
From Belgium. 149,000 146000 — 3.000 
„ Great Britain 63, 00 77,000 + 14, 000 
„ Germany ... 2,186,000 2,982,000 + 786,000 
„ Other countries 110,000 4,000 — 106,000 
Total ... 2,508,000 3,209,000 + 701,000 
Steel. Wire. — к 
From Belgium 722,000 4,040,000 + 3,318,000 
„ Great Britain 429,000 591, 0C0 + 162,000 
„ Germany . . 14,610,000 3, 805, 000 , 305, 000 
» Other countries 16,000 26,000 + 10, C00 
Total 15,777, 00 12,962,000 2, 815, 000 
India- rubber, Manufactured. — 
From Belgium 182,000 278,000 + 96,000 
„ Great Britain 966,000 1,211,000 + 245.000 
„ Germany is 977,000 1,089,000 + 62,000 
„ Other countries 14,000 26,000 + 12,000 
Total 2,139,000 2,554,000 + 415,000 
Gutta-percha, Man ufactured.— 
From Belgium ; 583,000 549,000 — 34,000 
„ Great Britain 261,000 297,000 + 86.000 
" . Germany eae 204,000 250,000 + 46,000 
» Other countries 31,000 36,000 + 5,000 
Total 1,079,000 1,182,000 + 53,000 
Note.—Gulden = 1e. 8d. 
r. ³˙ AA %Ü Ee AA 


Cable Works Sold by Auction.— The electrical 
cable works which were established in Barkerend Road, Bradford, 
some years ago by Mr. Wm. Terrell Garnett, whose bankruptcy has 
recently been reported, were offered for sale by public auction on 
Thursday last week, by Mr. J. T. Rushton, of Messrs. E. Rusbton, 
Son & Kenyon, Manchester. The auctioneer offered the business 
th % going concern, and said he would prefer a reasonable offer on 

ose lines, The first bid was £1,000, and the bidding rose by 
separate bids of £1,000 to £4,000. The auctioneer then offered to 

е bids of £250, and by this means the offers were advanced to 

500, After conferring with the Committee of Inspection 


appointed to deal with the estate, the auctioneer stated that he - 


was reluctantly compelled to accept the last offer, which was con- 
а below the value of the buainees even if it were sold in 
oss. The purchaser was Mr. Thomas C. Thompson, of Messrs. T. C. 
cete ag & Son, Oxford Works, Great Bridgewater Street, Man- 

T. The sale was attended by a large number of persons, and 


several of the principal electric саб'е manufacturing firms of the 


Country were 


— 


Ax BRANCHES BENEFICIAL? 
By VILEX. 


CowsrDERING the present state of keen competition, and 
consequent low profits, a very small leakage makes all the 
difference between profit and loss. It is necessary therefore 
that the manufacturer should run his whole establishment 
on the most economical lines consistent with efficiency. An 


. economically and well managed works is useless if combined 


with an inefficient sales department, and vice versa. In the 
present article the writer proposes to deal only with the 
subject of branches. - 

A curious anomaly presents itself, in the fact that some 
companies establish agencies in the chief towns in England, 
other companies branches, and yet others branches and 
agencies mixed. Let us briefly consider the advantages, or 
alleged advantages of each system, во as to decide which is 
probably the most economical. In searching for the advan- 
tages, a strange fact is at once noticed, that the system of 
establishing branches is generat amongst the electrical and 
gas-engine manufacturers, but not во common in other trades. - 
This leads one to the question : Are there any peculiarities 
in these trades which render branches an advantage? 

Manufacturers assert that there are, but inquiry seems to cast 
doubt upon this point. In the case of gas-engine manufac- 
turers, these have always dealt direct with consumers, and 
each branch has generally a repair shop, and an erecting 
staff; and no doubt equipped like this it serves a useful 
purpose. ? 

Electrical branches, on the other hand, are a different 
matter, and it is only these that we intend to discuss. The 
first claim put forward in their favour is that, owing to the 
diversity of manufacture, multiplicity of standards, and 
variety of designs, it is advantageous to have an engineer 
trained in the special methods of the firm on the spot to 
obtain inquiries and interview customers, This argument 
is largely discounted by the fact that most branch managers 
are men from other companies, appointed, and placed in their 
respective branches, after a superficial knowledge has been 
obtained by a short stay at their works, kept up afterwards 
by a few flying visits. When any important tender is being 
decided, you will find that a specialist is sent down from the 
works, or head office, to interview the customer, proving that 
the head office really know that their branch manager ig not 
fally acquainted with their methods, and is an ordinary 
individual who requires backing up. 

Another favourite argument is that a branch can carry a 
stock, This is really only endeavouring to confuse a simple 
issue. A branch is a branch, and a store is a warehouse. 
The fact that a firm places these two things in the same 
town, or even in the same building, does not make them 
identical, nor prove them to be necessary or economical. 
Keeping a stock is not an unmixed blessing. Customers come 
to rely on walking in, asking for something, and taking it 
away. It is hard in cases of sudden demand, except by 
carrying a large stock, to be sure of always having what is 
required, and after a few disappointments, customers go to 
another store. Besides this, each store has to stock a lot of 
materials for which there is only slight demand, and these 
depreciate, and finally have to be written off ; whereas if 
held at works they could have been turned over several times. 
Also, there are always in every large town several factors 
and merchante, with good settled connections, ready to accept 
agencies and carry stock at a commission, which is practi- 
cally only an ordinary commission, plus warehousing rates. 

This brings us to the great point that manufacturers main- 
tain—that branches are cheap. Let us carefully consider 
this point, because if it is wrong, the chief, and, in fact, the 
only real claim in favour of branches, fails. In branch 
management it is usual to appoint a manager, giving him a 
salary, more or less small, and the promise of a small com- 
mission on turnover, and profits. Of course, this does not 
hold good in all cases, but where it does there is generally a 
constant difference between the manager and the head office 
as to the amount of commission owing to him. This is a 
serious charge to make, but the fact is well known among 
salesmen that many manufacturers do not pay commission 
fairly. All sorte of dodges are resorted to, in order to reduce the 
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sum, such as charging a percentage on head- office expenses, 
capital charges, claiming orders as received direct, and 
cutting branch commission- The~question will be asked, 
„Why, if companies do not treat their servants fairly, do 
they stay with them?” The answer is, They don't!“ 
Changes are continual, and how often do we hear that a 
sülesman has left a company and joined а rival firm, or 
started as an agent for himself in the same district. This 
form of leakage is very bad for the manufacturers, as it means 
that they take a man, pay him to work up a connection, and 
then find that he starts as an agent for himself, or joins a 
rival firm, having worked up a connection. at their 
expense, and gencrally takes the cream of. their business. 
The difficulty appears to arise chiefly from the stupid English 
custom of paying a man as little as you can, instead of like 
the Americans, paying him what he is worth to you. | 

' Even presuming that things run smoothly, the question still 
remains, * Are branches cheaper than agencies ?" A branch 
for a large electrical firm, to be run in à proper manner, has 
to be established in an expensive office, and kept up at first- 
class expenses. These heavy out-goings have to be paid alike 
in good times and bad. In other words, whether orders come 
in or not, the expenses are the same. This point is more 
accentuated in the case of establishing new branches, For 
the first year or two, whilst working up a connection, orders 
are few, and expenses exceptionally heavy. "EM 

' On the other hand, an agent has generally several agencies 
for different classes of machinery, and is, therefore, less 
affected by a bad time in one particular trade. He can 
consequently afford to work at a less margin of profit. If 
there is а bad time in the electrical business, he still gets 
good orders for mechanical. machinery, and so forth. In 
fact, what he loses on the swings, he gets back on the 
roundabouts.” Also, by selling several different things, he 
is more in touch with customers, and more likely to get 
inquiries than a branch which only sells electrical gear, 
incus afford to call often on out-of-the-way works, on 


chance. 


"Besides this, if there is no trade, the manufacturer pays 
nothing to the agent. | | | 
Let us take a concrete instance Last year an agent for 
one particular manufacture was drawing £150 a year com- 
mission, and doing a turnover of £3,000. "This year, with 
bad trade, and another and cheaper article, trade in this 
line has almost totally disappeared. The egent still does 
well in other things, and the manufacturer has only loet his 
trade, but no out-of-pocket expenses. Wi к 

Now, an agent's usual commission for electrical material 
is 5 per cent. As a matter of fact, it works out generally 
less than this, because in some goods, for instance, bare and 
c.c. wire, it is only 1 per cent. to 2 per cent., and in cases 
of keen competition it is generally cut to 2} per cent. for 
any kind of. material. For a brauch, therefore, to yield a 
belter result, it is necessary that their total expenditure 
should be less than 5 per cent., probably about 4 per cent. 
of their turnover. Is this often the case ? А 

An ordinary branch for a large company will generall 
cost about £1,500 a year. This would necessitate the branch 
doing £37,500 а year turnover. This, of. course, is only a 
small branch. There is one company in England which has 
nine branches in the United Kingdom. One, we. believe, 
contains over 30 people, and costs from £5,000 to £10,000. 
Take the average of their branches to be £2,500. This 
means 8 total expenditure of £22,500 per year, and at 4 per 
cent. a turnover of £562,500. If we except, or only partly 
credit, orders put out to public tender, and inquiries sent 
direct, this turnover seems improbable. Also two of the 
branches are in towns less than an hour’s journey apart by 
train, which seems a foolish duplication of branch expenses. , 

Just now the electrical trade is complaining of German 
competition, but it is noticeable that though there is a great 
deal of business done in England by astute foreign firms, it 
is mostly done through agents and merchants. Only a few 


of the larger firms have any branches, and then generally ` 


only :опе in London, whose chief use is to look after their 


agents. Indeed, America is far ahead of us in its use of 
agencies. Often you will find that one agent controls a large 


works, guarantees to buy all their output, and sells for them, 


making his own. prices. Manufacturers are slowly waking.. ` 


up to the fact that we suffer from heavy selling coste, and a 


larger amount of agencies are being created every day. The 
plain fact is that an agency is only a combination of several 
manufacturers, whereby the agent is empowered to sell different 
classes of goods for several different firms. When trade is 
bad in one class of goods, the others carry the business. on 
without letting the expense fall on any particular manufac- 
turer. This is simply a combination of interests, the same 
as is practised by large stores. Just so surely as large stores, 
by their varied interests, can afford to outsell small shops, 
80 can agencies work more cheaply than branches. 

When all manufacturers realise this, branches will be 
abandoned for agencies. Indeed, it seems as if the time 
would finally arrive when no manufacturer ‘would think of 
selling his goods direct. Then agents, merchants and 
factors, with their better business organisation and con- 
nection, will practically bay up the whole output, and the 
manufacturer will confine his attention strictly to his 
factory. | 
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. THE ELECTRIC. POWER COMPANIES. 
OF THE UNITED KINGDOM AND THEIR 
ae ^ PROSPECTS. 


Bv G. L. ADDENBROOKE. 


It i$ now about eleven years since the first public notices 
were given asking for legislative permission for the public 
supply of electric power. In the interval which has elapsed 
up to the present date, Electric Power Acta covering about 
25 areas, including Ireland, have been passed, and about 15 
of the companies so incorporated have commenced operations. 
It is difficult to state exactly what is the amount of plant 
inbtalled or in process of installation under the various Acta, 
but itis in the neighbourhood of 160,000 Kw., including 
spares. It is also not easy to give exactly the aggregate paid- 
up capital and loans of the various companies to date, but it 
will be sufficient to say that it is in excess of £7,500,000. 

"When, however, we come to inquire into the distribution 
of this expenditure, considerable anomalies present themselves. 
If the capital involved, as above mentioned, is allocated to 
the different companies, it will be found that the Newcastle 
Co. with its allies, the County of Durham Co., the Cleveland 
and Durham Co., and the Durham Collieries Co., accounts for 
nearly one-half, and the balance is distributed amongst the 
other companies, and includes their Parliamentary costs and 
other initial expenditure, which naturally form a larger pro- 
portion of à company’s capital than when it has been working 
some time and further capital issues have been made almost 
entirely for expenditure on works. Taking these facts into 
account, if the capital spent on-works only by the various 
companies is considered, it apparently resulte that nearly 
six-tenths of the total capital expended by electric power 
companies on works has been, or is being, expended by the 
Newcastle company and its allies in the North-East coast 
industrial district, as against four-tenths by the other com- 
pauies spread over the industrial districts of the whole of the 
rest of the United Kingdom. 

The subscribed capital and debentures of the Newcastle 
company itself amount to about £1,800,000, and that of its 
allies to about a similar sum. When we turn to the other 
companies we find paid-up capitals of £250,000 to 
£600,000, and smaller sums which have been subacribed im 
some cases to maintain rights under Acts until better times. 

Coming next to the financial position of the companies, 
the ordinary shares of the Newcastle company stand slightly 
above par, but those of the next company on the list are at 
a considerable discount. In a few cases the preference shares 
stand at a fair level, but most of the share capital of the 
different companies has, so far, had to be found by friends 
and supporters, and there are no generally current Stock 
Exchange quotations. | | na 

It may be said that practically all those companies which 
have made a start are doing something more than pay their 
working expenses; in some cases they are able to meet their 
debenture interest, and three or four are able to meet Фет 
preference share interest also, while in one or two cas 
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besides the Newcastle company, something is being paid on 
the ordinary share capital. The last-named company has, 
as is well known, been paying an 8 per cent. dividend on 
its ordinary capital for several years, though some of its 
critics consider this too high in view of the sums set aside 
for depreciation. — | | m 
It will be well now to pass on to consider why, outeide 
the Newcastle group, greater progress has not so far been 
made. | | . 
This is due chiefly to the following causes :— NAE 
By the Acla themselves, there was forced on the 
promoters an obsolete scheme of finance which “has 
occasioned much trouble, and has led in most cases to a 
second limited company being formed to hold the Parlia- 
mentary company in trust, an expensive expedient to get over 
a difficulty which reflects very severely on our Parliamentary 
methods. | | m К 
Again, although the original idea of the Government in 
allowing these Acts to be passed was to help the industry by 
reverting to the form of the Acts which are granted to rail- 
way, gas and water undertakings, yet, nevertheless, the 
Power Acts were still left, subject to legislation by pro- 
visional order, and no proper attempt was made to reconcile 
the two overlapping methods of proceeding. Such attempt 
as was made roughly to regularise the position and put it on 
a business basis, by means of the Kitson clause, has been 
almost, wholly defeated by local authorities having provisional 
orders. One effect of this confusion has been that after 
obtaining their Acts, most of the power companies have had 
to spend much valuable time and money in negotiation to 
clear. the ground and establish a sufficiently large free area 
in their territory to warrant the expenditure of capital. In 
other cases, where capital has been, spent and stations have 
been erected without doing this, great delay and ‘uncertainty 
have subsequently arisen while negotiations of this character 
were proceeding. Uu 
It most also be acknowledged that the improvements made 
during the last five or six years in the economy of isolated 
plants, and especially the extravagant claims made on behalf 
of suction gas plants, have tended to reduce the market yalne 
of energy for power purposes. Power companies and muni- 
cipalities are finding that they can compete successfully 
against this class of plant anywhere along the lines of their 
mains, but at a somewhat reduced margin of profit to that 
Which could formerly have been obtained, and which would 
have very acceptable in the early stages of these 
undertakings when thé load being comparatively small, 
economical working cannot be fully attained. - MM 
Then there have been the difficulties of arriving at an 
understanding with customers; to arrange with customers 
to take 10-H. P. or 20-H.P. motors is one thing, but to 
negotiate for the supply of 100 H. P. to 500 H. P. is another. 
The cost of power in relation to the quantity used and 


the hours of use, has until lately been very little under- - 


stood, and it is astonishing how difficult. many non-technical 
people find it to grasp the ideas involved. Every power 
company.in its own area, and dealing with the special 
trades of its district, has had to build upa body of experience 
to enable it to cope with these problems. An example will 
show over what periods such negotiations may extend. 
Not infrequently a manufacturer will discuss for six months 
the question of taking power, before making up his mind to 
place his initial o:der, which is often not very large. Then 
about three months is usually consumed in settling designs, 
obtaining tenders and finally arranging how everything is to be 
carried out. The building of the requisite motors, and their 
installation together with the changes required in the factory 
will consume another three or four months. Lastly, before 
going in for extensions, a manufacturer will require the 
initial plant to run for at least six months to enable 
sufficient data to be accumulated to show what success has 
п attained. Thus а period of 18 months soon passes in 
the early stages of power supply, though afterwards pro- 
gress will be easier and more rapid. "e. X cus 
When it is recollected that it usually takes 18 months or 
two years after an Act has been passed to make the 
necessary arrangements for the placing of the company on 
5^ working basis and for obtaining finance; that to build 


and equip :a: power station -occupies usually 15. to .18 | 


months; that it has, so far, been found difficult ‘to secure 
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contracts until the power station has been built, and thát 
then the first consumers take some such time as has been 
mentioned to come on іп any number, it will be, seen 
how the first four or five years after the passing оѓ, а 
Power Act may readily elapse without any remarkable 
results being apparent, though an immense amount of- 
arduous foundation work may have been pot through, which 
will tell later on. | „ ee 
Another obstacle, which all the power companies have had 
to contend with during the last two and a half years, has 
been the straitnéss of finance occasioned by the trouble 
which occurred in connection with the South Wales Co. 
This has arrested development in many directions, though 
there are signs that the cloud is now beginning to lift. 
. In spite, however, of these and other difficulties which the 
power companies have had to encounter, most of them, as has 
already been mentioned, have now accumulated sufficient 
business to more than meet their working (xpenses, while 
still having in reserve a considerable proportion of their 
plant and mains, Additional business will now be more 
quickly obtained and show а much larger margin of profit, 
and by the time these plants are filled up there will be suffi- 
cient excess income to permit of raising more capital for 
extensions, The earning powers of this additional capital 
ought to be sufficient not only to pay interest on itself, bnt 
to lehve some margin towards providing a return on the 
original capital ; how much, will, of course, be a separate 
problem in each case. Frem the engineering ‘standpoint, 
therefore, most of the power companies who have started 
have now passed the most trying po'nt in their careers, and 
future progress is assured, though it may be a long time in 
some cases before the original investors receive any adéquate 
reward for their enterprise. i 

It must also be recollected that electric power companies 
were started on the basis that by concentration and working 
on a large scale great economies in generation and distri- 
bution would be effected ; but во far, outside the Newcastle 
group, this position has hardly yet been attained.’ In the 
case of a power company operating in a first-class industrial 
district and having to rely for its revenue on power sales, 
and without the advantage of a large accessory lighting or 
other business to help it in the initial stages, the overhead 
and other charges press heavily on the undertaking until it 
has been able to reach a regular output of 4,000 to . 
5,000 Kw. It is only as this output is approached that 
such undertakings may be considered as getting on a business 
footing. When once this critical stage is passed, not only ig 
the cost of extending the plant and mains less per kilowatt, 
but the staff and administration which are necessary to deal 
effectively with 5,000 KW. can, with relatively small 


P 


а 


additions, deal with 10,000 to 15,000 KW., which must still 


be accounted a small output for a power company in a good 
district. . 2 Ea 5 
There is, therefore, reason to anticipate that most of the 
power companies will show much better results in the 
immediate future than they have been able to do hitherto, 
and that their progress will be cumulative. s 
As to what can be done under satisfactory conditions in 
a favourable area, we have the example of what has already 
been accomplished in the North-East Coast industrial area, 
particulars of which have been recently given by Mr. Merz 
in а paper before the Iron and Steel Institute. From this 
we learn that there are now in this area eight generating 
stations in operation, containing 101,950 н.р. of plant, and 
three stations under construction, which will contain 
34,600 H. P., or 186,550 Н.Р. in all, including spares, As 
this group of undertakings, though still progressing fast, has - 
obviously arrived at à much fuller state of development than 
any of the other similar undertakings in the United 
Kingdom, it may be worth while noting the lines on which 
this is taking place. It is on the basis of having on 


1 


uniform and interconneéted distributing system extending 


over the whole area, fed by one main generating station 


working in conjunction with a number of subsidiary stations 
(ten, so far) all feeding in parallel into the interconnected 
network, the subsidiary stations being chiefly located where 
they ean take advantage of waste products, such as exhaust 
steam or gas. . RR A Ei 

If we examine the areas of some of the other power : 
companier,-it will be found thit the possibilities are 44 - 
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great as on the North-East Coast, though, for їегвопв 
which are well known, it has been much more dificult to 
make a start, and future development on anythinz like the 
same scale will be more dependent on coming to a satis- 
factory undérstanding with, at any rate, some of the local 
authorities in the respective areas. 

Parliamentary Committees bave again and again lately, 
after exhaustive inquiries, emphasised the importance in 
their view of securing a comprehensive and uniform system 
of power supply over the metropolitan area, by whatever 
means this may be accomplished. Now, the metropolitan 
area which has been under consideration is much about the 
same in extent as several of the leading industrial areas in 
the provinces, and if the arguments are gone into, it is 
believed that they will be found to tell even more in favour 
of a uniform system of distribution over the provincial 
industrial areas than over the metropolitan area. 

Experience has already demonstrated the amount of 
labour and the heavy financial strain which are involved in 
starting a comprehensive system of power supply over а con- 
siderable area. If, therefore, it is to the advantage of the 
country that such systems should be established, it is 


‘incumbent on those concerned that these undertakings 


should be treated with consideration and encouragement, 
and that serious efforts should be made to find an amicable 


modus vivendi which will permit of their being developed 


with fair rapidity and on sound engineering and commercial 
lines. , 


‚ A PERIODIC FUNCTION. 


By A. K. 


I BELIEVE that, if statistics could be obtained, and if some- 
one took the trouble, sine curves would be found to repre- 
sent many things in our lives. Electrical engineers know 
of their occurrence in the technicalities of their own pro- 


fession, but it will be my endeavour to show that sinusoidal 
- properties attach to things which are not technical, not 


merely of academic interest, but which touch us very nearly, 
and in very sensitive spots. 

We have all seen how trade rises and falls, and how, 
when trade is good, the price of coal, from having been low, 
grows high. The rise in the price of coal reacts upon the 
good state of trade generally, and production becomes more 
costly, so that prosperity becomes lese. When this happens, 
there is a smaller demand for coal, and the price falls, and 
when it has fallen sufficiently low, it again becomes profit- 
able to engage in trade. ЧЕ 

Unemployment is greatest when prosperity is least, and 
follows the fluctuations of trade at a certain distance behind 
it. I think, in fact, coal prices and general unemployment 
are about two right angles behind general prosperity. Un- 
employment in the coal trade does not usually coincide with 
bad conditions in other trades. Trade disputes introduce 
barmonics into the curve, and modify its shape. We should 
find that the climb towards prosperity was gradual, and the 
departure from prosperity was quick, with a rapid descent 
towards worse conditions. There might be several points 
on the curve where discontinuity would be apparent. 

However, without too much particularity, there is suffi- 
cient evidence that trade in general has periodic changes. 
Tides, the seasons, the phases of the moon, all these are 
periodic changes within everyone's knowledge. 

The state of electrical engineering is at present one of low 
and depressed vitality. This is evident from the articles, 
letters and speeches of many men who are competent to 
judge, and it is now almost a platitude to remark that the 
conditions of business in the electrical trade are rotten. 
In the central-station branch of it, we are able to see, to 
some extent, how this is. Salaries are wretchedly low, and 
do not yet show any tendency to become better. Many 
towns which, in former years, paid salaries of £1,000 per 
annum and over to their chief electrical engineers, now pay 
six to eight hundred pounds, and increases are fewer and 
farther between. 

Is this because the undertakings are less prosperous ? 
The answer to this is “ Yes and no.” * No,” in most cases 


they are doing better business than ever before, and doing 


more of it. Output and income have increased, and the 


surplus in the bank is growing, slowly, it is true, but still 
it is growing. ‘ Yes,” for we have grown up out of the 
infancy to which more or less facetious reference is atill 
frequently made. We are now men, and are more serious- 
minded. We know what to look for, and how transient 
things are. We have come, in many cases, to a stage when 
every bit of business we- obtain costs something to get; 
formerly there were people who were- obliged to have electric 
light—would have bad it at 8d. a uniti—bat these have all 
come, and new consumers have to be sought for diligently. 
So expenses go up, and we are liable to lose consumers to 


our friend the enemy—the gas man—at any time. It is 


surprising, in fact, what a little will send a consumer to gas, 
in some cases. With greater expense, and with more 
precarious income, we know that we are at a critical period 
in our lives. | 

Look at the advertisement columns of this paper, or any 
other electrical paper, week by week, and what do we see? 


Posts, for which a long and expensive training is required, 


advertised at miserably inadequate salaries. Then turn to 
the “ Personal Notes," and it is found that for a £120-a- 
year job, there are a hundred and twenty applicants. There 
is a glut in the market of men, well qualified, desirous of 
getting on, but unable to move. B 

Ten or twelve years ago the electrical engineering depart- 
ment of a technical college was the most crowded of all ita 
departments. Now it is the least crowded. Men employed 
in electrical work warn young fellows who ask their advice, 
to beware, or at least to be prepared for disappointment, if 
they take it up. There are signs that the influx of young 
college men is falling to some extent, and if this is true, it 
is bound to have its effect in time. If there are fewer 
applicants for positions, the positions will have to be made 
more attractive—that is to say, pay will become better. 
When pay becomes better, the rush to enter electrical engi- 
neering will again become noticeable, and a fall in wages 
will again take place. 
Thus we see that fluctuations of a periodic nature take 
place in respect of our lives, as well as of certain incidenta 
in our profession, and these touch us in that most sensitive 
of all sensitive spots, the pocket. 

Although technical colleges are not putting into the world 
во many men as they formerly did, I venture to think that 
the correspondence schools, of which there are now во many, 
are not an unmixed blessing. So far as they help to 
improve workmen and assistants now engaged in electrical 
work, it is to be hoped they will prosper, for there is plenty 
of room for them in that direction. But the trouble is that 
every plumber and tinker will think that the well-known 
remarks, *I want to raise your pay,” and others to the 
same effect, are really true. Electrical engineering, the 
well-paid profession," incidentally babbles an advertisement 
in front of me as I write. One can almost see written in 
brackets after it,“ Ironical cheers and laughter,” and ве 
the sneer with which the poor assistant looks at it on Friday 
morning as he turns hopelessly to the central pages, well 
knowing what he will find there—more of the same adver- 
tisements. 


Oh! hollow! hollow! hollow! 


Census of Production.— We have received from the 
Board of Trade a copy of the schedule issued to companies and 
local authorities interested in the generation of electricity, who are 
required to fill it up in accordance with the provisions of the Census 
of Production Act, 1906. Minute instructions are given as to the 
particulars required, and the mode of answering the questions. 
Besides the output and value of the work done, the cost of materials, 
number of employés and capacity of plant are scheduled. The 
questions are regarded in some quarters as unduly inquisitorial ; the 
information given, however, will be treated as strictly confidential, 
and the national spirit of reserve ought not to be allowed to stand 
in the way of furnishing the necessary particulars. It is the 
unwritten law that everyone shall mind his own business; bot 
everyone's business in a civilised community is bound up with that 
of everyone else, and one owes duties to the community wbich 
cannot be ignored. The results of the census will be anticipate 
with interest; it is the first of its kind, and will doubtless throw ! 
light on many phases of British industry and trade that have 
hitherto remained in obscurity, 
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COAL-HANDLING AT COVENTRY. 


Tan rapid extension of electricity supply in the Coventry area led 


. recently to the decision to modernise the boiler-house plant at the 
electricity works, with a view to obtaining low fuel costs by the 


Тнв Borer Hover, Coventay Exvsorriciry Works, SHOWING 
: BEeNNIS CONVEYOR лир BTOKEBS. 


installation of up-to-date and efficient machinery, and the use of 
. suitable coal. | 

In this connection the installation, which has: recently been 
carried out by Messrs. Ed. Bennis & Co., Ltd., Little Hulton, 
Bolton, includes a complete coal and 
ash-handling с Pant with overhead coal 
and ash bunkers, and Ingrey weighing 
machine, together with eight of the new 
close-link Bennis patent improved smoke- 
less chain grate stokers fitted with Miller- 
Bennett chain. 

A few of the more interesting details of 
this plant are as follows: 

The bunker capacity is 750 tons, and when 
the next half of the boiler house is erected, 
the capacity will be increased to 1,500 
tons. 

The overhead coal and ash bunkers are 
_ formed of rolled-steel joist framework 

securely braced together. 

The conveying plant consists of :—Barge- 
unloading conveyor, a gathering con- 


veyor, coal- bucket conveyor, and ash 
conveyor. 
The barge, loaded with coal, comes 


up to the bank of the canal, and lies 
alongside, and the unloading conveyor is 
then brought into operation. This conveyor 
is arranged in a culvert running parallel 
with the canal, and is situated in the best 
Position to allow of an easy discharge of 
coal from the canal barge at the rate of 20 
tons perhour. The conveyor is of the well- 
own Bennis type, and consists of a series 
of U-shaped links made out of 2 in. x 3 in. 
open-hearth acid mild steel flats. The chain 
. Works in a trough which is made of close 
bard-grained iron, the sides being provided 
With cast-iron plates, forming a continuous 
hopper, thus allowing the to be thrown 
in at any point in the length of the 
conveyor, 
„The links are 12 in. in pitch and secured at the joints by means 
ot specially constructed rivets and washers. The return chain of 
the conveyor is carried on cast-iron rollers with chilled 
_ peripheries running in solid, grease lubricated bearings 
Which form part of cast-iron brackets bolted to the conveyor 
on The entire scheme provides for another barge-unloading 
T. - 
Nahi gathering conveyor is also arranged in a culvert and is 
Iti ht-angles to the unloading conveyor described above. 
18 thus in а position to receive the fuel from the unloading сор: 


veyor and also from a temporary. coal store, if. necessary, and 
furthermore, it can discharge the fnel into a hopper arranged for 
feeding the gravity buckets. The gatherer is of the same type 
as the Bennis U-link conveyor," previously described, but 
in thie case the trough in which the chain runs is 15 in. wide x 
8 in. deep. The conveyor works at double the speed of the 
unloading conveyor, and will handle fuel at the rate 40 tons per 
hour. 

The coal conveyor is of the continuous gravity bucket type. The 
buckets are 18 in. x 20 in. x 9 to 12 in. in depth, giving a capacity 
of 2,160 cb. in. The chain forming the conveyor is made up of two 
strands connected by mild steel axles 1 in. in diameter coming 
between each bucket, and retains the gauge of the rollers to suit 
the track. The trunks of this kind of conveyor are substantially 
formed out of mild steel channels and plates braced 
together. The advantage of this particular style of construction is 
its great strength; it is, moreover, self-contained and is very 
simple in design, owing tc the few parts used in its construction. 
The conveyor is fitted with all the necessary tumblers, tipping 
quadrants, tension devices and driving gear. The capacity of this 
conveyor is 40 tons per hour. PERS 

The ash conveyor is carried on a light steel truss, and 
transfers the ashes from the overhead storage banker into 


_the canal barge or cart. The shoot and tension end of the conveyor 


are carried on a light steel framework. The conveyor itself is of 
the Bennis U-link type, the trough in which the chain works being 
9 in. wide x 6 in. deep. a 

It may be stated that the coal is not touched by. hand 
from the time it is thrown out of the barge till the ashes are drawn 
ont of the ash pit. | RU A 

Easy access is obtained to the conveyora by means of suitable 
gangways protected by hand-rails. D NONE. 

The coal-weighing apparatus consists of. an Ingrey weighing 
machine. | | 

One of the most important features of the entire plant ie the 
stoker installation. As we have already stated in mentioning the 
extent of the contract, eight. Bennis patent chain grates are in 
position. 

In considering the value of the new installation to the 
power-users of Coventry, and to the ratepayers who benefit 
by the profits of successful working, a strong point claimed for the 
scheme is economy in working. Ав bearing on this all-important 
subject, we may instance the fact that the amount of energy 
required to deliver one ton of coal into the overhead bunkers when 
the plant was absolutely new, and therefore took more power, was 
1 unit, which would cost to. manufacture something under jd. 
со of coal are therefore delivered from barge to boiler 
от | 

With regard to the driving of the plant, every conveyor has a 
motor of its own. The weight of ths chain and buckets complete 
ie over 14 tons, and 7 н.р. is required to work jt. Motors employed 
in working the entire plant:—5 н.р. for stokers, 7 н.р. for gravity 
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BENNIS UNLOADING PLANT, COVENTRY. 


bucket conveyor, 5 Н P. for ash conveyor, 5 н.р. for cross conveyor, 
5 н.р. for gathering conveyor. It will thus be seen that the tota 
amount of power necessary is less than 30 Е.Р. | 


Amble Electric |Lighting.—The Electric Lighting Order of 
1902 has been revoked. 
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A NORWEGIAN POWER-TRANSMISSION 
PLANT AT 50,000 VOLTS. 


By DR. ALFRED GRADENWITZ. 


]nug power house installed near Kykkelsrud, Norway, utilises ihe 
water-power of the Glommen, which is the biggest and richest in 
water of all Norwegian rivers, traversing the courtry in а southerly 
direction. The Kykkelsrud Falls, which have been utilised since 
1903 for the generation of electrical energy, are situated in the 
lower part of its course, at about 63 km. to the south-east of 


Fic. 1.—Limg Crossrsa Roap AND RAILWAY. 


Christiania. The it stallation comprises alternators generating 
current at a pressure of 5,000 volts, which is raised by transformers 
to 20,000 volts, and transmitted as far as 87 km. by several long- 
distance lines. | | : 

A hydro-electric power plant is situated at Hafslund, about 
42 km. to the south of the former. This likewise utilises the water- 
power of the river Glommen, which st that place forms the Sarpefos 
Waterfalls. The current there gencrated is three-phase current at 
5,000 volts pr. ssure, which is mainly used for chemical purposes. 

Beth of these installations have been recently extended by 
their constructors, the Siemens-Schuckert Works; and, in order to 
relieve Haf- lund, it bas been four а advisable to provide for a 
mutual connection, so as to be able to transmit from Kykkelsrcd to 
Hafalund an amount of ap to 8,000 xw. This power-transmiasion 
plant is briefly described below. 

The Kykkelsrud power house was extended by the addition of two 
three-phase generators of 3,750 HP. each. In view of the con- 
siderable distance to be coverrd and the large amounts of ener; y 
to be handled, it was thought advieable to use, instead of the 
pressure of 20,000 volts as above mentioned, . a 
a higher pressure amounting to 50,000 volts. 
Owing to recent improvements in the design 
of electr'cal apparatus, the ineulation of the 
transformers and conductors, as well as the 
installation of safeguards against cxcessive 

rest ures, did not offer any insurmountable 

difficulties. By providing for this increase 
in pressure, which allows the current and 
cross-section of conductors to be reduced 
in proportion, the range of the electrical 

wer transmission plant has been con- 
siderably increased. | 

Four transformers of 2,250 K v. A. each are 
used to raise the pres: ure from 5,000 to 50,000 
volts. The long-distance transmission line 
comprises three copper cables, each 64 sq. 
mm. in cross-section, and is arranged in 
an equilateral triangle of 1'4 metres side. 
The insulators are fixed by means of hemp 
and shellac on iron supports carried by ircn 
brackets. Most of the poles carrying the 
conductors are wooden poles, iron poles 
having been installed only at: angles or 
at railway or river crossings. The poles 
are installed at average distances of about 
31 metres, and they ага 12 metres in total 
length, of which 1:8 to 2 metres is embedded 
in the eoi!. When taking into account the deflection of the wire, 
the height of the lowermost conductors above the gr und works out 
at 8 to 84 metres. [o d 

Fig. 1 represents the poles used at road or railway crossings. 
In order to eliminate any danger resulting from the breakage of a 
wire, a protective net over the road has been provided, while a 
device fixed on the íron poles causes any broken wire to be 
grounded instantiy. — n | 

While only one transmiseion line has so far been laid cut, poles 
for another line, running at 10 metres' distance parallel to the 
former, have been provided. 

A special station erected at Hafslund contains four transformers 
of 2,000 к.у a. each (fig. 2). These transformers are immersed in 
oil, water-cooled by circulating p pes. They have been designed 
for a primary voltage of 45,000 volts (taking into account the 


losses dne to transmission), while the secondary pressure amounts to 
5.000 volts! = ^ PRG 

The transmission line arriving at the transformer station is 
provided with a watcr-jet esrtbing-device filted below the 
point of entrance in the wall Twelve 5,000-volt lines 
arriving from the Hafslund power-house enter on the other side 
of the building. These lines are connected to the secondary 
side of the transformers in the switching hall of the transformer 
station (fig. 3). The transformer lines enter from the left, and in 


Fic. 2.—Harstunp STEP Down TRANSFORMERS. 


the background are seen the points of issue of the twelve lines 
coming from Hafslund, while the very conveniently arranged 
switchboard for connecting the two systems in parallel is seen to 
the righf. 

A water-jet earthing device on the 50,000-volt circuit, and a 
choking coil designed in etages with several horn spark-gaps and 
oil resistances inserted into the earth conductor of each of the 
three. lines, are provided as saf rds against surges or atmo- 
sphesic discharges. In addition, there is fitted to each of the 
three high pre sure bus bars in the two stations a very long horn 
spark - paß. T 

This plant was inaugurated withobt any hitch in operation and 
has so far given every satisfaction, the 50,000-volt bus bars at the 
secondary station having been readily connected through the 
transformers in parallel with the 5,000-volt bus-bars of the 
Hafslund power-house with a view to a common current supply. 


Fic. 3.— SwrroR Косм at HAFSLUND. 


(hile.—We are informed that Messrs. Morrison & Co. 
of Valparaiso, and 5, Budge Row, London, E.C., have been 
appointed contractors for stores to the Chilian Navy for a period of 
five years. The contract covers a large field embracing engineer- 
ing stores and supplies, electrical work, chemicals, drugs, surgical 
sundries, hardware, upholstery materials, and practically every 
thing required by a modern navy. 


Patent Application.—Application has been made by 
Henry Chitty for the restoration of patent No. 9,397, of 190 
(“ Improvements in dynamo-clectric machines"), which expired on 
April 23rd, 1908, owing to the non-payment of renewal fee. 
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BOARD OF TRADE REGULATIONS FOR 
OVERHEAD WIRES. 


THE following regulations have been issued by the Board of Trade, 
with special reference to overhead wires fot low and medium: 
pressure continuous current, and low-pressure alternating 
current. ("Low pressure is defined as up to 250 volts; “ medium 
pressure ав 250 to 650 volts) :— 


General. 


1. Nothing in these regulations shall be deemed to authorise the 
owner to break up or interfere with any street. 

2. Where the pressure of the supply exceeds 250 volts, all wires, 
switches and metal work in connection with the supply shall be so 
enclosed or shall be fixed in such a manner that there shall be no 
risk of any shock being obtained by inadvertence or in the ordinary 
handling thereof. 

3. Where the pressure of the supply exceeds 650 volts, the supply 
shall be subject to such further regulations as the Board of Trade 
may make, or shall be given on such conditions as they may 
prescribe. | 

4. The insulation of every electric circuit (whether connected 
with earth in accordance with these regulations or not), including all 
machinery and apparatus forming part of or in connection with 
that circuit, shall be so maintained that the leakage current shall 
not exceed one-thousandth part of the maximum current; and suit- 
able means shall be provided for the indication and localisation of 
leakage. Every leakage shall be remedied without delay. Every 
such circuit shall be periodically tested for insulation. 

5. In the use or delivery of energy, the owner shall exercise all 
due precautions 80 as to avoid the risk of causing electric shock or 
fire, and shall be responsible for all electric lines, fittings and 
apparatus belonging to him, or under his control, being maintained 
in a safe condition. 

6. Any electric line or any support therefor exposed to liability 
n uar from lightning shall be efficiently protected against such 
iability. 

7. All mains below ground shall be so laid and protected as to 
avoid rm of damage by accumulation of gas or leakage of electric 
current. | 

8. Where any accident by explosion ог fire, or any other accident 
of such kind as to have caused or to be likely to have caused loss 
of life or personal injury has occurred at any part of any electric 
line or other works, the owner shall give immediate notice thereof 
to the Board of Trade. 

9. Every reasonable means shall be employed in the placing and 
use of electric lines to prevent injurious affection, whether by 
induction or otherwise, to any electric lines or other works of the 
Postmaster-General or the telegraphic communication through any 
such lines. i 

10. (a) The owner on receipt of these regulations shall forthwith 
serve upon the Postmaster-General a notice describing every 
electric line used for the supply of energy, together with a plan 
showing the mode and position in which such electric line is laid. 

(5) The Postmaster-General, upon consideration of such notice 
and plan, may require such alteration in the position and mode of 
laying, or mode of use of such electric line, or compliance with such 
other conditions as he may think necessary for the due protection 
of his electric lines or other works, and any failure on the part of 
the owner to comply with such requirements shall be deemed to be 
а non-compliance with these regulations. 

(c) Any notice required to be served upon the Postmaster-General 
under these regulations may be served by being addressed to him, 
and left at, or transmitted through the post to the General Post 
Office, London, and апу notice required to be served on the owner 
may be served by being addressed to him and left at, or trans- 
dane through the post to, his office or last known place of 

BB. 


Overhead Lines for Low-Pressure and Medium-Pressure Continuous- 
Current Supply and for Low-Pressure Alternating-Current Supply. 


11. All overhead lines shall be attached to insulators, and shall 
be во guarded that they cannot fall away from the support, 

12. An overhead line shall not in any part thereof be at a less 
height from the ground than 22 ft., except with the consent of the 
Board of Trade, and shall not be accessible to any person without 
the use of a ladder or other mechanical means, 

3. Where an overhead line crosses a street, the angle between 
the line and the direction of the street at the place of crossing shall, 
where practicable, be 60° at least, and the spans sball be as short as 
Possible, 

14. Where an overhead lines crosses, or is in proximity to, any 
wire or metal, precautions shall be taken by the owner against the 
Possibility of the line coming into contact with the wire or metal, 
ы of the wire or metal coming into contact with the line by 

reakage or otherwise. 

‚ Every support for an overhead line shall be of a durable 
material, and shall be properly stayed against forces due to wind 
эш change of direction of the line, or unequal lengths of 


16. The interval between an i 
al y two poles used singly as supports 
for an overhead line Shall not exceed 200 ft. In the case of sup- 
= other than single wooden poles the intervals between the 
PPports shall be such as may be prescribed by the Board of Trade. 


17. The factor of safety shall be for overhead lines at least 5, and 
for wooden poles at least 10, and for iron or steel structures at least 
6, taking the maximum possible wind pressure at 30 10. per sq. ft. 
No addition need be made for possible accumulation of snow. 

18. Service lines from overhead lines shall be led as directly as 
possible to insulators firmly attached to some portion of the con- 
sumer's premises which is not acoeseible to any person without the 
use of a ladder or other special appliance. Every portion of any 
service line which is outside a building, and is within 7ft. from the 
building, shall be efficiently protected by insulating material. 

19. Every overhead line, including ite supports and all the 
structural parts and electrical appliances and devices belonging to 
or connected with the line, shall be duly and efficiently super- 
vised and maintained as regards both electrical and mecbanical 
conditions. i " — — 

20. Where a su is given over nes from a two- 
system, with ihe соске conductor connected with eartb, the 
positive conductor shall be placed above the negative conductor in 
such а manner that in the event of breakage it must fall on the 
negative conductor. 1 

21. Where a supply is given by overhead lines on the three-wire 
system, the positive and negative conductors shall be placed side 
by side above the intermediate conductor. The intermediate con- 
ductor shall consist of two wires placed side by side at a distance 
apart greater than that between the positive and negative con- 
ductors, and connected in each span by two cross wires, placed in 
such a manner that in the event of either the positive or negative 
conductor breaking it shall fall on one at least of the cross wires. 

22. The owner shall remove any overhead line upon ceasing to 
use it for the supply of energy, unless upon so ceasing he satisfies 
the Board of Trade that he intends to bring it into use again with- 
in a reasonable time, | 

23. Overhead lines for pressures exceeding medium-pressure con- 
tinuous current or low-pressure alternating current shall be subject 
to such further regulations as the Board of Trade may make or 
such conditions as they may prescribe. 


Sub-stations and Transformers, 


24. Sub-stations shall be established in suitable places and shall 
be in the sole occupation and charge of the owner and subject to 
any requirements of the Home Office. Where transformers are 
used in any other premises (not being sub-stations as defined for 
the purposes of these regulations) they shall be so guarded and 
protected as to avoid the risk of causing electric shock. 


Compulsory Connection of а Three- Wire System with Earth. 


25. Where the pressure of a supply between the adjacent con- 
ductors of a three-wire syetem exceeds 125 volts, the intermediate 
conductor shall be connected with earth, in accordance with the 
following conditions :— 

(a) The connection with earth of the intermediate conductor 
shall be made at one point only on each distinct circuit namely, 
at the generating station, sub-station, or transformer, and the 
insulation of the circuit shall be efficiently maintained at all other 

arts. 

j (b) The current from the intermediate conductor to earth shall be 
continuously recorded, and if it at any time exceed one-thousandth 
part of the maximum supply current, steps shall be immediately 
taken to improve the insulation of the system. 


Optional connection of other Circuits with Earth. 


26. The owner may, with the approval of the Board of Trade given 
with the concurrence of the Postmaster-General (but not otherwise), 
connect any other circuit with earth, provided the following con- 
ditions are complied with, namely :— 


I.—GzNEBAL. 


1. The connection with earth shall be made only where energy 
is delivered to each circuit, that is to say, at a generating station, 


sub-station or transformer, and shall be made at а neutral point in 


the circuit and in such a manner as will ensure at all times an 
immediate and safe discharge of energy. 

2. The connection with earth shall be efficiently maintained, 
except when it is interrupted by means of a switch or link for the 
purpose of periodical tests for ascertaining whether any current 
is passing by means of the connection to earth. 

3. The insulation of the mains shall be efficiently maintained at 
all other parta. 

4. Tests sball be periodically made to ascertain whether any 
current is passing by means of the connection to earth, and if at any 
time the current so passing exceeds one-thousandth part of the 
maximum supply current of the circuit, steps shall be immediately 
taken to improve the insulation. 


II.—SpEOILIAL. 


(A). Separate or three or four-core mains used for alternating 
current where a low-pressure supply is given between a phase and 
the neutral point, or where the pressure between any two conductors 
exceeds 250 volts. 

The connection with earth shall be made in the case of :— 

(а) A single-phase supply, at the neutral point on the winding of 
the transformer. 

(b) A two-phase three-wire supply, by means of the third wire, 

(c) A two-phase four-wire supply, at the neutral point on the 
winding, 
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(d) A three-phase three-wire or four-wire supply, at the neutral 
point on the star winding. | А 
(В). Concentric mains used either for continuous or for alternating 
current. 


The connection with earth eball be made by means of the external 
conductor. 


The Regulations, as will be seen, do not ‘differ materially from 
those formerly in force (until May, 1905) ; they are mainly iden- 
tical with, or closely similar to, Regulations existing in the various 


codes previously issued, and now brought together in conneotion 
with overhead wires. 


t 


NEW PATENTS APPLIED FOR, 1908. 


Compiled e saly for this journal by W. P. THompson & Co., Electrical Patent 
gents, fi High Holborn London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. | j | 


| 20,990. "Improvements in electrio lamp-holders.“ W. FENNELL and W. P. 
Perry. October 5th. 


90,983. “ Improvements in and relating to alternating-current motors of the 
commutator type." British Тномвом-Носвтом Co., LTD. (General Electric 
Co., U.8.) (Date applied for under Rule 18, March 28th, 1908. An invention 


comprised in Application No. 6,969, dated March 28th, 1908.) October 5th. 
(Complete.) 


20,987. “ Improved feeding mechanism for aro lamps." C. E. G. GILBERT 
October 6th. 


90,964. “Improvements in accumulators or secondary batteries." С. R. 
O’Brizn. October Sth. 


90,968. "Improvements in telephone systems." D. SiNCLAIB and W. AITKEN. 
October 5th. 


20.960. "Improvements in or relating to the control of electric motors.” 
J. G. V. Lana. October 5th. (Completo.) 


976. '' Improved device for driving electric clocks and similar apparatus." 


W. FAIRWEATHER. (Aktiebolaget L. M, Ericsson and Oo., Sweden.) October 
Sth. (Complete.) i 


20,988. ‘Improvements in adjustable electrically-driven non-portable driving 


tus applicable to grinding, sawing, milling, boring, drilling and the like.” 
. Rosson. October Б. 


21,004. 4 Improvements in electrodes for accumulators.” H. J. Happan. (Nya 
Accumulator Aktiebolaget Jungner, Sweden.) October 6th. (Complete.) 


91,021. ''Improvements in and relating to electrical power transmission 
system." R. J. Носонтон, P. ALLMAN and W. T, Gray, October 6th. 


91,075. “ Improvements in switching apparatus for interconnecting the lines 
of a telephone exchange system." J. E. Кімоввовү. (The Western Electric Co., 
United States.) (Date applied for under Rule 18, January 8га, 1908. An inven- 
tion comprised in application No. 197, dated January 8rd, 1908.) October 6th. 


91,004. “Improvements in or relating to points or switches for railways and 
tramways.” H.C. Носонтон and W. WHITLEY. October 6th. 


21,089. * Improvements in switches." W. M. Morpey. October 6th. 


` 91,152. "Improvements in and relating to the electrical propulsion of ships.“ 
BIMRNS Bros. Dynamo Works, Lro., and C. A. B. D. KokerroEN. October 7th. 
(Complete.) 


91,168. “Improvements in and relating to the regulation of dynamo-electric 
induction machinery." A.L.J.S8cHIERBIUs. October"th. (Complete.) 


21,195. ‘Improvements in rotary current breakers.” W. RVTHARDT and H. 
RUTHARDT, trading as Ruthardt & Co. (Date applied for under Sec. 91 of the 


Act, October 10th, 1907, being date of application in Germany.) October "th. 
(Complete.) 


21,202, ‘Improvements in and relating to safety appliances for electric 
trams, motor-cars and the like." W. E. Perry. October 7th. 


21,208. ‘Improvements relating to electric conductors or cables.“ W. E. 
HircH. October 8th. 


91,218. “ Improvements in electricity distributing boards or boxes." E. C. 
LRA. October Bth. 


91,248, ‘Method of and apparatus for electro-plating." G. A. Lutz. October 
Sth. (Complete.) 

21,268. “ rovements in the electric transmission of energy." R. A. 
FxsskeNpEN. (Date applied for under Sec. 91 of the Act, October 31st, 1907, 
being date of application in United Btates.) October 8th. (Complete.) 


91,311. “Improvements in electric cranes.” J. MARSHALL, J. FLEMING and 
R. B. ANDERSON. October 9th. 


91,892. "Improvements in holders far incandescent electric lamps." C. M. 
Donxax, В. A. Burk and Н. G. Влсов. October 9th. (Complete.) 


91,866. ** Improvements in electricity rectifiers.” T. J. MvcRPHY. October 
9th. (Complete.) 


21,885. Improvement in vacuous electric incandescence lamps bavin 
metallic üllaments." Biemens & HALSKE AcTIEN-GESELLsCHAFT, (Date appli 
for under Sec. 91 of the Act, November 2nd, 1907, being date of application. 
in Germany.) October Yth. (Complete.) 


21,991. ‘Improvements in or relating to means or apparatus for detecting 
and magnifying the effect of electrical and other vibrations, pulsations and 
manifestations.“ А. G. HEeLLyar. October 9th. 


21,893. ''Imprcved device chiefly designed foruse as an electric switch, but 
also applicable for producing motion for various purposes." W. Н. Бмітн. 
October 9th. 

21,3996. “Improved drying chamber for electric cables.“ E. C. R. Marks. 
(Dr. Cassirer & Co., Germany.) October 9th, (Complete.) 


21,998. ‘* Improvements in apparatus for electrically-operating or con- 
trolling railway or tramway points.“ C. Н. W. Ермохоз and MCKENZIE AND 
HoLLAND, LTD. October 10th. 

21.402. Combined insulated handle and cord grip for electric hand lamps 
or other electrical purposes.“ G. H. Ine. October 10th. 

91,405. Improvements in telephone instruments.” W. AITKEN. October 10th. 

21,182. Electrically- governed automatically operable train controlling 
systems." H. B. Милев. (Date applied for under Sec. 91 of the Act, October 
10th, 1907, being date of application in United States.) October 10th. 
(Complete.) 

21,490. ‘Improvements in and applicable to electrically-driven rail-less 


trains." F. Wagner. (Application for Patent of Addition to No, 4,637, 1908.) 
October 10th. (Complete.) 


21.493. Improved resistance for electrical heating and cooking apparatus 
and other purposes," G. CoorrR. (Е. Boelling, Germany.) October 10th. 
Complete.) 

21.481. Improved form of electrical cooking vessel.“ 


G. Соогев. (F. 
Boelting, Germany.) October 10th. (Complcte.) 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THOMPSON & Co., 822, High Holborn, W. O., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


1907. 


APPARATUS FOR MAGNETICO SEPARATION OF ORE. Metallurgiska Patent Aktie- 


bolaget. 16,780. July 22nd. (Date applied for under International Ооп. 
vention, July 28th, 1906.) 


SYSTEM OF MULTIPLEX TELEGRAPHY. S. Eisenstein. 21,106. September 26rd. 


APPARATUS FOR MEASURING ELECTRICAL RESISTANCE, Evershed & Vignoles, Ltd. 
and 5. Evershed. 21,271. September 25th. 


ARMATURE WINDINGS. Siemens Bros. Dynamo Works, Ltd., C. Altmann and 
W. Lau. 21,460. September 27th. 


ELECTRIO CONTROLLERS FOR RAILWAY SERVICE AND THE LIKE. T. von Zweigbergk. 
21,588. September 28th. 


Means rog BSuPPoRTING ELECTRIC Lamps. H. Hirst and G. Maurics. 29,10. 
October 15th. 


REVERSIBLE AND COLLAPSIBLE TROLLEY PoLE FoR Exgcrric VEHICLES J. 
Lindsay and R. Lindsay. 28,780. October 28th. 


MEANS ror CONTROLLING BRAKE. POWER ON ELECTRICAL TRAMWAY AND RAILWAY 
VxkHicuES. M. Cummins. 23,816. October 29th. 


MEANS FOR ATTACHMENT TO THE TROLLEY Boom оғ AN ELZCTBIO TRAM FOR TEE 
PURPOSE or GUIDING THE TROLLEY WHEEL TO THE Live OvEBHEAD WIRE, 
A. S. Chapman. 23,857. October 29th. (Post-dated April 29th, 1908.) 


ELECTRIC Авс Lamps. P. M. Capitaine. 25,855. November 154, 


APPARATUS FOR CONTROLLING AND OPERATING THE POINTS дир BIGXALS OF 
ELECTRIC RAILWAYS AND TRAMWAYS, H. L. Turner. 25,690. November 19h. 


Gas AND ELECTRIC LIGHTING FOR SPINNING FRAMES AND THE LIKE, H, M. 
Girdwood. 27,850. December lith. 
ELEcTRIO RESISTANCES. W. F. Jones. 27,681. December 16th. 


ALTERNATING-CURRENT ELECTRIC Motors or THE INDUCTION Type, British 


Thomson-Houston Co. (General Electric Co., United States.) 99,197. 
December 20th. z 


1908. 


PHOTOPHONIO MEANS FOR Usk IN TELEPHONIC TRANSMISSION AND PRODUCTION OF 
PHOorOGRAPHIO RECORDS APPLICABLE TO SUCH Transmission. J. F. Child. 
4,991. Februsry 26th. 

TELEPHONIO TRANSMITTERS OR RELAYS. R. A. Fessenden. 7,498. April 4th. 
(Date applied for under International Convention, April 5th, 1907.) 

Fixinc CoMMUTATORS, FOR DyNAMO-ELECTRIC MACHINES TO THEIR SUPPORTS. 
Siemens Bros. Dynamo Works, Ltd., and E. O. Kiefer. 8,183, April 18th. 

EUER Т SounpD RECORDING APPARATUS. С. L. Chisholm. 9,80. 

ay 5th. 


COMBINED ELEctRiC CONNECTING PI. vas, SOCKETS AND Switches. W. W. 
Buckton. 10,181. May lith. 


APPARATUS FOR TRANSMITTING TELEGRAPHIC BiGNALS. W. Hamilton. 11,099. 
May 22nd. 


ELECTRIC HEATING Apparatus. М. Hankin. 11,198. Мау nd. (Date applied 
for under International Convention, May 22nd, 1907.) 


TrLEGRAPHY. I. Kitsee. 18,780. June 29th. 


APPLIANCES FOR USE WITH TELEPHONE TRANSMITTERS FOR PREVENTING THE 
OVERHEARING OF TELEPHONE ConxversaTions, Е. F. Hutton. 16,08. 
July 28th. 

ELECTRIC INSULATING CASINO OR SHIRLD FOR Usx BY Linemen. G. E. Harrison 
and G. Burns. 16,136. July 29th. (Date applied for under International 
Convention, August 1st, 1907.) 


ELEcTRic Motors. Н. A. Mavor and Mavor & Coulson, Ltd. 57. January ist. 

FIXING oF TELEGRAPH, TELEPHONE OR OTHER ELECTRIC WIRES TO INSULATORS. 
J. Munro. 936. January löth. 

PROCESS FOR Makinc ELECTROLYTIC DRrosrrioxs o» CHnomium. Е. Salser. 
1,344. January 20th. (Date applied for under International Convention, 
January 21st, 1907.) 


TREATMENT OF Woop For USE IN ELECTRIC BATTERIES AND ELEOTROLYTIO CELLS. 
Chloride Electrical Storage Co. and B. Heap. 1,420. January 2lst. 

ELECTRIC IGNITION APPARATUS FOR INTERNAL-COMBUSTION ENGINES. Electric 
ignition Co. and F. Н. Hall. 1,964. January 28th. 

ELECIRICALLY-DRIVEN ELEVATING GEAR ков OnDNaNCR. Fried. Krupp Akt.-Ges. 
2.180. February 4th. (Date applied for under International Convention, 
May 16th, 1907.) 


ELECTRICALLY-DRIVEN ELEVATING GEAR FOR BARREL Recor ORDMANCE. Fried. 
Krupp Akt.-Ges. 4,634. February 18th. (Date applied for under Inter. 
national Convention, May 16th, 1907.) 


ELECTRO-MECHANICAL TRANSMISSION SYSTEMS FOR AUTOMOBILES AND THE LIKE. 
H. Pieper. 5,160. March "th. 


ELECTRIC SWITCHES. G. H. Sykes. 6,149. March 19th. 

ELECTRIC SLIDING OR OTHER Contacts. V. Lowendahl. 6,419. March 28rd. 
Нісн-Техмоч MAGNETO 1GNITION APPARATUS FOR INTERNAL-COMBUSTION 
Engines, Chambers Motors, Ltd., and A. M. Patton. 7,717. April fth. 

Eiectric Locomotives. E. С. Ketchum. 1,750. April 7th. 

ELECTRIC SWITCHES, Thames Iron Works, Shipbuilding and Engineering Co. 
and W. H. Flood. 9,697, May th. 

APPARATUS FOR PREVENTING COLLISION BETWEEN SHIPS BY MEANS OF ELECTRIC 
Waves, G. Erdmann. 10,156. Mavy lth. 


CONSTRUCTION OF ‘TELEPHONE Jacks. Siemens Bros. & Co. (Siemens & Halske 
Akt.-Ges., Germany.) 10,172. May Iich. 

ELECTRIC FUSES FITTED WITH INDICATING ARRANGEMENTS, Siemens Bros. 
Dynamo Works, Ltd. (Siemens Schuckertwerke Ges., Germany.) 12,00. 
June 3rd. 

REPULSION ELECTRIC Motors. Siemens Schuckertwerke Ges. 18,451. June 
24th. (Date applied for under International Convention, August Hth, 1907.) 

SELE-Lockina CATCH POCKET FoR RECFIVING OWNERSHIP-DENOTING TALLIES 08 
J B EecrnicaL RELEASE. G. H. Denison. 141% 

uly 3rd. 


ELECTRIC WATkER-HEATERS, O. H. Fiddes and H. A, Seifke, 16,496. August 5th. 
(Date applied for under International Convention, December 18th, 1907.) 
MaoNrTo-ELECTRIC MACHINES. M. B. Tayoux, L. Chauchy and T. Fraysse. 

16,900. August llth. (Date applied for under International Convention, 
August 18th, 1907.) 
FIXING AND Suprortin@ OVERHEAD ELECTRIC TRACTION CONDUCTORS 


m TUNNELS 
AND THE LIRE. Siemens Bros, Dynamo Works, Ltd. (Siemens Bchuckert- 
werke Ges., Germany.) 18,222, August Blst. 
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THE POPULARITY OF ELECTRICITY. 


THERE has been no waning of the popularity of the Man- 
chester Exhibition ; indeed, on Saturday last, as the official 
figures show, all previous records were broken, the attendance 
totalling 28,000 for the day, and the gate money exceeding 
that of any other day during the run. Not only was Saturday 
a full day, however, for we understand that on the 
preceding Thursday the hall had to be closed at times, 
and some visitors who had come many miles by rail ex- 
pressly to visit the Exhibition, had to content themselves 
with the lesser and outside charms of salubrious 
Manchester, having either failed absolutely to secure 
admission, or having heard second-hand in the contiguous 
park that their chances of seeing things to advantage were 
very remote, owing to the crush: ‘This is, of course, a 
disappointing experience, and it may have been due to the 
railway companies not appreciating in the earlier stages that 
the Exhibition was an event worthy of their excursion 
notice, but it is an additional testimony, if one were needed, 
to the immense and continued popularity of the show. No 
doubt, this has been unceasing during this week, and it will 
be surprising if Friday and Saturday, the last two days of 
the Fair, do not bring larger crowds than ever. By some the 
interest taken by the public is described as quite phenomenal. 
Everything electrical possesses a luring attractiveness and 
glamour which excite a healthy curiosity on the part of the 
people, and this is one of the things which at the present time 
seems to us to hold such promise for the future of electrical 
affairs, for a curiosity properly aroused and healthily fed 
and fostered, must promote an insatiable desire to possess as far 
as lies within one’s power, the newer and more efficient facilities 
that we, as electrical men, place before the individual units 
in the community. 

Very many are the texte that the electrical journalist has 


had put before him during the past month as a basis for 


interesting and useful disquisitions. Some of them will 
keep, but at the moment one must be impressed with the 
present-day popularity of electricity, and appreciating the 
fact, we ought to take the utmost advantage of it with 
the object of benefiting the electrical trade of this country. 
Who has not heard the shrieks of laughter from women, 
and others who are not nominally of that sex, as the 
bones of themselves and their lovers have been revealed in 
all their nakedness by the instrumentality of the X-rays ? 
Or felt the tremors of the applause which greets the 
popular lecturer on wireless telegraphy as he rings by 
the uncanniness of invisibility a bell at the other end of 
the room? Or observed the eager interest of an audience 
as it watches the pretty effects of Tesla high-frequency 
apparatus, or noticed the multifarious other expressions of 
the interested listeners to a popular exposition of the 
achievements of electrical science? All of this is something 
to the good, making electricity more and more popular with 
the common people whose changing customs will bring grist 
to the electrical engineer's and manufacturer's mill. There 
is a need for something that may, perhaps, pardonably be 
described as the cultivation of the Electrical Habit. The 
popular lecturer may say many things that the technical 
man would be obliged to criticise were һе seated 
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among the audience, but if he succeed in arousing 
the electrical interest of his hearers in such a way that 
it will be maintained, he bas been doing a part, however 
small, and however much he may be accused of playing to 
the gallery, in helping forward electrical progress. The 
daily Press sometimes appreciates the exietence of the thirst 
of the public for шуул electrical notes, and it serves 
up a vague mixture of а ish occasionally, but unfortun- 
ately in such a way that the technical journalist comes 
down upon the writer, because of the misleading nature of 
the information he imparts. We verily believe that if all 
the newspaper editors of London could have been taken 
on masse to Manchester, or through the Olympian Electrical 
Exhibition of 1905, there would be far greater, and far 
more efficient, attention given to electrical achievements, 
always supposing that the said editors or their newspapers 
have not gas predilections. (See the Daily Chronicle page 
of Tuesday this week.) 

The Manchester Exhibition is about to close its doors, it 
having done its work among the people of the district to 
which it was intended more particularly to appeal. It has 
undoubtedly stirred up the public interest in & remarkable 
manner, and has sown seed which must bear fruit; it will 
keep the people thinking and talking for many a day. But the 
effect is naturally, so far as the pcople are concerned, almost 
solely confined to tbat district at the moment, however 
much it may spread therefrom by correspondence one with 
another, and by conversation when friends meet. We are 
not considering here the benefit brought to electrical 
engineers themselves through seeing one another, and one 
another’s work, at the Exhibition, and discussing matters 
together. To the public of Manchester and the surrounding 
district, the Exbibition has undoubtedly been abrorbingly 
interesting, and from that fact, as we have said, benefit 
must come to the trade. 


doses WE notice in the columns of our con- 

Pice a т temporary, the Shipping World, for 
the Hartlepools. October 21st, an interesting account of 

the way in which the development of the 
North-Eastern Railway Hartlepool Docks has been pushed 
forward in recent years. In 1865 this railway company 
acquired the docks on the east and west side of the harbour, 
and by their initiative and enterprise they have developed this 
port, not only as the principal outlet for coal export in 
the South of Durham Coalfield, but also as a centre for the 
import of timber. The origin of this recent industry is 
the necessity for pit props in the coal mines, but it bas 
been largely added to for miscellaneous purposes as the 
facilities of the harbour for this class of trade have become 
more fully recognised. The coal industry is likely to receive 
considerable impetus in the near future, as several new 
collieries have been recently opened out in the district, and 
others will be commenced during the next few years. The 
present position of the mineral shipment may be illustrated 
by the fact that in 1900 the total exports and imports 
amounted to 2,512,359 tons; in 1902 they rose to 2,918,507 
tons; in 1903 the figure was 8,108,311 tons, and since 
that date, owing to facilities for rapid loading and bunkering 
at the docks and in the tidal harbour, together with recently 
erected deep-water coal staithes, the business has largely 
increased. 

Electricity has played a prominent part in this develop- 
ment. Pit props, zinc and other ores, and timber are dis- 
charged directly and quickly from ship to truck by: a 
complete equipment of electric cranes of the jib type running 
on rails parallel to the water's edge. Both in the Union 
and the Central Dock special facilities for unloading by elec- 
tricity are provided, and the practical effect of this equip- 
ment has been to revolutionise work at the docks and to 
create an enviable reputation for the quick dispatch given 
to vessels. The presence of such an extended system of 
electric power supply in the vicinity of Hartlepool, and 
throughout, South. Durham and North Yorkshire, as that 
provided by the operations of the Cleveland and Durham 
Electric Power, Ltd., renders this area a particularly favour- 
able one for the establishment of new industries, aided by 


the advantages of cheap sites and easy transit; and 
this will, no doubt, have a beneficial effect in improving the 
trade of the Hartlepools in future. 


THE price of this metal is well main- 
tained, in spite of the extraordinary posi- 
tion of the visible supplies. These totalled, as per Mesers. 
Merton’s reports, 50,277 tons at the end of September, and 
52,245 tons at October 15th! Of this figure, 35,692 tons 
are in British ports or towns, and 11,800 tons afloat. 
Deliveries continue to be fairly maintained, though not in 
proportion to the supplies. | 

Commenting on the situation, the Financier thinks the 
market is waiting on the Presidential Election in America, 
and does not anticipate lowered prices, consequent on over- 
production. (The writer might have omitted from an other- 
wise well-considered article the ancient formula “electrical 
enterprise is even now in ite infancy *). The continued 
firmness of price is certainly an argument against the over- 
production theory, and it points to a restrained demand, 


Copper. 


which may come on suddenly. 


A CIRCULAR, dated October 26th, has 
just been issued by the Board of Trade 
with reference to the large number of cages 

in which, in recent years, provisional orders obtained by 
local authorities for electric lighting have had to be revoked 
owing to their having lain in abeyance. The Board depre- 
cates the application for an order unless there be а serious 
intention on the part of the promoters to exercise the powers 
conferred upon them, and states that in future, before 
granting an order, it will reyuire evidence that a scheme hes 
been definitely considered by the promoters, and that the 
application is made in good faith, with the view of putting 
the scheme into operation. | 

The flagrant abuse of their privileges by local authorities 
in this connection is too notorious to need emphasis at this 

‚ time ; numerous orders have been obtained purely for the 

purpose of blocking the way, either in the interests of 
local gas undertakings, or out of blind unreasoning hostility 
to private enterprise. The Board of Trade has powers to 
revoke the orders in all such cases, but many of them have 
been allowed to linger on for periods of 8 or 10 years, or 
even longer, before being cancelled. According to Garcke 8 
Manual, out of 1,048 orders made by the Board of Trade 
and confirmed by Parliament, some 227 have been revoked 
or repealed; since 1905 about 71 orders have been made, 
and deducting these also from the total, it appears that 
about 750 orders had been in force for two years at the end 
of 1907. But even after allowing for cases where several 
orders are worked by one undertaking, there are noi more 
than 500 electric lighting orders of which the powers have 
been exercised, so that some 250 orders are more than two 
years old, and are still lying dormant. 

Granted that in many of these cases there is not — Hor 
ever was—any reasonable prospect of a supply of electricity 
being given either by a company or by the local authority, 
the obvious fact, remains that in a great number of instances 
electric lighting orders are in force which have become 
moribund, and ought to be withdrawn, lest they should 
hinder the introduction of a eu; ply by the agency of private 
enterprise. 

It may be argued that not seldom a district has ultimately 
benefited by the delay incurred, baving eventually received 
a cheap supply from a large undertaking in its vicinity 
instead of saddling itself with a small inefficient and 
relatively costly installation of its own, and this 1s certainly 
true in some cases; but in general, as the Board of Trade 
evidently realises, the district suffers injury from x 
suppression of these powers, and we are very glad to see tha 
in future orders sought for the purpose of blocking p 
or safeguarding the vested interests of local cliques will no 
be granted. We trust, too, that the Board will MIS 
the list cf. existing unused orders and revoke all that are no 
likely to be exercised at an early date. : 


Provisional 
Orders. 
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IN the midst of Trade Union con- 
troversies and strikes it is refreshing to con- 
sider the utterances of those who attend the 
Free Labour Congress. On Monday last this body, to whose 
very laudable objects we referred in our issue of October 
9th, passed a resolution to the effect that the present crisis 
in the labour market was largely due to Trade Union mono- 
poly. Mr. Joseph Penrose, in the course of his Presidential 
address, said: Тһе difference between a Trade Union 
striker and the much-abused and maligned free labourer is 
that one leaves his job, and then makes a senseless attempt 
to injure and wreck the trade and industry of the 


The Free 
Labour Congress. 


country, seeking by destructive methods to construct | 


a better job for himself.” This appears to be an accurate 
Summary of the situation. Trade Unionism, as it seems 
to us, breeds selfishness. Every member of a union has an 
equal right to vote. He votes in his own interest. In his 
own interest he joins with his fellows in keeping down the 
number of apprentices. If he is a young unmarried man, a 
strike affects no one save himself, but he wholly forgeta that 
for an older man to be thrown out of work may be a serious 
matter for a poor woman and a number of children. So 
long as the strike pay comes in regularly, the fact that he is 
out of work is of little moment to a man of this stamp. It 
is the chance of an occasional holiday which keeps such 
men on the rolls of the unions. | | 

But it seems that there are a number of men throughout 
the country who have come to the conclusion that it is no 
bad thing to be free from the trammels of trade unionism. 
As we recently showed, the National Free Labour Associa- 
tion has a membership of 680,000. This ought to he 
sufficient to ehow the working man that there are other 
powerful organisations besides trade unions that have his 
interests at heart. | 


THE Railway and Engineering Review 


5 (Chicago) for September 12th contains ex- 
Koad. tracts from a paper read by Mr. J. B. White- 


head before the Am. I. E. E. which аге well 
worth careful study, on account of the nature of the pro- 
blem. Most of the attempts hitherto made to prove that 
main steam railways can be converted to electric locomotion 


have been concerned with the heaviest services on double-. 


track systems, but the present paper deals with the conver- 
sion of a lightly loaded single line, of sufficient length to 
make the conclusions highly important to railway companies 
in every country in which the conditions are at all similar, 
and particularly in the United States, where about 60 per 
cent. of the total mileage is single track. 

The example taken by the author is a standard gauge road 
291 miles long, between Baltimore and Annapolis, including 
а branch 4 miles long. The steam service which is now 
being superseded supplies seven trains per day, averaging 
three coaches per train, in each direction, and the average 
car-mileage is 30,000 per month. The one express train 
рег day makes a schedule speed of 33:7 M.P.H., with five 
intermediate Stops, while the ordinary trains make 
25°24 N. P. H. with 15 stops. There is also one goods train 
each way daily, and occasional large excursion traffic. 

Electrical service will provide single-car trains run on а 
half-hour headway in the busier hours, and half that ser- 
vice at other times. The cars seat 62 passengers, and can 
be operated in multiple to increase the car-mileage when 
necessary, but for possible concentrated Joads recourse will 
be bad again to steam. Power is to be bought from a 
Baltimore company. 

It was realised from the outset that the change could 
not be justified on the ground of increased economy of 
operation, as the increase in fixed charges out-balanced the 


possible economies obtainable with electrical working, but 
other considerations were deemed important enough to justify 
the change. The preliminary estimates for the case in point 


foreshadowed an increased total operating cest of electricity 


over steam of about 16°6 per cent., the same car-mileage 


being assumed, and the management look for an improve- 


ment in the local traffic to compensate this increased cost. 
At present the earnings from local traffic represent about 25 
per cent. of the total. The ratio of running costs to revenue 
is 65 per cent., во that, with unchanged traffic conditions, 
the ratio will be increased to 76 per cent. under electric 
service; but it is only necessary to assume that the 
local traffic will be doubled, to reduce the ratio to less 
than its present value, and, as there is practically no com- 
petition in local traffic, the results of a frequent electric 
service in other locaiities indicate that such an increase in 
this instance is not improbable. ° | 

In estimating the relative advantages of D.C. and А.С. for 
the service, it was considered that the single-phase A. C. system 
was the cnly available a.c. system which had shown itself to 
be commercially successful in the States, and that the р.с. 
system had no advantages so far as actual working con- 
ditions were concerned ; so that the choice was based on a 
comparison of the 25-cycle single-phase system, with the 600- 
volt b.. system. This comparison was made from the 
standpoints of first cost and working expenses, and the 
result was found to favour the a.c. system. Some account 
of the process of comparison is given in the paper. 

The А.С. car weighs 5 tons more than the D.C. car, but in. 
spite of that fact the former requires less energy for the 
run, this being due to the resistance losses in the D.C. car. 
The maximum power reached by the A. C. car is greater, but 
it is applied for a comparatively short time. 

The following comparative table of capital cost was based 
for the most part on actual tenders :— 


D.C. A.C. 
Nine cars equipped... .. $107,300 8149, 300 
Catenary trolley, poles, wires 
and guys ШЕ? T — 75,000 
Third rail 132,000 — 
Transmission line 65,000 36,000 
Power house apparatus 21,000 62,000 
Sub- station apparatus ... 39.000 8,000 
- buildings ... 15,000 3,000 
Bonding ... - | 18,000 11,000 
. $997,000 $344,300 


In power consamption, the two seem to be on ай equal 
footing, which is surprising, since the motor-generators 
reduce the efficiency of the s.P. system greatly ; but this is 
offset by the losses in rotaries, the excess loss in distribution, 
and the increased power consumption at the car, due to the 
smaller motors and short runs. The p.c. system requires 
three sub-stations, which have no counterpart on the other, 
and the cost of attendance would be $54,000 per annum. 

On the other hand, the cost, of maintenance and repairs of 
car equipments would be about 0'5 c. for the P. O. system, 
against 0°75 c. per car-mile for the А.С. system. 

Finally, the author finds a total of $8,865 (say £1,773) 
in favour of the А.С, system. 


SE DES REED) 


American Highwaymen.” — The railway train 
squashed out the English highwayman, but the following extract 
from an interview with the Chief of the Secret Service Department 
of the Union Pacific proves that the days of so-called romance are 
by no means over on the American Continent:—'' At this time of 
the year we are always prepared to protect our trains. In addition 
to guards on all trains, the Union Pacific is still maintaining its 
equipment for the pursuit and capture of highwaymen, whether 
successful or not. It consists of a car of well-bred, strong and fast 
horses, which can be loaded up at a moment’s notice. This car, 
with a caboose stored with saddles, bridles, camp outfit, arms and 
ammunition, makes up a special train, which can be started for the 
scene of a hold-up almost immediately upon the news reaching 
headquarters,” But the modern highwayman rises superior to that 
kind of trap or chase, for he is an expert telegraphist, and can 
direct the“ almost immediate" movement of the special train to 
suit his own plans after he has held up the mail and dynamited 
the specie car. 
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THE MOOSBURG-MUNICH 50,000-VOLT 
POWER TRANSMISSION PLANT. 


[BY OUR BERLIN CORRESPONDENT. | 


Tur municipal electricity works of the city of Munich have 
been gradually developed from small beginnings, 15 years 
о, to а very extensive power plant. | 
When that city, in 1898, erected its first hydraulic power 
plant on the River Isar, it was confined by an agreement 
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Fia. 1.—UPEN BORN ELECTRICITY WORKS. 


with the Gas Light Co. to an output of 300 Н.Р. An 
extension of that plant was effected in 1896, but the 
output could not even then be raised beyond а maximum 
of 600 H.P., apart from the power generated for tramway 
purposes. | 

An unhampered evolution did not begin before 1899, 
when dependence on the gas company having been dis- 
continued, the Isarthalstrasse Electricity Works (driven by 
steam engines) was put into operation in the south of the 
city. This central station comprised five generators, each 
of 800 KW., and supplied three-phase current at 5,000 volts 
pressure, to be converted in sub-stations into continuous 
current for tramway and lighting purposes. | 

Ав the current consumption increased, however, this steam- 
operated electricity works proved unable to cope with the 
growing demand. Two hydraulic power plants were, there- 
fore, erected, one of which is situated in 
the southern part of the city on the 
upper Isar, close to Maria Einsiedel 
station. The generating plant, which 
was put into operation at the end of 
last year, comprises three Siemens- 
Schuckert poly phase- current generators 
of 1,300 н.р. each. 

The other power plant, viz., the 
Uppenborn Electricity Works, near 
Moosburg (fig. 1), which was inaugu- 
rated in the middle of last year, is 
situated at about 54 km. to the north- 
east of Munich on the lower Isar, and 
comprises three Siemens - Schuckert 
three-phase generators, each of which 
yields 1,400 K. v. A. at a pressure of 5,000 
volts, being driven by turbines con- 
structed by J. M. Voith (fig. 3). A 
three-phase generator of 210 K. v. A. 
and 5, 000 volta serves for supplying 
current to the town of Moosburg, and 
a converter set and accumulator battery 
are used for the continuous - current 
lighting plant of the power station. 

The current generated in the large 
three-phase machines is raised in 
two transformers of 2,000 K.v.4. each to a pressure of 
50,000 volts, at which it is then conveyed to Munich 
over a transmission line 54 km. in length. "This transmis- 
sion line, constructed by the Munich Electricity Works 
itself, runs alongside the River Isar, and consists 
of two parallel lines with three copper cables of 
16 sq. mm. each. It terminates at the llirschau trans- 
former station (fig. 2) erected in the northern part of the 
City of Munich, where the pressure is lowered again to 5,000 
volts by means of two transformers of 1,800 k. v. A. each. 

The devices used as safeguards against surges at the 


50,000-volt end, as well as at the Moosburg power house 
and Hirschau transformer station, are mainly identical with 
those employed in connection with the 50,000-velt power 
transmission plant from Kykkelsrad to Hafslund, Norway, 
described in the ELECTRICAL REVIEW of October 23rd. 

The stage-choking coils inserted at the transformer 
station into each conductor are represented in fig. 4 ; from 
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Fic. 2.— HIRSCcHAU SUB-STATION AND LIGHTNING ARRESTER 
CaBIN. 


these coils are branched off conductors leading across light- 
ning arrestera installed on the upper floor and oil resistance 
(visible in fig. 4) down to the ground. Protective choking 
coils, seen in the left-hand part of the figure, are used i 
damping high-frequency oscillations, and a water-jet groun : 
ing device (fig. 6) allows of a gradual absorption of p^ 
pressures, so that the lightning arresters are actuated bu 
seldom. | соі 

The horn lightning arresters (fig. 5) installed in а m 
building beside the transformer station serve a8 safeguards 


Fig. 3.—IxTERIOR OF GENERATING STATION. 


against violent atmospheric discharges ; they Ao de 
nected through a switch to the conductors ал, htning 
ground across a water resistance. Similar 11g and in 
arresters are situated at the Uppenborn power ee re the 
the middle of the transmission line near Achering, * E n 
conductors can be divided into two portions 000 volts, 
cabin. Having in view the high pressure of 50, ily ample 
the excess-pressure safeguards were given spec А 
dimensions. en 
The switchgear at the 5,000-volt end comprises Oi 
removable switching cells, of which віх are NP 


5 
ШУ ү н 


P 
* 


"Ac OTIS ar | 
* * 
-— jJ. 
"Er Y A Ax 
тн. 


* 
E | л ян 
Е D? А 
( „Өем. 
* " a ү 


ov “ 
CI А! 


| 4 operation. These 
and the four 5,000-volt cables leading to the urban stations 
| Tespectively. The Hirschau transformer station is by theze 


- City works in the Isarthalstrasse.  . 
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| THE ELECTRIC DRIVING OF FACTORIES. 
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II is nowadays fully recognised that the electric motor 
-. effer a valuable means of driving that cannot be overlooked, 
Aud in every scheme of factory operation the advantages of 
_ eledricity as contrasted with other agents are taken. into 
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—TRANSFORMER AND WaTER-JET EaAnrBING DEVICE, 
HIRSCHAU, 


X Fig. 5, 


| ш There are, however, a large number of considera- 
ens which enter into the question besides the item of first 
3 ‚ considerations which powerfully affect the subsequent 
p> running charges ; and it is not to be wondered at that very 
. Frequently the issue becomes confused. 
who wi E for example, the first difficulty which meets a man 
E oem df es to drive his factory with the best and cheapest 
ol alt, Power, he finds that there are a considerable number 
^u | tive sources of power. There is the old-established 
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Fi. 4.—Prorective Devices AT HinsGHAU SUB-STATION. 


are used for the two transformers - 


_ cables connected up in parallel to the steam-operated electri- . 
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and generally reliable steam boiler and 
engine working on to shafting. There 
is the possibility of using a gas engine 
operating off a town supply, and in 
these later days the uses of suction gas 
have been much proclaimed. Electrical 
drive is not at all a universal panacea 
for power troubles. He has to consider 
what effect the ease of stopping, start- 
ing and changing speed will have on his 
works production, the ground rent value 
of bringing tools to the work instead 


various classes of driving mechanism, 
and the advantage or otherwise of 
grouping various ciasses of machines on 
to one shaft. : 

If he is established within the reach 


of debate whether he shall install his 
own private plant or make use of the 
power mains. . He is influenced by con- 
2 siderations of capital outlay, of wages 
Wit Чү 
— facility for increasing the capacity of the 
plant at any future time. | 

Тһе question as to the best way 
of applying. electric motors to the 
driving of factories and workshops, so as to make full 
use of these advantages and at the same time obtain 
the most economical results is, therefore, a difficult 
one to answer. In dealing with new works, probably the 
ideal drive would be one motor for each machine. This 
principle is gradually being accepted as correct by machine 
makers, who slowly but surely аге building new machines 
with the motor as an integral part, and this holds good, not 


Fic, 6.—LIGHTNING ARRESTERS AND WATER RESISTANCES IN 
CABIN, HISRCHAU. 


only for large machines, but for the smaller ones also. The 
electrical equipment of new works is a straightforward job 
for the plant can be chosen and arranged to suit the man 
who works, the man who pays, and the class of machine to 
be driven. 

When we come to consider the conversion of works with 
existing power plant, the case is different, and, perhaps, the 
advantages are not so evident. 

To successfully apply electricity tis elde adt foet 


of the reverse process; the sizes of 


of the supply mains of a large electric 
power system, it is frequently a matter 


bills, of continuity of supply, and of the 


ee ы. 
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user, it is, as в rule, necessary to do away with а consider- 
able amount of plant and shafting, all of which represents 
capital to the ‘ble consumer, while, at the same time, 
he will have to find further capital to provide the new 
installation. It is the better class of consumer who calls 
for the greatest ability on the part of the engmeer who has 
the arranging of the new drive. Converting works to the 
motor drive is undoubtedly a problem of much difficulty, 
and yet we often find the conversion undertaken by the 
man who puts in the lowest price, irrespective of his 
capability of carrying out the work, with the result that 
change-overs to electric driving are occasionally failures. In 
this connection it might be pointed out that electric driving 
does not of necessity reduce the working costs, even if prices 
are very low, unless its application is undertaken with the 
aid of practical experience and careful thought. In some 
cases we find the problem solved by the substitution of one 
motor for the original prime mover, while in others the 
whole works are cut up into small individual drives by 
separate motors. Now, under average conditions, neither of 
these are really successful solutions to the question, and both 
methods have done much to retard the general adoption of 
motors in works and factories. The first case, that of sub- 
atituting a motor for the original cource of power, is hardly 
ever right, for by this means, the heavy ehafting losses are 
atill continued, and there is a great probability of the motor 
being overloaded. The other extreme, again, in the great 
majority of cases, ів also not to be recommended, for the 
initial capital outlay is so great that the interest on this 
alone is considerably more than the losses that would take 
place in the shafting, &c., replaced, while the increase in 
the number of motors necessitates а larger outlay of spare 
parte. | | 

The question arises then as to what should be the lines 
on which to consider the conversion of works from an 
existing steam or gas drive to that of electric motors. In 
this consideration it must be evident to all, that there is a 
point between the two extremes above mentioned, at which 


'the interest on capital more than balances the cost of losses 


in shafting. The condition of greatest economy in factory 
or works driving should be such that the total annual cost 
arising directly or indirectly from the distributing system, 
either electrical or mechanical, should be a minimum. 
This total yearly expenditure on the distribution system is 
made up of the annual cost of units wasted in driving 


shafting, motors, &c., the annual cost of installation for 


distributing power, and the annual cost of repairs and 
maintenance. 

These three items will all vary with the installation, the 
method of drive adopted and the hours run per year. ‚ш 
most cases item опе will be a maximum when one motor is 
used to drive, and distribution takes place by shafting, and 
wil decrease as the number of motors is increased, and 
shafting reduced. Item two, on the other hand, will be a maxi- 
mum for the individual drive, and will decrease as the 
number of motors is reduced. The third item will remain 
approximately constant, with a tendency to increase with the 
number of motors used. 

How, then, are we to decide, in each case, what is the best 
combination to adopt, to obtain the greatest economy of 
working and initial cost? This can only be answered by 
practical experience and careful consideration of each indivi- 
dual case on its merits, for as yet no law has been evolved 
which combines all these three variables together. 

It will hardly be necessary to dwell on the advantages of 
electrical transmission as compared with mechanical, but as a 
general rule experience tends to show that below 5 H.P. (in 
most cases) it 18 better to transmit mechanically, while over 
this the advantages lie entirely with electrical transmission. 
The loss of power in driving long Jengths of shafting and 
belting is a very large proportion of the total power 
developed. This is very often ridiculed by owners of works, 
and even by some engineers, but it can be proved when 
electric motors are used for driving. The power taken by a 
motor being easy of correct measurement, for any condition 
of load, it is possible to find exactly what is required to drive 
shafting and belting, under usual working conditions. This 
has been found in some cases to be as high as 70 per cent. 
while in others it bas been found to be as low as 20 per cent., 
the former being where the shafting is heavy and extensive, 


amount of shafting will be less, the grouping 18, 


and the latter being in case8 of compact and well maintained 
systems in this connection. It may be interesting to note 
that for approximate estimating purposes the average lom 
per bearing may be taken to be 25 H.P., per 100 ft. of shaft- 
ing, 5 H.P. ; per 100 Ib. of shafting, 25 н.р. ; and per belt, 
3 Н.Р. | 

The older methods of factory driving which one has to 
contend with and adapt to electrio driving fall under three 
headings :—(1) Works driven by one large engine with 
shafting, &c. ; (2) works driven by scattered engines sup- 
plied by one central bank of boilers ; and (3) works driven 
by scattered engines and boilers. In Claes 1, the engine 
will generally be of the compound condensing type, but the 


 shafting losses will be considerable, rarely being as low as 


20 per cent., generally approaching 70 per cent. Although 
the actual cost of generating a horee-power-hour will be a 


minimum with this class of drive, yet ib is an ideal one in 


which to show a saving (due to reduction in distribution 
losses), by the application of motors. With electric motors, 
the transmission losses may be taken as from 10 per cent. 
for large sizes to 25 per cent. for the smallest sizes used, 


these figures including losses in both wiring and motors. 


In converting this class of factory, the existing drive will 
undoubtedly have to be split up amongst several motors, 
doing away with all main drives as much ав possible. The 
number of motors will, of course, depend on the class of work 
done, attention being paid to the following considerations 
All machines of over 5 Н.Р. which run for a small percentage 
of the working hours, should have separate motors direct 
driven, either by belt or gearing. Machines under 5 H.P. 
running for short periods should, if possible, be grouped ou 
to one motor. Machines running all day should be grou 
on shafting and be driven from one large motor, say 50 
exceeding 25 H.P. Large machines, whether running all 
day or only for short periods, should have separate motors 
driving them. In gronping for constant running, ib 18 
to keep the steady loaded machines on the same motor, and 
the-variable ones on another. | 

In Class 2, althongh steam may be generated efficiently 
from a central bank of boilers, it cannot be transm! 
through long lengths of piping with economy, and in 80 
cases the engines will be small and expensive in steam con" 
sumption. The loss from condensation in steam piping 
amounts to about *5 ton of coal per annum per square ү 
of uncovered pipe if continually under steam and expo xil 
the atmosphere, and even with the best lagging, e : 
only be reduced to about 166 ton per annum. Ж | 
seen, therefore, that such a system of power distrib e 
most, unsatisfactory, and very costly to work. doe E 
small engines are usually of the low-pressure non col a íi 
type, and the average consumption of steam may be 
100 lb. per indicated horse-power. This, with g e 
and efficient, boilers, gives about, 10 Ib. of coal per 100 
horse-power-hour. ad 

It wil be seen, then, from this that the possibility Ө 
showing a saving in working costs by the conversion с i 
class ot drive to electric motors ig considerable, 80 
extent, already arranged. The same general consider 
will apply to this, however, as to that of case опе, can a 
the sub-division of drives is concerned. In Clas qua 
of fuel and labour is obviously very expensive. A at the 
therefore, the easiest system to compete with, a0 lis from 
same time, the one that will show the best resu 


. (al dà 
The whole question of adopting electric driving а 
оп the capital outlay required, and there d at the 
consequence of this to cut down the initial ou p hat if 
expense of running costs. It is evident, п : 
the necessary money can be obtained at low : p capitel. 
better to have the annual cost made up of. n distributio 
which can be paid off, than have it made up 9 
losses, which are continuous and cannot be recové 
At the present time, of course, mone А 
rather difficult to obtain, and it may, therefore, in the eats 
future that electric factory equipments comp e ies in drive 
1907-8 possess in a good many cases шеа оі ot 
which must not be put down to relative ! wer. but 
superiority of any particular form of D owes © 
simply to a short-sighted policy adopted 07 


— | | 
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factories or their advisers, due to the temporary stringency 
of the money market. It should, therefore, be the aim of 
all skilled engineers interested in this question to impress 
upon their clients the real money value of spending a little 
more on their equipment, with the object of securing satis- 
factory operation over a long term of years. 


TANGLED TOPICS. 


By INNOCENS. 


Does publicity pay ? 

Supposing that а benevolent philanthropist were to 
approach any of our well-known and respected Borough 
Electrical Engineers, and to guarantee the addition of 600 
KW. with a load factor of *8 to the station output, if the 
said Borough Electrical Engineer would, for the space of 
half an hour in each day, for one week, excluding the 
Sabbath, stand on his head in the market square, I wonder 
what would be the minimum price per unit that the Borough 
Electrical Engineer would demand? In other words, at 
what price wonld publicity pay ? 

The question is not quite so silly as it sounds, because we 
have for the last year or two been inundated with boostful 
literature designed to show how inexpressibly tortoise-like 
our English movements are, compared with the head-long 
methods adopted by the people over the water, commonly 
known as the juice-slingers. Signs of the times are not 
wanting, that, before long we shall have an ** All Together 
Boys" combination which will exceed the best operatic 
company in its vocal accoraplisbments and stage effects. 

The Manchester Electrical Exhibition ‘is another phase 
of this vexed question. Corporations, manufacturers, con- 
tractors, and caterers, have combined to astound the 
Lancashire lads and lasses, and the result is surely eminently 
gratifying to the organising genius of the promoters of the 
Exhibition. Ido not suppose we shall ever know whether, 
on the whole, the Exhibition paid for itself in the sense of 
covering the enormous value of goods displayed, and in 
many cases especially prepared for the Exhibition, but I 
would point out that the very fact of sach a show being held is 
adistinct departure from the conservative attitude of British 
firms and Corporations. They no longer dispose. them- 
selves in a comfortable attitude in the office, waiting for 
the postman to call with orders; they go out and hammer 
their thumb nails putting up fancy festoons. 

We are beginning to realise that the bee that gets the 
honey doesn’t loaf about the hive. 

At the same time, it must not be supposed that we are 
henceforth going to play the noble game of nap with the 
cards upon the table. Be it far from us; else, where would 
be the fun of the fair? Even at the Exhibition the voice 
of doubt as to rabid publicitis was raised. It would 
obvionsly be unfair to reveal the nature or name of the firm, 
80 let us say that we were talking about the introduction 
into England of the manufacture of electrolytic ice cream. 
The way in which this well-known product of electro- 
chemical activity became a British manufacture was as 
follows :—The head of a London firm making galvanised 
sugar candy happened to be travelling on the Continent near 
to Blanc Capelle, and picked up and casually read the piece 
of paper which had enclosed his supper of fried fish 
and chips. Therein, he saw an advertisement of 
the American Eagle Electrolytic Hokey-Pokey Combine, 
giving a minute description and chemical formula of the 
compound, together with a list of the principal firms to which 
it was supplied, and the number of tons sent out per year. 
The head of the London company immediately concluded that 
the hokey-pokey line was a good one to go into, got 
interested, went home, collected price lists and men who 
knew, launched the electrolytic ice cream, and kicked the 

ankee company into Jupiter. Which simply shows that 
» original advertisement didn't do all that it was intended 

0. 

As а contrast to this, I may mention a case of publicity 
that does pay. About 7 o'clock in the evening, I, being a 
visitor at the Manchester Exhibition. got academy headache 


and went out into the city to get what is commonly known 
as fresh air. And as I wandered through Piccadilly I was 
practically blinded by a flare of electric light that looked like 
а sun spot. On steadying up (it was still early in the even- 
ing) I investigated the phenomenon and found it to be an 
Abode of Mirth, or some such diversion. The walls and 
ceiling were ablaze with lines of glow lamps. The front of 
the show was enough to put everlasting despondency into 
Halley’s comet, but the real gist of the matter—the money- 
making end of the concern—was a collection of peepshows 
and phonographs. I did not examine the exhibits, as 
excessive bashfulness was always one of my greatest failings, 
and there was such a crowd of Manchester mill-girls, all 
laughing, in the Abode of Mirth, that my courage failed me, 
and I went off miserably, holding my Exhibition catalogue 
like a deacon going tochurch. But the lesson was not lost ; 
here is an undertaking. subsisting on coppers (a ba'penny 
was, I believe, the charge), yet flourishing in one of the 
most expensive streets in Manchester by the aid of judicious 
publicity. | 

The moral of which is, not that electricity is the best 
advertisement, but that in publicity, interesting and attrac- 
tive matter is imperatively necessary, The juggler by his 
spanglee, his small talk, his pistol, attracts the gaze of the 
crowd, while his other hand is busy manipulating the trick. 
The auccessful advertiser makes all the fuss imaginable 
with the spangles, and keeps a dumb man in the back office 
drawing up contracts and specifications. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, * 


Traffic on Lincoln Tramways. 


My attention has been called to a statement re Lincoln 
tramways, which appears in your issue for the week ending 
September 18th last, and which is apparently an excerpt 
from a paper read by Mr. F. Douglas Fox, before the British 
Association. 

The statement refefred to is to the effect that each member 
of the Lincoln population rides only 27 times per annum on 
the tramways, and attention is called to this in the paper, as 
being by far the lowest figure for any town in the country. In 
estimating this figure, Mr. Fox has taken the population of 
Lincoln and the two or three surrounding rural authorities. 
It should be pointed out, however, that at present only one 
end of Lincoln is served by the tramways, that is, only 
about one-quarter of the route mileage which was authorised 
in the Lincoln Tramways Act. To obtain, therefore, the 
true riding habit in Lincoln, only the population which the 
tramways serve should be taken ; in other words, a maximum 
of 20,000 in lieu of 55,000, which would give a figure of 
75, in lieu of 27, the extremely low one mentioned. 


Stanley Clegg, | 
City Electrical Engineer, 


Electricity Works, Lincoln, October 22nd, 1908. 


\ 


Our Consular Agents. 


In the Commercial Supplement of last Friday's Zines, 
there was an article from a correspondent dealing with 
British Consulates abroad, taking G ermany a8 an example. 

The following extracts may be of interest to those who 
did not see this article of two columns. 

Referring to Consuls who are paid for the work that they 
do, there are only five salaried British Consulates, including 
two vice-Consulates in the whole German empire, with a 
population of 62 million and a foreign trade of £7 60,000,000. 
These Consulates are at Hamburg, Stettin, Danzig, Bremer- 
haven, and Emden, all sea ports, and most important centres 
for shipping and import and export trade. 

There is not a single ealaried British Consul in the whole 
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of inland Germany. Unsalaried Consuls, who are Germans, 
represent British trade at important trade centres like Berlin, 
Leipzig, Frankfurt, Dreeden, Cologne, Munich, Mannheim, 
Breslau, and Nuremberg. 

Forty years ago, when the population was 20 millions less, 
the salaried Consular representation of Britain was better. 


,In 1866 there were nine paid British Consuls receiving 


salaries amounting to £5,575, whilst to-day there are only 
four such officials receiving £5,665 per annum, £3,015 of 
which goes to the Hamburg Consulate alone. In the sixties 
£750 was paid to the Consulate at Leipzig, £200 to Cologne, 
with populations of 90,000 and 120,000 respectively. To-day, 
with populations of 510,000 and 430,000, not a single salaried 
British Consul is found in these towns. The United States 
employ 23 Consuls, costing £18,000. They increased exports 
to Germany from 11 millions sterling in 1886 to 54 millions. 
in 1907, whilst the imports from Germany rose in the same 
period from 14 to 29 millions. 

It is then pointed out that in France at least there is some 
representation. In France with 40 million inhabitants 
against Germany's 62 million, there are 11 salaried British 
Consuls at an annual outlay of £10,000, ав against £5,000 
to five British Consulsin Germany.. Two of the Consuls are 
located at French inland towns, Lyons and Rouen. | 

Perusal of the original article would give fuller information. 

London, October 20th, 1908. 


P. S.— You will no doubt have seen in a later issue of the 
Times, that Mr. Francis Oppenheimer, H.B.M.'s Consul- 
General at Frankfort, writes to point out that though 
German in name he is English by birth and education ; also 
that he is in the position of being able to represent British 
trade without remuneration. If the Times correspondent 


makes a mistake of this nature with such an important Con- 


sulate, what must be the knowledge of the public at large 
on this subject ? . 


Oclober 26th. 


Auto-Transformers. 


I have read the interesting article on auto-transformers in 
your issue of October 16th, and think it explains the whole 
matter in avery lucid way ; bnt I cannot help thinking, 
when people go into figures, that they ought to take care 
that their figures will be substantiated by actual facts. I 
refer to the statement of initial outlay, and notice that Mr. 
Cateaux puts the cost of the lamps and the transformer at 
£14 28., and so shows an extra initial outlay of £10 88. over 
ordinary carbon lamps. I think, however, it would have 
been better to state that, beyond this outlay, would be the 
very necessary one of fixing and connecting the transformer, 
which, of course, varies according to circumstances ; and he 
might have suggested an approximate figure for this, or, at 
all events, if be had alluded to the matter, there could be no 
possible cause for criticism. 

I understand that some companies require a control switch 
to be fitted, while it is generally admitted that such an 
arrangement is advisable for houses as well as for shops and 
offices to prevent, during the day, any current from passing 
through the transformer. 


F. D. 
MAGNET STEEI.— A correspondent desires to be placed in 


communication with makers of permanent magnets and 
magnet steel of the best quality. 


THE PRODUCTION OF FINISHED IRON 
SHEETS AND TUBES IN ONE OPERATION. 


By SHERARD COWPER-COLES. 
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(.APstraet of paper read before the IRON AND STEEL INSTITUTE, 
September, 1908.) 


THE object of the present paper is to describe an electrolytic 
prozess for making tubes, cylindrical vessels, sheets and wire in 
one or two operations from crude or scrap iron, or direct from the 
ore, without the ртозезаез of am elting, rolling, or drawing, at a cost 
that has hitherto been thought impossible = Electrolytic iron cau he 
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obtained almost chemically pure when special precautions are taken. 
The cost bas been reduced to about jd. per lb. for iron obtained 
in a finished form capable of realising the highest market value. 


Iron SorPHo-CBRESYLATE ; SATUBATED BOLUTION. 


Current density. E.M.F. at electrodes: volts, 
Temperature. Amperes per Stationary 


Revolving 

Degrees C, square foot. mandrel. mandrel. 
23 25 2:00 1:95 
90 25 0°85 0°85 
23 50 3:50 3:40 
90 50* 1-70 170 
23 100* 5:00 4°95 
90 | 100 2°40 2 35 

^ Only 4'5 instead of 6 amperes could be passed through the solution at voltage 
available. 


The procers briefly consists in placing crude iron (which may 
contain those elements which are at present so detrimental to the 
production of high-class iron or steel), or finely divided iron ore, in 
suitable containing vessels in which an acid solution is circulated, 
using an insoluble anode material; or, further, the process may 
combine the use of soluble and insoluble anodes. The crude ironor 
iron ore being in each case connected to the positive pole of a 
dynamo, the iron goes into solution, and is deposited on cylinders 
or plates which may be either rotated or stationary, depending upon 
the class of finished product required. 

Good results have been obtained from an ore containing per 
cent. :—Ferric oxide, 507 ; lime, 3:8; phosphoric acid, 1°51 ; alumina, 
10:0; silica, 160. When it is desired to produce a highly-finished 
sheet, a metal sheet of the desired surface is wrapped round the 
cathode, and held in position by means of grooves and wedges, In 
this way sheets of large dimensions can be made; by employing a 
mandrel, say, 8 ft. in diameter, a sheet 24 ft. x 5 or 7 ft. can be 
produced. When it is desired to produce tubes, iron man 
somewhat smaller than the internal diameter of the fin:shed tube, 
are coated with lead by.electro-deposition, or by having lead drawn 
over them, Thus prepared, the mandrels are rotated in a suitable 
apparatus; when the desired thickness of iron has been deposited 
the mandrel is heated to a temperature sufficient to melt out the 
lead, and thus admit of its easy withdrawal. | 

The electrolyte employed consist of a 20 per cent. solution of 
sulpho-cresylic acid saturated with iron. In some cases it is 
advantageous to add small quantities of carbon-disulphide, the tem - 


perature of the solution being about 70° C., and the current density 


about 100 amperes per sq. ft. The solution is kept charged with 
iron oxide, which is kept in suspension in the electrolyte by means 
of stirrers, by moving оре or both of the electrodes, or by circulat- 
ing by means of a bucket pump. The specific gravity of the elec 
trolyte having the iron oxide in suspension is about 1:32. 

Excellent results have also been obtained by depositing the iron 
іп а closed cell with a vacuum of a few inches, and also with a 
chloride solution and porous cells, bleaching powder being pro- 
duced as a by-product; or the chlorine utilised to form fresh iron 
chloride. 

The following are two typical analyses of electrolytic iron 
produced under the conditions described in this paper :— 


р II. 
. Per со, Per cent. 

Carbon T : 0:060 under 0'05 
Silicon 0:011 0048 
Sulphur ... 0:916 0:045 
Phosphorus iss de .. 0041 004 
Manganese Рр т ... traces traces 
Arsenic ... ah 9 к .. 0°004 0'01 


Amongst otber applications the process can be applied to the 


| production of bi-metallic tubing and plates; that is to вау, to tubes or 


sheets coated on the one side with copper or other metals or alloys. 

The process cau also be applied to tbe direct production of large 
sheets or strips representing the cutting surface of a file, and cat 
up into portions of the desired shapes, and secured to suitable 
backing, to form separate files. The prints are produced by making 
a continuous impression or a number of impressions from a suitable 
die, revolving roller, or reciprocating tool in а lead alloy. The 
matrix thus prepared is mounted on а revolving drum, and steel 


. deposited by the process which has already been described. 


Electrolytic steel, with considerable variation in the percentage 
of carbon, can also be produced. Houllevigue observed that when 
iron is deposited from iron containing uncombined carbon, the 
product at the cathode was free from carbon; but when deporited 
trom iron containing combined carbon, the cathode product also 
contained carbon. The author's observations confirm this state 
ment. The amount of silicon in the iron can also be considerably 
varied. — An important feature of the electrolytic process will, no 
doubt, be the introduction of some new ferrous alloys, which 
cannot be made by fusion. Alloys of iron and nickel bave already 
been produced electrolytically. 

Electrolytic iron sheets can be obtained with a highly finished 
surface, cau be readily welded, coated with tin and sinc by dipping 
in а molten bath of these metals, coated with zinc by the Sherardis- 
106 process, or electro-galvanised, as will be seen from the samples 
exbibited. 

The structure of electrolytic iron varies considerably, and in 
some cases it is found to be amorphous; whilst in other instances 
it possesses a structure somewhat similar to that of wrought-iron. 

The structure is very minute as compared with wrought-iron, 
the crystal grains being elongated at right angles to the surface of 
the steel, and there is not the same tendency to form a definite 
crystalline structure as in the case of electrolytio copper, which 
always crystallises at right angler to the cathode surface. А weak 
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line of cleavage cannot be formed with the eame precision as with 
copper. 

The properties of electrolytic iron appear to depend largely on 
the amount of bydrogen present, and therefore on the annealing, 
which reduces or eliminates the occluded hydrogen. 

Samples tested bave given a hysteresis loss of under 03 of a 
watt per pound. The iron when charged with hydrogen is magnetio ; 
and when magnetised, becomes a very powerful magnet as compared 
with ordinary steel. | " 

Electrolytic iron always contains hydrogen in varying quantities, 
according to the conditions under which it is deposited, and 
the more hydrogen it contains the gréater is its hardness. 
The hardest varieties will scratch glass. Longheber has found 
electrolytic iron to contain 0'2 to 0'001 per cent. of hydrogen. 
Although these figures appear small when expressed as weight 
percentege, they represent volumes of hydrogen to iron of between 
12 and 110. When high current densities were employed, deposits 
were obtained containing 110 times their own volume of the gas. 
Other investigators have obtained even larger percentages of 
hydrogen. | 

There are two distinct varieties of electrolytic iron, with varying 
percentages of hydrogen; the softer kind of iron is silver-grey in 
colour, whilst the other variety is very hard and brittle, breaking 
as readily as glass, and containing a higher percentage of hydrogen. 
The bardness varies between these two extremes, A surface can be 
obtained on the latter of a silvery whiteness, and with a mirror 
finish witbout polishing. Either quality can be produced at will 
by increasing or decreasing the electromotive force at the terminals 
of the cell. | 
. Iron highly charged with hydrogen is very inert, and not readily 

attacked by acids. The softer quality is also comparatively inert. 
Equal surfaces of wrought-iron and electrolytic iron were immersed 
in pure hydrochloric acid, 2° Twaddell, for eighteen hours. The 
electrolytic iron lost 2°48 per cent. of its weight, and the wrought- 
iron 19:13 per cent. The temperature required for annealing 
electrolytic iron is slightly in excess of that required for ordinary 
rolled sheets. Electrolytic iron, when heated in a closed annealing- 
box, gives off large quantities of hydrogen; and if a pipe is fitted 
to the annealing-box the hydrogen flame can be kept burning 
during the whole process of annealing, and for a considerable time 
after the heat has been removed from the annealing-box. This 
phenomenon has been turned to account for removing scale from 
ordinary rolled sheets by placing some sheets of electrolytic iron 
in an ordinary annealing-box with plates to be scaled. Electrolytic 
iron gives up considerable quantities of its hydrogen under 100° C. 
without losing its brittleness, and also when boiled in water or oil. 

Conclusion.—The electrolytic production of iron and steel has 
now emerged from the laboratory or academic stage to a practical 
conception, enabling iron and steel to be produced in a highly 
finished form from iron ore or scrap iron, in a condition which 
realises the highest market value, by a process which reduces 
labour to a minimum, and under conditions which can be com- 
pared to the working of a central electric light station for cleanli- 
ness and health. | | 
_ The estimated cost of plant for producing 5,000 tons of electrolytic 
iron in the form of tubes, sheets, and wire per annum, including 
iron under treatment, say, 1,000 tons, is E108, 295; and the esti- 
mated cost per ton is £5 58. 3d., or per pound, 0:564. 

Power can be obtained in Sweden at уу of a penny per KW., 
and would reduce the cost to £1 for the electrical energy per ton. 


GAS PRODUCER PRACTICE. 


Іх а paper on “ Gas Producer Practice,” by Messrs. W. A. Bone and 
В. V. Wheeler, at the meeting of the Iron and Steel Institute, 
reference is first made to a previous paper, in which it was pointed 
out that the admixture of more steam with the air blast of a pro- 
ducer than corresponded to a saturation temperature of 60° to 65°C. 
was not conducive either to higher thermal efficiency or to the pro- 
duction of а gas specially suited for furnace work. They now show 
how, with even less steam. rapid gasification and high thermal 
efficiency can be maintained over long periods, the gas being rich 
1n carbonic oxide. 

One of two producers working with mixed steam and sir blast 
pre-heated to 250° C. was shut down, and the other one carried 
the load, though blown with a steam eaturation temperature 
of only 60* C. This led to further experiment. From 7 ft. 
the fuel bed was reduced to only 34 ft. above the bars, a depth 
sufficient to decompose nearly all the steam introduced in the blast 
with a saturation temperature not above 60* C., and the CO, pro- 
duced was under 5 per cent. 

The load on the producer was doubled to show how high a rate of 
Rasification could be attained. The producer was 10 ft. in internal 
diameter, and its rated fuel consumption 16 cwt. per hour. This 
was raised to 23:6 cwt. during day shifts, or 47 per cent. overload. 
At night the fuel was 14 cwt. per hour, or 85 per cent. of full load 
rating. The gas was just as gcod by day as by night, though the 
output was so much greater. The coal was Lancashire (Collins 
Green) washed nuts, and the gas per ton was 135,000 cb. ft. at 0" 
and 760 mm, with nearly 46 per cent. combustible; the efficiency 
of the producer was 0:725. 

А When the steam saturation: temperature was lowered to 55°C., 
ne percentage of CO, in the gas was lowered by 0°7 and the carbon 
Monoxide was increased by 0°8 per cent, with no appreciable 


change in the hydrogen. All the steam was decomposed. Again 
towering the saturation temperature to 50° C. reduced the СО; to 
2°5 per cent., and the hydrogen from 15°45 to 12:35 per cent., aud 
increased the carbon monoxide from 28'1 to 30°6 per cent. The 
gas was thus, as it is described, ideal for power and furnace work. 

At 45° C., on a 60 hours’ trial, the gas quality was maintained, 
but it appeared that the lower limit was passed below which the 
steam in the blast could be reduced. The authors express their 
conviction of the greater furnace efficiency of OO as compared with 
hydrogen, and they adhere to the opinion previously expressed that 
a high percentage of CO is desirable for steel melting or reheating 
furnaces. In these columns we have always contended for power 
gas rich in CO, and the authors lean this way, too. Of the carbon 
in the coal, 92:2 per cent. was converted into permanent gas, and 
6:5 per cent. appeared as tar, the rest—1'2 per cent.—being lost as 
coke or soot. 

The general conclusion to be drawn is that a moderate amount 
of steam willgive better results than that excess of steam that 
some engineers eo much favour. Evidently one may pay too 
much for bydrogen ina gas. Only when the products of combustion 
are reduced to 0° C. can the full calorific value of hydrogen be 
obtained, and an equality claimed with carbonio oxide ; since every 
heat engine rejects its working fluid above the temperature of 
100° C., the available calorific power of hydrogen is only five-sixths 
of its nominal power, and carbonic oxide is actually much more 
powerful per cubic foot. 

The authors of this very valuable paper call for more syste- 
matic and scientific study of producer gas than has hitherto been 
given to it. 
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INTERNATIONAL CONFERENCE 
ON ELECTRICAL UNITS AND STANDARDS, 
1908. 


Tus Technical Committee resumed its sittings on Monday and 
Tuesday last week, and considered the steps to be taken to secure 
uniformity of the standards in the future, whether by establishing 
a single International Laboratory, or by making use of the four 
existing laboratories. Prof. Arrhenius moved that the respective 
Governments be invited to take steps to establish an International 
Laboratory, and this was carried by 13 to 6. 

Resolutions defining the watt were adopted, and a series of reso- 
lutions relating to secondary or working standards were approved. 
The establishment of a Permanent International Commission for 
Electrical Standards was recommended, by 18 to 2, a committee of 
15 to be appointed, in the meantime, by the President, to advise as 
to the organisation of the Commission and to perform other neces- 
вату duties in connection with the work of the Conference, in 


co-operation with laboratories possessing the necessary equipment 


for precise electrical measurements. It was decided, by 15 to 3, 
that steps should be taken with a view to combining future elec- 
trical Conferences with the International Conference on Weights and 
Measures. The specifications were algo approved and sent forward 
to the Conference. | 


REPORT OF THE CONFERENCE. 


The report shows that delegates were present from 21 countries, 
and also from the following Britisn dependencies, namely, Australia, 
Canada, India and the Crown Colonies. 

The total number of delegates to the Conference was 43, and 
their names are set out in Schedule A. The Conference and ite 
Technical Committee each held five sittings, Ав a result of its 
deliberations, the Conference adopted the resolutions and specifica- 
tions set out in Schedule B, and requested the delegates to lay 
them before their respective Governments with a view to obtain- 
ing uniformity in the legislation with regard to electrical units and 
standards. 

The Conference recommends the use of the Weston normal 
cell as a convenient method of measuring both electromotive force 
and current when set up under the conditions specified in 
Bchedule C. 

In cases in which it is not desired to set up the standards provided 
in the resolutions of Schedule B, the Conference recommends the 
following as working methods for the realisation of the international 
ohm, the ampere and the volt :— 

1. Гот the International Ohm.—The use of copies, constructed 
of suitable material and of suitable form and verified from time to 
time, of the international ohm, its multiples and sub-multiples. 

2. For the International Ampere.—(a) The measurement of 
current by the aid of a current balance standardised by comparison 
with a silver voltameter; or 

(b) The use of a Weston normal cell whose electromotive force 
has been determined in terms of the international ohm and inter- 
P oona ampere, and of a resistance of known value in international 
ohms. 

3. For the International Volt.—(a) A comparison with the differ- 
ence of electrical potential between the ends of a coil of resistance 
of known value in international ohms, when carrying а current of 
known value in international amperes; or 

(b) The use of a Weston normal cell whose electromotive force haa 
been determined in terms of the international ohm and the inter- 
national ampere. 

The duty of specifying more particularly the conditions under 
which these methods are to be applied has been assigned to the 
Permanent Commission, and, pending its appointment, to tha 
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Scientific Committee, to be nominated by the President (see 
Schedule D), who will issue a series of notes as appendix to this 
report. | 

The Conference has considered the methods that should be recom- 
mended to the Governments for securing uniform administration in 
relation to electrical units and standards, and expresses the opinion 
that the best method of securing uniformity for the future would be 
by the establishment of an international electrical laboratory with 
the duties of keeping and maintaining international electrical 
standards, This laboratory to be equipped entirely independently 


of any national laboratory. 


The Conference further recommends that action be taken in 
accordance with the acheme set out in Schedule D. 


SCHEDULE A.—List oF COUNTRIES AND DELRGATES. 


America (United States).—Dr. S. W. Stratton; Dr. Henry S. 
Carhart: Dr. E. B. Rosa. | . 

Austria.—Dr. Viktor Edler von Lang; Dr. Ludwig Kusmineky. 

Belgium.—Prof. Eric Gérard; M. Clement. 

Brazil.—Mr T.. Weiss. 

Chile.—Don Victor Eastman. 

Colombia.—Don Jorge Hoa. | 

Denmark and Sweden.—Prof. S. A. Arrhenius, 

Ecuador.—8Sr. Don Celso Nevares. | 

France.—Prof. Lippmann; М. R. Benoit; М. de Nerville. 

Germanv.—Prof. Warburg; Prof. Jaeger; Prof. Lindeck. 

Great Britain. The Right Hon. Lord Rayleigh (President); 
Prof. J. J. Thomson; Sir John Gavey; Dr. R. T. Glaze- 
brook ; Major W. A. J. O'Meara ; Mr. A. P. Trotter. 

CGuatemala.—Dr. Francisco de Arce. | 

Hungary.—Joseph Vater; Dr. Desirè Harsanyi. 

Italy.—Prof. Antonio Roiti. ' 

Japan.—Dr. Osuke Asano; Mr. Bhigeru Kondo. 

Mexico.—Don Alfonso Castelló ; Don José Maria Perez. 

5 H. are " 

Paraguay.—M. Maximo Croskey. 

Rows. Dr. N. Egoroff, Col. L. Swentorzetzkv. 

Spain. Don José Maria Madariaga; Don A. Montenegro. 

Switzerland. Dr. Fr. Weber; Dr. Pierre Chappuis; Dr. J. 
Landry. 

Barrisu COLONIES. 


Australia.—Mr. Cecil W. Darley ; Prof. Threlfall. 
Canada —Mr. Ormond Higman. 

Crown Colonies.—Major P. Cardew. 

Jndis.—Mr. M. G. Simpson. 


Secreteries.—Mr. M. J. Collins; Mr. W. Duddell; Mr. C. W. 8. 


Crawley; Mr. F. E. Smith. 


ScHEDULE B.— RESOLUTIONS. 


I. The Conference agrees that as heretofore the magnitudes of 
the fundamental electric units shall be determined on the electro- 
magnetic system of measurement with reference to the centimetre 
as the unit of length, the gramme as the unit of mass and the 
second as the unit of time. | | 

These fundamental units are (1) the ohm, the unit of electric 
resistance which has the value of 1,000,000,000 in terms of the 
centimetre and second ; (2) the ampere, the unit of electric current 
which has the value of one-tenth (0'1) in terms of the centimetre, 
gramme and second ; (3) the volt, the unit of electromotive force 
which has the value 100,000,000 in terms of the centimetre, the 
gramme and the second , (4) the watt, the unit of power which has 
the value of 10,000,000 in terms of the centimetre, the gramme and 
э. system of unite representing the above and sufficiently 
neat to them to be adopted for the purpose of electrical measure- 
ments and as a basis for legislation, the Conference recommends 
the adoption of the international ohm, the international ampere 
and the international volt defined according to the following 
definitions. | | 

III. The ohm is the first primary unit. | 

IV. The international ohm is defined as the resistance of a 
specified column of mercury. | | 

V. The international ohm is the resistance offered to an unvarying 
electric current by a column of mercury at the temperature of 
melting ice, 14:4521 grammes in mass, of a constant cross-sectional 
area and of a length of 106 300 centimetres. | 

To determine the resistance of a column of mercury in terms of 


the international ohm, the procedure to be followed shall be that 


set out in Specification I attached to these resolutions. 

VI. The ampere is the second primary unit. 

VII. The international ampere is the unvarying electric current 
which, when passed through a solution of nitrate of silver in water, 
in accordance with the Specification II attached to these 
resolutions, deposits silver at the rate of 0:00111800 of a gramme 
per second. | . : : 

VIII. The international volt is the electrical pressure which, 
when steadily applied to a conductor whose resistance is one inter- 
national ohm, will produce a current of one international ampcre. 

IX. The international watt is the energy expended per second 
py an unvarying electric current of one international ampere 
under an electric pressure of one international volt. 


SPECIFICATION I. 


SPECIFICATION RELATING TO MERCURY BTANDARDS OF 
RESISTANCE, 


The glass tubes used for mercury standards of resistance must be 


made of а glass such that the dimensions may remain as constant 


as possible. The tubes must be well annealed and straight. The 


boré must be as nearly as possible uniform and circular, and the 


area of cross-section of the bore must be approximately one square 
millimetre. The mercury must have a resistance of approximately 
one obm. 

Each of the tubes must be accurately calibrated. The correction 
to be applied to allow for the area of the cross-section of the bore 
not being exactly the same at all parts of the tube must not exceed 
5 parts in 10,000. 

The mercury filling the tube must be considered as bounded by 
plane surfaces placed in contact with the ends of the tube. 

The length of the axis of the tube, the mass of mercury the tube 

contains, and the electrical resistance of the mercury are to be 
determined at a temperature as nesr to 0° C. as possible. The 
measurements are to be corrected to 0° C. 
. For the purpose of the electrical measurements, end vessels 
carrying connections for the current and potential terminals are to 
be fitted on to the tube. These end vessels are to be spherical in 
shape (of a diameter of approximately 4 centimetres), and should 
have cylindrical pieces attached to make connections with the 
tubes. The outside edge of each end of the tube is to be coin- 
cident with the inner surface of the corresponding spherical end 
vessel. The leads which make contact with the mercury are to be 
of thin platinum wire fused into glass. The point of entry of the 
current lead and the end of the tube are to be at opposite ends of 
a diameter of the bulb; the potential lead is to be midway 
between these two points. All the leads must be so thin that no 
error in the resistance is introduced through conduction of heat to 
the mercury. The filling of the tube with mercury for the purpose 
of the resistance measurements must be carried out under the same 
conditions as the filling for the determination of the mass. 

The resistance which has to be added to the resistance of the 
tube to allow for the effect of the end vessels is to be calculated by 
the formula— 

0'80 71 1 
1,063 A 71 m 7 ohm, 
where ri and r, are the radii in millimetres of the end sections of 
the bore of the tube. 

The mean of the calculated resistances of at least five tubes shall 
be taken to determine the value of the unit of resistance. 

For the purpose of the comparison of resistances with a mercary 


tube the measurements shall be made with at least three separate 
fillings of the tube. 


| SPECIFICATION II. 
SPECIFICATION RELATING TO THE DEPOSITION or BILVER. 
The electrolyte shall consist of a solution of from 15 to 20 parts 


by weight of silver nitrate in 100 parts of distilled water. The 


solution must only be used once, and only for so long that not more 
than 30 per cent. of the silver in the solution is deposited, 

The anode shall be of silver, and the cathode of platinum. The 
current density at the anode sball not exceed } ampere per square 
centimetre and at the cathode „1; ampere per square centimetre. 

Not less than 100 cubic centimetres of electrolyte shall be used 
in a voltameter. 

Care must be taken that no particles which may become 
mechanically detached from the anode shall reach the cathode. 


Before weighing, any traces of solution adhering to the cathode 
must be removed, and the cathode dried. 


t 


ScHEDULE C.- WESTOR NORMAL CELL. 


»The Weston normal cell may be conveniently employed м 4 
standard of electric pressure for the measurement both of I. P. 
and of current, and when set up in accordance with the following 
specification, may be taken, provisionally,“ as having, at a tempera- 
ture of 20? C., an E. M. F. of 1:0184 volts. 


SPECIFICATON RELATING TO THE Weston NORMAL CELL. 


The Weston normal cell is a voltaic cell which bas a saturated 
aqueous solution of cadmium sulphate (CASO, 8/3 Н,0) as its 
electrolyte. 

The electrolyte must be neutral to Congo red. 

The positive electrode is mercury. ; 

The negative electrode of -the cell'is cadmium amalgam consist- 
ing of 12:5 parts by weight of cadmium in 100 parts of amalgam. 

The depolariser, which is placed in contact with the positive 
electrode, is a paste made by mixing mercurous sulphate with 
powdered crystals of cadmium sulphate and a saturated aqueous 
solution of cadmium sulphate. 

The different methods of preparing the mercurous sulphate paste 
are described in the notes.t One of the methods there specified 
must be carried out. 

For setting up the cell, the H form is the most suitable. The 
leads passing through the glass to the electrodes must be of 
platinum wire, which must not be allowed to come into contact 
with the electrolyte. The amalgam is placed in one limb, the 
mercury in the other. ; 

The depolariser is placed above the mercury and a layer of cadmium 
sulphate crystals is introduced into each limb. The entire cell is 


filled with a saturated solution of cadmium sulphate and then 
hermetically sealed. 


— 8 ^ 


* See duties of the Scientific Committee, Schedule D. 
+ Notes on methods pursued at various atandardising laboratories 


will be issued by the Scientific Committee or the Permanent Com- 
mission, as an Appendix to this Report. 
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The following formula is recommended for the k. u. F. of the cell 
in terms of the temperature between the limits 6° C. and 40° C. 
z: = Ey — 00000406 (t — 20°) — 0:00000095 (t — 20°)? 
+ 000000001 ( — 90)* 


ScHEDULE D. 


1. The Conference recommends that the various Governments 
interested establish a permanent International Commission for 
Electrical Standards. 

2. Pending the appointment of the Permanent International 
Commission,{ the Conference recommends (*) that the President, 
Lord Rayleigh, nominate for appointment by the Conference a 
scientific Committee of 15 to advise as to the organisation of the 
Permanent Commission, to formulate a plan for and to direct such 
-work as may be necessary in connection with the maintenance of 
standards, fixing of values (1), intercomparison of standards and to 
complete the work of the Conference (1). Vacancies on the Com- 
mittee to be filled by co-optation. 

3. That laboratories equipped with facilities for precise electrical 
measurements and investigations should be asked to co-operate with 
this Committee and to carry out, if possible, such work as it may 
desire. 

4. The Committee should take the proper steps forthwith for 
establishing the Permanent Commission, and are empowered to 
arrange for the meeting of the next Conference on Electrical Units 
and Standards, and the time and place of such meeting should this 
action appear to them to be desirable. 

5. The Committee or the Permanent International Commission 
shall consider the question of enlarging the funct ons of the Inter- 
national Conference on Weights and Measures, with a view to 
determining if it is possible or desirable to combine future 
Conferences on Electrical Units and Standards with the Inter- 
national Conference on Weights and Measures, in place of holding 
in the future Conferences on Electrical Units and Standards. At 
the same time it is the opinion of the Conference that the Per- 
manent Commission should be retained as a distinct body, which 
should meet at different places in succession. 


PARLIAMENTARY. 


London and District Electricity Sapply Bill. 


A BaLEOT Committee of the House of Commons sat on Monday to 
consider the above Bill which has already been considered by a 
Oommittee of the House of Lords, and which has passed second 
reading. Mr. Luke White presided. 

Mn. J. D. FiTzaERALD, K. C., in opening the case for the promoters, 
taid the Bill was commonly known as a Power Bill for the supply 
of electricity throughout the London area—an area which included 
not only London but large surrounding districts in Essex, Middle- 
sex, Kent and Surrey. Similar power Bills had been passed during 
the past eight or nine years for nearly all the large industrial 
districts throughout the United Kingdom. The Bill proposed to incor- 
porate a company, and to authorise that company to establish a large 
generating station at Barking in Essex on the banks of the Thames, 
and from that generating station to supply electricity in bulk and also 
to power-users under the limitations contained in the Bill. The 
supply was first to authorised undertakers in bulk. The question of 
the supply to London in this manner had been before Parliament 
for the last four sesaions ; it had been thoroughly discussed by Com- 


mittees and by the Special Committee of 1906, to that every matter: 


that could arise had been thoroughly discussed, and in coming to a 
decision now there was no fear that any consideration which ought 
to be taken into account had not already been considered. Of the 
urgency and importance of the question there could be no doubt. 
Every independent person and tribunal, including all the Com- 
mittees of Parliament who had investigated the matter, had 
arrived at the conclusion that it was а matter of the 
greatest importance that London should be in a_ position 
to receive a cheap supply of electricity from some such 
scheme as the one now before Parliament. Having sketched 
the history of the electric lighting legislation in London, learned 
отч said that the present scheme was substantially the same ав 

t which was brought forward by the L. C. C. last session. The 
reason for incorporating outside districts in the proposed area of 
supply was that there were large districts outside the Metropolitan 
Tis suitable for tbe establishment of manufacturing enterprises, 

only the manufacturer could be secured a cheap supply of power. 
кс с от P ee Ab 


* 
в. 1.) ассогйапсе with the above, Lord Rayleigh has nominated 
да 0 owing Committee, which bas been approved by the Confer- 
"Prof qu ct ee Asano; M. R. Bencit; Dr. M. N. Egoroff ; 
Kuemi ric Gérard ; Dr. R. T. Glazebrook; Dr. H. Haga; Dr. L. 
Pr S. W. Prof. G. Lippmann; Prof. A. Rviti; Dr. E. B. Rosa; 
F Stratton; Mr. A. P. Trotter; Prof. E. Warburg; Prof. 
I. Weber, 
zi ла will include the reconsideration from time to time of the 
E "a the Weston normal cell. 
^ Pens this object the Committee are authorised to issue as an 
methods to the Report of the Conference Notes detailing the 
betes of чив have been adopted in the Standardising Labora- 
the interna Ө various countries to realise the international ohm and 
tional ampere, and to set up the Weston normal cell. 


. suggested economy would be effected. 


In the proposed area there were 66 generating atations—exclusive 
of those belonging to railway and tramway companies; there were 
29 different systems of generation, and 18 different systems of 
supply. Under such circumstances, a cheap supply on a large scale 
was impossible. His clients were convinced that the demand for 
electri-ity in the area would be enormous, if it could be 
supplied cheaply. As showing the economy which would 
result from the Bill being passed, Mr. Fitzgerald said 
that in the existing stations within the area the plant 
capacity was represented by an expenditure of £41 per xw., while 
in their station at Barking the plant capacity would be repre- 
sented by an expenditure of about £11 per xw.—less than one- 


third. The accident at the Lot's Road station, which caused the 


stoppage of the tube railways had caused a number of opponents 
of the scheme to rush into print for the purpose of pointing out 
how dangerous it would be for the well-being of London if a Bill 
of this kind was passed, because, they said, if there was a similar 
accident at Barking, the whole of London would be p'unged into 
darkness. The answer to that was that under the scheme which 
they proposed, a calamity of that kind could never happen. The 
Barking station was designed on the anit principle. It was made 
up of six units or sections, and each section was a generating 
station of its own, and if an accident were to happen in any 
one of the units, it would not affect the supply of the 
remaining five, and no inconvenience would arise in 
consequence. On the other hand, he might point out that if their 
scheme had been in existence, and if the proprietors of the Lot's 
Road station had taken the precaution, which ao doubt they would 
have taken, of having a proper connection ready to be laid on in 
case of accident to their station, the inconvenience which was felt 
by the stoppage of traffic would have been reduced to a minimum, 
as they would have been able to get a supply from Barking. 

Proceeding to discuss the details of the Bill, learned counsel 
said that it would be purely optional on the part of existing com- 
panies or local authorities whether they took & bulk supply from 
the promoters or not. He believed that if the B.ll was passed it 
would be found that a good many authorised distributors would 
come to his company, because it would be commercially profitable 
to them to do so. Then they looked for a very large demand 
from power-users in the area which would include most of the 
suburban railway lines, tramway companies and manufacturers. 
Proceeding to deal with the purchase clause, Mr. Fitzgerald said 
that up to the present no Power Bill had contained any such clause. 

The CHAIRMAN: I вее you have not altered the clause in pur- 
suance of the instructions of the House. 

Мв. FiTzGERALD: No, because the exact form of the alteration 
of the clause will have to be considered, but, of course, we are 
bound by the instractions of Parliament, and we must carry them 
out. | 

Мв. Влгкоов Browne: The sooner that alteration is made the 
better, We should like to see how those instructions are going to 
be carried out. 

Мв. FITZGERALD: І am told that when an instruction is given 
to a Committee by the House, the promoters don't alter the Bill— 


it is left to the Committee to carry out the instructions of the 


House. For that purpose, however, it is desirable that a form of 
words should be put before the Committee, and that shall be done. 
Continuing, learned counsel said that the idea of the promoters was 
that the question of the purchasing authority should be left open 
until the time for purchase arrived; but as Parliament had in- 
stracted that the L.C.C. was to be the authority, they would, of 
course, bow to that decision. Having explained the provisions 
with regard to purchase, Mr. Fitzgerald detailed the financial 
clauses of the Bill, and said he believed there was little doubt but 
that the money required to launch the scheme would be forth- 
coming. . 

At the conclusion of Mr. Fitzgerald’s speech, engineering evidence 
in support of the scheme was proceeded witb. 


At the resumption of the Committee on Tuesday, Mr H. F. 
Parshall, who with Mr. Robert Hammond is acting as a joint con- 
sulting engineer to the promoters, was called and examined by Mr. 
Talbot. He said that he thought the station proposed to be 
erected was sufficient for the purposes.. To attempt to combine 
the whole of the existing stations would cost something like 50 per 
cent. more than what their scheme was estimated to cost. He did 
not think that any scheme for linking up existing companies would 
solve the problem of the electric supply of London; he, however 
considered that their scheme would. They would have turbines 
installed, and that would give them uniformity. Another ad- 
vantage would be that by generating on such a large scale as was 
ре : The average load factor of 
existing stations was 13 per cent. in tlie cage of small stations, but 
taking bulk supply stations the load factor was 50 per cent. | In 
their Bill they took the diversity factor of 1:66 per cent., which 
they considered was a reasonable one. In Chicago it WAS ав high 
as 4 per cent., but allowing for loss in transmission, the average 
diversity factor was 28 per cent. The total cost of generation at 
present throughout the area was £1,388,000, but they estimated that 
they could supply the same quantity of energy for &7415,000—а 
saving of £640,000. They estimated that there were at present 
278,000 н.р. not supplied in the area covered by the Bill. The 
278,000 H.P. equalled 208,000 xw. During the last seven 
years the rate of progress of the authorised distributors was 
1,300 Kw. Taking that as the basis, it would be reasonable to sup- 
pose that in the next 10 years there would be 120,000 xw, to be 
supplied. They estimated that in addition to that 90,000 K w. would 
represent the demands of the railway companies. Taking those 
figures, and making aa allowance for power and other purposes, 
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they estimated that in 10 years’ time the demand would be for 
460,000 xw. They would install in the station at first, plant equal 
to 120,000 xw., which would be capable of producing 180,000 kw.— 
that was on a diversity factor of 1:66 percent. The pressure at the 
station would be 15,000 volts. The site was practically the same 
as that in the L.C.C. Bill, and would allow of the station being 
extended if necessary. <As regarded the distribution system, there 
would be five main arteries connected up with 14 main districts. 
They had divided the whole system up so that if one part should 
fail it would not interfere with other parts of the area. The 
scheme, во far as the distribution system was concerned, was the 
same as prepared for the L.C.C. To allow for the loss in trans- 
mission so as to sell 492 xw., they would have to generate 560 xw. 
The total capital expenditure of the local authorities at March 
31st, 1907, was £8,197,910—on generation £3,133,818, and dis- 
tribution 45,064,092. The companies had spent, all told, 
£13,353,238. 

Cross-examined by MR. Влгғоов BRowmE, K. C., representing 
the North Metropolitan Electric Supply Co., Witness said that he 


could not see any objection why, if the promoters wanted to supply 


in the North Metropolitan area, they should not have the consent 
of thst company. He was speaking as an engineer. 

Мв. Brownz, K. C., proceeded to question Mr. Parshall at length 
as to whether he saw apy objection to the insertion of the Kitscn 
clause as put in the Administrative Bill. That clause provided 
that if the Board of Trade should say that the company should lay 
down mains in a certain district and they did not do so, they should 
clear out and leave the area to the existing company in the district. 
Witness said that personally he saw no objection to it. 

WITNESS was cross-examined at length by Mr. Porrocx, K. C., 
on behalf of the Middlesex Ceunty Council, as to whether the 30 
years allowed for the life of the cables was too great. Mr. Parshall 
said he thought that it was not. 

Мв. Всѕне, K.C., for the West End companies, cross-examined 
Witness, He admitted that the Kensington Co. was supplying 
power at a flat rate of 1d. per anit, and that was cheaper than 
what the promoters estimated. He knew that the area was an 
industrial one, and was already well supplied. He did not think 
that the alterations which had since been made in the Bill had 
affected the financial aspects. They had no assurances from 
companies that they would take a supply. The total range of 
their area was 451 square miles, and that was all dependent upon 
the one generating station at Barking. 

In answer to Sin RALPH LITTLEB, K. C., representing the City 
Corporation, WrrNESS said that he was aware that the city was 
already crowded with mains. He did not see why the City, how- 
ever, should have the powers of veto. He knew that there were two 
companies already supplying the City, and that the Corporation 
had the option of purchasing both or either of those companies. 

Mn. WEDDERBURN, K. C., for the Corporation of Croydon, cross- 
examined witness. He said he thought Croydon was a residential 
district. He could not say if they had anyone coming from 
Croydon to say that they would takethesupply. According to their 
tables, Croydon would save £439 by scrapping, by combination 
they would save £538. 

Мв. EssLRMON T, M. P., objected to counsel cross-examining 
witness on tables which had not been put їп, and Mr. Wedderburn 
thereupon dropped the point. 

Mr. Vesey Knox, K. C., representing Borough of Southwark, 
and the Urban Borough Councils of Chiswick, Beckenham, Hornsey 
and Finchley, asked witness whether it was not a fact that the cost 
of generation was decreasing. Witness said not so much in the 
small stations as in the larger stations, but there was an improvement. 
He admitted that they would not undertake business which was 
not profitable. He was not prepared to say whether they would 
supply inthe Finchley district ; he could not see why they should 
not. 

Mr. Vesey Knox pressed witness as to whether it was not a 
fact that the tables put in by the promoters in the other House were 
misleading, inasmuch as, although they gave a figure representing 
the average price to the authorised distributor, it was really more 
in the case of outlying districts. WiTNESS answered that he did 
not think they were intended to mislead, and he did not think 
they did. 

Mg. Vesey Knox, K. O.: Do you, generally speaking, approve 
of competition in distribution ?—He approved of the principle; 
it seemed to work well in the City. He knew of cases where there 
was a percentage of over 50 per cent. load factor for a general 
supply—for instance, the Yorkshire Co. The Yorkshire Power Co, 
bad power to compete with othere, but the local authorities had the 
absolute power of veto. 

Mr. COURTHORPE Munroe (forthe St. Pancras and Shoreditch 
Borough Councils): Do you think that your Bill safeguards the 
interests of the local authorities ? 

Witness: I should say, with the Kitson Clause, it does. 

By Мв. Мкүкв (Battersea Borough Council): They thought they 
had a fair chance of supplying tube railways. He could not say 
whether they would supply a tramway company. He could not 
nanie апу local authority who would take a supply, neither could he 
say if апу company would do во. 

(То be continued.) 


Germany.—The Rheinisch-Westfalisches Electricitiits- 
werke Gesellschaft, of Essen, reports a profit of £175,699 for the 
last financial year, an increase of 429,933. А dividend of 8 per 
cent. is being declared. 


LEGAL. 


WESTMINSTER ELxCrRIO Suppry Corporation, LtD., v. L. C. C. 


An Arbitration Court was commenced in the Surveyors’ Institute 
on Monday, before Mr. Symon, K.C., umpire, and Messrs. Young 
and Falconer, arbitrators in the case of the Westminster Electric 
Supply Corporation, Ltd., v. the LC. C. In opening the case for 
the Westminster Electric Corporation, Mr. Balfour Browne, K. C., 
said that what the tribunal had to determine were certain questions 
arising under Sec. 11 of the London County Council Act of 1900, 
and more particularly sub-Secs. 6, 7 and 8 of the Act. Tae order 
under which the Corporation proceeded to supply electricity was 
passed in the year 1889, and under that they acquired a very 
valuable site in Millbank Street, which abutts upon the river. The 
new site in Horseferry Road, which was given them by the L. C. C., 
was to be deemed equivalent in all respects to the Corporation's 
present premises. The relative positions of those two sites was a 
matter of some importance. The Millbank Street premises were 
close to the river, and the water for condensing purposes was 
obtained there. They got their coal by barges to the works, and 
the barges were allowed to lie there absolutely as stores, 
while ‘they were able to get away their ashes by water in 
the same way as they got the coal. These elements 
were, in the corporation’s view exceedingly important. The 
business of the corporation had largely increased. In 1897, some 
time after the order, they were supplying 57,454 8-с.р; lamps, and 
that gradually went up, until in 1907, ten years afterwards, they 
were supplying 224,942. They had some important contracts with 
the Houses of Parliament and Buckingham Palace, and he believed 
an autumn seesion of Parliament was of some importance to the 
Corporation, as they consumed a large quantity of electricity. The 
building that the Corporation erected was built with a view to 
enlargement, and to build stores on the top. What had to be 
considered about the new site, was that there was no possibility of 
getting coal to the works or getting the ashes away from the works 
except by means of carting, and therefore space had to be pro- 
vided at the new works for coal accommodation and for cartage. 
In 1899, after the corporation had enlarged their plant and pulled 
down ccrtain houses that they were in possession of, the L.C.C. 
gave notice of their intention to carry out the Westminster im- 
provement. The whole idea of Sec. 11 of the 1900 Bill was that 
firms were to be reinstated, and that there should be a continuous 
existence of the firm from the old to the new place. That meant 
that a site of equivalent value to the existing site and station, with 
similar capacity and similar capabilities of the existing station, had 
to be provided, or the L. C. C. would be required to pay a lump sum. 
The new site was not on the river, and in order to reinstate, 
the L.C.C. must give facilities or the Corporation mus 
have a site which would make up the loss of that ad- 
vantage. The L.C.C. would require to provide buildings where 
carts could stand and unload coal, otherwise it would not be an 
equivalent site, and they would not be reinstated. Since the Ad 
of 1900 the Corporation had done as little permanent work at their 
premises as possible, in order not to take unnecessary money ont of 
the pockets of the County Council. Certain temporary works had to 
be done, and these put the Corporation to considerable expense. In 
1905 the Council offered them a site, but it did not satisfy his clients, 
and they went to arbitration. On the second day of the arbitration 
moditications were made in the site, and they came to an under- 
standing. On May 5th, 1906, Mr. Young sent the Corporation & 
plan showing a subway from the river into the works, and if it had 
been carried out it would have been all they desired with regard to 
water for condensing purposes. The subway offer was ultimately 
withdrawn on November 12th, 1907, and an offer was subsequently 
made by the L.C.C. to lay down two pipes of 18 in. diameter. Tue 
Corporation had at their existing premises four pipes of 16 in. 
drawing water from the river. They had considered the LC. C. 
offer, and the least they could accept for condensing purposes were 
four pipes of 20 in. each. His clients desired the pipes laid in à 
subway instead of in the streets as proposed. In answer to Mr. 
Symons, Mr. Brown said it would be beyond his province 
altogether to take anything but equal facilities or a lump 
sam for the loss of all facilities. He had not considered 
the idea of taking partial facilities, any difference being made up 
by a payment. The Corporation invited tenders for the 
erection of the generating station, the plans of which they bad sab- 
mitted to the L.C.C. who approved of them, and the work had now 
been put in hand. The Corporation put up a station that was, 10 
some senses, more than a re-instatement. The sum that they 
claimed from the L. O. C. for that station was £73,809 6s. 3d., based 
on a seven-tenths calculation. One important matter in connection 
with the new site was that they had met with very great difficulties 
with regard to foundations. Thcy had togo down 39 ft., as against 
22 {t.at Millbank. They had entered into a contract for steam plant 
equal to 2,536 Kw., and that cost £36,975. At Millbank the соп: 
densing plant was equal to 5,000 KW., a decrease of 2,464 KW., and 
they claimed compensation at the rate of £196 per xw.— 4,829. 
These two sums, therefore, amounted to £41,804. Other steam 
plant, not estimated for, had been put down at £53,839. For con- 
tingency charges and expenses of running the two concerns, £c, 
that had been estimated at £61,915. For motor-generating plant 
they would require a total eum of £23,130, which, together with 
the £61,915 for steam plant, made a total of £85,045. That was 
their claim forthe plant of the capacity of the generating station. 
The plant that they were going to put into their station was Dew 
plant, and it would occupy less space than their existing plant 
would do. The total cost of the alterations of mains had been ptt 
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down at £34,015, this bringing up the total cost to £212,869. "The 
cartage of coal, as compared with the coal brougbt by barge, would 
involve a total loss to the corporation of 28. 64d. per ton. Taking 
the average increase to be 380,000 units per annum, the coal 
required for steam plant was 11,988 tons on the average, and that 
at 26. 61d. extra, came to £14,073 per annum. 

Ма. C. S. Peaca, architect, in answer to the Hon. A. LvyTTLETON, 
said that the Corporation's building work had been designed by 
him in copjanction with Sir Alex. Kennedy. He stated that the 
total cost ot Millbank works up to tbe passing of the 1900 Act, was 
£60,821 18:. 8d., which included rent and taxes. From the first 
the development and extension of the works were contemplated, 
and the building was accordingly made amply strong enough to 
be able to extend it upwards or sideways. Representations had 
been made from time to time to time by the Council, not to make 
additions to the premises, if they could avoid it. So far as they 
could they met the wishes of the Council, and all the work had 
bsen of a temporary character. Between 1889 and 1908, temporary 


alterations had cost £18,000. Mr. Peach afterwards compared ће 


existing buildings with the accommodation at Horseferry. The 
tender for the erection of the new building amounted to 


£89,305. 


Мв. C. 8. PzacH, architect, was further examined on Tuesday 
by Mr. LxTTLETON, on the plans of the old and new buildings. 
Witness stated that the cost of temporary works at Millbank 
amounted to £16,000, and he was satisfied that the Corporation 
could have carried out permanent improvements on the top part of 
their buildings at a cost of £10,000. As both the corporation and 
the L.C.C. had received equal advantages through these improve- 
ments, he put the claim down at £3,000. He did not know of any 
reason why the subway proposed by the Council, and ultimately 
withdrawn, should not have been carried out. He thought, how- 
ever, that the work wonld not be very easily done. 

Sm Epwarp CLARE, for the L. C. C., closely cross-examined MR. 
Prack upon the sums he estimated for proposed work, and how he 
brought out his calculations. Witness stated that he based his 
calculations of the new building on the capacity of the old one, 
and not on the capacity of the output of electrical units. He never 
took into consideration the question of output. His reading of the 
Act was that the new building had to provide equal facilities to the 
old one. The building had no output, it only had capacity. Ву 
having a new building and new machinery, which would take up less 
space, he thought that the corporation ought to have the advan- 
tages which accrued in space. In answer to Mr. Symons, witness 
said that if the Corporation did not get water, but got compensation 
instead, they would not require condensing plant and would intro- 
duce other machinery. The building was designed for condensing 
plant, and if that machinery was not introduced, there would 
ЖМ be a difference in the cost and in the shape of the new 

uilding. 

Sir ALEX. KENNEDY, in giving his reasons why he rejected’ the 
offer of the L. C. C. of two 21-in. pipes, said that the new station was 
& very considerable distance from the river, and as the water had 
to be drawn from the river by suction, he therefore required a much 
larger area of pipe for suction than he did for discharge. Another 
reason was, he was to employ plant which would use more condensing 


water per pound of steam. He thought he would require about 


540,000 gallons of water per hour. А 
Вів ALEX. CLARK asked witness if three 24-in. pipes would suit 


his purpose, and SIR ALEX. KENNEDY replied that he thought they 


probably would. l 

It was afterwards agreed that Sir Alex. Kennedy and the engineer 
У the L. C. C. should meet and discuss the question of the number 
of pipes. 

The Court adjourned until about the middle of November. 


THE MANCHESTER EXHIBITION: WHAT 
IT IS DOING. 


[Views or ExHIBITORS.] 


AT the time of writing there are still several days’ further 
run before the Exhibition closes its doors. While the event 
has been in progress, with the spirits and energy of the 
exhibitor unrestrained, with hands and tongue busily 
engaged explaining the construction and advantages of his 
apparatus or plant, and taking note of inquiries and orders, 
With the visits of electrical engineers and employés from 
practically all departments of supply and industry, and the 
ever and again meeting of old friends, it was easy to feel 
that things were going along swimmingly, and that there 
was no doubt about the ultimate issue. Therefore it is not 
Jet possible to form a definite opinion concerning the exact 
amount of benefit that has come, or will come, directly or 
Indirectly ag a result of the Exhibition, though with Satur- 
day, the closing day, so near, no doubt exhibitors are 
beginning to do what they can to weigh up the advantages, 
and algo the disadvantages, if any of the latter there be. 


After hearing, as we have become accustomed so 
frequently of late, a tale of woe concerning the unhappy 
position of the electrical industry in this country, it 
is quite refreshing to pass down the Rusholme gang- 
ways, and hear from one exhibitor and another a most 
hopeful statement concerning their experience, so fur as 
things have gone, during the month of October. It may 
be that here and there one comes across an exhibitor 
who admits more or less reluctantly that he has had 
inquiries but no orders, or perhaps another who has secured 
orders but not for the lines he most desired to sell, but 
mostly, we believe, the result has been good orders and 
numerous inquiries too, from the right class of people, and 
for the classes of manufactures that in advance they had 
believed to be the most suitable things to push in Manchester 
and Lancashire. 

It is, however, not our intention to exhaustively sum up 
the effects of the show in this week’s issue—that will follow 
next week. We content ourselves here with quoting a few . 
of the opinions that have been received from exhibitors in 
response to a series of questions which we put to them on 
the subject. These questions were as follows :— 

1. Has the Exhibition been as great a success as you 
anticipated ? 

2. In what way has it been successful in your own case? 

3. What classes of inquiries and orders have you been 
receiving ? . | 

4. Do you think that the good effect upon the electrical 
trade will continue after the Exhibition has closed ? 

A firm of High-speed Sleam Engine Makers considera that 
the Exhibition has been a decided success. It enabled them 
to show their latest productions to a very large number of 
important electrical and other engineers who have visited the 
Exhibition. A great many inquiries for steam engines were 
received as a result of their exhibit. 

A firm of Boiler and Sleam Plant suppliers answer the first 
question, * Yes." They have been brought into personal 
contact with a large number of persons interested in power - 
driving, and have received inquiries and orders for steam 
boilers, engines and superheaters. The fourth question they 
answer in the affirmative. 

Lamp Makers" are more than gratified at the success 
of the Exhibition, that success having been even greater 
than had been anticipated. This success has come because 
their specialities have been brought before hundreds of the 
best and largest buyers in the country to whom it would 
otherwise have been difficult to show various items indivi- 
dually, especially the running of new metal lamps and carbon 
lamp specialities. Received large inquiries, some good 
orders, and numerous small sample orders. The advantages 
of electric light over gas, owing to the introduction of the 
new lamps, were brought before the notice of general 
users. The interest shown by the general public in the 
Exhibition has been phenomenal, and cannot but benefit 
the electrical trade in the future. 

* Accessories Suppliers " say that the Exhibition has been 
a great success, and with the experience gained thereat, 
the management and exhibitors alike should have no 
difficulty in making the next show a far greater success. 
The event has been useful as a general advertisement, bring- 
ing more inquiries and orders and new customers. Business 
was done in all their gear for the electrical and engineering 
trades. The effect upon the trade must continue to be 
good if individual exhibitors follow the Exhibition with a 
strenuous order-getting campaign. 

“Conduit Suppliers” are perfectly satisfied with the 
result, having had some hundreds of inquiries and many 
orders. The answer to (4) must depend on many things., 
but generally the good effect should continue. 

* (as Engines " have received a number of satisfactory 
inquiries and done “ just a little“ business. 

“Suppliers of Dynamos, Motors, Switchyear, Meters, 
Lamps, Фе." answer (1) “ Yes.” They have had a large 
number of original inquiries, have made direct sales to 
new customers, and have demonstrated their goods to 
possible customers. Visitors were receptive. Inquiries 
and orders were received for the whole range of the 
firm's goods, both exhibited and non-exhibited manu- 
factures. The educational value upon the minds of the large 
crowds coming into the Hall on free ticket must be effective 
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for some time to come. They believe that many held-up 
works will now be proceeded with and that they will bring 
others along. 

* Switchgear Manufacturers." In reply to (1), * Yes.” 
Have been able to introduce their goods to new consumers 
and possible buyera. Inquiries and orders for switchgear. 
Effect of exhibition must be good. 

* Machine Tools" say great, success, but might have been 
greater if trade generally had not been abnormally bad. 
The Exhibition has stirred up numerous good inquiries for, 
and a widespread interest and belief in, the permanence of 
high-speed planers. Home and foreign orders and inquiries 
for self-contained machines driven by motors. Future effect 
on electrical and machine tool trade must be good. 

Lamps and Balteries " answer Yes to (1). They have 


received orders and inquiries for fire-alarms, accumulators, 


lamps and lamp-holders, and think that lasting good effect 
will be experienced. 

* Ballery-Maker." Great success. Good as an advertise- 
ment. Orders and inquiries for lighting sets. Effect will 
be good. | 

“ Accumulator.” Inquiries for batteries for private 
installations. 

“ Heavy Apparatus Makers" вау that the results have 
far exceeded their expectations. As a large proportion of 
their apparatus is not portable, they have had an excellent 
opportunity of demonstrating it before likely purchasers. 
Inquiries and orders have been received from collieries, mille, 
and the trade generally. The after-effect of the Exhibition 
must be good. 

* Power Installation Contractors” say“ Yes" in reply 
to (1), the Exhibition having been useful in their case as an 
advertisement, promoting varied inquiries and orders, 
including many of the kind that they desire. The good 
effect upon the trade will continue. 

* Everything Electrical" say that they have experienced 
much greater success than they anticipated, having secured 
orders and good inquiries from new directions, including 
both the trade and the public. They consider that the 
Exhibition will stimulate the general trade. Great interest 
in metal-filament lamps has been aroused. 

* Engine-Makers "answer (1) in the affirmative. The 
event has been successful chiefly as an advertising medium 
for one of their leading specialities. Many bond fide 
inquiries bave been received, but во far as can be traced, no 
definite orders. The after-effect must be gocd. 

“ ('qutious Correspondents” say that if the success of the 
Exhibition can be gauged by the number of visitors who 
called at their etand, their expectations bave been fully 
realised, but they cannot express the success in the equivalent 
of £ в. d. They received inquiries from the electrical trade 
proper, but the orders were incommensurate with the 
inquiries. As to the after-effect upon the trade, “ this 
question is most difficult to answer. New accounts opencd 
may prove profitable in the future, but we do not anticipate 
any lasting effect upon the electrical trade generally, neither 
from this nor from any future exhibition.” 


— 


Wireless Cluster Fittings.— TRE BENJAMIN ELECTRIC, 
Lrp., whose works ave located at 14, Rosebery Avenue, London, 
E.C., have brought out a line of cluster fittings and lighting 
specialities of a wide range of types and sizes adapting them 
for any purpose. The distinguishing feature of these fittings 
is the wireless" principle which eliminates all separate wiring 
connections to the lampholders. The wireless cluster fitting 
consists primarily of a body shell with detachable back for sup- 
porting the cluster to a stem, or attached direct to surface. Complete 
lampbolders of a special design are permanently attached to 
the body shell. These holders are connected internally by con- 
necting conductor rings carrying binding screws for attaching leads 
from the "live" circuit. The artistic possibilities of the fittings 
when combined with suitable glassware, are taken advantage of 
in a type known as “ Holophane Arcs," consisting of cluster body 
with from three to six holders, supported from the ceiling by either 
brass stem or chain, and equipped with Holophane prismatic re- 
flectora and shades: opal reflectors and shades may be substituted if 
desir-d. We understand that Mr. Chas. F. Trippe, 36, Brook 
Btree', Holborn, London, E. C., is sole agent for the United King- 
dom for the Benjamin devices, and he has fitted up a show-room at 
his offices displaying a complete line of the various types of cluster 
fittings insta'led as in actual use. 


INSTITUTION OF ELECTRICAL ENGINEERS 
ANNUAL DINNER. 


On Thursday last week the annual dinner of the Institution of 
Electrical Engineers took place at the Hotel Cecil, Mr. W. M. 
Mordey, the president, in the chair. The oocasion was marked by 
the presence of many of the delegates to th: International 
Conference on Units and the International Eleectro'echnical 
Commission, and many other distinguished guests. 

After the loyal toasts, to which was added ''The Rulers of all 
other Countries represented by the Guests,” Mr. Haldane proposed 
" Science and Industries," a cosmopolitan toast. He classed Prof, 
J. J. Thomson with such great men as Weber and Gauss, ad 
pointed out the revo'u'ion in mathematical science which was in 
progress. Formerly the motion of a point in space was the standard 
for testing mathematical ability; now the conception of number 
had been found to be quite obscure, and it had become necessary to 
introduce irrationals to complete the domain of number. Progress 
was continuous; higher and more general conceptions were con- 
tinually sought, and they could not stand still. There was no real 
rivalry in the search for truth; all rejoiced when anyone threw new 
light проп a difficult problem. 

Prof. J. J. Thomson, in reply, referred to the loss to the world 
of Lord Kelvin; while others emitted bright lines, Lord Kelvin's 
was а continuous spectrum covering the who'e range of science and 
practice. Electrical science was advancing by leaps and bounds, 
and was destined to minicter to all their comforts and necessities. 
Pablic appreciation of science was due to its applications by 
engineers, though he would not think of justifying science by ім 
practical applications. Extraordinary facilities were now off-red 
by engineering to research work, contrasting with tbe difficullies 
under which it was formerly carried on; pure science, on the other 
hand, had conferred immense benefits on engineering. Referriag 
to the discovery of radium, which in its dissolution evolved en:rgy, 
Prof. Thomson speculated upon the possibility in the future of 
‘killing " ordinary matter and making it disgorge vast quantities of 
energy. 

Mr. George Frarklin also replied, on behalf of industries, and 
said that of all His Majesty's Ministers there was none who had 
done so much as Mr. Haldane for science, and for its application to 
industry; the modern Universities owed an everla:ting debt of 
gr titude to him for upholding their cause. The surest basis for the 
advancement of trade was the scientific basia. 

Lord Alverstone proposed The Institution of Electrical Engi- 
neers,” of which he was a member, and referred to the fact that it 
was the jubilee year of the Atlantic cable; he recalled a visit to 
Glass Elliott's works, when he was 15 years old, and saw the cable 
being coiled down into the Agamemnon, Не eulogised the pioneers 
of thote days—Sir Wm. Thomson, C. W. Siemens, Sir F. Abel, Bir 
Chas. Bright, Hopkinson, Scudamore, and others—and congrats- 
lated the Iustitution upon ite splendid progress; he had heard with 
the greatest satisfaction that it was about to establish itself on one 
of the best sites, and in one of the most commodious buildings in 
London. 

Tbe President replied, referring to his membership of 25 years, 
and said that the Institution was now the second great engineering 
institution in the world—second only to tbe Inetitu ion of Civil 
Engineers. He offered a most hearty welcome to the foreign dele- 
pates, in the name of the 6,048 members, and remarked that 
Latimer Clark and Sir Chas. Bright in 1861 read a remarkable 
paper on the necessity for formulating electrical standards to meet 
the requirements of practical telegraphista. Tue Atlantic cable 
was laid under inconceivable difficulties, on account of the lack of 
definite units. Acommittee of the British Association was tormed 
to deal with the question, including Sir Wm. Thomson, Sir Chas. 
Bright Latimer Clark, Sir Wm. Siemens, Carey Foster, Clerk 
Maxwell, Joule, Cromwell Varley and Fleeming Jenkin, five 
of whom subsequently became Presidents of the LEE, 


Which was founded in 1871. The committee reported sgain 


and again, and laid the foundation of the exieting system of unit 
Prof. Carey Foster was the only survivor, and had taken part in 
the deliberations of the past fortnight, continuing the work begun 
in 1861. The names adopted for the units stamped them as inter- 
national from the start. They should not regard with sadness tbe 
death of Lord Kelvin, but rather rejoice that this country had pro- 
duced bim, worthy to follow in the footsteps of Clerk Maxwell 
aud Faraday, and that throughout his longéife he bad enjoy ed the 
fullexercise of his great gifte. He was thrice president of е, 
Institution, ard they had founded in his memory & Kelvin 
lectureship ; Prof. S. P. Thompson, who delivered the first lectore, 
was engaged upon a biography of Lord Kelvin. 
Regarding the Atlantic Cable, he wanted to claim for Sir сап 
Bright the credit that was his due; Lord Kelvin had very fally 
acknowledged their debt to the skill and courage of Bright. si 
first cable was killed, by no fault of Kelvin or Bright, but ш ер. 
years, thanks to their laboure, success was attained. Lord Kelvin ds 
was done so well that no great advance had been made in telegrap 7 
since his day, until quite recently Brown, with knowledge d of 
in the dynamo room, had been able to increase the spee the 
signalling by 30 per cent. They owed a debt of gratitude ane 
Institution of Civil Engineers, none the lees for the fact that 0 
were about to enter their new home, where they hoped in ап 
extend hospitality to others. 00у 
Prof. S. P. Thompson proposed The Delegates,” and humor 
commented on the vast powers of an International Congre: 
had been defined in Deuteronomy as 3, while an American 
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bad passed a law that it should be 33. The Conference had decided 
that the ohm bad two values—16"° coa.s., and 106°300 cm. of 
mercury of given mass ; it had thereby settled by law the specific 
resistance of mercury, the density of water, and hence the mass of 
1 cb. em. of water—far-reaching and unexpected resulta ! 

Dr. E. Warburg replied, referring to the value of uniformity in 
saving time and money. An international community of interests 
wa8 one of the best means of establishing good relations between 
different countries, and they were indebted to their English hosts 
for their kindly hospitality, tending towards that end. 

M. P. Boucherot also replied, and Dr. 8. W. Stratton, who 
regarded as the most valuable result of the Conference the estab- 
lishment of a permanent electrical commission. 

Prof. Kapp proposed Our Guests,” referring to the many dis- 
tingaished visitors, and to the function of electrical engineering to 
ass:st without rivalry all other branches of engineering. 

Mr. R. A. Robinson, chairman of the L.C.C., replied, pointing to 
the deep interest of all, especially Londonere, in the progrees of 
electrical science. The L.O.C. had the largest municipal generating 
station in the world, and would use half a million units a day when 
it was completed. The Council, however, did not wish to enter 


into rivalry with private evterprise; let the engineers take the 


risk, and supply London at the lowest possible price. 

After the dinner, which was accompanied with a programme of 
music by the Imperial Orchestra, the company adjourned to anotber 
room for the usual chat, thougb the lateness of the hour curtailed 
the time available for this purpose. There were present nearly 400 
members and guests. 


BUSINESS NOTES. 


Catalogues,—Mxssns. А. ALLAN & Son, New York. 
—Two very attractively got-up pamphlets describing the Allan 1ed 
anti-friction metal and its practical applications 

Messrs. A. EMANUEL & Sons, Lrp., George Street, Manchester 
Square, W.— Fourth edition of their catalogue (18 pages) of fancy 
silk, glase, enamelled iron, and other shades for electric light. 

SimpLEx CowDviTs, Ltp., Garrison Laue, Birmingham.— New 
edition of their catalogue of Simplex electric heating appliances, 
including both luminous radiators, and heaters working on the strip 
principle; the radiators cover a wide range of prices, and mapy 
others besides those listed can be seen at the company’s London 
showrooms in Charing Cross Road. 

MESSRS. JogNsoN & PHiLLIPS, Lro., Charlton.— New price list 
dealing with a number of styles and types of porcelain insulatora, 
bolts and fittings. Also a list which deals with Paterson's bitumen 
damp-proof sheeting. Of Loth these lines cf manufacture the firm 
carry large stocks, | 

Mn. G. BaaULIE, Upper Thames Street, E.C.—Leaflet describing 
the type В.В. "Eclipse" p.c. watt-hour meter for two or three- 
wire circuits up to 30 amperes 600 volts. 

Messrs. Lupw. Loewe & Co, Lr», London, E.C.—New 
catalogue (24 pages), in which they illustrate and describe several 
new types of the D. W. F.“ patent ball bearings. 

Mxssns. бтЕмЕхз Bros. Dynamo Works, Lro., 6, Bath Street, 
City Road, E.C.—Small booklet containing illustrations and 
particulars of the various types of “Tantalum” lamps. А few 
Teproductions of photographs of illustrations showing premises 
lighted with these lamps are included. Copies of the bcoklet will 
be forwarded on application. 


New Zealand.—4Ausíralasian Hardware and Machinery, 
of September Ist, states that electrici] machinery to the value of 
£75,000 will be required to complete the Waipori power scheme. 


Liquidation. — COMMERCIAL ELECTRO - CHEMICAL 
ANaLysis Co., Lrp.—A meeting is to be held at 10, Pancras 
Lane, E.C. on November 30th, to hear an account of the 
winding up. 


Installation Contracts.— Messrs. Morrison AND 
Коквсск, of Blackpool, have received the following contracts :— 
Accrington.— Electric lighting and ventilating at the New Hippodrome. 


Blackpoo!.—Electric lighting and ventilating at the Theatre Royal. 
Leigh and Bedford.— Electric lighting and ventilating at the New Hippodrome. 


Meeting of Creditors.— THE ELECTRICAL  INsTRU- 
MENTS MANUFACTURERS, LTD., Freezywater, Waltham Cross, 
Hertfordsbire.— The adjourned first meeting of the creditors herein 
was held on Tuesday last, at 14, Bedford Row, W. C., at which the 
validity of the debentures issued by the company was discussed, 
and eventually there was further discussion аз to whether the estate 
should be left with the Official Receiver or whether a private liqui- 
dator shoald be appointed, Finally, it was resolved that no appli- 
cation should be made to the Court by the Otlicial Receiver, for an 
“official liqvidator other than himself. On the question cf a com- 
mittee it was decided that none should be appointed. The state- 
ment of accounts showed liabilities amounting to £1,015, to meet 
which there were assets estimated to realise £75, this amount being 
entirely absorbed by preference claims, while as regards 
contributories there was a total deficiency of £3,022. It appears tbat 
the company was incorporated on October 19th, 1905, to carry on 
business as electrical engineers, contractors, &c., and to enter into 
an agreement. The business was carried on at the above address. 
On January 31st, 1907, an agreement was entered into between 


Thomas Ward (the vendor), H. G. Matthews (the trustee) and the 
company. The vendor was the owner of the business of an electrical 
engineer with goodwill, plant, machinery, &c. By an agreement 
dated November 20tb, 1905, between the vendor and the trustee, 
the vendcr agreed to sell to the trustee on behalf of the company 
all the said assets, and such agreement not being stamped, it was 
agreed between the parties that it was to be considered cancelled, 
and the vendor agreed to assign to the company all goodwill and 
assets in connection with the said business, The consideration was: 
(1) £2,000, by allotment to vendor of 1,000 fully-paid ordinary 
shares, and by allotment to Frank Huth of 1,000 fully-paid 
ordinary sbares; (2) the appointment of the vendor as managing 
director for five years as from the date of its incorporation at an 
annual salary of £100, exclusive of all expenses and disbursements 
usually allowed to a managing director. This agreement was filed 
on February 27th, 1907. The directors of the company were: 
Thomas Ward, Walter Bugg, and Edward William Davies. The 
nominal capital of the company was £2,000 divided into 5,000 
shares of £1 each, which had not been increased or reduced since 
its formation. The total amount issued for cash was £7,and £2,000 
was issued as fully paid. On March 24th, 1906, the company issued 
debentures up to £600 covering all the assets. A motion was 
pending in the High Court at the date of the winding-up order for 
the appointment of a receiver on behalf of the debenture-holders, 
and at the hearing on September 29th, 1908, the plaintiff's 
solicitors did not attend, and the Master ordered it to stand over 
with liberty to restore. The following books of account are stated 
to have been kept:—Cash book, sales ledger, day book, share 
ledger, register of members, register of directors, register of 
transfers, minute book, scrip book, register of mortgages, petty 
cash book and letter books. Mr. Thomas Ward, the managing 
director of the company, states that the cause of the company’s 
failure is want of capital, and that it has not been in a position to 
discharge ite liabilities in full since the commencement. In the 
whole of the circumstances the Official Receiver is of opinion that 
it is desirable to make further inquiry as regards the manmer of 
conducting the business of the company. The following are 
creditors : — 
Board of Trade Journal, London $5 T "T .„ £85 
Bugg, Miss Amy * i 24 "T we 
Ward, T., Enfield Wash .. vs s T i 
Gordon & Gotch, London „650 
Bray, T., London T Не và . . 188 


Private Meeting.—FnANK ALLEN, electrician, &c., 
Church Green West, Redditch.—A meeting of the creditors of the 
above was held a few days ago, when a statement of affairs, pre- 
pared by Mr. Chas. Harrison, C.A., was presented. According to 
this the liabilities amounted to £444, of which £104 was due to 
cash creditors, Mrs. Allen, the wife of the debtor, was scheduled 
as а cash creditor for £68. There was one fully secured creditor for 
£100, who held а mortgage on free-wiring contracts. The mortagee 
held the agreements between the debtor and the Redditch Urban 
District Council, and had taken a formal mortgage, of which he bad 
given the neceseary notices. The security thus held was valued at 
£200. The mortagee also held a policy on the debtor's life for £250, 
effected in favour of his wife. The assets were estimated to realise 
£302, & deficiency of £142 being thus disclosed. "The assets were 
made up as follows: — Book debts £254, expected to produce £144, 
housebold furniture £25, surplus on free-wiring contract £100, and 
cash at bank £33. It was reported that the debtor started in 
business for himself some years ago, with a capital of about £80, 
money which he had eaved, and he had since borrowed various sums 
from his wife amounting to £68. The landlord had let the debtor 
go for some time without paying bis rent, but last month he dis- 
trained for 18 months’ rent. The debtor had sold his tools, stock-in- 
trade, &c., to Messrs. Cranmore, Simmonds & Co., Ltd., for £125, 
and had entered their employ ав а foreman. It was now suggestea 
by this firm that they should take over the assets, and pay the 
creditors a composition of 7s. 6d. in the &. The matter was fully 
discussed, and eventually it was resolved that Mr. J. D. Kerr, 
acting for Messrs. Rowe Bros., should make an investigation and 
report to the creditors as to the acceptance of the offer. 


Bankruptcy Proceedings. — Tuomas Warp, late 
director of the Electrical Instrument Manufacturers, Ltd., 22, 
Totteridge Road, Enfield Wash, Middlesex, late Freezywater, 
Waltham Cross, Herts. The receiving order herein was made on a 
creditor's petition, the act of bankruptcy being the debtor’s non- 
compliance with the requirements of a bankruptcy notice. The 
accounts filed show unsecured liabilities of £1,162, and no assets. 
The devtor states that he has been managing director of two com- 
panies, both of which are now in liquidation. He ascribes his 
failure to becoming guarantor for a limited company's liabilities. 
At the date of the receiving order three creditors bad obtained 
judgment against the debtor. His daughter claims the household 


ee 


furniture. The following are creditors :— 
Bugg, Walter, Cheshunt  .. T js T £677 
Archer, Geo.. Waltham Cross Ga T "T 22: 
Padgham, Chas., Waltham Cross. sx "n 47 
Gardiner, A. J., Tunbridge Wells .. ae а 51 
Langhams, —., London 8 © T" i5 22 
De Hamel, London. И 103 


Preference creditors, 222. 
GEORGE HaRRY Ёмїтн, electrical engineer, 15, Ashley Road, 
Altrincham.— November 7th is the last day for the receipt of proofs 
by Mr. J. G. Gikson, trustee, Byrom Street, Manchester. 


me Write-Up."—Writing recently in an American 
paper, Mr. Walter B. Snow says: In the best journals the so-called 
write-up has been placed upon a relatively high plane. This has 
been made possible by such absolute independence of the editorial 
and the advertising departments that articles of merit may be 
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described regardless of the fact that their manufacturers are not 
advertisers in the particular paper. This condition opens the way 
for much more legitimate technical publicity than is secured by the 
average advertiser. If he will but understand the editor's attitude, 
he will see that description of his particular product or system is 
withheld or given solely upon the basis of its novelty or ite relation 
to the field covered by the given journal. If he bas something really 
new it will be described. If he has acquired the art of making 
news out of the facts that others neglect, he may frequently find his 
name in print, with at least indirect benefit to his business.” 


Trade Announcements.—Messrs. Н. G. MAYER AND 
Co. are circularising the trade, stating that they have secured the 
sole agency of the Plania Carbon Works, at Ratibor and Berlin, 
for all kinds of arc lamp carbons, carbon brushes and electrolytical 
blocks. 

Mr. Ковввт Свозт, contractor for electric lighting, telephones 
“н has opened premises at 14, Booth Street, Bradford, 
Yorke. 

Mr. C. CONBADTY has purchased the business of the Aktiebolaget 
Bronskol Co., of Stockholm, ава is now in a position to supply 
" Bronskol brushes" for dynamos promptly. The sole agents for 
Mr. C. Conradty for this country and the Colonies are the SLOAN 
ELECTRICAL Co., Lrp., of 15, Fore Street Avenue, London, E. C., to 
whom all communications should be addressed. 

THE Epison & Swan UNITED ELECTRO Licat Co., Lrp., 
announce tbat they are now in a position to deliver standard ranges 
and voltages of their auto- transformers from stock. These are all 
made throughout at their Ponder’s End works. 


Book Notices.— Glasgow Technical College Magazine.— 
Following the example of other colleges, the Glasgow and West 
of Scotland College has started a magazine; the first namber 
embraces 28 pages, not counting advertisements—of which there 
are not a few—and presents a very creditable appearance. The 
editor 1s Mr. Jas. Cuthill, convener of the Organising Committee 
of the Evening Students’ Representative Committee “ which will 
be inaugurated for the first time this cession” (we hope that it 
will never need reinaugurating). Skits, poems, reporte, allegories 
and jokes abound in this number, which even contains the result 
of a limerick competition. We wish it the success it deserves. 

“ Mrehanical World" Electrical Pocket-Book for 1909. Man- 
chester: Emmott & Co. Price 6d. net.—This book is now in its 
second year, and has been considerably extended, a large number 
of new sections baving been added. It has the advantage of 
youth, in that it is not overloaded with obsolete matter; each 
gection is brief and concise, and the treatment appears to be clear 
and correct. In the section on units we must take exception to 
the repeated use of the word potential to denote difference of 
potential, but a cursory examination has not disclosed many errors, 
The diameter of the tungsten filament is given as 100:055 mm. on 
page 142, an obvious slip. A diary is provided at the end of the 
book 


" Journal of the Institution of Electrical Engineers. October, 
1908. Vol. XLI. No. 192. London: E. & F. N. Spon, Ltd. 
Price 58. 

“ American Institute of Architecte; Quarterly Bulletin.” 


| July, 
1908; Vol. IX., No. 2. Washington: The Institute. 
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LIGHTING and POWER NOTES. 


Accrington.—The Council's electrical undertaking ig 
growing rapidly: the new length of tramway in Haslingden means 
an addition to the power generated, and Church and Clayton-le- 


Moors, two neighbouring towns, have arranged to take tupplies 


under the provisional order. с 


Aston Manor.—The Т.С. has entered into an agreement 


to supply energy to the pumping station at Saltley for the Birming- 
bam, Tame and Rea District Drainage Board, 


Barking.— Messrs. Hawtayne & Zeden have accepted 
the Council's offer of £10 10s. in eettlement of their account for 
commission in respect of the inclusion of the electric lighting 
feeder cable in the light railways specification. An offer from the 
British Fuel Economiser and Smoke Preventer Co. to insta)! their 
apparatus at the generating station, for a month’s trial, free of 
expense, is being coneidered. The engineer is to prepare an 
amended scale of charges for the use of electricity for power 
purposes. 


Canada.— O rrawa.—A desperate effort is being made by 


the corporate interests of] Ontario to discredit the Government's ` 


power policy in the eyes of the farmers, through whose land the 
trunk transmission lines pass through from the Falls, Under the 
present arrangement the farmers are giving a free right of way 
across their land for the Government's transmission lines, The 
farmers are fully cogni«ant of the benefit to the province of 
cheap bydro-electric power, and are co-operating with the Govern- 
ment in establishing tbe scheme. The corporate interests, how- 
ever, through their newspaper organs and otherwise, are carry- 
ing on a campaign with a view to frightening the farmers and 


preventing the line from passing across their farms. The coor- 
porate interests are, of course, the owners of existing power plants 
throughout the province, who are afraid lest the Government’s power 
policy will reduce their profits. Ontario has no coal; the nearest 
coalfield is in Pennsylvania, whence she drgws what she requires, 
the cost being some $7°50 per ton. She, however, has numerous 
water-powers all over the province, and the object of the Govern- 
ment is to utilise these water powers, now going to waste, for power 
purposes. Niagara is, of course, the greatest, but there are hundreds 
of waterfalls within the province large enough for local industrial 
purposes. 


Cardiff.—The Electric Lighting Committee of the 
Corporation, on the suggestion of Mr. Arthur Ellis, the electrical 
engineer, has decided to apply to the L.G.B. for permission to borrow 
£25,000 for extensions of plant at Roath and Canton power stations 


consequent upon the supply of Hill’s Dry Dock and other large 
consumers next year. 


China.—Advices to hand from Mr. Aldridge, the 
engineer, show that considerable progress is being made by the 
Shanghai municipal electricity department. A complete coal and 


ash bandling plant and a new Allen surface condensing plant have 


been added at the power station, and Berry automatic control geat 
is being installed in the sub-sta 


tions. Work is also in progress on 
а new Willans 800-xw. turbo-generator. Some 200 public arc 
being supplied, and 100 60-c.P. tungsten lamps are being placed in 
certain roads. Exclusive of street lighting, 160,000 cquivalent 
8-c.P. lamps are connected, including some 500 Н.Р. of motors. 


Since February last the department has been supplyiog the local 
tramways. ' 


Cleethorpes.—The U. D.C. has decided to prevent the 
lapse of the E.L. order by laying cables from the generati 


station (which is only used for supplying power to the tramways 
within a reduced area. es i 


Clitheroe.— Employers of labour and business people 
have been circularised by the T.O. with regard to the provision of 
electricity in the town. The Council four years ago obtained 
powers for supplying electricity within the borough, but ro far no 
scheme kas been launched on the strength of these powers; and as 


. they are about to lapse, the Corporation is testiog the feeling of 


the inhabitants on the matter, 
Coventry.—The question of placing the gas and electricity 


departments under common management has arisen since th? 
acceptance of Mr. Jeckell's resignation; it is stated that the 
appointment of а manager to the electricity department has been 


deferred for six months with a view to giving this matter con- 
sideration. 


Croydon.—The Electricity Committee, in view of the 
desirability of having an inquiry office and store in the centre of 
the town, has secured No. 3, Park Lane, close to George. Screet, on 


a fours years’ agreement. The net cost to the department will be 
about £200 a year. 


Dadley.—The annual accounts of the electrical under- 
taking of the Corporation show an increase in the amount received 


from private consumers of from £10,106 to £11,207, and a net profit 
of £336, ag compared with £67 178. 


Dundee.—The delay in the completion of the new 
generating station at Carolina Port is engaging the attention of the 
Electricity Committee. The generating plant is ready for install- 
ation, but it cannot be installed on account of the backward state 
of the building operations. Business which bas had to be refused, 
and for which arrangements had been made, is stated to represent 
revenue amounting to £1,500 per annum. Nor does this represent 
the pecuniary loss caused by the delay, as interest charges are 
mounting up. Messrs. Willans & Robinson, the contractors for the 
turbo-alternators and other plant in connection therewith, some time 
ago were paid an instalment of £10,000 for plant. Other con- 
tractors are making similar claims for finished work, of which the 
engineer, through no fault of his own, is unable to take delivery. 
The existing station at Dudhope Crescent is overloaded to an 
extent that involves the possibility of a serious breakdown. Last 


winter the margin was reached, but this winter it will be exceeded 
by 200 kw. 


Egham.—The Electric Light Co. is preparing в scheme 
by which customers can have their houses wired, and, at a rental of 
2s. 6d. per lamp per quarter, may have the electric light supplied 
from dusk to daylight without any further charge. The scheme 
will doubtlets lead to a fuller appreciation of the advantages to be 
gained by the residents in dealing with the compapy. 


Falkirk.—Main Street, Bainsford, is to have the advan- 
tage of electric light, the inhabitants having complained of the 
inadequacy of the present system of gas lighting. 


Govan.—The fifth annual report of this undertaking, for 
the year ended May last, shows a profit on the year of £629— 
a figure obtained despite increases in fuel cott and rates, and general 
trade depression. Some 2,650,000 units were generated and 
2,161,000 unita sold, including 1,163,000 for power purposes. 


Grimsby.—.As a result of a conference with the Admiralty, 
on the wireless telegraph station at Humberstone, it bas been 


recommended tbat the work of laying cables to the station should 
be carried out. : | 
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Guildford.—There was an interesting demonstration at 
Guildford on Saturday evening, when the are lighting scheme of the 
Upper High Street came into operation for the first time. The 
new lighting is considered a great success. 


Herne Bay.—The U.D.C. on October 21st passed a 
resolution to apply to the B. of T. for a prov..order for electric 
lighting. 

Hythe.—The. Folkestone Electricity Co. is about to 
spend £1,800 in Hythe in laying new cables and improving the 
existing services. 


Liverpool.—The considerable criticism which has arisen 
in the T.C. on the matter of the Lister Drive turbo-generating 
plant, supplied by the Westinghouse Co., and in connection with 
which a lengtby report was recently submitted by Mr. A. Bromley 
Holmes, the Council's consulting engineer, has terminated in an 
exchange of correspondence between the latter gentleman and 
Alderman Sir William Bowring. From this it appears that Mr. 
Holmes takes exception to statements made by Sir Wm. Bowring 
in the Council meeting of October 7tb, vrhich he considers reflect 
seriously on his professional conduct. These statements Sir 
William refuses to withdraw, contending that his criticism concerns 
the Committee as a whole, and Mr. Holmes has consequently sought 
legal advice on the matter, in the meantime making the 
correspondence public. 

Having regard to the large amount of electricity now consumed 
for lighting purposes under the various committees of the 
Corporation, it has been suggested that the T.C. should appoint an 
· electrician to periodically examine and report on the installations 

and fittings. 


London.— MARYLEBONE.—As a result of arbitration in 
regard to the fees claimed by Mr. Arthur Wright, consulting 
engineer, it has been agreed that some £342 is due to him from the 
Electricity Supply Committee and £85 from the Lighting Com- 
mittee. The Council is to defray the cost of the arbitration. 


Mexico.—The available motive power which the River 
Santiago can supply to the city of Guadalajars is stated to be equal 
to 200,000 H.P. At present four concessions exist, appropriating 
nominally 115,400 H. P., but in practice only 100,000 н.р. would be 
used. All these concessions have been granted for the utilisation 
of the waters of the Santiago between Lake Chapala and San 
Cristobal ; in this part of its course, a distance of 90 km., the river 
forms a semi-circle around the city. In the part not yet subject to 
concessions, the river may be used for the production of about 
100,000 f. p. The city is thus, from the point of view of the supply 
of electrical energy, in a most favoured position. A joint stock 
society bas just been formed at Guadalajara, styled the Compania 
de Luzy Fuerza de Atotonilco, with a capital of $50,000, whose 
object is the installation of a central station for the supply of light 
and power te the town of Atotonilco and the plantations and 
factories in its neighbourhood. 


Oswaldtwistle.—The District Council is to be asked 


to permit the Accrington Corporation to supply energy to Moscow 


Mill and the Artillery Riding and Gun Bhed. 


.. Perth.—Messrs. P. & P. Campbell, the well-known dyers, 
intend introducing electric lighting in their works. Should the 
Corporation grant a cheap enough rate, the firm will take its supply 
from the town, but failing this Messrs. Campbell are to have an 
installation of their own. 


Redruth.—The Union Assessment Committee has 


increased the assessment of the undertaking at Camborne of the 


Urban Electric Supply Co. from £195 to £1,287. 


Stourbridge.—The General Purposes Committee of the 
U.D.C. has been considering a proposal by the Shropshire, 
Worcestershire and Staffordshire Power Co. and the Midland 
Electric Corporation for Power Distribution for the cancellation of 
the existing prov. order under the Electric Lighting Acts, and the 
granting of a new Order en the application of Stourbridge Council. 
The companies concerned asked for a clause in the new Order 
repealing the Stourbridge Electric Lighting Order of 1899, and also 
for the variation of certain clauses contained in the deed of transfer 
from the Stourbridge Council to the Electric Power Co., dated 
December 31st, 1906. The General Purposes Committee has, how- 
ever, come to the conclusion that the proposals of the companies 
should not be expedited. 


Walthamstow.—It has been decided to lease a shop 
for three years as a showroom for the electricity undertaking. A 
charge of £2 2s. per lamp is to be made to arc lamp consumers, 
such charge to cover supply of energy for 800 hours’ burning per 
annum, and maintenance, all hours of burning above 800 per 
annum is to be charged at 2d. per lamp per hour. 


. Ware,—At a meeting of the L. D.C. on October 21st, a 
letter was read from the B. of T. stating that the E. L. Order, 1905, 
d been revoked. 


Watford.—A L.G.B. inquiry was held last week relative 
to the Council's application to borrow £1,830 for extensions of the 
electricity undertaking. The Council intends to take in hand the 
improvement of street lighting generally. A start is to be made 
by substituting metal filament for carbon lamps in 38 street lamps. 


West Ham. — Negotiations have been in progress 
between the Electricity Committee and the Charing Cross Supply 
О. fof an interchange of supply between the Bow and Canning 


Town power stations. The electrical engineer points out the great 
advantage that the Council will obtain by having 16,000 Kw. to 
draw upon from Bow, and the company, similarly, by having 
12,000 Kw. at Canning Town to draw on. The engineer regards the 
greater reliability of supply of more importance than the other 
advantages. The method of payment for the interchanged current 
presents no difficulties because it is proposed to base it entirely on 
the working costs of each party, the intention being that neither 
party supplying current shall make any profit on the actual 
exchange, A schedule will further vary the price, according to the 
time of day energy is taken. The two stations are about 2} miles 
apart, and the systems can be connected without any running 
machinery. The engineer is to put a draft scheme shortly before 
the Committee, which has approved of the principle of the inter- 
change, and has instructed him to continue his negotiations with a 
view to an agreement being entered into. The electrical engineer 
reported the receipt of an advantageous offer from a firm of con- 
veyor makers, who, for the purpose of getting a new type of 
conveyor into use in a large power house, will put in two conveyors 
such as are required by West Ham for £650, the ordinary price of 
which would be quite £1,000. The offer was accepted. The Com- 
mittee has approved an arrangement with Messrs. Conrad 
Schmidt & Co., that the contract for a power supply be non- 
terminable for a period of 10 years, with an option to the con- 
sumers of extending the agreement for two periods of five years, or 
20 years in all; also new contracts for the supply of energy to the 
Borough Theatre, Stratford, for a period of seven years commencing 
September 30th last, and for a supply to, and the altera- 
tion of the system of lighting at, the Theatre Royal, Stratford. 
Under the new contracts all payments аге to be made yearly: in 
advance, and a cheque for £702 10s. for the first year's payments 
has been received. 


TRAMWAY and RAILWAY NOTES. 


Australia.—The Victorian Government has decided to 
recommend Parliament to spend £800,000 to carry out the first 
stage recommended by Mr. Mers, in his report on electric traction 
on the Melbourne lines. This includes the construction of power 
houses at Yarraville, and Morwell in Gippsland, and the electritica- 
tion of the St. Kilda, Melbourne to Port Melbourne, and Sandringham 
to Essendon railways. Mr. Merz's report also refers to the produc- 
tion and use of eleotric power in Victoria for general purposes, 
and deals with the three main questions—(a) the future demand 
for electric power in Melbourne; (b) the sources from which such 
power can be obtained; (c) the best way of developing these 
resources. The main conclusions arrived at are: That advantage 
should be taken of the establishment of a large generating station for 
railway purposes to give South Victoria a supply of electric power 
at the lowest possible price; that the source of power should be, 
in the first instance, a central etation at Yarraville, and that it 
would not pay to put down a power station at one of the coalfields 
until the demand had grown considerably ; that at a latter stage, 
when the demand for power had developed still further, additional 
power should be obtained from a water-power station at Trawool, 
assuming the irrigation scheme to be proceeded with ; that thesystem 
of distribution recommended for supplying the railways could to some 
extent be made use of also in the supply to factories and other 
power users; that the reduced cost of production resulting from the 
combination of the two loads would be mutually beneficial, and in 
the case of the factories would have an important bearing on 
industry generally. It is estimated tbat the actual coat at which 
electric power could be generated, if a comprehensive system of 
power supply were put down in South Victoria to work in con- 
junction with the supply for the railways, would be from 40 to 60 
per cent. below that otherwise possible. 


Belfast.— Mr. Cutler reported that he had gone into the 
question of the upkeep of the permanent way, and found that the 
cost per car-mile for the six months ending 30th ult. was 20d. 
For the 12 months ending same date it was 17d. A statement also 
submitted showed that this compared favourably with other towns 
in Great Britain. The tramway manager reported that the 
Bell Punch and Printing Co. had agreed to reduce the charge 
for its punch to 10s. per annum, whereby a saving of £200 per 
annum was made. 


Dudley.—At last there is a prospect of an amicable 
gettlement of the matters in dispute between the Corporation and 
the British Electric Traction Co. respecting the purchase by the 
former, and the release to the latter of the tramways in the 
borough. So far back as 1897, а draft agreement was arrived at, 
and it was to have come into operation in 1904; but many things 
have happened since then, and that agreement has proved a witty 
document. The items of expense, for instance, had to be arranged 
by arbitration at the B.of T. This arbitration, however, left un- 
settled one point which was taken into the law courts, and adjusted 
in the House of Lords in favour of the Corporation. It was 
ultimately decided that the value of the tramways was £71,000. 
The appeal to the House of Lords saved £106,000, but the entire 
cost of arbitration and litigation has amounted to £6000. As а 
matter of fact,in the annual statement of the tramways accounts 
issued last week, there is an item of £6,294 due to the treasurer on 
account of the arbitration and litigation, Negotiaticns ns to the 
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rent to be paid by the company have been proceeding throughout 
the last 12 montbe; and the Tramways Committee at its meeting 
last week had placed before it an cffer from the company, which 
the Committee unanimously decided to recommend the Council to 
accept. This offer differs materially from the original scheme laid 
before the Corporation, and the amount of profit to the town will 
not be exactly what the sanguine fancies of some enthusiastic 
members have from time to time painted it. Still, the ratepayers 
wil gain by the transaction, while the Council will retain fall 
control of the roads and strects. 


Dundee.—In connection with the tramway men’s appli- 
cation for an all-round increase of wages, tbe manager has been 
instructed {о obtain information with regard to wages from New- 
castle, where similar questions have been discussed and statistics 
collected from all tramway centres. A deputation from the men’s 
society waited upon the Council and suggested that conductors, 
who, in the manager's opinion, were qualified for the wi rk, should 
be promoted by seniority to be drivers. 


. Folkestone.—A special meeting of the T.C. was held 
on Monday morning to consider a letter from Mr. Cownie, repre- 
senting the Folkestone and Hythe Tramway Co., proposing certain 
modifications in the company's Parliamentary powers. In all out- 
lying parts of the town, in place of the surface contact system, the 
company ask to be allowed to use the overhead system, but in the 
main street leading to Sandgate they would put down a conduit 
system. The Council by a considerable majority declined to agree 
to the proposals, more especially as Lord Radnor insisted on а. 
surface contact or conduit system. At Sandgate a similar letter 
was considered last Thureday, and the U. D. C. adjourned the con- 
sideration in order to ascertain if the company would undertake 
to construct a lift frcm the High Street to Skorncliffe Camp. At 
Hythe the Council will not agree to the overhead system, but will 


consent to an alteration of route in order to avoid some expentive 
road widenings. 


Glasgow.— Negotiations are proceeding between the 
Corporation of Glasgow and the town clerk of Clydebank in con- 
nection with the joining of the Dumbaitonshire system with that 
of Glasgow Т.О. at Clydebank. At present there is an interval of 
ab^ut } mile between the respective termini, over which travellers 
must walk when transferring from one system to the other. The 
point in dispute is the relative cost to be Lorne by parties in the 
widening and constaucting of bridges by which the line will be 
carried over the canal. 


Hanley.— The Potteries Electric Traction Co., answering 
a letter from the Corporation, which asked for the company to 
proceed with its undertaking to construct a light railway to 
Bucknell, states its great doubt whether the proposed light railway 


will prove svfliciently remunerative to justify the expenditure on 
ite constructicn. 


Haslingden.— An extended service of cars wasinaugurated 
on Saturday last; the arrangement under which Accrington bas 
been working the two miles of the Haslingden electric tramwaye, 
from tbe boundary to the centre of Haslingden, being extended to 
the one remaining mile from the centre of Haslingden to the Raw- 
terstall bcundary, where the steam cars have been retained. 


Hertfordshire.—The Metropolitan‘ Electric Tramways, 
Ltd:, have paid £1,594 in settlement of interest at the rate of 43 
per cent. per annum upon the outlay of the C.C. in connection 
with the promotion and construction of the Barnet Tramways. 
The plans showing the proposed method of constructing the Wat- 
ford and Bushey tramway extensions have been agreed on bebalf 
of the B. of T.; an agreement with the Metropolitan Electric 
Tramways, Ltd., granting for 42 years as from August 21st, a 
fixed rent of £5 per cent. per annum upon the capital cutlay in- 
curred by the C. C., ів to be drawn up. 


Heywood.—At a meeting of the General Purposes Com- 
mittee of the T.C. on Monday evening, à recommendation of the 
Electricity and Tramways Committee was approved, authorising 
the town clerk to take the necessary steps to obtain a Parlia- 
mentary Bill to secure mutual powers for tbe running of the 
electric cars in the towns of Heywood, Bury and Rochdale. At 

resent Heywood has a working agreement with the Bury and 

ochdale Corporations, and as this will sbortly expire, negotiations 
have been proceeding with the object of making new agreements. 
Bome of the terms submitted by the Rochdale and Bury Com- 
mittees, however, are considered to be so unreasonable by the 
Hey wood Committee that it proposes to run its own cars, for which. 
it has already got the sanction of the B. of T., and the proposed 
Bill is to confer on the three Corporations powers of through 
ranniog. 


Hudderstield.—The financial statement respecting the 
Corporation tramways for the six montbs ended September 30th 
last, shows a capital outlay to date of £412,902. The income is:— 
Passengers, £42,060; postmen, £150; parcels, £602; advertising, 
£312; coal haulage, £283 ; and sundries, £4, a total of £44,111, or 
10 364. per car- mile, against £44,115 and 10°84d. in the cortes- 
ponding half of the preceding year. Thetotal working expenditure 
18 £23,031, or 5 41d. per car-mile, against £20,673 and Sued. The 
gross surplus is £21 (50, or 4 90d. рет car mile, against £23,442 and 
576d. After providing £603 for rent of the Lintbwaite lines, 
£6,600 for interest on capital, £4,935 for redemption of debt, and 
£6,194 for depreciation (3 per cent.). a net surplus of £2,748, or 
‘65d. per car-mile is left, against £5,110 and 1 26d. in the corres- 
ponding half of 1907. 2 


ы 


The Tramways Committee has deferred the question of the 


` extension of the tramways from Longwood Church to Dodlee, from 


Waterloo to Lepton, Grange Moor, and Kirkburton, from New- 
some Road to Newsome Church, and from Holly Bank. Road to the 
beundary of the borough at Birchencliffe. Ја relation to the 
latter, negotiations are in progress between the Elland U. D. C. and 
the West Yorkshire Tramways Co. for a connection to be made 
with the extension and the company's system between West Vale 
and Elland. 

The manager has reported on the six months’ trial of the system 
of 1d. return workmen's tickete, and the Committee has decided to 
extend the trial for a further period of six months. 


_ Keighley.—At a recent meeting of the T. C., a long 
discussion took place on the proposal to apply to the B. of T. for 
power to extend the tramways through Worth Village, to West 


Lane, and to the Ingrow boundary, and the recommendations were 
confirmed. 


Liverpool.—4Àt a special meeting of the Т.О. on Wednes- 
day, it. was decided to apply to the B. of T. for a provisional 
order for the construction of six auxiliary tramways, including the 
Edge Lane, the Longmoor Lane and the Townsend Lane routes. 
Bir Charles Petrie, chairman of the Electricity and Tramways 
Committee, in referring to the Edge Lane section, said trackless 
tramways had been in vogue on the Continent for some time, and it 
was the intention of the Council to investigate that particular style, 
and, if successful, to adopt it. 


London.— After discussion at Tuesday's meeting of the 
L.C.C., it was resolved to seek Parliamentary authority in the 
session of 1909, to construct the following tramways :—(1) A double 
line from Harrow Road to Maida Vale on the overhead system ; 
(2) a double line via Farringdon Road to a point north of 
Charterhouse Street on the conduit system; (8) a line partly 
double and psrtly single on the conduit method from Mare Street 
to Wick Road; (4) a single line from Essex Road to Kingsland 
Road, a junction line between Kingsland Road and Dalston Lane, 
and а single line from Kingeland High Street to Amhurst Road; 
(5) a single line from New North Road to City Road; (6) a double 
line from Battersea Park Road to King’s Road, the last three 
being also on the conduit system; whilst the overhead method is 
proposed for (7) from York Road, Wandsworth, to Putney Bridge. 
It was also decided to seek powers to reconstruct the lines from 
the terminus in Tooley Street via Jamaica Road to Evelyn Street, 
Deptford, from the Archway Tavern to a point near Southwood 
Lane; and from Rainton Road via Woolwich Road to the junction 
of Trinity Street апа Albion Road. The cost of construction and 
equipment of the proposed new tramways was estimated at 
£268,000, and that of the lines for conversion would amount to 
£297,000. А further scheme decided upon for the next session 
was for a tramway on the conduit system from Streatham High 
Road via Mitcham Lane to Mitcham Road. 


Morecambe.—At a special meeting of the T.C. on 
Monday a resolution was passed by 17 votes to 1, authorising the 
Council to make application to the В. of T. for a provisional order 
to extend the tramways, which the Council had recently purchased 
from the Morecambe Tramways Co., along the front. 


Oldham.—The Corporation Tramways Committee pro- 


poses to extend the tramway system to the borough boundaries at 


Moorside and Chadderton, and to run omnibuses and motor-cars 00 
the trolley system without raile, while the Electricity Committee 
intends to extend its radius of supply. 


Rowley Regis.—At the meeting of the U. PD. C. on 
Monday, it was reported that a deadlock had arisen with respect 
to the carrying out of the Rowley Regis, Brierley Hill, and Quarry 
Bank tramway scheme, owing to the authorities, through counsel, 
haviog insisted upon a clause being inserted in the agreement for 
the Tramway Co. to deposit £5,000 as security for 40 years. 


TELEGRAPH and TELEPHONE NOTES. 


- Brussels.—On Thursday night last week a fire broke 
out on the third floor of the Post Office, in the telegraph depart- 
ment, and spread rapidly ; the roof fell in, and the telegraph wires 
of the international service were interrupted. The fire was got 
under control in a couple of hours, but great damage was done. 


Italy.—It is contemplated to set up a telegraph line to 
the top of Monte Roza, a height of 4,538 m. above sea level. It 
will be afterwards extended to the Observatory on the Col d’Ollen, 
then to the Margherita-Hutte near the summit. The erection of 


the poles in the snow and ice region will be attended with great 
d.fficulty. 


Telegraphic Interruptions.— 
Port Artbur-Chifu March 9, 1904 
Rhodes-Sitia Sept. 17, 1908 


venezuela.— The Venezuelan Government is desirous. 
according to в correspondent writing from Caracas, of accepting 
the transfer of the French Co.'s coast cables in satisfaction of the 
$5,000,000 fine imposed on the company. 


(Continued on page 767.) 
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SUPPLEMENT. 


The Selection of Electrical Measuring Instruments for Commercial 
Tests on Power Plants. 


By OSWALD І. DAVIS, A. C. C.. 


Wir the increase in size of generators and motors, it has 
been found advisable in recent years, for economic reasons, to 
defer the full-load guarantee trials until the the machinery 
in question is erected and in position on its final site. Such 
trials in the cage of a generator include consumption tests, 
which necessitate careful measurement of the electrical 
output. Though the switchboard instruments are often 
used for this purpose (in which case they should be calibrated 
in position and under working conditions before and after 
use, and preferably by an independent authority), it is, 
nevertheless, in the interests of all parties concerned that 
separate meters be employed. The duty of supplying 
these frequently devolves upon the contractor, and every 
large firm shonld possess an adequate stock of suitable 
instraments. Although the following remarks are written 
from the manufacturer's point of view, they also apply to a 
certain extent to the instrumenta necessary for the testing 
department of a large power company. 

The general principles which govern the selection of such 
instruments are :— 

(a) Reliability.—This includes maintenance of accuracy 
for long periods of time, and in spite of movement and 
possible rough handling. 

(b) Ease of Transport.—Or, in other words, small bulk, 
light weight and facility for safe packing. 

(e) Suitability under Various Conditions—The same 
instrument to be available for direct or alternating current 
of different periodicities and ranges. 

(d) Ability to be Set Up and Read by Unskilled Persons. 


AMMETERS. 
These may conveniently be considered under two headings : 


(a) Those suitable for currenta up to about 200 amperes. 
(^) Heavy-current ammeters. 


Ammeters to be used in field circuits come under the first 
heading. These are preferably of the portable permanent- 
magnet moving-coil type, with sets of shunts of different 
ranges. The shunts should all be mounted on one board, 
and the connecting leads should be of extra length to enable 
the ammeter to be placed well away from external magnetic 
fields. It is aleo advantageous to colour each shunt lead 
distinctively, and to coil them on a little spring roller 
mounted on the same base as the shunts, in order to take up 
any slack. The main connections to the shunts may be 
arranged in the form of thumbscrews. Such instruments 
should read milliamperes when used without a shunt. 

For alternating currents, electromagnetic instruments 
designed for the total current are best. Such ammeters 
should be calibrated at different frequencies, and the 


necessary corrections made when used. As the disposition 
of the leads to and from sometimes materially alters the 
readings, it is advisable to mount the meters on levelling 
stands, provided with sufficiently long permanent terminal 
bars. It is generally most convenient to arrange these at 
the back of the instrament and at right angles to the fuce. 
Such ammeters have the disadvantage of not being very 
deadbeat. | 

Ammeters of the second class should be of the shunt type 
for direct current. ‘Temperature errors should be carefully 
compensated, and the shunt protected by a ventilated cover. 
The main terminals should be designed with a view to. саве 
in coupliug-up to cable and strip of different sizes. 

The use of current transformers i8 the only solution in the 
case of alternating currents of any magnitude. These 
transformers may have tappings brought out to enable the 
range of the instruments to be altered. 


VOLTMETERS, 


The writer has a strong predilection for electrostatic 
voltmeters for general work of this class. A convenicnt 
range for a low-tension instrument is 0-150 volte, and this 
may be extended by the use of a “ potential divider,” or 
sub-dividing resistance, to 300 or 600 volts, For lower 
voltages, which are usually direct, a moving-coil instrament 
made up as a milli-voltmeter with series resistances, should be 
employed. 

A high voltage (вау 0-7,500 volts) electrostatic instrument 
is preferable for high-tension measurements. If a trans- 
former of ratio 150 to 7,500 and 15,000 volts is added, 
practically any alternating voltage can be measured by its 
use a8 ordinary or auto-transformer in conjunction with one 
of the two above-mentioned voltmeters. 


WATTMETERS. 


These are certainly the most difficult instruments to 
choose in order satisfactorily to fulfil all requirements. The 
dynamometer type is fairly reliable, but the writer has 
obtained such good results with Kelvin watt balances that 
he feels he cannot pass them over in favour of any other 
type, in spite of their somewhat greater expense. They arc, 
of course, arranged to deal with the whole current through 
the fixed coils, and the moving coils are connected in series 
with a suitable high resistance, directly across the machine 
terminals. The weights and carriages should be arranged 
to give а series of constants in arithmetical progression, aud 
dashpots should be provided for use in cases where the load 
fluctuates considerably. A rapid means of adjusting the 
zero is required, and the delicate flexible suspension should 
be capable of entire detachment for packing. 
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The series resistance should be divided into units of 
convenient size and sub-divided by frequent tappings. For 
three-phase working, two wattmeters should be employed, 
and the power factor can then be determined for a balanced 
circuit by the aid of the curve in fig. 1. 


WAVE-TRACERS. 


For the recording of wave-forms the ondograph is, 
perhaps, of more portable and substantial construction than 
the oscillograph. The latter has, however, the advantage 
that momentary phenomena can be studied. The resistances 
employed for the pressure coil of the wattmeter can usually 
also be used in the determination of tbe potential wave-form. 


RATIO OF READINGS OF TWO waAtTMETERS 


POWER FACTOR (COS f» 


Fic. 1. 


An adjustable shunt, consisting of ‘a framework carrying а 
number of strips of resistance material, each giving the 
required drop of potential at а certain current, is useful for 
connecting up the current wave-tracer. Tbe number of 
such strips is then chosen to suit the current in the circuit 
to be investigated. 

Suitable boxes, furnished with hemispherical rubber or 
felt pads, should be provided for all instrumenta, together 
with arrangements for clamping tbe moving systems. In 
cases where the instruments are subjected to vibration, the 
writer has found the use of soft rubber pads, under the 
instruments themselves or the legs of the tables on which 
they stand, most beneficial ; suitable pads are sold for the 
heels of crutches, doorstops, &c. All terminals should be 
clearly marked to avoid errors in connecting. It is convenient 
to have separate detachable scales engraved for each constant ; 
such scales may be of varnished cardboard, and can usually 
be fastened by means of small studs in the face of the 
instrument, which also serve to bring about the correct 
alignment. . Where individual scales cannot be used, printed 
tables of readings should be furnished for each constant, to 
avoid labour and, indeed, often errors in multiplication or 
division. | 


АМ INTERESTINGIFEATURE OF THE 
. EXHIBITION. | 


[COMMUNICATED. ] 


Tue Manchester Exhibition is ап electrical exhibition. 
Everyone agrees that it is probably the finest of its kind 
that bas ever been held in Great Britain. Press comments 
of all descriptions have been made upon it, and no better 
text could be found for the sermons which electrical can- 
vassers will preach to prospective consumers. But there is 
one interesting point which has, so far as we remember, been 
hitherto overlooked. 

Anybody remaining long in the Exhibition must be 
impreesed with the remarkable amount of gas that is present, 
in view of the main objects of the demonstration. We are 
not attempting to be funny over the spirited conversations 
that are indulged in between would-be sellers and doubtful 
buyers. We refer to the very large number of exhibits of 
gas engines, gas producers, oil-vapour plant, and accessories 


- gas engine is anything but an outsider. 


to this line of business. A brief reference to the Exhibition 
catalogue will suffice to show the extent of this section. 

F. V. Brown & Co. are showing anthracite suction рм 
plant and dynamo supplying current to motor-driven pumps. 
T. H. & J. Daniels, Ltd., have suction and pressure gas 
plants for anthracite coke or charcoal fuel, together with 
gas engines of the latest type. The James Keith and 
Blackman Co., Ltd., show blowers especially designed for 
starting suction gas plante, or for use in conjunction with 
producer gas. The General Electric Co., Ltd., have a 
country house exhibit using ordinary paraffin as a motive 
power. Electromotors, Ltd., show steam and petrol sets 
suitable for pilot lighting in mills. The Nuremberg Gas 
Engine Co., which has since 1902 supplied or obtained 
orders for upwards of 805,570 B. H. P., has illustrations of 
large gas engine installations ; Mirrlees, Bickerton & Day, 
Ltd., have an exhibit consisting of a 150-B. H.P. Mirrlees- 
Diesel oil engine driving a 100-Kw. dynamo. Crossley Bros., 
Ltd., have installed one of their patent suction gas plants 
driving a four-cylinder vertical gas engine; the National 
Gas Engine Co., Ltd., show one of -their latest models 
served by a producer gas plant; and the Heatley-Gresham 
Engineering Co., Ltd., are showing oil-engine combined 
sets for hotels, public buildings and the like. 

It is useless, therefore, to say that no prominence is given 
to the gas industry in this Exhibition, and visitors may be 
pardoned if they leave the show with an impreasion that the 
Now, two of the 
vice-presidents of the Exhibition are the Mayors of Man- 
chester and Salford, both owning electricity supply systems 
of large magnitude ; the third vice-president is Sir William 
Preece. The Chairman of the Exhibition Committee is the 
Deputy Chairman of the Manchester Corporation Electricity 
Committee; his second is the Chairman of the Salford 
Electricity Committee. On the General Committee of the 
Exhibition there are representatives of three Corporations 
and one supply company donating to the funds; there are 
two representatives of the Institution of Electrical Engineers, 
one of the Municipal Electrical Association, three of the 
National Electrical Manufacturers’ Association, and two of 
the Electrical Contractors’ Association. 

With these gentlemen actively associating themselves 
with the organisation of the Exhibition, having the know- 
ledge that the Manchester Exhibition will probably be, for 
years to come, the reference point for non-technical a 
technical customers, how does it happen that so much 
display has been made of gas production and gas utilisation? 
What is the point of view from which this has been 
regarded ? | 

It may be taken for granted that these exhibita were not 
let in just to fill up blank spaces. The popularity of the 
Exhibition is far too great for that. The only possible 
solution, and one that is well substantiated by fact, is that 
the owners of centralised electricity supply are not in the 
least degree afraid of the competition either of suction gas, 
producer gas, or ordinary town gas. The manufacturers 
and contractors probably realise that in country districts 
untouched by electric power supply systems, they have a 
chance of selling motors and lamps if a suction gas plant 
is installed to supply energy, and for this reason they would 
give their support to the inclusion of these exhibits. But 
the voting power of the supply interests, and the financial 
power that they gave to the enterprise, would have prevented 
any such exhibition had they considered that it entailed а 
serious menace to their own interests. 

As a matter of fact, taking Manchester itself as an 
example, it is open to considerable doubt whether, in the 
area of supply, the gas-driven private plant would have s 
chance of successful competition with power supply by elec 
tricity. And in this point of view lies the solution to а com- 
petition which is merely eaused by a misunderstanding of 
the facts. Let it be granted that for town areas possessing 8 
cheap supply of electricity the suction-gas plant has а very 
slender chance, while for country districts an admirable field 
is open for this motive power ; then the energies of those firms 
who are exploiting gas plants will be focnsed on the outside 
districts, doing away with an irritating competition, producing 
better results in an open area, and bringing nearer the day 


of the complete use of electricity for all purposes, both in 
town and country. 
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INSTRUMENT EXHIBITS. 


Siemens Bros. Dynamo Works, Ltd. (86, 97). 


It goes without saying that this company's display of instruments 
and such like apparatus, is well worth inspecting. | 

Several prominent types of meter are shown. Of these the G 4 
type is a leading example and is suitable for either alternating or 
direct current; its outstanding feature is the provision of a remov- 


THE Srmmens Maanrero ViBRATING FoorsTERP BEARING. | 


able commutator, brushes and lower bearing. The exchange of 
these parts—a matter of moments only—practically renews all 
the wearing parta and leaves the meter as good as new. 

Further, the calibration is unaffected, and 
the exchange can be made on the consumer's 
premises. 

We illustrate the above meter, which can 
be arranged for duble tariff purposes, with 
а double dial to work in conjunction with 
а time switch, also shown on the stand. 

A traction meter exhibited is fitted with 
a novel spindle, the lower end of which 
is provided with a spring-supported pivot 
resting in a jewel which is also spring- 
supported—this arrangement being calcu- 
lated to eliminate entirely the harmful 
effects of vibration on the meter. This 
arrangement is also illustrated. 

In the case of alteroating-current meters, 
especially where those meters are required 
to register very small currents—a require- 
ment which the adoption of small trans- 
formers for metal-filament lamp circuits 
has emphasised—the firm is fitting an 
ingenious footstep bearing, the arrangement 
of which will be seen from our diagram. 
The armature 3 is caused to vibrate in the 
alternating field produced by coil о; spring 
D communicates this to the spindle a 
through the intermediary of the jewel 
bearing—the action being similar to the 
familiar tapping of an instrument by hand. 
The arrangement enables a 300-ampere 
meter to start on 4 ampere. 

A cheap type of meter brought out 
in reply to the appeal of the cen- 
tral-station man faced with stringent 
loan conditions—is also well worth atten- 
tion, 

‚ А variety of switchboard and laboratory 
instruments is also shown, including 
ammeters, voltmeters, &., of several types 
under the former head, and a number of 
galvanometers, resistances, current trans- 
formers, &c., under the latter. 
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Schaffer & Budenberg, Ltd. (112). 


Prt stand“ fixes” the visitor at once, the 
isplay of a couple of hundred pressure 
gauges for which the firm's name is a house- 


nues word among engineers in all parte of 
m world (as it ought to be after 60 years!), being impressive. 


Fin shown in the scheme of ornamentation of the stand range 
m 2 to 12 in. in diameter. 
Various other specimens of the firm's manufactures also form 
dy of the exhibit, They include pressure and vacuum gauges on 
пе Schaffer, Bourdon, steel tabe, and steel tube hydraulic, prin- 
Ciples for all industrial purposes and in sizes up to 18 in. diameter. 
the firm’ g or registering gauges form an important department of 
de "m$ gauge business, and test or control gauges are another 
partment. Among the specialit es on exhibition are a patent elec- 
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THE Siemens G4 Type METER. 


trical distance pressure recorder and electric alarm gauges. The 
former of these is designed to meet cases where pres- 
sure is to be indicated at distances too great to allow 
of the indicating gauge being connected to the source 
of pressure by ordinary piping. It consists of a pressure 
gauge, dry cell, receiver, or recorder gauge with differential 
galvanometer and contact knob. The receiver or recorder gauge 
can be fixed at апу distance from the pressure gauge, being elec- 
trically connected. The electric alarm gauges are intended to 
give an audible alarm by causing an electric bell to ring as soon 
as a predetermined pressure is reached. Such gauges are made 
with fixed alarm, and ring only at one certain pressure, or they 
are arranged во that the pressure at which the alarm is to be 
given, can be varied by adjusting the contact arrangement from 
the outside. In such gauges provision is made to prevent any 
unauthorised person from tampering with the adjustment. 

The variety of boiler fittings includes iron and steel valves, 
cocks, water gauges, biflux valves, and the compound equilibrium 
stop valves. The last-named are a new type just placed upon the 
market. The valve proper is of a conical section and simul- 
taneously closes two passages, the combined area of which 
is equal to the main inlet or outlet or the nominal size of 
the valve. Owing to the smallness of the valve proper, 
and to the fact that little power is required to open and 
close the valve, the upper neck of the body, the cover bridge, 
and handwheel, &., are all comparatively small. This has 
further advantages, inasmuch as the cover only offers a com- 
paratively small area to the steam pressure, and the bridge, 
pillar, spindle, &c., are subjected to very little strain. Further 
advantages claimed are:—(1) When the valve is only partially 
open, the plug is lifted quite clear of the lower seating, thereby 
obviating the rapid wear nf the seatings due to the increased 
velocity and scouring action of the steam; (2) the reduction of 
noise often observed due to the steam cutting on the sharp edges of 
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SIEMENS SPRING-SUPPORTED PIVOT AND 
BEARING, FOR TRACTION METER, 


the ordinary valve wings and the rotation of the valve proper on 
the spindle; (3) the stuffing box is of a novel type. The seating 
rings are of nickel. 

Water level indicators and alarms, injectors (a special feature of 
the firm's manufactures), test and pressure pumps, the Kryszat 
patent air compressor, engine governors, indicators, and lubricators ; 
tachometers, Graham's patent twin gas engine counters, thermo- 
meters in various grades and designs, and & thousand other things 
are among the Schaffer & Budenberg manufactures, of which so 
represen'ative an exhibit is made. | 
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Nalder Bros. & Thompson, Ltd. (188, 216). 


Messrs. Nalder Bros. & Thompson are exhibiting all types of 
their moving-coil or permanent magnet instruments for direct. 
current measurements, and soft or moving-iron instruments for 
direct and alternating-current measurements, including some quite 


rais | 17у 
4 ач”. NS A 


NALDER EARTH-LEAKAGE AUTOMATIO SWITCH. 


new patte:ns of both types in round cast-iron cases, and in sector 
and edgewise cases to suit all switchboard requirements. 

The moving-coil instruments are, of course, damped by Foucault 
currents; the moving-iron type are air-damped, the feature of the 
device employed being the easy accessibility of the air chamber. 

The large illuminated-dial instraments for central-station use, 
portable standard voltmeters, and the "' Ohmer, which is now too 
well known to need much description, areall exbibited. The free- 
wheel is a feature of the Ohmer, and its absolute indifference to 
stray magnetic fields is a very great advantage. Some of the 
Obmers are now fitted with visible indicators of the vibrating 
reed type, to show what voltage is being given by the hand 
generator. 

An electrostatic voltmeter of the Ayrton-Mather type, for the 
accurate measurement of high voltages, is another exhibit, together 


NALDER GROUND DEIECTOR. 


with instrument transformers for pressure and current, enclosed in 
iron cases which are made to contain oil. 

Ground detectors are exhibited both for direct-current and 
alternating-current work. It is claimed that the alternating- 
current ground detector of Messrs. Nalder Bros. & Thompson, Ltd., 
is the only one on the market that complies with the Home Office 


DRYSDALE WATTMETER. 


regulations for mines. It makes use of the principle, suggested 
originally, they think, by Mr. Raphael, of superimposing а small 
direct current from a battery or other source upon the alter- 
nating carrent circuit, and this enables tbe absolute insulation 
resistance of the circuit to be read directly in ohms. The ordinary 
alternating-current ground detector only indicates when one of the 
mains has a worse insulation than the other, and it may happen that 
both mains are in a very bad condition and a source of danger, and 


yet the leakage indicator will give no indication. This ground 
detector, which we illustrate, effectively gets over the difficulty. 

A new earth-leakage switch is exhibited by the firm. It is con 
nected in the main circuit, and a leak to earth of ah amount of 
current far too small to sustain an arc or produce enough heat to 
cause а fire at once causes the main switch to open; the switch 
cannot be closed again until the leak is removed. It is well known 
that fuses on a circuit do not afford protection from a fire caused 
by leakage of current to earth, a function which ie filled by this 
switch (see figure). 

The wattmeter invented by Dr. C. V. Drysdale finds a place on 
Mesars. Nalder's stand; the errors due to the iron in this instrament 
are negligible, the increase in the working forces and conse- 
quent elimination of friction errors more than compensating for any 
alight errors due to hysteresis and wave deformation. Anotber 
novelty is an electric telethermometer, designed for use in cəld- 
storage warehouses or cold-storage ships. The rapidity and cer- 
tainty with which any number of thermometers can be read with 
this apparatus from one centre, such as the engine room or officer's 
cabin, is worthy of attention. The present method consists of 
hauling a glass thermometer up a tube from the hold of the sbip, 
making allowances for the change of the reading during the time 
it is being pulled up and read on a dark, stormy night, and record- 
ing the reading, as far as it can be remembered, with half a dozen 
others, on the engineer's cuff. — | 

A tool for marking off with extreme accuracy large templates, 
slates or other work is shown, aud there is a large display of the 
firm's well-known circuit-breakers and other switches, including а 
new “ jigger switch” which it is proposed to apply to the method 
of charging for electricity supply on the limit-demand system.” 
As soon as the maximum demand permitted is exceeded, the 
jigger switch comes into operation and jigs the light in an unbear- 
able manner, and goes оп jigging until the consumer switches off 
5 and brings himself within the maximum demand contracted 
or again. 

The Crawley automatic cut-out, which has no permanent magnets 
or апу parts that can be demagnetised, is too well-known to cal} 
for more than mention. 


Union Electric Co., Ltd. (175, 281). 


A large display of Hartmann & Braun instruments of all sorts 
and sizes—some very large—is exhibited on this stand; the Hart- 
mann-Kempf frequency meters, of the vibration type, in many 
patterns, form а very interestiog feature of the collection, and are 
shown in operation. A speed recorder with paper chart, and a 
number of laboratory instruments, testing sete, &c., are exbibited. 

A convenient switch pillar head” is shown, саггушв the 
new “Sector” flange instrament and a double-range frequency 
meter, the whole being fitted with illuminated dials, and suitable 
for the control of a.c. machinery. A 15-ampere time meter for 
consumers’ circuits, and a time-meter for use on tramcars, showing 
only the length of time during which the current has been оп, are 
worthy of notice ; a temperature indicator for electrically indicating 
temperature at a distance, and a atandardising electro-dynamomete!, 
also are of special interest. 


Electric and Ordnance Aceessories Co., Ltd. (1, 62). 


An interesting new instrament shown by this company is the 
« Warner" Autometer—a combined speed indicator and distance 
recorder for use on motor-cars, tramcars, &c. It is actuated by а 
permanent magnet, which is guaranteed not to lose 4 per cent. of ite 
magnetism during a period of 10 years ; this is driven by a flexible 
shaft from the axle, and drage round an aluminium dial by eddy 
currente, against the control of a hair-spring. The dial is uniformly 
divided throughont the whole range, and is carried in sapp 
jewelled bearings, reducing friction to the minimum. The к 
of the readings is unaffected by the position of the car, and oscil: 
lation is practically absent except on rough roads, the dial being 
carefully balanced. The accompanying figure shows the appearance 
of the instrument. 

The company are also exhibit- 
ing their telephones, which are 
made for use on the central- 
battery exchange system, call and 
reply, domestic, and  central- 
battery intercommunication tele- 
phones. We illustrate herewith 
one of their hand sets. 
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British Westinghouse Electric and Manufacturing Co., 
Ltd. (79, 108). 


The Westinghouse Co. are showing their new type “О” p.c. 
ampere-hour meter, an extremely simple meter, especially suitable 
for small consumers. It is of the shunted type, in which а small 
motor runs in parallel with a resistance, tbrough which the main 
current flows. Tbe speed of the armature is proportional to the 
drop across this resistance. The commutator is very small, rsducing 
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WESTINGHOUSE “N” Түрю SINGLE-PHASE А.С. 
WaTr-Houn METER. AMMETER. 


friction and wear from this source toa minimum. The meter can- 
not run idle, and all losses due to shunt winding are avoided. The 
meter is very compact, its cverall dimensions being 5 in. wide, 
63 in. long, and 5 in. deep. 

The type N" single-phase watt-hour meter is for two-wire cir- 
cuits of all usual frequencies. It is small and very compact, of 
simple and strong construction, and unaffected by variations of 
pressure in the supply circuit. The speed is low, and the moving 
element extremely light. The permanence factor, i.c., the ratio of 
the torque to the weight of the moving element, is very high. An 
accuracy of within 2 per cent. from h of full load to 25 per cent. 
ee is guaranteed for one year. The meter is illustrated here- 
with. 

Another view shows a two-faced a.c. ammeter, which can be read 
from either end of a switchboard. 


Rochdale Electric Co. (18). 


The chief feature of this company's exhibit is the Watson " 
prepayment meter. These meters are made throughout at the 
company's own works at Rochdale, and are manufactured for 


"S:LveRLITB" ELECTRIC AIB-PROPELLER. 


penny-in-the-alot or shilling-in-the-s!ot, and for ‘alternating current 
as well as direct current. 


The chief pointsclaimed are: No current is absorbed in operating 
the measuring device, and there is по appreciable drop in volts at 
full load, no shunt current being employed; no liquids or mercury 
contacts are used; the company's new patent coin trap rejacta all 
bent coins, and no wires or string can be put through into the meter 
to foul the mechanism or divert the current; a simple and very 
effective device is provided for adjasting the amount of electricity 
to be given for a coin's worth; a bold indicator finger shows the 
consumer how many lamp hours he has still to his credit. Taere is 
also a check d al to safeguard the supply compiny agains. cheating. 

Other exhibits include a standard 3.H P. 220-volt motor, which 
represents a range from 1 нр. to 60 H..; the "Silverlite" electric 
air propellers with open type blades and with box blades; a 
compsct motor-car accumulator charging board, with ammeter, 
automatic no-volt switch, and variable lamp resistance; and iron, 
brass and aluminium machine-monlded castings, of which the com- 
pany make a speciality, 

Two machines cutting clockwork gear wheels and pinions, such 
as are used in the Watson" slo; meter, form an interesting 
exhibit; these machines are fally automatic, and are electrically 
driven by one of the company’s 1-н.р. motors. Lastly, the stand 
is lit up by Silverlite“ metallic-filament lamps, which are 
working in pairs on 200 volts, and also others direct across 200 
volts. These lamps can be supplied ia voltages from 6 volts to 
250 volts, and the consumption varies from 1'1 watts per oP. to 
1:25 watts per c. P., according to size and voltage. 


Pollock & MeNab, Ltd. (110). 


Messrs. Pollock & MeNab's Apollo” lathes are too well known 
to need lengthy reference here; the exhibit includes turret and 
capstan lathes, drilling, milling, and automatic gear-cutting 
machines, 


The Bristol Co. (J. W. & C. J. Phillips) (3). 


On this stand are shown the Bristol Co. 's standard recording 
gauges for steam, vacuum, and air pressure, also voltmeters, ammeters 
and wattmeters, some of which are recording on the Exhibition 
supply. An exhibit of interest to central-station men in particular 
is the Bristol thermometer for recording the temperature of super- 
heat. The principal feature of the instrument is a hermetically sealed 
bulb about 6 in. long x ў in. diameter, connected to the recording 
gauge by 25 ft. of protected tubing, the bulb being sealed under 
pressure, and containing a gas. The superheat recorder bas a range 
up to 820° F.; a lower range shown for recording the temperature 
of feed water runs to 400° F. There is also on view a new pyro- 
meter recently introduced by Prof. Bristol, which will record and 
indicate temperatures up to 3,000? Е. This is worked by an 
electric couple. 


Glenfield & Kennedy, Ltd. (5, 6). 


Practically every engineer knows the Kennedy wat r-meter, 
which is shown working on this stand in a glass body; but the 
company’s products extend far beyond the meter, as is instanced 
by the sluice, air, pressure-reducing, and exhaust valves shown. 

An electric water-level indicator and recorder, fur registering in 
a town the depth of water in a distant reservoir, is particularly 
worthy of mention. 

The apparatu3 is composed of a transmitter and receiver; the 
former consists essentially of a two-way switch, operated by a float 
through suitable mechanism, and coupled electrically to a relay in 
the receiver. The relay decides as to which of two sets of electro- 
magnets (in the receiver) shall be energised; and these magnets, 
through their armature, control the direction of rotation of the 
indicating dial. The receiver is provided with a dial marked in 


“Watson” PREPAYMENT METER, CLOSED AND OPEN. 


feet, a recording drum, and a clock, and thus provides for graphical 


records of the rise and fall in level. 
Another iateresting instrument is a discharge recorder, for 


integrating and graphically recordiog the water passing over a 


weir, and its depth. The company are making a special display of 
automatic exhaust and other valves; and it is worth noting that 
they have carried out all the valve work for the Loch Leven hydro- 
electric scheme. 
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Elliott Bros. (85). 


Messrs. Elliott are showing a large number of instruments under 
actual working conditions, in conjanction with switchgear manu- 
factured by Messrs. Eckstein, Heap & Co., their agents in 
Manchester. | | 

Movinog-coil ammeters and voltmeters for direct-current switch- 
board mounting are shown in various sizes of round and sector types, 


E.BL. PoRTABLE AMMBTER AND VOLTMETER. 


as wellas edgewise instruments, some of them having illuminated 
* instruments for alternating current are shown to 
match the moving - coil instruments, in all types except the largest 
round pattern and the smallest sector ty pe. | | 

Portable instraments ате shown of every description, for direct 
or alternating current, and also some types for use on both. The 
alternating-current instruments are of the dynamometer type, with 
а special arrangement of the coils, there being only two coils of 
wire instead of three. In the ordinary dynamometer, the moving 
coil swings iaside the long fixed windiag formed by the two fixed 
coils. In this form the arrangement 18 reversed ; there are two 
coils only, and the moving coil awings outeide the fixed coil, which 
js wound in the form of a ball. It is claimed that the electrical 
efficiency of the instrument is increased owing to the better dis- 
position of the windings; aud that this allows stronger controlling 

rings to be used with a coil of relatively less weight and inertia, 
without the accompanying disadvantage of an increased coefficient 
of self-induction. 

The portable standard ammeters are accurately compensated for 
temperature by means of Campbell’s patent compensating device, 
of which the firm are the sole manufacturers. 


ELLIOTT Bros’ A.C. AMMETER. 


In all the instruments above-mentioned, a special feature is made 
of the external zero device, enabling the pointer to be accurately 
aet to zero. 

Recording instruments are shown in actual operation, both for 
continuous and alternating currents. These are of the latest pat- 
tern, made at Centary Works, and embodying several important 
features. The instrument consists of three essential parte:— The 
case, the clock, aud the electrical movement —each of which forms a 


separate unit, and all of which are interchangeable with similar 


parts in another recorder; consequently, in the event of any 
injury happening to the clock, it can easily be replaced by another 
clock without having to send the whole instrument back. 

They are made with a variety of speeds of travel, and in particular 
one instrument is provided with 1 in. per hour and 1 in. per minute 
speeds, the change being effected by a small lever, 80 that the quick 
speed can be used during certain tests, and the slow speed switched 
on when the tests are not being made. 

A tell-tale device can be supplied for use during the night, when 
it is necessary to be assured that the station attendant has taken 
the readings. 

An important accessory is the new ‘Century " pen, the result of 
experiments carried out to obtain a pen which would properly mark 
a chart, and at the same time would not run out too quickly a: 


MM 


ELLIOTT RECORDING VOLTMETRB. 


regards inking. The new pen does this, and is cheaper than the 
form previously used. | 
Transformers and shunts, leakage indicatora, and the Harriton 
universal photometer are exhibited, as well as teat sets of various 
forms, including the “ Е.В L." test set, which we illustrate. 
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INTERIOR OF ARON Moron Merer. (See р. 753.) 


A large variety of galvanometers and other laboratory apparatos 
telegraph apparatus, engineering instruments, Sparklet fases, be. 
on view, as wall as the die castings for which the firm 1s ? n 
By thelatter process, pieces can be cast accurate in shape p les 
dimensions, within 0:001 in. Screw threads can be cast and 115 
located accurately in any parts of the pieces, the majority of w 
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can be taken straight from the moulds and assembled without any 


grinding or drilling being required. : 
The Elliott speedometer is shown in operation, and a case 
containing the various medals awarded to the firm at various 


Exhibitions. 


Aron Electricity Meter, Ltd. (181). 


The Aron Meter Co. are exhibiting a larze number of energy 
meters, including their standard patterns of induction type and 
direct-carrent motor metere, their well-known clock type meter, &¢. 
The induction motor meters are shown in various types. Besides 
the ordinary standard house service pattern, there are switchboard in- 
struments, two-rate meters, three and four-wire polyphase meters, and 
the prepayment meter, the latter being the only meter of its class 
to receive the Board of Trade approval. In the direct-current class 
examples are shown of the company's newampere-bour and watt-hour 
motor type meters, which we illustrate (p. 752), and their p.c. prepay- 
ment meter, consisting of an ampere-hour meter, coupled with the 
same prepayment device as is used in the 4. 0. prepayment meter. 

A large number of clock meters are exhibited, including single 
and double-dial charge and dischurge battery meteis, 2-rate metere, 


Авон MASTER CLCCK. 


maximum demand meters, house service meters, and station meters. 
The latter consist of many kinds of polyphase switchboard meters 
and large current traction and portable meters of the whole current 
and shunted types. For checking meters in situ, a portable meter 
i3 shown ; this is used in conjunction with a portable resistance, 
which forms a very handy adjustable artificial load. 

A complete system of electrically-wound master and sub-clocks is 
shown ; many of the latter are fixed in prominent positions around 
the Exhibition. We illustrate herewith the master clock, showing 
the interior. Clocks suitable for offices, private houses and switch- 
boarde, and for ringing belle, burglar and other alarms are also 
exhibited. 

Single and double contact time switches, suitable for switching in 
different meters, &c., at predetermined times, or altering the rate 
of a meter, are exhibited, as well as main current single and 
double-pole time switches for heavier work; hour counters, for 
registering the total hours during which a circvit has been in use, 
suitable for д.с. and p.c. circuits, and taximeters for horse and 


motor cabs. 


Evershed & Vignoles, Ltd. (226). 


The well-known “Megger ” is, of course, the leading feature of 
Messrs. Evershed & Vignoles's exhibit ; our readers need no descrip- 
tion of this. Their new Evershed three-range portable ammeter 
for p.c. and a.c. is an interesting instrument; it has been designed 
to provide as far as possible the same advantages for alternating 
currents as the shunt system does for direct. It is made with four 
terminale, and according to the pair of terminals to which connec- 
tion is made, its range is either 10 amperes, 60 amperes or 100 
amperes; in this mauner the whole range from 1 to 100 amperes is 
satisfactorily covered by one instrument, with an enormous saving 
of weight, since the only alternative ів the provision of three 
instruments, or a single instrument with three transformers and 
three shunts. The movement is dead-beat in action, and is un- 
affected by external fields. A similar instrument with two ranges 
i3 shown in one of our figures. | . 

Another exhibit is Evershed's combined portable moving-coil 
ammeter and voltmeter for direct current, which is illustrated 
herewith. This instrument contains two movements mounted at 
either end of a common magnetic circuit. The pointers work over 
two scales divided into 100 and 130 equal divisions respectively, on 
а common dial. The ins'ruments are, electrically, entirely inde- 
pendent, and in addition to serving for the measurement of volts 


and amperes, can also be used for measuring watts or ohms. The 
standard instrument is provided with four shunts for the ammeter, 
enabling all currents to be measured from :001 to 1,000 amperes, 
while the voltmeter is provided with an in- ernal switch and resist- 
ances which give six sensibilities, and enable readings to be taken 
of any pressure between ‘001 and 1,040 volts. By taking simul- 
taneous readings of volts and amperes, the watts may be 
measured by simple multiplication ; and the poseible range is from 
one-millionth of a watt to one million watts. 


EvERSHED PORTABL: Two-RANGE А.С. AMMETER. 


The Marday recorder, an instrument of the moving coil type im 
portable form, is provided with a special patented construction vf 
the pen which renders levelling screws unncceseary, while the 


EvEBSHED COMBINED FortaBLE Movixd-C OIL AMMETEB AND 
VOLTMETER, 


motion to and fro over the paper is such that the time scale become s 
a scale of straight lines instead of curves as is usual. Tbis spec'al 
construction is particularly valuable in portable inttrun ents. The 


EVERSHED Sw;TCHBOARD AMMETER. 


shunts are of a special patented type constructed to as to redu e 
the space usually occupied. 

In addition to the foregoing, there is an exhibit of Evershed's 
moving iron instruments for switchboards a.c. and D.C, mounted in 
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cast-iron enamelled cases as illustrated, with the movement 
rendered dead-beat by the provision of an air damper of special 
design. The instruments аге particularly suited for motor circuits 
of all kinds, and being water-tight and extremely strong in con- 
struct ion are specially suited for underground use. 


General Electric Co., Ltd. (182, 162). 


A variety of instruments is shown at the General Electric Co.'s 
stand. Of these the principal features of novelty are the Sumpner 


WATTMETER 
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SouMPNER PowEB-FACTOR METER AND WATTMETER. 


alternating-current instruments, with iron cores. We illustrate 
herewith & power-factor indicator of this type, which is made for 
balanced or unbalanced loads, and is a very useful instrament in 
generating and sub-stations. А typical 2,000-volt 200-ampere 


generator panel is exhibited, on which are mounted a power-factor 
indicator, a moving-iron illuminated-dial voltmeter, main and 
field ammeters, and a Sumpner indicating wattmeter. The last 
named hasa large torque and an evenly divided scale, and attains 
to a very high degree of accuracy. The Sumpner inttruments were 
fully described in a paper read before the I. E. F., of which an 
abstract appeared in our issue of April 17th last. Various patterns 
of recording meters are exhibited, as well as a complete range of 
telephones for common-battery and other exchanges, intercom- 
munication telephones, &c. In this connection we may note that 
the company are now making porous pots and dry cells complete at 
their Witton works, where they have been making carbons also 
for years past. An unbreakable gas lighter of the static type, in a 
metal case, is an item worthy of notice. We understand that the 
Fynn alternating-current motors are made by the General Electric 
Co, and one of them is exhibited. 


Ferranti, Ltd. (80, 102). 


Messrs. Ferranti's chief exhibit is, of course, tbe high and low- 
pressure switchgear in the Exhibition sub-station adjoining their 
stand, which was described in our is ue of October 2nd. 

On their stand they exhibit a number of interesting details of 
their manufactures, including a group of all classes of electricity 
meters for house service, for both alternating and direct-current 
supply, and switchboard meters; their switchboard and portable 
types of instruments, including power-factor indicators, indicating 
wattmeters, frequency indicators, relays, leakage indicators, &e., 
are also shown. Various sizes and types of starters for direct- 
current motors are exhibited ; these starters are radically different 
from other starters on the market, being practically indestructible, 
and having no wire coils or spirale. 

The remainder of the exhibit consists of electrically and 
mechanically-operated switches constructed on the lines of Messrs. 
Ferranti's patents, and a emall complete low-pressure power switch- 
board which they have built for their own power atation at their 
works at Hollinwood. 


Motor Loads in Hotels.—To the central station which 
numbers one or more modera hotels among its customers, the 
chance for the developrrent of power business is worth following 
closely, for there is no field where the advantages of the electric 
meter are more c.nspicuous. The great problem in operating an 
hotel is to keep the labour cost down, since in many houses there 
are often from one to one-and-a-half employés per guest. The 
organisation of the larger city hotels has been carried to a point of 
great refinement, but it is a question whether the staff could not 
be very materially reduced by the installation of motor-driven 
machinery to a greater extent. Labour-saving devices are therefore 
at a premium in the management of the most progressive hostelries. 
In the kitchen and laundry the electric motor affords the cleanest 
of all powers. It economises floor space, enables the best lighting 
conditions to be enjoyed in the culinary department, allows the 
location of any machine at the most convenient point, and 
thus facilitates the quickest bandling of both raw materials and 
cooked food products. It isa great convenience to be able to put 
a motor-opersted machine well out of the reach of the ranges, 
ovens, broilers, cold-storage chests and other equipment frequently 
visited by «mployés and here the шойт drive contributes 
dircctly to the acceleration of the service to and from the dining 
rooms. The severity of the surrounding conditions causes little 
embairassment in a motor installation, and the time spent in 
repairs by the generally overworked maintenance staff of a modern 
hotel is seldom chargeab!'e in any considerable proportion to the 
electric motor. In almost every department the convenience of 
tbe motor drive justifies its adoption. Passenger and freight 
elevators, semi-automatic hoists and dumb-waiters, dish conveyers, 
ash hoists and coal lifts, form a class of equipment by itself 
especially adapted to motor driving. The electrically-driven 
dumb-waiter has reached an advanced stage of development in the 
later hotel work, especially in its automatic features. In the 
electrical operation of bread-mixing machinery, apple parers, 
bread-moulding machines, ice-cream freezers, fruit cleaner, pie 
trimmers, coffee grinders, meat and food choppers, silver polishers, 
knife grinders, cutlery brighteners, pitcher and silver buffers and 
scrapers, ice crushers, dish-washing machines and other smaller 
apparatus, there is an excellent chance to save labour through the 
use of the electric motor. Over steam the efficiency is undisputed, 
but the chief gain to the hotel management is, as indicated above, 

n the cost of attendance. When a single chopper driven by a 
1-H.P. motor will handle from 600 to 750 lb. of meat іп an hour; 
when a 2-H.P. washer will clean 3,000 dishes in 60 minutes, and a 
knife polisher brighten 250 knives in half-an-hour, the possible 
savings in hand labour become attractive. The cost of the machine 
is a mall matter when its capital charges and operating expenses are 
balanced against the wages item with and without the machine, under 
the conditions usually prevailing in hotel service. In the field of 
general motor application, driving small fans, pumps, refrigerating 
apparatus, and notably in keeping the odours of the kitchen away 
from the cafés, corridore, &c., in assisting fireplace ventilation, or 
in extracting smoky air from the banquet rooms, in operating 
sewing machines in the linen division, and in numerous other uses, 
the electric drive can be made so serviceable that the central- 
station man who fails to emphasise these features in seeking to 
enlarge his power load in the hotel field lets slip an excellent 


opportunity to secure business of the most desirable kind.—New 
Xork Electrical Revicw. 


J. Lomax Kendal & Co., Ltd. (100). 


This firm bas acted as contractors for much of the installation 
work in the Exhibition, this including the electric wiring contract 
in connection with the arc lighting circuits, and the general 
domestic lighting of the dining room, tea room, and the Welcome 
Club. But it also hasa stand of its own, where there is an array of 
many recent designs of Veritys' electric fittings for residence light- 
ing, including work representing the Adams, Sheraton, Louis XVI 
and the Flemish Schools. Here also is one of the few exhibits 
of electric heating and cocking apparatus, which comprises 
Veritys’ radiators and  convectors, and some new cooking 
and heating utensils of Veritys’ manufacture, now exhibited for the 
first time. Some switch and sccket covers are shown illustrating 
the method of sinking the switch and sockets into the wall; 
the plates and covers can be made of ornamental design to agree 
with the electric light fittings employed in the room where they 
are placed. A novelty of greater interest than these is found in 
the Witch dust extractor for domestic use. It is claimed to be 


ап extremely effective device, is driven by means of в Verity 


motor, and its current consumption is stated to de one-fifth of a 
B. of T. unit per hour. 


* Check.fire?" Door Co. (182). 


The company’s exhibit includes examples of their new fire- 
resisting doors, which, it may be mentioned were patented in 1904, 
and have since undergone prolonged trials. | 

This door consists of an angle framework carrying a alab of in- 
sulating asbestos composition between a thin sheet-iron plate, оп 
оре side, and a perforated iron plate on the other. 

It is intended that the solid sheet metal side of the door shall 
face the room to be safeguarded from tbe spread of fire. The 
sheet- iron, being very thin, buckles under red heat between rivets, 
but without deforming the door, and forms air cushions for protect 
ing the insulating material behind. 

The final layer of insulation on the other side, next the 
perforated plate, is a slab of asbestos slate, which is both fire and 
waterproof, and contributes largely to the rigidity of the door. 

The perforated slate exposes, through its perforations (about 2,600 
to the sq. yard),a large portion of the slate to air cooling. The 
perforated plate is claimed to be inert under heat, so much so that 
ry door is still fireproof even if the fire originatcs on the wrong 
side. 

For power station work, an extra sheet of asbestos slate, carried 


on insulators, is fitted, with a view to preventing contact with the 
metal work of the door. 


The Premier Electric Lamp Co., Ltd. (224). 


The feature of this company's exhibit is the Premier metal-filament 
lamp, produced throughout at the Hayton Quarry factory, and 
suitable for pressures of from 20 to 250 volts. : 

In these lamps, the lower ends of the filaments are spring: 
supported, and the upper endsof each section are anchored ; the 
makers claim that the lamps are exceedingly uniform in quality, 
and that they are not nearly so liable to breakage in transit as are 
some other such lamps. 

They are shown burning in all positions, and we understand are 
giving the greatest satisfaction. The efficiencies range from `8 watt 


рег candle in the case of low-voltage lamps, to 1'2 watts for the 
250-volt lamp. 
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MISCELLANEOUS EXHIBITS. 


British Insulated and Helsby Cables, Ltd. (28). 


The work done by the B. I. & Н. Co. in connection with tele- 
€raphy*and telephony is perhaps not so well known as that of 
their lighting and power cable manufacturing departments; it is, 
however, of very great extent. A number of cables are shown, of 


ВІ. & H. DRUM-ĪNDICATOR SWITCHBOARD. 


various types, illustrating the several stages of manufacture, up to a 
lead-sheathed telephone cable of 800 pairs, 2§ in. in diameter. A 
600-pair cable is shown with the ends opened ont for testing. Tele- 
graph cables are also exhibited, with screened conductors, and it is 
interesting to note that the company has introduced aluminium 
tape instead of copper for screening purposes, with great ud vantage; 
specimens of such cables, up to 32 in. diameter, are exhibited. The 
company is constructing cables for the underground telegraph 
trunk lines between Manchester and the surrounding centres of 
population. 

Turning to the telephone apparatus, of which there isa large 
collection, we illustrate the front of a 50-line magneto drum- 
indicator switchboard, which is fitted with a new form of combined 
indicator and jack; the indicator is automatically restored on tke 
insertion of a plug, and occupies an exceedingly small space, while 
it has no exposed parts and is dust proof. It is practically equiva- 
lent to a lamp, being but little larger, and is without the disadvan- 
tages attending the use of the latter. A 50-line standard test board 
is also shown, with various other patterns of board. An exhibit of 
special novelty and interest isthe patent radial-arm wall or table 
eet recently introduced by the company. In this device, while the 
plane of the transmitter is always vertical, and therefore in the 
most efficient position, the transmitter can be raised or lowered 
over a range of 6 in., to suit the height of the user. This 
is shown in one of the accompanying figures, and we may draw 
attention also to the metal case as an agreeable variation from 
the usual polished walnut. A breastplate tranemitter and head set 
weighing only 64 oz., complete with cord and band, is worthy of 
notice; and the common-battery table set which we illustrate has 
the advantage that the distance between the transmitter and the 
receiver can be adjusted to suit the user, a condition essential to 
the best results. A special patent transmitter is employed, which 
is not greatly affected by being used in the horizontal position. A 
selection of exchange apparatus, such as that used in the Cardiff 
exchange, which was recently equipped by the company, 18 
shown; and bridging instruments for Canadian party lines are 
exhibited. | 

The telegraph apparatus is no less interesting. The company 


have lately been exporting much of this to take the place of 
American apparatus to which their products are preferred. The 
patterns called for in this connection differ widely from those to 
which we are accustomed in this country. _ | 

Vyle's polarised sounder, which has come into extended use, is 
one of tbe prominent features of the exhibit. It can be worked on 
a long line, single or double current, simplex or duplex, without 


RADIAL-ABM WALL SET. 


relays or local batteries, and has for some time been successfully 
used on duplex underground circuits between London and Glasgow 
—a remarkable feat. The Kamm relay is also worthy of notice; it 
is shown used in various ways. For instance, a double-current 
repeater with Kamm relays, but without automatic switches—an 
entirely new design—is exhibited, as well as the closed-circuit 
type, with polarised sounders on the American model, and a 
single-current repeater board without relays, both of which are 
new types. 

The Mansbridge patent condensers are made by the B. I. Co., 
fitted in metal cases with flush sides and ends, and occupying a 
remarkably small space for the capacity; and various other details 
of telephone and telegraph work are shown. Lastly, the Phanto- 
phone is exhibited for the first time: this apparatus permits of 
simultaneous telephony and telegraphy, over either single or 
double lines, and enables a telephone line to be superimposed upon 
existing telegraph lines. It is shown working under extraordinary 


B. I. & Н. Common-Barrery TABLE SET. 


conditions—two instruments being bridged across two telegragh 
lines, one of which is working double-current duplex with Vyle's 
polarised sounders, and the other working with a single needle at 
one end, and a double-plate polarised sounder at the other. Each 
line is equivalent to 50 miles of aerial telegraph line, and on the 
two lines there are four lines of communication—three telegraph, 
and one telephone—all working simultaneously and inde- 


pendently. 


SUPPLEMENT X. [756] 


-—— ———————————————————— ышы: 


THE ELECTRICAL REVIEW. 


[Vol. 63. No. 1,614, Остовев 30, 1908, | 


nn——————————!——————À————À—ÁOÁÓÁÓO'H^A SS SS SSS re Ele RR RN RN RN RA 


Henry Wallwork & Co., Ltd. (42). 


We illustrate herewith a gear hobbing machine manufactured by 
Messrs. Henry Wallwork & Co., Ltd., which generates with a hob 
the teeth of spur, right or left-hand spiral, and worm wheels. The 
form of tooth produced is generated by the rotation of the blank, 
and does not depend entirely on the accurate profile of the cutter. 
Only one hob is required for each pitch, and every gear cut has 
accurately formed teeth, independent of their number. Many 
other advantages are claimed for this method. ; 

‘The machine is driven throughout by worm gear, with ball thrust 
collars fitting in oil-tight cases inside the frame; a silent, steady 
and powerful drive is thus obtained, only the change gear for 
driving the table and differential being placed on the outside for 
ease of manipulation, 

The controlling levers have been brought together and placed in 
a most convenient position on one panel, the removal of which 
opens to view the whole of the driving and feed mechanism. 


WALLWORK GEAB-HOBBINd MACHINE. 


The machine is driven by a three-speed cone pulley, which can 
easily be replaced by an electromotor when required. 

A gear generating machine for cutting worm wheels of any pitch 
and any lead, up to 40 in. diameter, employing either a hob or a 


BROADBENT BELT-DRIVEN Dynamo. 


fly tool, is also shown. This machine depends for its action only 
ona correct selection of the change wheels from an easily worked 
formula supplied by the makers. No differential is employed. 

A number of motors with reducing gear of 20: 1 through worm 
gear, and one of 5: 1 with raw-bide pinion, and cut spur wheel, 
are exhibited, together with a worm gear employed for the electric 


driving of a lead rolling mill, transmitting 96 н.р. with 90 per 
cent. efficiency. . | E 

The remaining exhibits are examples of malleable and other 
castings, resistance grids, &с., and patent universal electric lamp 
brackets of various patterns, suitable for workshop and office ше. 


T. W. Broadbent, Ltd. (81). . 


This is an exhibit of plant, &c., required for electric lighting and 
power transmission, from a three-phase motor to а switchboard: 
everything, with the exception of the Jamps used for lighting, is of 
the firm's own manufacture. A three-phase motor is shown drivi 
а continuous-current dynamo, the latter being used for the lighting 
of the stand. The motor is one of the firm's Standard N type. We 
understand that a special merit claimed is its massive mechanical 
design. The overall efficiency of the motor (which is rated at 
75 B. H.P. at 1,410 R. P., on а 400-volt 50-cycle circuit) is said to 


BROADBENT “ Н ” TyPE Мотов-ВтАВТЕВ. 


be about 77 per cent. at full load; and the full-load power factor 
79 per cent. A ''Leviathan" belt (made by Hebblethwaite Pros, 
Ltd., of Huddersfield, who are exhibiting joiotly with Messrs. 
Broadbent) is used for driving the D 13 Broadbent dynamo. 

In the design of the continuous-current machines considerable 
attention has been paid to the question of commutation. Like 
many other makers, the firm have, after experiment, adopted the 
box type of brush-holder (in which the brush slides in a brass box, 
the pressure being applied directly to the end of the brush) as 
their standard type for carbon brushes. There is a main switch- 
board, equipped with quick-break switches, which is used for the 
control of the lighting, &c. The board, which consists of two 
panels of enamelled slate, is of the class commonly used for small 
installations. 

The motor-starter shown is of the H type enclosed, double-pole, 
comprising in one apparatus a double-pole switch, two main futes, 
and a motor-starter with renewable contacte, and provided with 
adj ustable no-voltage and overload release magnet, the whole 
enclosed in a light cast-iron case. This starter is designed to take 
the place of the customary motor panel; and it is operated by one 
motion of the handle. 

The M type protected motor is electrically of a similar design, 
but with certain modifications, to the D type dynamo already men- 
tioned. The brush gear is claimed to be easily accessible, the 
inspection holes in the end shield at the commutator end being 
large. The motor exhibited is of the M 3 size, and is shunt wound 
to give an output of 9 B. H.. at 560 R. P. u. at 110 volts, for inter- 
mittent work. 

To meet the large demand among the smaller power-users for 2 
cheap motor, a new line of small-power continuous-current motors 
in all sizes from 4 B.H.P. up to 14 B. H. P., has been introduced. The 
designer has departed from the circular form of motor, as exemplified 
in the M type of motor, and has reverted in some degree to & more 


Вволрвент "C" Type Moron. 


angular design. 'The C motors (see figure) are of a square section 
with rounded corners, as this form of constraction requires, for s 
given winding on the magnet, the minimum of space and mate ial. 
The firm also show а small steam generating set, the engine being 


by Messrs. E. Reader & Sons, Ltd., of Nottingham, and drivirg % 
small Broadbent dynamo. 
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Heenan & Froude, Ltd. (158, 96). 


This firm are exhibiting a detailed scale model of a H 
patent destructor recently erected by them for the Wood Green 
U.D.C. The original plant is capable of dealing with 100 tons of 
refuse per 24 hours. The model serves to demonstrate the prin- 
ciple | E e ee and the utilisation of the hot gases under a 
er, this arrangement being, of 

5 g g, of course, very common at 

Another interesting exhibit is а 6-ft. diameter mine ventil 

р tin 

fan, capable of exhausting 50,000 cb. ft. of air per minute бн. 
a pressure of 3 in. to 4 in. water gauge. Needless to say, this 
machine, which is driven by a 10- н.р. motor, does not operate at 
its full capacity. The Froude patent water dynamometer and a 


AIR COOLER AND HUMIDIFIER. 


machine for cooling air, which we illustrate herewith 
shown. The latter hails from down under;” it is edd ark 
у the method of cooling circulating water for a gas engine. 
e plant occupies only 5 ft. 6 in. x 2 ft. 9 in. floor space, and will 
cool 500 gallone of water per hour from 130° F. to 70° F., this 
being sufficient for a 100-5.H.P. gas engine. pm 
"e apparatus is of interest especially in connection with the 
xtile trades, as it can be utilised as a humidifier for supplying 
ша Il either heated or cooled as required. 
8. Heen i i i 
Engli wacker an & Froude are placing this machine on the 


Siemens Bros. Dynamo Works, Ltd. (86, 97). 


The company's stand leaves little to be desired i 
‘ à n regard to 
таге and interest of exhibits. On one side is shows А calico 
m running at 218 R P. u, driven by a Siemens 4-в.н.р. 400-volt 
ар motor, which runs at 1,000 в.Р.м. As the normal speed of 
n с и 1 а i operation electrically at 

„Р.М. matter for congratulation, alth i 

surprise to electrical men. gra ion, ough possibly not of 
pc лә opposite side of the stand to the loom another item of 
ы ale machinery claims attention. This is a gassing machine— 
i des the operation of singeing the loose fibres 

origin carri і і 
electrically 11 2 у ed out with gas flames, is реногшва 
с arrangement adopted includes а small platinum channel, 
He 1в raised to white heat by means of a suitable current, and 
А ugh which the thread is drawn аб great speed. se 
Practical trial of these machines has demonstrated that they 
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Simmens STANDARD INDUCTION 
Moro. 


CRANE CONTROLLER 
AND RESISTANCE. 


dave some 20 per | igi ive ‘better 

product, per cent. over the original type, and gi K 

А Alternating-current motors of the slip-ring and squirrel-cage 
ypes, also direct-current motors of various types are on view. 

d A small series motor, coupled to a 124-in. fan, is fitted with a 

che ө controller, arranged to give speed regulation by varying 
e grouping of the motor field-coils; independent overload and 
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no-voltage releases, and a magnetic blow-out are fitted 
Жей. As regards 
the fans, the table i in si i 1 1 
5 species figures in sizes from 8 in. to 14 in. 
Among the switchgear)’on view. ma i i 
| ; К у be mentioned 30-am 
ee and triple-pole maximum and  reverse-current cireuit 
ем similar breakers for 700 amperes and 1,000. amperes; an 
ое star-delta starter, and other standard . types of 
One ingenious starter, which has only recent! а f 
i ; y emerged from the 
companys works, is so arranged that the pulling Sound of the. 


SIEMENS TYPE "M A" STARTER. 


Ф 


hand-wheel coils a heavy clock spring, and starts an escapement, 
which in turn operates mechanism for giving a slow starting 
movement over the contacts. 

This is known as the Siemens fly-wheel starter; the mechanism, 
on coming into action, completes automatically all operations. 
without further interference on the part of the attendant. 


SikukNS FLYy-WHEEL STARTER. 


A special feature is the step-by-step motion of the switch-arm, - 
which moves sbarply between contacts, but remains for a few- 
seconds on the contact while the motor has time to accelerate. 
Since the exact time spent on the contact is known, the resistance - 
cau be so designed as to give uniform acceleration. Overload or 
failure of the supply causes the starter-arm to return automatically 
to the “off” position, and the switch-arm cannot be moved from 
the off” position unless the main switch has been closed. 

The company are showing & variety of their Economy and 
Liliput arc lamps, in various finishes, also specimens of the now: 
well-known tantalum lamp, whole and dissected to illustrate the 


processes of mauufacture. 


First Garden City, Ltd. (155a). 


The Garden City at Letchworth, which came into being as the 
realisation of Mr. Ebenezer Howard's propaganda, has made 
remarkable progress during its four years' existence ; the population 
is now 6,000, there are 1,100 houses and 24 factories built or. 
building, and 8 miles of new roads have been made. The object of 
the promoters in exhibiting at Manchester is to draw attention to 
the facilities for industry that are offered by their city; apart from 
the social and hygienic advantages resulting from the economic 
principles of organisation adopted and the healthy situation 
chosen, there are special inducements for manufacturers to settle 
there in the shape of low rates (2s 24. in the pound), low renta, 
good railway facilities and easy access to London, cheap gas and 
electric power, sound foundations, and contented labour. 

What more could be desired ? 
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"The National Gas Engine Co., Ltd. (271). 


The company are showing one of their new model Y E“ type 
engines, rated at some 100 H.., which operates on suction ga“, 
supplied from one of the company's Gold Medal" type pro- 
ducers. This engine is designed for mill driving or electric light 


OWA - 
А? 
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on the magnets would be carried over into the ark containing 
cleaned liquid. 


The trough is given a fall of 4 or 5 in. to the foot, so as to ensure 
a shallow quick flow and constant frictional contact with the 
magnets, 


The latter, being electro-magnets, can be easily washed clean 


THe Natrona, Co.'s “Y E" Type Gas ENGINE. 


work, and appears to be a particularly easy and quiet running 
machine. It is fitted with ring lubrication on the main bearings, 
throttle governing, electric ignition and compressed-air etarting. 

A combined electric lighting set, incorporating an " ME ” type 
engine and dynamo, and running on town's gas, is also shown 
in operation. 


The Rapid Magnetting Machine Co., Ltd. (235). 


This company are, we believe, alone in showing magnetic 
separators, several useful types of this machine being shown at 
work. AM | | 

Of these, the type В machine is suitable for treating all 
kinds of dry material containing iron in small percentage, as, for 
instance, metal borings and small scrap, ground bones, charcoal, dry 
clay, corn, ground fiint, glass, grain, rubber, &c. еМ 

Roughly described, it consiste of а shoot or tray, oscillating 
sideways about 250 times per minate by means of a reciprocating 
motion in а similar manner to a sieving machine. | 

This shoot is built up of a series of very powerful electric 
magnets extending acroes the fall width. =e 

By means of the reciprocating motion, the material is shaken 
and rolled down the shoot, the iron being seized by the electro- 
magnets and retained. With a type “ В” separator 5 ft. in length, 
the material has to pass over about 25 electro-magnets, which is 
equal to passing it over a drum type separator 25 times. 

To remove the iron it is only necessary to occasionally stop the 
machine, switch off the current and clear the tray. 

The makers call special attention to the fact that the material 
.does not pass between magnets, but over them, and therefore the 


— y 


Type “ В” MAGNETIC SEPaABATOB. 


iron would have to jump a series of magnetic hurdles, figuratively 
speaking, before it could pass off the shoot along with the treated 
material. 

For dealing with potters’ slip, glaze, &c.,a similar machine to the 
above is supplied; the trough, however, has no motion, and its 
magnets have a number of upward projections for breaking the 
flow of the liquid ; from the lower end of the trough the liquid 
flows over a short bridge, held in place magnetically, and which 
collapses in such а way as to divert the flow, if the magnet circuits 
fail through any cause—otherwise the whole of the iron particles 


when de-energised, this being a considerable advantage as compared 
with permanent magnets. 

In order that current failures may be quickly attended to, sn 
electric bell is provided to draw attention to any defect in the 
circait. 

A standard separator is also shown, this being the type of machine 
used in the Birmingham district for separating purposes, where it 
has proved its ability to deal with mixtures of 99 per cent. ironand 
1 per cent. brass. 

The material is automatically fed from a sbaking hopper ina 
constant stream on to a revolving brass drum, inside which, radiating 
from the centre, are stationary electro-magnets. The magnetic field 
exten 18 round one-half of the drum. О л coming in contact, the iron 


STANDARD MAGNETIC SEPARATOR, FOR [RoN-Brass MIXTURES. 


is held by the magnets, and by means of the ridges on the 
revolving dram, is carried round to the back of the machine and ош 
of the magnetic field, when it falls immediately by gravity. 

Whilst revolving, the iron jumps from magnet to magnet thus 
releasing every particle of non-magnetic material, which falls by 
gravity in front. . 

Another type of machine illustrated, type A, is specially designed 
for removing iron from refuse destructor slag in order to improve 
the latter for mortar, concrete slab making, &c. 

This machine also consists of an electro-magnetic revolving drum, 
on to which the crushed clinker is fed in a regular stream either 
by means of the shaker feed shown or other means most convenient. 
The iron is immediately seized by the electro-magneta, and carri 
to the back, where it leaves the drum, falling into a suitable recep 
tacle. The clinker, having no affinity for the electro-magnets, falls 
off in front as fast as fed on. 

This machine has been adopted for the purpose indicated by one 
of the largest Corporations in the kingdom. 


Dr. Heinrich Traun & Sons (192). 


Messrs. ‘Traun's work in ebonite and vuleanite is too well knowa 
to need a lengthy reference. Needless to add, the stand is fally 
representative of the very wide range of products associated with 
the firm, including motor-car, battery, telephone and laboratory 
specialities, many of them of most intricate design, bearing 
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evidence of very skilful moulding. Some tramway link strains 
which we were shown, absolutely defied hammering, and, we under- 
stand, only broke down, when tested electrically, at 45,000 volte, 
and then by arcing between metal parte, no breakdown occurring at 
the insulated joints. 
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RaPip MaaneTTING MACHINE Co.'8 CRUSHED CLI) K RR 
SEPARATOR. 


1, Key for removing fittings from conduit; 2, Spring for clipping con- 
duits to wall brackets; 3, Conduit, cover and troughing; 4, Bracket 
lamp constructed to spring on to conduits; 5, Wall bracket for 
oning conduits to walls, &c.; 6, Tool for removing cover frcm 

uit. 


KEY SPRING CONDUIT AND Fittincs UNASSEMBLED. 


In this connection it is important to note that the firm produce 
many grades of insulation, and will supply tp«cial material of 
great mechanical or electrical strength, or for heat resisting 
Purposes or frictional work as may be required. We noted a 
Small ebonite centrifugal pump, epecially designed for acid 
Pumping, and the firm supply ebonite pipes, flangee, tees, cocks, &c., 
Suitable for this class of work. 


Key Engineering Co., Ltd. (281). 


The Key Fibre Conduit, which has become very popular amongst 
mains engineers during recent years, is naturally a prominent 
feature of this firm's exhibit; samples of such conduit intended to 


CONDUIT AND FITTINGS 
ASSENBLED, 


carry corrosive liquids at high pressures are shown, as well as fibre 
conduit for cables, illustra ing its flexibility, durability, lightness, 
and inherent strength. Lead-covered cable laid in fibre conduit 
for a long period, and withdrawn undamaged, is compared with a 
similar length which had been laid in stoneware, the lead sheathing 
of the latter being eaten entirely through in parte; and a piece of 
fibre conduit is kept in boiling water to show that it is unaffected 
by high temperature and moisture. The Reavell air compressor, 
previously described, is exhibited on this stand, and a large gas- 
engine exhaust valve, which has been at work for 18 months in 
an Ehrhardt & Sehmer ga: engine of 2,000 H.P., is exhibited to 
show that the present practice of cooling these valves with water is 
quite unnecessary. 

The principal novelty that the company is bringing forward is the 
Key Spring conduit; this is a steel trough, with a similar cover 
which is sprung upon it, and holds firmly without other aid. The 
accompanying illustrations show the conduit and accessories ; the 
latter consist of springs for attaching the conduit to wall brackets, 
bracket lamps which can be sprung on to conduits, &c. The great 
advantage of this system is t .e rapidity and cheapness with which 
it can be erected; the wires can ve laid in the troughing without 
the troublesome and датасіп ; process of pulling through, and all 
switches, fittings, &c,, can be wired before putting the wires in place 
in the conduit. Bonding is, of course, automatic, and the whole 
process of erection is immen::ly simplified, while the wiring is tt 
all times accessible, and alterations can be made with ease. 
Smaller conduits also can be employed, as pulling through 
is obviated. To demonstrate the facility with which installations 
can be carried out when Key Spring conduit is used, a circuit con- 
sisting of a switch, bracket lamp, thrce-light ceiling fitting, pendant 
‘fitting, and 20 ft. of steel con tuit, is erected complete in 42 minutes 
from the start (the fittings b3 ng, of course, ready wired). Ample 
protection is obtained for ihe wiring, &nd the system offers 
advantages known to no otner system of conduits. 


Thomas H. Mealey (203). 


THE principal thing of electrical interest that is to be four d on 
this stand ів the Tress mercury-vapour pcrtrait lamp, which is made 
by the Tress Co., of Lor don, whom Mr. Mealey is representing. 
Photographs are being taken with the aid of the light of this lamp 
during the run of the Exhibition. The lamp consists of three 
exhaueted cylindrical glass tubes, about 3 in. dia. x 26 in. long, 
into the ends of which platinum wires are fused, which terminate 
in carbon blocks inside the tube. The tubes contain about 94 oz. of 
mercury, and the lamp is lit by the tilting of the tubes. In a small 
catalogue issued, the application of the lamp toa printing cabinet 
is shown, with which a P.O.P. print is made in approximately 
15 minutes, the cost of current being 1d. per hour, reckoning 
2d. per unit. The firm also does business in electric flat-itons for 


dry-print mounting. 


——— — 


SUPPLEMENT XIV. [760] THE ELECTRICAL REVIEW.  [Vol63. No 1,614, Оотовкв 30,1908 
Electric Control, Ltd. (159, 185). Luke & Spencer, Ltd. (43, 44). 


firm is exhibiting through its agente, Mesers, Parmiter, The firm's stand is fully representativ? of their numerous 
This is ex ' . 


5 i ialities in grinding and polishing machinery. Thes3 machines 
Hope & Sugden. The main feature of the exhibit is the Empire practically pa all requirement, and are in suitable cases incor- 


i i i which consists of 4 A. 
о. кра 3 On closing the Port ане ЖАР of the firm, we are enabled to illustrate one 
5 m na solenoid switch becomes energised and оѓ these electrically-driven grinding machines, which consists of a. 
5 сш of the motor, all the resistance being in stand with extra long bearings carrying & steel spindle, ground 
1 circuit; after an appropriate interval, which can be regu- 
lated as desired, the second solenoid is energised and short-circuits 
part of the resistance in the rotor circuit. This process is auto- 
matically repeated until the last solenoid switch short-circuits all 
the resistance and open-circuits all the intermediate solenoids, 
allowing them to fall open. This starter has no sliding contact”, 
the contact parts being made of carbon, with qaick make and break. 
The circuit is never broken, except on the first contact, where the 
arc is quietly extinguisced. On failure of the power supply, all 
the switches open, thus putting in all the resistance, and opening 


ELECTRICALLY-DBIVEN GRINDER. 


perfectly true and provided with right and left-hand gie 9 
the emery wheels in place. The emery wheels are e doe b 
in diameter х 24 in. tl ick, mounted on improved safety кчө 
plates. The plates carrying the wheels on this Ва idend 
fitted with patent safety covers; the spindle is arrange RF 
self-oiling ring bearings, and is fitted with a motor 0 “ded Ф 
arranged to run at 1,000 B P. M.: and a field rheostat is рю enr 
which the speed can be increased to 1,500 B. v. M. as the те ану 
down. The rheostat is enclosed in а square cast-iron "i Sang 
loose lid, and a completely enclosed terminal box eran a 
switch, with automatic no-load and overload release, 18 p 
The motor is shunt-wound for 410 volts Dc. 


International Electric Co. (191). 


А . 2 “Le H nly in the belief 
This company restricts its exhibit to novelties only, ite 
that its manufactures generally are too well-known to req? 


„ EMPIRE” AUTOMATIC А.С. STARTER. 


the main circuit ; but if the control switch is not opened, the motor 
will automatically start up again when the supply is renewed. 
These starters are made either open, ventilated enclosed, or totally 
enclosed. 

The Empire“ starter for p.c. motors consis's of а single 
solenoid with plunger and dashpot, actuating a number of levers 
hinged to the lower pole-piece of the solenoid ; when the circuit 
through the solenoid is closed, the plunger rises slowly, and releas 6 
the levers in succession, which are attracted by the solenoidal field 
and make contacts which cut out the resistance, the last of all short- 
circuiting the resistances. When the switch is fully closed, a resis- 
tance is inserted in series with the main solenoid, to reduce the loss 


of power in the latter. The apparatus has already been fully 
described in our pages. 


G. R. Peers (150). 


On this stand are shown a bandy portable (folding) electric light 
tath suitable for home use, and smaller apparatus of a similar kind 
for treating limbe, &c., also an ingenious electrical vibrator. The 
importance of the electric light bath treatment for many kinds of 
disease cannot be over-estimated, and practically the same applies 
to the use of the vibrator for massage treatment. 

The electric vibrator shown by Mr. Peers is an exceedingly handy 
appliance, available for either direct or alternating-current circuits | ET Miery and 
(the latter between 30 and 100 cycles) on to which it can be plugged "ghowing-off" at the Exhibition. For co ingtrument“ 


2 108 7 a 

at any Jamp-holder. purposes specially constructed watertight Bui pum whicb, i d 

The vibrating band does not revolve—the motion beirg a tapping are shown, and a variety of gas-proof signs" poe be use 
one—and the vibrations can be varied over & wide range. claimed, even in mines where fire-damp , 


FiRE-ALARM CALL-BOX. 


mining 
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with absolute safety. For the naval architect, and for shipbuilders, 
the company shows its naval type, loud-speaking telephones, for 
which solid construction, substantial mounting, ard efficient work- 
ing are claimed. We understand that the transmission of the loud- 
speaking telephone is sufficiently clear to be heard even in the noisy 
engine room, and we illustrate such а loud-speaker as provided for the 
captain’s cabin. Tae company’s new system of hotel and cabin 
service, as installed in some of the most up-to-date hotels, and on 
board the latest type of passenger steamer, avoids disturbances due 
to the continuous ringing of the indicator bell. The Iaternational’s 
system employs signalling by means of light. A coloured light in 
the pantry of a steamer, or the service room of an hotel, shows the 
attendant whence the call emanates; a similarly coloured lamp lights 
wp in the corridor, and a white light is shown outside the 


_ 
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Loup-SPRAKiNG Navat TELEPHONE. 


cabin, or the visitors’ room. On attending to the call the 
steward presses a push outside the caller's cabin, extinguishing 
the three lamps concerned, and re-establishing the normal con- 
dition. It is claimed that signalliog by light is preferable to the 
old method ; in infirmaries, hospitals, &c., it will be found equally 
serviceable, and as the lamps used їп connection therewith are of 
the low-voltage battery type, the cost of upkeep is very moderate. 
A street fire-alarm call-post, in which the loud-speaking telephone 
is made ове of, is intended to reduce effectively the number of fa ве 
alarms. When on breaking the glass a call is made, the door of 
the fire-alarm post opens automatically, and the central station 
immediately calls out by means of the loud-speaking telephone, 
“Where is the fire?" As passers-by will hear this, it is 
obvious that a mischievous person giving a false alarm could 
be caught in no time. Telephonic converaation can be carried on 
between the fire-alarm post and the fire station. Special test pushes 
&re provided, thus allowing the supervision of the line, without 
iaterfering with the ordinary working of the system. Amongst 
a large number of electricity meters for direct, alternating and 
polyphase currente, the firm show a two-tariff meter, which should 
interest central-station engineers. Their Orieco” metallic-filament 
lamps are shown also; an automatic arrangement, switching off and 
on every five seconds a number of “Orieco” metallic-filament 
lamps, illuminates а novel advertising design, by means of which 
they call attention to the advantages that the use of the “ Orieco 
mp offers. 


Taylor, Tunnicliff & Co., Ltd. (63). 


To those who are interested in English electrical porcelain, 
Messrà, Taylor, Tunnicliff's exhibit will be thrice welcome. The 
various show-cases contain practically everything which the elec- 
trical engineer can require in this particular line. 

A prominent example is a four-part н.т. insulator 21 1n.1n diameter 
and 2 ft. 5 in. high, designed for testing purposes for a pressure of 
200,000 volts; similar insulators for 100,000 volts and under are 
shown. We сап only mention the great variety of small moulded 
porcelains shown—these, in many cases, being of a very intricate 
character, such as, for instance, a 40-fase bridge, which we examined. 
The firm are, however, prepared to deal with anything of this nature, 
their strong feature being {the production of the special tools 
required in this work. 


Examples of the brown glazed insulatora, of which some 1,200 
were supplied for the Midland Railway single-phase s3ction, are 
rn Taese were subjected to a 26,000-volt test, without a single 

ailure. 

An interesting feature is the patent pot-head insulator for use 
when leading-in telephone or telegraph wires into buildings. This 
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TAYLOR, TUNNICLIFF LEAÐTNG-IN SYSTEM. 


insulator is provided with a screwed cap, which is removed for 
threading the lead-covered twin wire leading-in cable from under- 
neath (see illustration). This leading-in cable is stripped to the 
point where it emerges into the cavity under the cap, one wire 
being passed through a small hole in the insulator to connect to the 
line wire, and the other being connected to a second short length 
of lead-covered cable which passes down through the first insulator 
and up into the second to connect to the second line wire. 

The spare hole in the second insulator is plugged with waste, and 
the cavities are in each case filled with insulating compound prior 
to screwing on the caps. The above method would be employed in 
the case of a telephone circuit. The system has been ad opted by 
the British Post Office and leading railway companies, and is claimed 
to be the cheapest and most efficient method of doing this class of 


work. 
Eckstein, Heap & Co. (84). 


The exhibit of Messrs. Eckstein, Heap & Co. consists mainly of 
switchgear, of all sorts and sizes, apparently capable of meeting all 


Eoxstem, Heap REVEBSE-CUBBENT CIRcUIT-BREZAK EB. 
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ible requirements, and possessing features of exceptional merit. 

Aud so 5 а variety it E. difficult to make a selection. ; 

Circuit-breakers are, perhaps, the most noteworthy features Bes 
the exhibit; these are shown for direct current, from 50 to 28 
amperes, of the loose-handle type, with renewable copper sparking 
fingers, carbon breaking pieces, and magnetic blow-outs; they are 
also provided with releases for overload, no-volt, reverse-current, 
and combinations of these. Special features of these br eri are 
the long break and the patented loose-handle device—the tter 
being obtained by means of a double-toggle motion passing over 
its dead centre, which is broken at the knuckle by the automatic 
releases. This arrangement is self-resetting, and works with great 
efficiency. We illustrate a reverse current circuit-breaker of this 
type on the previous page. This has a separate clapper which a 
closed by hand. The ingenious use of an amortisseur co 
ensures that the switch cannot remain closed when a sudden heavy 

verse current flows. | 
"The “ Waverley " knife switches for 15 to 3,000 amperes, single, 
double and triple-pole, form another long range of exhibits. The 
distinguishing feature of these is the frame, rigidly supported, 
which carries the main current-carrying blades; the latter are 
ground into the contacts, and never move, во that they cannot get 
out of alignment. A light к blade gives a quick-break action ; 
no current passes through the binge. T 

Next mies porcelain handle fuses, from 15 to 75) amperes, in 
which the fuse wire does not pass through the fuse handle, but 
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Eckstein, HEAT BausH Contact SWITCH. 


through tubes mounted on the contact blocks, which are fixed 
separately to the porcelain base; thus the handle does not get hct. 
For sizes above 150 amperes, each wire passes through a separate 
tube, no wire carrying over 150 amperes. 

Many other items of pc. switchgear, sush as brush contact 
switches with renewable copper sparking fiogers and carbon breaks 
(see figure), cast-iron enclosed switches, &:., might be described if 
space allowed. 

The alternating-current switchgear, while it embodies some of 
the features of the p.c. apparatus, is still of great interest, having 
several characteristics of its own. All of the a.c. switches are cf 
the oil-break type, mainly for three-phase currents, with auto- 
matic tripping devices. The same ingenious toggle mechanism is 
here made use of as in the po. circuit-breakers. One of the hand- 
operated switcbes has a carrying capacity of 200 amperes per phase 
at 10,000 volte, with overload release on each phase ; most of the 
switches, however, are intended for pressures up to 600 volts, some 
being of the remote control type, and having various combinations 
of automatic releases. A large variety of them is shown on the 
switchboards at tbe back of the stand. 

Apart from the foregoing, there is a collection of ironclad switch- 
gear for colliery use, on which much could be said. We illustrate 
an enclosed remote-controlled three-phase switch of this type 
provided with automatic "'no-voltage" release, and overload 
release on three phases. The latter device is fitted with the firm’s 
patent retarding arrangement. As is well known, alternating- 
current motors take a large current when starting. If the overload 
tripping devices were set so as to protect the motor against norma) 
overloads of, say, 25 per cent., it would be impossible to keep the 
oil switch closed when starting, owing to the large current that was 
passing. To overcome this difficulty, Messrs. Eckstein, Heap & Co. 
have developed an arrangement such that, during the time the 
motor is starting up, and therefore taking a large current, the 


1,614, Остовва 30, 1308. 


tripping devices require four to five times the full-load current to 
operate them. When the motor has got up to speed, and therefore 


is taking the normal running current, 


the tripping devices are 


ENcLosep Бемоте-Сохтвог THREE-PHASE OrL-BnrAE Switca. 


automatically set to trip the oil switch when the overload exceed, 


say, 25 per cent. of normal full load. 


Another view shows a three-phase motor-startiog panel, for ти 
with a slip-ring motor the rotor rheostat and the main oil d 
are electrically interlocked, so that the oil switch cannot be clo : 
unless the starter is inthe correct position, and the oil-break Ta 
is provided with an automatic no-voltage release, and overlo 


release on three phases. 
We have by no means exhausted the 


interesting features of this 


exhibit. Service fuse boxes, in which the fittings can be wired v 
side the case; watertight fuse and distributing boxes; enc:08 


— —— — — —U— “ 


Wye , 


INTERLOCKED MOTOR STARTER. 


е 2 " m les of 
circuit-breakere, and water and gas-tight deep jani Corporati 
the high-pressure switchgear supplied to the Manc 


sub-stations: self-contained colliery sw! 
in great variety. 


tch-panels, &., are show? 
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The Diesel Engine Co., Ltd. (261). 


The Diesel Co. are exhibiting а two-cylinder 100-B. H.. engine, 
running at 190 &.P.x. direct coupled to a Westinghouse p.c. 220-volt 
generator. 

To illustrate the exactness of the manufacture of engines sold by 
this company, it is interesting to note that the Exhibition engine 
bad never been run before ite erection at Manchester, and every- 
thing has worked with smoothness from the very commencement. 

The consumption of oil at full load is guaranteed not to exceed 
0:44 lb, per B.H.P.-hour, whilst in larger sizes 0 4 lb. is guaranteed. 
One of the well-known features of this engine is the extreme 


economy at light loads, at half load the guaranteed figures are 
0 52 Ib. and 0:47 Ib. per 5.H.P.-hour resoectively for small and large 


siges. 


tion, and the lever which is used for racking out the carriage 
breaks the control circuit before it can be employed for this pur- 
pose. The switch cannot be closed without restoring this lever to. 
its place. When the carriage is withdrawn, the live contacts are 
automatically covered with cast-iron shutters, so that they are 
absolutely invisible and inaccessible. Qo 

The accompanying illustration shows the standard 6,000-volt,. 
2,000-Kw. transformer and feeder panels exhibited, the latter being 
identical with those installed on the Newcastle Electric Supply 
Co.’s circuits; both are fitted with the Mers-Price relays, but can. 
be used with any other system of protection. рм ч 

Another view shows an isolating switch with locking сарв specially 
designed by Messrs. Reyrolle to fulfil an unusual requirement. 
When, owing to short circuits on the feeders, very heavy currents. 
pass through the blades of isolating switches, it has been found that 
the blades are blown out automatically, and when this occurs a huge 
arc is set up on the switchboard which causes a complete shut-down. 


Тнв DIESEL ENGINE Company's EXHIBIT. 


These figures relate to any class of oil having a calorific valus of 
not less than 18,000 B.TH.U.'8 per Ib., and the engine is so arranged 
that without alteration, cheap petroleum residues —costing in various 
гаги of the world from 40s. to 608. per ton— can be used equally 
well. 

The cost for fuel is thus only slightly over 02d. per unit, and 
this figure is actually obtained at many of the stations where the 
Diesel engine is in use. 

The engine can be started up in 45 seconds to take full load. 

е company have, amongst other contracts, supplied a most 
successful plant for the Calcutta Tramway Co., and although coal 
can be purchased there at 10s. per ton, the results obtained by the 
Diesel engine have been to reduce the cost of fuel per car-mile from 
06d. to 0'27d., thus showing an enormous saving. 

They bave also supplied a plant consisting of 3,000 н.р. for tbe 
Vera Cruz Tramway Power and Lighting Co., and bave now in 
hand an order for 5,000 B. E. P. for the Charing Cross, West End and 
City Electric Supply Co. The engineer of this company, in his 
evidence on the London Power Bill, stated that he was installing 
Diesel engines because he found that after allowing 8 per cent. on 
the capital cost, he could generate at 0 367d. per unit. 

The Diesel Co. are now building engines in sizes from 20 B. H. P. 
to 1,500 в H.P., both for marine and stationary purposes. 


A. Reyrolle & Co. (95). 


The principal feature of Messrs. Reyrolle's exhibit is the iron - 
clad Switchgear which they have developed, on lines differing 
entirely from any previous designs. We have recently fully 
described this apparatus, and therefore we need only draw 
attention to the chief points claimed for it. The gear is 
completely enclosed and fire-proof, and needs no cleaning— 
$ important advantage; the live conductors are embedded 

tion ating compound, so that no deterioration of the insu- 
tion jan le take place, while all the parts that require inspec- 
and safet easily isolated and examined by one man. Simplicity 
cannot d are essential features of tbe design; the switchgear 

closed or opened when the switch is in the closed posi- 


of the generating plant. Tbe cap shown in the view is operated by 
the ordinary hook; when the switch is closed, the cap drops over 
the fixed contacts and fits over the curved edge of the latter, and 
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REYROLLE InONCLAD SwiTCHGEAR, CLOSED AND OPEN. 


thereby prevents the possibility of the blade being withdrawn 
until the cap is lifted by the isolating switch hook. 


SUPPLEMENT XVIII. [764] 


her exhibits relate largely to the Reyrolle motor starters, 
о distinguished by the use of a special patent graphite and 
iron resistance, with a negative temperature resistance coefficient. 
"The starting lever being placed on the first stop is left there, the 
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ImsuLATING SWITCH, wrrH LcckiNG Cap, 


increasing at first until the back Е M. r. of the motor begins 
So tke effect, after which it remains nearly constant while the 
motor gains speed; the resistance is then cut out in steps. This 
resistance is used on all the Reyrolle starters. Both lever and 
drum type starters are exhibited, the latter being of special interest, 


REevROLLE Юһом-Түрв Мстов STARTER. 


=as the handle makes two revolutions ; the first turn starts the motor, 
while the second operates the shunt regulator. We illustrate a 
drum controller suitable for a printing press. Several starters are 
‘shown in connection with a motor running on a brake load; and 
colliery switchgear is also exhibited. 


Mountain & Gibson, Ltd. (56, 57, 58). 


This firm are showing specimens of their centre-bearing swing- 
bolster maximum-traction and equal-wheel trucks, both of which 
have been adopted on numerous tramway underrakings. As regards 
the former type, the L C.C. have, during the past two years, placed 
orders for similar trucks for some 750 cars, and the last-named 
truck, which embodies built-up steel side frames and is specially 
suitable for interurban express service, is one of a number built 
for the Montreal Btreet Railway Co. 

„M. G.“ trolley standards for double and single-deckers or top- 
covered cars, with internal and external springs, Whittaker's sand 
gear and Wilson's patent steel rolling doors and shutters, are also 
shown on the stand. 

The sanding gear is claimed to possess several advantageous 
features; the bopper is non-choking, and an effcient means of 
regulating the fiow of the sand is provided. 

Another speciality shown is tte E P.D. earthing indicator. 


Mica Plate Co. (107a, 108a). 
This firm are showing an acsortment of insulating materials, 


including “ flexible mica,” which can be made in sheets 6 ft. x5 ft., 
and up to 4 mm. in thickness, with a dielectric strength of 800 volts 
рег mm. Oiled linen bias tape, oiled linen sheets with mica 
between for slot insulation, Berrite insulating fabric, and all sorts 
of mica fittings, washers, tubes, &c., of pure mica or mica and 


paper, are shown. One of the novel items is a sparking plug of 
pure mica, 
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Alfred Herbert, Ltd. (87, 96). 


Messrs. Herbert’s stand contains a number of interesting machine 
tools, including lathes, milling and drilling machines. | 

We illustrate a patent hexagon turret lathe, driven by a motor 
placed on the floor and connected up by a belt drive. 


ELECTRICALLY-DRIVEN Hexacon TouBBET Latare. 


The motor is of the constant speed type, the 16 changes of 
spindle speed ia either direction being obtained mechanically 
in the machine itself by means of the Herbert single pulley 
Be will be noticed that the application of the direct reskin 
drive is of the simplest form; апу вте or type of constant-spee 
motor may be used, and no special work is required. T 

The Jathe is shown making heavy reductions in diameter at hig 

eeds and with coarse feeds. | 
"Phe advent of the Herbert" patent roller steady turning = 
has enabled an enormous increase in output to be антів m 
renders the production of tae са from Pare bar still mo 

nomical than turning up forgings between c $5 
Lene turret lathe shew will admit bars up to 24 in. шен 
and has a working stroke to the turret of 30 in. n и 
Опе of its special features is the great rapidity wi Fees 
chuck jaws and screwing dies are changed and the tools ас ја eis 
for dealing with different diameters and lengths of work; 
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HERBERT VERTICAL Милано MACHIRE. 


; ber 
enables the machine to be used for making even s 1 85 pe^ 
of articles, say two or three at each setting of , 
economy. | . . ine bat 

We also illustrate a vertical milling machine. This ei ent 
& patent dial feed motion, and it is pee in a very 

sition, being in front of the opera or. ad is 
P The machine is of very compact design and great power, 3 
capable of taking heavy cuts at quick feeds. : bevels bein 

The driving is by long belt and spur t ron at verf 
employed. This enables small EA end mills to 
high speeds without any jar or chatter. sensitive 

A horizontal milliog machine and a patent ball-bearing 
drilling machine are also worthy of notice. 


Lyle Trading and Manufacturing Co., Ltd. (128). 


| index 
An electrical engineers’ exhibition without modem g, 
eystems would have been a quite incomplete sffair. index systems 
are present with their Lyle-Dossier filing and card vers, and othe! 
patent ledgere, individual file and catalogue co 
specialities. 
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Whipp & Bourae (77). 


The special features of this exhitit are circuit-breakers. These 


are sbown in great variety, with overload, reverse, no-volt, &c., 
attachments, Bingly or together, and coupled ia various ways. A 
specially small breaker for house-service use is particularly nest, 
carrying 50 amperes at any pressure up to 600 volts, and having a bare 
of only 6 x 34 in. The reverse-current circuit-breaker, which we 


REVEBSE-CUBRENT CriBcUIT-BREAKEB. 


illustrate, is shown under various conditions of load, demonstratinz 
the impossibility of its remaining closed with a reverse current ; 
even when the polarising circuit is actually interrupted, the breaker 
‘pens with a reverse current, thanks to the provision of a residual 
magnetic field. All the breskers are of the loose-bandle type, with 
magnetic blow-out ; no arxiliary fingers are employed to energise 
the blow-out coil, and the main brush is placed ina strong magnetic 
field, though sparking pieces are always provided. The release 
mechanism is actuated by a force proportional to the current, and 
dees not depend on a spring or on a bammer blow; there is no 
sliding core in a solenoid, and the reverse-currept breaker cannot 
be opened by a forward current of any magnitude whatever. The 


INTERIOR оғ Can Ноор CincuiT-BREAKER. 


compactness and accessibility of these circuit-breakers are especially 
noteworthy features, and they are of substantial design and reliable 
a Operation. A tramcar hood circuit-breaker, which we illustrate, 
ey of note; it is both opened and closed by the handle, but 
шо һе closed on an overload, and is provided with magnetic 
ыйы, It will not open through vibration. 
A еш circuit- breakers are exhibited, which are self-resetting ; 
iot 55 case of a succession of moderate overloads, the switch will 
ic Pen unless the overloads occur at very short intervals. A 
Oa каје for calibration is provided. 
i se reuit-breakers for А.С. work, and both D C. and ac. motor 
awitehing well as completely enclosed switchgear, rheostats and 
ards are exhibited, the last including part of a number of 
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boards made by the firm for the Rawtenstall Corporation, to control 
rotary converters. Attention should also be drawn to various 
arrangements of interlocked switchgear made for the Admiralty. 


CAR Hoop CiRCUIT-BBEAKBR. 


These include а р.р. circuit-breaker interlocked with an equalising 
switch ; D.P. circuit-breakers of the sociable type, an overload on 
either pole opening both breakers; and р.р. overload and reverse- 
current breakers coupled tandem, with overload release on both 
poles, and reverse-current release on one pole. 


Phillips’s Commutator Grinder Co., Ltd. (17). 


The exhibit on this stand is almost sufficiently described by the 
heading of this paragraph; the company's ordinary machine has 
been fully dealt with in our pages. There is, however, a new deve- 
lopment in this connection, in the shape of a special type of 
grinder for use on board ship. In many cases dynamos on ships 


PHiLLIPS'"S MARINE CoMMUTATOR GRINDER. 


are fixed so close to the bulkheads that it is impossible to attach 
the ordinary Phillips machine, and the Admiralty has been in the 
habit of specifying for motor-driven grinders; but by suitable 
modifications in the design this difficulty has been overcome, the 
projection of the machine beyond the end bearing being done away 
with. The accompanying illustration shows the new marine type 


of grinder. 


W. P, Theermann & Co. (136). 


This firm makes a special busine:s of electrical installation work 
for mills, factories, churches and private premises. To illustrate 
the plant and material put in by them in these directions, they 
exhibit a main switchboard for mill and power work, a motor-driven 
centrifugal pump, and starting panel for the same, distribution 
boards, and fittings, including electroliers. Small a.c. transformers 
for metal-filament lamp service are also exhibited. | 


а 
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British -Thomson-Houston Co., Ltd. (48, 49, 50). 


In addition to the horizontal Curtis steam turbine, to which we 
referred on page 697 of our last issue, this company have а selection 
of their standard electrical apparatus on view. ; 

Of great local interest is a 52-spindle Brooks & Doxey ring 
spinning frame, operated by а 1-B.H.P. three-phase squirrel-cage 
B.T.-H. motor, running at 960 Bl. P. u., and equipped with a Whittaker 
Hall friction clutch and striking gear. Other motors on the stand 
include а 22-B. H. P. three-phase Form M induction motor, for a 400- 
volt circuit—this machine having а polar winding on the rotor, 
arranged similarly to the stator winding, and terminale carried 
through a hollow shaft to collector rings fitted with carbon brushes ; 
also а 15-н.р. D. G, type motor of new design, suitable for installing 
on the floor, wall or ceiling. BSS 

£00-watt auto-transformer for metallic - filament lamp circuits, 
and a variety of standard B. T.-H. instruments, together with 
leading examples of the company's controllers for both a.c. and 
and p.c. service, also arc lamps of the enclosed, flame and twin 
carbon types, and a number of electric heating and cooking devices, 
are on view. 


Falk, Stadelmann & Co., Ltd. (145). 


This exhibit is arranged primarily with the object of introducing 
or popularising the Sirius-Efesca " tungsten metal-filament lamp 
in the Manchester district. In order to emphasise the qualities 
tbat are claimed for the lamp, & demonstration ie given showing 
that it will burn in any position. This takes the form of a sort of 
star or rising sun arrangement, in which lamps radiate from а 
common centre, burning in all positions from the horizontal 
to the vertical. A series of suitable fittings, selected 
from the large variety that the firm have on sale, shows 
the application of the lamps to home, shop and 
industrial lighting. Before one comes to close quarters 
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A 8TRIKING DEVICE. 


with the exhibit one's eye is caught by the now familiar individual 
who forms the feature of the Sirius-Efes:a coloured show-sheets, 
of which a print is given above. This is a face which once 
seen is never to be forgotten, and a number of life-sized 
representations of this interesting individual are placed at 
different points of the stand, esch holding up one of the 
lamps. There are four stationed at the entrance to the stand, 
and some six or eight others at the back or in tbe immediate 
vicinity of the star arrangement to which we have alluded above. 
The reader can imagine that when the lamps are all on, the scheme 
of artangement produces a brilliant and effective display. 


Fredk, Smith & Co., Ltd. (146). 


This firm, 80 well-known in electrical and other circles for its 
manufactures in copper, &c., has a representative exhibit of wires, 
cables, &c., for all departments of electrical industry, including 
hard-drawn bigh-conductivity copper line wire made to Рсвё Office 
specification, bare copper cable for power transmission, round and 
grooved copper trolley wire, sections of heavy high-conductivity 
copper strip, and straight lengths of heavy round copper. Silicium 
Lronze wire for telephone purposes, phosphor-bronze springe, spring 
idis and tape, also aluminium bare, rods, wire and cable are present 

Kirkpatrick & Rastall (181). 

This firm's exhibit consiste mainly o ings i i 
for the motor and electrical trades. — a 
Copper, bronze and aluminium castings of all kinds are shown 
including examples of cast commutator tegments. The firm also 
specialises in steam fittings, engine and boiler mountings, &с. 
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Morris-Hawkins, Ltd. (107, 108). 


Mesars. Morris-Hawkins are showing one of their country-house 
lighting sets, consisting of a 4-Kw. 200-volt dynamo, driven by a 
Parsons paraffin engine, and used for lighting the stand. The cooling 
water is run to waste, aud it is pointed out that-thia m often be 
done at trifling cost in the country. A new Tamplough patent 
pulsating pump driven by a 5-H.P. motor at 600 в.р.м. is another 
exhibit, shown in operation, and a variety of machines, ihcluding a 
motor-generator, a motor driving an air-compressor, and a small 
ghip-lighting set, are shown. 

At the same stand, Messrs. John Roberts & Co. (agents for the 
firm) are showing the Dewhurst patent automatic signals for tram- 
ways, which are artificially operated at a rate representing many 
times the normal frequency of the car service in Manchester, 
where four complete installations are at work. Thissystem appears 
to have given great satisfaction on the various tramway systems 
that already employ it. 


Cutler, Wardle & Co., Ltd. (265). 


Messrs. Cutler, Wardle & Co. are showing a variety of 
material, principally metal spinnings, &c., in which they specialise. 
A novelty shown is a porcelain ceiling rose with a metal covering 
rolled on, this being in appearance much superior to the ordinsty 
glazed porcelain rose. 

The “ Streetlite " fitting is also on view; the sole rights of this, 
we may mention, have been taken over by Messrs. Siemens. 
Palatine ignition batteries, electric fans, and coloured electric 
lamps, also figure on the stand. 


A. G. Taylor & Co. (276). 


Messrs. Taylor show a variety of small accessories, and make ^ 
special feature of their * quick grip” spanners and nut-gripping 
pliers, which take a considerable range of square or horizontal 
nuts, and will also deal with round work—the application being 
similar to that of ordinary pliers, and thus saving adjustments. 
A miniature high-voltage battery for medical purposes, embodying 
a hundred 1-volt cells, is also shown. 


Cunliffe & Croom, Ltd. (296). 


This firm have a representative display of machine tools, 
including an 84-ip. centre brass-finishing lathe; а 5l-in. motor- 
driven vertical boring and turning mill, fitted with a speed gear 
giving eight table speeds, the motor being of 7 H.P., ot tbe 
Lancashire Dynamo Co.’s make; а 30-in. boring mill of similar 
type; a motor-driven planer; and a number of drilling, milling 
and grinding machines. The drilling machines are of the pillar 
type, provided with self-acting feed and automatic trip motion, or 
hand-feed through gearing, ог ав & sensitive feed. The spindles 
are balanced, and the tables arranged to swing round the pillar. 


J. P. Hall & Co., Ltd. (173, 283). 


In this stand interest centres in а ring-spinning frame, of Platt 
Bros.’ make, which is driven in the middle by a Hall 15-. H. F. three- 
phase induction motor. The driving gear includes two Hele-Shaw 
friction clutches for starting the machine gradually. Other 
machines of Messrs. Hall's make include а 150 -B. f. f. ehunt-wound 
motor, a 300-kw. armature fora D.C. generator, and several other 
direct and alternating-current machines in sizes from 20 to 50 B. R. P. 


Crossley Bros., Ltd. (269). 


Messre. Crossley’s exhibit includes an anthracite suction-gas Pro 
ducer, which supplies one of the firm's latest type four-cylinder 
vertical gas engines, running at 220 R. P. M., and driving а 75-КҮ. 
generator. This plant is similar to that described and ill 
by us on page 244 in our issue of August last. T 

A standard low-speed horizontal engine ot 55 1.H.P., and a sm 
high-speed vertical electric lighting set are also shown. А 

Ав regards the latter, the engine gives some 12 н.р. at а speed 0 
700 B.. u., and the generator has an output of 37 amperes at 
volts pressure. 


C. W. Burton, Griffiths & Co. (27). | 
The company's exhibits are principally milling machines 7 
various patterns, and include a Milwaukee unive macbine 


latest type. A new Garvin " lathe and a Rice" sensitive 
machine, also sets of master and limit gauges are shown. 


Geo. Brady & Co. (181). 


This firm are showing an electric push-button type service oe 
and similar lifts for hand working. The feature of these ated 
is the patent self-sustaining mechanism with which they are 
in place of the usual brake. in 

Several sets of gearing are shown, 88 well ag a roller shutter 
which the company also specialises. 


Concordia Electric Wire Co., Ltd. (209). 


The company's wire and cable exhibit is & representative one, 
including теоре and bell cord, lighting and traction cables, 
armoured flexibles, asbestos lapped and braided wires, 8с етей 

An interesting feature is the 49 S.W.G. (0012 in.) eilt 6. ich 
wire—this beiog, we should imagine, almost & limiting 8156; 


can be best examined with the aid of a microscope. 


C. Redman & Sons (170, 171). 
Messrs. Redman's exhibit is confined to two recent artes 
planing machine, gear-driven by & 6-н.р. motor, and а "high-speed 
yap bed lathe of heavy proportions. The latter is * ` P ign. 
machine, driven by a 30-H. P. Royce motor, and is shown in ope 
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TELEGRAPH and TELEPHONE NOTES. 


(Continued from page 746.) 


Injuries to Cables.—The inter-departmental committee 
appointed by the Postmaster-General to inquire whether injury is 
caused to submarine cables by the operations of trawlers, and, if so, 
to recommend what steps should be taken to prevent such injury, 
bas iesued its report. i | 
The Committee is of opinion that injury is sometimes caused to 

submarine cables by otter boards of certain types and boards out 

of repair, and by beam trawls with defective trawl-heads; there 
would be little ri:k of injury from trawls of either kind if they 
were always suitably constructed and in good condition. The 
owners of trawling vessels are generally willing to modify their 
trawling gear with the view of minimising the risk. The Committee 
is not prépared to recommend the proscription of any area beyond 
territorial limits. All cable companies should establish friendly 
relations with fishermen who frequent the waters in which their 
cables are laid; while the fishermen, on their part, should try to 
clear their trawls when they foul a cable, and should report the 
position of any contact with a cable. 

А system of Government inspection of the gear of trawlers should, 
in the opinion of the Committee, be at once instituted, and steps 
should be taken to invite neighbouring foreign States to adopt a 
similar system of inspection. Eventually an international con- 
ference may be necessary to settle the terms of a convention on 
the subject. 

The Committee finally recommends that the cable companies 
should consider the question of substituting heavier types of cable 
in the areas affected.— Standard. 


St. Lucla.— The Annual Colonial Report for 1907 states 
that the telephone system consists of 1114 miles of trunk, and 
488 miles of branch line, or a total of 1614 miles. On December 
31st, 1907, there were 116 subscribers, an increase of six over the 
previous year.  Receipts amounted to £637, and expenditure to 
£771, exclusive of charges for interest and sinking fund. 


St. Vincent.—The Annual Colonial Report for 1907-8 
states that the revenue of the telephone department was £454, 
including £175 transferred to that head on account of Government 
installations. The expenditure was £337. The lines ran from 
Kniptown to Chateaubelair on the leeward side of the island, and 
to Mesopotamia and Georgetown on the windward side, about 21 
miles either way. The current year's estimates mske provision for 
а cable news subsidy. 


Wireless Telegraphy.—The Southern Wireless Tele- 
graph Co. has been formed with a сарі of $1,000,000 to erect 
a wireless installation on the Southern Trust Building, Little 
Rock, Arkansas, arid also at eighteen other stations in Arkansas, 
Louisiana, Mi:sissippi and Oklahama. 

Mr. Valdemar Poulsen ів erecting a wireless station in Ireland 
which is to commuaicate with Canada. 

The Government of the D. minion of Canada is about to establish 
four more wireless statiins in British Columbia owing to the 
8uecess of those already established at Cape Lazo, Point Grey, 
Pachena, Estevan and Victoria. One of the new stations will be at 
Prince Ropert, the term'nus of the Grand Trunk Pacific Railway 
on the Pacific Coast; one on the northern end of Vancouver Island 
and one on the Maresb; Island of the Queen Charlotte I- lands. 
The Canadian Pacific Railws y Co. is also considering a proposition 
of the United Wireless Co. to equip all its versele. The Inland 
Navigation Co. has already given orders for its ships to be 
equipped. 

The new radio-telegraphic station at Varna will have a range of 
385 miles, and the Bulgarian Government is negotiating with the 
Marconi Co. for the operating of the station. 

The United States Naval Department, according to the Tele- 
graph Age, is considering plans for the erection of a wireless instal- 
lation. on the top of Washington Monument, with the object of 
establisbiog communication with warships within a distance of 
9,000 miles. 

The first wireless telegraph station in Belgium has been set up 
at Nieuport. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Argentina,—The Government is to expend 50,000 pesos 
(about £4,375) on the construction of telegraph lines in the province 
e San Juan to unite the capital of the province and Calingasta viá 
~€samparados, Marquesado and Barral, and the department of 
Jachil and La Iglesia viá Rodeo.— /o of Trade Journal. 


Australia.—ApkLAIDE.—November 20th. The City 
ouncil requires tenders for the supply and erection, complete, of 
a refuse destructor, electric lighting plant for the same, &c. 


tionlars may be obtained from the Agent-General for South 


Australia, 1, Crosby Square, Bishopsgate Street Within, E. C. 


Tasmanta,—March 15th, 1909. Postmaster-General. Telephone 
switchboard, common-battery system and apparatus for use at 
subscribers’ premises, Launceston. Specifications and particulars 
of general conditions can be inspected at the offices of the 
ELECTRICAL REVIEW. 

VicToBIA.— Three sets of testing instruments, for the P. M. d. 
See Official Notices October 16th. | 


Belgium.—November 11th. Tenders are required by the 
Direction of the Belgian State Railways for an electric signalling 
cabin complete at the Nord Station. Particulars No. 260, 1908, 
are obtainable from Mr. de Rudder, 11, Rue de Louvain, Brussels. 


Colchester.—November 30th. Electric lighting plant, 
motors, wiring, telephones, &c., for the Essex County Lunatic 
Asylum. See “ Official Notices” to-day. 


Dublin.—November 30th. Stores for the Dublin United 
Tramways Co. (1896), Ltd. See Official Notices“ to-day. 


Eccles.—November 14th. Electric light wiring and 


fitting of the Cleansing and Scavenging Committee's buildings at 


the Town’s Yard. Specification prepared by the borough electrical 
engineer is obtainable from the Town Clerk, Town Hall. 


Germany.—The municipal authorities of Posen are about 
to invite tenders for the extension of the central electric lighting 
station at an estimated cost of £26,350. 


Glasgow.—Electric lighting of Cameron Memorial Clock, 
Charing Cross. The Manager of Corporation Halla, City Hall, 
Glasgow. 


G. W. Railway. — November 10th. Stores for the 
G.W. Railway. See "Official Notices" October 2nd. 


. Laneaster.— Check rails for repairs to electric tramway 
track. i | 


Leigh:—November 7th. Steam slack for the B.C 
electricity department. See Official Notices” October 23rd. 


Leith.—November 10th. Materials for tramway extension 
for the Corporation. бее Official Notices" to-day. 

November 10th. Underground cables for Corporation extension. 
See Official Notices” to-day. 


London.—November 2nd. Stores, fittings, carbons, &c., 
for the LC. C. See Official Notices“ October 23rd. 

November 10th.—Overhead equipment for the electrification on 
the overhead trolley system, of the L.C.C. tramways from Lough- 
borough Junction to Norwood, from Hammersmith to Putney, and 
from Streatham to Norbury. See ''Offizial Notices“ to-day. 


Roumania.—Craiova.—December 20th. Tenders for 
the building and working of an electric tramway system. Deposit 
50,000 fr. Particulars of the Conseil Municipal. 


Salford.—November 2nd. Cooling towers, tanks, &c., 
for the Corporation. See Official Notices October 16th. 


Spain.—HUELVA.— November 17th. Tenders are invited 
for the supply of four electric cranes and a travelling crane for 
this port. A deposit of 5 per cent. is required. Further particulars 
of the Junta de los Trabajos del Porto 

November 20tb.—The municipal authorities of Almaz in (province 
of Soria) are inviting tenders for the concession for the electri: 
lighting of the town during a period of 10 years. Particulars may 
be obtained from, and tenders are to be sent to, El Secretario del 
Ayuntamiento de Almazan (Soria). | 


Thryberg.—November 9th. The lighting of certain 
streets, roads and places in the parish by electricity. Mr. O 
Everitt, Clerk to the Parish Council, 4, Clifton Bank, Rotherham. 


CLOSED. 
Australia,—ADELAIDE.— For Postmaster-General :— 


International Electric Co., London.—Induction coils, switches, switch 
boards, &c. 

India-Kubber, Gutta-Percha and Telegraph Works Co.—Trembling bells 
ealvanometers, lightning arresters, &c. 

British Insulated and Helsby Cables, Ltd.—Conduetor cords and plugs, 
telephone switchboards, lightning arrester boards, copper wire, tapes 


and binders. ^ 
Western Electric Co.— Telephone switches, switchboard and protectors. 
Union Cable Co.-- Зд 1niles of No. 20 copper wire (uidia-rubber iusulated), at 


£7 3s. Od. per mile, 


MELBOURNE.— For Postmaster-General : — 


British Insulated and Helsby Cables, Ltd. One mile 64-wire switchboard 
cable, 4108 108. per mile; five miles 100.pair double silk and single 
cotton light lead taped and braided switchboard cable, 4355 per шие. 

International Electric Co. 2,800 jacke, conductor cords, &c. 
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Sypngzy.—For Postmaster-General :— 
International Electric Co.—15,000 best white porcelain insulators, large, 
628d. each, 


British Insulated and Helsby Cables, Ltd.—60 tons hard-drawn copper wire, 
200-Ib. per mile, £73 18s. per ton. 


Oswald Raes, 2, Hunter Street, Sydney.—One ton copper binding tape, 
200 lb. per mile, £83. 


Zwicker, Tod & Co.—100,000 best white insulators, Australian pattern No. 6, 
253d. cach; 100,000 iron pins for same, fed. each. 


Johnson, Clapham & Morris, Ltd.—-100 tons galvanised wire, 150 Ib. per mile, 
£18 10s. per ton. 


Birmingham,—The Birmingham, Tame and. Rea Dis- 
trict Drainage Board has accepted the tender of Messrs. Crompton 


and Co., Ltd., London, for additional electrical plant for the 
pumping station, at £796. 


Brazil.—The Diario Official of September 27th contains 
a сору of a decree authorising Messrs. Felten & Guilleaume 
Lahmeyerwerke Akt.-Cies., of Mulbeim a/R., to lay and exploit a 


submarine telegraph cable between the Brasilian coast and the 
Island of Tenerife.— Board of Trade Journal. : 


Carlin How.—The Skinningrove Iron Co., Ltd., have 
placed a repeat order with Messrs. Ehrhardt & Sehmer (sole British 
agents—The Key Engineering Co., Ltd.) for another 700-m.P. 


single-tandem gas engine, to be direct-coupled to a 500-volt three- 
phase A. E. d. alternator. 


Falkirk.—An electric hoist is to be erected at the gas 
works, the offer of Messrs. Chambers, S^ott & Co., Ltd., Motherwell, 
having been accepted for its erection. The gas manager has prepared 


а крон as to generating electricity at the gas works for use at the 
works. 


Glasgow.—The Tramways Committee has accepted the 


offer of Messrs. W. C. Yuille & Co. for the supply of mica insulated 
blocks, 


Leigh.—The tender of Messrs. Morrison & Roebuck has 


been accepted for the electric lighting and ventilating installation 
at Bedford Leigh Theatre. 


London.—Messrs. H. Hooper & Co., Ltd., of Lewisham, 
have obtained from Messrs. McCurds, Ltd, Euston Road, the 
contract for installing electric lighting at their new stores at South 
Crescent, Store Street, Tottenham Court Road, W.C. 

L. O. C.—The Highways Committee of the L. O. C. proposes to 
extend existing contracts with the Edison & Swan Co. for the 
supply of wiring material, and with Spsguoletti, Ltd., for switch - 
gear, to the estimated amounts of £500 and £800 respectively, in 
connection with the connecting-up to the switchgear of the turbo- 
generators to be installed in the second portion of the Greenwich 
station. The following tenders have also been considered: 


Bix FUEL ECONOMISERS, 
J. Carter & Sons 


8 .. (not to specification) £3,360 
E. Danke & Co. (Oldbury), Ltd. 


ae .. (recommended) 8,975 
E. Green & Sons we i Ае t АР Р .. 8874 
Goodbrand & Co. .. МЯ x e T is S. I.. 3,935 
Roberts Bros. ., ы v» ss Sa - s 25 .. 3,957 
А. Loweock, Ltd. ee oe ee ee ee . ч ee 3,960 
Clay Cross Co... s s T 55 T vs .. 3. 890 


THREE ELECTRICALLY-DRIVEN THREE-THROW FEED Pr urs. 


Pumps and Spare 


accessories. parts. Total. 
Thwaites Bros. ex és 9 . £1,701 £150 £1,851 
Pratchett Bros. (not to specification) 1,715 148 1,863 
John Cochrane .. (recommended)? 1,717 175 1,892 
F. Pearn & Co... "T 4 1,813 168 1.981 
A. & P. Stevens i Y. 2% . 1,976 138 2,164 
Electric Construction Co. .. is ee 2.010 210 2,220 
R. W arner X Co. + es oe ee 2,085 143 2,224 
Worthington Pump Co.  .. ee .. 9,399 171 2,561 


* At £1,717 without spare parts. 


PURCHASE OF PLANT AT VICTORIA EMBANKMENT STATION, 
1. levy & Sores .. 


‘3 - T .. (recommended) 4450 
J. T. Williams.. : T vá es Р xx eo as 449 
G. Cohen, Sons & Co, TN oe s ae oe ee eis 250 
A. Verey & Co. > ss e : са - - wid 806 
White Bros. ee ee . ee ee ee ee ee ee 240 
Donald McCall & Co, oe ee eo ee ee ee oe 205 
W. W. Martin.. os е ee @e ee ee . 26 


The Highways Committee proposes to make arrangements with 
Hadtield's Steel Foundry Co. for the supply of special steel track- 
work, provided that the company is prepared to deliver at such 
reductions as the Committee may consider reasonable. It is 
estimated that the cost will amount to £22,000. 


Rotherham.—The T.C. has accepted the tender of the 
Sheepbridge Coal and Iron Co., Ltd., for 5,000 tons of coal for the 
electricity works at 5s. 44d. per ton, and the tender of Earl Fitz- 
william for 2,000 tons at 68. 6d. per ton. The tender of Kelvin 


and James White, at £181, for switchboard extension, has also 
been accepted. 


Salford.—The T.C. has accepted the tender of Messrs, 


G. Harland Bowden & Co., Glasgow, at £437, for the electric light 
installation at the Halton Bark School. 


Sheffield.— After 12 months’ trial, the Tramways Com- 
mittee bas placed an order with the Warner Engineering Co., Ltd., 


Westminster, to equip 12 cars with the Warner non-parallel axle 
system to follow the ‘conformity line." 


Taunton.—The T.C. has accepted the tender of Messrs. 


Easton & lzessemer, of Taunton, for а compound double-acting 
engine for the Electricity Works, at £345, 


Twickenham.—For installing the electric light at the 


new hospital, with steam engine and dynamo at the sewage 
disposal works, the U.D.C. received the following tenders :— 


Nursey & Marr (acoepted) £1,188 General Electric Co., Ltd. . £1,299 
G. Haden & Sons 1,849 


ae ee 


Johnson & Phillips, Ltd.. 1,984 
Smeeton & Page .. 1,462 J. Dyer „„ 1,278 
Lund Bros. & Co. E . 1,122 W. Gitkins & Co. - .. 1.966 
I. B. Saunders & Co... . . 1,392 | T. Hiscock es de ee 1,253 
Tyler & Freeinan ae .. -1,356 | Tredegar & Co. „ 1945 
Pinching & Walton. .. 1,918 H. Hooper & Co., Ltd. .. 12M 
Electrical Co., Ltd. .. 1,345 Brush Elecl. Eng. Co. Ltd... 1,244 
D. J. Macdonald ys e) 1,344 Edmundson's Elec. Cor., Ltd. 1,190 
Morris-Hawkins, Ltd. . 1,314 | Dargue, Griffiths & Co., Ltd. 1,151 
W.J.Fryer& co. 0101325 C. Pullan e 0e 2,109 


Watford.—The U.D.C. has accepted the quotation of 
the National Boiler and General Insurance Co. for the insurance of 
new &uperbeaters, increasing the total insurance of the boilers and 
superheaters from £3,600 to £5,000, at a premium of £6 178. 6d. 
The tender of the Worthington Pump Co., at £141. 10s , bas been 
accepted for an oil separator. For extensions for this winter's load 
the Council has accepted the tender of Jas. Oakes & Co., at £5 1s. 
per ton, for the supply of 290 yards of 9-in. cast-iron pipes, and 
that of Mr. Ensor, at £18 5s., for laying the pipes. 


West Ham.—The E.L. and T. Committee has accepted 
the tender of Gunn & Co. to supply 10,000 tons of North Country 
small coal, at 9s. 8d. f.a.s., to be delivered between April, 1909, and 
December, 1909, inclusive (a considerable reduction on the present 
price per ton) ; and 10,000 tons of washed pens, at 9s. 6d. per ton, 
to be delivered between January and December, 1909. Further, 
in consideration of these purcbases, the firm agree to supply, for 
the remainder of the present contract, rough small coal only, 
instead of rough small and duff, at the present contract price, 


98. 6d., as compared with 10s., the price of a contract the Council 
has running with another firm. 


CONTRACTORS' COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider. 
able expense is incurred in the production of this column, and every care it 
taken to ensure that the information is new and accurate, but it will be under. 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 


guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.) 


ABERDEEN.—New booking office, &c., for Aberdeen Joint Station Committee. 
J. A. Parker, gp, Guild Street, Aberdeen. 

ABERYSTW YTH.—Ninetcen workmen's horses for the Town Council (£3,000). 

ADLINGTON (Lascs.)— New Council school (£4,600). 
architect, Preston. 


ALTRINCHAM.—Isolation Hospital for the U.D.C. Wm. Owen, architect, 
uchy Chambers, Clarence Street, Manchester. 
ALDERSHOT.-— Alterations and additions to the destructor works for the U. D. C. 
The Surveyor. 


ASHTON-UNDER.LYNE.—Lavatory, Market Hall, for the T.C. Borough 
surveyor, . 


BACUP.—Alterations to club premises, Britannia. B. T. Williams, architect, 
St. Mary's Chambers, Bankside Lane, Bacup. 


BARNET.— Additions to Girls’ Grammar School. John Ladds, architect, 98, 
Pemberton Road, Harringay, N. 


BARNSLEY.—Two houses in Dodworth Road. A. Whitaker, architect, Saville 
House, Worsbro’ Bridge, Barnsley. 

BARNSTAPLE.—New chapel at Bishops Tawton, for the United Methodists. 
Houses at Pilton; W. C. Oliver, architect, The Square, Barn- 
staple; Mr. Rice, builder. Mowses at Pilton Marsh; W. C. 


Oliver, arcbitect, Barnstaple; Mr. Wakely, builder, Gloster 
Road, Barnstaple. 


BECKENHAM.—Houses, Allen Road, for E. F. Smith; Blandford Road, for 
Golder & Co. ` 


BEDFORD.—Bix houses in Trinity Road; R. Jeakings, Hurst Grove, Bedford. 
Two villas in Beverley Crescent; T. Dickens, Stanley Street, 
Bedford. Six houses in Trinity Road; C. Melcombe & Bon, 
Castle Road, Bedford. Villa in St. Augustine’s Road: E. 
Whitmore, Bedford. Houses, York Street, for Mason and 
Corbett; Denmark Street, for Jacobs & Burton; alterations to 
premises, 12, Harpur Btreet, for W. A. Walker; alterations to 
premises, 10, Bromham Road, for 8. Freshwater & Son, builders, 
25, Castle Lane, 

BELFAST.—Buildings on the Purdysburn Estate, for the Belfast Corporation 
Asylum Committee. Grneme-Watt & Tulloch, architects, 174, 
Victoria Street, Belfast. 

BELTURBET.—New schools for the Sisters of Mercy. Wm. H. Byrne & Son, 
architects, 20, Suffolk Street, Dublin. 

BERKHAMSTED.--Houses, George Street, for Tutt & Son; Wigginton, for 
Brown & Co.; motor.car shop, Ravens Lane, for Bir R. P. 
Cooper. 


BIRKENHEAD (HovrakE).—New public baths under consideration. Hoylake 
and West Kirby U. D.C. 


BLACKPOOL.—New streets off St. Walburgas Road, for Thos. Marsden: 69 
. houses, New Road, for the Rlackpool Laundry Co.: houses, 

Claremont Avenue, for J. Fish; St. Walburgas Road, for 

W. Howarth; St. Walburgas Road, for G. Е. Clarke: 

Whitexate Drive, for H. H. Rose; Portland Park Estate, 

for Т. Hunt; brick works, Warbrick Hill Road, for R 


Fielding & Son; additions, Lytham Road, for the Social Club 
Committee. 


H. Littler, county 


BOLTON.--New schools at Tonge Moor, for the Т.С. (£4,000). Works exten, 


sions in Chorley Street; Messrs. Brilson, bleachers. Eigbt 
houses, Packer Street, for J. Brown, 


BOURNEMOUTH.—New Girls' School at Boscombe (£8,300). 


saad cae A chapel in connection with Bryncethin Congregations! 

hurch, 

BRIGHOUBE.—Electric transforming station, Sand Wharf, Huddersfield 
Road. S. B. Haywood, borough engineer, Municipal Offtice& 
Brighouse, , 

BRIGHTLINGSKA.—Houre and shop, 60, Hurst Green, for E. Richardson: 
slaughterhouse, 23, Queen Street, for Capt. R. Salmon. 


- 
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BRIGHTON.-—Adaptation of premises adjoining Montague Place, for the 
Brighton, Hove and Preston United Omnibus Co., Ltd.; Clayton 
and Black, architects, 10, Prince Albert Street, Brighton. 
Alterations and additions to 12 and 18, Montpelier Crescent ; 
J. Nutley, builder, 1 and 2, Dean Street, Brighton. Conversion 
of 32, Hartington Road into flats; W. A. Gates & Sons, builders, 
Brunswick Road, Shoreham, 8.0., Bussex. - 

BROADWAY (WOoRCESTEBSHIRE).—New wing, &c., at St. Baviour's Monastery. 
R. Curran & Son, architects, Warrington. 

(GuaM.).—New higher elementary school (£10,500. T 

Кеш Franklin, clerk to the Glamorgan C.C., Westgate Street, 

ardiff. 

CAMBERLEY.—Cottage hospital (£1,548). Wm. Watson, builder, Ascot. 

CAMBRIDGE.—House, Adams Road, for F. 8. Scales, 8t. Barnabas Road. 
Additions to Baptist Cbapel, Mill Road; R. Vail, secretary, 88, 
Catherine Street. House, Grange Road, for Miss Clover, Girton 
College; "Бор; Mill Road, for J. V. Pryor, Petty Cury, 
Cambridge. uilding in Downing Street for the Agricultural 
Department of the Cambndge University. W. Sindall, builder. 

CARDIFF.—Eight houses, Jlton Road, for Geo. Beard ; W.H. Scott, architect. 
Bix houses, Clive Road, for T. Morris ; Ivor Jones, architect, 
Cardiff, Six houses, Waterloo Road, for G. H. Leonard; W. H. 
Scott, architect. Four houses, Amesbury Road, for T. Gals- 

wortby ; W. H. Scott, architect. Warehouse for J. M. Watkins; 
Bruton & Foster, architects, Cardiff. Church Army Rescue 
Homes in Charles Street; C. Wells, architect, c/o Knox and 
Wells, Cardiff. Conversion of warehouses into offices in West 
Bute Street for M. Primavesi; W. Davies, architect, Cardiff. 
One house, Westville Road, for Geo. Haywood; W. Н. Bcott, 
architect, Cardiff. 
W. H. Scott, architect. Gymnasium and reading rocm for 
Bt. Mary's parish (£1,000); G. E. Halliday, architect, Cardiff. 

(Kxnriao HiLL).—New elementary school. T. Mansel Franklin, clerk 
to the Glamorgan C.C. 

(MAINDY).—New elementary school, 
the Glamorgan C.C. 

CASTLEFORD.—Public baths. H. H. Broadbent, clerk to the Castleford 

CHELMSFORD.—Proposed new school at Springfield; Chelmsford Education 
Committee. Church Institute and Club rooms at Pleshey, for 
for С, W. Howis. 

CHELSFIELD (near Orrincton, KRNT).— Bungalow residence for Jas. Crafter. 

COLNE (Lancs.).—New Salvation Army Hall. Architect's Department, Salva- 
tion Army Headquarters, London. 

COVENTRY.—Houses, Caludon Road, for A. Jeffs; Earledon Lane, for C. J. 

Smith; Northfield Road, for T. Reynolds; St. George's Road, 
for G. Nicholls; Holyhead Road, for Hancox & Co., builders, 
St. Patrick's Road; workshops, &c., Little Park Street, for 
T. D. Griffiths; houses and shops, Bramble Street and Far- 
gosford Street, for W. Shortley. 

CREWE.—Alterations to Mill Street Wesleyan Schools. 
Director of Education, Crewe. 

CROSS KEYS (Mon.).—Six houses at Cross Keys. Mr. Moore, arcbiteot, Cross 
Keys, Mon. 

CRO DON. Addition to 1 55, Summer Road; W. B. Coomber, 65, Pem- 
devon Road. Additions to Cottage Hospital, Brighton Road. 
Purley; J. Newton, Purley. Houses, Grange Road, Thornton 
Heath; Belfrage & Saville, architects, Chancery Lane, London, 
W. C. Lower Addiscembe Road, H. R. Hunter, Lower Addis- 
combe Road; Melfort Road. Thornton Heath, A. Gosheron, 220, 
Holmesdale Road, South Norwood, S. E.; houses and shops, 
Blackhorse Lane, Woodside, G. Miller, Coniston Road, 
Croydon. 

OWMFELIN (GLAM.).— New mixed and infant school (£5,090). 
Franklin, clerk to the Glamorgan C.C. 

DARLINGTON.—Extensions to the works of the Blake Boiler Co. 

(Scornton).—Home for Incurables building scheme (£16,000). 

DARTMOUTH.—Alterations to Gunfield, residence of Lort Phillips. 
Pillar, builder, Castle House, South Town, Dartmouth. 

DARWEN.—Extensions at Hope Cotton Mills. W.T. Ashton & Sons, owners, 

DAVYHULME (near MANCHESTER).— Houses, Trafford Road, for Taylor Bros. 
and Co., Trafford Park Works. 

DELABOLEAConNwALL).—Villa residence. Apply at 21, Sea View Terrace, 
Plymouth. 

DONCABTER.—New Roman Catholic day schools for Father Leonard (43, 000). 
Building developments adjoining Don Street, by C. Sprakes and 
Sons, builders, 87, East Laitb Gate, and Wilburn & Sprakes, 
builders. Stables for the T.C.; C. Bprakes & Sons, builders. 

DOUGLAS.—Building for the safe custody of documents in connection with 
the Rolls Office and Registry Office of Deeds, and alterationa to 
present buildings. J. Cowle & Son, architecte, Bt. George's 
Street, Douglas. 

DOWLAIS8.—Sixty-eight houses at Penywern for Merthyr Corporation. T. 

i ; Aneuryn Rees, town clerk. 

DRIFFIELD.—Proposed Congregational Sunday School. 

DROITWICH.—House in Westwood Street; Miss Potter. 

DUNFERMLINE.—Alterations to &0 and £0, Golfdrum Street, for David 
Downie, cycle manufacturer. 

DURHAM.—Science and art block, &c., at Johnson Technical School, for 
Durham C.C. Oliver, Leeson & Wood, architects, Newcastle- 
on- Tyne. 

EASTBOURNE.—Three pairs of semi-detached houses, Hampden Park; E. 
Marchant, buílder. Private motor garage at Pevensey Bay, for 
Dr. E. Frost; A. Chandler, architect. House, Willingdon 
Road, Willingdon; M. Hookham, builder; Mitchell & Ford, 
architects. House, Brassey Avenue, for Eastbourne Artisans’ 
Dwellings Co., Ltd.; Miller & Selmes, builders ; Mitchell and 
Ford, architects. House, stabling, &c., for Mrs. Westhead ; 
Clayton & Black, architects, Brighton. 

EAST GRINSTEAD.—Proposed new school at Ashurst Wood (£4,000). 

EABT RIDING (Yonxs.).—New school and teacher's house at Foggathorpe and 
additions toinfant school, Withernsea ; B. B. Btamford, building 
surveyor, County Hall, Beverley. 

EDINBURGH.—New Dalry Church of Scotland in Orwell Terrace. 

FARNHAM.—Engine shed, stores, &c., at Ash, for Farnham R. D. C.; 
A. J. Stedman, surveyor, South Street Chambers, Farnham. 

FAVERSHAM.— Stabling and workshops, Kingsnorth Road, for G. Brenchley. 

FLIXTON (Laxcs.).—Two houses, Flixton Road, for Mr. Shawcross. 

FOCHRIW (Grax..—New infants' school (£3,120), T. Mansel Franklin, 
Clerk to the Glamorgan С.С. 

GERRARDS CROSS.—House, Oak End Way, for G. E. Slater; house, Bulstrede 
Way, for the London and County Investment and Property Co. 

GLASGOW.— Warehouse building at 382, South York Street; R. F. Baker, 485, 

Í Govan Street, Glasgow. Buildings in Carlton Place ; W. Calder 
and Sons, Carlton Place, Glasgow. 

GLOUCESTER.— Extension of the Shire Hall for education offices (two electric 
push- button lifts to be installed), Mr. Phillips, architect. 

GOLCAR,—Two houses, Long Croft Road. Arthur Shaw, architect, Golcar. 

GORSEINON (GLAM.).— Place of worship for the trustees of Libanus Calvinistio 
Methodist Chureh. D. Morgan, Liverpool House, Kingsbridge, 

H Gorseinon. 

ADPIELD,—New workshops and houses. Local Co-operative Society. 


CAERPHILLY 


T. Mansel Franklin, clerk to 


H. D. Struthers, 


R. C. 


T. Mansel 


One house, Ilton Road, for W. Harding; 


* 


. HASTINGS.—Conversion of houses into flats, for E. N. Knocker. 


HALIFAR.—Extenstve alterations to shops at West Vale, for the Bowerby 
Bridge Industrial Society, Ltd. Medley Hall & Bon, architects, 
1, Harrison Road, Halifax. 

HANLEY.—Five houses in Baskerville Road, A. Madeley; additions to works 
in Ivy Honse Road, for J. & G. Meaken; alterations to house, 
Keelings Road, George Ridgway & Bon. 

HARROGATE.— Motor and boiler house, Kent Road, and additions to house and 

new house, Duchy Road, for D. Simpson, builder; houses, 

Lengclife Avenue, for J. H. Brown; Manor Road, for J. H. 

Binns; Burke Street, Bilton, for J. E. Smith ; Rutland Road, 

for D. Simpson; bungalow, Bilton Lane and Bilton Grove 

Avenue, for С. A. Nettleton, builder, Balmoral House, Bilton. 


C, H. Cocks 


* ` 


and Son, builders, Stonefield Road, Hastings. 

HECKINGTON (Liscs.).—Alterations and additions to residence for Ernest H. 
Gedson. Herbert Walker & Son, architects, Southgate, 
Sleaford. 

HECKMONDWIKE. — Almshouses in connection with the parish church 
(£2,C00); also new echool (21.000). Rev. R. A. Henderson, vicar. 

HERNE BAY.—Burgalow, Oxenden Park Drive, for Owen Way. J. Huxtable, 
architect, Station Road, Herne Bay. 

HEYWOOD.—Projected new Council Schools, Regent Street. 
Education, Heywood. 

HIGH WYCOMBE.— Business premises, Church Street, for H. J. Cox; houses, 
London Road, for A. E. Reed & Co., paper manufacturers ; 
Amersham Hill, for Н. T. Dickens; Roberts Road, for Mr. 
King; Rectory Avenue, for A. C. Boorman. 

F and water tower, Windmill Hill, for the U. D. C. 
(£10,000), 

HUDDERSFIELD.—Two houses at Quarmby. 
Milnsbridge. 

(BiRKBY).—New Elementary School and Public Swimming Bath. 

К. F. Campbell, borough engineer, Huddersfield. 

HULL.—Art Gallery at the Public Hall, for the T.C. J.H. Hirst, city archi- 
tect, Town Hall, Hull. 

HYDE.—House, Bowlacre Lane, fer T. C. Beeley; conversion of 
Hyde Lane into two houses and shops, for Miss 8. 

KELLS (Co. MxArR).— Farm buildings at the Convent of Mercy. 
McNamara, architect, 50, Dawson Street, Dublin. 

KILLAY (near Swansra).—New Council School. T. Manse) Franklin, clerk to 
County Council, Cardiff. | 

KING'S WALDEN (near Hitcuin).—Probable re-erection, after fire, of Lane 
House, King's Wallen Estate. 

KIRKCALDY.—New Free Church at Pathhead (seat 400). 


LEWES.— Villa, Cliffe Hill, for P. H. Vinall. 


LINTHWAITE.—Two villas, Manchester Road. 
Milnsbridge. 

LINTON HEATH (near BunToN-oN-TRENT).—New Primitive Methodist Church 
and schools. 8. H. Langley, architect, Berridge Street, 
Leicester ; Mr. Bradford, builder, Leicester. 

LISCARD (near BIRKENHEAD).—New Catholic schools (24,000). P. Rothwell, 
builder, 174, Conway Street, Birkenhead. : 


LITTLEBOROUGH.—Extensions at Grove Dye Works. 


LONDON.—(SorTHwaRK, S. E.). Building in Providence Place, Dantzio Street. 
C. Yates & Co., builders, 106, Campbell Road, Bow, E. 

(CHILD’s HILL, N.W.).—Branch fire station. S. S. Crimby, surveyor 
to the Hendon U.D.C. 

(CHELSEA, 8.W.).—Building in Draycott Avenue for the Committee 
of Homes for Working Girls. Seth-Smith & Munro, architects, 
46, Lincoln's Inn Fields, W.C. Additions to premises for the 
Chelsea Art Club; L. R. Guthrie, secretary to the Club, 148-5, 
Church Street, Chelsea, B. W. 

(KENSINGTON, W.).—Studio at 18, Kensington Square. Prof. R. E. 
Smith, King’s College, Strand, W.C. 

(HanRow),—Fifty-two houses. C. H. E. Bridgen, builder, Harrow. 
(S1LVERTOWN, E.).—Additions to Spencer, Chapman & Messel's 
factory. G. Munday & Sons, bnilders, Islay harf, Poplar. 
(PLumMsTEAD, B.E.).—New Baptist Church at junction of Griffin and 

Brewery Roads (£10,000). 

(Hzxpox, N.W.).—Eight houses, Templars Avenue; E. Streather, 
builder, Sanderstead Station, Croydon. Development of 
Beddington Estate; W. Hollis, surveyor, Church End, Finchley, 
N. Six houses, Hale Lane; G. H. Gilbert, 86, The Parade, 
Edgware Road, Cricklewood, N.W. 


(LEE Green, 8.E.).—Three houses. 
Road, Brixton. 

(HAursrRAD, N. W.). Homes for working ladies, Hampstead Garden 
Suburb, and 12 cottages, Erskine Hill; Improved Industrial 
Dwellings Co., Ltd., 33, Finsbury Square, Е.С. Buildings in 
Hampstead Road; J. Willmott & Sons, builders, Tottenham 
Lane, Hornsey. 

(WILLESDEN, N.W.).—Rebuilding Dollis Hill House, Gladstone 
Park. Willesden District Council. 

(OLD CAVENDISH STREET, W.).—Rebuilding No. 20 for J. Soper, 
window blind manufacturer. W. J. Maddison, builder, Clarksen 
Street, Canning Town, E. 

(Ссвітт Town, E.).—Manual training centre, T. J. Bailey, Educa- 
tion Architect, L.C.C., Springs Gardens, 8.W. 

(WALTHAMSTOW, E.).—8ix houses. A. G. Barton, builder, Daventry 
Works, Walthamstow. 

(HANOVER SQUARE, W.).—Rebuilding Harewood House (£38,000). 
б. D. Martin, 3, Pall Mall East, 5.W., and D. Blow, 9, King’s 
Bench Walk, E.C,, joint architects. 

(CANNING Town, E.).—Residence for Women’s Settlement (£3,600), 

. C. Lander, architect, Effingham House, Arundel Btreet, 

W. C.; Mattock & Parsons, builders, 165, Gray's Inn Road, 

W.C. Additions to cffices for Howard Bros. & Co.; F. Tribe 
and Co., builders, Alperton, Wembley. 
(FiNsBURY Park, N.).—Music Hall. F. Matebam & Co., architects, 
9, Warwick Court, W. C. 
MAESTEG.—Two semi-detached villas in Neath Road; Frank B. Smith, 
architect, Port Talbot. New Roman Catholic Schools 
(£2,891). 
MAIDSTONE.—Houses, Sheals Crescent, for W. T. Burrows, builder, 27, 
і Hedley Street ; Church Road, Tovil, for Осо. Ovenden; motor 
shed, Bower Mount Road, and premises for Adult School, 
Church Road, Tovil, for Clark & Epps, builders, Cornwallis 
Road ; two lock-up shops, Bower Place, for Geo. Hollands. 


MANCHESTER.—New secondary school for girls, Chorlton Street, Manchester, 
W. H. Talbot, Town Clerk, Town Hall, Manchester. 


MANSFIELD.— Houses, Carter Lane, for M. Morris; Victoria Street and Moor 
Street, for Geo. Boot; Goldsmith Street, for A. J. Copestake ; 
Victoria Street, for Miss Brailsford; Victoria Street, for 8. 
Litchtield ; George Street, for J. Parsons; Newgate Lane, for 
J. Henderson; King Edward Avenue, for J. Beckett; Baums 
Lane, for Thos. Smith; Moor Street, for H. Holt; Newgate 
Lane and Hardwick Street, for J. Templeman: additions to 
offices, Rock Valley Works, for Barringer, Wallis & Manners; 
new bank for the Nottingham and Notts Banking Co., Ltd. 


MARLBOROUGH,—House for Dr, T. C. Lawson, Avebury :- 


Director of 


Lunn & Kaye, architecte, 


remises in 
arrison. 
T. F. 


Lunn & Kaye, architects, 


W. A, Jewell, 21, Gateley 
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MARPLE.—House and shop for 8. Т. Bowden, Church Lane. 


MATLOCK.—New United Methodist Church and 8chools (22,750). Suggested 
Central Hospital; District Council. 
MERTHYR TYDVIL.—Thirty-eight honses at Danyderi, Merthyr Vale, for 


Corporation. T. Aneuryn Rees, Town Clerk, Merthyr Tydvil. 


MORRISTON.—Parish Hall (£3,000). Walters & Johns, builders, Dillwyn Street, 
Morriston. 


MYTHOLMROYD.—8ix houses, Cragg Road, for Mrs. M, Stansfield. 


NANTWICH.—Proposed new Cottage Hospital, site given by W. H. Foster, 
Appley Park, Bridgnorth. 
NELSON.—New dye works. V. Whitehead, architect, Nelson. 
NELSON (Grax ).—New School (£5,800). T. Mansel Franklin, Clerk to the 
Glamorgan C.C. 
NEWCASTLE-ON-TYNE.—Five houses in St. Margaret's Road, four in 


mily Street, and two semi-detached villas at Nun's Moor 
Crescent. 


NORTHFLEET.—Houses, Seymour Road, for G. Barney; Bridgland & Clav, 


architects: and All Saints’ Koad, for W. R. Barton, builder, $7, 
Parrock Street, Gravesend, 


NORWICH.~—Pavilion of isolated cubicles at the Isolation Hospital, for the 
Т.С. A. E. Collins, city engineer, Guildhall, Norwich. 

NOTTINGHAM.—New School on Haydn Роза, for the Borough Education 
Committee (£21,200). 

OGMORE VALE (Graa.) —Higher Elementary School (£8,625). T. Mansel 
Franklin, clerk to the Glamorgan С.С. 

OBWESTRY.—Preposed Public High School for Girls, for Salop СС. G. W. 

errington, solicitor, 18, Arthur Street, Oswestry. 


E 


‘OXFORD.—Electrical laboratory at New College, for the University (£29,000), 


gift of the Drapers’ Company. T. G. Jackson, architect. New 
St. Margaret's Vicarage. 


PAULTON (near BnisTOL).—Church House and Institute (£1,5C0). T. Melhuish, 
jun., architect. 


PENARTH.—Laboratories for Penarth County School. 


T. Manse! Franklin, 
Cardiff. 
PENDLETON. — New stops at Irlams-o'-th'- Height; Eccles Co-operative 
Society. 


Further extensions of works, Lancaster & Tonge, 
engineers. 


PENGAM (near Canpirr).—Probable re. erection (after fire) of shops, for E. 
Hughes, builder, Pengam. 
PENWORTHAM.—Tramway shelter. Preston Corporation. 


PERTH.—Warehouses, &c., on site of 66 and 67, Meal Vennel, for D. M‘Diarmid, 
grocer, South Street. Proposed public ball at Balbeggie. 

PONTARDAWE (Grax.).—New elementary school; T. Mansel Franklin, clerk 
tothe Glamorgan C.C. Twenty-three houses at Gwauncaegurwen; 
R. L. Sails, builder, 2, Finsbury Terrace, Swansea. 

PONTYPRIDD.—Girls' intermediate school. T. Mansel Franklin, clerk to the 
Glamorgan С.С. 


PORTH- ee Centre. T. Mansel Franklin, clerk to the Glamorgan 


PORTSMOUTH.—Rebuilding of the offices of the Hampshire and Landport 
Building Society, for Lloyd's Bank, Ltd. 

PORT TALBOT.—New infant school (250 scholars); boys' school and house. 
T. Mansel Franklin, clerk to the Glamorgan С.С. 


. PRESTOLEE (Laxscs.).—New Council school for the Radclitfe Educational 


Authority. H. Littler, county architect, Preston, 
PRESTON.—Laundry rcoms, &c., at Roebuck Street Council School (£€C0 or 
£100). р 
RICHMOND.ON-THAMES.—Works for the Main Sewerage Board (£2,205). 
В. W. Harrison & Co., contiactoss, Birmingham. 
ROTH ERHAM.— Proposed new infli mary for the Board of Guardians. 


ROYSTON (HeErT3.).— School, manual instruction and cockery centre (£5,256). 
Surveyor, County Council, Hertford. 


RUGBY.—Contemplated developments. Local Co-operative Society. 
ET. ALBANB.—New Primitive Methcdist Church in Boundary Road. 


ST. HELENS.—Re-Luilding nave and nit les of St. Thomas's Church. Frank 8. 
Biram, archicect, St. Helens. 
SHEFFIELD.—Young people's institute in connection with Attercliffe Wesleyan 
Methodist Church, New infant school in connection with 
Owler Lane School. f 


BALTBURN.—New Primitive Methcdist Church (£5,000). Baines. & Sen, 
А architects, London. 
SEAHAM HA 


RBOUR.— New Council school at Dawdon Colliery (9060 scholars). 
J. Eltringham, architect, 11, John Street, Sunderland. 

SKEWEN (Отам ).—Alterations to Skewen Lower Schools. T. Mansel Franklin, 
clerk to the Glamorgan C.C. 


SOUTHPORT.—Extensions to Bt. Cuthbert's Church, North Meols. I. Taylor, 
architect, Manchester. 
BKIPTON.—New school at Alder Hill. 


SMETHWICK.—Three shops at Uplands and six houses in Beechfield Road, 
for T. W. Evans; two houres in Sycamore Road, for D. J. 
Bache; two houses in Marshall Street, for W. Lees; three 
houses and stable in Bearwood Road, for C. Н. Simcox ; 14 
houses in new road сії Lewisham Road, for J. H. Lees; alter. 
&tions and additions at Spon Villa, Ollbury Road, for 8. 
Nightingale. 

SOUTHEND-ON-SEA.—-Houses, Highcliffe Drive, R. James; Lovelace Gardens, 
Welbourne Bros. ; Hainault Avenue, F. Padley; Westborough 
Road, G. Н. Griffiths; Beedell Avenue, W. G. Whitley; Park 
and Queen's Hoads, J. Porter & Co.; Christchurch Road, 
C. Ladd; King's Road, J. C. Gaillard; Stornoway Road, J. R. 
smith; Lord Roberts Avenue, W. J. Weston; Southchurch 
Beach Road, A. Garrard ; Richmond Street, Chas. Wingrave; 
Glenwood Avenue, J. Dartnell; South View Drive, W. I. 
Knight; Drake Road, J. Atkinson; Westborough Road, C. J. 
How > Bt. George's Park Avenue, J. Kendall; Glenwood Avenue, 
F. Kearney; Boscombe Koad, H. A. Harris: bungalows, South- 
view Drive, IL. C. Hyatt; South Avenue, Goldsworthy Kros.; 
Recreation Avenue, A. W. Osborne; South Avenue, W. C, 
Mills; shops, workshop and dairy, Nelson and Leigh Roads, 
A. J. Arnoid ; motor house, Selina Lodge, Southehurch Beac) 
Road, J. Boorer; warehouse, Southchurch Road, D. E. 
Kerridge; conversion of two houses and shops into one, West- 
borough Road, W. Sure additions, Westelitte Hotel, Westeliff 
Parade, W. J. Hockley; oniees, Clarance Street, Talbot and 


White, 
SPILSBY (Lincs ).— Two houses, Ashby Road. F. W. Rimington, builder, 
Spilsby. . 
STAFFORD.--New Council School at Tenterbanks 1500 scholars), Staffs Edu- 
cation Committee. 


STIRLING.— Proposed public baths. Town Council. 


SWANSEA.—Kebuilding 2and 3, High Street, for D. Jones & Co., Ltd. Chas. Т. 
Ruthen, architect, Swansea. 


TAUNTON.—Ctlicers’ dwellings, &, at Cotford Asylum, Taunton (£92). R. 
Norton Fit“ warren, Taunton. 


THORNBURY (6Gres3.— Class and cloak rooms at the grammar school. 


F. J. 
Williams, architect, Chapel Strect, Thornbury, K. S. O. 


THRYBERGH cYores.).--Public installation of E.L. for the P.C. Oswin 


Everitt, clerk to the l'. C., 4, Clifton Bank, Rotherham. 
TIDE SWELL (Dersysiike).—Improved sewage works. Tideswell Parish 
Council. 


TRURO.—New Cathedral schools, F. L. Pearson, architect to the Dean and 
Chapter. 


TUNSTALL.— Bix houses in Heath Streét, Chesterton. P. Jenkinson. 
TURRIFF.—House at Mill of Turriff. 


G. Simpson, Mill of Turriff, Aberdeen. 
shire, 
TWERTON-ON-AVON.—Higber Elementary School (AG, c. Somertet 
County Education Committee. 


WARRINGTON.— Extension of the Technica! Institute, for the Education 
Committee (£3,000). 

WATERFOOT (near MANCHESTER).— New Vicarage at Newchurch, for the Rex. 
H. Johnson, M. A., vicar of St. Anne's, Edgeside (£200). А, 
Brocklehurst, architect, St. James’ Chambers, Waterfoot. 

WATFORD.-— Additions to business premises, Harwoods, Ltd. ; H. J. Impey, 
167, Castle Street, Luton, surveyor. Additions, Paget Prize 
Plate Co.’s works, 8t. Alban’s Road; alterations and additions 
for Watford Steam Laundry Co., at Chalk Hill and Sidney 
Road; alterations and additions, Nos. 9, 11 and 18, Water Lare, 
J. Rodwell, builder, Bushey Hall Road, New Bushey, Watford ; 
houses, King Edward Road, for Mr. Wright; The Avenue, 
Nascot Estate, for Н. Martin ; Oxhey Road, for Mr. Cartwright; 
stable and motor house, Clarendon Road, for Dr. Smith, 

WELLS.--Laundry and alterations to Wells Asylum (45,520). H. W. Pollard, 
builder, Bridgwater. 

WESTBURY (Wirrs.)—Eight houses, Dilton Marsh, for the R. D.C. (21,00). 
E. Linzey, builder, Dorset House, The Halve, Trowbridge. 

WESTWOOD (Co. DunBAM).—Buildings at Westwood Station for the North. 
Eastern Railway Co. Wm. Bell, architect to the company, 
Central Station, Newcastle-on-Tyne. 

WHETSTONE (near LEICESTER).— New Baptist Church (£1,700). Tait and 
Herbert, architects, Leicester. 

WIMBORNE 


онон = Enlargement of Broadstone Church (£750). 


. J. Fletcher, architect, County Surveyor’s Office, Wimborne, 
Ww INCHCOMB.—Residcnce and stables. 


Thos. Malvern, architect, 21, Winch- 
comb Street, Cheltenham. 


WINDSOR (Doanex).— Alterations to Dorney Vicarage for the Rey. A. Sharp. 
WOKINGHAM.—Houses, Ellis Road, near Crowthorne, for Mrs. Chappel; The 
Avenue, near Crowthorne, for Mark, Martin & Sons; Ellis 


Road, near Crowthorne, for Allaway & Blatch; laundry in 
Arborfield Road, Shinfield, for E. R. Chapman. 


WORKSOP.— Houses, Central Avenue, for C. Bacon ; bungalow, Darfoulds, for 
J. E. Hodding; post office buildings, Newcastle Avenue. 

WORTHING.— Three houses, Lanfranc Road, for C. Strafford; J. E. Lund, 
architect. Two houses, Grand Avenue, for Hayward & Co. 


Six houses and shops, Tarring Road, for W. Weller; Farmer 
and Co., architects. 


East: H. Bartlett, architect. Six houses, Reigate Road; G. 
W hayman, architect. 
WREXHAM.—Church house, Regent Street. Prothers, Philpott & Barnard, 
architects, 13, Promenade, Cheltenham. 
WYMONDHAM (Nonrorx).—New Baptist Church building (£1,000). Rev. J. 
Turner, Pastor, Wymondham. 
YEOVIL.—New premises for the Yeovil Adult School. 


FORTHCOMING EVENTS. 


To-day's (venta (Friday, October 30th).--At 8 p.m. Institution of Mechanical 
Engineers. Continued discussion on Mr. J. E. Darbishire's paper 


en “ Repairs, Renewals, Deterioration and Depreciation of Work- 
shop Plant and Machinery." 


Saturday, October 31st.— Manchester Electrical Exhibition closes. 
Monday, November 2nd. At 5 p m. Royal Institution. 


General monthly 
meeting. 
At 7.45 p.m. Holborn Restaurant. Smeking concert of the P. and O. 
Batti- Wallahs' Society. Ы 


Tuesday, November Srd.— At & p.m. Institution of Civil Engineers. First 
ordinary meeting. Presidential addrcss by Mr. J. C. Inglis, and 
presentation of medals, c. | 

At 7 30 p.m. At the University, Manchester. Institution of Electrical 
Engineers, Manchester Section Paper on “ Practical Considera. 
tions ia the Selection of Turbo-Altzrpators," by M. Kloss. : 

Thursday, November 5th.-At 8.15 pm. At 20, Hanover Square. Röntgen 

ciety. Presidential addiess on The Amsterdam Congress, iy 
Mr. W. D. Butcher. 
At 8.30 p.m. Chemical Society. Ordinary meeting. 


Friday, November Cth.— At 7.80 рап, At the Lit. and Phil. Society, Newcastle- 
оп-Тупе. North-East Coast Institution of Engineers and Ship 
builders, Annual meeting, 

Tuesday, November 10th.—At 7.30 p.m. At the Municipal School of Tech- 
nology, Manchester. Institution of Electrical E: gineere, МА 
chester Students' Section. Paper on Brusbgear," by Mr. R. F. 
Blackmore. 6 

Thursday, November 12th.—At 8 p.m. Institution of Electrical Engineers. 


London. Opening mecting. Presentation of awards. Inaugural 
address by Mr. W. M. Mordey. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION) 


The following orders are issued :— 


Monday, Nov. 2nd.—' A" Company. Technical drill, 6.30 to 9.£0 p.m. 
Tuesday, Nov. grd.— B" Company. Technical drill, 6.30 to 9:0 pus Т 
Thursday, Nov. Sth.—“ Сб” Company. Infant drill (Recruits), 6:9 pn 
technical diill, 7 to 9 30 p.m. 
Friday, Nov. 6th, —" D" Company. Tcennical drill, 6.80 to 3.30 p.m. 


Ы ance: 
tion for recruits, 6.30 to 7.30 рли. 
і Signed) J. H. S. PHILLIFS, 
P Capt. &nd Acting Adjutant 


Two houses, Highfield Road, for J. A. 
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NOTES. 


The Passing of the Manchester Exhibition.— 
On Saturday last the number of visitors to the Electrival 
Exhibition totalled practically the same as on October 17th. The 
gates were closed several times during the afternoon, but not in the 


evening, and everything is now working smoothly for the winding- 


up to-morrow after a month of unequalled success. Finis Coronat 
Opus! On the occasion of our last visit, we were shown practical 
demonstrations of the Climax hand fire extinguisher, with which 
the Exhibition is equipped, the company being officially appointed 
by the Executive Committee to protect the buildinge. The Under- 
writers and Empire fire extinguisher was also operated in our 
presence. In the first case it is only necessary to drive in a knob, 
and the apparatus immediately throws a jet 35 to 45 ft.; to actaate 
the other, one simply turns it bottom up to play, and reverses it for 
stopping. The Empire throws out a stream to a distance of 45 to 


50 ft., according to the quality of the chemicals used. We have. 


pleasure in calling special attention to both these admirable 
appliances for tho protection of factories, theatres, houses, 
hospitals, schools, hotels, and buildings of every kind. 


New York Tannel Lines.—The two tunnels under the 
North River, New York, for the Pennsylvania Railway have been 
bored, and tbe cast-iron tubes, 23 ft. in diameter, are in place. A 
departure from ordinary practice is being made in these underground 
lines, for the tubes are having a concrete lining 2 ft. thick put 
inside them, thus reducing tbe effective diameter to 19 ft. Our 
information does not state whether this lining formed part of the 
original scheme, or whether it is in the nature of an additional 
precaution against collapse or leakege adopted since the tunnels were 
put in hand. With & backing of cement grout and this internal 
. lining, the tubes ought to be as indestructible as the Pyramids. 


Football.—A football match was played between the 
LC. C. Tri mways Sub-Stations’ team and the Hammersmith and 
City Railway Co.’s team, on the morning of Thursday, last week, 
at Clapham (Common; the result was L.C.C. Sub-Stations 4; 
Hammersmith 2. 


Institution and Lecture Notes —Amenican SOCIETY 
or MecHaANICAL ENGINEERS.—The annual New York meeting of 
the American Society of Mechanical Engineers will be held on 
December 1st to 4th inclusive.  Througu the courtesy of the 
Secretary of War, a comprehensive presentation of the subject of 
aeronautics will be made at this meeting. Major Geo. O. Squier, 
acting signal officer of the United States army, will read a paper 
upon the development of aeroplanes and dirigible ballcone, and a 
less tecbnical lecture will be given by Lieut. Frank P. Lahm, of 
the signal corps. 'Important problems connected with metal 
cutting will be discu:sed, including the development of the milling 
machine to meet modern conditions. The results will be given of 
tests upcn milling cutters, which afford data for the design of 
milling machines. The stub form of gear tooth will also be 
discussed, comparing the characteristics of a short tooth having a 
large angle of obliquity with the standard gear tooth now generally 
used in America, and covering the use of stub gearing of this type 
in automobile and electric railway work and in rolling-mill practice. 
Other papers will treat of the p-op'rties of saturated and super- 
heated steam, tests of large power units, &c. 


JUNIOR INSTITUTION оғ ENGINEERS.—The annual general meet- 


ing of this Institution was held at the Royal United Service Insti- 
tution, Whitehall, on October 19th, the chairman, Mr. Frank R. 
Durham, A. M. Inst. C. E., presiding. Salient features of the Council's 
report relating to the year 1907-8, which was presented and 
adopted, included reference to the increase in the membership roll, 
bringing the total to 1,042, the election of Mr. James Swinburne, 
F. R. S., as pr sident, in succession to the late M. Gustave Canet, and 
as vice-presidents, Sir William Huggine, K. C. B., O M.; Sir Archi- 
bald Geikie, K. C. B.; Sir Robert A. Hadfield; and Prof. J. J. 
Thomson, F.R.8. Nine meetings for the reading and discussion of 
Ps pers, and 38 visits to engineering works, &c., had taken place, 
with an average attendance respectively of 116 aod 74. A Bronze 
Medal (the Junior Members'award) has been awarded to Mr. 
Gilbert Whalley, for his paper on Notes on the Testing of Gas 
Engines.” The successful summer meeting in France, during which 
the well-known works of Messrs. Schneider & Co. were visited; 
the twenty-fourth anniversary dinner ; the conversazione; the estab- 
lishment of the building fund ; the first local section of the Insti- 
tution (at Birmingham); the benevolent fund; the library; and the 
monthly journal and record of transactions, forming’ for the year a 
volume of 680 pages, were other matters dealt with in the report, 
and special reference was made to the foundation of the Durham 
Borsary, due to the kind ers of Mrs. F. R. Durham. The award 
for the year 1908-9 bad gone to Mr. L. M. Jockel, of Edinburgh, 
his thesis being on the subject ot“ Electricity in Mining.” The 
finances of the Institution were reported as being in a healthy 
State. The election of officers and members of Council resulted as 
follows Chairman, Mr. F. R Durham; vice-chairman, Mr. G. Т. 
Bullock and Mr. J. Wylie Nisbet; hon. librarian, Mr. C. H. 
Smith; hon. auditors, Mr. H. Norman Gray and Mr. Henry Cook; 
ordinary members of Council, Messrs. S. N. Bylander, L. M. G. 
Ferreira, B. E. Dunbar Kilburn, and Jobn Weston; district 
members of Council, Messrs. C. T. Briggs, Ernest King, Geo. H. 
Run Eustace W. Porter, A. Don Swan, W. E. Lilly, and E. F. 

LIVERPOOL AND DISTRICT ELECIRICAL ASSOCIATION. — On Satur- 
day, October 24th, a party of memvers of this Association paid a 

it to the Manchester Electrical Exhibition. On arriving at 


the Exhibition the party split into several smaller parties, 
and a complete inspection was made of various stalls; the mem- 
bers were highly pleased with the numerous exhibits, and 
spent a very interesting time, due in no small measure to the 
courtesy of the attendants at the stands. The outing was in 
charge of Messrs. W. H. Fennell and J. Greenhalgh (Members 
of Council), and Mr. Samuel Frith, Hon. Secretary and Treasurer, 
Bootle. 

THE Іхѕтітотох OF ELECTRICAL ENGINEERS.—The opening 
meeting is fixed for Thursday, November 12th, at 8 p.m., when the 
Premiums awarded for papers read or published during the Session 
1907-8 will be presented, and the president, Mr. W. M. Mordey, 
will deliver his Inaugural Address. 


Welding.— The Railway and Engineering Review 
(Chicago) is responsible for the statement that the Fusion Welded 
Met ils Co., of London, control a process by which high-speed tool 
steels can be welded to other steels, so cheapening high-speed tools 
for heavy work. The welding is performed by means of a thin 
film of copper, which is placed along the line of the joint. The 
parts to be welded are then surrounded by a reducing compound 
and subjected to a temperature of about 2,200" Е. The gas which 
is formed by the burning of the compound reduces the copper to 
such a very thin fluid state that it is said to penetrate the surfaces 
of steel and to produce not only adhesion (as in soldering), but 
also cohesion, and the joint has all the characteristics of a weld. 


Insulators for the Midland Hailway.—In one of 
our Exhibition articles last week we referred to the high-pressure 
insulators uscd for the Midland Railway Co.’s single-phase section 
at Heysham; these were all made by Messrs. Taylor, Tunnicliff 
and Co., but we inadvertently associated them with the products 
of another firm. Our apologies are due to Messrs. Taylor, Tunni- 
cliff, especially as this is the second occasion on which they have 
suffered the lots of the credit which is their due—though on the 
former occasion we were not responsible for the mishap. 


Restoration of Patents.—According to a number of 
notices appearing in the London (Gazette on October 23rd, Mr. 
Harold F. Kemp, receiver for the debenture-holders of tte Mica 
Boiler Covering Co., Ltd., in liquidation, has applied for the 
restoration of the following patents which expired in 1907, owing 
to non-paymert of renewal fees:—H. C. Michell, No. 25,788 of 
1904, No. 16,058 of 1895, No. 6,616 of 1898, No. 4.969 of 1901, No. 
4,970 of 1901, and No. 25,787 of 1904, all relating to non-conducting 
coverings, &c., for boilers, pipes, ёс. 


Appointments Vacant.—Charge engineer for the 
Bristol Corporation Electricity Department (50s.); installation 
assistant for Belfast (303.); shift engineer for Middlesbrough (353) ; 
junior assistant engineer for Leck (£65). 


New Factory.— According to the Folkestone Exrpress the 
Stolz Electrophone Co., of Chicago, with London offices at 82, Fleet 
Street, manufacturers of a patent pocket telephone for the deaf, 
have decided to move the foreign department of their works to 
London, in order to meet the requirements of the new patent law. 
The company will employ about 600 hands. 


The Idea! Home Exhibition.— At this Exhibition, 
recently held at Olympia, Messrs. Rashleigh Phipps & Co. had on 
show a complete and inexpensive plant for 70 10-c P. Osram 
lamps. A complete electrically fitted kitchen and a number of 
heating and domcstic appliances were also shown. 


Travellers’ Ways.—In the City of London Court, on 
Tuesday, before Judge Lumley-Smith, K.C., the London Electrical 
Co., 28, Martin's Lane, Cannon Street, sued Mr. Henri, High 
Street, Manor Park, for the amount of an account for lamps and 
shades supplied in the way of trade. Defendant said that he never 
gave any order for the gods. Plaintiffs’ traveller worried him to 
give an order, and he refused. Some time afterwards the traveller 
came with the goods. He (defendant) declined to accept them ; 
but the traveller asked to be aliowed to leave them for a little 
while. He never returned. Plaintiffs ssid their traveller was 
quite sure a definite order was given, orthe goods would never have 
been left. Toree weeks ago the defendant returned the goods, and 
they were taken in. Judge Lumley-Smith commented upon 
travellers’ practices, and said he must find for the defendant, who 
did not ask for costs. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway ojticials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—Watfoid U. D. C. has added 
£30 to the salary of MR. W. S. STAFFORD, station superintendent, 
during the month of November, in consideration of services 
rendered by him as acting chief engineer prior to the appointment 
of Mr. Purse. 

Мв. L. G. BUTLER, of Plumstead, has been appointed by Wool- 
wich Borough Council junior charge engineer on probation for 
three months, at a salary of £90 per annum. At the completion of 
the probation Mr. Butler's salary is to be increased to £100 per 
annum, rising by annual increments of £10 to £140. В 
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General.— The staff and employés of Messrs. Willans 
and Robinson, Ltd., Rugby, have presented a Queen Anne silver 
tea and coffee service to Мв. O. MonEHEAD, who is leaving the 
firm, with whom he has been for over 20 years. 

Мв. W. H. HR ROD (late of Messrs. Lundberg & Sons) has joined 
the staff of Mr. G. Wuthrich, manager and chief engineer of the 
British, Irish and Colonial department of the Oerlikon Co., 
Oswaldestre House, Norfolk Street, Strand, W.C. 


NEW COMPANIES REGISTERED. 


Permanent Way Institution (Incorporated) (99,838).— This 
company was registered on October 9th, with 900 members, each liable for 10e. 
in the event of winding up, to promote among inspectors of Ways and Works a 
technical knowledge of the construction and maintenance of the works under 
their charge, to diffuse general knowledge of the qualities and strength of 
materials used on railway works and the best methods of testing their fitness 
for use, to promote acquaintance with the different kinds of permanent way, 
signalling, and other works and systems of maintenance adopted on British and 
forcign lines, to assist engineers aud others in finding competent and 
experienced inspectors, gangers, foremen, and other skilled workmen, The 
Word "Limited" is omitted from the title by licence of the Board of Trade. 
The first seven subscribers are: W. Willox, M.A.. M.LC.E., 82, Westbourne 
Terrace, W., chief engineer, Metropolitan Railway; J. B. Bull, M. I. C. E., 
assistant engineer, Great Central Railway New Works, Marylebone Station, W.; 
R. Booth, A. M. I. C. E., North British Railway Co., 23, Waterloo Place, Edin- 
burgh: G. T. Sibbering, Alteryn, Newport, Mon., chief engineer, Taff Vale 
Railway, Cardiff: J. H. Hargrave, M. I. C. E., 4, Haddington Terrace, Kingstown, 
Co. Dublin, chief assistant engineer, G.N.R. (Ireland); J. W. Poysen, Melton 
Villa, 92, Park Street, Stapleford, Notts, permanent way inspector, Midland 
Railway: S. E. Packham, 2.“ Bryn-y-Mor," Lionel Road, Tonbridge, Kent, elec- 
trical inspector, S.E. and С В. The management is ves'ed ina council. Secre- 
tary, Stamford E. McLewin (signal department, S.E. and C. Railway, Battersea, 
8. W.), 74, Faversham Road, Catford Hill, 8.E. 


Penrith Electric Supply Co., Ltd. (99,764).—This company 
was registered on October 5th, with a capital of £7,000 in £1 shares (3,500 54 per 
cent. cumulative preference), to acquire the benefit of the Penrith Electric 
Lighting Order, 1900, to adopt au agreement with the Penrith Urban District 
Council, and to carry on the business of an electric light and power supply 
company. The subscribers (with one share each) are:~W. P. Theermann, 268, 
Oxford Road, Manchester, electrical engineer; H. Fox, 44, Windsor Road, 
Doncaster, electrical engineer; J. W. Speight, The Elms, St. Anne’s-on-the- 
Sea, consulting engineer; P. H. Whittaker, 46, Abingdon Street, Blackpool, 
C. E.; H. L. J. Butler, 2, Castlegate, Penrith, electrical engineer; W. A. 
Turner, 2, Castlegate, Penrith, incorporated accountant; P. Fox, 12, Wrayfield 
Avenue, Bhipley, architect. Minimum cash subscription 25 per cent. of the 
shares offered to the public; the number of directors is not to be less than 
three or more than seven; the first are W. P. Theermann, Н, Fox and J. W. 


Speight; qualification, 200 o.dinary shares. Registered office, 3, Castlegate, 
Penrith, Cumberland. 


Ship Carbone, Ltd. (99,812).—This company was registered on 
October "th, with a capital of £1,000 in £1 shares, to sell in the United Kingdom 
(and not elsewhere) carbons, incandescent lamps and other electro-technical 
articles, &c. ‘Ihe subscribers are:—M. P. Schiff, partner of Schiff & Co., 
Schwechat. Austria, 094 shares; J. P. Schiff, 200, Alleegasse, Vienna, 1 share; 
E. Ornstein, Schwechat, Austria, I share; A. Merle, Schwechat. Austria, 1 share; 
Dr. О. Thorsch, Vienna, Imperial Councillor, 1 share; R. Guth, Hybernergasse 
20, Prague, braoch manager, 1 share; Dr. Н. Singer, Vienna, barrister. 
The number of directors is not to be more than three: The first are М.Р. 
Schitf, E. Ornstein and Dr. О. Thorsch (all permanent). M. P. Schiff is 
chairman. Each share confers one vote. The directors ure given the customary 
powers of borrowing on debentures or other security, or without security, the 
clause concluding :—*'' but such moneys shall be borrowed or а security viven to 


the said Maximilian Paul Schiff and no other perton or corporation.“ Registered 
oflice, 67, Aldersgate Street, E. C. 


Private Telephone Co., Ltd. (99,8 23).— This company was 
registered on October Sth, with a capital of £1,000 in £1 shares, to acquire the 
business of а company of the same name (incorporated in April, 1903, and now 
in voluntary liquidation), and to carrv on the business of electricians, electrical 
engineers, manufacturers of, and dealers in, electrical apparatus, бс. The 
subscribers are: M. Atkinson, Oakfield, Highgate Avenue, N., engineer, 500 
shares; Miss. F. E. Pistard, 145, St. John's Road. S. E., secretary, one share. 
Private company. The number of directors is not to be more than three; M. 
Atkinson is the first director, and may retain office while holding 100 shares. 
Registered oftice, 27, Chancery Lane, W.C. 

With reference to the foregoing notice, we are asked to state that this is only 


a re-registration of the old company rendered necessary thrcugh tbe death of 
one of the directors. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Holloway Electric Supply Co., Ltd. (53,172).—A statement 
of the total amount outstanding on July Ist in respect of mortgages and charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 190, has been filed pursuan’ to Sec. 12 of the Companies! Act, 
1907. Partienlars: Debentures dated 1900, securing £15,000; and charge dated 
1907, securing indetinite amount (£2,300 outstanding on July Ist). 


Morris-Hawkins, Ltd. (93,321). — Depcsit of decds dated 
Beptember 3rd, 1905, to secure all moneys due or to become due to the London 
Joint Stock Bank, Ltd., 5, Princes Street, B.C has been registered. 
charged : Certain freehold land and premises at Dagenham, 


Electric Reduction Co, Ltd. (L^nd»n).—4A statement of the 
total amount outstanding on July Ist in respect of mortgages and charges 
created prier to that date and not required to be registered under Sec. 14 of the 


Companies’ Act, 1500, has been tiled pursuant to See. 12 of the Companies’ Act, 
1907. Amount 000 (по particulars), 


Westminster Electric Supply Corporation, Ltd. (27,061).— 
A statement of the total amount outstanding on July Ist in respect of mortgages 
and charges created prior to that date and not required to be registered under 
Bec. 14 of the Companies! Act, 900, has been tiled pursuant to Sec. 12 of the 
Companies! Act, 1907. Particulars: Mortgages or charges dated 1598 and 1399, 
securing £250,000. 


Kensington and Knightsbridge Electric Lighting Co., Ltd. 
96,193). -A statement of the total amount outstanding on July Ist in respect of 
mortgages and charges created prior to that date and not required to be 
registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to 
кес. 19 ої the Companies’ Act, 1997. Particulars: Mortgages or charges dated 
1805 to 1900, securing £190,000, 


Property 


Lancaster and District Tramways Co., Ltd. (27,701).—A 
statement of the total amount outatanding on July Ist in respect of mortgages 
and charges created prior to that date and not required to be registered under 
Bec. 14 of the Companies’ Act, 1900, has been filed pursuant to Bec. 12 of the 


Companies’ Act, 1907. Particulars: Mortgages or charges dated 1890 to 1900, 
securing £18,096 9s. 6d. 


Chile Telephone Co., Ltd. (29,252).— This company's annual 
return, made up to July 30th, has been filed. 44,000 shares have been taken up 


out of а nominal capital of £250,000 in £5 shares. £220,000 has been received. 
Mortgages and charges: Nil. 


Sunbeam Lamp Co., Ltd. (25,498).—' This company’s annual 
return was filed on July 18th, when 1,765 shares had been taken up out of a 
nominal capital of £75,000 in £10 shares. £10 per share has been called up on 


908, resulting in the receipt of £9,080. £8,570 is considered as paid on 857 
shares. Mortgages and charges: £8,800. 


Brush Electrical Engineering Co., Ltd. (29,533). — This 
ccmpany's annual return, made up to June 90th, was filed on August lth, 
105,732 ordinary and 150,(00 preference shares have been taken up out of a 
nominal capital of £489,512 in 54,268 ordinary shares of £1 each, 106,783 
ordinary sbares of £1 6s. 84. each, and 150,000 preference sbares of £1 âs. Ad. 
each. &1 68. Xd. per share has been called up on 85,818 ordinary and 75,463 
preference, resulting in the receipt of £152,734 138. 4d. £188,601 68. 8d. is 


considered as paid on 69,914 ordinary and 71,537: preference. Mortgages and 
charges: £250,000. . 


Guildford Electricity Supply Co., Ltd. (36,725).—Re Issue 


on September 22nd of a £100 debenture, part of series of which particulars have 
already been filed. 


Bray, Markham & Reiss, Ltd. (74,871).—This company's 
annual return was filed on September 9th, when 8,000 shares had been taken up 


and paid for in full out of a nominal capital of £20,000 in £1 shares. Mortgages 
and charges: Nil. 


General Electric Tramways, Co., Ltd. (43,428).— This 
company's annual return was filed on August 21st, when 18,500 shares had been 


taken up out of a nominal capital of £50,000 in £1 shares. £18,500 has been 
received, Mortgages and charges: £15,000. 


Electrical Power Storage Co., Ltd. (30,313).—This company’s 
annual return was fiied on August 10th, when 66 founders’ and 12,592 ordinary 
shares has been taken up out of a nominal capital of £100,500 in 20,000 ordinary 
and 100 founders’ shares of £5 each. 45 per share has been called up on 66 
founders’ and £4 per share on 8,132 ordinary, resulting in the receipt of 


£13,382 5s. 1d., including £474 5s. 1d. paid in advanoe of calls. Mortgages and 
charges: £10,000. 


Alumininm Corporation, Ltd. (92,846).—A deposit of deeds 


on August 20th, 1908, to secure all moneys owing to Lloyd's Bank, Ltd., up to 
£26,200, has been registered. | 


Electromoblle Ca., Ltd. (London).— A statement of the total 
&mount outstanding on July 1st in respect of mortgages and charges created 
prior to that date ani not required to be registered under Sec. 14 of the Com. 


panies’ Act, 1900, bas been filed ац to Sec. 12 of the Companies’ Act, 
1907. Particulars: Charge dated 1906, securing £18,740. 


Altriueham Electric Supply, Ltd.—A statement of the total 
amount outstanding on July Ist in respect of mortgages and charges created 
prior to that date and not required to be registered under Вес. 14 of the Сот: 


panies’ Act, 1900, has been tiled pursuant to Sec. 12 of the Companies’ Act, 
1907. Amount, £17,300 (no particulars). 


British Columb!a Electric Railway Co., Ltd. — A state- 
ment of the total amount outstanding on July lst in respect of mortgages and 
charges created prior to that date and not required to be registered under Sec. 
14 of the Companies’ Act, 1900, has been filed pursuant to Вес. 12 of the Com- 


panies’ Act, 1907. Particulars: Mortgage or charge dated 1897, securing 
£250,000. 


General Electric Co., Ltd. (67, 307).— This company’s annual 
return was flled on August 6th, when 25,000 preference and 86,053 ordinary 
shares had been taken up out of a nominal capital of £800,000 in 40,000 pre- 
ference and 40,000 ordinary shares of £10 each. £290,530 has been paid on 
18,000 preference and 11,053 ordinary shares, and £820,000 is considered as paid 


on 7,000 preference and 25,000 ordinary shares. Mortgages and charges: 
£200,000. 


CITY NOTES. 


Cape Electric Tramways, Ltd, 


Tue report of the directors for the year ending Jane 30th, 1908, 
shows that the profit and loss account, after providing for debenture 
interest and redemption of debentures, and taking into account the 
balance brought forward from last year, shows a balance to credit of 
£8,823, which has been carried forward. During the year, the 
tramways carried, in Cape Town, 14,742,155 passengers, earning 
£120,910, against 12,563,303 passengers, earning £131,594 during 
1906.7. In Port Elizabeth during the year 3,561,211 passengers 
were carried, earning £37,048, against 3,676,035 passengers, earning 
£39,696 for the year 1906-7. The business of the company, both in 
Cape Town and Port Elizabeth, has continued to suffer severely on 
account of the general depression and shrinkage of population of both 
towns; to this must be added the persistent ruinous competition 
which tue company bas had to undergo from the Government and 
the Sca Poiat Municipality, affecting the Sea Point section of the 
Cape Town tramway system. The earnings of the Sea Point Fail- 
way, the company's competitor, which is run by the Government 
under a guarantee of the Sea Point Municipality, continue to show 
heavy losses owing to the extremely low fares ruling on that line. 
On May llth in this year, the company made an advance in its 
tariff on the Sea Point section, which, although it was followed by 
a temporary falling off in the passenger figures, has since been 
justified by results, During the year under review the then Cape 
Ministry went out of office, but their successors have taken no steps 
to put an end to the unfair competition of the Sea Point Railway, oF 
to collect from tbe Sea Point Municipality the large sum owing to 
them for loss in running the railway, and which tends to increas 
the heavy burden already borne by the taxpayers of the Ca e Colony: 
During the year, the board, in conjunction with the general manager 
of Cape Town and Port Elizabeth, have continued suocessfully to 
restrict expenditure in every direction as far as this is compatible 
with maintaining the thorough efficiency of the systems 
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tramways, both in Cape Town and Port Elizabeth, have been 
remarkably free from serious accidents during the year, and the 
claime for both systems arising under this head have not exceeded 
in'all the sum of £238, which is a satisfactory testimony to efficient 
management; and the directors are satisfied that the general 
managers in Cape Town and Port Elizabeth, and the staffs under 
them, have been and are using every endeavour to further the 


general prosperity of the company. 


Monte Video Telephone Co., Ltd. 


Tue directors’ report for the year ending July 31st shows that there 
has been a substantial increase in the number of subscribers and in 
gross revenue, but owing to an increase in the rafe of wages, to 
damage caused by st @ ms and the removal of lines necessitated by 
the introduction of electrical traction, the working expenses have 
more than absorbed tbe increased receipts. The net profit for the 
above period, after providing for such exceptional expenditure and 
ordinary working expenses in Monte Video and London, is 
£19,401, as against £20,384 for the previous year. The interim 
dividends paid on May Ist last required the sum of £4,343. To 
the balance, £15,058, should be added the sum of £3,081 brought 
forward from last year, making the balance now available £18,139. 
After transferring £6,000 to reserve fund and £5,000 to reserve 
renewal of plant, the directors recommend the payment of final 
dividends of 24 per cent. upon the preference shares, and 3 per 
cent. upon the ordinary shares, making for the year 5 per cent. on 
the preference shares and 6 per cent. on the ordinary shares, leaving 
a balance of £2,797 to be carried forward. The directors regret to 
report that Mr. F. W. Jones, who has been chairman and managing 


director for so many years, finding that his bealth necessitates his: 


residence abroad, has felt obliged to retire from board. The 
directors wish to record their high appreciation of his long and 
valued services to the company, and in recognition of such services 
an opportunity will be given to the shareholders at the meeting of 
voting him a sum of £500. Mr. Charles Lock has been appointed 


chairman. To fill the vacancy Mr. Laurence Richard Phillips, who 


representa large shareholding interests, has been elected to the 
bóard, and his election is, in accordance with the articles, submitted 
for confirmation. The board are glad to state that Bir John Gavey, 
C. B., late engineer in chief, and now consulting engineer to the 
Post Office, has consented to act as consulting engineer to the 
company. Owing to the expansion of the company's business, it is 
proposed to increase the directors’ fees, which as at present fixed by 
the articles, are inadequate to the work involved. A resolution to 
this effect will be submitted at an extraordinary general meeting. 


Drake & Gorham, Ltd. 


Мв. В. M. Drake (chairman) presided at the offices, 66, Victoria 
Street, Westminster, on Thursday, October 22nd, over the annual 
meeting of this company. 

Iu moving tbe adoption of the report (ree ELECTRICAL REVIEW, 
October 16th, page 665), the CuatrMan said they would have seen 
that the net profit on trading, amounting to £5,861, showed a 
marked recovery from last year’s results, Before arriving at this 
figure liberal sums were written off for depreciation of stock. There 
was a considerable addition to stock in hand, which was mainly 
due to the development of their tantalum and Osram lamp agencies. 
- These lamps being made abroad, it necessitated them carrying con- 
siderable stocks. The rate at which these lamps were replac/ng 
the carbon-filament lamps was remarkable, and he had little doubt 
that their use would become almost universal, owing to the large 
saving in current which they effected. These lamps had an important 
bearing on their business, as they could now light country houses 
at a largely reduced outlay and less working cost, which enabled 
them better to compete with other systems of illumination. Now 
that the use of metallic lamps had reduced the working cost of 
electric light to about 2d. per 1,000 с.р. per hour, there was no 
reason why anyone should not adopt the most scientific, the 
safest, and the most convenient form of light. 
car business in this country had been less brisk than during the 
previous year, and they had naturally felt the effects of this. 
They had, however, bought and tested a number of cars for clients 
who were glad to avail themselves of their services where 
they had not technical knowledge themselves, especially in 
View of the fact that these services cost them nothing. The 
year’s work included the following: Remodelling the entire 
installation at Kensington Palace (for H.R.H. Princess Louise), 
Lambeth Palace, Westminster Cathedral and Manchester Cathedral ; 
also additions at Eaton Hall for the Duke of Westminster; 
^ large installation for Lord Ellesmere, supplying current 
to the new Hall, containing 1,100 lights, as well as to Lord 
Brackley 's house, with 250 lights, an electric passenger lift, and the 
electric driving of a quantity of farm machinery. They had also 
modernised the installation at Yester House for the Marquis of 
Tweeddale, and put down a modern installation with suction 
gas plant for Lord Joicey at Ford Castle. Work had also 
been done for Lord Cranbrook, Lord Powis, Lord Ken- 
Angton, Lord  Marcbamley, Lord Leith of Fyvie, Lady 
Cowper Lady Stewart, Lady Boughey, Sir Reginald Hardy, 
and many others whom he named, also the Imperial Tobacco Co., 

Ommercial Union Assurance, the complete remodelling at the 
Lancashire and Yorkshire Bank head offices, lighting at the London 
and County Bank and others. The electric driving and lighting 
of Messrs, Porritt Bros, & Austin’s factory had been completed, and 
also the electric power scheme for Messrs. Joshua Hoyle & Sons at 


The motor - 


their mills, Summerseat, near Bury. Рог Messrs. Ashworth, 
Hadwen & Co. they put down а 1,000-н.р. electric transmission 
lant in their cotton mills. They had obtained contracts for the 

ighting of Ickworth, for Lord Bristol; Bicton, for Lord Clinton; 

and had work in hand for Sir Edward Every, Sir J. Kelk, Sir E. 
Mann, Sir W. Portal, Lady Wantage and many others. They were 
also carrying out for Mr. Paul Waterhouse, architect, a large in- 
stallation at the Refuge Assurance Oo.’s bead offices in Manchester, 
which would consist of about 2,500 lights. The factory had 
justified its existence, and, in addition to manufacturing 
switchboards had 


for the company's own requirements, 
been made for Buckingham Palace, new public offices, 
Maidstone Corporation, Buxton District Council, Bristol 


Tramways and others. They were also making a considerable 
exhibit at the Manchester Electrical Exhibition, the expenditare 
on which they considered necessary in order to keep their name in 
evidence. 

Мв. Јонн С. Forster seconded the motion, which was carried 


without discussion. 


Meldrum Bros., Ltd.— Under a compulsory winding- 
up order made against Messrs. Meldrum Bros., Ltd., of Manchester, 
Timperley Junction and elsewhere, the accounts show total liabili- 
ties E44. 000, and assets valued at sufficient to yield a surplus of 
£9,605 after payment of all debts. The deficiency to the share- 
holders, however, is estimated at £114,011. Mr. H. M. Winearls, 
official receiver, reports that for several years prior to the registra- 
tion of the company, Messrs. Meldrum had business relations in 
Paris, and in March, 1903, the Société Meldrum was registered to 
carry out the contracts of the vendors in France, Belgium and 
Switzerland. The extension and development of the French busi- 
ness was considered of the greatest importance, as until a few years 
ago destructcrs were quite unknown in France. The Société 
Meldrum has been financed throughout by this company, and is now 
a debtor to the latter for £51,964. It is now in liquidation in 
France, and the directors of this company place no value on their 
claim. For some years after the formation of Meldrum Bros., Ltd., 
its business was generally successful, and dividende were paid 
up to 1905. The failure of the company is attributed by the 
directors to increasing competition and to the heavy cost of estab- 
lishing the business in France. In the opinion of the Official 
Receiver, however, the position is largely due to the failure of the 
Société Meldrum to reduce its debt and the consequent locking-up 
of the company’s working capital. The Court has appointed Mr. 
Theodore Gregory, 3, York Street, Manchester, to be the liquidator 
with a committee of inspection. 


Western Telegraph Company, Ltd.—The directors, 
after transferring £110,000 to the general reserve fund, £5,000 to 
the maintenance sbips’ reserve fund, £10,000 to the marine 
insurance fund, and £10,000 to the land and buildings depreciation 
fund, have decided to recommend a final dividehd of 3з, per share, 
makivg, with previous distributions, a total dividend of 6 per cent. 
for tbe year ended June 30th, 1908, and also the payment of a 
bonus of 28. per share, both free of income-tax. The balance cf 
the account iscatried forward. For the purpose of paying the above 
dividend and bonus on November 12th, the register of transfers 
will be closed from November 3rd to 11th. 


Electrolytic Alkali Co.—The report for the year 
ended August 31st ehows, after allowing debenture interest, depre- 
ciation, renewals, &c., & net profit of £10,411, increased by the 
balance from last year to £17,252. "There is tbree years' dividend 
due on the preference shares, and the directors propose to pay one 
year's dividend and carry forward £10,255. According to the 
Financial News, the directors consider that, in view of the low 
prices for products and the high prices for raw materiala, the resulte 
are satisfactory, and prove that, in normal times, substantial profits 


can be earned. 


Parsous Marine Steam Turbine Co.—The report to 
June 30th shows a profit on manufacturing and from royalties, &c. 
(after providing for depreciation on buildings, plant, machinery, 
and office furniture, &c.), of £20,236. Adding the sum brought 
forward, the amount available is £31,370, and the directors recom- 
mend a dividend at the rate of 10 per cent., free of income-tax, 
carrying forward £10,242. 


Rosario Electric Co.— Mr. W. T. Western presided at 
this company's meeting held at River Plate House, E. C., on 
Tuesday, and, in moving the adoption of the report, said that 
they were able to pay an 8 per cent. dividend on the ordinary 
shares, putting £5,000 to reserve and carrying forward £6,500. 
The business was making continuous progress, and next year they 
might have to increase their capital. Street lighting was being 
developed in Rosario, and wire lamps were being experimentally 
tried therefor. The gross receipts of the undertaking for the year 
were 473,100, as compared with £64,300 in the preceding period. 


Pataling Rubber Estates Syndicate.— The directors 
have paid an interim dividend at the rate of 25 per cent. per annum 
(28. 6d. per share), less income-tax, for the past half-year. 


Selangor Rubber Co., Ltd.—The directors announce 
an interim dividend for the six months ended June last at the rate 
of 50 per cent. per f nnum, being 6d. per share, less income-tax. 


Held Over.— Owing to pressure upon our space, reporta 
of several company meetings have had to be held over until next 


week. 
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MARKET QUOTATIONS. 


Wednesday, October 28th. 


Latest Fortnight's 
, CHEMICALS. ёе. Price. Inc. or Dec. 
a Acid, H drochlorio ee ee per owt, Ч. eo 
4 iw Nitrio .. ee ee ee per owt. 29- oe 
a oo Oxalio .. вө ee ee per сті, 23J. oe 
a Р Balphurio ee ee „„ рег owt, 5/6 ee 
a Ammoniac, Sal .. per cwb, 43J- si 
a Ammonia, Muriate (crystal) .. per ton 238 10 as 
а $9 ee oe e. per ton £% ee 
a Bleaching pow ег .. T es per ton 25 10 a 
a Bisulphi of n ee ee per ton £18 ее 
а Во е oe ee ee per ton £16 ee 
a Co r Sulphate ee ee „„ per ton £21 А 
а Le Nitrate ез ee ee per ton £25 ra 
a [T] White Sugar. ee ee per ton £23 10 А 
а „ Peroxide... А per ton ' 4289 ds 
a Methylated В irit ee ee ee per 1, 2/6 eo 
a Potassium Bichromate, in casks per Ib. 7 M 
a Potash, Caustic (75/80 ) ee рет ton e 
а „ Chlorate .. Ws per lb. 84. we 
a " Perchlorate ee ee per lb. е ee 
a Potassium Cyanide өз .. per ld. 78. ы 
а Shellac ca, wi ee 5. perewit. 1C0J- e 
а Zulpbate of Magnesia .. ee рег ton £4 10 E 
a Bulpbar, Bublimed Flowe „ per ton 46 10 вә 
а ot Recovered ee ee per ten a6 18 ee 
a [T] Lump oo ee ee per ton a5 ve 
а Soda, Caustic (white 70%) . per ton £10 16 b 
a 91 Chlorate ee ee ee per Ib. 2 ee 
а „ ones i РА ee рег ton & o 
а Sodium ichromate, casks ee per lb, 8d. s 
a „ Cyanide (basis 100%) .. per lb. та, a 
METALS. &c. 
b Alominiom Ingots, in ton lots .. per ton 480 - 
b d Wire, in ton lots .. perton £180 ad 
b И Sheet, in (ор lote .. рег ton £128 be 
° Babbitt’s metal ingote .. „ per ton £50 to £190 P. 
с Brass (rolled metal F to 19°) basis per lb. 73d. 10. inc. 
€ „% Tube (brazed) T per lb. ма. - 
e " Т (solid drawn). ee per Ib. Tid. . 
c „ Wire, basis .. eo per lb. (24. id. inc, 
с Copper Tubes (затей) .. e. per lb. оза. ix 
€ „ „ (вона dran) . Per Id. 91d. к 
g Copper Bars (beat selected) .. per ton 74 £1 ine. 
9 Copper Sheet oo ee ee рет ton 474 41 ine. 
g 37 О eo ee ee ee per ton 474 41 ine. 
¢ „ — (Blectrolytio) Bars „ рег ton £63 10 £l inc. 
€ y T beets .. pertcn £79 10 £l inc. 
€ „ " od per ton £t» 10 41 ine. 
e 16 [T] H.C. Wire per d. tid, id. ine. 
ente Rod eo е ee per lb. 8/8 A 
f " Bbeet e oe „ рег ib 8 / wi 
n Gowan Silver Wire T ee ptt b. 1/6 
h Gctta.percha, fine ee ee рег th, 5/6 to 6/6 on 
h !rdis-jubber, Para fine. der lb. 4,3 83d. dec. 
i Iron Pig (Cleve’and warrants) .. per ton 48/6 94% dec. 
l „ Wire, gelv. No. 8P.O.qual. per ton £14 T 
g Lead, English Ing .. . per ten E pd inc. 
т Vangarin Wire No. 88 ee per lb. JA т. 
g Mercury eo * өө ео e. per bot 48 9 to £8 10 inc. 
а Mice n original cases)small .. per ib. ба, to 1 КЕ 
н " „ medium per lb. 9/6 to 4)- К 
а $9 9 U large ГЕЈ per lb. е to RG ee 
1 i bcp ber Bronse, plain castings per lb 1/10 1/13 oe 
7 „% rolled bars & rode per lb. 172 to 1/8 Ий 
р i % Strip а sheet per Jb. » 1/24 to 1/5 жє 7 
o P'atinom ео өө ee ee per 08, ee 2. 
e silicium Bronse WI T ee per lb. са. Ж 
г "eel, Magnet, in bars „ per ton Үк 0 M 
131 A 
g Tir, Block (Englieb) .. — . per tes 440 4532 10 10/ ine. 
n „ Wire, Nos. 1 to 36 .. ee per lb. 1/9 225 
p die Anti-friction Meiale— 
"White Ant brand. ee per ton £84 to £58 "x 
k 7 ine, B's (Vieille Montagne bnd.) per ton £24 5 
Quotations supplied ty :~— 
a G. Boor & Co. 1 Bolling & Lowe. 


a rdward Till 4 Co. 


b tbe british Aluminium Co., Ltd, 

e Thos. Bolton & Bons, Lid. 

d Е. Wicgins & Sons. 

в Frederick Smith & Co. 

f inta Kubber, Gutta-Perchs and 
Telegraph Works Co., Ltd. 

р James & Shakespeare, 


k Morris Ashby, Ltd, 

Richard Johnson & Nephew, Led. 
m W. T. Glover & Co., Lid. 

a P. Ormiston & Sons. 

o Johnson, Matthey & Oo., Ltd. 

p The Phosphor Bronze Co., Ltd, 

r W. F. Dennie & Co. 


— — — 


Steck Exchange Natices.—Ay plications have been 


mace to the Committee to appoint a Specia) Settling Day in— 


Singapore Electric Tramways, Lid. 400,000 shares of £1 each, fully paid, 


Nos. 1 to 100,000; and £350,000 5 per cent. debentures of £100 each, Nos. 1 to 
3, 


0. 


Tne Committee аз appointed a Special Settling Day as under — 
Thursday, November 12th. Marconis Wireless Telegraph Co., Ltd.— 124,908 


7 per cent. Cumulative participating preference shares of £1 each, fully and 
partly ACs.) paid, Nos. 500,001] to 621,908: and 172 7 per cent. cumulative 
parcicipating preference shares of £l each, fully and partly ios.) paid, Nos. 
024,903 to 625,08). 


And to allow the following securities to be quoted in the Official 


Liet— 


Kaministiquia Power Co., Ltd... 21,725,000 30-year 5 per cent. gold bonds, 


Nos. 1 to ко of “1,000 and А 1 to А 1,000 of 2X0 each, in lieu of the scrip пом 
quoted. 


Kensington and Knightebridge Electrie Lighting Co., Ltd., and the Notting 


Hill Eicetrie Lighting Co., Ltd,- Further issue of 419, 210 à per cent, debenture 
stock. 


Shawinigan Water and Power Co.- Further issue of £151,100 41 per cent. 


perpetual consolidated mortgage debentwe stock, 
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STOCKS AND SHARES. 


Tueaday Afternoon, 


ArFFAIBS in the Balkan Peninsula having quieted down to some 


extent, the Stock Exchange markets are relieved of immediate 
tension from that quarter, although a watchful eye is kept open 
for further possible complications. It cannot be said, however, 
that business has increased orthat prices have derived much advan- 


tage — except cf a purely negative kind—from this consideration, 


and a further fall in the funds formed a bad advertisement for 
investment markets generally. . | 

The most interesting feature of the electrical markets at the 
moment is the dispute that has arisen in connection with the 
Mexican Light and Power and the Mexico Tramways Companies. 
It had been supposed, as mentioned here several weeks ago, that 
the Tramways wculd take over the Light and Power concern, and 
the terms upon which it would do eo were declared to have been 
definitely arranged. The latter company was to receive a 
guaranteed dividend of 4 per cent., plus an additional share in 
certain circumstances. Now, however, the deal is declared “ off,” 
and the friendly agreement is supplanted by active rivalry. 

It follows, ав the night the day, that prices have fallen. The 
declines range from 1 to 34 points, which is very little, in view of 
the steady rise which had occurred previously, and a rally lifted 
quotations well above the worst.  Shrewd observers refute to 
credit serious trouble arising between two ondertakings that might 
be во mutually helpful, and there are reports that some kind of a 
compromise is already in course of preparation. Rumour gces so 
far as to say that the terms of the new arrangement will be even 
more favourable to the Light and Power Company than were those 
originally suggested, but such a statement deserves to be treated 
with suspicion ; it is so extremely inertistic. 

Rio Tramway shares are better at 67}, and Sao Paulo Trams 
hardened to 155. Other South Americans bave been firm. Anglo- 
Argentine Second Preferences show improvements, The Buenos 
Ayres Grand National group is steady. In the other hemisphere, 
Cape Electric Trams have risen from 55. to 78. 6d.; while in the 
domestic department, Metropolitan Tiamways Preference gained 
another diminutive fraction. 

Home Rails are a dull, despondent merket, neglected and 
melancholy. Metropolitan Consolidated and Surplus Lands stocks 
are both lower, Districts shed 4, and Certral Loncon Ordinary, at 
69, is 1 down. TLe new Tute 4 per cer t. Debenture stocks continue 
to attract а роса des! of interest, and in Charirg Cress, Euston 
and Hampstead there are frequent dealings, the price now being 
about 86. Great Northern, Piccadilly and Brompton is 93, only а 
point below the price of Baker Street and Waterloo. 

Tte old profit-tharirg notes of the Underground Electric Rail- 
ways of London are replaced by the ncw securities, of which the 
b per cent. Prior Lien bonds are 93, the 43 per cent. bonds of 1933 
are 753, and the 6 per cent. Income bonds 23. 

Further Parliamentary discussion of the Electricity Bill has 
produced no more effect upon the market in the ehares, and 
transactions remain as few as ever. St. James's and Pall Mall 
Preference rose 4, and Charing Cross Ordinary ebares are à better; 
these were the cnly movements amorget the list of London sbares. 
County of Dmham Preference are 4 down, and Newcastle-on-Tyne 
thares bave suffered scmewhat sharply. 
Ordinary, in common with other Argentine issues, bave been 
stronger. | | 

In Telegraph stocks and skares there is little doing. Western 
Telegraphs are 4 easier, and Anglo-American Deferred lost an equil 
amount, altborgh the Presidential campaign in the United Btates 
cugbt to be a gcod thing in keeping the cables well occupied. 
Great Northern Telegraphs are 108. better. Globe Telegraph and 
Tiuet Preference continue to dwindle, and a slight pretrure to sell 
is said to be on behalf of a deceased account. 

National Telephone issues show a tendency to weaken, the 
Deferred teirg 1 lower and tke Third Preference ү; down. 
Egy ptien Telephcne Debenture bas advanced to a premium. | 

The India-Rubber, Gutta-Percha and Telegraph Works Co. 18 
offering its present shareholders the right to apply for 12,50 
cumulative 5 per cent. Preference stares at their par value of £10 
each. A premium of , to 4; bas been established on thete D 
sbares. The Ordinary are quoted er rigbte. British Aluminium 
have come down again. Willans & Robinson Ordirary fell to 
about 158., and at 528. 6d. the Prefererce are also lower. 


———————— . 


be 
Consolidated Malay Rubber Estates. Ltd. ын 
directors announce an interim dividend of 5 per cent. 10 
months ended June 80th last. 


River Plate Electricity — 


se 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Closing week ended 


Present МАМЕ, | et Dividends for the last | 2 | Quotations Dec Sth or Yield 
Issue. jare. four years. Oct. 90th. Oct. 27th. ld | Fall —|per cent. 
° ; i | не гена i "s а 8 pop aget: & RE 
000 azon Telegraph Co.’s shares, Nos. 1 to 95,000 10 i — — ds г и à 
138700 Ашак йо. б s Debe., O8. 1 to 1,950 Red. 100 Nil 5 p 96 5 g 90 — 98 ; es m ee . д H d 4 
$181,561,400| American Telephone & Telegraph, Cap. Віоск .. | 8100 | 7496 | 7 8 |8 199 —188 E^ . 
Do. Collat. Trust, 4% nds, 1 to 28,000 and $1000 | 4 % 4 % 4 % 4 % 92 — 9 92 — 94 * Zi 4 5 1 
$58,000,000 | { 58,001 to 78,000 | | ae n MES 
598,180 | Anglo-American Telegraph АА as $$ .. | Stock 2 81% 85% 84% Ee. BP 1 ine 1022 i 6 16 6 
3.280510 Do: до. „ Delened . 1. Sook | Rl. 54 12 t 168— 174 164— 17 16g — BID 
. о. . ee ees U Га, Ж; РИ 4 
" 60,000 Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red. | 100 — | 5 æ% 555 {> E 15 Bar 414 1 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. m ES 5 8% | 8% 8 % 25 goes ae 0 ant ais | ЕТ 
3,883,976 | Commercial Cable Bting. 600 year 4 % Deb. BK. Red. | Stock | 4 % | 4% | 4 % | 4 Та од Е = 2 i 
10.000 оше те аы 10 & Pref. us ee ee . . 10 |10 10 9% |10 % 10 $ 164— 174 i6i- 115 í 23 : n k 
12,981 | Direct Spanish Telegraph, Ord. s s së 5 4 4% | 4 5 | 4 pA 8— 8 В = Š 5 
000 i do. 10% Oum. Pre. 5 10 1076 jro% 10 x | 8— 9 100 105 "U | 81410 
89920 Do. ERU T en зе э ш $ de 4% 110 181— 18 is 13 | .. | 6 2 6 
60,7101| Direct United States Cable ET n vs is 20 о | 48% E 3001108 ? 488 
58, 700 Direct W. India Cable, 44 Ф Res. Deb., 1 to 1, 200, R. 100 v 48% | 4 100 a e T 155 й $1. 
"repe: e $a eur ee ee Босх à $i D i D 375 94 M 88 84 Е 86 52 | 4 1 5 
1.808.206 , а Hook. Red. X 14% 108 —105 108 —105 1013 | 104 .. | 816 2 
1,896,706 Do. 4% Mort. Deb. Stock. Red. .. | Btock | 4 1% | 4% | 4 — = E - 
ЖОО | astern Renton, зеца and Онга Тыш | Ий, , шин | | T ma a 01; 
15 400 ° е ee ee ee О / D 5 8 0 
109.700 East & B. Afrio. Tel., 4% Mt. Db., 1 to 8,000, red. 1909 | 100 4 1511954 : mn 101—109] J и 
200,000} Do. 4 % Reg. M. Debe. (Mauritius Bub.) 1 108,000 | 25 |4% |4 45 1 «95 | 4 1014 109 O14 1004 UN T 817 4 
181197 ХЕ т ao 6 & Prei. 10 8 64 ef b 654 | т 184— 1 18} 13 | — Д 466 
L] о. eee @e se 4 . 4 a T" M ES 6 0 
150,000 Great Northern Telegraph, of Copenbagen.. as 10 24 2496 |90 % 20 & 29 — 81 895 — 31 6 
24.3001 Debs., within Nos. 1 to 1,900, Red s 
n арн "e | 95 пв ꝙ 18 & [13 % |18 56 — 59 86 — 69 574 : 5 6 8 
17,000 do-European Telegraph NS x ve "n Uc E а | 8 9 7 
811.880, 400 Mackay Companies Common .. T ee .. | $100 1 2 84 4 10 — b ic 1) ы : И 
850,000, 000 Do. o. 4% Cum. Pref. .. ee . | $100 4 4% |4514 % 68 — : А Nil 
804,190 | Marconi's Wireless Telegraph .. és ee es 1 N N Nil | Nil ii 2— „1а + 20/6 8 6 8 
72,680 | Monte Video Telephone Co., Ltd. Ord. ve ve 1 4% 65 6 ф 6% — 14 12 1 s: 2105 
86,492 Do. do. о 656% Pref. as 1 5 5 5 5 $ мо 100 111 a 100 i “Жее, 
2,226,000 | National Telephone, Pref. Stock vs “% ..| 100 6 6 6 6 — 101-115 118 1168 cS 513 
8,725,000 | Do. о. Def. Stock .. | 100 5 5 5 6 1174-119 1164 18} om 
15,000 Do. do. 6 % Cum. Ist. Pref. .. id 10 6 6 6 6 101— 11 1 E uj cè $5 єз 2:90) 
5000 Do do 69; Noam Ard Pritogoo & 5 % J % М— of ва Bh ^ „ b ili 
250 000 Do. O. on- um. е [] — a 2 = 
кн коо is poo Ded ed e на ин [LS Lu нн 
1,71 698 Do. O. е е о o ee — a F e 
179,318 Oriental Telep. and Elec. 1 to 171,504, (ору paid .. 1 64 1 1 8 g 1 là : ЭЯ i 25/6 25/3 : 3 5 
50,000 Do. do. do, 69% Cum. Pref... "T 1 6 6 6 6 1 i T P i : $15 
99,100 Do. do. do. 4% Red. Deb. Stock .. | 100 e |4 4 & 49% 89 — 92 E йй = 1613 ; UE. 
99,400 | Pacific & European Tel., 4% Guar. Debs., 1 to 1,000 8 { » H : Ы $ 10 —103 0 E в : А аи 
11,899 | Reuter's ss és - ХЕ еЗ Фе Es | = = . к 
99,100 | Telephone Co. of Egypt, 44 % Deb. Red. .. ..| 100 on ag 4 44% | 99 ee 100 Br ; +1 1 id 5 
8,083 | Submarine Cables Trust .. “ә АА vs .. Cert. | 6 P 6 6 6 % 127 — Из 67 Я R Erde 
100,000 | United River Plate Telephone. T dit T Б 8 8 % | 8 8 % 68— 7 Hi 5 А ә л 
40,000 Do. 6% Cum. Pref., Nos. 1 to 40,000 5 E 5 [Б b % 5 — р — 5 і ў "ris 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 68,008 2$ il | Nil | 23 2396 еп 1055 10 - © =й 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 100 4 4 |4 4 9% | 100 — : — i 11 TR Ej е 
207,980 | Western Telegraph, Ltd., Nos. 1 te 207,980.. > 10 7 7 g 7% |7% | 188— 144 i ibd À ibd 
800,000 Do. do. 4 96 Deb. Btock Red, ee 100 4 ^ 4 4 26 4 % 102 —104 1 — Р ee ee Ni 
84,568 Do, do. 6 % Cum. 1st ef. ee ee 10 6 % 6 8 % 6 e — 84 : === ee ee . 2 9 0 
4,669 Ро, до. 6 Cum. and Pref. е ee 10 Nil Nil £2 8— 93 101 108 • oe , е 4 17 1 
80,0007 Do. do. 5 % Debs., Nos. 1 to 1,800 ..| 100 5 % [5% 69615 96 101 —108 — | " ` y | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES, 
890,000 | | Ánglo-Argentine Trams, 10 % Хоп. Сиа. ара ^os [вә іва ја * 9% | 8— 8 | 8 8 83 813 1 | 5 210 
LJ 9, t 
260,007 Do, 6 95 Cum. Prefs., 110 260,007 .., Бб 53% | 5396 | 54 520% — 6%; up NM 64 633 | { 10 2 
966,600 Do. Permanent, 6 % Deb. Stock, 1888 100 6 6 6 6 do 141 —146 HM c > ‘ 4 
385,100 | Auckland E. Trams, 5 % 1st Mort. Deb. Stock .. | 100 5 6 5 6 % | 102 —10 10 кы Eu 
880, Babcock & Wilcox, 1 to 590,000.. ès ST we 1 20 20 20 20 % — d mde 226 | 34 2.0 P. 
199,000 Do. do. 6% Cum. Pref., 1 to 100,000 ..' 1 |6 6 6 6 W 14— 19 І j- t 1 E T E 
60,000 British Aluminium, Ord., 1 to 40,000 .. БЯ Эй 5 7 7 7 1 т 2k— 28 5 — л E o» 11 
63,000 Do. do. 7 Cum. Pref. ee ee ee 5 7 1 1 7 84— 4 | — 4 ee | t 6 13 4 
40,00 | Do. do, A 6 & Cum. Pref. .. .. 5 |6 6 6 * 169%] 41— 43 | = $ eo oi ви 
13,597 Do. do. 4% Funding Certs... .% 5 4 4 4 4 % 4} 5 4 — D 7 10 11 
48,473 Do. do. 5 % Ist Mort. Deb. Stock Red. | Stock | 5 6 b b Ф 106 —110 106 —110 £x; юы "x $100 
800, Do. do. % Loch Leven Debs, .. | 100 i .. | 6 54 97 —100 18 —100 i id P^ us oe 
400,000 Do. 5 % Pref. Ord. Stock ws eo ee 100 b 5 5 5 % 117 —121 1 110 115 г or {лу 
800,000 Do. 6 Cum. Perp. Pref, Btock ee ee 100 6 5 5 5 Jo 106 —110 106 E l ee i ее 10 17 6 
288,000 Do. 4 lst Mort. Debs., 1 to 6,260 .. 82 40 4 3 4 445 101 —108 xd 101 —101 £d. d. us do n 
220,000: Do. I: Vancouver Power Debs., 1 to 2,200 100 |4 4475 | 101 —104 102 —105 i54 Ga MEL NI 
188,801 | British Electric Traction si F su. i tee 10 6 8 Nil | N id 1— 14 m 4 15 е de 1 
161,487 Do. ! до. 6 Cum. Pref. ee ee 10 6 6 6 3 A j4— 4à е K — ( 4 9j 7 19 і es 5 D 5 1 
1,478,863 | Do. do. 5 Perp. Deb. Stock .. Stock | 5 5 5 b % | 90 — 95 о — 95 Е ae ANS 
528,936 Do. do. 4% 2nd Deb. Stock Red. | 100 44 43 44 44% 16 — 18 76 — 18 y р n" ace. 
100,000 | British Insulated and Helsby Cables és «s 5 8 8 10 10 <, 61— 62 63— 6? ў | , E ет 
100,000 | Ро. до. 6 % Cum. Pref. .. .. 5 |6 6 6% 16%| 6— 6— 6 " e uet 
600,000 Do. do. 44 % 1st Mort. Deb. Red... 100 4 4 ie 44% | 108 —106 103 —106 is s HER 1 
208,440 Prush * 4 aie Мо рве ү 100 4 4 % | 91 — 96 91 — 96 У 9 
tish Westinghouse ., 1 to 200,000 an ; il TN Ex эй Е D Nil 
400,000 Е 275,001 12 405,000 Nil] Nil| Nil Nil | fem js fi 1 | \ 
1,016,868 Do. do. 4 мо Deb.Btock .. 100 1% 4 % 1% 1% 40 — p 40 — ET З : т 8 ш 
60:000 B 6% Cum. Pre... 1 | Nil| Nil Nil| Nil Ir 1% | бо 16/6 . | | ы Nil 
106,781 | Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 Nil | 24 Nil | Nil 0 — Д : ! . P Na 
160,000 o. do. Non- cum. 6 1 Pref... aie 2 6 $ 6 Nil Nil = 8 à— eo m 
126,0003; Do. do. % Perp. Deb. Stock .. | Btock 4 ds do 68 — 78 68 — 73 e T ee 6 8 3 
126,0001 Do. do. 4 96 Perp. 2nd Deb. Btock. е Btock 4 $ 4 4 , 50 — 54 50 — 54 ; ' е. i Fs ose 8 6 0 
187,610 | Calcutta Trams, 1 to 187,610 .. ae 5% as 5 8 8 8% 6 % 5k — 58 45 — 52 Sh | 93/9 I e 5 11 R 
45, 304 Do. 6 % Cum. Pref., Nos. 1 to 29,890.. 5 e |5 5 |5 ii— bi 41 — b | 97,6 95/- NE 415 н 
,000 Do. 44% lst Deb. Stock.. ..  ..| 100 5 44 ste 44% 103 —106 103 —106 рер е 4 in 
85,000 | Callender's Cable Construction shares 2 es 5 1 16 15 15 ao 91— 103 | 92 — 104 | |o m 7 2 ш 
40,000 Do. do. 595, Cum. Pref. .. . 5 5 5 5% | 5 % 53 Sy 85 | 9 A 5 611 
500,000 Do. do. 43 % 1st Mort. Deb. Stock Red. Stock | 44 K 44% | 445 | 1074—1093 1074 —1093 a e 422 
191,223 | Cape E Trams., 1 to 491,222 .. . 1 5 H | Nil | Nil — à i- „„ 4d Nil 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. — .. .. 1 |4 6 8% 12% | 15— 11 S— 114 81/6 31, EE 7 14 10 
210,153 Do. do. 43 Ist Mort. Deb. Stock 100 43% | 44% | 44% 43% —107 103 —107 et А 4 1 1 
1,898,610 | Central London Railway, . Btock.. x .. | Stock 4 4 4 B% 60 — 71 68 — 70 631 | 67} —1 1 15 9 
558.195 Do. do. 4% Pref. Stock .. Stock | 4 4 4 4 ee Bb — BN 3 T 0 11 
668,195 Do. do. _ Def. do. | Stock | 4 4 4 2 49 — 52 19 — 52 51) | 5А 3 16 11 
1,480,000 | City and South London Railway . Stock 23% | 13% 98% | 2% | 824 — 334 894 — 334 SN. 0 6 10 
| 
Баа РНЕ K il HIM — ыс ee 7222 ͥ E ee = m 
* Unless otherwise stated, all shares are fully paid. + A period of nine months. . From Manchester Share List. 
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Btock Clos Closing Business done | Rise +; Present 
Present КАМЕ | or Dividends for the болн Quotations | week ended or | Yield 
Issue, „ Oct. 0th. | Dot. 7th. | Осі. th, 1908, | Pell — per cent, 
* 1904. | 1906 re rz А 1А Д 1A Highest Lowest. Dm à, 
6 6 1 1 did oe se 
85,000 | Crompton & Oo., Nos. 1 to 85,000 e 8 2% ! 9396 
send | Do. : st Mort. Reg. Debs., 1 о} ч 56% 156% 15915 9 | 08—101 98 —101 А | 419 0 
i 900 of £100, and 901 to 11,000 of Red. 0 10 i lá— 1 là— 1A 93/9 EM 
: 960,000 Dick, Kerr & Со., 1 to 260,000 ee ee ee ee 1 10 P 6 6 1 = 4 3} | es 416 0 
276,880 Do. dc. 4$ 96 Deb. Btock tae ee 100 43 6 à d с 123 13) : ee | 5 4 0 
60,000 Dublin United Trams. (1806), 1 to 60,000 ee oes 10 6 8 6 6 191— 134 | Ф. [] ee 4 8 П 
99,261 | Edison & Swan Utd., A" shs., £8 pd., 1 to 99,961 6 3i 4 i ni = aj = a | | A 
17,189 Do. "А" shares, [E -| „5 3 4% 7 | t A à att d Es Г BI 
317,875 0 во. е.ә ee UN 25 Д4 ee Ы 
61,790 Do, 6% $na Deb Stock Prov, Себе, пуй, | 10 4 5i БФ Бат аа | ae Ж орип 
r ß 1— \ ; ; 8 00 
1, 0 0. * 23 * ee = 4 wi P 1 
96,000 | General Electrio Co. 8500 6 % Cum. Pref. M 10 5 Б б Я е ant ВА E a oe : 10 е 
900,000 Do. do 4% Mort Deb... .. | Stock | 4 : { — д Ў КА " n en 
78,000 | Gt. N. & City Rail. Pref. Ord. '* A" 4%, 1 to 78,000 10 4 d Н № | 102 i of 102 К š 4 
Go B. don ba Mor Deb. . 100 (5225 103 —1 102 —108 "rm 
. 0. е e ee ео 
40,000 Henley s W. T.), ae Ee on ds PN г ш 15% |15 m m uj 0 Еа n k . a 1 : T 
[] о, е . еа е „ 4 
India-Rubber, Gutta-percha & Telegraph Works. 10 | 6 VA о 10 A 16 = n a n i І d. 
87,500 Liverpool Overhead Railway, Ord. ..  .. PS 10 11 1 Б E l Hd а ea : 9 10 
10,000 |+ Do. do. Pref., fully paid .. 10 5 da 0 Р 5 == à a 4. Ж at 
600,070 Rendon United Trams, (1901); о 60.007 des. DS 0 С : А а 5 Т е ia À ou 
. о. 9 ee ae е ees 
16001 De do. 6% Cum. Pref., 1 to 128,000 10 |Б%|5%|6% |5 &| соъ 11 — 5 bas |- s s [91m 
1,881,000 Do. do. 4 1st Mort. Deb. Stoc ee 100 4: 4 1 4 ф T72 — Rd 88 — 893 ee g 1 5 1 
5,782,002 | Me litan Consolidated  .. ss = ..| 100 8% 2 9RÀ— 90 са э ll ка 
9,640,914 Q. Surplus Lands ое ее ee ee 100 Ae 2 hi N ie 68 — 4 1 E 134 183 1213 i Nil 
8,285,000 Do. District ee ee ee ө ee 100 Nil | ч 18 aoe 1 23 i i Nil 
о Менороцар mere 'Trams., AAAA oP 1 ЫП x Э Ni N > p 5 16 ; | T 
e о. Ы е 0 A E oe ee 
823,800 Do. do. A Deb. Stock Red. 100 4205 m { ak 92 — 95 99 — 95 à ©з | - " | 
245,500 Potteries E. Tro. ee зә ee ee ee @e 1 5 % 4 6 4 70 = { i— { oe в ae | 6111 
945,500 Do. 5 95 Cum. Pret. ee ee ee 1 5 % 5 4 5 — 95 do ae . "E 4M 9 
E 291,300 | T 1 „% ⁵B—! Q а пе i ti vi B2 — 84 82 — M 38 B | 618 8 
ction an M xs Я 
{ 150-0001 r Be 4% Deb. Bàs., 1 to 1,500 Red., 1909 | 100 4 & 4 4 4% | 101 —108 101 —108 102 wa 817 8 
: 1,0€0,000 | Underground Electric зыма 5% Prior Lien .. va е9 ee - és es 9 968 К К | 85 
! 2,800,000 Do. ae: 44 | onds CE s КЕ vs ʻi sî i 8. : » 
,U00 Do. о. псоте Bonds s —. 23 T x — З s "m T 
| à • в Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 Nil | Nil; Nil 10 g i- 13 xd 4— 1 15]. | i — | | 10 : : 
p 66,666 | Do. 6% C.P., 80,001 to 80,000 & 125,001 to 141,566 | Б Nil] Ni| .. 6 % oh 8 xd Ф— 22 909 | e | —i mss 
| 216,404! Do. 44 les Mort. Deb. Seer 100 4% 149% 1491491 T2 — 16 72 — 16 а P — 5 5 
+ ELECTRICITY SUPPLY COMPANIES. 
| y Flin Flo F (у! PE Р ll 5 
5, 00 Bromley (Kent) E. L. & P., 1 to 15,000 ss ИРА. Б Ёз, 53", 54 6 id— 4 | 4d 4 „„ > 5 
: ; $0,000 | Do. do. 43 96 18t. deb. stock. 100 432 44 | d £6 —100 96 —100 E. cds s (n г 
90,275 Brompton & Kens. Elec. Lt. Bup., Ord., 1 to 20,000: 5 10% 10 ; 10% 10 7— 8 1— 8 | { | ; 42 
i 9,725 ; Do. do. 7% Cum. Pref. 5 1 17 | 1 1 7— 8 7— 8 i 11 5 
; 888,576 | Central Electric Supply 4% Guar. Deb. Btock .. 10 4% 47 47 4 9 —00 | өз — 102 a | oie gal 0 
80,000 ' Charing Cross and Strand Electricity Supply "RE 8 & 5 6 5 9e — 34 34— 4 755 / 9 
80,000 Do, do. do. 44% Cum. Pret. | 6 4 "i % 45 33— i © W— 5 i | à Tr 
80,000 Do. “City Undertaking ” 44 % Cum. Pri. | 5 4 44% | 44% | Bi— 8$ 581 6% j .. « [59 
445,736 | Do. do. а Jo Пер. Pock d. ee | 100 : / Н 4 4 % pm 83 | С 595 е i oe | "E 6 13 4 
elsea Electricit u е ee ae ee — == ee } oe 
1151000 2 Do. 4o. d % Deb. Stock Red. .. | Stock ma 4 4 4205 100 —103 | 100 —108 eod. ( 13 
Big eee ee, . сн би a 
Do. um. Pref., › € d — — 
«00,0001 Do. 59% Db. Stk., Scrip. (iss. at 115) all pd. M 6% 5 5 5 122 —125 192 —1926 123 Ее i Н - 
300.000 ; % 2nd. Db. Stk., Prov. Crts., all pd. 100 | 44%, | 4% | 4495 | 44% | 101 —104 101 —104 103 1013 ee 
50,000 | County of Durbam Electrical Power, Ога... э» 5 |£3 70) 4 4 2 5 8 8 ` $% се 
60,000 Do. do. do. 5% Pref. .. 5 5 % 5 5 W 5 4 — 4 ER "E 
000 S. n Electri e бал шо 88 4% 5 % 5 W 5 é 28 Е Eg En . 6 5 0 
of London Electric Lighting, А ‚ ш — * 
50.025 коз, до, 6 9% Pref., 40,001—60,000 10 6 2 6 e 695,16 $ 10j— 102 10}— 102 10, | .. 41 0 
400.000 Do. do. . 43 96 Deb. Stock ZEE Hi 4355 % | 44% | 107 —110 107 —110 is 9 (83 
490 005 Do. do. 44 % 2nd. Deb. Stock .. \ Btock | 44% % | 49% | 99 —102 99 —102 vs n АЕ xd 
80,000 | Edmundson's Electric Corporation, Ord. Shares (5 25 1 il |} Nil a à .. I Nil 
80,000 Do. do. % Cum. Pr ef. 5 275 6 8 % Nil 1 1 . я M 
430,500 Do. do. 44 % lst Mort. Deb. Stk. 100 | 44% | 4% | 48% | 44% | 69 — 66 — 66 6 | 
$8 150,000 Electrical Dev. Co. of Ontario, 6% IstMtg.Gold Bnds. £500 А ba is vs ir i 86 81 — 84 814 81 —2 ; { " 
, 10,000 | Folkestone, 1 to 10,000  .. 2 - és e 6 54% | bà 53 54% 4i— 42— 84 vs ss 85 TT 
10,000 Do. 596 Cum. Pref., 1 to 10,000 .. s Б .. |6 Б 5 9 Б— Б— 58 Е Ё um 
90,000 Do. 96 18% Deb. Stock ЧР э» we 109 Hb a a 4% " = ү v zn nn “a 2: 11.3 
000 | Hove, 1 to 15, is we а v 6% i 52 — E 
$91 325,000 Kaministiquia Power Co., 5 % Gold Bnds. .. " s 2: 85 s m 94 — 96 94 — 96 95 NE š TT 
21.000 Kensington and Knightebridge Eiectrio Or. Б 12 5 10 10 10 79— 83 172— 8j C MD i11 
90.000 Do. do. do. 4 96 Deben. Btk. Btock 4 4 4 4 го 94 — 97 04 — 97 ee е» ae 5 8 1 
| 111,000 London Electric Supply Corporation, Limited, Ord. 8 |в9%|4 4 9% | 23% i i H 20). ен ae 
70,000 | Do. do. o 6 9% Pret. .. 5 |6%|6%|6% |6 9o — 4 4—4 92/ EET 
374,895 Do. do. 4% 18+ Mort. Deb. Stk. Red. | Stock | 4 % | 4 & | 44% | 49% | 89 — 92 89 — 99 Б E 
300.000 | Metropolitan Electric Ворріу, 1 to 100,000 .. s Б 10 % |10 8 % 44— 4 rmm 4 2 dii T 4134 
| el Do. Cum. Pref. 1—71,106..  .. 5 4 49% | 4ij— | 4 91/8 [ Н 
+ 990.0001 ` Do. 4 lat Mort. Deben. Btock es ee 4 & 4 4 905 105 —109 105 —109 ee ee B 18 8 
945 0001 ' Do. Mort. Deben. Stock Redem. | Stock > | 34% — 89 84 — 89 EM 8 518 8 
| 96 000.000 | Mexican Electric Light Co., 5% 1st Mtg. Gold Bnds x 5 6 * 5 5 % 89 — 90 86 — 88 ER E Ж 
| &13,535,000 Do. Light and Power Co., Ltd., Common . | 2100 «s x г; ie 17 — TR 74 — 76 16 е = A 
“100010001 Ро. до. 7%. Cum. Pref. Stk. моск |. .. | .. | .. | 112 — 113 109 —111 112 1 à A 
12,000,000! Ро, do. 5% Ist Mtg.Gold Bnds. | i e E .. | 905-914 88 — 90 91 bey | —1} E" 
: "150,000 Midland Electric Corporation, 44 % 1st Mort. Deb. ‚ 100 rie 44% | 44% 44% 95 — А 95 — 98 ү E i 7 RIO 
' 87.500 Newcastle-on-Tyne, 1 to 87,500. . m ae FE 5 8 8 m B % | 8 % 61— 6 44— 6 ч ee — 1 | 48 11 
5095 Do. 5 ꝙ Pref.,1 to 87,000 ..  ..| Б 5 % 5 % 5 % |59, 1— | = н зу 
| 10.859 Notting Hill Electric Lighting... ee ae es 10 7% 14% ТА% 7496 | 11j— 12 113— 12 МЕ " 6H 3 
' 20,000 Oxford, 1 to 96 and 407 to 20,810 à "T us 5 ie 1 & 7 7 DR— — 6$ m vd ux (18 
À 50,000 Do. 496 Deb. Stock M 2 .. 100 4 4 41 4% | 95 — 98 96 — 99 ИИ en cx ih 
' 119691 | River Plate Elety. Co. Ord. Nos. 1 to 120.507 Sy d кы „„ là— 11 ih lR 24]. $ 3 
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POWER TRANSMISSION BY4ENDLESS 
BELTS. 


By W. WORBY BEAUMONT. 


THE chief object of this paper is to renew attention to facts which 


are well known concerning the efficiency of belts used in power trans- 
mission, but to which little attention is paid in the practical world 
in which they are of importance. 

To make things clear, it is necessary to restate briefly some well- 
known elementary theoretical points, although the chief object is to 
renew attention to the importance of high frictional adhesion 
between belt and pulley. . 

An endless belt is enabled to convey power from one pulley to 
another by its frictional adhesion to the surface of the pulleys. 

The value or amount of this frictional adhesion is readily obtained 
ina simple manner—namely, by suspending weighte from the two 
ends of an open belt on a fixed pulley, as in fig. 1. 

Here the weight w is gradually increased until it is found that 
it will just balance the frictional adhesion of the belt on the 


pulley a, and the smaller weight w, and the tensions in the two 
parts of the belt are respectively T and ¢, Any addition to either 
weight will cause it to descend and raise the other weight, over- 
coming the total friction F of the belt on the pulley surface, Here 


then— 
w = w+ F= т, and 


rT=t+PFandF=T —t. 


If now the pulley be made free to rotate, the weight w must be 
made equal to w for static equilibrium, and then ¢ = т, and 
neglecting frictional influences any addition to either weight will 
cause the rotation of the pulley and the lifting of the other 
weight. 


If the pulley be made to transmit power corresponding with a | 


pull p, then the power transmitted by it will be in proportion to 
P — Lor to T f, or to transmit the power corresponding to the 
pull р, the total tension in the pulling side of the belt must be 
P t {. 

The case may be put more clearly by showing the pulley a 
carrying the belt and weights w and w and another pulley в, 
as in fig. 2, to which power is transmitted by it. Here the 
pulley is made to lift the load P by the descent of the weight 
w through the frictional hold of the belt on the pulley a main- 
tained by the weight w. In this case the power available for 
lifting the load P at radius r is T — ¢ acting at the radius n, 
so that the mechanical conditions are (T — /) R = Pr and р = 


(T — t) . 


Putting diagram fig. 2 in a form more resembling ordinary con- 
ditions of belt and pulley working, we have fig. 3. In this case 
the pulleys a and в are of equal diameter, and a resistance to 
rotation at the periphery of the transmitting pulley is represented 


Fic. 3. 


by a load r. The tension on the tight side T of the belt would 
then have to be greater than that of the pull by р, and would equal 
P + t, and with this the belt would be just about to slip on the 
pulley. Thus, no matter by what arrangement of the belt, the 
tension T in the pulling side of the belt must always be greater 
thau the pull of the load р, although the resistance due to the 
latter is acting at the same radius as the belt. 

. When the belt is endless, as in fig. 4, it might appear that the 
initial tension, imposed in order to obtain frictional adhesion, 
would be a neutral tension on both sides т and /, because the tension 
acts equally on both the driving pulley 4 and the driven pulley в, and 


from this it would appear that the maximum tension T would equal 
the pull». The maximum tension т is, however, P + ¢ when the 
belt is just on the point of slipping, because the condition necessary 
to F can only exist when T = ¢ + F. 


Еа. 4. 


Fia. 5. 


The general method of statement of this fact has led to a 
common misunderstanding which may be moat easily illustrated by 
the following quotation from one of the most complete text-books 
on belt transmission of power.* 

“The greatest strain brought to bear upon an endless belt, or the 
strain tending in the greatest degree to cause breakage is the ten- 
sion in the driving part of the belt, that ів т. This tension acts in 


one direction and the lesser tension ¢ in a contrary direction. 


Consequently it is the excess of the greater over the lesser tension 
which overcomes the resistance of the pulley and causes rotation." 
In this there is the fundamental error of assuming that the 
tension f in an endless belt, as in fig. 4, acts in opposition to the 
tension т, whereas it is a neutral tension, the belt at the part ¿ 


acting merely as a connecting link to enable > to be brought into 


existence and to enable, as a maximum, ¢ + F to equal T. From the 
statement in the foregoing quotation, it would be inferred that a 
force P exerted by the driving pulley a must be greater than the 
available force P, transmitted to the driven pulley в, in the pro- 


portion P’ = T — f, or ? + t. 


In fig. 5 two pulleys of equal diameter are placed side by side and 
fixed upon the shafts carrying them, the one pair carrying an end- 
less belt and the others carrying belts suspending loads, P and р'. 
Here, in order to obtain the conditions which give the frictional 
adhesion r, there must be, as before, the conditions which give 
F = T b in order that + ғ shall equal the tension т necessary 
to the transmission of the force exercised by the load P to drive the 
pulley carrying the load р’. | 

Now that the tension ¢ does not oppose in one or either direction 
the tension T in eitheridirection is shown by the equality of p and 
whatever be the excess of T + ( above that required to give г 
necessary to the transmission of the force P by the frictional 
adhesion of the belt on the pulley. (In this statement the friction 
of bearings and the losses which occur in practice from various 
causes are neglected.) 

In the foregoing, pulleys of equal diameter or in which the 
fraction of the surface embraced is 0:5 or 180? have been taken 
for illustration. With driving and driven pulleys of different 
diameters, the fraction of circumference embraced of the smaller 


T+ £ 


becomes 


pulley being less than 180°, the mean tension 


larger, and rapidly increases with increasing difference in the 
diameters of the pulleys and decreasing distance between their 
centres. It is not necessary to deal with this point, as the relations 
between ¢ and т in this respect have been fully set out in the text- 
books. 

"The point to which I would especially direct attention, and 
the chief object of this paper, is the necessity for increasing the 
frictional adhesion of belts on their pulleys and paying more 
attention to the value of maximum distance between centres of 
driver and driven pulley, and to. minimum difference in diameters, 
In practice the coefficient of friction varies enormously, and 
insufficient attention is given to it, when the losses due to low 
coefficient of friction are considered. 

Not only are stronger and heavier belts used than should be 
necessary, but the very heavy tension put upon them increases the 
frictional losses and troubles with bearings and the losses caused 
in the bending and straightening of the belts as they take their 
bearing upon and leave the pulleys. 

In many cases the coefficient of friction is во low that for a 
useful or effective pull P upon the belt, the tension T = P x 14, or 
with P = 600 lb. т = 840 lb. or an excess stress in the belt of 
40 per cent. over the effective tension with pulleys of which 180°, 
or U'5 of the circumference is embraced, and this becomes 68 per 
cent. when only one-third of the circumference is embraced. 

Belts have thus quite commonly to be from 20 to over 100 per 
cent. stronger than would be necessary if the coefficient of friction 
were unity, instead of the mere fraction which is common with 
smooth bright pulleys and belts in a hard smooth condition. 

A coefficient of 1'0 is impossible, but a clinging condition of belt 
gurface has often been obtained in which with pulleys of the same, 


* “Belts and Pulleys,” by J. H. Cromwell. 
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or approximately the same, diameter, the difference т — t is very 
eee and the difference p—Tis correspondingly very small. | 

Various methods of increasing F, a8, for instance, the use of per- 
forated pulleys and leather-covered pulleys, have been tried, but their 
use has not been persisted in. Preparations for coating pulleys have 
been used, but these though quite successful for a time have gone out 
of use, apparently because of the necessity for renewal, Careful and 
persistent treatment of belts with castor oil or some preparation 
of oils has been most used, and in many cases of short belts and 
limited widths this has been forced upon users because otherwise 
the belts would not do the work required. Paper-covered pulleys 
or paper preparations for coating them have aleo been proposed. 
For some rea:on or reasons, however, few or none of these means of 
increasing the frictional adhesion of the belt upon the pulley 
have been generally pursued, and it seems remarkable thst, 
considering the great saving that might be made per year in any 
large factory, this should be the case. Power tranemission by 


means of belts is, in a vast number of cases, & preferable method, 


because of its simplicity, smoothness of action, useful slight flexi- 
bility, and silence. Where, bowever, the coefficient of friction 
between belt and pulley is allowed to be so very low as it is in 
very many cases, and the stress upon the correspondingly tight 
belt во disadvantageous as to first cost, and more во as to costs of 
working, the advantages are dearly bought, and in many cases the 
modern well-made light drive chains with which Р = T would be 
preferable. | i 


ЕЕ 


THE ALLEGED, SECRET SYNDICATE IN 
THE GERMAN ELECTRICAL INDUSTRY. 


Is ComPETITION SUPPRESSED ?—A REPLY ох BEHALF OF ONE OF 
THE SYNDICATED WORKS. 


— «m mn 


THE excessive competition which prevails in the United Kingdom 
in order to secure contracts of all kinds, whether the monetary 
value involved be small, medium or large, forms a marked contrast 
to the position of affairs in Germany at the present moment. At 
the same time it is essential not to overlook the fact that the greater 
portion of the inland trade in that country must naturally be vested 
inthe hands of the three leading groups, having regard to the magni- 


tude of their undertakings, which maintain representative organisa- ` 


tions of one kind or another throughout the empire for the purpose 
of dealing with local orders or contracts which may be thrown open 
to the trade. It will, therefore, be understood that the local repre- 
sentatives or agencies of the groups enter into rivalry both with the 


. local firms and with other firms engaged in the industry that 


may enter for the work. Of course, every firm, great or small, 
has a perfect right to endeavour to secure business in contest with 
others, but compiaints have been made in the past year or two, 
particularly by a manufacturing firm at Cologne, that the leading 
works are endeavouring to monopoliee the whole of the trade by & 
system of co-operation or by the operation of a secret understanding 
or agreement. 

The specific charge made by the Cologne firm in July, in the 
course of a statement placed before the Statistical Board of the 
City of Cologne, was that the large companies arrange for the sub- 
mission of high prices when they believe that they alone will be 
asked to tender, and that they agree &s to which company should 
present the lowest offer in order to obtain the order. On theother 
hand, according to the statement, if the large companies ate aware 
that other firms will be asked to compete, they tender at low prices 
or offer to the small firms a certain percentage on the estimated 
value of the contract, in order that the latter may abstain from 
the business, or fix a higher price than the projected cheapest offer. 
It is unnecessary for us to state whether the charge is untrue or well 
founded, although details of a remarkable competition in prices 
were published in the Review a year or two ago. All that it is 
necessary for us to do is to mention that an arrangement, under- 
standing, or agreement, has existed between the large manufacturers 
for a long time, in connection with the handling of business in 
which competition is expected. 

The existence of the agreement has also been no secret in 
Germany for a long time past, but the details have been kept from 
publicity until recently, and they would not now be available, 
were it not for the circumstance that a copy— perfect or imperfect, 
ваше immaterial—has, by some means or other, apparently found 
its way into the offices of certain newspapers, 88, for instance, the 
Berlin Tageblatt, the Kolnische Zeitung and the Frankfurter Zeitung. 
That the agreement is in operation is alao admitted on bebalf of one 
of the firms concerned, and there should therefore be no objection 
to the reproduction of the particulare, especially as those firms 
which are outside its scope are declared to have the same oppor- 
tunity of associating themselves with it at the present time if they 
choose to do so. In these circumstances, we set, forth, in tbe first 
place, the most important features of the agreement, as published 
by the German newspapers in question, and secondly, the reply 
given on behalf of one of the leading groups participating in the 
agreement. 

It is necessary to mention that the extracts from the agree- 
ment bear evidence that they represent instructions given 
to representatives or agencies of the interested groups, and 
they must consequently be read in this light. The agreement 
which appears to ke divided into two sections, relates to what is 
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termed protected business in regard. to dynamos, motors, trans- 
formers, switchboards, &., and in connection with which one firm 
is predetermined to receive the order, if possible, and the others 
support it against rivals. The extracts are as follows :— 


REGULATIONS FOR THE TREATMENT. OF PROTECTION Возіхизѕ. 


Each scheme becoming known to you of the value of £500 or 
over, is to be intimated to us on the day of its announcement. If 
estimates have to be submitted, a distinction must be drawn between 
preliminary projects and definite projecte. The former class is 
represented by those which are to serve as the foundation for 
calculations of the remunerativeness, for the granting of money or 
for similar purposes, on the basis of which, however, the placing of 
the order is not yet to be expected. Those inquiries are only to 
be considered as definite schemes in which definitely binding offers 
are requested, on the basis of which the bestowal of the order for 
the installation is expected in a few months at the latest. In the 
case of inquiries amounting to £1 ‚000 and over, offers are in no case 
to be sent in before the receipt of instructions from the parent house, 
No offers also are 


exclusively, or almost exclusively, effected the deliveries. 

Inquiries for businessof less than £500 are also to be communicated 
when they refer to extensions of installations for which a protected 
firm has hitherto exclusively, or almost exclusively, delivered, or for 
which protection was once arranged for, as we wish in the interest 
of price maintenance to strive for protected agreements. Also in 
these instances preliminary projects are only to be tendered for at 
such high prices that no. subsequent protection agreements are 
forestalled through tlie prices quoted, and the prices are not to be 
more than 10 per cent. below list prices; and in case of eventual 
difference of opinion the firm working out the preliminary project 
has to produce the proof. The apportionment of the individual orders 
takes place having regard to 'the deliveries hitherto effected, the 
bank connections, the personal and business relations and the wishes 
of customers, as well to the preliminary work carried out, In 
general only deliveries in the past ten years, with epecial con- 
sideration for those made in recent years, will be taken into con- 
sideration as “ deliveries hitherto,” and the deliveries of a firm are 
deemed to be only those effected directly or through official 
representatives. 

NormaL PROTECTION. 


A distinction in protection agreements is made between normal 
protection and price level protection. Normal protection 5 
equivalent to the renunciation of the transaction concerned y 
the protecting firms; the protection is to be exercised with : 
minimum of 5 per cent., and it extends both to principal items an 
the final sum. In every case the protection is to be exercised in 
such a way that the interested party, whether he be a layman a 
expert, gaine the impression that the project submitted by : 
protected firm is the most advantageous to him. The pursuit o 


protected business by the protecting firms has only ‘to take place 


in cases of normal protection in во far as it is necessary to veil the 
protection. Technical acquisition во as to get in orders at pro- 
tection prices is inadmissible. | E TM 
If with normal protection the price of an outside firm limi 
protecting firm, the latter has to inform the parent house dnd 
diately of the position of the limit, in order that the parent bo 1 
can arrive at an understanding with the protected firm in Aouad 
to acceptance or refusal, The fixing of the limit must be e e m 
in such a form that in case of the eventual acceptance, for 3 s 
the express sanction of the parent house is necessar?, the i a 
perfect. With normal protection, the protected firm 18 ) 5 x 
in granting eventual reductions, of which no communication s 
protecting firms need be made. If, however, reductions di 
suggested to a protecting firm, the concessione made by Ky 5 
tected firm are to be intimated to the former on inquiry, gore 
protecting firm is then justified likewise in giving wa) oed Spo 
although only in во far as the percentage of protection agree de con- 
remains in existence. In the case of low offers from 5 x 
tractors the protected firm is to be facilitated in bise P 
far as possible in tke sense that if the protecting 115 zii 
approached in respect of price concessions, they are 2: 1 
way to the same extent as the protected firm, and thereby 
the difference between the protected and protecting offers. 


Prick LEVEL PROTECTION. 


Under this term is to be understood protection in ä 
slight differences in prices of from 2 to 3 per cent. en n several 
Such arrangements are made in relation to an order M usines i 
firms have equal chances and equal righte to secure the bu 
that a decision in the favour of the oae firm or ano 
made. In this case, if normal protection cannot be e 
alternative, the submission of approximately the same ap 
be arranged, and in order not to gend in equal tenders an a8 a 
or lottery is to decide which firm is to be the cheaper nich is 
which is to be 2 or 3 per cent. higher, 48 well as the iie xm 
to determine the price basis. If low outside offers 8 ita prices 
price level protection the cheapest firm is to Te din as to the 
correspondingly, although in this case an understan t er firms. 
reduction is to be at once arrived at with the 9 ticable in 
Reductions are, however, to be avoided as far 88 р 1с, and & 
order to prevent depression in prices as much as pose i 
lever for the obviation of depression 18 ke for wbi 
by the authority to adopt a limit. Tenders for wor at in af 
price level protection has been arranged are only to ding 188180 Ю 
mutual declaration of understanding, and an understanding 


— 
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be effected as far as possible about the technical working out of the 
project from the beginning. 

The system of price level protection is, moreover, to come into 
consideration only in actually inevitable cases, and is consequently 
to form the exception ; whereas normal protection has to be regarded 
ав а rule іп the interest of a simplified course of business and for 
tbe avoidance of differences. With the price level protection each 
office is allowed to accept a limit without re-inquiry of the parent 
house, at the prices of the protection firm which has presented the 
lowest offer in the case concerned, the presumption being that the 
order is settled by the acceptance of the limit. Any one of the 
protection firms can only accept a limit placed upon it at a lower 
price than has been offered by one of the associated firms, if a lower 
outside tender is actually in evidence and it is feared that the 
order will fall to an outsider. In this case, also, ss in regard to 
every limit, it is considered that the order becomes settled on the 
acceptance of the limit. The presumption in this connection is 
that the accepted price does not fall below that to which the offices 
are allowed independently to go, otherwise a previous inquiry of 
the parent house is necessary. A limit may be suggested to the 
interested party when price level protection comes into play, and the 
acceptance of a limit is to be immediately followed in every case 
by an understanding with the other protection firms through the 
intermediary of the parent house. 

If a protection agreement for a contract is arranged, the firm 
which is protected must work out the scheme and forward on 
request copies of the same to the protecting firms so opportunely 
that there also remains sufficient time for them to prepare protection 
offers. In cases in which it is necessary to protect, the completion 
of the protection offer must ba immediately followed by the handing 
of a copy of it to the protected firm. The handing over of these 
offers takes place if other arrangements are not made by the parent 
houses. On the other hand, the protecting firms in the case of 
protected offers are under the obligation to transmit copies of 
. their offers at once, and the same must be fully examined 
immediately on arrival, as to whether the protection arranged for 
bas been properly exercised. | 


THE EXERCISE OF PROTECTION. 


The protection is to be veiled as far as possible in the interest 
of the secrecy of the protection agreement. Thus, item for item 
should perhaps nót be protected with the same percentage, but on 
the contrary, various percentage increases are to be made; indeed, 
even items of subordinate importance should be raised or lowered. 
But the final total of the electrical portion must constantly contain 
the arranged-for minimum protection. If the protecting firms work 
out other proposals technically, all the proposals which stipulate 
lower prices, or proposals which imply more work, are to be brought 
to the knowledge of the protected tirm before the submission of the 
offer, and the firm must declare its understandiag with the prices, 
at the latest two working days after the receipt of the information, 
or in case of disagreement must properly set forth its objections. 

The protecting firms are eventually to offer alternative types 
which they do not construct, in case this is desirable for the pro- 
tection of an offer, whereby the protected firm undertakes, in case 
contrary to expectation, the order should devolve upon a protecting 
firm, to deliver to the latter firm the types in question at the prices 
quoted with & minimum rebate of 10 per cent. The foregoing does 
not refer to steam turbines, the handling.of which is to be decided 
from case to case. The technical offices are under the obligation to 
take care, with all the means at their disposal, that the orders to be 
placed in their respective districts should not fall to outside firms. 
In the first place the office of the protected firm has to attend to 
the securing of the orders protected for it. In the case of orders 
which devolve upon outside firms notwitbstanding the protection 
arrangement, the office losing the transaction will have 20 per cent. 
of the business concerned deducted from the annual turnover. 

We now come to the reply made on behalf of one of the 
syndicated groups. It runs somewhat as follows:— 


REPLY oN BEHALF OF ONE OF THE SYNDICATED Firms, 


The motives which prompted the combination lay in the 
questions of price wars, underselling owing to inconsiderate esti- 
mates, or errors in calculation, undercutting of prime costs in many 
cases, and the rapidly increasing expenses in connection with the 
number of projects, for which each firm is approached individually. 
It is characteristic of the electrical industry that orders are only 
received for about one-hundredth part of the schemes which are 
worked out at great expense. The idea of syndication was, conse- 
quently, made clear, and the opportunity for settling it was 
afforded by the regular sittings of the Association of German Elec- 
trical Firms. The Association, which exclusively comprises the 
heavy electrical departments, is known for having effected tem- 
porary increases on the list prices, which have, however, fallen in 
the meantime ; aleo for the unitication of the conditions of guarantee 
їп the heavy branches, and likewise for the amelioration of the fire 
insurance conditions for risks with electrical installations. 

The Association at that time—the year 1901—comprised the 
Allgemeine Co., the Bergmann Co., Brown, Boveri & Co., Essling 
Machine Works, Felten-Guilleaume & Lahmeyer, Garbe, Lahmeyer 
T Co., of Aix-la-Chapelle, the Karlerube Electrical Industry Co., 
Si Helios Co., Poege, Poschmann, the Sachsen Works, Siemens- 
Schuckert, Max Schorch, of Kheydt, the Schwartzkopff Co., of 

erlin, and the Cologne firm of Geist, which latter subse- 
oe withdrew. A few years after the formation of the associa- 
= D, the suggestion was made among its constituents that endea- 

urs should be made to establish a syndicate, comprising all 
ms as far as possible, for the improvement of prices. Negotia - 


tions on the subject were conducted in full meeting and in special 


committees for a long time; the draft statutes were repeatedly 
remodelled, and down to the present time the matter appears on 
many sides to have not yet been given up for lost, although in 
view of the variety of the products, the continual changes in the 
manufacture, the graduation in sizes and the separate course of 
development of the individual producers, the question was and 
must remain an extraordinarily stubborn one. 


FoRMATION OF THE COMBINATION. 


The endeavours to form a syndicate were again discontinued in 
1903 on the ground of there being no prospect of bringing the scheme 
to а successful issue. The three firms—the Allgemeine Co., Felten 
and Guilleaume-Lahmeyer and the Siemens-Schuckert Co.—then 
made an effort with the present so-called secret syndicate, that is 
to say, the protection agreement. It appears important, the 
inspired communication proceeds to observe, for a judgment of 
subsequent events, to bear in mind that accession to this agreement 
—which was placed in draft form ‘before all members of the 
Association of German Electricity Firms, and was discussed with 
them—is to-day still kept open on the condition that those joining 
also agree tothe fixing of a proportionate share in the total sales, 
such allotment to correspond at the highest to the last year's turn- 
over of the new members. The protection agreement, according 
to the wish and corresponding to the circumstances of the large 
firms, only includes transactions of £1,000 aud upwards, büt the 
smaller firms pressed for a reduction of this minimum. An under- 
standing was, however, not obtained, and finally all other firms 
remained outside the agreement. However, the contents of the 
agreement were known to them, and this, as well as the imperfec- 
tions of the protection agreement, have materially weakened its 
effect. The outstanding firms have gained through it an extensive 
means of propaganda against the three large firms, and it is 
stated that since the formation of the syndicate, the turnover of 
the smaller firms has increased in a larger proportion than that of 
the three members of the syndicate. 

The tendency of the agreement, according to the text of various 
published paragraphs, is a fighting one, and sharply turned against 
outsiders. On this point the inspired communication remarks that 
Clause 7, which is largely drawn upon, states almost literally at the 
beginning :—" No order is to devolve upon an outsider,” and the 
protected firm becomes liable to a penalty if it loses the order 
under normal circumstances. But this addition shows, in 
the opinion of the inspiring authority, that the whole regulation 
should be conceived more as a barrier against negligence of the 
members than as 4 word against outsiders. The idea that all 
orders competed for by the syndicated firme must fall to them, is 
also dismissed as Utopian and unjust. Moreover, the regulation 
refers solely to normal protection, which does not yet constitute 
1 per cent. of the total turnover, but the penalty consists in an 
increase on the allotment carried out of 20 per cent. of the value 
of the order lost. This means, for instance, that the negligent 
firm, in the case of a lost order of the value of £2,500, has subse- 
quently to submit to a reduction of £500 in the amount of its allot- 
ment. A cash fine or direct penalty consequently neither hits the 
negligent firm nor ite representatives. 


Тнв ACTUAL AIMS OF THE SYNDICATE. 


The agreement, according to the conception of those interested, 
aimed at the provision, in the first, place, of a guarantee against the 
mutual and ruinous depression of prices. It was arranged that the 
three firms should not quote below certain minimum prices, and it 
was desired to render ineffective the system employed by customers 
of playing one firm against another. The secret syndicate has for 
years past really abstained from any aggressive action against 
outsiders, and it is solely known that measures were taken in 1907 
against a firm in Saxony, and in point of fact only when, as is 
assured, the latter bad given occasion thereto by severe under- 
bidding. In generalthe policy of the syndicate lies in the endeavour 
to improve prices and not to fight, which, on the contrary, would 
result in retrogression in prices. On the other hand, the opinion is 
entertained that the firms cannot be held guilty of overcharging 
customers or of exploiting the monopoloy. Testimony on this 
point is afforded by the circumstance that according to the agree- 
ment no firm can be compelled to exceed, in the case of a protection 
offer devolving upon it, the normal list prices which are known 
both to customers and competitors. 

The inspired communication sets forth further that many 
transactions, such as large municipal contracts and similar works, 
are completely excluded from the agreement. Even in the case ot 
protected transactions, the purchaser is not unconditionally 
assigned to the protected firm, that isto say, to the firm submitting 
the lowest offer. If he desires to entrust the order to one of the 
two other firms at the price of the protected offer—which the pro- 
tecting firms often endeavour to bring about—there is nothing to 
hinder him from so doing. Each of the projecting firms is, in fact, 
expressly empowered by the agreement to accept and execute such 
orders entrusted to it, and cases of the kind occur every day in 
practice. 

The foregoing observations refer, as previously mentioned, to 
contracts relating to dyramos, motors, transformers, switch- 
boards, &c. But a word has to be said in relation to the trade in 
secondary batteries, in which, as reported in former issues of the 
REVIEW, an endeavour has been made to establish a monopoly. 
On this point the Berliner Tageblatt quotes the following circular 
sent out by one firm to its branches:— 


THE TRADE IN SECONDARY BATTERIES. 


_ We have recently been compelled to receive various communica 
tions from absolutely reliable sources of orders which have tallen 
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to ———, without our having had any reports from you on the 
matter. In consequence of this we could not employ the means at 
our disposal for not letting the competitor do the business. We, 
therefore, [вее ourselvesinduved to point out toyou your instructions 
and to urgently beg you much more than hitherto to control all 
pending transactions, whether the rivalry of the competitor can 
come into consideration or not, and to constantly keep your repre- 
sentation to the matter. Information is to be given to us without delay 
of all cases of business in which the competitor in question appears, 
or could presumably appear, in order that we may occasion farther 
action. You will also give us information, even if you believe your- 
self certain of the order notwithstanding the competitor, as 
experience has already largely taught that your information was not 
correct. We emphasise finally that fighting the firm of , 
whether in prices or eventually by pushing forward an installation 
fiem, or whether it be in relation to quality of the product or the 
firm, is under no circumstances, and is as little admissible аза 
combat with the firm of ————. 

The information put forward by the foregoing extracts relating 
to the working of the inland trade in Germany requires no com- 


ments on this side of the Channel, as the details speak volumes for 
themselves. 


A GERMAN VIEW OF THE FUTURE OF THE 
METAL-FILAMENT LAMPS. | 


Herr H. REMANE, of the Deutsche Gasglühlicht A.G. 
(Auer Gesellschaft), gives an interesting summary in the 
E.T.Z. of the position of the metal-filament lamps as com- 
pared with that of their various rivals. He considers that 


the public are glad to employ lamps of greater power than 


the old 16-c.p. carbon lamp, provided this can be done 
without much increase in cost. This is indicated by the 
large C.P. (60 or more) of the incandescent gas lamps now 
normally employed, and also by the following table, which 
shows the percentage of the various candle-power lamps sold 
by a large dealer. The figures for the carbon lamps refer to 
а period some years back, and the candle-power of the 
carbon lamp most in demand has increased somewhat 
recently, but the distinct tendency of the public to employ 
larger candle-powers when the cost for candle-power falls is 
clearly brought out :— 


» 


Carbon-filament | Osmium lamps Osram lamp 
Hefner с.р. lamps taking 3-4 watts taking 1:5 watts per taking 1 watt per 

per Hefner с.р. | Hefner c. p. Hefner c.p. 
16 | 60 per cent. 10 per cent. — 
25 | 20 ч 55 " 20 per cent. 

32 15 „ 35 ” 50 n 
50 | Üi- cu — 30 
| 


| 


The next table indicates that the candle-power selected 
by the public is approximately that which involves an ex- 
penditure of 2 pf. (nearly one farthing) per hour, whatever 
the nature of the lamp :— 


Incandescent gas. Electric light. Petroleum 


rA 
Iz to 40 Hef- 
Hanging. | Standing. eed Osram. üer dr) 
——— € Fe a eee кызл MDC. 
Cust of gas, current | | 

oroil perspherical , | | 

Hefner c.P.-hour | 

iu pence . 0034 00⁴2 019 0075 01 


Cost per Hefner 
c.P.-hour stated | 
as & per cent. of 
the cost of the = 
hanging gas lamp 10) 125 570 220 304 

Spherical Hefner | 
o.P,-hours aed | 
ble for 2 pf. 

(-24 penny) ). 714 | 571 125 | 324] 23 6 
| 


In this table the cost of gas has been taken at an average 
German figure of 4s. 7d. per 1,000 cb. ft., and the cost of 
electricity at 54d. per Kw.-hour. 

The effect of the cost of the lamp on the total cost to the 
consumer is shown by the following table, on the assumption 
that the cost of energy is again 54d. per Kw.-hour, that the 
cost of a carbon lamp is 6d. and that that of an Osram lamp 
varies from 38. to 58., according to size, and that the useful 


life of a carbon lamp is 500 hours, and that of an Osram 
lamp, 1,000 hours :— 


Carbon filament. Osram. 
Hefner c.». Hefner c. v. 


La 25 
га | pus 
| 
| 


i w | % | з | 50 | 100 

ЖАШЫК Ms 
75 96 | 150 10 352. 50 | 100 
| 


Watts per lamp ...| 50 | 
Cost of current per | 


hour in pence...| 27 41 52 81 | 15 
of lamp re- 
placement per 


hour in pence ... 012 012 012 | 012 036 036 036 06 
Total cost per hour | | 


in pence ... 282 422 532 | 822 |-186 226 336 65 
Total cost as a | | 


of the cost of the | 
| | 
LIE | 80 | 138 | 232 
| 


16-0.P. carbon- | 

filament lamp ... | 100 | 148 | 188 
RENT ot ERR 

This table confirms the fact that the Osram lamp of some- 
thing like 32 с.р., is likely to take the place of the 16-0. . 
carbon lamp, especially when it is remembered that the cost 
of installing a certain total candle-power is reduced as the 
candle-power of the units increases, 

The next question discussed by Herr Remané, is that of 
the probable voltage of the future lamp and the fature 


19 359 


| 
| 
і 
| 
| 
i 


. supply station. 


The higher voltages introduce well known economies, 
especially in direct-current systems, but the 200-volt metal- 
filament lamp is undoubtedly somewhat less efficient than 
the 110-volt one of the same candle-power, just as is the 


dase with carbon filament lamps. Experience has shown that 


if the 110-volt lamp works with 1 watt per с.р., the 220- 
volt metal lamp will require, for the same length of life and 
constancy of candle-power, about 1} watts per candle-power 
in sizes from 40 to 100 c.p. The writer considera that the 
utmost that further experience or skill will attain to is a 
reduction of the 220-volt consumption by only а small per- 
centage, and that the superiority of the 110-volt lamp will 
always remain. It is hardly probable that a 220-volt 32-c.P. 
lamp taking leas than 1-4 watts per candle-power, or a 25-0. 
lamp taking leas than 1°6 watts per candle-power will be 
obtainable, at least in the near future, 

The cost of running a 32-0. p. lamp on 220 volta is, there- 
fore, some 30 per cent. greater than on 110 volta, and the 
economies introduced by the higher voltage are hardly likely 
to reduce the cost of current by anything like this per- 
centage. 

The added difficulties met with in constructing the 220- 
volt lamps are due to the thinness of the filaments, which 
prevents their being safely handled in quantities, causes 
unavoidable variations in diameter, and leaves them liable to 
breakage when in use through the electrical forces set up in 
the lamp. The superiority of carbon filament over tungsten 


filamente in this respect is shown by the following particulars 
of the actual dimensions used :— 


| Filament. | 
C.P. and Туре of Watts per 
voltage. filament, | Diameter mm. Length mm. Hefner c.r. 

(average). | (average), 

50/220 |) 13 400 3 
32/220 12 3230 35 
25/220 | | 085 | 350 35 
16/220 | 8 07 | 275 3°5 
10/220 FE 06 ' 265 4 
32/110 OS 18 | 230 31 
25/110 = 16 | 220 31 
16/110 19 200 31 
10/110 075 175 3:5 
50/220 "0342 — 1:25 
40/220 | = 1,040 1°25 
32/220 | " 0254 910 125 
25/220 ая ' 0216 82 125 
16/220 8 8 ‘0154 723 1:1 (calculated) 
50/1010 | õa 053 605 11 
32/110 , ч 0395 524 11 
25/110 0328 490 ; 1 
16/110 0244 410 ri 


| 
DDD ee р comode a ЫК 


. It will be seen that it is not possible to construct, for 
instance, а 50-С.Р. 220-volt 1-watt per C.P. lamp, by simply 
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using double the length of the same filament as is used in a 
110-volt 25-c.P. 1-watt рег C.P. lamp. The actions which 
go on in all vacuum lamps when alight, invariably affect 
the high-voltage small current lamps more than the lower 
voltage ones, and make it necessary to reduce the tempera- 
ture of the filament, and consequently the efficiency, in the 
former, if equal life and constancy of candle-power are to be 
attained. At the same time the price of manufacture of 
the 220-volt lamp is bound to be greater than that of the 
110-volt one, because of the greater length and delicacy of 
the filament to be handled. 

The experience with carbon filament lamps has shown 
that no amount of practice has enabled the makers to 


produce 220-volt lamps of equal quality to 110-vol& ones, 


and in view of this, the writer concludes that it would be 
well to hesitate before designing new stations for 220 volts, 
unless it is certain that this voltage would enable the current 
to be sold at least 20 per cent. cheaper than if 110 volts 
were adopted. 


THE EDUCATION OF ENGINEERS. 


THIS subject is continually being discussed by learned bodies, 
yet, despite the profusion of debate, controversy still rages. 
Just ав no,one man can hope to become expert in every 
branch of engineering, so no one method of instruction is 
equally applicable to all subjects and cases. The author, 
therefore, feels justified in asserting a few principles which 
seem to him essential, not only to the training of engineers 
(the special subjects of this article), but also to the training 
of the general scientist. Many of the methods postulated 
are even penetrating to the curriculum of the ordinary 
secondary school. 

The first point needing consideration is the extent to 
which oral lectures should be replaced by text-books. With 
the growing excellence and decreasing price of modern text- 
books, one is apt to expect them to replace expensive courses 
at technical colleges—expensive both as regards money and 
time. In the case of many students, complete day courses 
at a technical institute are impossible, on account of the 
direct and indirect expenses (fees and loss of wages respec- 
tively), In such cases text-books have to be largely relied 
on, the field being too great to be covered by evening 
classes alone. | 

The writer is, however, of the firm conviction—shared by 
most of those who have experienced a college course—that 
there is much that is irreplaceable in oral lectures. The 
subject matter, robbed of verbosity, can be imparted in short 
clear sentences; many expressive phrases can be delivered 
orally, which, if placed in print and removed from the exact 
ы и шы which inspired them, would lose their whole 
value. 

The personality of the lecturer, so valuable to the student, 

cannot be appreciated from his books, and naturally, not 
from the books of others from which he may draw his 
matter. 
. Nevertheless the ability to profitably consult text-books 
18 of great value to the student, and though the art is 
largely intuitive, it can be acquired to a certain extent. In 
the early stages of any training, however, during the period 
in which the student is being taught Лого (о learn, personal 
Instruction is essential. 

With regard to the study of text-books, the author has 
found it an excellent plan to continually make notes of the 
most salient features of the matters dealt with. This not 
only impresses the facts on the mind, but makes possible a 
rapid revision of the whole field, besides enabling the inter- 
relationship of the branches to be followed. Such a method 
Concentrates the attention on the matter during reading, 
and greatly conduces to a perfect understanding of the 
subject, for it is not till a paraphrase or summary of a sec- 
tion is attempted that the slight haziness of comprehension 
is detected, which, if not at once corrected, leads to so much 
confusion later. The notes so prepared should be quite 


brief and to the point, and in their preparation instruction 
received at school in. commercial précis writing proves very 
valuable. 

Naturally it takes longer to read a book in the first place 
on this system, but the revision of the summary is quickly 
effected; the briefest notes form valuable refreshers,” since 
the student has (or ought to have) only made them on points 
presenting difficulties to him. 

The writer is convinced that the matter of a text-book can 
be much more effectually and rapidly assimilated by this 
method than by any other, though the initial reading may 
take longer time than otherwise necessary. 

So many text-books are available that great care should be 
exercised in their choice, and it is in this respect that the 
experience of a professor is so valuable. All groups of students 
should be referred to technical literature appropriate to their 
needs. Many professors have a great weakness for 
mathematical proofs, and will always recommend a book 
based on these methods in preference to any other. It is 
absolutely essential that a student should gain clear ideas in 
the first stages of his training, or trouble will inevitably 
follow therefrom in the later stages of study; in the earlier 
steps no detail should be left in the least uncertain. This 
being so, the author would here most earnestly urge all writers 
to endeavour to make their treatise as clear as possible, this 
frequently being chiefly aided by a minimum use of mathe- 
matics. A worded explanation is, by the very nature of our 
every day intercourse, far more acceptable to the majority of 
students than a mathematical dissertation, even if the latter 
occupy less space on a printed page. The impression that 
advanced mathematics consists of a skilful jagglery of 
symbols dies hard. 

Many writers will assert with superiority that their subjects 
are above ordinary students and so forth; that may be 
so, but even then nothing but good can result from as 
simple an exposition as possible. 

It is mainly owing to the lack of sympathetic connection 
between manufacturers and laboratory experimenters that 
manufacturing technical progress is losing ground in England. 
One has only to read the papers now delivered before “ learned "' 
societies to realise the rather ludicrous and wholly harmful 
degree to which complicated proofs and word-obscured facts 
are being pushed. Тһе whole object is, apparently, to 
prevent anyone but a few members of the said learned body, 
understanding anything abont the matter. Such a tendency 
is exactly opposed to increase of efficiency in education. 

The average engineering student finds the proceedings of 
the engineering bodies in his particular branch of the science 
largely unintelligible, whereas there is really much valuable 
material, which he could readily assimilate were it expressed 
іп a simpler form. An unfortunate impression seems to be 
arising among technical authors that, for the dignity of 
their profession, everything published must be exceedingly 
abstruse. 

In this connection, the value of papers and articles written 
by students themselves cannot be over-estimated. Knowing 
the difficulties which they experience, they can, by mastering 
these, present to their fellow-students most appropriate and 
valuable theses. For this reason, any technical magazine 
issued by the students and technical papers read before their 
Engineering Society, should be encouraged. They fulfil a 
most valuable function, and remove difficulties of which 
the tutors are hardly cognisant (for it is common ex- 
perience that, having once disposed of difficulties, it is 
extremely troublesome to place ourselves in the old position 
in order to analyse how the difficulty arose). 

At one time only articles from contributors with long 
experience behind them would be accepted by technical 
magazines. Now, however, younger contributors have every 
opportunity of explaining their views and of making sug- 
gestions for the removal of their difficulties. A series of 
articles by authors ranging from the freshly graduated student 
to the retired veteran of the industry presents the best 
solution possible to the question of the thorough education of 
engineers. 

Many present-day lecturers neglect the fact that modern 
engineering practice i8 so young that they have lived through, 
and watehed, the major part of its changes, and have seen 
how advance has logically followed advance, whereas their 
students, having had no such advantage, experience con- 
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siderable difficulty in tracing the developments of the science. 
For this reason, instructors should set forth the various 
stages of progress and their inter-relations very clearly. 

The power of reasoning must be developed most carefully, 
and the first year of a college course is well spent in cultiva- 
ting a thorongh groundwork of method and reasoning power. 
Without doubt, this preliminary training should be carried 
out in our schools, but until it is done there, and on a 
thoroughly reliable basis, there is grave danger in omitting 
the usual first year course." This preliminary instruction 
is frequently voted a bore by students undergoing it, but in 
few cases i8 it regretted in the later years of the training, 


when а vast amount of new work has to be done, and where. 


the methods of the first year have a valuable application. 

So vast is the field of present-day engineering that the 
student cannot hope to learn even a small percentage of the 
knowledge available, and certainly not during the usual 
three-year course. In this course (which might well be 
extended, though there are great objections to too long an 
academical career) the student should be led well into every 
field of the industry and thoroughly grounded in the prin- 


ciples and methods used. Later, when he comes to specialise | 


and to pursue private study, he will be able to utilise 
the vast stores of information now accumulated on every 
subject. | 

А college course can do nothing more and could do 
nothing better than teach its students the fundamentals of 
engineering, and the method and logic necessary to continue 
the study—the way to reasou and to apply old facta to new pur- 

—the way to create—the way to meet all emergencies. 
Individuality should be cultivated as much as possible in 
students, new methods and ideas should receive due reward, 
and, above all, a rigid, stereotyped method of performing a 
given piece of work, a report or calculation, should be abso- 
lutely avoided. The lecturer should indicate the methods 
available and advisable, but every encouragement should be 
given to students to use the tools delivered to them, in 
lectures and by nature, in novel ways. Self-reliance and 
individuality are essential to an engineer. 

Care must be taken, in rewarding enterprise, not to 
penalise the hard-working but non-inventive student with 
regard to his more brilliant and original colleagues. The 
standard should be set by reference to the average ability of 
the class; if regulated by the head scholars alone, very 
many hard-working men would fail to obtain a pass per- 
centage. The subject of equitable marking needs much 
discrimination. 

The particulars in which improvements are required, and 
the general means by which they are being sought, must 
always be indicated, for such knowledge is only attained to, 
otherwise, by long experience ; it is the duty of the tutor, 
having had this, to enable his students to benefit by it. 

In the further development of system and original thought, 
research work in the laboratories is extremely valuable, 


and here again a college course is irreplaceable. Of 


late years, however, there has been a tendency to 
rather nullify the benefits of research by placing students 
on to elaborate investigations before they are fully prac- 
tised in the tests and methods necessary to their prosecution. 
The student must be thoroughly conversant with the 
standard uses of his tools before he is set to use them in 
original applications. 

The fundamental principles of research must be firmly 
instilled, viz. :— s 

1. The definite statement of the reason or motive for 
doing any piece of work. A full statement of the conditions 
und circumstances leading up to its inception. 

9. Accurate details, recorded al the time of observation, to 
be tabulated, of the progress of events during the experiment 
or test. 

3. Full and logically arranged deductions must be drawn 
from the results obtained, sufficient grounds being required for 
every statement, made. 

With regard to the delivery of lectures and notetaking, 
these matters entirely depend on the personalities of lecturer 
and studente, and on the subject. 

The author is strongly in favour of rough notes being taken 
by the students during tbe lectures—these notes forming a 
skeleton préris from which a full account of the lecture 
matter should be written as soon as possible. Certainly no 


other system so thoroughly impresses the facts on the 
mind. 

A few points which lecturers might well bear in mind аге: 
—(a) The speed of delivery of the lecture should be very 
moderate, or repetition and resultant net loss of time and 
clearness will result. 'The speed should show no sign of 
hesitation or lack of familiarity with the subject. (b) At 
the commencement of a course, the students should be 
informed of its precise object and scope. (c) As the course 
proceeds, the practical application of every theoretical result 
must be continually pointed out. It must never be forgotten 
that the object of an engineer is “ to apply the forces of Nature 
to the uses of man; (,“) When introducing a fresh 


subject or discovery, as many diverse applications as possible 


should be mentioned in the first place—these applications 
not necessarily following in logical order on each other—the 
object being to arouse the interest of every section of the 
audience. 

Then, as the lecture proceeds, the various steps and 
applications must be kept in strictly logical sequence во аз 
to enable all to fully appreciate the lines of development. 

The maintenance of discipline is, of course, essential, and 
though more vital, perhaps, than in ordinary schools, it is 
more readily maintained. In the first place, the students 
themselves have usually the sense to see the fundamental 
importance to tbeir future of & thorough utilisation of their 
college opportunities. This is more particularly so in a 
technical college than at Oxford or Cambridge, where the 
“ social ” life is such a salient feature. In any case, the 
strictest means must be employed to keep absolute order ; in 


. most institutes a single reprimand, with or without suspen- 


sion, is usually followed by immediate expulsion on repeti- 
tion of the offence. It is clearly demonstrated to “ slackers " 
that it is neither to their benefit nor to that of the college 
that they should continue their attendance. - 

During the first few months of a course, however, allow- 
ance must be made for the irrepressible wildness accompany- 
ing the first freedom from school. In enforcing discipline, 
too, it must be remembered that, while some of the students 
came straight from school others have had works’ experience 
varying from one to five years in duration. 

The latter class will, in many instances, be persuaded 
with great difficulty of the real value of theory, yet in 
spite of their * experience," one will find weird efforts in 
their various machine designs. The * practical" man is 
usually characterised by a very cheery optimism in himself, 
but an all-pervading pessimism as regards the merits of 
calculation and design based on precedent. 

The question as to whether a “ practical” training (i^. 
period in а manufacturing works) shonld precede or follow 8 
college course has been much discussed. The factors in- 
volved are too many to be fully discussed here, but the 
general concensus of opinion is that college should precede 
“practice,” the student going straight from school to 
college, meanwhile obtaining short periods of works’ 
experience in the vacations if possible. 

This system has the advantage that the scholar passes 
from school to college without losing the knack of studying, 
and without being unsettled by a period of “freedom.” 
Such‘a student can, later, rapidly apply his theory to prac- 
tice, one year being quite sufficient for the metamorphosis 
as а rule. On the other hand, a man takes badly to study 
after five years’ absence as apprentice, and, moreover. finds 
himself unable to acquire knowledge with the same facility 
as when he was at school: he has the advantage of at once 
seeing the practical application of theoretical matters dis- 
cussed in lectures, bat, on the other hand, he misses much 
of the value of his practical training by his ignorance of 
the theory pertaining to it. 

The time at an engineering college is all too sbort, in vier 
of the vast field to be covered, to attempt any “ general 
education as well, but the value of a sound general groun 
work, laid at school and continued in after-life, cannot be 
over-estimated. The value lies largely in the broadentbg 

influences of such an education: any factor tending (0 
improve the reasoning powers is of great value in the training 
of an engineer. Specialisation is a dangerous creed, and, Ш 
the early stages of a training, is fatal. A broad view of all 
branches of science is essential, so that the interlinking of 
facts and laws may be thoroughly grasped. 
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Subjects should not be pigeon-holed and kept severely 
separate. It is because of this tendency that many dis- 
coveries and inventions have been made by men only slightly 
acquainted with the subject of their improvements (in the 
first place at any rate). 

Experts in one department, in the narrownes: of their 
specialisation, frequently overlook the application of the laws 
and methods of another brauch to their own. 

This learning to inter-connect branches of the tuition is 
another function of the college training. The relations between 
the various subjects should be pointed out from every possible 
aspect, and the departments (of mathematics, physics, &c.) 
can often be arranged so as to reach corresponding pointe at 
about the same time. This coincidence, suitably emphasised, 
greatly impresses the relations between the sciences. 

Many formule and results are used in quite a number of 
different branches of science, and hence are frequently 
proved separately in each department. When this is the 
case, the best and most lucid proof should be decided upon 
and adopted as the standard by all the lecturers (alternative 
proofs being set as exercises and explained to those students 
particularly interested, or to those who do not fully understand 
the standard proof). The principle, so often adopted, of 
every department forcing а separate and distinct proof of a 
certain matter on to the student becomes very confusing, and 
unless the student has the initiative to isolate one for 
himself, relegating the others to his note-books for reference 
only, he is apt finally to remember none of the many 
alternatives. 

In practice one attempts to remember none bnt the most 
fundamental formule and equations; all others should be 
carried in a reference note-book. Many formule are far too 
complex to be safely memorised in practice. 

It is an evil of the examination system now current that 
during his three years’ course the student has to remember 
many data which even his professors admit will be imme- 
diately and profitably forgotten when he leaves college. 

The point is, in commercial work, not to remember 
formule, &c., by rote, but to know just where to refer to the 
data required. i 

In connection with the possibility of expressing one fact in 
a number of ways, itis in this respect that the advantage of 
oral teaching over text-books is apparent. A good lecturer 
can at once express his statements otherwise if the first 
exposition be not quite clear to all listeners. Such para- 
phrasing should not be employed too freely, or confusion 
Will result. Also, when rediscuasing the same matter from 
a different point of view, it is essential to state expressly that 
this is being done, or confusion will again result, owing to an 
impression in many minds that an entirely new subject is 
being treated. 

Analogies to matters of common knowledge are very 
valuable in able hands, but, as in the case of water analogies 
to the electric current, care is needed not to misrepresent the 
feature of the analogy. | 

Owing to the increasing complexity of designs of machinery 
and tests on the same, the value of tabular statements and 
“ pedigree " charts showing sequence of design, &., is con- 
tinually increasing, while the value of curves ог “ graphs ” 
is, of course, inestimable. Any device (such as sector 
diagrams, polar curves, &c.), which shows at a glance the 

quantitative results of a long series of tests, is to be explained 
and full practice in its use afforded. A curve plotted from a 
set of data will give information which could never be obtained 
by inspection of the table of figures alone ; moreover, this 
information is given instantaneously. 

Suitable illustrations and slides greatly aid the lecturer 
both as regards time and clearness ; demonstration experi- 
ments serve to enforce the points referred to, but should in 
no way replace the laboratory work of the students. A 
continnous laboratory log should be kept by each student, 
in which he enters results and deductions as they occur. 
This book should be examined at very frequent intervals : if 
it be made compulsory to register, at least roughly, the full 
results of an experiment, the student is possessed of a logical 
account of the developments of the test, and the troubles 
arising from tricks of memory with regard to chronological 
sequence of measurements cannot arise. 

Some lecturers err by making their lectures too © popular,” 
much of their value being so lost. The average student is, 


unfortunately, apt to look with scorn on any matter placed 
before him in a popular light. | 

There being such a vast amount of technical literature now 
published weekly, it becomes impossible for the student to do 
his college work, and keep, at the same time, cognisant of ull 
the latest developments. On this account it is an excellent 
plan, and one much appreciated, for the lecturer to make 
weekly references to the more important sections of the 
current papers and proceedings. A summary of the lines 
of development and current objects of research in foreign 
countries, should also be presented from time to time. 

It is impossible, in most cases, to give a complete course 
of lectures on the commercia] and legal branches of engineer- 
ing, but it is essential to at least indicate the rudiments of 
technical book-keeping, particularly as applied to the 


collection of data for future use in eatimating, and of the 


procedure necessary to the obtaining of legal powers to 
execute new schemes. Patent law is of great importance to 
any engineer engaged in an industrial manufacturing concern, 
but this must, as a rule, be studied after the completion of 
the normal college course. 

The author feara that the above bas departed rather from 
its original purpose—a treatise on the ‘General Principles 
of Education of Engineers — into a heterogeneous mass of 
details. However, as it is the sum effect of the smallest 
details which now decides the effectiveness of a scheme of 
education, it is hoped that some good will result from this 
collection of material.— WREN. 


NEW PATENTS APPLIED FOR, 1908. 


сор expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
ents, High Holborn, London, W.C., and at Liverpool and Bradford, 


to whom all inquiries should be addressed. 


21,582. "Improved detachable commutator.” J. W. Lee and E. Tex, 
October 12th. . 

21,587. ‘Improvements in insulating boxes for electric cells and other 
purposes." J. T. ВЕК. October 12th. 

21,568. Improved device for fixing carbon brush holders.“ Firm of ROBERT 
BoscH. (Date applied for under Sec. 91 of the Act, September 28th, 1908, being 
date of application in Germany.) October 12th. (Complete.) 

21,576. ''Improvement in electricity meters.“ Н. Aron. October 19th, 
(Complete.) ; 

21,577. Constant water-cooled X-ray tube." Е. P. БиттЕВВНАОВ and G. 
BawNTZE. October 12th. 

21,578. Iaprovaments in relays for telephones and the like.” E. C. R, 
Marks. (L. W. Southgate, United States.) October 12th. 

21,580. ‘‘ Improvements іп and relating to the control of dynamo-electric 
power systems. Akr.-GES. Brown, Boveri & СЕ. (Date applied for under 
Bec. 91 of the Act, October 14th, 1907, being date of application ш Germany.) 
October 12th. (Complete.) 

21,586. “Improvements in measuring instruments for alternating currents 
according to the Paalzow-Rubens bolometric 5 H. Lux. Date applied 
for under Sec. 91 of the Act, October 10th, , being date of application in 
Germany.) October 12th. (Complete.) 

21,596. ''Improvements in signal systems for railways and the like.” 
British Тномвох.Носвтом Co., LTD. (General Electric Co., United States.) 
October 12th. (Complete.) 

21,602, ‘‘Improvements in electric light stand." J. F. Pierce. October 
13th. (Complete.) 

21,603. ''Improvements in and relating to devices for protecting trans- 
formers, cables, and other electrical apparatus," ALLGEMEINE ELEXTHICITATS- 
GESELLSCHAFT, (Date applied for under Sec. 91 of the Act, April 29th, 1907, 
being date of application in Germany. An invention comprised in Appli. 
cation No. 9,237, dated April 28th, 1908.) October 12th. (Complete.) 

21.628. Improvements in or relating to electric traction on the surface- 
contact system." THE S. P. (SUCHObTAWER PATENTS) BYNDICATE, LTD., and 
Н. M. Sayvegs. October 13th. (Complete.) 

21,640. Improvements in and relating to covers for electrical switches and 
other articles.“ W.R.Cominas, October 18th. 

21,659. Improved electrical signalling system." N. JACOBSENS ELECTRISKE 
VAERKSTED. (Date applied for under Sec. 91 of the Act, October 14th, 1907, 
being date of application in Norway.) October 13. (Complete.) 

21.667. Suspending and protecting device for incandescence bodies with 
extensible sleeve ring." A. Martini. (Date applied for under Sec. 91 of the 
Act, October 16th, 1907, being date of application in Germany.) October 18th. 
(Complete.) 

21,670. ~“ Improved method of mounting electric incandescent lamps." Н. 
GIRARD. October 13th. 

21,674. “Improved switch for controlling electrical circuits." T. J. Ковке 
and E. Кокке. (Date applied for under Rule 13, January 3rd, 1908. An inven- 
tion comprised in application No. 12,967, dated June 4th, 1907.) October 13th, 


(Complete.) 


21,675. ''Improved automatic electrical cut-in and cut-out switch." C. 
BrinLiNG, October 13th. 

21.687. Apparatus for the electro-deposition of metals." T. A. SMITH and 
T. клк. October lith. 

21,694. Improvements in the poles used on overhead electric cars for trans- 
mitting the current." E. Brown. October 141. 

21,737. Improved method of securing electrical continuity in electric соп. 
duits.” F.RawriNGS. October 14. 

21,740. Improvements in electrical commutators.” E. G. CLEVERLY and 
F. L. ANDERSON. October lith, 

21,741. "Improvements in or relating to electric furnaces.” С, A. KELLER. 


October 14th. (Complete.) 

21,713. '' Furnace electrically heated by means of small pieces of high-resist 
ance material for melting and boiling and in particular for determination О 
melting and boiling points." A. DECKERT. October lith. 
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21,756. ‘Improvements in electrical resistances.” G.Coorer. (F. Boelling, 
Germany.) October 14th. 


21,760. ‘Improvements in and connected with incandescent electric lamps.“ 
C. PoL DEN. October l4th. 


21,761. ‘‘ Device for cooling the commutators of electrica] machines“ 
ALLGEMEINE ErrkTRICITAT8 GESELLSCHAFT. (Date applied for under Sec. 91 
of the Act, October 15th, 1907, being date of application in Germany.) 
October lith. (Complete.) 

21,765. '' Improvements in and relating to fluid резе governors евресі- 
ally applicable in connection with electrically-driven air compressors.” 


British THomson-Hovston Co., LTD. (General Electrio Co., United States.) 
October lith. 


21,779. ‘‘ Improvements in apparatus for limiting the supply of electrical 
energy." G. WILKINSON. October 15th. 


21,802. ‘Improvements in galvanic cells." J. T. Szkk. October 15th. 


21,818. ‘‘Improvements in and relating to electric current generators." 
W. A. TRIER. October 15th. 


21,823. Improvements in storage battery electrodes." THE CHLORIDE 
ELECTRIC AI. STORAGE Co., LTp., and B. Heap. October 15th. 


21,884. “ Improvements in mercury and other vapour electric lamps.“ H. A. 
Kent, H. G. LACELL and Tue Sinica SYNDICATE, LTD, October 15th. 

21,885. ‘‘ Improvements in suspension devices especially applicable for arc 
lamps and the like.” J.Nzv. October 16th. (Complete.) 


21.912. e in electrical fittings." SIEMENS BROS. & Co., LTD., 
and J. Snow. October 16th. 


21,918. “Improvements in or relating to electrical potential regulators or 
gpeed-controlling devices." BITuERA Bros. DyNAMo Works Co., LTD. (Siemens 
Schuckertwerke G.m.b.H.. Germany.) (Application for Patent of Addition to 
No. 14,725, 1907.) October 16th. (Complete.) 

91,915. ‘Improvements in and relating to switches." H. M. Ricx, J. M. 
Casn, J. 8. BROOKER and C. B. Rice. October 16th. (Complete.) 


21,918. “ Improvements in electriq conductors.” C. J. Beaver and E. A. 
CLAREMONT. October 16th. 


91,925. ‘Improvements in automatic accumulator switches.“ R. J. P. 
Вһвов. October 16th. 


21,935. . in direct current dynamo-electric machinery." A. H. 
Mipol x and С. A. VANDERVELL, October 16th. 


91,936. “Improvements in direct current dynamo electric machinery.“ 
A. Н. MipoLxY and C. A. VANDERVELL. October 16th. 


91,937. “Improvements in direct- current dynamo-electric machinery.“ 
A. Н. MipoLEY and C. A. VASDERVELL. October 16th. 

21.998. Improvements in direct- current dynamo- electric machinery.“ 
A. H. Міроівү and C. A. VANDERVELL. October 16th. 

21,955. Improvements in and connected with electric transformer switches.“ 
J P. ANNACEER. October 16th. 

21.960. Improvements in and relating to protective devices for electric dis- 
tribution systems of the type known as lightning arresters.“ British THOMSON- 
HovsroN Co., Lro. (General Electric Co., United States.) October 16th. 

31,988. "Improvements in controllers for use in connection with electrically- 
propelled tramears and like vehicles." C. H. SEN CE R. October 17th. 

22,00 3. New or improved anti - vibration device for electric light pendants 
and the like." A. NEWALL. October 17th. 

22,014. Improved process for the manufacture of galvanic metal repro- 
ductions of articles of the plastic arts.“ C. BENsINGER, October 17th. (Com. 
plete.) 


92.028. “Improvements relating to the control of electric generators." M. I. 
WILLIAMS-ELLI8. October 17th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these fpeciflcations may be obtained of Messrs. W. P. 
Tompson & Co., 822, High Holborn, W. O., and at Liverpool and Bradford; 
price, post tree, 9d. (in stamps). 


1907. 


ELECTROLYTIC RRCTIrIiERS. H. 8. Hatfield. 17,193. July 7th. 
Scrrace Contacr Evecrric TRACTIox Systems. E. A. Mitchell. 17,532, 
July 3ist. i 


Рворссімо ELECTRIC ALTERNATING CURRENTS OF Higa Periopicity. R. Rüden- 
berg. 19,068. August 24th. 


Evkctrio SIONAL Systems. А. L. Bohm. 21,176. September Ath. 


AUTOMATIC SWITCH FOR ELECTRIC TRANSFORMERS. P. Good. 21,516. Septem- 
ber th. 

INDUCTION COILS FOR GENERATING HiGH-TENSION CURRENT. W. P. Thompson. 
(Polyphos Elektricitüts Ges., Germany.) 21,574. September 28th. 

ELECTRICAL SWITCHES AND THE LIKE. D. K. Morris and G. A. Lister. 21, 938. 
October 4th. 

Srconpary BATTERIES. J. Stone & Co. and E. M. Preston. 22,117. October 7th. 

SPRING SUPPORTS FoR ELECTRIC LAMPS. H. Ashton. 22,140. October 8th. 


Соктвот, or Erxcrui0 Motors. British Thomson. Houston Co. 
Elektricitüts Ges., Germany.) 22,203. October 8th. 


ALTERNATING-CURRENT ELECTRIC Motors. H. C. E. Jacoby, 22,527. October 
12th. 


ELECTRIC Resistance Materia. British Thomson-Houston Co. 
Electric Co., United States.) 22,869. October 16th. 

MAGNETON AND THE LIKE FOR USE ON INTERNAL-COMBUSTION ENGINES. S. Griffin, 
23,456. October 22nd. 

Авс Lamps. D. Timar and K. von Dreger, 21.027. October 80th. 
applied for under International Convention, September 7th, 1907 ) 


MEANS FOR OPERATING FROM А DISTANCR ELECTRICAL OR FLUID-PRFSSURE DRIVEN 
OnoaN-.BLowiNa APPARATUS. J. Page. 24,260. November 2nd. 


ELECTROLYTIC Conpensers. British Thomson - Houston Co, 
Co., United States.) 427,224. December 9th. 


Loosx HAN DLE SIxGILE- Pol. H ELECTRIC Сікст BREAKERS, S. Whipp, F. Whipp 
and C. Bourne. 2.003. December 19th, 


STORAGE Bartery PLATE S. A. O. Tate. 28,106. December 20th. 
ELECTRIC Circuit Breakers, W. Н, Scott. 25,199. December 2156, 


(Allgemeine 


(General 


(Date 


(General Electric 


1908. 


INcaNpEsSCENCcr, ELECTRIC Lamps. С, H. Stearn and С. F. Topham. 461. 
January КП. 


PnocESS FOR THE PRECIPITATION ОР ELECTROLYTIC COPPER AND OTHER METALS IN 
THE FORM OF SHEETS OR CYLINDERS WITH SOLUNLE TRON OR OTHER METAL 
Axcprs. M. J. I.. Wenger. 3.50. February 15th. (Date applied for 
under International Convention, September 9th, 1907.) 

ELECTRICAL lowirriNG. APPARATUS FOR INTEKNAL-ComuUsTION ENGINES, J. W. 
Mackenzie. (H. Ford, United States.) 4.617. February 29th. 

CONNECTION FOR CLOSING AN OPTIONAL BRANCH OF A FREQUENTLY BRANCHED 
CIRCUIT ny MEANS OF А LIMITED NUMLER OF SwiTCHES, H. Drewell. 7,009. 
March 30th. 

Evrctricity INTEGRA11NG. Meters, R. Kennedy, 9,254, April 29th. (Post- 
dated June 10th, 1908.) 


— 


SWITCHING APPARATUS FOR CONTROLLING ELECTRICAL MACHINERY. Siemens 
Bros. Dynemo Works, Ltd. (Siemers Schuckertwerke Ges., Germans.) 
9,640. May 4th. 

REGULATABLE INDUCTIVE RESISTANCE. C. Meyer. 9,888. May 6th. 


ELECTRIC RADIATOR FOR HEATING BUILDINGS OR THE LIKE. C. G. Nobbs, C. О. 
Nobbs, jun., and J. E. Rosenthal. 12,352. June (th. 

TRANSMITTING APPARATUS FOR SUBMARINE BS!GNALLING. J. Schiessler. 11,975, 
July llth. (Date applied for under Rule 18, January 2164, 198.) 

SYSTEMS OF OPERATION FOR ALTERNATING-CURRENT MOTORS AND GENFRATORS. 


W. Cooper. 18,881. September Ist. (Dave applied for under International 
Convention, September 8rd, 1907.) 


“Verity "—in Three Volumes, — The three-volume 
novel may be a thing of the past, but the three-volume work is in 
favour for matters of less ephemeral interest than present day 
fiction. Are not the letters of Queen Victoria being published "by 
command of the King” in three volumes at a price bringing them 
within the means of vast multitudes who ought to read them, but 
would not have done so at the higher price, unless through the 
medium of Carnegie or Mudie? And what is cf even more 
immediate importance to electrical men as electrical men—are not 
VEBRITYS, LTD, bringing out athree-volame catalogue, which, if 
it does not rub shoulders with her late Majesty’s letters in our 
private libraries, is at least worthy of a place beside the Universal 
Electrical Directory on the office shelves of any consulting engineer 
or electrical trader? We have had through our hands at different 
times catalogues of all sorts, some aiming at novelty in this 
direction, some in that, some small for the vest pocket, others of 
weight and dimensions allowing us to fasten one end of out 
portable fire escape to after we have insured our residences against 
fice. Now the three volumes of Verity before us in their con- 
venient shelf case (tria juncta in uno) claim to possess neither of 
these virtues. What they do claim to be, and what they are, is 
something by themselves, quite out of the ordinary run, во far as our 
electrical catalogue experience goes. They have each a stout and 
neat green cover, on the back of which appears Veritys Electric 
Supplies, Vol. I—Plant"; Vol. II—Sundries"; Vol. III— 
Fittings.” One catalogue containing all that is in the three might 
have been too cumbersome or unwieldy for convenient service to the 
engineering and electrical trade, so that the firm, on the occasion of 
its last issue, circulated two volumes, one dealing with heavier 
apparatus and supplies, and the other with fittings. In the volumes 
now under notice, the sub-division has been carried a step 
further with the three classes above indicated. More attention 
has been paid to the inclusion of prices, illustrations, code-words 
and shipping weights than to the full descriptive information 
concerning the different lines of manufactures. That И 
why it has been possible to cover such a wide scope 
in, comparatively speaking, so small a compass. If we were to 
attempt to name one by one all the multifarious contents of the 
volumes we might have to run still another special issue, and even 
then а mere catalogue enumeration would be less interesting read- 
ing than a chapter of a three-volume fiction, eo we will spare oar 
selves and the reader, too, partly in the belief that the electrical 
trade knowe so well already the classes of goods that are made st 
the Aston Works, that for them to be told again is quite super 
fluous. It, then, may perhaps suffice if we congratalate Messrs. 
Verity upon the departure that they have made from well-beaten 
catalogue paths, and express a hope that engineers and the trade 
generally will give them the dve reward for their initiative and 
enterprise. A general index to Vols. І and II appears in each of 
them, and it is full and at the ваше time simple for easy reference. 
Information concerning the firm's 1908 Aston Telegraphic Code 
occupies a number of pages, and money, metric, and wire gauge 
tables, and other useful matter, follow, after which one plunges in 
Vol. I into the illustrated descriptions of all kinds of steam, gas, 
electrical and petrol plant for installation work, dynamos, motors, 
transformers, switchboards, tramway material, pumps, drilling 
machines, fans, switches, motor-starters, concluding with search- 
lights, arc lamps, water-tight street and ship fittingr, &. After 
the same preliminaries in Vol. II, one is soon in the midst of 
matter relating to fuseboards, switches of many types for all classes 
of service, cut-outs, ceiling roses, counterweights and many acces- 
sories which fittingly come under the “ Sundries” classification. 
When we take up Vol. III we find less of the general information, 
and are at once ushered into the presence of a variety of electric 
light fittings, some of which, after a more or less close connection 
with fittings of these classes for many years, make our heart leap 
and our tongue silent. We have not made an individual examina: 
tion for discovering the newness and originalty of the designs, bat, 
as might be expected, some of them are extremely pleasing, though 
here and there they may have had to be rather more closely 
packed in the pages than one might wish. Manifold brackets, 
electroliers, ceiling fittings, candle fittings, standards, bronze 
statuettes, cast-iron бора, illuminated signs, street lighting 
fittings, shades and fittiogs parts, these are all followed up by § 
number of neat designs of lamp and non-luminous type radiators. 
We think by the aid of the foregoing comments our readers will be 
able to obtain a fair idea of the character and contents of this three 
volume novelty and its usefulness to engineers and buyers in 
parts of the world. 

Some of the manufactures of Messrs. Veritys, Ltd., are to be 
found at the Manchester Electrical Exhibition, at the atand of 
Messrs. J. Lomax Kendal & Co., Ltd. (No. 100), who have been 
responsible for the electric wiring and fittings work in the Erbi- 
bition buildings, and whose exhibit generally is referred to 00 
another page. An electric runway pulley block, manufactured by 


Messrs, Veritys, is also being exhibited by Mr. H. Luke and the 
Coburn Patent Track Co, 
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THE EXHIBITION—AND AFTER. 


Ir has become quite the conventional thing to appear, in 
print, to let a man’s faults be buried along with his mortal 
remains. The same silence, or reticence, is not required of us 
when in the freeness of conversation we talk over his failings 
and balance them against his praiseworthy qualities and 
achievements, though there is always somebody present to 
cry * Hash ! let the dead lie undisturbed.” 

We prefer to adopt the conventional attitude in regard to 
the Manchester Electrical Exhibition, which, after a long 
and fall day, came to an end on Saturday night last. We 
shall, no doubt, for some time to come, talk between our- 
selves about various points concerning it, but some of them 
will not find their way into print, and that is just as well, 


for, after all, the principal thing to know is that there 


is an almost unanimous opinion among exhibitors 
and visitors qualified to j одре, that the month's 
run was very successful in the stimulus that it gave 
to the electrical industry in the Lancashire district, and in 
the spirit of greater hopefulness and expectation that it has 
promoted among electrical men in all parts of the kingdom. 


It is hardly necessary to discuss here and now whether the 


measure of success would have been greater if this, that, or 
the other circumstance had been different—though it will be 
well to remember points of this description when another 
Exhibition scheme is put upon the table for our consideration. 
It is by experience that we learn in matters of this kind, and 
with our accumulated experience of the years 1905 and 1908, 
we ought to know how to run the next Exhibition with even 
greater suceess and fewer blemishes than have characterised 
either of the past shows. 

The farther instalment of opinions of exhibitors that we 
publish this week shows that good business has been done, 


_ and that exhibitors—speaking for the majority—are well 


satisfied with the results that have followed their expendi- 
ture of money and time, in spite of the inconvenience and 
annoyance that we suppose are inevitable corollaries of a 
decision to exhibit on a large scale away from one's usual 
district. But while some firms are exulting over business 
actually booked, others are hopeful in the expectation of trade 
that is pretty certain to follow the making of so many new 
friends and connections. The promoters, too, are also able to 
congratulate themselves upon the financial result, for the atten- 
dance and gate money have been far better than anybody ever 
anticipated they would be. There can be no doubt that the 
heartiness with which the Manchester Corporation and its 
Electricity Department devoted themselves to assisting in the 
popularising of the show was an important factor, but for which 
the result might have been very different. The part played by 
Mr. 8. L. Pearce, the city electrical engineer, would take a 
lot of telling, and no terms of praise that we could give 
would be too high, either for his own services or those of 
hia assistant, Mr. Wilkinson. To Councillor Kay, the 
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chairman of the Corporation Electricity Committee, and to 
Mr. McCowen, the city electrical engineer of Salford, our 
encomiums are also due, for they have devoted themselves 
unremittingly to manifold concerns coming within their own 
particular provinces. The Executive Committee, it almost 
goes without saying, have performed a most necessary 
function, for without them many things that have been 
would not have been, and some things that are not might 
have been. At various times and places they have met 
together, sometimes at much inconvenience to themselves, to 
settle a thousand and one things—sometimes fraught with 
considerable difficulty. The exhibitors themselves will not 
expect us to say much here concerning their own activity 
and enterprise in the matter—that we have alluded to 
already, and—they have their reward. Naturally enough, 
they are hoping for more, in the form of a share of the 
profits, in fulfilment of the promises announced in some of 
the early circulars published relating to the Exhibition. 
To Messrs, Northcote and Davenport, respectively the 
energetic manager and courteous secretary of Ше 
Exhibition, for their unfailing attentions in connection with 
the organisation and management of the affair from the 
beginning, praise is, of course, due; but they, like the 
exhibitors, also have their reward. 

There is a side to the Exhibition that has not been referred 


to lately in these pages. During the earlier stages when the | 


proposal was taking shape, there was some difficulty in regard 
to the fixing up of financial guarantees. We referred to it 
in our pages at the time. This was, after a while, overcome, 
making the scheme, with its own building, a possible succese. 
Due credit ought in this connection to be accorded to the 
International Trading Exhibitions, Ltd., of London, aud to 
Mr. H. L. Benjamin, of that company, in particular, for the 


support that they gave at a period when it was very necessary. 


The mere knowledge that they, too, will now have their 
reward, must not shut our eyes to the fact that it was their 
financial aid, as well as their ability in letting space to many 


engineering firme, that went a long way towards helping the 


Committee and exhibitors to secure во satisfactory an issue. 


é 


Tur proceedings of an International 


00!—or Much Conference naturally differ 


Abont . 
рр proceedings 


from the 
of ordinary commonplace 


assemblies of rational beings; the Con- 
ference which ended its labours on Thursday last week, 


however, is unique, in that its proceedings differed materially 
from those of ordinary and—comparatively —commonplace 
conferences. This is, of course, ав it should be. No one 
would wish that a Conference which only takes place once in 
14 years or £0 should be marked by no distinctive feature. 
The Conference which met at Paris in 1884 fixed the 
dimensions of the mercury standard intended to represent 
the ohm at 106 cm. x 1 mm. The standard was called the 
“legal ohm," but never came into general use. In 1892 the 
British Association promulgated standards of resistance, 
current, and pressure, adopting the value of 106°3 cm. for the 
length of the mercury resistance column, and substituting for 
the cross-sectional dimension that of mass—14°4521 gm. The 
electrochemical equivalent of silver was defined as 0°001118 
gm., and an approximate value was given for the 
b. M. F. of the Clark cell. The Electrical Congress at Chicago 
in 1893 adopted the same values, and dubbed them Inter- 
national" ; but unfortunately all three definitions were inde- 


pendent of one another, and consequently, as none of them 
was perfectly correct (in spite of the six figures for the mass 
of mercary !), two values could be obtained for each standard 
—namely, the value specified for it, and the ratio of the 
values specified for the other two, these two values not being 
identical. | 

It is now known, as the result of more accurate determina- 
tions, that the length of the mercury column should be 
slightly diminished, celeris paribus, to give the nearest 
approximation as yet possible to the true ohm —the 
unit, that is, based directly upon the absolute 
c.c.8. units. Further, the true electrochemical equivalent 
of silver is probably 0:0011182 to five plases, and the 
E.M.F. of the Weston cell, which has been adopted in place 
of the Clark for a working standard, as derived from the two 
primary standards ів 1·0 182 volts if the higher value is taken 
for silver. 

The great question before the Conference has been—shall 
the international unite be defined as closely as possible iden- 
tical with the true c.a.s. units, or shall they have arbitrary 
values as hitherto? Round this question controversy 
has raged. Another important question—Whether the 
volt or the ampere should be adopted as the second of 
the two primary standards—was settled in favour of the 
ampere without much difficulty, though the American dele- 
gates made a stout fight for the standard cell. But the 
main question cropped up again and again. Great stress 
was laid on the importance of * continuity," though this was 
a somewhat nebulous entity. For practical purposes, of 
course, it is of no consequence whatever whether four, five, 
or six significant figures are employed ; but it is desirable 
that the international standards should be as nearly identical 
with the true units as possible, and the addition of further 
significant figures would not affect the industrial world in 
the least, while it would certainly delay the necessity of 
another change in the definitions. 

Eventually, as the president, Lord Rayleigh, remarked, 
the Conference adopted figures which it knew to be wrong, 
defining the values of the ohm and ampere standards 
to six figures, by simply adding two zeros after the fourth 
in each case. These zeros have no scientific meaning what- 
ever; their effect appears to be similar to that of 
labels on reserved seats, which, in the meantime, are 
not to be occupied at all. We hesitate to question 
the wisdom of the Conference, which spent 8 
large proportion of its time in arriving at this weighty 
conclusion; but we may, perhaps, quote the view of Dr. 
Stratton, of the Bureau of Standards, that the adoption of 
these zeros as the result of a day's deliberation was the great 
joke of the sitting. The same authority pointed out at the 
[.E.E. dinner, that by this decision those who did not want 
any change made could go back and report that no change 
had been made; while those who desired a change could 
report on their return that a change had been duly effected. 
Thus all parties would be satisfied! There may be others 
who think that the Conference in this connection presented 
to the world a singular spectacle—or, should we say, à pal’ 
of spectacles ? 

We have no sympathy with this figure-juggling ; the 
Conference might very well have left the figures a8 they 
were—in effect it has done во, but only with a great show 
of doing something else. Otherwise, it should have adopted 
the nearest possible approximation to the true values, if only 
to five figures. 

Its really good and genuine work has been the abolition 
of the third independent standard, which only led to sore 
confusion, and the establishment of a Permanent Commis- 
sion to deal with electrical standards. It is recommen 
also that an International Laboratory shall be established to 
issue and compare standards, and this will be а valuable 
institution if it comes into existence. ; 

Our Board of Trade standards, which have remained 
constant for 14 years to a remarkable degree of accuracy. 
are unaffected by the decisions of the Conference. 
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Tux Board of Trade has issued a report 
The В. of T- tothe House of Commons upon the London 
115 London and District Electricity Supply Bill, in which 
eetricity . . : ; 
Supply. ite views upon certain points are set forth. 
It appears that the Board is disposed in 
favour of giving more effective protection against competi- 
tion to existing authorised distributors than is provided in 
Clause 53, which contains an instruction to the Board to 
take into account the capital outlay of the distributor and 
his financial ‘position, when considering whether his con- 
sent is unreasonably withheld. The additional protection 
is sought for distributors who can show that they are exer- 
cising their powers with due regard to the interests of the 
public in respect of the supply of energy for power pur- 
poses. Seeing that it cannot be maintained that the public 
benefit by the supply of electricity at a price higher 
than is offered by the promoters of the new scheme, 
the inference seems to be that distributors who cannot com- 
pete in price with the bulk supply company must purchase 
energy from the latter for distribution, or submit to 
competition. 
The Board demurs to the proposed extension of the pur- 


chase period from 42 to 52 years, and points out difficulties - 


in the way of purchase at an earlier period, evidently based 
upon the unfortunate experience of the Marylebone Borough 
Council ; to obviate a similar occurrence, it is proposed that 
the amount of compensation shall be the present value, at 


the time of purchase, of the annual profits for the un- 


expired period calculated upon the average profite for a 
period of five or seven years immediately preceding ihe 
purchase. It is suggested also that the L. C. C. should be 
given powers to purchase the undertaking at any time, on 
terms to be agreed with the company. These provisions are 
not calculated to facilitate the raising of capital by the 
company. | 

We are pleased to note that the Board suggeste that if 
the L.C.C. acquires the undertaking, its administrative 
powers of control over works connected with the supply of 
electricity by other authorities in the London area should 
cease. It would obviously be intolerable for so formidable 
a competitor to have power to contro], and therefore to 
hamper, the operations of rival undertakings. 

Finally, as regards the transfer of the undertakings of 
other bodies to the company, the Board of Trade foresees 
the anomalous positions which may arise from the purchase 
and exercise of the powers, for example, of one of two com- 
peting concerns in a given area, resulting in ruinous com- 
petition with the remaining undertaking ; moreover, after 
such a transfer, it would be impossible to say under which 
set of powers the company was working—its own Act or 
the transferred Provisional Order—and the powers of 
purchase by local authorities would fall into inextricable 
confusion. The Board of Trade has power to refuse such 8 
transfer, but specifically objects to the responsibility of 
deciding such difficult questions, and argues that they ought 
to be referred to Parliament. The Board has accepted such 
plenary powers and onerous duties in connection with other 
matters—railways, for  instance—that one might have 
thought this additional item of responsibility a mere trifle to 
it. But apparently there is a limit. It is high time, as we 
have said before, that we had a proper Department—a Ministry 
of Commerce—capable of assuming full responsibility for 
these and kindred matters, and relieving Parliament from 
the burden of detail inseparable from their consideration 
by that august assembly. 

With regard to the other Lendon Power Bills before 
Parliament, the Board of Trade through its President, 
Mr. Churchill, has secured an instruction to the Standing 
Committee to constitute the L.C.C. the purchasing authority 
m 1931, in place of the local authorities, and another 
intended to enable the municipal undertakings in the 
London area to link up their systems in the same way a8 
the companies are doing. 


MANCHESTER ELECTRICAL EXHIBITION. 


THE closing day of the Exhibition—Saturday last—was а 
very busy one, for not long after the doors were thrown open 
the public began to throng the gang ways and interest them- 
selves in the exhibits, which, taking full advantage of the 
last opportunity of showing what they could do, exhibitors 
had set running at an early hour. By the time the doors 
were Closed on Saturday night, according to reporta, 320,000 
persons, exclusive of season-ticketholders, had passed the 
turnstiles during the 26 days—an average per day of over 
12,000. The £2,500 worth of tickets purchased by the: 
exhibitors for free distribution among the desirable public 
are, of course, included in the above total. In addition, 
there was, on the average, £90 per day taken in shillings at 
the turnstiles. 

Cheap The policy of selling tickets of admission in large 

Tickets, numbers to exhibitors at threepence each may 
from some points of view be questionable. One exhibitor 
waxed furious over it on the morning of the last 
day. He employed language which once upon a time 
would have been called unparliamentary, but nous avons 
changé lout cela, and be condemned in no measured 
terms the management which conld encourage the massing 
of the riff-raff of Manchester, as he termed it, in the 
narrow avenues of the building to the practical exclusion 
of people of the right sort who would have been willing to 
plank down their shilling, could they but have done the 
grand tour in comfort. 'The gate-money, he contended, would 
have been as great with a quarter the number of people at 
the higher price, and those interested from a business motive 
in closely examining the exhibits would have had the chance 
of seeing and criticising instead of being hustled from one 
end of the Exhibition to the other. We know an engineer 
and his friends who one evening were irresistibly carried 
along with the crowd, up one avenue and down another, 
without once being able to stop at a single stall, and then 
they took their departure glad enough to get out with no 
further annoyance than the crush. On the other hand, we 
know that many of these cheap tickets were made use of by 
foremen-mechanics, artisans, and other skilled workmen 
from many of the mills and factories in Manchester and its 
vicinity. We personally bought a batch which we know 
were used by the skilled employés of a cotton mill which is 
now being fitted with what is probably the largest electrical 
installation in the district. There are various considerations 
governing а matter of this nature, and it savours somewhat 
of selfishness to complain that Lancastrians and others who 
were not probable buyers should be debarred on the score of 
cheap admission from deriving amusement and pleasure, and, 
perhaps, from being educated to a higher perception of the 
things of this life. We are aware it was rumoured long ago that 
certain exhibitors or their assistants had sold these three- 
penny tickets to Tom, Dick and Harry, at a profit, but that 
cannot be laid at the doors of the management, whose inten- 
tions we are sure were all for the public benefit. | 

A Little A friend introduced to us a new arrival 

Surprise. from the Fatherland. After the usual salu- 
tation, we inquired of the untutored Teuton what he thought 
of the Exhibition brought together in England's industrial 
centre, from a scientific point of view, to which, as 
wel as we can remember, he retorted: “Der fault I 
haf to find mid der English is dot id has not dot 
bersbikooity dot der Tcherman has. Now, for oxamble, 
in der English you say ‘scientific.’ Dot confeys no 
idea. In Tcherman ve haf der seemble vord Wissen- 
shaftlichen, vich is melodious unt combrehensif. Id is der 
same mit your bapers. You haf a Real Estate Journal.’ 
Dot is dree vorde ; in Tcherman ve say Grundeiyenthums- 
zeilung, in one. It is more fl-xible. In your theatres you 
haf a baper called der Entr'acte. Ve call such a baper 
Theaterzwischenaktszettung. It is more peautiful ! English 
is a veak langkvitch ; und pesides, Tchermans speak id und 
write id beddher as der English." Taking, figuratively 
speaking, this slap on one cheek with the meekness which 
so well becomes us, we turned to him the other, and mildly 
ventured to ask, What about the Kaiser!" Verdammt, 
Donnerwetter, Zum Teufel, Zum Henker mit thm, shouted 
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the stranger as he fled from our presence, and we softly 
chortled, “ God preserve the Emperor,” with variations ! 


А The exhibitors’ dinner, which was held 
The at the Midland Hotel on the evening 
Exhibitors’ of Thursday, 29th ult, with Mr. 
Dinner, Councillor W. Kay in the chair, was 
| quite a pleasant function, not во well 
attended, perhaps, as it might have been, but still 
fairly representative, some 140 sitting down to table. 
We believe the uncertainty which seemed to prevail 
amongst some of those in the Exhibition as to whether 
evening dress was de riyueur was the cause of a certain 
number of absentees who had not brought “ claw hammers " 
and clean biled rags” amongst their impedimenta. Unlike 
the Institution dinner of the previous Thursday, the toasts 
were confined to two—would that all diners-out were thus 
mercifully protected—that of Royalty, proposed by the 
chairman, and * The Electrical Exbibition Committee and 
Honorary Electrical Engineers.“ ; 

To Mr. W. M. Musgrave, J.P., fell the honour of pro- 
posing the latter toast. The replies were entrusted to 
Mr. Kay, and to Mr. McCowen in the regretted absence, 
through illness, of the popular Manchester engineer, Mr. 
S. L. Pearce. 
life and energy, and he praised unreservedly the Exhibition, 
the Committee, the consulting engineers, and everybody 
concerned in the inception, carrying out and completion of 
what had been the greatest success ever achieved in the old 
country. For his own share in this, Mr. Kay was modesty 
itself, but it is generally conceded that: to him, and the 
Manchester Corporation, belongs the chief credit. Mr. 
McCowen basbfully deprecated the idea that he had done 
anything out of the way to merit special acknowledgment, 
and then came the post-prandial entertainment. 

Mr. Pope, dubbed by a contemporary the Ecclesiastical 
representative, sang several topical songs with words by Mr. 
E. L. Hill; ballads were rendered by Messrs. Gibson and 
Abady ; recitations by Messrs. Gibson and Warrilow, the 
latter giving in characteristic fashion “ Тһе Cricket Club of 
Red Nose Flat," with shooting-iron in hand and exploding 
caps ; and Mr. A. R. Fenn gave a remarkably clever sleight- 
of-hand demonstration, concluding with imitation of wood- 
sawing, barn-door roosters, cackling hens, and the ‘cello, 
choosing for this last effort that exquisite song, “ ГЇЇ sing 
thee songs of Araby.” | 

The exigencies of space will not allow us to print more 
than one of Mr. Pope’s Exhibition songs, which were typed 
in a special souvenir edition of the Daily Programme, 
presented to Micke attending the dinner. We select the 
following which Mr. Pope gave in his most dramatic basso- 
profundo ; later in the evening he treated us toa pathetic 
rendering of “Ohm Sweet Ohm,” which brought tears to 
the eyes of many who were thinking longingly of the closing 
pals Paropy on “Тнк I-RuSH JUBILEE.” 


Now a short time ago, boys, the Engineer of Manchester 

Decided to electrify the County of Lancaster, 

So he spoke to his Chairman and likewise to his Deputy 

(Howarth and Kay, two splendid men 'twixt you and me) 

Howarth acd Kay were agreeable as they always are, 

So Pearce got to work at once upon his scarlet motor-car, 

Exhibitor: he found at once, were not во easy to entice, — 

Though small firms were hot, the large ones were cold as ice. 

But finally he got hold of Northcote and Davenport, 

A happy combination of savoir faire and forethought, 

Hard work, eaid they, naught shirk, but where the deuce do we 
come in; 

The labourers are worth their hire so guarantee the blooming tin. 

Pearce answered, ‘‘ Money breeds money, the result will be 

We'll make the show а huge success,” Now gentlemen you'll all 
agree 

What Manchester is showing now the world will buy, ere many 
days, 

And if UE haven't cash enough, they soon the blooming cash 
will raise. 


Now, thanks to Pearce, to Northcote, to McCowen, and to 
Davenport, | 

We're selling stuff the whole day long, or, if we're not, we 
surely ought ; 

For there's л.с. and p.c. and things that no-one wants to see 

Six-phase and single-phase, two-phase and phases three ; 

Turbines and bas-beens and quite a lot of might-have-beens ; 

Ozonisers, appetisers, rabbits on fluorescent screens; 

Fire engines under steam and gas engines tucked away 

All the bally lot of them in an outside alley-way ; 

Tall men like Simpson of Preston coming down to see 


Mr. Kay is evidently a strong man full of 


.of firms not, having exhibited." 


A scarlet-coated handsome gent. at least twelve inches more 
than he; E 

Arc lights, dark lights, horrid-looking vapour light ; 

Osramarcs and tantaphanes, illuminations every night; 

Blue glasses, free passes, quite & lot of empty glasses ; 

Tea cups and claret cups, hiccups, also bottled Basses; 


Ring frames and mule frames, gassing frames and doubling 
frames ; 


Advertising agente often qualified by other names; 


We've castings and cast-offs, aud scrap heaps and Eckstein Heap 
‚ Rapbaels at 1d. each they're good but aren't they rather cheap? 

Switchboards, repulsion motors, suction gas and CO,, 

Tramway meters, what-ho meters, meat safes and me and you. 
Siemens and tea men, and I know two teetotal men; 

Ceylon tea, Ferranti, and something else called “ Just say when,” 
Rifle ranges, toy railways, chocolate bars and G.E.C. 

Welcome clubs, and other pubs, Coldstreams of more than tea; 


Silent gears and staggered gears, and so-called silent—noisy 
gears. 


Ten thousand voltage power lines with dividends all in arrears, 
Contractors, detractors, but they're in the minority. 


Consulting engineers, not one, they've all joined the majority. 
Northcote, tail coat, big cigar and shiny hat, 

Quite the impressario, got the talk and manner pat: 

He's made our show a huge success, and as he's here before us, 


Now join with me in right good will, and sing the good old 
chorus ! 


“For THE Sake OF Aurp Lana Synz!” 


The following are some further expres- 
More Opinions sions of opinions concerning the success 
from of the Exhibition, received by us from 

Exhibitors, exhibitors:— 

* Batteries,” who had only a small 
exhibit, think that the Exhibition was a “ fairly good one, 
although nothing like fully representative, a large number 

ns | Would ratber not express 
1 opinion one way or the other regarding the effects of the 
show. 

Instrumenis say Exhibition a success, Many inquiries 
received for their own special apparatus. The effect vill 
probably be more obvious later on. 

“Conduits” say that the success has, on the whole, 
exceeded their anticipations, especially in some lines. Drought 
many inquiries for two or three new things that were being 
shown. Inquiries and orders were chiefly from contractors, 
as the aforementioned new specialities appealed more parti- 
cularly to them. As to the future effects, “It should help 
those who are suffering from the general trade depression, 
which, во far, however, does not seem to affect our class of 
business much." 

* Pump Makers, dc," say that the Exhibition bas been a 
success. They have received orders and inquiries for steam 
pumps, air compressors, steam and speed recorders, and, 
Bs for all their specialities. After effect should be 
good. 

Manchester Corporation Electricity Department haa secured 
new custom in all classes, covering lighting, power and heat- 
ing supplies, and the after effect must, be good. 

“ Pottery” say that generally the Exhibition has been 
more successful than they anticipated. 

“Instrument Makers” consider that the success has been 
great, but the full effect can only be determined in course of 
time. They have received a large number of inquiries, both 
direct and at the Exhibition, and some have already matured 
into orders, while other orders are promised in the near 
future. The inquiries and orders were for almost every 
instrument and appliance exhibited, but especially for 
indicating and recording ammeters, voltmeters and watt- 
meters for c.c. and A. C., also test sets and laboratory 
standards. (ood effect of the Exhibition should continue. 

“ Destructors” reply that the success was as great as 
anticipated, and it should continue. І nquiries were received 
for induced and forced-draught plants, and ventilating fans, 
Little's water-cooler and humidifier, and refuse destractors. 

* Pumps, dc.” вау that the success has been greater than 
was anticipated, and it will continne to benefit the trade. 
Orders and inquiries were ‘received for steam and power 
pumps, and surfacing and boring machines. 

* Machine Tool Makers" answer our first question in the 
affirmative. They received visits from a large number of 
customers in the Lancashire district, which cannot but do 
them good as exhibitors. 

* Airilehigear " display hesitation in answering (1), and 
add that the Exhibition would have been more successful . 
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for all, if the gangways had been double the width. 
Inquiries were received from people actually interested in 
switchgear. Doubtful as to the after-effects of the 
Exhibition. 

“ Switchgear, Meters, &c.," report success. The Exhibition 
attracted a very great many people to Mancheater who would 
not otherwise have visited them. Inquiries and orders were 
unimportant, owing to the fact that they were exclusively 
for the small details of their manufactures. After- effect 
must be good. 

* Dynamos and Motors " reply that they are very pleased 
with the results, the Exhibition having been a greater success 
than they anticipated. They have received a very large 
number of inquiries, not only from visitors to their stand, 
but also, they say, from firms who have evidently read 
accounts of our exhibits in the technical papers." Inquiries 
and orders for electrical machinery generally were received. 
They consider that the full effect will not be felt for some 
time after closing. As soon as trade revives, no doubt 
those firms who have exhibited will derive considerable 
benefit from their exhibits." 


FURTHER NOTICES OF EXHIBITS. 


Murday's Recorder. 


Messrs. Evershed & Vignoles, Ltd., of Acton Lane Works, 
Chiswick, London, W., bave sent us particulars of the Murday patent 
pen, which they were showing at Manchester, and which presents 
several novel features. Its inking mechanism is analogous to а 
drawing pen carried on knife-edges at the extremity of the index, 
with an axle perpendicular to the plane of motion (see figure). The 
chart, which is of the continuous-roll " type, passes from one spool 
up over a driving wheel of special construction, and down to the 
receiving spool on which the record is wound. The pen works on 


ARRANGEMENT or PEN 
Twice Fe Sire 


— 
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ме ON DRIVING — | 


CMA Fete 


UNUSEO CHART -- 


USED CHART. Omum 
ORIVEN BY semne 5 


~ 
ARRANGEMENT OF CHART 


Моврлуү RECORDER. 


the horizontal surface of the paper formed at the summit of the 
driving wheel; and since its motion is in a straight line, and not an 
atc of a circle as usual, the time lines on the chart are also straight 
lines, and the record has thus rectangular co-ordinates. | 

The pen сап be slipped out in a moment, cleaned instantly in the 
ваше manner as a dra wing pen, and reinserted—the whole operation 
being completed ia a few seconds. The friction on the paper is 
Uniform and very small. The contact does not depend on the level 
of the instrument, and cannot be disturbed by vibration ; and the 
record is thus perfectly uniform. : 

‘his movement is combined with an Evershed moving-coil indi- 
cating mechanigm of specially robust character, the forces being 


made very large. by a very powerful field and large moving ooil. 
The whole mechanism is enclosed in a cast-iron case of strong con- 
straction, easily opened, yet watertight when closed. The usual 
glass window allows of the inspection both of the position of the 
index and of the past record. Simple means are provided for the 
removal of the record when required; and the operation of insert- 
ing new paper rolls is very easily effected. The whole design is 
characterised by strength and simplicity. 

The shunts used with the iastrument have only ‘25 volt drop, and 
а new construction (due to Mr. Vignoles, who has applied for a 
patent) renders them very small for the load they carry. 


A. W. Richardson. 


Mr. A. W. Richardson, of Skew Bridge Works, Patricroft, near 
Manchester, had a stand in one of the side avenues, where a 
collection of enclosed and open-type arc lamps, together with 
accessories for workshop and general lighting, were on view. The 
lamps included were for from 2 to 150 amperes, aud among them were 
special lamps for electric plant culture. The other exhibits, which 
indeed formed the major portion of the goods displayed, consisted 
of various types of direct acting, high-pressure boiler-feed steam 
pumps, suitable for electric light station and other work, and 
varying from a small steam-car pump to one capable of feeding 
1,000 H P. 
National Boiler Insurance Co. 

In addition to numerous circulars and other literature, there 
were here attractively arranged a number of fusible plugs, and, in 
a show-case, a. variety of other patent appliances for the use of 
steam · users and inspecting engineers. 


Wilson’s, Ltd. 


Here and there in the Exhibition Hall were to be found exhibits 
which were placed there designedly to catch the interest-of the 
ordinary householder. One of these, which we should. say 
undoubtedly fulfilled that purpose, was the small stand of Messrs. 
Wilson's, Ltd, of St. James's Square, Manchester, where the low 
vacuum" cleaner, for extracting dust from carpets, &c, by air 
suction, aud worked by band, was on show. , 

The elec rical householder found a finer, and of course costlier, 
exhibit in the Rotary electric cleaner, which is operated by a 
tiny electric motor located. in its lower quarters, and taking the 
necessary current from the hoüse.circuits by means of а lampholder 
and flex. We had the pleasure of witnessing a demonstration of 
the abilities of this very convenient and portable apperatus (it can 
easily be wheeled wherever it may be required) in the collection of 
dust from carpet and upholstery surfaces, curtains, &c., and were 
muh impressed by it as au illustration of one of the manifold ways 
in which electricity is adaptiog itself as a labour-lessener for 
domestic3, and as an annoyance saver for mistresses in the up-to- 
date household. 

It is supplied with nozzles and cleaners for use according to the 
kind of service it has to perform, and with several pieces of tubing 
enabling any height or out-of-the-way corner to be played upon." 


| Morton & Co. 
This firm were catching the attention of the crowd easily by a 
varied collection of portable pocket electric lamps, and other small 
popular supplies of a like kind. 


Standard Metal Engraving Co. 

This exhibit consisted of a small office, on the walls of which 
were hung a number of framed show-cards, whereon were fixed a 
large number of metal name-plates for attaching to machinery and 
other manufactures. 


Messrs. J. J. Griffin & Sons. 


The Jupiter“ studio electric lamp was shown by this firm ina 
closed stand which served as a studio. 


Price’s Patent Candle Co. 


Tois was an admirably arranged display of a full range of the 
firm's oils for electrical and textile machinery, gas and oil engines, 
&c., also а Special soap for motorists and others who sometimes 
desire to remove grease and oil from their hands. We understand 
that a large amount of the machinery that was running in different 
parts of the Hall was lubricated with Price’s oils. 


Leecla Wateh Co. 
This company had a stand which proved popular with the public, 
showing a number of very moderate.priced ''Leecla" keyless 
patent lever non-magnetic watches. 


H. C. Slingsby. 

Mr. H. C. Slingsby, of Old Street House, London, E.C., had a 
collection of his patent trucks, steel-back extension ladders, 
Reliance extension step ladders, also other manufactures, including 
armature tracks specially designed for electrical works. 


R. Wood & Co. 


This firm (of В оп) showed, among other manufactures, their 
patent lubricator and force pump, which is their chief speciality. 


Thos. Robinson & Son, Ltd. 


This Rochdale firm of wood-working engineers had a good dis- 
play of motor-driven machinery, including hand-feed planing and 
surfacing machine, moulding machines, saw beuches and band saw- 
ing machine, mortising machines, tenoning machine, &c. 
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J. Bennett von der Heyde. 


This Manchester firm were exhibiting some useful bench tools— 
. viz., hand planer, shaper, emery-wheel grinder and disk grinder. 

The planer and shaper are very similar in design, and are both 
operated by hand; each will take a cut in all metals à in. deep at 
any angle, and plane a surface 10 in. x 73 in. with automatic feed. 
They are being used in many large engineering works for various 
. purposes. They may be carried about to work where power is not 
available, the planer only weighing 90 lb. This method supersedes 
the slow and laborious method of finishing straight work by chisel 
and file; the devices are easily and rapidly worked, and are 
useful to instrument and model makers, and as time and money 
savers to large shops. Fixed on a bench, the fitter is saved the 
trouble of taking his small work to the power machines, 


SHAPER BY BENNETT VON DER НЕҮРЕ. 
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Disk GRINDER BY BENNETT VON DER HEYDE. 


The shaper, which we illustrate, has a greater capacity than the 
planer, having a rise and fall table; it is also fitted with two 
V-blocks and suitable clamps to fix a shaft for keyseating. The 
travelling slide has a turned sbank attached underneath, which 
fits in a deep socket ; this enables it to swivel round to any position 
and execute work at any angle. A table vice is also supplied with 
the machine, thus making & complete equipment for almcst any 
small job. : 

The emery-wheel grinder is of the usual type, to carry two 
wheels, with large base tbat can either be screwed to bench or 
fitted to a pedestal and stand on the floor. The bearings are a good 
length, and the machine is of a design well suited to workshop use. 

The disk grinder has become an almost indispensable tool in the 
engineering shop. It has two disks, and can be screwed to the 
bench, and placed amongst fitters, is useful for polishing their 
work. The rests attached to each disk have radial movement, and 
will cant to suit angular work. | 

The firm were also showing Duval's metallic packing, steam 
traps and steam dryers, cok coverings for steam pipes, &. 


! Gént & Co. | 
This firm had some of their manufactures on one or two stands: 


For instance, the British Westinghouse Co. were showing their 
Parsons-Sloper secret intercom. telephones, which are claimed to 
afford absolute freedom from interruption and secrecy of conversa- 
tion between any two points in the system, although only ordinary 
single-line wiring is adopted. Central battery intercommunication 
instruments of the Regent” type, as adopted by the General Post 
Office, were also shown here. 


On the stand of Messrs, E. M. Evans & Son also there was an 
exhibition of the B.P. patent electric impulse clocks. These 
instruments are claimed to be accurate timekeepers, while every 
clock in the system shows the same time. The current for 
operating the clocks is so small that a battery of Léclanche cells is 
sufficient for any size installation for nine to twelve months. The 
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WATCHMAN's TELL-lALE CLock (Gant & Co.). 


PaSONS-SLOPER TELEPHONES. 


STANDARD РАТТЕВЯ. 


makers claim that there is no chance of a failure through lack of 
battery power, the timing of the clocks being independent of the 
strength of battery, and a warning bell giving ample notice when 
the battery is about to need replenishing. This system has been 
adopted for the Central Criminal Courts (O!d Bailey), London, and 
the Mersey Dock and Harbour Board; also by the North-Eastern 
Railway for large turret clockwork. Other exhibits included 
Gent’s dry ink-marking tell-tale clocks for checking the movements 
of night watchmen, asylum attendants, &c., such as are in use in 
most of the asylums ond many large works and warehouses 
throughout the country and in the Colonies. 


W. J. Bates & Co., Ltd. 


What proved to be a very live exhibit, and one that commanded 
considerable attention, was a new ‘1908 model” gas engine of 
25 H P., shown by Messrs. W. J. Bates & Co., of Manchester, who, 
we understand, are doing a very progressive business in this - 
It was driving by belt, at a ress of 850 в.р.м., a compoun 
dynamo. A 25-н.р. suction gas plant was also to be seen here. 
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J. P. Hall & Co., Ltd. | of motors ranging 08 22 8 150 B. H. 7. The series wound 
| reversing motors on show were of substantial design and appearance 
In our last issue we referred briefly to this firm’s exhibit at the and we understand that Messrs. Hall make a epeciallty of these 


Exhibition, mentioning that on their stand were shown a number motors for crane, hoist, machine tools, shipyard machinery, &. 
A 90-в.н.Р. machine was equipped 


with their new type magnetic brake. 
These brakes are specially designed 
for use with the hoisting motors of 
electric cranes, and on shipyard 
bending rolls, and similar purposes 
where sudden stopping or reversing 
of direction of rotation is necessary. 
The brake will be understood by 
reference to the sectional view 
given; it is of the electro-magnetic 
type, the magnet coil being contained 
in a circular cast-iron box fitted to 
the back end plate of the motor. 
Severa) metal disks are mounted on 
a sleeve keyed to the motor shaft ; 
the disks being secured to the sleeve 
by feather keys, so that they are free 
. to move laterally. Between each 
pair of these revolving disks there 
js a atationary cast-iron plate loosely 
carried on four studs projecting from 
the motor end plates. The revolving 
and stationary disks are separated by 
fibre friction plates. The magnet 
coil is connected in series with the 
motor armature circuit, and when 
the current is cut off, the disks are 
pressed together by means of four 
spiral springs, so that the armature 
is unable to revolve. When the 
current is passing, the brake magnet 
is excited and attracts one of the 
stationary disks, aud in so doing 
removes the pressure of tbe spring 
from the others so that tbe disks 
keyed to the armature 
shaft are free to revolve. 

As mentioned previously, 
an attractive feature of 
their exhibit was two ring 
spinning frames driven by 
one of the firm's latest 
type three-phase induction 
motors, of 15 в.н.р. at 
725 R.P.M. Аз shown in 

| 0 our view, the motor was 

S mou LU Hh por OS SSS GE] m m. | ! placed between the two 
—— - | — | Д XI. frames and coupled to 

| them by two Hele-Shaw 
clutckes. The motor is first 
started up separately, во 
that no great starting 
torque is demanded, and 
the frames are then gradu- 
ally brought up to speed by 
means of a special hand- 
wheel and cam arrange- 
ment, to start each side 
slowly, and a lever to 
throw the clutch out of 
gear quickly. Ths ring 
^ spinning frames are of 
® 4 T) 2 < | Messrs. Platt Bros,’ manu- 

- д M Ф: p facture, and are for spin- 
. ning warp yarne. 

Another view shows the 
parts of Messrs. Hall’s 
standard pattern three- 
phase induction motor with 
squirrel-cage rotor, which 
| we understand is being 

— supplied in large numbers 
г. ЫЫ д Ре | for driving various kinds 

=> СТЕ | ме of machinery. 

* 


dt A * | The armature of a 300- 
a ala жы: i KW. direct-current dynamo, 
7 T X 


THE HALL. STANDARD INDUCTION MOTOB, BEFORE ASSEMBLING. 
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E * which was exhibited, bad 
Enn a most substantial appear- 
[mad A a. 12 ance, and the general 
| "UN E design throughout clearly 
A. showed the sound engi- 
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neering lines in construc- 
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ES AR | | 
— — (. wound reversing motors 
— og shown, of 50, 30 and 294 

B. H. P., are very compact 
machines, with which the 
firm have attained con- 
siderable success. We also 
illustrate the motor with 
the end cover removed. 
This cover is fitted by 
means of bayonet socket 
fitting, very easily removed 


15-в,н.Р. HALL Impvotion Motor, Daiyma Two Ring Spinning FRAMES. to gain access to the 
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armature or brush gear. We understand that the firm have built 


over 3,000 of these motors, having an aggregate of over 34,000 в.н.Р. 
Messrs. J. P. Hall & Co. are contractors to the Admiralty, War 
Office, India Office, Crown Agent to the Colonies, G. P. O., and the 
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pulley inserted between, avoiding the use of keye. The brake 
blocks are pulled on to the brake pulley by powerful duplicate 
springs, and are released by means of ironclad electro-magnety, 
which are compound-wound in series with the compound field 


HALL TorALLY ENCLosED REVERSING CRANE Motor, \үїтн Enp-Cover REMOVED. 


inci British and Foreign Railway Companies. Their works, 
1 been specially built on modern lines, are situate close 
to Werneth station, and occupy over 144,000 sq. ft. of floor space. 


The Keighley Electrical Engineering Co., Ltd. 


ineers and others interested in electrical lifts were 

nau ашыцыз by the “ Keighley” lift-gear, shown on stand 

No. 262 by MESSRS. JOHN CoLLIERB & Co., who hold the sole rights 
| Lancashire districts. "m 

ofthe nis exhibited was precisely that which is used for 

operating a bigh-speed passenger lift, for which an interpole motor 

rated at 74 в н.р. for intermittent use is employed. The normal 
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CONNECTIONS FOR Слов duse CON TOL, KEIGHLEY ELECTHIC 
IFT, 


otor on the maximum field excitation is 400 R. P. x., 
ee to a travel of the cage at the rate of 100 ft. per 
minute, and the maximum speed 800 в.р.м., equal to a cage travel 
of 200 ft. per minute. The motor and worm shafts have solid forged 
half-couplings on each ; these are bolted together with the brake 


winding of the motor, and have only m in. of an air-gap for the 
complete release of the brake. | 

The system of control (Hindle's patent) may be adapted for 
either hand-rope, cage-switch, or push-button control, the arrange · 
ment exhibited being for switch in cage. The direction of travel” 
is obtained by means of a controller of the tramway type, actuated 
by a double solenoid, the magnetic core of which is furnished with 
a rack, gearing into a pinion on the controller spindle, and rotating 
the same in either direction as desired, through an angle of about 
90°. The circuit is actually closed, after the operation of the 
reverser, by а multiple-contact starting switch, also operated by а 
solenoid, which pulls the starter rapidly on to the first contact, the 
remaining portion of the travel being retarded by an air dash-pot. 
After the armature resistance is cut out (during which opers- 
tion the field excitation of the motor isa maximum), the starter 
introduces а resistance in the motor shunt, increasing the speed to 
the desired amount. The starter itself is provided with six carbon 
brushes, so connected that there are three parallel paths available 
between the two series of hard-drawn copper contacts to which the 
starting resistance is connected. 

The master switch in the cage is connected to the controller proper 


by a five-core flexible armoured cable, and is provided with three 


points or positions on each side of the “off” or central position. 
In starting, 


this switch may be turned over to the full-on position 
instantly; and the various operations described, the rotation of the 
reverser, the cutting-out of armature resistance, and the reduction 
of the motor field, follow in their proper sequence. When 
approaching a floor, however, the cage switch may be returned 
from the third to the second position, which has the effect of again 
building up the motor field and reducing the speed to one-half the 
maximum. Returning the cage switch to the firet position permits 
the starting switch to return to zero, first reinserting the armature 
resistance in circuit, and opening the circuit at the carbon contacts 
before mentioned, which, at the moment of rupture, are arranged 
to give a multiple-series break, the arc being divided into six 
distinct portions of negligible amount. However, the method 
employed of reducing the speed of motor, and reinserting armature 
resistance before breaking the circuit, usually allows this to be 
done without visible arcing; it is only when the cage has to be 
moved a very short distance, and, in consequence, the starter 
brought on to the first contact and off again rapidly, that any 
visible evidence of the rupture of current appears, and this the 
multiple-series break adequately deala with. 

At this point in the operation of stopping, with current cut off 
and the cage switch in the first position, the reversing controller is 
still on, and the motor may continue to run very slowly, merely 
by its own momentum, the connections being such that it excites 
its own field coils and brake magnets. The return of the cage 
switch to the off position induces a similar action on the part of 
the reverser, throwing a duplicate resistance across the armature 
terminals, which has the effect of absorbing the momentum of the 
armature itself and also of absorbing the remaining shunt excitation 
of the motor and brake coils. Practically all speed having been 
taken out of the armature by electrical means, wear and tear of the 
break blocks is avoided, as the latter are not applied until all 
motion practically ceases. 


A diagram of the connections for cage-switch control is appended, 
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from. which, in conjunction with the foregoing description, the 
flexibility of this system of control for lifts of all descriptions may 


be appreciated. 
Messrs. Collier also showed a variety of plant and apparatus, and 


materials of interest in connection with installation work, electric . 


lighting, heating and cooking, &c., these including a Crossley com- 
bined petrol engine and dynamo, battery, switchgear, &o., suitable 
for a small isolated installation. 


International Winding Co. 


This was an interesting exhibit to all interested in cable and wire 
covering and manufacture, the firm being specialists in the produc- 
tion of machinery for insulation winding, also magnet coil winding 
machines. The style 5-19 multiple and the ''Multi-Multiple " 
machines were among those shown. A number of well-known 
cable makers and electrical manufacturers were named to us as users 
of the above macbines. 


Philipson & Co. 


This Bolton firm had a stand in one corner of the Hall, where 
their electric tramcar lifeguards for both front and side use were 
on view, ready for demonstration as required. The car-end 
exhibited was fitted with their automatic rising step. The firm 
also showed their machine for cutting circular brushes, and their 
flat stripping brushes for use in textile works, as well as their motor 


non-skid. 
Aerators, Ltd. 


This firm exhibited a collection of finished castings, also 
“ Prana non-rusting plaited hose covering. 


Brunner, Mond & Co., Ltd. 


The stand of tbis firm consisted of a well-arranged display of 
muriate of ammonia, voltoids, zinc, cadmium, metal, salamac, &c. 


A. Hirst & Son. 
The Crescent electric coal-cutting machine was the feature of 
‘this firm's exhibit. 
Dowsing Radiant Heat Co. 


This firm's exhibit perbaps interested the general public more 
than the electrical engineering visitor, who is already pretty 
familiar with the Dowsing system of light and heat cure treatment, 
" Solarium ” baths, electric radiators, &c. 


Hacking & Co. 


This Bury firm were exhibiting а 40-in. patent concave plaiting 
machine, driven by an Aston electric motor (3 H..). We under- 
stand that the firm is doing a good deal of work for textile fac- 
tories tbat are electrifying. 


Ripolin, Ltd. * 


This exhibit was a large and effective display of enamel paints 
for all purpot es, including, of course, electric standards and 


chinery. 
di Pritchetts & Gold. 


This firm’s exhibit occupied part of the same stand ав the 
Heatley-Gresham Engineering Co., and it consisted of some of 
their accumulators on two tiers. 


Supplies, Ltd. 


These radiators with their meter at foot were on view—tbe 
various designs have already been made quite familiar to the 
reader. We understand that all difficulty regarding obtaining the 
meters has been completely overcome. 


R. O’Brien & Co. 


This ‘electrical contracting firm had a display of many things, 
and one's difficulty was to make a selection of things that ought to 
be named. One interesting feature, however, was a board whcreon 
one could judge for oneself the merits of the E. M. F.“ Manu- 
facturing Co.'s metal-filamert lamp in comparison with other 
makes. A very small two-sided petrol engine lighting set on one 
bedplate, sufficing to light 8 — 16-0 P. 25-volt lamps running 
direct, such as is being put into shooting - boxes. &c., by the firm, 
was in evidence; also an electric geyzer, of wh.ch the trade will 
hear more later on. 


Thomas Larmuth & Co., Ltd. 


This firm (Salford) are specialists in machinery for the manufac- 
ture of electric wires and cables, and they showed a display of 
photographs illustrating wire-winding, strandirg and covering 
machines, rubber and gutta-percha covering machines, braiding ard 
lapping machinery, and other such manufactures which are already 
familiar to many of the leading wire and cable makers in this 
country who are using them. 


ҮҮ. Н. Roy & Co. 


This Manchester firm's speciality is, as many power station men 
already know, condensing and water-cooling plant. The exhibit 
consisted of models and illustrations of the construction and parts 
of their “ Roy " patent cooling stack, water-cooling apps rat us, 
exbaust steam oil separators, and exhaust head silencere. 


Some conduits and fittings by Messrs. J. Birch and Sons were 
present on the stand occupied by Mr. D. C. Bate. 

A show-case displaying a quantity of steel bars formed the 
exhibit of the Executors of Jas. Mills, Ltd. 


A very effective exhibit, calculated to thoroughly interest every 
engineering visitor, as well as the Lancashire public, was the patent 
“ Auto” stoker and automatic coal-elevator shown in operation by 


‘the Auto-Stoker Co., of Ashton-under-Lyne. 


Wm. Mycock, of Manchester, was showing an electrically-driven 
whaleback sewing machine, also an electrical lamp printing 
appliance, 


OUR LEGAL QUERY COLUMN. 


{Questions addressed to this column should be written on one side 
of the paper only.] 


" FoucAULT" writes :—'' (1) Supposing that certain of a consumer's 
lamps are inadvertently connected so that current supplying them 
does not pass through the meter, can the supply company legally 
claim an estimated consumption, even if the period should run into 
years? (2) Can a supply company claim for units used, but not 
recorded, on account of slowness of the meter ? " 

*," He who undertakes to prove the incorrectness of a meter 
undertakes a difficult task, because the Legislature has decreed 
that, subject to a certain exception to be presently mentioned, the 
register of the meter shall be conclusive evidence, in the absence 


of fraud, of the value of the supply. The exception is that if any 


difference arises between any consumer and the undertakers as to 
whether any meter, whereby the value of the supply is ascertained 
(whether belonging to the consumer or to the undertakers), is or is 
not in proper order for correctly registering that value, or as to 
whether that value has been correctly registered in any case by any 
meter, that difference shall be determined, upon the application of 
either party, by an electric inspector to be appointed by the Board 
of Trade, and that inspector shall also decide by which of the 
parties the coste of and incidental to the proceedings before him 
shall be paid, and the decision of the inspector shall be final and 
binding on all parties. 

The law is different in the cases of gas and electricity meters. 
In the case of gas, the register is only prima facic evidence; and 
where a new meter registered three times as much as a former 


meter had registered for five years during the corresponding 


quarter, Judge Rentoul, K.C., in the City of London Court, held 
on the facts that the register of the meter was not conclusive 


evidence. 
In the circumstances, we do not think that, upon the facts 


suggested, the company could claim for arrears, but the point bas 
never been definitely decided. 


PROCEEDINGS OF INSTITUTIONS. 


Tungsten Lamps. 


THE last paper read before the Institution of Electrical Engineers 
in London, at the close of last session, was one by Mr. H. Hirst, on 
the subject of recent progress in tungsten metallic-filament lamps. 
The author commenced with a brief summary of the bistory of 
metallic-filaments, from the early attempts to meke them of 
platinum, to the invention of the osmium lamp by Auer von 
Welsbach, by which the latter made amends for the blow he had 
inflicted upon the electrical industry by the invention of the 
incandescent mantle. Unfortunately the osmium lamp, while it 


` bad a high efficiency and long useful life, could not be made for 


pressures exceeding 77 volts. The tantalum lamp marked a further 
step in advance, though it was limited to 110 volts, and could not 
be used generally on a.c. circuits; but the introduction of tungsten 
rapidly followed, before the tantalum lamp had become firmly 
established. 

Many years ago, Lodyguine had proposed to coat a core of 
platinum, silver or carbon with one of the highly refractory metals, 
but he failed to eliminate the core; tungsten could not be drawn 
into wire, owing to its want of ductility, but in 1904 Dre. Just and 
Hanaman patented a method of manufacturing pure tungsten 
filaments by incorporating the powdered metal into a paste with 
organic binding media, which were afterwards removed. The 
Deutsche Gaeglühlicht Aktiengesellschaft (the Auer Co.) in the 
following year patented another process, and since then a largo 
number of patents bad been granted to these inventors for improve- 
ments in the processes of manufacture. The fundamental patents 
above mentioned, with a third granted to Drs. Just and Hanaman 
in 1905 for a coating“ process, said the author, appeared to protect 
the processes according to which tungsten filaments could be 
manufactured commercially at the time of writing. A number of 
other inventions, by Heany, Kuzel, the Britieh Thomson-Houston 
Co., and Zerning, were also briefly outlined in the paper, but the 
author expressed the opinion that the Deutsche Gaselublicht 
Aktiengesellschaft and the Just and Hanaman patents alone had 
during the last two years produced commercial and useful lamps. 

The name adopted by the Auer Co. for the first commercial 
tungsten filament lamp was Osram; this filament was manu- 
factured by preparing from the metals employed, in the most 
finely divided form, a paste with gum, dextrine, &c., of the con- 
sistency of putty, which was squirted through a fine orifice in a 
diamond, under a pressure of several tons per square inch. The 
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thread thus obtained was formed into filaments and heated, with of these lamps would bring about an increase of 100 per cent. in 
the air excluded. The filamenta could then be held in metal the unit adopted for electric lighting. Carbon lamps of 16 c.p. would 
clamps and raised to a high temperature by the passage of an electric be replaced by 25 to 35-watt tungsten lamps, while where a low 
current, which caused the filamente to sinter, in the presence of illumination was required, carbon-filament lamps of 23, 5 and 8 ср, 
gases which chemically attacked and removed all the constituents would be employed. Thus the new lamp would not decrease the 
of the binding medium, leaving only the pure metal. Similar current consumption of existing consumers to the extent antici- 
filaments could be made of osmium, but the Osram filament would pated, but would lead to а large increase in the amount of illumina- 
stand a temperature at least 100° О. higher. In making an Osram tion, and the increased load from new consumers would more than 
filament for 120 volts, 22 to 27 C. p., with an efficiency of 1'1 watts make up for the decreased consumption of existing ones. This 
per candle-power, а jet 0055 mm. in diameter was employed, which had been proved correct by Mr. C. P. Sparks, Mr. A. H. Seabrook 
shrank to 0:050 mm. when dried, and this was further reduced in and others. 
tbe sintering process to 0:030 mm., the length being at the same The lamps could now be supplied to burn in any position. The 
time reduced. The heating process was controlled by the operator, increased cost of the lamps, as compared with carbon lamps, was 
with the aid of a voltmeter and an ammeter; tbe current increased soon wiped out by the saving in energy. Breakage in bulk had 
rapidly at first, and then attained to a constant value. The filament been a negligible quantity from the moment when it was under- 
so made was brittle, but could be bent into a loop of 1 cm. diameter stood how to pack the Osram lamps. As for blackening of the bulbs, 
without breaking, afterwards returning to its origiual form. The if this occurred at all, it was usually at a very early period in the 
ends of the filament were attached to the leading-in wires by life of the lamp, and was generously dealt with by the makers, 
melting the ends of the latter with an eleotric arc into globules, The data given below had been obtained from life tests by 
which held the filament securely. The lamp was exhausted in the independent authorities. 
ordinary way, but the process took longer, on account of the slow Test No. I was made on an ordinary a.c. circuit, with a variation 
escape of the gases occluded in the tungsten filament. of voltage of about 3 per cent. Out of 12 lampe, 9 gave a life of 
The Just-Wolfram lamp of Drs. Juet and Hanaman was made on 2,000 hours, with a 20 per cent. drop in candle-power, the first 
the coating process, ordinary carbon filaments of very small failure occurring at 900 hours. In the second test, 9 lamps were _ 
diameter (0:02 to 0:00 mm.) being heated in an atmosphere of still good at 3,350 hours, when their average candle-power was 70 
volatile tungsten compounds and Ьу drogen; the latter reduced the per cent. of the initial o P.; it would be seen that it paid to run 
metallic compounds, depositing the metal on the carbon filament. these lamps to the limit of life. 
Next the filaments were heated in rarefied hydrogen to incandes- The tantalum lamp gave a much less favourable result, and the 
cence, when the carbon combined with the tungsten, forming a saving due to Osram lamps compared with the average English 
carbide, the filaments at this stage becoming tubular and presenting carbon lamp was 60 per cent. Figures for Osram lamps uted for 
a glittering white metallic appearance. Lastly, the carbon was street lighting, supplied by Mr. C. A. Blascheck, Canterbury, 
eliminated by heating the filaments in an atmosphere of hydrogen showed an average life of about 1,800 hours, more than halt of the 
and a little steam. The filaments were fixed tothe leading-in wires lamps being still in use when these data were compiled. 


by means of a paste of tungsten powder, and tar or gum, which Osram lamps had been standardised for 25-volt circuits at 10 
was heated to redness before heating the filament in the bulb. The and 16 E. o. r., taking about 10 and 16 watts respectively. Special 
filaments appeared like drawn wire, and remained tubular in transformers had been designed for use with these, the iron losses 


section; otherwise, they were practically the tame as those made in which amounted to only 5 watts for an output of 300 watts. 
by the paste process, and had the same characteristics. Such lamps Examples were given in the paper, showing that with such a trans- 
would burn for 1,000 to 2,000 hours with a consumption of about former, using 19 lamps of 16 c.P. as & maximum load in a house 


1 watt per candle, without any appreciable falling off in candle- fitted with 25 lamps, the total saving of ‘energy at 4d. per unit as 


power. Of all the metals tried, only tungsten gave this long life. compared with carbon lamps amounted to £6 4s. 9d. on a yearly | 
It had not been found commercially practicable to standardise bill of £9 108. with carbon lamps, burning 500 hours per yesr—a 
metallic-filament lamps per candle-power. saving of 65 per cent. Setting against this the cost of renewals, 


Compared with carbon filaments, the Osram filament had a sur- the saving was reduced to £4 6s. 7d. on a bill of £10 16. 10d. for 
face of 2 sq. mm. per Hefner o.P., or 1°8 sq. mm. per watt supplied, ^ carbon lamps, or 43 per cent. The cost of the transformer would 
while the carbon filament had 5'5 sq. mm. per H. 0. P., and 1:57 sq. mm. be about £2 28. 
per watt. | Central-station engineers objected that the iron losses were so 

Thus, the Osram filament radiated only 87 per cent. of ће energy small that they would not keep the meter running, so tbat the cost 
radiated by an equal surface of carbon, but gave 275 per cent. of ol the iron losses was borne by the station; but the losses could be 
the light given by the latter. It followed that the radiating power charged for, and the author suggested that the engineers should 
of the Osram filament was very different to that of carbon, and supply the transformers and charge the consumers at а slight 
enabled it to be run at 1:1 watts per H.c.P. at a temperature about increase per unit to cover the losses and the capital expenditure 
950° C. above that of a carbon filament burning at 35 watts involved. 
per H c.P., that is, 100" C. lower than a carbon filament would have There was also a large field for these low-voltage lamps in con- 
to be run to give the same efficiency. Further, the tungsten fila- nection with isolated installations, the cost of the generating plant 
ment had a high positive temperature coefficient, and the light being reduced very largely, as the maximum load would be 
emitted by it varied only as the 3:6 power of the voltage, or the diminished by about 3} to 1, and the fire risks would be also 
23 power of the wattage, whereas the light of the carbon filament reduced. A similar reduction in capital cost could be effected in 
varied as the 6:3 power of the voltage, and the 3°0 power of the designing plant for the many emall towns and villages yet to be 
wattage. Thus, the former was much less affected by a change in supplied with electrical energy. 
the voltage. i 

High-voliage lamps of the Osram type were as good as the low- 
voltage lamps, but could not be produced for small candle-powers ; 

40 to 50 ор. was the lowest obtained, and some extraordinary dis- 

covery would have to be made before that candle-power could be The Progress of Electrical Design. 

largely reduced. It would be necessary, therefore, for private 
houses and small spaces, to run lamps in series, and elaborate THe opening meeting of the session of the Manchester Section 
arrangements had been made at the Osram Works for testing lamps of the Institution of Electrical Engineers was held on Friday 
for this purpose ; they were tested to ‘01 ampere, and so out in evening, October 23rd, when Mr. Miles Walker delivered bis 
fiveto seven series, the reference numbers (say, 28 to 38) on the inaugural address. The Chairman first referred to the prominent 
caps giving the number of milliamperes consumed. On А.С. part played by Manchester in the history of electrical 
systems auto-transformers could be used. engineering, from the work of John Hopkinson (the father 

Regarding the effect of metallic-filament lamps on supply of scientific dynamo design) to the present enormous output of 
systems, the author pointed to the experience of the gas companies dynamos and motors, switchgear and cables from the district, which 
with the Welsbach mantle, and expressed the opinion that the use also possessed the largest municipal electricity supply station in 


Lire TEST RESULTS. 


| Btarting. | | Cos: per 1,000 c.P.-bours. 
No. Cost : --..-., .,Effieeienoy| No. Dura. Average | 5 
; Tested b i f | ti f! ful Mean Average — —. 
а а йо: = d Watts. c. v. W. c. r. aana pe ! “fe. 88 | c. r. hours. Renewals. (пету ак Total 
ru EM puc %%% ee eee сы 272 Me ee e ОПРЕ СЕЕ. Pts, gees tates = И [eM 
Low voltage. | | Hours. Hours. | W. /c. r. d. | d. | d. 
I Osram 48d. Faraday House : 957 | 36:3 . 099 12 2,000 1,520, 112 48,700 0:98 | 4°48 546 
IL | Osram 48d. / Westminster Testing] 33.9 297 199 12 1,500 1,360 1:29 36, 600 191 | 516 647 
III“ Osram 48d. Laboratory | 12 3,350 | 2,850 1°42 | 70,800 0:67 568 6 35 
III | Osram 48d. T. R. Charlottenburg | 347 | 10° 112 ? | 1,000 | 1,000 | 111 31,100 1:54 444 | 598 
IV | Osram 48d. Robertson E. L., Ltd. 350, 277 1°26 6 1,800 | 1,20 136 | 45,600 106 5'4 6:50 
V | Wolfram 48d. Robertson E.L., Ltd. 380 307 | 124 2 1,000, 1,000 1'27 | 28900 1:66 508 | 674 
VI | Tantalum | 331. Westminster T. L. 39'1 | 22:0 | 178 6 1,000 700 1°84 15,000 2:19 736 |955 
VII | Carbon | 12d. — 590 187 3˙15 10 | 1,000 | 1,000 | 3°25 18,000 0°67 13:00 [1367 
High Voltage. | | : | | 
VIII, Wolfram 90d. Robertson E.L., Ltd. | 634 | 537 | 1:18 10 880 720 112 49,500 212 | 448 | 6°60 
IX | Carbon 12d. — 68˙0 189 36 10 1,000 | 1,000 395 | 18,200 0:66 | 1580  |1646 
| | | : | — 


Nors.—For the purpose of comparison, all the above results have been expressed in terms of the“ Hefner” unit of candle- power. 
* This is a continuation of Test II to 3,350 hours to show that it pays to burn Osram lamps to the limit of life. 
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this country, and supplied energy at a steadily decreasing price. 
The matter of cheap supply was of vital importance to electrical 
engineers ; the price had been brought to a critical point, and if it 
were reduced but а little more, a vast field of supply would be 
opened. The average cost per unit generated for lighting and 
power for the whole kingdom last year was as high as l'l4d. per 
unit; but this included many small stations working under diffi- 
culties, and the cost in large modern stations with cheap coal supply 
was much lower; it had been falling forthe last five years, and 
was still falling. In London the cost of bulk supply was esti- 
mated at 28d.; they might take 35d. for Manchester as a possible 
future cost, with a load factor of 30 per cent. The allowance for 
interest and sinking fund had fallen as low as 55d. per unit, but 
still made a large addition to the cost; fortunately the capital cost 
of exteneions was very low, so that they had in sight very low 
prices for electric power. 

Taking an all-round figare of 34 per cent. for depreciation, and 
4 per cent. for interest, it was found for the whole country that 
the capital charge amounted to 1:45d. per unit, so that even if the 
works cost were reduced to 25d. the companies could not charge a 
less average price tban 14d. per unit. Thus, where competition 
was possible, à new company with small capital could undersell an 
old one. 

Progress in design had helped to make a little capital go a long 
way. The steam turbine, improvements in electrical machinery 
and materials, improvements in cables and in the lay-out of plant, 
and the marshalling of consumers so as to keep up the load 
factor, had all tended to economy. The capital cost of some power 
schemes іа the past had been £120 per kw. installed; the average 
was over £75, but in the near future complete systems would be 
equipped at a total cost bstween £20 and £35 per xw., and the 
generating station might cost as low as £12 per kw. For example, 
on the basis ot the recent extensions cirried out at Manchester by 
Mr. Pearce, the generating machinery and foundations could be put 
in for £3 75; boilers, conveyors and ріріор, for £2 25; switchgear 
for £055; and allowing £55 for land, buildings and accessories, 
the total came to £12:05 per Kw, for the station. | 

The price of machinery had been rapidly falling, and the quality 
improving. Lantern views were shown, illustrating the great 
advances that had been made in a few years, in various classes of 
electrical machinery, the output having been increased by 40 or 50 
per cent. for the same dimensions, while the efficiency and other 
characteristics had been materially improved. А turbo-alternator 
frame, which in 1904 gave 1,250 K.v.4. as а two-pole 25-cycle 
generator, now gave 1,850 K т.л. as a four-pole 50-cycle generator, 
at 1,500 R. P. M.; but a 1,850-x.v.a. bO-cycle generator, running at 
3,000 R P. M., was now built of one-third the weight of the former, 
and witb an efficiercy 2 per cent. higher. Illustrations of modern 
stations were also contrasted with those of stations equipped 10 
years ago, showing the enormous changes which had taken place in 
the interim. Sub-station plant had similarly changed in character 
and efficiency. 

The D.o. turbo-generator had likewise advanced, and was now as 
stable as the old engine-type. A 1,000-кү. 500-volt p.c. turbo- 
generator with radial commotator was shown. 

Fature improvements might take the direction of reducing the 
heat generated in machines, or making better provision for carrying 
it away, the former being preferable. Improvements in the qaality 
of the iron used, and in the methods of workiog it, had greatly 
reduced the iron losses, particularly in transformers, enabling the 
Weight to be reduced one-half, and further advances migbt be made 
in tbis direction. Experimental research with this object ougbt 
to be carried out by some official technical institution. Heat 
losses through eddy currents in copper conductors had been reduced 
in recent machines, and air friction might also be lessened in high- 
speed machines. | | 

Various methods of carrying away heat had been adopted, and 
there was much scope for further improvement in this matter, as 
well as in the heat-conducting qualities of insulating materials. A 
thoroughly satisfactory insulator would do more than anything elte 
to cheapen electricity supply, and to increase the reliability of 
electrical plant, & feature of the first importance. 

A hearty vote of thanks was accorded to the Chairman for his 
address. A smoking concert followed, which was attended by a 
large number of members and friends. 


Institution of Civil Engineers. 


IN his inaugural address on Tuesday last, the Preeident, Mr. 
J. C. Inglis, dealt mainly with questions relating to transport, the 


fundamental importance of which to all classes he emphasised. He - 


eulogised the work of Brunel, pointing ont that much of it was 
to-day substantially unaltered aud highly efficient, while, in his 
55 for the broad gauge, he showed remarkable foresight. 

garding the question of competition in railway working, the 

resident deprecated the policy of encouraging competition, which 
must tend to depreciate the financial status and efficient perform- 
ance of such undertakings. Labour conditions were also of prime 
importance. Any attempt to raise artificially the remuneration of 
labour must retard the ultimate adjustment of the relatiors 
between capital and labour. Frequency of travel bad an 
important bearing upon the volume of traffic in a given 
distr ct, as was shown by instances quoted by the President, 
in which an enormous increase bad occurred in three years, 
Accuracy of gauge, he said, was the predominating factor in the 
Avoidance of oscillation on railways. The burden of regulations 
imposed by the Government upon British railways was mentioned 
аз а very important factor in the high cost of construction; the 


Light Railways Act was passed in order to cheapen and facilitate 
the provision of means of transport in agricultural districts, but 
had proved a failure, as only about 20 bond fide light railways had 
been built out of 180 ordera granted in 10 years since the passing 
of the Act. The development of road motor traction sometimes 
paved the way to the provision of light railways, and might prove 
an important factor in this respect. 

Tae work done by the Eogineeriog Standards Committee, the 
provi-ion of a new home for the Institution, and tne increase in 
the efficiency of the Institution, were also dealt with by the 
President. 


NEW WATER-TUBE BOILERS. 


WE recently bad the pleasure of visiting one of the largest 
boiler manufacturing wo'ks in this country, which has an 
output of about one boiler per day throvghout the year. 
Hitherto, the bulk of these boilers have been of the shell type, 
of various descriptions, but the firm bave also manufactured 
water-tube boilers of several designs for some time past, and 
are now arranging, in alliance with the Water-'l'ube Boiler 
and Engineering Co., of 11, Qucen Victoria Street, E.C., to 
produce horizontal water-tube boilera of the general type 
shown in the accompanying illustrations. 

The works in que-tion, which a'e situated at Oldbury, 
Birmingham, are fully equipped with modern plant 
for the manufacture of these boilers; they are provided 
with a central electric generating station, from which power 
is supplied to the machines and cranes, which are all driven 
electrically. "The cranes range in lifting power from 5 to 
50 tons, and the machine tools installed are of great siz? and 
power. Horizontal rolls to bend pla'es up to 19 ft. 6 in. 
wide; vertical rolls bending plates in the cold up to 


N^ VIEW SHOWING IuPROvED CRcss-Box. 


10 ft. 6 in. wide x 1j in. thick; planing machines 
for flat plates 30 ft. long, and special circular hori- 
zontal planing machines taking up to 10 ft. diameter by 
10 ft. 6 in. wide; multiple drilling and boring machines, 
for drilling holes in shell and drums when the plates are in 
position; hydraulic riveting machines, portable and 
stationaty ; pneumatic and electrical drilling, expanding, 
caulking and riveting tools and hydraulic pre:ser, some with 
intensifiers up to 13 tons per sq. in.—all there are to be found 
in the works in plenty, and they are not allowed to stand 
idle. Bituminous gas producers provide gas for heating 
furnaces, and a large water-gas plant is used to heat materials 
for welding without injury, the gas being compressed for this 
purpose. | 

It will be seen that the equipment of the works for 
boiler making is well up to date. As regards the new boiler 
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which is being made for the Water-Tube Boiler Co., this is The ends of the drums are pressed and flanged in special 
similar in general design to a pattern well known and widely dies at one heat, including the pressing-out of oval шап. 
used in electricity works. holes, The riveting of the drums, cross-boxes and blocks 
| to receive the fittings is done by 
hydraulic machinery ; and the parts 
above mentioned are all fullered, 
caulked, fitted up, and tested to double 
the working pressure by hydraalic 
pressure. 

The headers are in many cases made 
from very thick solid-drawn rectangular 
tubes; when they are welded they are 
heated by water-gas, and the weld is 
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y 
^ made by pulling them through rolls 
yy} , with a gpecial hydraulic welder. They 
1 are loaded and heated in a gas fur- 
41 nace, and are pressed into à staggered 
4 | ^ form at one heat under a hydraulic 
a) — == х 1 / press with special tools. They are 
zi x | = 7 then taken to the machine shops, where 
gi d : — multiple boring machines rapidly bore 
r r the holes for the tubes and the cap 
a | ber Wan are fac 80 ни make 
„ | | УРА с> a perfect steam-tig t joint. The caps 
22 ните e TS кана ате so designed that a joint can b 
SL PRs К ЫА LN Lt tet AA a I ЧИ ФАР eras made on the inside as well as the 


outside of the header, a very important 
consideration, as the joint is held tight 
by the steam pressure, instead of de- 
pending upon the bolt as it does when 
the joint is made, as is customary, from 
the outside. These features are shown 
in the illustration, which we give 
herewith. 

The tubes are made of the best solid- 
drawn steel, expanded into the header 
with an electrically-driven tool, s0 that 
the same pressure is exerted in ex- 
panding each tube. All sections ar 
tested by hydraulic pressure before 
assembly. The furnace doors ate 

ressed out of a solid plate, and are 
carefully fitted; being of wrought-iron, 
they are obviously both strong and 
light. 
The boilers are fitted with hand- 
fired or mechanically-fired furnaces, 
the chain-grate stoker being favoured ; 
the latter, with a properly-onstruct 
firebrick arch, gives perfect combustion 
and high evaporative efficiency. 

The firm strongly recommend the 
erection of the whole of the boilers Ш 
a special iron casing lined with firebrick, 
to prevent the radiation of heat and 
leakage of air. All the boilers are 
erected and assembled at the works 
before dispatch, and every Cate, Is 
taken to supervise the work during 
construction. 

In the design of the new patterns 
which are now being made, several 
important improvements have been 
introduced, which will make for 
increased efficiency and reliability. 
The trouble which has been experienc 
in the past through the defective 
circulation of water-tube boilers 
been overcome by the adoption 
headers and connections of m 
greater capacity than jus бү 
{0 ivi г freedom 

mary, giving greate boiler Ю 
View oF Borer IN Course or ERECTION AT THE OLDBURY WORKS. be forced without injury to the tune: 
the steam and water drums 81е um 
of extra large diameter, to provide 


| “ CONTINENTAL” ТҮРЕ OF WaTER-TUBE BOILER. 


L2u€ „АЦ cide a 


The steam and water drums are made from the best ample di i and to 
selected Siemens-Martin acid steel, the edges of all the plates PE ieri P S ын ee pe 

being planed, and the rivet holes drilled in position ; the The cross-boxes are of А entirely new design, 88 will be 
plates are bent in vertical rolls to the true circular ferm. seen from the illustration on aa 795; ample room 3 
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royided for access to the vertical tubes of the outside 
озек for cleaning, &c., thus removing а difficulty of long 
standing. Special attention has also been given to the con- 
struction of the furnace on approved scientific principles, so 
as to secure perfect combustion of the gases without detri- 
ment to the efficiency of the heating surface of the tubes. 

Another of our illustrations on p. 796 shows the 
** Continental " pattern of water-tube boiler which is being 
made by the firm for the Water-Tube Boiler Co. 
In this type, ав will be seen, the rear cross-box and 
the vertical tubes are entirely dispensed with, their place 
being taken by a large downtake, which connects the bottom 
of the drum to the mud dram. It will be seen that by this 
means the whole of the tubes are utilised for circulation to 
the maximum degree possible, for the water has to pass 
diagonally from corner to corner of the bank of tubes, and 
every tube is brought into action, instead of the circalation 
being short-circuited in some, and sluggish or even reversed 
in others. Provision is made for cleaning the bottom of the 
downtake. 

Modifications have also been made in the design of the 
steam and water drums. As the figure shows, a compartment 
or trough below the water level is cut off from the rest of the 
water space by a partition near each end of the drum. The 
feed water is introduced into this space, while the uptake 
from the front headers is brought up over the top of the 
partition, above a horizontal shelf, in such a way that the 
hot water rising from the tubes does not mingle with the 
entering feed water, but forms a layer on the top of the 
latter. The hottest water similarly passes over the rear 
partition into the circulation, by way of the downcomer pipe, 
so that uniform and rapid generation of steam is ensured. 
It will be noticed that a blow-off pipe is provided at the 
rear end of the trough, by means of which the sediment 
thrown down by the feed water can be blown off without 
passing into the circulation. The drawing shows an ordinary 
type of superheater fitted to this boiler. 

The foregoing does not exhaust the list of improvements 
effected or contemplated in the design of the boiler, but will 
serve to show that the projectors of the Water-tube Boiler 
Co. are determined to depart from the beaten track, and to 
place on the market a boiler designed in accordance with 
the most approved principles, retaining all the features 
which experience has shown to be advantageous, and intro- 
ducing new ones where experience bas equally demonstrated 
the necessity of improvement. Mr. A. H. Spearing has 
been appointed managing director of the company, and Mr. 
A. Venning is the chief engineer ; both of these gentlemen 
are 80 well known in connection with the boiler-making 
and steam engineering industry, that any comment on their 
capabilities would be not only superfluous, but impertinent. 
The progress of the company will be watched with the 
keenest interest by central-station engineers and others 
interested in boilers. 
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BUSINESS NOTES. 


Signs of Trade Revival.—Mr. Alfred Herbert, head 
of the firm of Alfred Herbert, Ltd., engineers, speaking at a meet- 
106 at Coventry, ssid (reports the Westminster Gazette) that there 
were distinct signs of an improvement in trade generally, and 
whilst he doubted very much if trade would reach the high figures 
that it did some time ago, he believed we were on the verge of a 
‘steady improvement. Не saw indications of this in various direc- 
tions which pointed to that result, and as far as Coventry was con- 
cerned, the fact that new industries were coming into the city was 
an exceedingly good thing for the working population of the town. 


Receiver Appointed.— Mr. C. E. Bullock h:s been 
appointed receiver for the debenture-holders in the matter of the 

on Engineering Co., Ltd., of Fenton, and has taken possession 
of the assets charged by these debentures. 


Bankruptcy Proceedings.—T. J. РніРРѕ, 3384, High 

» Kilburn.—The public examination was held last week at the 
London Bankruptcy Court, of Thos. J oseph Phipps, who filed his peti- 
tion in order to avoid arrest under a committal order. In the course of 
his evidence, the debtor stated that in 1895 he patented an inven- 
tion for switching off electric lights by clockwork. He spent about 
= In exploiting his invention, and subsequently he was joined 
10 partnership by his brother-in-law, taking premises at 55, Chancery 
Lane. The switches were made for him in Germany, and cost 


- 


78. 9d. each, his sale price being £1 5s. He bad sold £150 worth of 
them. The partnership was dissolved in 1906, witness being dis- 
satisfied with the conduct of his brother-in-law. So far as he was 
concerned, the patent was a failure from a financial point of view. 
He gave up the Chancery Lane offices in 1902 and removed to 
Kilburn, where he had since carried on business as a watchmaker 
and jeweller. A creditor obtained judgment against him for £85 
in or about 1902, and he was ordered to pay 10s. per month. Under 
that judgment summons he had paid £25. He made default in 1907 
and filed his petition to avoid arrest. Witness attributed his 
insolvency to losses in connection with the patent. The examination 
was concluded. 


“Multum” Pocket .Lamps.—Messrs. WARD AND 
GorpsTONA, of Springfield Lane, Salford, Manchester, have sent us 
a couple of their recent pamphlets. One of these gives full and 
illustrated particulars of their Melitilite " electric cycle lamps of 
Viking,“ Standard,“ and Popular" patterns. The second pam- 
phlet is devoted to the Multum” pocket lamp, for which we under- 
stand a very large sale has been experienced and from which on 
one charge, 12 to 14 hours light may beobtained either continuously 
or intermittently. It contains the ‘Multum " dry accumulator in 
moulded ebonite case in one piece. It is claimed that there is no 
corrosion. In a house lighted electrically by po. the battery can 
be recharged by means of one of the firm's “ Indispenso charging 


sets which are also shown in the same pamphlet. We have 
tried one of these lamps of the bolt type switch kind with spring 
control and safety catch, and we have found it reliable and very 
serviceable—indeed, it is one of those things the usefulness of which 
one never fully appreciates until he has carried it about in his 
pocket for some time, making use of it every now and then on the 
many occasions necessarily arising in the experience of all of us 
whether as motoriste, cyclists, or householders, when it can 
demonstrate what an acquisition it is. In the accompanying figures 
we show the 2-volt accumulator and the completed lamp with the 
bolt-type switch. A slightly cheaper form has a sliding switch in 
standard case with leatherette covering. For a few additional 
pence a special ruby lense is supplied for photographers, as 
well as the ordinary prismatic lense. 


Catalogues and Lists, — Foster Arc LAMP AND 
ENGINEERING Co., LTD, Worple Road, Wimbledon. — Leaflet 
illustrating Foster's illuminated road signs for dangerous turnings 
and thoroughfares. Prices are stated for electric, gas, oil and 
acetylene signs. 

Tus Lonpon Exeorgic Fiam, Croydon.—New brochure (No. 
113) of 32 pages, in which appear half-tone views of places where 
the firm’s patented lowering gear is installed, ranging from the 
Houses of Parliament and the Royal Albert Hall down to drapers’ 
shops and public houses, and from public street lighting to factory 
and tramway yard lighting, &c. In size the installations range 
from 1,000 sets of gear downwards. | 

Messrs. JOHNSON & PHILLIPS, Ltp., Charlton.— Two further price 
lists: L dealing with various electric fans for А.С. and с.о, and 
giving particulars of the circuits for which they are suitable; d“ 
is devoted to switchboards and switchgear, including dynamo 
panels, balancer panels, lighting feeder panels and traction feeder 
pue various capacities and suitable for pressures up to 600 
volte. 

Messrs. TURNERS & MANVILLE, Hopetoun House, Lloyds 
Avenue, E.C.—Two small pamphlets with striking covers, one 
dealiog with asbestos wood, which is claimed to be “ tougher than 
slate or marble—workable as oak"; the other answering the 
question What is Voltax?" 

Messrs. PRiTCHETTS & GoLD, Lrp., 20, Victoria Street, S. W.— 
Pamphlet consisting of a few advance sheets of a larger catalogue 
which is to be issued later, relating to the “ Pritchett” storage 
battery. It gives capacities, weights and dimensions of the firm's 
standard H " and “С” type cells in glass boxes. 

Maussks. JOHN HETHERINGTON & Sons, LTD., Ancoats Works, 
Pollard Street, Manchester.—Abbreviated illustrated catalogue of 
their engineers’ machine tools, such as lathes, drilling, tapping and 
studding machines, univeraal milling machines, planing machines, 
&c. A number of views of the various bays at the works are also 
given. 

A. E. G. ELECTRICAL Co. оғ Sours AFRICA, LD, Caxton House, 
Westminster.—A number of illustrated liste. One contains a full 
description of the Quartz enclosed c.c. arc lamp, in which the arc 
is not formed between the carbon points, but between two mercury 
poles. The others are devoted respectively to electric ceiling fans 
for c.c. and 4. 0., lead-covered junction boxes, current limiting 
switches, controllers for intermittent service (cranes and lifts), 
and resistan:es for intermittent service in connection with 
controllers. 
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Messrs. A. P. LUNDBERG & Sons, Liverpool Road, N.—Ten-page 
Ulustrated pamphlet wherein particulars and prices appear of 
adapters, lengthening connections, twin and triple socket plugs, and 
miscellaneous plugs for wall connections. 

Messrs. NaLDER BROS. & THOMPSON, LTD., 34, Queen Street, 
E.C.—New catalogue in case admitting of the addition or substitu- 
tion of new lists as issued. It contains a great deal of well-arranged 
matter including numerous illustrations, with tabulated sizes, prices 
and code-words, as well as diagrams and instructions for working, 
concerning their well-known instruments. Those given in the lists 
include automatic accumulator switches, circuit-breakers, electro- 
static voltmeters, leakage indicators, moving-coil instruments, 
insulating testing sets, portable instruments, air-damped soft-iron 
кишш high-tension instruments with transformers, wattmeters, 
and so on. 


G.E.C. Distribution Boards.—We understand that 
the prevailing tendency to cut the price of such articles as distri- 
bution boards down to a limit which leaves no margin of profit, is 
not to be followed by the GENERAL ErEocTRIO Co., Lro., who intend 
to retain their usual high quality in this line. Attention to first-class 
quality, current density of 800 amperes per square inch in all 
current carrying parte, &c., will not, of course, permit the goods to 
be sold at the very cheapest prices. Тһе “ Peel" switch manufac- 
tured by the company ie claimed to have withstcod the test of time. 
It has now been on the market a great number of years, and the con- 
tinued demand for it shows that its quality isappreciated. Thetandem- 
type “Peel” switch has been designed specially for distribution 
boards with the aim of minimising the space required on the switch- 
board. While the switch is as effective as the ordinary tandem 
switch, the space occupied on the switchboard is very small in 
comparison, and the operation of the switch is understood to be 
very even and smooth. On the company’s standard distribution 
boards, there double-pole tandem switches have been used, and the 
board is also fitted with double-pole fuses, the whole being enclosed 
in а strong teak cabinet with glazed front. These standard distri- 
bution boards are made in all sizes and capacities. 


Book Notices.—‘ The Architects’ Directory " (Travel- 
lers’ edition), 1908. Edited by A.C. Freeman. London: British 
Manufactures Publishing Co, Ltd. 1908. Price 5s. net. 

"Outlines of Electrical Engineering.” By Н. Н. Simmons. 
London: Cassell & Oo., Ltd. 1908. Price 21s. net. 

„American Machinists’ Handbook.” By F. Н. Colvin and F. A. 
Stanley. London: Hill Publishing Co. 1908. Price 12s. 6d. net. 

“The Week-end and Holiday A. B. C.“ November. London: 
119, Pall Mall, S. W. 1908. Price 6d. net. 


- 


“Science Abstracts,” Sections A and B. Vol. 11, Part 10; | 
October, 1908. London: E. and F. N. Spon. Price 18. 6d. each 


part. 
“University of London, University College Calendar, Session 
1908-1909.” London: Taylor & Francis. 1908. 


Bankruptcy Proceedings.—TuHomas Warp, late a 
director of the Electrical Instrument Manufacturers, Ltd., 22, 
Totteridge Road, Enffeld Wash, Ponder's End, late Freezy water, 
Waltham Cross, Herts.— The public examination of the above 
debtor was fixed to take place last Monday at the Court House, 
Edmonton, but the cage was not reached. 


Trade Announce ments.—The business of Mr. J. Scott, 
electrical and mechanical engineer, known as the Knowsley Elec- 
trical Works, at 286, Knowsley Road, Bootle, near Liverpool, is to 
be taken over by the new company of Jaxzs Scort, Lrp, 
registered as a private company, with a capital of £2,500, with Mr. 
J. Scott and Mr. F. Bradford, as first directors. 

Tue ARMORDUCT MaxmvracTURING Co., Lrp., ask us to again 
draw the attention of our readers to the fact that their London 
telephone number is 400 Holborn (two lines), as some of their 
friends nave been inconvenienced by calling up the old numbers. 


Dissolutions and Liquidations—Tue TELEPHONE 
Girt Co., Ltp.—This company is winding tp voluntarily with Mr. 
E. C. Hoile, 24, Essex Street, Strand, as liquidator. 

Sr. HeLexs CABLE Co, Ltp.—A meeting is to be held at the 
offices of Oppenheim & Son, Windle Chambers, St. Helene, on 
December 3rd, to hear an account of the winding- up from the 
liquidator, Mr. A. Wenbam. 

Union ENGINEERING Co., electrical and mechanical engineers, 
Livesey Fold, Darwen.—Messrs. J. R. Scholes and Thos. Dawson 
have dissolved partnersbip. Mr. Dawson will attend to debts and 
continue the busine-s in partnership with others. 


LIGHTING and POWER NOTES. 


Aberdeen.—The electrical engineer has undeitaken to 
press forward the arrangements for the extension of the new works at 
Dee Village so that work may Бе afforded for the unemployed. The 
draft agreement between the Suburban Tramway Committee and the 
Corporation, whereby the price of energy and duration of the 
sgreement will be fixed by au arbiter to be chosen by the Board of 
Trade, has been approved ћу the Committee. 

The Culter district was last week electrically lighted for the first 
time. Some 50 twin tantalum lamps have replaced the old paraffin 
lamps, tbe new lamps being supplied temporarily by a 20-н.р. oil 
engine set and battery, until the Aberdeen Corporation supply is 
connected up. 


Accrington.—The T.C. bas decided to supply energy to 
Haslingden TC. for lighting public arc lamps at 2d. per unit, 
the latter Corporation bearing all responsibility for any statutory 
powers being infringed or exceeded in such supply. 

With regard to the application by Accringtcn for a prov. order 
for E.L., in the name and on behalf of Church and Clayton-le- 
Moors U.D.C.'e, the T.C. has offered to apply, on the following con- 
ditions:— The Corporation to agree to the re-tranefer of the order 
at the end of 14 ог 21 years, or at the end cf any reven tubscquent 
years, cn payment by either U.D.C., of the then value ofall mains, 
works, and appliances, within their district, tbe value in case of 
dispute to be settled by arbitraticn ; that the T.C. charge the same 
price for electricity ав is in force at Accrington, or alternatively at 
such price as may be fixed by arbitration. 


Acton.—Sir Alexander Kennedy bas issued a supple. 
mentary report upon the electricity undertaking. In the course of 
this he says that the annual lote, which in the first year was £2,615, 
amounted in the last financial yearto £2,934. The total cost for 
every unit bought from tke Metropolitan Co. (including capital 
charges) was 5 C3d., and the average price obtained was 425d, 
there thus being а loss of 138d. for every unit sold. Sir Alexander 
points out that the loss on distribution (9:4) is a reaeonatle per- 
centage; the high percentage used on the works (16:8) includes the 
loss on charging and discharging the battery; the very large lote 
by transformation is due to the fact that the machines in use are by 
no means efficient, and are unavoidably often worked at low loads. 
The price actually paid to the Metropolitan Co. was 1:15d. per unit 
purchared. The agreement with the company is terminable at the 
end of 9, 18 or 27 years, and the undertaking is now in ita fourth year. 
In regard to an unofficial” offer made by the company, and which 
is now under consideration, Sir Alexander writes as follows :—" The 
Metropolitan Co. are not willing tbat there should be any reduction 
in the total income of about £4,000 which they received last year 
from Acton for current purchased. But they are willing to make 
such concessions in price as will enable you to obtain a very much 
larger amount of current for this price than hitherto, and in tbis 
way, Cf course, your price per unit will be correspondingly reduced. 
Mr. Highfield estimates that, out of the £4,021 which you bave paid 
during the last year, the sum of about £2,800 corresponds to what 
he considers as standing and capital charges. He is willing to make 
а proposal to you that your payments in future shall be made up of 
a lump sum of £2,800 per annum, plus a price per unit of Id. 
Farther, he wculd agree that this scheme of payment shall continue 
unaltered until your maximum load reaches 500 kw. The effect of 
this is easily illustrated. For last year your maximum load was 
330 Kw. and your units bought, 847,916. The total price you would 
have paid for these on the new scheme would be £3,978—that is to 
вау, а little less than you have actually paid. But if you continue 


at the same rate, by the time your maximum load has reached 500 


KW. your output should bave increased to about 1,500,000 units. 
The price you would pay for this total on the new scheme would be 
£4,883, which amounts to 0778 of a penny per unit in total. This 
is exactly the rame figure as you would be charged if the Metropo- 
litan Co. were to put you under such a scheme as that which! 
mention іп my report. After your maximum load reaches 500 Ex. 
Mr. Highfield suggeste that the company would consider an addition 
to the capital charges at some rate below £5 per kw., the charge per 
unit remaining the same. I think this proposal, sf it is officially 
made to you, is a very fair one.” 


Blackley.—The electrical equipment of the Prestwich 
Union Infirmary has been carried out to the specifications of 
Messrs. Crews & Handford, of Blackfriars Street, Manchester. The 
scheme is combined with a heating system, and includes ele J. 
driven lifts, laundry and other machinery. The generating раг 
includes three Wiilans-L.D.M. sets, using superheated steam an 
exhausting through water heaters, the heaters being connected with 
a low-pressure water heating system. A two-wire system of dir 
tribution at 230 volts has been adopted, for simplicity, m 
L.D.M. reversible booster and Chloride battery have bren ere 
to steady the pressure. The main cables run to the various blo 
in special subways, which alto carry pipes, &., the power mains 
covering a small area, have been kept distinct from the lighting 
mains. Gilbert enclosed arcs and high candle-power Nernst ur 
have been used for outside lighting, and arrangements have bee! 
made to facilitate the adoption of metal-filament lampe inside, ! 
desir d in the future. Messrs. John Collier & Co., of Масат is 
supplied the ccmplete electric lighting and power plant; С 
push-button lifts were supplied by Mesers. J. G. Childs & (0, 
London, and the electric bell and telephone installations by Messrs. 
H. Taffs & Co., Manchester. The main switchboard is by 
Dorman & Smith, Salford. 


Biackwater.—The Blackwater and York Town Gas (0. 
(Surrey) is apply ing for electrical powers for a wide ares. 


Bridlington.—The Т.С. has decided to install d 
densing plant at the electricity works, at an estimated cot 
£1,100. 

gub- 


Cardiff.—The E.L. Committee bas agreed to the 
stitution of large flame arcs for pairs of smaller arc lamps he top 
lighting of Queen Street. The flame arcs will bg carried on (0 
of the tramway standards. of 

Carlisle—The Т.С. has accepted the tender 
Pratchitt Bros. (Carlisle), for elevating, conveying, s made 
storage plant, at the electricity works; application ig to be xd 
to the L G.B. for sanction to borrow £1,000, the total estim 
coet of the scheme. 
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"Chichester. —Messra. Johnson & Phillips have now com- 
men ꝛed to lay cables in this to vn; the Electric Light C». ha3 
concluded an azreemsnt with the West Sussex Infirmary for the 
supply of electric light to that institution, ж a ~ ^c" a 


Church and Clayton-le-Moors,—'nese Councils have 
intimated to the Accrington Electricity Committee that they are 
prepared to allow the Corporation to apply in theit name, and on 
their behalf, for the necessary prov. orders under the Electric 
Lighting Acts, uader stipulated conditions. Н 


Continental Notes.— FRANCE. -A hydro-electric scheme 
is projected on the River Ardézhe, near Bourg-Saint-Andéol. The 
river is to be spanned by a weir, giving a fall of 20 m. and power 
equal to 10,000 K. p.. The cost of this undertaking is put at 
1,100,000 fr. 

ITALY.—A large central station has been erected at the ironworks 
of the “Sociedad de Altos Hornos Elba" for the production of the 
energy required for the working of this new undertaking. The 
equipment comprises three gas engines supplied by & German firm, 
utilising the gas from the furnaces and coke ovens, and developing 
1,300 н.р. each; they are coupled direct to 5,000-volt single-phase 
alternators. The electric farnaces are of a new type, of great power 
and output, and were designed by Don Remo Cartani, the manager 
of the works. 

Application has rccently been made to the authorities of the 
province of Reggio, Calabria, for a concession to put down a plant 
to utilise the water of the River Sciarapotamo in the generation of 
electrical energy for lighting and power purposes. 

AUSTBIA-HUuNGARY.—' The communal authorities have decided to 
erect a hydro-electric station for the supply to this town and the 
neighbouring towns of Raach, Schagl, Syrn, &c. The water power 
will be obtained from the Weissenbach. 

GrERMANY.—According, to a London daily, the Berlin paper 
Vorwaerts, has prematurely published the draft Bill which the 
German Government intends shortly introducing for taxing gas and 
electricity—for both lighting and power. It is stated that the 
tax wil! amount to, roughly, 5 per cent. on the selling price. Not 
only are gasand elcctricity taxed, but also a number of accessories, 
as meters, burners, incandescent lamps, mantles, &c. 

BuiGarta.—A company has been formed in Brussels, under the 
etyle of the Compagnie d’Electricité de Sofia et de Bulgarie, with a 
capital of 3,510,000 fr., for the carrying out of electrical under- 
takings in Bulgaria. 

Conway.—The Board of Trade is being asked to extend 
the Electric Lighting Order of 1905. 


Devonport.—An official inspection of the new mechanical 
etokers, which have been installed at the electricity works, took 
place on Tuesday last week. The station is now equipped with five 
of these appliances from the Underfeed Stoker Co., the cost, in- 
cluding the requisite masonry, having been about £1,300 to 
£1,400. 


Dablin.—The Lighting Committee requires to increase 
its loan for street lighting from £3,500 to £4,820, owing to further 
proposals regarding arc lighting. The scheme contemplates the 
conversion of some 600 lamps from gas to electricity. 


Enniskillen (Co. Fermanagh).—This ancient inland 
town is interested in an electric lighting scheme for the 
borough and ite vicinity. Three companies have laid tenders 
before the local authorities, and the matter is to be finally settled 
at a meeting which will be held at an early date. 


Epsom.—Messrs. Jackman, Pixley & Co., chartered 
accountants, are to draw up a statement of the accounts of the elec- 
trical undertaking since the Council took it over. This is a reply to 
the attacks which have recently been made on the Committee as to 
the conducting of the undertaking. 


Fifeshire.—The Rosyth Naval base contract includes an 
extensive scheme of reclamation below high-water mark. On the 
ground thus secured are to be erected electric power and lighting 
stations and other works necessary for the base. The work will 
begin in February next. 


Gillingham (Kent).—The T.C. has appointed a Com- 
mittee to consider the advisability of the wiring and installation 
of E L. fittings in houses let on a weekly tenancy. 

Cables are to be laid on the Park Estate, which is being developed, 
at a cost of £306. 


Gloucester,—The T.C. has decided to accept the Sisson 
engine (which has not fulfilled its steam consumption guarantees) on 
certain conditions, it being agreed that the firm shall be allowed to 
try and improve matters at their own risk in future, also that they 
shall receive £20 in respect of each үу lb. improvement in steam 
consumption below 21 8 lb. 


Heston and Isleworth.—At the last meeting of the 
U.D.C. the question of arranging to meet the heavy deficit of 
£5,000 odd upon the revenue account of the electric lighting under- 
taking was referred to the Finance Committee, which has reported 
that the best way to meet the overdraft at the bank consequent 
on the deficit, is to utilise any surplus upon the current general 
district rate. The Council has declined to adopt the Finance 
Committee's views, 


Leyton.—At the last meeting of the U.D.C., it was 
reported thatthe L.G.B. had sanctioned the borrowing of £1,000 
Fepayable in 60 years for the purchase of additional land for the 
electric light and power station. In 16 roads, 46 lamps are to be 


converted from gas to ekctricify, while nine n w lamps are to be 
erected. 


Liverpool.— The mcst prominent topic in the municipal 
elections bas been, what one of the political parties terms, the 


Lister Drive Turbine Scandal.” The subject has figured very 


largely in the T.C. meetings of late. Under the headings of The 
Westinghouse Co. and the Corporation," the Liverpool Daily Post 
and Mercurii of Saturday, October 318, publishes an apology to the 
company for having unfairly brought its name into an article of 
October 8th, which summarised the Council's proceedings. 


Liandudno.—At last week's monthly meeting of the 
Council, Mr. Wm. Thomas proposed that the electric arc lamps on 
the promenade be replaced with incandescent gas lamps, with a 
view to greater efficiency and economy. Mr. Thomas's statement 
is to be printed and included in the minutes of the Council, and the 
whole question referred to the Gas, Water and Electricity Com- 
mittee for deliberation, and ta give the electricity engineer an 
opportunity to prepare a reply. 


London,— Poriar.—The Electricity Committee of the 


B.C. has received an application from Stepney B.C. for a stand-by ' 


supply of electricity, pending completion of its second genera- 
ting station at Limehouse. No capital expenditure will be incurred 
by Poplar Council, as the spare plant at the main station will be 
sufficient to afford the supply, while the expenses of coupling up 
the mains is to be borne by Stepney. It is pointed out that it is 
possible a reciprocal arrangement may be of benefit to Poplar on 
some future occasion. The Electricity Committee, therefore, 
recommended, and the Poplar Council agreed, to provide Stepney 
with a supply of electricity to the extent of 500 Kw. at any time 
during the period ending September 30tb, 1909, at a cost of £100 
for the right of taking a supply, whether it is taken or not, and a 
further sum of 2d. per unit for each unit actually taken. In the 
event of a breakdown or insufficiency of ite plant, Poplar bas the 
right to cut off the supply. 

WanpswoatTs.—The County of London Electric Supply Co. has 
asked to be allowed to erect in certain positions in the borough 
some specimen lamps fcr the purpose of demonstrating the effici- 
ency of electric lighting as compared with gas for street lighting ; 
permission is to be granted under protective conditions. 

FULHAM.—The electrical engineer has for some tbree or four 
months been experimenting with metallic-filament lamps for street 
lighting, and the result has proved that the Osram lamp gives 
the most satisfactiin. Arrangements have been made with the 
makers of the Osram lamp to guarantee an average life of 1,100 
hours. The engineer's idea is to change the whole of the 32-с.Р. 
carbon-filament lamps to 200-volt 75· 0 P. Osram lamps, the effect 
of this being, so far as annual cost of running and upkeep is con- 
cerned, tbat the inclusive cost for Osram lighting (75 c.P.) would 
be £3 1s. 2d., as against the existing 32-c.P. carbcn-filament lamp at 
£3 68. The total cost for fitting up approximately 350 lamps is 
£185 15s., and the Committee has decided, subject to the usual 
ganction, to carry out the work immediately. 

MARYLEBONE.—The Electric Supply Committee recommends 
that a Sub-Committee be appointed to consider a proposal 
for lighting the streets with electricity. Owing to the larga 
lighting and power supply which Mestrs. Selfridge & Co. require at 
their new premises in Oxford Street, it will be necessary to carry out 
certain extensions to the distributing system. This work, which will 
cost about £3,000, is to be pnt in hand forthwitb. TheCommittee con- 
sider the present is a good opportunity for adopting electric street 
lighting generally. 'The whole of the lighting in those streets in 
which mains are already laid, can be done electrically for £8,650 for 
the first 10 years as against a charge of £8,818, the cost of the 
present gas lighting; while after 10 years the charge for electric 
lighting will be only £8,130. The work can be executed by next 
March, and would necessitate the employment of a large number of 
men, the wages for whom would amount to about £4,000. 


New South Wales.— According to the Financier, gpeci- 
fications are being prepared for an extensive additional electric 
lighting scheme for Sydney, and an application is to be made to 
Parliament for power to borrow a quarter of a million sterling for 
the purpose. The city electrical engineer, in advising the installa- 
tion of additional generating and converting plant to cope with the 
increased demand, submitted the following estimate :—Two 
4,000-K W. generators, at £20,000 each; one 400-xw. generator, 
£2,750; one 400-kw. transformer, £450; switchgear (at power 
house), £2,180; crane, £850 ; boilere, with superheaters and stokers, 
five at £2,6C0 each; pipework, valves, feed pumps, economisers, 
tanks, & ., £7,230; coal and ash conveyor, £1,900; sub-station 
motor-generators, three at £3,200 each; sub-station switchgear, 
£1,150 ; з total of £83,410. The city building surveyor reported 
that the requirements inthe proposed extension of the generating 
station at Pyrmont, would involve the following expenditure :— 
Buildings, £40,000; chimney-stack, 43, 600; extension of conduit, 
£3,400 ; total, £47,000. 


St. Helens.—A L.G.B. inquiry was held on Tuesday 
relative to the application of the T.C. for sanction to borrow £10,426, 
for purposes of its electricity undertaking. Mr. Hollingsworth, 
borough electrical engineer, said the necessity for the loan arore 


through the increase in the demand for electric power, and the 


money would be mainly spent in providing plant, &c., for power 
purposes. 


Shrewsbury.—The T.C. has decided to apply for 
powers to supply and hire out fittings, apparatus, &c., for elec- 
tric lighting and power. 
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South Shields.—The T.C. has agreed to allow the 
Durbam E.L. Power Co. to lay power feeders to the Harton Coal 
Co.'s collieries in the borough, at an annual rental of £250. 


Stoke-on-Trent.—The L.G.B. having refused to sanction 
portions of a loan applied for for electricity purposes, the T.C. on 
October 28th decided to send а deputation to lay before the L.G.B. 
the Council's views on the matter, and to request Mr. John 
Ward, M.P., and Mr. Albert Stanley, M.P., to accompany the 
deputation. 


Tayport.—Mr. Stewart, of Wormit, in the course of a 
lecture on Electricity v. Gas,” has proposed a scheme for the intro- 
daction of electricity in the town, and advises the Council to. 
consider it before-taking over the gas undertaking. | 


Wadebridge.—AÀ meeting of the parishioners of 
Egloshayle was held at Wadebridge last week, and amongst other 
matters the question of installing electric light or gas in the place 
of existing oil lamps was discussed. An offer was received from the 


' Wadebridge and District Electric Supply Co. and another from the 


Wadebridge Gas Co., but on a ballot it was decided, by 43 votes to 
14, to adopt electricity in preference to gas. 


Walton-on-Naze.—The U.D.C. has accepted the tender 
of the Coast Development Co. for public lighting for five years, with 
50-c.P. lamps at £2 12s. 6d. per Jamp per annum. 


Wolverhampton.— The T.C. has applied to the L.G.B. 
for a loan of £6,000 for electricity purposes. | 


TRAMWAY and RAILWAY NOTES. 


Bath.—The Light Railways Commissioners have sub- 
mitted to the Board of Trade for confirmation the Bath Electric 
Tramways (Light Railways Amendment) Order. 


Birmingham.—The Corporation Tramways Committee 
has decided to proceed with the extension of the tramways to 
Handsworth. The cost will be £15,000. 


- Bolton.—It is officially announced that the decreased 
receipts on the local tramways, owing to the cotton trade lock-out, 
amounts to £25 or £30 per week. Over 6,000 operatives who used 
the car service are out of work. 

The T.C., on Wednesday last week, confirmed the decision of the 
Tramways Committee to apply for a provisional order for the con- 
struction of additional tramways within the borough, notably to 
the Darcy Lever and Brownlow Fold districts. These districts 
have lately been served by а motor-’bus service. The borough 
engineer has been instructed о prepare plans, estimates, &c. 


Cairo.—The tramway strike is stated to be over, в 
majority of the men having returned to work unconditionally 


About 200 strikers were arrested in attempts to prevent the 
running of the cars. 


Continental Notes.—SwerpEen.—The trials of electric 
working on the railways from Stockholm to Jarfra, and from 
Timteboda to Vartan, carried out by the Government engineers, 
have proved satisfactory, and it has been decided to electrify the 
whole of the Swedish State railway system, beginning at Bollnäs, 
200 miles north of Stockholm, and ending at the south coast. The 
State has already acquired many of the waterfalls, which will be 
used for the production of energy. According to the estimates of 
Mr. Dahlinder, chief engineer of the electrical department of the 
State railways, the total length of the projected lines is 1,400 miles. 
The energy will be transmitted at 50,000 volte, and transformed 
down to 15,000 volts for the railways. Some 37 transformer stations 
at distances of 30 miles apart are contemplated. The total outlay 
on transmission lines, traneformer stations, &c., will be about 
47,600,000 kr., and for the power stations 32,300,000 kr., or a grand 
total of about 82,000,000 kr. The working cost for electricity on 
the basis of the 1905 railway working figures is estimated at 
7,890,000 kr. | 

AuUsTBIA-HuNGARY.— The Diet has decided to grant a subsidy of 
half à million crowns for the construction of a new electric railway 
in the Tyrol to link Cortina di Ampezzo with the line from 
Pusterhal to Toblach. 

ITALY.—AÀ company has lately been formed at Clusone, with the 
title La Bocietà Ferrovia Elettrica Ponte Nove, to construct and 
work a light electric railway in the district. . 


Rvussia.—The municipality of Moscow has been authorised to 


contract a loan of 9,000,000 roubles for the construction of electric. 


tramways. 


FBANCE.—The Conseil Gé:éral has voted а sum of £259,200 for 
the construction of tramways, comprising the following lines: 
Cb;ivelleraut to Bouresse, Lencloitre to Lusignan, and Poitiers to 
Lervansseau. Lines of tramways are likewise sanctioned or pro- 
jected in the following places: — From Aubagne to Gemenas, ia the 
Department of the Bouches-du-Rbone ; Saulieu-Semur to Montbard 
and Chatillon-sur-Beine ; Riberac to Montpon and Laroche-Chbalaie, 
in the Dordogne; Valenciennes to Somain, Département du Nord ; 
Suresnes to Garches, Seine; and Mantes to Rambouillet and 
Septeuil to Bréval, Seine-et-Oise. 

The su^stitution of electric for steam traction on the tramway 


lines of Cherbourg has been officially approved by th 
Géncral of the Department. y арр y the Corseil 


Glasgow.—The town clerk has informed Messrs. 
Richardeons, Westgarth & Co., the contractors for the turbo- 
alternator set for the Pinketon power station, that after the contract 
has been completed, the Corporation will consider whether or not 
any abatement of the penalty for delay provided for in the con- 
tract shall be allowed them. The firm stated that they had nows 
full complement of men at work on tbe contract, and asked for an 
extension of the delivery date. 


Glossop.— Steps are being taken for the linking up 
the 5 in ue district where the boundaries of Lancashire, 
Cheshire and Derbyshire meet. The proposal із to seek Parlis- 
mentary powers for electric tramways to connect the existing 
Corporation tramways of the Stalybridge, Hyde, Mossley and 
Dukinfield Joint Board with the Glossop and Hadfield tramways, 
via Mottram and Woolley Bridge (Glossop). It is intended to 
construct a pew bridge for the tramway over the Etherow. The 


total route mileage would be about 7 miles, Long single-deck 


cars of the ly-open type, similar to those in use in Manchester, 
are erent ae bane More suitable for runnning over the stiff 
gradients in the vicinity of Mottram. It is also possible that 
battery traction may be adopted instead of the overhead trolley 
system. The promoters anticipate that the Bill will go forward a» 
ап unopposed measure. The engineers for the scheme ате Messrs. 
John M. Newton and J. W. Welch, of. Manchester. 


London.—At Tuesday's meeting of the L. C. C. the High- 
ways Committee submitted a recommendation in favour of appli- 
cation being made to Parliament in the session of 1909 for authority 
to establish and work a service of -electric cars on the tracklese 
trolley system, from the terminus of the existing марази 
Blackwall Lane via Blackwall Tunnel to East India Dock , 
and from Deptford Lower Road via Rotherhithe Tunnel to Com- 
mercis] Road East. The IT WEE was referred back ; tbe 
expenditure was estimated at £1 ,000. А 

The Committee also reported baving received from Mr. iar 
Mordey his report on the subject of the G.B. surface contact sy m 
on the Aldgate to Bow tramways. It had had an interview T : 
him, at which he explained certain matters dealt with елак 
report. The Committee was communicating with the G.B. 12 5 
Contact Co. with regard thereto, and proposed to report fu T 
the Council next week. The Committee further stated that it 
had its attention drawn to the frequent delays which have 55 
on the Kingsland Road tram ways, through the car nen Reg x: 
jammed at the points where the centre slot changes to side slo 15 
vice versa. It is thought that the difficulty might be бтк, 
the slot diversione, where the change from centre to side take ra 
which are at present made in lengths of 19 ft. 3 in., with ч jons 
curve of 40 ft, were altered to a length of 32 ft. 8 in. s aids 
of 200 ft. radius. ‘The cost of altering the whole of the 12 dive 
on this route is estimated at £1,000. . . 

On November 2nd, the L. OC. C. started an experimental night 
service of cars from Holborn to Finsbury Park. 

Наммивввмттн.—А letter has been received from the or 
of Trade to the effect that the London United 0 t 
has applied to it under Bec. 33 of the Tramway ERE T E 
appoint an engineer, or some other fit person, to settle ph te igit 
which has arisen between the B.C. and the company 88 ан er 
dition of the tramway tracks. The town clerk has Тер t 
pressing the Council's disagreement with the company 8 CO 


| that the difference calls for the arbitration of the Board under tbe 


gection in question. . | 

Оп Sunday last, the motor coach of a Hammersmith d к 
G.N. and Piccadilly tube caught fire; the driver = С 
running into Earl's Court Station, when the pner. usd 
out and power cut off the line. The occurrence involved а 
about 25 minutes to the traffic. 


Oldham.—The T.C. has decided to promote 2 nu in 
Session, which, amongst other things, will inclnde peto Quit 
construction of a tramway from the district of Moorside 
Bar, on the Yorkshire boundary near Saddleworth. 


Preston.—The inter-section ticket system ee 
Preston tramways is said officially to have been во far i 400.000 ont 
Last year 320,000 tickets were issued, an increase , 
the previous year. 


Rhyl.—A private conference was held last ber ee OF 
the U.D.C. and representatives of the Llandudno Lig light railway 
(including Mr. Sellon) to consider the question of preftatyn. M. 
from the entrance to the pier at Rhyl, ав far «Т to carry out the 
Sellon said the company was in a position financial’ scheme, and it 
projoct forthwith if the Council would agree to the Council. 
would be prepared to take electricity from me, and a 
Council in Committee approved ot the scheme, 
meeting will be called to legally give it sanction. 


18 
U.8.4.—According to the Times, the Penneylvan 
Railroad Co. has entered into a contract gt New York an 
Electric Co, for the чш equipmieus pem : er 
Lon Island terminals, the minim 1 : are 
£1,000,000. It is stated that other trane-Continentel railway 

also considering the same problem. 


TDL. 
Wallasey.— Plans have been gubmitted to the U.D. 


Ң і 
Tramways Committee for two alternative schemes lage, an 
with the proposed tramway extension to Wallasey Corel the 
it bas been decided to submit for the approva t whioh is give? 
St. George's Road route, the estimated 008% o 


£83,160. 
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TELEGRAPH and TELEPHONE NOTES. 


Italy.—The Messagyero states that the Minister of Posts 
and Telegrapbs is much occupied with the excessively rapid 
development of the telepbone systems in the large cities and 
villages of Italy. Considerable expenditure will have to be 
incurred in increasing the trunk lines in different parts of the 
country, and there is also some difficulty in getting the operators 
sufficiently well trained to take up the new duties. The Messagero 
points out that а good deal of the work might be advantageously 
done by telegraph if the tariff were reduced, thus relieving the 
telephone trunk lines. 


Post Office Telephones —In reply t^ а question in 
Parliament, Mr. Buxton admits tbat, while the National Telephone 
Co.'8 service i8 continuous, the telephone service given by the Post 
Office at small exchanges is in many cases confined after 8 p.m. to 
the hours during which the staff is on duty for other purposes. The 
cost of special attendance all night and on Sundays would render 
the establishment of such exchanges impracticable. 


Telegraphic Interruptions.— 
Port Arthur-Chifu 
Rhodes-Sitia е 
Cotonou-Grand Bassam ... 


March 9, 1904 
Sept. 17, 1908 
Oct. 29, 1908 


Telephone Charges.—The National Telephone Co. last 
week sued Messrs Davis, Turner & Co., Ltd., of 52, Lime Street, 
E.C., for £7 63. due for message-rate telephone calls. For April, 
1,439 calls were registered against the defendants. The Judge said 
he could not balieve that so many calls were made, and founi for 
the defendants, with costs. 


Telephone Rates.—The Telephone Committee of the 
Association of Chambers of Commerce has declined to accept the 
nominee of the Liverpool] Chamber, Mr. Charles Lancaster, as a 
delegate; the Liverpool Chamber has therefore declined to take 
any part in the proceedings, being satisfied of Mr. Lancaster's 
disinterested motives. We contratulate Liverpool on its independ- 
ence and freedom from prejudice. 


Wireless Telegraphy.—Giving evidence before the 
Postal Commission in Melbourne on September 30th, Mr. Hesketh, 
chief electrician to the Commonwealth Goverament, stated that in 
his opinion wireless telegraphy was not justifiable for commercial 
use in the Commonwealth; tendera for wireless stations had been 
invited, in order to ascertain their cost, and the Defence Depart- 
ment and the P.M.G.'s department recommended installations at 
Fremantle, Sydney, Cape York, Thursday Island, Port Moresby, 
Melbourne, and Cape Borda. The traffic between Victoria and 
Tasmania was sufficient to keep two cables working on the duplex 
system, and was beyond the capacity of wireless telegraphy. 

The Journal Télégraphique of October 25th, 1908, publishes the 
text of the Japanese service regulations for international radio- 
telegrams, 


CONTRACTS OPEN and CLOSED. 


- 


OPEN. е 


Algeria. — Вох. — January 15th. The municipal 
authorities of Bone—a town of 43,000 inbabitants— is inviting 
offers for the establishment and working of a central station for 
public and private electric lighting and power purposes, and for the 
construction and operation of a system of electric tramways. The 
Municipal Council will give a guarantee in respect of the tram- 
ways, and give the land on which to build the generating station. 


Australia.— TaAsxaNIA. — March 15th, 1909. Post- 
master-General. Telephone switchboard, common-battery system 
and apparatas for use at subscribers’ premises, Launceston. Speci- 
fications and particulars of general conditions can be inspected 
at the offices of the ELECTRICAL REVIEW. 

VIcrogla.— Three sets of testing instruments, for the P.M.G. 
Bee “ Official Notices " October 16th. 

Victoria.— Submarine cable-repairing plant for the P.M.G. See 
" Offizial Notices " to-day. 


Belgium.—November 11th. "Tenders are required by the 
Direction of the Belgian State Railways for an electric signalling 
cabin complete at the Nord Station. Particulars No. 260, 1908, 
are obtainable from Mr. de Rudder, 11, Rue de Louvain, Brussels. 


Colehester.—November 30th. Electric lighting plant, 
molors, wiring, telephones, &c., for the Essex County Lunatic 
Asylum. See Official Notices October 30th. 


Dublin.—November 30th. Stores for tlie Dublin United 
Tramways Co. (1896), Ltd. See Official Notices October 30tb. 


Eceles. November 14th. Electric light wiring and 
fitting of the Cleansing and Scavenging Committee's buildings at 
the Town's Yard. Specification prepared by the borough electrical 
engineer is obtaiuable from the Town Clerk, Town Hall, 


Germany.—HALLE-AM-SAALE.—The municipal author- 
ities are about to invite tendera for the extension of the electricity 
supply undertaking, at an estimated cost of £100,000. 


G.W. Railway. — November 10th. Stores for the 
G. W. Railway. See Official Notices" October 2nd. 


Italy.— Tenders are about to be invited for the supply of 
ut machine tool equipment of the Government railway workshops 
in Roma. 


Leigh.—November 7th. Steam slack for the 
electricity department. See Official Notices” October 23rd. 


D.C. 


Leitli.—November 10th. Materials for tramway extension 
for the Corporation. See Official Notices” October 30th. 

Nove mber 10th.— Underground cables for Corporation extension. 
See “ Official Notices " October 30th. 


London.—November 10th. Overhead equipment for the 
electrification on the overhead trolley system of the L.C.C. tram- 
ways from Loughborough Junction to Norwood, from Hammer- 
smith to Putney, and from Streatham to Norbury. See Official 
Notices October 32th. 


Manchester. November 17th. Steel tie-bars, bolts and 
nuts for the Т.С. J. М. McElroy, General Manager, Tramways 
Depart nent. j : 


Middleton.—November 11th. Three-core distributor 
cable for the T.C. S. Pauls, Electricity Works, Townley Street. 


Thrybergh.—November 9th.. The lighting of certain 
streets, roads and places in the psrish by electricity. Mr. О. 
Everitt, Clerk to the Parish Council, 4, Clifton Bank, Rotherham. 


Wakefield. November 19th. Stores for the Wakefield 
and District Light Railway Co. See Official Notices " to-day. 


CLOSED. 


Aecrington.—The Tramways Manager submitted quota- 
tions to the Electricity Committee last week for stores required. 
The tender of Messrs. Baker & Co., Rotherham, was accepted for 
car wheels, tires and axles; al о that of Messrs. J. W. Bridge, Ltd., 
for Hyper-Acme chain blocks. | 


Argéntine.—Mesers. Browett, Lindley & Co., Ltd., of 
Patricroft, have received an order from the British Westinghouse 
Co. for three cf their triple-expansion engines, each capable of an 
output of 1,000 Kw, for the Buenos Ayres and Pacific Railway Оо. 
They are intended for the Bahia Blanca power scbeme, and are to 
be constructed to the specification of Mr.J. F. C. Snell. They will 
be similar to engines which they have recently supplied to the 
Sheffield Corporation, Staveley Coal and Iron Co., and the Finchley 
Urban District Council. 


Australia. —SYDNEY :— 


R. Johnson, Clapham & Morris, Ltd., 107, Pitt Street, Bydney.—100 tons 
wire, galvanised iron (150 lb. per mile), £18 10s. per ton. 

Gibbs, Bright & Co., 37, Pitt Street, Sydney.—50 tons wire, galvanised iron 
(200 ìb. per mile), £11 4s. 5d. per ton. 

ADELAIDE.— For Post master-General's department, telegraph 
and telephone instruments and materials :— 

Lawrance & Hanson, York Street, Sydney.— Bells and condensers, 

Oswald Haes, 2, Hunter Street, Sydney.— 3,800 cells, Leclanché, No. 2 size. 

R. Johnson, Clapham & Morris, Ltd.— Five tons wire, copper (100 lb. per 
mile), £70 10s. per ton; one ton wire, galvanised iron tie (60 lb. per 
mile), £15. 

George Wills & Co., Grenfell Street, Adelaide.— Ten tons wire, phosphor 
bronze (0 Ib. to the mile), £79 Эв. 9d. per ton; one ton wire, phosphor 
bronze (50 lb. to the mile), £79 3s. 9d. 

Zwicker, Tod & Co., Melbourne.—3,000 insulators, porcelain, No. 5, at 57 bd. 
each; 10,000 insulators, porcelain, No. 6, at 27 % d. each. i 

Unbehaun & Johnstone, Currie Street, Adelaide.— 3,000 insulators, porcelain 
No. 8, at 132d. each. | \ 


Barnstaple.— Messrs. Edmondson & Co. have secured 


the contract for the electric light installation at St. Mary Magdalene 
Church. 


Bootle.—The T.C. has accepted the tender of Messrs. 
Campbell & Isherwood, Ltd., of Bootle, for re-wiring for electric 
lighting at the refuse destructor works, at £50. 


Burnley.—The T.C. has accepted the following tenders : 
Clegg Bros., Burnley.— Construction of bed of new engine and dynamo, £217 
Société Anonyme Westinghouse. —Condensing plant, £795. 


Cape Town.— For the extension of the steam-raising 
plant required in the electric light works, Dock Hoad, only one 
tender was received— viz, from Mes:re. Babcock & Wilcox, who 


. undertook to supply and install the requisite machinery for the 


total sum of £4,990; this was accepted by the T.C. 


—— 


r 
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Carlisle.—TLe tender of Messrs. Pratchitt Bros., of 


Carlisle, has been accepted by the Corporation for coal elevating, 
conveying and storage plant at the electricity works, at £646. 


Epsom.—The U.D.C. has accepted the tender of Messrs. 
Pritchetts & Gold, Ltd, for a storage battery for the electric light 
works. I+ will comprise 210 cells. 


I!ford.—The U. D.C. has accepted the tender of Messrs. 
Herbert Morris & Bastert, Ltd., for an overhead travelling crane, at 
£252, and thet of Messrs. Norton Bros. & Co for extension of the 
switchboard gallery, at £53. 


Kingston-on-Thames.—The T.C. has accepted the 
tender of Mesera. Siemens for the supply of five lengths of cable, 
at £213. 


London.—STEPNEY.— The B.C. has received the follow- 
ing tenders for temporary swit:bgear required to connect up the 
motor-converter with the Poplar supply :— 


Items Omitting 
A to G. items F and G. 
Jobnson & Phillips (accepted at £98 £s.) £160 . £93 5 
Union Electric Co. В M » " Es 164 e 108 0 
Wm. White & Co. " Ps x Є E 171 T 102 0 
Electric Co. a vs ; y 171 v 126 0 


For motor fans and air ducts in connection with Blyth's Wharf 
extension scheme :— 

Matthews & Yates, £698 (incomplete) ; alternative, £744. 

Sturt:vant Engineering Co., £732. 

Davidson & Co., £662; alternative (accepted), £690. 

Babcock & Wilcox, £681; alternative, £722. 

Underfeed Stoker Co., £741. 

HAuARRGMITH.— The В О. has placed an order with the Geveral 
Electric Co., Ltd., at £117 and £22, for two low-tension switch- 
boards r quired jn connection with the Council’s sub-etation at the, 
works of the Wolfram (Tungsten) Metal-Filament Limp», Ltd. 

L. C. C.- Tue Highways Committee proposes to accept the offer of 
the Frodirgham Iron and Steel Co, amounting to £13,017, for the 
supply of slot and conductor rails, and that of Bolckow, Vaughan 
and Co., at £8,150, for track rails and fastenings. The firm of 
Walter Scott, Ltd., quoted £8,291 for the latter contract. 


Longton.—The T.C. has accepted the tender of the 
Borough Electricity Committee for installing the electric light at 
the baths, at £57 15s. 


Salford.—The Т.О. has accepted the tender of Meters. 
Carter & Sons, Ltd., for a hoist for the car depot, at 238 102.; and 
that of Messre. Hodgson & Stead for а weighbridge for the car 
depót, at £75. 


Swindon.—The Board of Guardians has accepted the 
tender of Messrs. Green & Son for an economiser, at £125 10s. 


j—ͤ акыт тысы ыс сыы a MENU 
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CONTRACTORS’ COLUMN. 


(The following information is published in the interests of electrical con- 
tractors and others wbo are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will te under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated. | ; 


ABERDEEN.—New Dock on the Dee and reconstruction of wharves in Albert 
Basin (£85,000) ; engineer, Aberdeen Harbour Board. Dwell- 
ing house in Burns Road ; John Buchan, builder, Aberdeen. 
Two dwelling houses, University Road ; J. Milne, architect, 254, 
Union Street, Aberdeen. Six dwelling houses, Bunnyside 
Road; J. Shirras, bui'der, Aberdeen. Addition to premises, 
96, Huntly Street; W. and A. Hay, cabinet makers, Aberdeen. 

ABERDEENSHIRE.— Hcuse for farm of Mossfield-Glack Estate. Edmonds 
and Ledingham, Golden Square, Aberdeen. 

ARMLEY (Yorks.).—New Church of St. Hugh (23,500). H. S. Chorley, archi- 
tect, Park Place Chambers, Leeds. ` 

ASHFORD (MipptEsr.x).—Mixed secondary school (200 scholars). Middlesex 
Higher Education Committee. 

AVELEY (near PvmrLEkT).—New County Schools (£1,701). Н. J. Carter, 
builder, Grays. 

BACUP.—New elementary school in the Weir district (£6,000); development of 
estate at Lanehead into Garden City. 

BARNBLEY.— Houses, Blenbeim Gardens, for 8. and E. Cowood ; Denton 
Street, for George Firth ; warehouse, off York Street, for Holden 
Bros. ; Institute, for the Wardens of St, John's Church ; whole- 
sale market shops for tbe T.C. (£1,100). 

ae premises in Station Road, for the Salvation 
mmy. 

BARROW-IN-FURNESS.— Dwelling hcuse; Z. Bennett, Strand, Barrow. Two 
dwelling houses in Lord Street; Thomas Kellett, Parrow, Four 
houses in Newbarns Village: W. Hatton. Twelve houses in 
West View Road: J. H. Neal, Barrow. Proposed establish- 
ment of works for manufacture of pitch, creosote, &c., in con- 
nection with gas works; Barrow Corporation. Laurdry at the 
Workhouse at Roose, for the Board of Guardians: н. T. 
Fowler, architect, Cornwallis Street, Barrow-in-Furness. 

BATLEY.—Two houses off Norfolk Street. J. H. Brearley, architect, Com- 
mercial Street, Batley. ; 

BEDLINOG (Grax.).— Proposed new school. 
the Glamorgan C.C., Cardiff. 

BERWICK-ON-TWEED.—Extensive alterations to premites, (ог R. K. Ови! 
house furnisher, Hide Hill. ; 

BEXHILL.—Detached house, Collington Avenue, for W. White; G. Е. 
Maynard, Ltd., architects. Pair of semi-detached residences, 


Callington Avenue for С. G. Brown: G. E. M 
architects, | aynard, Ltd., 


Т. Mansel Franklin, Clerk to 


BIRMINGHAM.—New school in City Road and Poplar Avenue, Rotten Park 
(600 scholars), Birmingham Education Committee. 


BRACEBRIDGE (LiNCOLNSHIRE).—A dditions to girls’ school. Lincolnshire 
County Surveyor, 53, High Street, Grantham. 
BRENTWOOD.—Cookery and woodwork centre for Essex Е.С. (£1,180). Crowe 
and Browne, architects, Brentwood. 

BRIDGEND.—Extensive alterations to Llangan Rectory, for Rev. Owen Jones. 
G. E. Halliday, architect, 19, Castle Street, Cardiff. 

BRIDLINGTON.—House, Richmond Street. for Sampson & Siddall; house, 
Carr Lane, for R. Bailey; house, Roundhay Road, for Т. Gray 
house, North Street, for J. Bowman; alterations to premises, 
Manor Street, for G. T. Knaggs; stable and motor garage, 
Cardigan Road, for E. F. Phillips. 

BRIGHTON.— Place of worship for Horeb Tabernacle (£1,100); Rev. E. V. 
Mulgrave, pastor. 

BROADSTAIRS.—Additions to Cc quetdale.“ St. Peter's Park Road, for E. C. 
Cockett; additions to Carlton Hotel, J. Т. May, builder, High 
Street ; additions to '* Cameron," Callis Court Road, for L. C. 
Shadwell; houses, West Cliff Road, for Mrs. Northover; Bi. 
George's Road, for C. Culver. 

BROMLEY.—House, Edward Road; D. Deadman, builder, 7, Farwig Lane, 
Bromley. 

BROUGHTY FERRY.—Proposed new lifeboat house (£1,700). Mr. Hunter, 
solicitor, Dundee, secretary of Lifeboat Committee. 

BURNLEY.— Manse, for pastor of Claremont, U. M. F. Church; the Trustees, 
Claremont Chapel, Padiham Road, Burnley. New dye works 
in Calder Vale; H.Greenbalgh & Co., dyers, Burnley. Elec- 
trical installation for the new Technical School. J. E. Btarkie, 
Borough Electrical Engineer, Electricity Supply Works, 
Burnley. 

BURTON-ON-TRENT.—8chools, Guild Street, for Rev. J. M. Flynn. Thos. L 
McCartby, architect, Gentral Chambers, Coalville, Leicester. 

CAMBRIDGE.—New vestries at che Church of 8t. John the Evangelist, Hills 
Road (£900) Rev. A. E. Love, vicar. 

CANTERBURY.—Two residences, Bt. Augustine's Road, Canterbury. Clarke 

| and Epps, builders, Maidstone, Kent. 

CARDIFF .—Probable re-building, after fire, of corn mills and stores, Weet Bate 

Dock, for Н, Leetham & Sons. 


CARBHALTON.—Additions to Carsbalton House, for Mr. Tapley: houses, 
Cowper Avenue, for Faulkner & Sons; Hawtborne Road, for 
Windebank & Co. 
CABTLEBLAYNEY (Co. MonAGHAN).—New Post Office. J. F. M'Gahon, 
architect, Roden Place, Dundalk. 
CASTLEFORD (Yorss.).—Eighteen houses, Garden Street, for Galagher Bros., 
А builders, Morrison Street. | Wyndelit 
CHARLTON (KENT).—Congregational Church Hall, junction 0 ch 
Road and Bramshott Avenue (22.600). Rev. B. Lloyd Davis, 
pastor. E. 
CHATHILL (NorTHUMBERLAND).— House at North Sunderland for Mrs. E. 
McDougal 


CHESTER.—Alterations and additions to the Municipal Offices, for the n : 
W. T. Lockwood, architect, 88, Foregate Street, ie . 
Refuse destructor for the T.C. in connection with the electricity 
works (£10,966). | 

CHIPPENHAM.—Alterations to Willow House, for Sir John Dickson Poynder ; 

houses, Pickwick Road, for E. B. and W. Head. 

CHORLEY.—Nine houses, off Eaves Lane, for Arthur Tromans. 

CHURCH (Laxcs.) —Nine houses, Dill Hall Lane, for J. Grimshaw, builder, 
Dill Hall Lane. "€ 8988 

COOKHAM.—Rebuilding Bleak House, Pinkneys Green, for Mr. Ewen; ' 
Seb Dean, for W. Baldwin; Bath Road, for Mr. Naylor ; 
Lock Mead, for F. T. Castle; Furze Platt, for W. Gilroy Den 
Road, for N. R. Henry; additions to Fir Croft, Cookham Cook. 
for G. P. d. Hills; alterations and additions, Tythe Barn, 
hem Dean, for W. H. Crow. 


CRADLEY HEATH.—Works for the manufacture of enamelled and galvanised 


goods, near Lomey Town, for Mr. Stevens, hollow-ware mant: 


i facturer. 
CREW E. Proposed new police station in Ford Lane. County architect 
Chester. 
CROMPTON FF houses, Shaw Lodge Estate, for James 
ite, 


CUDWORTH.—Houses, cff Pontefract Road, for T. Winter ; Pontefract Ком, 
for H. Slater; Albert Street, for J. Stothard. 


DARLINGTON.—New girls’ high school for Durham С.С. (£12,000). 


DARTFORD.—Extension of Spital Street Wesleyan Church and new Sundsy 
Schools (24,300). Rev. S. L. Evans, pastor. | 
DARTMOOR.—Establishment of peat works, to be electrically 000 
DERBY. Extension of the Royal Institution for the Deaf and раш SE 
A. Eaton, architect, 6, St. James’ Street, Derby; Osh bOUrDe 
contractors, Derby. New church in connection with e 
Road Congregational Church (£3,000); A. Wilson, 
Н. Vernon, builder, Drewery Lane, Pa 1 ев, 
DONCASTER (THoRNE).—New_temperance institute (£1,000). ~. 
architect, 24, Boothferry Road, Goole; W. Drury & Son, 
builders, Thorne. І 
Ф (Вехтівх),- New Sunday Schools in connection with St. Peter г 
Church. Mr. Simmons, arobitect, Doncaster. 


Extensions to the market buildings for the T.C. Borov 
3, Priory Place, Doncaster. ware 
DUNDEE.—Bhops, offices, and warehouse at 4, King Street, or г d ae 
alterations to property, 18, Overgate, for I. B. her: sugges 
tion Army Hall in Constitution Btreet, for О. Archer: 
extension of the Dundee Eye Institution. 


e 
EAST AND WEST V'HORLTON (NonTHUMBERLAND)— Extension dj s 
County Echools (£2,256). J. C. Mather, builder, ү? Eagleton 
EASTBOURNE.—Additions to Canfield, Saffrons Road, for О. С. Eirchevhaw 
F. G. Cooke, architect, 3, Hyde Gardens. Поов топе 
Road, for T. Dunlop; А. А. Oakden, Ore n А. E. V 
Road. Two houses, Milton Road, for J. Mo on Street. 
McCann, builder. Additions to Grand Hotel, і inder House. 
for the Grand Hotel Co., Ltd.; C. Breach, каш architect 
Prideaux Road, for W. Wales. Smith: P. D. Stonha Дир. 
17, Gore Park Road. Additions to BishopsDOP P House 
Road, for H. Kent; M. Martin & Bons, bu ane archi. 
Bummerdown Road, for T. Dunlop: J. W оо Stonham, 
tect. House, Prideaux Road, for Miss Davis; gt. Anthony's 
architect, 17, Gore Park Road. Bix cottages, , 7 Gildredge 
Hill, for J T. Wenham ; Mitchell & Ford, architec 100 10 ; 
Road. Additions to Motcembe Farm House, Me Estate Office. 
for the Duke of Devonshire; Architect, Compton Southall: 
Additions to Queenscliffe, Carew Road, E J. Fletcbet: 
additions to Rockfield, Arlington Road, for ce; additions 
additions to Melrose, Carew Road, for Mrs. "PP negmark 
to 21, Carleton на for "i eden ; additio 
House, Morcombe Road, for A. a , Со. Ltd. 
ECCLES.— Extensions to works at Patricroft, for Nasmyth, Wilson oe 
engincers. 19 and 
EDINBURGH.—New oftices for the United Free Church of Scotian’ ui 
121, George Street, Edinburgh: John Lown s khart Memoris! 
57, Harrison Road, Edinburgh. New Loc 
Church in the Grange district. 


(Continued on page 811.) 
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THE DEVELOPMENT OF THE ALUMINIUM CORPORATION, LTD. 


PROBABLY one of the most remarkable demonstrations of the 
economic value of the application of electricity to chemical 
processes will be found in the way in which alüminium has 
taken a leading 
place among the 
metals in ordinary 
use. As recently as 
1886, aluminium 
was as rare and 
valuable as silver, 
being sold at 5з. 
per oz.; to-day, 
as the result of 
electrochemical 
manufacturing pro- 
cesses, it can be 
obtained at con- 
siderably under 
14. per oz. In 
1886, the annual 
production of metallic aluminium was under 50 tons; to-day, 
at the least estimate, it is being produced at a rate of over 
20,000 tons per year. The manufacture of aluminium is 


Fic, 2.—Lest FROM Laks EIGIAU TO 
THE SERVICE RESERVOIR. 


now à world-wide industry; extensive plants are in operation 
at Niagara, in France, Norway, Germany, Scotland, and 
last, but not least, in England and Wales. Its uses are so 


Fig. 5.— CuTTING at LAKE EiGIAU. 


manifold that space would not permit of their enumeration. 
The electrician has found that for overhead transmission 
lines aluminium presents an alternative to copper, offering 


Fic. 1l.—TBEÉ ALUMINIUM Works, DorGABBOG. 


Fic. 3.—LakR EIOIAU, THE Main 
SouRCB OF WATER POWER. 


equal conductance at 40 per cent. less cost, and a lighter 
pole construction. Bus-bars, electrical accessories, and, to 


a certain extent, insulated wires, previously made of copper, 
are now being 


replaced by alu- 
minium with eco- 
nomical results. 
The motor-car in- 
dustry utilises this 
metal for gear- 
cases, radiators, 
and crank cham- 
bers. Various 
Governments, par- 
ticularly the French, 
Russian and Jap- 
anese, are availing 
themselves of its 
lightness and dura- 
bility, to equip their 
troops with aluminium accoutrements, reducing the weight 
of the kit by at least 50 per cent. The replacing of copper 
coins by aluminium is under serious consideration by 


Fic. 4.—THR Dam at LAKE EiGIAU, 
UNDER CONSTRUCTION. 


various Mints, and come Governments have already taken 
steps in this direction. On railways and steamships we are 
becoming accustomed to aluminium railings, gates and 


кта. 6.—Тнк Dam AT LAKE EIdIAU. 


fittings. In lithography, calico printing, and photo- 

graphy its uses are being discovered by engravers. 

In the domestic service, the list of articles such 
F 
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Fig. 8.— VIEW OF PIPE LINE. 


as chairs, castors, lavatory fittings, 
stair rods, cooking utensils and the 
like is apparently endless. The 
uses of the metal do not finish with its 
direct applications. Aluminium is par- 
ticularly valuable as a component of a 
long series of alloys for castings, rolled, 
spun or stamped goods, and bronzes, 
being combined with metals such as 
copper, zinc, nickel, and tungsten. 
It is used extensively in iron aud 
steel works as a reducing agent in refining 
cast-iron, steel and other metals, and 
prevents the foaming and frothing which 
impede the flow of metal, reduces the 
* wasters,” produces solid castings free 
from blow-holes, and renders them more 
suitable for machining. 

It will be seen, therefore, that in des- 
cribing а modern and up-to-date series 
of plants for the production of alu- 
minium we are not dealing with any by- 
product of modern science, but are sum- 
marising progress in an industry which is 
likely to be one of the moet important 
developments of modern history. The 
world’s production of copper is at present 


in the neighbourhood of 800,000 tons per annum ; it may be 
confidently expected that in the near future aluminium vill 
rank equally in importance. 

The Aluminium Corporation, Ltd., was formed in April, 
1907, with a nominal capital of £500,000. and offices at 
54, Parliament Street, Westminster, S.W. The con- 
struction of the first works for the production of aluminium 
in North Wales was at once commenced. A water-power 
echeme was adopted, under the superintendence of Messrs. 
Harper Bros. & Co. and Messrs. Kincaid, Waller, Manville 
and Dawson, of London, utilising the power available at 
Dolgarrog, near Tal-y-Cafn, seven miles up the valley 
from the historic town of Conway. The civil engineering 
work rendered necessary included the building of a 
dam at Lake Eigiau and another at Lake Cowlyd for the 
purpose of increasing the storage capacity of the system. 
Two leets were constructed respectively from intakes on the 
rivers Porthlwyd and Ddu to a service reservoir, from which 
a steel pipe line was conducted from the hilleide for a distance 
of about 3,600 ft., and giving a maximum head of water of 
about 1,006 ft., to the power station adjacent to the works. 

The dam, which is 

about 4 mile long, is 

4 miles distant from 

the power house. The 
. normal level of the 

lake was 1,219 ft., 
ordnance datum. In 
order to increase the 
storage and. facilitate 
the getting of stoner, 
pravel and sand, the 

lake was tapped to 4 

depth of 5 ft. below 

normal level by a 

trench running from 

the lake to the ad- 
jacent stream, 650 ft. 
long by 4ft. wide(fig.5), 
and the works are now 
provided with a storage 
of 160,000,000 cb. ft. 
of water, derived from 

a watershed 14} square 

miles in extent. The 

leets from the river 
have a capacity of 

3,500 cb. ft. of water 

per minute, and five 


Fic, 9.—ENTRANCE oF 20,000-VorT Transmission flood overflows, four 


LN TO THE WOBES. of 10 ft. width on 


the Cowlyd leet and 
one of 40 ft. width 


Fic. 10 — PELTON: WHEELS By Ganz & Co., Bupa-PESTH. 
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on the Eigiau leet, were provided for storm water. 
The work involved & considerable amount of tunnelling, 
excavation, road diversion and the building of retain- 
ing walls and dams, owing to the exceedingly difficult 
contours of the country. as shown by the general view of the 
leet in fig. 2, and Messrs. Bott & Stennett, Ltd., of 
Westminster, the main contractors for the works at 
Dolgarrog, are to be complimented upon the expeditious and 


Fid. 11.— BRUCE PEEBLES Товво-ЮРвіуех GENERATORS, DOLGARBOG ; 


Соммотлтов END. 


first-class manner in which they surmounted the difficulties 
that faced them. Some idea of what these were may be gained 
from the fact that even the five locomotives used by the con- 
tractors on the dam and leets had to be hauled up the incline of 
1 in 1:8, down which the pipe line now travels. Five miles 
of temporary railway track were laid, and it took a full year 
to get material into position ready to commence work. 

The pipe line (fig. 8), of lap-welded steel in the lower lengths 
and of Kimberley joint in the upper sections, is of 36 in. inter- 
nal diameter. Concrete blocks 2 ft. 6 in. 
by 5 ft. are spaced at intervals of about 
13 ft. apart for foundations for the 
pipes, except where curved and straight 
junctions occur, extra heavy foundations 
being used at such points. Where the 
pipe projects into the service reservoir 
it is provided with a bell-mouth con- 
taining a screen. A complete telephone 
installation provides communication 
between the power house, the service 
reservoir, the intake on Lake Eigiau, 
and a portable telephone call station, 
the line running along the pipe line 
and the leets. 

At the Dolgarrog works there is a de- 
tached set of office buildings, which are 
Closely adjacent to the main block. The 
power station (fig. 1, p. 803), which was 
built by Messrs. Edward Wood & Co., of 
Manchester, contains four Pelton wheel 
turbines driving Bruce Peebles direct- 
current generators, ench of 1,000 Kw. 
capacity (provision being made for one 
spare set), and two 600-Kw. motor-gene- 
rators. The total length of the power 
station is about 125 ft., and it has a 
clear width of 36 ft. Immediately behind the power house in 
the same structure, but separated from it by а wall, are six 
bays, five of which contain the aluminium furnaces, while the 
remaining bay is devoted to the recasting of aluminium 
Ingots into the various forms required by commerce, and to 
storage purposes. This furnace house was constructed by 
Messrs. Francis, Morton & Co., of Garston. There is a total 
of 125 aluminium furnaces in these works, whose aggregate 


capacity is about 1,600 tons of metal per annum. The 
arrangement of the system is practically identical with that 
of the Wallsend Works, to be described later, with the 
exception that at Dolgarrog no attempt is made to turn out 
anything but aluminium, whereas the company at its later 
works has introduced further electrolytic processes. | 
Turning for а moment to the power house equipment at 
Dolgarrog, a trench is formed below floor level on the out- 
side of the longitudinal wall to contain 
the main water pipe, from which 
a branch is taken to each turbine set. 
Before entering the turbines the water 
passes through a system of six Ganz 
filters in parallel, fixed on each turbine 
inlet, and so placed that any filter can be 
removed for cleaning while the machine 
is in operation. The outlets from the 
Pelton wheels are so constructed that 
the water passes directly downwards to 
the tail race, and this is provided with 
weirs at the points where the water 
is discharged from the turbines, 
so that there is always water at 
these points of sufficient depth to act 
as a cushion to the discharge. The 
tail race is also protected against 
destruction caused by jets of water 
impinging on its walls, by means 
of cast-iron plates. The Pelton 
wheels, made by Messra. Ganz and 
Co., of Buda-Pesth, who were selected 
on account of their large previous 
experience in this class of work, are 
particularly fine pieces of  engineer- 
ing; our illustration (fig. 11) shows 
one of these machines with the top 
cover removed. Every care is taken in the workmanship 
to secure the absence of end-thrust on the bearings. The regu- 
lation of the water is effected by handwheels controlling the 
inlet jets, while provision is made against racing on a sudden 
removal of load by deflecting the nozzles through the action 
of the governor. 
The continuous nature of the work imposed on the elec- 
trical plant by the requirements of the electro-thermal 
process rendered it necessary to build the dynamos in 


Fic. 12 —BRUCE PEEBLES GENERATORS, DoLGARROG; CouPLING END. 


accordance with very stringent conditions. In the first 


_ place, precautions had to be taken against the unfavourable 


climatic conditions ; for the greater part of the year it 
rains heavily, and the atmosphere in consequence is 
extremely damp. The four dynamos have to run day and 
night at their full rated capacity of 8,000 amperes. At 
starting, the pressure is gradually raised from 0 to 40 
volts, when the furnaces are switched in. Between 40 and 
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188 volts the regulation has to be so fine that the pressure 
can be raised volt by volt. The normal pressure of the 
dynamos when running at 450 R. P. A. is 125 volts, but the 
machines, even when hot, can give a pressure of 138 volts 
with a current of 8,000 amperes each for one hour. Moreover, 
they can give any current between 0 and 8,000 amperes at 
апу pressure between 0 and 138 volts, with absolutely 
‘sparkless commutation, after 24 hours’ run on full load. 
The armature coils are of electrolytic 
copper, former wound, and without joints 
except at the ends, where they are 
riveted and soldered on to the commu- 
tator lugs, which are of laminated copper. 
Equalising rings are provided to balance 
any difference of voltage in the sections, 
and the brush gear is of very massive 
constraction. 

The arrangement of Messrs. Brace 
Peebles & Co., Ltd., of Edinburgh, who 
supplied these sets, together with 
two 600-KW. motor generators for 
transforming a high-pressure three- 
phase sapply to direct current on 
the works, is to couple two dynamos 
in tandem to the turbines, each 
pair being mounted on a combination 
bedplate provided with three water- 
cooled bearings. Figs. 11 and 12 show 
these machines admirably. The motor- 
generators each consist of a 1,000- 
H.P. induction motor, with liquid starter, coupled to two 
300-KW. continuous-current generators, one at either end of 
the motor. The speed of each set is 375 R.P.M., and each 
dynamo gives a normal output of 8,000 amperes at any 
voltage from 25 to 75, or even higher if necessary. The 
motors are supplied with current at a pressure of 1,050 
volts and 50 cycles from Berry transformers. Their general 
appearance is shown in бр. 13. The balancing of the load 
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Fic. 18.—Ввссе PEEBLES MOTOR-GENERATOR, DOLGABROG. 


between the two machines on each set, both turbine and 
motor driven, is accomplished by means of special field regu- 
lating resistances of Ferranti design mounted near each set. 
The hand-wheels of these rheostats are so placed that an 
attendant can balance speedily and easily by operating both 
at once. Two regulators, two ammeters, and a summation 
ammeter are provided in each equipment. 

Six switchboards are provided in the station, one for 


each dynamo, consisting of slate panels, carrying a voltmeter 
and its switch, an ammeter of 9,000 amperes range, an exciter 


circuit rheostat with a range equivalent to a voltage variation 


from 0 to 140 by fine gradations, and a bracket carrying a 
lamp. Each dynamo is connected by cables and aluminium 
conductors to its set of furnaces, three-way connecting links 
being included in the circuit, by means of which four 
different] arrangements of circuit may be made. The 


Fig. 14.— GENERAL. View OF CARBON WoBKS, WALLSEND. 


generator may be connected straight through to its respec- 
tive furnace; it may be connected to the positive and 
negative bus-bars of the hospital bars with the furnace 
isolated; the furnace may be connected to the bus-bare 
with the generator isolated, or, finally, both generator and 
furnace may be isolated from the bars. The rolled aluminium 
conductors between the generators and furnaces consist of 


bars 4 in. by } in. cross-section spaced } in. apart, and sup- 


ported on earthen- 
ware insulators 
placed on channel 
iron bridges let into 
the trenches nearly 
2 ft. above the floor 
of the trenches. 
Copper is only used 
from the terminals 
of the dynamos to 
the aluminium con- 
ductors in the gene- 
rator pite, and the 
beautiful precision 
of the wiring work 
is an object lesson 
which might well 
be studied by cen- 
tral -station engi- 
neers. The light- 
ing and heating of 
the power house and 
works is provid 
by a 50-H. P. Pelton 
wheel made by 
Mesars. Carrick and 
Ritchie, of Glas 
gow, directly dri. 
ving a dynamo 0 
:125 v. e dd 
capacity. Thenozze 
of the wheel is fitted 
with a regulating 
gpear operated by 8 
centrifagal governor, which prevents the wheel exceeding 
10 per cent. above normal full speed under any variation of 
load. It is а curious feature of these works, caused by the 
fact that electricity is here actually cheaper than coal, that 
electric heating, and even cooking, is in practical operation. 
For effecting maintenance repairs an overhead travelling 
crane of 12 tons capacity and 36 ft. span, and having? 
lifting range of 20 ft., is provided in the power house. 
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Sapplementing this very completely equipped power house, 
an additional supply is provided by means of an overhead 
transmission line some 12 miles long over wild moorland 
from the North Wales Power Co.’s generating station at 
Snowdon. This line, which is capible of transmitting 
1,200 KW. at а pres- 
gure of 20,000 volts, 
is of the type illus- 
trated in fig. 9,show- 
ing the entrance 
to the power house, 
and terminates in 
two step-down 
transformers of 
1,000 kilo-volt- 
ampere capacity of 
the water-cooled oil- 
insulated type, made 
by the British Elec- 
tric Transformer 
Co., Ltd. 

The extra-high- 
pressure switchgear, 
lightning arresters, 
&c., are contained in 
a special chamber 
built at one side of 


line entering the 

building by means of 

a marble panel furnished with porcelain insulators and mica 
tubes to withstand the working pressure. The lightning 
arresters are of the cylinder type, with a running-water 
earth, and are surmounted by spark-gaps, choke coils, and 
isolating switches at the top. The main bus-bars to the 


Fig. 15.—ExTERNAL VIEW OF SUB-STATION, WALLSEND, AND ALUMINIUM 
the power house, the FunNACE Room AT THE REAR. 


its own chamber, are operated from a switchboard in the 
power house by means of Ferranti three-pole automatic cat- 
out oil-break switches equipped with free handles, so that 
the existence of a short-circuit or earth will cause the circuit 


to be broken independently off any pressure on the handle. 


Time - limit relays 
are also provided. 
A rather remark- 
able transformer 
forms part of the 
equipment, capable 
of converting di- 
rectly from 20,000 
volts to 105 voltr, 
and having a ca- 
pacity of 30 Kw. 
This is for the pur- 
pose of giving a 
stand-by supply for 
the lighting and 
motor circuits. The 
1,000-volt, or low- 
pressure circuits of 
the main trans- 
formers, are con- 
ducted to a portion 
of the transformer 
room separated off 
by expanded metal 
А Screens, and con- 
taining switchgear whereby the two secondaries of the main 
transformers may be paralleled if required. Isolating links 
are also provided for cutting out a transformer for over- 
hauling. The low-pressure side of the main transformers is 


connected to the two 600-Kw. motor-generators, each com- 
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Fic. 16.— INTERIOR OF WALLSEND SUB STATION; А E.G. MOTOR. GENERATORS IN THE FOREGROUND. 


transformers gre placed at the top of slate chambers, and 
above each cellular Ferranti oil switch is placed an isolating 
switch mounted on triple-petticoated insulators. A feature 
of the design is the excellent means adopted to earth every 
metallic portion of the construction which is not intended 
to be under pressure. The nine oil-break switches, each in 


prising two 4,000-ampere generators connected in parallel, 
previously mentioned. 

The presence of these high-pressure conductors near the 
telephone lines renders precaution necessary, not only 
against contact, but also against static inductive effects. For 
this reason the telephone connections in the power house 
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consist of highly-insulated wires, and the instrument is pro- 
tected by high-pressure fuses and disconnecting links. 
Anyone speaking has to stand on an insulating stool, and 
the mouth and ear piece are not in metallic connection with 
theline, but are separated therefrom by an insulated pneu- 
matic system. 
The yard lighting is carried out by Beck flame arc lamps 
fed by overhead aluminium cable circuits, these cables being 
50 per cent. cheaper than copper for the same conductance ; 
an electrically-driven workshop is provided for repairs, and a 
store for aluminium, cryolite, anhydrous alumina, and carbon 
electrodes is furnished with a 1-ton Avery weighbridge. 
It is possible that the Dolgarrog works would have 
attained more than their present importance had not the 
‘company received from the district of Newcastle-upon- Tyne 
such favourable proposals and terms for electric power supply 
that it was decided to erect a second plant at Wallsend, not 
far from the Carville generating station of the Newcastle- 
upon-Tyne Electric Supply Co., Ltd. An area of about 
3), acres adjacent to the water front of the river was taken 
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furnace. These blocks of carbon, measuring approximately 
10 in. х 10 in. x 12 in., are then placed in batches on 
trucks 6 ft. long and put into carbonising furnaces, through 
which the trucks are gradually pushed forward by means of 
hydraulic rams, one truck pushing another, till the complete 
passage has been made, taking a week or ten days. The 
furnaces are three in number, each of about 4 to 5 tons 
capacity per day, and are each 190 ft. long, in the form of a 
horizontal kiln or flue, heated by means of producer gas. For 
this purpose three Dowson gas producers, with the necessary 
auxiliary plant, are installed. After the trucks have passed 
through the furnaces they emerge into a cooling room, 
where the tracks are cooled down to a reasonable extent, and 
the baked carbon blocks are taken off and stored. Provision 
has been made to manufacture electrodes up to 5 ft. long, 
and powerful plant is installed for the purpose. 

The carbon works are, however, simply a preparation for 
the aluminium manufacture, the electrodes being made here 
for both the Wallsend and the Dolgarrog works. The modern 
manufacture of aluminium depends upon the electrolytic 
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Fic. 17.— IX TERIOB OF WALLSEND SUB-SraTION ; BRUCE PEEBLES MoToR-GENERATORBS IN TAE -FOREGROUND. 


and cleared of existing buildings, the foundations of the 
aluminium works and of a plant for the manufacture of cal bon 
electrodes being laid in August, 1907. The work proceeded 
with such speed that at the end of February of the present 
year the carbon works were in full operation, while the first 
metal was run from the aluminium furnaces on March 11th. 

In order to obtain an idea of the process employed, it is 
necessary to start with the carbon works, where the electrodes 
to be afterwards used in the furnaces are made. The raw 
materials used are oil coke, retort carbon and pitch. These 
are brought to the works by water, and are placed in a store 
adjacent to the wharf, capable of holding 200 tons of coke. 
The oil coke is first calcined and then, together with the retort 
carbon, is passed through crushing machinery, and reduced 
to a fine powder. This is then taken to mixers and incor- 
porated with heated pitch in a liquid condition, afterwards 
being placed under hydraulic pressure of 1 ton per square 
inch, and pressed into carbon blocks. The mixing machines 
and rams were made by Messrs. Wilson & Sons, of Johnstone, 
N.B. The opportunity is taken in this process of inserting the 
iron bar which is to form the contact of the electrode in the 


separation at a temperature of 900° С. or 1,000°C. of a 
bath consisting of aluminium oxide or alumina (Al, О,) di- 
solved in cryolite, a double fluoride of sodium and aluminium 
(Al, Flo. 6 NaFl.). The alumina is at present obtained by 
the Aluminium Corporation in the open market ; bat before 
very long refined bauxite will be prepared by their associated 
company, the Bauxite Refining Co., Ltd., of Hebburn-on- 
Tyne, reference to whose operations will be made imme- 
diately. Electric power is obtained from the Newcastle- 
upon-T yne Electric Supply Co., Ltd., to the extent of 4,000 KY., 
the supply being brought direct from Carville at 6,000 volta to 
British Thomson-Houston high-pressure switchgear ab the 
sub-station on the works ; a single unit system of feeding to 
the machines has been adhered to, with provision for coupling 
the feeders across in the sub-station. This sub-station 18 
arranged with reference to the furnace room» precisely 8 al 
Dolgarrog. Four bays in the furnace room, which are 
133 ft. wide and 160 ft. long, stand at right angles to, and 
are separated by a wall from, the power station, where a 
installed the motor-generators. The capacity of the 
aluminium furnaces installed is about 1,000 tons of metallic 
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aluminium per annum. In addition to thie, furnaces are 
now erected for the manufacture of ferro-alloys such as 
ferro-chrome of various grades, ferro-silicon, &c., and also 


Fic. 18.—Barrish Тномѕох-Нооѕтох THREE-WayY Swircg, 8,0,0 
AMPBBES CAPACITY, ON FOURHNAOE CIROUIT. 


electric steel. These lend themselves especially well to the 
electro-chemical operations of the firm, and the furnaces now 
being built are more powerfal than the aluminium furnaces, 
the power required for each varying 
from 400 H.P. to 1,200 н.р. The fur- 
nace room and power house stand on. 
rising ground, so a lift has been installed 
for the transport, of material to and from 
the furnace room. | 

The exterior of the Wallsend sub- 
station, with the furnace room at the back, 
is illustrated in fig. 15, while the interior 
i8 shown by figs. 16 and 17, giving the 
appearance of the room from opposite 
ends. The main equipment consists of 
three motor-generators made by the 
Allgemeine Elektricitiits-Gesellschaft, of 
Berlin, and two motor-generators of the 
Bruce Peebles design. Each set is 
constructed to have 1,000 KW. capacity, 
and they are connected, in precisely the 
same way as at Dolgarrog, to the fur- 
naces or hospital bus-bars by means of 
three-way B.T.-H. switches of the type 
shown in fig. 18. The three A.E.G. 
machines each consist of a synchronous 
three-phase motor coupled direct to a 
shunt-wound 16-pole direct - current 
generator, having two windings on the 
armature connected to separate com- 
mutators. Each winding is capable of 
giving continuously 4,000 amperes at ' 
any pressure from 15 to 100 volts in 2-volt gradations, and 
from 100 to 130 by 1-volt steps, when the set is ranning 
at 300 R.P.M. Commutating poles in series with the main 
current are provided to eliminate sparking, and the output is 


balanced, if necessary, between the two halves of the armatnre 
by moving the separate rockers, an ammeter being included in 
each armature circuit for the purpose of balancing. À notable 
feature of the design is the extreme rigidity of the collector 
gear. The number of brushes per machine is no less than 
480. To support the weight of the field casting, a screw- 
jack bearing is placed at the centre underneath the machine, 
as well as the ordinary side frame bearings. 

The motors are ventilated by means of fan-blades fixed on 
rings on the outside of the rotor, and spaces are left in the 
field stampings for the egress of air, the machine thus acting 
as а radial flow turbine. An air gap of 8 mm. between rotor 
and stator is all that is allowed, the sets, which are mounted 
on combination bedplates, being fitted with self-aligning bear- 
ings. Some idea of the size of the machines may be gained from : 
the fact that the dynamo field weighs 9:2 tons; the arma- 
ture weighs 12:5 tons, while the rotor of the motor weighs 
9 tons and the stator 8°3 tons. It was impossible to get the 
parts in by road owing to their size, so that a special sheer- 
legs had to be used to transport the parts through a neigh- 
bouring engineering yard. 

At one end of each shaft is coupled a three-phase starting 
motor, these being supplied through a 500-Kw. A.E:G. 
transformer and а Reyrolle ironclad switch panel. The motors 
are capable of developing 200 н.р. each for short periods, 
and have a synchronous speed of 380 volts. They are of 
the slip-ring type, and synchronisation of the main machines 
is effected by varying the water resistance in series with the 
starting-motor rotors. At the other end of the shaft of 
each set is an overhung exciter. The low-pressure windings 
of the sets had all to withstand an alternating pressure test of 
1.000 volts, while the high-pressure windings were tested to 
12,000 volts. | 

In the running tests, the machines came out well; the 
average temperature rise was 36° C. on the motors and 
88? C. on the generators. The machines had to give 25 per 
cent. overload at 125 volts for two hours, 50 per cent. for 
10 minutes, and 100 per cent. momentarily. Moreover, the 
provisions of the specifications were that a limit of 11 per 
cent. rise of voltage when all load was switched off was to 
be allowed; the actual figure was 7:5 per cent. The 
average full-load efficiency of the sets, shown in fig. 16, is 
87 per cent. 

The Bruce Peebles sets are very similar to those installed 
at Dolgarrog ; each set consists of a 1,500-H.P. synchronous 
motor, driving at each end a 500-Kw. continuous-currer t 
generator. On an extension of one generator shaft is 


Fig. 19.— PaABT oF Furnace Crrovit, SHOWING В.Т.-Н. Gear. 


mounted the starting motor, and at the opposite end 
an exciter. The speed of the combined plant is 400 R. P. u., 
the exciters being used for exciting not only the synchronous 
motor, but also the continuous-current machines. Similar 
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balancing boards to those 


circuits to the 
furnace room are 
precisely as in the 
sister establish - | 
ment. | 
After the metal 
has been run out 
of the furnaces 
into moulds in the 
form of crude pro- 
duct ingots, these 
are passed to the 
stores; afterwards 
they are taken to 
the recasting shop, 
where they are cast 
into the various 
market products, 
such as large bars 
in various sizes, 
billets for draw- 
ing into wire or 


at Dolgarrog, previously 
described, are installed in connection with these seta. The 


Fic. 20.—BAUXITE MINE OF THE ALUMINIUM ConPoBATION, LTD.; PRELIMINARY 


Mix Works AT ST. BARNABE. 
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Fic. 21.—ERRC TIN THE HEBBUBN WoRKS; FILTER PRESSYS AND 


CONSTRUCTIONAL WORK. 


rolling into rods, and tube billets for 
drawing into tubes. These special forms 
are made up as the order comes along, 
stock being usually kept in the form of 
ingots. The recasting and alloy room 
contains three furnaces of special design, 
two being rotating furnaces with natural 
draught, fired by producer gas, and the 
other beinga tilting furnace by the Morgan 
Crucible Co., Ltd., for alloys, the blast 
being obtained by a motor-driven fan. 
All classes of aluminium alloys are here 
produced for casting, rolling and general 
work, including aluminium bronze. Two 
of the most useful of the series are the 
Aluminium Corporation’s D Alloy“ 
and F Alloy." The former is an 
aluminium zinc and copper alloy, giving 
a white casting metal that flows well 
and gives clean, sharp castings. It is 
used for motor fittings that have to be 
machined, and is especially good in sand 
or chiNed- moulds. The latter is a 
copper aluminium alloy much used for 
motor and cycle castings, being capable 
of bending and riveting cold. 
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At the Wallsend works is situated the chemical laboratory 
in which samples of all raw and finished materials handled 


by the Corpora- 
tion are tested. It 
is equipped with 
muffle furnaces, 
chemical testing 
appliances and all 
necessary apparatus 
for testing the ‘oil 
coke, alumina, 
baked carbons and 
the various metale, 
Every day's samples 
of the finished 
aluminium and ite 
alloys are checked 
for purity, these 
being derived both 
from Wallsend and 
Dolgarrog, and 
the sluminiom 
produced is of a 
very high quality, 
in no case falling below 99 per cent. of 
the pure metal. 

The transport of raw material and 
finished products, both at Dolgarrog 
and at Wallsend, is chiefly accomplished 
by water. At the North Wales works 
powers have been obtained to bridge 
the river and to connect to a rail- 
way running down the opposite bank 
of the Conway. An alternative scheme 
is to effect transport by means of 
flat-bottomed steam hoppers from 
the sea. At Wallsend ample water 
facilities are obtained, the works being 
on the riverside. Alternative means 
of transport are, or will be, avail- 
able in both places; at Dolgarrog 


a steam motor-wagon service connects 


the works with the Conway Railway 
station and harbour, while at Wall- 
send a railway siding is ‘in process 
of construction. The chief markets 
to which the aluminium is ebipped 
are abroad, and this, in view of 
tariff restrictions, is an encouraging 
indication for this English industry. 
Reference has been made to the fact 
that the Aluminium Corporation is aboat 
to obtain its alumina from the associated 
firm at Hebburn. The works of the 
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Bauxite Refining Co, Ltd. which are just nearing 
completion, will be capable of turning out from 4,000 
to 6,000 tons of alumina or refined bauxite per year, 
‘but are being designed so that their output can be 
doubled when required. The strategic importance of 
this will be realised when it is remembered that, a year or 
two ago, aluminium was selling at £180 per ton; now it has 
fallen to £70. It is therefore important to secure a supply 
of refined bauxite at the lowest possible rates. The Alu- 
minium Corporation have achieved this by obtaining valuable 
properties in the Var district, in the South of France, where 
the best quality of bauxite, containing about 62 per cent. of 
alumina and a very low proportion of silica, is found. They 
have at present in operation two bauxite shafts at St. 
Barnabe, near Sillans, the preliminary mining works for 
which are shown in fig. 20. About 50 French and 
Italian workmen are employed in mining the bauxite, which 
is then shipped to Toulon ара thence to the Hebburn works. 
The special advantage of this arrangement is that cargoes of 
coal are already in great demand in the Mediterranean, and 
Ње colliers bring back the bauxite practically as ballast. It 
is therefore expected that the cost of production of alumina 
will be reduced below previous figures by the Hebburn works, 
because of the advantageous position and up-to-date plant 
employed. | 

The erection of the works, which occupy about one acre of 
a total ground area of close upon five acres, was begun on 
July 18tb, 1908, and its progress is being so vigorously 
pushed forward that in a very short time Tyneside alumina 
will be an accomplished fact. The buildings, supplied by 
Messrs. Brownlie & Murray, Ltd., of Glasgow, consist of a 
furnace-house bay 230 ft. long, together with two other 
bays of galvanised iron superstructure on & concrete founda- 
tion, devoted to the wet portion of the process. A store is in 
process of erection, which will be capable of holding 2,000 
tons of bauxite and keeping it dry. The raw material is 
brought to this store by means of a full-gauge railway track, 
either from the North-Eastern Railway or from the closely 
adjacent river Tyne. From the store the crude banxite 
passes to the crushing house, where it is reduced to the fineness 
of flour. A motor-driven pneumatic separator plant both grinds 
and winnows the material, at the rate of 40 tons per day ; 
this plant was made by Messrs. Ernest Newell & Co., Ltd. 
The ground material is then mixed with caustic soda, 
obtained from the neighbouring works of the United Alkali 
Co., Ltd., and the mixture is lifted to a series оѓ “ kiers,” 
or double-jacketed boilers, where the heat of steam in the 
outer jacket boils the liquor within. This arrangement is 
necessary to avoid dilution of the caustic soda. After a 
number of hours’ boiling it is blown into elevated tanks, 
and goes through an elaborate filtration process in а series 
of presses. The aluminate of soda which has been formed, 
being in a state of solution, passes through, while the sus- 
pended oxide of iron is rejected. A market for this by- 
product is now being developed, and this will constitute an 


advance in the economical production of aluminium which 


has not hitherto been obtained. 

The aluminate of soda, after a second filtration, is brought 
up to such a state of purity that it is found in a subsequent 
stage that the amount of impurity in the hydrate of alumina 
is of the order of 001 per cent. After this filtration the 
aluminate of soda passes to a series of large tanks, each 
capable of treating upwards of 45,000 gallons of liquid. 
These tanks have large internal -agitators electrically driven 
through two lines of shafting seen in fig. 22, and aluminium 
hydrate separates out and is drawn cff to a third set of 
filters. The residue in the tanks, or “ mother liquid," is the 
Caustic soda, and so is the filtrate obtained from the third 
filtration. 

The precipitate, however, is alumina in the form 
Al,0,3H,0. An electrically-driven air compressor blows air 
through this mass at a pressure of 8 Ib. per sq. in., and 
drives off the mechanically-contained water. The hydrate 
of alumina is calcined in the furnace house, a water- 
sealed gas producer being utilised to heat the furnaces, and 
the refined АО, is then ready for transport to Wallsend or 

olgarrog. | 

It is, however, necessary to note the economical working 
of the plant as evidenced in the treatment of the caustic 
soda or “ mother liquid.” This is passed back from the 


filters and large tanks to a series of evaporators for concen- 
tration, built by Messrs. Ernest Scott & Co., Ltd., of 
London. These consist of four large pans, 9 ft. in diameter, 
containing a series of tubes, through which the liquor passes 
and outside which steam plays. These are arranged so as 
to have a multiple effect. In the first pan exhaust steam 
at about 10 Ib. pressure is used; the last of the series is 
subjected to a vacuum caused by a pump connected to a 
barometric condenser, and the vapour evolved from one pan 
boils the liquid in the pan next to it in such a way that it 
is possible to evaporate 2 lb. of water for every pound of steam 
originally used. . Moreover, the condensed water goes to feed 
the battery of boilers generating steam at 120 lb. per square 
inch for heating purposes and for generating electric power 
and lighting on the works. The heating is largely done by 


‘exhaust steam, the engines acting as a reducing valve. 


Thus the Aluminium Corporation, Ltd., who hold five- 
sixths of the capital of the Bauxite Refining Co., Ltd., have 
caustic soda at their own doors ; they have cheap coal, cheap 
electricity, cheap transit, and their own bauxite. They ought 
to be able to supply aluminium at a price which will be 
unassailable by competitors. 

It wil probably have occurred to our readers that in 
describing the operations of this group of works we have 
really been typifying some of the achievements of electro- 
chemistry which will make the earlier decade of the twentieth 
century memorable as a period of intense industrial develop- 
ment. The example that we have now before us is especially 
valuable as exemplifying modern practice in electrical 
engineering in connection with chemical and metallurgical 
industries, and we have to thank Mr. R. S. Downe, the 
general manager of the Aluminium -Corporation, Ltd., 
together with his staff officers, Mr. E. F. Jones, of 
Dolgarrog, Mr. T. L. Kolkin, of Wallsend, and Mr. H. T. 
Fletcher, of Hebburn, for their courtesy in allowing us to 
make a detailed study of these three works, and affording us 
every facility for investigation. | 


CONTRACTORS' COLUMN. 


(Concluded from page 802.) 


EGHAM.—Presbytery at St. Cuthbert's Church, Englefield Green: and stables 
at Broomlea. Mr. Norris, builder, Sunningdale, Egham. 

ELLESMERE PORT.—Proposed town hall and Council offices, for the U.D.C. 
(£7,800). New library for the U.D.C.; Sproat & Warwick, archi- 

" tects, 18, Cook Street, Liverpool. ; 

ENFIELD.—Girls’ secondary school and technical institute at Holly Walk. 

EPSOM.—Further extensions to Manor Asylum (£15,978). W. C. Clifford 
Smith, engineer, Asylums Committee L.C.C., 6, Waterloo 
Place, S. W : 

FARNBOROUGH.—New Conservative Club premises in Camp Road. W. E. 
Trevena, architect, 

GATESHEAD.—Proposed new Lunatic Asylum at Stannington, near Gates- 
head. Borough Engineer, Gateshead. 

GELLIGAER.—Additions to Council School. T, Mansel Franklin, clerk to the 
Glamaggan C.C., Cardiff, 

GILLINGHAM.—Proposed swimming bath for the T.C. (£1,000). Houses, 
Twydall Lane, for Kemp Bros.; Napier Road, for C. H. 
Langley, builder, 66, Gillingham Road, The Green; Barnsole 
Road, for J. R. Featherby; E. J. Hammond, architect, 
21, Balmoral Road, Gillingham. Bungalow, Hempstead, for 
Mr. Pharoah; Н. H. Dunstall, architect, Bank Chambers, 
Railway Street, Chatham. Naval wards for the hospital, to be 
lit by electricity, for the Т.С. | 

GLASGOW.—New Pavilion Hospital, at York Hill; Alan E. Clapperton, 
secretary for the Royal Hospital for Sick Children, d дере, 
Ten cottages, Aird’s Road; Andrew Kerr, Craigmore, Giffnock, 
Glasgow. Three tenements, Kilmarnock Road; M. Farlane and 
Co., builders, Giffnock. Extension for Dead Meat Market for 
Glasgow Corporation; the City Engineer, City Chambers, 
Four tenements in Batson Street; George Eadie, builder, 
405, Mathieson Street. Twelve terrace houses in Compsie Street, 
for Springburn Garden City Co., 205, Hope Street. School and 
other buildings in Hopehill Road, for Directors of Houses of 
Refuge, Reformatories, &c.; Thos. M*'Harg, secretary, 69, 
Buchanan Street, 

GRANGEMOUTH.—Dwelling-houses in Ronaldshay Crescent; Mr. Wilson 
(Wilson & Tait), architect, Grangemouth. Alterations to 
Baltic Tavern and Burn ' s Bar. 


. GRAVESEND.—8hop and eight houses, Campbell Road, for W. Hine. Twelve 


houses, Campbell Road, for Jacobsen & Timson; Bridgland 
and Clay, architects. 


GUISELEY.—Extension of the parish church. Nicholson & Corlette, architects, 


2, New Equare, Lincoln's Inn, London, W.C. 

HANLEY.—Additions to house, 17, Grove Place, H. Watson; additions to pre- 
mises, Wood Terrace, F. Swinnerton & Son; carriage reposi- 
tory, King Street, E. Haughton. 

HELEN’S BAY (Co. Down).—Detached villa. J. V. Brennan, architect, Bel- 
fast Bank Chambers, Belfast. 

HENDY (CanMARTHEN).—New school for 300 children, for the С.С. 

HEYBRIDGE (near MaLpoN).—New schools for 400 children, for Essex Е.С. 

HOUNSLOW.—Bakehouse and six houses, Wellington Road. D. L. Gooch, 
surveyor, 54, Gresham Street, Е.С. 

HURS&LEY (Hants).—Houses, Castle Lane, for Mr. Jackson; Chandler's Ford, 
for Mr. Hedges. 
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HYTHE.— Shop and са! in High Street, for F. Austin; two houses, Fort Road, 

for Mrs. Hammond. 

ILFORD.—Four houses, Haslemere Road: M. A. Haines, builder, 241, Plashet 
Road, E. Store and workshop for F. C. Moor, painter and 
decorator, 185, Wanstead Park Road, Ilford. Four houses, 
Mortlake Road; D. W. Lucas, builder, 64, Markhouse Road, 

| Walthamstow, N.E. 
INVERURIE.—New bakery. George Gray, architect, Inverurie. 


QEENOREH Burol Pall, Spring Grove. J. E. Franck, architect, 11, Pancras 
ane, 


KETTERING.—New board room and master’s house, for the B.G. Gotch and 
Saunders, architects, High Street, Kettering. 

P church in Millie Street. Free Church Minister, Kirk- 

| caldy. 

LANCASTER.—Dwelling-house in Westbourne Grove; J. F. Morgan. Two 

dwelling-houses in High Caton Road ; C. Gibson. Warehouse 

in Back Moorgate; John Cottam. Eight dwelling-houses, 1n 

Bibsey Street; N. Grubb, builder. 

L9AMINGTON.—New chapel at the Royal Midland Counties Home for 
Incurables. W. Hawley Lloyd, architect. 

LEICESTER.—Firemen's cottages for the T.C. (£1,559). 


AACHFIELD.—Extensions to schools at Hammerwich, for the Staffs. С.С, 
(21,080). Thos. Mason & Son, builders, Rugeley. 


LINCOLN.—Municipal water scheme (Elkesley, near Retford). A.C. Potter 
and Co., contractors, Lant Street, Borough, London. 


LIVER2OOL.—Prospective rebuilding, &fter fire, of premises, for G. Howson 


and Co., Ltd., ship repairers and contractors, Regent Road, 
а Li -erpool. 


LLANDAFF (GrAx.).—Proposed new school for 250 scholars, for the С.С. 
LLANGADOCK.—House at Abermarlais Park. D. T. M. Jones, solicitor, 
Llandovery. 

LLANGAN (BninogND).—Extensive alterations to Rectory. G. E. Halliday 

architect, 19, Castle Street, Cardiff. 

LONDON (Portar, E.).—Building, 23-27, Wade Street; Е. G. Paul, builder, 
‚ 86, Palmerston Road, Walthamstow, N. E. School (£12,948), 

Dingle Lane; J. & С. Bowyer, Ltd., builders, Upper Norwood, 

(STREATHAM, S. W.) —Ten houses and stables, Penwortham Road. 

Swain & Selley, builders, Furzedown Farm, Streatham. 


(Ротмкт, 8.W.).—Motor house, Upper Richmond Road. H. J. 
Hawkins, builder, 3881, Upper Richmond Road, Putaey. 


(HonNsEY, N.).— Bix houses, Hornsey Lane Gardens; J. C. Hill, 14, 
Archway Road, N.W. Eight houses, Oak Avenue ; C. W. 
Boswell, 6, Redstone Road. 


(Нвналтк, N.).—Three houses, Btanhope Gardens; F. Collins, 
builder, 17, Stanbope Road. Additions to Sarnesfield, Bishops- 
wood Road; Southcott & Co., builders, 20, Southwood Lane. 


(MARYLEBONE, W.).—Improving and enlarging Barrow Ні) Road 


School (£14,973). G. E. Wallis & Sons, Ltd., builders, 1, Albe- 
marle Street, W. 


(East Ham, E.).—Residence at hospital for Medical Officer. A. H. 
Campbell, surveyor to Town Council. 


(Мп Exp, E.).—School in Carter Street (£3,111). F. & T. Thorne, 
builders, Isle of Dogs, E. 


(Г.вутох, N.E.).—Refreshment pavilion, &c., at playing grounds; W, 
Dawson, surveyor to the Urban District Council. Extension of 
office ascommodation at Town Hall (£8,600); W. Dawson, 
surveyor, Town Hall, Leyton. Two shop fronts, store, &c., 
Hoe Street; J. W. Dunford, architect, 100c, Queen Victoria 
Street, E.C. 

(BucKINGHAM Gate, 8.W.).—Additions Wellington House Hotel. 
Palgrave & Co., architects, 28, Victoria Street, B.W. 


Mi тә, 8.W.).—Empire Theatre of Varieties, Hartfield Road. 


. V. Woodhouse, architect, 16, Hound Street, West Bridgeford, 
Nottingbam. 


(FiNcHLEY, N.).—Six houses, Chamberlain Road; Pilgrim and 
Pilgrim, builders, 6, Boston Place, Dorset Square, N.W. Five 
shops and dwelling houses, Woodhouse Road; E. F. Day, 
builder, 21, Regents Park, Finchley. Seven houses, Eton 
Avenue and Granville Road; J. Ellwood, architect, 50, Prince's 
Avenue, Church End, Finchley. 

(Сту Roa», E.C.).—P.emises for German Y. M. C. A. (£12,600); G. 
Waymouth, architect, 32, Theobald’s Road, W. C.; Whitehead 
and Co., builders, 12, Little Trinity Lane, Е.С. 


(Crorcu Exp, N.).—8ix houses, Berkeley Road. F. Cotterell, 118, 
Crouch Bill. 


(MUswELL Нил, N.).—Fourteen houses, Connaught Gardens. 
Eyles, Lewis and Co., agents, 85, Gresham Street, E. C. 

(WaxpswoRTH, B.W.).—Drying room at Holland Horse Laundry, 
Burmester Road, Springtield, for W. Piper. Stables and mess- 
room, Anglo-American Laundry, Burmester Road, Springfield ; 
Holliday & Greenwood, builders, 1444, Loughborough Park, 
Brixton. 

(CLAPHAu, 8.W.).—Billiard ‘hall, High Street, Clapham (South), for 
Temperance Billiard Halls, Ltd. 


(BALHAM, 8.W.).—Worksbops at rear of 223, Balham High Road, for 
Heavers Executors. 


(WHITECHAPEL, E ).—Alterations to Empire Hall, Fieldgate Street. 
8. Wolirauch, surveyor, 47, Leadenhall Street, Е.С. 

(Вквмокрвкү, 8.E.).—Parish hall in connection with St. Luke's 
Church. H. J. Williams, builder, 49, Bonham Road, S. W. 

(GREENWICH, 8.E..—Addition to mortuary at Seamen's Hospital; 
Holliday & Greenwood, builders, 1444, Loughborough ark, 
Brixton. Warehouse, C. & A. Robinson's Wharf, Marlborough 
Street; F. J. Gorham, builder, Point Hill, S.E. Additions (140 
places) Bt. John's Church of England School, Russell Place; 
the Managers. Enlargement (£650) of Blackheath, Lee, 
Lewisham and Greenwich School of Art; Becretary of Com- 
mittee. Addition toGreenwich Inlaid Linoleum Works, Black- 
wall Lane: Wm. Downs, builder, Hampton Street, Walworth, 
8.E. Buildings in King William Street; Edgar Banks, builder, 
255, High Street, Lewisham, 8.E. 

(LiMEHoUvsE, E.).— School (£6,257), Farrance Street. T. D. Leng, 
builder, Evelyn Street, Deptford, 8.E. 


(Portar, E.).—Educational Divisional Offices. T. J. Bailey, Educa- 
tion architect to L. C. C, Victoria Embankment. 

(NoRTH CAMBERWELL, 8.E.).— Enlarging Oliver Goldsmith“ 
school (45,763; J. and C Bowyer, Ltd., builders, Upper Nor. 
wood, S. E. Enlarging Gloucester Road school (£1,549); J. and 
C. Bowser, Ltd., builders, Upper Norwood, S. E. 

(PADDINGTON, W.).—Extension of Technical Institution. T. J. 
Bailey (Education), architect to L.C.C., Victoria Embankment. 

(NorriNa HILL, W.).— Adaptation of premises in High Btrect for 
branch of London City and Midland Bank, 5, Threadneedle 
Street, Е.С. 

(HAMMERSMITH, Wh. Rebuilding of business premises, 189 and 197, 
King Street, for J. C. Platt. house furnisher. 

(E. C.). Subways for pedestrians. from Queen Victoria Street to 
Blackfriars Bridge 149,567). Perry & Co., contractors, Tredegar 
Works, Bow, E. 

(W ).— Building on gite of 182.136, Oxford Street. Walter Wallis, 
Іла., builders, Balham, S. W. 


LONDON (LEVISRAM, S. E.).— Additions to Nes. 84 and 96, Star dstead Road. 
8. Ford, architect, 8, South Square, Gray's Inn. W. C. 

: (Тоотімо, 8.W.).—Concert Hall in Tooting High Street (seat 1,500). 

Emden, Egan & Co., architects, 2, Lancaster Place, Strand, W.C, 


(HaxperrAp, N.W.).—Additione to No. 2, Eton Avenue. A. F. 


Faulkner, architect, 2, Sloane Gardens, Chelsea, 8.W. 

(Istuncton, N.).— Shop. 826, Caledonian Road; Lovegrove and 
Papworth, architects, 170, High Street, Shoreditch, N.E. 

(DrLwick, 8.E.).—House in Townley Road; W. В. Smith, builder, 67, 
Denmark Hill, В.Е. New Street from Herne Hill Road to Dane 
Avenue; R. Ellis & Son, contractors, 56, Lavender Hill, Batter- 
sea, 8.W. 

(WESTMINSTER, S. W.).— Extension of Trevelyan Hall, Bt. Ann's 
Lane, H. 8. Rogers, architect, 7, Dean's Yard, Westminster, 
8. е 


(Ховмоор, 8.Е.).—Тгатсаг shed for the L. C. C. (£24,974. Chas. 
Wall, Ltd., builders, Lloyd's Avenue, E.C. 

(WooLwIC H. 8.E.).—Additions to shop, 17, Plumstead Common Rosl; 
A. H. Hutton, architect, 25, Chestnut Road, Plumstead, B. E. 
Thames Tunnel for pedestrians under coneideration by the 
L.C.C. (£112,000). 

(Puecapitty Circes, W.).—Alterations to the London Pavilion. 
Ов & Long, architects, 16, King William Street, Strand, 

(Кїһвсвх, N.W.)—Limelight rooms at the Vaudeville Theatre, High 
Dos W. G. R. Spragug, architect, 10 and 11, Jermyn Street, 


(Brixton, §.W.).—Alterations to Empress Theatre, B. Crewe, 
architect, 3 and 4, Savoy Mansions, W.C. 


(NonsuRy, 8.W.).—Sixty-three cottages for the L. C. C. (£11,600). 
Gathercole Bros., builders, Norbury, 8.W. 
(Sr. PaNcnas, N.W.).—Propcsed central sessions heute at Hunter 
Street. W. E. Riley, superintendent architect, L. C. C. 
LONGTON.—Extension of Edensor Works, Edensor Road, T. C. Wild; 
extension of premises, Normacot Road, J. Goodwin; alteration 
to premises, Trentham Road, R. Bennett. 
LURGAN.—Market buildings for the T.C. F. W. Pollock, Town Clerk. 
LYNTON.—Roman Catholic Church and Convent, and priest's residence. 


Leonard Stokes, architect, 2, Great Smith Street, Westminster, 
London ; B. Jones, builder, Lynton. : 


MAIDENHEAD.— Houses: Belmont Road, for F. W. Binger; King's Grove 
Road, for J. Н. Barford. Secondary school and house, for 
Berks С.С. (£7,212); Messrs. Seward, builders, Wokingham. 

MAESTEG.—Two semi-detached villas at Neath Road. F. B. Smith, arcbi- 
tect, Port Talbot. 

MANCHESTER.—Alterations and additions to the tramway der dt, Hyde Road: 
Ardwick, for the T.C. J. M. M‘Elroy, general, mansger: 
Tramways Department, 55, Piccadilly, Manchester. 

(Німа). Probable re-erection (after fire; of venetian blind factory, 

for Beale, Coulson & Co., Crown Street. 

MANSFIELD.—Proposed new Baptist Church (£3,500). Rev. H. Nichole, 
pastor. . e 

MANSFIELD WOODHOUSE.—Cemetery chapel, caretaker's houte, e., for 
the U.D.C. F. P. Cook, architect, Leeming Street, Mansfield. 

MARG ATE. — Shop. Northdown Road: Reeve & Reeve, architects, Margate. 
Houses, Dane Hill Row; F. J. Doughty, builder, New Street, 
Margate. Victoria Avenue, for F. Ward; alterations to 8t. 
George's Boarding House, Lewis Avenue, for G. A. Cleveland. 

MARKET DRAYTON.—New secondary school for Salop C.C. Joseph Holt, 
architect, 9, Albert Square, Manchester. | 

MARLOW.—Extension of premises for Smith & Co., High Btreet.c Hoeper and 
Nash, architects, High Street, Marlow. 

MATLOCK BATH.—Kursaal for the U. D. C. (£7,000). F. W. A. Hodge, London, 
and J. Nuttall, Crown Square, Matlock, joint architects. 

MAX WELLTOWN (N. B.) love factory at Ryedale, for W. Tyler & Co., glore 
manufacturers, Leicester. 

MORECAMBE.—House, South Avenue, for A. W. Gorton, South Road. 

NANTWICH.— Alterations and additions to the Police Station for Cheshire C.C. 
H. Beswick, architect, Newgate Street, Chester. 

NEATH.—New school at Tonmawr, and alterations, &c., at the Intermediate 
School; clerk to the Glamorgan C.C., Cardiff. | 

NEW BRIGHTON.—Row of houses in Vaughan Road. Jas. Bellis, builder, 


Liscard, Cheshire. 
NEWCASTLE-UNDER.LYME.-New hall residence at Standon, for Sir Thos. 
t. 


n 


NEWPORT (Mon.).—Development of Somerton Garden Suburb Estate. for 
T. E. Watson, J.P. Newland, Davis & Hunt, architects, New- 
port (Mon.). 

NEW SHILDON (Co. Durnam). —Thirteen houres, Dale Terrace, for T. 0. 

| Henderson, РИ 

NORTHAMPTON. ~ Isolation hospital at Berrywood Asylum. C. A. Mark- 
ham, clerk to the Visiting Committee, 1, Guildhall Road, 
Northampton. | 

NOTTINGHAM.—Men's Institute at Sherwood; A. E. Heazell, architect, 5, 
Burton Buildings, Parliament Btreet. Nottingham. 

* extensive additions to Bagthorpe Workhouse, for the BG. 
(£6,500). 

ORMSKIRE.—New church bouse (£1,600). Т. B. Medcalf, architect, 9, Ball: 
way Road, Ormskirk. 

OXFORD.—Alterations and additions to premises, for John Collier & Sont, 
cycle and motor dealers, Bt. Aldate's. 


PENCLAWDD.—New infants’ school. Clerk to the Glamorgan C. C., Cardiff. 


PONTARDAW Е. - Proposed erection of houses on the Cilybebill Estate. C. 8. 
Thomas, Meager & Jones, architects, Wind Street, Swanses. 


PONTARDULAIS (Grax.).—Additions to Ho Chapel. J. Davies å Son, 
architects, Cowell House, Llanelly. 


PONTYPRIDD .— Residence at Lan Wood, for 8. G. Hill; W. М. Lewis s 
T. N. Morgan, architects, Pontypridd. New schools at Maes! 
coed (£12,000); T. Mansel Franklin, clerk to the Glamorga» 
C.C., Council offices, Westgate Street, Cardiff. 


; ia? 
PORTSMOUTH.—Reconstruction of warehouse ; T. White Co., Commercit 
Road. Additions to factory, Somers Road North, for Раши 
and Sons; J. Durrant. Shop, 23, Osborne Rosà, for P 
landers; Bishop Bros., Osborne Road. Additional bre 
premises, Palmerston Road; Knigbt & Lee, Paimernor ^ 
Two additional villas at tbe Borough Aum. to be lit у oct 
tricity; Rake & Cogswell, architects, Pru ential Bai ae 
Landport, Portsmouth. Extensions to the Nurses Ballads 
the B..; Rake & Cogswell, architects, Prudential B ' 
Landport, Portsmouth. Gand 
PRESCOT.— Mortuary at Whiston Workhouse, for the B.G. Jas. fr 
architect, Masonic Buildings, St. Helens. 1. 
PRESTON. ~New schools for the Borough Eduestion Committee (411. 
The Borough Surveyor. feld: È 
READING.—Proposed new hall at Farley. School at Hyde End, ааа А 
Fisher, architect to the Berks. Education Committee, 
Street, Reading. 
RISHTON (Lancs.).— Six houses, Clifton Street, for John Knowles. 1. br. 5. 
ROTHERHAM.—New Primitive Methodist Church at Dalton Brook. bi. 
Jenkinson, architect, Imperial Buildings, Rotherbam. 
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ROWLEY REGIS.—New boys’ school in Doulton Road (310 scholars). Rowley 
Regis Education Committee. 


RUNCORN —Development of estate at Morris Brook, Grappenhall, by the War- 
rington Garden Suburb, Ltd. 


ST. ASAPH.—New Church Honse (£1,200). 
Building Committee. 

S8CREMERSTON (near NORHAM, NORTHUMBERLAND).—Proposed development 
of the Northern Estate of Greenwich Hespital for building 
residences, C. H. R. Stansfield, Director of Greenwich Hospital, 
London. 

SELBY.—Coal boring operations on the Ear! of Londesborough's Estate, near 
Staynor Wood. 

SHEFFIELD.— Lodge and conveniences at Whiteley Woods: City architect, 
Town Hall, Sheffield. Conversion of Ebenezer Wesleyan Day 
Schools into institute. 

SHIPLEY.—Houses, Moorhead Terrace, for W. L. Woolf; Wensley Avenue, 
for Wm. Pitts & Sons. 

SMETHWICK.— Shops, Uplands, and houses, Beechtield Road, for T. W. 
Evans: houses, Lewisham Road and Marshall Street, for 
W. Lees. 

SORN (AYRSBIRE).—New Born Castle. Thomas W. Macintyre, Kirkmichael 
House, Ayrshire, proprietor of the Born Castle Estate. 

SOUTHAMPTON.-- Additions, Hookham, Winchester Road; G. R. Long, builder, 
Bellemoor Road, Shirley, Sonthampton. Additions, 112, Ports- 
wood Road; G. T. Othen, builder, 99, Derby Rcad, Southampton, 
Additions, 52, Atherley Road; H. J. Hood, builder, 142, Shirley 
Road, Freemantle, Southampton. Additions, Portarlington, 
College Place; A. A. Burnett, architect, 2, High Street, 
Southampton. Additions and alterations, 135, Hill Lane; A. 
Warden, builder, Holt Road, Southampton. Eight houses in 
York, Bullar and Henry Roads; W. Н. Masters, architect, 38, 
Regent Circus, Swindon, Wilts. Eight houses,in Duke's and 
Charlton Roads ; Jurd & Sanders, architects, 23, Portland Street, 
Southampton. Warkmen's houses (43, 300): J. A. Crowther, 
borough engineer. Adapting premises, 48, Payne’s Road, for 
Police Station (£960); J. A. Crowther, borough engineer. 

STAPLEFORD (NotrTs.).—Proposed erection of 50 to 100 houses, Monbridge 
L&ne. Mr. Hooley, architect, Imperial Buildings, Long Eaton. 


STEVENAGE.—Houses, Stanmore Road, for Geo. Davy, junr. 

BTOKE.—New Sunday Schools, Victoria Road ; Trustees, 8t. Paul's Church, 
Stoke. Conversion of Borough Arms, High Street, into shops, 
&c.; G. Fleet & Co. 

SUNNINGDALE (Brnxs.). —Mansion on the Golf Links. Mr. Hughes, builder, 
Wokingham. 

SUTTON-ON.BEA (Lixcs.).—Water supply scheme for the North-East Lincs, 
Waterworks Co. F. Smith & Bon, engineers, Grimsby. 

BWINDON--HSuset, Hunter's Grove; Tydeman Bros., builders, Edgware 


Н. 5. Stock, chairman of tbe 


BWINTON (LAN E = Fropoaen electric lighting of Trinity Congregational 
Church rustees. New schools near Swinton Station, for 


Swinton and Pendlebury U.D.C. 

TAMWORTH.—School extensions at Wigginton (£1,675). Thos. Watton and 
Sons, builders, Tamworth. 

‘TONBRIDGE.—Extensive premises for Messrs. Stagg, High Street. Brown 
and Barrow, architects, Amberley House, Norfolk Street, 
London, W.C.; Punnett & Sons, builders, Kinnings Row, 
Tonbridge. 

TREFRIW (CARNARVONSHIRE).—]mproving ventilation and installation of the 
electric light in Ebenezer Chapel. 

TREHARRIS (Giam.).—Housing scheme contemplated. Co-operative Society, 

TEEDENIS Additions to Council School. Clerk to the Glamorgan C. C., 


TUNSTALL.—8B8ludge-pressing plant and premises for the U.D.C. A. R. 
Wood, surveyor, Town Hall, Tunstall. 

UXBRIDGE.—Proposed elementary schoo! (300 scholars). Middlesex Education 
Committee. 

WALLASEY.—Proposed Masonic Hall, Manor Road, Liscard (£2,000). 

WALLINGFORD.—Boys' school (£3,429) ; Bosher & Sons, builders, Cholsey. 

WALTHAM ST. LAWRENCE (Brnxs.).—8chool for the Berks. Education 
Committee (£3,820). Bosher & Sons, builders, Cholsey. 

MAUTON ON TRE NAZE STH villas, Naze Park Road, for Sir John Н. 

ohnson. 


WATFORD.—Co-operative stores (£1,100); C. P. Ayres, architect, 6, The 
Parade, High Street, Watford; Clark Bros., builders, Fearnley 


Street, Watford. 


WEST BROMWICH.—New Church of the Good Shepherd at Spon Lane 
(24,000. Wood & Kendrick, architects, 315, High Street, West 


Bromwich. 
WEST RIDING.—Seventeen new schools for the С.С. (£100,000). 
WIGAN.—New Council School at Reech Hill. Director of Education, Wigan. 
WINCHESTER.— House, St. Giles’ Hill, Cancellor & Hill, architects, 12, Jewry 
Street, Winchester. 
WREXHAM.—New theatre (£12,000). Thos. Price, architect, 77a, Lord Street, 


Liverpool. 
WRIGHTINGTON.—New Council school. County Architect, Preston. 


Y8TRADMYNACH.—New school, Clerk to the Glamorgan C. C., Cardiff. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued :— 


Monday, Nov. 9th.—'* A' Company. Technical drill, 6.30 to 9.£0 p.m. 

Tuesday, Nov. Ioth.— В" Company. Technical drill, 6.30 to 9.30 p.m. 

Thursday, Nov. 5th.—" C "' Company. Infantry drill (Recruits), 6 to 7 p.m. 
technical drill, 7 to 10 p.m. 

Friday, Nov. 13th.—'* D" Company. Technical drill, 6.39 to 9.30 p.m. 

Tuesday, Nov. 10th.— Medical inspection for recruits, 6 to 7.30 p. m. 


(Signed) J. Н. 8. PHILLIPS, 
Capt. and Acting Adjutant. 


Social.—The employés of the Paisley District Tramways 
Co. held their opening concert and social at Elderslie Depot on 
Tuesday, 27th ult. Mr. Fred Coutts, general manager, intimated 
during the evening that Mr. James Coates, jun., of Ferguslie, had 
given a donation of £50 towards the funds of the Tramwaymens 
Pipe Band. 


FORTHCOMING EVENTS. 


To-day’s Events (Friday, November 6th).—At 7.80 p.m. At the Lit. and Phil. 
Society, Newcastle-on-Tyne. North-East Coast Institution o! 
Engineers and Shipbuilders. Annual meeting. 

At 8 p.m. At the Town Hall, Rugby. Rugby Engineering Society. 
Conversazione. 

Monday, November 9th.—At 8 p.m. Institution of Mechanical Engineers 
(Graduates' Association). Paper on Railway Fog-Automatic- 
Bignalling," by Mr. L. Hillier. 

Tuesday, November 10th.—At 7.90 p.m. At the Municipal School of Tech- 
nology, Manchester. Institution of Electrical E:gineers, Man- 

_ chester Students' Bection. Paper on“ Brushgear, by Mr. R. F. 
Blackmore. 

Wednesday, November lith. —At 7.30 p.m. At the University, Birmingham. 
Institution of Electrica] Engineers (Birmingham Local Section). 
Paper on The Testing of Alternators,” by Mr. З. P. Smith. 


Thursday, November 12th.—At 8 p.m. Institution of Electrica] Engineers.. 


London. Opening meeting. Presentation of awards. Inaugural 


address by Mr. W. M. Mordey. 


Friday, November 13th.—At 8 p.m. Borough Polytechnic Institute, Borough 


Road, S. E. Opening of the “Edric” Hall and new workshops by 
Earl Carrington. 

Saturday, November 14th.—At R p.m. At the White Bear Hotel, Dale Street, 
Liverpool. Liverpool and District Electrical Association; smoking 
concert, to which all electrical or mechanical engineers are 
cordially invited, free. 

Monday, November 16th. At 8 p.m. Engineering Lecture Room, Armstrong 
College, Newcastle-on-Tyne. Institution of Electrical Engineers. 
Address by president of Section, Mr. A, L. E. Drummond. 

Wednesday, November 1fth.—At 8 p.m. Royal Society of Arts. Opening 
meeting, session 1902.9. Address by Bir William White, K.C.B. 

Friday, November 20th.—At 8 p.m. At the Institution House. Institution of 
Mechanical Engineers. Papers on" The Resistance of Metals to 
Impact," by Messrs. T. E. Stanton and L. Barstow, and Different 
Methods of Impact Testing on Notched Bars," by Mr. F. W. Harbord. 


NOTES. 


A New Zealand Fire Alarm Installation.—Last 
week a large fire-alarm equipment was shipped to New Zealand by 


the May, Oatway Co., for the protection of the Government. 


Buildings in Wellington—familiarly known as the big pile—and 
said to be the largest wooden building in the world. This building 
was erected in the early days, when earthquakes were feared; the 
timber of which it is constructed is naturally very dry, and песевві- 
tates exceptional measures of protection. For this reason, the 
detectors will be set to give an alarm upon a rise of 20° F.—an 
exceedingly low limit. The installation consists of a 100-circuit 


indicator, a battery of from 12-in. alarm gongs, detectors and other 


accessories for the Government Buildings; and for the Central Fire 
Station, & Gamewell register, time-stamp and take-up to work in 
conjunction with the May-Oatway indicator and distributing board. 
In the Government Buildings, each of the four floors is divided up 
into 26 circuits, one circuit running to the suite of rooms occupied. 
by each Minister, the Cabinet Room, the headquarters of the 
principal officials, &c. The frequency of fire in Colonial Govern- 
ment buildings is rather astonishing when one comes to look into 
the matter. In August, 1907, & fire occurred in the Transvaal 
Parliament Buildings, but this was extinguished with practically 
no danger owing to the timely warning given by the May-Oatway 


apparatus; not so fortunate were the Parliament Buildings at. 


Wellington, N.Z., which caught fire the same month, but, being 
unprotected, were burnt out. Within the last week, the Bloem- 
fontein Parliament Buildings have also been burnt out, and they 
likewise were unprotected. 


International Conference on Electrical Units and 
Standards, 1908.—4At the fourth meeting of the Conference on 
Wednesday, October 21st, the resolutions regarding the watt were 
adopted, and the working methods recommended for the realisation 
of the international ohm, ampere and volt were approved; a dis- 
cussion arose once more over the value to be assigned to the inter- 
national ampere, but the decision previously arrived at was 
confirmed, and the value of the E.M.F. of the Weston Normal 
Cell” was fixed at 1:0184 volti at 20° C. The institution of an 
independent international laboratory was also unanimously agreed 
to, and the Report, which embodied the foregoing matters, was 
adopted in the amended form published in our last issue. Votes 
of thanks to Lord Rayleigh, the president, Dr. Glazebrook, chair- 
man of the Technical Committee, and the secretaries, concluded 
the proceedings. In the afternoon of the same day some of the 
delegates signed the Report, and a meeting was held on the 
following day, when the rest of the delegates affixed their signa- 
tures to it. Votes of thanks to the Royal Society, to the British 
Government and to the Board of Trade were passed, and the Con- 
ference came to an end. 


What is ап Electrician " > — Тһе following has been 
sent to us as an actual conversation on the telephone of a firm of 
electrical engineers :— 

Are you there? 

Customer: “I am Mr. 's electrician ; a customer of ours has 
been informed that he cannot use a transformer on direct current. 
Is that so?“ 

Reply: “ That is во.” 

Customer: “ But you can burn Osram lamps on direct current, or 
can’t you, or are they (Osram lamps) peculiar to alternating current 
with transformers ? " 

The inquiry came from a respectable house which undertakes 
electrical work. 
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Institution and Lecture Notes.—J UNIO? INSTITUTION 
or ENGINEERS.—ÀÍ the last meeting of this Institution a paper, 


entitled Some Notes on Hydraulic Machine Tools,” was read by - 


Mr. Norman Trusstrum. The author, after claiming that hydraulic 
methods of metal plate working were, generally speaking, gaperior 
to other systems, dealt briefly with questions affecting the materials 
used in the constraction of the machincs and the casting of 
cylinders. The best forms of punches and dies, as determined by 
experiment, were ilustrated. It was shown that, as a general rule, 
rams were to be preferred to pistons working in cylinders, and the 
coating of cast-iron plungers, &c, by the electro-deposition of 
copper, was referred to. In his remarks on the supply of power, 
the author made reference to the various types of by draulic hose 
now obtainable, which would carry heavy pressures, the use of 
which rendered the machines almost as portable ав those actuated 
electrically. A prolonged discussion followed. | | 

LIVERPOOL AND DISTRICT ELECTRICAL ASSOCIATION.—A meeting 
of this Association was held on October 27th, wh:n an interesting 
paper was read by Mr. J. J. Richardson, of Liscard, regarding 
“The Efficiencies of Steam Boilers,” which was illustrated by a 
number of curves. 


The Royal Society's Medals.—The following are among 
the list of Royal Society awards adjudicated by the President and 
Council :— B 

The Rumford medal to Prof. H. A. Lorentz, on the ground of his 
investigations in Optical and Electrical Science. 

A Royal medal to Prof. John Milne, on the ground of his pre- 
eminent serviccs in the modern development of Seismological 
Science. 

The Hughes medal to Prof. Eugen Goldstein, on the ground of 
his discoveries on the nature of Electric Discharge in Rarefied 
‘Gases. 


Football Notes.—A match was played at Deptford 
(Invicta's ground), on Thursday, October 29th, between the 
L.C.C. Trams Е.С. and the Power Station staff. The result was & 
draw, 3—3. . 

The Electrical Football League 1з holding its first annual 
concert at Roberteon's Electric Lamp Works to-morrow (Saturday), 


November 7th. We are informed that several gentlemen well- · 


known in the electrical world have promised to be present. 
Scottish National Exhibition.—The attendance at 


this Exhibition during its six months’ run was 34 millions, and а 
surplus of about £15,000 is expected. The stow closed on Saturday 
last, when the Manchester and Franco-British Exhibitions also 
came to an end. | 


Litigation,—We learn that the action pending between 


"Thermit, L'd., and the Brush Co. has been referred to an Officicl 


Referee by the Court. 


G. H. Shaw & Son v. Boland.—At the Blackburn 
County Court on October 29th Messrs. G. H. Shaw & Son, electrical 
engineers, of Town Hall Street, Blackburn, sued John Boland, 
builder and contractor, for £55 10s. for work done and materials 


supplied in connection with the installation of electric lighting and 
bells at three new villas. 


at! It was admitted by the plaintiff that 
Association cable was not used. After several hours’ hearing, the 
Hegistrar (Mr. J. N. Withers) decided to consult the experts’ 
reports before giving a decision. The Registrar delivered judgment 
in the case on Monday, finding for the plaintiff for £43. 


—  —  — — HÀ 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Ststion Officials.—A smoker was held at 
the Tiger Hote!, Pontmorlais, on Friday, October 23rd, 1908, to 
preseat Мв. Lewis W. Lixon, managing engineer of the 
Merthyr Electric Traction and Lighting Co, Ltd., with a 
mahogany clock with Westminster Chimes, given by the staff and 
employés on the occation of his marriage. The ex-Mayor, Mr. 
Sydney Simons, local solicitor to the company, was in the chair. 
There were also present Dr. W. W. Jones, medical officer to the 
company, Mr. C. T. Allan and Mr. R. Roper representing the South 
Wales Electrical Power Distribution Co., Mr. Noel Evans and Mr. 
Burr. The presentation was made by Mr. A. J. Howard, chief 
assistant engineer. Mr. Dixon suitably responded, alluding to the 
good progress the company was making, and hoping that the year's 
working would beat all records and show a higher dividend. Mr 
Allan, Mr. Cousins, Dr. Jones, Mr. Roper and Mr. Vicary also 
spoke very highly of the good feeling that prevailed towards Mr. 
Dixon by all tbe employés. An excellent programme followed, the 
arrangements of which had been made by Mr. E. Rowlands. i 


General.— Mr. WinLLIAM T. TAVLOR, M.LE.E., late 
sup: rintendent and chief engineer, Campania Ind. Mexicana 
Mexico, has been appointed electrical engineer to the State of 
Jammu and Kashmir, India. On December 1st he will take over 
the scheme originated by Major A. J. de Lotbiniere, C. I. E., R.E., 
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who harnessed the Jhelum River, that is now furnishing power at 
60,000 volts to the unique dredging fleet at Baramoola, and the 
famons silk works at Srinagar. | 


— — —— 


NEW COMPANIES REGISTERED. 


Aero Fire Alarm, Ltd. (100,026). — This company was 
registered on October 26th, with & capital of £25,000 in £1 shares, to acquire 


ironmonger and leather merchant, 300 shares ; W. Rattray, КАЧ, Mannofield, 
manager of Aero Automatic Fire Alarm Co., 900 shares; W. W. White, Southern: 
hay, Fortis Green, N., insurance official, 800 shares; C. F. Tufnell, Watendone 
Manor, Kenley, Surrey, insurance broker and underwriter, 800 shares; W. H. 
Weguelin, 66, Cheapside, E. C., surveyor, 1 share; C. E. Cooke. 66. Cheapside, 
E.C., insurance broker, 1 share. Minimum cash subscription, two-thirds of the 
shares offered to the public. The first directors (to number not lees than four or 
more than eight) are J. Duguid, W. Rattray, C. F. Tufnell, W. W. White and 
W. Youngson, each of whom has the right to the allotment of 500 shares at par 
up to December 81st, 1910 ; directors’ qualification, £900 ; remuneration as fixed 
by the company. Registered offic, 66, Cheapside, E. C. 


Oliver, Clark & Co., Ltd. (99,975).— This company was 
registered on October 21st, with & capital of £2,500 in £1 shares, to acquire the 
business of electrical and general engineers, smiths, metal workers, &c., 

on by A. J. Mileson at 204, Goldhawk Road, Shepherd’s Busb, and 24, St. 
Mark’s Road, North Kensington, W., as Oliver, Clark & Co.“ The sub- 
scribers (with one share) are A. J. Mileson, 88, Melbourn Avenue, West 
Ealing, provision merchant; C. O. Clark, 904, Goldhawk Road, W., electrical 
engineer; T. H. Norman, 6, Balmoral Mansions, East Twickenham, exhibition 


expert; A. 8. Woodhead, Empire Theatre, Shepherd's Bush, W.; . 


Moss’ Empires; W. G. Johnson; 858, Acton Lane, Acton, W., eleott 
engineer; Grace Newson, 20a, Goldhawk Road, Shepherd's Bush, W. Private 
company: The number of directors is not to be less than two v more than five; 
the first are C. O. Clark (managing director), A. J. Mileson and W. G. Johnson ; 
qualification, £25 ; remuneration of ога directors as fixed by the company. 
Registered by Alfred H. Atkins, Ltd., 27-8, Fetter Lane, E.C. 


Marryat & McNaught. Ltd. (100,078).—This company was 
registered on October 20th, with a capital of £5,000 in £1 shares ( 000 preter. 
ence), to take over the business of an electrical engineer carried on at Askew 
Villas, Askew Crescent, Shepherd’s Bush, W. and to adopt an agreement wi 
H. Marryat and C. J. McNaught. The subscribers (with one sbare each) are: 
H. Marryat, 28, Hatton Garden, E.C., engineer; C. J. McNaught, Annandale, 
Woodside Park, North Finchley, N., engineer; W. G. McNanght, Annandale 
Woodside Park, North Finchley, N, professor of music. Private company. “= 
Marryat and C. J. McNaught are joint managing directors. Registered office, 
Askew Works, 31a, Askew Crescent, Shepherd's Bush, W. 


E. Goossens, Pope & Co., Ltd. (99,932).—Thbis company was 
registered on October 19th, with & capital of £1,000 in £1 shares, to ш mile 
business of electrical lamp manufacturers and merchants carried on 0] е 


The subscribers (with one share each) are F. R. Pope, Tbe Priory, Harl 
Road, N. W., electrical engineer ; M. W. O'Connell, 85, Nicoll Road, Harlesden, 
N.W., electrical engineer. Private company R. Po 
to be less than three or more than four ; the first are E. Goossens, F. el 
and M. W. O'Connell ; qualification, £150. Registered office, 5, Arthur 

New Oxford Street, W. : 


— 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Imperial Tramways Co., Ltd. (Bristol) (58,981).—4 statement 
of the total amount outstanding оп July Ist in respect of Об onder 
charges created prior to that date, and not required to be registe oof the 
Bec. 14 of the Companies’ Act, 19,0, has been filed pursuant to н £ 
Companies’ Act, 1907. Particulars: Trust deed dated 1899, securing 4*7" 
debenture stock. 


\ — 
Smithfield Markets Electric Supply Co.» Ltd. (53,354. 
A statement of the total amount outstanding on July Ist in respect 
and charges created prior to that date, and not required to be reg! 
Sec. 14 of the Companies' Act, 1900, has been filed pursuant to pe 
Companies’ Act, 1907. Particulara: Indentures dated 1898 
£54,700. 


Чч 2 2 —А 
Newtons, Ltd. (Electrical Engineers, Taunton) (48.936) e 
statement of the total amount outstanding on July 1st 1n respect о d 

and charges created prior to that date, and not required to be dco 1d of the 
Sec. 14 of the Companies’ Act, 1900, has been fled por to set 43/00 
Companies’ Act, 1907. Particulars : Mortgages dat 


Edison & Swan United Electric Light Co., Ltd. (18,984) gel 
A statement of the total amount outstanding on July ist in T 
and charges created prior to that date, and not require с 
Bec. 14 of the Companies’ Act, 1900, has been filed pursuant to . 
Companies’ Act, 1807. Amount £875,615 (no particulars). 


— 


CITY NOTES. 


} | ; d. 
Edison & Swan United Electric Light Co. Lt 
Tie twenty-fifth ordinary general meeting of the above ter the 
was held on October 29th at 8 House, E. C., 
chairmanship of Mr. Henry Wolfenden. viv. 
In moving the adoption of the report (see ELECTRICA PR got 


October 237d, page 716), the CHAIRMAN said they appeared 
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the shareholders that year with a considerably reduced profit as the 
result of the year’s trading as compared with the two previous years, 
but although such a position was not agreeable either to the board 
or the shareholders, yet he did not think they need feel dissatisfac- 
tion when they came to analys» tbe cause. They were not by any 
means the only company in such a position. In the first place, they 
had had a year of trade depression generally, and in the electrical 
trade particularly, and this had affected them in common with other 
firms both in turnover and iu the rate of profit earned. In addition 
they had been specially affected by the increasing use of metal 
filament lamps. So far the metal-filament lamps had been used to 
replace carbon lamps, thus decreasing the consumption of the 
latter, but it would appear to be quite feasible to compensate for 
this in the future by extending the use of electric light to areas 
which by rea-on of the expense had not yet been touched amongst 
other directions he might mention small dwelling houses, and, in 
fact, anywhere where gas hitherto had been used. By this means 
the metal-filament lamp would, prove a blessing in disguise. The 
copsumption of carbon lamps should be maintained practically as 
hitherto, aud the consumption of metal lamps added thereto. 
They might take it to be certain that carbon lamps 
would continue to be used on account of their low price in 
places where only short-hour burniog was required, whilst metal- 
filament lamps would be used where long-hour burning was needed 
on account of their economy in consumption. Electric light had, 
undoubtedly, been & luxury, and to democratise its use three factors 
were necessary, viz. (1) an economical and highly efficient lamp; 
(2) a cheap form of house installation; and (3) a more simple 
method of charging for the current supplied. The first they had 


got without, however, saying that finality had been reached in this 


direction. The second was in use on the Continent, bat the rules 
of the Fire Insurance Companies did not allow its use in this 
country. He respectfully suggested that the insurance companies 
might be approached on the subject with a view toa reconsideration 
of their rules in this respect. The Institution of Electrical Engineer? 
and otker bodies interested ta the spread of electric light might 
approach them. As to what the company was doing, he might say 
that they were retaining their carbon lamp factories as hitherto, and 
were adding a new factory for the manufacture of the metal lamp. 
They were producing such lamps in quantity now, and claimed that 
they were the first English firm to produce metal lamps upon a 
commercial scale, and were the largest producers of them in Eng- 
land to-day. They would go on producing in increased quantities. 
They were giving every satisfaction, and they hoped not only 
to retaia their carbon lamp business, but to add the 
metal lamp business to it. The lamps were made with British 
labour and British capital, and he asked British users to support 
them and enable them to give increased employment to labour in 
this country. He might mention that they had been awarded a 
Grand Prize at the Franco-British Exhibition, and were the only 
firm of lamp-makers upon whom that high honour had been con- 
ferred. The whole of the lamps used for outlinirg the Exhibition 
buildiogs were supplied by them. With regard to the accounts, he 
might say they had been asked why they did not include a profit 
and loss account, and he might read an extract from the speech of 
the chairman of the company in 1903, who said: The expediency 
ofgiving the figures of an industrial undertaking to other com- 
petitors is somewhat doubtful, and they might with advantage be 
omitted next year." At each annual meeting the shareholders had 
acquiesced in their omission, but it was, of course, & matter for the 
shareholders. They had again reduced their debenture debt during 
the year by £9,950. With regard to the assets, one of the principal 
was their holding in the Altrincham Electric Supply, Ltd. The 
company had again increased the dividend on its sbares to 7 per 
cent., after making full provision for depreciation, and bad under 
consideration the question of supplying power to consumers on a 
larger scale than had hitherto been done. They looked on this 
property as an increasingly valuable one. Their works at Ponder’s 
End had been electrified, and more economical working was the 
result. During the year they had spent £8,147 on capital 
account, of which £4,757 was for additional buildings, 
and £3,390 for plant and machinery. Oa the other 
hand, they had written off £4,000 as depreciation on 
the buildings, and £5,000 on machinery and tools, so that practi- 
cally the new factory was being built out of revenue. Machinery 
and tools stood in the books at £69,268, being a reduction of £1,609 
on previous year's figures, and the rate of depreciation worked out 
at about 7 per cent. Stocks, £172,454, were up £9,211, which was 
largely accounted for by the increased amount of work in the 
engineering side about the time of stock-taking. The investments 
were taken at cost, but taking the middle Stock Exchange prices 
оп June 30th, they showed a loss of about 8 per cent. The balance 
brought from profit and loss account was £41,312, which 
permitted of depreciation of £10,505, reserve £5,000, payment of 
debenture interest of £16,157, and a dividend on shares amounting 
to 49.586, leaving £9,606 to be carried forward. 

Mr. ELLICE CLARK seconded the motion. 

Мв. F. J. Rocurs asked wheth зг the turnover showed an increase 
or decrease over last year. 

в. Watson, as a large shareholder, expressed disappointment 
at the great decrease in their annual profit, and thougbt the bald 
Statement ав to the profit was very inadequate. He also found that 
us board received £3,000 per annum, which seemed somewhat 

arge when the shareholders only received £9,000. By the articles 
of asscciation he thought the board were obliged to publish a profit 
and loss account, and to have five directors. He also felt that the 

dard at present was somewhat of a family party, and it would be 
an advantage to the shareholders to have some fresh blood, and he 


would accordingly at the right time propose that Mr. E. I. Murra 
be elected a director. : dia 4 


Мв. Lea 8мїтн said he had every confidence in the board, for 
he remembered when he would bave had to pay 10s. to get people 
to take his shares. At the same time he thought the board should 
disclose more to them. Their shares bad dropped from 30s, to 103., 
although the dividend was only 1s. less. Не would like to know 
whether the exhibition had resulted in a profit to the company, 
and further, why the Altrincham Co. did not pay its debt to them 
if it was so prosperous. 

Мв. BALFOUR, as a £20,000 shareholder, said he would strongly 
oppose the nomination of Mr. Murray to a seat on the board. He 
thought it was also dangerous to tell their competitors how their 
profits were made. They all knew that there had been great com- 
petition from the metal-filament lamps, and the company were doing 
the right thing in manufacturing them themselves. 

Ma. Rayment complained of the long time it took for the 
accounts to be got out. He asked where the reserve fund of 
£12,500 was? | 

The CHAImtan, in reply, said their business extended over a large 
area, and was detailed, and they could not get the accounts oat 
much quicker. The reserve fund was not invested ia any specific: 
way, but was used in the business generally. There had been a 
falling off in the turnover. He had dealt with the question of 
profit and loss account in his opening address. They could not hold 
the board responsible for the fall in the shares. The carbon lamps. 
were used for lighting the Exhibition, but they exhibited the metal 
lamps on their stall. As to Altrincham accounts, the debt to this. 
company was being liquidated. This year it was reduced by 
£1,218, whilst the outstanding balance carried interest at 5 per 
cent. It was not compulsory to have five directors. 

The report was then agreed to, and a dividend at the rate of 
24 per cent. on the A" shares was agreed to. 

On the motion for the re-election of the chairman and Sir J. W.. 
Swan as directors, Мв. Watson moved that Mr. Murray be elected. 
as an additional director, but the amendment was defeated, and 
the retiring directors re-elected. a 


Caba Submarine Telegraph Co., Ltd. 


Tux seventy-fourth ordinary general meeting of the above company 
was held on Wednesday last week at the offices, 58, Old Broad. 
Street, E.C., under the chairmanship of Mr. C. W. Parish. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
October 23rd, page 717), the CHAI&MAN said it was the record of a 
very quiet year. They bad had no excitements; there had been no- 
earthquakes in the West Indies, or any other accident to cause a. 
special increase in the tz: ffic, and affairs in Cuba bad been тегу: 
dull Unfortunately the sugar crop turned out to be a very short. 
one, and this, of course meant less business all round. From time 
to time he had been able to tell them of improvements in the 
general condition of the island; the expansion of the sugar 
industry; increases in the growing of tobicco; fresh depar- 
tures in the cultivation of fruit, and so forth; but it was not 
to ba expected that progress should be quite continuous, for the- 
climatic conditions of the island were againstthis. He was inclined 
to regard last half-yearas an enforced period of marking time. The- 
adverse conditions might not occur again at present—and, indeed, 
there were now hopes that the next sugar crop would be much 
larger, and with favourable weather and political quietness, con- 
siderable improvement in the whole business of the island might be 
expected. The condition he had referred to explained why there 
bad been a marked falling off in the traffic during the period 
under review. The revenue account showed £16,352 as 
traffic receipts, whilst, for the corresponding six months of 
last year, they were £23,106. This, however, was an unusually 
large amount, brought about through the heavy increase in the 
Press and general messages wbich came after the Jamaica 
earthquake. In the corresponding period of 1906 the amount was 
£17,638, or little more than £1,000 above the receipts of the past. 
half-year. The interest on investments and deposits for the six 
months amounted £1,719, and with the transfer fees they had: 
£18,078 to deal with. This would enable them, after paying work- 
ing expenses and adding £4,000 to the reserve, to pay the usual: 
preference dividend and to propose an ordinary dividend at the 
rate of 6 per cent. per annum, free of income-tax, while their carry 
forward would be £6.756 as against £7,000. Under the circum- 
stances he had alluded to, he thought they might be well satisfied 
that the half-year's business came out as well as those figures. 
indicated. "There was little difference in the expenses. "This half- 
year they bad amounted to £6,523, ав against £6,571 in the corres- 
ponding period. The London expenses were rather more owing to- 
some necessary adjustment of the ‹ се staff, while station expenses 
were rather smaller, and there was a reduced expenditure on the 
maintenance of lines, As they were all aware, however, there was 
little variation in their expenses from half-year to half-year. 
Their claims against the American and the Spanish Governments 
remained, he was sorry to say, much as they were. They kept. 
working at them with the help of the Foreign Office, and could 
only hope that their patience and efforts might eventually be 
rewarded. Their cables had continued to work well, and they had 
been able to deal with the traffic quickly and accurately, and were- 
wonderfully free from complaints. 

Мв. KEITH seconded the motion. 

Мв. J. R. Murgay asked how the trafics for July, August and 
September had been? He did not know whether in recommending: 
& 6 per cent. dividend the board would have any reason to feel 
uncomfortable. 

The CHA1RMAN said they had been a little below the normal, but. 
he thought they would be able to maintain their dividend. 


|o T— 


JJ ß 


816 


\ 


The report was then ado ted. 

Mr. d. LYDDON, in proposing a vote of thanks to the board and 
etaff, referred to the loyalty of the staff, as was shown by the fact 
that during the 25 yeara he had been a shareholder he had never 
heard a complaint about them. 

Мв. Н. Benzst seconded the motion, which was carried. 

The CHAIRMAN, in reply, expressed the pleasure the board felt 
that Mr. Jas. Scott, the secretary, after the illness which kept him 
away from the last meeting, was back again with them. 


eo 


Raworth's Traction Patents, Ltd. 


THERE has been sent to us a copy of the speech delivered by the 
chairman at the general meeting of this company held on O:tober 
13th. He stated that work in progress was down from £2,082 to 
£920. The profit and loss account showed a debit balance trans- 
ferred to profit and loss. The profit on contracts was £360, against 
£1,806. They had written off the loss on stock of £525. A further 
heavy expenditure was incurred during the year on experiments 
and tests and renewals of patents, which had all been written off 
against revenue, with the result that the expenses had increased 
from £1,898 to £3,178. In future many of these expenses would 
not recur, and the ordinary standing charges had been very 
materially reduced. Turning to the general aspect of the business, 
the chairman referred to the action which had been occupying 
their attention for some time, and he quoted the comments of the 
ELEcTRICAL Review (вее р. 558, October 2nd, 1908) on the subject. 
The action made it impossible for the company to obtain any 
orders until the case was finally disposed of. When it became 
evident that the case would be dragged on, the staff was reduced 
and the working offices were removed to Manchester, from which 
centre the business could be conducted at a greatly reduced cost. 
The company was now working upon as low а scale 
of expenses aS Was consistent with keeping it 
Daring the time that had elapsed pending the settlement of the 
action, a change in the right direction had manifested iteelf in some 
of the larger manufacturing companies, and with certain firms of 
consulting engineers, towards the company. The belief in the 
potsibilities in the use of regenerative control was gradually 
becoming stronger, and they believed that their system would yet 
solve the problem. Unfortunately, very little business was being 
done at present in tramcars, but they had lately succeeded in 
inducing the Corporation of Rawtenstall, in Lancashire, to adopt 
the system, after they bad made very extensive inquiries and 
investigations, and baving been advised by their engineers, Messrs. 
Lacey, Sillur & Leigh, that the system was practical and economical. 
This was the first instance in wbich the company has bad an oppor- 

tunity of applying the system to all the cars belonging to one cor- 
poration, and they looked forward to very excellent results accruing 
therefrom. The Corporation of Maidstone had placed an order for 
a demi-car with the avowed object of making it a stepping stone to 
the general adoption of regenerative control. Exeter and Bradford 
Corporations were now seriously considering and investigating the 
system. The requirements at Bradford were very stringent, but 
they bad the co-operation of one of the leading manufacturing 
electrical firms in the world in meeting those requirements, and 
their prospects of success were certainly hopeful. The results for 
the present year (1908) could not by any possibility be satisfactory, 
and no improved results could be expected until sufficient time had 
elapsed to obtain and complete new orders. The financial position 
at the present moment is somewhat strained, and the directors 
foresee that at an early date it will be necessary to raise further 
capital on the security of debentures. The hopeful view of the 
position was :—(1) That the ground was cleared from competition ; 
(2) the increasing interest consulting engineers were taking in 
regenerative control; (3) the friendly attitude of certain manu- 
facturing companies who had expressed their desire to assist the 
company. The Westinghouse Co. had undertaken to manufacture 
everything for the installation at Rawtenstall in their works at 
"Trafford Park, Manchester. 


Eastern Extension. Australasia and China Tele- 
graph Co., Ltd.—The report for the half-year ended June 30th, 
1908, states that the gross receipts amounted to £290,295, against 
£304,367 for the corresponding half-year of 1907. The working 
‘expences, including £21,156 for maintenance of cables, absorb 
£150,889, against £155,930 for the corresponding period of 1907, 
leaving £139,405. Frcm this is deducted £3,519 for income-tax 
psyable in England, £450 for experses in connection with Inter- 
national Telegraph Conference in Li-bon, and £15,048 for interest 
on debenture stock, leaving £120,387 as the net profit fcr the balf- 
year. After adding £20,389 brought forward, there is an available 
balance of £110,777. Two quarterly interim dividends of 14 per 
cent. each have been paid for the half-year, leaving £65,777 to be 
carried forward. The cost of the Јата. Cocos cable, amounting to 
£78,944, has been charged against the general reserve fund. The 
sum of £8,762 has also been debited to the same fund fcr partial 
renewals of cables carried out during the past half-year. 


Federated Malay States Rubber Co., Ltd. — The 
report for the year ended May 31st last, presented to the meeting 
at Antwerp on Wednesday last, stated that the profit for the year 
amounted to 180.061 15 fr. The directors recommended the pay- 
ment of a second dividend of 5 per cent., making 84 per cent. in all 
for the whole year, carrying forward 6.013,05 fr. 


` of business in the city. 
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Monte Video Telephone Co., Ltd. 


Tug twentieth annual meeting of the shareholders of this company 
was held on Friday last at Winchester House, Old Broad Btreet, 
Mr. Charles Lock presiding. 

The CHAIRMAN, in moving the adoption of the report (sea Eruc- 
TRICAL Review, October 30th, page 773), said that the receipts in 
respect of subscriptions, sales, rentale, &c., had amounted to 
£39,261, as against £36,054 for the preceding year—a substantial 
increase which might be taken as an indication of greater activity 
Unfortunately, however, they had not been 
able to translate the whole of that gross increase into net increase 
owing to several causes. Firat, there had been an increase in the 
rate of wages paid to their operators, and in order to cope with the 
increased business they had had to take on additional employés. 
The second cause had been the occurrence of two rather severe 
storms last April, which caused а considerable amount of 
damage. In repairing damage to а telephone system 
celerity was a great factor, which involved greater 
expense than if the repairs could be done more leisurely. The two 
storms might be looked upon as exceptional, and although there was 
always acertain amount of damage caused by the elements, it was 
reasonable to expect that for the current year they might not puffer 
abnormally in that respect. A further cause of increased expendi- 
ture was owing to the electrification of the tramway system, When 
ever the overhead trolley wires of the tramway came within a certain 
distance of their telephone wires, а certain amount of induction was 
set up, which disturbed the service. Of course, if was of the greatest 
importance that notbing of that kind should occur, and therefore 
they had no alternative in such cases bnt, to remove the telephone 
wires which bad been affected. Fortunately, they had been able to 
make an amicable arrangement with the tramway company, who 
had contributed a portion of the expenses, but, of course, they 
had to bear their share. The result of the year was a net profit of 
£19,400, which, although £983 less than in the previous year, Was, 
he thought, a substantial profit for a company with such a modeit 
capital as theirs. Out of that they had allocated £6,000 to the 
reserve fund and £5,000 to reserve for renewal of plant, the same 
as last year. Those reserves were absolutely necessary in the 
interests of the business, as it was only by making such provisions 
that they were able to provide the necessary funds required for 
increasing their connections and wiring up new subscribers. They 
had also for some time past been trying to obtain permission to 
lay their lines underground, and their repreeentatives in Monte 
Video were doing all they could to get the Government to look 
upon their application favourably. He saw from the Times а week 
or so ago that there was а proposal that the Uruguayan Govern 
ment should nationalise the service. He hoped, however, that 
the project would not materialise, but they were in communication 
with their manager there, and were watching the matter with the 
greatest attention ia the interests of the proprietors. Out of the 
balance of £19,400 available as profit, they proposed to рау final 
dividend of 24 per cent. on the preference ghares, and & further 
3 per cent. on the ordinary shares, with which the interim dividends 
already paid would make 5 per cent. for the year on the preference 
and 6 per cent. on the ordinary. In conclusion, the ch "t 
announced that the board had been successful in obtaining she 
services of Sir John Gavey as consulting en ineer, and they! 
forward to great assistance from bim, both on the technical 
practical side of the business. А t 

Me. J. G. Ln MancmawT seconded the motion, and the repo 
was adopted. 


_——— 


Electric Supply Corporation, Ltd. 


Tur general meeting of the shareholders of this company Wall 
held on Thursday of last week, at Salisbury House, London 
Major C. Heaton-Ellis, J .P., in the chair. Review 
In proposing the adoption of the report (see ELECTRICAL oe 
October 23rd, page 716), the Снлівмлн said 1 afforded г TA 
siderable pleasure to place the report before the gbareho 


, . . 2 2 9 eas. 
showing as it did steady progress in the company в 1 to 


year they reported an increase of 17,974 8.0. P. lamps со 
the company's mains in the various towns. This year 
in the number of lamps connected was 25,902. At рк ed, com- 
last, they had the equivalent of 81,554 8 C.P. lamps conne Шой 
pared with 55,652 at the end of 1906. Chelmsford, mowed ai 
Hitchin, St. Andrews, Dumvarton, and Falmouth, all 3 
advance of more than 1,000 lamps. In St. Andrews the end in 
number was 3,868, in Dumbarton the equivalent of DE торге 
Falmouth 3,933 lamps. These figures ghowed re E 

in the use and application of electricity in these KE 
formed a distinctly encouraging sign for the future. Wi lamps 
Dumbarton, the increase, viz., 19,803, although given tit did not 
comparison, represented principally power load, bu tnit station 
include the tramway supply. They looked forward to t A 
being one of their largest and most ту unde 

regard to the fact that by the contract #1 ie 
and County Tramways Co., they had the right of supplying et l 
current for working the whole of the 1 н 
company, and this would form 4 very im 
output Bon that station. The working costs of the 0 25 oor si 
takings had increased from £4,493 in 1906, to d excluded the 
increase of 66 per cent., and in this calculation be ot incloded 
working costs of Chelmsford and Totnes аз they че ашк Chelm! 
in the 1906 figures. On the other band (again exe 376 in 1906,0 
ford and Totnes), the revenue had increased from £4 

£8,494 in 1907, an increase of 94 per cent. ж they vel 
excluding Chelmeford and Totnes was that last y revenue did 
separate companies, and the working costs and gros 
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mot figure in their accounts at all so that for comparison 
they must exclude them from the figures for 1907. 
The result of the year's working was tbat after paying interest on 
debentures and temporary loans a balance of £101 19s. remained. 
The chairman at the meeting last year informed them that the 
provisional order for the Dambarton Burgh Tramway extensions had 
been granted and confirmed by Parliament, but that in view of the 
difficulties of raising capital for their company it had been decided 
to form a separate company for the Dumbarton tramways. Sanction 
of Parliament to this having been obtained they had made over to 
the Dumbarton Burgh and County Tramways the provisional order 
for the extensions, and the Dambarton Burgh Tramways as actually 
constructed by them. They had received as a consideretion for this 
transfer an amount in cash, and they had retained as well a con- 
siderable interest in ordinary and preference shares. The tramway 
company commenced operating their whole system in July last, and 
he жак glad to tell them that the results bad fully come up to their 
expectations. They bad already received a half year's dividend on 
their preference shares, although the entire syetem had only been 
in operation for practically three months. They considered this 
investment in the Dumtarton Burgh and County Tramways an 
exceedingly satisfactory one, wlnle the amount they received from 
them for power supply would prove a very substantial addition to 
their revenue. They were told last year with regard to Hendon 
that it had been decided to form a separate company to work that 
undertaking. The Hendon Electric Lighting Co. was duly incor- 
porated in June, 1907, and the necessary capital subscribed. They 
bad secured, by taking a considerable block of shares in the com- 
pany, what was practically a reversion of the Hendon business, 
which, from the progress already made ат а the undoubted prospects 
of the locality, they considered would be a very profitable one. 
They were doubtless aware that in the case of an electric supply 
eompany the capital account might be said never to be closed, inas- 
much as from week to week applications from intending consumers 
were received, to reach whom it was necessary to incur capital out- 
lay in the laying of mains, and sometimes also in providing new 
plant. They proposed, therefore, very shortly asking the share- 
holders to authcrise them to increase their borrowing powers. The 
form in which this additicnal capital should be raised was receiving 
the earnest consideration of the directors. Full details would be 
laid before them very shortly, when they would be called together 
to give their decision. Meanwhile, notwithstanding the difficulty 
in raising capital in a time of financial depression they bad by dint 
of hard work, both on the part of the board and of the staff, 
managed fo far satisfactorily to improve their business that the net 
financial reeult showed an increase of nearly 100 per cent. in the 
profits over the amount recorded in 1906. The full dividend at the 
rate of 5 per cent. per annum had already been paid to the share- 
holders in respect of the year under review, and the interim 
dividend up to the end of the first half of the present year, the 
necessary money having been provided by the auxiliary electrical 
company under its guarantee. In conclusion, he could only repeat 
that they considered the business was progressing tratisfactorily, 
that the future was full of promise, and that with the additional 
capital they would ask for they hoped to secure for the shareholders 
still better results. 

Мв. RALPR T. Hinckes seconded the motion, and the report 
was adopted. | 


X Electric Accumulator Co., Ltd. 


Тнв report of this company, as quoted in the Financier, states that 
the amount of working capital originally subscribed was insufficient 
for the company’s purposes, althougb, from the estimate of cost for 
equipping the factory, it was believed that the balance of working 
capital available from this first issue, aft-r allowing for the cash con- 
sideration of £2,500 payable to the vendor, would be sufficient to 
‘enable the company to place its cell upon the market. Under the 
head of expenditure at the head office the directors call attention to 
‘the item of their fees, which appears as £1,010. Of this amount 
‘only the sum of £232 has actually been paid, the remainder, £778, 
being included in the item of sundry creditora shown in the balance- 
sheet. From December 25th, 1907, the directors have waived all 
claim to the payment of further fees. Similarly, the amounts 
‘shown for law charges and office rent and secretary's talary include 
unpaid amounts of £1,000 and £400 respectively ; these amounts are 
also included in the entry sundry creditors. These unpaid amounts, 
Aggregating £2,178, form the bulk of the entry sundry creditors. 
The original patents purchased, which conveyed only an equal 
interest with another party in the patent rights for Great Britain, 
were paid for in accordance with the agreement of July 4th, 1905, 
entered into with the inventor—viz., £2,500 in cash and £22,500 in 
fully-paid sbares. It having been considered advisable to acquire 
the sole interest in the patent for Great Britain, this was secured 
by the payment of a further amount of +658 іа cash and £4,000 in 
fally-paid shares. The cost of securing the patent rights in all the 
principal foreign countries and of patenting certain further im- 
provements of the inventor involved the expenditure of an addi- 
tional £774. The money available from the first issue for the 
purposes of manufacturing was exceedingly limited. The directors 
think it only fair to state that the inventor, Mr. E. L. Opperman, 
who acted thrcughout as the managing director, supported his belief 
1а the superior qualities of his cell by devoting £2,000 of the £2,500 
which he received in cash as his subscription to the ordinary work- 
ing capital. The sole acset now held by this company is its 10 per 
‘cent. participation in the net profit of a new syndicate, which has 
acquired the property of the company. The directors deem it 
desirable to take the necessary steps to voluntarily liquidate the 
company. 


Norwich Electric Tramways Co. 


THE Hon. A. G. Brand presided on October 30th at the annual 
meeting of the above company held at 20, Bishopsgate Street With- 
out, E.C. The report showed a decrease of £1,692 in revenue, as 
compared to the previous year, and an increase of £44 in expenses, 
making a decrease of £1,736 in profits. The latter figure is, how- 
ever, arrived at after charging to revenue the following extra- 
ordinary expenses:—Arbitration law costs, £1,185 ; repairs carried 
out under arbitration, £427; repaving Unthank Road, £643; total, 
£2,255. There is a further liability (£1,000) in respect of arbitra- 
tion law costs yet to be dealt with. The passengers carried were 
7,190,361, a decrease of 377,845, and the car-miles run were 
1,049,175, as against 1,081,221. The amount standing to credit of 
profit and loss is £6,470, from which £2,640 has to be deducted in 
respect of 4 per cent. interest on the mortgage bonds, leaving 
£3,630. 4500 has been placed to reserve, and a dividend of 1} per 
cent. (£3,300) is to be paid for the year ended June 30th, £30 
being carried forward. The report was adopted, after the chairman 
had briefly expressed the regret of the board that the profits were 


not larger. They did their best to serve the city, and the share- 


holders ought to have received a larger return upon thcir outlay. 


Companies Struck off the Register.— It is announced 
that the foilowing companies have been struck cff the register and 
are dissolved :— 


Cox Thermo-Electric Co., Ltd. 

“ Holophane,"’ Ltd. 

Patent Universal Smoke Condenser Co., Ltd. 

Ride Pressure Ball Bearings Syndicate, Ltd. 

Simplex Electric Tramway Conduit Syndicate. 
Standard Dynamo and Motor Manufacturing Co., Ltd. 
United Electric Wire and Telegraph Works, Ltd. 


Electrolytic Alkali Co, Ltd.—The annual meeting 
was held on the 30th ult. in Liverpool. Colonel W. L. Pilkington 
said that the excess of stocks on hand was due to trade depression 
and postponement of deliveries, but since the accounts were made 
up stocks had been contiderably reduced. Under all the circum- 
stances the result of the year's working must be considered satis- 
factory. In reply to shareholders, a director stated that while the 
board was favourable to & combination to maintain prices, the con- 
ditions offered were thought to be detrimental to the company, and 
the negotiations fell through. 


Eastern Telegraph Co., Ltd.—The directors’ report 
for the six months ended June 30th, 1908, states that the revenue 
for the period amounted to £568,443, from which are deducted 
£208,072 for the ordinary expenses, and £53,099 for. expenditure 
relating to maintenance of cables, depreciation of spare cab’e, 
sundry differences in exchange, and income-tax payable abroad, 
leaving & balance of £307,272, to which is added £35,795 brought 
from the preceding account, making a total available balance of 
£343,067. After providing for income-tax payable in England, 
interest on mortgage debenture stock, and for two quarterly divi- 
dends on the preference stock, which in all absorb £82,302, there 
remains a balance of £260,765, out of which the directors have 
placed £7,000 to the reserve fund for maintenance ships, £100,000 
to the general reserve fund, and have allocated £100,000 to meet 
the two interim dividends of 14 per cent. each on the ordinary 
stock, the balance of £53,765 being carried forward, 


R. & J. Dick, Ltd.—The first annual report states that 
the gross profit on the year’s trading is £63,411, from which interest 
to vendors, income-tax, and depreciation amounting to £23,286, have 
to be deducted, leaving £40,125. Afte: paying preference dividend 
and placing £6,000 to a special preference dividend reserve fund, 
£15,000 is written off goodwill, а 4 per cent. dividend is declared, 
and £4,043 is carried forward. 


Douglas Southern Electric Tramways, Ltd.—The 
report states that the season consisted of 115 days, against 125 days 
last season, and the total receipts were £5,012, as against £5,613, or 
£600 less. The falling off this year bad been due to bad trade ard to 
stormy weather during the greater part of September. The 

assengers carried were 206,994, as against 231,664 last year. The 
net profit for tbe year was £1,479, as against EI, 652. Out of a 
total disposable balance of £1,658 the directors recommend a 
dividend of 54 per cent. upon the prefererce shares, leaving £229 to 
be carried forward. 


Western Telegraph Co.. Ltd.— The report for the 
half-year ended June 30tb, 1908, shows a revenue for the period 
amcunting fo £353,185 and working expenses to 115.485. 
After providing £16,000 for debenture stock interest, and £5,241 
for income-tax, there remains a balance of £216,459 ; to this is added 
the sum of £5,973 brought forward from December 31st last, making 
a total of £222,432. А quarterly interim dividend, amounting to 
£31,189 has been paid, £110,000 transferred to the general reterve 
fund, £5,000 to the maintenance ships' reserves fund, £10,000 to the 
marine insurance fund, and £10,000 to the land and buildings 
depreciation fund. The directors now recommend the declaration 
of a final dividend of 3s. per share, making with the interim divi- 
dends, a total dividend of 6 per cent. for the year, also the payment 
of a bonus of 2s. per share, both free of income-tax, which together 
will amount to £51,952, leaving a balance of £4,260 to be carried 
forward. The dividend and bonus will be payable on November 
12th. 


British Columbia Electric Railway Co.. Ltd.—The 
report for the year ended June 30th, 1908, recommends a dividend 
of 8 per cent. per annum on the deferred ordinary shares, placing 
£49,000 to reserve, and carrying forward £4,974. We shall refer 
further to the report next week. 
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ELECTRIC TRAMWAY AND RAILWAY 


TRAFFIC RETURNS. 
ena Pe — en ——— — — Rc 5 
Fort- Receipts for No. Route 
Locality. night | the | of | Total to date. miles 
| | £ ' £ | £* Ino. 
€ ms. M 
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k O . ee , ' ' , T oe 
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Brad ford | „ | ee v 688 96 
Brighton ec | Nov d 1,595 30.853 | + os 
Bristol Oct. 30 | 9,530 “+ we 81 |. 
Brit, Elec. Trac. Co. | „ B| 464 9,441 |— 91865: 
po ‹ Б 98 |+ 418 
Barnsley „ 23 859 1,5 1 581 
Barrow „| „ 23, 43 pya e 150 oe 
Cavehill . n 23 129 gi | 860 + a6 8.85 2t 
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Gateshea " Т 23 2,061 42,790 + 155 65 oe 
Gravesend А n 23 5 — 9,096 |— 1,450 65| ao 
FFF ОЗ. eee 22,545 |— 6,663 | 725 | «e 
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G.N., P'dy. & Brmtn „ 91 Б? 18 90,815 417.095 9 25 
L. pool Overh'd Rly. | Nov. 1| 2674 — 462 18 | 25459 — 3,438 | 68 | 48 
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1 | es 
Madras s .. [Oct. 31 1,224 + 42 | 42 21112 


Perth (W. A.) ae 


„ £0 2.897 


* Compared with the corresponding period of 1907. 
: Includes horse, steam and other receipts. 


+ 1,419 1275 .. 


+ 252 44 59,907 — 1,171 oe 


+ One weck only. 
3 One month. 


STOCKS AND SHARES. 


Tuesday Afternoon, 
Tug Stock Exchange Holiday on Monday has interfered a good 
deal with business during the week (overed by these notes, while 
the United States Election bas also had a certain amount of 
restraining effect. Two days before this appears in print the result 
of the election will, of course, be known. Writing on the day of 
the contest, the Stock Exchenge s:ntiment concurs with that 


generally expressed in concluding that -Mr. Taft has an almost 
certain victory in his grasp. 


Where the electrical markets will be largely and practically in- 
terested in the result of the election lies in the situation as regards 
copper. The price cf the metal is swayed, if not almost entirely 
controlled, by much the same body in the United States as that 
which governs the stock markets. This party is understood to be 
pledged to the idea that Mr. Teft/s election not only will, but shall, 
be followed by a wonderful expansion of trade and prosperity. 
Prices are to be pushed up in advance of the marvellous impetus 
given to business all round, and, as usual, the markets bave pretty 


' liberally discounted such an event. Railroad shares have risen 


very substantially, and copper bas kept pace with them. The long- 
anticipated event has materialised ; the curtain bas rang up; the 
play is about to begin. 

To all appearance, the trouble between the Mexican Light and 
Power and the Mexico Tramways Company is far from being 
settled, although hopes continue to be held ont that terms will be 
arranged after all. The Common stock of the Mexican Light and 
Power has fallen another 2 points, and the Mexico Tramways sock 
is dullest at 1353, «x 1 per cent. dividend. 

Amongst this group the chief improvement during the week has 
been arise of 2} in Rio J aneiro shares to 71, and the 5 per cent 
bonds are better at 91. Sao Paulo moved up to 157; business in 
the bonds has been marked at 1003. British Columbia Electric 
Railway issues moved somewhat irregularly. The strength of Anglo- 
Argentine trams is further shown by another advance in the Second 
Preference. British Electric Tractions dwindled, an unpleasant 
feature being a point decline in the 5 per cent. First Debentare 
stock. 

Better tone in the Home Railway market replaced loss upon 
Central London Ordinary stock, and caused a rise of 1 п 
the Deferred. Both Metropolitan Consolidated and 
Ordinary have hardened. Metropolitan Surplus Lands has 
its fall of a point, and there has been more demand tor unden 
ground issues. The 4 per cent. Debentare stocks of the different 
“Торе” Railways underwent no change, but the two janior 140 
of the Underground Electric Railways of London are 
better. | 

Electricity Supply descriptions are without any material altera- 
tion. The weakness of Newcastle-on-Tyne Ordinaty шге has 
spread to the Preference, which are 4 lower. St. James et 
Preference at 7% are 5s. up, and Oxford shares put on 26. 6d. at 
Urban Preference are sellers at 2. A few Debenture 
lower by the amount of the interest deducted last week, an 
these the list of movements practically ends. m 

In the Telegraph market there is fairly general firmness, si i 
Globe Telegraph and Trust O:dinary are 28. 6d. down, ап 
Preference have not recovered their loss of & similar fraction е 
week. Great Northerns rose 10s. more, while Indo-Eurepe 0 n. 
723. 6d. dividend, are nominally unchanged, after be A ie | 
Cuba Telegraph Preference are e 102., but only show ? rui 
American Telephone and Telegraph capital stock is up а pol” 
National Telephone stocks enjoyed а slight rally. lished b7 

The weakness of British Aluminiums is anything but re rand 
the shareholders, and it is very difficalt to obtain certain 5 
tion as to the cause of the drooping of the prices in the shares. 

Babcock & Wilcox eased off ту, and Callenders, e 58, fa. dori. 
this amount lower. General Electric Preference at 7} are 
Other manufacturing varieties keep very quiet. 


Prospectus.— Ledbury Rubber Es a 000 sbare 
company has been before the public with an isu 9 er of rubber 
of £L each. The company is to amalgamate à 1 gelangt 
estates aggregating (2,753 acres) in the Btate 0 
Peninsula. 


td.— 
City of Buenos Ayres Tramways Со. (1904), күк 


ess in 
The directors announce & dividend of 1s. 3d. per share, 1 
tax, for the three months ended September 30th. 


rectos 
West African Telegraph Co., Ltd.— The dir ib 


announce an interim dividend of 4 per cent. er 
share), free of income-tax, for the half-year. 
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SHARE LIST OF ELECTRIOAL COMPANIES, —(Continusd,) 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Consinsud) 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1908. 


IN our reference to the August electrical business, we had occasion 
to remark on the apparently flourishing condition of the British 
export trade. The September returns are even better than those 
of August, the total value of the exports, £224,913, being over 
£1,000 to the good in comparison, and constituting a record as 
regards our statistics. 

Moreover, the re-exports, though, of course, representing a pro- 
portionately small value, have practically doubled the previous 
.month's total, being £20,345. 

The importa, which amounted to £154,812, are some £9,000 better 
than in the month of August. In this connection it is interesting 
to note that the nine months' average of the exports for tbe present 
year is £203 thousands, a value which compares with £167°7 
thousands, the corresponding average for the whole of 1907. The 


Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 


imports only averaged £155,000 over the nine months, showing 
practically no improvement over the 1907 figure. Of the individual 
items in the export section, electrical machinery, £112,735, and 
cables, £63,733, are worthy of note, the former T represent- 
ing an exceptional value—to some extent neutralised, however, by 
the small total recorded for electrically driven machinery. 

As in the August returns, the lamp imports, totalling for 
September £50,248, are an outstanding feature, being some 
£10,0C0 ahead of the previous month; macbinery, cables and tele- 
phones follow in order, but with comparatively small values. Our 
most prominent customer during September was New South Wales, 
which absorbed some £28,000 of machinery alone ; India, Japan and 
Canada were also high on the list. Of importers, Germany, as usual, 
took the premier position—especially if allowance be made to tha* 
country for a proportion of the apparently high Dutch total. 
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| 
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ee dec ĩ f ß eure 
Norway, Sweden and Denmark see e. 345 Ves 413 | 405 37 | 5,710 | 6,975 
Germany... ggg... . | 1,380 5,41, 911 | 20 E 12,622 | 1,341 | 2,582 1,581 15 47,001 
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Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
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Various countries, mainly as above. | 3,022 | 2,007 | 2,702 2,311 | 963 бз ыз ОК: 
i | 
Toran Ёхровтв: £224,913. © TorAL RR-EPORTS: £20,345. ToTAL Imports: £154,812. 
The first and 


Norg.—The amounts appearing under the ; 
third columns contain many amounts relating to ‘goods " 
materials to those appearing in adjacent columns. 


several headings are classified according to the Customs returns. 
otherwise unclassified, the latter, doubtless, consisting of similar 
* This section does not include telegraph cables and apparatus. 
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METAL MARKET. 
Fluctuations in October. 


SPELTER (G.O.B's.). 
Oct. 1 2 5 6 7 8 9 12131415 16 19 20 21 22 23 26 27 282930 
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COPPER (G.M.B's.). 
Ост. 1 2 5 6 7 8 912131415 16192021 22 23 26 27 282930 


Кају. Тһе Italian Customs authorities have lately 
given a decision to the effect that E carbons for electric lamps 
with a metallic thread in the interior destined to facilitate the 
combnation of the carbon,” are to be classified under No. 2698 of the 
tariff, the duty being 10 lire per 100 kg. 
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PARLIAMENTARY. 


London & District Electricity Supply Bill. 


WEDNESDAY, OCTOBER 28TH. 


Мв. PABSHALL, in answer to Мв. WirLIAMS, for Stepney Borough 
Council, said that they took five years for the compulsory acqui- 
sition of lands, and did not anticipate any trouble with the owners 


of the land. They had to bave £600,000 and £240,000 called- 


up capital and substantially commence? their work within two year: 
They were not bound to lay a single cable in that time, nor was 
there anything in the Bill which compelled them to give a supply 
within that period. If they became inrolvent, or could not carry 
on the company profitably, there was ‘nothing in the Bill which 
caused their powers to cease in that area. Counsel was proceeding 
to prees Witnees on this point, when the Chairman remarked that 
it was really a matter for arzument. He was not satisfied that 
Stepney could supply electricity at £3 10s. per Kw. and one-third 
of a penny per unit. 

COUNSEL: In the other House you struck out the word Docks” 
in your clau‘e. Why do you not strike out the words Rivers or 
Canals? "— Docks are situated in one district, whilst rivers and 
canals run tbrough different areas. 

COUNSEL said that the Stepney authority supplied Tilbury Docks 
and Railways to the extent of £1,200 a year, and if the Bill came 
into force they would lose that, if the promoters exercised their 
rights. 


CouNSEL: You admit the principle of excluding certain areas 
from your Bill? —Yes. 

COUNSEL: Do you take powers to go into the Inns of Court? 

Mn. FrTZGERALD: That is not an industrial are. 

Мв. GERALD SamDERS, for the Islington Borough Council, crow 
examined witness at length as to what amount of the 233 million 
units that the promoters estimated they could supply for £740,000, 
was units supplied for power. 

WiTNESS said he thought that 85 per cent. would be taken up of 
power users. What they were trying to do was to supply in bulk; 
they were not a lighting company. They could generate at a 
cheaper rate then hitherto and effect a saving of £610,000. That 
was partly made up of capital charges. 

Do you know that, for the last few years, the existing companies 
have been endeavouring, to the best of their ability, to increase their 
power supply? —I suppose they have. 

And in that manner they havé improved their diversity factor 
and reduced their costa of generation all round ?—I will accept that 
as a general statement, but with great reservation as to Islington. 
He would accept the figures that Islington had increased their 
power supply from 76,000 units in 1909 to 1,740,000 units in 1907. 

Do you know, as a matter of fact, that that has reduced the 
cost ?—I will take it from you that it has. 

Questioned on Clause 53, witness ‘said he thought that ‘the 
question of raising the price, when they once got into an ares, 
rested with the Board of Trade. 


Replying to Mn. A. G. Bincuam, WiTNESS said it was not their 


intention to take over all the undertakings in London. They might 
acquire oue or two undertakin 


es which were not working profitably. 
They had tried to put before Parliament as comprehensive a scheme 
as possible. 


Mr. Влгғоов Browne cross-examined MR. PABSHALL ОП 


behalf of the eight existing companies, Witness said that if the 
promoters were not able to su 


pply electricity at a cheaper rate than 
what was now being done by the existing companies, there was 
no use for the scheme. He admitted that although they estimated 
a saving of £640,000, a certain sum of money would also have to be 
paid in interest on money already sunk in electrical schemes. He 
took it from counsel that the existing companies had already spent 
поо. There were 29 different systems of electricity supply 
in London. | 


Мв. FITZGERALD re-examined witness. He thought that 
the present electrical system was too divided up to be worked with 
economy. Their scheme was a concentrated one, and therefore 
must result in some economies. 

Replying to Мв. Warpxm, M. P., who asked witness whether it 
was a fact that the bulk company in Chicago had been of benefit to 
tbe smaller companies, Witness said that they were much better 
off since the establishment of the bulk company ; they were more 
prosperous, and their shares stood bisher now than hitherto. 

In answer to Мв. Равкев, M. P., Mn. PARSHALL said that £60,000 
had to be raised at once, and that was altogether an exceptional 


provision, but it was inserted to meet the decision of Lord 
Cromer's Committee to 


mark the responsibility of the promoter 

About £2,000,000 would be the 3 of capital to bt witb, 

and they would begin with 20,000 Kw. of plant 

р Тһе CHAIRMAN asked whether the words in the Kitson Clause 
capital expenditure incurred” meant that the Board of Trade 

were to take into consideration the total capital expenditure 

2: or whether they were to only consider the charge then 
oing on. 


Mn. FITZGERALD said that the words were inserted at the instance 
of the London County Council. 


The Board of Trade's attention 
would be called to the financial position of the authority. Ht 
should think they would take into consideration the whole question 
of capital expenditure, interest and liabilities, and the financial 
position generally. 

The CuarRMAN remarked that it was not quite clear whether it 
was the charge already incurred that was to be taken into account. 
Мв. FrrzGERALD: I think they are entitled to look at both, 
whether it is а question of interest, sinking fond, or capital expen: 
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diture. Supposing there had been an expenditure of £100,000. 
There might have been a sinking fund accumulating, and a certain 
amount might have been paid off that, but yet the charge 
remains, with the interest on the sinking fund for the £100,000, 
and that would be one of the matters that the Board of Trade would 
have to consider. The words were made as wide as possible. As 
they knew, the London County Council advanced large sums of 
money for the establishment of these electrical schemes, and so they 
had a direct interest in those words. 

Mr. Влгғосв Browns said that, with regard to Mr. Parshall's 
reference to Chicago, all the companies there had smalgamated, 
and the stocks were therefore all in one. 

Ма. Rost. Hammonp, M. I. O. E., was the next witness. He said 
he had been largely interested in the question of the bulk supply of 
electricity to London. In Manchester they used to have, as in 
London, several stations, but they had now only two stations, and 
it had worked more satisfactorily. The putting up of several 
stations was a great nuisance, not only from the point of view of 
smoke, but also financially, as they were not economical. The linking 
up of the different stations, in his opinion, was a most uneconomical 
way of solving the problem of the electric supply to London. The 
coupling up of the stations would only perpetuate the present evils. 

CounsmL: Generally a cheap supply cannot be obtained by 
coupling up works ?—No, certainly not. That isa wrong way to do 
it. Itonly increases the available plant, it does not produce cheaper 
electricity. 

Continuing, Witness said that the only way to do away with the 
waste was to do away with decentralisation and have centralisation. 
If the manufacturers had the opportunity of obtaining cheap elec- 
tricity, new industries would spring up. London had the market, 
and it should have the industries. Mr. Merz, only the other day 
at the Steel and Iron Conference, said that 95 per cent. of the firms 
north of the Tyne were using electricity. He thought that the 
powers already granted had not been taken full advantage of by the 
existing companies. 
the prices at present charged were very much higher than was pro- 
posed inthe Bill. They did not bring the Bill forward with the 
idea that other undertakers should “scrap” their concerns—it was 
brought in to assist the undertakings. Bat in some cases the 
stations were so ill situated that it would be better for them to be 
scrapped. He thought that a railway supply was especially within 


the province of a power company. 
e 


THURSDAY, OCTOBER 29тн.. 


Ма. BaLroueg Browne, representing the existing companies, 
cross-examined Мв. RoBERT HAMMoND at length as to a set of 
tables which Mr. Hammond had put in and taken as evidence. 

CoUNSEL said that he saw from the tables that a saving of 
£224,569 would annually be effected to the consumers of London 
by the promoters’ scheme. Was he right in supposing that that 
saving would not be felt until six years hence? — WIrRISsSs admitted 
that was so, but when the machinery of the existing stations began to 
wear out the saving would be greater. . 

CouxsmL proceeded to put to witness a series of questions to 
show that in six years the actual saving to the consumers of London 
would be only one-eighth of а penny per unit as compared with 
present prices? Yes, but toat does not include the railway load. 

lam taking your own tables. At some distant date the consumers 
will get tbis enormous benefit of an eighth of & penny per unit. 
Do you think you will get much capital in the City of London if 
you tell the public that at some distant date—10, 20 or 30 years’ 
time you are going to save the consumers one-eighth of a penny per 
unit ?—I would not put it that way. As years go on the existing plant 
will become less efficient and more worn out, and as years go on 
the benefit to the consumers will become greater. 

Counsel then put questions to witness to show that his figures in 
the tables were wrong, and Mr. Hammond said that he based his 
statistics on the Board of Trade returns. 

Replying to Mr. WBDDEPRBURN, for the Corporation of Croydon, 
WrrNESS said he was not aware that any one was coming from 
Croydon to ask for a supply. He would remind the Corporation of 
the two alternatives either to “scrap” their undertakings or 

combine" with the promoters, and he would suggest that they 
should allow the promoters to supply them with a peak load for 
public lighting, the trams, and so forth. 

You recommend them not to scrap but to combine?—Yes. 
I am not aware that Mr. Parshall had advocated that the under- 
taking should be scrapped. 

Will the prices be affected by the distance that authorised dis- 
tributors are from Barking ?—The maximum prices will not be. 

Will the actual prices be affected?—That is a matter for the 
promoters, . 

May I take it that you have considered whether there will be a 
flat rate or not ?—You may not. We have considered it, but we 

ve not come to a decision. We have taken the average. 

The Cnamuax asked whether he understood it that the prices to 
stations near Barking would be below the average and stations 
further away would be higher ?— WIrNESS replied it would be 
highly probable. 

Continuing, Witness said there was nothing in the Act which 
allowed them to force their way into Croydon. Of course, the 
question of the saving to Croydon depended upon the working 

- He accepted the figures of counsel that the working costs 
tables 646, as against £17,778 estimated by the witness in his 


Ма, S. Вовни, for the Kensington and Westminster Companies, 


put it to Witness that during the last few years the price of 


Speaking generally, there was no doubt that 


current for power charged by the West End companies had 
decreased. Wrruxss said he would take that from counsel. 

You have no wish or intention to take up lighting work ?— Мо, 

Or no wish to interfere with our small power usera ?—No. 

And your real object is to get at the authorised distributors and 
make them take a bulk supply ?—Yes. 

Continuing, WrrNEsS said that if the companies did not do their 
duty, the promoters would try and come in. D 

Мв. BusHE said that of West End companies’ business, 85 per 
cent. was for lighting and 15 per cent. for power. WITrRN ESG said 
that they would not come in for & 15 per cent. load, they would 
lose money on that. They would take care that Westminster should 
continue at their present low prices. 

Мв. Вовне pointed out that they were charging less than what 
witness estimated he could supply in his tables. 

Questioned on the Kitson Clause in the Bill, WiTNESS said he 
thought it much better that the consumer should demand a supply 
at a fixed price, rather than go to the Board of Trade for 
arbitration. 

Мв. ERsKinE PoLLock, for the Middlesex County Council, qaes- 
tioned witness in order to show that they could get their electricity 
more economically from the North Metropolitan Electric Power Co., 
who got their coal from barges on the Lea, than by taking it from 
the promoters, who would have to lay miles of cables. WiTNESS 
said that Middlesex had never got a supply as cheaply as was now 
offered them, nor would they ever get it во cheap. 

Taking Mr. Hammond's estimates that the cables would last 30 
years, Мв. PoLLock pointed out that this year the L G. B. had 
fixed the life of a cable as 20 years. There was no experience of a 
15,000-volt cable. WiTNESS said that if the Middlesex area was 
struck out of the Bill, the promoters had powers under Clause 72 to 
supply the North Metropolitan Electric Power Co. or the Metropolitan 
Electric Supply Co. They had not come to any terms with the North 
Metropolitan Oo. 

In answer to Мв. Vesey Knox, for Bexley and other local 
authorities, WITNESS admitted that he thought Bexley should have 
a say in the matter before the promoters came in that area. He 
always found that local authorities were anxious to get electricity 
as cheaply as possible. That was why they did not fear, because 
they had not got any contracts as yet—he knew that the local 
authorities would come in. 

Counsgx referred at length to the Hornsey undertaking, which 
in 1900 Mr. Hammond suggested should be started. That had been 
started, but the expectations of witness had not been falfilled.— 
WITNESS was aware that the works costs were lower, and he would 
point out that, as regarded costs and management, they were 
altogether outside engineering advice. 

CounsEL asked witness why less than 4 per cent. was allowed for 
depreciation, and Mn. Hammonp explained that the promoters 
would be enabled to install up-to-date machinery. Ав regarded 
obsoleteness, that was one of the risks. 

COUNSEL: As soon as our plant became obsolete we must either 
put in new plant or take your energy, and pay you the equivalent of 
£72 per kw. ?—As а fixed charge. 

Ah! but we should have to pay the £72? —Yes; in conjunction 
with ‘2d. 

CounsEL: Yes. 

Wirxnss, in reply to further questions, said that if either of the 
authorities whom counsel represented were to make any offers to the 

romoters, they would seriously consider them. He was aware that 
outhwark was already supplied by two or three companies. 

Do you know that Southwark is supplying for private lighting at 
2'414., and tbat that is less than any company in London ?—How are | 
you doing it? 

CounsEL: Weare just paying our way. 

WiTNESS, continuing, said that he accepted the figures of counsel 
that under their Bill the promoters took powers to compete with 
one-third of the electricity they sold —represented by power supply 
and 123 per cent. of the revenue. 

Мв. Morten, for West Ham, asked witness whether the works 
there were well managed, and he assented. Referring to the tables 
put in, counsel said that Mr. Hammond had estimated the 
average generating costs at :583d., and the capital charges at 
3575d., a total of 958d. Those statistics were made up to March 
31st, 1907. He would take it from counsel that at the end of 
March 31st, 1908, the figures were, instead of 583d. for generation, 
'382d., and the capital charges were 253d., instead of 3575d.— a 
total of '635d., as against 958d., or about two-thirds of the genera- 
tion coste of 1907. West Ham had a very good load indeed. : 

Can you tell me any benefit that West Ham will get under this 
scheme ?—The big industries in West Ham will be able to demand 
a supply from us if the Council should choose at any time to raise 
their prices unreasonably. It gave the great industries of West 
Ham the benefit of cheap electricity. 

At this stage, Мв. FrTZaBBALD asked leave that Mr. Oliver Bury, 
general manager of the Great Northern Railway, might be put in 
the witness box. 

Мв. OLivER Busy then gave evidence in support of the scheme, 
He said that they would require energy equivalent to 26,000 н.р. for 
the electrification of their suburban lines. They had not been able to 
electrify their railway on the ground of the great capital cost 
involved, and the absence of a cheap and reliable source of eupply. 
It would be of a great assistance if they could get a supply such as 
that they would get under this Bill. Asfar as he understood the 
scheme now before them, it afforded them those facilities. 

In cross-examination by Мв. BArLFouR BROWNE, K. O., WITNESS 
gaid that of course they must start on the supposition that the 
supply would be reliable. He could not understand that a com- 

y of this kind would spend millions of capital, and not give a 


reliable supply. 
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Farpay, OCTOBER 30TH. 


Mr. HAMMOND was farther cross-examined, and replying to Mr. 
GERALD бВАнрЕвя, for the Islington Borough Council, gave it as 
his opinion that if the various local authorities were to "scrap" 
their undertakings and purchase a bulk supply from the promoters, 
there would be a saving of £56,000 a year to the ratepayers. 
Islington would benefit to the extent of £6,122. If the local 
authorities were to take a solid load and work the peak load them- 
selves, the saving would be £112,000. The estimated saving of 
£640,000 over the whole of London from using a bulk supply in 
place of the existing means of generation would not come into 
effect at once—it would only be fully apparent when the present 
plant was worn out. The bulk supply would prevent the necessity 
for perpetuating the present unsatisfactory and uneconomical state 
of things by adding to the existing plant. In the meantime their 
company would be prepared to give a supplementary supply. 

In re-examination, Mr. Нлммомр said that the great difficulty 


that electric light companies had in competing with gas, was that 
electricity was much dearer. 


Мв. J. H. Rip RR, electrical engineer to the L.O.C., in reply 


to Мв. TALhor, said he bad examined the estimates of capital 
expenditure which had been put in by the promoters, and speaking 
as an engineer, he thought they were sufficient. The present 
scheme proceeded practically on the same lines as that of the 
L.C.C. Bill of last year, for the details of which he (witness) shared 
the responsibility. Such a scheme, in his opinion, would be of 
great advantage to existing distributors and to the public gene- 
rally. The linking-up of existing stations would not afford a 
solution of the problem—such a scheme was not commercially 
practicable, 

Replying to Мв. Влгғоов Browne, WiTNESS admitted that 
the L.C.C. scheme of 1906 provided for two stations. He was, 
however, of opinion that the one station at Barking proposed under 
the present Bill was sufficient. It was following out the Bill of the 
L.C.C. last year. 

Sm Huan BELL, one of the promoters, gave evidence in support 
of the financial proposals in the Bill. He said that for years he 
bad interested himself in the problem of obtaining an economical 
and efficient supply of electricity to London, and he believed that 
the scheme now before the Committee offered a solution. 
sliding scale consumers had the means of obtaining power at a cheap 
rate, and he believed that would have the effect of stimulating 
manufacturing industries in the area covered by the Bill. By the 
purchase clause the company would receive the market value of land 
and property if the undertaking were acquired compulsorily in 1961. 
Supposing they were bought out at an earlier period, they would 
receive compensation in respect of goodwill and profits. He was 
satisfied that the scheme was a sound and economical one, and was 
prepared, with others associated with him, to find £600,000, which 
he estimated would suffice for the first year’s operations. 

Replying to Sin R. Litter, K. C., S Hues BELL said he 
would object to the City area being excluded from the Bill, as they 
looked forward to an extended use of electrical power in printing 
and other businesses. 

By Mr. Batrour BnowmE: If he did not think the scheme 
a practicable one he would not be there supporting it. He did not 
anticipate that there would be any difficulty in obtaining the 
required capital now that the Bill had been modified. 

Mr. Vesey Knox pressed witness as to the other persona 
who had subscribed to the promotion besides those mentioned in 
the Bill. id 

Sig Hugu Вю, declined to give the names, saying that he con- 
sidered he had given all the information that was necessary to show 
that the capital would be forthcoming. 

Мв. VESEY Knox asked the Committeeto direct the witness to give 
the information, but the CnHaIRMAN, after consulting with his 
colleagues, announced that the Committee were unanimously of 
opinion that it was not necessary for the witness to answer the 
question. 

In re-examination, WiTNESS said he could not accept a proviso 
that in the event of purchase the amount to be paid as compensation 
should not exceed the amount of the capital properly expended.” 
Those authorised distributors who were within the proposed area of 
supply, and who were not opposing the Bill, he looked upon as 
likely customers, and he hoped that if they got their powers those 


who were now opposing them would see that it would be to their 
interests to take a bulk supply from them. 


Monpay, NOVEMBER 2ND. 


Mr. J. Е. S. Goopav, the general manager of the Great Eastern 
Railway, gave evidence in support of the scheme. In order that 
the companies might take a supply, he said currrent should be 
cheap and reliable. The present interchanging of the traffic 
required that the electrification should be on the same principle. 
The engineer to the East London Railway had been authorised by 
his company to consider the question of electrification of that line. 
The proposals of the present Bill could do them no harm, and it 
might be of benefit to them. 

Cross-examined by MR Barrovn Browne: His company had 
not considered the expediency of taking electricity from any 
particular undertaking. He did not think that the North Metro- 
politan Co.’ works were extensive enough to supply them. 

Ms. A. L. STBIDE, chairman and director of the London, Tilbury 
and Southend Rsilway, said that they worked 5? miles of their 
lines by electricity. In 1904 they made considerable efforts to 
acquire electricity from various local authorities and companies, 
but those negotiations failed, as they could not obtain a supply 
from any undertaking, owing to legal objections that no supply 
could be given outside company’s own area. They ultimately 


from the Newcastle Electric Supply Co. 


By the: 


decided to take a supply from the District Railway Co.'s station at 
Lot's Road. He was in favour of the promoters’ proposals. 

By Mr. Batrour Browne: He was not aware that the 
companies had a Bill which bad passed the Lords’ Committee for 
removing the restrictions of a company from being able to supply 
for consumption-outside their own area. 

In answer to Мв. Vasey Knox, Witness said the company 
took their supply on a sliding scale—the more current they took 
the cheaper they got it. 


' Re-examined: Under an Act of 1902 they had power to electrify 
the whole of their line. 


Replying to the CaaramMan, Witness said that the agreement 
with the District Railway was for two years. They were now 


considering the renewing of that agreement, but whether for five 


or seven years they had not yet decided 
Мв. V. Raven, chief assistant and mechanical engineer to the 
North-Eastern Railway, said that company was taking ite supply 
He thought they were 


taking a supply from that company as it was much cheaper than 
erecting their own station. 


In answer to the CHa1iBMAN, Мв. Raven said that the company 
had two stations. 


Мв. W. B. Woopnovss, chief engineer to the Yorkshire Electric 
Power Co., said that it was on Mr. Parshall's report that the com- 


-pany issued their prospectus, and they commenced to supply in 


September, 1904. They could supply authorised undertakers, 
canals, and railways. They bad made contracts for 9,000 H. P., and 
they gave a supply to eight authorised undertakers under pro- 
visional orders. The farthest distance they carried current was 18 
miles, and that was at à pressure of 11,000 volts. Ia his opinion 
there ought to be some provision against a local authority un- 
reasonably withholding its consent to allow a company to come in 
and supply. It was a great disadvantage to the power users, м 


they could not get the current cheaply, as would otherwise be the 


case. Their works cost was below ‘2d., and they expected as the 


demand increased to bring that down to 13d. 


1 


Cross examined by MR. Batroun Browns, although there 
was in their area 2,000,000 H.P., after three years’ working they only 
supplied a little over 8,000 н.р. A certain portion of the revenue 
was derived from supplying apparatus and working it for the con- 
sumers. The price of their coal last year was 7s. 10d. per ton. 
They were supplying direct to three local authorities. | 

In answer to MR Коа, K. C., WrrNESS said he had no grievance 
against the clause in the Yorkshire Power Bill which restricted 
them from taking mains through certain streets in Leeds and 
Bradford. 

Re-examined: Witness said that large power users had asked 
for a supply, but it could not be given owing to the veto possessed 
by the local authorities. | 

The Cuatnman: Do you expect to get into Leeds? 

Witness said he hoped that in course of time pressure would be 
brought to bear on the local authority to charge a reasonable rate 
or let the company in. They charged the same price wherever 
the consumer might be. They were prepared to give a supply at 
£4 per Kw. of maximum demand. The average price all round 
was below 4d. At the present time ‘there was no actual scale of 
charge. 

Mr. Tom, engineer to the London Central Market Cold Storage 
Co., said that at one time they had their own generating plant at 
Smithfield, but they came to the conclusion that it would be more 
advantageous to take a supply from some other undertakiog. They 
now had electricity from the Poplar Borough Council and the 
Smithfield Co., and their bill was something like £4,500 s year. 
It this measure passed they would be able to get their supply at 
about 3d. per unit as against their present average of just over ld. 
per unit. 

Replying to Мв. Вагғосв Browns, WiTNESS said be was 
not aware that the Smithfield Co. was not an authorised dis- 
tribator. It was possible that he would have to get his supply 
through that company. 

b Мв. FITZGERALD, in re-examining witness, explained that 
although the Smithfield Co. were not an authorised distributor, they 
could take energy as “ persons baving a supply." 

Мв. ботт:м, managing director of Henley’s Telegraph Works 
Co., said that undoubtedly they would be able to get а cheaper 
supply from a larger company than a small one. At present they 
could not get а supply from the Woolwich Borough Council, as they 
were on the south of the Thames and his works were on the north. 
Assuming that they could get a supply at the estimates in the 
Bill, he would scrap his own undertaking. They had a gas plant at 
their works at Gravesend. Speaking from his knowledge of cablet, 
he did not anticipate any dauger from the fact of the transmission 
of energy at 15,000 volta. 

y Mn. Morton: He was not aware that the cables of the Wen 
Ham Corporation came within a few hundred yards of his works 

Mn. Conranot, superintendent of Messers. Vickers, Sons & Maxim, 
said they had their own install ition for the supply of electricity. 
They generated one and a half to two million units per annum. 
They also took a supply from the Erith Council. If they could take 
their supply from the Erith Council at prices estimated in tbe 
Bill, it would mean a considerable saving to them. It wasa 
5 thing that London could not get electricity at a cbeapt 

rice. 

Мв. Т. О. CALLENDER, managing director of Callender's Cable 
and Construction Co., and director of several other electrical com- 
panies, said they generated electricity themselves, and they also 
got a supply from the Erith Council at 144. per unit. He we 
absolutely convinced that in order to get cheap power it was песе? 
вагу to generate on a large scale and at a station which supplied! 
large number of different industries, во as to get the foll advantage 
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of the diversity factor. That could only be over а large and varied 
area. He had no doubt as to the reliability of the cables carrying 
15,000 volts. 

Ia answer to Mr. BarrouB Browne: He had not been 
consulted by the promoters, and he had no financial interest in the 


scheme. | 
( To be continued.) 


London Electric Supply Bill, —The second reading of thie Bill 
was taken on Monday last; Mr. Morton, on behalf of the City 
Corporation, objected to the grant of powers which would enable 
the two companies competing in the City to amalgamate. After 
the second reading, Mr. Churchill moved an instruction to the 
Committee to insert a provision constituting the L.C.C. the pur- 
chasing authority, во as to avoid the complications which would 
otherwise ensue from the purchase of portions of the various under- 
takings by the different authorities at present empowered to pur- 
chase. Thus in 1931 the L.C.C. would acquire the linked-up 
system of the whole of the 13 companies, and if the borough under- 
takings were similarly linked up, the Council would be possessed 
of the whole of both systems at that date. A proposed instruction 
that the companies should not be entitled to any additional sum, 
in the event of the purchase, by reason of the exercise of the 
powers by this Act, or for any compensation for loss by severance, 
was opposed by the Board of Trade, and withdrawn. The Com- 
mittee was authorised to insert provisions that would ensure thst 
the linking-up powers conferred upon the companies should aleo be 
conferred on local authorities who were authorised distributors. 


London (Westminster and Kensington) Electric Supply 
Companies’ BIII.— This Bill was read a second time on Monday, 
and instructions to the Committee were agreed to similar to those 
reported above. 

Victoria Falls Power Co.—In the House of Commons last 
week, Мв. Dunpas WnuiTE asked the Under-Secretary for the 
Colonies what was the nature of the title of the Victoria Falls 
Power Co., Ltd., to the Victoria Falls on the Zambesi and the 
adjoining land; whether it was freehold or leasehold, or what 
was the nature of the tenure; when it was granted ; how much 
land it included; whether it gave the monopoly of using the 


Falls for power purposes or for the transmission of power to a: 


distance ; and what was the price paid by the company, and to 
whom was it paid. 

COLONEL SEELY, in reply, said that his predecessor, on May 
14th, 1907, gave certain particulars as to an indenture and agree- 
ment providing for the lease of the Victoria Falls by the British 
South Africa Co. to the African Concessions Syndicate, Ltd. In 
that agreement power was taken to assign апу or all of the rights 
aod benefits accruing under it to the Victoria Falls Power Co., Ltd. 
The Secretary of State understood ‘that such assignment had been 
made. Farther inquiry was being made into the matter. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY ccnnot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in ои“ possession. 

ә 


Branches v. Agencies. 


I have read with, I hope, great profit to myself, the 
admirable article by your correspondent “ Vilex,“ which 
appeared in your impression of October 23rd. 

May I be allowed to point out the rather obvious fact that, 
во zealous an advocate of agencies is“ Vilex," he has omitted 
to consider the following proposition. A branch is generally 
established by any manufacturing concern with any pretence 
to the title of a serious undertaking, with the idea that it 
will have a sufficiently good load factor to balance its standing 
charges. It will occur to him now, for no doubt his mind 
has resumed its ordinary equable condition, that no under- 
taking is initiated with the idea that at any time during its 
career it should yield little or no profit. In truth, that is 
the sole reason for the existence of a branch, and the cause 
that renders a branch infinitely more efficient than any 
agency, no matter how well equipped. The agent can 


afford to neglect his principal’s interests, provided he, the 


agent, has sufficient irons in the fire, while if a branch (an 
integral part of the business house) devotes the whole of its 
attention to the furtherance of the common interest it will 
manage to demonstrate the truth that there is always 
sufficient business to be obtained {о justify its existence. 
Ramifex. 


Metallic-Filament Lamps. 


With reference to Mr. Alderton’s letter on metallic- 
filament lamps in your issue of October 23rd, І сап only 


conclude that this gentleman’s statements are the result of 
ignorance, ав I presume he writes in good faith. His 
reference to the printed circular instructing purchasers of 
“ Tantalum ” lamps that they are to sell these lamps at a 
certain price, is a very cheap sneer at a most successful 
effort to uphold list prices and ensure legitimate profit to the 
trade. | 

It is hardly necessary to state that defective “ Tantalam " 
lamps are always replaced when they are returned to the 
makers. I have never found them either unjust or 
ungenerous in their treatment of returned “ Tantalum " 


lamps. 


Orlober 281^, 1908. 


Justice. 


* W. M. E." brings to view the deadliest aspect of the 
tungsten lamp trade in the opening part of his letter of the 
l6th. Perhaps the works manager, who some weeks ago 
volunteered some remarks, will again oblige the retailer with 
particulars of the system his works have for replacing bad 
lamps to their customers, and how they decide how many of 
any batch returned are electrically bad. A 

Anxious Enquirer. 


I have read with interest the letter from Mr. Alderton in 
your issue of October 28rd, and speaking from a consider- 
able experience after handling some thousands of tungsten 


. lamps—practically all of the Osram type—I can unhesi- 


tatingly say that the makers’ methods of dealing with 
breakages in transit and prematare failures are all that can 
be desired. | 

Their sound delivery guarantee, which is very clearly 
stated in their catalogue, is always fully acted up to; in fact, 
I know of many instances where they have exceeded their 
obligations in the way of crediting lamps which have been 
returned to them not in accordance with the terms and con- 
ditions of sale. As regards premature failures, their 
treatment has been equally liberal, and I have never had a 
case of a genujne premature failure or blackening being 
refused credit. | 
Cases of pure mechanical breakages of the filaments, not 
being caused by any electrical defect, certainly are not 
credited, but the makers do not profess to change these, and 
to do so would only be a mistake, as it would put a premium 
on careless handling. 

With regard to Mr. Alderton's concluding remarks re 
retail prices of the lamps, hie meaning is somewhat obscure, 
and if he does not approve of the policy of maintaining a 
fixed price ta the consumers, then I am much surprised, as I 
believe this policy has the heartiest approval and support of 
almost the whole of the electrical trade; it certainly has 


mine. 
Stanley Johnston. 


Belfast, November 24d, 1908. 


British Trade. 


I have read with much interest the excellent leading 
article in your journal, dated August 28th, on British trade 
with Russia. 

Your suggestions are admirable, as to business travellers 
obtaining a knowledge of the language spoken in the country 
to which their campaign leads them. With suitable men 
and determined support from home, such representatives 
would return most encouraging business, warranting the 
expense in preliminary training. 

One reads so continually of dullness of trade, severe com- 
petition, and running works at little above cost, that 1 watch 
with impatience for a move from the home manufacturers 
to change the situation. 

Surely such a grievance warrants a remedy, and it is 
“np” to British manufacturers to more systematically 
organise foreign business, and divert orders secured by other 
nations with qualified men on the spot. 

If not unduly trespassing on your space, may I remark 
that the new Patent Laws appeal most strongly out here; 
and it is confidently hoped that at no distant date still fairer 
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competition with other countries will be possible, by the aid 
of protection in a modified form. | 
As regards export, British traders abroad should be more 
qualified than those at home to judge the merite or other- 
wise of protection, and opinion is unanimonsly in its favour. 
| Percival Н. Nye. 
Hong Kong, October 3rd, 1908. 


e 


Auto-Transformers. 


From the editorial comment at the foot of my letter in 
your last issue, I am afraid I did not make myself clear. 

I referred to the report that some supply undertakings 
had in contemplation a revision of their tariffe—the cause 
being attributed to metal lamps and decreased revenue. In 
your issue of June 5th (pages 966-7) the raising of the 
price to users of such lamps would appear quite legal, hence 
it seems to me there is nothing to be gained by incurring 
the expense of auto-transformers, &c. (in order to get the 
required c.r. metal lamps), if the rate charged for the supply 
is subsequently adjusted to give a return equivalent to that 
now obtained, unless the price is increased all round. 


: Cityite. 
(To! discriminate in this way between users of high- 
efficiency lamps and users of other types may, ог may not, 
be legal, as stated in the article referred to; we are sure, 
however, that it would be a dangerous and possibly disastrous 
proceeding. The wire lamps are, in our opinion, destined 


to be the salvation of the lighting side of the electricity 
supply business.—Ens. E. R.] 


INTERNATIONAL ELECTROTECHNICAL 
COMMISSION. 


TRE Council of the above Commission, to which we have 
several times referred in our columns, concluded its sittings 
on Thursday, October 23rd. It is the opinion of all who 
took part in the deliberations that the results of these 
meetings were eminently satisfactory, and that the courtesy 
and forbearance which characterised all the discussions give 
every hope for the future success of the labours of the 
Commission. 

No actual decisions were arrived at, but, on the other 
hand, the principles upon which the work is to be carried 
out were debated at length, and agreed upon, and recom- 
mendations were drawn up for the guidance of the several 
Electrotechnical Committees. ~ 

The meetings were really divided into three parts. At 
the opening meeting of the Council, the Right Hon. A. J. 
Balfour, M.P., delivered his address of welcome, which was 
suitably acknowledged by M. Paul Boucherot, the President 
of the French Society of Electricians, and Dr. E. Budde, 
the President of the German Electrotechnical Committee. 
Col. Crompton read his long and interesting report on 
progress, showing ten Committees actually in proper working 
order, six to be formed shortly, and six countries in which the 
question of giving their adhesion to the work of the Com- 
mission was being discussed. Prof. Elihu Thomson was 
unanimously elected as President of the Commission to 
succeed Lord Kelvin, reference being at the same time made 
to the profound regret felt by one and all that they were not 
able to welcome such an eminent man as the late M. E. 
Mascart as their new President. Col. Crompton was re- 
elected honorary secretary, and Mr. C. le Maistre was formally 
appointed secretary to the Commission. А special vote, 
proposed by the French delegates, was agreed to unanimously, 
to the effect that the thanks of the Commission be tendered 
to the Council of the British Institution of Electrical 
Engineers for their generous gift to the Commission, and 
also for the Joan which had gone so far to assist the pre- 
liminary organisation. The Council then resolved itself into 
a Sous-Commission, and the meetings, which were presided 
over partly by Sir John Gavey, C.B., and partly by Prof. 
S. P. Thompson, discussed at great length the different 
matters brought forward for their consideration. These may 
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be divided as follows :—Nomenclature, Symbols, Modifica. 
tions to Rules, Standard of Light, Metric System, Pro 
from the Electrical Congress of Marseilles, date and place of 
meeting of fall Commission. 

The question of the system on which the nomenclature 
should be drawn up was a most difficult one to decide, and 
the matter was not made less ко because of the proposition 
put forward by the German delegates. As Col. Crompton 
explained at the commencement of the debate, the pro- 
positions now put forward for discussion by the Central 
Office were the outcome of certain proposals which had been 
circulated about a year ago, and which had been ably 
criticised by the German Committee. It was on account of 
these criticisms that the proposals had been re-arranged and 
were now put forward in their present form. A long debate 
ensued as to the advisability of adopting Dr. Budde's pro- 
posal, or rather amendment, that the Commission should 
seek the aid of the editors of a well-known electrotechnical 
dictionury ; the final result, however, was that in view of 
the general opinion of the members being contrary to Dr. 
Budde's proposal, he with the utmost courtesy very kindly 
withdrew his amendment, and the suggestions of the Central 
Office were then taken one by one. The matter now stands 
as follows :—Each Committee is to draw up an electro- 
technical glossary of terms with their explanations in the 
alphabetical order of the Committee’s own language. These 
terms, with the explanations only translated into the official 
languages of the Commission, English and French, are to be 
forwarded to the Central Office when the list has reached 
the letter E. The lists from the different Committees vill 
be circulated, and this procedure will be followed for the 
next five letters of the alphabet, and во on. 

Due credit is to be given to those who have already 
worked on these lines, when making use of their work, which 
each Committee is advised to do when necessary. The 
alphabetical order of terms, irrespective of language, is to 
be adopted; the synonyms, i. e., the terms themselves, will be 
given in the languages of the Committees which take part in 
the work of the Commission, whereas the explanations will 
be in French and English only. Each Electrotechnical 
Committee, if it so desire, may add its own language to 
those of the Commission, and publish this in its own 
country. Perhaps the chief point brought out in this dis- 
cussion was the fact that the Commission does not intend 
to attempt the colossal task of editing a dictionary, but thet of 
recommending that certain terms with their explanations be 
adopted internationally as being of real utility for the 
avoidance of the present ambiguity of expression. | 

The subject of symbols was approached with much difi- 
dence, on account of its complexity, yet so cordial and 
animated was the discussion, that here also we have great 
hope of seeing good progress made towards universal agree- 
ment upon at least a few symbols. Prof. Silvanus Thompson, 
who occupied the chair at this meeting, suggested the 
advisability of endeavouring to formulate general principles 
only to start with. He drew attention to the Electro 
technical Congress at Frankfort in 1891, where а resolution 
had been passed expressing the wish that Greek characters 
should be employed only for expressing angles and angular 
quantities, or specific quantities and specific constants such 
as permeability. This was, in his opinion, a principle 
governing, and wisely governing, Greek characters to which 
he had tried always to conform. Unfortunately the late 
M. Hospitalier had broken down this admirable rule, as he 
had suggested at Chicago the use of tbe Greek letter 0 for 
magnetic flux, which was neither specific nor angular. Не 
agreed with М. Boucherot, the French delegate, ав to the 
difficulty of arriving at anything like an international system, 
but yet he felt certain of the possibility of obtaining inter 
national agreement on general principles, which, although 
possibly of small moment in themselves, would yet be capable 
of a very extensive application. | 

Не even thought it might be possible to obtain inte" 
national agreement upon a few fundamental letters in comme? 
use in the electrical industry. If agreement could bear 
at as to the expression of Ohm's law, then the Commis 
would, indeed, have accomplished a most important and 
useful work. Speaking personally, he would be prepared to 
sive up something if those in other nations would do lit 
wise, and in thia way, by compromise, a common agrees! 
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might be arrived at. For instance, the letter “С” for 
current, the number of amperes, has been generally used in 
England, and was in general use in America until Hospitalier 
suggested the use of the letter “I.” . The American Insti- 
tute now employs “I,” but the N.E.L.A. of America still 
uses C.“ Throughout the Continent “I” has been 
employed. The curions difference in language is, to 
a large extent, responsible for this, for whereas in 
English we speak of the strength or the amount of a 
current in amperes, in French they speak of the intensity of 
a current, and to us English the word intensity has an 
entirely different signification. Formerly, our telegraph 
engineers spoke about the current having two qualities, a 
“quantity " and an “ intensity," meaning by the quantity 
of the current what we now call the number of amperes, and 
by the intensity of the current, the number of volts which 
propel that current. So in England the word intensity 
was employed to mean voltage," and the word “ intensity 
has never been used to denote the magnitude or strength 
of the current or the number of amperes. To the 
English mind, therefore, to be compelled to use the letter 
“І” would mean the employment of an incorrect nomen- 
clature and an incorrect order of ideas. Dr. Thompson 
reminded the delegates that Dr. Ohm in the year 1827, in 
his pamphlet on the laws of the electric circuit, did not use 
the letters employed to denote his law to-day. Ohm's law in 


its original expression was written 5 = AX 8 being thestrength 


of the current, a the electromotive force and L the reduced 
circuit; there need, therefore, be no amour propre in standing 
up for our own way of writing it, seeing that it is not written 
in ita original form as presented to the world by Dr. Ohm 
himself. Prof. Thompson thought there would be very little 
difficulty in arriving at international agreement in regard to 
the letter to be adopted for the electromotive force, but there 
was great divergence of opinion with regard to the letter to 
be used for resistance, and although he was accustomed to 
use the letter R in agreement with France and America, 
yet he would suggest for their consideration the possibility of 
changing and using W ” for resistance as used by the Germans 
if on their side the Germans would consent to employ “ С” 
for current. This was a compromise which, in his opinion, 
was worthy of very careful consideration, and he put this 
forward in the hope of setting to work the thoughts of 
the different committees in the spirit of being willing to 
yield to each other in order to arrive at some general agree- 
ment. A discussion took place after the chairman's remarks, 
and it was decided that information should be gathered from 
all sources by the Central Office, with a view of formulating 
Bome suggestions at a later date, in a manner similar to 
that in which the suggestions regarding nomenclature had 
been arrived at. The modifications to the Rules proposed 


at the Preliminary Conference were carefully discussed and 


resulted in the acceptance by the French delegates of a 
modification in the method of arriving at the findings of 
the Commission, but different to their original amendment. 
The rule dealing with this matter, which can only be altered 
by a unanimous vote, now stands gs follows :—‘ Each 
country shall be entitled to one vote only, either by person, 
by proxy, or by correspondence, whatever number of 
delegates it may appoint. Only such decisions may be 
published as those of the International Electrotechnical 
Commission which have been passed by a majority of at least 
four-fifths of the votes registered.” | 

The proposal of the French Committee with reference to 
à provisional standard of light was adjourned, to allow the 
different Committees to gather further information, and 
to bring more into line the different interests affected. The 
question of the effect of the metric system on the work of 
the Commission was briefly referred to by Col. Crompton, 
who Suggested that while the Commission should adopt the 
metric system for linear measurements, those countries which 

d not employ this system should be permitted to add 
in brackets the equivalent values. 

The proposal from the Marseilles Electrical Congress was 
explained by Mr. Mailloux, who had acted as president to 
the Section dealing with the question of wiring rules. He 
said that he had nominated a sous-romifé to deal with the 
matter, but had not been instrumental in the actual drafting 
of the resolution, which he thought went too far. If, how- 


ever, the Commission could disseminate useful knowledge in 
the matter of wiring rules to those countries which bad not 
that knowledge, then the Commission would be exercising 
one of its most useful functions. 

A short discussion took. place, and the sous-Commission 
agreed that the matter of wiring rules, althongh coming 
within the purview of the Commission, was one which could 
not be usefully dealt with at present on account of the 
numerous other matters of greater importance which had to 
be undertaken. This concluded the detailed work of the 
sous- Commission, which, embodied in a short report, was 
presented to the full meeting of the Council on Thursday, 
the 22nd ult. The report was adopted unanimously, and it 
уаз mentioned that the German Committee would welcome 
the Commission in Berlin in 1910, if a meeting at that date 
were thought advisable. A few matters of internal organ- 
isation were discussed, and, after the usual votes of thanks 
had been passed, including one to Mr. C. O. Mailloux for 
his assistance as interpreter, without which the debates 
would have been much retarded, the Council adjourned. 


й 


LEGAL. 


FLETCHER v. NOTTIDGE. 


In the King's Bench Division on Thursday last week, an action was 
brought before Mr. Justice Bucknill by Mr. Bernard Fletcher, a civil 
and electrical engineer, against Mr. Thomas Nottidge, of Ashford; 


Mr. Heary Curteis Burra, of Rye, Mrs. Rose Pomfret Pomfret, 


of Mystole, Canterbury, and Mr. Frederick Willoughby Ranken 
Hose, of 52, Lincoln’s Inn Fields, as the trustees under the will of 
the late Mr. Wm. Pomfret Pomfret, to recover the sam of £315, 
professional fees and expenses alleged to be due in connection with 
the installation of the electric light at Mystole Mansion, and a 
scheme for the supply of water there. The defendants admitted 
that the plaintiff was consulted and prepared a report, but they 
alleged that he did so knowing that it would be necessary to obtain 
the sanction of the Courts to the expenditure of the money and 
agreeing to abide by any limitations imposed. The Courts, they 
pleaded, limited the total expenditure to £1,113 2s. 7d , and made 
an order authorising no greater payment to plaintiff than 5 per cent. 
on that amount, ог £55 133. in actual figures. Plaintiff had already 
received £205; £105 was paid in pursuance of a verbal agreement, 
but not on general account, and defendants counterclaimed for the 
repayment of £100 and damages which they alleged they had 
sustained ia consequence of plaintiff's failure to prove or complete 
an affidavit to support their second application to the Court for 
authority to incur the necessary expenditure to install ths electric 
light. 

Mr. Sanderson, K.C., and Mr. Ricketts appeared for the 
plaintiff, and Mr. Pollock, K. C., and Mr. Norman Craig repre- 
sented the defendants. ' | 

The case, which involved tha reading of an enormous amount of 
correspondence, is proceeding. | 


EASTERN EXTENSION, AUSTRALASIAN AND CHINA TELEGRAPH 
Co, LTD, v. THE AUSTRALIAN COMMONWEALTH. 


Tuis week's Australian mail brought details of the High Court 
judgment in the above case, this being telegraphed from Melbourne 
to Fremantle, the last Australian port of call The company 
claimed against the Commonwealth, payment of some £605, & pro- 
portion of money sid to be due from the latter for telegrams 
dispatched over the plaintiffs’ cables, payable under agreements 
(1869 and 1889) with the Tasmanian Government, and other amaller 
amounts were claimed in addition. Under the earlier agreement, 
it was said, in order to reduce the charges for the transmission of 
telegrams between Victoria and Tasmania, if the amount received 
by the company did not reach £5,600, the Government of Tasmania 
was to pay the deficiency. In 1906 the Commonwealth Govern- 
ment purported to reduce to nothing, and abolish the cable rates in 
question, and the object of the action just ended was to test the 
validity of the Order in Council accomplishing the abolition. 
Delivering judgment, the Chief Justice explained that when, four 
years after the plaintiffs had laid down a second cable in 1885, a 
new agreement was entered into between the company and 
Tasmania, the plaintiffs' right to telegraphic communications 
between Victoria and Tasmania was extended for 20 years, durine 
which period a subsidy of 44,200 was to continue. It 
was agreed that the Government should have power 
at any time to reduce the scale of charges for 
transmission. The company waa to take the whole of the pro- 
portion of the moneys receivable by them from all sources in respect 
of such telegrams, referred to as the message receipts,” and if 
after any reduction those receipts did not amount to £5,600, the 
Government guaranteed to pay the difference in addition to the 
subsidy. Notwithstanding a reduction of the charges by the Com- 
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monwealth in 1902, the earnings of the cable still exceeded 
£5,600 a year. In December, 1906, an Order in Council was 
made abolishing the scale of charges for the transmission of tele- 
grams between Tasmania and Victoris to places beyond the Com- 
monwealth and the Pacific. The plaintiffe protested that the order 
was not a valid exercise of the power to reduce the scale of charges 
within the meaning of the agreement existing ; but, subject to their 
legal rights, the company had not interrupted tle course of 
business. The Chief Justice thought it a fallacious argument of 
the detence tifat the power to reduce might be exercised from time 
to time and to any extent, so as to bring the receipts down to a 
merely nominal sum, and that, consequently, the plaintiffs had not 
suffered any loss by the action of the Government. He held that 
the Order in Council of 1906 was not authorised by the power to 
reduce according to agreement, and was wholly inoperative. The 
resnlt was that the Commonwealth was bound to account to the 
plaintiffs at the rates fixed.in 1902 until they could be lawfully 
reduced, which had not yet been done. Plaintiffs were entitled. to 
jadgment for £491, about £142 having been paid. The Chief 
Justice found that they were aleo entitled to a declaration that the 
defendants were bound to account to them for all meesages 
at the rates fixed in 1902, until those rates shall be lawfully 
reduced, and for all moneys payable to the plaintiffs in respect of 
all the Australasian traffic, and also to pay the plaintiffe at the rate 
of £50 per annum in respect of shipping intelligence until the 
agreement as to that matter is Jawfully terminated. 

Justice Bir Edmund Barton and Mr. Justice O'Connor delivered 
concorring judgmente, but Mr. Justice Higgins dissented. There 
was, he said, no express qualification of the power to reduce the 
charges: therefore, the power to reduce was a power to reduce 
without limit, unless there was some limit necessarily implied, 
Apart from the use of the word “ reduce," there was absolutely 
nothing to indicate that any scrap of the charges need be left. The 
Court had no right to add words to the agreement by conjecture. 
On the interpretation of the documenta, his conclusion was that 
there was à power t» reduce ad infinitum. The difference that 
remained was the difference between the vanishing point and 
nothing. It was eaid that the abolition of the cable rates would 
mean а great increase of business to the company and great 
expense, but so would any substantial reduction of the cable rates. 


His answer to the first question was that the Government bad power 
to reduce the scale of charges to notbing. 


— € 


Bock v. DorrE& ELECTRIC Tracriox Co. 


Im the Chancery Division on Tuesday, November 3rd, before Mr. 
Justioe Eve, Мв. VmRNON moved in this case for judgment in 
default of defence in a debenture-holder's action. Plaintiff is a 
registered holder of 175 debentures of £100 each, issued on August 
2nd, 1907, which had since become due. The company, said 
counsel, since the issuing of the statement of claim had gone into 
liquidation. 
His LonpsnmiP made the usual order. 


NEW PATENTS APPLIED FOR, 1908. 


ing gerer ч ressly for this journal by W. Р. Тномрвои & Сол Electrical Patent 


High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


22,044. ‘‘ Improvements in arrangements for storing and distributing alter. 
nating currents of eleotricity." A. M. TAtLOR. October 19th. 


99.083. *''Improvements in electrical devices for the synchronisation of 
mechanical clocks." W. J. PoLvBLANK. October 19th. 


22,134. ‘Improvements in and relating to protective devices for electric 
distribution systems, of the type known as lightning arresters." BRITISH 
THomson-Hovston Co., Lp. (General Electrie Co, United States.) 
October 19th. 

22,135. “Improvements in and relating to 
distribution systems, of the type known as 
Тномвом-Носвтох Co., Lrp. (General 
October 19th. 


22.159. Improved method of and apparatus for compensating for variation 
of current due to variation of resistance arising from changes of temperature in 
windings such as field windings of dynamo-electric machinery, solenoids and 
the like," W. STANSFIELD and J. J. Harr. October th. 

22,168. ‘ Improvements in trolley heads for overhead electric traction.” F. 
Комік. (Date applied for under Sec. 91 of the Act, October 22nd, 1907, 
being date of application in Germany.) October 20th. (Complete.) 


22.179. "Improvements in electric telegraphy.” I. KiTskE, October 90th. 
(Complete.) : 


22.192. “ Antiseptic telephone swab or brush, and index locater." C. Tanpy, 
October 20th. 
22,210. *'' Circuit closer." R. D. TirrANY. October 20th. (Complete.) 


22,215. ''Improved method of and apparatus for indicating and locating 


faults in systems of conductors for high-tension electricity.” C. Links. October 


rotective devices for electric 
ightning, arresters." BRITISH 
Electric Co., United States.) 


2.27. Electric railway system." W. Ropinsox. October 20th. (Com- 
plete.) , 

92,228. ‘‘ Improvements in starting switches for electric motors." E. 
GARUIDE. October 20th. 

22.236. Improvements in electric batteries." L. P., Basser. (Date applied 


for under Sec. 91 of the Act, October Sist, 1907, being date of application in 
France. October 20th. (Complete.) 


22,203. "Improvements іп or relating to electrical alarm clocks." D. Н. 
Вмітн and L. A. Hearine, October 20th. (Complete.) 

29,2971. ‘Improvements in and relating to magneto ignition systems and 
apparatus in or applicable to such systems.“ J. L. MiLTON. October 20th. 
(Complete.) 


22,273. “Improvements in apparatus for generating alternating currents.” 
E. О. ABRAHAMS, October 21st. 


. pulsion of vehic 


39,282. ‘Electrical condenser whose capacity is varied b i 
sound waves." F. J. CHAMBERS. October dist." y фе impact of 


22,814. “Improvements in and relating to tramway conduit tg 
Murray. October 21st. d points.” J 


22,821. “ Improvements in and relating to mechanical interrupters { 
with induction coils and apparatus where it is desired to obtain a making 
and MR of an electric current." H. F. Висок and F. R. Bort. 
October 


29,845. Portable switch or key for electric flash ai ji 
Daver. October Ast. d gnalling purposes," A. C. 


22.849. Improvements in and relating to the ed regulation of elec- 
trically-driven ring spinning frames.” Aus ока Bawa. Восс 
(Date applied for under Sec. 9L of the Act, May 27th, 1908, being date o! 
application in Germany.) Ooctober?1st. (Complete.) 

22,871. "Improvements in and relating to electrical driving gear." G. P. А 
PoLLET. October 2154. (Complete.) * er iu 

22,499. “ Improvements in closed circuit signal installations.“ Srewrxs 
Bros. & Co., LTD. (Siemens & Halske Aktien- Gesellschaft, Germany.) Осо 
ber 22nd. (Complete.) 


22,410. ‘‘ Improvements in fire alarm installations." BrikwExs Bros. 4 Co., 
Lip. (Siemens & Halske Akt.-Ges., Germany.) October Und. (Complete. 
22,418. an provrement in or connected 


with overhead gear for the pro- 
es electrically." BRITISH IKSULATED AND HELABY Савве, Lim., 
and J. W. Astury. October nd. 


22,426. * Improvements relating to the insulation of switches, coment 
breakers, automatic awitches and the like." A. E. Рктк0ввои. (Date applied 
for under Вес. 91 of the Act, October 28rd, 1907, being date of application in 
France.) October amd. (Complete.) 


22,436. "Improvements in thermo-piles.” F. E. BERTON. October Bad. 


22,499. “ Improvements in selective signalling devices." I. F. Mamm aod 
A. V. BINZEL (trading as Manny Signal Co.). October 22nd. (Complete.) 


22450. ‘*Improvementa in the construction of field magnete for magneto- 
electric generators." A. ScHAXSCHIEFrF. October 22nd. (Complete.) 


22,454. "Improvements in and relating to electrio arc lamps." 8. C, Мосхт 
and Beck FLAME LAMP, LTD. October 22nd. | 


22,468. “Improvements in or connected with wireless telegrephy and tele. 
phony.” J.RvwEnR-JowEs. October 22nd. 


22,500. i роса. method ot ane & : iae E hha the voltage of 
ynamo-electric machines, est a cable to va e- speed generators." 
W. BTANSFIRLD and J. J. Harr. October amd. 

$2,510. '*Improvements in incandescent vapour lamps.“ J, H. Mixss. 
Date applied for under Rule 13, Novembet 22nd, 1907. An invention com - 
prised in appliction No. 25,884, dated November 2904, 1907.) October Mrd. 

22,551. '"Improvemerta in or relating to eleotric cooking and ere en 
ratus." E. Coisxyn. (Date applied for under Sec. 91 of the Act, th. 
1908, being date of application In France.) October 28rd. (Complete.) 

22,562. '' Improvements in or relating 
VOIGT AND HAEFFXER Акт..Ока. 
November Ist, 1907, 
(Complete.) 

22,598. * New or improved method of 


: reducing hot water by means of elec- 
су and apparatus therefor.” G. G. BELL and J. Sr. V. Puerrs. October 


to electric distributing stations.” 
Е (Date applied for under Sec. 91 of the Act, 
being date of application in Germany.) October 33rd. 


22,621. ** New or improved anti- vibration device for electric light;pendants, 
gas pendants, and the like,” A. Nx wall. October Mth. 
22,627. 


* Improvements in electrical connections with rods of silundum or the 
like having compara 


tive] т condactin ties.“ G.. Coorzr and Р. 
CuEsTER. October 24th. 6— d rue 


| 


PUBLISHED SPECIFIOATIONS. 


Copies of any of these may be obtained of Messrs. W. P. 
THOMPSON & Co., 322 


tions 
à, High Holborn, W. O., and at Liverpool and Brad lord: 
price, post free, $a. (in stamps). 


1907. 


Working or RAIL POINTS AND Proben GuiDRS on ELECTRIC Tramways ов 
RalL wars, AND оғ RAIL Points AND CABLE Grip GUIDES on CABLE TRAMWATS 
ont 5 W. J. Stewart. 5,560. March 7. (Post-dated October Tth. 


DISTRIBUTION or ELgcTRoMmoTIVE Pow ER. H. Chitty, F. M. Lange and G. W. 
Mascord. 17,719. August 2nd. 


CENTRAL ALARM AND TELEPHONE APPARATUS. B. Fett. 19,612. September 2nd 


DNAMOo-ELECTBIO MACHINES. British Thomson-Houston Co. and Е. H. Ciosg. 
19,882. September 5th. 


ELECTRIC SWITCHBOARD CABLE CONNECTOR. 


erd S. Rosenbaum. $1,961. October 


(Date applied for under International Convention, October 8rd, 1906.) 
PROCESS OF AND MEANS FOR MANUFACTURING FILAMENTS FOR ILLUMINATING 43D 


Heating PunPosks. W. E. Lake. (G. Michaud and E. Delasson, France.) 
22,038. October 5th. 


ELECTRO-DkPosITION OF IRON, S. O. Cowper-Coles. 22,311. October 9th. 
MANUFACTURE or IRON ARTICLES BY ELECTRO-Deposrtiox, 8. О. Cowper-Coles. 
22,312. October 9th. 


COMPOSITION APPLICABLE FOR Ове ров THE PURPOSE or Daurmd. TRAXSMITIUOO 
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Der & 


ELECTRIC LAMP CLUSTER Sockets. G. A. Harter. 
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THE UNEMPLOYED. 


THE scheme proposed by the Government for alleviating the 
distress. arising from unemployment, and the opinions 
expressed by various speakers during the discussion thereon 
in the House of Commons, have, as is only natural, furnished 
matter for much criticism in the daily Press; but there 
are some points bearing on this problem which do not 
appear to us to have been brought forward as prominently ав 
they deserve. 

The most important of these has reference to the rate of 
wages to be paid to the unemployed, as on the regulation of 
this rate must depend the amount by which the cost of work 
executed by the unemployed will exceed the cost of ordinary 
contract work. So far as the speeches in the House throw 
any light on the subject, it would appear that the intention 
is to pay the standard rate of wages which would be earned 
by an able-bodied workman accustomed to the particular 
class of work; although it is evident that, if the majority 
of the unemployed in any district are to benefit, a large 


. number of them will be set to do work for which they are 
not really fit, and that consequently the work done by them 


will not be equal, either in quantity or quality, to that done 
by the men for whom the standard rate of pay has been 
fixed. That this result is expected is shown by the Govern- 
ment proposal to contribute a grant to cover the difference 


between the cost of contract labour and that of unemployed 


labour—a difference which, according to the Prime Minister, 
may be as much as 30 to 40 per cent., but which many people 
who had experience of relief works a few years ago will put at 
a still higher figure. 

This proposal to contribute a grant for the purpose stated 
is open to very grave objection, as it creates a dangerous 
precedent, and will probably tend to produce in the future 
a worse condition of affairs than exists at present. In order 
to show clearly our reasons for making the above statement, 
we must first consider briefly the connection which exists 
between the price of labour and the amount of unemploy- 
ment. As the price of labour is one of the several factors 
which determine the cost of a manufactured article, and as, 
wherever there is competition, an increased cost will diminish 
sales, the manufacturer, who pays a higher rate of wages for 
the same work than his competitor, is to that extent at a 
disadvantage, and is likely to get a smaller share of the 
orders, and therefore to have less employment to offer to the 
workman. In the same way, if in any country an artificial 
standard of wages is maintained, and this standard is higher 
than is warranted by the conditions of trade, then a similar 
result will follow; and we consider that the amount of 
unemployment in Great Britain is largely due to the main- 
penance of such a standard of wages, and to the loss of trade 
resulting from the strikes which have been ordered to prevent 
any lowering of this standard. 

There is another way in which the existence of a fixed 
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standard wage for all the шеп of a trade in any district 
increases the distress due to want of employment ; and that 
is, that when all men are being paid at the same rate, the 
inferior workmen are always the first to be discharged when 
slack times come, and the last to get permanent employment 
again when trade improves; with the result that there is a 
set of men who are only very intermittently employed, and 
have, therefore, no chance of making any provision which 
will tide them over the time when they are out of work. 
The above considerations show that, in addition to the class 
of men who are unemployed because they do not desire 
regular work, there are also many who are in this state 
because they have not sufficient skill to compete on level 
terms with the majority of their fellow workmen. 

The objection to & special Government grant which will 
enable the same rate of wages to be paid to men who either 
do not want to give a fair return in labour, or are from 
want of skill unable to do 8o, as to the men who are both 
able and willing, is that it will tend to largely increase the 
number of men who will not give a fair day’s work in return 
for their wage. Such men will have no incentive to seek 
work, but will register themselves as unemployed, and will 
demand as a right that they shall be paid the standard 
rate of wages in return for an amount of work which may 
be just as little as it pleases them to do. This cannot fail to 
have a deteriorating effect on other workmen, who hitherto 
have been able to get and keep employment because they were 


able and willing to doa good day's work; it is asking too 


much of human nature to expect that such men, when they 
вее others getting the same pay for much less work, will 
maintain the same standard as before. If the excess cost 
of labour resulting from this is paid for out of a Government 
grant, the evil is likely to be further aggravated, because 
neither the employer nor his foremen will have the same 
incentive to exercise a proper supervision, as they would have 
if all the wages had to be paid by the employer. | 

We do not propose here to discuss the large queation of 
whether it is wise to hurry forward work, which in the normal 
state of affairs, would have been executed some months 
later—we have already referred briefly to the point—but, 
assuming that it has been decided to provide work for the 
unemployed, we maintain that it is not fair, either to the 
majority of the workmen, or to the taxpayer, that the 
unemployed should be paid the standard wage, and so be 
put on an equality of earning power with men who have 
shown their greater worth by being able to keep in employ- 
ment. We therefore suggest to the Government, and to all 
Corporations who are making special arrangements for 
relief work, that the fairer way is to offer work to all who 
register themsel ves as unemployed at, say, half the standard 
rate of ware for each particular class of work, and only to 
increase this rate when the workman has shown, by the 
quantity and quality of his work, that he is worth more. By 
this means the cost of work done by the unemployed might 
be kept down to that of ordinary contract work, and the men 
themselves would have an inducement to do their best, us in 
this way only could they get their wages increased. 

This suggestion will, of course, be condemned by the 
advocates of the “ Right to Work," as their interpretation of 
this phrase appears to be the right to receive wages at a 
certain rate which has been fixed by themselves ; and they 
do not concern themselves as to how the money is to be 
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provided, nor do they appear to remember that, if this right 

is conceded, it must apply universally. In this connection, | 
we would conclude these remarka by suggesting to those | 
Trade Union leaders who have been claiming for all men | 
the inalienable right to work, that they should remember 

this when a strike is under discussion; as first, the interest; 

of different trades are so closely connected that a strike in 

one trade must always deprive a number of men in other 
trades of their right to work ; and, secondly, that this right 
cannot be conceded only to the members of certain Trade 
Unions, but that the non-union man must also be allowed 

the right to work at the wages he has fixed for himself. 


By а majority of 10 to 1 the scheme 
Co-partnership сє со. partnership offered by Sir Christopher 
approved by : 
the Men. Furness to his workmen has been approved. 
The decision has come as a surprise to thoe 
who were in a position to form an opinion as to the probable 
reception of the proposal, and it has shown once more boy 
far in advance of the Trade Union leaders are the rank and 
file. The attitude of the Labour leaders, it will be remen- 
bered, is to have nothing whatever to do with any scheme 
of profit-sharing between employers and employed, and it is 
opposed also to the principle of a Works’ Council upon which 
the men are directly represented. The position is, in fact, 
the same as in 1901, when Mr. Barnes, the then secretary of 
the Amalgamated Society of Engineers, said leave work- 
shop management to workshop managers, and profita to those 
who want them.” 
The scheme which has been approved by the men by such 
an overwhelming majority provides that each man shall take 
up 10 £1 shares in the works, the purchase money being 
deducted, if desired, from the weekly wages at the rate of 
5 per cent. per week. 
The amount so invested will bear intereat guaranteed at | 
4 per cent. per annum. All profits, after paying 5 per cunt. 
dividend to the ordinary shareholders, will be divided equally — : 
between the shareholders and the men. The men are to be 
represented on a Works Council, and all disputes are to be | 
settled amicably without recourse to strikes ог lock-on 
Such, in brief, is the scheme to which the men representin: 
17 societies have agreed to give a trial for a period of l- 
months. | 
A period of 12 months is too short for à conclusive 
test of the merits and practicability of the yen. 
The real strain will come when, after a run of prosperity, — — 
a bad year is experienced in which no profits are mie 
This it was, coupled with the hostility of the Trade Union. 
which years ago wrecked the profit-sharing scheme at Mess 
Briggs's collieries in Yorkshire. We hope the Farnes pr 
posal will receive a fair trial, and that the men will not be 
disappointed with the results when they find that 4 per cet! 
per annum, on £10, is only 8s., and that this is all they vil 
individually receive as their share of the profits, unies | 
dividend of more than 5 per cent. is earned for the ordin: 
shareholder. 


It must not be supposed, as it might from the manne ° 
which Ser Christopher Furness’s proposals were receive: 
the daily Press, that profit-sharing between employer * 
employed had never before been thought of, and that tio 
wonderful and epoch-marking discovery destined to 
once and for all the question of unemployment and all ot 
troubles in the industrial world. = 

So far from this being the case, the truth is that in a 
commercial undertaking where profits are made, the vi 
paid to the workers, whether brain-workers or manual workers 
represent a share of those profits. Sometimes, 10 fact, + 
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wages represent the whole of the profit, the capitalist or 
shareholder receiving nothing at all. True, the workman 
does not generally regard his wages in this light. 
Because wages are paid regularly week by week, it is not 
realised that they are profits paid in advance. But 
what else can they be? Wages for work done it is true, 
but for doing what? For converting raw material into a 
steam engine, a motor-car, an Atlantic liner, or an ocean 
tramp. For converting £1,000 worth of raw material into 
a finished article worth, say, £2,000. Who gets this profit 
of £1,000 ?' Not the capitalist. If he gets 10 per cent. 
on his capital he is unusually fortunate. Part of it goes to 
pay for rent, rates and taxes, &c., but the bulk of it, as a 
rule, goes in advance to labour. 

It is very largely due to the fact that wages are not 
recognised as part profits, that most of the attempts to carry 
on so-called profit-sharing schemes have resulted in failure 
or dissatisfaction. : | 

The fact is, that compared to the wages paid, there is so 
little to share at the end of even a good year, that the 
individual workman is very little better off for it. The dis- 
illusionment is a bitter pill to swallow, and he cannot under- 
stand it. How is it, he asks bimself, that the capitalist- 
employer is so very much better off than I am, if things are 
shared out fairly and squarely ? 

Admitted that there is, or should be, a community of 
interests between employer and. employed, that each is 
entitled to a fair share of the joint profits of capital and 


labour, upon what basis are we to proceed in seeking to 


determine the relative shares which capital and labour 
should take? The following illustration will serve to indi- 
cate how very difficult a problem it is to allocate the profits 
on any acceptable percentage basis. Let us take the case of 
a small capitalist who employs 10 men, each of whom is 
paid on the average £2 aweek. In tho course of one year 
over £1,000 has been paid in wages. The employer pays 
himself, say, at the rate of 10 per cent. on the total value 
of the wages paid, so that he receives about £100 a year, or 
the same as the individual workman. No one would dream 
of raising any objection to this. But suppose, now, that his 
capital enables him to employ 100 men, paying them at the 
same rate as before, and taking his 10 per cent. on the 
value of the wages. His share will now be £1,000 a year. 
Is he looked upon ав a public benefactor for providing work 
support 100 families in comfort? Do the leaders of 
labour rejoice that their employer is better off, and grate- 
fully recognise that the wealthier the employer becomes the 
greater the number of people he can employ ? Oh dear по; 
he is immediately regarded as an exploiter of labour for his 
own selfish greed; a useless parasite battening on the 
vitals of the labouring class; an enemy to be crushed out 
of existence. Any scheme of profit-sharing which, at the 
end of the financial year, does not add a sum which materially 
increases the average wages of the workman, will be regarded 
with suspicion and distrust; and if past attempts in this 

rection are any criterion upon which to base a prophecy, 
such a scheme is foredoomed to failure. 

Nor must it be taken for granted that profit-sharing 
schemes, however successful, will necessarily solve the problem 
of unemployment. That they may prevent strikes and lock- 
onts is possible, and this in itself will be no small achieve- 
ment; bat it is to be feared that the direct effect on 


unemployment will be to increase rather than to decrease it, . 


unless the industrial peace resulting from the more har- 
monious relationship between capital and labour should 
result, as well it may, in a larger volume of work, and work 
ofa more regular nature. For when each man is directly 
Interested in the profits of the establishment, the tendency 

l be towards restricting their numbers, rather than the 
restriction of output, and towards an increase rather than 
à diminution in the hours of work. 

is is, of course, the secret of the official opposition 

of Trade Unionism to profit-sharing systems, for, para- 
doxical as it may seem, profit-sharing schemes are anti- 
Socialistio. | 

However, we repeat that we should like the scheme to 
ave a fair trial, unhampered by Trade Unionist inter- 
ference ; and if it does nothing more than prove to the men 
that profits, when fairly divided, do not mean that all shall 

rich, the experiment will have been worth the while. 


‚ шеапз must be found to pay the State ? 


WE are ever ready to support any 
movement tending to the public welfare 
and founded upon the basis of reason and 
knowledge; and we willingly endorse the claims of Mr. J. 
Henniker Heaton upon the gratitude of the nation for the 
reforms connected with the means of communication 
throughout the British Empire which he has so assiduously 
advocated and promoted. But we are compelled to assert 
that in his present efforts to reduce the charge for telegrams 


between all parts of the Empire to one penny per word, he 
has committed a gigantic error, foredoomed to absolute 


failure. 

Is it possible that Mr. Heaton has become a convert to the 
fallacious and mischievous theories of modern Socialism ? 
Does he believe that any benefit can be gained from the 
adoption of the principle that tlie State shall pay for every- 
thing, forgetting the fact that ere this can be done, some 
Or, following in 
the footsteps of a certain municipal engineer, does he argue 
that if an extremely low price is charged for a commodity or 
Service, the cost of production wil! automatically sink still 
lower? 

With the standing example before us of the British Postal 
Telegraphs, which to this day have remained a burden upon 
the shonlders of the taxpayer, it seems idle to discuss the 
feasibility of Mr. Heaton’s scheme. If a halfpenny per 
word cannot be made to pay within an area 500 miles 
square, densely inhabited by a population most intimately 


Penny-a-Word 
Telegrams. 


linked together by ties of kinship and commerce, how in the 


name of common sense can any rational being propose to 


achieve a commercially successful result at a penny a word 


over an area practically comprising the whole world, divided 
up between self-contained communities whose common 
interests and inter-connections are infinitely less numerous 
and intimate—by means of cables and lines, moreover; 
whose cost relatively to their carrying capacity is out of all 
comparison greater than that of our insular system? The 
thing is absurd on the face of it. | | 

On the other hand, if Mr. Heaton proposes to make the 
majority, who don’t want to telegraph, pay the bulk of 
the expenses of the minority who do, he proposes to saddle 
the taxpayers of the Empire with an annual payment of 
some three millions sterling at the lowest computation—to 
begin with. What the sum would amount to in a few 
years’ time cannot be estimated, but it would certainly be 
enormously greater. Let Mr. Heaton lay his proposals 
before Mr. Lloyd-George, and see what /e thinks of them ! 
Mr. Heaton argues that in Australia a penny rate is charged 
for a range of 3, 600 miles—but he omits to point out that 
the vast majority of the inland telegrams traverse far shorter 
distances, and that the long-distance telegrams are carried 
at a loss. A reduction of the Atlantic rate from 18. to 6d. 
a word a few years ago only led to an increase of traffic of 
10 per cent., while the receipts fell 45 per cent.—and the 
rate went up again. | 

It is ridiculous, in any case, to assert that increased traffic, 
even if it were obtained, would save the situation: the 
capacity of the cables is limited, and any material increase 
in the traffic would at once necessitate a corresponding 
increase in the outlay on cables, with proportionally aug- 
mented working expenses. The conditions obtaining in the 
postal service are totally different, and no analogy can be 
drawn between the two. The only cable of Imperial 
importance owned by the nation—the Pacific Cable—at 38. 
a word to Australia shows an annual deficit of more than 
£50,000. 

We need not labour the point; the proposition, however 
well meant, is hopelessly Utopian. The depth of Mr. 
Heaton’s knowledge of the technical aspect of the question may 
be ganged from the fact that he proposes the adoption of 
the Pollak-Virag system—through long submarine cables ! 

The only direction in which we can see any chance of 
progress of the kind suggested by Mr. Heaton is in that of 
transmitting telegrams of a domestic nature, not in code, at 
a reduced charge at times when the cables are practically 
idle—for instance, when it is night at both ends of the 
cable. Such messages are not usually of such urgency that 
they cannot admit of a day's delay. 
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PRACTICAL FAULT LOCALISING ON 
ELECTRIC SUPPLY NETWORKS. 


By E. Р. AUSTIN. 


ALTHOUGH much has been written on this subject, yet the 
writer ventures to introduce a merrythought into the soup. 

No attempt is made in the following lines to introduce 
new methods, but a short record is made of some auccessful 
attempts at fault localisation on a system that does not enjoy 
the luxury of a cable testing outfit. 

To facilitate the discovery of a faulty distributor, it has 
been found useful to adopt a complete scheme of procedure 
which is rigidly followed in case a fault develops, and the 
following brief history of a particular instance will show the 
lines on which this scheme is worked. 

A network is divided up into five sections, each having its 
separate feeder, and the whole are interconnected by means of 
light section fuses. Special detailed plans of each section 
are kept by the mains staff, showing diagrams of each box, 
with instructions to disconnect in a prescribed order clearly 
written on each plan. 

When a fault develops on any distributor, the section 
fuses blow, and the fault is either burnt clear, or else the 


station fuses blow on the feeder supplying that section. In 


the case in point, a fault developed during the small hours of 
the morning, and as the section fuses blew only the affected 
area was shut down. The mains staff were called up and 
provided with the plan of the affected district. The feeder 
was disconnected at the feeder box, a telephone hitched on to 
the pilot cable to communicate with the works, and the cable 
tested by switching it on to the hospital bus-bars at about 
100 volts, using circuit-breakers set light. 

As the feeder tested O.K., the district was divided in halves 
and each portion tested in turn via the feeder, in a similar 
manner. This process of elimination was carried out until 
the faulty distributor was discovered and disconnected, 
leaving the rest of the district to be connected up again. 

As soon as possible, the consumers were disconnected pre- 
paratory to a localisation test being made. An insulation 


ко. 1. 


test showed that the negative and neutral had both gone to 
earth, and that the positive was low, but of sufficiently high 
insulation resistance to hold up against the test pressure of 
4 volts. 

The test applied was a fall of potential test, and it was 
decided to treat the negative as the faulty conductor, the 
positive as a leud and the neutral as the earth. 

The diagram, fig. 1, shows the connections for this test, 
and the formula is— | 


ү 


VI + Уз? 
where т = length in yards from the end v, to the fault ; 
v, = the voltage at the end first tested ; v, = the voltage 
at the far end, and / = the length in yards of the cable. 

The writer has found that the fall of potential test is the 
simplest, and can be carried out with instruments found in 
any central station, namely, a voltmeter, ammeter, and a 4-volt 
accumulator capable of sustaining a discharge at the rate of 
50 amperes for a short time. The test is applicable under a 
variety of conditions, and is particularly useful on triple 
lead-covered cables ; its simplicity recommends it, and the 
apparatus does not require special skill in handling. The 
voltmeter must, of course, have a finely-divided scale and 
be of high resistance, otherwise the fault resistance will 
affect the reading. The test can always be used in the 
manner described when one conductor is sufficiently insu- 
lated to hold up against the test, pressure. 

It becomes more difficult of application when one or more 


X = 
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conductors are disconnected and also earthed (or shorted). 
Under such conditions the test has been successfully applied 
in the following manner. The positive and negative of a 
triple-concentric cable were found to be earthed and also dis- 
continuous ; the neutral was earthed but continuous, but held 
up against 4 volts. 

To apply the test the negative was used as the earth, the 
neutral as the faulty conductor, and a cable was run along 
the ground from end to end to serve as a lead. 

In cases where the conductors are dead earthed and 
dead shorted, the overlap test can be made with the above- 


described apparatus. Using two conductors and connecting 
up in the manner shown in fig. 2, the formula— 

MEETS : 
gives the distance in yards from the end first tested, where 
R, — the resistance between the ends first tested, R, — the 


resistance between the ends tested last, r. = the resistance 


of the cables (lead and return), and 7, the resistance per 
yard of the cable. 


If the conductors used are of different areas, then the 
formula becomes— 


г == R, — R4 + I(r, + T | 


2 (Tn try) ' 

where / = the length of the cable in yards. The values h 
and R, are calculated from the readings taken at each end, 
and the values for r,, 7,, and r,, can be conveniently 
obtained from the. formula 485 
A. 1,760 


== resistance per yard 
of a conductor. - 
These tests can be made with current obtained from the 


network and used throngh a bank of lamps or other suitable 
resistance, but errors are likely to creep in, due to the varis- 


tion in voltage on the network, which will be particularly 


pronounced if motors are in use in the immediate vicinity. 

In conclusion, it may be remarked that the above-described 
tests were made on triple-concentric lead-covered cables laid 
solid, and that in each case the insulation was “ good,” with 
the exception of the fault. The degree of accuracy obtained 
was very close, the faults being found well within the size of 
the hole it was necessary to make in the ground in order to 
uncover the cable at the suspected point. 


PARLIAMENTARY. 


London and District Electric Supply Bill. 
(Continued from page 825.) 


Мв. J. GWYNNE, of Messrs. Gwynne, Ltd., said they were large power 
users, and they took their supply from the Hammersmith Borough 
Council. If they could get a cheaper supply it would be of very 
great benefit to them. They paid 1d. per unit for power purposet 

By Mr. Batrour Browne: He was there on the assurance 
of Mr. Hammond that he would be able to get his supply sts 
cheap rate. 

TUESDAY, NOVEMBER 3RD. 


Mr. Owen H. SurrH, of Hay’s Wharf, was called, and spoke as to 
the financial standing of the other promoters. They were Sir Но 
Bell, Robert Winthrop Blackwell, Robert Sydney Guinness, Rober! 
Miller, George Duncan Rowe, William Dudley Warde, Vincent Wood: 
house Yorke, John Young, Sir Edward Tennant, and Lord Fitzwilliam. 
He considered that £600,000 would be sutticient to enable them to 
start the scheme. They could not say how the money woul 4 
be raised or issued to the public. There was no syndicate, 
they had made no contracts or agreements. They were perfect 
open to accept the best contracte for the construction of the wor 
and the raising of the money. 

In answer to Sin RarPH LITER, WiTNESS said they were 
agreed as to the raising of the £600,000. There was a memorandum 
amongst the promoters as to the proportion of the costs of 92 
the money. If they did not think the scheme would be succes! з 
they would naturally not promote it. He thought that if tbe 


\ 
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passed їп a satisfactory state, the promoters would feel in 
honour bound to proceed with the scheme. They were not bound 
to go on with the Bill if they did not think it was satisfactory. 
He did not think the alteration made in the Bill affected the 
value of it. They had tha fullest confidence in Mr. Parshall and 
Mr. Hammond as engineers to the scheme. i 

By Мв. BusHe: He did not agree that the alteration of the pur- 
chase clause affected the raising of the money. 

Cross-examined by MB. EnznskiNE Роггоск, K.O.: There was no 
memorandum between the promoters as to the raising of the 
£600,000. The memorandum only had reference to the coets of 
promotion. 

In answer to MR. Vesey Knox, Witness said the purchase 
clause at present in the Bill was quite as good as the one originally 
inserted, | 

Replying to Ма. Миюхев, WrTNESS had not considered the ques- 
tion of the local authorities having an absolute power of veto. He 
did not know of any local authority which had agreed to take a 
supply. | | 

Мв. Кюер, chief goods manager to the London and North- 
Western Railway, said that his company had powers to put down a 
generating plant and work s part of their line by electricity. They, 
however, after careful consideration, came to the conclusion that it 
would be an advantage to have the option of taking a supply from 
а company. No undertaking at present could give them electricity 
at a price at which would pay the company to take it. 

In answer to Мв. HuTCHINSON (who appears with Mr. Balfour 
Browne, K. C.), Wırness said it did not matter what company they 
took their supply from, as long as it was cheap and reliable. : 

Mz. MacFaRLANE, of Messrs. MacFarlane & Laing, biscuit 
manufacturers, gave evidence in support of the scheme. "Their 
consumption would be something like 1,000,000 units per annum. 

By Мв. Нотонізвох: They at present had a steam plant. Mr. 
Hammond gave him all the facts about the scheme. 

Мв. F. Hansury, of Messrs. Allen & Hanbury, manufacturing 
chemista and druggists, said he thought the scheme would be of 
advantage to the small manufacturers to drive their plant by 
electrical energy. Evidence of a similar character was given by 
other manufacturers. 

A resolution passed by the Erith Urban District Council in 
support of the Bill was read by Mr. Fitzgerald. : | 

Arising out of a discussion, the Chairman stated that they had 
no information that в reptesentative of the Board of Trade would 
appear before the Committee. 

This closed the case for the promoters. 

Mz. MEYER, representing the Battersea County Council, then 
proceeded with his opposition to the Bill. 

Мв. F. A. Вонр, engineer to the Council, was called. He said 
they obtained their order in 1896. Their output showed а con- 
siderable increase during the last few years. The number of units 
sold for power was, in 1905 6, 400, 000; in 1906-7, 460,000 ; and, in 
1907-8, 736,000 units—an increase of 58 per cent., as compared 
with the previous year. For lighting, the figures were :—1905 6, 
1,758,000 unite; 1906-7, 1,981,000 units; and for 1907-8, 2,289,608 
units, an increase of 15 per cent. as against the previous year. The 
cost per unit distributed was in 1905-6, 97d.; 1906-7, ‘96d. ; and 
1907-8, 65d. They had increased their load factor year by year. 
In 1905-6 they sold 2,456,000 units, which produced a revenue of 
' £24,579; and for 1907-8 they derived £28,000 from the sale of 
3,307,000 units. There had been a decrease in their works costs. 

The CHAiRMAN remarked that he understood that the Battersea 
case was that according to the progress made during the past few 
years there would be no necessity for them to take a supply. 

Mn. MEYER said that was so. 

Cross-examined by Мв. Ечтхаввлгр, WiTNESS said that 
Battersea could always generate more cheaply than the promoters 
could supply them, and accordingly they would go on generating 
the electricity themselves. 

Mr. Meyer then addressed the Committee. He said that 
Battersea was different from all other local authorities, inasmuch 
that it was paying back the capital borrowed at the rate of 
425 per cent. per annum as against 2:07 per cent. per annum, 
Which the other local authorities were paying. They did not 
care whether the promoters got their Bill, but they did 
not want them to come in and compete. He asked that a clause 
should be inserted protecting the Council from the promoters 
stepping in and giving a supply to the Londen and South-Western 

ailway Co. for light at their station at Nine Elms. If they 
scrapped their plant or combined with the promoters, Battersea 
would show a loss on their electrical undertaking. He asked that 
Battersea should be allowed to remain out of the promoters’ 

ea. 

Mr. BLENNERHASSETT, for the City of Westminster, said they 
-aQ come to an arrangement with the promoters, and accord- 
ingly they did not oppose the Bill. They had agreed on the 
amendment of the Kitson Clause whereby although they were not 
at present distributors they would have the same benefits as 
authorised distributors. 

Мв. Санк having presented the case against the Bill for 
Marylebone, the Committee adjourned. 


WEDNESDAY, NOVEMBER 4TH. 


‚ Мв. WRDDRBBURN proceeded with the case for the Corpora- 
tion of Croydon. 

Aig. А. C. Crane, engineer to the Corporation, said that the dis- 
trict was primarily an industrial area. They charged 1d. per unit 
for power, but in the winter months the charge was slightly 
ahi Med, во as to bring about an average price of 1°14d. per unit. 

D his opinion whether they scrapped their plant, or took a supply 
from the promoters, Croydon's undertaking would show a loss. 


would go the load factor and up would go the price. 


Cross-examined by Мв. FiTzGERALD: They used 2,292,000 
units for their own tramways, and 674,000 for public lighting. 
They were cnstomers to themselves for over half the number of units 
generated. They wanted to protect themselves against unfair com- 
petition. 

Мв. WEDDERBURN, in his address to the Committee, con- 
tended that neither by scrapping nor by combination would the 
scheme of the promoters be of advantage to Croydon. He asked 
that they should have the power of veto, if the Committee came to 
the conclusion that Croydon should be included in the company's 
area. He ventured to submit that the temporary admission of 
Croydon into the scheme would be fatal to them, for when the 
L.C.C. took over the undertaking, and London's area had not been 
enlarged, Croydon would be outside the limits of supply. 

Mn. Marten, for West Ham Corporation, called Mg. A. H. 
SEABROOK, electrical engineerto the borough. He stated that their 
maximum charge for power was ld. per unit. They had a very 
large demand for power purposes, and the prices charged had been 
gradually decreasing. Their station was situated on the Lea and 
was capable of being extended. з | 

In cross-examination by MR. TALBOT, Witness said that the 
option of being able to take a bulk supply would do them no harm, 
provided they were free from the possibility of competition. 

Re-examined: He saw no reason why the Corporation should hot 
supply power to railways for haulage, but there were legal diffi- 
culties in the way. They supplied railways with current for light 
and power. di | 

Мв. Н. E. Brain, tramway manager of the Corporation, also 
gave evidence, and explained that the two main roads from Barking 
passed through West Ham, and those roads were already full up 
with mains. 

Addressing the Committee, Мв. MARTEN claimed that West 
Ham was exercising its powers, having due regard to the interests 
of the public, for the supply of energy for power purposes. At 
present they were supplying over one-half the power requirements 
of the borough, and if they went on at their present rate of pro- 
gress the other half would soon be supplied. A more unfair com- 
petition than that proposed by the Bill it was impossible to 
conceive. They had a commercial undertaking proposing to 
compete with a local authority. The company could pick and 
choose—they had not the obligations to fulfil that a local authority 
had. He asked that they should have an absolute power of veto. 
He would, however, make one exception, and that was in the case 
of energy supplied to railways for haulage and traction, and for 
lighting on such vehicles: hauled.” The Bill was a miserable 
attempt to solve the problem of the electric supply to London, and 
the power of the L.C.C. to be the purchasing authority made it 
even worse. 

Мв. Ввусквон, town clerk of Woolwich Borough Council, said 
that when they started to supply electricity, they had to buy out 
the Woolwich District Electric Co. for £8,000 before they could 
supply in that company’s area. They supplied at a 1d. flat rate 
current for power purposes where the load-factor was 15 per cent. 
or more. Out of a total requirement of 2,000 H.P., they supplied 
900 H. p. They had powers to take a supply from East Ham, but 
the price was such that it would not allow of a profit. West Ham’s 
mains came within 100 yards of their boundaries, and if they had 
the power to link up they would be able to supply North Woolwich. 

‘Cross-examined by MR. Frrzc;EnaLDp: Не did not think that the 
Borough Council would refuse to take a supply if they could get it 
cheaply. Their objection was on the ground of competition. 

Mr. Сосвтновре MUNROE addressed the Committee, and said 
that as regarded Woolwich, even admitting that they were iua 
bad position, that was no reason why a company should be allowed 
to come in and compete with them, and so make matters worse. 
Speaking for St. Pancras and Shoreditch Borough Councils, Mr. 
Munroe said they could not strengthen the Kiteon Clause more 
than by either giving them the power of veto, or excluding them 
from the promoters’ area. Assuming that the prices in the Bill 
were applicable to persons as well as authorised distributors, he 
claimed that his two Councils had been and were doing more than 
was proposed under the scheme. 

Мв. SvpsEY W. Baynes, chief electrical engineer to St. Pancras, 
was called, and corroborated Counsel’s statement. 


FRIDAY, NOVEMBER бтн. 


MR. Влгғоов Browne, K. C., in opening the case for the com- 
panies, said that the Bill seemed to him a wild cat scheme. Не 
would not say that if the echeme had been introduced long ago it 
would not have been & good project for London. The promoters 
wanted to supply authorised distributors and such customers as they 
could steal from the companies, but such a company could not 
be a success. The Newcastle Co., to which reference had been 
made, was not only a power company but a distributing undertaking. 
The existing companies had tried for years togive asupply forlighting, 
heating and power purposes. They had sunk £20,000,000 of capital 
in their undertakings, and it was absurd to think that by the spending 
of £6,000,000, the problem of the electricity supply of London would 
be solved. They bad six large stations, and each of them could be 
turned into a peak load station if the Bill which would come before 
that Committee was passed. It had been stated that there was a 
large field for power untouched, but in 1906 a great canvass was made. 
It was then found that the companies were supplying 46 per cent. 
of the total power requirements and the local authorities 35 per cent, 
Was it right that the existing underiakers should be disturbed for 
the sake of putting money into the pockets of a few gentlemen who 
wished to exploit London? The companies had been reducing their 
prices year by year, but if the Bill was passed, they would have two 
concerns competing for the load factor, with the result that down 
He contended 
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that the statement of Mr. Parshall that a saving would be effected 
to London of £640,000 was fallacious, and could not be borne out 
by the facte. The promoters had estimated that they could save five 
of the London companies—Charing Cross, County of London, 
London Electric, City of London and the South Metropolitan—an 
annual sum of £30,000, but they made it a loss of £35,000. They 
hoped to effecta greater saving to London of zd. per unit under the 
new régime of being able to link up the stations, Passing to the 
financial aspect of the Bill, Mr. Balfour Browne said tbat, 
although their own Kitson Clause had gone, the clause giviug 
them their money back was gone, Sir Hugh Bell had said 
he was satisfied with the Bill. He (counsel) knew the explanation 
of that—the promoters wanted a Bill. The company waa not bound 
to go on with the scheme at all, if the promoters did not 
think it was satisfactory. By the passing of that Bill, the elec- 
tricity development of the present undertakers would be put an 
end to. How could they cheapen electricity ав the promoters 
stated ? Under the scheme two profits had to be made—one for 
the promoters, and one for the authorised distributot. If electri- 
city could be cheapened, he submitted that it could be done by 
letting the companies link up. The passing of that Bill would not 
give a cheap supply, but would place an incubus on London. The 
gentlemen who brough; the scheme forward were virgins in finance, 
and he asked the Committee to say as was said to the virgins of 
old, Тоо late, too late, you cannot enter here." 


Mn. H. B. Renwick, secretary of the County of London Electric | 


Supply Co., corroborated counsel's statement. Witness put in tables 
showing that the total supply by his company to 1,923 industries 
for power purposes was 30,137 H. p., giving an average of 15 7 H Р. each. 
In 1900 they supplied 478,430 units for power purposes, and in 1907 


they gold 7,060,482; an increase of 2,339,687 units over the pre- 
cedirg year. They had spent more than a million and a half in 


capital charges. With a view to encouraging the use of energy for 
power purposes, the company charged a flat rate of 4d. per unit 
between 9 p.m. and 7 a.m. They had quoted as low as ‘45d. 
unit. Their average price for power in 1903 was 2 7d., and in 1907 
1:39d. They had spent no less than £70,000 in purchasing con- 
sumers' old plant. In his experience the field for this scheme did 
not exist, and there was no justification for the фо of another 
£6,000,000 to compete with the existing undertakings. 

Cross-examined : They had been reducing their prices for power 
Bince 1896, when they first began to supply for that purpose. They 
made their canvass to show that Mr. Merz's figures which he put 
forward before the 1906 Committee were wrong. He objected to 
the assumption that & power supply in relation to energy supplied 
for lighting was a by-product. Theirs was a competitive area ‘in 
some parts. Althoogh in eome cases there were two competing 
companies, it was light against light and not light againet power. 

Re-examined, Wirwess said that all the companies in his area 
were purchasable in 1931. There was no consumer in his district 
who could not get a supply on reasonable terms. His company had 
put on between 5,000 and 6,000 n.r. to their undertaking since 
1908 


Мв. A. F. HABRISOx, secretary of the City of London Electric 
Lighting Co., said that the company's capital expenditure was over 
£2,000,000, and last year tbe gross receipts from all sources were 
£280,860. Their average rate of dividend since 1891 till 1907 was 
4°45 per cent. In 1900 they supplied 448 customers with 1,239 KW., 
at an average rate per unit of 249d. Last year they had 2,033 
customers, to whom they supplied 12,499 Ew. at 1:42d. per unit. 
In 1900 they supplied 534,771 units for all purposes, excluding 
traction, ав compared with 6,084,055 last year. Iu their company's 
area at the end of March, 1908, they supplied 13,388 HP., as 
compared with the other companies who were supplying 6,511 H. p. 
in the district. Of the total power demand in their area 
they supplied over 77 per cent. They had no reason to doubt 
the honesty and integrity of the canvassers who carried out the 
canvass. * 

Mr. C. P. Sparks, chief engineer to the County of London 
Electric Lighting Co., said that he had studied the question of the 
electric supply of London for several years. In his opinion railways 
would preferably put up their own generating works rather than 
take a supply from an independent company, as it gave them 
greater security of control. All the tramways were at present well 
supplied by existing undertakers, and the field in that direction 
for the promoters was very limited.—The Committee adjourned. 


TuESDAY, NOVEMBER 10TB.. 


Мв. С. P. Sparks, continuing his evidence, said that the 
assumption of the promoters as to the number of unsupplied horse- 
power was erroneous. The average number of units supplied to 1 H.P. 
was 500 for industrial purposes. He considered that the estimate 
of the promoters of £200,000 for distributing cables was totally 
inaccurate. He did not believe it could be done at such a low 
figure. The existing 13 companies covered two-thirds of the supply 
to tbe Metropolis. Four of the companies’ stations were situated 
on the river, at Bankside, with a capacity of 24,500 kw.; Wands- 
worth, 8,500 KW.; Deptford, 17,250 кж. ; and Blackwall, 6,000 x w. 
Most of the stations only covered one-third of their sites. Several 
of the other stations were capable of obtaining sea-borne coal. He 
did not suppose that the promoters would ever obtain the business 
ot the large undertakers. The cost of extending the present stations 
of companies would work out at £12 per kw., and tbey could provide 
the mains as well at £23 10s., as against the promoters’ estimate of 
£32 per xw. He did not agree with the figure put in as to the 
diversity factor. Tbe promoters could not generate cheaply 
enough for the authorised undertakers to take a supply. The 
County of London Co. had been reducing their working costs. The 
costs of generation, including capital charges, for that company 
in 1902 were 1°85, and ia 1927, 95. That company was not an 


Pd 


isolated instance; all the companies had been reducing their 
coste. It was reasonable to suppose that the lower operating costa 
under the promoters’ scheme would be outweighed by the 
increased capital costs in the distribution. The diversity 
factor of the promoters was estimated at 15 and 1$, 
but he gave it as 11. In his opinion the only way 
to ensure reliability of supply was by alternative mains. He 
did not agree with the promoters’ scheme of a. central station for 
supplying the whole of London. The only way to get cheap elec- 
tricity and reliability of supply was to allow the companies to link 
up their stations. In order to get the benefit as estimated by the 
promoters, there would have to be an increase of 80 per cent. in 
the requirements of consumers, and even then it would only mesa 
a saving of one-eighth of з penny per unit. Before the estimate 
of the promoters that they could save the companies £29,000 could 
be correct, they would have to reduce their estimated prices by 
331 per cent. | 

Cross- examined by Мв. Тагвот : There were three mb 
stations in the City and two in the West End. They were not 
large, but they had to remember that fact in considering whether 
the companies would take a bulk supply. To generate 234 million 
units would cost £89,962. In 1907 the capital charges of his com- 


pany were £3,263, equal to 64 per cent. All his figures were based 


on actual knowledge, and not on estimates. He did not anticipate 
that in the companies’ scheme there would be trausmission—each 
district would be supplied from its own station. He admitted that 
to generate on a large scale would bring about economies in 
certain directions, but he thought they would be outweighed by 
the jncreased costa of tranamission and distribution. The problem 
of tbe electricity supply to London conld be solved if, instead of 
$mall companies working in isolated districts, they all worked 
together.. Although the companies’ Bill bad been altered by the 
Lorde’ Committee, he thought it could still be carried out. The 
fact of the Joint Committee Clause having been thrown ont did not 
affect the Bill from an engineering point of view. 

In answer to the CHa1RMAN, WiTNESS contended that the pro- 
moters would bave to spend £2,000,000 for what the companies 
under their Pill could do for £1,000,000. 

Continuing, Mr. Braggs said that it might pay the smaller dis- 
tributors to take a supply from & bulk company, but certainly not 
the large undertakings, and therefore they could not get а large 
business. Two of the companies’ stations would have to have 
cooling towers, but he admitted that was not economical | He 
thought turbines were the right things to use at the present moment, 
but, in his opinion, in a few years’ time they would be superseded 
by large gas engines. They would not make an agreement, such as 
they did with Mr. Merz, with the promoters, or any other similar 
company. The conditions of things had altogether changed 

Re-examined: He thongbt it would be injudicious for such s 
company as was proposed to be embarked upon, on the mere specu. 
lative assumption of the railways taking a supply. The whole 
difference between Mr. Hammond and himself was that be hed 
relied on vague and insufficient estimates, and he (the witnes) on 


‘actual experience. 


Replying to the CHAIRMAR, Wrrxxes said that his company had 
applied three times for powers to link up their station, but had not 
кое That was the only reason why the companies had not 

inked up. 

Мв. J. 8. HIGHFIELD, chief engineer to the Metropolitan Electric 
Supply Co., said that in his view it would be commercially 
unprofitable for the promoters to try to supply probable con- 
sumers. He thought the present authorised distributors were able 
to cope with the demand. If the promoters were allowed 
to proceed, at some distant date London would have to 
pay for a double set of mains. The area of proposed supply 
was already covered with a network of mains. Assuming that 
one-half of the unsupplied field in London could be obtained, he 
thought 23,000 кү. would be able to give that additional supply 
If the companies were allowed to link up, there would be a surplus 
of 35,000 kw. It the existing restrictions were removed so that 
authorised distributors could link up, there would be a ns 
tendency to use the present resources of the undertakera, thereby 
doing away with the need for spending large sums of money 2 
putting down new works. The powers of competition would be 
destructive to the scheme, The metallic-filament lamp would 
limit the increase in the supply. The introduction of thst lamp 
tended to increase the amount of spare plant. There was DO 
immediate demand for such a large station as was pro under 
the Scheme. Experimenta were being made with oil engines; be 
did not think, however, that they would be so economical as £M 
engines. If these gas engines became permanently adopted, be 


thought it would nullify such a scheme as they were now con 
sidering.— The Committee adjourned. 


Foreign Tramway Rails.—In the House of Commons lun 
week a member wanted to know what amount of rails for tramway 
purposes had been imported into this country from Belgium and 
other countries in each of the last three years; also the cost of 
sich rails, and the average cost of similar rails manufactured i? 
the United Kingdom. The President of the Board of Trade, in 
reply, said, according to the /'imes, that the imports of rails for 
tramway purposes were not recorded separately from the impor 
of other rails prior to 1907. In that year 1,362 tons of tramway 
rails, of a declared value of £8,766, were consigned to this country 
from Belgium, and 2,509 tons, of a declared value of £18,046, from 
other countries, He had no ойі zial information as to the avere 
cost of tramway rails manufactured in the United Kingdom. In 
the same year, 4.077 tons of tramway rails of British manufacture, 
valued at 469, 284, were exported from the United Kingdom. 


— — — 
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NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. | 


Turret Lathe with Motor Drive. 


A Manchester exhibit, which we have not previously referred to, | 


was that of H. W. Warp & Co., LTD., machine tool makers. On 
this stand was shown a 12-in. inclined turret lathe with an all-gear 
head, driven by means of a chain drive from an electric motor. 
Sixteen changes of speed in geometric progression are obtainable 
by operating one or other of the three levers on the head, and only 
those gear wheels actually being driven are in mesh. The gears 
are steel, machine cut, and run in oil. | 

The spindle is hollow, bored 5} in. in diameter; the saddle has 
automatic sliding, surfacing and screw-cutting motions, driven 


WABD 19-IN. ELECTBICALLY-DRIvEN TURRET LATHE. 


through a change-gear box under the headstock; and the turret 
—hexagonal in form—is carried on an independent saddle and 
provided with improved tool holders. 

Both turret and saddle have 12 independent feeds. A 24-in. 
diameter three-jaw self-centring chuck, a rotary oil pump, tools, 
tool holders, &c., are provided with the lathe. 


An Electrically-driven Loom. 


Through the courtesy of Мквавв. SIEMENS Ввоз. Dynamo Works, 
we are able to illustrate the calico loom shown in operation on their 
stand at Manchester Exhibition. This, it will be remembered, was 
driven by a4-H.P. Siemens 400-volt 50-cycle three- phase motor, shown 


— — 


Catico Loom DBivEN BY 4-H. . SIEMENS MOTOR 
AT THE MANCHESTER EXHIBITION. 


inthe foreground, and operated quite satisfactorily at some 218 B. P. u., 
as against the normal loom speed of 198 B. P. u., thus giving а 
considerably increased output, an advantage which was, we under- 
stand, supplemented in this case by a much improved fabric. 


New Circait-breaker. 


Tas Swircuepak Co., Lrp., of Newhall Street, Birmingham, 
have recently placed upon the market a form of circuit-breaker, 
known as Model E,“ which embodies several new features in con- 
struction. The circuit-breaker is closed by a pull-down motion, 
the power being transmitted through a carefully designed toggle 
movement; the brush presses downwards on to the top surface of 
the upper contact, and upwards on to the underneath surface of the 
lower contact. The brush is of the laminated pattern, and has 
auxiliary copper and carbon breaks. 

The tripping of these circuit-breakers is effected by means of a 
push button in the end of the handle in the case of small breakers, 
which are provided with straight handles. Larger sizes of this 
pattern of circuit-breaker are provided with handles of the reel 
type, carried by a stirrup, which enables the operator to obtain a 
much better grip of the operating bandie, and in such breakers the 
tripping is effected by means of a push button situated in a position 


SwircHGBAR Co.’s Мориг, “E” 3,000-amp. 
Ствсоїт-ВвиАк®в, 


suitable for easy operation by means of the thumb while the handle 
is gripped. 

A special feature is the ease with which the circuit-breaker is 
closed, especially in the case of the heavy types; the 3,000-ampere 
візе can be very easily closed by one hand, owing to the special 
toggle movement and long leverage. 

With this model, as with all the Switchgear Co.’s circuit-breakere, 
& free handle is provided, and it is arranged for fitting with the 
well-known Statter patent time lag if required. For reverse 
current or no-load operation, Model E“ circuit-breakers aro fitted 
with the Sugden & Rodway patent reverse movement, the most 
important features of which are that its action is independent of 
bus-bar pressure, and that it will operate even with a sudden heavy 
reverse current such as would be produced by an attempt to switch 
in a standing generator. These circuit-breakers are made in all 
sizes from 50 to 3,000 amperes, and in all combinations as single, 
two, or three-pole, with overload, reverse or no-volt features for 
D.C. or А.С. work up to 600 volts. The illustration is of the 3,000- 
ampere sise with reverse current movement. 


Cutting Out Metal Sheet. 


The machine described below is specially constructed to cut out 
metal sheets into any desired shape, such as templates, sweeping 
boards for foundries, and all kinds of curved shapes required in 
every-day shop practice. It is not a machine for repetition work, 
such work being more suitably done by means of special dies and 
punches, but it is essentially a machine to replace the hammer and 
chisel work, which, up to now, has been 
necessary when only one or two pieces of 
a similar shape have been required. 

The No. 1 machine, which we illustrate 
(p. 836), has a gap of 12 in., and is suitable 
for plates up to 4 in. thick. The No. 2 
machine has & gap of 24 in, and is 
suitable for plates up to ł in. thick. 

The machine runs at a high speed, 300 
revolutions for the No. 1 machine, and 
250 for the No. 2, and is furnished with 
a punch of a special shape, as shown in 
the adjoining sketch; the cutting edge 
of the tool is in front, and the back of 
the punch is prolonged to act as a stay. The cutfíng edge can 
be set in any direction to suit the work. 

The stroke of the machine is slightly greater than the thickness 
of the piece to be cut, and the movement, is obtained by a special 
eccentric motion. The end or tail of the punch works in a die 
which is placed in the anvil of the machine just below the puncb, 
and the tailof the latter is long enough to work up and down in 
this die throughout the stroke, so that it affords a very efficient 
stay for the punch. 

The die can be lowered by meansof a screw to enable the 
operator to pass a sheet of metal under the punch, so that he may 
begin to cut in a hole in the middle of the plate, 
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The chips produced are of crescent shape; the groove left by 
the punch acts as a guide, and the operator has simply to place the 
plate under the punch and turn it slightly, while pushing it, in 


MACHINE FOR CUTTING Oot SHEET METAL. 


the direction of the arrow to obtain any desired shape. Aftera 
few minutes’ practice, а boy can cut out on this machine to a mark, 
any shape, во closely that a smooth file will finish the work. 

Tbe machine is made by the SOCIETE ANONYME DES'ETABLISSE- 
MENTS PH. BORvILLAN & E. RomNcERAY, 9 and 11, Rue des 
Envierges, 17 and 19, Villa Faucheur, Paris. 


Portable Rheostats for Meter Testing. 


With a view to facilitating the testing of meters in situ, which 
necessitates the provision of a steady load of sufficient magnitude 
to enable the test to be done with rapidity, MxssnS. WM. GEIE. 
AND Co, of Vulcan Works, St. Thomas Street, S. E.., are intro- 
ducing a series of portable rheostata specially arranged for this 

ose. а 2 

The rheostats consist of a number of resistance unite of the well- 
known Ward-Leonard pattern, each one being of suitable capacity 
for connecting directly across the line pressure; these units are 


PoBTABLE METER TESTING RHEOSTAT. 
8 


enclosed in a metal case, as shown in the illustration. The load is 
adjusted to suit the test by switching in one or more of the resist- 
ance units by means of the knife switches provided for the purpose ; 
20 different loads can thus be made by equal increments, each 
switch being marked with the corresponding number of amperes. 
The apparatus can be supplied in various sizes from 10 to 50 
amperes, for use on all pressures between 100 and 250 volta. 

The rheostat- are light, small and of convenient shape for 
portability ; for example, а 20- ampere, 100-volt rheostat weighs 
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13 lb., and measures 5 in. x 12 in. x 9 in. The case is furnished 
with eyelets, which can be attached to straps for carrying. 


New Model Lampholders. 


Following up their recent success with the Automat,“ the 
Metariic BEAMLESS Товь Co., Lro., of Wiggin Street, Birming- 
ham, have introduced a cheaper pattern of lampholder, the New 
Model.” In this type there are only two holes through the porce- 
lain base, and there is no metal whatever at the back of the base, 
the terminals being secured by expanding the metal into a seating. 
Wiring is rendered extremely easy, the fixing screws are very 
accessible, with large holes for the wires, and the metal parte do 
not come near the case. The dome is lined with insulating 
material, so that the wires cannot possibly come into contact with 
the metal case. The design is certainly novel and worthy of notice. 


LEGAL. 


Tus AFFAIRS OF THE Мовтн METROPOLITAN Tramways. 


Іх the Chancery Division on Saturday, Mr. George Н. Devonshire 
applied, before Mr. Justice Neville, for an order for reduction of 
capital on a petition by the North Metropolitan Tramways Co. 
By extraordinary resolution, counsel said, the company decided to 
reduce its paid-up share capital by payments to and distribgtion 
amongst the shareholders, also any capital in excess of the wants 
of the companv ; no such resolution, however, could come into 
operation until confirmed by the High Courts. There bad been 
two previous reductions of capital, in 1897 and last year. The 
company was incorporated under an Act dated 1869 and subsequent 
Acts, and capital had been issued to the amount of £1,109,230 in 
110,923 shares of £10 each. The company acquired or constructed 
tramways in the counties of London, Middlesex, and Essex, and in 
1897 it sold its London tramways to the L.C.C., taking out a lease for 
working the system under the Council in the same year. In 1906 
it surrendered the lease and all its London property to the Council 
again for a considerable sum of money, and out of the money thu 
received the. company last year effected a reduction of capital. 
The Middlesex tramways were sold to the Metropolitan Electric 
Tramways Co., Ltd., subject to debentures which had been raised, 
amounting to £51,700, the limited company undertaking to pay 
these debentures. There was a sum on deposit at Parr’s Bank 

equal to the amount of the debentures, and last year, when the 

reduction was sanctioned, the company gave an undertaking that it 

would not apply the money except for the payment of these 

debentures. They would fall due on January let of next yest, and 

во as to that sum there was no question. The Essex tramways were 

running in East and West Ham, and they had all been sold to bal 

authorities. The only assets the company had in its hands which 

remained unrealised were the freehold works at Leyton, a depot in 
Kast Ham, and some stables in West Ham. The company bad 
capital in excess of its wants amounting to £15,600, and the 
ameunt of the reduction contemplated, if the order of the Court 
were obtained, was £11,092, leaving a balance of £4,515. 

An interlocutory order was made. 


ATTEMPT TO DEFRAUD a TRamMway COMPANY. 


BzFoRE the Hon. Sheriff Motherwell, at Airdrie, a father and son, 
belonging to Hamilton, were charged with having, on August 24th, 
within the office of the Airdrie and Coatbridge Tramway Co., Lid. 
formed a felonious conspiracy to defraud that company bj 
pretending that the younger accused had been travelling on 3 
tramcar in Coatbridge, that the car had been suddenly brought to 
a standstill by the driver, and that the son bad been thrown 
against the controller of the car and received injuries to his back 
and ribs, for which pretended injuries both accused contended that 
the company were liable in damages. Accused both pleaded 


guilty, the father being sent to prison for 30 days, while the son 
was put on probation. 


BUSINESS NOTES. 


Consular Notes. — Switzerland. — The Austro- 
Hungarian Consul at Zurich reports tbat the electrical industry of 
Switzerland was kept fully occupied during the year 1907, and wn. 
in a satisfactory condition. The number of firms engaged in the 
industry was 41, with a total capital of 84,000,000 fr. The industry 
employed 10,500 hands in 1906, and the production was valued st 
37,000,000 fr. One of the most important Swiss electrical firm 
specialises in the single-phase system for use on railways, with satis: 
factory results. Over 500,000 E. P. is estimated to be in use in Switser- 
land. Although, aa stated, the condition of the industry was satis- 
factory, development has not been so great as formerly owing to th: 
bigh price of raw material, and coal and increased wage rates. The 
most important metals, iron copper, lead, tin, and zinc, reached 8 
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price which has rarely, if ever, been known before. But by May,1907, 
the price began to fall quickly, and the electrical industry was, 
after that, ina more advantageous position. The extension in the 
utilisation of electricity for lighting and power purposes in Switzer- 
land, as well as in other countries, bas created a growing demand for 
electrical materials, and particularly was this the case in Italy, 
Spain, Russia, Egypt, and South America. The increasing utilisa- 
tion of electricity on railways and tramways has also favourably 
influenced the industry, and now that electric traction on the 
Simplon railway has been proved to be altogether satisfactory, it 
may safely be anticipated that great developments will be witnessed 
in this direction in the course of the future. It has been decided to 
install electric traction on the Burgdorf-Thun railway, the Langental- 
Jura railway, and the Seebach- Wettingen railway, the two former 
by the firm Brown, Boveri & Co., and the last by the Maschinen- 
fabrik Oerlikon. It has also been decided to install electric traction 
on the Seetal railway. Electrical motors were greatly in demand 
for mining and metal works ; steam turbines for vessels were also 


greatly in demand. 


Turkey.—The Austrian Consul at Jerusalem reports that a fair 


business is being done there in petroleum, steam, and wind motors, 
and it is anticipated, now that the prohibition of importation has 
been removed, that a good trade will be done in electric motors. 
Every year new industrial undertakings are being established, and 
the demand for motors of this description is increasing. | 

Japan.— The Austrian Consul at Yokohama, in a recent report, 
states that in recent years, and particularly since the Russo- 
Japanese War, the Japanese have been making efforts to free 
themselves from their dependence on foreign products, and have, 
therefore, been rapidly developing home industries. This has 
caused an increased demand for foreign machinery, instruments, 
and tools, which was shown in the figures of importation in 1907. 
In the year 1906 the imports of these goods were valued at 
27,040,544 yen, but in 1907 they had increased to a value of 
40,850,340 yen, or an increase of more than 12,000,000 yen. The 
value of locomotives imported in 1907 .was 1,712,001 yen, as 
against 1,382,703 yen in 1906, these imports being almost exclusively 
from the United States, with small consignments from Great 
Britain and Germany. Railway passenger ¢arriages and goods 
wagons were imported to a value of 1,021,513 yen, of which more 
than half eame from Great Britain, and the remainder from the 
United States. The importation in this class has decreased since 


the Japanese railway carriage works have begun to produce; 


only small appurtenances such as wheels, axles, springs, brakes, &c., 
are imported by them. Parts for electrical oarriages have shown 
an increase in importation. In 1907 the value was 558,532 yen, 
as compared with 305,752 yen in 1906; of the imports in 1907, 
478,034 yen came from the United States, and the remainder from 
Germany and Great Britain. Electrical machines (dynamos, motors, 
Kc.) were imported in 1907 to the value of 2,542,937 yen, as against 
1,811,495 yen in 1906. This increase of more than 500,000 yen was 
caused by the development of the electrical industry and the con- 
struction of electric railways. Of the total imports in this class in 
1907, 1,526,874 yen, or more than half, were from the United States, 
700,000 yen from Great Britain, and 300,000 yen from France. The 
imports of steam engines also showed an increase, being valued at 
1,350,168 yen in 1907, as against 883,398 yen in 1906. The trade is 
mostly in the hands of British and American manufacturers, although 
French houses do a small business. The imports of steam turbines 
showed a very large increase; the value*in 1906 was only 129,812 
yen, but in 1907 it rose to 1,005,967 yen, of which two-thirds came 
from Great Britain and the remainder from the United States. Steam 
boilers were imported to a value of 1,464,229 yen in 1907, as against 
1,238,361 yen in 1906 ; the imports are almost exclusively from Great 
Britain and the United States. Gas, petroleum and hot-air engines 
were imported to a value of 548,177 yen in 1907, as against 218,092 
yen in 1906, the imports being mostly from Great Britain. Electric 
wire importations were valued at 2,462,712 yen, Great Britain, 
Germany, the United States and France sharing the trade. The 
Importation of rails showed an increase of more than 1,500,000 yen, 
the imports in 1907 being valued at 3,828,502 yen, as against 
2,216,102 yen in 1906. The advantage gained by Germany in 
previous years was maintained, the remainder of the trade falling 
to the United States, Great Britain and Belgium. ; 
Later in his report, the Consul states that in 1907 there were in 
all, in Japan, 16 electric tramway companies, with a total authorised 
eapital of 77,824,673 yen, of which 47,200,665 yen are paid up. 
The length of line in working is 272 miles. The number of carriages 
18 1,372, as against 1,253 in 1906. In the year under review (1907), 
the total number of passengers carried was 182,389,707, about 
21,000,000 more than in 1906. Comparing the number of passengers 


carried on the tramways and the number carried on the railways, 


it appears that the electric tramways carried about 56,000,000 more 
passengers than the railways. The gross takings of the electric 
tramways in 1907 amounted to 7,657,774 yen, and the expenses to 
3,616,344 yen. Thé net receipte were, therefore, 4,130,593 yen. 
The largest profits were made by the Tokio Railway Co., which 
paid a dividend of 114 per cent. ‘he Tokio Yokohama Railway 
also paid a dividend of 114 per cent., and the Osaka Kobe Electric 

amway Oo. paid a dividend of 12 per cent. Other companies 
paid dividends varying from 2 per cent. to 93 per cent. In 1907 
the construction of several other electric tramways with a total 
length of line of 163 English miles, was taken in hand. 

The nember of telegraph offices in existence in Japan was 2,815, 
and the number of telephone offices 421. The number of telegrams 
dispatched was 24,413,965, and the number of telephone messages, 
159.414.115. 

Russia.—The British Vice- Consul at Kieff, in а recent report, 
Plates that British-made oil engines for use either with kerosene or 
crude oil, are again finding an cutlet in that district. The principal 


competitors are German and Swedish made engines, and copies of 
Swedish and American engines made in Poland. The principal 
buyers are peasants, and the engines are chiefly used for driving 
small flour milis. 

The British Vice-Consul at Nicolaieff reports that during the 
course of the year 1907 the installation of electric light throughout 
that port wascompleted. Negotiations have been begun between 
the town and the concessionaire company concerning the ele^tri- 
fication of the existing horse tramway system. 


China. The British Consul at Swatow reports that the dispute 
between the Swatow Electric Light Co. and the contractors having 
been satisfactorily settled by arbitration, the installation was worked 
for some weeks. Before the expiry of the four months during 
which the working of the plant was to be tested before the final 
payment was made to the contractors, one set of the machinery 
was rendered useless by a leak in the roof, and a few days later 


. the duplicate set was damaged by lightning. The damaged plant 


was sent to Hong Kong for repairs, and it was not until March 3rd, 
1908, that the company resumed working. 


Brazil. — The British Consul at Pernambuco, in a recent 
report, states that the ever-increasing commercial competition 
with which British trade has to reckon, would seem to neces- 
sitate new departures of enterprise if British commercial 
supremacy is to be increased or even maintained; one is 
impressed with the desirability of a more extended personal 
acquaintance on the part of principals of firms with the markets 
to which they export, more particularly in the case of countries 
such as Brazil, where local conditions are so totally different 
from any conception that could be formed of them by persons 
residing in the United Kingdom. Modern progress has made 
travelling so easy, cheap and agreeable, that there are now no 
serious obstacles in the way of partners of enterprising firms, who 
wish to visit personally the countries and districts with 
which they trade, or in which they desire to extend their 
operations, and thus become familiarised with the tastes 
and requirements of their customers. In regard to the methods 
of foreign competitors with which the British exporter has to con- 
tend, the Consul states that a representative of a German electrical 
firm fitted an installation of electric lights and accumulators on a 
carriage of one of the suburban railways at Pernambuco free of 
charge, to show the advantages of his firm’s special aystem, with a 
view to orders. . 


Panama.—The British Consul at Colon reports that the Colon 
Electric Light and Ice Co. was established in 1905. The plant is 
capable of supplying 1,200 incandescent lights of 16-c P., and the 
ice plant is of 10 tons' capacity. The Canal Commission have 
their own electric light and ice plant. A De Forest wireless tele- 
graph station has been erected, and is under the control of the 
United States Navy Department ; under favourable atmospheric 
conditions communication is said to have been made with 
Guantanamo, Cuba. | 

The Consul states that the list of importa shows that there 
are many commodities in which the British Empire is not repre- 
gented as well as it should be, and the attention of manufacturers 
is specially invited, amongst other articles, to electrical apparatus, 
iron piping, machinery, tools, wire fencing, &c. If, states the 
report, the commercial agents who periodically visit this Republic 
could arrange to combine in their business transactions some of the 
articles in the list, instead of confining orders to a limited class of 
goods, it would swell the total of imports from the United 
Kingdom and increase the profits of their travels. 


Annual Dinner. —Mr. David Maxwell of Messrs. 
MAXWELL, Son & Co., electrical engineers, presided at the annual 
dinner to the employés recently. It was stated that the staff were 
working at top speed. Mr. James Lockhart, junior partner, replying 
to the toast of the firm, said that they had never more work in hand 
than st present. They hoped to devise a scheme whereby the 
employés would participate in the profits of business they brought 
to the firm. | 


Receiver Appointed.— MR. А. G. MELLORS, of 1, King 
John's Chambers, Bridlesmith Gate, Nottingham, has been appointed 
receiver on behalf of the debenture-holders in Cutler, Wardle and 
Co., Ltd., electrical engineers and metal workers, Dickinson Street 
and Hargreaves Road, Manchester. | | 


The Rating of Ignition Accumulators.—Owing to 
the somewhat irregular system of rating the capacity of ignition 
accumulators which has for some time prevailed in the automobile 
trade, the question was recently taken up by the Tire and Acces- 
sory Committee of the Society of Motor Manufacturers and Traders, 
which has just reported that “the capacity which is stated as 
ignition capacity " can have no actual value, as the accumulator 
when working on ignition is used intermittently, under varying 
conditions of speed, and at various discharge rates of current, and 
that no figure giving the capacity of an accumulator i8 of practical 
value unless the discharge rate is also stated. As a result of the 
inquiry, the following rules are recommended for ignition accumu- 
lator rating :— 

1. Accumulators shall have printed on their labels their actual 
capacity when discharged at a definite rate continuously, this rate 
being one-twentieth of the capacity claimed. An interval of rest 
to be allowed, such interval not to take place until half the period 
of discharge has expired. 

2. The accumulators can have printed on their labels the approxi- 
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mate ME with intermittent current, which shall be arrived at 
by doubling the actual capacity, obtained by following Rule 1. 

3. In cases of dispute on the subject of the actual capacity of an 
accumulator, such dispute may be referred to the S. M. M. T., who 
may order tests carried out on the basis of Rule 1 by some com- 
petent authority, such as the Electrical Standardising and Training 
Institute, Faraday House, London. 


The Society will permit all manufacturers who agree to these 


conditions to mark on their labels above the capacity values, the 


words "S.M.M.T. Rating,” and all accumulators bearing labels 


with such marks on are understood to be subject to the above test 


in case of dispute. .The wording on the label should be as 
follows :— 


Capacity ............... uon EEEE E S. M. M. T. Rating. 
Actual capacity at constant discharge ............ Ampere- hours. 
Approx. capacity with intermittent current...... Ampere- hours. 


Tramcar Brakes: The Report Issued.— The report 
of the Special Committee on Braking Arrangements and Sanding 
Gear on Tramcars” has now been issued in the September number 
of the Journal of othe Tramways and Light Railways Association. 


Copies can be obtained at 10s. 6d. each from the Secretary of the 
Association, 35, Parliament Street, London, S. W. 


Catalogues and Lists.—Merssrs. A. REYROLLE AND 
Co., Lro., Hebburn-on-Tyne.—Beveral new publications; No. 52, 
containing an exhaustive description, with diagrams, of the Merz- 
Price protective gear; No. 72, consisting of an illustrated account 
of the firm's ironclad и.т. switchgear; and No. 76, an illustrated 
article (reprinted) concerning their switchgear in mines. 

Ввгтівн THomson-Houston Co., Lro., Rugby.—16 pp. pamphlet, 
giving particulars, illustrations, and prices, of their various electric 
heating and cooking devices. Also a card with an amusing picture 
in colours of representatives of the four peoples of the British Isles 
singing together the praises of the B.T.-H.-Edison tungsten lamps. 
On the reverse side of this card, is a list of firms’ addresses in London 
where the lamps can be obtained, š | 

Messrs. NILMELIOR (ERNOLAR D), LTD., 36 and 37, Alfred Place, 
Tottenham Court Road, W.C.—48 pp. catalogue giving prices and 
illustrations of coils, magnetos, commutators, sparking plugs, 
switches and voltmeters. Wiring diagrams for magnetos are 
included, algo a table of prices of spare parts. 

Mresns. Heenan & PFaoupE, LTD., Worcester Engineering 
Works, Worcester.—New catalogue, No. 20, wherein appears an 
account, fully illustrated and with diagrams, of the Heenan and 
Schiele blast and exhaust fane. 

Messrs. Mavok & Courson, Lrp., 47, King Street, Mile End, 
Glaagow.—November datecard on the reverse side of which appear 
some particulars and a diagram of а Pick-Quick coal-cutter operat- 


ing under tender coal and broken roof. 


Messrs. C. J. THURSFIELD & Co, 28, Berners Street, London, W., 
and Birmingham.—From this firm we have received a portfolio of 
examples of electric light fittings made by them to harmonise with 
the panelled room, and aleo some decorations of the 17th and 18th 
centuries. The pictures represent the fittings on a one-sixth scale, 
and many of them we easily recognise as being quite new designs. 
A price list of these fittings in old brass, bronze, gilt-colour, 
polished brase, or antique copper, finish accompanies the prints. 

BinuinxdRHAM Carson Works, Witton, Birmingham, and 46, 
Queen Victoria Street, Е.С. (Exclusive selling agents: The 
General Electric Co., Ltd., 71, Queen Victoria Street, E.C.).— 
Leaflet, drawing attention to their metal cored flame carbons, of 
which large stocks are held. 

Messrs. PREMIER Exectaic CowTROL, LTD. Premier Works, 
Red Lion Street, Clerkenwell, E.C.—New and fully illustrated 
eatalogue, containing descriptions and tabulated price particulars of 
their various manufactures, including some new patterns. The 
firm’s standard motor-starters are followed by starter regulators, 
reversing starting switches, drum controllers, three-phase starting 
switches for induction motors, auto-transformer starting switches, 
nniversal motor control panels, switches, fuses, power boards, and 
high tension oil switches and other manufactures. Dimensional 
drawings appear in a number of cases, and altogether the lists 
forming this catalogue are very well produced. 


Book Notices.—Alternating Currents Simply Explained. 
By A. W. Marshall. London: Percival Marshall & Co. Price 6d. 
net.—We welcome thie little book, which is written for those— 
mainly amateurs— who understand continuous currents and want to 
know something about alternating currents. We welcome it 
because it is a sign of the growing interest in electrical subjects, 
due no doubt to tbe increasing use of electricity for all purposes, 
and because alternating currente, which cannot be generated by 
primary batteries, have hitherto remained beyond the reach of the 
average amateur. There is no method to compare with the experi- 
mental method for acquiring correct ideas on physical phenomena— 
particularly electrical, and above all alternating-current, phenomens. 
The author deals with his subject in the most elementary and 
popular style, without any matbematics at all; in the first 15 pages 
he touches upon alternation, inductance, lag and lead, skin effect, 
and rotary fields! He then explains the action of an alternator, 
and goes on to discuss the measurement of alternating currents, 
the properties of transformers and choking coils, and a.c. motors, 
winding up with rotary converters and rectifiers. We cannot 
help feeling that the amateur, with no technical tutor, will find 
this little work a fairly hard nut to crack; but that will do him 
a Architects’ Directory (Travellers’ Edition) 1908. London: 
Jas. Truscott & Son, Ltd. 5s. net.—This is a pockct edition, 


edited by Mr. A. C. Freeman, convenient in size and shape for the 
use of travellers who may be calling upon architects in any part 
of the country. The first 36 pages contain an alphabetical list of 
London architects, those residing in the provinces following in 
order of county. All of the entries are corrected up to last 
month. 

The Young Model Maker. Design No.1. London: The Model 
Engineer. Price 18. net.—This is the first of a series of designs for 
models of engineering apparatus in cardboard, this being a Midland 
Railway locomotive. Besides the cards, printed in the correct 
colours, there are wooden steam dome, valve chest and chimney, 
wooden axles, wire hand-rail, &c., and a book of instructions. 
Engineers who have youngsters desirous of following in their foot- 
steps will find this a most acceptable present to a boy. 

The Static Transformer. Hayes, Middlesex: The British Electric 
Transformer Co., Ltd.—This book, although largely a trade 
publication, differs so widely from the ordinary run, that we feel 
that it ought to be regarded rather as a technical publication. We 
have long held that the study of trade catalogues was a most 
profitable and instructive occupation; this work is in no sense a 
catalogue; neither is the matter of the text-book order—it is the 
excellent illustrations that command our interested attention, for 
they lay before the reader in detail the whole process of building 
a Berry traneformer. Apart from the particular design ad 
which in itself is of great interest, the public revelation of а manu- 
facturer's methods is so rare an event that we are sure the book 
will be welcomed by electrical men. The matter aleo is of interest, 
as it contains numerous hints, based upon extended experience, 
upon the essential features of successful transformer design; for 
instance, the importance of bending mica only in one plane, and 
with a large radius of curvature; the necessity of winding all the 
coils as tightly as possible; and the folly of carrying out either 
manufacture or repairs without employing highly-skilled workmen, 
are amongst the points emphasised. We congratulate the company 
on this unique production. ' | 

Annuaire pour l'An, 1909. Paris: Gauthier-Villars. Price 
1 fr. 50 c.— The Annuaire this year is devoted mainly to 
astronomical information and data, including special articles on 
“The Variable Stars,” by M. Bijourdan, and Movements of the 
Earth’s Crust,” by M. Lallemand. 


“u Unités Electriques." By Le Comte de Baillebache. Paris: 
Dunod & Pinat. 1909. Price 6 fr. 


Engineering Science." By Chas. F. Jenkin. Oxford: Claren- 
don Press. 1908. Price 18. net. 

“ Fortschritte der Elektrotechnic." 1907. Vol. 4. Edited by 
Dr. K. Strecker. Berlin: 1908. Price M. 15. 

“Proceedings of the American Society of Civil Engineers”; 
October, 1908. Vol. 34, No. 8. New York: The Society. 

“Description et Utilisation de la Méthode pour la Mesure des 
constants de Ligne an Moyen du Barretter.” Ву Béla бй. 
Buda-Pesth: From the Author. 

“Thoughts on Natural Philosophy." Ву A. Biddlecombe. Third 
edition. Newcastle-on-Tyne: В. Ward & Sons. В 

“Journal of the American Society of Mechanical Engintett, 
containing papers to be presented at the December meeting. Vol 
30, No. 9. Baltimore: The Society. Price $1. 

' Electrical Laboratory Course for Junior Studente." By R. D. 
Archibald and R. Rankin. London: Blackie & Son. 1908. Price 
1s. 6d. net. ә | 

“ Dynamo, Motor and Switchboard Circuits.” By W. R. Bowker. 
London: Crosby Lockwood & Son. 1908. Price 7s. 6d. net. 

“Transformers.” By G. Kapp. London: Whittaker & Co. 1908. 
Price 10s. 6d. net. 

Commercial Intelligence published a special birthday number last 
week, in celebration of the completion of its 10 years of publication. 


Bankruptey Proceedings.—W. T. GARNETT, electric 
cable and wire manufacturer, Bradford.— November 19th is the 


last day for the receipt of proofs for intended dividend by Mr. E. 
Musgrave, 1, Bank Street, Bradford. 


Caba: Duty on wire Reduced.—The Board of 
Trade are in receipt, through the Foreign Office, of & copy of в 
Decree of the Provisional Governor of Cuba, dated October 50, 
reducing the Customs duty on wire and cables for the transmission 
of electricity, protected by lead tubes and other insulating covers 
from $7:50 to $2 per 100 kiloga.— Board of Trade Journal. 


Dissolutions and Liquidations.—X ELECTRIC АС: 
MULATOR Co., LrD.—This company is winding up voluntarily, with 
Mr. W. J. Webb, 18, Leadenhall Street, E.C., as liquidator, st а 
fee of 225 guineas, to whom particulars of debts, &c., ghould be 
sent. A meeting of creditors is to be held at 85, dracechurch 
Street, on November 18th. 

HEMSLEY, ORD & Co., electrical engineers, 37, South Sherwood 
Street, Nottingham.— Messrs. V. C. Hemsley & R. Ord have dis 
solved partnership. Mr. R. Ord attends to debts, and will carry 
on the business as Richard Ord & Co. 

Н. N. Morris & Co., Gorton Brook Chemical Works, Mar 
chester.—Mesers. Н. N. Morris and J. L. Rose, chemical mant 
facturers, have dissolved partnership. Mr. Morris will attend to 
debts and continue the business under the same style. 


Trade Announcements.—Tue Foster Авс La 
AND ENGINEERING Co., LTD, owing to the increased demand 
for their small transformers, and the necessity for having them ; 
stock for immediate delivery, have now trebled their machinery and 
equipment for manufacturing these. The insulating, assembling, 
and testing departments all contain modern labour-saving tools ard 


[ 
+ 4 


ъс x 


ea cot 21 144 122 


ws 
* 


— . л л РУ лала 


vol. 63. No. 1,616, Nov u 19, 1908.] THE ELECTRICAL REVIEW. 


889 


——— . C I — 


appliances. For the transformers the makers claim sound con- 
struction, excellent voltage regulation, low core losses, and a 
capacity to take large overloads without injury. ; 

Mr. Arthur Snell has purchased the business and patents of 
Messrs. R. Н. Edgar, Ltd., to whom he has recently been manager. 
He bas entered into partnership with Mr. H. Tinsley, electrical 
engineer, of Beckenbam, manufacturer of standard testing instru- 
ments and Weston cadmium cells, who takes all his plant and sets 
of standards into the new firm. The name of the latter will be 
SNELL & TiNSLEYy, telegraph and electrical engineers, Stanley 
House, Eldon Park, South Norwood, S.E. 

Messrs. Cookson & Co., Бате removed from Endell Street, Long 
Acre, to Albion House, 59-61, New Oxford Street, W.C. Their 
telephone number and telegraphic address remain unaltered. They 
notify that, in addition to their business as electrical engineers, 
they make a speciality of supplying accumulator accessories, and 
are also the London agents for the Rapid Magnetting Machine Co., 
of Birmingham, one of whose magnetic separators they have on 
view at Albion House, 59, New Oxford Street, W.C. 

Tug Евсвгте Parer Co., LID., of Dane Street, High Holborn, 
W.C., have recently put down special machinery for manufacturing 
cartons in which to pack metal-filament lamps. 

THE Рвгт»ьн ELECTRIC CALIBBATED Fuse Co., of Harpenden, 
having just installed a new plant of presses, the output of which at 
present exceeds their own demand, are open to undertake any 
class of press work, in order to keep their plant running at full 
pressure. 


Industries on the North-Eastern Railway.—We 
bave received from Mr. H. D. Dryden, the commercial agent of the 
North-Eastern Railway, an advance copy of the new issue of the 
"Directory of Manufacturers, Wholesale Importers, and Exporters 
on the North-Eastern Railway System." There are some 27,000 
entries altogether, so that the book contains more than double the 
amount of matter given in the first edition. The addresses of colliery- 
owners,coke manufacturers, coal exporters, and ship-owners have 
algo now been included, and telephone numbers are given. Addi- 
tional trades have been added, and in several cases important 
industries like chemical and iron manufactures have been split up 
into classified sub-headings. An index to trades shows very 
strikingly what a variety of industries are carried on in the N.-E. 
Railway area. The book is distributed giatis among traders 
whose names appear in it, and it will also have a large 
circulation in other parts of the country and abroad. Any of our 
readers who may be interested in the matter can secure a copy of 
the book by applying to Mr. Dryden at the office of the Chief Goods 
Manager, Commercial Agency, North-Eastern Railway, York. 


Flame Arc Lamps.—We have received the following 
letter from the British WeEsTINGHOUSH ÉLEOTRIC AND Manu- 
PACTURING Co., LTD. :— 

“With reference to the statement made by Messrs. J. & H. 
Grevener in the advertising columns of your last issue, to the effect 
that their Arcoflame " lamps are no infringement of the Bremer- 
Westinghouse patent, we beg to state that proceedings were 
instituted by us on July 22nd last, and are now pending, against 
this firm in respect of infringement of British Patent No. 18,786* 
of 1902, in the name of Hugo Bremer, for improvements in electric 
arc lamps, of which patent we are the proprietors. As, conse- 
quently, the matter is now sul judice, we refrain from any com- 
ment on the statement referred to.” 

We have also received from Messrs. J. & H. GREVENER а notice 
to the effect that their “ Arcoflame” lamps are not an infringement 
of the “ Bremer- Westinghouse patents. This was stated by them 
in their advertisement of last week. Asthe matter is sub judice, 
we do not propose to refer to it again until the case is heard. 


LIGHTING and POWER NOTES. 


Bath.—The T.C. has agreed to extend the time of com- 
Pletion of the transfer of the electricity undert king from October 
Slet to December 31st, 1908. This ів necessary owing to the delay 
* the B. of T. in sanctioning tbe arrangement. It is suggested that 
t may be necessary to obtain Parliamentary sanction in case the 
Board refuses to give a decision; the Corporation is pledged to 
support Mr. Schenk in an application to Parliament if required. 


Belfast.—The Harbour Commissioners, before taking 
d further steps in connection with the proposed use of 
electricity for pumping at the Hamilton graving dock, ara 
Consulting Messrs. Preece & Cardew as to a visit to the place. 


| ы of the plans provides for a combined pumping and power 


Bo'ness, N.B.—Such progress has been made in this 
КӨн шыч the power station was opened in 1905, and especially 
: бта Ai last 12 months, that an extension became inevitable, and 
Natio "eid generator was started up on the 4th inst, by the 
of the C Electric Construction Co., who run the station on behalf 
29 000 ouncil. The number of lamps connected is now over 


' Й 


Burslem.—The Т.С. has received from ће L.G.B. 
sanction to a loan of £10,094 for electricity purposes. 


Canada.—For many years past overhead wires have been 
condemned by tbe business interests of Montreal, and many efforts 
have been made by the city to abolish them, and to compel all oom - 
panies to put them in underground conduits. Tbe question of the 
ownership of the latter has been the cause of much discussion, owner- 
ship by thecity being deemed most advisable. Eventually, a com- 
mittee of experts was appointed by the City Council to report 
upon the matter. The Montreal Street Railway claimed that it 
was under no obligation to place its wires in a municipal conduit; 
the Montreal Light, Heat and Power Co. declined to reply, but 
claimed that it had the power to run a conduit parallel to the pro- 
posed civic one at any time. The city is going to secure power 
from the Legislature to compel the different companies to act in 
unison with it. 

The Lighting Committee of the city has recommended the fol- 
lowing offer to be made to the Montreal Light, Heat and Power Oo. 
for public lighting for the next 10 years:—Arc lamps, each, per 
year, $60; incandescent, 64 C. p., $30; and 32 о.р., $15 each. For 
lighting municipal buildings, &c., by meter, for incandescent and 
arc lighting, 9 cente per Kw.-hour for the energy used. The com- 
pany asked about 25 per cent. more. 

The erection of an electric plant, centrally situated along the 
Harbour front, is the latest scheme upon which the chief engineer 
of the Montreal Harbour Commissioners is working. The idea is 
to supply from tbis plant all the energy required forevery purpose 
in connection with the Harbour property. 

The T.C. of Cobourg, Ont., has passed a by-law authorising the 
renewal of the contract with the Cobourg Utilities Corporation for 
the supply of light to the town. The light contract has been 
generally moditied in favour of consumers. 

The Port Arthur (Ont.) T.C. has arranged a supply contract with 
the Keministiquia Power Co., to take 400 н.р. for 10 years at $25 
per Н.Р, per Annum. The company will build a sub-station with а 
capacity of 3,000 H P. 


Continental Notes.—AusTRIA.— The absorption by the 
Union Bank of Vienna of the undertaking of the International 
Electricity Co., of that city, of which transaction particulars were 
given in this journal a short time ago, is explained in the recently 
issued report of the directors of the bank. It is mentioned that the 
bank established the electrical company, has served as its financial 
institution, and has been largely interested in it, holding a consider- 
able number of shares. By the sale to the Vienna Municipality of 
the Vienna central station and the receipt of the purchase price, the 
company was confronted with the question of a material transforma- 
tion. An examination of all possibilities led to the conclusion that, 
under the altered circumstances, the company was not in a position 
to offer to its shareholders such a yield as would approach the 
dividends paid in recent years. The report proceeds to state that 
the electrical industry is seeking for new spheres of activity and is 
devoting itself largely to undertakings which bear the character of 
financial operations. Some time ago the bank, in association with 
the company, approached the question of the electrification of rail- 
ways, and negotiations with the State railways were entered upon 
in regard to the conversion of main lines to electric traction. By 
means of the amalgamation with the company, the bank acquires 
the services of experts for the existing and future electrical 
enterprises, and & double charge upon the portfolio department is 
thereby avoided, whilst on both sides the expenses incidental to 
the independence of the undertakings are saved, and no costly 
er d has to be put in operation in the case of increases in 
capital. 

According to the Financial Tics, some English, French and 
Hungarian capitalists have combined to builda big electrical power 
station at Fiume, with a capacity of 36,000 H.P., which is to supply 
Abbazia, Fiume, and the Dalmatian towns with electric power and 
light. The installation will cost £1,000,000, 

Iraty.—Application has been made to the authorities of the 
Province of Florence for permission to put down a plant to utilise 
the water-power of the River Lima, at Piteglio, in the generation of 
electrical energy for lighting and power purposes. 

GreRMaNY.—A bydro- electric scheme, at an estimated cost of 
about M. 2,000,000, has been devised for the supply of light and 
power to Brackenheim and the townships within a radius of 50 km, 
The works include the erection of a dam on the River Ens, whereby 
power to the extent of 1,200 н.р. will be made available. The 

lang are now under the consideration of the Ministry of the 
nterior. 

A company with a capital of M. 2,500,000 is in course of forma- 
tion at Regensburg, with a view to supplying light and power to the 
town and neighbouring districts. 


Darlington.— A proposal to utilise a trolley wire on the 
tramway overhead lines with а pressure of 250 volts to supply 
energy to the new schools at Harrowgate Hill and the Co-operative 
premises was considered by the T.O. on November 3rd, The pro- 
poss] was objected to, and by the casting vote of the Mayor the 
POR E referred to the Electricity Committee for further con- 
sideration. 


Egham.— In order to demonstrate the advantages of its 
new scheme—referred to in these columns a short time ago— 
the Egham Electric Lighting Co. has taken an untenanted house in 
the High Street and provided a complete installation of electric 
light for the public to inspect. Should this new enterprise prove 
successful, the company proposes erecting a generating station 
between Staines and Egham, 

Е 


EE 


— eae в г 


- — — F аат а ee ———— ша — ~.. 


J dd СС 


840 THE ELECTRICAL REVIEW. (vol 63. No 1010, Norm 1,100 


Fulbourn.—The question of lighting the asylum has 
been deferred for fresh tenders to be submitted by the Cambridge 
Electric Supply Co. and Cambridge Gas Co. | 


Glasgow.—It was reported by the treasurer to the Elec- 
tricity Committee that he had borrowed from the Corporation's Loan 
Fund the sum of £10,000 for capital purposes, making the total 
amount borrowed for these purposes up date, £1,810,000. 
With reference to a remit regarding the application to be made to 
the Secretary for Scotland for consent to borrow & further sum to 
meet additional expenditure for electricity purposes, the engineer 
reported :—(1) That а sum of £56,500 would be required for new 
buildings and machinery ; and (2) that a sum of £75,840, at least, 
would be required for mains, cables and meters for new con- 
gumers' premises. The treasurer further reported that the amount 
which the Corporation (electricity department) had obtained 
authority to borrow was £1,850,000, and that he estimated tnat at 
November 30th next, the borrowing powers of the department would 
have been exhausted. The sub-committee, after consideration, 

eed to recommend that application be made to the Becretary for 
Scotland, in terms of the Electric Lighting (Scotland) Act, 1902, 
for his consent to a further sum of £150,000 being borrowed for 
electricity purposes. | | : 

The special Sub-Committee on the extensron: of Port Dundas 
station, now report that the works there should not be further 
extended as a generating station, and that the vacant ground there 
should be utilised for the erection of a building at a cost of £9,000 
to £10,000, the front portion to be used as a store, land the rear 
section as an extension of the boiler house. The engineer has been 
authorised to prepare drawings, and the town clerk to advertise for 
tenders. | 


7 
- London.—Mary.enone.—The B. C. has agreed to the 
recommendation by the Electricity Committee, which appeared in 
our last issue, and which was to the effect that the whole of the 


streeta in which electrie mains had been laid should be lighted by ' 


electricity instead of by gas. A sub-committee of five was appointed 
to bring up a report on the whole matter to the Council at an early 
date, in order that the work may be executed by March next. 

HAMPSTEAD.— The Lighting Committee of the B.C. has had under 
consideration the advisability of converting 100 incandescent street 

lamps in the borough to electrical metallic-filament lamps. The 
ommittee is carrying out experiments in various roads, but at 
present is not satisfied that the proposed change would be advan- 
tageous to the Council. Consideration of the matter was deferred 
until the next meeting. 

Kensinaron.—The В.О. recently sent a circular letter to the 
other B.C.’s asking their support in urging the L.C.C. to insert in a 
General Powers Bill a clause giving power to incur reasonable 
expenditure in attending electrical and other technical conferences. 
Of the 28 Metropolitan B.C.’s, 10 were in favour, 6 were against, 
10 decided to take no action, while 2 had not passed any refolu- 
tion on the matter. These facts were communicated to the L.C.C., 
which, in the absence of any general desire on the part of the Metro- 

litan B.C.'s, is not going to take any action in the matter. 

L.C.C.—The presentation of the weekly cash paper at Tuesday's 
meeting of the Council, led to an unseemly squabble in respect of 
one item for Parliamentary expenses in connection with the 
London and District Electricity Supply Bill. Mr. A. W. Clare- 
mont, who raised the subject, ventured to hint that although the 
B. of T. had recommended the insertion of a purchase clause in the 
Bill the Council's Parliamentary Committee had given instruc- 
tions which sought to defeat this object. As the speaker was 
debarred by the Standing Orders from discussing the general 
question, he moved that the Council should adjourn as а protest 
against the alleged action of the Committee and the lack of any 
report on the matter. A motion for ad journment only entitles the 
mover to address the Council for five minutes, the seconder (in 
this case Sir J. W. Benn) merely to second, and the Chairman of 
the Committee concerned to reply in five minutes, at the end 
of which the motion must be put and decided one way 
or another. Mr. W. Hayes Fisher, chairman of the Finance 
Committee, who presented the cash paper, remarked that 
he knew nothing of the point raised, and although 
Mr. J. M. Cassell, chairman of the Parliamentary Committee, 
succeeded in stating that he did not altogether agree with the 
observations of Mr. Claremont, he was equally as unsuccessful as the 
Hon. W. Peel in endeavouring to obtain a hearing in view of the 
Standing Ordera already mentioned. In the circumstances the 
motion was put to the meeting and carried by a slight majority on 
a show of hands, A division was claimed by the Progressives, who 
engineered the movement, but the motion was defeated by 09 


votes to 32, and the Council, after, half an hour's storm, then pro- 
ceeded to the next business. г 


. Leughborough.—4 I.G. B. inquiry was recently held 
into an application by the T.C. to borrow £2,500 for electrical 
extensions. Attention was drawn to the working loss on the under- 
taking; and it was pointed out that the loan was for excess 
expenditure and for 200 additional eervices which were necessary 
in order to fully utilise the Council's plant. Mr. John Е. Saell has 
been retained to investigate the working of the undertaking. 


Oswestry.—The E. L. and Power Co. has from January Ist, 
1909, reduced the price of electricity for lighting from 6d. to 51d. 
per unit, and for heating, cooking and power to 2d. per unit up to 
250 units per quarter: 14d. from 250 to 500; 1d. from 500 to 25,000; 
34. from 25, 000 to 50,000 ; and 4d. per unit beyond. : ' 


Perth.—The Electrivity Committee is considering a pro- 
posal to introduce penny-in-the-slot meters in connection with 
electric supply to small consumers. i 


Spalding.—The B. of T. has asked the U.D.C. what 
steps are being taken to carry out the E.L. Order, 1905, before 
deciding whether the order shall be revoked. It is suggested that 
an extension of time be applied for, and with this in view the matter 
has been referred to the Gas Committee. 


Turton (Laucs.).—At a meeting of the U.D.C., held on 
the 5th inst., it was decided that application should be made to the 
B. of T. before December 21st, 1908, for a provisional order for 
electric lighting. | 

Tynemouth.—On the Gth inst. Mr. H. R. Hooper 
resumed the Í,G.B. inquiry, opened on February 6th, 1907, 
regarding the raising of capital in connection with the Corporation 
electric light undertaking. It was desired to borrow £1,088, which 
had been over-expended upon buildings, and £3,163 over-expended 
upon the laying of mains. The Inspector said that up to March 
last the Corporation possessed borrowing powers to the amount of 
£97,297, and the expenditure had reached £91,556. That left a 
balance in round figures of £5,740, which was practically a cash 
balance. He would like the Corporation to start with a clean 
sheet as from April 1st, and he would recommend the setting aside 
of £2,000 of the balance referred to for mains, being the amount 
estimated to meet the requirements for the next three 
yeare, and £1,100 for house services. That would leave a 
balance of £2,640. He suggested that the Corporation should 
apply to the L.G.B. for the cancellation of its borrowing powers to 
that extent. 


Walsall. —The Electricity Committee has resolved to 
charge firms taking electric current for the purpose of illuminated 
signs at motor rates, provided they agree to keep the sign illu- 
minated until midnight on six nights a week and pay for the cost 
of renting a separate meter. 


* 


watford.— The U. D. C. is applying for further powers in 
connection with its electric lighting undertaking, as to extension 
of area, supply of fittings, free wiring, &c. 


Wolverhampton. From the annual report of the Cor- 
poration Electricity Committee, issued last week, we extract the 
following statement of units sold during the year ended June 30%, 
1908 :— 

Lighting. Power. Traction. Total А 

June 30th, 1908... 1,265,527 2,108,472 1,563,272 4,937,271 

Corresponding 

period last year 1,127,095 1,403,000 1,578,176 4,108,271 


Increases. 138,482 705,472 Dec. 4,904 829,00 
Increase ... .. 122% 50% — 20% 


The report also states: The Electric Construction Co, ue 
being desirous of obtaining а supply of current to their works $ 
Bushbury, which are situate outside the ares of supply of 9h 
Corporation, negotiations are in progress with the Midland aes 
Corporation for Power Distribution, Ltd. (who, possessing stata 2d 
authority to supply Buehbury, bave given their consent to the Р 
posed arrangement), for the supply, in bulk, of energy to them : 
this Corporation with the object of ultimately affording & soppy 
to the former, as required.” | 


Yarmouth.—At a meeting of the T.C. on Тае) 
last week, the town clerk was instracted to make application A А 
L. B. d. for sanction to borrow £2,000 for carrying on the yi 
laying public lighting mains in connection with the ae a 
undertaking. It is recommended that 100 lamps shoni. xd 
nected per year, at a cost of £200 out of revenue, the п s ү 
mains and standards to be paid out of loan. Since Marc 2418 to 
lamps have been fixed at a cost of £140 to revenue, and 
loan account. 


— — —— 


TRAMWAY and RAILWAY NOTES. 


ИНИ „ш 


T | 

Birmingham.—A tramway collision occurred E 1 

Hill on the morning of the 9th inst. A dense fog Lb erg fortu 
time; both cars were badly damaged, but the passenE 


nately escaped injury. 


Continental Notes.—GERMAS y.— The tin germany 
realised by & number of electric tramway companies v tban i 

in the financial year 1907-8 were on the average ШЕ 
preceding 12 months. According to the 
53 companies representing a share capita othe 
net profits regarded as а whole and after deducting 7.8, or 
individual undertakings, amounting to £l, ˖ 
about 9 per cent. of the sbare capital, these figures d total loss of 
£1,285,000 and 8 per cent. in the previous year. luded 5. 
£075,000 was incurred by five of the tramways E d to tbe game 
undertakings. The dividends paid were not е ота iberally 
extent as the net profits, as the reserve funds were ©. 
endowed than in 1906-7, and various compte aividends as in 
higher profits only distributed the same percentag 

the former year. 
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The position of the enterprises was approximately as follows in 
the two years :— 


1907-8. 1906-7. 
Total amount distributed in dividends £1,059,500 £1,048,000 
Dividend percentage a ее 6:5 6'4 
Dividend percentage of 20 companies 2 to 5 — 
T „ 23° ” 5 to 10 — 
» » » over 10 per cent. — 
No. of non-dividend-psying tramways 7 E 


The largest tramways in Berlin paid the same dividend in 1907-8 

asin the preceding year, whilst the smaller undertakings yielded 
an increase on the average. The policy of not raising the rates of 
distribution, notwithstanding the higher profite, was also followed 
in the case of the tramways in the large provinciai cities. 

A report has been issued by the Berlin State Railway authorities 
on the subject of the catastrophe which took place on.tbe so-called 
triangle section of the Berlin Elevated and Underground Railway 
on September 26th. It is stated that the working conditions are 
so obvious that the accident would not have happened if the driver 
and guard had exercised a moderate degree of attention. This is 
shown, according to the report, by the circumstance that since the 
opening of the railway 2,500,000 trains, carrying over 220,000,000 
passengers, bave travelled over the triangle section without 
hiodrance. The State Railway authorities submit that, as a result 
of the accident, measures should be taken to increase the degree of 
control and assist the driver in observing the signals. At the same 
time, it is intended to make an experiment with automatic safety 
appliances. The reduced speed which has been prescribed for 
certain parts of the route is to be continuously supervised by special 
electrical appliances. The guard is at present able to bring 
the emergency brake into operation and to short-circuit the current 
incase of danger. It is ordered that trials should be made with auto- 
matic brakes, which, if found to be sufficiently reliable, will be 
permanently ysed ор ‘the triangle section. The railway company 


has posted notices asking passengers not to converse with the guards 


during the time the trains are in motion. 

It has been decided to employ electric motor carriages on the 
State railways in the Koln district, each carriage affording seating 
accommodation for 100 persons. Altogether the Prussian State 
Railways have 57 accumulator carriages on order, of which a third 
are to be divided between the districts of Kiln, Frankfort, Saar- 
briicken and Erfurt. The first of these has just made a trial ran 
near Berlin, and has given every satisfaction. 

The Baden Ducal Railway Administration has decided to elec- 
trify the railway lines connecting Schopfheim with Basle and Zell, 
in Switzerland. It is intended to employ the single-phase А.С. 
system at 10,000 volts and 15 cycles. The current for working 
the railway will be generated at a hydro-electric station to be built 
near Augst-Wyhlen on the Rhine. Three-phase current will be 
produced and transformed into single-phase at a sub-station to be 
built in Basle. The line is to be worked by locomotives of 1,000 E. P., 
and orders for 10 have been placed with German makers. 

TuRkKEY.—A group of French bankers has assured the future of 
the Constantinople tramways. Funds have been subscribed to put 
the old lines and rolling stock in perfect order, construct new lines 
and ultimately convert the whole to electric traction. | 

FRANCE.—A concession has been granted to M. Ménebielle for 
the creation of a network of departmental electrical tramways, 
Including a line from Lourdes to Васпстев and Grip. А 90 years’ 
concession has also been granted to the same gentleman by the 
Municipal Councils of Bagnéres, Campan and Cieutat, for the con- 
struction and working of an electric railway and funiculaire to the 
summit of the Pic du Midi de Bigorre, a height of 2,877 m. 

Hone Kona.—Application bas been made by an Italian to the 
Government for permission to construct an electric tramway from 
Victoria, passing by a tunnel under the peak to the district to the 
south, where ample space exists for the establishment of a new 
town, which, being exposed to many winds, will be free from the 
heavy and depressing temperature of Victoria. The concession is 
likely to be granted, as it is supported by the local Press and by 
&ll those suffering from the existing unhealthy conditions. 


Derby.—The Corporation tramways made a net profit 
of £4,804 during the last financial year, a figure some £3,126 below 
that of the preceding year. The decreased profits are ascribed to 
the disorganisation during conversion of three routes during the 

year, from horse to electric traction. Some 124 miles of route and 
47 cars are now in operation on the system, which carried 8, 775, 686 
passengers during the year. 


Fleetwood,—The L. G. B. auditor has surcharged the 
District Council with thesum of £150, which was paid into the fund 
for the purpose of enabling the Thornton Council to appeal in the 
Case of the tramroad rating appeal. 


Folkestone.— The Т.С. has received a letter from the 
‘ational Electric Construction Co. relative to the proposed tram- 
ways, and pointing out that it would be impossible to finance a 
durface- contact system with present knowledge of the working of 
such systems. The company asked for an interview, and it was 
eee decided to reply, asking what points were to be 
sed. 


‘Hanwell.—Colonel Yorke, of the B. of I., has inspected 
the tramway track in the district ав а result of complaints as to 
noise. He pointed out that the Board could not compel the com- 
pany to relay the track, and the only question was whether the 
бош constituted a public danger to ordinary traffic, which, in his 

Pinion, it did not. He proposes to make another inspection in 
about а month's time. 


* struction of both trains and platforms. 


Glasgow. — All matters between the Glasgow and 
Clydebank T.Cs. having been adjusted, the process of linking up the 
tramway lines within the latter's jurisdiction has been completed. 
It is, reported that negotiations are in progress with the county 
directors so that passengers on Glasgow Corporation cars will be 
carried on to the burgh terminus with the one ticket. 


Heywood.—The Finance and Tramways Committee has 
instructed the town clerk to take the necessary steps to obtain a 
Parliamentary Bill to secure mutual powers for the running of the 
electric cars in the towns of Hey wood, Bury and Rochdale. 


HWul).—At a meeting of the Corporation Tramways Com- 
mittee last week, it was decided to obtain tenders for a new feeder 
cable for Spring Bank at a cost of £1,300 to £1,400. Discussion 
followed as to the trackless trolley system, and it was stated 
that both Manchester and Dundee had the system under considera- 
tion, tbat it would be & good system for tbe Stoneferry route, 
and that probably it woald be tried there. 


Huyton.—The U.D.C. has refused its consent to the 
Liverpool Corporation for the construction of a tramway within 
the District Council's area, from the Broadgreen boundary, through 
Roby, to terminate at the Archway Road, Huyton. 


Kirkcaldy.—A Committee cf. the Т.С. has been 
appointed to consider preposala to extend the tramways to Dysart 
and other placcs, The trackless trolley system is also being con- 
sidered. 


Kirkintilloch.—The T.C. has appointed a deputation to 
confer with the Glasgow T.C. on the matter of extending the 
tramways to the town. The Glasgow system at present reaches 
Bishopbriggs, and the proposed extension would lengthen the route 
by about three miles. 


London.—In connection with the fire which occurred on 
the Metropolitan Railway at Swiss Cottage Station on October 6th, 
& report has been issued by Major Pringle, of the B. of T., in which 
he states that failure to obey the company's rules, and the proximity 
of a lighted lamp to some naphtha cans in the guard's van, were 
responsible for the fire. Major Pringle also draws attention to cer- 
tain pointe, among which are the fact that greater use could have 
been made of non-inflammable woodwork and materials in the con- 

L.C.C.—The Highways Committee has asked for authority to 
expend £25,900 for the construction of the authorised tramways in 
Streatham High Road from the present terminus to the county 
boundary at Norbury, and for the reconstruction o! the lines in a 
portion of Woolwich Road. Itis proposed to carry out the track 
work by the direct employment of labour. An expenditure of 
£2,100 for the provision of ploughs for an additional 175 cara is to 
be incurred. 

The Council has decided to arrange for a deputation to wait 
upon the Prime Minister, to urge the necessity of securing the 
immediate establishment of a London traffic board on the lines of 
the report of the Royal Commission on London Traffic. 


Salford.—In order to avoid farther litigation, negotia- 
tions are proceeding between the Salford and Eccles Tramway 
Committees for the running of the South Lancashire cars between 
Worsley Court House and Parrin Lane, Winton, so that there 
shall be no overlapping. The tramway between the latter point 
and Alder Forest, Worsley, belongs to the Eccles Corporation. 


Stretford.—At a special meeting of the Council held last 
week, it was decided to raise the Manchester Tramways Com- 
mittee's assessment from £2,192 to £4,106 and another assessment 
connected with the same Committee from £347 to £587. 


Torquay.—^t a meeting of the U. D. C. on Wednesday 
last week, the town clerk read a letter from the National Electric 
Construction Co. asking for coneent to extend the tramways to 
Paington. It was stated, inter alia, that the extended portion of 
the system would be on the overhead principle. The communica- 
tion was referred to the Tramway Committee. 


Wolverhampton.—In the annual report of the 
Corporation Tramways Committee presented to the Town Council 
on Monday, reference is made to the cost of track repairs. It is 
there stated that for the year ended December 31st, 1905, the 
average cost of repairing the track, per mile, was £18 3s. ; for the 
year ended December 3186, 1906, the cost of similar work was 
£21 198.; and for the same period of 1907, £28 11s. For the 
present year it is estimated the cost will be slightly more, and the 
Committee states that, of course, as years proceed, this cost is 
certain to increase. The following is а statement of traflic recipts 
&c., for the first six months of this financial year, ended September 
30th last, as compared with the same period last year :— 


Electric cars. Miles, Passengers. Receipts, R.P.C.M, 
1908 х e. 496,073 4,314,264 £22,533 10:901 
1907 io . 495,114 4,931,409 £23,067 11:182 

Motor- omnibuscs. Miles, Passengers, Receipts. R. P. C. vi. 
1908 She $23 24.015 283,778 £1,368 11°726 
1907 sae 858 28,883 272,110 £1,302 10:824 


From the above figures it will be observed that the total revenue 
of electric cars, for the period mentioned, shows a decrease of 
£534 28., the receipts per car-mile have decreased by 281d. 
whilst 117,141 less passengers have been carried. | 
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TELEGRAPH and TELEPHONE NOTES. 


Ceylon.—The telegraphic system of the Island of Ceylon 
grew in 1907 by 81 km. of line and 292 km. of wire to 2,743 km. 
of line and 5,878 km. of wire; 415 interruptions occurred, the 
duration of which was 2,876 hours, these figures being practically 
the same as those of the previous year. Nine new telegraph offices 
were opened during the year, the total number of offices open 
being 108. The total number of telegrams dealt with during 1907 
was 807,996, against 759,671 in 1906 There were 602,039 inland 
telegrams ; 118,109 were dispatched to India and other countries, 
while 87,848 were received from them, these all msking the total 
above shown. The increase over 1906 was 48,325 telegrams. The 
receipts of the telegraph service were £47,817, and the expenses 
were £33,095, Raving a balance of £14,722. Ав far ав the telephone 
service was concerned, there were 62 private lines, 20 official and 
50 railway lines. There were 267 subscribers in Colombo. The 
system comprised 72 km. of line on poles, and the line 1,145 km. 
Receipts were £1,701.—Journal Télégraphique. 


China.—The Chinese Administration announces the 
opening of telegraph offices at Yungtung in the province of Kwan- 
tung, and at Anpingting in the province of Yunnan.. 


France.—The Société des Téléphones et Télégraphes de 
Lyon has been formed at Lyons with a share capital of £32,000 for 
the working of the German patents of the Mix & Genest Co. 


Rhodesia.—The Journal Télégraphique publishes ex- 
tracts from the report of the Postmaster-General of Southern 
Rhodesia on the telegraphs and telephones ip that Colony for 1907. 
Of telegraph lines there were in Southern Rhodesia 3,647 km. of 
line and 6,696 of wire, while in the Bechuansiand Protectorate 
there were 947 km. of line and 2,893 of wire. The Government 
constructed a line 39 km. in length on iron poles between Insiza 
station and Myati, and was also erecting a line between Blink- 
water and Felixburg, 38 km. in length, The telegraphic traffic in 
1907 amounted to 575,300 telegrams, of which 205,246 were sent, 
203,182 received, and 166,922 psseed in transit. The latter 
decreased by 3.076 as compared with 1906, while the former two 
increased by 2,334 telegrame. Of the tolls paid for ordinary and 
Press telegrams Souttern Rhodesia took £13,625, other African. 


administrations £1,839, and the cahle companies were paid . 


£7,186. On the three classes of telegrams tefore mentioned, 
Southern Rhodesia netted £13,025 on telegrams sent ; £706 on tele- 
gramı in transit, while on those received £6,176 was collected. 
Besides this £1,000 was received by way of subsidy from Bechuana- 
land, on account of half rates charged on Government tele- 
grama £1,742 was collected. The number of offices open in 1907 
was 82, of which 16 werein Bechuanaland. Of employés, there were 
103 whites and 125 coloured. 

The number of telephone subscribers at Bulawayo is said to have 
considerably increased. A line existe between Umtali and Penha- 
longs, and an extension has been made of the Westane Junction- 
Mat pos Terminus Hotel line to thy Matopos Dam Hotel. 80 km. 
of line and the necessarv apparatus have been lent to persons and 
companies operating the Veracity, Gothicand Shamrock Mines for 
the purpose of erecting a telephonic communication with Gwelo. 
The revenue from the telephone service was £3 902. From January 
lst to December 31st, 1907, the receipts from the telegraph and 
telephone services were £27,723; the expenses were + 23,827, leaving 
a balance to the good of £3,596. 


Siam.—A cable, manufactured at Singapore, has been 
laid between the outer anchorage at Kohsichang and Bangkok. 
— Board of Trade Journel, 


Telegraph Convention.—The Emperor Menelik has 
signified bis desire that Ethiopia shall be admitted as an 
adherent to the International Telegraph Convention of St. Peters- 
burg of July, 1875. The new German Cable Co. formed to lay 
cables between Cermany and Brasil via Teneriffe, will announce 
its adhesion to this Convention during the summer of next year. 


Telegraphic Interruptions.— 


Port Arthur-Chifu 7 
Cotonou-Grand Bassam ... Oct. 29, 1908 
Zanzibar. Mombassa рее . . Sept. 11, 1908 
Dakar-Conakr  ... ws .. July 11, 1908 


Transvaal —The telegraph eystem in 1906-7 increased 
by 282 m. „f lue and 49 km. of wire; 4011 and 15 729 km. 
of lire und wire wero serial, while 8 and 224 km. were 
subterranean. There were 254 offices open to the public—an 
icrease of 12 over tbe previous year. Of the offices, 128 belonged 
to the railway service. The total number of telegrams dealt with 
was 3,441,864, against 3,594,835 in 1906. Of these, 1,187,070 were 
dispatched to, and 1,236,306 were received from, the interior, 51,048 
were sent by cable, and there were 967,440 telegrams in transit. 
Receipts amounted to £80 234, as against £93,239 in 1906—a 
decrease of £13,005. The Postmaster-General ascribes this decrease 
to the etate of the Colony's commerce, and the greater use of tele- 
pbon- s. The value of free oflicial telegrams was £16,469. On the 
шева gea sent by ca'le, th Tranevaal Government received by 
way of tolls £2,749—a decrease of about £443 as compared with 
1906, 

The telephone service increased by 270 km. of line on poles and 
by 47 km. underground to 1,100 and 107 km. respectively, while 
the length of wire increased by 15,056 km. to 42 600 km. 


March 9, 1904 


At Johannesburg there were 2,373 ordinary and 212 Government 
stations; at Pretoria the figures were 336 and 231. The number of 
offices increased by 490, as compared with 1906. Besides these offices, 
there were 66 public call offices, of which 41 were in the Witwaters- 
rand district and four at Pretoria. The number of conversations 
numbered about 9,000,000 and 1,'00,000 with Johannesburg and 
Pretoria alone. Receipts on account of the telephone service 
were £59,186, as against £54,582 in 1906. 

Under the heading of expenses appeared sums of £4,639, subsidy 
to tbe Eastern Telegraph Co., and for maintenance, &, of the 
telegraphs, £8,126, and of telephones, £5,925.— Journal Tele. 
graphique. 

United States.—The Telegraph Age states that the 
Atlantic Telegraph Co., of the United States, hss been acquired 
by the Telepost Co., of New York, of wbich Mr. H. Lee Sellers is 
the president. The Atlantic Co. was leased in 1867 to the Balti- 
more and Obio Telegraph Co. for a term of 20 years, which, in 
turn, was absorbed by the Western Union Telegraph Co. The 
lease expired in 1907, and as conditions of re-lease could not be 
agreed upon between the Western Union and the Atlantic Co., the 
latter again took over its own property. 


Wireless Telegraphy.—The managing engineer of 
the Marconi Wireless Telegraph Co., who has just returned from 
Canada, stated to an interviewer that his company expected shortly 
to be able to deal with 30,000 to 40,000 words a day across the 
Atlantic; at present it deals with about 5,000. 

A new wireless telegraph installation has been erected at Kahuku, 
Hawaii Islands. 

The German fishing industry is adopting wireless telegraphy. 
The flagship of the fleet is equipped, and can send messages to the 
mainland. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.—November 23rd. Stores, including electric 
lighting material, for the Great North of Scotland Railway Co. 
Forms of Tender from the Stores Superintendent, 80, Guild Street, 
Aberdeen. 


Algeria. — Bone. — January 15th. The monicjal 
authorities of Bone—a town of 43,000 inhabitante—are inwting 
offers tor the establishment and working of a central station fot 
public and private electric lighting and power purposes, and forthe 
construction and operation of a system of electric tramways, The 
Municipal Council will give a guarantee in respect of the tram- 
ways, and give the land on which to build the generating station. 


Argentina.—The Bolelin Oficial of September 24th 
contains a decree authorising the Government to arrange for the 
construction of the following telegraph lines :—(a) From Rio de 1м 
Piedras to Anta and Rivadavia ; (b) from Ledesma to Oran; (c) from 
Salta to Cachi, Molinos and Poma. A sum of 150,000 pesos has 
been set aside for this work.— Board of Trade Journal. 


Australia.— Tasmanta.— March 15th, 1909. Post- 
master-General. Telepbone switchboard, common-battery system 
and apparatus for use at subscribers’ premises, Launceston. Speci- 
fications and particulars of general conditions can be inspected 
at the offices of the ELECTRICAL REVIEW. . 

VicTORIA.— Three sets of testing instruments, for the P.M.G. 
See '' Official Notices " October 16th. 

VicTOBIA.— Submarine cable-repairing plant for the P.M.G. Ste 
" Official Notices " November 6th. 


Colchester.—November 80th. Electric lighting plant, 
motors, wiring, telephones, &c., for the Essex County Lunatic 
Asylum. See “Official Notices October 30th. 


Dublin.—November 30th. Stores for the Dublin United 
Tramways Co. (1896), Ltd. Вее “ Official Notices” October 30th. 


Eccles.— November 14th. Electric light wiring and 
fitting of the Cleansing and Scavenging Committee's buildings st 
the Town's Yard. Specification from the Town Clerk, Town Ball. 


Germany.—Tenders will shortly be invited by the town 
authorities of Stendal for the establishment of an electric lighting 
service, at a cost of 3,000,000 marks. 

_ AACHEN.—An extension of the existing electric establishment, 
involving an outlay of 106,000 marks, has been decided upon by the 
Town Council. 

GOTTRAZHOFER (WURTEMBERG).—Tenders are invited for an 
electric service, to cost 250,000 marks. 

The municipal authorities of Gottrazhofer (Wurtemberg) are 
about to invite tenders for the establishment of a central electrio 
lighting station in the town, 


| 
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Hackney. December 17th. b. C. electricity meters, of 
the ampere-hour motor type, for the electricity department. See 
“Official Notices” to-day. " 


Hungary.—The municipal authorities of Obecse are at 
present inviting tenders for the establishment of a central electricity 
station for the electric lighting, not only of Obecse, but also of two 
small towns in the neighbourhood. 


Manchester.—November 17th. Steel tie-bars, bolts and 

nuts for the T.C. Two steel boilers for heating purposes and 
' hard-drawn copper trolley wire for the T.C. Tramways Committee. 
J. M. McElroy, General Manager, Tramways Department, 56, 


Piccadilly, Manchester. 


Oldham.— November 20th. Mechanical stokers for the 
Greenbill generating station for tbe Electricity Committee. Speci- 
fications (one gninea) from Mr. S. W. Newington, Borough Electrical 


Engineer. 


Spain.—November 21st. The municipal authorities of 
Salt (province of Gerona) are inviting tenders for the concession 
for the electric lighting of the town during & period of 10 years. 
Particalara may be obtained from, and tenders are to be sent to, 
El Secretario del Ax untamiento de Salt (Gerona). 

November 20th.—Tenders are being invited by the municipal 
anthorities of Almoral (province of Alicante) for the concession for 
the electric Jighting of the town for a period of 15 years. Tenders 
are to be sent to, and particolare may be obtained from, El Becretario 
del Aynntamiento de Almoral (Alicante). | 

The Gacrta de Madrid of October 27th contains а сору of a Bill 
to ba laid before the Parliament authorising the Deputacion 
Provincial of Guipuzcoa to establish and exploit during 35 years an 
interurban telephone svstem, to render communication possible 
betweenithe various towns of the province.— Board of Trade Journal, 


Waketield.—November 19th. Stores for the Wakefield 
and District Light Railway Co. See Official Notices November 


6th. 

Warrington.—November 20th. Telegraph materials for 
one year for the Cheshire Lines Committee. S. B. Barton, Stores 
Superintendent, Cheshire Lines, Warrington. 


CLOSED. 
Dudley.—The Sanitary Committee of the T.C. has 
accepted the tender of the Horsfall Destructor Co., Ltd., for a 2-cell 
destructor, at £2,113. 


London. — Horrory. — The B.C. has received the 


following tenders (the disparity between the prices is as remarkable 
as ever!) for the electric light installation at the High Holborn 


Library :— 
John Bolding & Sons, Ltd. .. iaccepted) £78 
Barlow Bros. & Co. is ae T T аа .. 196 
Comyn Ching & Co.. Ltd. xs ©% we xa .. M5 
D. Hulett & Co., Ltd... ee ee ee e? ee ee 119 
Marryat & Place as a ae A oe - ss 131 


Foote & Milne, Ltd. Já Р" T 5 Ма es 
L.C.C.—The L. C. C. on Tuesday decided to accept the offer of the 
Frodingham Iron and Steel Co., amounting to £13,017, for the 
supply of slot rails and conductor tee rails, and that of Bolckow, 
Vaughan & Co., at £8,150, for track rails and fastenings. The 
Highways Committee have received eight tenders for the recon- 
struction of the bridge carrying Mare Street, Hackney, over the 
Regent's Canal. The lowest, which was submitted by Messrs. Dick, 
Kerr & Co., at £4,217, is recommended for acceptance. 


Milan.—The city of Milan is having a large hydro- 
electric station erected near Grossotto, in the Veltin, and a Milan 
correspondent of a German newspaper states that the committee 
entrusted with the examination of the tenders has arrived at the 
decision to place with the local Tecnomasio Italiano Brown-Boveri, 
which is a subsidiary of the Swiss firm of Brown, Boveri & Co., of 
Baden, the order for the delivery of three alternators of 10,000 н.р. 
each, whilst the Italian firm of Riva Monneret is to supply the 


hydraulic turbines. 


Perth.—Messrs. A. Westwood & Son have secured the 
eo for electric lighting work at the Central District School 
£76). 


Pontypridd.—The U.D.C. has accepted the tender of 


Messrs, Heenan & Froude for a refuse destructor, at £11,225, 


Portsmouth.—The T.C. has accepted the tender of the 
British Insulated and Helsby Cables, Ltd., at £554, for low-tension 
paper-inaulated cable. The next lowest tender was that of W. T. 
Glover & Co., Ltd., at £563. 


. Walsall.—The T.C. has accepted the following tenders 
in connection with the electricity undertaking :— 


Templer & Ranoe, Ltd. 16-in. atmospheric exhaust valve for condensing 
plant, £27. 
Worthington Pump Co., Ltd.—Two 24.in. sluice valves, £42. 
John Spencer, Ltd.—24-in. exhaust steam pipes, £133. —. 
Lacy-Hulbert & Co., Lid.—Portable air-compressor, £49. 


West Bromwich.—The T.C. has accepted the tender of 
Messrs. Heenan & Froude for the supply of а 2-unit destructor. 
The cost will be £11,000. | 


CONTRACTORS’ COLUMN. 


(The following information is published in the interests of electrical con - 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that-the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 


fully investigated.] 


ABERDEEN.— Houses and shops in Holburn Street, for J. Mearns, warehouse- 
man; Cameron & Watt, architects, 861, Union Street, Aberdeen. 
Addition to fish-curing premises, for J. Brodie, fish-ourer ; 
James Park, builder. Masonic Temple in Crown Streer; Н. 
X Lennan, architect, care of Jenkins & Marr, 16, Bridge Street, 
Aberdeen. 


ABOYNE (ABERDEENSHIRE).—House at Aboyne. G. B. Mitchell. architect, 148, 


Union Street, Aberdeen. 

ACCRINGTON.—New church. Vicar, St. Andrew's, Accrington. 

ALVASTON (DERBYSHIRE).—Buggested new Public Offices. Surveyor, Council 
Offices, Alvaston. 

ARBROATH.—Buildings in High Street and Church Street, for the High Street 
Co-operative Society. 

ASTLEY (Lancs.).—Blocks of houses, for the Pilkington Colliery Co. Mr. 
Cross, Astiey Feel Hali. 

BANBURY.—Additions to North Newington Schools. Architect to Education 
Committee, Oxford. 

BARNARD CASTLE.—House, Vane Road, for Mr. Hughes; house, Raby 
Avenue, for W. Heslop. 

BARNBLEY.—Grammar School for Boys in Shaw Lane (300 scholars). С. A. 
Bond, clerk to the Governors, Barnsley and District Holgate 
Grammar school, 8, Regent Street, Barnsley. 

BELFAST.—New schools in Seaforde Street; J. J. M'Donnell. architect, 27, 
Chichester Street, Belfast. Three blocks of warehouses at 
Murray's Terrace, for Belfast Linen Handkerchief Co. (£25,000) ; 
J. A, Hanna, Belfast. 

BIRMINGHAM (HaNpswoRTH).—Proposed secondary school for girls. Chair. 
man, Education Committee, Education Offices, Soho Hill, 
Handsworth. 

(Acock's GREEN).—Petty Sessions Court, cells and police station 

buildings, for Worcestershire C.C. Standing Joint Committee. 
A. B. Rowe, county architect, 30, Foregate street, Worcester. 


BISHOP'S CASTLE (SaLop).—New Congregational Church. 

BLAIRGOWRIE (PERTHSHIRE).—Proposed new church for U. F. congregation, 
Rattray. Mr. Owen, secretary of Committee. 

BOLTON.—Important colliery developments; Messrs. B. Scowcroft & Sons, 
Rosehill Collieries, Bolton. Eleven houses, Ashworth Lane; 
Меввгв. Scholes & Howard. Twenty houses off Chorley Old 
Road; Mr. Boyle. Additions to buildings; Bolton Model 
Poultry Farm Co. 

BOURNEMOUTH.— Proposed new church at Canford Cliffs (£12,000); Canon 
Dugmore, vicar of Cantord Cliffs. Enlargement of the National 
Schools, Moordown, 

BRAMPTON ar ams secondary schools for the Cumberland С.С. 

5,400). 

BRECHIN.—New hall in Montrose Street for City Mission. | 

BRIDLINGTON.—Proposed schools for 700 children, for the T.C. (£9,000) ; 
new high school tor girls (£6,65u); J. Earnshaw, architect, 
Carlton House, Willington Road, Bridlington. 

BURNLEY.—New Nurses’ Home at the Workhouse. G. and 8, Keighley, 
architects, Burnley. 

BURSLEM.—Alterations to premises, 6, Rushton Road. B. Swetnam. 

BURY.—New ootton store room at Foundry Street Mills; Roger Peel. 

BUSHBURY (Brarrs.),—New Council school in Bushbury Lane. ©. Balfour. 
Director of Education, County Education Offices, Stafford. 

CALSTOCK (ConNwALL)—New United Methodist Chapel and school. J. Н. 
keed, ‘lamar View, Calstock, 

CAMBRIDGE.—Proposed new Council offices. County Architect. 

CaNNOCK.—Sixteen houses, Green Heath Road, Hednesford, for W. H. 

. Moore; house, Hill Top, Hednesford, for A. Downes, 

CARDIFF.—Installation of electric light at Museum. Town Clerk, Cardiff. 

CARSHALYON.—Four houses, Wales Avenue, for E. J. Tinniswood.; 

CHATHAM.—Six bungalows, Walderslade, tor H. W. Brake. 

CHATTERIS.—Rebuilding of the Parish Church. J. Thompson & Co., builders 
Peterborough. i 

CHELMSFORD.—Cattle market shed, Chelmsford. 
surveyor, 16, London Koad, Cheimstord. 

CHESTER.—Public elementary school in Egerton Street, Boughton (200 
chudren); W. T. Lockwood, architect, 58, Foregate Street, 
Chester. Public elementary school in Cherry Street (660 
children); Douglas & Minshull, architects, 6, abbey Square 
Chester. : 

CHESTERTON (Causs,),—Houses, Richmond Road, for W. H. Bullman; De 
Freville Avenue, for A. W. Redding; High Street, for J. C. 
Newman, Store, incubator room aud oflice, Arbury Koad, for 
W. P. Hollis; photographic studio, 19, Humberstone Koad, for 
W. Tams, ' 

CLACTON-ON-StA.—Conveniences, East and West Cliffs, for the U. D.C. 
Surveyor, to the U. D. C., ‘own Hall, Clacton. | 

COVENTRY.—Four houses, Broad Street Jetty, for A. Cooper; six houses 
Broomfield Koad, 10r E. 'U'wigg ; extensions to premises, Foles- 
hii Koad, for Courtauld & Co., Ltd.; new street between 
Karlsdon Lane and Spencer Avenue, for G. F. Woodall; six 
New streets, Spencer Furk Estate, for Band, Hatton & Co. ЧЕЙ 

CREGGAN (LONDONDERRY). — New schools in connection with Christ Church. 

CRUMLIN e new colliery undertakings. Partridge, Jones 
an A 

DARLINGTON.—Locomotive works, at Stooperdale, for the North-Eastern 
Railway ; Win, Bell, architect to the N. E. t. Co., York. Houses 
Brighton Koad, for Harker & Co.; Beechwood Avenue, tor н. 
Manebam; Кисһецег Sreet, for Clark & Moscrop. Prnung 
works, Parkgate; Kitching & Lee, architects. 

DARWEN.—Elementary school, for 510 children, for the T.C, R. W. Smiths 
Saville, borough engineer and surveyor, Municipal Oftices; 
Darwen. 

DERBY.—New United Methodist mission premises, corner of Pear Tree Road 

and Carden Street (seat TUU) ; also proposed room lor working men 
(41,000). 

DoVER.— Two houses at Kingsdown; А. W. Thompson, builder, Cambridge 
Place, Lower Walmer, Deal. House, Kweli Minnis; by A. 
4 unbridge, builder, Alkham, Dover, DIM 


Chelmsford borough 


i at 


si a EEE x  ——-—"—— À— — 


844 


THE ELECTRICAL REVIEW. [VoL 63. No. 1,616, No. 13, 1908, 


2 ˙ ˙ewvꝛ v:... mecs CC CNN 


DUDLEY.—New bakery for the Co-operative Society (£2,480); Wm. F. 
Edwards, architect, Station Road, Blackhesth, near Dudley. 
Proposcd new Primitive Methodist Church in Vicar Street. 

DUNDEE.—Workshops, &c., in Irvine Square, for Gas Commissioners. J. 
Thompson, burgh engineer. 

DURHAM.—Business premises, Framwellgate, Waterside. for J. Gradon, 
Den North Road ; alterations at Halt Moon Hotel, for G. 

ell. 

EASTLEIGH (Hants.).—New schools (£4,868). M. Е. Fitt, builder, Reading. 

EDINBURGH.—Probable re-building, after fire, of the Uphall Oil Works, for 
Young's Paraftin Light and Mineral Oil Co. 

ELLESMERE PORT (near BinkENHEAD).—Propesed erection of mills for 
F. and A. Frost & Sons, millers, Chester. 

ENFIELD.—Infants’ department at the Southbury Road School, Ponder's End. 
а, Е, Т. Laurence, architect, 22, Buckingham Street, Adelphi, 

EPSOM.—New church of Bt. Barnabas (£3,340). A. C. Williams and W.G. 
Horseman, architects; G. E. Wallis & Sons, builders, Maid- 
stone. 

FENCE HOUSES (Co. Dunam).—Church Hall, at Shiney Row, for Rev. G. F. 
Holmes ; parochial hall at East Rainton, for Rev. J. Croisdale. 

FOLEBHILL.—New vicarage at Exhall, for Rev. C. Simmonds, vicar. 

FOLKESTONE.—Extensions to Victoria Hospital (£2,000). Adams Mewburn, 
architect, London. 

FROME.—Extensive additions to Milk Street Schools, for Somerset C.C. 
E. G. Ames & Son, architects, Cork Street, Frome. 

GILLINGHAM (Kent).--Proposed permanent church in connection with the 
Primitive Methodist Church. Rev. W. Wardle, pastor. і 

GLASGOW .—Two blocks of houses in Calder Road, Bishopbriggs, for Capt. A. 
Stirling, Keir; two tenements, New Street. for J. 8. Campbell, 
Bishopbriggs; ten tenements in Holmlee Road and Garry 
Street, Cathcart, for 8. Stevenson & Co., Logan Street. 
Polmadie; tenement houses, Arthur Street and Busby Road, 
Clarkston, for Wm. Hawthorne, Main Street. Busby; double 
villa, Brackenbrae Road, Bishopbriggs, for Wm. Stevenson, 
Crosshill, Glasgow. i 

GOLBORNE (Востн [axcs.).—Important sewage works developments. Bur 
veyor, Golborne District Council. 

GOSPORT.—New Baptist Church and schools in connection with Avenue Road 
Church. Rev. W. H. Berry, pastor. 

GOUROCK (RENFREWSHIRE).—New church at Ashton (£4,000). 

SUID EG TE to the Royal Grammar School, for the governors 

1,000). 

HABTINGS.—Pair of semi-detached villas, В. Helen's Park Road, for F* 
Gildersleave, Birds Place, Hastings; F. S. Gildersleave, archi- 
tect. Pair of semi-detached villas in Eversley Road, St · 
Leonards, for W. Field ; Coussins & Rothwell, architects, Have“ 
lock Road, Hastings. Alterations to Roselands, Battle Road» 
for R. Hole; Jeffery & Son, architects, Havelock Road» 
Hastings. 

HEADINGTON (Oxon.).— Proposed church. 
Hightield, Oxon, treasurer. 

HEATLEY (Cnresnire).—Improved sewerage scheme. Surveyor, Council’s 
Oftices, Lymm, Cheshire. 

HECKMONDWIKE.— Warehouse, Artillery Street, for W. Walker. 

HELSTON.—Bungalow, for W. Thomas; farm dwelling house at Mawgan, 
for Sir Vyell Vyvyan; bungalow at St. Keverne, for W. 
Roskruge ; house, at Wendron, for Jas. Richards. 

HEMSWORTH.—Houses, Grove Cottage Lane, for G. Hillier; Low Ackworth, 
for Joseph Brown; Carr Lane, South Kirkby, for E. Deaville. 

HEREFORD.—Mortuary chapel at the Cemetery, for the T. C. John Parker, 
city surveyor. 

HERNE BAY.—House, Fleetwood Avenue, for R. N. Cattle. H. Pettman, 
architect, 15, High Street, Herne Bay. 

HIGHER BROUGHTON (Lancs.).—Lecture Hall and Institute. F. W. Dixon 
and Son, architects, Manchester. 

HODDESDON.—Probable re-erection (after tire) of premises for the Revolution 
Split Pulley Works Co. : 

HORNSEA (near HvLL),—Two houses, Cliff Rond, for Hobson & Beal; five 

. houses, six villas and shop, for Mr. Pearcey. 

HOUGHTON.LE-8PRING (Co. Drruam).—Four houses, Bernard Street, for 
Ramsay & Fraser; houses and shops, Newcastle Street, for 
Geo. Bruce. 

HUNGERFORD.—Enlargement of School. 
Committee, Reading. 

HOVE.—Proposed extensions and improvements and installation of passenger 
lift at Sackville Road Hospital (£2,000). 

HOYLAKE (CHENHIREZ).— Higher Elementary School. 
Exchange Street East, Liverpool. 

HU LI. Houses, Ryde Street, for A. Williamson; foutheoates Lane, for J. 
Duffield; The Park, for Н. Bignold: Anlaby Road, for T. J. 
Watts, builder, 2:4, St. George's Road; Marlborough Avenue, 
for J. E. Wray; Derwent Street, for E. Russell; Garden Village, 
for the Garden Village, Ltd.; Holderness Road, for G. J. 
Kennington; four shops and three houses, Holderness Road, 
for W. Jackson & Sons, Ltd.; dairy, «&c., 99, New Bridge Koad, 
for J. Cutting. Alterations and additions to Craven Street 
School: J. H. Hirst, city architect, Town Hall, Hull. Premises 
in Holderness Road; A. Easton, architect, 7, Land-of-Green- 
Ginger, Hull. 

ILKLEY. —Proposed electric lighting at Council's gas works, also public baths 
contemplated. Surveyor, Council Offices, likley. 
KEARSLEY.—Two houses, for J. W. Hilldrup & Co., Moss Rose Mills, 

Kearsley. 
KIRBY-IN-CLEVELAND.—Honse, stables, &c., for S. Dunning, Oxford Street 
West Hartlepool. : 
KIRKHAM.— New buildings in Freckleton Street. Utton Brothers. 
LEICESTER.—Primitive Methodist Church and school in Marlborough Road. 
LERKWICK.— Works in connection with the Harbour extension, 
216, Union Street, Aberdeen. 
LIMPSFIELD.—House, Tenchley's Lane, for E. Bryant Johnson. 


LINCOLN,.—Houses, Cecil Street, for C. Sands: workshop, Bt. Benedict's 
Square, for Binks & Co., cycle manufacturers : rebuilding and 
ndditions to. turnery at w ood works, and smiths’ shop, for 
Ruston, Proctor A Co., Ltd., engineers; club room at hake- 
speare Motel, for A. and B. НАП; probable re-erection (after 
fire) of works fur Cannon & Co., plue and size Manufacturers 
Boultham. : 

LIVERSEDGE.—4Additiong to the works of the Stanley Coal Co.; working 
men's club, Hightown, for T. Hoisíall. | 

LONDON (Hoxtos),—Adaptation of part of Hoxton House for temporary school 
(electric lighting to be installed. by direct labour); T. J. Bailey 
architect to L. C. C. Education Committee. | i 

(Wool. wich, B. E.).— Shop at 27, Herbert Koad, for W. Butch. 
(Woop Green, N. —SGcondary school (£127,000) Mide : 
` М k ; NS Ы * id > » 
Education Committee, Guildhall, Westminster, S. W. sian 
(E.U.).—Contemplated. enlargement of the Cripplegate Insti 
ty B : д T ; 11 . 
B. T. 5winstead, Chuirmam of the Institute. Pp и 
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LONDON (HAcxxEx, N.E.) — Building at 10, Tower Street; T. Gates & Sons, 
builders, 187, Queen's Road, Dalston, N.E. Two two-storey 
| factorics ; Hodson & Whitehead, architects, 7, Finsbury Square, 
E.C. Addition to warehouse; N. Fortescue, contractor, 215, 
Mare“ Street, Hackney., Additions to 40, Chatham Place; 
Hodson & Whitehead, architects, 7, Finsbury Square, Е.С. 
Formation of two streets 40 ft. wide, between Spring Hill and 
Craven Walk; British Land Co., Ltd., 23, Moorgate Street, E. C. 
Higher school, Lauriston Road, South Hackney (320 places) 
(11.773); T. J. Bailey, architect to L.C.C. Education Com. 
mittee. 
(Нуре Park CORNER, W.).—Additions at Tube Station. D. Joseph, 
architect, 73, Basinghall Street, E.C. 


(8.W.).—Shop at 105, Lupus Street, Pimlico. Brient & Вор, sur. 

veyors, 200, Kennington Park Road, S. E. : 

: (CHELSEA, S. W.) .— 683 tenements, and 53 lock-up shops (£150,000), 
near Marlborough Square, for Trustees О Sutton Estate. 
E. C. P. Monson, architect, 182, High Street, Acton. 

(E.).—School, Marner Street. T. J. Bailey, architect to L. C. C- 
Education Committee. 

(W.).—Adaptation of Empress Hall, Earl's Court, as а roller-skating 
rink. A. О. Collard, architect, 8, Buckingham Street, Strand, 
W.C. 

(UPPER TOOTING, 8.W .).—Additional workshop at Bt. James Road 
branch workhouse; F. W. Piper, Clerk to Wandsworth 
Guardians, St. John's Hill, 8.W. 

(WILLESDEN, N.W.).—Sixty-five houses, Ellesmere and Aberdeen 
Roads; J. C. Hill, builder, 56, Glenmore Road, Hampstead. 
St. Gabriel's Parish Hall, Chichele Road. Proposed additions 

to hospital; W. J. J. Stewart, medical superintendent. 

(LEwisHan, 8.E.).—Five houses in Chalcroft Road; W. J. Scudamore 
and Song, builders, 18, Manor Lane, Lee, S.E. Nineteen houses 
in Muirkirk Road; Norfolk & Prior, architects, 4, Station 
Buildings, Catford Hill, В.Е, 

` (BEnwowpskv, 8.E.).—Additions to Guy's Hospital; Woodd and 
Ainslie, architects, 20, Tothill Street, S. W. Erection of vestry 
and porch at St. Paul's Church, Kipling Street; J. M. Kennard, 
architect, 18, Railway Approach, London Bridge, В.Е. 

(LEyToN, N.E.).—New Council school in Sybourn Street. W. 
Jacques, architect, 2, Fen Court, Fenchurch Street, Е.С. 

LONGHOR (GzAM.).—Extensive additions to St. David's Tinplate Works. 

LOWESTOFT.—New secondary school. R. B. Nicholson, town clerk, Town 
Hall, Lowestoft. 

LUTON.—Houses, Talbot Road, for A. Butt; Dunstable Road, for 8. W: 
Johnson; Selbourne Road, for C. Н. White, builder, 73, Dun- 
stable Road; Reginald Street, for W. Baxter; Ridgway Rosd, 
for A. Cole, builder, 188, High Town Road: Hitchin Road, fot 
W. Frost; Reginald Street, for F. Chandler, builder, 78. Crow: 
well Road: Havelock Rise, for F. Summerfield; Albert Road, 
for W. Smith; Shirley Road, for J. Saunders & Son, Duke 
Street; off Ramridge End Road, for A. Mardle, builder, 18, 
Cowper Street; premises in Chase Street, for Geo. Linger: 
public house, Park Street, for Pryor, Reid & Co. ; additions to 
premises in Park Rtreet, for T. Day; alterations to premiset, 
George Street and King Street, for the London, City and Midland 
Bank Co., Ltd.; extensions to premises, Nelson Street, 
factory, Wellington Street, for A. К, Bird ; public house, 
Green, for J. W. Green, Ltd., brewers, Park Street, West. 

LYTHAM (Lancs.).--Detached house, St. Paul’s Avenue, for the Bt. Paul's 
Avenue Estate Co.; detached house, Park Avenue, for P. 

о erts. 

MALVERN.—Residence, Barnard’s Green, for Н. Williams; detached hous, 
Wilmot Road, Upper Howsell, for E. Lockyer ; additions Ю 
Shenstone, Church Street, for Mr. Trapnell. New schools in 
Somer's Park ; County Architect, Worcester. 

MANCHESTER.—Women's lodging house in Corporation Street. City ul 
tect, Town Hall, Manchester. 

MARSDEN (near HvppknsriELD).—New school for the West Riding of Yorks 
C. C. J. Vickers-Edwards, County Architect, Wakefield. 

MERTHYR TYDFITI..—Proposed new building for the X. M. C. A.: А. Young: 
secretary to the Y.M.C.A., Church Btreet, Merthyr Tydfil: 
Additional pavilion to Mardy Hospital; T. Aneuryn Rees, Town 
Clerk, Merthyr. Proposed conversion of Cyfarthfa 
Secondary School, &c. ; T. Aneuryn Rees, Town Clerk. 

MINEHEAD (SoxriisET).— House on the North Hill, for R. H. Holman. Andrew 
and Hogegood, architects, Williton, Somerset. 

MONK BRETTON (Yorns.).—Three houses near Rock Terrace: А. L. 
Goddard, architect, Barnsley Road, Cud worth. Three houses 
Се Lane, for Geo. Harrison. А 

MOSTON (near MaNncHESTER).—New St. Luke's Church. Rev. J. Appleyard, 
Rector, Moston. 

NEWCASTLE (Co. Down),--New baths contemplated. 

NEWCABTLE-ON-TYNE,—Publie hall and reading room at Shiremoor. En: 
largement of the head post oflice, for H.M. Office of Works; 
Postmaster, Newcastle-on- Tyne. 

NEWTON ABBOT.— Water works, pumps and engines for the R. D. C. & 
Dobell, engineer, Queen Street Chambers, Exeter. 

NORTHAMPTON.— House, Park Avenue; A. E. Anderson, surveyor 64, 
Abington Strect, Northampton. Additions to Admiral Nelson 
public house, The Green, for W. B. Troup. 

NORTHFLEET.—Houses, Downs Road, for Mr. Rix. 
architect. 


OLDBURY.—Proposed new schools at Abbey Road, Warley. B. Vernon 

d rotas to the U.D.C. Education Committee, Public Buildings, 
dbury. "T 

OTLEY (near lrswicH)—Additions to Silverdene (residence). B. Winship. 
architect, 9, Denning Road, Hampstead, N.W. 

PENISTONE.—New aecondary school for the Governors of the Grammar 
had (47,000). W. S. Braithwaite, architect, 6, South Parade, 

eeds, 
PENNINGTON (near Leta, Lanes.).—Renovation of parish church. Rev. 
| L. S. Murdoch, vicar. 

POOLHI.—House, water tower and pump house, Stanley Green, for Lady Wim. 
borne; motor house, Dursley, Longfleet Road, for Dr. Small; 
Liberal Club premises, Salisbury Road, Smart & Wyeth; 
houses, Bournemouth Road, for W. Comyns; Hainworthy, for 
Carter & Co., ltd. ; Penn Hill Avenue, tor J. Wright; Eaton 
Hoad, for W. P. Hayter & Bon; Sandbanks Road, for J. H. 
Wilson. Proposed new school in Richmond Road (000 places); 
Borough surveyor. 

PONTEFRACT.—Proposed secondary school for girls in the Park (£5,250). C. 
Lowden, secretary to the Governors of the Grammar School. 

| _ Ropergate, Pontefract. 

PRESTOLEE (Laxcs.).—Large sewage works contemplated. Burveyor, Rural 
Council, Bury, Lancs. 

PRESTON. - School buildings in Deepdale and Rt. Stephen's Ronds, for the 
Preston Education Committee. Borough surveyor, Town Hall, 

| Preston. | 

QUORN.—Villas, Chaveney Road, for д. C. Cradock and H. H. Bpeizht; houses, 

| Barrow Lance, tor Thompson & Gamble. 

READING,—Flementary school at Childrey (140 scholars); Berkshire Educa: 
tion authority. New Hall tor St. Duke's Church (£1,400:; 5. 
Btalhwoog, architect, 27 and 23; Market Place, Reading. En- 


largement of ihe Hospital (420,000); Chas, Smiſh & Обу 164 
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ROCHESTER.—Two houses, Cliffe Road, Strood, for W. Carter. 

ROTHERHAM.— Houses. Selborne Street and Lindley Street, for Charles 
Green; Bramwell Street, for Herbert James: Clement Street, 
for Miss E. Johnson; business premises, Badsley Moor Lane 
and Boswell Street, for the Masbro’ Equitable Pioneers’ 
Suciety, Ltd. 

ВТ, ANNE’S.—Technical Institute extensions, £1.200; public шегше” ; three 
pairs semi-detached houses in Bt. David's Road, J. Hall; 
alterations and ex*ensions to property for the Roman Catholic 
School Trustees, J. R. Bannister and J. Steele & Co. 

SALFORD.—Proposed new infants’ school in Robert Hall Street; Direction 
of Education, Salford. New place of entertainment in Garden 
Lane, Blackfriars, Salford, for T. Whiteley, Blackfriars Road, 
Salford. 

SALISBURY.—New Wesleyan Methodist Sunday School at Winterslow. 

SEDGELEY (near DvpLEYy).—New special! subjeots school. Staffs. Education 
Committee. 

SHAW (Lancs.).—Twenty-five houses in Bertha Street, and 43 houses in Grace 
Street and New Street. J. Whyte. 

SHEFFIELD.—New Church of St. Oswald's, Mill-houses. J. D. Webster» 
architect, Cairns Chambers, Sheffield. 

SILKSWORTH.—Houses, Somerset Street, for J. and W. Hodgson; Somerset 
Street, for W. Watson & Co. 

SOUTHAMPTON.—Four houses, Vincent Avenue; Jukes & Son, builders, 
Richmond Road, Southampton. Two houses, Charlton Road ; 
Јога & Sanders, architects, 23, Portland Street, Southampton. 
Twenty-eight houses in Hanley, Milton, and St. James’ Roads; 
J. V. Blake. Two houses, Winchester Street; Weston and 
Burnett, architects, 24. Portland Street, Southampton. Ex- 
tensions to Western District and Ascupart schools, for che 
Education Committee (£20,000). 

STANDISH,—Alterations and extensions to Dog and Partridge Inn. 
Brewery Co. 

STRATHAVEN (LANARKSHIRE).—New hall at Ward Street, Drumclog, for 
Lodge 211, I. O. G. T. 

STROUD (Gros.).—Proposed new Craft School, for C.C. (£4,000). ; 

BWANSEA.—Alterations to Westfa, Faton Crescent: Wm. Davies, builder, 
Weig Gendros. Conversion of disused church, Castle Btreet, 
into café, for the Kardomah Cafe Co.. High Street ; 12 houses on 
the Garden City site, for the Т.С. (£3,400). 

SWINTON (MANCHESTER).—New Council school in Cromwell Road. Secretary: 
Swinton and Pendlebury Educational Committee. А 

TAUNTON.—New residence at Staplegrove, for C. Riddle; additions to 
residence at Haines Hill, for G. H. Kite. i 

TONBRIDGE.—New building for the M. M. CG. A.; J. F. W. Deacon, president о, 
the Association. Two shops. Douglas Road, for Mr. Sears’ 
villas, Goldsmid Road, for E. Gillet; villas, The Drive, for J* 


Carley. 

WALKDEN.—Colony of houses at Tynesbank, and new engine houses and 
other developments at Mosley Common Collieries. Captain 
H. V. Hart-Davis, Bridgewater Ойїсев, Walkden. 


WALTON.ON-THE-NAZE.— New Council school for the Essex Edacation 
Committee. 
WARE.—House and shop, Wadesmill, for E. S. Hanbury. 
WARLINGHAM.—House, West Hall Road, for O. Quittenden. 
WARRINGTON.—Important alterations at Church Street Boys’ School: 
Director of Education. 
WESTON-SUPER-MARE.—New church (£8,000). Rev. Mr. Polehampton. 
WEYMOUTH.—Completion of the Ch urch of 8t, Paul, Westham (£9,000); &lso 
new St. Martin's Church. 
WINDSOR.-- New barracks for the War Office. 
Wandsworth, London, 8.W. 
WOLVERHAMPTON. — Alterations to the School Board Offices, Stafford Street 
T. Wolverhampton 


| Н. Fleeming, architect, Queen Square, 
d Nurses’ home at the Workhouse, Heath Town; A. W. Worrall 


architect, North Street, Wolverhampton. 
WORKSOP.—Showrooms, Bridge Place, for R. Shaw 

Stubbing Lane, for Foster & Mokes. 
WREA GREEN (near Brackroor).—New Workmen's Club premises. Secre- 

tary, Workmen's Club Building Fund Committee, Wrea Green., 


WREXHAM.—Public Hall and shops; Davies & Son, architects, Chester, 
Palace Theatre, shops and club ; T. Price, architect, Liverpool 


YARMOUTH.—Twenty.two houses, Priory Plain: J. Easloe, builder. Dene 
Side, Yarmouth. House, Norfolk Square, for W. J. Johnson. 


YEADON.—Cookery department at South View Schools, for the West Riding 
of Yorks C.C. J. Vickers. Edwards, county architect, 
Wakefield. г 

YORK.—New Wesleyan Sunday Schools at Stamford Bridge. E. Taylor, archi- 
tect, York ; Harrison & Co., builders, Aldwark, York. 


YSTRADGYNLAIS (BRECONSHIRE), —Intermediate school for 120 children. 
| J. С. Rees, architect, Parade Chambers, Neath. 


Oldfield 


J. & M. Patrick, builders» 


& Son; six houses, 
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The following orders are issued :— 

Monday, Nov. 16th.—'' A " Company. Infantry drill (Recruits) 6 to 7 p.m. 

Tuesday, Nov. Ith.—'* В’ Company. Infantry drill (Recruits) 6 to 7 p.m, 

Thursday, Nov. 19th.—''C Company. Technical drill, 7 to 10 p.m. 

Friday, Nov. 20th.— D" Company. Technical drill, 7 to 10 p.m. 

Tuesday, Nov. 17th.—-Medical inspection for recruits, 6.30 to 7.30 p.m. 

Wednesday, November Isth.— lecture by Capt. Phillips for Corporals. Any 
other N.C.O.'s may attend. 


(Signed) J. H. S. PHILLIPS, 
Capt. and Acting Adjutant, 
mm ERR FRE 
,. — — 


Fire Tests,— The British Fire Prevention Committee 
conducted, last week, an important series of fire tests with roller 
shutter doors intended to protect large openings allowable under 
the Buildi ig Act Amendments of this year. These doors were 
subjected to high temperatures for 24 hours and 4 hours respec- 

The official report of the result of the tests will be 


tively. 
Hib etree wiortly. 


|. ^ FORTHCOMING EVENTS. 


To-day's Events (Friday, November 18th).—At 8 p.m. Borough Polytechnic 
Institute, Borough Road, 8.E. Opening of tho Edric” Hall and 
new workshops by Earl Carrington. 

At 5 p.m. At the University College. Physical Society. Papers on 
“The Phono-Electric Properties of Potassium-Sodium Alloys,” by 
Prof. J. A. Fleming: Note on the Recombination of Ions in Air,” 
by Mr. P. Phillips; The Influence of Magnetic Field on the Photo- 
graphic Patterns Produced by the Electric Spark,” by Mr. A. W. 


Se Porter; for exhibition, “An Experiment Illustrating an Anomalous 


Etfect of Lagging Thin Wires," by Mr. A. W. Porter; and other 
papers. 

Saturday, November lith.—At&® p.m. At the White Bear Hotel, Dale Street, 
Liverpool. Liverpool and District Electrical Association ; smoking 
concert, to which all electrical or mechanical engineers are 
cordially invited, free. | 

At 7 p.m. At the Colonnade Hotel, Birmingham. Birmingham and 
District Electric Club. Paper on “ Electric Power for Small Con- 
sumers,“ by Mr. V. E. Walters. 

Monday, November 16th. At 8 p.m. Engineering Lecture Room, Armstrong 
College, Newcastle-on- Tyne. Institution of Electrical Engineers. 
Address by president of Section, Mr. A. L. E. Drummond. js nh 

Tuesday, November l7th.—At 7 p.m. Institution of Electrical Engineers 
(Glasgow Local Section). Annual dinner, at the Grosvenor. 

At 7.45 p.m. The University, Physical Laboratory, Manchester. I.E.E. 
Local Section. Lecture by Prof. E. Rutherford, of the University. 
(This lecture takes the place of the paper announced on ‘the 
Syllabus, by Messrs. R. G. and J. G. Cunhffe, on Vagabond Cur- 
rents," which has been postponed for the time being.) | 
At S p. m. At the Royal United Service Institution. Junior Institution 
of Engineers. Presidential address on“ Available Energy,” by Mr. 
J. Swinburne. . 
At 8 p.m. At the Argyle Hotel, Birmingham. Junior Institution: of 
Engineers, Birmingham Local Section. Presidential address by 
Mr. J. Swinburne on “ Available Energy,” to be read. 

Wednesday, November 18th.—At 8 p.m, Royal Society of Arts. Opening 
meeting, session 1903.9. Address by Bir W illiam White, K.C.B. 

Thursday, November 19th..-At 8 p.m. At the Institution of Civil Engineers. 
Institution of Electrical Engineers. Distribution of premiums by 
Col. R. E. Crompton. Inaugural address and reception by Mr. 
W. M. Mordey. i 

At 8 p.m. Rugby Engineering Society. Paper on u Incandescent 
Electric Lamps,” by J. Findlay. ' — 

Friday, November 20th. At 8 p.m. At the Institution House. Institution of 
Mechanical Engineers. Papers on The Resistance of Metals to 
Impact," by Messrs. T. E. Stanton and L. Barstow, and Different 
Methods of Impact Testing on Notched Bars," by Mr. F., W. Harbord. 

At&p.m. At the Siemens Institute. Conversazione of the Siemens 
Engineering Society. 
Saturday, November 218t.— Association of Engineers-in-Charge. Social, Dance. 


— i 


NOTES. 


Institution and Lecture Notes.—RovAL SOCIETY OF 
AnrS.—The programme of lectures for the Session, which is to be 
opened on Wednesday next with an address by Sir W. H. White, 


includes the following :— 


Caxror LrcrvRES.—Monday evenings, at R o'olock. « 
Oscar Guttmann, M. Inst. C. E., F. I. C., F. C S, ' Twenty Years’ Progress in 

Explosives.” Four lectures. November 23rd, 30th, December 7th, 14th. 
G. L. Addenbrooke, M. I. E. E., Electric Power Supply.“ Three leotures. 


January 18th, 25th, February Ist. 
Leon Caster, A. M. I. E. E., Methods of Artificial Illumination.“ Four 


lectures. February 15th, 22nd, March Ist, 8th. 
George Gerald Stoney, NM. Inst. C. E., Steam Turbines,” Three leotures. 


March 22nd, 29th, April 5th. 
F. W. ere * Aerial Flight." Three lectures. April :26th, May ard, 
10th. | | | 2 
Among the papers to be read after Christmas are the following: 
Mons, Yves Guyot, ' The Commercial Relations of France and Great 


Britain.“ 
A. J. Barry. Railway Development in China.“ | 
W. Rosenhaim, “ Тһе Application. of the Microscope to the Study of 


" Metals.“ 
C. R. Enock, The Resources of Peru.” 
Hon. J. Ferguson, C.M.G., * Ceylon, the leading Crown Colony, in 1909.“ 


INSTITUTION OF ELECTRICAL ENGINEERS (STUDENTS' SECTION). 
—The following is а list of arrangements that are announced for 
this Section for the 1908-9 session. The meetings will be held in the 
Library of the Institution, 92, Victoria Street, Westminster, on 


alternate Wednesday evenings :— 


November 18th.—Opening address by Mr. J. S. Highfield (Member) on The 


Responsibility of the Engineer.“ _ 
December 2nd.— Electric Road "Vehicles" (other than tramoars), by 


Stanley M. Hills. А 
December l6th.—'' Auto-Transformers and Metallic-Filament Lamps,“ by 


George Н. Stevens. 
January 20th, 1909.—** Modern Mining Switchgear,” by John F. Shipley. ` 
February 3rd.— The Direct-Current Variable-Speed Motor and its Appl: 
5 e Machine Tools,” by W. Stanley Lonsdale. 
ebruary I7th.—“ Purification of Boiler Feed Water,” b | ; 
March 3rd.—'* Rheostats,"" by J. B. Messent. кру Thomas Walmsley: 
March 17th. Central Station k. H. T. Switchgear an А 7 
Hetherington. ay trot à | and Control by Edward Е. 
MD E Supply,“ by W. Bernard Thompson 
ril 21st.—'* Bewage Pumping Electric: 3 аре 
Ар е E ping Electrically of a Small Town," by Joseph 8. 
“May 5th.—‘t Some Notes on Relays," by Ernest W. Moss. 


Е Annual general meeting for the election of Committee. 
The meetings will commence at 7.45 p.m. and terminate at 9.15 p.m. i 


The following premiums are offered by the Council fo 
papers read by students during the ке Опе 1 К 
two premiums of £5 eacb. Chairman of the Students’ Com- 
mittee is Mr. C. B. Nadaud (Extra Collegiatc), Mr. E. W. Moss 
(Extra Collegiate) being vice-chairman. Mr. George H. Stevens 
266, Barry Road, Dulwich Park, S.E., is the honorary secretary 

SIEMENS’ STAFFORDSHIBH ENGINEERING Socinty.—This Societ 
opened the session on October 28th, at the new “ Siemens Institute” 
Stafford. The retiring president, Mr. Lee Murray, delivered | 
dhott fuledictorg nddrem, touching upon the great steve which bud 
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attended the first year of the Society’s existence. Mr. F. W 
Schiller, the preaident for the ensuing session, then delivered his 
inaugural address on Combustion in Theory and Practice,” which 
was much appreciated by all present. It was illustrated by a 
number of lantern slides, and also by experiments which demon- 
strated graphically the theory of combustion. After considering 
these laws and the various fuels in use, the lecturer dealt with some 
well-known types of boilers, furnaces, and recording apparatus, 
indicating the sphere of ueefulness—and the demerits—of each: 
some valuable data concerning temperatures and draught were also 
included. Incidentally, the speaker made out a clear case for 
mechanical stoking, and emphasised the necessity of smoke preven- 
tion if only for reasons of fuel economy. We understand that some 
remarks re producer-gas drew forth rank heresy from a gas engineer 
who proposed the vote of thanks. 

ASSOCIATION OF TEACHERS IN TECHNICAL IxsTITUTIONS.—The 
fourth annual general meeting of the Association was held on 
Saturday, November 7th; Mr. Hanap, president of the Aasociation 
for 1907-8, occupied the chair. The annual report and financial 
statement were adopted. The newly elected president of the 
Association is Mr. J. Wilson, M. Se., head of the Chemical Depart- 
ment, Battersea Polytechnic, 8.W., who has acted as honorary 
secretary of the Association since its formation in 1904. His 
successor in that office is Mr. P. Abbott, B. A., head of the Mathe- 


_ matical Department, Regent Street Polytechnic, W. Ata meeting 


of the London branch of the Association held in the evening, a 
paper was read by Mr. W. J. Lineham on Technical Education at 
the Franco-British Exhibition.” Special reference was made to the 
excellent exhibits of the work of Trade Schools, Schools of Arts and 
Crafts, and the Technical Institutions. j 

INSTITUTION OF ELECTRICAL ENGINEERS (GLascow LocaL 
BzcrIoN).— The 7thannual dinner of this Section will be held on 
Tuesday, 17th inst. The opening meeting of the session took place 
on Tuesday last, when the chairman, Mr. W. W. Lackie, delivered 
his inaugural address, The Studente' Section began ite meetings on 
October 16th. . | 

Roya. SooreTy.—Lord Rayleigh having decided not to accept 
re-election as President (having occupied that office three years), 
the Council has nominated Sir Archibald Geikie, K. C. B., as President 
for 1908-9. 

METROPOLITAN ASSOCIATION OF ELEOTRIO Tramway МАХАОЕНВЗ. 
—A meeting of this Association was held at the Municipal and 
County Club, on Friday, 6th inst., when the following attended :— 
Мт. Blain, West Ham; Mr. Ullmann, Hast Наш; мт. Coveney, 
Erith ; Mr. Schofield, Leyton; Mr. Shaw, Ilford; Mr. Hammond, 
Metropolitan Electric; Mr. Howard, Barking ; Mr. Mittelhansen, 
Bexley ; Mr. Mason, South Metropolitan; Mr. Balfour, Dartford ; 
Mr, Goodyer, Croydon. Mr. Blain was re-elected chairman, and 
Mr. Goodyer honorary secretary. A communication from Sir 
E. R. Henry, Commiesioner of Police, was read with regard to 
various Metropolitan Public Carriage Licensing matters. The hon. 
secretary was directed to send a reply thereto. The chairman 
reported the result of an interview which the hon. secretary and 
himself recently had with several of the Metropolitan Members of 
Parliament at the House of Commons, regarding licensing matters. 
A discussion ensued, and it was ultimately agreed to furnish the 
various M.P.'s with tbe information they specially asked for. 

RovaL CoLONIAL IwsTITUTE.— On Tuesday last Mr. J. Henniker 
Heaton read a paper on Penny-a-Word Telegrams throughout 
tbe Empire.” Lord Jersey presided, and amongst those present 
were many representatives of Colonial Governments and others 
interested in Imperial communications. Mr. Heaton said that the 
public were paying 4 millions a year for what could be supplied 
for £130,000, and advocated the purchase of the submarine cables 
at market price, or the provision of new cables and overland lines, 
with the reduction of the charge for telegrams between all parts 
of the Empire to one penny a word. 

The Hon. R. Lemieux, P M.G. of Canada, expressed approval of 
the proposal. Mr. Marconi urged the claims of wireless telegraphy, 
which had transmitted 300,000 paid words across the Atlantic in 
one year, and, in reply to Mr. Heaton, said he would reduce the 
price at once to a penny & word if the Governments concerned 
would pay the working expenses of b th stations and a com- 
paratively moderate” subsidy. Mr. G. R Neilson pointed out that 
the data given in the paper were inaccurate, and other speakers 
took part in the discussion. 

INSTITUTION Or ELECTRICAL ENGINEERS.— Owing to the death of 
Prof. Ayrton, Past President, the General Meeting yesterday was to 
be adjourned after a reference by the President aud Prof. J. Perry 
to the loss which the Institution had sustained. The President 
will deliver his inaugural address on Thuraday next. 


Copper.— Messrs. Merton’s report for October 31st shows 
slightly decreased visible supply (51,532 tons, againet 52,245 for 
October 15th). No remarkable divergence from the average is to 
be noticed in the derivation of the copper. The tendency of the 
whole market, at present, is for buyers to come in, tired of waiting 
for prices to drop in accordance with the high visible supplies. 
There is a probability of this movement being aided by speculators, 
and, in case the disturbed political outlook be unduly long in 
clearing, increased prices must result. The election in the United 
States has had a temporary influence on prices. 


Fatality.— Last week the inquest was concluded on A. W. 
Gallard, 24, ап employé of the G.P.O., who died through inhaling 
gas at the bottom of a dcep telephone manhole in Bermondsey. Не 
was rescued by his mate, A. T. Foster, in an unconscious condition, 
and was taken to Guy's Hospital, where he suffered from frequent 
convulsions. After a week he died. Much mystery surrounded 
the question as to the nature of the gas, but it was not -solved, and 
the jury returned в verdict of death by misadventure. 


State Water-Power Monopoly in Switzerland — 
The new article of the Swiss Constitution recently approved by a 
national referendum provides that the utilisation of water-power 
shall be subject to the euperintendence of the Confederation. 
The Legislature will prepare the general regulations requisite for 
the preservation of public interests and for securing the appro- 
priate use of the water-powers, and inland navigation is to be con- 
sidered in this connection as far as is practicable. With this 
reservation the regulation of the use of the water-powers devolves 
upon the Cantons. Nevertheless, if the water courses which are to 
be drawn upon are under the authority of several Cantons, and the 
latter are not able to come to an understanding in respect of a 
common concession, the granting of the concession will become the 
business of the Confederation. The Confederation will also settle 
this question with the aid of the interested Cantons when the 
water-courses touch the boundaries of Cantons. The dues and 
taxes paid for the utilisation of the water-powers will belong to the 
Cantons or to those justified by the Cantonal legislation. In the 
cases of concessions proceeding from the Confederation, the dues 
and taxes will be fixed by it after hearing the Cantons concerned 
and giving just consideration to their legislation, whilst the daty 
of settling them in regard to the remaining concessions will be 
performed by the Cantons within the limits to be determined by 
federal legislation. The sale abroad of electrical energy produced 
by water-Lower can only take place with the consent of the Con- 
federation. All concessions granted after this article comes ioto 


‚ {отсе will be subject to the reservation of future federal legisla- 


tion, and the Confederation is empowered to issue legal regula- 
tions regarding the transmission and sale of electrical energy. 


Dolgarrog Aluminium Works.—Referring to the 
description of these works in our last issue, we understand that, 
as sub-contractors to Messrs. Bott & Stennett, Ltd., Messra. J. B. 
Saunders & Co., of Westminster, erected the 20,000-volt trans - 


‘mission line between the generating station at Snowdon and the 


Aluminium Corporation’s works at Dolgarrog, a distance of nearly 
13 miles. 


Manufacture of Telegraph and Telephone Plant.— 
In Monday's Parliamentary Papera, Mr. Joynson-Hicks asks the 
Postmaster-General whether the Post Office factories are intended 
or used primarily for manufacturing purposes, or are intended or 
used primarily for repairing purposes; whether the factory build- 
ings are utilised to their full capacity; and whether it is proposed 
to extend the use of the factories, more especially in view of the 
fact that the Post Office will shortly become the sole consumer of 
telephone apparatus in this country.—Mr. Sydney Buxton, in reply, 


states that the Post Office factories are intended and used primarily 


for repairing purposes. He does not think it would be expedient 
largely to undertake in present circumstances at the factories the 
work of telegraph and telephone manufacture. Of recent year 
British manufacturers have, with Post Office encouragement, pot 
down plant for telephone apparatus construction, and it is to 
them he looks for assistance in telephone development. His 


endeavour is to keep employment at the factories at a constant 


level, end for this purpose he entrusts certain items of construction 
work to them normally, and others from time to time. 


Electrical Production of Steel.—A paper dealing 
with this subject was recently submitted to the Frankfort district 
branch of the Association of German Engineers by Dr. Kollmann, 
of Eme, who has taken particular interest in the question. He 
pointed out that by the utilisation of blast furnace and coke oven 
gases a large reduction had been effected in the cost of production 
of electrical energy, and this had rendered it possible to employ the 
electric current as the most favourable source of heat for furnace 
work. Although the existing blast-furnace system would continue 
for a long period, the author considered that the electric furnace 
working as an electrode furnace or induction furnace with single- 
phase or three-phase current жоп! play an important part in intro- 
ducing far-reaching improvements in the quality of the liquid metal 
drawn from the basic converter or the open-hearth furnace. The 
system is specially intended to render the German iron and steel 
industry completely independent of foreign raw material, and at 
the same time to furnish а high grade quality of steel to the small 
works. Dr. Kollmann added that electrical steel would be of 
particular value for bridge work and other constructional works, 
durable railway rails and machine building, and would lead to a 
better utilisation of the material. 


Football.—On Thursday last week, at Peckham Rye, a 
match was played between the L.C.C. Tramways Sub-Station 


oe Club and Fairlawn (New Cross Depit). Result, a draw, 


Franco-British Memento.—From Messrs. Le Carbone 
we have received a beautifully-executed memento of their exhibit 
at the Franco-British Exhibition. It takes the form of a medallion 
in carbon, partly polished, on each side of which appears ай 
excellent design witn appropriate wording. 


Interment of Prof. Ayrton.— The funeral of the late 
Prof. Ayrton took place yesterday at Brompton Cemetery, and was 
attended by a large number of mourners, including representatives 
of the City and Guilds Institute, the Central Technical College, 
the Institution of Electrical Engineers, the Physical Society, the 
Royal Society and other bodies with which he had been connected. 
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WILLIAM EDWARD AYRTON, F. R. S. 


Ir is with deep regret that we record the death of Professor 
W. E. Ayrton, at the early age of 61. A pupil of Lord Kelvin, 
of whom he wrote an affectionate and reverent eulogy early in 
this year, Prof. Ayrton has not tarried long behind his old 
leader. He was а man of intense earnestness of character, of 
impetuous energy, and burning with zeal for the advance of 
science and the progress of civilisation ; indeed, it may he 
truly said of him that his career was like that of a volcano— 
the consuming fires of his mental activity burnt too fiercely 
for their mortal frame, which was never robust, and his con- 
stitution failed under the excessive strain imposed upon it. 
Prof. Ayrton’s health, in fact, showed signs of breakdown 


some years ago, and 
he was compelled 
for a time entirely 
to abandon his 
labours: at the 
Central Technical 
College in order to 
recuperate his physi- 
cal strength — an 
ordeal which, to 
his restless tempera- 
ment, must have 
proved unspeakably 
irksome. Although 
he recovered suffi- 
ciently to resume 
attendance at the 
College, his health 
had suffered irre- 
parable injury, and 
be was obliged to 
narrow the scope of 
his occupations ; of 
late years, indeed, 
he rarely took part 
ш the discussions 
of the Institution 
of Electrical Engi- 
neers, in which he 
had formerly been 
one of the most 
Prominent and 
popular speakers. 
From his youth 
Ayrton was marked 
for distinction, 
and before he 
attained bis ma- 
jority he secured 
an important 
post under the 


Indian Govern- 
ment, thus, like 
many of his 


fellow pioneers in 
electrical engi- 
neering, commenc- 
Ing his career by 
Way of the Telegraph Service. In this department he 
tapidly rose to the highest position open to him. In 1878 
he was appointed Professor of Natural Philosophy at the 
Imperial College of Engineering, Tokio, Japan. It was 
ете, two years later, that his famous collaboration with 
Prof. P erry commenced ; together they laid the foundation 
of technical education in Japan, and together their names 


me renowned throughout the world as leaders in tbe - 


science of electrical engineering. 
T In 1879 Ayrton became Professor of Applied Physics at 
e Finsbury College of the City and Guilds of London 


nstitute, where, a few years later, Perry joined him as - 


| Their combined 


genius gave rise to а series of electrical measuring instru- 
eld b besides other devices, which for a long time held the 
н y virtue of their excellence ; they established principles 

Ich have gtood to this day, and their inventions have 


Professor of Mechanical Engineering. 


WILLIAM Epwaxp AvRTON, F. R. S. 


become proverbial as > anticipating, in principle if 
not always in design, innumerable later inventions and 
apparatus. The clock-meter with magnetic braking, 
for instance, was one of their joint prodacts, while in other 
fields, the surface-contact system of electric traction, and 
(with Prof. Fleeming Jenkin) electric telpherage, were 
originated by Ayrton and Perry.” But we dare not 
embark upon an account of the pioneer work that they 
accomplished, as our space would prove insufficient for the 
purpose: suffice it to say that it was wonderful alike in ite 
extent and in the inadequacy of the remuneration they 
received for it. Ayrton and Perry, in fact, were fully ten 
years before their time ; their numerous patents expired in 
many cases ere their inventions had had the opportanity of 


making their true value appreciated, and a new generation 
arose which often 


failed to · realise 
its immense in- 
debtedness to these 
pioneers. | | 
The latter por- 
tion of Prof. Ayr- 
ton's career is, how- 
ever, better known 
to our readers; 
transferred to the 
Central Technical 
College of the City 
and Guilds Insti- 
tute in 1884, he 
held the post of 
Professor of Elec- 
trical Engineer- 
ing up to his 
death, and in that 
capacity he left 
upon the memory of 
thousands of stu- 
dents а vivid re- 
collect ion of his im- 
petuous energy, in- 
domitable courage 
in the face of diffi- 
culties, and origin- 
ality of thought. 
His aim was 
always to train stu- 
dents to ¢hink for 
themselves—a feat 
which in these days, 
as he well knew, 
was far from easy. 
From his labora- 
tories very many of 
our most talented 
engineers have 
emerged, and his 
name has been 
carried by them, and 
by his voluminous 
writings, which 
were marked by 
exceptional literary 


ability, to all parts of the world. His devotion to science 
did not hinder his regard for art and love of music, 
and Prof. Ayrton was formerly a constant attendant at the 
concerts of the Electro-Harmonic Society, being also a 
member of the Committee. 

In 1901 the Royal Society awarded Prof. Ayrton a Royal 
Medal, and he received many other distinctions. In 1892 
he was President of the Institution of Electrical Engineers, 
and for a long period he was Treasurer of that body. 

Prof. Ayrton was twice married. His elder daughter 
married Mr. Israel Zangwill in 1903; his younger daughter 
is unmarried. His widow, Mrs. Hertha Ayrton, has herself 
acquired distinction in the scientific world, her work on the 
physics of the arc being classical; and Mrs. Ayrton is the 
only woman member of the Institution of Electrical 
Engineers. To Prof. Ayrton’s sorrowing relatives and asso- 
ciutes we tender our sincere sympathy. 
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.  BLECTRICITY IN THE COTTON MILL. | 
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Ir is only within the last two or three years that the English doubling shed, erected by a well-known firm of fine cotton 
textile manufacturer has really awakened to the advantage Spinners and doublers. In this case electrical driving was 


of the electric drive only decided on 
—that is, if one after exhanstive 


may judge by pub- tests had been 
lished results. carried out, and 


Even now one feels possibly an addi- 
that he is, to a tional inducement 


large extent, half- was the fact that 


hearted in his enter- the firm had some 
prise ; he still clings 400 H.P. to spare 
tenaciously to his on its driving plant 
shafting and belt- at the original 
ing where possible, mills, which are 
even though dis- situated a short 
posed to do away distance away from 
with cumberous the new shed. | 
bevel gears, hidden It was decided 


in semi-solid grease, to utilise some of 
if old enough and this surplus power 


sufficiently worn. to drive a 120-KW. 
As to deviating generator from the 


from the modern main engine, and 
steam plant with this is supplemented 
а spacious rope race by a 120-KwW. 
attached—well, the Belliss “ Mersey” 
engine house 18 steam generator; 
usually the mill direct - current st 
owner's fetish, 230 volts pres 
and this may to AN Up-to-Date ELECTRICALLY-DRIVEN DOUBLING SHED. gure, generate 
some extent ас- at the original 


count for his hankering after the gods of his youth, espe- mill, is transmitted some 50 yds. through lead-cove 
cially when these have so frequently propitiated him in the cables, laid solid, to the distributing boards in the 
form of this world's goods. doubling shed. 
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ANOTHER VIEW OF THE SHED, SHOWING 12-. r. MEBSEY” MOTORS AND SWITCHGEAR ATTACHED TO THE FRAMES. 


This by the way; fortunately circumstances do arise The whole of the electrical equipment has been supplied 
occasionally when a really modern electrical drive appeals to and erected by Messrs. McClure & Whitfield, and as wil 
the mill owner, a case in point being a recently-built seen from our views of the shed, it provides an excellen 
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example of the modern individual drive, which has for some 
time been a feature of electrically-driven mills on the 
Continent. 

The shed itself contains 50 doubling frames and the 
necessary auxiliary machinery; each frame is driven 
direct by a 12-H.P. “ Mersey " motor, the starting and 
8 regulating switchgear being mounted just above 

e motor in 
case. The auxiliary 
machinery is also 
electrically - driven by 
a 38 and a 35-H.P. 
motor. Ав the tex- 
tile operations dealt 
with necessitate a very 
wide range of speed, 
variable speed motors 
were installed ; these 
are all fitted with 
ball bearings, and 
are of the interpolar 
type. 

Speed variation is 
of especial impor- 
tance in this class of 
work, and the speed of 
any frame may be 
carried to the highest 
limit according to the 
particular work being 
dealt with at the 
time. 

A reference to our 
views also demon- 
strates what can be 
achieved in the way of 
a bright and open shed, 
shafting, belung, &c., 
being conspicuously 
absent, in fact, in this 
case, a considerable saving was made in tLe shed structure, 
owing to the absence of shafting, &c. | 

Experience has already shown that the cost of running is 
abnormally low, and it is interesting toinote that-the pro- 


GENERAL View oF RoLLING MILL, WITH CoNTROL PLATFORM BEHIND. 
for the entire control of the rolling mill motor. The stored- up 
energy in the fly-wheel is made to neutralise the otherwise 
heavy current demands at periods of peak load on the mill, this 
being achieved by compulsorily decreasing the speed of the 
Ilgner set during such periods by means of a liquid resistance, 
automatically governed by a regulating motor, which intro- 


prietorg are installing some thousands of additional spindles 

to be driven from another 150-Kw. generating set. 

" n conclusion, we publish the views (p. 814) in order 

mill emonsirate a somewhat unusual feature in English 

M practice—the individual drive; we are indebted to 
cers. McClure & Whitfield for the photos. and particulars. 


AN ELECTRICALLY-DRIVEN ROLLING | 
MILL AT MIDDLESBROUGH. 


AMONG the many satisfactory signs of industrial development 
in the North-Eastern district, few are more important, from 


uv 


IL GNRR Moron-deNEBATOR, Messrs. Dorman, Lona & Co.'s RoLLING MILL. 


the electrical engineer’s point of view, than the adoption of 
electrical driving in connection with rolling mills. 

Qnite recently the Electrical Co., Ltd., equipped a large 
reversing rolling mill at Messrs. Dorman, Long & Co.'s 

Wire Mills, Middles- 
brough, and through 
the courtesy of the 
former firm we are 
enabled to give some 
details of the installa- 
tion. 

The operation of 
the plant is on the 
well-known IIgner 
system, in connection 
with the Ward- 
Leonard control; and 
this arrangement has 
so frequently been des- 
cribed that it is un- 
necessary to more than 
mention its salient 
features. The Ilgner 
set consists of a fly- 
wheel motor-generator, 
the generator— of the 
direct-current type—is 
coupled in series with 
the mill motor. The 
generator field is con- 
trolled by an exciter, 
and the variation or re- 
versal of the small ex- 
citing current provides 


850 


duces resistance into the rotor circuit of the driving motor 
88 required. 

The torque exercised by the regulating motor varies with 
the main current: an increase of the latter to maximum 
value enables the regulating motor to lift the electrodes, 
and thus introduce the necessary resistance, while on the 
other band, a decrease in the main current to a predetermined 
value—sach as occurs when the mill runs empty at the end 
of а puss —decreases the motor torque, allowing the electrodes 


THe MAN SwITCHBOARD, 


to fall and ultimately short-circuit the rotor of the driving 
motor of the Ilgner set, which consequently speeds: up, 
enabling the fly-wheel to store energy for the next, peak load 
on the mill. 


From this it will be gathered that the current demand on 


the mains is kept practically constant, despite the varying 


load of the mill motor. 


The particular plant at Messrs. Dorman, Long's works 
operates a rolling mill containing two housings, with 16-in. 
diameter rolls, intended for rolling angles and small girders. 

The mill is coupled to a compound-wound 600-volt motor 
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of 1,200 K. p., with a maximum output of 8,600 R. p., and 
в varying speed of 0-1 10-160 R. P. M.; the maximum to ue 
of the motor is 232, 000 ft.-Ib. A view of the mill is given on 


p. 849, the reversing mill motor being enclosed at the end, 
The Ilgner set consists of a 950-н.р. motor o i 


a 
» W 


139 -4:0 welt Bus Bare * % Bye Bore 


DIAGRAM SHOWING CONNECTIONS OF InLcNkR RoOLLINO MIL. 
PLANT. 


on three-phase current at 2,750 volte pressure and 
40 periods, and coupled direct to a 1,250-3,600 HP. 
dynamo, giving 600 volts pressure, and attached by a coup- 
ling to two 20-ton fly-wheels mounted on a separate shaft. 
By this arrangement it is po:sible to disconnect, the fiy- 


VIEW OF THE Юхсітав AND Liquip RES'STANOE WITH AvTOMATIC Recuiatine Мотов Mounten Ox Tur. 


wheels in case they are not needed—ie., if the maximam 
demand of the rolling-mill motor at a certain work does no 
exceed 950 H.P. T 
The Ilgner set, which is illustrated on p. 849, runs T 
maximum speed of 400 n.P.M., which & is decreased by 
the automatically controlled resistance to about 350 R. f. A 
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The energy for driving the set is taken from the mains 
of the Cleveland and Durham Electrical Power Distribution 
Co., Ltd. 

The Ilgner generator is provided with compensating coils 
on the Шегі system for the purpose of reducing the armature 
reaction, and thus securing absolutely sparkless commutation 
at all loads with a fixed brush position. 

The bearings of the fly-wheel shaft are water-cooled, and 
the fly-wheels are housed in a mussive sheet-iron case, in 
order to reduce the air friction, and accordingly the losses of 
the Ilgner set. All bearing are of the ordinary bush type, 
lined with white metal, and of very substantial dimensions, 
reducing the pressure per equare inch to a very low figure. 
The lubrication is supplied by oil under pressure from 
either motor-driven pumps or an elevated tank, to which 
the oil is conveyed by motor-driven pumps. In case of 
emergency, hand pumps substitute the motor-driven ones. 

An electric alarm is provided which calls the attendants’ 
notice should the oil supply fail. | 

In order to start the Ilgner set with its heavy masses, a 
special barring gear is provided consisting of a 15-H.P. motor 
with the necessary gear, this being cut off automatically when 
the Ilgner set reaches a speed of 3 R. P. u. The fly-wheels, 


: Girders 150 mm. 


Berlin, of which the Electrical Co. is the English represen- 
tative, has carried out a number of similar installations on 
the Continent, some data relating to a few of which we 


reproduce herewith. 


Electric Shock.—An Exeter correspondent writes: А 
young man who went from Tiverton by the last excursion to the 
White City last Saturday week put his finger on a live wire in a 
receas in a parapet in the Court of Honour and received.a severe 
shock. The finger was burnt to the bone. The authorities gave the 


sufferer 508. as a solatium." 


Croydon Tramway Athletes.—The annual general 
meeting of the members of the Croydon Corporation Tramways 
Athletic Club was held at Thornton Heath depót on 28th ult., 
when a large number attended, among them being Mr. T. B. 
Goodyer, A.I.E.E., tramways manager, president of the club, Mr. 
Н. B. Harris, engineer, Mr. C. G. Foster, superintendent (hon. 
general secretary of the club), Mr. H. E. Smith, hon. treasurer, ahd 
others. The accounts showed a total revenue of £154, and the balance 
remaining in hand was £22, which was carried forward. It was 
generally admitted that the affairs of the club during the past 
year had been eminently satisfactory, largely due to the untiring 
efforts of the hon. general secretary. . | 


| 
| 
| 
| 


| 
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Coal and | Girders 45 cm. | times | | | 96 tons | 8,000 v. 
Iron Co. Billets 50 K | | | | each. | 50 cycles. 
| 850mm. | TE ERN | | | 
Austrian and 4 housings | Rails 35 kg. 16 265x230, 20 21 | 20 | 750, Direct; 78 9,000 417; Two 2, 000 А С.\ 
Hungarian Cogging  Girders £O cm. max. 000х480 times | | | | | 26 tons ' , 5,200 v. 
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Which are each 14 ft. in diameter, are equipped with powerful 
water-cooled brakes for the quick stopping of the set. 

The exciter set consists of one three-phase motor, 80 H. P., 
2,750 volte, 40 periods, coupled directly to two continuous- 
Current dynamos, of which one serves to excite the fields of 
the Ilgner generator and the mill motor, and the other feeds 
à Special compound winding on the mill motor, with the 
object of strengthening the field and thus decreasing the speed 
at sudden heavy overloads. Through this device the current 
daring temporary overloads is kept within the limit for 
Which the automatic circuit-breakers are set. 

Our view on page 850 shows the exciter set, and the liquid 
resistance with automatic regulating motor mounted over it. 

he switchboard is of the enclosed cellular type, shown on 
page 850. The mill operator occupies a platform at one end 
of the Tolls, and has a full view of the work which he 
controls ; the platform carries a controller with a simple 
shunt rheostat specially designed for this class of work, also 
а small desk-shaped switchboard with instruments for 
informing the operator as to the speed and power consumption 
of the Tlgner set and mill motor. 

_ The Whole rolling mill is controlled by a single lever. It 
is interesting to note that the Allgemeine Elec. Ges., of 


| 75 x 75 times 
| | 
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Further Opinions Regarding the Manchester 
Exhibition.—“ Wires and Cables" say that the Exhibition was 
one of the best, if not the best, electrical exhibition. Success 
greater than anticipated. Wires and cables brought before right 
people. It would have taken a very long time in the ordinary way 
to bring them before such a number of people as during the four 
weeks of the Exhibition. Large numbers of. inquiries for wires and 
cables for all purposes, and some orders were actually booked in 
the Exhibition. The after effect should be good, though, owing to 
the depressed state of trade generally, it may be some time before 
the full benefits are realised. | 

" Electric Lamps” answer question (1) in the affirmative.  Exhi- 
bition is expected to lead to orders in their case, though the good 
effect upon the electrical trade will not continue for a very long: 


period. 

“Other Lamp Makers” write in terms showing that they are 
delighted with the result, which has been a “ surprise and wonder” 
to them. New calls and inquiries continually. Many orders for 
lamps obtained, some of them for large quantities. Many promises 
were received, and orders are expected. Contident that good effect 
will continue. i 

“Arc Lamps” report that the results of the Exhibition, so far 
as tbeir experience goes, and speaking particularly as arc lamp 
manufacturers, are satisfactory. They have been brought into 
touch with a great number of probable buyers in the trade, and the 
Exhibition has also given them an excellent opportunity of 
interesting factory and mill owners, tradesmen, &c. Е 
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(Continued from page 846.) 
What Allowance for Depreciation ? — In the 


United Kingdom the low-fare craze has been carried to excess, 
with consequent drop in earnings which prevents many 
tramway undertakings being run as profitable concerns. But with 
all the shortcomings that may be witnessed, we have not here 
anvthing in any way approaching the state of things described in 
the following song that was written recently for an American 
Transportation dinner, but was not sung, as the dinner didn't come 
off. We are indebted to one of the Electric Railway Journal's 
daily editions, issued in connection with the Convention held last 


month, for the lines, which we print for the edification of some of 
our tramway readers :— 


Tell me what’s this awful object 
Comin’ down the village street, 
With a bumpin’ and a thumpin' 
That it’s difficult to beat: 
With a rattlin' and a shakin’ 
And the squeak of rusty steel, 
With a dingy coat of varnish 
And a flat spot on her wheel ? 


Oh, her trolley pole is busted 
And it’s fastened up with string ; 
Her armature’s short-circuited ; 
Her foot-gongs will not ring. 
All her gears are worn to shadows, 
So she shrieks as she goes by 
With a spavin on ber fender, 
And her journal boxes dry. 


And the road-bed there in Podunk, 
It would surely give you pain; 
It is bulged by many winters, 
It is washed away by rain. 
It has never had new ballast, 
It has never known repair, 
And a single solid rail-joint 
Would make Podunk sit and stare. 


Now, the cause of these conditions, 
'"Twouldn't take you long to guess, 
Though the village counci) members 
Wouldn't willingly confess: 
For they passed an '' 8-fer" franchise 
And they knocked the earnings down— 
So the trolley line in Podunk 
Is & black-eye to the town. 


Birthday Honours.— In the list of Birthday ' Honours 
issued on Monday last, there are as usual few rewards that interest 
the electrical man. Sir C. B. McLaren, Bart., M.P., chairman of the 
Metropolitan Railway Co., and of leading iron, coal, and ship- 
building companies, is made a Privy Councillor. Mr. Luke 
White, M.P., whose name is chiefly familiar in electrical circles 
because of his services rendered as chairman of the London Electric 
Power Bills Committees, receives the honour of Knighthood. By 
far the most interesting announcement from our point of view, is 
that of the conferring of a Knighthood upon Prof. J. J. Thomson, 
D. Sc., LL. D., Ph. D., F. R. S., president-elect of the British Associa- 
tion for next year's meeting at Winnipeg, Cavendish Professor of 
Experimental Physics at Cambridge since 1884, and Professor of 
Physics at the Royal Institution since 1905. We tender our heart 


y 
congratulations to Sir Joseph John Thomson on this well-merited 
recognition of his services in the cause of science. 


Electric Supply Cricket League.—The following are 
the particulars of the points scored during last season by the clubs 
affiliated to this League, from which it will be observed that 
the Kensington and Knightebridge Cricket Club are the winners 
of the cup this 8eason :— 


Ken«sineton and Knightsbridge Electric 


18 points. 
Central Electric .. - 1l T 
Bt. Pancras Power .. s .. - T T © | ii 
Bt. James' Electric ee T T .. .. 10 i 
City Electric .. oe T ws .. T T 2 L. 
bt. Marylebone is 


ee 5% oe v T 0 
Mr. A. W. Seabright, hou. sec. and treasurer, 19, Cadogan Gardens, 
S. W., will be pleased to furnish electricity supply cricket clubs 


with any information they may desire to have in connection with 
the League. 


Electric Fire-Control Circuits on Battleships.—The 
official electrical trials of the fire-control circuits and fittings (gun 
and torpedo) which have been recently installed in the battleship 
New Zealand at Devonport, were tested on Monday, with satisfactory 
results. The battleship has since left for Portland, and at an early 
date she will carry out the annual battle practice, when the new 
fittings will be put through further exhaustive trials. 


Smoke Prevention Apparatus.—The Sheffield Feder- 
ated Health Association are promoting an Exhibition of 
Smoke Prevention Appliances, to be held in the Corn Ex- 
change, Sheffield, from March 1st to 20th next year. Any 
information will be gladly furnished by the Secretary of the Asso- 


ciation, Mr. Wm. Bashforth, 45, Bank Street, Shefteld, who will 
abt ah ооа to the Dehibition. 


~ 


The Davies Boiler Patents.—In the Chancery Divi- 
sion of the High Courts, on October 29th and 30th, the case of 
Davies v. Davies Patent Boiler, Ltd., was heard, and judgment wag 
delivered. It was a claim by plaintiff that he was entitled to 
Patent No. 903 of 1907, free from all claims on behalf of the 
defendant company, and he sought an injanction to restrain the 
defendants from claiming the benefit of the patent, as their claim 
was hindering the negotiations for the disposal of the British 
patent. Defendants counterclaimed, seeking to establish that if 
the 1907 patent was an improvement on the 1903 invention they 
were entitled to all foreign patents in respect of it, irrespective of 
the date when the invention was made; but even if it was not an 
improvement it was still an invention, and was made during the 
period in which plaintiff was employed by the Premier Boiler 
Tubes, Ltd., and therefore they claimed the British patent and the 
invention under another clause in the agreement made between 
themselves and the plaintiff. То the course of his judgment, Mr. 
Justice Swinfen-Eady said that the counterclaim would be die 
missed, and declared that the plaintiff, John Prothero Davies, was 
entitled to the Lettera Patent No. 903 of 1907 free from all claims 
on fhe part of the defendant company, and that the defendant com 
pany were not entitled to any interest in any invention in relation 
to boilers or boiler tubes made by the plaintiff since November 14th, 
1906. Defendant company were to be restrained during the con- 
tinuance of the said patent from claiming the benefit thereof, and 
to be perpetually restrained from claiming any interest in an 
invention in relation to boilers or boiler tubes made by plainti 
since November 14th, 1906. | i 

In regard to tbe above, we are informed that Messrs. Edward 
Le Bas & Co., of Dock House, Billiter Street, E. C., have now 
definitely taken over the Davies boiler patents which were in dis- 
pute, and Mr. Davies is now with them. They are about to place 
the manufactures under the patent on the market. 


Scandinavian Water-Power.—An interesting survey 
of the natural water-power resources of Scandinavia and their бош- 
mercial importance is furnished by а report of Mr. Sven Lubeck, a 
member of the Consulting Engineer Bureau for Water Works at 
Stockholm. The aggregate water-power of Sweden, Norway, and 
Finland, he says, amounts in round figures to 42,000,000 H.P., of 
which Sweden possesses 10,000,000, Norway 28,000,000, and Finland 
4,000,000. The utilisable power aggregates 10,000,000 H.P., of 
which 4,000,000 falls to Sweden, 5,000,000 to Norway, and 1,000,000 
to Finland, or in the ratio of 40 per cent., 18 per cent., and 25 per 
cent. of the actual powers respectively. The power at present 
utilised in works in existence, or projected, is only 220,000 H. r. in 
the case of Sweden, 220,000 in that of Norway, and 60,000 in the 
case of Finland. The largest developments of power production 
in Sweden are situated in the Lulé Elf, 240,000 H..; in the 
Angerman Elves, 455,000 H. p.; in the Dal Elf, 320,000 H. P.; and in 
the Gota Elf, 150,000 н.р. In Norway the largest power producers 
are the River Glomen, which affords an available power of 
1,100,000 R..; the Drammen Elves, 500,000 н.р.; and the Ашё 
Elf, 90,000 R. p.  Finland's great water-power plants are the 
Wuoksen, 300,000 н.р. ; and the Ule Elf, 150,000 нр. 

Electrical production is greatly favoured by the fact that 
the numerous lake basins are generally situated in the middle 
of the courses of the rivers, thereby affording easy and cbesp 
control of the flow, with increase in the heights of the falls. Thus, 
in Norway, heads of 10 to 15 m. can be utilised ; in North Sweden, 
5tos m.; in South Sweden and Finland, 1:bto 2 m. In South 
and Middle Sweden, the water-power has tbe advantage of being 
situated near the sites of consumption. On the other hand, the 
utilisation of the water-power of North Sweden, Finland and 
Norway involves, for the development of their ore deposits, the 
construction of railways, for which the first. and last countries have 
already drawn up plans, Norway is particularly well placed, 
owing to the great height of its falls, low control and construction 
cost, and a purchase price ranging from 50 to 100 kr. per Н.Р., against 
200 kr. in Sweden. In South and Middle Sweden, in consequence 
of the local circumstances, the utilisation of even small falls ol 
2 to 3 m. сап be carried out very economically, In these areas the 
power generated is devoted to electric lighting, railway working 
and town industries; more particularly, owing to the low cost of 
the. energy, to the production of chemicals, and notably sulpharic 
acid; also to wood working and iron smelting. 

The economic value of these water-power resources bas, so far М 
the latter have been developed, already been demonstrated by ite 
influence on the imports and exports of the respective countries. 
Mr. Lubeck estimates its probable effect on Sweden’s future com 
mercial position when 1, 300,000 R. P., or one-third of its utilisable 
power resources, are brought into operation. The coal imports in 
the year 1904, totalling 4,000,000 tons and yielding 700,000 HP. 
will, he eaye, be reduced by the employment of 400,000 hydraulic 
horse-power for light and power purposes, from 60,000,000 kr., f 
30,000,000 kr., the import of manures, now to a value of 
11,000,000 kr., will, by the use of 500,000 K. p. of electric energy {of 
their local manufacture, not only wholly cease, but be changed into 
an export. of 15,000,000 kr. worth; the import of iron and steel will 
be leesened by the diversion of 200,000 н.р. to iron and steel 
smelting, worth from 32,000,000 kr. to 11,000,000 kr. The present 
export of iron goods to the value of 49,000,000 kr. will be increased 
to 80,000,000 kr., while the production and export of paper pulp 
will be augmented from 41,000,000 kr. to 70,000,000 kr. Further 
more, new industries will be founded as the outcome of dug 
motive power, involving additional exports of 40,000,000 kr.—a 
these factors tending to enlarge the national trade balance by a m 
of 21,900,000 kr, yearly in the near future. Similar stimolation 


will be afforded to the commercial expansion of the other Qan: 
ditte «биттөө, 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Mn. S. CAMERON GIBSON, 
borough electrical engineer, Nuneaton, was presented with a 
silver electric kettle and electric water-heater by the staff at 
the electricity works, on the occasion of his marriage, which took 
place recently. He was also the recipient of a marble chiming 
clock, suitably engraved, presented by the Town Council's cfficials 


and staff. 
Мв. 5. A. Lovick, canvasser in the Fulham Borough electricity 


and lighting department, has sent in his resignation, and it has 


been accepted. 
Мв. E. Mupp has resigned his position at the Sheffield tramways 


power station, in order to take up a post with the Cleveland and 


Durham Electric Power, Ltd. 
Мв. F. H. Міхснім, senior switchboard attendant of Horsham, 


has been appointed junior assistant at Leek. 


General.—At the annual statutory meeting of the 
Glasgow T.C., following upon the November election, ex-Bailie 
James Macfarlane was reappointed convener of the Tramways 
Committee and Bailie W. F. Russell sub-convener. Deputy-River 
Bailie J. W. Stewart was chosen as convener of the Electricity 
Committee, with ex-Bailie James Willock as sub-convener. Mr. 
W.C. Martin (of Messrs. W. C. Martin & Co., electrical engineers), 
Glasgow, has been returned to the Glasgow Town Council as repre- 
sentative for Anderston Ward, by a big majority. 


Obituary.—F. А. C. PERRINE.—We regret to learn from 
our trans-Atlantic contemporaries of the death of Mr. Frederic 
А. С. Perrine, D. Sc., a leading American authority on long-distance 


power transmission, at the early age of 46 years. 


NEW COMPANIES REGISTERED. 


Garonne Valley Electric Supply Co., Ltd. (100,155).—This 
company was registered on November 4th, with a capital of £22,500 in £1 shares, 
to carry on the business of electrical engineers, electricians, engineers, 
contractors, suppliers of electricity, manufacturers of electrical apparatus, &c. 
The subscribers (with one ehare each) are:—A. Deby, 19, Gracechurch Street, 
E.C., civil and mining engineer; L. Deby, 19, Gracechurch Street, E.C., civil 
engineer; С. F. 8. Wright, 88 Bishopsgate Street Within, E.C., merchant; 
С.Е. Wallace, 61-2, Gracechurch Street, E.C., merchant; W. M. Edwards, 5, 
Earl's Court Gardens, S. W., gentleman; C. V. Joly, 6, Blundell Street, N., 
manufacturer; G. C. Pascal, Belgrave Villa, Belgrave Road, Wanstead, 
merchant. Table“ A"' mainly applies. Secretary, L. Deby. Registered office, 


58, Bishopsgate Street Within, E.C. 
R. J. Mecredy, Eaton & Davidson, Ltd. (3,365).—This 


company was registered in Dublin on October 30th, with a capital of £5,000 in 
£1 shares, to carry on the business of electrical engineers, &c. The subscribers 
(with one share each) are :—R. J. Mecredy, Vallambrosa, Bray, Co. Wicklow, 
Journalist; Н. N. Eaton, 54, Sidney Avenue, Blackrock, Co. Dublin, electrical 
engineer; H. 8. Davidson, 6, Wyndham Park, Bray, Co. Wicklow, electrical 
engineer. Private company. The number of directors is not to be less than 
three or more than five; the first are R. J. Mecredy, R. N. Eaton, and H. 8. 
Davidson; qualification, 250 shares; remuneration, £150 per annum each. 


Registered office, 49, Middle Abbey Street, Dublin. 
Imperial Brake Block Co. (of Great Britain and Ireland), 


Ltd. (100,163).—This company was registered on November 5th, with a capital 
of £20.600 in £1 shares, to acquire certain patents for inventions in relation to 
brake blocks for railway and other rolling stock, and toadopt an agreement with 
the European Brake shoe Co., of New Jersey, U.B.A. The subscribers (with 
one share each) are: - W. N. Schoff, 29, Great St. Helens, E.C., merchant; 
R. H. Liley, 29, Great St. Helens, E.C., manager. Private company. The 
number of directors is not to be less than two or mcre than seven; the first are 
W. D. S. O. H. Cutler (> W. D. Sargent, О. Н. Cutler), W. Whittam and W. N. 
Behotf; qualification, 20 shares; remuneration as fixed by the company, 


Registered oflice, 15, Cross Street, Manchester. 


Regent Electric Co., Ltd. (100, 189).— This company was 


registered on November 7th, with a capital of £100 in £1 shares, to carry on 
the business of manufacturers of and dealers in “Holmquist” and other 
electric light baths, mercury vapour lamps, and their appliances, electrical 


engineers, &c, The subscribers (with one share cach) are :—C. M. Holmquist, 


72, Regent Street, W., electrical engineer: Н. Curry, 9, Priory Grove, South 
Kensington, S. W., electrician. Private company. Table“ A"* mainly applies. 
Registered office, 16, Irongate Wharf Road, Paddington, W. 


OFFICIAL RETURNS OF ELECTRICAL - 
COMPANIES. | 


Underground Electric Railways Со. of London, Ltd. 


(73,376),--A statement of the total amount outstanding on July lst in respect of 
late and not required to be re- 


mortyages and charges created prior to that“ 

istered under Sec. 14 of the Cotupanies’ Act, 1900, has heen filed et ed 
Sec, 12 of the Opmpnaiies" Act, 1707. Particulars: Agreement dated 1908, 
yecutiutr £55,180 TA "d. 


“4 


British Tramways and General Construction Co., Ltd. 
(78,034). —A statement of the total amount outstanding on July 1st in respect of 
mortgages and charges created prior to that date and not required to be re- 
gistered under Sec. 14 of the Companies’ Act, 19C0, has been filed pursuant to 
Sec. 12 of the Companies’ Act, 1907. Particulars: Mortgage or charge dated 
1905, securing £21,189 158. 9d. 

British Aluminium Co., Ltd. (41,104).—A memorandum of 

satisfaction, to the extent of £187,672 of debentures dated November fth, 1899, 
securing £300,000. A statement of the total amount outstanding on July Ist in 
respect of mortgages and charges created prior to that date and not required to 
be registered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant 
to Sec. 12 of the Companies’ Act, 1907. Particulars: Charges dated 1899 and 
1908, securing £430,745. 
- Northallerton Electric Light and Power Ca., Ltd. (59,301). 
— Particulars of £5,000 debentures created by resolution of December lth, 1900, 
have been filed pursuant to Sec. 10 (3) of the Companies’ Act, 1907, tbe amount 
of the present issue being 4260. Property charged: The company's assets, 
prosent aud future, including uncalled capital. No trustees. . 

A. Reyrolle & Co., Ltd.—Particulars of £20,000 debentures 
created by resolution of April 17th, 1907, have been filed pursuant to Sec. 10 (3) 
of the Companies’ Act, 1907, the amount of the present issue being £600. 
Property charged: The company's undertaking and property, present and future, 
including uncalled capital. No trusteer. 


Notting Hill Electric Lighting Co., Ltd. (25,921).—A trust 


deed dated September 29th, 1908, to secure £50,000 second debenture stock . 


issued jointly with the Kensington and Knightsbridge Electric Lighting Co., 
Ltd., has been registered. Property charged: Freehold land and generating 
station with fixed plant and machinery thereon, near Wood Lane, Hammer- 
Smith. Trustees: R. E. B. Crompton, Thriplands, Kensington Court, and 
А. E. Franklin, 21, Cornhill, E. C. A statement of the total amount outstanding 
on July lst in respect of mortgages and charges created prior to that date and 
not required to be registered under Sec. 14 of the Companies! Act, 1900, has 
been filed pursuant to Sec. 12 of the Companies’ Act, 1907. Floating charge 
dated June 17th, 1897, and securing £64,000, and charge dated July 12th, 1900, 


securing £100,000 debenture stock. 


Kensington and Knightsbridge Electric Lighting Co., Ltd. 
(26,193).—A trust deed dated September 29th, 1908, to secure £50,000 second 
debenture stock issued jointly with the Notting Hill Electric Lighting Co., Ltd., 
has been registered, Property charged: Freehold land and generating station 
with fixed plant and machinery thereon, near Wood Lane, Hammersmith. 
Trustees: R. Е. B. Crompton, Thriplands, Kensington Court, and A. E. 


Franklin, 21, Cornhill, E.C. 
Mexico Electric Tramway, Ltd. (56.932) — А statement of the 


total amount outstanding on July Ist in respect of mortyaves and charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Coinpanies' Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Aot, 
1907. Particulars: Trust deeds dated 1898 and 1899, securing £400,000. к 


Electrical Development and Finance Corporation, Ltd.— 
A statement of the total amount outstanding on July 14 in respect of mortgages 
and charges created prior to that date and not required to be registered under 
Sec. 14 of the Companies' Act, 1900, has been filed pursuant to Sec. 12 of the 
Companies’ Act, 1907. Particulars: Mortgage dated 190), securing £13,209 108. bd. 


Leamington and Warwick Electrical Co., Ltd. (13,780).— 
Particulars of 435, 000 debentures created by resolutions of September 21st, 
1906, and July 20th, :908, have Leen filed pursuant to бес. 10 (3) of the Com- 
panies’ Act, 1907, the whole amount being now issued. Property charged: The 
company's undertaking and property, present and future, including uncalled 


capital. No trustees, 


Thomas Parker, Ltd. (40,973).—A statement of the total 
amount outstanding on July Ist in respect of mortgages and charges created 
prier to that date and not required to be registered under Sec. 14 of the Com. 
panies’ Act, 1900, has been filed pursuant to Sec. 12 of the Companies’ Act, 1907. 
Particulars: Debentures dated 1898. securing £58,000. | 


Brush Electrical Engineering Co., Ltd. (29,533).—A state- 
ment of the total amount outstanding on July Ist in respect of mortgages and 
charges created prior to that date and not required to be registered under Sec. 
14 ot the Companies’ Act, 1900, has been filed pursuant to Sec. 19 of the 
Companies’ Act, 1907. Particulars: Debentures dated 1592 to 1908, securing 
£328,297 13s. 14. | 

Cleveland and Durham Electric Power Co., Ltd. (89.539).— 
Particulars of £150,000 second dcbentures, created by resolution of Avgust 10th, 
1908, have been tiled pursuant to Sec. 10 (3) of the Companies’ Act, 1907, the 
amount of the present issue being £19,500. Property charged: The company's 
undertaking and property, present and future, including uncalled capital. No 
trustees. Also issue on October 6th of £6,500, on October Eth of £10,000, and on 
October 183th of £1,500 debentures, part of a series of which particulars have 


already been filed. 


Electric and General Investment Co., Ltd. (London) 
(31,506).—A statement of the total amount outstanding on July Ist in respect of 
mortgaves and charges created prior to that date, and nct required to be regis- 
tered under Sec. 14 of the Companies’ Act, 1900, has been filed pursuant to 
Sec. 12 of the Companies’ Act, 1907. Particulars: Charge dated 1900, securing 
£10,000. ` 

Fleetwood and District Electric Light and Power Syndi- 
cate, Ltd. (19,666).- A statement of the total amount ontstanding on July Ist in 
respect of mortgages and charges created prior to that date and not required to 
be registered under Sec, 14 of the Companies’ Act. 1900, has been filed pursuant 
to Sec. 12 of the Companies’ Act, 1907. Particulars: Trust deed dated 1899, 
securing £7,239 38. 2d. 

Johnson-Lundell Electric Traction Co., Ltd. (65,699).—A 
statement of the total amount outstanding on July Ist in respect of mortgages 
and charges created prior to that date and not required to be registered under 


Sec. 14 of the Companies’ Act, 1960, has been filed pursuant to Sec. 12 of the 


Companies’ Act, 1907. Particulars: Mortgage or charge dated 1906, securing 


£4,070 145. 6d. 

Costa Rica Electric Light and Traction Co., Ltd. (56,447).— 
Particulars of £15,000 debentures, created by resolution of July Ist, 1908, and 
secured by a trust deed dated October 16th, 1908, have been tiled pursuant to 
Bec. 10 (5) of the Companies’ Act, 1907, the whole amount being now issued, 
The above-mentioned trust deed bas also been registered. Property charved: 
The company’s undertaking and property, present and future, including uncalled 
capital, Trustees: City Safe Deposit and Agency Co., Ltd. 13-15, Throgimorton 
Avenue, E.C. 

Maxim Electrical Co., Ltd. (Westminster), (84,426).—A charge 
dated October 29th, 1908, to secure £500, has been registered. Property charged z 
The company's general assets, present und future, has been registered. Holders: 
Barclay & Co., Ltd. 

Julius Sax & Co., Ltd. (Electricians, London), (63,371).—Par- 
ticulars of 42.500 debentures, crented by resolution of October 28rd, 1908, have 
been filed pursuant to See. 10 (З of the Companies’ Act, 1907, the amount of the 
present issue being £1,000, Property charged: The company's general assets. 
No trustees. 

Northern Electrical and Ventilating Co., Ltd. (Tiverpool).— 
Debentures dated October 23rd, 1908, to scciire £1,000 charged on the company's 
general assets, have been registered. Holders: C. P. E. Vithreley, Longtrec, 
Piercetield Road, Formby, near Liverpool: A.W. Titherley, 15. Se., Southcot, 
Upton Ной], Moreton, Uhes.; und Miss M. C. Titherler, The Limes, St. 


George's butt, Watts. 
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Stratford-on-Avon Electricity Ca., Ltd. (86,502).—A mort- 
gage dated October 3rd, 1908. to secure £8.000, charged on the company's 
roperty, present and future, including uncalled capital, bas been revistered. 
olders: J. Stevenson, Stratford-on-Avon; and F. J. Hughes, 9, Woodbourne 
Road, Edgbaston. 


West India and Panama Telegraph Co., Ltd. (11,116).—A 
statement of the total amount outstanding on July Ist in respect of mortzages 
and charges created prior to that date, and not required to be registered under 
Sec. 14 of the Coinpanies' Act, 1900, has heen filed pursuant to Bec. 12 of the 
Companies’ Act, 1007. Particulars: Debentures dated 1892, securing £50,000. 


Monntain & (Gibson, Ltd. —A statement of the total amount 


outstanding on July Ist in respect of mortgages and charges created prior to 
that date and not required to be registered under Sec. 14 of the Companies’ Act, 
1900, has been filed pursuant to Sec. 12 of the Companies’ Act, 1907. Parti- 
culars : Mortgages dated 1905 and 1908, securing £24,594 7s. 9d. 


Jandus Arc Lamp and Electric Co., Ltd. (Manchester) 
(43,898), — А statement of the total amount outstanding on July Ist in respect of 
mortgages and charges created prior to that date and not required to be 
registered under Bec. 14 of the Companies’ Act, 1900, has been filed pursuant to 


Bec. 19 of the Companies’ Act, 1907. Particulars: Charge dated 1899, securing 
£6,600, and debenture dated 1900, securing £2,500. 


British Power Co., Ltd. (64,780).—A trust deed dated Sep- 


tember 16th, 1908. to secure £12,530 second debenture stock has been registered, 
Property charged : 


The company's underteking and property, present and 
future, including uncalled capital, subject to prior charges. Trustees: А. Т. 
Ashwell, St. Peters Gate, Nottingham, and R. T. Sinith, 4 and 6, Copthall 
Avenue, E. C. 


W. Н. Allen, Son & Co., Ltd. (66.440).— This company’s 


annual return was tiled on September "ith, when 151,400 shares had been taken 
up out of а nominal capital of £200,000 in £1 shares. 


£1.400 has been received, 
and £150,000 is considered as paid. Mortgages and charges: £45,060. 


Electric Supply Company of Victoria, Ltd, (66,059).—This 
company's annual return, made up to August 21st, was filed on September 2nd. 
Capital, £300,000 in 150,000 preference and 150,000 ordinary shares of £1 each, of 


which 185.000 preference and 125.000 ordinary are taken пр. £10,007 has been 
aid on 10,007 ordinary. 


£249,993 is considered as paid on the remainder. 
ortgages and charges: £167,955. 


Leicestershire and Warwickshire Electric Power Syndi- 


cate, Ltd. (72.221), —Iesue on October 33nd of £150 debentures, part of a series 
of which particulars bave already been filed. 


River Plate Electricity Ca., Ltd. (75,569).—Partic vars of 
£250,000 debentures created by resolution of December 18th, 1908, snd secured 
by a trust deed dated January Rth, 1903, have been filed pursuant to Sec. 10 (3) 
of the Companies’ Act, 1907, the amount of the present issue being £5,316 
(making & total now issued of £200,000). Property charged: The company's 
general assets. Trustees: River Plate Trust, Loan and Agency Co., Ltd. 


Electrolytic Refining of Bullion.—The United States 
mints have been equipped with electrolytic apparatus for refining 
their metals; Philadelphia first, then Denver, and now San Fran- 
cisco. Ina recent volume of the E. M. I. (Vol. VI), the following 
interesting detaile of the latest installation are given. The Wohlwill 
process for refining gold is used, as in all the other mints. For this 
équipment 30 porcelain tanks, 18 in long, 13 in. wide and 12 in. 
deep, are atranged on & 2-in. stone table in two rows of 15 tanks 
each. The circulation is obtained from an individual flow from a 
porcelain trough, which is supplied from a jar 36 in. x 24 in. in 
diameter. The latter receives the discharge from a porcelain 
plunger pump made to withstand the chemical action of chloride of 
gold solution containing free hydrochloric acid. The anodes and 
cathodes are ! in. apart, requiring only 1 volt per tank to maintain 
450 amperes. This gives a current density of 105 amperes per 
sq. ft. of cathode surface, giving an output of gold per 24 hours per 
tank of 650 to 670 oz. The best run for one week with 20 tanks in 
circuit was 13,500 oz. per day. The fineness of tke cathodes 
averaged 999'5. 
ing old, and anodes having as much as 100 parts of silver have been 
worked successfully, producing gold 999 in fineness. 

The silver tanks are of German earthenware, and a similar arrange- 
ment of circulation is employed. The tanks are 24 in number; they 
are 39) in. long, 194 in. wide, 12 in. deep, and are arranged on a 2-in. 
stone platform. The anodes are made up of 330 to 333 parts of gold, 
not over 100 parts base, and the remainder silver. The electrolyte 
contains from 1 to 2 percent. free nitric acid, 34 to 44 per cent. 
silver, besides lead, copper, bismuth and zinc. As the anodes 
are very base, about 5 per cent. by volume is drawn off 
each day, and an equal volume of solution rich in silver 
added. Tbe current density in each tank 
per square foot of snode surface. The deposited silver runs 
uniformly about 999:5 in fineness. Both the anode slimes and the 
foul liquors are worked up separately. In the old system, the 
copper solutions were thrown away, but at San Francisco they are 
worked up for both copper and platinum. This is done in three 
lead-lined tanks, 36 in. long, 18 in. wide and 18 in. deep. The 
platinum obtained in this manner amounts to 400 oz. per year. 
During three months’ operation of the refinery, 500 lb. of copper 
were recovered from the gold alloy. From this copper 112 oz. of 
platinum and iridium were obtained. The slimes obtained from the 
copper electrolysis produced a bar assaying 83 parts of platinum 
per 1,000 oz. This represents a concentration from 1,075,000 
standard oz. of gold, which would make less than one-tenth of a 
part per 1,000 oz. The entire operation, from start to finish, is 
electrolytic. The whole plant is worked by four motor-generator 
gets. Two of these produce 1,000 amperes at 15 volts, one each for 
gold and silver: one set for gold chloride electrolysis gives 500 
amperes at 25 volts, and one set for copper gives 200 amperes at 
6 volts. Each eet is built for voltage regulation so as to obtain the 
maximum load in amperes from 5 to 15, from 5 to 25, and from 2 to 
6 volts. The switchboard consists of seven panels of acid-proof 
stone, three motor panels and three generator panels, with one 


panel for controlling the auxiliaries in the retinery.. The total 
length of board is 154 fl., and it is 8 ft. in height. 


ia 50 amperes 


The purity of the anodes varied from 880 to 950 


CITY NOTES. 


Western Telegraph Co.. Ltd. 


Sm Joun Worre Barry presided on Wednesday at Electra House 
over the seventieth ordinary general meeting of the above company. 

In proposing the adoption of the report (see ELECTRICAL 
Review, November 6th, 817) and accounts, the CHAIBMAN said that 
during the half-year under review the depression in trade and com- 
merce which prevailed in other parts of the world had 
apparently not ‘spread to South America with, perhaps, the 
exception of the West Coast. The financial position of 
Chile was in a somewhat unsettled condition, and one of 
the competing cable companies had also opened another 
station on that coast, and had improved its service generally by the 
submergence of & new and more direct cable. The result, how- 
ever, on the whole of their system, was that the total mes 
receipts showed an improvement of nearly £23,000, and the gross 
revenue an increase of £26,600 over the corresponding period of 
1907. Since July ist there bad been a distinct reaction in the 
traffic earnings, and to the present date they had fallen off by 
about £15,000, compared with those of the corresponding period of 
last year. The decrease was not confined to any particular part of 
the South American Continent, although it was rather more 
apparent in the district where there was less telegraphic com- 
petition, which led one to conclude that trade generally was not 
so flourishing as in the earlier part of the year. In the past few 
weeks, however, there had been signs that things were better. 
The working expenses for the half-year were increased by £2,613, 
principally under the heads of maintenance of cables and income- 
tax. The result to the shareholders was that the quarterly interim 
dividend, amounting to £31,189 108, had been paid: £110,000 had 
been transferred to the general reserve fund, £5,000 to the main- 
tenance of ships reserve fund, £10,000 to the Marine Insurance 
fund and £10,000 to the land and buildings depreciation fund. 
The directors now recommended the declaration of a final dividend 
of Зв. per share, making with the interim dividends a total divi- 
dend of 6 per cent. for the year; also the payment of a bonus of 
28. per share, both free of income-tax, which, together, would 
amount to £51,982, leaving a balance of £4,259 to be carried for- 
ward. They would be interested to know that the amount set 
aside as provision on account of investment fluctuation was still 
about sufficient to meet the depreciation of stocks it they were 
realised at the lowest present market prices. He was sorry to say 
that they would before long have another competitor between 
Europe and South America, as a German Submarine Cable Co. had 
obtained a concession from the Brazilian Government for landing а 
trans-Atlantic cable, and one of the conditions was that the cavle 
should be laid within the next 34 years. 

Sm Joun Denison PENDER seconded the motion. 

The CHAIRMAN said that before putting the motion, he would 
mention that when the companies were amalgamated seven Jean 
ago a gentleman named Cliff was compulsorily retired, and he had 
from time to time since forwarded elaborate criticisms of the 
policy of the directors. He bad given notice that at that meeting 
he would move for а committee of shareholders to be appointed to 
inquire into the working of the company. He believed Mr. Clif 


was not present, and in the circumstances he thought he should hare 
been. 


The report was then adopted. 


Rio de Janeiro Tramway, Light and Power 
Co., Ltd. 


Тнв report for the year ended December 31st, 1907 (as quoted in 
the Financial Times), states that the matter of greatest interes 
dealt with during the past year was thé revision of the concession? 
of the Sao Christovao, Carris Urbanos and Villa Isabel Tramwsy 
Companies, heretofore operating under different conditions, and 
each with its own gauge of track. By a new contract with the 
Municipal Council the three companies operate under similar con, 
ditions, the concessions have been extended until 1970, snd 
until 1940 these companies will have the monopoly of the tramway 
service in a large arca of the city, comprising about three-fourths 

of the urban part of the Federal district, and embracing that pot: 
tion where the development for residential and manufactorinz 
purposes will be greatest. The three systems will have a standard 
gauge of 4 ft. 84 iu., the same as that at present used on the Vila 
Isabel lines, This company was originally organised with а capital 
stock of $25,000,000 and a first mortgage bond issue of $25,000". 
Further large expenditure being necessary, the board on Mar: 
“9th, 1908, authorised the issue of 43,500,000, or 88,060,000 tr. ol 
50-year 5 per cent. mortgage bonds, dated April 1st, 1908. ^ 
withstanding the financial crisis, the construction work in Rio й 
been continued without interruption, largely with funds provided 
through loans from banking institutions. The company has “ 
22,500,000 tr. of the new issue in Paris and Belgium, and a fortet! 
£900,000 in England. The proceeds are being used in the payment 

of the floating debt, the completion of the work in hand and 
further construction. The company still bas in the treasury about 
£1,700,000 of this second issue, the proceeds of which 1. 

be applied to the electrification of the tramways, the reconetructio? | 
of the gus works, the extension of the telephone, light and pov 
systems and other works of construction. In connection with t! 
purchase of the Villa Isabel tramway and telephone system“. to | 
secure a loan of $3,500,000 (which amount was guaranteed by OY | 
company), the entire issue of the bonds of the Villa Isabel TR?" | 
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ways Co., amounting to 36,000,000 par value, bas been deposited, 
and on account of advances made by this company in connection 
with this purchase and the guaranty above-mentioned, this company 
will be entitled to the proceeds remaining from the sale of these 
bonds after the payment of the above-mentioned loan. 
the gas, telephone and tramways are concerned, the Rio Co. controls 
these properties through the ownership of shares and bonds of these 
companies, and in consequence their earnings do not appear in the 
financial statements of this company. As this company was passing 
through its construction period it was agreed with the subsidiary 
companies to operate same separately until December 31st, 1907. 
The net earnings of these companies were retained by each com- 
pany and devoted by them to various construction purposes, thus 
relieving this company of the necessity of providing funda for such 
construction. From January lst, 1908, the company receives the 
entire earnings from all these properties in virlue of agreements 
made with the companv by the subsidiary companies. The general 
financial conditions of Brazil are good, and since the new monetary 
legislation providing for the fixation of exchange, was passed, the 
rate has been almost constant at a fraction above 15d. per milreis. 
Total net tramways earnings were $1,360,675; telephone, 847,758; 
light and power, $229,599 ; and gas company, $489,690; making 
total pet earnings of $2,127,726. For the half-year ended June 30th 
the gross earnings from all services were $3,339,915, net $1,206,706. 


Eastern Extension, Australasia and China Telegraph 
Co., Ltd. 


Sm Joun WorrE Barry, K. C. B., presided on Tuesday at Electr* 
House, E C., over the half-yearly meeting of this company. 

In moving the adoption of the report (see ELECTRICAL REVIEW, 
November 6th, p. 816), the CHAIRMAN said the gross revenue for the 
half-year under review was £290.000 as compared with £304,000 for 
tbe corresponding period of 1907, showing, therefore, a decrease of 
£14,000 which they held to be due to the commercial depression 
that appeared all over the Far East about a year ago, and whicb, 
unfortunately, still prevailed. Even with Australis, where good 
rains and other favourable conditions had continued, there was a 
falling off during the balf-year, although they had managed to hold 
their own fairly well in the keen competition which was still going 
on with the State-owned British Pacific cable at the cost to 
the Governments concerned of some £62,000 a year—a very 
unfair competition in his opinion. The working and 
otber expenses amounted, in rouod figures, to £151,000 
against £156,000 for the corresponding period of 1907, 
showing a decrease of £5,000. This decrease was almost entirely 
accounted for by the expenses attendant on maintenance of cables 
being less in the past half-year than in the corresponding period. 
The net profit for the half-year was £120,000, and after adding 
£20 000 brought furward, there was an available balance of £140,000. 
The usual quarterly dividend of 2s. 6d. per share, or at the rate of 
5 per cent. per annum, was paid for the half-year, leaving a balance 
of £66,000 to be carried forward. The general reserve had been 
debited with the cost of the Java-Cocos cable, amounting to £78,944, 
together with £8,762 for partial renewals to cables carried out 
curing the half-year. The concession obtained from the Tasmanian 
Government nearly 40 years ago, giving the exclusive right to work 
between Tasmania and Victoria, would expire early next year, and 
the Australian Government, who, since the Commonwealth was 
established, had controlled all the telegraphs in Australias, 
had decided to lay and work cables of their own between 
Tasmania and the mainland, so they would have to close 
their Tasmanian station, and take up their cables unless an arrange- 
ment was come to with the Government. This, he feared, was 
remote, for they had received from that Government nothing but 
unfair competition and continuous attempts to oppress the com- 
pany. He might also mention that they had bad to resort to legal 
proceedings against the Australian Government to recover the 
difference between the value of the messages passing over the 
Tasmanian cables and the tariff fixed, and the amount of the 
guarantee agreed to be paid to the company in the event of the traffic 
falling short. When this arrangement was entered into, power 
was given to the Government to reduce the tariff from time to 
time, and this power was exercised until the tariff was reduced to 
4d.‘a word, which was considered to be the minimum applicable to 
the circumstances. Towards the end of 1906, however, the Govern- 
ment arbitrarily passed an Order in Council abolishing the tariff, 
and from that time refused to pay the company anytbing on 
account of the traffic beyond the amount of the guarantee. As 
the company could not admit the Government contention tbat the 
power to reduce involved the power to abolish tbe rate, if was 
decided to submit the case to the Australian High Court, and argu- 
ments were exhaustively stated on either side, with the result that 
the Government's action was declared to be illegal by three out 
of the four judges who heard the case, and the company's claim 
was ordered to be paid in full. The Government had since noti- 
fied the company that they had reduced the tariff from 4d. to 4d. 
per word, whicb, they contended, was unreasonable and un- 
Warranted by any circumstances, but as it could only apply from 
the date of notification until April, even if it were legally binding, 
the amount of revenue involved was comparatively small. This 
was but one more instance of the unfair and hostile treatment 
which the company had received at the hands of the Australian 
Government since the British Pacific cable was established. : 

e or TWEEDDALE seconded the motion, which was 
carried, 

Мв. NEWTON, in proposing a vote of thanks to the directors, 
taid he supposed they were only reconciled to the attacks being 
made on property by the fect that everyone elte was suffering in 


So far as - 


the same way. Governments seemed to delight in putting 
obstacles in the way of the development of the trade of a country, 
and he believed this socialistic attitude was the cause of a great 
deal of the unemployment. From what he saw as to а uni- 
versal 1d. a word rate for cables, it looked as if they were in for 
another attack. 

The motion havirg been carried, the CHAIMAR eaid he had not 
dealt with the questi“ n of 1d. a word rate until he really saw what 
the proposition was. When he saw that he would be able to deal 
with it at a meeting of one of the associated companies. 


Victoria Falls Power Co., Ltd. 


Tar Marquis of Winchester (president) took the cbair at the 
annual general meeting of this company, held recently at Salis- 
bary House, E C. 

The CHarRMAN, in moving the adoption of the report (see 
Evectricat Review, October 16tb, page 664), said that during the 
period which had elapsed since the company wae formed they had 
more than fulfilled the expectations which were held out in the 
prospectue. Their cash capital was provided by the issue in equal 
amounts of sbares and debentures, and they had now issued 
£800,010 5 per cent. first mortgage debentures. At the date of the 
accounts only £175,000 of this &mount had been issued, being part 
of the consideration paid to the Rand Central Electric Works, 
Ltd., for the purchase of that company's plant and undertaking in 
South Africa. The remainder, £625,000, was subscribed for and 
allotted in July, under the arrangement set forth in the pro- 
spectue. With regard to revenue and expenditure, after the deduc- 
tion of interest on debentures and London expenses, there was a 
net revenue from the Brakpan and Germiston Works amounting to 
£36,686, which had been carried forward. The sums owing by 
various debtors, which amounted to £98,953 at December 
3lst, had all since been received. Their expenditure on 
capital account which had been continued throughout this 
year, ав wae to be expected, had been heavy. Their con- 
tractors had done exceedingly good work. They had 
pushed on construction at a very rapid pace, and though during 
the present year their demands upon the company had been 
incessant, they had had no cause to complain, because bne of their 
new stations was already producing revenue, and they had every 
confidence that the other would follow suit early in the coming 
year. A most important statement which he was justified in 
making, was that the capital estimates upon which they had worked 
from the outset had been proved by events to have been correct, 
and they now knew that upon their original programme of con- 
struction they would have a larger margin than they at first 
anticipated. In South Africa they had every confidence that their 
most capable general manager, Major Bagot, would not lose any 
opportunity of furthering their interests. For the moment all the 
power which they could supply was sold, and he was confident that 
the wbole output of the Simmer Pan station also would be con- 
tracted for shortly. In anticipation of further extensions in the 
future, they were applying for a private Bill in tbe next session of 
the Transvaal Legislative Council,in order to enable them when 
they wished to do so, to erect a station at Vereeniging on the Vaal 
River, and they were retaining the site which they had acquired 
near to the Rorherville Dam. To sum up their position, he might 
say they had firmly established themselves upon the Rand ; that they 
would shortly be delivering electrical power from two large 
modern plants, of which one was already earning revenue; that 
their estimates of cost bad not been exceeded; that they had 
entered into satisfactory contracts in regard to their supplies of 
coal; that they had large cash balances, and that their affairs in 
South Africa were in most capable hands. Besides this they had the 
Falls in reserve. They were a most valuable asset, and in any 
estimate of the company’s position must never be lost sight of. 
They were confident that they now occupied a very strong position, 
both financially and otherwise, and he desired to emphasise this 
point because there had lately been circumstantial rumours in 
regard tothe proposed formation of a company to compete with 
them in the supply of power on the Rand. ‘Their attitude was a 
dete:mination to oppose this talked-of attack upon their interests 
by every means in their power. They might be wrong, but he 
for one could not believe, in spite of the positive statements which 
had been circulated, that either underwriters in the first place, or 
private investors in the second, would support a competitive scheme 
of this character. Why should they? The game could not be 
worth the candle. They did not propose to surrender any of the 
position which they had secured upon the Rand without a struggle. 

Мв. Н. Wirsox Fox, ір seconding the motion, said that, as they 
knew, the policy of the company was to turn to a profitable account 
at the earliest possible moment the great reserve of power at the 
Victoria Falls. They would do all they could to promote the 
interests of tbe sbarebolders. They were endeavouring to arrange 
for the establisnment of metallurgical industries at the Falls, with- 
out, however, interfering with the primary object of the trans- 
mission of power from the Falls to the Rand. With regard to 
Witwatersrand, there seemed to be a considerable amount of ш1є-` 
conception, and, he was afraid, misrepresentation in the matter. 
The company had nothing to conceal, and they had 
never altered their views. First they had to get the grant of way- 
le ves from the Transvaal Government, and secondly, the certainty 
of the requirements for the power. With regard to the first point, 
they had, of course, at first considerable opposition to the pro- 
posals of the company on the Rand. He had bad interviews with 
prominent men of the Government, and had told them that he was 
aware tbat the Government had the power to stop them, but he 
asked that for the present they should give them their support, 
and let the future take care cf itself. They had received nothing 


елыша аы ыыы ß A CEA EENE 
856 | THE ELECTRICAL REVIEW. [Vol(63. No. 1,616, Noveusan 13, 1908. 


rr cE — — — 


but the most considerate terms from the Transvaal Government. 
When they had sufficient demands to justify their taking the power 
to the Rand, they would go to the Government again. He had 
told the gentlemen that when that time arrived he was confident 
that they would allow their great enterprise to be carried out. As 
regarded the certainty of the market, the minimum extent of the 
market depended upon the relative cost of the steam-produced 
power and {һе water-produced power. He believed that the limit 
of the voltage was not yet reached. He fully anticipated that 
before many years passed it would be possible for power to be 
transmitted from the Victoria Falls to the Rand ata much less rate 
than for the same amount of power from 150 miles. They preferred 
small returns from a large market rather than a high return from a 
amall market and their charges would always be framed on that 
policy. He would ask them to rely upon the directors to protect 


their interests in every possible way, and maintain the magnificent 
position which they had now secured. 


Te report was adopted. 
е 


— 


West India and Panama Telegraph Co., Ltd. 


Тан directors’ report for the six months ended June 30th, 1908, 
shows that the amount to credit of revenue is £39,734, against 
£43,833 for the corresponding half-year of 1907, and the expenses 
have been £27,567, against £30,029. The result is, therefore, a 
balance of £12,167, to which is added £1,579 interest on invest- 
ments, and £557 brought forward from last account, making an 
available total of £14,302. The directors propose that this amount 
be dealt with as follows: — First preference shares, dividend of 6s. 
per share, six months to June 30th, £10,369 ; second preference 
shares, payment of 12s. per share on account of dividends accrued 
to June 30th, 1908, £2,801; balance to current half-year's account, 
£1,132. The traffic receipts for the six months show a decrease of 
£2,253 as compared with those for the corresponding period of 
1907. Owing to the difficulty of maintaining uninterrupted cable 
communication between Demerara and Trinidad, due to the 
unfavourable nature of the sea bed, the directors, with the consent 
of the Secretary of State for the Colonies and of the Governments 
of British Guiana and Trinidad, have decided to establish wireless 
telegraphy as an additional means of communication. A contract 
has accordingly been entered into with the Lodge-Muirhead Wire- 
less Syndicate to install the necessary apparatus in Demerara and 
Trinidad. 


Prospectus.— The Rees Roturbo Manufacturing Co., Ltd. 
The list was to close yesterday (Thursday) іп an issue of 85,000 
preference shares of £1 each at par, inthis company. The nominal 
capital is £250,000 all in £1 shares, one-half being ordinary and 
the other half 5 per cent. cumulative preference shares with 
participating rights pari passu with the ordinary after the latter 
had received 5 percent. Out of the 40,000 preference shares that 
are not offered, 13,800 (credited as fully paid) are to be allotted to 
the debenture-holders of Thomas Parker, Ltd., in exchange for an 
equal amount of debentures of that company; 90,000 fully-paid 
ordinary shares are to be allotted as part payment of the price of 
the property, plant and business, and 12,000 fullv-paid ordinary 
shares ате to be allotted as a commission for underwriting 60,000 
shares of the present issue. 

The company takes over the engineering works and business of 
Thomas Parker, Ltd., Wolverhampton, and will extend same, manu- 
facturiny all classes of centrifugal pumping machinery under the 
Rees Roturbo patents, dynamos, motors, &c. ' 

Under the agreement with the liquidator of Thomas Parker, Ltd., 
the latter, as vendors, take as purchase price the payment of the 
liabilities of the firm as at June 30th last (£78,000), and £90,000 
already referred to in ordinary shares. The value of the property 
as stand ing in the books at June 30th last, was £126,234 (including 
£17,479 shares in the Rees Roturbo Development Syndicate) plus 
£34,838 stock in hand and work in progress, and £9,500 placed to 
a development account, making the total assets £170,572. The 
prospectus states that the result of the last six months’ trading has 
shown a satisfactory profit due to the sales of Roturbo machinery, 
and the electrical work in connection therewith. The proceeds of 
the present issue of £85,000 preference shares are expected to 
enable the company to turn over sufficient business to yield a net 
profit of £25,000 after meeting all charges, depreciation, reserve, 
K. This is worked out to show a possible 12 per cent. on all 
preference and ordinary shares issued (£200.800). 

. We sincerely hope that thia very generous estimate will be found 
possible of fulfilment in actual practice. 

We observe that the prospectus puta the value of electrical 
machinery turned out by Tuomas Parker, Ltd., during the last ten 
years at over £500,000. Advisedly, from some points of view, the 
prospectus is silent concerning the protit on that turnover that was 
distributed in the form of dividends We must confess that we 
cannot accept in any seriousness an estimate of profit based upon 
the last six montbs' tradi: g. for it clearly is arrived at“ in view of 
the rapidly increasing volume of the business,” which seems to us to 
mean thatthe actual net рг. fits, even for the short period named, are 
not at the rate of £25,000 per annum, 

Mr. E. 8 G. Rees is to be engaged as managing director for a 


period of five years at £1,000 per annum, plus director's fees. Mr. 
C. T, Mander is chairman of tbe company. 


Cape Electric Tramways, Ltd, 


Tur meeting of this company was held on Wednesday at the 
London Wall Buildings, Col. Sir C. Euan Smith in the chair. 

In proposing the adoption of the report, the CHAIRMAN said 
that the company still continued to be adversely affected from the 
causes to which he referred at length at the last annual meeting. 
During the past 12 months Cape Town and the whole of Cape 
Colony had suffered more acutely even than in the preceding year 
from the general commercial and financial depression. The 
hostility of the Sea Point Municipality, and their active prosecu- 
tion, through the Cape Government Railways, of an unfair 
competition with their tramway service had also continued in 
full force, and had affected them most injuriously. The 
only change in the position, as between themselves and the Sea 
Point Railway during the past twelve months, had been that in 
May last they advanced their tariff on the Sea Point tramway line, 
80 as to bring it within the margin of & payable basis, a measure 
which in the opinion of their general manager, Mr. Giles, had been 
fully justified, and which, as far as they could judge, would be still 
further justified in the near future. He understood from the latest 
advices from Cape Town that the losses on the Sea Point Railway 
since it was first opened to traffic on December 1st, 1905, amount. 
to over £25,000, and this loss was being added to heavily every 
week that the railway was in operation at the rate of approxi- 
mately £1,100 per month. They could understand that such a 
position would be absolutely impossible in the case of an ordinary 


. joint-stock undertaking with directors responsible to shareholders; 


but the ratepayers of Sea Point were enjoying the advantage ot 
the services of a railway which gave them fares at about half cost, 
and the Government of Cape Colony, being the operators, the loss 
at present entirely fell on the Cape Colony taxpayer. In spite of 
so many powerful factors working against them, they were holding 
their own by maintaining their tramway service at the highest 
point of efficiency by an accurate adjustment of rolling stock to 
traffic conditions, and thereby securing the greatest economy com- 
patible with efficiency. They were now operating under payable 


conditions, although on a restricted scale. They had on their side 


the very great advantage of a tramway service which was infinitely 
more adaptable to suburban requirements than any railway could 
possibiy be. This advantage had made itself felt in the past, 
and would contiuue to do so in a greater degree in the 
future. Even the present Government must ere long 
find it quite impossible to face Parliament and the 
country with a railway loss of about £13,000 per annum, 
incurred solely for the benefit of one of the suburbs of Cape Town; 
and when the Government faced this position on a basis of sound 
economics they must alter the present absurdly low tariff tos 
reasonable paying one, which would place their company on more 
equal terms with the railway. At Port Elizabeth they had а mach 
simpler problem to deal with. Their tramway system in that 
town, as at Cape Town, was most excellently and efficiently 
managed. It was extremely popular, both with the municipal 
authorities and with the public, but there were equal financial dis- 
tress and failures in business. Reduction in population and 
enormous decrease in up-country trade not only reduced the com- 
munity in Port Elizabeth, but had also curtailed the spending 
power of those who remained ; and any revival of general business 
would at once alter the condition of affairs in that town. The 
condition of things now existing in South Africa he felt sure was 
only temporary. The gold industry was now more prosperous than 
ever. This must re-act favourably on the general conditions of 
trade throughout the sub-continent, in which improvement their 
business was sure to participate. 

Mr. L. BBEITMEYER seconded the motion. | 

A short discussion followed, in which Mg. W. Н. Coney said 
that, in his opinion, the only way in which they could hope for 
better results was by the directors sceing if it was not possible tà 
atill further reduce the expenditure. In 1899, when they carried 
half the number of passengers they carried last year, they earned 5 
sum of £40,000 and paid a fairly reasonable dividend, while Do", 
although they had doubled their passengers, they were working th: 
concern at a loss. 

The CHAIRMAN, in reply, said that the subject of the expenditure 
had formed the subject of earnest consideration last year, and the 
board were of opinion that they could not further economie 
without impairing efficiency. The directors had hada very uro 
time during the past few years, but they absolutely believed tin 


bottom had been touched and that the company had turned the 
corner.—The report was adopted. 


British Columbia Electric Railway Co., Ltd. 


THE directors’ report for the year ended June 30th, 1908, show 
that the business of the company shows continued and incre 
prosperity in all departments. The year has been one of qui! 
steady progress for the citius and districts served by the m 
Large numbers of the best class of settlers have arrived in t 
country, in а great many instances men who, having made Do 
in the central provinces of Canada or in the United States, m 
to live in the more uniform climate of British Columbia. Build! 
has been active iu the cities; a number of large and impositi 
bwpiness structures have been erected, and important p 
improvements have been carried out. During the spring 15 
managing director, Mr. Buntzen, spent two months in D 
Columbia, carefully investigating conditions and inspecting " 
company's property, and he entirely confirms the opinion n 
by the Hon. M. R. Gifford last autumn, that the increasing boot’ | 
of the company is founded on sound commercial conditions "^. 
may be relicd on to continue. The gross receipts show АП incre 
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of $525,218, or 36 рет cent., and the net earnings, including income 
from investments 1n subsidiaries, and after charging renewals, show 
an increase of *208,749 or 30 per cent. over those of the preceding 
year. The following charges have been made against the revenue 
account of the year, viz.:—Provision for renewals maintenance 
(from which £11,850 has been deducted for adjustments and 
expenditure on renewals during the year), £31,162;. bonus, to 
employ és, £8,351; amount added to. capital amortisation. fund, 
£,1,940. The net profit for the year, aiter making the above deduc- 
tions, amounts to £154,224: add balance brought forward from last 
year, £3,481. After deducting the following :— Interest on deben- 
tures and debenture stock to June 30th, 1908, £33,231; dividends 
already paid on 5 per cent. cumulative perpetual preference stock 
for the year ended June 30th, 1908, £15,000 ; on preferred ordinary 
stock for the year ended June 30th, 1908, £19,500 ; and on deferred 
ordinary stock for six months to December 31st, 1907, £16,000; 
there remains available for further distribution and reserves, 
£73,974. Out of this the directors recommend a dividend on the 
deferred ordinary stock, including the recent issue of 100,000 
deferred ordinary shares of EI each, at the rate of 8 per cent. per 
annum for the six months to June 30th, 190%, making 8 per cent. 
for the year, £20,000 ; transferring to reserve fund (increasing it to 
£140,000) £49,000, and carrying forward £4,974. 
The number of lights in use at June 30th, 1908, was 287,624, an 
increase of 70,838 over the number in use on June 30tb, 1907. The 
number of passengers carried during the year was 21,328,180, an 
increase of 6,046,414. During the year £218,021 has been spent in 
extensions and improvement of the company's property and equip- 
ment. The company has been granted valuable rights to conduct & 
light and power business in perpetuity by the municipalities of 
South Vancouver, Burnaby, Richmond, Delta, Surrey, Langley, 
Matsqui, Sumas and Chilliwack, and the perpetual right —which for 
99 years is exclusive—to conduct an electric railway business 
through the latter five municipalities, under conditions which are 
in every way satisfactory and equitable to all parties concerned. 
The acquisition of these important privileges to the company in 
the districts surrounding and immediately adjacent to Vancouver 
and New Westminster, has been confirmed by the votes of large 
majorities of the taxpayers. The company has already established 
& light and power service in South Vancouver, Richmond, Burnaby 
aad Delta, and with the completion of the railway to Chilliwack, 
will extend this service into the other municipalities. The West- 
minster and Chilliwack line is the most important railway exten- 
sion in Бапа. It will be approximately 63 miles long, and will 
pass through perhaps the most fertile territory in British Columbia, 
namely, the rich lands on the south side of the Fraser River, the 
proper development of which has up to the present been most 
Seriously retarded by lack of transportation. Already some 
hundreds of families have settled on the lands adjacent to the new 
line, and land values bave very largely appreciated. A considerable 
number of industrial works, saw mills, &c., are also being built 
along the line. Another important and much desired extension is 
being constructed through the eastern suburbs of Victoria towards 
Foul Bay. The line will pass the Victoria Cemetery, and terminate 
near one of the most beautiful bays of British Columbia, with a 
sheltered position, southern aspect, and fine sandy beach. It is 
expected to draw a large amount of summer traffic, as indicated by 
the number of residences already being built there in anticipation 
of the railway. и 
‚ The іта с arrangements made with the Canadian Pacific Railway 
in 1905 with reference to their line from Vancouver to Steveston have 
been extended to their line from New Westminster to Eburne, 
which line the company having electrified is now commencing to 
operate. This company has, in connection with the Chilliwack 
extension of the railway, acquired through one of its subsidiaries 
the whole of the shares of the Sumas Development Co., Ltd., which 
is now actively engaged in protecting by dykes about 35,000 acres 
ef land which have heretofore been subject to periodical overflow 
by the waters of the Fraser River. The major portion of the cost 
of these works will be borne by the Dyking Commissioners, and 
when they are completed they will be maintained by the Commis- 
віопетв at the cost of the owners of the land benefited. On the 
completion of the works the company will receive from the 
Government of the Dominion of Canada a bonus of about 11,000 
acres of land, through the centre of which the railway will pass, 
and which should be very valuable, The carrying out of these 
works will also provide a better line for the company’s railway. 
The directors were fortunate enough to foresee the financial 
troubles which occurred throughout the world last November, and 
the crisis found the company with large cash reserves with which 
¥ was enabled to buy large quantities of supplies in advance, both 
lor ordinary use and the above extensions, at very low prices. 
‘The Vancouver power installation continues to work satis- 
factorily, and has delivered all the power required in the Vancouver 
and New Westminster districts, A new electrical unit of 10,500 H P. 
has been installed, and it came into operation during the year under 
review. The installation of a further unit of 10,500 H. p. has been 
commenced, and it will come into operation during 1909. Certain 
improvements are being undertaken ten ing to increase the avail- 
able water-power, which will then be sufficient to meet the com- 
pany's prospective needs for some years to come. The directors, 
fully alive to the possible requirements of the future, have from 
fime to time had practically all the known water powers within 
possible distance examined by eminent engineers, and, acting on 
their advice that the falls of the Chilliwack River offer the best 
available power for future extensions of the system, have secured 
these water rights with the object of developing them as soon as 
required. A large increase in the amount of power available for 
Victoria has become a matter of pressing necessity, which is receiv- 
ing the earnest consideration of the directors, who have had 


experienced hydro-electric enpineers in the field throughout the 
summer collecting data on which to base construction plans. The 
large increase in the volume of the company's business has rendered 
it necessary to extend the freight yards and sheds and also the 
company’s office and terminus in Vancouver. A large block of land 
in the heart of the wholesale district of Vancouver has been pur- 
chased for the first-named purpose, and the new sheds will be in use 
before the end of the year. Land adjacent to the company’s present 
Offices has also been secured, and during the current year new office 
buildings and terminal station will be commenced. It has aleo been 
found necessary to increase the company's capacity for building roll- 
ing stock, and large additions to the building yards and shops at 
New Westminster have been completed. The directors record their 
appreciation of the services of the company's general manager, the 


' officers and staff in British Columbia, and their satisfaction with 


the excellent relations which continue to exist between the company 
and its employés. The share of profits for the past year distribut- 
able among the employés amounts to $40,501. 

Since the date of the last report £300,000 further capital has 
been issued to provide funds to meet the rapid development of the 
company's business in all departments. The directors now propose 
to increase the authorised capital by £300,000, leaving the balance 
of unissued capital at the same figure as last year. In accordance 
with the stockholders’ wishes, as expressed at the last two annual 
meetings, this further capital was allotted direct to them, and has 
constituted a very considerable bonus. The directors will, when- 
ever possible, continue to offer all underwriting and issues of new 
capital direct to the stockholders; but in consequence of repre- 
sentations made, which seem well founded, that this course inflicts 
an injustice on a large number of firms of stockbrokers who have 
supported the company by their influence in the past, the directors 
feel that in future they must stipulate that allotments and under- 
writing on new shares must be taken up by the stockholders 
tbrough a stockbroker, to whom the usual commission wil] be paid 
by the company. | 

The period of Mr. Buntzen's engagement as managing director 
bas expired, and, he having decided to reside permanently in 
Denmark, is unable to continue in bis responsible position. His 
colleagues are glad to inform the stockholders, however, that they 
have succeeded in persuading Mr. Buntzen to retain his seat on the 
board and to maintain his close supervision and guidance of the 
board’s general policy in a consulting or advisory capacity. Mr. 
Buntzen’s advice, based on his long experience as general manager, 
to which much of the company’s}prosperity is due, is invaluable to 
his colleagues. 

COMPARATIVE STATEMENT. 
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Germany. — Die Electrische Licht und Kraftanlagen 
Gesellschaft, of Berlin, reports a net profit of £84,854 for the last 
financial year, as compared with £85,080 in the preceding 12 
months. A dividend of 7 per cent. is being declared. 


Switzerland.— La Compagnie de l'Industrie Electrique 
et Mecanique, of Geneva, is being reorganised. It is proposed to 
write down the present capital of £80,000 to £7,000, and to then 
increase it to £87,000 by the issue of £80,000 in 6 per cent. 


preference shares. 


Stock Exchange Notices.—The Committee hasappointed 


a Special Settling Day as under :— 

Thursday, November 12th.—Singapore Electric Tramways, Ltd.—400,C00 shares 
of £l each, fully paid, Nos. 1 to 400,000, and £350,000 5 per cent. debentures of 
£100 each, Nos. 1 to 3,500. 

And ordered the undermentioned securities to be quoted in the 
Official List :— 


Kensington and Knightsbridge Electric Lighting Co., Ltd., and the Notting 
Hill Electric Lighting Co., Ltd.—Further issue of £19,210 4 per cent. debenture 
stock. 

Kaministiquia Power Co., Ltd. $1,825,000 20-year f; per cent. gold bonds, 
Nos. 1 to 820 of $1,000 and A 1 to A 1,000 of x500 each, in lieu of the scrip now 


quoted. | | 
Shawinigan Water and Power Co.—Further issue of £154,109 1! per. cent. 


perpetual consolidated mortgage debenture stock, 


Bruce Peebles & Co., Ltd.—1In the Court of Session 
at Jidinburgh on Tuesday, Lord Skerrington formally approved of 
the scheme for the reconstruction of this company. The /nanaciel 
Times states that a number of shareholders wrote to the joint 
liquidators of the company requiring them either to refrain f om 
carrying through the scheme or to purchase the shareholders' 
interests under Sec. 161 of the Companies’ Act, 1862, and some of 
these also lodged answers asking the Court to refuse to sanction the 
scheme unless the liquidators undertook to pay these respondents 
the value of their interest in the old company. 


~ — 
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MARKET QUOTATIONS. 


Wednesday, November 11th. 


CHEMICALS, де. 


Inc. or Dec. 


а 50 Bulphario ec 
a Ammoniac, Sal Su 
a Ammonia, Muriate (crystal) 


a * e 
a Bleaching powder es 
a Bisulphide of Carbcn 


a Lea $ Nitrate 


» Perchlorate 
Potassium Cyanide 
&8hellac es .. 
Sulphate of Magnesia 
Sulphur, Sublimed Flowers 

и Recovered 


u Lump .. si 
a Boda, Caustic (white 70 %) 
a 97 Chlorate ee ee 
a U atals oe oe 
a шы р Р огах в 
a ee Cyanide (basis 100 %) өө 


METALS, ёо. 
b Aluminium Ingots, in ton lots 
b ж Wire, in ton lots 
b p Bheet, in ton lots .. 
о Babbitt's metal ingots... ss 
e Brass (rolled metal F to 19") basis 
6 50 Tu m RENS. • ee 
e 80 eo 
с Ж: Wire, eli oe 
€ per Tubes e ae 
є п a — (solid drawn) 
g Copper Bars (best 
g Copper Sheet ө» 
g 
e 
e 
e 
e 
f 


- eet oe 
n German Bilver Wire 
h Gutta-percha, fine 
h Undis-rubber, Para fine .. 
4 Iron Pig (Cleveland warrenta) .. 
l „ Wire, galv. No. 8,P.O.qual. 


о Lead, English Ingot ee 


m Manganin Wire No. 98. .. 
g Mercury T 


d Mica (in original cases) small .. 


d * м » medium 

равоиа 
osphor 

A j " rolled bars & тойа 

[T] strip & sheet 


A platinum we "T oe ee 
с Biliciam Bronse WI 5% T 
r Steel, Magnet, in bare oe 
g Tin, Block (English) T 
Wire, Ков, 1 to 16 .. ee 

p White Antifriction Meble 
ae White Ant" brand ee ee 
к Zino, Bh't (Vieille Montagne bud.) 


inc. 
10/- inc. 


Quotations supplied by :— 


a G. Boor & Co. 


b The British Aluminium Oo., Ltd, 


e Thos. Bolton & Sons, Ltd. 
d F. Wiggins & Bons. . 
e Frederick Smith & Co. 


f India-Rubber, Gutta-Peroha and 


Telegraph Works Co.; Ltd, 
James & Shakspeare, 
Edward Till & Oo. 


4 Bolling & Lowe. 

* Morris Ashby, Ltd. 

1 Richard Johnson & Nephew, Ltd, 
m W. T. Glover & Oo., 

n P. iston & à 

o Johnson, Matthey & Oo., Led. 

p The Phosphor 


ғ W. F. Dennis & Co, 


. Lid. 


Castner-Kellner Alkali Co., Ltd. — А final dividend 
of 1e. 6d. per share is recommended, making, with the interim 
dividend already paid, 124 per cent. for the year, аа against 12 per 


cent. paid in 1907. 


City Meetings.—The reports of several company meetings 
held on Wednesday and yesterday are unavoidably held over until 


our next issue. 


Victoria Falls Power 


Co., Ltd. — The Financial Times 


states that this company has commenced an action against the 
Капа Mines, Ltd., claiming specific performance of an agreement 
by the Rand Mines to give the Victoria Falls Power Co. the 
preferent right of supply ing power in bulk at rates equal to those 
quoted by any competing power producer. 


STOCKS AND SHARES. 


Tuesday Afternoon. 
APART from foreign politics, the chief cause for Stock Ex 
complaining is the lack of business. A very small section of 
members were rendered abnormally active in consequence of the 


result of the U.8. Presidential election, but this did little good to the 
generality of members, though the success of Mr. Taft brought abouts 
sharp rise in the price of Anglo-American Telegraph Deferred stock. 

Since the deciaive figures of the Republican majority became 
known, copper has risen appreciably, and shares in nearly all the 
copper companies have been benefited by reports of trade orden, 
contingent upon Mr. Taft’s election, pouring into the market. 
American Railroad shares, governed by much the same group as that 
which works the copper market, have enjoyed a fnrther boomlet, 
and the advance in the price of the metal is declared to be only on 
the threshold of what will take place before long. Other vague 
talk, equally wild, is current respecting the possible course of the 
meta! market. 

The reports of the Eastern Telegraph and the Eastern Extension 
Companies are by no means satisfactory, although they demonstrate, 
as usual, that both concerns are in an extremely strong financial 
condition. What looks bad is the diminution in the net profits, а 
atate of affairs for which the quietude of business generally, and the 
further reaction after the Russo-Japanese war, are no doubt ina 
large measure responsible, Eastern Extensions fell }, but the only 
alteration in Eastern Telegraph issues isa rise of 14 in the 4 per 
cent. Debenture stock, which now stands at 1044, and would appear 
at that price to be valued at every penny of its worth. 

Anglo-American Telegraph А stock has already been alluded 
to as a feature of firmness, the price having risen 1, after being 
still better upon a grand bear-scramble resulting from the Presi- 
dential election. Neither of the company’s two other securities 
have moved. Marconi shares are in some request—a condition so 
unusual that it was marked by a rise of 2a. 6d. in the price, bringing 
the latter to 10s. again. Business was done at half a guinea on 
Monday in this week. Mackay Common has added to its previous 
sharp advance to the extent of 14 at 774. Globes did not move. 

Telephone issues are steady. American Telegraph and Telephone 
capital stock gained 2 points at 133, participating in the rise that 
fell to most things of a trans-Atlantic flavour. The 4 per cent. 
bonds at 95 are another point better, and Oriental Telephone Fours 
added 4 to their price, which now stands at 102. 

In the Home Railway market, the situation is such that it takes 
but a breath of rumour to exalt or depress prices quite unduly. 
Conflicting influences are at work, business is quiet, and therefore 
the fluctvations move sharply. Metropolitan Consols gave way 14, 
the Surplus Lands stock fell 1, and Districts were also lowered а 
point. On tbe other hand, the Tube stocks have not changed, and 
the prior charge issues maintain considerable firmness. Charing 
Cross, Euston and Hampstead 4 per cent. Debenture can hardly be 
bought below 87, and tbe investor on the lookout for a lock-up 
stock is interesting himself in this. The Underground Electric 
Railways trio holds to ita previous prices. 

British Columbia Electric Railway Deferred stock rose a point 
upon the excellent dividend announcement and statement, and 
other descriptions of like nature are all firm. London United 
Tramways Debenture stock improved, but eased off again. British 
Electric Traction Firet Debenture regained its slight fall of last 
week. More noticeable still is a faint rally in British Westing. 
house Preference shares, which, at 10s., show a rise of 1s. 3d. ; it 
must be many months since the quotation has moved upwards. 
The 6 per cent. Prior Lien Debenture scrip stand at 97. It may 
be parenthetically observed that even the stocks and shares of the 
London and General Omnibus and Road Car Companies are very 
gradually mending. Calcutta Trams have fallen because of the 
unrest in India. 

In authoritative circles it is declared that friendly pourparlers 
are again afoot between the Mexican Light and Power and the 
Mexico Tramways. A meeting of large shareholders, convened in 
а semi-private manner, we believe to have been held at the end of 
last week. Опе conclusion arrived at was that nothing should be 
publicly announced until negotiations had come to some definite 
arrangement in regard to the still proposed scheme of working 
agreement or amalgamation. Colour was lent fo this statement by 
sharp rallies in the prices of both companies’ common 
the full measure of improvement was not maintained. The price 
of the Power undertaking stock is 14 up at 75, while Mexico Tram: 
ways at 1393 shows a rise of 4 points. Yet the 5 per cent. bonds 
of the Mexican Electric Light Company are 2 lower. 

Rio de Janeiro Tramway, Light and Power Common shares con: 
tinue their remarkable rise, and at 75} are 43 better, making in 
advance of 6} in less than a fortnight. The 5 per cent. Gold Bonds 
at 914 show a rise of the fraction. 


Electricity Supply issues are neither much better nor much wort. 
The Kensington Companies shares are { down, and Ci 
London Ordinary is i easier. Charing Cross, Cit undertaking 
Preference are 3 to the good, and St. James's and 
ference are the same fraction higher. The p of the Londa 
and District Bill in Parliament is being watched with great interet 
academically, but asa financial market factor, it has so far етей 
practically no effect upon prices. 

The diminutive increase in the dividend on Castner-Kellaet 
Ordinary shares led to a little disappointment, expectation having 
looked for something better. At 32s. the price of the пант 
steady. British Aluminium have not rallied. А rise of 1 E i 
British Insulated 44 per cent. Debenture stock to 1054. Robi 
shares have strengthened upon the rapid rise in the price of 


material, but the recovery in the former has, so far, been in 10 ici 
commensurate with the jump in the latter. 
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TELEGRAPH AND TELEPHONE COMPANIES. 
po ET Btock deine | Closing | Business done | Rige 4| Present 
Present NAMB, | or | Dividends for the last Бос. | со. eek nd or Yield 
Issue. Bhare. four years. Nov.8rd. | Nov. 10th. | 1908. Fall — per cent. 
iil E i 1904. 1906. | 1906. | 1907. bp Highest Lowest. | в. d. 
96,000 | Amason Telegraph Co.'s shares, Nos. 1 to 25,000 10 Ni! Nil | Nil | Nil 23— 8i 21— Bł m Š ne al 6 
186,700 Do. do. 5 % Debs., Nos. 1 to 1,250 Red. | 100 Nil | б P 555 90 — 98 90 — 93 d Nt up a A. 
$131,551, American Telephone & Telegraph, Cap. Stock .. | $100 | 78% | 74 8 % | 8 % | 129 —183 181 —185 ve zi 
858,000,000 Collat. Trust, 4% Bonds, 001 40,8000 91000 | 495 * * | 4 9| 98 — 95 $4 — 96 Ж — +1 [484 
D , to ; 
ij = 67 — 57 57 T 516 8 
8,900,910 Е з а ы 6 * Pre... BE ij Bt % 80h 65 is 102 —103 102 168 105 102; с | 516 6 
8,200,910 | Do. do. do. Deferrod vs .. Btock il 4% | 19% | 1 95, | 164— 17 174— Mi 173 1 + $ А 18 Е 
60, Anglo-Portuguese Tel., 5 % Mort. Deb. Stock Red. | 100 .. | 6 b 5 | 99 —102 99 —162 we © Р 413 
44,000 | Chili Telephone, Nos. 104400 .. .. .. 6 8 8 8 8 5 8 — 8 В — 8% i 95 is ind 
9,883,976 Commerc! Cable Sting. 500 year 4 % Deb. Bk. Red. ura : % - : 1 Ж 7 ү M im 25 'à ^ + 3 A о 
16.000 u eiegrap ° е oe ee ee ee ee D am RE ee oe 
6,000 Do. 10% Pref. .. .. .. | 10 E 10 à, 110 & 10 & Tim ied 161— nt » i E 5 15 11 
pr „ 10 f Cum. Prell... E 10 & ho & ho f 10 £ B 9 PE: ауыр... . 18581 
80:000 Do. de. 43 & Debe. — .. | 60 $ 4455 44% | 100 —108 100 —103 5 M | 81410 
60,7101} Direct United States Cable .. .. .. ..| 2 45 4 4895 44% 181—183 181— 18j 19à 13j ds 6 : : 
£0,9001| Direct W. India Cable, 44 % Reg. Deb., 1 to 1,900, R. 100 | 4 $ 4 2 75 44% | 100 —1 100 —102 i iM IN ee / 

21000000 ‘Dec 9 5 Pot du с. Р AT 8) Не: 335 184 — 8 184 — B6 der | 8 5 1415 

106.006 Do. 4 Mort, Deb. Book, Reg.. | stock | 4 474 % 4 | 102 —104 xd VV 
cd aad Fic Rea eee 

. . ер. ee ee ee TM ^ Em oe 
‚700 | East & B. Afric, Tel., 4 95 Mt. Db., 1 to 8,000, red. 1909 | 100 | 4 g 4 49% 4 $ 22 1015 л vx ; Чч н 18 10 
200,000: | Do. 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 10 E Р: 4 4 a DI xd 18 1 a iby m 1 
181.170 ое ки p Axa" Prei. 10 E: 65 $ 65 op ee 134— 181 191— 133 52 18 % 4 6 6 
‚000 | Great Northern Telegraph, of Copenhagen. 10 24 2406 |20 % 209, | 90 — 82 30 — 33 31 902 6 5 0 
19,600! [om end Pebg., within Nos. 170 4.400, Red.] 100 4% | 44% | 4496 | 44% 100 10 | 100 —108 5 „ 48 5 
17,000 | Indo-European Telegraph — ..  ..  ..  ..| 895 13 &. hg% lig% 18 % | 56 — 59 xd | 86 — 50 573 527 
909000 Mackay Сошрашев 0 uide de d 3100 % T: 4205 $ | — 18 0 — 05 » is TE 
7 * . о. um. et. oe ee ee л" — in e 
190 | Marconi's Wireless Telegraph. is ee ote 1 Nil | N Nil | Nil ү Ya a 14 D 40 + А 23 ; 
280 Monte ма Tel phone Co. ваг T | : 25 2 5 : ы ? @ ри 140 - 18% E 801 5 9 
, ы о. о. г ee ^o ‚ [TT — ` i " 
425.00  Do don Peil Sr. n . 100 Е СБ ЕФ е иа linw pus | Hu tt | 8 010 
, e O. el. ee РҮ ee — ===, ee 
16,000 | Ро. do. 69% Cum. Ist. Pref. ., ..| 10 6 6 Ф 6 6% 101— ui 10 = п as : г : E 
39000 Do: go: b & NU cum 2nd Pref. en en 10 6 % 6 6 5 % 01— Б 5 É UL b Бо ә P 4 1 1 
’ Й P 1-cum, зга Р. 1 to 250,000 б 5 2 5 9% 5 5 % бл 13 8 — 1 та oe * 4 8 10 4 

2,000,000 | Do. do. 849 Deb, Stock Red. Stock | 34% | 84% 33% | 84% | 98 — 98 —100 Е | . 8 104 

1,116,508 | Po. do. 492 Deb. Stock Red.. 100 4% 4 4% |4% | 102 —104 102 —104 1083 | В 
179,818 | Oriental Telep. and Elec, 1 to 171,504, fully рам. | 1 % J [1% | 8 $ H— 19 1i T | 516 4 

50,000 Do. do. do. 8 96 Cum. Pre tee ee 1 6 96 6 ф 6 % 6 1 1: 1 — ] . " 4 p 0 
99,100 Do. do. do. 4% Red. Deb. Stock .. | 100 EP 41 4 % 90 — 935 | 90— . : . 1 
1 аа & European Tel., 4 % Guar. Debe., 1 to 1,000 00 : $ - % н $ : 2 де —108 ur . e + 4 5 0-0 
9 eu rs ee . ee ee ee ee eo TS — oe е 
99,100 | Telephone Co. of Egypt, 44 % Deb. Reed. | 100 p ma 44% | 44% | 100 —108 100 —108 m d» x A id { 
3,083 | Submarine Cables True.  ..|Cer. 6 & 6 6 6 % | 127 —180 127 —180 1274 М ài 
100,000 | United River Plate Telephone. 57 ee бк 5 8% |В 8 8 95 fig— 73 63— ` 64 La : 516 4 
40,000 Do. 5% Cum. Pret., Nos. 1 to 40,000 6 |59% 5 5 % 5 % 5 — 5 — 5 . 41011 
80,008 | W. Coast of America, 1 to 30,000 & 53,001 to 53,008 23 Nil | Nil no 24% i 1 l- 14 oe . 4 15 н 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. | 100 | 4 % 496514 4 % | 100 —103 100 —108 " PN : T А 
207,980 | Western Telegraph, Ltd., Nos. 1 to 207,930.. T 10 7 7951795 7 | 18 14 184— 14 14 1344 Pr EA 
800,000 Do. do. 4% Deb. Stock Red. 100 4 % 4% 4% | 4 102 —104 102 —104 1 У ; 8 16 
88,821 | West India and Panama Telegraph ..  ..  ..| 10 Nil | Nil | Nail | Nil »— th fa— { 11/3 . Ni 
54,568 Do. do. 6% Cum, Ist Pre ll 4 10 |a% SEE 8% | 6% В в B— 8 5 — 13 3 
E О» % um, 2n e ГА е о СК) 1 d i 1 р * ee 
80,0001 Do. do. Б % Debs., Nos. 1 to 1,800 ..| 100 ** 5% | * | 101 —108 101 —108 po er | d | 417 1 
| 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 

; e | | | | | 
„ вн Не ташаа Hon com Ыр: la % s 8 * 9 % &u— 83 | RR 8 8 | 873 + Ж 1 5 
980,007 Do. 6 % Сит. Prefs., 110 260,007... | Б | 64% 54% bo | 53% ба би | 8 6173 63 643 410 3 
266,600 Do. Permanent, 6 95 Deb. Stock, 1888 100 69?5 16 6 6 5 141 —146 141 —146 : 

285,100 | Auckland E. Trams, 5 % Ist Mort. Deb. Stook .. | 100 5 $ 5 5 5 102 —105 102 —105 Ж 4 16 8 | 
B80,000 | Babcock & Wilcox, 1 to 630,000.. ..  .. .. 1 20 9% 20 % |20 €) 20 % | 81 js 82— 4. Ti. | T6 — 2,15 1 6 : 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 . 1 |6 6 6 6%] 1à4— 1 "m 175 : B 18 10 
60,000 | British Aluminium, Ord., 1 to 40,000 .. ҳе е 5 7 7 7 1% 11— 2 14— 2 oy 15 1 2 
60,000 Do. do. 7% Cum. Pref. .. ee © б 1 7 7 7 3 — 4 3 — 4 vs 815 0 
40,000 | Do. do, A 6 % Cum. Prei. 5 6 „% 6 V 16% 6 4 — 4h 1— 44 уз ваз 4 
19,897 | Do. do, 4% Funding Certs. .. .. 6 14%/4 4 % 4% — 4i 8j— 4 КА 402 1 
KZU. Do, do. D 5 Ist Mort, Deb. t Btock Red. Btock 5% 5 7 % 6 % 19 —100 Ki —100 үз - 10 n 
о. о. % Loc even Debs, . .. РР - 7o — pe xe 
400,000 | British Columbia E. Rail Def Ord. Stock .. .. 100 16% / 6 % 6 $ в $ 135 —189 135 —119 139 156 +1 | 515 1 
x — — e 
B00.000 Do. s can Perp. Pret, Stock — . .. 100 5 f 5 6, 65% 5 100 —110 106 —110 1009 107% i) | 4 10 11 
988,000 | Do, 4 Ist Mort. Debs., 1 to 6,2500. | 40 4% 35 4% 44^, | 101 —108 101 —103 : 10 17 11 
220,00C Do. 44 % Vancouver Power Debs., 1 to 2,200 100 | 4 4 % 4% | 44% | 103 —106 108 —106 441 | 
188,901 | British Electric Traction ss 2x Be oe 10 6 3 | Nil! Nil T 18 — 14 21/3 20/- ee 15 Я | 
161,487 | Do, до. 6 % Сит. Pref. .. .. 10 6 6 V 6 % | B% 31— 4 33— 4 10 3 | 72/6 1 a. 

1,478,658 Do, do. 5 % Perp. Deb. Stock . Stock | 6 95 | b % | 6 95 | 6 25 89 — 94 90 — 95 1 Ви A 
528,936 | Do. do. 44 % 2nd Deb. Stock Red. | 100 | 44% | 44% | 44% i44% | 73 — 75 xd | 76 — 78 0 
100,000 British Insulated and Hi Cables "E 5 8 $ в 5 10 Ф | " bts 6 = г 1 :: т 

‚000 0. о, % Cum. Pref. A - = = - 

600,000 Ро. do. 43% 1st Mort. Deb. Red... | 106 355 ‘i 44% | 44% | 103 —106 104 —107 1053 e +1 4 E i 
908,440 | British Thomson. Houston 4j % Ist Mort. Debs, .. | 100 | 44% | 48% | 48% | 44% | 91 — 96 91 — 96 M я> ы 4 
400,000 | ( British Westinghouse 5% Pref, Ito 4 475,000) & | naj Nu Nij Nl | f 29 j— à e | e {+| NG 

1,016,858 : Do. E alto, T 4 > Mort. Deb. Stock... 100 1% 1% 1% 1% 40 — 45 | 40—45 ; Я РА " 8 17 10 

,000 r tt in O. rd. oe ve ee ee 1 1 1 Ne т" Я ee ee ee 
50,000 | Do. ' do. "6% Cum. Pref. ..  .. 1 Nil | Nil] Nil | Nib 1175 to 100 116 to Ke i | га 55 БИ 
106,731 | Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 Nil | 24% | Nil | Nil ze we we we "m э 
150,000 | Do. do. Non-cum. 6 % Pref... ... 2 6 % | Nil Ni : | e és "E un 
125,000] Do. do. 44 €, Perp. Deb. Stock .. Stock , 44% | 44% s 14% 68 — 18 68 — 73 9 T B RU 
125, 0001 Do. do. % Perp. 2nd Deb. Stock.. Stock | 44% 43% | 49% 42% | 50 — 54 i — 54 ET ys js dq. 
187,610 | Calcutta Trams, 1 to 137,610 m PF © 5 8 % 5 $ ; : : 2o n- | m 5 ; - = i 4 19.5 
850'000 Do: 1 Лр Block i aie ET 43% | 44% | 43% | 44% | 103 —106 103 —106 D. £ 414411 
41055 Callender’s Cable Construction shared .. .. б 1550 15 % 75 5 E. M из xd | 0+— Lo; » „„ up 
O. do. 5 ©; um. rret, oe oe ee | О о 14 oe 
800,000 Do. do. 44 % Ist Mort. Deb. Btook Red. Stock | 44% E To | КУ; л, ШЕ 1092 | T P 4 B 2 
491,222 | Cape E Trams., l to 491,223  .. a Sab 5 1 5 96 1 1 : i T 7 LZ 113 5 T ds 10 2010 
А Castner-Kellner Alkali, 1 to 450,000 .. i ES 1 4 96 % % 15:107 103* 107 ior ad 
210,153 Do. do. 44 % 1st Mort. Deb. Stock 100 | 44% | 44% 43% | 44% | 103 10 99 0:3 С с 
1,898,610 | Central London Railway, Ord. Btock.. .. «- Stock 4% 4 Ф 4% 3 15 =. A dee d 
668.195 Do. do Da ee ace „ { & { & 1 5 50 — 53 70 — 68 52 51 315 6 
[] о. о. el, O. өө ео с \ t = * 1 
1,480,000 | City and South London Railway éi we e». | Btock | 28% | 15% | 9496 | 24% | 324— 333 324 — 833 884 324 г 6 6 10 
; . 
* Unless otherwise stated, all shares are fully paid. t A period of nine months. From Manchester Share List. 
— M — ——M MÀ À F ::: Sree 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Continued) 


( 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continucd) 
* 
; Closing Business done | Rise + Present 
Btock ` Dividends for the саше. Quotations week ended | от Yield 
Quo Nov. 10th, 1908. | Fall — | per cent. 
Present НАМЕ, От last four years. Nov. 8rd. Nov. 10th. ov. ‚ 
Issue | Bhare. Уб: d— — |———————————|———1 Ll 
| nee з | 
hest Lowest. & 8. d. 
aay 1904 | 1908, rr рт. 1 la | Me 1А can e 0| 9106 
Crompton А to 86,000 os ee is = —101 -— , 419 0 
ip NN ITO ee pap °} dien Med tad ek Во i lA | 214) a u s' 
100,000: | { 900 of £100, and 901 to 11,000 of £50 Red. 10 % 110 % 10 % | 1 1% | = i 248 " | 4180 
900,000 Dick, Kerr & Co., 1 to 960,000 ee ee ee ee 6 6% a — 1 101 —104 . oe 4 6 1 
mw De ы, à & Deb. oc 9 3 $e 41 12 118— 134 n — 1540 
,880 Do. dc, e d X 6 = . is 4 81 
260.000 Dublin United Trams. (1896), 1 to 60,000 .. 000 6 6 6% 1 18i | 124— 11 . 115-1 6 
60,000 . 6 % Pref. between 1 and 60,000 4% n jt 1 gt » 8 6 9 
Fr wens Geb Ge 4 à e 3 T9 10 — ту ү, — 8 2 
11,189 ' f , а 4 = e sun 
А 4 Deb. Btock Red. ее Б Б 24 — 87 84 x 87 ee 
567,720 De 696 nd Deb. Stock Prov. Certs. all pd. S Nil, m 1— +4 | 3» — : à . 8 ma 0 
h | Don de. J, Oum. Pref., 1 to 1,800. 1557 Be Wo | ae jy mee 
81 . о. s ** а 6 uS P 8 10 11 
227000 General Electric Co. (1900), 5 % Cum. Pref. T 4 4 4 B4 — 88 | ic uie: . : 0 0 
900,000 Do. do 4 Mort Deb. ve , эе 4 4 à 1 of „ . 6 10 B 
96,000 | Greenwood & Batley, 7 % Cum. Pref. а o 6 5 Б —108 ий = 11 a | 18 2 
80,000 | Po. do. 6% Mort. Debs. " 15% 15 €) | 16% | 104— 11 103— 75 4 110 
40,000 | Henley's (W. T.), Telegraph Works, Ord. .. oe 4 4 Aa d — i n 4311 
40,000 Do. do. % Pref. . .. 4 107 —109 107 — ; 16 " [539 
50,000 | India-Rubber, Gutta-percha & Telegraph Works.. Nil | N 4% | lee 1 1 1 e 5 1 15 
500 Liverpool Overhead lway, Ord. .. . 69% 5 b 5 — 5 6 — i b: Cn 
10,000 |} до, Pref., fully pid 8 8 Bo |. 6 mE : 46 n 
pied London сана Trams. (1901), 1 to 50,007 .. . В È E 8 $ 6 ZR 43 — 83 ос ' | 9 110 
А А о. , Ш d ^^ 5 nis 568 
; do. 5 95 Cum. Pref., 1 to 125,000 4 4 70 — 76 70 — 75 | 70% “2 
1,831 000 Do. do. 4% 1st Mort. Deb, Stock 14 Ф 14 m SRÀA— 394 87 — 88 B84 E н i i 
6,782,082 | Metropolitan Consolidated .. с 85 oe ео 3j o5, | 68 — 70 67 — 69 | 132 Br Nil 
2,640,914 • Богра Lands ee ee ae ee e % Nit il m и, zr 183 "i Nil 
8 000 Й 18 c ee es ee as е il Nil li ч — ae aa 
БҮТ Ме litan Electrio Trams., pes MN З ES Xi 8 5 кы Е; E = a | i . | n : 
А ^ в ” * ° 4 — | 
245,500 Potteries E. * ee ee ee ee oe ее Б [4 6 Б — dc 921 å li y 
945,500 е 5 % Cum. Pref. ee ee ee 44 44 43 4 09 — 95 — 95 es | 6 18 8 
57550 h баш tp ana Мерс a = 15 $ 15 p vi a —109 т Ж = r = e 0: 8M 8 
150,000 1 „ Deb. Bàs., 1 to 1.500 Red., 1909 Е * i Ql4— 924 xd 914— 923 918 . i 
1,000,000 | Underground Electric lir rA 5% Prior Lien. z ee p d БА— 716) ?à-— 7 76i 7 . 
4300000 Do do; BY come ende m c E 1 =ч е 1 | 16/3 © 10 0 0 
4,900000 | — Do. o. ne > Ni | Nij Ni 109% 1 zu . 0 Be 
illans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 9j. 2 9 2 51/3 : 
66,608 | Do. 8% C. F. 9001 to 80,000 & 12,001 vo MT, ay Waa ae е Ol uut = |- mE o ue M ou ВВВ, 
246404 | Do. 4% lst Mort. Deb. Stock 149149 "2 cn ! 
ELECTRICITY SUPPLY COMPANIER, 
з | ' 9 Ц 
X, bay BIS o — 44 xw HE NN M 410 0 
| d t) E.L. & P., 1 to 15,000 .- oe 54 ^ f 54% 940 RON. x 901 — OR xd v | vs 
ен | моне КеП ) do. 4 Ф Ist. deb. stock .. 100 | 10 * 100 " = 15 xd | - u^ us n SAP | E : 
30,275 | Brompton & Kens. Eisa, Lt. Sup., Оз о iry 6 7 1 7 1— 8 | 9 — үң A an SL pj aus 
1125 M 0. * E 99 —102 — ec e~ e? = 0 
ваб ‚ Central Electric Bupply 4 €, Guar. Deb. Stock .. m : : ы M d б Bb 4 ME Doe 6 5 1 
Чан аи жа ou | (ME ES 4 rg 9c [tn 
б 0. O. е Ы 9 88— A "M i 
80.000 | Do, "City Undertaking” 44% Cum. Pri. 100 2% 4% | o 99 — 90 | 4 n 
49,496 | Chelsea Electricity Supply, Ord, b, Steer Bed.. Steen 4 4% 100 —106 100 —103 E. As. 
70,595 | City E Lonton Elec. Light ng, Оез ae 10 6 6 2 12°— 13 12 – 18 128 123 ELTE 
| 0 m. е e д ee ee ES 1 — . І Em ce 
Perea A 6% Db. Stk., Berip. (iss. at 115) all pd. 2s b 40% m m 101 —104 | CMS й 4 $ : 
800,000 Do. 44 96 2nd. Db. Stk., Prov. Crts., all pd. | 100 Pi a 24, 8 8 тае a 2 - ee 
60,000 | County of FFF 587 3 * 3— 4 1 2hÖ/! ds 5 
. o. is T ME 99 — | с> sa I 
270000 Do. do, M be tee Mee ee E es [age | ttr Wwe do 38 A Mir 
т County of London Electric Lighting, Ord. 1—40, 000 10 о 646 101— 103 101— 103 1012 : » 5 15 
50,026 Do. do. 6 1 1000.0. 20 & | 4% | 101 —110 107 —110 ecu ta 
400.000 Do. do. % Ind. Deb. Stock. Stock Н 4 di 49% | 99 ans 97 — uS E i NI 
80,000 | Edmundson's Electric Co ces фо. Bhares .. р & 89,| Nil 1 d | С we . Р Y» i 
«80-500 Do. do. 4 % 1st Mort. Deb. Stk. 100 | 44% | 48% | 49% | 4% 4 = A A — 85 | Bà а 21 T 
$8,150,000 | Electrical Dev.Co.of Ontario, 6% Ist Mtg.Gold Bnds. 8500 „„ 2 ч | ik | à „вдо 
| Polkestone, 1 to .. ee we . ee і — 5 Б— Б ‚ d - s 
10.000 Do. | 5 % Cum. Pref., 1 to 10,000 2 ы 1 5 P а A р % RÀ — E 97 —100 | ee ee ee H r i 
90,000 " Do, 18 % Ist Deb. Btock — .. .. op 05 te : : ae ER 4 — 5 E E ‘ 
15, i ove, 4 * os ee ee ee oe ee К p 94 — > — ‚ oe 17 8 
| Kaminista a Power Co., 5 % Gold Bnds. sts M >з 9 5 cs — | cs кш, са Б 
из Kensington and Knigbtebridge Electrio Ога. .. 5 13 10 E 9o Nos 977 9 97 ; = К 42 6 
3 Do. do. do. A Deben. Bik, | Stock | 4 % | db | 4 305 1 di EEE 58l 
111,000 | London Electric Supply Co oration: gc Bret : А : 6& 64 E: " 44 — n EGG E К â 2 
974,805 De. do. 4% lst Mort. Deb. Btk. Red. | Stock | 4 4 a in| m 9 5 | "T | ge iu 16 10 
200,000 | Metropolitan Electric Supply, 10100000 .. ..| Б % %% | 6 5| du- 4 1— E a A Zr 
930/000 De. lst Mort. Deben. Stock — .. | .. | 44% | 4196 ae 4 % PAEA M o | & | X ene 
86 000.000 | Mexican Electric Light Co., 5% Ist Mtg. Gold Bnds Кы 5 70 ES ^ 12 — 74 74 — 76 | 76 nj s 
213,585,000 Do. Light and Power Co., Ltd., Common  .. 81 e Р vs T: 104 — 106 xd | 1084 1054 | 104 1033 ed a 
1,500,000 Do do. 77, Cum. Pref. Stk. | Stock | . ee T .. 8 90 uH — 90° d9 Beh 10 
812.000.000 Do. do. 5% Ist tg. Gold Bnds. 2% ар 435, 8 25 95 — 98 | | MR a ' Н 10 
350,000 Midland Electric Corporation, 44 % lsv Mort. Deb. ie 4% Hd 8% * 11— 65 4-5 РЕ | 1 
87,500 | Newcastle-on-Tyne, I to 87,500.. je oe ee Б E б 5 % 5 e 8 — 5 Ba Di ў У EN e 
87,500 Do. 5 % Pref., 1 to 87,500 .. .. 2 | 74%, | TH, | Mj— 12 11{— 123 uoo е quoe РЕП? 
10,852 Notting Hill Electric Lighting.. се as РА 15 1 18 T4 7 Ф Bi 6 61— 64 и n 1 3 
20,000 | VVV | 10 | 4% 4 4% 14% | 95 — 98 3 25 296 | +A i 
i O. ео. d a а pes аси un 910. T um Li 1.„— 1, 9/- Ei A : 
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100,000 | Do. Фо. 6", Non Cum. Pref. Nos. to 100,000 | 100 8 5 3 90 — 102 | о-о" 1003 | 100 Е 
e ^ . do. б эе © tk. ed. sé ae е 82 a) a ee S E ‘ 
140,000 , Bt. James’ and Pall Mali Electric Light, Ord. . | 8 едзь 1236 10% nop 1— Wd | do Ga ca | 6H Д 
оре до. 7% Pref. 20,081 to 40,080, Б |T% 14 „ 86 — 90 р : E 
150.0001 Do. do. 84 % Deb. Btock Red. ee | 100 \ 84% 8 Ki ў о E 4 i E 3 | Ж e N 11 1 
12,000 Bmithfeld ES TT aru S Deb. Stock Stock [4 3 ‘ a% 4% 05 — 72 65 — 72 B 4 . A 55 
57 i Do. 9. zin if * | j D €) 2 . | s ae 
65.000 ‹ South London Electricity Bupply, Ord. — .. — .. 1 ^U 2 2905 oe = a = f | | ds cee н | - 
120,000 South Met. Elec. Lt. & Power, Ord. atto „ a% V i d Xu b e pres 
i M e oe te ee ео я ` eat . 4 
200 000 | Do. do. 4 * 1s Deb. Btk, 100 4155 ' 44% 44% 2x | id ` E Sod SE 0 | 0 
80,000 | Urban Electric Bupply, Ord. .. „„ „„ .. 6 6 VV à i „л 
988 Do. do. 5 % Сот. Pref... ..' Б БФ. % % осо о | 82 а . 5 
275.000 Do. do. 44% Ist Mort. Db. Stk. Red. 100 44% 44 ^o 44 4) ^ Е à * à : | : y 
800,000 | Victoria Falls Power 55 1 1 to 500,000 T 4 14 . ig > u `% 10 4% ] т RA 75 — ы | 718 А | ee | : " 10 
d e NEM ee (Du RR B 5% 6% ъс» b— b) 5 — bh | | 9 
81, | : duced from 9, since 3lst Dec., 1805) ‘ — >! ай „ | 
* Unless otherwise stated, al) shares are fully paid, t Quotations on Liverpool Stock Exchange. § Interim Dividend, 
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TRADE STATISTIOS OF NEW ZEALAND. 


Тнк following figures show the imports of electrical and other 
material into New Zealand during the year'1907, and are taken 
from the recently issued trade statistics for that colony ; the figures 
for 1906 are given for purposes of comparison, and notes of any 
increases or decreases are added :— 


° In 
| 1906. 1907. decrease. 
Scientific Instruments (except medical, 
dental, surveying, «с. ),— 
£ £ 2 
From Great Britain 4,900 6,000 + 1,100 
„ Victoria... iis 100 600 T 500 
» New South Wales 300 400 T 100 
„ Germany sii 1,900 400 — 1.500 
„ United States 300 300 — 
„ Other countries 400 100 — 300 
Total 908 7, 900 7,800 — 100 
Ieails.— 
From Great Britain 197,000 122, 200 — 74,800 
„ Victoria  ... "ii 200 900 T 700 
„ New South Wales... 600 900 + 300 
„ Germany К 700 100 — 600 
„„ Belgium Sas 900 11,900 + 11,000 
„ United States 2,200 300 — 1,900 
„ Other countries — — 
Total | 201, 600 136,300 — 65,300 
Telegraph and Telephone Wire.— 
From Great Britain. 26,800 600 — 26,200 
» Germany 9,400 — — 9400 
— — 200 


» Other countries н 200 
36,400 600 — 85,800 


Total 
Electrical Machinery.— 
From Great Britain 109,000 . 157,100 + 48,100 
n Victoria... T 8,100 11,100 + 3,000 
» New South Wales... 22,000 19,500 — 2., 500 
„ Germany .. 6,900 6,300 — 600 
T Bweden 2,200 5,100 t 2,900 
» Belgium .. 17,400 13,200 — 4,200 
„ United States 21,300 20,800 — 500 
„ Otber countries 600 200 — 400 
Total 187,500 233,300 + 45,800 
Steam Engines, — 
From Great Britain 6,400 6,500 + 100 
„ United States 1,200 2,700 + 1,500 
„ Other countries 100 200 + 100 
Total 7,700 9,400 + 1.700 


Gas and Oil Engines (except for motor-cars).— 


From Great Britain 45,000 72,700 + 27,700 
» Victoria eee T 1,900 1,000 = 900 
» New South Wales... 2,600 2,100 — 500 
» France A 500 400 — 100 
» United States 25,300 30,800 + 5,500 
” Belgium Я 1,500 400 — 1,100 
» Other countries 1,000 2,700 t 1,700 
Total... 77,800 110,100 + 32,300 
Boilers for Engines.— 
From Great Britain 4,500 7,100 + 2,600 
„ New South Wales... — 1,000 + 1,000 
„ United States 200 600 + 400 
Total a 4,700 8,700 + 4,000 
Mining Machine ry.— 
From Great Britain 33,900 27,500 — 6, 400 
„ Victoria Tm 1,800 4,300 + 2,500 
„ New South Wales... 1,200 2,000 + 800 
„ United States 3,000 1,400 — 1,600 
„ Other countries 600 — — 600 
Total 40,500 35,200 | — 5,300 
Pitch. — 

From Great Britain 800 3,600 + 2,800 

» Other countries 100 100 — 
Total .. en 900 3,700 + 2,800 

Locomotives, — 

From Great Britain 800 900 + 100 
„ New South Wales... 300 — — 300 
„ Germany 7 500 — = 500 
1,600 900 — 700 


Total 


I 
1906. 1997, decrease, 
Tramway Plant.— 
£ £ £ 
From Great Britain 5,400 1,000 — 4,400 
„ United States 4,400 2700 — 1,700 
„ Other countries 7000 100 — 600 
Total 10,500 3800 — 6,700 


PROCEEDINGS OF INSTITUTIONS. 


Railway Signalling: Its Defects, and Suggestions for 
Removing Them. 


By CaPrAIN A. GARDNRR, R E., Associate. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINBEBS al Leeds, October 28th, 1908.) 


Taz method by which control over the movement of trains is 
secured by the semaphore, despite all the scientific thought and 
attention that has been devoted to it, is still unsatisfactory. 

The signal has to be seen by the driver of the train, it has then 
to е correctly interpreted, and then to be promptly complied 
wit 


In each item of this sequence there lies an element of chance 
that has but too frequently produced appalling disasters, and must 
continue to do so, so long as we have to rely wholly upon the 
human element for giving effect to the order that the signal is 
intended to convey. 

The difficulties and dangers are so great that a recognition is 
undoubtedly growing of the need for some means of bringing the 
state of the signal emphatically and unmistakably to the notice of 
the drivers on their cabs, and making the neglect or unobservance 
of signals necessitate deliberate action on the part of the driver, 
во as to transform inertness into activity, and ensure that it is no 
dead man’s hand or eye to which the safety of the traveller is 
entrusted. 

Thus, on the Metropolitan District Railway we see a description 
of actual train control, whereby a train running past a signal at 
danger has its brake applied automatically through the impact 
of an arm on the track against a lever carried on the train. 

On the Great Western Railway, train control is not attempted, 
but they also disclose the craving for something more efficient than 
the semaphore in the cab signal which they bave substituted for the 
ordinary '' distant " on some sections of that line. 

Immediately a really reliable substitute for one of our existing 
semaphores is discovered, that semaphore disappears. The Great 
Western cab signal is not a signal раис it 18 а signal; and the 
semaphore being no longer required for the particular indication 
that their cab signal provides, it has begun to be abandoned as far 
as that indication is concerned, as it will undoubtedly be abandoned 
for every other indication once a really efficient substitute is found. 

The North-Eastern Railway install a series of signalling points, 
each of which confirms, or may cancel, the indication previously 
given; unfortunately the signal has a "gravity" safety position, 
being operated by a magnet that is dead for the safety posi- 
tion, and requires to be excited in order to show danger. The 
result is that any failure in the signal magnet circuit means a 
failure to remove the safety indication. The defect is sufficiently 
grave, it would seem, to limit the scope of this system strictly 
to repeating the external signals. For the reasons already given 
this is an undesirable handicap, making the system fall far short 
of the ideal that railways are seeking for. | 

Another respect in which our present system of external signals 
breaks down is as regards reductions of speed. "There is no railway 
signal that denotes “ reduce speed” for a dangerous piece of track, 
and instructions are given either by means of boards, frequently 
unreadable at night, or by printed standing orders, or by written 
instructions to the driver. The efficiency of the system is again of 
the lowest, for safety once more depends wholly upon human 
obedience. 

With signals on the cab, not only is it possible to give a“ reduce 
speed " indication that cannot be confounded with any of the 
other indications, but it becomes possible also to make that signal 
act directly on the motive power of the engine, and so enforce com- 
pliance ; and further, by providing for the automatic removal as 
well as the automatic exhibition of the signal, it becomes possible 
to obtain & record from which the actual speed over the restricted 
section can be indisputably established. 

A perfect system of train control by cab signals should, to meet 
all the requirements of traffic working, fulfil at least the following 
conditions :— 

1. It must comply with the essential principle that any break- 
down of the apparatus that can impair its accuracy shall completely 
remove the “safety indication and produce either a dancer" or 
a ' disabled" signal. 

2. It should be wholly in the cab, and not depend partly upon 
signals in the cab and partly upon signals on the track. 

3. It should signal, not at one point or several pointe, but at 
every point, so that a train shall be continuously in receipt of a 
positive signal, 

4. It should simultaneously act directly ‘upon the motive and 
brake power of the train, so that it shall be automatically obeyed ; 
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and not, having been at great expense automatically given, depend 
wholly upon human compliance. 


5. It should provide an audible as well as visual danger 
signal, as an additional safeguard against momentary inattention on 
the part of the driver. | 


6. It should enable an automatic record to be maintained of all 
signals received and of the exact time of receipt. 

7. It should provide that, automatic control having been set up, 
it shall be practicable for the driver to reassume his control over 
the motive and brake power of his train without interfering 
with the efficiency of the apparatus in delivering further signals. 

The method proposed involves the eventual entire abolition of 
the ан a and its lamp, with the following immediate 
results :— 


1. In place of the ueual external signals we obtain primary indi- 
cations in the cab itself visible, and if desired audible, at all times 
despite fog or storm. E | 


2. For the operation of a human driver liable to err in picking 


out which particular lights or arms of each signal group alone 
refer to his particular train, 


it becomes possible to sub- 
stitute automatic selection, 
and to present the result 
alone in unmistakable form 
before the driver iu his 
cab. 

3. For verbal evidence, 
frequently defective, often 
false, as to signals received 
during a run, we are 
enabled to secure an indis- 
putable automatic record 
of the signals received, it TC. 
may even be of the action 
taken in the case of the 
" danger " indications. | 


4. For a signal that may mean stop and may mean prepare 
to stop,” and which frequently can but with difficulty be correctly 
. interpreted, it substitutes a “stop” signal that always means 

“stop,” as well as а “ danger signal that always means danger.“ 

5. For a requirement of traffic working that bas not as yet been 
adequately met, it provides a reduce speed " signal, disregard of 
which can be subsequently detected or proved. | 

6. Finally, we secure indications which can readily be made to 
act directly on the engine itself, and be automatically obeyed ; in 


place of indications, compliance with which must depend wholly 
upon the unchecked human element. 
The means are as follows:— 


Parallel to the running rails is laid a metallic track conductor” 
(т.с. fig. 1), probably of tee or angle iron, of section atout 14 in. 
X 14 in. X 4 in., and carried on wooden posts 6 to 10 ft. apart at 
the maximum distance from the track that the running dimensions 
admit of. The height of the track conductor above rail level must 
suffice to ensure that the moving contacts shall clear the top of the 
rails at crossings, metalling of cart roads, and so on; and to enable 
engines to run either chimney or tender foremost with a single 
track conductor they must, if the conductor is placed externally, 
carry the contact devices in duplicate; so that the conductor is 
free to be placed for short lengths on whichever side of the line 
happens to be locally most convenient. 

The track is split up into track circuit sections of the desired 
length (insulated joints 1, 1,), and the rails within the limite of 
these sections are bonded together on each side by one of the usual 
track circuit wire bonds. At one end of each section is a track relay 
(в, Ri), and at the other a track battery (в ву) or other source of 
power for the track relay. The relay and the source of power are 
each connected to the rails in such a way that when no train is on 
the section the relay is excited and its armature drawn up; when 
a train enters the section the relay is short-circuited by its wheels 
and axles and the armature falls away. 


On an electric line Brown's patent arrangement of two polarised 


relays, as used on the District Railway, could readily be utilised to - 


prevent any risk of operation of the eignals by leakage currenta. 

The armature of tbe relay carries certain contacts which are 
closed when the srmature is attracted, and for the purpose of this 
signal it carries also other contacts which will be closed when the 
armature falls away. 

A resistance (0; 0;) is inserted between the track battery and the 
track to prevent the battery itself being short-circuited by the 
trains; anda parallel circuit is then taken from the battery positive 
through the contacts of the near track relay to the track conductor, 
as shown in the figure. The track conductor in each section ig 
thus, when the relay controlled by the section ahead is energised, 
charged with the potential of the track battery above the negative 
track rail; but is dead when that relay is shunted. Consequently 
when any track circuit section is occupied, the track conductor of 
the track circuit section in rear is dead. 

As far as the first and principal indication to be given on the 
engine is concerned therefore, viz, clear“ and “ stop,” all that is 
required is some means of collecting current from the track con- 
ductor, and an electromagnet that will when energised show a 
"clear" signal, and when de-energised show a ''stop" signal by 
the action of gravity. 

The action will then be as follows :— 

If the section (B, B.) ahead of a train is clear, its relay n. will 
be energised. The battery Bi will have part of its current shunted 
through the fixed resistance (oi) and the wheels and axles of 
the train (т), while part of the current will pass vid the track 
conductor and the collecting devices on the engine, and vid the 
coils of the signal magnet (s) to the negative rail. The train will 


thus receive the "clear" signal. Should, on the other hand, the 
section ahead be occupied (as is the section Bi Ri), the relay (в. 
being de-energised the track conductor will be dead, and a follow- 
ing train will receive the stop signal. 

The lower contact of the relay is arranged to connect the track 
conductor directly to the negative rail of the section, so that in the 
de-energised position of the relay it will be impossible for there 
to be sufficient difference of potential between them to retain the 
signal armature in the “clear” position. Any type of collecting 
device found euitable can be used, and any number of such device 


can, if necessary, be placed in parallel. 


To control the motion of the train, the armature of the signal 
magnet is supplied with contacts placéd in a local circuit on the 
engine which includes electromagnetic valves on the main steam 


pipe and the train brake pipe; the former to shut off steam, the 


latter to admit air to a vacuum equipment, or release the air from 
a Westinghouse one whenever the circuit is opened by the fall of 
the signal armature. The local circuit on the engine would also, 
if desired, include à whistle, bell or buzser, designed to operate 


‘Fig. 1. 


when the signal falls, во as still further to attract the attention of 
the driver. 

The cersation of the actively produced, contrary to gravity, 
“clear” signal would thus not only cause the “stop” signal to 
appear, but it would also give rise to an audible signal, and 
further shut off steam and apply the brake. Working with soch a 
system, it would be the duty of the driver on the receipt of a" stop” 
signal then and there to take steps to aid the automatic control in 
bringing his train to a stand with all reasonable speed. This done, 
he will await the receipt of the “ clear ” signal, knowing that it will 
reach him, whatever his position on the track, the very instant the 
section ahead is clear. ' 

The recorder consists of а chart revolved by clockwork under a 

en which is controlled by an electromagnet placed in a circuit of 
the local battery on the engine, and arranged so as to mark the 
chart when the signal magnet is in the released or stop position. 

It is necessary to provide that a train receiving a stop " signal 
for which no obvious cause exists, may be able, after waiting s 
reasonable period, to proceed cautiously to the end of the block 
reported by tbe automatic signals to be occupied. . , 

A reference to fig. 1 will show that a train proceeding in this 
manner might eventually receive а “clear” signal, although the 
block were occupied. A train following the train 7, and 
approaching from the left, will be perfectly safe up to the insulated 
joint 11; should it pass 11, its collector and its signal magnet will 
= in parallel with the collector c“ and signal magnet "s 0 

rain '' T." a | 

To prevent this, it is proposed to make use of & ramp to open 
the signal circuit of the following train, on the same general prin- 
ciple as that adopted by the Great Western Railway. The track 
conductor is ramped in the neighbourhood of, and to the facing 
side of, each insulated joint. The cab signal has an additional 
“danger” magnet which controls three contacte, one for its own local 
circuit, one in series with the collector and the signal magnet, and 
one to operate an audible signal. Further, when de-energised it causes 
a shutter marked danger” to drop by gravity in front of the signal 
window. The danger magnet is normally excited by the local battery 
on the engine, the circuit being through its coils and ite own contacts 
in series, 

One collector on each side of the engine is so arranged as to be 
normally insulated from this circuit, but when the collector is raised 
by means of a ramp, it breaks the local circuit and substitutes for it 
another circuit from the ramp through the collector and the coils of 
the danger magnet to earth. If, however, the substituted circuit 
is dead, the armature of the danger magnet falls away on the open: 
ing of the local circuit, and in doing so breaks that circuit second 
time at its own contacts. The local battery is consequently unable 
to resume control of the magnet after the engine has quitted the 
ramp. But the circuit of the signal magnet is also taken through 
the contacts of the danger magnet; and consequently the fact of 
the track conductor being alive beyond 1 does not result in 5 
"clear" sigral. The train would thus traverse the section 11 h 


_ (which is either occupied in some way or else unsignalled in conte 


quence of a breakdown of its equipment, and which is therefore 
in either case an extremely dangerous zone) with the“ danger ” signal 
before the driver. This would be registered on the recorder, and 
the length of the section being known, the speed at which be 
traversed it would be indisputably established. 

If the delay had been due to the relay (ni) being out of order, 
the track conductor in the section 1, 1; would have been alive. 

Before leaving that section the engine must traverse its danger 
ramp, which is, however, this time a live one. The auxiliary 
circuit to earth which is made temporarily by one of the collec 
shoes while on a ramp will now energise the danger magnet an 
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close its contacts, enabling the local battery to resume control as 
the engine leaves the ramp and closing the circuit of the signal 
magnet. This is the normal action when quitting each clear 
section, the driver then requiring no notice whatever. 

The above indications deal with the track between stations. We 
may now consider the approach to a station. The train may run in 
or through on the straight, or it may have to be turned off on to a 
siding or branch. In the latter case the driver should approach 
with reduced speed, since it is not safe for him to take points for a 
turn-out at the same speed as for the straight. To give the warning 
to reduce speed we utilise an independent ramp, placed (if the 
track conductor is outside) between the rails of the track. 

An additional magnet is supplied to the engine equipment and 
an additional contact device for the reduce-speed ramp. The 
magnet works on the same. principle as the “danger” magnet, but 
it is proposed that it should merely shut off steam and not affect 
the brake; this is, however, entirely a matter of what may be 
desired. The "reduce speed " magnet has a suitably worded shutter 
which appears by the action of gravity at a separate window placed 
as close as possible under that at which the “stop,” clear,“ and 
"danger" signals are shown. When tbe magnet is excited the 
“reduce speed shutter is drawn up and the window is blank. 

The ramp circuit is dependent upon the points, and when these 
are set for the straight and all is clear, the reduce speed shutter 
will not drop; when set for a turn-out the driver will receive his 
warning, and with the aid of the recorder it will be possible to 
determine what action he took upon it. In India, at all events, 
the speed at which pointe and station yards are traversed is some- 
what frequently a subject of interdepartmental discussion. 

But points may be set for the straight when as a matter of 
practice all is not clear; for a train may be already tbere, and it 
may be desired to bring another up against it. The state of the 
“reduce speed " ramp will therefore depend farther upon the relay 
of the station track eircuit section, and its mechanical action will 
only be electrically cancelled when all is clear for the train. 

The “reduce speed” signal will, like the danger signal, be 
entirely beyond the control of the driver, and to remove it a live 
ramp will be placed at the point beyond which restricted speed is 
unnecessary. | 

In the “reduce speed” signal we have all that is necessary to 
deal with any temporarily or permanently dangerous section of 
line; viz., a pair of temporary or permanent ramps, the one dead 
to apply the signal, the other charged to remove it, coapled with a 
recorder to record the duration of the reduce speed ” signal. The 
distance between the ramps being known, this gives a permanent 
record, to be filed in the locomotive superintendent’s office or sub- 
mitted to the manager, of the regard that has been paid to the 
restriction. 

The above has described a "clear" and a “stop” signal for 
normal use, and bas outlined a method of train control: a 
"danger" signal. that comes into play only when the "stop" 
signal has for any reason been disregarded, and a reduce speed " 
signal to meet the case of ordinary speed restrictions, and of the 
necessity for cautious driving when leaving the straight for a turn- 
out. 'lnese signals cau be subjected to manual semi-control in the 
neighbourhood of stations so as to meet, it is believed, every reason- 
able requirement of traffic working. 

It is, however, possibly further necessary to advise the driver of 
the actual route get for his train. 
limits this can readily be done by means of bars on the track which 
will be normally dead, but one or other of which will be charged 
with current according to the setting of the points, The engine 
will carry a set of contact springs or other device and an indicator 
which will show the number of the ramp which is charged with 
current. The indication will not be a primary signa), and the 
absence of any indication can be treated as a dead end ” signal. 

As regards the safety of such a system of signals as here advo- 
cated, the essential signal of the equipment is that which gives the 
indication clear and “stop.” The “stop” signal is entirely 
& normal mechanical signal, and has to be held off continuously 
by a current received from the track conductor under the control of 
the track relay. Consequently even if the conductor be carried 
away altogether, the only result can be to stop the train. In the 
released position of the track relay, the track conductor will be 
shert-circuited, as explained, on the negative lead, so that even 


leakage currents cannot operate the signal. A leakage across an - 


insulated joint merely lengthens the track circuit section. The 
control of the motive power and the brake can also be designed so 
as to be actively prevented from acting by the presence of an 
electric current, the cessation of which from any cause will cause 
them to stop the train, and these parts of the equipment appear, 
therefore, to comply with an exceptionally high standard of safety. 
. The “reduce speed " and (subsidiary) "danger" signals, accord- 
ing to the method proposed, are gravity signals actively held “ой” 
by the presence of a current, and coming into operstion when that 
current fails. Short of the actual removal of the ramp itself (the 
equivalent to which in semaphore signalling is the removal of the 
post itself), every derangement can only result in the signal giving 
the precautionary indication. The danger" signal could further 
only be given after a “stop ” signal, and after it had been decided 
by the train staff to proceed against the “stop ” signal, so that ii 
would only come at a time when the train would be moving very 
slowly and much on the alert, so that even the removal of the ramp 
(involving a gap in the track conductor) should in this case be 
detected, 

For single-line working there need be no alteration whatever to 
the engine equipments, and it will therefore be a matter of 
indifference to the driver whether he is passing over double or 
Single line. The track equipment will still consist of a single track 
battery and a single track relay per track circuit section; but there 


With certain not inconsiderable 


will also be a polarised relay, the duty of which it will be to switch 
the battery and relay connections over from “up” line working to 
“down” line working, and vice versa. 

The polarised relays would be in the círcuit of the ''line clear " 
instrument used for the dispatch of trains, and would be arranged 
to work entirely automatically in connection with the issue of an 
"up" ora “down” token. One result of the equipment will then 
be that should a train, by overrunning or any other mischance, pro- 
ceed in a contrary direction to that for which the track has been 
"get," the rear end of the train will cause tbe engine to get a 
" danger " signal, and will thus automatically bring the train to a 
stand. Even with the best of "line clear" token systems, since . 
cases are not unknown of drivers accepting line clears” that were 
not intended for their particular trains, collisions must remain a 
constant risk ia single line working. A grave accident occurred 
only a few months ago in India when two passenger trains collided 
head to head, over 100 Europeans and natives being killed. 

In India the standard gauge system with the largest number of 
engines is the Eastern Bengal State Railway, with 0'4 of an engine 
per mile. A primary signalling equipment consisting of clear,“ 
" stop,” “danger,” and “reduce speed indicators, with the neces- 
sary contacts, &:., could probably be fitted, at a rough estimate, for 
about £20 per engine, which at 0`4 of an engine per mile works out 
to £8 а mile. This can hardly be in excess of what the automatic 
semaphore with post, valves, or relays, and raising and lowering 
mechanism, at one semaphore per mile works out to. 

Fully equipped with train control as proposed in this paper the 
cost would, of course, exceed this figure, but it is believed that the 
track work between stations with half-mile sections (instead of 
1 mile as with the semaphore), need not exceed from about £149 to 
£160 per mile, and the engine equipments from £40 to £50. 

Yards would continue to be power or manually worked on any of 
the well-known systems, but without semaphores or lamps, and the 
saving in these would go far to meet the cost of the conductor, 
reduce speed ramp, and indication bars, and their electrícal inter- 
locking with the points. The cost of the track work at stations 
would thus be little, if at all, in excess of present requirements. 


Institution of Electrical Engineers.— Leeds Local Section. 


On October 28th Mr. H. E. Yerbury delivered his inaugural address 
as chairman of the Leeds Section. Referring to the present 
position of electric traction, he remarked that the average price 
charged for energy supplied to tramway undertakings was 142d. 
per unit, whereas they could generate and distribute it for them- 


‚ Belves for 0:39d. per unit, and the total costs with capital charges, 


&c., only came to 0'66d. per unit. A reduction in the price might, 
therefore, be reasonably expected. Technical considerations tend- 
ing towards the attainment of the highest efficiency in tramway 
working were often ignored, and as great an economy could be 
effected by training the drivers as by adopting regenerative 
traction, which did not appear to have made the progress that was 
expected of it. Greater loads were now imposed upon the motors 
than they had been designed for, but they endured tha strain well ; ; 
in the future it would doubtless be necessary to install ventilated 
motors, perhaps of the inter-pole type, to meet modern require- 
ments. The trackless trolley system might prove a valuable feeder 
to a main line of tramway, the overhead work and cables costing 
only £3,700 per mile, whilst a double line of track cost £12,000 
per mile; the system would be in operation in England in the 
near future. Single-phase motors, capable of running on both pc. 
and A. c. systems, should also be very useful for interurban tramway 
service, The D.o. turbo-generator had been greatly improved, and 
further developments might be expected in the design of the 
turbines. 

The CHAInMaR then referred to the study of phenomena 
on the borderland of the physical, an unexplored field of 
scientific research of unlimited extent. The laws governing 
the production of sound and light, and the movement of 
bodies without any apparent physical cause, were worthy of 
serious investigation. In the author's opinion ether was 
the basis upon which must be formulated the laws governing 
psychical phenomena; the ultimate atom of matter might 
be a unit of electricity. If they could conceive a four-dimensional 
region of space, there was no reason why the existence of euch 
region should not provide new conditions of physical operations, 
and they might have four-dimensional movements of bodies, for an 
enclosed space of three dimensions would then be open. | 


The Batti-Wallah Smoker.—The first smoking con- 
cert of the season of this society took place at the Holborn 
Restaurant on Monday, the 2nd inst. The smokers of this society 
are always an occasion of mirth, nor was this an exception. The 
programme of song and music was excellent, and since we cannot 
name every artist who so ably contributed to the evening’s cnter- 
tainment, we may be pardoned for naming only the ladies—Miss 
Ruby Wilson and Miss Florence Voller. We spent a much happier 
evening than had we been shedding lightness and lustre on a boiler 
house or over the restless waves. 


Concert. — On Saturday night last a smoking concert 
of the Electrical Football League was held at the Robertson Elec:éric 
Lamp Works, at Brook Green, Hammersmith. 
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COMBINED TRACK-CIRCUIT AND 
CAB-SIGNALLING. 


THE paper read by Captain Gardiner, R.E., before the Leeds 
Local Section of the I.E.E. on the 28th ult. (wee abstract 
on pp. 861-3), proposed to introduce radical changes in the 
methods of train signalling and control now in use on rail- 
ways. Pat shortly, Captain Gardiner proposed to dispense 
with signalmen and all the apparatus they operate or control, 
and substitute a form of track circuit signalling to the cab of 
the locomotive directly under the observation of the driver. 
Together with the above, Captain Gardiner proposed to 
provide some degree of automatic control of the steam and 
the brakes, and to provide special “ reduce speed ” indica- 
tions on the locomotive at any point where it might be 
desirable. Тһе “ reduce speed indications are distinct from 
the ordinary signalling, and require additional apparatus on 
the locomotive and on the line. The essence of the proposals, 
however, is the adaptation of the track circuit, as hitherto 
used for the operation of the ordinary outdoor semaphore 
signals, to cab-signalling, and the principal means by which 
the required results are to be obtained are of the simplest 


character. 


Signalling is continuous with this system, and this is 
obtained by the provision of a special contact rail, which is 
practically continuous. Contact between this rail and the 
apparatus on the engine is continuous. This rail is connected 
with, or disconnected from, the cab-signalling battery on the 
line according to the position of the track- relay armature. 
The position of the latter is always such as to disconnect the 
cab-signalling battery if the section is occupied, the rails 
short circuited, the electrical continuity broken, or just as in 
the ordinary form where the mechanical signals are operated. 
* Olear" signals are given and maintained by the presence 
of a current from the special contact rail; stop signals 
are given by the absence of such current. The “stop” 
signal shuts off steam and applies the brake, but the arrange- 
ments are such that the driver can resume control 
immediately if he wishes. Indicators are provided on the 
engine to show the conditions obtaining, and andible signals 
of different kinds call the driver’s attention to the indica- 
tions. It was all very pretty—and impracticable. The 
models ran round and round the track, and never caused a 
single collision—but. the pattern is wrong. On a line 
* worked by one engine in steam,” or on a line running 
directly between two terminal pointe without junctions, 
sidings or crossovers, it would, no doubt, serve admirably, and 
partly justify Captain Gardiner's dictum that “ with auto- 
matic signalling. as far as indicating the condition of the 
track is concerned, manual control is not only superfluous, 
but undesirable.” | | 

Automatic signalling systems contain no provision to meet 
certain conditions of railway work. They cannot deal with 
junction working without being supplemented by human 
judgment. They cannot perform the slightest variation 
from the cycle imposed by their design, without human 
assistance. They cannot “select.” They cannot re-arrange 
traffic ip its order of importance, and without human 
assistance the simplest shunting operations or devia- 
tions from the organised service cannot be carried out. 
Such a system as that proposed displaces local signal- 
ling applicable to local conditions only, by а signal 
common to the whole line, and having the inherent aud 
ineradicable defect that its failure will retard the train 
throughout its whole journey. Captain Gardiner does not 
propose anything to replace functions that the signalman 
performs other than those of signalling the passage of trains. 
Yet the signalman performs many other functions. He has 
to provide for emergencies which are laid down in his code 
of regulations. There are quite a number of these emer- 
gencies provided for in the regulations, which it is unneces- 
gary to specify here. О, EE 

Captain Gardiner's system of train-signalling is imprac- 
ticable, not because his proposals are technically defective, 
but because they do not fit into the scheme of operation. 
It has not the flexibility to meet the varying. conditions of 
operation on railways. Track-circuit signalling is practic- 
able from an operating point of view, only at places where 
it fullils the conditions. Cab-signalling is practicable also 


‚ Tooms—cards, combs, drawing frames, в 


from an operating point of view, but as the sole means of 
conveying intimations of the condition of the line to drivers 
it has the serious defect already noticed. 

In his paper Captain Gardiner speaks very hopefully on 
the financial aspect of his proposals, and indulges in eati- 
mates which may be right or wrong. But he is silent on the 
very important question'of the cost of the present equipment, 
much of which has come out of capital, and for which, 
therefore, interest must continue to be provided. If 
such systems displace the present signalling plant, scrap 
prices for the latter will only be obtainable, and the 
capital charges on both systems, together with the main- 
tenance of the automatic system, are likely to swallow any 
saving that estimates like those given in the paper can show. 
. If the progress of signalling on railways is traced from its 
beginnings, it will be found to be gradual and on such lines 
ag experience dictates to strengthen weak places, or to suit 
the special conditions obtaining. lu this country the basis 
of the system has always been human responsibility. In 
later years that responsibility has been confined to the 
signalman’s immediate vicinity. In the United States 
human responsibility is still most largely depended upon, but 
in certain systems that responsibility has a much wider range 
than on this side. The development of automatic signalling 
in the States has sprung from conditions entirely different 
to those obtaining in this country ; such conditions, indeed, 
аз are impossible here. It is useleas to transplant anything 
to conditions unfavourable to ita use. Mechanism of this type 
is no more infallible than man, and depends upon man for its 
maintenance. Man can reason; mechanism cannot. It 
may be considered certain that the development of signalling 
has taken place on the lines most suitable for the service 
required, and that development has placed man at the point 
of control., Give men all the help possible to check their 
naturalliability to error, or to know what is required of 
them and leave them to do the rest. And do not forget 
that the errors or lapses of highly trained men, such asare 
found engaged in the service of railways, in controlling or 


directing traffic, are very small in proportion to the oppor- 
tunities for such lapses. 


> 


ELECTRICAL DRIVING IN COTTON MILLS. 
By W. H. BOOTH. 


In view of the interest at present exhibited in this matter, 
some of the misconceptions that have sprung up in resped 
of turning moments are worth investigation. 

Thus one reads of the squeak of belts and the variation of 
20 per cent. in shaft rotation as thongh this were common. 
It is not common. In & modern cotton mill, rope-driven 
from а high-speed engine, the most acute ear cannot detect 
any variation in the hum of the spindles of a ring 
spinning room or of the preparation room. Nor is belt 
squeaking to be heard, for all the machines in both thes 

and spinning 
frames, are continuously at work except when an end breaks, 
and even this does not apply to the cards or to ring frame. 
The belts do not slip or squeak on the running machines, 
for they are powerful enough not to do so; they only 
squeak when a frame is being started. And this point шаў 
be emphasised somewhat, because it is held to be possible to 
start a frame more quickly electrically, than is done by belt. 
On this point it will, perhaps, be sufficient to say thats 
frame may be started to full speed by belt quicker than it 8 
started, but the present practice is adhered to, as the women 
* tenters " are paid on the piece system, and are aware that 
they may lose more by starting too deer than by starting 
at а gentle acceleration that will not bring down some 
ends.“ 

There are no machines in a spinning mill that do not 
exert a steady resistance excepting the mules. The mule er 
varies from almost ni/ to à maximum, and when electrics T 
driven, demands motors many times more powerful t z 
the mean effort. Hence the difficulty of driving T 
electrically with independent motors, and the desira 
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ness of driving them on the group system, with fly-wheel 
effects near to head stock so as to care for the wide varia- 
tion of load. The great peak of load of a mule frame comes 
on just as the carriage has to be started out from the roller 
beam and the 1,000 or 1,200 spindles have to be set in 
rotation at 9,000 or 10,000 R. P. u. 

Cotton machinery with a motor to every machine looks 
well. There are no belts to be seen. That is an advantage, 
as а belt obstructs the light from the windows. But in a 
modern mill the width is such that there will be two frames 
in the width of the room and a central alley way, and the 
belts need not be between the machine and the window. 

It is usual when driving a ring frame by its own electric 
motor to place the motor on the floor in line with the tin 
roller shaft. To make room for the motor the frame has 
to be shorter by several apindles than a belt-driven frame, so 
that, in а recent case investigated, the claimed greater 
output of yarn per spindle was more than counterbalanced 
by the reduced number of spindles, as to which more anon. 
"There is thus no special objection to belts, and there is much 
to be saidsfor them and for group driving. It does not 
cost much in power to drive the 2 or 3 ft. of shafting, 


which is all that has to be driven for each ring frame, or 


even for speed frames. Wherefore there is little loss in 
driving a room by line shafting with a motor on the end 
of it, or, better still in the mid-length of the shaft. It 
is not as though ring frames were often starting and 
Stopping. They run continuously until their bobbins are 
filled, are then doffed and started again to run until 
time to doff. In mills spinning good material, there is very 
little stoppage of the speed frames, though, of course, the 


spindles being driven by helicoidal gears, the frame must be. 


stopped when an end fails. The cards, too, stop very little, 
certainly not sufficiently to give any advantage at present to 
other than group driving, especially as a card carries its 
own fly-wheel in the shape of the heavy quick-running 
cylinder. | 

To return to the question of spindle output, there seems 
to be a curious dearth of information on this question. It 
is often stated that the output per spindle is greater 
with electrical driving. In seeking to know if this was so, 
a visit was paid to an electrically-driven mill with a motor 
to each ring frame, and information was sought as to the 
alleged greater output per spindle. An electrically-driven 
frame was shown ; before running this frame by electrical 
means in a nice light room, from a new steam engine, it 
was first rigged up in a room in an old mill and driven by 
belt, and it was found that the output was increased by 
electrical driving. A request was made to be shown the 
engines of the old mill. They proved to be an old pair of 
beam engines running at 40 R. P. M., and it was obvious 
to the roughest ear that they were very much out 
of balance. The new mill engine driving the electrical 
generator was next visited. This proved to be a three- 
crank triple-expansion engine running at 125 R. P. M., and 
possessing, therefore, over nine-fold the fly-wheel effect per 


pound of rim, more or less, according to diameter, and 50 . 


per cent. more impulses per turn, or, in all, nearly five-fold 
the number of impulses tempered by nine-fold the fly-wheel 
governance. The new engine also was not out of balance. 
It is much to be feared that the foregoing is a very ordinary 
sample, out of which many of the so-called better results are 
manufactured. The results of unduly favourable prophecy 
are thus very often disappointing, and, even if spindle 
output be increased, say, 5 per cent., in any authenticated 
genuine test, under fair conditions, is it worth doing this at 
the expense of 7 per cent. of the spindles cut away to make 
room for the separate motor? The fact may as well be faced 
that a modern rope-driven mill does possess steady turning. 
Its load factor is over double that of probably any external 
power station in the country. The loss by ropes and line 
shafts is probably no greater than the sum of the electrical 
losses at the generator, in the cables, and at the motors ; and 
80 far it appears that electrical driving requires more power 
for а given number of spindles than is demanded with rope 
driving. That electrical driving possesses many conveniences 
goes without saying, and, as it is yet in its infancy, there are 
improvements in the not distant future. But it is essential 
that it should show a commercial economy, and it is most 
essential that its advocates should endeavour to acquire a 


practical knowledge of cotton spinning so that they may avoid 
the pitfalls before them. A cotton mill is not a shipyard 
with widely scattered machines here and there. Yet electrical 
advocates will argue as though they were dealing with ship- 
yard conditions, and they very grotesquely over-rate the 
friction of line shafting. A cotton mill is simply packed 
full of machinery with very little shafting per machine, and 
that little often balanced as to belt pull, right and left of the 
shaft. In what follows there will be found set down the 
estimates of three methods of driving a fine spinning mill of 
110,000 spindles. These include the capital cost of the 
power department, and such building as properly appertains 
thereto, such as the rope-race in the case of the rope-driven 
mill,and boiler plant for the heating of the mill, which is driven 
electrically from an external power station. This necessity 
to warm в mill tells considerably against the electrical 
method of driving. It might be added that in the opinion 
of some engineers everything has not yet been done in the 
case of the rope-driven mill to properly utilise the waste heat 
of the engines for the purposes of mill warming. A mill 
must be warmed throughout the winter months by heat 
beyond that frictionally generated by the machinery. In 
summer, this frictionally generated heat is often more than is 
called-for, and the temperature becomes unnecessarily high. 
Modern mills, particularly, call for a considerable weight of 
coal in winter, as the window area is large and the loss 
by radiation great. A piercer on a fine mule often works 


with but one thin garment, and he is even then too warm, 


the atmosphere being artificially humidified so as to render 
the fibres soft, and produce better spinning. 
As an example of the amount of shafting per machine, 


may be cited a mill where two shafts of 660 ft. in length 


drive 150 machines, and two other shafts drive 134 machines. 
In the same mill there are 30 mules averaging only 10 ft. 
of shafting each. Since these mules will make four to five 
draws per minute, there will, on an average, be one maximum 
stress on the shaft every 2 to 24 seconds, and with 30 
different machines under the ordinary operative conditions, 
exact coincidences of peaks will be rare. Obviously, the mule 
shaft is one that should have its separate motor, or, better 
still, its two or 3 motors at intervals, so as to minimise the 
torsion angle. In this particular mule room there are 40,000 
spindles, and the shaft will transmit an average of about 
800 H.P., or about 10 H.P. per machine. With machinery of 
this class, therefore, the separate motor system involves an 
enormous provision of motor horse-power. 

And generally, all machines which are required to make 
occasional starts and stoppages, such as the speed frames, 
must have motors of a capacity considerably beyond the mean 


rate of working. Ring frames do not require such excess 


capacity. 

Now with the group system, each machine, when starting 
after a stoppage, can call upon the surplus capacity of 
the one or two large motors on the group shaft, and 
with suitable belt or rope proportions, can be accelerated 
as quickly as is good for it. In times gone by, it was very 
usual to drive spinning frames or throstles— the forerunners 
of the ring frame of to-day—from a shaft in the room 
below. Long belts were used, carried horizontally round 
gallows pulleys, and passed up through floor slots to the 
machine pulley. No belts could be seen in a room thus 
driven, and the room was even clearer of obstruction than if 
it had been driven on the separate-motor system, which is 
claimed, very rightly, to give such a good appearance to a 
spinning room. 

There are certain advantages in electrical driving, but it is 
a mistake to make claims which cannot be justified, and it 
certainly does seem difficult to get genuine comparative 
figures of electrical and rope driving that will satisfy men 
who are both engineers and cotton spinners. The comparisons 
of which one reads appear to be made on the lines detailed 
above, with old ropes or geurs and old slow engines, and 
they are absolutely untrustworthy. The three estimates here 
given were made quite recently at the same time, so that 
there is no correction for price differences. One thing is 
certain, both in mechanical and electrical methods, the 
machines will run practically as regularly as the prime 
mover. The interposition of ropes will, if anything, cause 
the line shafting to run more evenly than the engine, because, 
if any pulsation were present, the rope elasticity would 
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deaden it. The result is proved by the ear—a test that can- 
not be gaineaid. And, with the same engines, electricity 
cannot do more. In particular no claim should be made that 
electric driving can be carried out во as to consume less 
power than rope driving. It cannot yet be shown to be 
possible, and disappointment follows on such unnecessary 
claims. Indeed, harm has been done already by the claims 
put forward for electrical driving by men who, to begin with, 
have no practical knowledge of cotton spinning, and do not 
differentiate between the mills of to-day and those of 80 or 
40 years ago. It may be asked why rope driving so quickly 
displaced gearing. It did not cost much, if anything, less to 
inetall, and the running expenses were greater. The true 
reason was probably that ropes necessitated a pulley of large 
diameter and great breadth, with a very much greater fly- 
wheel effect than the equivalent toothed rim. It was this 
fly-wheel effect that gave the steady running with ropes and 
gave to ropes a good character, and it was to the bearing 
friction thus set up that the greater turning effort was due. 
The same fly-wheel effect is necessary to give equal turning 
with electrica! transmission. 


The estimates show that the rope race is not such a heavy 


item as often supposed, with the extra gearing and stairs, but 


some £1,900 can be saved on the three items. But for a 
mill with its own generation, the rope cost of £450 plus the 
£1,140 of extra gearing, looks small beside the £4,000 for 
motors and cables. The total electrical cost, however, only 
comes out a bare 16 per cent. greater than the mechanical 
drive, and the annual costs are about 23 per cent. greater. 
This is, of course, due to the fact that in electrical driving 
there is fully three times as much highly organised machinery 
as there is in a mechanical drive. There is the engine 
which must be a little larger ; there is a costly generator a 
little more powerful again, and there are the motors which 


must average, perhaps, 20 or 30 per cent. greater capacity - 


than the engine, if not still more. The generator, the motors, 
and the cables and switches take the place of 30 or 40 turned 
rope grooves, an equal number of ropes, which are of cotton, 
and help the trade, and some turned pulleys and cheap 
straight shafting. 


(To be concluded.) 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. Оз TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


The Selection of Tarbo-Alternators. 


The paper read by Dr. Kloss before the Manchester 
Section of the I.E.E. met with considerable criticism. There 
is little doubt that the paper was written from a designer’s 
point of view, and Dr. Kloss proved that good inherent 
regulation oan only be obtained at considerable cost. It 
seems strange that (with the exception of Mr. Peck) none 
of the engineers who contributed to the discussion made any 
reference to the Tirrill automatic regulator, or suchlike 
devices, whereby an absolutely steady and constant voltage 
is maintained from no load to full load. The writer believes 
that there are regulators of this type at work controlling the 
voltage of generators where the pressure drop on inductive 
load cos. Ө (0:5 is as much as 40 per cent. Other devices 
depending on the temperature-resistance qualities of metal 
have been proposed, and an exhaustive article dealing with 
the subject appeared in the  Elecirotechnische Zeitschrift 
recently. 

As pointed out by Mr. Law, the question of regulation is 
generally kept well in the background, aud it is also difficult 
to make a good test. In most of the turbo-alternatora now 
at work it would be found that the regulation on inductive 
load cos. © 0:8 is nearer 40 per cent. than 20 per cent. 

This is no disadvantage, if an efficient and cheap machine 
is the result, assuming that a suitable regulator is used in 
connection with the same. ; 

The Tirrill regulator, which is manufactured in England 
by the B.T.-H. Co., and on the Continent by the A. E. G., 
Berlin, controla the voltage of the alternator through the 


medium of the exciter field. A resistance in series with the 
exciter field is automatically and rapidly open and short- 
circuited, the periods being automatically arranged, eo that 
the proper line voltage is obtained on the alternator. 

The cost of such a regulator is not great. Why, then, 
raise such а dust regarding regulation, especially when 
lecturing (avowedly) to purchasing engineers ? 

Such people generally require a set, the overall efficiency 
of which is high and the voltage constant, and problems of 
pure design do not always touch their hearts. 

The above letter is written with & view to clearing up 
some misapprehension as to the voltage regulation obtainable 
by means other than those dealt with in the paper in question. 


J. H. Thomas. 
Manchester, November Tih, 1908. 


— 


What is an Electrician? 


In reference to your * Note" in last week's issue on 
„What ів an Electrician?” J had a similar conversation a 
few days ago with one of the directors of a large contracting 
firm in this city. He, | may say, is a civil engineer. J am 
an engine-driver * with electrical experience,” in the employ 
of his firm. He had just had a conversation with our “ elec- 
trical engineer,” seeking advice ав to whether it would be 
policy to transform our 200-volt р.с. down to 100 volta, and 
so prevent the necessity of connecting our metallic lamps in 
series. I do not know what kind of advice he got; suffice 
it to say that he came to me and said, ** We have decided to 
get prices for a transformer to give us 100 volte for our 
tantalum lamp circuits.” I assured him that he could not 
deal with continuous current in a transformer, and also 
told him that from our battery he could get, any required 
voltage for his purpose. He left me with a blank look, and 
our “ electrical engineer ” cuts me now. What have ! done? 


Engine Driver. 
Sheffield, November 9th, 1908. 


Branches v. Agencies, 


1 have read a letter from“ Ramifex " in this week's issue, 
and note that he has guined much profit from reading my 
article. I do not wish to seem egotistical, but, would suggest 
that more profit still might accrue if he read it a second 
time. When I wrote the article I expected criticiam—and 
lots of it. The fact that it was received in silence by all 
branch managers seems a proof of its truth. I do not know 
if * Ramifex“ intends his letter to be taken seriously, but 
the gist of his argument (or statement) seems to be that 
branches were established to pay for themselves, and oon. 
sequently do, with a vague reference to load-factors and 
efficiency. This reminds me of Voltaire's famous remark 
that “ Everything is for the best in this best of all possible 
worlds.” Tt is probable that Noah made the same statements 
about efficiency and load factor to Mrs. Noah every night 8$ 
they fed their collection of two-phase passengers ; and he 
may even have claimed a record journey when he stranded 
on Mount Ararat. But this is hardly a sound argument 1n 
favour of arks (even short-circuiting ones) for present-day 
use. To use a modern simile, there was, until a few years 
ago, a tramway route in Birmingham run by accumulators. 
It was built to pay, like branches. It did pay, In 
a kind of way—like branches. Its load factor varied 
largely, and its standing charges did not. It was very 
ineflicient ; each car carrying, вау, 40 passengers dragged 
r tons of lead, and carrying one passenger also dragged 
г tons of lead. Up a hill it usually travelled 4 miles 82 
hour. The man who constructed it knew, or thought be 
knew, his business. Now it is dead and buried, and a muci: 
more efficient and better-paying trolley system is installed. 
That is where the analogy gets ahead of us—we stili hare 
branches. 

I do not think 1 stated that branches did not pay. That 
depends altogether on the definition of paying. What | 
stated were arguments against standing charges, and figure 
to prove that most branches did not pay as well as agence: 
Business is not like Euclid, full of self-evident propositions 
and sweeping assertions are not convincing. I gave 
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to support my arguments, and if Ramifex can do the 
same I would welcome any light on what I consider to be a 


serious problem. 
Vilex. 


A Periodic Fanction. 


Under the above heading your correspondent “ A. K.,“ in 
your issue of October 23rd, struck a very severe note for a 
large army of the rising generation who have already chosen 
the electrical profession. 

The scramble over every advertised vacancy for practically 
а labourer's wage is sad to think about—but what can you 
expect when large public companies and firms take, under 
the guise of training them, large numbers of youths, and 
after a year or two turn them adrift to flood the already 
overstocked market, and again take on a fresh batch of 
recruits ? Surely our princes of the profession should have 
more sympathy with the young members of. the profession. 


Interested. 


Auto-Transformers. 


In reply to “ F. D. 's letter in your issue of October 80th, 
] did not make any specific allowance for fixing and con- 
necting up the transformer, as this must necessarily be a 
variable item, according to circumstances. In the case of a 
new installation, the extra cost of fixing and connecting up 
the transformer would be so small that it is unlikely that a 
wiring contractor would make any extra charge, especially as 
he would get a substantial discount off the list prices on 
which I based my estimate. If it were a question of altering 
an existing installation, a small extra charge would probably 
be made for this work, but it is hardly possible to give any 
general estimate. 

My example of comparative cost was intended to serve as 
a typical instance of the saving to the consumer which may 
usually be expected. In making an exact estimate for any 
specific installation several other points should be taken into 
consideration, such as the initial cost of wiring. If a 
200-volt installation for carbon-filament lamps be compared 
with a 50-volt installation for metallic-filament lamps, or if 
the respective voltages be 100 and 25, the cost of wiring at 
the lower voltage should be appreciably less, as it is 
obviously unnecessary to maintain the same standard of 
insulation in the wires and fittings; but if the respective 
voltages be 200 and 25, the extra cost of copper will 
probably out-balance any saving due to cheaper insulation. 

I should like to emphasise the importance of thoroughly 
effective joints and contacts in low-voltage installations, as 
I feel sure that the present method of making dry joints into 
the terminals of distributing boards and looping in between 
switches and fittings will lead to trouble, unless proper care is 
taken to ensure an adequate contact surface, both in ter- 
minals and in the rubbing contacts of switches and wall 
pluge. Even at 100 volts and 200 yolts the present methods 
can hardly be considered altogether satisfactory, as I think 
most of us have come across switches and wall plugs which 
require a certain amount of “ juggling ” before sufficient 
contact is obtained to light up the lamp. 

The subject of low-voltage installations is one that 
deserves very careful consideration, as it affords possibilities 
of greatly reducing our present wiring costs, and there is 
urgent necessity for a revised standard of wiring rules 
applicable to such cases. 

To return to the example of comparative cost, I think I 
have probably over-estimated the difference in the cost of 
renewals, as I allowed for a life of 1,000 hours per lamp in 
each case ; in view of the fact that there is so little falling- 
off in the c.p. of metallic-filament lamps, I think it would 
be quite safe to assume that a 25-volt or 50-volt metallic- 
filament lamp will have at least 50 per cent. longer useful 
life than, say, a 200-volt carbon-filament lamp. 

As regards fitting a control switch to the transformer, I 
have never been able to understand the necessity for this in 
private houses, as it is already obligatory, under Ње I. E. E. 
and other wiring rules, that a main b. P. switch be fitted at 
the point of entry into the premises, and the coneumer may 
just as well switch the whole installation, including 


transformer, on and off, by means of this switch, if he is 
going to take the trouble to do so at all. A second switch 
at the transformer appears to be super fluous, unless the main 
switch happens to be in a position which is not conveniently 
accessible. 


| J. L. Cateanx. 
London, E. C., November 10ih, 1908. 


METALLIC FrLAMENTS.— A correspondent wishes for 
the names of makers of metallic filaments for use in the 
manufacture of metallic-filament lamps. 


CARBORUNDUM RESISTANCES. — A correspondent wants 
the address of the firm which exhibited carborundum resist- 
ance rods at the Manchester Exhibition. | 


HYSTERESIS TESTER. — A correspondent is desirous of 
meeting with anyone versed in the use of Ewing’s hysteresis 
tester, who would be willing to fraternise with him. 


ELECTRIC RAILWAYS IN GERMANY. 


IT seems after all that the determination really exists to proceed 
with the construction of electric railways in certain parta of 
Germany after a period of almost complete stagnation extending 
over several years. Apart from the conversion of some of the 
Baden State railways aud the intention to establish a new under- 
ground line in the suburbs of Berlin, to which a brief reference 
was made in the REvigw on September 11th, the most important 
scheme under consideration is the comprehensive proposal to trans- 
form the Berlin City, Circle and suburban railways under the 
auspices of the Prussian Railway Administration. _ The Berlin 
Railway Administration, as was mentioned in this journal some 
time ago, organised a technical department which started its 
labours last spring in the direction of ascertaining the initial bases 
for the projected conversion, and in the preparation of plans for 
the purpose, whilst the leading electrical firms, comprising two or 
three groups at the most, are engaged on the elaboration of schemes 
in respect of the superstructure of the railways, the trains, and the 
stations for the transmission of power. 

The fact that the principal electrical firms are proczeding with 
the preparation of the schemes, at the instance of the Minister for 
Railways, seems to suggest the prospect of the work of conversion 
being commenced at no distant date, but the estimated expenditure 
represents a formidable sum which bas hitherto almost overwhelmed 
the Minister of Finance. It is calculated that the oatlay on the 
transformation of the city railways would amount to £9,000,000, 
and this enormous sum has hitherto stood in the way of the 
Prussian Minister of Finance, and has, consequently, prevented 
the submission of any definite proposal to the Diet. The Railway 
Administration hag, however, arrived at the conclusion that the 
electrification isa necessity from a technical working point of view, 
and this opinion has been fully expressed in a memorial which will 
serve as the basis for the negotiations between the two Govern- 
ment departments in question. 

The Berlin Railway Administration, on the assumption that the 
Minister for Railways will be able to convince himself, and subse- 
quently the Diet, that the capital required forthe conversion of the 
city railways could be raised without any difficulty, is confronted 
with the task of deciding the particular point at which the work of 
transformation should be commenced, especially as the authorities 
have no experience in respect of such а gigantic task. It is asserted 
that the suburban electric railway between the Potsdamer Ring- 
bahnhof and Gross Lichterfeld-O3* is too small to allow of a com- 
parison, whilst the suburban railway between Blankenese, Hamburg, 
and Ohlsdorf cannot be drawn upon for the same purpose, as the 
service by no means resembles the heavy traffic which has to be 
handled in Berlin. In these circumstances 16 is thought that if the 
comprehensive scheme is proceeded with, a beginning will be made 
on a busy suburban line, and that the Wannsee railway, as an inde- 
pendent or self-contained line, will*be taken into consideration in 
the firat place. 

Pending any developments in connection with the State railways 
in Berlin, the fact has to be noted that the Town Council of 
Schoneberg has concluded a contract for the construction of an 
underground railway between this metropolitan suburb and the 
capital itself. Various schemes have been under consideration for 
several years past with a view to providing a more rapid means of 
communication between the two districts, and the decision to pro- 
ceed with one has been arrived at almost as suddenly as the actual 
commencement of the works, The route of the railwav is from the 
most northern part of Schoneberg at the Nollendoifplatz to the 
iunction of the Haupt Strasse and the Innsbrucker Strasse at the 
Circle Railway. It is intended to construct the line similarly to 
the Berlin underground electric rail way that is to say, as a shallow 
tunnel line, and the total length will be 186 mile. The railway 
wil bea municipal undertaking, and will be provided with fiv 
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stations. The contract has been entrusted to the Siemens & Halske 


Co. for the sum of £510,000 and the earthworks were commenced on, 


the day following the decision of the Town Council to enter. into the 
contract, It should be added that the Council and the Continental Co. 
for Electrical Enterprises were in communication some time ago on 
the subject of the erection of a suspended railway, but the negotia- 
tions led to no practical result. The Council also negotiated with 
the Berlin Elevated and Underground Railway Co. in regard to the 
assumption of the duty of working the railway now decided upon, 
but the correspondence was discontinued because the company, it is 
alleged, sought for permission, without the knowledge of the Council, 
for two lines crossing the extension of the Schoneberg line to the 
inner portion of Berlin. | 

The scheme approved by the Baden State Railway authorities, 
who have combined coasideration for merely a comparatively short 
time with rapidity of action, relates to the conversion of slightly 
over 30 miles of line. The sections concerned are those between 
Basle and Zell and between Schopfheim and Säckingen. These are 
to be equipped with the single-phase alternating-current system at 
10,000 volte and 15 periods, as projected by the Siemens-Schuckert 
Co. It is proposed to obtain the power from the Augst-Wyhlen 
works, in which the Rheinfelden Power Transmission Co. is 
interested. The order for the transforming plant, the feeders and 
overhead network and for 10 locomotives, each of 1,000 н.р. for the 
Basle-Zell section, has been given to the Siemena-Schuckert Co., and 
that for the overhead network between Schopfheim and Sückingen to 
the Allgemeine Electricity Co., whilst Brown, Boveri & Co. will 
supply two locomotives, and the Felten & Guilleaume-Lahmeyer 
Co. the transmission line from the power station to Basle. It 
is stated that the value of these orders does not exceed £200,000. 

The fact that the Baden State Railway authorities: have decided 
not to build a generating station, but to purchase electrical energy 
from an outside source, is considered to be of importance in sug- 
gesting what may possibly happen in other direotions in the near 
fature. It is, in fact, asserted with assurance that the Prussian 
State Railway authorities are following with interest the origina- 
tion or development of projects for power supply works which are in 
progress in the coal and lignite districte, and they are actually said 
to be participating in the preparation of a scheme for a central 
station in the lignite locality of Halle-Weissenfels. However this 
may be, it seems certain that a fresh start in railway enterprise has 
now been commenced, although the monetary value of the orders 
already placed is not very considerable from the actual electrical 
eagineering point of view. At the same time the new era may 
produce further developments, in connection, among others, with 
the Bavarian railways, but there is no probability that any possible 
extensions of business will cause the leading firms to restrict their 
competition in other directions, as has been suggested by a Berlin 
newspaper, seeing that the receipt of larger orders would simply 
be followed by an extension of the staff and workmen in order to 
cope with them. It would also stimulate other firms to embark 
upon the same class of railway work, as, indeed, one company, as 


reported a short time ago, has already done in connection with the 
utilisation of the Westinghouse patents. 


NEW PATENTS APPLIED FOR, 1908. 


Compiled E If for this journal by W. P. THOMSON & Co., Electrical Patent 
ts 


Я High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. | 


22,681. Improved hanger for trolley wires.“ Н. Ѕснотте. | October 26th. 
(Complete.) 


22,680. ' Means whereby а rise in temperature beyond a predetermined 
point is utilised in automatically closing an electric circuit for giving an alarm 
or for other purpose." D. CARNEGIE. October 26th. 


22,687. “ Improvements in mechanism for regulating the operation of 
electric controllers." P. T. J. ESTLER and A. Hupson. October 26th. 


29688. “Improvements in or connected with electric cut-outs." 
and W. Соок. Octcber 26th. 


22.718. Improved device for driving electric secondary clocks," W. Fair- 


WEATHER. (Akticboluget L. M. Erictscn & Co., Sweden.) October 26th. 
(Complete.) * 


„Process for use in preparing electrotype moulds for the electrolytic 
bath." H. W. Lane. (А. W. Harrison, United States.) October 26th. (Com- 
plete.) 


„22,710. Improved electric motor for high-tenticn currents." N. Mxschkix. 
October 26th. Complete.) 

22,750. Electric ring gripper.“ Е. Скот. October 27th. 

22.768. “Improvements in ironclad switches.“ 
LTI. October 27th. 


22.817. Improvements in electrica] tumbler switches." A. F. WILEMAN. 
October 27th. 


29.819. “Improvements in electric clocks." T. J. Мсврлу. October 27th. 
22,824. Improvements in and in apparatus for the electrolytic production 
of sodium and the like." BOCETE D'ELEcTaRO Chimie. (Date applied for under 


Bec. 91 of the Act, November 2nd, 1907, being date of application in France. 
October ith. (Complete.) 


29.880. “Improvements relating to the control of marine electric tteering 
gear." B. PARKER-HAICH. October 28th. 


22.903. Combination high and low tension electric switch for petrol or gas 
engines.“ C. Мв. October 28th. 


22.911. "Improvements in electrically-operated lifts," E. M. T. Boppam. 
October 28th. 

29.951. ‘Combined trolley wheel and sleet cutter.“ E. M, ScHOLLENBERGER., 
(Date applied for under Bec. 91 of the Act, October 30th. 1907, being date 
of application in United States.) October 28th. (Complete.) 

22,964. ‘Improvements in means for holding globes or shades in the 
galleries of electric light, gas and other fittings.” B. Falk. October 28th. 


22,971. '"Improvements in electrical accumulator plates.“ A. Sti ro.k and 
C. F. Green. October 29th. 


9299091. ** Improved apparatus for registering telephonic calla." W. M. Herp 
and A. ESTLEN. October 29th. 


J. FARLEY 


F. S, Horrocks and T. C. 


J. J. N. BRACHMANN. October 30th. (Complete.) 


а а 


28,007. ‘Improvements relating to the manufacture of electric conductors.” 
P. МАСЗАНАМ. (Date applied for under Вес. 91 of the Act, November 8th, 
1907, being date of application in United States.) October 29th. (Complete.) 

28,058. Fixings for electric fittings.” J.J. Rawimes. October 99th. 


23,004. “Improvements relating to systems of eleotrical distribution by 
alternating current transformers." J. B. Peck. October 29th. 


98,069. “Improvements in and relating to supports for filaments of incan- 
descent electric lamps." British 'THox&ow-HovsToN Co., LTB. (General 
Electric Co , United States.) October th. (Application for Patent of Addition 
to No. 16,581/1907.) (Complete.) 


93,070. “Improvements іп and relating to the supply and regulation of the 
electric energy employed in the operation of arc lamps used in search-lights 
and like apparatus." British TRoMsoN-HovsToN Co., „апа A. A. POLLOCK. 
October 99th. (Application for Patent of Addition to No. 4, 79 / 1905.) 


29,071. “ Improvements in and relating to electric furnaces.” Ваттан 
Tnoxsox-Housrox Co., Lro. (General Hlectrio Co., United States.) October 
29th. (Complete.) 


28,110. Improvements in terminal connecting boxes for tramway and like 
motors." Н. Weston. October 80th. 


23,111. ‘Improvements in the method of and apparatus for controlling elec- 
tric cranes." E. M. Ноьмр. October 80th. 


2, 116. Improvements in electric candle fittings." 
CorLmos. October 90th 


98,118. Improved automatic battery 
.. and F. Н. NALDER. October 30th 


28,120. '' Improvements in an electrical communication system and 
apparatus for causing the motions of a nrechanism to be reproduced as rotary 


motions by other separate and distinct mechanisms." R.A. Parmer. Octo- 
ber 80th. 


H: Hikst and J. Н, 


Switch." NaLpkER Bros. & THOMPSON, 


98,182, Improvements in insulating acid and damp-proof materials for use 
in galvanic batteries and for other purposes. J. T. Вовк. October 80th. 


28,145. ** Improvements in starting mechanism for electric motors.” 


G. T. 
FAIRBROTHER, October 80th. | 
28,161. Automatic air brake for steam, electric, or other railways.” R. 
Krorr. October 80th. 
28,164. ''Electric controlling and registering device.“ J. KAISER. 
October 30th. 


28,170. “Improvements in and relating to apparatus for the production of 


continuous electrical oscillations, and to the application’ of the same.” Н. 
Manners. October 80th. 


23,198. *'Improvemente in and relating to electro-deposition of metals.“ 


23,196. “Improvements in locking and unlocking miners’ safety lamps b 
electricity, magnetism, aprings, or compressed air." W. PATTERSON and J. 
THomas. October 80th. 


. 99,206. “Simplified clip or clamp for attaching transmission lines to 
insulators.” H. MacK. Витан. October Biet. 


28,201. New or improved covering for electric cables and other like 
articles.“ В. PATTERSON and J. W. Bass. October 8lst. 
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PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained o! Mesars. W. Р, 
TuomPsox & Co., 322, High Holborn, W. O., and at Liverpool and Bradford: 
price, p st free, 9d. (in stamps). 


1907. 


CooLixc or DrRAMO-ELxOrnIc MACHINES. Phoeniz Dynamo Manufacturing Co. 
and R. Pohl. 25,902. November 22nd. 


ELECTRICALLY-OPERATED WINCHES. Aarhus Dynamo and Electro Motor-Fabrik 
and 8. P. Johansen. 25,998. November 23rd. 


ELECTRIO DISTRIBUTION Systems. British Thomson-Houston Co. and E. В. 
Wedmore. 27,181 December 7th. 


Dynamo-Etgoraic Macuines. Mather & Platt, Ltd., A.C. Coubrough and J. 
Frith. 27,596. December 14th. 

GENERATION, CONTROL AND TRANSMISSION OF ELECTRIC ENERGY, PARTICULARLY 
APPLICABLE Fe" Use ON AUTOMOBILES AND THE LIKE VEHICLES, A 
Midgley. 28,143. December 20th. 


COLLAPSIBLE TROLLEY POLE For ELECTRIC VEHICLES. G. 5. Thomson. 28.281. 
December Ard. 


ELECTRIC SIGNALLING ON RAILWAYS AND CONTROLLING TRAINS INDEPENDENTLY OF 
Drivers. A. Gardiner. 28,486. December 27th. 


1908. 


MANUFACTURE OF A CONDUCTING CONNECTION FOR URE IN ELECTRIC INCANDESCENT 


Lamps. W. E. Lake. (Elektrische Gluhlampenfabrik, Watt, Scharf, Lot, 
and Latzko, Austria.) 4,760. March 3rd. 


ALTERNATING-CURRENT RELAv Devices. L. F. Howard. 4,948. March 4th. 
(Date applied for under International Convention, April 25th, 1907.) 


INCANDESCENT amp Sockets. F. A. Swan. 5,818. March 9th, (Date applied 
for under International Convantion, March 15th, 1907.) 

TROLLEYS OR COLLECTORS ғов ELECTRICITY., C. Harkness. 5, 402. March l0tb. 

INCANDESCENCE ELECTRIO Lamps. С. Н. Stearn and C. Е. Topham, 5,560. 
March 12th. 


MEANS FOR ELECTRIC LIGHTING IN CONNECTION WITH BicyciEs, Мотов-САйВ AND 
THE LIKE. A. Wiigh. 5,972. March 17th. 

MxTAL-FiLAMENT ELECTRIC Lamps. Westinghouse Metal-Filament Lamp Co. 
6.245. March 20th. (Date applied for under International Convention, 
March 27th, 1907.) 


ELECTRICAL DEVICES FOR THE MEASUREMENT oF BPKEDS. Elektrieitäts Ges. 
Alioth. 


b. 8,205. April 13th. (Date applied for under International Con: 
vention, May 2nd, 1907.) 


APPARATUS FOR DisINFECTING TELEPHONES. T. Lutz. 8,887. April?3rd. 

ELECTRICITY METERS коң USE IN CONNECTION WITH THE CHARGING AND Dis 
CHARGING OF STORAGE BATTERIES. H. Aron. 9,288. April 20th. 

Тнвкк-РнАвк COMMUTATOR Dynamo-ELKcrric MACHINES. Siemens Schuckert 


werke Ges. 9,018. May 4th. (Date applied for under International 
Convention, July 13th, 1907.) 


ELECTRO-AUTOMATIC BOUNDING APPARATUS. C. F. Varela. 11,814. May 0. 
(Application for Patent of Addition to No. 5,444/08.) | | 

METAL COATED NEGATIVE CARHONS FOR SEABCHLIGHTS AND THE LIKE. biemens 
Bros. Dynamo Works, Ltd. (Biemens Schuckertwerke Ges., Germany.) 
12,556. June llth. 

IGNITION APPARATUS FOR INTERNAL-ComBUsTION ENoiNEs. Firm of R. Bosch. 
13,527. June 25th. (Date applied for under International Convention, 
September 7th, 1907.) 


INDUCTION BUPPLY Меткаѕ ron Роцурнлвк ELrcTRIO Currents, H. Aron. 
11,240. July 6th. 


ADJUSTABLE TRON Evtctric INSULATOR Support, J. Konig. 16,910. July 270, 
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ways Association on Tramcar Brakes. 
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No. 1,617. 


THE FIRST BRAKE REPORT. 


AT last our patience is rewarded by the issue of the Report 
of a Special Committee of the Tramways and Light Rail- 
Extracts from it we 
print on another page, but no one who is interested in the 
subject should be content with such a necessarily extreme 
condensation, but should refer to the Report itself, which is 
nothing less than a text-book, and is well worth the price at 
which it is sold. The volume is one of over 100 pages, well 


printed, in clear type, on good paper ; and it may be said to 


embody the essential experience of our foremost tramway 
men, edited and inspired by such authorities as Messra. Sayers, 
Fell, Worby Beaumont, A. N. Connett, and A. H. Pott. 

The special services rendered by Mr. Fell well merit the 
generous reference of the Committee to one of its own mem- 
bers, for many pages of curves and tables testify to the 
labours of Mr. Fell and of his assistants. To him and to 
Mr. Sayers our modern tramcar brake literature is mainly 
due, and we can trace their influence in every page of the 
Report. 

We regret deeply that there is another report to come from 
another Committee, for we can only suppose that there is 
some radical difference in the recommendations of the two 
Committees, as they were unable to agree to issue the fruits 
of their labours as the voice of one mouth. We recorded 
the fact in a recent issue, and know nothing of the nature 
of the disagreement, for disagreement we must suppose it to 


be, but we shall be reflecting the opinion of the public in 


saying that we looked for a good sturdy chicken after all 
this hatching; a bird which would command universal 
respect because it was undisputed cock of the walk. We 
very much fear, however, that we shall see the deplorable 
spectacle of two rival claimants of the post of public 
mentor, which must lead to the dicta of both being 
weakened. 

We find it difficult to believe that two Committees, com- 
posed, on the face of them, of sensible men eminent in 
their own spheres, could not find a greater common 
denominator, by the use of judicious elimination and 
assimilation, which would permit of the production of a “опе 
and all” report, stronger by far than two unwelded, and, 
perhaps, unweldable proclamations of opinion. Just as we 
do not know the nature of the two Committees’ differences, 
80 we are nob aware whether one is more to be blamed than 
the other, but we cannot help thinking that the old 
antipathy between private and public enterprise, which has 
done so much in the past to keep back the development of 
tramways, and to weaken the defensive and creative powers 
of the whole tramway interest, is to be seen cropping out 
again. 

Of course, it was deliberately organising a great waste of 
energy to appoint two Committees in the first place, as the 
goal of each was common and their paths identical; but 
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that initial disregard of the best interests of the community 
might have been atoned for in great measure by an ultimate 
union of forces, from which would have been produced the 
unassailable opinion of the tramway world. 

The report before us opens with a valnable and ably- 
written treatise on the theoretical requirements of brakes, 


which enables us to judge for ourselves the absolute usefulness 
of any particular form or method of braking. The Com- 


mittee considers that the problems of braking should be 
classified under four heads, as follows :—-(1) Service; (2) 
Coasting ; (3) Avoidance of collision with any object ; (4) 
Runaway stops; and each of these conditions receives 
separate treatment; but we are inclined to think that an 
identical purpose would have been served had the classifica- 
tion been confined to two heads, and those eimply : (1) 
Service, and (2) Emergency stops. It is the idea of the 
Committee to have cars which run on anything but a flat 
and lightly loaded line, equipped with a brake which is 
capable of use either for service or for the maximum possible 
effect such as is required in any emergency, and with another 
form of brake which can be used for coasting only. 

It is shown clearly, to our mind, in the report, that no 
form of brake is, or can be, invented which will provide 
certainly against those accidents which are characterised .by 
absence of notice. A retardation of 7 ft. per second per second 
is almost beyond the practical limit, yet this is not nearly high 
enough to prevent the car running over a child who has 
darted across the track out of an entry, or to avoid collision 
with a dray which pulls across the line when the car-driver 
expecta that it will remain clear until he has passed. Perhaps, 
therefore, it was somewhat unnecessary to complicate the 
real issue by sub-dividing emergency braking conditions, 
although we agree that they are divisible; for we cannot find 
that any different form of brake is recommended for the two 
cases, nor, of course, are two forms neceseary. 

The same kind of objections can be raised to the separation 
of normal braking into service stops and coasting, although 
here the Committee does recommend the use of a special 
coasting brake; a brake, in other words, which will 
neutralise the acceleration due to gravity upon a downward 
running car, but will not be quick enough for service or 
emergency use, or, perhaps, powerful enough to hold the car 
on a heavy grade. 

The Committee, in fact, holds that there should be two 
brakes on every car, an opinion with which we are in entire 
apreement, but we cannot go farther with it in wishing to 
have one of these for both service and emergency use, and 
the other just a coasting brake. We do not think that we 
are misinterpreting the intentions of the Committee, and we 
should be extremely sorry to do во in the least degree. 

It would give us great pleasure to be able to endorse 
every line of this most valuable report, but we cannot bring 
oureelves into line on this most vital matter of the functions of 
the two brakes, and we will put the reasons to our readers 
once more in the form of a concrete case. 

The Commiitee’s car, equipped with a power brake 
* which will give a powerful and easily moderated force for 
ordinary service stops, and can apply, when necessary for 
emergency stops, a force equal to half the car weight in- 
stantaneously and continuously to slipper blocks” (vide 
General Conclusions), and with some form of comparatively 
slowly applied brake for coasting, is descending a hill with a 


grade of 10 per cent. and a curve at the foot. The driver 
has made his B. of T. stop at the top of the hill, and, has 
applied his coasting brake before restarting. By means of 
this brake, and an occasional touch of the power brake, the 
dangerous slope is being negotiated with smoothness and 
safety. Just at the worst point, the coasting brake fails, 
and the car accelerates with terror-striking rapidity, but the 
emergency is met almost as soon as it arises by the instan- 
taneous application of the power brake, aided by a supply of 
good sand, apd—the Committee’s opinions are vindicated. 
Let us now reconstruct our example in the light of our own 
knowledge, expressed in the words of the report: “Of the 
15 serious accidents reported upon by the B. of T., blame is 
directly imputed in nine cases to the driver of the car, and in 
the remaining six accidents a better knowledge on the part 
of the driver might have averted the accident. No amount 


of training will prevent accidents which are caused by sheer 


negligence or carelessness . . . . In two of the accidents 
reported, it is distinctly stated that the driver was considered 


to be experienced.“ 


One «f these human drivers is in charge of the car and is 
about to descend the hill. He is behind time, or be is 
making the last trip at night, and he has a good notion of 
the whereabouts of the nearest inspector, so he does not 
stop at the brow of the hill, and he proceeds to apply the 
coasting brake on the way down, as, regardless of the 
В. of T., һе has done often before. This time, unfor- 
tunately, he is a trifle too casual, or the rails are exception- 
ally greasy, and, before he can annul the acceleration due to 
gravity, the said gravity has the car running at 15 M. P. H., 
when, pull as he may, the driver cannot do anything 
effective with the coasting brake. Giving it up, after 
merely succeeding in taking weight-off the other brake, he 
throws the power brake on to the full extent, and it fails to 
act. Perhaps the motors flash over or some mechanical 
breakage occurs. Nothing now can aveit disaster, and in 
due course the coroner sits on а corpse or two, the doctors. 
are busy in the hospital, and the B. of T. reporta that the 
brakes were in good order, but were used improperly. 

We have no use for the coasting brake as such, and main- 
tain that the two brakes should each be capable of stopping 
the car under all circumstances short of their own failure. 
In fact, we see nothing in the report which can modify, but a 
good deal which strengthens, our opinion that the most 
satisfactory safety equipment will consist of an electro- 
magneto-mechanical service brake and an entirely inde- 
pendent and positive emergency brake. The former must 
be capable of retarding the car up to the limit suggested by 
the Committee, and even beyond it, as it may be im- 
possible at times to prevent a terrible catastrophe except at 
the cost of a few broken bones and bleeding noses. The 
latter is to be brought into use only when the service brake 
has failed, and is to be of such a type that total failure is almost 
unthinkable. Its power, of course, must be as great as it is 


possible to obtain, and must be applied fally and genii 
one simple movement requiring no more thought or stren 
than to pull the trigger of a gun. | 
The Committee recognises the importance of sanding in 
relation to effective braking in all weathers and conditions 
of rail, and in addition to examining, describing and criti- 
cising every form of brake at present used in Great Britam, 
it performs the каше services in connection with all known 
sanders. ` 
lt recognises aleo, and alludes to, the need for a clean rail, 
but we take the liberty of thinking that greater prominence 
should have been given to something which we may fairly 
look upon ав being almost as essential for effective braking 
as the brakes themselves. It is not every tramway which 
can afford a special water car equipped with scraping and 
brushing appliances, although we are convinced that such ® 
car soon pays for itself anywhere, аз it can be utilised for 
general locomotive work and for snow ploughing when Do 
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engaged in its proper duties; but every line can afford at 
least one or two sets of track cleaners, of which there are 
several kinds of more or less excellence. 

If a manager has no faith in these appliances, he should 
see at least that the work which they are said to do is done 
in gome other manner, and in the last resort he should have 
the rails on ail the hills which might produce an accident 
cleaned and sanded by manual labour, not merely weekly or 
daily, but constantly enough to keep them clean always. 

Given perfect brakes, perfect sanders and clean raile, we 
are still short of the perfect man to use them, and we 
congratulate the Committee upon the inclusion of a section 
in ita report dealing with the training of drivers. Special 
attention is directed to the necessity for initial and quin- 
quennial medical inspections, and for full training in driving 
and in a knowledge of the. complete equipment under the 
driver's control. | 

It is thought necessary also to re-examine drivers annually 
with regard to training, but this may not appeal to everyone 
in the same way. | 

The Committee was taking ita courage in both hands in 
recommending that double-decked cars, especially those with 
top covers, should not be used on narrow-gauge lines having 
severe gradients and sbarp curves, and it may seem strange 
to some that this advice should come from a Committee 
which has been trying to find the best way to protect these 
cars from the chance of accident by undue speed. Neverthe- 
less, we agree that double-decked cars are used in some towns 
where we should feel safer inside the cars than on their top 
decks, but the fact remains that, of the 15 fatal accidents 
reported, seven were concerned with cars of standard gauge, 
and one with a car of 4 ft. gauge, so that by this criterion 
the Committee’s recommendation should not be confined to 
narrow-gauge cars. Р 

Great as the objections to such а course may be, we wish 
the Committee could have seen its way to conclude its very 
learned, able, and practical report by focusing the whole of 
its acquired experience and obvious impartiality upon one 
solid stmple clause in which two forms of brake, and two only, 
should be named as the best for every car under every con- 
dition. As matters stand at present in ће “ General Con- 
clusions " of the Committee, the individual manager is left 
with a good deal of scope for individuality, which is really 
the very thing which the Committee was required to sup- 
press. Ic does not exist on our steam railways, and it 
should be banished from our tramways. 

Let it not be thought that we are advocating the extinction 
of the inventor of braking devices, or that we wished to have 
the Brakes Committee suggesting that Messrs. Brown's 
slipper brake, and Mr. Robinson’s wheel brake, should be 
used upon all cars in future. Our use of the phrase “ forms 
of brake should make such a misunderstanding impossible. 


| Tux advent of the new type of lamp 
The Metallie- should be welcomed as a boon by the 
peri чө electric supply industry. Any improve- 
of Energy, ment which cbeapens the electric light to 
the consumer must increase the demand 

and redound to the advantage of those who supply it. 

There is no question as to the general effect of the new 
form of burner in materially reducing the amount of electrical 
power required per candle-power of light, and the natural 
effect upon the supply companies is a loss of revenue from 
customers who have changed over to the improved lamp. 
It is, in fact, a temporary check to the volume of business, 
but does not afford an adequate reason for increasing the 
price to the consumer. 

The improved conditions only affect the question of 
lighting, which is rapidly becoming subordinate to the 
requirements for power, traction, and heating; by 
cheapening the cost of illumination the use of electricity 
will be made more general, and the business of supply will 
make more rapid progress. The reduction of the lighting 


peak will improve the load factor, and set free plant 
otherwise earmarked for the wiuter maximum. 

There i8 no doubt «s to the extent of the saving resulting 
from the use of tbe metallic-filament lamps; we have some 
typical examples before us, furnished by the engineer of a 
suburban electric lighting company. The cases selected are 
those of three important shops, the accounts for the March 
quarter in 1907 with carbon lamps being compared with 
those for the corresponding period in 1908 with * Osram” 
lamps :— | 


1907. 1908. 
Carbon lamps. Osram lamps. 


Baving. 
Provision dealers ... £13 8 2 . £614 3 £6 13 11 
Grocery stores 49 9 6 £4 14 10 £4 14 8 
Drapers £8 16° £4 7 8 £3 13 10 


Besides the actual saving in the cost of lighting, it is 
pointed out that there was a substantial increase in the 
candle-power, which still farther emphasises the economy 
obtained. Under the old conditions it was found to be 
advantegeous to adopt electricity in place of gas or other 
illuminents, so that it is obvious that with such a sub- 
stantial reduction in the cost of electric lighting the facts 
have only to be known to bring on to the mains a much 
larger proportion of the residents. 

One drawback is the present high price of the metallic- 
filament lamps; but this will, no doubt, be modified as the 
arrangements for more extensive manufacture are carried out, 
resulting in cheaper cost of production. 

The carbon lamp when first introduced was sold at 15s. 
each, and now much better qualities can be had for 18. ; and 
so it will no doubt be in the near future, that the metallic 
lamp will be sold at a price much lower than at present. 
There are already several manufacturers producing them 
in competition, so that monopoly prices are not likely 
to prevail; indeed, reductions are already being announced. 

One result of the introduction of the metallic-filament lamp 
was pointed out at the annual meeting of Messrs. Drake and 
Gorham, Ltd., who are specialists in country house lighting. 
Mr. Drake remarked that by the use of these lamps the 
working cost of the electric light was reduced to about 2d. 
per 1,000 c.P.-hours. The plant required for supplying 
the same amount of light being much smaller than is neces- 
sary with the carbon lamp, there is an important saving 
in the installation also. 

The reduction in the revenue due to the metallic-filament 
lamps alarms the managing engineers of supply stations, 
some of whom have suggested raising prices to meet 
the altered conditions; a little reflection will prevent 
such a false step, and they will see in the greatly reduced 
cost to the consumer an ultimate advantage to the lighting 
business. There could not be a stronger weapon in fighting 
the gas companies than the important reduction in the cost 
of electric lighting shown in the figures we have given above. 

It was often shown before this change took place, that 
lighting by electricity was more economical than gas, 
apart altogether from the indirect, advantages arising from 
its being (to quote a well-known series of pamphlets) the 
“ healthiest, safest, steadiest, cleanest, most pleasant, most 
beautiful and most convenient means of obtaining illumina- 
tion: but with a reduction in cost of energy by one-half, 
coupled with an increase of 50 per cent. in candle-power, 
all other systems, whether gas, oil or tallow, are simply 
* out of 1t." 

If the publie were made thoroughly acquainted with the 
facts, very few residents upon the line of mains would be 
without a supply, and the increase of business would rapidly 
overtake any loss by the reduced consumption from the 
more efficient lamps. 


Тнк electrical companies in Germany 
are threatened with fresh taxation of a 
double character, and they intend to evade 
one of the imposts—in the event of its being introduced. 
In the first place, there is the projected tax on the consump- 


Taxation in 
Germany. 
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tion of electricity and on the use of lamps and arc light car- 
bons ; and secondly, there is the proposed additional taxation 
of limited companies. The former is an imperial scheme, 
whilst the latter is intended solely for Prussia. It would be 
impossible to escape the electricity tax if it were brought into 


operation, but the company tax in Prussia could be eluded /. 


by the migration of the companies to other parts of Germany, 
and this action will probably take place, in case the Prussian 
Diet should adopt the proposals of the Government. The 
directors of the Transmarine Electricity Co., which is 
specially interested in electrical undertakings in Buenos 
Ayres, have already announced that if the Bill becomes law 
the domicile of the company will be removed to one of the 
Hausa cities ; and the Electric Light and Power Investment 
Co. has resolved to follow the example by transfer to a city 
outside Prussia, and also to disestablish its subsidiary com- 
panies. The latter, under the circumstances, would be dis- 
solved and their assets entirely absorbed by the parent com- 
pany, which already holds most, of the share capital issued 
by them. It is expected that other undertakings will adopt 
а similar policy, especially trust companies; and if this 
should prove to be the case, many companies will be domi- 
ciled in States other than Prussia. The Prussian Minister of 
Finance recently stated that the suggestion of migration was 
only a threat, and he instanced similar statements of pro- 
jected transfers on the conclusion of the new Customs tariff 
two or three years ago. But things have changed since that 
time. The period of high prosperity has passed, and elec- 
trical companies may be expected to strive to avoid the new 
company tax, if they are unable to liberate themselves or 
their customers from the cons quences of the electricity tax. 


DesPITE the inherent and obvious 
absurdities of the proposal to establish a 
penny-a-word tariff for telegrams through- 
out the Empire, the agitation still persists, and is even sup- 
ported by persons who ought to know better. Some of the 
latter, however, show a disposition towards moderation, and 
may be able, by restraining the impetuosity of their friends, 
to secure some good results from the current movement. 

Mr. Lemieux, for example, the P.M.G. of Canada, while 
advocating cheap cabling, has declared that he would be 
satisfied with an all-red cable, and a substantial reduction in 
the existing cable rates. Sic Joseph Ward, P.M.G. (and 
Prime Minister) of New Zealand, has avowed his approval 
of the proposal, but does not anticipate the introduction of a 
penny-a-word rate for some time to come. But Sir Edward 
Sassoon, Chairman of the Telegraphs Committee of the 
House of Commons, is organising a meeting in the City to 
support the penny movement. Surely he is aware of the 
utter impracticability of the scheme? We cordially approve 
of the extension of the all-red system and the cheapeuing of 
the means of communication throughout the Empire ; but 
we can only characterise the universal penny moveinent ax 


a wild.cat scheme, without the remotest prospect of 
realisation. 


Cheap 
Telegrams. 


In the article by Mr. W. II. Booth, 
which is concluded in the present issue, 
the electrical driving of cotton milla is 
viewed from the standpoint of the Lancashire engineer, 
whose affection for the low-speed engine, rope drive, 
and shell boilers is proverbial. We have always 
deprecated precipitate action in the application of 
new methods, and there is no doubt that much 
harm has been done to electrical driving in textile mills 
by the use of unsuitable systems and apparatus. We 
believe, however, that Mr. Booth greatly underrates the 
advantages to be derived from electrical power, supplied 
from an external source, and that there is a magnificent 


field open for development in this connection, of which the 
cultivation has, in fact, already commenced. 


Electricity in 
Cotton Mills. 
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COST AND CONSTRUCTION OF 
OVERHEAD WORK. 


By E. GOOLDING, A.M.I.M.E., A. M. I. E. E. 


Ix the preparation of reports and estimates connected with 
tramway schemes it ie not aiways possible, when dealing 
with the cost and contruction of overhead work, to obtain 
the amount of detail necessary for drawing up a full schedule 
of quantities and prices. 

If, on the other hand, details are obtainable, it often 
happens that time is limited, so that it Is impossible to work 
out the cost in detail. 

Under these conditions an approximate estimate has to be 
given, but the means of arriving at the approximation is 
not always satisfactory, owing to the want of data. The 
object of this article is to present a table of costs to fucilitate 
the ready er timating for overhead work. 

Bearing in mind the many conditions upon which depends 
the cost of this work, it is to be hoped that the following 
table will only be considered as a means of obtaining a close 
figure for the erection of overhead work. In the preparation 
of this table the costs of a number of different schemes have 
been assembled, and by comparing the various costs and 
conditions the following summary has been made. 

In the practical work of construction epecial conditions 
are to be met with on every scheme, involving some addi- 
tional expenditure, and as each item affecta the actual cot 
of the work, it is obviously impossible to embody all the 
special conditions that arise in carrying out work of this 
nature: should structural difficulties arise, such as low 
railway arches, swing bridge’, alterations to property, or 
serious underground obstructions, such as pipes, sewer, 
shifting sand, rock, &c., a covering figure must be added. 

Before actually dealing with the cust of overhead equip- 
ment, perhaps it would be as well to consider first some of 
the leading features of overhead conatruction. 

The class of work and metbod of construction depend 
mainly upon individual ideas, the tendency being to lean 
towards the elaborate and expensive construction, which 
construction is often at variance with the local surroundings 
in which the work is situated. When telecting designs it 13 
natural to centre one’s attention upon the object under con- 
sideration, but it is questionable whether too much import- 
ance is not often attached to the appearance of the individual 
pole, to the detriment of the general effect of the work when 
completed. For instance, take a road 45 ft. wide from kerb 
to kerb, having track centres 9 ft. from kerbs, with trees on 
each side of the road: what class of overhead construction 
would appear best under these conditions? 

In a case of this sort it is invariably the appearance of 
the road which has to be considered, and the main thing is 
to avoid anything unsightly, so the best arrangement that 
presents itself is obtained by placing short bracket-arms on 
either side, the poles being set back and hidden by the trees. 

Supposing the tracks are коше distance from the kerb, the 
use of a long bracket-arm to take the double track looks 
obtrusive, in which case span wire construction is to be 
preferred. Then, again, should the road be 50 ft. wide with 
tracks in the middle, the centre pole const: uction is generally 
adopted on account of appearance and cost. It is, of course, 
a great deal better to spread the tracks out, 80 that they 
run close to the kerb, aud to make use of short bracket-arms, 
and thereby obtain a clear space in the middle of the 
A point to be remembered when designing this class of 
construction is that, with a 16-ft. trolley boom, the most 
practical side-reach must be at its maximum, вау, 8 ft. from 
the centre of the track: so that, should the centre of the 
track be 15 ft. from the kerb, the trolley wire will be 
supported on brackei-arms only 7 ft. from the kerb. In 
narrow streets with high houses, overhead work has L 
tendency to look heavy and somewhat oppressive: 10 18, 
therefore, important that tke lightest class of work should 
be adopted, for it will be readily understood that heavy 
poles, large bases, and elaborate ecroll-work cramped in a 
comparatively small area are far too massive, and, combined 
with the dull appearance natural to overhead work, give 
anything bot a bright aspect to a street. Constractional 
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work in the open country has to be as simple as possible, 
if capital expenditure and upkeep are of importance. The 
use of bases in towns is necessary for appearance, and for 
protection from the attentions of the canine species ; but for 
work carried out in the open country, the best and simplest 
method is to carry up the concrete (in which the pole is 
planted) 18 in. above the ground. This gives a certain 
finish, and is an excellent protection from dampness. To 
gave expense, the erection of the feeder pillar can be modified 
by having suitable boxes clamped to the pole, and all scroll- 
work or ornamentation can be dispensed with. 

The question of running two trolley wires on single track 
depends to a certain extent on the length and class of the 
line, but it seldom happens that the conditions are unfavour- 
able for the use of two wires, and where single wires have 


Sxcrions cr TROLLEY WIRE. 


been erected, it is invariably a source of regret that two 
wires were not installed. The great advantages of two 
wires are :— | 
1. No switch-points at loops and turn-outs, conse- 
quently Jess wear and tear. 
2. Larger conducting area of copper, which reduces 
cost of feeders. 
3. A fault on one wire does not hold up traffic. 


Before referring to the table of cost for the equipment of 
overhead work under various conditions, it might be as well 
to mention one or two points which generally arise when 
considering overhead work, such as bonding poles to track, 
to comply with the Board of Trade requitements. Only 
every fifth pole over which telephone wires pass ha3 to be 
bonded to the track with 1 sq. in. section cupper bond, but 
no conditions are put down with regard to bonding the 
intermediate poles, or bonding poles, where there are no 
aerial wires ; under these latter conditions the poles are not 
usually earthed to track. This question of earthing all 
poles was partly discussed in а paper read before the 
Institution of Electrical Engineers. in May, 1906, and the 
troubles due to live poles and corresponding dangers were 
then spoken of, but no conclusion was arrived at as to the 
advisability of earthing all poles. The practice of only 
bonding every fifth pole where aerial wires cross the trolley 
wire, and not bonding any other poles, may be all very well 
in places free from overhead telephone wires, &c., such ав 
suburbs and semi-country places, but in congested towns and 
cities, where extensions and alterations to aerial conductors 
are constantly taking place, it would be a very expensive 
matter to break the road, lay earth wires, and reinstate the 
road and path every time a new wire was suspended over the 
track. Then again, the paving in busy thoroughfares is 


usually such that it effectively keeps the subsoil in a dry 


Condition, and a live pole becomes a matter of considerable 
danger. It is therefore best, in view of these considerations, 
to earth every pole when the track is being constructed. 
This has been found the most satisfactory way of dealing 
with the matter on several large undertakings. The cost is 
not more than £25 per mile, the outlay being little more 
than it would cost to lay the earth wire to one pole after the 
road had once been made. 

In the following schedule of prices for city work it has 
been assumed that all poles are earthed to track, but for 
work carried ont in the country it is not considered necessary 
to earth poles, and no allowance has been included in the 
Cost given. 

Trolley Wires and Fittings.—It is generally admitted that 
grooved trolley wire with mechanical ears is an improvement 
on the round wire with soldered ears; in selecting a design, 
the two important considerations are easy running and the life 
of the wire, as they naturally bear the most prominent part 
in the ultimate cost of upkeep. A number of sections are 
shown above. Sec. 3 was selected for the Burton and Ashby 


Centre pole 1,400 1.200 1,000 950 


lines, and is also being largely used on other lines, because 
it presents three distinct advantages :— ! 


1. Good hold for mechanical ears. 
2. Large wearing surface. | 
3. Smooth running for trolley wheel. 
4. Ease of erection. 


This section has been adopted on different lines, and is 
now being used for lines under construction ; it has in all 
cases given excellent results. It is therefore a point of 
importance when considering new work to embody the most 
improved form of conductor now in use. 

Sectional steel poles are universally adopted for supporting 
trolley wires on the span-wire or bracket-arm system, and 
the three standard sizes to choose from were introduced by 
the Standards Committee as follows :— 


Outside diameter 


Approx. 
of sections. 


| weight, Vine for 


A — — --————— — 


pes | Length, 
| 


| | Bottom. Middle Top. : 
Heavy. | 31 ft. 1,130 74 84 9 Supporting curves and 


anch. ring. 
Medium.| 31 ft. d 64 72 84 |Зрап wire, big spans 


and double trolley 
| | | -wires, 16-ft. bracket 
. | | arms with double 

| 


trolley wires. 
. 54 | 64 75 Span wires, short spans 


and single wires and 
short bracket arma, 

The rake given to the poles is entirely a matter of judg- 
ment, and is ruled by the conditions of the work. The 
actual whip, or bend of pole, is seldom much more than 
3 or 4 juches under working strain, but the rake given toa 
pole for span wire construction may be from 6 to 12 inches, 
and in the case of anchor poles, 12 to 20 inches. This rake 
is due to the give at the base, which can be observed when 
pull is put on the pole, and therefore has to be allowed for 
in the rake of the pole. With bracket-arm construction the 
strain on the poles is in в different direction, and as a rule it 
is found sufficient to give 3 in. or 4 in. rake on a straight 
line, во ав to counteract the weight of bracket arm and 
trolley wire. 


Cost OF OVERHEAD EQUIPMENT. 


156 Class.—Includes the supply and erection of poles, 
bases, collars, finiale, crcss-arms and scroll work, trolley wire 
and mechanical fittings, guard wires, earthing all poles, two 
feeder pillars and leads to section insulators; includes also 
special work for three curves and one junction, and poles 
painted and numbered. | 

2nd Cluss.— The same as above, with the following 
exceptious:— Small pole bases, strap, cross-arms, less scroll 
work, no guard wires, and the feeder poles only earthed. 

3rd Class.—Will be the simplest possible construction. 

There will be no bases or collars, and straps instead 
of cross-arms, no scroll-work, and. only feeder poles 
earthed. No guard wires are included, and allowance 
is made only for one curve and one junction ; otherwise the 
fittings and feeder pillars are the same as the Ist Class 
equipment. 


Light. | 31 ft. | 670 


OVERHEAD EquiPMENT.—CosT PER MILB. 


Double trolley wire, 0:000 s. W. o. | 
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“ Use of wooden poles. 


Nork.—The above figures do not include track bor ding, cable 
ducts, or feeders, but include all material and fittings complete for 
running in accordance with the class of work specified. 

E 


Single trolley wire, 0-000 S. W. G. 
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Oost of Vending during con-] Double track. Single track. 
struction of track work | | коз 
Two bonds per joint, includ- ck ETT | 11 


ing one junction and three] 240 180 120 90 
crossovers. 


Two 0000 в. w. a. solid bonds per joint, and croes-bonding every 
100 yds. between track rails and two inside rails of double track. 


In addition to these figures for overhead work, there is 
often, as previously mentioned, some srecial difficulty to be 
contended with, and heavy expense is often incurred in over- 
coming'the came; and should structural difficulties be appa- 
rent, an additional sum must be included. In the case of 
city work, as much as 10 per cent. may have to be added. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. om Тоиврат cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment, No letter can be published 
unless we have the writers name and address in owr possession. 


Direct Supply. 


Will you kindly permit us, through the medium of your 
valuable columns, to again draw attention to an old but still 
continued scandal. We received a letter yesterday from a 
customer of ours, in which the following paragraph occurs :— 
“ do not think it will be necessary to trouble you for the 
fittings, ав I can obtain these direct from the 

Со. at a better discount than 10 per cent." It is, 
of course, well known to contractors that private individuals 
nowadays will not purchase fittings at list prices (which state 
of affairs has, of course, been brought about by the manu- 
facturers allowing private individuals discount), and we are, 
therefore, in the habit of quoting usually 10 per cent. off 
manufacturers catalogues to try and get the order for 
fittings, but it is now practically impossible to get an order 
even with this discount given off list prices. 

We believe that varions contractors’ associations have been 
formed with the main object of trying to do away with this 


sort of thing ; but, in spite of this, it seems to be rather on 
the increase than the decrease. 


Windsor and District Electrical Co. 
. | T. Barpazs, Manager. 
Windsor, November 11th, 1908. К 


Ф 


E Branches v. Agencies. 
As а branch manager, I do not think that Vilex's" first 


letter should go altogether unchallenged, for it is not, a fair 


statement of actual facta. 


Taking the personal aspect which comes early in his letter, 
I should say that any branch manager who cannot deal with 
the largest contracta should either resign or insist on being 
given fall information by his works. 

My personal position is, that I can, and often do, design 
and suggest what my works should do in all sorte of work, 
and I am not conceited enough to think that I am alone in 
that respect. 

In using a branch as a store or not, Vilex " should know 
that, under the present condition of trade in this country, 
the holding of stocks in the biggest industrial centres is 
inevitable. If a branch cannot arrange the greater part of 
its stock so that it is turned over as often as the stock at 
works, then that branch wants reorganising. | 

Regarding the position of affairs between branch managers 
and their respective works, Vilex's statements are true to 
a large extent; but, given the unscrupulous manufacturer, 
an agent's position is often no better. 

I am entirely at one with“ Vilex " in his statement about 
the English method of paying as little as possible, but 50 
years of Free Trade are lurgely responsible for this. 

* Vilex's" question, Are branches cheaper than 
agencies? is very like a counsel’s request for a Yes" ог 
“No” answer to a question in а legal care, when the 


Parsons's method of alternator compounding. The advan 


questioner knows foll well that a simple answer cannot 
adequately cover the point. | | 

Agencies must, be cheaper than branches; but does 
* Vilex " imagine for а moment that an agent, whose super- 
ficial knowledge has to cover four or five different classes of 
technicalities, is going to do half, or even а quarter, the 
business that one practically technical commercial engineer 
will do in any one of the classes? It is on this ‘score thet 
“ Vilex'a ". comparative figures, as to the cost of the agency 
and what the branch should cost, are misleading. 

I may вау that I would just as soon be an agent instead of 
a branch manager, provided the total remuneration was the 
same; but as a branch manager, fally equipped with com- 
mercial and technical experience, and backed by a firm who 
properly study their market and are willing to take tips, І 
would undertake a sales total six times that of an agent. 

After ail, American conditions are not so very extremely 
different to those over here, for the position of the American 
wholesale factor should be analogous to the branches over 
here. If this be not во, then I say that the fault is not 
with the branches, but with those who establish them and 
those who run them. | 

With reference to “ Vilex’s” second letter, I just think 
that all directors and proprietors of electrical manufacturing 
concerns are not quite as lacking in appreciation of business 
principles as he suggests, and I can assure him that bad his 
figures been as reliable as his letters are interesting, he 
would not have had to wait ғо long for my reply. 

Euclid carefully explains step by step the most self. 
evident propositions ; but can Vilex” think that bis 
letters even properly set out the terms of a none too simple 
business proposition ? 

London Manager. 


What is an Electrical Engineer! 


May I be allowed a brief comment on “ Engine-Driver's " 
letter in your current issue ? He speaks of avoiding the 
вегіев-соппесіїпр of metal lampe by running a mid-wire to the 
centre of his battery, and I wish—as a battery engineer, sad 
in thorough sympathy with the treatment the poor things 
get—to point out that this is not the full solution of the 
problem. 

He will find that the lamp-hours on the two halves will 
rarely be equal, and that in consequence one half gets fally 
charged before the other; he must therefore either cot this 
half out entirely, or over-charge it and wear out the positive 
plates with excessive gassing in order to bring the heavily- 
loaded side full again. An alternative would be to provide 
a change-over switch, во as to exchange the groups of lampe 
from one side to the other, which would allow each side to 
be charged fully on alternate days. This would be в better 
solution than persistent over-charging of the lightly- oaded 
half; but the only correct method would be to arrange to 
charge each half independently, according to its discharge. 


Mem, 
November 16th, 1908. 


The Selection of Turbo-Alternators. 


I have read a letter in this week's ELECTRICAL КЕТЕ 
from Mr. J. H. Thomas, in which he mentions tbat, 1n the 
discussion on Dr. Kloas’s paper before the Manchester 
Section of the I.E.E., I stated that the question of тон 
regulation is generally kept well in the background. - 
would like to point out that I did not express myself 10 
these terms, but stated that designers, aa а role, prefer 0 
guarantee voltage rises rather than voltage drops, sinc s 
latter, on paper, are liable to be thought excessive. General : 
speaking, in turbo-alternators any desired regulation C. 
guaranteed, provided the customer is prepared to pay ' 
the same. | | e 

Mr. Thomas states in his letter that none of the gentlemen 
who discussed this paper referred to the Tirrill ” regulate’ 
or such devices. I would point out, bowever, that I special 

mentioned this question, and described in detail Messi 
` ich 

tages of this arrangement over types of regu aior wb 

depend on electric isi and на and closing circu? 


————— —————————————— J—— ———————— 
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are fairly obvious, and bave been much appreciated by 
engineers who have the apparatus in every-day use ; while 
close guarantees for voltage rise or voltage drop, even with 


heavily inductive loads, can safely be given. 
ў Alex. Н. Law. 


` Newcastle-on-Tyne, November 16th, 1908. 


Which is the Rational Method of Stoking? = ~ 


The assertion that underfeeding is new is altogether 


incorrect, and due to ignorance of what has been done in 
Many hundreds, if not thousands, of underfeed 
stokers were put in and largely used some 25 years ago, but 
the proper overfeeding system showed so much better resulta, 
producing without smoke much more steam at a lees cost, 


the past. 


that the underfeed was discarded. : 


If steam users will consider the two methods of firing, 


they will find it easy to reach a conclusion entirely in favour. 


of the overfeed system as applied in the modern method of 
blowing the air intó a self-cleaning fire bar, whence it issues 


Ld 


under pressure into the fire by small streams, well disseminated - 


over the grate. 


The coal is fed on to the top of the fire in exceedingly 
small quantities, thereby inducing an intense heat which 
drives out the gases, causing them to mix with the air 
immediately over the fire, во that combustion is completed 


in the least possible space and in the shortest time. 


The underfeed system, on the contrary, has to be 
supplemented by expensive fans to force the air through the 


thick and sluggish fire produced by this system. In addition 


to this, there is the further disadvantage that the grate 


ery эу. Я 


Тоша XVI TABLE LAMP. 


surface is narrowed, ав it was in the old English underfeed 
Tad. by the space in which the coal is pushed up into 
the fire. | 

The additional pressure of air which the underfeed stokers 
are bound to employ in their furnace to keep the fire alight 
at all, is liable to blow through between the stoker front and 
the boiler plate, an eventuality that would considerably 
injure the boiler and rivets. 

In the paragraph in which the question “ Which is the 
rational method of stoking ?” (see advertisement, page 40, 
November 18th) is asked, a diagram of a very ancient 
system of hand-firing is shown, in which the coal is piled up 
in the centre of the furnace, thinning towards the sides ; 
Whereas in modern overfeed systems the coal is spread evenly 
over the fire, and each square foot of fire is doing its own 


iPS 


` to the concluding paragraphs, can Radix 


full work and evaporation. The flame on a modern bigh- 
temperature Bennis" overfeed stoker completes its com- 
bustion within a few feet of the ends of the burs. The flame 
on underfeed stokers, on the contrary, whether of the old or 
new type, often reaches the end of the boiler before com- 
bustion is complete. The conclusion is obvious to any 


engineer. | 
. Radix. 
November 16th,'1908. | 


We presume that when our correspondent alludes to the 
underfeed stoker being discarded, he alludes to those 
that were put on the market some 25 years ago. In regard 
produce any 
evidence to show that in the underfeed " stoker now 
advertised, the flame often reaches the end of the boiler 
before combustion is complete ” ?— Ера. E. R.] 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. | 


New Electrical Fittings. 


Last week, Mn. G. BnaauLIK opened new showrooms at 8, 
Lambeth Hill, Queen Victoria Street, E. O., where he is displaying 
á larger assortment of electric light fittings, and to better advan- 
tage, than is possible at his Upper Thames Street premises. The 
newpremises extend down Lambeth Hill to, and are connected with, 
the reat of the old offices. 

The showroom is an extensive one, well suited to the effective dis- 
play of the different styles of electroliers, brackets, standards, bronzes, 
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THREE-LIGHT ADAMS PENDANT. 


and so on that the firm supplies. One section of the room is par- 
titioned off for showing chiefly candle-fittings in French styles, and 
there are a number of neat examples of brackets and electroliera, 
two-light counterweight fittings, &c. On a counter round the 
window sides of the rooms are placed various table standards, 
bronzes, and small manufactures, while convector and lamp radiators, 
and floor standards are also on view for the convenience of the 
trade. In the accompanying illustrations we sbow one of Mr. 
Braulik’s three-light Adams pendant. fittings, in satin-brass and 
frosted-silver finish, also a Louis XVI table lamp in gilt and 
frosted-silver. 


Cascade-Connected Mine Ventilator Motors. 


Mine ventilators have frequently to be provided with some 
means by which their output may be varied. For instance, when 
opening up a new mine, the quantity of air to be dealt with will 
increase as the workings progress, and the ventilator should be 
capable of being speeded up, in order that its capacity may be 


> "i oo 
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increased in the most efficient manner. Should the ventilator be 
driven electrically, therefore, means should be provided for 
regolating the speed of the motor, and if three-phase current is 
employed, as is now customary in mining work, the cascade 
connection forms a convenient method of meeting this necessity. 
As is now well known, the cascade connection consists of taking 
current from the rotor of an ordinary induction motor and feeding 
it into the stator of a second motor, whose rotor is short-circuited 
in the usual way. The two machines are mechanically coupled to 
one another, and the speed of the combination is determined by 
the frequency of the supply and 
the number of poles of the two bes ge 
motors. If F is the frequency, and F MU 
pi and p, the number of pairs of E ` 
poles ot the main and auxiliary pes 
motors respectively, the speed in ` 
R.P.M, will be— 
_ 60 xr 

Pi + рз 

The FELTEN AND GUILLBAUME- 
LaHMBYERWERKE A.-G., of Frank- 
fort, have recently delivered a cas- 
cade set for driving a ventilator at 
the Mont-Cenis Colliery, Solingen, 
Westphalia. The ventilator is of the 
Rateau type, and was supplied by 
Mesers. Schiichtermann & Kraemer, 
of Dortmund. It is designed for a 
normal outpat of 6,000 cb. m. 
(211,800 cb. ft.) of air per minute, 
with an equivalent pit section of 
2:25 tq. m. The diameter of its 
impeller wheel is 3*4 m. The main 
motor, of the slip-ring type, ie fitted 
with a short-circuiting and brush- 
raising gear, for use when the 
auxiliary motor is not in use, and 
has a continuous output of 600 R. p. 
at 2,000 volts. The smaller motor 
has a short-circuited rotor, and its 
stator is wound with two inde- 
pendent windings having four and 
eight poles respectively. The fre- 
quency of the supply is 50 cycles. 

The larger motor has 20 poles, and 
when running as an ordinary in- 
duction motor with short-circuited rotor, its speed is— 

60 x 50 _ 300, 

10, 
or about 294 R. p. Mu. at full load, when allowance ie made for the 
slip. When running in this manner the larger motor alóne ів 
under current, while the auxiliary machine runs light. Air-locks 
are provided by which the equivalent pit section may be adjusted 
to 2, 2°25 or 245 sq. m. The corresponding outpute of the ventilator 


n 
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when running at 294 вр.м. are 5,350, 6,050 and 6,500 cb. m. per 


minute respectively, the motor delivering 450, 495 and 540 н.р. 


Vm * 
B * 
1 T exi 7 
2 : 


the last case, the motor output of 315 н.р. comprises 257 mp. 
converted into mechanical energy by the mein motor, and 58 ир. 
developed by the auxiliary machine. The voltage delivered to the 
latter is about 101, at a frequency of approximately 9'2 cycles 
per second. 

By connecting the eight-pole winding of the smaller motor in 
cascade with the main machine a speed of 214 R P. M. is attained. 
The three outputs of the ventilator, according to the air-lock open- 
ings, are then 3,750, 4.250 and 4,450 cb. m. per minute, and the 
motors produce 160, 176 and 190 нр. respectively. With the 
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Ca8SCADE-CoNNECTED MOTORS FOR DRIVING COLLIEBY VENTILATING Fan. 


highest output the larger motor delivers 132 н.р. directly м 
mechanical energy, while the smaller again develops 58 H.P., sta 
voltage of about 172 and a frequency of 15. 


Electrically Driving Grinding and Polishing Machinery. 


In our recent Manchester Exhibition issues we referred to the 
display of grinding machinery made by Мевзвз. Luxx & SPENCBS, 
Lrp., Broadheath. Through the courtesy of the firm we are able 
to illustrate several farther examples of their motor-driven tools, 
which will be of interest to our readers. These include a com- 


COMMUTATOR GRINDER. 


When the four-pole winding of the auxiliary motor is connected 
in cascade with the main motor, the speed of the set is 


With the openings as mentioned sbove, and at this speed, the 
ventilator displaces 4,400, 5,000 or 5,400 cb. m. cf air per minute, 
the corresponding motor outputs being 260, 290 and 315 н.р. In 


DouBrx Bnass-FiNIgHING AND POLISHING MACHINR. 
Luke & Spencer's Morom-DRIvEN MACHINERY. 


DouBLE Emery BAmD-POLISHBR. 


mutator grinder, oonsisting of a cast-iron pedestal for bolting to 
the bed of the machine, which carries a compound slide rest with 
а swivelling arrangement for bringing the grinding wheel into 
position, A 10 in. dia. x 14 in. emery wheel is mounted on the 
spindle, which is held in adjustable bearings. The device, as shown 
in our view, has an extended arm carrying a 1-В.Н.Р. 230- volt D.C. 


motor and starter; it is suitable for trueing up commatators 6j in. 
wide X 134 in. diameter. 
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A double brass finishing and polishing machine, consisting of 
two horizontal shafts, supported in standards and carrying at their 
four extremities two 8-in. dia. emery wheels, one 8· iu. dia. buffing 
or polishing wheel, and one 10-in. dia. bristle brush. This machine 
can be provided with special wheels, buffs, &c., or the spindle ends 
can be arranged to take emall emery rollers for internal work, and 
such appliances can be easily changed, owing to each wheel being 
held by one nut only. Our illustration shows clearly the 1 B. R. p. 
motor mounted on the base, and the driving arrangements. 

An improved double emery band-polishing machine is also illus- 
trated, the two polishing bands being carried on pulleys outside the 
two standards, and driven by a 1-8 н.р. motor, fixed to the bass. 
This machine is specially designed for polishing irregular shapes 
in brass and other metal goods, such a8 cocks, bends and mouldings; 
also for polishing shovel straps, engine parts, grates, stoves, &c. 


BRARING ARRANGEMENTS AND SANDING- 
GEAR ON TRAMCARS. 


ABSTRAOT OF THE REPORT OF THE SPECIAL COMMITTEE 
APPOINTED BY THE TBAMWAYS AND LIGHT 
RAILWAYS ASSOCIATION. 


Introductory.—The Committee thought it desirable to divide the 
work between two sub-Committees. The references were as 
follows: — 

Sub-Committee №. I.—'To recapitulate and discuss the general 
objects to be aimed at to obtain braking effects, and the physical 
laws which govern them. 

Sub-Committee No. II —(a) The classification of the various forms 
of brakes. (5) Recommendations as to the best forms of brakes for 
various conditious. (c) Recommendations as to the class of blocks 
for use with wheel and track brakes; and (d) recommendations as 
to the most suitable form of sanding gear. 

The Council accepted the offer of Mr. Fell to carry out tests on 
ooefficiente of friction. Mr. Fell has also furnished a large number 
of brake tests, and the Committee cannot too strongly express their 
indebtedness to bim for the trouble he has taken and the freedom 
with which he has placed his results at their disposal. 

Theoretical. Requirements of Brakes.—The braking of tramcars has 
to be effected under different conditions, which may be classified as 
follows:—(1) Service stops; (2) coasting; (3) stops to avoid 
accidents from collisions of all sorta; (4) runaway stops. 

The runaway condition is a result of the failure of the appliances 
intended to effect purpose No. 2, and is confined to gradients, 
whilst the emergency stop to avoid collision may be required at 
maximum speed at any part of the route, and is characterised by 
the absence of notice. 

Service Stops.—The more frequent the stops, the more important 
it is that they shall be made in the smallest practicable time. The 
practical limit of retardation is determined by the comfort and 
safety of the passengers. | 

The same consideration applies to acceleration in starting, and it 
is generally admitted that 3 ft. per second? is about the upper 
limit for comfort. With this rate each stop will take very nearly 
2 seconds per mile per hour of the initial speed. This assumes that 
the rate is constant, which is not generally true. 

Coasting.—The control of speed on falling grades requires a 
braking effect which shall neutralise the accelerating effect of 
gravity. It should be applied, therefore, througbout the whole 
length of any gradient of which the slope and length is such as to 
produce a dangerous speed in an unbraked car. 

The practicable limit of speed is that at which the service 
brake will certainly stop the car within reasonable distance—say, 
30 to 40 ft. 

It may be reckoned that a moving car will accelerate by gravity 
on any descent upon which the fall exceeds 1 per cent. of the 
track length, and that a stationary car, unbraked, will be started 
upon any descent on which fall exceeds 1:3 per cent., say 1 in 70. 

The gravity acceleration in feet per sec.? due to any gradient, is 
the product of 32:2 into the fraction or percentage expressing the 
fall as a ratio of the track length, or of 22 M. P. H. per second into 
the same fraction or percentage. But, as the rail resistance on a 
straight clean rail is of the orderof 1 per cent. of the car's weight, 
0:32 ft. per second, or 0:22 м.р.н. per second, should be deducted 
from the acceleration so found. 

If the gradient thus defined is expressed as a fraction, e.g., 1 in 
8, as $, or, as a percentage, e.g., 1 in 8, as 124 per cent., then the 
acceleration force due to gravity action upon a vehicle is the same 
fraction or percentage of its whole weight, and may be conveniently 
called the gradient fraction or percentage. 

For braking purposes, and for most of the effects involving safety, 
the square of the speed has to be considered. Hence, a car run- 
ning at 10 miles per hour has only half the kinetic energy that it 
bas when running at 14:14 miles per hour, and so on. The tendency 
to overturn at curves by centrifugal force and the tendency to 
derail under given conditions of radius and super-elevation are also 
proportional to the square of the speed. It follows that a gradient 
which will accelerate a car from rest to 20 miles per hour is twice 
as dangerous, potentially, as one which will accelerate it to 14'14 
miles per hour. 
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For various limiting safe speeds the maximum allowable falla 
are deduced as follows :— 


Maximum fall. Acquired speeds. 
1:2 ft. plus 1 per cent. of gradient's length = 6 M. P. H. 
2'13 „ n " = 8, 
3˙3 LE n ” = 10 d 
4'8 " n » = 12 77 
7 5 st 17 77 = 15 17 

13˙2 ” n n = 20 " 


The danger of a gradient cannot be taken as simply proportional 
to the fall along it, for, at least, two important reasons :— E 

First, the time rate at which the speed increases is a very impor- 
tant factor, and is simply proportional to the slope, so that of two 
gradients with the same total fall, the less steep may be quite safe, 
because a car will not accelerate upon it to a dangerous degree 
between service stops, or without giving the driver ample time to 
keep it under control, whilst the steeper may be much less safe, 
because a momentary negligence or mistake of the driver 
will resalt in a serious increment of speed; and, secondly, the 
braking or retarding force required to annul the gravity accelera- 
tion is equal to the weight of the car multiplied by the effective 
gradient fraction or percentage, and only the balance is available 
for stopping; thus, in the above example of a gradient of 1 in 12, 
or 83 per cent., the effective accelerating gradient is 7:3 per cent. = 
164 lb. per ton, or 7:3 x 322 = 2:36 ft. per second?*. Во that, i 
controlled by brakes having a total retarding force of 4 ft. per 
second, the balance available for stopping would be only 1:64 ft 
per second?. 

A further consideration is that the safe limit of speed falls as the 
gradient becomes steeper, because braking power diminishes with 
speed, from the diminished coefficient of friction. 

From all these considerations, it follows that the control of speed 
on severe gradients requires the use ofa brake which will neutralise 
the gravity acceleration and keep the speed down to a poiat at 
which the car is well under stopping control; that, as this takes up 
a calculable brake power, it can be specially provided, and should 
be in such a form as to leave the whole service brake power avail- 
able for stopping; that the safe speed for descending gradients is 
inversely as their steepness, and should be.so regulated that the 
improved coefficient of friction due to lower speed is utilised to 
neutralise the effect of the gradient; tbat loss of braking power due 
to other causes, e g., greasy rails, must be specially guarded against 
upon severe gradients. | 

Emergency stops are stops to avoid accidents from collision with 
other vehicles, pedestrians or obstacles. In streets carrying heavy 


traffic, or on a dark road at night, the avoidance of collision may be 


a question of a few inches or a fraction of a second, and the driver 
may have no time to spare. It is, therefore, of the utmost impor- 
tance that his action shall be automatic or instinctive, unem- 
barrassed or delayed by the conscious choice between various 
brakes. As he is constantly using hie service brake, it, therefore, 
seems that this brake should be of such power that it can bo relied 
upon to give the maximum retardation practicable. For such use, 
the limit is the safety of the passengers and the car. A retardation 
of 7 ft. per second? will certainly throw down standing passengers 
and will put unduly severe stresses upon the car body, especia y 
if carrying an upper deck load and cover. 

From a given speed the stopping time and distance are esc: 
inversely as the available retardation, but from different speeds 
with the same retardation, whilst the stopping time is propor 
tional to the initial speed, the distance is proportional to: 
square of the speed, and as distance is the criterion rather 
than time, it follows that the brsking power should be increased as 


the aquare of the maximum running speed. 


Mean retardations above 9 ft. per second? are hardly practicable, 
e.g., 50 ft. is about the minimum practicable stopping distance from 
a speed of 20 M. P. . 

As the available coefficient of friction diminishes with the 
increase of speed, constant retardation demands the greatest 
application of braking pressure at the highest speed. Also the 
time taken to get the brakes on after the necessity is apparent to the 
driver, is evidently of the greatest importance at the highest speed. 
Both considerations show that as speeds increase, it becomes the 
more imperative to have a brake available which (a) is operated by 
the driver instinctively; (b) is put on by a single motion, as 
instantaneous as possible; (c) is put on with the maximum pressure 
at first; and (d) gives the maximum retardation tolerable. 

Runaway Stops.—To provide means of bringing under control a 
runaway car which has attained a dangerous speed, is a most 
difficult problem. Under some circumstances it may be impossible. 
The condition of excessive speed indicates that the usual brakes 
have failed, been misapplied, or neglected, so that, besides the 
physical difficulty, there is every probability of the driver being in 
a nervous, panicky, or bewildered condition, unable to think 
clearly, or make the best use of his resources. 

The gradient diminishes the stopping power of the brakes pro- 
vided, and greasy rails and high speed diminish the coefficient of 
friction, so that the gravity acceleration due to the slope may be in 
excess of the total braking power available after the car has attained 
a certain speed. For example, on a wet rail the coefficient of 
friction at 10 N. P. H. may be about 15, and at 20 M. P. H., only ‘11. 
Then, if balf the weight of the car is available for braking, the 
total retarding force at 10 м.р.н will be, 5 x 15 = ‘075 of the 
weight, which is equal to the gravity acceleration on a grade of 84 
per cent., so that on such a gradient the car is beyond control at a 


speed of 10 M. P. H. 
At a speed of 20 M. P. H. control will be lost on a grade of 64 per 
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cent, (say, 1 in 153). It follows that, if the critical speed has been 
reacbed. the only possible means of restoring contro] involves either 
the utilisation of a greater fraction of the car’s weight, or an increase 
in the coefficient of friction. NEL. 

Skidded wheels almost always form one of the conditions, and 
these nullify all brakes depending upon the motors. Even, if the 
wheels are revolving, the m: tor E.M F. may be so much above the 
normal that attempte to use them may fail owing to flashing over 
on the commutators. TERM 

It has been asserted that а skid, fitting the rail groové only, 
experiences a much higher coefficient of friction than а' у block 
applied to the rail table, and it is proposed to fit such skids 
concentric with the wheels, so that upon releasing thém they 
fall under the wheels, which mount them, and the skids then act 
as extremely efficient track brakes. The coefficient of friction of 
any material in the form of a groove skid is the same as if used 
on the rail table, but the skid is wedged into the groove, and the 
pressure between the skid and the sides of the groove is greater 


than the force pressing the skid into the groove in the ratio 5. 14 


where 0 is the inclination of the sides of the groove. : -: 

If 9 ft. per second? is taken as the maximum practical retárda- 
tion, а car travelling at 20 M. P. H. will require nearly 50 ft., and one 
travelling at 40 м.р.н. nearly 200 ft., to be brought to a standstill.. 

The moral evidently is that runaways must be prevented, since 
the safe stopping of a runaway car cannot be certainly secured. 

Runaways sometimes occur in the backward direction. The 
electrical run-back brake, which is applied when the controller 
bandle is in the off position, bas the advantage of coming into 
action on the driver's usual first movement, and it will only allow 
the car to creep down. An important aid to checking backward 
runaways is the provision of a sanding pedal for the rear wheels on 
the driver's platform, so that he may have the use of sand to assist 
the brakes. t pe 

On all lines having severe gradients there should be some form 
of track brake, but on a backward ranaway the track brake will 
be “ off” at the commencement, and, if manually applied, may not 
be got on goon enough to be of much value, therefore some quicker. 
means of application is desirable to provide against: accident from 
this cause. : 

General.—The type of car used on lines. with severe gradients 
has an important bearing on the danger involved in а runaway, 
and also upon the brake equipment. Cars for sach limes ‘should 
have a low centre of gravity, and on any cars exceeding 10 tons 
loaded, power brakes should be used. К i E) ow 

Available means of Braking. — Braking is subjected. to, and 
limited by, the laws of friction between surfaces. If two bodies 
are pressed together with a certain force, the pull required to just: 
cause the commencement of sliding is a definite fraction of the. 
pressure between the surfaces, known as the coefficient of static 
friction. Within wide limite the value of this coefficient is 
independent of the specific pressure. | ! ms 

Atter sliding has begun, the pull required to maintain the move- 
ment at a uniform rate is less than that needed to start it, and is 
found to decrease as the speed increases. The pull needed to 
maintain the movement at any given speed is a definite fraction of 
the pressure between the surfaces, and is known as the coefficient 
of sliding friction. Ж | 

Braking on the wheels is the oldest, simplest, and moet usual 
method. The gearing of the wheels to the raile is not positive, 
but frictional, and the coefficient of friction which applies is that 
of static friction between the wheel and rail. ' 

The strength of the gearing is equivalent to the weight of the 
vehicle multiplied by the coefficient of static friction, which in 
this connection is termed the adhesion. If force be applied to 
the wheela in excese of this gearing strengtb, the wheels must slip. 
Now the friction betweea wheel and brake block is of the sliding 
order, to which а lower coefficient applies, and one which varies 
with the speed. The pressure of the brake blocks on the wheels 
may, therefore, exceed the weight of the vehicle, bat the product 
of that pressure into the particular value of the coefficient must not 
exceed the product of the adhesion into the weight of the vehicle. 
Hence, the maximum braking force that can be exerted throvgh 
the wheels is that corresponding to their adhesion. Forclean, dry 
rails the maximum value of the coefficient 18 generally taken at 
0 25, hence the maximum force available for acceleration or retar- 
dation is one-fourth of the weight on the driving or braked wheels. 
If all wheels are braked, tris is one-fourth of the weight of the car, 
and the theoretical maximum acceleration or deceleration force 
available is one-fourth that of gravity, or 8025 fl. per second. 

When ‘raking pressure is proportional to the weight of the car, 
the amount of that weight has no effect upon the deceleration 
available, eo that a loaded car and an empty one will be stopped 
from «qual speeds in equal spaces and times. 

From the theoretical figure above, large deductions have to be 
made to obtain a practical figure, on account of the departare of 
the rail surface from a clean and dry condition. It is never safe 
to reckon on a higher coefficient of adhesion than 0°15. 

Experience shows that for long grades, abont 1 in 10 is as steep 
a slope as can be reliably worked ia this climate by adhesion, or, in 
other words, that an adhesion cofficient of about 10 per cent, or 


224 lb. per ton, is the lower limit. Hence it may be said that a 


braking force of the same amount may be always depended upon 
from the wheels. S 
Tne usual motive power for wheel brakes is the muscle of the 
driv r. and it is found that a pull f about 100 10, can be relied on. 
The lever-ge in general use is 100: 1, so that a pressure of 10,000 ld. 
may be put on. The coefficient of sliding friction may be taken 
as about 25, giving a retarding force of 2,500 lb. c5 oq 4 


"o 


„It wheel brakes are required to give a much heavier pressure than 
thie,-then some form of power application become s necessary. 

. Wheel braking is also practised. by electrical methods, including 
the regenerative, rheostatic, and run-back brakes; and combined 
with magnetic track brakes: in at least two different ways, Retar- 
dation thus obtained is limited by the adhesion. Such brakes 
cannot skid the wheels for any length of time, and they eall for 
almost no exertion on the part of the driver. They are all put out 

of action if the wheels are skidded by another brake. м = 

On services where wheel brake retardation is sufficient, the wheel- 
block and reheostatio brakes may be used alternately, but the 
rheostatic brake should be used before, not after, the hand brake, 

The electrical run-back brake is a very simple, effective and cheap 
device, which should be fitted to every car working on gradienta of 
1 in 70 and steeper.. . oF d | 

Neither the rheostatic nor ran-back brakes can be depended on to 
check а car that has attained a runaway speed upon a falling 
gradient. s 

Regenerative control furnishes a method of braking analogous to 
rheostatic braking, but with a definite speed limitation. 

The principal advantages of track or slipper brakes are that their 
effect is not limited by the wheel adhesion. 7 

The special value of mechanically applied track brakes is for the 
control of speed on severe gradients. The correct procedure is to 
put the brakes on before starting down, and to make any necessary 
stops and starts with the hand-brakes. Manuaily applied, they are 
too slow and laborious to be used for either service or emergency 
stops, bat with power application they give as rapid and powerful 
braking as can be got from the use of the car's weight. 

Magnetic track brakes produce two distinct braking effects, one 
due to the drag of the magnetised blocks upon the rails, the other 
on the wheels, due to the brake action of the motor; but, as the 
magnet poles are necessarily of iron or steel, the coefficient is lower 
than with wooden blocks. The maximum attraction possible is 
about 150 lb. per sq. in. of polar surface, and, as the practicable 
size of the blocks gives a polar surface of 30 sq. in., each block may 
exercise а pull of about 4,500 1b. | m 

The connection of the magnetised blocks to the wheel blocks, so 
that they can be put on by the drag of the magnets, is a Inrther 
combination wbich permits of the whole, of the available wheel 
braking force being brought into play by the magnetic brake alone, 
part through the motors, and part through the brake blocks. 

The importance of clean rails has been sufficiently shown by 
abundant experience. Rail brushing and scraping are worth doing 
in many cases, and specially-equipped watering cars, with brushes 


and scrapers following a forced water jet are the most effective. The 


attachment of bru 
doubtful value. 


is an important auxiliary to braking, and should be in 

the sole control of the driver. The sanding gears in common use 

are fairly certain in action, but the direction of the sand is nearly 

always faulty. The delivery of 10 times as much sand as can be 
effective i8 the usual thing. UNE 

Any device which puts sand certainly under the wheel tread will 
give the driver a confidence which is now frequently lacking. 

Sanding for the rear wheels may be important in ron-backe, and 


on hilly lines. Both sete of sand boxes should be worked from 
each platform. dic 


Comparative Coefficient of Friction Tests.—As very little data were 
available, it was thought desirable to obtain some additional in- 
formation as to the relative values of cast-iron, wronght- iron and 
various samples of wood for use as brake blocks. The resalta are 
given in several Appendices to the Report. | 

The coefficient of fric ion of wood on a wrought-iron wheel is 
considerably higher than that of cast or wrought-iron blocks, ind 
lengthening the block, from 12 ір. to 18 in. has no appreciable 
effect. Elm has the highest coefficient of friction on a steel wheel, 
followed by ash, maple and oak in the order named. Tests on 
cast-iron blocks gave an even and regular set of curves, the 
coefficient holding up well as the speed increased. Wrought-iron 
did not behave so satisfactorily, the coefficient falling rapidly as 
the speed increased. | | 

Wood blocks, tested as slipper brakes, when dry showed bigh 
coefficients, oak, poplar and ash varying from 0 5 to 0°6, with elm 
and maple slightly lower. Cast-iron blocks, 18 in. long, gave very 
low results, but they differed so mush from other tests that they 
must be accepted with reserve. Both C. I. and W. I. 12-in. blocks 
show results considerably lower than those obtained ід a previous 
series of experimenta. 

Teste were made to determine the variation in the coefficient, 
with oak, poplar and steel blocks under varying conditions of rail 
surface; the wood blocks being tested both wet and dry. 
The results are in conflict with rather widely-held opinions, 
inasmuch as they show that the coefficient falis off on wet and 
greasy rails more with wooden blocks than with steel ones. They 
also show that with steel blocks the coeticient is higher with a wet 
clean rail than with a greasy one, but with wooden blocks the 
reverse in the case. So far as they go, these tests indicate that 
steel shoes maintain a higher coefficient of friction on bad rails 
than has been supposed. Tests with both wood and steel through 
a higher ranger of specific pressures corresponding to service loads, 
and with rails “ greased” with the mud of different localities, are 
needed to complete our knowledge of the subject. ‚ 


Information —The undertakings; which have replied to a series 
of questions, work a total of 5,000 cars, aud include large cities, 
each as Londoa, Liverpool, Leeds, Dublia, ёсу where: the traffic is 
heavy, and systems such as Н setings, Yorkshire ( Woollen), South 
Metropolitan, Chatham, &o., where the gradients ate severe. 

The following are the types of brakes fitted to the éany:—. –- 


shes and scrapers to service cars is of more 
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—. Hand wheel brake act uis 5,018 cars 
„ Rheostatic brake EM .. 2866 „ 
Magnetic track brake eae ies . 1.278 „ 
Mechanical track brake ... E .. 1,967 „ 
Electric short-circuit brake. 917 „ 
Pneumatic track brake. iss bes 121 „ 
Regenerative control — "n 60 , 
' Run-back brake duc "ay 87 „ 
The combination of brakes fitted is shown to be as follows: 
Hand wheel brake only ... gi sei 95 cats 
Hand wheel and short - circuit ies 468 „ 
Hand wheel and rheostatic  ... $e. 1922 „ 
Hand «heel and mechanical track un DT 3 
Hand wheel and magnetic track ... .. 1,424 „ 
Hand wheel and regenerati tee 28 „ 
Hand wheel, rheostatic and mechanical poy ШИ 

| track ae was” we D 

Hand wheel, regenerative and mechanical 
track... e iss i E 10 „ 

' Hand wheel, regenerative and rheostatic 36 „ 
Hand wheel, pneumatic and short circuit 84 „ 
Hand wheel, pneumatic and rheostatic ... 96 „ 
Hand wheel, regenerative, rheostatic and 

mechanical track Eo o Ms n 21 „ 


Service Stops.—The particulars collected show that, for ordinary 
stops, the band-wheel brake is generally used, except on systems 
working beavy bogie cars in congested traffic, where the magnetic 
track brake has been largely adopted asa service brake. In some 


cases the magnetic track brake, while fitted, is reserved for emer- - 


gency work. 

The rheostatic brake is used to some extent for making service 

Emergency Stopg—All systems, with but few exceptions, report 
the use of an electrical form of brake for making emergency stops. 

Coasting.—The hand brake is generally used on a gradient flatter 
than 1 in 20, except in some cases where the magnetic track brake 
is fitted, and is used for this purpose. On steeper grades some 
form of track brake is usually fitted. When coasting on the 
mechanical track brake the rule appears to be to apply it before 
commencing tne descent, the speed regulation being controlled by 
tbe hand brake. 

Brake Tests. —During the past 18 months the Committee have 
inspected most of the later forms of braking apparatus, but it was 
impracticable for them to make tests on all those they examined, 
They have, however, obtained from members of the Committee 
and from others, the results of a number of valuable tests to which 
they attach considerable importance. These teste are given in the 
appendices. In examining the tests with ref: rence to the different 
types of brake, we give but little consideration to the greasy rail 
tects, as they are very conflicting, as might be expected, on account 
of the vague definition of a grensy rail. | 

Wheel Brakes.—The limiting retarding force possible is the pro- 
duct of adhesion and weight. For general tramway purposes it is 
inadvisable to calculate on a higher co: fficient than 0°25, or a 
higher retardation than 8 ft. per seconds. If it is a hand-brake the 
time of spplication, physical effort, and other operations which 
he must perform simultaneously, make it unreasonable to demand 
of a motorman efficient stops. If it is a power brake good results 
should be expected. 

The effect of the condition of the rail onthe possible braking 


effect, can be reduced within small limits by the use of sand, and to 


permit the brakinz effect through the wheels to vary by 50 per 
cent. by reason of the failure of the sander-, is a reproach which 
should never be incurred. A careful examination of teste leads us 
to believe that the hand brake should give a retardation from 3 ft. 
per second? for a heavy double-deck car, to 3:50 ft. per secona? for 
a single truck lighter car. 

Slipper Brake.—'The limiting retardation possible is the product 
of the whole weight of the car carried on the slipper shoes, and the 
coefficient between brake shoes and rail. 

How near this limit ie realisable in practice depends upon the 
safe proportion of the weight of the car which may be carried on 
the shoes and the time to apply the maximum effort. 

The band slipper brake is slow in application, and requires con- 
siderable effurt, two serious disadvantages. With power application 
both of these disappear. The Pringle type of slippe- brake can be 
only an emergency brake, and the same may be said of tbe Freund 
brake in the form seen by the Committee, but it is understood that 
a later form is designed to extend its scope to service and coasting 
use. 

Rheostatic Brake.—This is dependent on wheel adhesion, but is 
independent of the varying coetticient of friction of brake shoes. 
The tests generally show that it is an effective brake for quick 
stopping. The use of sand to maintain adhesion at its higher values 
18 а necessary adjunct to the brake. А retardation of 4 ft. per 
second? can be expected. It is open to the objection of bringing 
additional work on tbe motors. 

Magnetic Track Brake.—The retardation with this brake comes 
from several features which differ considerably in the different 
types of the brakes. All have one feature, the friction of the 
Magnetic shoes with the rail. A hand mechanical arrangement can 
8 сч to the British Westinghouse, the Maley, and the B.T.-H. 

es, | 

The coefficient of friction of the shoes is not easy to determine. 
Mr. Fell has assumed this at 022, which is the value indicated by 
his tests. Assuming, however, a value of 0°20, we have a retarda- 
tion value of.3,200 Ib. in the case of а bogie car, and 2,240 lb. for 
a aingle truck car. Taking the weights of the cars as 14'5 tons 


and 10:5 tons respectively, we gèt retardations due to the magnets 
alone of 3:18 ft. per second’, and 3:06 ft. per second? respectively. 
The rheostatic brake and the wheel brake action combined should 
not exceed 50 per cent. of the maximum adhesion of the car wheels, 
for the danger of skidding must be avoided. The retardation then, 
through the wheels, becomes 4*0 ft. per second? or a total retardation 
of 7:18 ft. per second? in the first case, and 7°06 ft. per second? in the 
second case. | J 

The magnetic brake, with or without wheel block attachment, 
may be fitted with a solenoid device for controlling the motor field 
current, thus eliminating all danger of skidding the car wheels. 

We believe that the retardation with the magnetic track brake 
for average conditions sould be taken at about 6 ft. per second’. 

That these brakes are efficient in stopping a car is certain. That 
they add to the work of the motor; is also certain, and, farther, 
they have the disadvantage that faults occurring in an electrical 
brake are not so obvious as thoge of a mechanical brake. 

Causes of Accidents —We have made a careful study of the causes 
of all fatal accidents which have occurred during the 10 years 
due to cars getting out of control, and bave been much impressed 
by the inaccuracy of the numerous newspaper and public state- 
ments which have been made declaring that these a-cidents were 
caused by defective brakes. These views are not borne out by the 
reports published by the Board of Trade. | 4 

It is essential that all motormen should undergo а medical 
examination and eyesight tests, and the Committee recommends 
periodical re-examination. 

The tendercy in the past bas been to confuse the motorman by 
giving him too many operations to perform, and the Committee 
recommends that he should have as few alternative operations as 
possible to perform when stopping a car in any circumstances, 

A large number of minor accidents occur on account of defects of 
mechanism. Most of these troubles might have been avoided by 
careful and frequent examination and overhauling. If a car is 

‘fitted with several alternative brakes, as a rule only one or two of 
these are used, and the brake examiners finding this to be the case, 
neglect to examine those infrequently used. | 

In many instances the car-sheds are not designed to make the 
work of the brake examiner as simple as it should be. 

Then follows a description of all the brakes examined and tested 
by or for the Committee, with a statement of the advantages and 
disadvantages of each. 

Another short section deals with the suitability of different 
brakes under varying condi'ions, which consists of a recapitulation 
of the previous matter; and this is followed by а section descriptive 
of sanding gears. This section concludes with the remarks that 
sand gear has not been sufficiently considered, and is open to con- 
siderable improvement. | 

An important chapter on the training of motermen, which 
includes an outline of the course adop'ed in the L.C C school for 
motormen, is followed by the General Conclusions ot the Committee, 
which in the main are:— | 

1. All cars should be fitted with two brakes. 

2. Where quick and frequent stops are necessary, one of these 
should be a power brake. Sh | 

3. Where traffic is light, and the maximum speed low, both types 
may be applied manually, but, where steep grades exist, only one 
should depend on wheel adhesion. 'The combination of wheel and 
slipper brakes accompanied by a regulation for a compulsory stop 
for the application of slipper brakes before descent of a severe grade, 
meets this condition. . 

4. The power brake should be the service brake. 

5. The power brake best suited to the general requirements is one 
which will give a powerful and easily moderated force for service 
stops, and, for emergency stops, a force equal to half the car weight 
instantaneously and contir.uously to slipper blocks. 

6. Where a magnetic track brake is in use ‘on very steep grades, 
an attachment for manual application is recommended, 

7. One man should be responsible for the state of the brakes on 
every car, and a frequent and systematic examination of all brakes 
should be made. 

8. Sanding apparatus should be reliable. 

9. There should be two sand boxes on each end of the car. 

10 Motormen should be examined medically on engagement, 
and re-examined every five years. 

11. The course of training described is recommended, and motor- 
men should be re-examined periodically. 

12. On narrow-gauge lines, having severe grades and sh 
curves, the use of double-decked cars, especially with top covers, is 
inadvisable. | | 

The report is signed by Messrs. 8. Sellon, A. L. C. Fell, W. 
Worby Beaumont, P. Cardew, A. N. Connett, R. J. Howley, A. H. 
Pott and H. M. Sayers. 

The appendices occupy 67 pages. 


American Publications.— The amalgamation of tech- 
nical publications proceeds apace in the United States— probably 
partly due to tre indu-trial depreesiun following the crisis, the 
effects of which аге not passing away ab speedily ascome had hoped, 
The American Telephone Journal, Sound Waves, The Telephone 
Magazine, und The d'elephone are all analgyanata in one paper 
known as Telephony. ‘Lhe New York Ziectrical Review bas also 
absorbed an old familiar exchange in the Western Evectrician, of 
Chicago, and the combined publication will be The Electrical 
Review and Western Electrician, | 
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BUSINESS NOTES. 


Consular Notes.—Turkey.—The Austrian Consul at 
Beirut reports that in May, 1906, a concession for the construction 
and exploitation during 99 years of an electric tramway and 
lighting plant was granted by Royal decree to а native of Con- 
stantiínople, who sold it for 700,000 fr. to a Belgian company. This 
company (Société Ottomane des Tramways et de l'Electricité de 
Beyreuth), with a capital of 3,600,000 fr., has its head offices in 
Constantinople, but is not the same aa the Damascus Tramway Co. 
It wae formed by the Franco-Belgian Syndicate, Franco-Belge de 
Tramways et de l'Eleotricité, of Brussels. The work was begun in 
the summer of 1907. The electric ү will be produced by 
steam engine-driven generators. The length of the electric tramway 
system which the company binds itself to construct is 12 kiloms. 

China.—H.M. Commercial Attaché at Pekin reports that the 
Ohinese Imperial Telegraph lines were added to during the year 
1907 by the recovery from Russia of the lines outside the reserve of 
the Chinese Eastern Railway in Northern Manchuria, and the length 
of the whole Chinese system, which was 22,4194 miles in 1906, 
amounted to 25,913 statute miles in 1907 with a wire length of 
39,196 miles. No arrangement was arrived at for the recovery of 
the lines in Japanese hands in Southern Manchuria. The mileage 
of submarine cable—946'11 sea miles—remained the same. The 

number of telegraph offices was increased from 379 to 490, and the 
instruments in actual use numbered $88 against 768 in 1906. These 
lines, which are under the control of the Chinese Imperial Tele- 
graph Administration, are exclusive of lines erected in many of the 
provinces, usually by administration and controlled by the pro- 
vincial authorities. It is well known that the profits accruing to 
the administration are dependent more on royalties on foreign 
messages than on receipts from telegrams originating in, and 
transmitted throughout, the Empire. 

Elsewhere in his report the Commercial Attaché states that the 
sum of 12,804,628 Haikwan taels, the value cf the railway plant 
and materials imported into China from foreign countries in 1907, 
gives some indication of the growth of railway enterprise in China, 
but much of the plant and material is manufactured at the railway 
and other workshops in the country itself. There was a drop of 
nearly 10,000 tons of rails in the foreign import in 1907, as com- 

d with 1906. This does not mean that fewer rails are being 
laid; it simply means that rails are being turned out and supplied 
by the Hanyang Iron Works at Hankow. The value of the foreign 
import was 7,996,325 Heikwan taels in 1903, 6,046,459 Haikwan 
taels in 1904, 7,346,739 Haikwan taels in 1905, and 11,439,806 
Haikwan taels in 1906. Machinery and fittings to the value of 
6,022,421 Haikwan taels (£978,643) were imported in 1907, against 
£943,099 in 1906. Тһе 1907 import, which was 9448 per cent. 
above the average of the previous five yeare, included machinery 
for cotton, flour, paper, oil, and other mills, for iron works and for 
atsenals and minte. The imports of telegraphic materiale decreased 
from £92,070 in 1906, to £60,237 in 1907. 

Bavaria.—The British Consul at Munich reports that the three 
following lines of the Bavarian S ate Railways will be the first to 
be electrified: Balzburg-Freilassing-Berchtesgaden-Konigsee (length 
of line, 28 miles; cost of electrification, £259,670); Garmisch- 
Mittenwald-Scharnits (length of line, 15 miles; cost of electrifica- 
tion, £53,174); Garmisch-Griessen (length of line, 93 miles; cost 
of electrification, £51,166)—a total length of line of 523 miles, and 
a total cost of electrification of £364,010. The Minister of Com- 
munication states that £2,375,000 will be required for the 
electrification of the railway system to the south of Munich, about 
350 miles in length. In order to prevent the purchase by specnlators 
(to the pecuniary disadvantage of the State) of water-power con- 
cessions granted in the past, the Bavarian Government are now only 
allowing such concessions to be transferred to bond fide purchasers and 
retaining power to revoke such transfer should it have been made for 
speculative purposes. This is a possibly needful precaution in view 
of the approaching electrification of the railways, in which water- 

wer will play a most important part. The net profits of the 

unich municipal tramways amounted to £21,170 in 1906 7, which 
works out at £441 per mile, the system being 48 miles long. The 
trials of heating the Munich municipal tramcars by means of elec- 
tricity were unsuccessful, on account of the expense. New 
trials were made during the winter of 1907-8 with small stoves 
fed with anthracite, placed on one side towards the middle of 
the car. The average temperature thus obtained within the cars 
amounted to 55° F.; the trials were not conclusive, and they 
will be continued this winter. 

The net income from the Bavarian Posts, Telegraphs and Tele- 
phones amounted in 1906 to £459,100, or £122,100 more than in 1905. 
The first regular stations for the transmission of photographs by 
telegraphy, Prof. Korn's system, were established at Munich and 
Berlin in December, 1907. The Bavarian Postal Administration 
are now using a single wire for urgent telegraphic messages between 
Munich and Nuremberg; the apparatus, which requires five 
operators, transmits the message printed and ready for delivery at 
the receiving station. Whereas there are in Berlin 60 printing 
telegraph machines in use, the first of this kind in Munich was 
installed in а local hotel in July, 1908. 

The Bavarian machinery trade having done extremely well 
during the 1906-7 campaign, now shows a retrograde tendency. 
"Тае electrical machinery trade had to cope with an increased 
amonnt of orders, but the production being much more expensive 
than formerly, the profit obtained did not come up to expectation, 
added to which, asthe Nuremberg Chamber of Commerce reports, 
tie rate of diasouat during 19)7 was very high. Toa Munich 
Kraus engine works showed аа output of £425,000, as azainat 
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£352,000 in 1906 and £276,000 in 1905. The export to the United 
Kingdom of Bavarian disintegrating machines was reduced in 1907. тр 
There was fair business in apecialised tools and machinery, orders к 
coming from all Germany (except Saxony), Belgium, Italy and i 
Switzerland. Orders from Austria-Hungary—in former times one 
of the best markets for Munich machinery—are declining owing to 
the high Customs duty. The Bavarian electrical works report full 


employment for 1907 ; the deficiency of workmen complained of in x: 
other trades does not seem so apparent in this, the number of work- 
men employed by one important firm in Nuremberg alone baving v 


risen from 5,022 in 1905 to 6,343 in 1906 and 6,700 in 1907, and 
this increased number of hands was obtained without difficulty. m 
The United Machinery Works, of Augsburg, report that their orders "y 
for the year 1907 amounted to about £3,450,000, against £3,000,000 
in 1906. 

"The Bavarian Government have now under consideration nine 
important projects for obtaining water-power for industrial pur- : 
poses, and for the electrification of railways. These projects 
represent a total of 263,900 E.P. :— 


1. River Ion sist iss ET .. 120,000 н.р. А 

2. „ Alz эз РУУ .. 150,000 „ 3 
3. » Lech ius ees. 80 .. A 190,000 „ 
4. „ 112 Gi Та ет $3 10,000 ,, 
5. „ Saalach ... he - ae $5,000 ,, 
6. „ Frankenwald "- EM 5,150 „ 
. 7. Lake Walchensee $us - Jai 50,000 „ 
8. „ Bpitzingeee -— d Ре 2,000 „ 
9. „ Wagiogersee д T m 1,750 „ 
Total... .. 263,900 H.P 


* For State Railways. 1 For chemical works.: For Garmiscb-Bteinseh 
railway. 5 For Salzburg-Berchtesgaden railway. 


The Bavarian Government also propose to obtain a constant 
supply of several hundred horse-power for tbe electrification of the 
railway between Munich and Lindau, on Lake Constance, by 
erecting dykes and raising the level of the small mountain lake, 
Alpsee, near Immenstadt, by 64 ft. To carry out this work seven 
farms will have to be sacrificed, and the railway embankment near 
the lake will bave to be raised by about 5 ft. On April 1st, 1908, 
the Bavarian Minister of the Interior created, in view of the im- 
pending electrification of the State railways, a special department, 
administered by a technical staff, dealing exclusively with all 
questions relating to water-power. One hundred and fifty owners 
of water-power in Bavaria, which yields a total of 40,000 нр, 
have formed an association to safeguard their various iutereste. 


Public Meetings.—PeEncy F. Letts, electrician, The 
Arcade, Northampton.— The creditors of the above were called 
together last week, when a statement of affairs was submitted 
showing liabilities to unsecured creditors, amounting to £118. 

After allowing £4 for preference claims, the assets were expected to 
produce £86, or a deficiency of £32. The assets were as follows: 
Stock in trade at cost £95, estimated to realise £47 10s.; book 
debts, £22 118.; and office furniture, £20. It was stated that the 
debtor was previously in employment for various electrical firms. | 
He started in business for himself about four years ago, with a | 
capital of £30, and he had since carried out numerous contracts. 
No figures were given as to the tarnover, but it was stated that the 
debtor's drawings had been very moderate. The deficiency was 
accounted for by the amount written off the stock, and the 
present position was said to be due to the bad state of trade in 
Northampton. Recently the debtor had a summons issued against 
him by one of his creditors, and he immediately consulted his 
solicitor. He bad not previously had any proceedings taken against 
him. The debtor was unable to make any offer, and it was decided | 
that the estate should be realised under a deed of assignment, with | 
Mr. E. H. Hawkins (Messrs. Poppleton & Appleby) as trustee. The | 
following are creditors:— 


Genera] Electric Co. 


M ТА 9 2 - . 411 
Berry, Skinner & Co. а T 25 $3 T 11 
Berkeley, A... га X » 952 ee 12 
Baxendale & Co. .. ds es i 58 


Book Notices.—“ Proceedings of the Physical Society 
of London.” Vol. XXI, Part 2. October, 1908. London: Taylor 
and Francis. 

„Electricity, Present and Future.“ By L. Poincaré, Trans 
1 5 RA J. Kemmis. London: Sisley’s, Ltd. 1908. Price 
s. 6d. net. 


"Motor Manual.” Eleventh edition. London: Temple Press. 
Ltd. 1909. Price 1s. 6d. net. 


“Technology Quarterly," for Beptember, 1908. Vol. XXI, No. 3. 
Boston: Massachusetts Institute of Technology." 

“The Abbott Versimetric Chart." Messrs. A. Conchman, 34, 
Paternoster Row, E.C., send us a sample chart, No. V, consisting of 
а squared-paper diagram for converting from Fahrenheit to Centi- 
grade measures and vice versa, Other cbarts convert weights, 
lengths, volumes, &c., there being 10 in all. Price 1s. each. 

“Metric Equivalent Tables." The Central Translations Institate, 
16, Eastcheap, E. C., sends us a neat folding card of conversion 
tables from English to metric measures, and vice versa, in con- 
venient form, 

" Fowler's Mechanical Engineer's Pocket-Book, 1909.” Edited 


by W. H. Fowler, Manchester: Scientific Publishing Co. Price, 
cloth, 1s. 6d. net; leather, 28. 6d. 


Electric Signs.— The American Consul at Birmingham 


is urging American firms to try their hand at pushing the electric 
sign business in this country. 
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Hardware Trades Exhibition, 1909.—There is to be 
held in the Royal Agricultural Hall in July next year the eighth 
Ironmongery and Hardware Trades Exhibition. The organisers 
are the Internationa) Trade Exhibitions, Ltd., of Broad Street 
House, E.C., who, it will be remembered, were the organising 
managers of the recent Manchester Electrical Exhibition. 


Switzerland.—The Swiss Customs authorities have 
lately given a decision to the effect that “ baths for nickel, copper, 
or eilver-plating, &c.," are to be classified under No. 1,048 of the 
Tariff, the duty being 2 fr. per 100 kilog. 


The Zeal of American Consuls. — The following 
quotation from the New York Electrical Record is published by us 
as an illustration of the trouble which an American Consul will 
take in assisting his own countrymen to secure business :— 


"In regard to assistance offered to American exforters and 
travelling agents seeking trade in Nova Scotia, Consul. General 
David F. Wilbur writes as follows from Halifax: Manufacturers 
and exporters are requested to send catalogues and price lists to 
consulate-general, covering goods saleable in eastern Oanadian 
markets, to be placed on file in the new commercial room estab- 
lished in this consulate, for use of inquirers desiring information 
relative to American goods. Ample space is also provided for 
trade journals, and all publications of this kind are solicited. 
American salesmen visiting this city are esrnestly requested to 
visit the consulate, which is located at the corner of Granville and 
George Streets, in the Halifax Herald Building, only a short 
distance from the centrally located leading hotels of the city. We 
are always extremely anxious to meet American travelling men 
and aid them in every way possible. It is the purpose to make 
the commercial room as ap assistance to travelling men a leading 
feature of this conaulate-general. Travelling salesmen from the 
United States are coming to Halifax continually, and yet during 
the last year less than half a dozen have called at this office. This 
is not as it should be, as we are in a position at times to give 


valuable information.“ 


Catalogues and Lists. — Messrs. ARCHIBALD J. 
Waicat, LTD., Leyton Green Road, N.E.—T'wo lists that are of 
special interest in view of the approaching Christmas season. One 
(Section N) is a 32-page illustrated price list of small electrical 
goods and scientific and mechauical novelties; the other is a leaflet 
dealing similarly with a few selected lines, such as pocket electric 
lamps, shocking coils, pins, toy railways, &^. 

Messgs. Josgeu Westwoop & Co, Lro., Napier Yard, Millwall, 
E.—Pocket pamphlet giving lists of sizes of steel plates, flate, 
on tees, joists, rounds and squares, that they keep in stock in 

ondon. 

. Messrs. JOHNSON & PRILLIrs. LTD, Charlton.—Two additional 
illustrated price lists: “ U,” dealing with telephones for domestic 
use, «nd for battery call and magneto call, also portable testing 
telephones; “ V " is concerned with electric bells and pushes, 
replacement indioat»rs, Leclanché cells, &c. 

The Electric Railway Journal, New York, has sent us a copy of 
the international edition of its annual Dictionary of Electric Rail- 
way Material,” a buyers’ guide to advertisers in the journal. There 
is а European supplement of 18 pages devoted to British and Con- 
tinental firms. 

TH» Ілант ELROrRIO Мотов Co, Lrp., Meads Lane, Seven 
Kings, Essex. Two catalogues (of which the trade can obtain 
copies on application)—one neatly illustrating and stating prices 
and particulars of their portable electric drilling machines, the other 
describing Maclean's patent electric motor bair-brush. 

THE CHLORIDE ELECTRICAL STORAGE Co., Lrp., Clifton Junction, 
Manchester.— Pamphlet describing tbe Exide Accumulator” for 
ignition and portable purposes, including carriers and crates and 
hand lamps. The list was prepared before the issue of the S.M.M.T. 
definition of “ ignition capacity,” which we published last week, 
and the capacities listed are based on a 10-hour rate of discharge ; 
on the new system of rating, of course, the batteries would show 
still higher capacities, but for the sake of simplicity the makers 
have not taken advantage of this. 

Тва EXPANDED METAL Co., Ltp., Stranton Works, West Hartle- 
pool. New catalogue (Section 3) of special interest to power 
z i men and to owners of factories and mines where 
tions an 
з for electrical plant. Those included are: Switchboard end 

reens with doors; switchboard base panels and enclosures; 


* pre lszNTHAL & Co., 85, Mortimer Street, London, W.— 
Bed ustrated list, with prices and brief particulars of their 
ba z instruments based on the resonance principle (Patent 
bones "ding frequency meters, tachometers, ship’s tele- 
ators, Pags. requeney meter or synchroniser for paralleling alter- 
t HABLE ASHTON, 8 and 10, Bull's Head Yard, Manchester. 
5d oe e of circulars drawing attention to his anti-vibrator and 
which metali for electric light fittings, and his shadowless light, in 

E fav c-filament lamps are placed in an inverted shade. 
with illust s NACHFOLGER, Cologne.—32-page special price list 
rations and descriptions, in English, of Dr. Gaede's high 


vacuum mercury pump, and other apparatus. Testimonials and 
lists of users also appear. 

Тнк SwirOHGEAR Co., LTD., Cornwall Buildings, Newhall Street, 
Birmingham.— A new circular, dated October, 1908, giving prices of 
their pattern D " switch fuses, caught together in a binding case 
with a number of their other previously issued liste of circuit 
breakers, insulated box spanners, Statter time lag relay, magnetic 
blow-out fuses for D.C., oil switches, motor starters and motor 
starting panels, knife switches, and automatic battery regulator. 

Тнк SuNBEAM Lamp Co, Lro., Park Road, Gateshead-upon- 
Tyne.—New catalogue (Section III) of many patterns of porcelain 
insulators for various electrical purposes, also ironwork for same. 
Reference numbers, sizes and prices are stated, and large stocks are 
held ready for delivery. 

SLOAN ELECTRICAL Co., LTD., 15, Fore Street Avenue, B.0.— 
New list of Conradty’s carbon brushes, in which, after views of the 
Conradty carbon ‘factory, there appear particulars with tabulated 
sizes and prices, also illustrations, of different qualities of brushes 
for traction and mine motors, medium and other voltages, p.c. 
dynamos and motors, also for a.c. and three-phase machines, 
resistance and switch contacts, Bronekol, &c. . 

Messrs. Susmens BRorHEBS DYNAMO Works, LTD., are issuin 
on their “Tantalum” lamp correspondence a coloured label in 
stamp form, which is a reproduction of their Satisfied Consumer“ 
poster.  Perforated sheets of these labels will be sent to all 
requiring them, on application to the firm at 6, Bath Street, City 
Road, E.C., with trade card enclosed. 

Mr. ARCHIBALD CAMPBELL, 27, Chancery Lane, W.C.—Leafleta 
relating to armature binding wires and steel music and music 
spring wire made by Messrs. Gebriider Knipping, of Altena-West- 
phalia, for whom he is British agent. 

Messgs. Broor, Hirst & Co, Ітр., Northgate Electrical 
Works, Chester.—Pocket pamphlet giving some small and neat 
half-tone picture of Brookhirst switchgear (motor-starting 
gears and switchboards) Full particulars of the firm's manu- 
factures are contained in a catalogue recently prepared. 

Тнк A. E. G. ELECTRICAL Co. or Sours AFRICA, LTD. Caxton 
House, Westminster, S.W.— Several new sections of their catalogue 
dealing with the following:—Their latest model section insulator 
for electric traction ; adjustable cord roller pendants; single-phase 
commutator motors; lead-covered cable accessories and joint- boxes; 
high-speed continuous-current motors; and completely enclosed 
continuous-current motors. A separate catalogue of some 32 pages 
contains a very fully-illustrated account of their electric locomotives 
for mines and ironworks. 

THE Ввгтізн ELECTRICAL AND MANUFACTUBING Co., Newcastle- 
upon-Tyne.—New catalozue just issued,'in which in the course of 
some.160 pages are given particulare, numerous illustrations, and 
prices of a large variety of electrical goods. A number of tables, 
also rules and data of interest to engineers, are followed by British 
standard details of pure copper conductors, after which, in 
different sections to which there is a thumb index, there are set 
forth the following:—The Simplex coal-cutter, cables, wires and 
flexibles, insulating materials, insulators, magneto-exploders, 
water-tight fittings, switches, fuses, &c., motor starters, carbons and 
sundries. A good paper is used throughout, and altogether the 


catalogue is well got up. 


Dissolutions and Liquidations.—SEVENOAKS Motor 
САВ anD ELECTBICAL Co, Lrp.—This company is winding up 
voluntarily with Mr. A. P. Guerrier, 126, Gresham House, E. C., as 
liquidator. A meeting of creditors is to be held at that address on 
November 25th. 

Watters & Co., electrical engineers and agents, Ocean Chambers, 
Waterloo Street, Birmingham.—Messre. V. E. Walters, M. R. A. 
Hankey, and H. L. Phillips have dissolved partnership. Mesars. 
Walters & Hankey will attend to debts and continue the business 
under the old style. 

“Окко” AsBESTOS LunBBiCATING Co., LTD.—4A meeting ів to be 
held at Empire Works, Prescot, on December 23rd, to hear an 
account of the winding up. 

SPROATES, Vickers & Co., electricians and contractors, 104, 
Lintborpe Road, Middlesbrough.—Mesers. H. G. Sproates and 
G. A Vickers have dissolved partnership. Debts will be attended . 
to by Mr. Sproates who will continue the business. 

McPHaiL & Simpsons’ Dry 8тклм ParRNTS Co., Ітр., Calder 
Works, Wakefleld.—December 1st is the last day for the receipt of 
proofs for intended dividend, by Mr. J. W. Close, North British and 
Mercantile Buildings, Hast Parade, Leeds, the liquidator. 


British Electromobile Co., Ltd., and Reduced.— 
A petition for reducing the capital of the above company from 
£25,000 to £21,072 is to be heard before the Court on 


November 28th. 


Trade Announcements.— THB British ELECTRIC 
PrANT Co., Lrp., asks ue to inform the trade that owing to the rapid 
extension of their business, and in order to handle matters 
more speedily, they have appointed the following agents:— 
For Lancashire and Yorkshire, Messrs. Drennan Glover & Cooper, 
429, Corn Exchange Buildings, Manchester; for Birmingham and 
the Midlands, Messrs. Victor Bornard & Co., Winchester House, 
Victoria Square, Birmingham; for London and district, Mr. W. M, 
Harris Burland, 97, Queen Victoria Street, London. 

Мв. A. J. Ковевз has commenced business as an electrician at 
41, Smith Street, Warwick, 

F 
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LIGHTING and POWER NOTES. 


Aberdeen.—The work in connection with the Peterculter 
extension has been completed by the staff of the electricity de- 
partment, and cable-laying has been commenced in connection with 
the supply to the Admiralty wireless telegraph station. 


Arabia.—An installation of electric lighting has recently 
been completed in the Tomb of Mohammed, at Medina. : 


Barnes.— The electrical engineer has recommended that 
all lamps in the main roads should be changed from 50 c.p. Nernst 
type to 100 c.P. Osram. The cost of changing over will be 12s. per 
post for 150 posts. It was resolved as a commencement that twelve 


100-0. . Osram lamps be placed in the existing posts in Castelnau 
and twelve in Sheen Lane. 


Birkenhead.—A L. G. B. inquiry was held on November 
llth into the application of the T.C. for a loan of £20,000 for 


electric lighting purposes—viz., for extensions of mains, services, 
&c., for three years. "There was no opposition. 


Blackrock (Cork).—At a meeting of the District 
Council last week, tbe legal adviser of the board, said that he 
had received the bonds for the completion of the contract 
for the lighting of Blackrock by the Cork Electric Lighting Co. 
A representative of the division, however, had given notice that the 
company be not permitted to execute the bond until the L.G.B. bad 
decided whether the board had power to light the place with elec- 
tricity against tbe wishes of the representatives of the people. A 
discussion ensued, and on a vote being taken, a motion to compiete 
the bonds was passed by 19 votes to 12. 


Brighton.—The Corporation has received the approval 
of the B. of T. to charge 44d. per unit for electricity for 
lighting purposes without restriction as to time, and 2d. per unit 
for power, beating, and cooking purposes, in the parishes of Patcham 
and Preston Rural, and in the rural district of Steyning East. The 
Corporation bas decided on the charge of 2d. per unit to allow а 
rebate of id. per unit for every unit consumed in any half-year 
over and above 250, and 4d. per unit over and above 500 units. 


Clitheroe.—At a recent T.C. meeting a letter was read 
from the B. of T. in regard to the Electric Lighting Order, asking 
what steps were being taken to carry it out in Clitheroe. The 


town clerk was instructed to reply that the matter was having 
consideration. 


Colchester.— The T.C. has decided to erect an overhead 


feeder cable from the generating station to Hythe Quay at a cost 
of £676. 


Continental Notes. — PonTUcGAL. — The electricity 
generating stations of the Compagnies R«wnies Gas et Electricité, 
of Lisbon, supplied energy to the extent of no less than 3,212,112 x w.- 
hours for lighting purposes during the past fingncial year, an 
increase of 41 per cent. over the preceding 12 months The 
quantity furnished to consumers for power purposes advanced to 
the extent of 220 per cent.—from 212,632 to 685,018 Kw.-hours. In 
order to meet the increased demand a large plot of land on the 
banks of the River Tagus has been purchased, and on this a new 
generating station is being established. A new 2,500- H. p. generating 
set is being put in which will increase the capacity of the available 


plant to 10,000 E. p. 


An exclusive concession has been granted to Joaa Raposo for 
electrical generation and distribution, by the Camara Municipal 
of Horta. 

AusrTRIA.— The scheme for the establishment of a large power 
station near Fiume, to which brief reference has previously been 
made, is promoted by an international syndicate which proposes to 
utilise the waterfall near Otocaes for this purpose. It is intended 
to lay a conduit 12 miles in length to carry the water and to erect a 
turbine equipped power station for 36,000 н.р. as the first instal- 
ment, capable of being extended to 100,000 н.р, The project 
contemplates the supply of energy for lighting and industrial pur- 
poses to Fiume and Abbazia and the Dalmatian towns, and the 
promoters have suggested to the Ministry of Commerce the 
conversion to electric traction of the railway between Fiume, 


Kameral and Moraviea. The capital of the undertaking is to amount 


to £1,041,000, and the firm of Ganz & Co., among others, is said to 
be interested in the project. 

BAVARIA. —A company has been formed under the title of 
Bayerische Neberland-Zentiale Aktiengesellechaft, with a share 
capital of £125,000, for the purpose of erecting central power and 


light supply stations in the Palatinat, in order to produce energy 
direct from the local coal deposits. 


Denny.—By arrangement with the Scottish Central 
Power Co. the electric light has now been introduced into this 
town. The scheme has been under the direction of Messrs. 
Stevenson & Mctiuffie, consulting engineers, Glasgow. The plan 
suggested was а three-phase system ; the installation includes a 
switchboard, overhead equipment, steel poles, and incandescent 
lamps, and has been carried out by the British Insulated and Helsby 
Co. single bracket 50-c.P. metallic-filament lamps are used for 
lighting the streets. The lighting is controlled hy two switches in 
the sub-station. There are two tbree-wire circuits to deal with the 
private power and light consumption, and in most cases it is anti- 


cipated that consumers will be fed by aerial wires direct from the 
pole to their premises. 


Dundee.— With reference to the paragraph which 
appeared in a recent issue regarding the situation which bad arisen 
over the lighting of the Hilltown district, the Committee concerned 
had a meeting on the ground, when it was decided to retain the 
arc lighting. Its decision bas since been confirmed by th: 
Council, which has instructed the gas Зерен to dave the 
lampe, which it recently erected, removed. It will be remembered 


that tbe gas department erected four lampe, each within 12 sards 
of the four existing arc lamps. 


Egham.—As an inducement to occupiers of houses to 
take energy for lighting, the Electric Supply Co. has offered to fit 
up lights and supply electricity for an inclusive charge of 10s. per 
light per annum, provided the demand warrants the laying of 
mains. Gas is 38. 3d. per.1,000 cb. ft. 


Glasgow.—The Т.О. has accepted the propoeal of the 
electrical engineer, subject to the acquiescence of the Finse 


Committee, to purchase 200 Osram lamps for St. Andrew's Hall u 
a cost of £45, | 


Gravesend.—The Т.С. has appointed a Committee to 
consider the advisability of adopting a system of free or asti 
wiring, the work to be done by contractors. 

The charge for energy for power and heating on the flat rate hes 
been reduced from 2d. to 14d. per unit. For power the charge in 
future is to be 1d. per unit, except on the peak of the lighting load, 
when the charge is to be 5d. 


Hastings.—A L.G.B. inquiry vas held on November 
llth into the application of the T.C. for a loan of £1,683 for tte 
conversion of 480 street gas lamps into electric lamps, Mr. Home 
Avory, K.C., opposed on behalf of the gas company. 


Kingsbury.—The U.D.C. has had under consideration 
an offer by the Gas Light and Coke Oo. for improving the public 
lighting; the matter has been adjourned pending an interview 


with the North Metropolitan Electric Power Supply Со, on the 
matter. 


London.—MaRnyLEBONE.—The revenue statement and 
financial return of the electricity undertaking for the June quarter 
shows that the total expenditure amounted to £10,723, as against 
£12,094 for the corresponding quarter of last year. Under ai 
heads the net decrease in cost per unit was 172d. or nearly 
10 per cent. The gross income showed a diminution of £3,501 м 
compared with the corresponding quarter, brought about by the 
more extended use of new and economical types of lampe, and a 
change in the dates of reading the meters—about seven days later 
than previously. The lower total revenue, which fell from 403d. to 
9'66d. per unit sold, was chiefly accounted for by the lower average 
price obtained; the recent change in the tariff also contributes to 
the fall. The return adds that the sales for the September 
quarter show that the fall in units sold for the June quarter, but 
been more than overtaken during the following three months. 

L.C.C.—At the meeting on Tuesday the L. O. C. decided to lend 
£10,637 to the Bermondsey B.C. for the provision of boiler, 
dynamos, and condensing plant, and to sanction the borrowing tf 
Stepney B.C. of £7,000 as balance of the cost of erecting 3 
generating station at Blyth's Wharf. 

At the same meeting of the Council, а recommendation 
was carried, disapproving of the insertion in the London and Dir 
trict Electric Supply Bill of a clause giving power to purchase by 
agreement before the period specified in the purchase clause nov 
contained in the Bill, it being considered that an early parchaee of 
the undertaking would expose the ratepayers to the same financial 
risks as if the Council itself embarked on the enterprise. 

Woo.wicH.— Owing to the increasing load, principally due to 
tramway supply, it has been decided to add certain condensirt 
plant at the Piumstead works, and to provide a cooling [010 
with piping and spray nozzles. 


Lowestoft.—The L.G.B. has sanctioned the borrowing 


of £1,000 by the T.C. for free wiring, the period allowed being - 
years, 


Newcastle-on-Tyne.—During the past week the Ner: 
castle-on-Tyne Electric Supply Co. has held an exhibition of the 
latest electric heating and cooking appliances. The use of ele 
tricity in its domestic applications has extended wonderfully in the 
North of England recently. This is shown by the fact that w: 
two years ago «uere were only two electric irons connected на 
the company's mains, there are now 600. Ав to electric bestt: 
there are about 1,000 radiators in use in the city. 


Port Glasgow.—In connection with the перо" 
between the T.C.'s of Greenock and Port Glasgow as гери 11 
electricity question, the Greenock town clerk bas written tb". 
Corporation has been advised by its Parliamentary Agent t 
the preferable procedure would be for the Port Glasgow T.C. ine І 
to apply fora prov. order, and that in the Greenock Bill, жеу 
migbt be taken to authorise the transfer of the Order Ко, 
Greenock Corporation, and alternatively Port Glasgow, i » 
obtained an Order, might agree to take a bulk supply y : 
Greenock. The Port Glaegow authorities state that, in view 0 


opposition to the Bill as it stands, the T.C. would consider ut 
course of procedure. | 


Radcliffe.—A L.G.B. inquiry has been held this 
into the local District Council's application to borrow £14,000 
the purposes of its electricity undertaking. 
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Roscrea.—The R.D.C. is inviting electrical engineers 
and others interested to report on, and estimate the probable cost 
of, electric lighting in the town. 


Nurrey.—4At the meeting of the County Council last 
wee k, it was reported in regard to the Netherne Asylum that the 
electrical work installed by Messrs. Cash & Co. was finished, and 
had been tested. The other electrical work, comprising telephones, 
fire alarme, tell-tale clocks and bells, which M:ssrs. Cox & Walkers, 
Ltd., were installing, was nearly completed. 


Surbiton.—The U.D.C. has received from the L.G.B. 
sanction to the following loans :—£1,377 for excess expenditure; 
£2,000 for mains; £900 for house services; and £676 for meters. 
The board declined to sanction £1,980 13s. in respect of excess 
expenditure. . | 


Tynemouth —Messrs. Handcock & Dykes have been 
instructed to examine the Corporation's electricity works, and 
report generally on the condition aud management thereof, and 
particularly as to the charges for lighting and power. 


Watford.—The U.D.C. bas decided to apply for Parlia- 
mentary powers to extend the area of supply to Cassiobury Park, 
in the rural district; to undertake the free wiring of houses for 
lighting, power or heating; to sapply, fix, repair and remove 
electrical fittings; and to supply electricity in bulk outeide the 
town. 

Whickham.—The members of the District Council have 
formed themrelves into a committee for the purpose of considering 
the public lighting of the area. Information is being obtained both 
as to gas and electric lighting. 


Wolverhampton.—Mr. Е. Н. Tulloch, of the L. G. B., 
held an i: qairy on Friday last week, respecting an application by 
the Corporation to borrow £6,000 for extensions at the electricity 
works, The town clerk said that it was proposed to provide addi- 
tional boilers, induced draught plant and cosl.conveying plant at 
the works, The known and anticipated demand at the present time 
was equivalent to 3,600 Kw., and the present capacity of the boiler 
-house was 3,680 kw. The actual increase last year, exclusive of 
Messrs. Bayliss's order, was 430 Kw, and as the demand of the 
firm named was spproximately 1,000 xw., it jointly represented 
1,430 xw. There was no opposition to the appli: ation. 


TRAMWAY and RAILWAY NOTES. 


London,—The railway companies owning Victoria Station 
have officially sanctioned the introduction of electrobuses into the 
station yard, a privilege denied to all other types of mechanically- 
driven ‘bus. 

L.C.C.—The report on the working and future of the G. B.“ 
&nrface contact tramway (Aldgate-Bow route) evoked a long dis- 
cussion at the meeting on Tuesday. 

It will be remembered that the Council called in Mr. W. M. 
Mordey, President of the Inst.E.E., to report, and he suggests that 
to demanstrate the practicability of giving effect to his sugges- 
tions the following course should be adopted — 

1. A l-ngth of not less than half a mile of the track should be 
overhauled and the studs modified as chown in fig. 2 (this refers to 
diagram accompanying report). All studs should be tested to a 
definite standard of workirg, electrically and mechanically, before 
being put back on the track. 

2. One or two cars should be run over this length of track at 
night, especially under trying conditions of weather and track. 

3. Each car should be fitted with extra contact brushes, connected 
alternatively toa resistance shunt and to a condenser in order to try 
both methods. The presence of live studs should be ensured by adding 
to the mud on the road at a sufficient number of points to enable a 

thorough trial to be made. | 
4. The collector should at first be used as it is now, then with two 
exciting coils only. 

The wood coverings of the collector should be made impervious to 
moisture by soaking in hot paraffin wax or other suitable impreg- 
nating material. ; 

The wire and bemp suspension rore should be treated in the same 
way. | 

Мт, Mordey does not think it necessary to change the whole 
of the stud heads for this trial. About 50 cast-steel heads should, 
however, he states, be put in mainly for finding how much they 
Improve the contact with the collector, by reason of the better 
magnetic quality of the steel. 

Tbe tim» which would be occupied in making the experiment that 
Mr. Mordey suggests would not exceed a few weeks, and in all the 
circumstances the Highways Committ:e are of opinion that 
arrangements should be made to give effect to his proposal. 

The modifications proposed will not alter the chief features of 
the system. 

The licensors have been furnished with a copy of Mr. Mordey’s 
report, and they have expressed their willingness, if so desired, 
to adopt the suggestions contained in that report; and they further 
state that they will be prepared to adapt and work, at their own 
cost, an experimental length of line, provided the Council allows 
the equipment and use of not more than four of its cars for the pur- 
pose, and undertakes to repay to them the cost incurred 1n giving 
effect to the expert's suggestions, if the B. of T. sanction the use of 
the system аз во modified. 


The cost of the experiment will be about £500, and some further 
expenditure will be incurred if the whole route is subsequently 
dealt with. Mr. Mordey will generally superintend operations. 

The recommendation to proceed with the work as outlined in the 
report, was adopted after strenuous opposition by the Progressive 
Party, who wished to have the conduit system installed forthwith. 


Oxford.—At a meeting of the City Council on 
Wednesday last week, a report was received from the Tramways 
Committee on two letters received from the general manager of the 
National Electric Construction Co., who wrote that any surface- 
contact system was unsuitable for Oxford. The Construction Co. 
had secured the contract with the intention of laying down the 
Dolter system, but it now suggested an overhead system, with the 
conduit system in the centre of the city. A resolution was passed 
refusing assent to any variation of the existing arrangements, an 
amendment to allow such a variation of the contract as would 
allow the combined system of conduit and overhead traction being 
defeated by 39 votes to 11. 


Peru.—A proposal has been introduced into the House 
of Senators for the electrification of the Central Railway, for the 
purpose of increasing its traffic capacity. It is proposed to run 
steam and electrical trains alternately.— Board of Trade Journal. 


Quarry Bank.—At the meeting of the U.D.C. last 
week attention was called to the suspension of the negotiations 
between the Joint Committee of the Rowley Regis, Brierley Hill 
and Quarry Bavk Councils and Mr. Vesey Brown's company, for 
the construction of а light railway from Cradley Heath, through 
Quarry Bank to Brierley Hill; and it was resolved that а confer- 
ence of the members of all three Councils be held at as early a 
date as possible to consider the present position and the proposal. 


Ramsbottom.—A letter has been received by the District 
Council (and referred to the sub-Committee) from Mr. E. W. 
Peterson, of London, inquiring upon what,ferms the Council would 
hand over the Tramway Order and purchase tramways on comple- 
tion of the work. ee 


Sale.—The U.D.C. has decided to lease the tramways to 
the Manchester T.C. for a period of 35 years. 


Sandgate.—The Council has agreed to forego widenings 
at the Royal Oak, for tramway purposes, in exchange for a lift to 
be constructed by the Tramway Co., between Sandgate and the 
camp. 

Spain.—La Soci¢:¢ des Tramways de Madrid et 
l'Espagne have secured a concession for an electric tramway in 
ис from the Gloreta de Alonso Martinez to Chamartin de 
la Rosa. 


Twickenham.—Complaints were made at the last meet- 
ing of the District Council in respect of the running of the London 
United trams, and a resolution was carried suggesting that the 
cars are, during such pariods of the day when used by the working 
classes, overcrowded; that the cars run with no degree of punc- 
tuality ; that the cars whilst running are unduly noisy; that the 
track is in places in an unsatisfactory condition, &c. Unless the 
matters complained of are remedied, steps will be taken to place 
the facts before tbe B. of T. 


U.S. À.—According to the daily Press, the Pennsylvania 
Railroad is making arrangements to electrify the 190 miles of 
route between Philadelphia and New York, and has contracted for 
100 electric locomotives, and for power plants capable of generating 
250,000 H.P., with the Westinghouse Co. The initial contracts 
amount to £1,000,000 in value. It is stated that the company 
intends to ran the 120 miles in one hour. 


Yarmouth.—The Tramways Committee have decided to 
replace life-guards on certain of the old cars which require re- 
pairing, with a lifeguard patented by Mr. F. C. Wildbur, their 
own car-shed foreman, at a cost of 35s. a car, including royalty. 


€————Ó—— 


TELEGRAPH and TELEPHONE NOTES. 


Insects and Lead-Covered Cables.—The Home Tele- 
phone Co., of Santa Barbara, California, has been having conside- 
able trouble, owing to perforation of its lead-covered cables by 
insects. Some of the trunk lines, consisting of 300-500 wires in 
lead casings, have been found to have hundreds of perforations 
about 4 in. in diameter, and the telephone service has been thereby 
considerably interrupted. The Queensland Department of Agri- 
culture found that the greatest damage to the cables was caused 
by the larvie of the beetle Ecelonerus, but that the beetle Xyloper- 
tha and Bostrichus Jesuita were taken from holes in the casing. 
It was also found that the elephant beetle would gnaw through the 
lead sheathing. Similar damage to cables has also occurred in 
Shanghai and Savannah, Ga.— Telegraph Age. 


N. T. Co.'s Employés.—Mr. Buxton recently stated that 


' arrangements had been made with the Natioual Telephone Co. to 


avoid the discharge of employés as far as possible, by putting work 
in hand earlier than was absolutely necessary, and negotiations 
were on foot for the co-operation of the Post Office with the com- 
pany in the continuance of construction works. 


-a — — - 
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Paragaay.—The British Consul in Paraguay states that 
telegraphic communication was established between Asuncion and 
Villa Encarnasion in 1907. The line consists of 1,945 kilometres 
of wire, and the cost of erection was about $32,844. A cable is 
shortly to be laid between Asuncion and Posadas, thus connecting 
Paraguay and the Argentine Republic. 


Other lines are 
contemplated. 
Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTED. REPAIRED. 
Port Arthur-Chifu 


ee ee sa ee ee Mar. 9, 1904 ee ee 
Cotonou-Grand Bassam t. 99, 1908 


Zensibar-Mombessa ..  ..  ..  .. Sept. 11, 1908 .. Nov.11, 1908 


Telephone Agreements.—Last week an action was 
brought by the P.M.G. against the Vulkan Garages and Engi- 
neering Co., Ltd., to recover £5 12s. 8d. for the ute of a telephone. 
The company was originally a private one, and as such entered into 
an agreement for a telephone; but on becoming “limited” it 


repudiated liability, while continuing to use the telephone. 
Judgment for the plaintiff. 


Trans-Canadian  Telegraph.— The Grand Trunk 
Pacific Railway Co. is constructing a telegraph system extending 
from the Atlantic to the Pacific Ocean, wholly within Canadian 
territory, and the total mileage will be about 9,000. The termirus 
will be at Prince Rupert in British Columbia. The capital is 
$5,000,000. The construction is proceeding simultaneously along 
the whole route, and it is expected to be open by 1911. It is alto 
intend«d to extend the system to all points in Canada. On 
September 21st last the company opened ite lines for public ser- 
vice, ext: nding to all offices throrgh the rich fertile provinces of 
Manitoba, Saskatchewan, and Alberta,— Telegraph Age. 


United states.—The Journal of the Telegraph in pub- 
lishing details of the Western Uvion Telegraph Co.'s report, 
tates that the net growth of plant was—in poles and cable 2,831. 
miles; in wire, 38,231 miles; ір offices there was a decrease of 907 
due principally to the fact that railway companies have closed 
many small telegraph offices in consequence of the enactment of 
laws shortening the hours of labour. Of the total of 1,359,430 miles 
of wire at the close of the year, 485,801 miles were of copper and 
873,629 of iron, an increase in copper of 66 351, and in ігор а 
decrease of 28,120 miles, due to substitution of copper for iron. 
The number of meesages decreased by 12,433,264, aud the revenue 
of the company decreased by $1,274,194 dus to depression in busi- 
ness and to the strike of operators, but prospects are improving. 
Tbe automatic printing telegraph owned by tbe company has been 
further installed at Washington, Cleveland, Cincinnati, Kansas City, 
St. Paul, Omaha, Denver, and Nasbville. The cost of construction 
was $1,138,506, which was $1,734,443 less than last year. Contracts 
covering 3,113 miies of railway were made during the year. 


Wire Thefts — Serious complaints have been made 
in the Paisley district as to the cutting and theft of telepbone 
wires, and three men have been remitted to the Sheriff's Court in 
connection with the matter. It is estimated that about seven miles 
of wire has been cut down, and the value is placed at £45. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.—November 23rd. Stores, including electric 
lighting material, for the Great North of Scotland Railway Co. 


Forms of Tender from the Stores Superintendent, 80, Guild Street, 
Aberdeen. 


Australia.—Victoria.—Submarine cable-repairing plant 
for the P.M.G. See Official Notices“ November 6th. 
+ QUEENSLAND.— January 4th and 11tb, 1909. Tenders are required 
by the Postmaster General for:—No. 1, telegraph instrumente, 
accessories and spare parts; No. 2, telephone instrumente, acces- 
sories and spare parts; No. 3, switchboards, accessories and spare 
; No. 4, measuring instruments, protectors, accumulators and 
parts. Tenders for tbe foregoing by January 11th, 1909; and for 
cables, copper wire, iron wire and insulators, by January 4th, 1909. 


Birmingham.—The Corporation Electricity Department 
will be glad to hear from firms capable of building large gas engines 
and producer gas plante. See Official Notices” to-day. 


Brussels.— November 25th. The Belgian Inter-Urban 
Railways Co. require tenders for cast-iron sockets and mastheads, 
and 2,300 iron tubes, &c., for overhead electric traction equipment. 
A copy of the conditions may be obtained by sending 10d. to the 
Secretaire de la Société Nationale des Chemins de fer Vicinaux, 
14, Rue de la Science, Brussels. The same company require 
tenders for the electric equipment of three sub-stations for trans- 
forming high-tension three-phase alternating ourrent into con- 
tinuous current directly utilisable for the suburban electric railways 
dt their centre district, Plans of sub-stations at 1s. 8d., plans of 


equipment at 10d., and specifications at 10d., are obtainable from 


the Secretary. Tendera must be received by registered post by 
December 2nd. 


November 27th.—The municipal authorities require tenders for 
the supply of electric cables and accessories. The conditions may 


be obtained on sending a stamped envelope and 5d. to the Echevin, 
Hotel de Ville, Brussels. 


Colchester.—November 30th. Electric lighting plant, 


motors, wiring, telephones, &c., for the Essex County Lunatic 
Asylum. See “Official Notices” October 30th. 


Dublin.—November 80th. Stores for the Dublin United 
Tramways Co. (1896), Ltd. See Official Notices October 30th. 


Hackney.—December 17th. p. C. electricity meters, of 
the ampere-hour motor type, for the electricity department. See 


* Official Notices " November 13th. 


Hampshire.— Fareham Asylum Visiting Committee of 
Southampton County Council has decided to extend the electric 
lighting of the institution in consequence of the gas plant being 
antiquat d and requiring extensive repairs in the near future. 
Tenders are to be invited for wiring the remaind er of the building. 


Londen —December 1st. Electric lighting, bells and 
fans for Clapbam Secondary School for the L.C.C. See "Official 
Notices " to-day. : 

‚ MABYLEBONE.—November 25th. Underground cables, ducts and 


5 for the Electricity Department. See Official Notices 
to-day. 


Luton. — November 25th. Cast-iron piping for the 
electricity works, See ‘Official Notices” to-day. 


Manchester.— December 1st, The Tramways Committee 
invites tendera for tramear trucks and tramcar resistances (grid 


type). J. M." McElroy, General Manager, Tramways Department, 
55, Piccadilly, Manchester. 


Neweastle-on-Tyne.— November 25th. Incandescent 
lamps and arc lamp carbons for six months for the Tyne Improve- 


ment Commission. Commis:ioners’ Engineer, Bewick Street, 
Nev castle on-T) ne. 


North-Eastern Railway.— December 3rd. Electrical 
end telegraph stores. E. H. Clark, Gateshead (for electrical 


stores); C. H. Ellison, Telegraph Superintendent, York (for 
telegraph stores). 


Oldham.— November 20th. Mechanical stokers for tbe 
Greenhill generating station for the E'ectricity Committee. Sprci- 


fications (one guinea) from Mr. S. W. Newingtor, Borough Electrical 
Engineer. 


Servia.—November 27th. The Servian Post and Tele- 


graph authorities in Belgrade are inviting tenders for the supply 
of 45 tons of bronze telegraph wire. 


Spain.—The Gaceta de Madrid of October 27th contains 
^ copy of a Bill to be laid before the Parliament authorising the 
Deputacion Provincial of Guipuzcoa to establish and exploit during 
35 years an interurban telepbone sstem, to render communication 
possible between the various towns of the province.- Board of Trade 
Journal. 

December 4th.—The municipal authorities of Bayona (province 
of Pontevedra) are inviting tenders for the concession for tbe 
electric lighting of the town during a period of eight years. 
Tenders are to be sent to, and particulars may be obtained from, 
El Secretario del Ayuntamiento de Bay ona (Pontevedra). 


Tyrol.—HorcaRTIN CoMMUNALITY.—J anuery lat, 1909. 


Electric generatirg station; utilisation of local water power. 
Apply by January 1st, 1909, to Gemein de Vreheid. 


CLOSED. 
Colliery Plant.— Messts. Crompton & Co., Ltd., have 


just received an order from Mesers. Cory Bros. & Co., Ltd., for an 
alternator with an output of 650 кул, 2,200 volts, 25 cycles, 
107 B PM. This alternator will be a duplicate of the one now being 


installed by Messrs. Crompton at М : р Colliery, 
and will be driven b P esers. Cory Bros. Aber ery 


y the large Korting gas ene ine manufactured 
and shown by Messrs. Mather & Platt at the Franoo-British 
Exhibition. Messrs, Crompton have also supplied two three-phase 
high-voltage motors for driving the main haulage. The motors 
have each an output of 270 B.H р. and гоп at а speed of 360 R. F.. 


Cape Town.—The City Council has accepted the tenders 
of Messrs. G. Findlay & Co. for 1 and 9-ир. motors, made by 
Rhodes Motore, Ltd., and cf Меввге. Green & Trevett for motors 
from 3 to 20 H.P, made by tke British Westinghouse Co., Ltd. 


These motors are to be supplied in bere 
by the Council durin pp such numbers as may q 


g the year 1909, in connection with the bite 
8 system inaugurated by the Council,. The tender of Мем. 
` Findlay È Oo. 


S ШООНА factuted 
Electric Instruments, Ltd, was also е" manu 
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Australla.—PERTEH (W.A.).—Postmaster-General :— 


General Electric Engineering Co., Perth.—4.000 insulators, 108. 0d. per gross. 
Zwicker, Tod & Co.. Melbourne.—80,000 insulators, 288d. each ; 4,500 sleeves, 
бв. per 100¢ 1,000 ditto, tis. 6d. per 100. . 
Unbehaun м Johnstone, Perth.—15,000 insulators, bid. each ; 2,000 ditto, 

4 


. each. 

Noti De. Perth.—10 miles 7/16 steel wire, £3 10s. 4d. per mile; 10 miles 
7/12 ditto, £8 15s. per mile. 

Johnson, Clapham & Morris.—10 cwt. wire, £14 15s. per ton. 

Oswald Raes, Sydney.—50 tons copper wire, £76 5s. per ton. 

Malloch Bros., Perth. 10, 000 binders, £9 1s. 64, per 1,000; 80,000 tapes, 
18а. 4d. per 1, 000; 10,000 ditto, £1 7s. 6d. per 1,000. 

Noyes Bros., Perth.—50 battery shoes, Couche, Calder & Co., 178. 44d. per 


cwt. ; 50 ditto, 17s. 6d. per cwt. 
MEkrs5ouRNE.—City Council :— 
British Insulated & Helsby Cables, Ltd.—Insulated copper cables, £2,806. 
Jobn Danks & Co., Proprietary Co.—Gun-metal and brass castings (annual 
supplies at schedule prices). 
Veritys, Ltd.—-25 arc lamps, £108. 
G. Weymouth, Proprietary Co.—One WH. . Verity's motor, 2:0. 


Epsom.— Seven tenders were received by the U. D. C. for 
the supply and erection of a new storage battery at the electricity 
works, and the Lighting Committee accepted that of Messrs. 
Pritchetts & Goid, at £286. : 


Glasgow.—The T.C. Committee on Tramways recom- 
mends the acceptance of the following offers :— 


Bertram Thomas.— Circuit-breakers for Pinkston power station. 

P. & R. Fleming & Co.—Cast-iron brackots and enamelled plates for 
корып plage signs, 

Ruberoid Co.—-P. & B. paint. 


Ilford.—The U.D.C. has accepted the tender of the 
Electric Fittings Co., Ltd , London, for the electric light installa- 
tion at the Public Library and Public Hall, Beven Kings, at £112. 


London.— Messrs. C. Larkins & Co., Ltd., have received 
the order for the complete electric lighting equipment of the new 
achools which are in course of erection for the governors of the Sir 
John Cass Foundation in Duke Street, Aldgate, E.C. 

ВтЕРнвү.— An order has been placed with the Tudor Accumulator 
Oo., Ltd., to substitute a battery with 250 cells for the old station 
storage battery, at a cost, including allowances for астар, of £342. 

MaRYLEBONE.—The tender of Messrs. W. J. Fryer & Co, at 
£4,426, has been provisionally accepted by the Electric Supply 
Committee for alterations at the Aybrook Street sub-station. The 
following tenders have also been accepted :— 

Messrs. Sykes & Sugden.—Cut-outs, concentric ‘08 and ‘06, 78. each; and 

triple-concentric 1 and ‘15, 15s. each. 

Messrs. Lucy & Co., Ltd.—Triple-concentric cut-outs, “08, 148. 8d.; · 06, 

14в. 6d.; 25, 27в.; and 4, 80s. each. Joint boxes, concentric, ‘4-5, 
‘1 sq. in., £1 19s. 9d. each; triple-concentric, “4, £1 8s. 6d. Disconnec- 
ting boxes, Council's pattern or stock (four-way), £6 5s. ; extra for 4 
triple-concentric, 6s. 9d. 

BgrMonpsty.—The B.C. has received the following tenders:— 
Three inkless recording voltmeters, moving-coil type, direct current, 
450 to 525 volte, seven-day clock, continuous roll chart (B in. per 
hour), front terminals: — 


Kelvin & James White ee us sä m .. £33 15 0 
Evershed & Vignoles „> Vie с s .. 82 0 0 
General Electric Co. .. АР s T ee . 97 4 6 
Elliott Bros. .. "n os RE ee элк . 27 7 6 
Everett, Edgeumbe & Со. .. уз e e 85 4 9 
Everett, Edgoumbs & Со. (alternative) .. (accepted) 2512 6 


Each of the above is less 24 per cent. 
Three feeder pillars, each fitted with six 200-ampere switch fases 
of standard type, and bar for connecting neutrals, mounted on 
се separate panels, with doors back and front fitted with lock 
and key: 


Callender's Cable Co, 29 a Ре ae .. £46 10 0 
Johason & Phillips — .. + .. ;.. (accepted) 48 10 0 
Crompton & Co. s T * es vs . 46 5 0 


100 ft. 7 sq. in. single cable, insulated with pure and vulcanised 
rubber, Association 300-megohm grade, taped, braided and com- 
pounded over-all :— 


Siemens Bros. & Co, Ltd. es ы ee . £31 17 

Johnson & Phillips, Ltd $i ss 25 .. 8117 

Callender’s Cable and Constraction Co., Ltd. (accepted) 81 17 

British Insulated and Helsby Cables, Ltd. .. 31 17 

W. T. Henley's Telegraph Works Co., Ltd. .. 8318 
23 per cent. less in each case. 


L. O. C. — The Highways Committee has had the following 
tenders under consideration :— 


SAAN 


1.— TRAMWAY RECONSTRUCTION IN Essex Roap, &c. / 
W. Manders .. "A T T .. (recommended) 248,534 
Dick, Kerr & co. „443,038 
J. Mowlem & Co... is 1 E a ee .. 44,856 


2.—SUPPLY OF OVERHEAD EQUIPMENT. 
R. W. Blackwell & Co. .. .- .. (recommended) £7,801 
British Insulated and Helsby Cables shi АР .. 8,22 
Dick, Kerr & Со... ux = as es oe ТА 
S. G. Smith.. с re ML xe 4 5 
Reid Bros. ee ee ее ea oe ee ee ee 11,171 
38.—WATER-TUBE BOILERS FOR GREENWICH STATION. 


E. Danks & Co. (Oldbury) .. (not to specification) £25,115 


Clarke, Chapman & Co. .. (not to specification) 25,875 
Baboock 2 Wiloox .. е v .. (recommended) 27,526 
Stirling Boiler Co. fe, oes Wa que cmm a: ВОЯ 
Richardsons, Westgarth & Co. "S i» АР ee 39, 262 


The tender of Babcock & Wilcox includes £499 for spare parts, 
bat these will not pe required, as spare parts are already in stock, 
and the amount of the tender therefore becomes reduced to £27,027. 

It is proposed to extend existing contracts with Henley's Tele- 
graph Works Oo. for the supply of low-tension cables for £14,000, 
with J. H. Tucker for feeder pillars for £400, Johnson & Phillips 
for 8witchgear for £460, and the British Westinghouse Co. for motor- 
generators for the sum of £4,000. 


Stalybridge.—The Stalybridge, Hvde and District Joint 
Tramways Board has accepted the tender of Messrs. T. В eley and 
Sons, Ltd., Hyde Junction, for superheaters with Hopkinson- 
Ferranti valves; ard that of Messrs. Edward Wood & Oo., Ltd., 
Salford, for ironwork for boiler-house extensions. 


Waterloo,—The U. D.C. has accepted the tender of the 
Liverpool District Lighting Co. for wiring the new offices for the 
electric light. 
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CONTRACTORS’ COLUMN. 


[The following information is published in the interests of electrical con- 
tractors and others who are seeking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
pared If alleged inaccuracies are reported to the Editors, they will be 
ully investigated.] 


ABERDARE.—Extension of Aman schools (211, 790); J. Morgan & Sons, Ltd., 
builders, 53, Monk Street, Aberdare. Thirty-seven houses, New 
Bt: eet, for the Victoria Buuding Club; two semi-detached villas, 
for John Evans, Commercial Inn. 

ABERYSTWYTH.—New barracks, at Bulchglas Colliery, for the Scottish · 
Cardigan Lead Co. | 

ACCRINGTON, — New school-church at Higher Antley. 

ANDERTON (Lancs.).—New school and cookery centre for the C. C. (£4,766). 


ASCOT (BuNNINGbDALE).—Alterations and additions to Thirklebey House; J. 
Keith, builder, Sunningdale. | 

ASHFORD.—Houses, Eastmead Avenue, for T. Gwinnett; Canterb Road, 
for Clark Howland, builder, North Street; Kennington, for C. L. 
Epps, builder, 83, Mar.h Street. | 

ASHFORD (near BakEWELL, DERBYSHIRE).—Proposed Central Hospital, for the 
Haddon District Joint Isolation Hospital Committee (£5,846) ; 
W. R. Bryden, architect, Buxton. 


ABHTON-IN.MAKERFIELD.—New Baths (£6,000). District Council, 
BACUP.—100 houses on the Esher Estate. Borough surveyor, Bacup. 


BAILDON (Yorxs).—New Wesleyan Sunday Schools (£2,000). T. C. Hope 
architect, 28, Strees, Bradford. 

BARNBLEY.—Two houses, Barugh Green; W. T. Turner, architect, Market 
Hill, Barnsley. Alterations to central premises and proposed 
laundry: Local Co-operative Bociety. 

BARROW-IN-FURNESS.—Alterations to Oxford Street Schools; Barrow Cor- 

| poration, Extensions to North Lonsdaie Hospital; H. T. 
fowler, 6, Cornwallis Street, Barrow. 

BECKENHAM.—Houses, Arrol Road, for G. E. Fry; Cromwell Road, for 
A. and R. Westerman ; Stanley Avenue, for J. Overal, 

BEDFORD.—Bnlargement of conoert and billiard rooms.  Seoretary, Bedford 
Conservative Club. 

BELFAST.—New abattoir for Corporation (£80,000). 


BIRMINGHAM.—Probable re- ereotion (after fire) of paper mills for James 
Baldwin & Sons, Morville Street. 


BLACKHALL.—Important colliery developments. Horden Colliery Co., Ltd. 


BLACKROCK.—Working-class housing scheme (£84,000. L. Wickham, chair 
man of the Urban Council, 
BOGNOR.—New Parish Church (£10,000). Jarvis & Co., contractors, London. 


BOLTON.—New workshops in Manchester Road ; J. E. Johnson, joiner and 
builder. New Primiuve Methodist Church at Daubhill; 
Trustees. 

BRADFORD.—Five blocks of tenement dwellings, Longlands, for the T.C., 
and extension of laundry at the City Hospital, Leeds Road; 
City Architect, Whitaker Buildings, Brewery Street, Bradford. 
Extensions contempiated, Local Co-operative Society, 

BRIGHTON,—Alterations, 19, Castle Street; A. H. Lainson, architect, 8, 
Middle street. House, Hangleton Road and Tivoli Crescent ; 
E. W. Long, architect, 84, Oid Bteine, Brighton. Alterations, 
21 and 24, Cheltenham Place, for C. R. Scrase-Dickins. Motor 
shed, Hotel Curzon, Billwood Street; J. H. Hackman, Ltd., 
builders, б and 12, Western Street. Billiard room. Spring 
Lodge," Dyke Road ; W. H. Nash. architect, 2, Buxton Кола, 
and 8, North Street, Quadrant, Brighton. Two houses, 
Windlesham Gardens; T. Garrett, architect, 80, Ship Btreet, 
Brighton. ; 

(PRESTON Cikcus).—Proposed police station. A. Weller, surveyor, 
Town Council, 

BRISTOL.—Probable re-erection (after fire) of shop premises, Victoria Street. 
Walter Elson, owner. 

BROADSTAIRS.—Two bungalows, Walmsley Road, for Miss Court; additions 
to Pierremont stables, High Street, for W. F. Whiteing; 
detached house, St. George's Road, for G. Н. Fuggle; three 
houses, Belvedere Road, for H. J. Hancock. 

BROMLEY.—Laundry in Farwig Lane; F. G. Crickett. Six houses, Fairfield 
Road; Pearce Bros., builders, 87, Hawes Road, Bromley. 


BROUGHTON-CUM-BOSSINGTON.—BSchool (£3,000). H. Barber, clerk to 
County Council of Southampton, Winchester. 

CANNOCK.—House at Cheslyn Hay, for the trustees of the Wesleyan Church. 

CHARLTON (Kenr).—Enlargement of fire station for L. C. C. F. & T. Thorne, 
builders, Isle of Dogs, E. 

CHEADLE.—Houses, Acre Lane, Cheadle Hulme, for Mr. Lowndes ; Newboult 
Road, for Taylor Bros. ; Victoria Avenue, Cheadle Hulme, for 
Westcott & Shorland-Ball; Swan Lane, for W. Rhodes; Moss 
Lane, Cheadle Hulme, for Woodward & Butcher; Ravenoak 
Road, Cheadle Hulme, for R. Hazeldine. 

CHESHAM.—House, Parkfield Avenue. H. Belch, architect, High Street, 
Chesham, 5.0. 

CHICHESTER.—Two villas at Summersdale, F. Hill, builder. 

(BrocKBRIDGE).—Girls' secondary school, contract 48, 889; F. Privell, 

builder, Southsea. TWO houses; V/. Aylward, builder, South- 
sea. Three houses; W. Lewer, builder, Southsea. 

CHIPPENHAM.— Business premises in Parkfield, for Downing & Rudman. 

CHISWICK.—Additions to the Royal Standard Laundry (£4,500), 8. J. Reynolds 
and H. Hicks, architects, Reigate ; Holliday & Greenwood, Ltd., 
builders, Brixton Road, S. W. 

CHOLSEY (BEnxs.).—Proposed enlargement of Council school, Architect to 
Berks. Education Committee, Reading. 

CLEETHORPES.—New sewerage works, for the U.D.C. (£37,200). 

VENTRY.—Houses, Marlborough Road, for С. Blockley; Lythall’s Lanes 

бо for W. W. На ris; Hightield Street, for W. H. Brown; White's 

Road, for W. Hurtlett. 


DARLINGTON.—Houses, Swinburne Road, for J. P. Pritohett & Son, 24, High 
Row. Chatsworth Terrace; Kitching & Lee, architects, 14, 
Blackwellgate. Corner of Four Riggs and Sun Street; Frank 
Martin, architect, South End Chambers. Lowson Street and 
Vaughan Street; Clark & Moscrop, architects, Feethams, 
Darlington. 

DARTFORD.—Houses, Fulwich Road; T. Wooller, arcbitect, 31, Priory Villas» 
West Hill, Dartford. Church, Nelson Road; W. D. Сатое, 
architect, 8, Great College Street, Westminster. 

DARWEN.—Extensions to Starkie Mills. J. Wateon & Sons. 


DAVENHAM . recreation club. Rev. G. R. Sandars’ 
rector. ` 

DERBY.—Extensive adBitions to Midland Railway Co.'s carriage and wagon 
works (£96,000. New Congregational Church in Ashbourne 
пова а Alderman Butterworth, chairman of the Building Com. 
mittee. 

DUNDEE.—Villas in Greendykes Road, for D. Kinnear; alterations and 
additions to villas in Shamrock Street, for J, Bryson. 

! DUNSTABLE.—New works for Cross & Co., lace paper manufacturers, 88, 

н Tabernacle Street, London. 

DURHAM.—Extension and completion of St. Godrio's Roman Catholic Church ; 

| houses, Bowburn, for Geo. Wall; Bowburn, for Geo. Brass; 

High Pittington; for Thos. Simpson. 

ELTHAM.—Ejight houses, Greenvale and Glenlyon Roads; А. C. Corbett, 
builder, c.o. J. J. Bassett, 121, Earlshall Road, Eltham. 

ENFIELD.—Alterations to the offices of the U.D.C. ; Richard Collins, surveyor 
to the U.D.C., Enfield. 

FERNDALE.—New premises for the Ferndale Secondary School. Rhondda 
Education Committee. 

FLEETWOOD.—Important dook extensions. L. & Y. Railway Co., Hunt's 
Bank, Manchester. 

FRINTON-ON-8EA. — Detached house, Second Avenue, for Wheeler & Roberts: 
two semi-detached houses, Queen's Road, for Mrs. R. Parsons; 
detached house, Third Avenue, for E. Н. Redington; altera- 
tions and additions to Lavengro, Harold Grove, for A. Hawes. 

GLAB8GOW.—Additions to Training College, Victoria Road Crescent, for 
Elizabetb Bellard, Everton Road, Liverpool. Alterations and 
воя ene at rope works, Caroline Street, for H. Winning 
an А 

(Laxesipg).—New Battlefleld Church, corner of Ledard and Loch - 
leven Roads (26,000). H. E. Clifford, architect, 225, St. Vincent 
Street, Glasgow. 

GORTON (nea? MíaNCHERTEB).—Important extensions at St. Merk's Church 
(£4,000). Rector, St. Mark's Church, Gorton. р 

GREAT CROSBY (near LiverPoot).—Eleven shops, College Road, for W. 
Gleaves; detached villa, corner of Woodville Avenue and 
Coronation Drive, for E. W. Mortlock; two pairs of villas, 
Brompton Avenue. for W. Delve: pair of villas, corner of Myers 
Road and Kelvinside, for C. Townshend. 

GREATHAM (Hants.).—S8chool. H. Barber, clerk to County Council, 
Winchester, 

HANLEY.—New business premises for M. Huntbach & Co., Ltd., drapers, and 

А alterations to present premises. R. Scrivener & Bons, archi- 
tects, Howard Place, Hanley. 

HARROW.—8Beven houses, Parkfield Road. A. Sykes, architect, 45, Finsbury 

i Pavement, Е.С. 
i HASLINGDEN| (Laxcs.).—Impôrtant extensions at local Secondary Schcol 
Р (£6,000). Director of Education, Haslingden., 


HASLINTON (near Cazwx),—New Wesleyan Church (21,400). Trustees. 
| HATFIELD.—Houses, Traveller’s Lane, for Mr. Sheean-Dare. 


HEMEL HEMPSTEAD.—Houses, Belswains, for Н. Dowse ; Belswains. for 
‘ T. C. Gold; additione, Fernville, for E. H. Woodman; additions, 
The Poplars, for Rev. Mother Superior. 
І ETTON-LE.HOLE (Со. DusHam).—Houses, Percy Street, for Mr. Logan; 
E Houghton Road, for J. J. Btorey. : 
HEY WOOD.—Mission Hall at Wham Bar. Б. Barker, builder, Pi'sworth Road, 
) H 


eywood. 
, HINDERWELL (Yorxs.).—Two houses, Staithes, for T. Bennison and J. 
| Theaker. 
{ HORLEY '(Бсввкву).—Нопве, Russell Crescent, for A. E. Jennings, builder, 
‘ Horley. 


Wesleyan Mission Halls, to be lit by electricity (211,000). Gelder and 
HURN : Kitchen, architects, Lowgate, Hull; G. H. Panton, builder, 202, 
; Anlaby Road, Hull. 
: Houses, Colenso Road, for A. Hodges; South Drive Park, Diprose 
ILEQR and Knox, builders, 116, Kingston Road; Stanley Road, for J. 
: French. 
]PSWICH.—Public lavatories. E. Buekht m, borough surveyor, Town Hall, 
Ipswich. 
INE.— Alterations and additions at Gordon Arms Hotel. Davidson 
EINCARD and Garden, 12, Dee Street, Aberdeen. 


KENYON (near LEic#, Зости La4xcs.).—Extensions at Kenyon College. The 


Principal. 

LEEDS.—Alterations and additions to Millgarth Street Police Station for the 
T.C. (22,900). 

LEICESTER.— Proposed public hall for the T.C. (£15,000). . 


LEIGH.—New milk and provision stores. Board of Guardians. 


TON.—New premises for the Co-operative Society. J. T. 
Bee Vado и. кос. Wa!kden, Manchester. 
LLANDAFF.—Twelve houses, Newfoundland Road, Gahalfa. T. H. Price, 
: builder. 
LLANISHEN.—Two villas, Cardiff Road. A. W. Chick, builder. 
ENIAM, N.).—Workshop for J. A. Prestwich, Lansdown Road, 
eee атре N. Additions. Tottenham Theatre; Wylson and 
Long, architects, 16, King William Street, E. C. Iron church, 
Stanhope Gardens, for Rev. J. Н. Greaves; beiler house and 
chimney shaft at factory, Ryde Road, for Millington & Sons, 
Crown Works, Tottenham. Twenty-six houses, Carew and 
Kimberley Roads; T. Willers, care of J. Treacher & Sons, 
architects, H, Moorgate Street, E. C. Four houses, Fairview 
è Road; J. C. Isaacs, care of E. Evans, 253, Lavender Hill, 5 W. 
' Twenty-four houses, Kimberley Road and Dowsett Avenue, also 
two houses and shops, Dowsett Avenue; H. Foster, care of J. 
Treacher & Sons, architects, 64, Moorgate Street, E.C. 
(Wootwicn, 8.E.).—Temporary buildings at Union Street and 
Wood Street Schools. T. J. Bailey, Education architect, L.C.C. 
отсев, Victoria Fmbankment, W. C. 
(Durwicg, §.E.).—Mission Hall at Bassano Street, for the Rev. A. 
Fglington, St. John's Vicarage, East Dulwich, В.Е. 
(BERMONDSEY, 8.E.).—New factory for Sir W. P. Hartley, Green 
Walk, Tower Bridge Road, В.Е. 
(ToSTINnG, §.W.).—Additiona to Anglo-American Laundry (£2,060) ; 
B. J. Reynolds & H. Hicks, architects, Reigate and Broadstairs ; 
Holliday & Greenwood, builders. Brixton Road. S. W. Hall, 
Hieh Street: Н. Roffey & Bons, builders, 26 and 28, Charlwood 
Road, Putney, 8.W. 
(S. W.). New premises in Queen Anne's Gate and Rirdcaye Walk, 
for the Anglo-American Oil Co, Ltd. (£50,000 or £60,000) ; 
Ernest. Runtz & Ford, architects, 10, Walbrook, London. 
Eight houses, Tie Grove: H. Buchan, builder, 17, Standard 
| Street, New Kent Road, S. E. 
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LONDON (8SrRxATBAM, 8.W.).—Addition to Convent of St. Andrew, Coventry 
Hall, Polworth Road. E. Goldie, architect, 81, Upper Philli. 
more Place, Kensington. Alterations and additions to Bt. 
Leonard's Girls and Infants’ Schools, Mitcham Lane. J. H. 
Jenkin & Co., builders, 96, Mitcham Lane, Streatham. 

(Нлммвввыттн, W.).—Shops at 93 and 95, Wood Lane; W. Palmer. 
builder, 75, Dulwich Road, Herne Hill 8.E. Additions to West 
London Laundry (£1.170); 8. J. Reynolds & H. Hicks, archi- 
tects, Reigate and Rroadstairs; E. A. Roome & Co., builders, 
Basingball Street, Ю.С. 

(WatworTH, 8.E.).—Police station at Carter Street (£13,800. 
J. Dixon Butler, surveyor to Metropolitan Police, New Scotland 
Yard. 8.W. | 

(BoUrTHwaRE, §8.E.).—Printing works, Brunswick Street; G. F. 
Collinson, architect. 81, Hallam Street, Portland Plare, W. 
Re-erection of buildinga in Shaftesbury, Thornton, South, and 
ену Streets; T. УУ. Sloman, jun., South Street, Walworth, 


(CANONBURY, N ).—New schools for girls and infanta in connection 
with St. Paul's Church (24,500). Rev. W. A. Smith, vicar ot 
St. Paul's. 

(DEPTFORD, S. E.).—Postmen's sorting office. Postmaster General. 

(LewisHAM, S. E.) .- Seven houses, Merchiston Road, Norfolk and 
Prior, architects, 4, Station Place, Catford Hill, В.Е. 

(WHITECHAPEL, E.).—Re-erection of 11 and 12, Duval Street. C. E. 
Salmon, architect, 20, Bell Street, Reigate, Surrey. 

(Рлрріхатом, W.).—Additions to the South Block ot the Work- 
house. Н. F. Aveling, Clerk to the Guardians, 318-319, Harrow 
Road, W. 

(GoLpER's Green, N.W.).—New church for the Parish of All 
Saints, Child's Hill. Wills & Anderson, architects, 24, Blooms- 
bury Square, W.C. 

(PLUMSTEAD).—Bhop., Herbert Road; T. S. Nash, builder, 42, Union 
Street, Woolwich. Addition to Church of the Ascension; A. E. 
Habershon, architect, 99 aud 30, Green's End, Woolwich. 

(Barnes, 8.W.).—Development of Barker and Temple Grove 
Estates, Mortlake. Four houses, Temple Sheen Road; Tyers 
and Jago, architects, 10, John Street. Aldelphi, W.C. Addition, 
Lawn Convent Schools, Church Road ; Mother Superior. 

(E.C.).—Factory building at Little Britain, E. C. G. Vickery, archi. 
tect, 96, Queen Street, Cheapside, E. C. 

LOUGHBOROUGH.—Proposed new higher elementary school, for the Educa - 
tion Cammittee. 

LOWESTOFT.—Two houses, Becoles Road, for A. Andsell, Lowestoft; two 
houses, Kutslew Park Road, for Mr. Critoph; six houses. 
Worthing Road, for 8. and B. Swatman; new shops, Clapham 
Road, for Co-operative Society. І 

MACCLESFIEUD.— Probable re-erection (after fire) of works at Rainow, tor 
Jas. Heathcote & Bons, cotton doublers. 


MANCHESTER.— Extension to Walton House, Harrison Street, Ancoats ; City 
architect, Town Hall, Manchester. New St. Luke's Chyroh, 
Lightbowne. Rebuilding the Star Hotel, Deansgate. 


(HIGHER OPENsHAW).—New Wesleyan Sunday Schools (£3,000). 


MARKET RASEN.—Wesleyan Church at Owersby. W. Chapman, architect, 
Shefficld; P. McGinniss, builder, Market Rasen. ` 

MEVAGISSET.— Residence at Portmellon, for W. Williams. 

MILNROW and NEWHE (near RochDaLR).— Extensions at Working Men's 
Club. Secretary. 

MILNSBRIDGE (Yonxs.).—House and shop, Cowlersley Lane Lunn & Kaye, 
architects, 14, John William Street, Huddersfield, 


NELSON (Lancx.).—Improvements at sewage works. Borough Surveyor. 


NORTHAMPTON (WALGRAVk).—New schools. Sharman & Archer, architects, 
Market Square, Wellingborough (subject to terms being 
arranged). 

NORWICH.—Proposed new infirmary, with electric lifts, &c, (211,000). B. B. 
Morgan, architect, 6, Bank Street, Norwich. 
NOTTINGHAM.—School at Trent Bridge. F. B. Lewis, City Architect, 

Guildhall, Nottingham. 

‚ OLDBURY.—Houses, Barclay Road, for E. J. Shipman; Galton Road, for 
J. Waterhouse; Moat Road, for Mrs. Lewis; shops. Birmins 
ham Street, for T. Newman, butcher; extensions to premises, 
Rood End, for Rider & Co. 

OLDHAM.—Important waterworks extensions at Butterworth and Saddle- 
worth. Borough Surveyor, Oldham. 

OVENDEN (near Hatirax).—Additions to works J. F. Walth & Grabem 
Nicholas, architecta, Museum Chambers, Halifax. 

PENTREBACH (nesr Мкктнүв Typrit).—Shop premises. Taibach Lane. T 
Edmund Rees, architect, Gernant, The Walk, Merthyr Tydal. 


PEZXTH.—Double villa in Rose Crescent; James Ross, builder. Alterations a 
24, Bt. John Street for W. Watt, seedsman. Тел rooms in Scott 
Street, for Co-operative Society ; John Clark, manager. 

PONTARDULAIS (Graw.).—New vestry at Hope Chapel. J. Davies & Воп' 
architects, Cowell House, Lianelly. 

PORTSMOUTH.—Probable re- erection (after fire) of shop premises, 332 
Commercial Road, for Burch & Blackman, grocers dit by 
electricity). 

Bhop. Castle Road, for G. Н. Cox, Castle Road; F. Corke, builder. 

House and stable, Stubbington Avenue; Е W. J. Payne, builder. 
Houses and shop, Powerscourt Road; Smith & Morey, builders. 
House, Highgate Road; E. G. Bedford. 

RADCLIFFE (Lascs.).—Electricity works extension (14 000). District Surveyor. 

RAMSBOTTOM (Laxcs.).—New store rooms at Edenfield. Mre. Margaret 
Haworth. 

READING.—S8chool, Northumberland Avenue; Rowland Howell, architect, 
17, Blagrave Street; H. Godwin, builder, Church Street, 
Reading. Alterations and additions to the workbouse; the 
Workhouse Master. 


ROCHDALE. —Sugegested extension of Town Hall (£20,000). Borough Engineer 
Rochdale, 

ROGATE (near PETERS} IFLD).---House at Fyning Common. W. R. Howell, 
architect, 5, York Buildings, Adelphi, London, W.C. 

ROWLEY REGIS.—8cbhool for 310 boys, at The Knowle. D. Wright, secretary 
to the Education Cominittee, Council Offices, Old Hill, stafs. 


RUGBY.— New theatre for Wentworth Croke, proprietor of the Lyric Opers 
House, Hammersmith; W. H. Percival, architect, 12, Craven 
Street, Strand, W.C.; Foster & Dicksee, Ltd., builders, Rugby. 

ST. ALBANS.—Sewage works nnd machinery for the T.C. (£5,497). H. Howard 
Humphreys, engiueer, 28, Victoria Street, London, 8.W. 

БТ. AUSTELL.—Two houses for J. H. Rowe, Pregonissey. St. Austell. 

BT. DENNIS (CoRNwaLL).—Two houses for H. Yelland, St Dennis. 

BANDHURST.—Council school (200 children). W. H. Robinson, architect (0 


ос Kent Education Committee, Caxton House, Westininstet. 


BANDWICH.—-Waterworks machinery for the T.C. Anson & Shenton, engineers, 
28, Victoria Street, Westminster, B.W. 
SELSEY.—Two shops; II. A. Smith, builder. Villa, A. G. Cutler. 


SEVENOA:S.—Two houses, Tuts Hill; Henry Eeles, builder, M, Eardley 
Road, Sevenoaks, , 
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RS (near NXATRH).— Sixteen honses on Vnysdawl Estate. John 


SISTE 
BEVES Williams, Stillau Gwynion, Seven Sisters, Neath. 


ICK (near Вівмтмонлм). —Technical school, including laboratories 
METES (290,00 F. J. Gill, architect, 998, Rolfe Street, Smethwick. 
near BimMiNGHAM).—Isolation Hospital for the Solihull and 

Meriden R.D.C.'s. W. Н, Ward, architect, Paradise Street, 
Birmingham. | 

SOUTHAMPTON.—Proposed installation of electrical organ-blowing apparatus 
at St. Mary’s Church. 


SOUTHEND-ON-8EA.—Bhops and premises, Station Road and Pemburv Road, 
for J. May; alterations and additions, North Road and London 
Road, for W. Р. Mara; conversion of houses into shops, Cowper 
Villas, Clarence Road, for W. T. Darke, builder, 54. Alexandra 
Street: alterations, &c., 22 and 24, High Street, for Barclay and 
Co. Ltd., bankers, Lombard Street, London; proposed lock-up 
shops, Lower Esplanade, for F. F. Ramuz; houses, Macdonald 
Avenue, for C. H. Jerrard; Elderton Road, for 8. E. Adams; 
Hainault Avenue, for W. T. Wilson; Drake Road, for Chas. 
Dougal; Drake Road. for Guy Collier; Grand Parade, for Mrs. 
W. A. Willett; Beach Road, for J. Elmer; Leigh Road West, 
for J. Jeffree; Hainault Avenue, for W. Jones, jun.; South- 
church Road, for J. Sears; Bournemouth Park Road. for W. 
Brav; Stornowav Road. for Goldsworthy Bros., builders, Ilfra- 
combe Avenue; Sandleigh Road and Fernleigh Drive, for C. а. 
Jay: Somerville Gardens, for Н. Walton; Silverdale Avenue, 
for W. Gimbrett; Ailsa Road. for J. Poulton ; Southchuroh 
Reach Parade, for Miss M. A. Bland; Inverness Avenue, for 
W. G. Wharf; Queen's Road, for J. Porter & Со.: Eastwood 
Road, for B. Lawford. Six houses, Fairfax Drive; E. H. Elgar, 
architect, Holloway, N. 


BTEVENSTON (AYRSHIRE).—Double villa. Alex., Thorn, Stevenston. 


STOURBRIDGE.—Parish room at Wollaston. Rev. G. Gilbanks, vicar of Bt. 
James's, Wollaston, Stourbridge. 
STROUD (Gros.).—Proposed enlargement of the head Post Office. 
SUTTON.-IN-ASHFIELD.— Houses, Hardwick Lane, for Gore & Shore; Queen 
Street, for E. Thompson; Bathwood Drive and Station Road, 
d for 8. Crossland: alterations and additions to premises, King 
street, for Dr. Nesbitt. 


SWADLINCOTE.— Houses. North Btreet, for J. R. Winson ; Oxtord Street, for 
J. Morton; Thorntree Lane, for J. W. Moore: Sunnyside, for 


H. Lester: Beard’s Road, Newhall, for Joseph Parker. 

SWANSEA.— Houses: Fforestfach, for Evan Thomas; Pantlassu, for T. J. 
Williams; Mynydd Carnllwyd. for D. J. Jones; Morriston, for 
Jas. Hughes; Bwllfa, for Ivor Hopkins; Glais, for Wm. 
Harding ; Glendros, for Phos. Roberts. 

SWINTON and PENDLEBURY.—Electrical storage shed; Surveyor, Swinton 
and Pendlebury District Council, Manchester. Proposed elec. 
tric power installation at the works of Messrs. Holland, iron 
founders, Chorley Road. 

TEDDINGTON.-— Additions to Dunbar House, for Mr. Willing. 


TENDRING.—Cottage homes; J. H. Sizer, chairman of the Tendring Board 
of Guardians. 

THAMES DITTON.—New Church and Sunday Schools at Hare Lene, Clay- 
gate. Mr. Higby, builder, Portsmouth Road, Thames Ditton. 

Store at Esher for J. Burn & Co., Ltd., Royal Mills. 
THORNE (near DoxcasteR).—New temperance institute (£1,250), F. Chambers, 
architect, Goole ; Mr. Drury, builder, Thorne. 

TRURO.—Residence in Carvoza Road. J. H. Pill & Son, builders. 

TUNBRIDGE WELLS.—Houses, Hopwood Gardens, for Е. T. Baker: 
Culverden Avenue, for G. Eldridge: Culverden Avenue, for 
W. J. Hales ; Molyneux Park, for E. Winchester; motor house, 
8, Culverden Gardens. for Dr. Rilev. Club house, London Road, 
for the Tunbridge Wells Club; F. W. Elers, J.P., hon. sec. 

TWYNYRODYN (near MknRTHYR TypriL).—Fifteen or more houses for the 
Caemarydwn Building Club. O. P. Bevan, architect, Express 
Chambers, Merthyr Tydfil. 

USWORTH (Co. DurHam).—Fifty houses for the С.С, (29,219). D. Chambers, 
builder, Usworth. 

WALKDEN.—New engine houses and deenening of shaft at Mosley Common 
ventilating pite; Captain Н. V. Hart-Davis. Bridgewater Offices, 
Walkden, Manchester. House in Manchester Road: W. J. 
Simpson, mineral water manufacturer, Walkden; 40 houses at 
Tynesbank, for Lord Ellesmere. r 

WALTON (SunBxv).—House, Duffield’s Lane, for W. H. Fowler, Golf Club 
House, Walton. 

WALTON-LE-DAI.E (LawNcs.).—New waterworks scheme. Surveyor, Council 

А Offices, Walton-le-Dale. 

WARBINGTON.—Public mortuary at Frodsham. Surveyor, Ruial Council, 

Runcorn. 


WATERLOO (near LivEnvoor).— Ten houses, Ronald Road. for Stephen Ash- 
croft, builder, Oakfield Road, Anfield: alterations and additions 


to 51 and 52, South Road, for Edward Pearson. 
WATERLOO (Hants.).—Enlargement of school and new offices (£1,578). H. 
Barber, Clerk to the County Council of Southampton, Win- 
chester. 
WATFORD.—House at Hazlewood, Abbots Langley, for the Rev H. Glad- 
stone. Prospective adaptation of Boys’ Grammar School fora 
Higher Elementary School. aleo erection of Boys’ Grammar 
School on a new site. J. Wilson, Clerk to Managers of Watford 
| County Council Schools. . 
WEDNESFIELD.—Proposed new church at Fallings Park. 
WEMBLEY.—Police station (£5.200). J. Dixon Butler, surveyor to Metropolitan 
Police, New Scotland Yard, S. W. 
WEST HARTLEPOOL.—Storage room for the Hartlepool Pulp and Paper Co. 
WEST KILBRIDE (AvnsuinE).— Villa in Caldwell Road. Jas. Blair, Caldwell 


Road, West Kilbride. 
WEYBRIDGE.—New police station (£2,900). F. & H. F. Higgs, builders, Herne 
H 


SOLIHULL ( 


WHITCHURCH.—Three houses in Philog Road: J. Lewis, builder. Two 
houses and shop in Station Road: S. Shail, builder. Two 
houses, Church Road, and five houses Alfreda Road ; J. Kitto, 


í builder. Three houses, West Road: 8. Bhail, builder. 
WHITSTABLE.ON-SEA.—Houses, Island Wall, for Geo. Reeves; Northwood 
Road, for F. S. Gann. 
МІСТОМ (CumsERLAND.—Probable re-erection (after fire) of engineering works, 
| Station Road, for John Hall (electrically equipped). 
WINDSOR.—Additions to residence at British Schools, for the Rev, P. H. 


Eliot, Windsor. | 
Alterations and additions to Boys’ Secondary School for Berks. 


C.C. (£2,200). ? 
WITHNELL (near Cuonrrey, LaNcs).— Workshops, Bury Lane, R. Brown; 
extensions to premises, W. Hull. 


WOKING,—Additions to the Police Station buildings for the Surrey Standing 
Joint Committee (£250). Enlargement of Chureb Street School ; 
Rev. F. J. Oliphant, chairman of the Woking Schoo] Managers, 


WOLVERHAMPTON.—Proposed new premires opposite Queen Square for the 
Prudential Assurance Co., Holborn Bars, London, Е.С. 


YARMOUTH,—Additions to silk factory. Olley & Haward, architects, б, Queen 
Strvet, Great Yarmouth. "Ls 


FORTHCOMING EVENTS. 


To-day’s Events (Friday, November 20th).—At 8 p.m. At the Institution House. 
Institution of Mechanical Engineers. Papers оп “ Тһе Resistance 
of Metals to Impact," by Messrs. T. E. Stanton and L. Barstow, 


and "Different Methods of Impact Testing on Notched Bars," by Mr. 
F. W. Harbord. 

At 8 p.m. At the Siemens Institute, Stafford. Conversazione of the 
Siemens Engineering Society. К 

At 7.80 p.m. Аё Sunderland. North-East Coast Institution of 
Engioeers and shipbuilders. Paper by Mr. J. B. Duckitt on 
* The Electrical Equipment of Cranes." 


Saturday, November 921st.— Association of Engineers-in-Charge. Social. Dance, 


Tuesday, November 24th..—At7.30p.m. At the Municipal School of Technology 
Institution of Electrical Engineers, Manchester Students’ Section 


Paper on Central Station Design," by Mr. J. H. Baxter. 


At 8 p.m. At Stone’s Restaurant, the Broadway, Ludgate Hill, E.C. 
Institution of Electrical Engineers, Students' Section. First annual 


smoking concert. 


Wednesday, November 25th.—At 7.15 p.m. At the University, Leeds. Insti- 
tution of Electrical Engineers, Leeds Local Section. Paper on 
“Comparison of Natural and Induced Draught Systems,” by 


Mr. W. N. Y. King. 


Thursday, November 26th.—At 8 p.m. At the Institution of Civil Engineers. 
Institution of Electrical Engineers. Paper on Domestic Electric 
Supply (Including Heating and Cooking) as Affected by Tariffs,” by 


Mr. W. R. Cooper. 


——————M 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued :— 


Monday, Nov. 28rd.—' A" Company. Infantry drill (Recruits) 6 to 7 p.m. 
Technical drill, 7 to 10 p.m. 


Tuesday, Nov. 24th.— B" Company. Infantry drill (Recruits) 6 to 7 p.m. 
Technical drill, 7 to 10 p.m. 


Thursday, Nov. 26th.—''O" Company. Infantry drill (Recruits) 6to 7 p.m. 
Technica! drill, 7 to 10 p.m. 


Friday, Nov. 27th.— “ D ” Company. 
Technical drill, 7 to 10 p.m. 


Tuesday, Nov. 24th.—Medical inspection for recruits, 6.90 to 7.80 p.m. 


Wednesday, November 25th.— Lecture by Capt. Phillips for Corporals. Any 
other N.C.O.'s may attend. 


Infantry drill (Recruits) 6 to 7 p.m. 


(Signed) J. H. 8. PHILLIPS, 
Capt. and Acting Adjutant. 
a 
NOTES, 


Electro-Deposition of Nickel.—In a recent investiga- 
tion, carried out at the Columbia University by Dr. Kern and 
F. G. Fabian, many interesting facts came to light with respect to 
the deposition of nickel. The full report is contained in the July 
number of the School of Mines Quarterly,” which gives an exhaus- 
tive review of present methods either proposed or adopted. In 
addition to these many new facts are given, which are briefly 
summarised below. In the first place, it is stated that the conduc- 
tivity of an electrolyte varies directly as the mass of salt in solution, 
and the more concentrated the electrolyte, the more satisfactory the 
deposit. As examples, lead fluosilicate, silver nitrate, gold chloride, 
nickel chloride, and antimony fluoride may be cited, all of which yield 
better deposits than less soluble salts. Another advantage gained 
by using very soluble salts is the lessening of crystallisation, which 
may prove a serious obstacle to efficient working. For this reason 
the investigation has been largely cccupied with the very soluble 
salts of nickel. In all experiments cast nickel anodes containing 
92 per cent. of nickel, 5 per cent. of iron, carbon and a trace of 
copper were used. With nickel dithionate & separation of sulphur 
was obtained which made the process valueless. The presence of 
free acid in nickel chloride, nickel sulphate, and nickel fluosilicate 
electrolytes caused a very low cathode efficiency, whereas the anode 
efficiency was in most cases over 95 per cent. But with continued 
electrolysis the free acid was neutralised, and the cathode efficiency 
increased. The electrolysis of neutral chloride and fluosilicate 
golutions with current densities of 10 to 20 amperes per square foot 
gave very satisfactory deposits and high current efficiencies. Neutral 
gulphate solutions, on the other hand, deposited precipitates of in- 
soluble basicsalts which intermixed with the deposited nickel. Heating 
the chloride and fluosilicate electrolytes decreased the P. p., in- 
creased the current efficiencies, and improved the deposition. The 
most satisfactory temperature was about 50" C. During the electro- 
lysisof fluosilicate solutions, & small amount of gelatinous silica 
geparated and collected on the bottom of the cells. Heating these 
solutions above 75° C. also caused the separation of silica, but 
very slowly. A small amount of basic salts separated during the 
electrolysis from neutral chloride electrolytes, but these did not 
interfere, with the. deposition. . A small amqunt. of free acid, pre- 
vented this formation лу тшн 
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The Transmission of Compass Indications to a 
Distance.—With the increasing displacement of war and other 
ships, the difficulty of finding suitable positions for the various 
compasses on board becomes serious. To meet the case, Messrs. 
Siemens & Halske have designed an arrangement based on Prof. 
Einthoven's patents. It consists of a master compass, erected in some 
position in which it is free from magnetic disturbances, and as many 
auxiliary compasses as desired, the auxiliary compasses being of a 
special type unaffected by external magnetic fields. The moving 
system of the master compass carries a screen with a quadrant- 
shaped slit in it. Underneath this screen a tinfoil grid, made up of 
four quadrante, is arranged, and the radiation from a fixed incan- 
descent lamp falls on the grid through the slit in the screen. 
Uniformity of heat distribution is attained by mounting the system 
on a massive copper plate. Each pair of tinfoil quadrants, in com- 

bination with two fixed resistances, forms a Wheatstone bridge, and 
the two bridges thus obtained are connected in series. One diagonal 
of each bridge is connected to one of the two coil systems of the 
auxiliary compasses. These coils are arranged for deflection in a 
magnetic field. In this way, any motion of the master compass 
reaults in the heat from the lamp altering the resistance of one or 
. the other bridge arm, thus sending currents round the coils of the 
auxiliary compasses in one orthe other direction, and causing these 
compasses to be deflected by just the same amount as the master 
compass, — E. T. Z., October 29th, 1908. 


London Traffic.—At the latter end of last year, it will 
be remembered, a London Traffic Branch of the Board of Trade 
was constituted, under the control of Sir Herbert Jekyll, witha 
view to its accumulating information and reporting from time to 
time on London traffic problems. The first annual report of this 
branch was issued on the 16th inst, and includes some 170 pages 
of reading matter. The report is in sections, dealing with street 
improvements, means of locomotion, &c. 

As regards the former, it is pointed out that such improvements 
as have been carried out are of an itolated character, valuable in 
themselves, but having little relation to each other or to the 
general requirements of London. 

"The sections relating to public carriages, tramways, and railwaye, 

are of more direct interest to our readers. The number of licences 
issued for public carriages did not vary very greatly in the yeara 
1903-7, but owing to the introduction of mechanical traction there 
were considerable changes in their distribution. The number of 
hansoms fell off by over 1,500; but that of four-wheeled vehicles 
remained nearly constant, though the number propelled by me- 
chanical power rose from 1 in 1903 to 723 in 1907. Omnibuses 
showed a total increase of only 126, but the number mechanically 
propelled increased from 13 to 1,205. Tramcars rose from 1,719 
to 2,172, and while those drawn by animals declined from 1,143 to 
404, mechanical power was used in 1,768 in 1907, as against 576 in 
1903. 
The insnfficiency of the London tramways is pointed out, their 
lack of harmony in working, of through running and booking, and 
mention is made of the controlling influence of the Underground 
Electric Railways Co. of London over the various tube and under- 
ground railways, a suggestion being thrown out that the principle 
of single control might be extended to all the electric railways, 
tramways, aud even omnibus services. 

Sir Herbert Jekyll considers that competition has been carried 
to excess, and that the present low rates lead to failure to earn 
dividends which must ultimately check enterprise. He further 
suggests that tramway extensions on а large scale, with through 
running, seem to offer the best means of dealing with the dense 
suburban traffic up to 8 or 10 miles from the centre. 

The last three sections refer, among other things, to the defunct 
Thames steamboat service, and to the changes which have occurred 
since the completion of the Royal Commission's inquiry. These 
may be summarised as follows :— 

264 miles of new tube railways. 

Electrification of 68 miles of railway. 

80 miles of new electric tramways. 

Electrification of 284 miles of horse tramways. 

Opening of Vauxhali Bridge and Rotherbithe Tunnel. 

1,000 motor-omnibuses, and a large number of motor-cabs. 

Connection between tramways north and south of the 'l'hames. 


But the report points out that nothing has occurred during the 
last three years to weaken the recommendations of the Royal Com- 
mission ; the general situation remains the same, the evils remain 
practically unchecked, and the need for remedies is possibly 
greater than it was. | | u 

As regards the constitution of atraflic board, it is suggested that 
London tratlic problems can only be dealt with by a permanent 
body giving continuous atfention to the matter. To devise a 
scheme for tuture action will require a large amount €f work, and 
until this has been done it ів diflicult to see how progress can be 
made. 

There are five appendices giving statistical information regard- 
ing London traffic, also memoranda on German and American 
municipal government, and certain diagrama. 


Penny-a-Word Telegrams.—A contributor, writing on 
this subject, suggests that by gradual progrees possibly a much 
reduced telegraph rate may be arrived at which will not cause a loss 
to anyone. The present time may not be opportune for introducing 
it, but afew years hence it may be possible when the facilities have 
been found on some, if not all, of the lines. 

It is not, he says, the time to discuss the abolition of frontiers; 
when the question of cheaper telegraph rates has been determined 
in thé Empire, success will be more certain, and once the British 


Dominions are in enjoyment of as reasonable a rate as сап possibly 
be conceded, foreign countries must follow suit and reduce the: 
rates in order to facilitate the transaction of business and to give 
their people the same facilities as their competitors. 

One of the considerations in favour of landing cables on British 
territory is often lost sigbt of. There is no law permanently 
limiting a State with regard to the transit rate or terminal tar, 
and it must be conceded that the time for putting our lines of con- 

»munication into foreign hands bas not yet arrived. This is badly tt: 
article in which to bring in “ fiscal” reform; nevertheless, it seem 
а point worth considering whether the power to tax telegrams i 
not one to be evaded. Not many lines are needed to provide аз 
all-round-the-world “ red cable, which is necessary for our fatur 
protection in this and other respecta. 

Searchers after Imperial onity think communications must b 
one of the means towards that end; if that be so the Empir 
must control them, and if it do so, the reasonable question to ad 
seems to be, can it, like the private companies, work them ati 
profit? By some it is said not, and the Postal Telegraph Depan- 
ment and the Pacific cable are given asthe sad examples of State 
mismanagement. In the former, expenditure on extensions and 
the erection of new lines is generally charged to the years гетер, 
and besides this the Government bas connected many places whic: 
do not, in a commercial sense, pay. If such places could b 
eliminated, and accounting conducted as in а commercial busines, 
would the Postal system show a deficit? Private compania 
receive subsidies for non-paying lines, otherwise they would not t 
laid, and this comparison should not be lost sight of, as it is bardis 
fair to call a shortage in a Government accounta “deficit” if u 
can be made clear that it is not. It has elways been stated tbat 
the Pacific cable system has a deficit of £50,000. Is thisaleo because 
it is a Government undertaking? On the other hand, it most sre 
the community about £200,000 annually in telegraph charges? Tix 
effect of this should improve trade, and in an indirect manner the 
£50,0C0 would be returned to the whole community. If this be m, 
the argument that the public are paying for the few seems to be 
“ window dressing," for there are many private companies receiving 
subsidies, some in lieu of sufficient traffic, to support them. 
These and other questions, says our contributor, especially the one 
as to telegraph charges, appear to be rather in want of a coe 
investigation by asuitable committee. It is not advisable that they 


continue as at present, as they cause an unnecessary spirit of unrest 


80 long as they remain in any other than a concrete form. 


The Brake Committee’s Report.—Mr. Freund bas 
written to us to point out that the report does scant justice to bis 
ingenious brake, as both references to it concern the old band 
wound type, whereas, with the axle-wound type, which ws 
described in our issue of September 11th, and has been ín operation 


for over six months, 25 per cent. to 30 per cent. better results bare 


been obtained, and there is not any indication that the limit bas 


been reached. 


It does seem to us that some injustice has been done to Mr. 
Freund, although we are quite sure that the Committee was unco 
scious of it, for Mr. Sayers made a report for Mr. Freund on Jc; 
4th last upon the axle-wound form, and was pleased to speak ver) 
highly of its performance, concluding his remarks with the state- 
ment that the brake was suitable for use as a service brake, a coasting 
brake and an emergency brake. | 

Turning to page 900 of the Special Brakes" number of the 
“ Official Circular," we find that the Committee did not actual 


test Mr. Freund's brake, but accepted the series of teste made 10 


November, 1906, in the presence of Lieut.-Colonel Druitt for the 
B. of T. and representatives of the Yorkshire Electric Tramvsy: 
Co., Ltd. These tests are reproduced on page 904 of the "Oficiu 
Circular." On pages 811 and 812 a description of the Freund brake 
(old form) is given, and under the ''disadvaptages" the brake |! 
said to have the following faults :— 

(a) Unsuitable as a service brake. 

(^) Manual labour required, 

(c) Blowness in release. 

But the last sentence reads :—“ It is understood that ins lster 
type than that inspected, the winding-off is effected automatici 
from the axle.” | 

We realise the utter impossibility of avy report of the vide“ 
comprehensive nature of that issued by the Brakes Committe: 
being revised up to the date of issue, and we are quite prepared to 
find that many of the appliances mentioned therein have been n 
proved greatly since they were inspected by the Committee, but | 
is not so clear why information which was available to the gener 
public in July, and perhaps earlier, should not have been allow 
to modify much more effectively than it has done the unfavours'.« 
criticism of the Freund brake in the report issued to the public i. 
November, but dated September. 

We have no doubt, however, that the Committee bas а comps! 
explanation if it cares to produce it. 


Storage Battery Patents in Germany. — 1: ë 
announced that the Imperial Patent Office authorities prop* 
some time ago to grant an application made by the Berlin Fs 
Accumulator Works Co. for a patent relating to a proces © 
separating the electrodes of electric storage batteries by met? 
small wooden partitions. The question at issue was that of pir: 
the so-called diaphragm plates under protection, respectinf 2 
employment of which opinions in technical circles are iu 
Various objections rnieed against the proposal to issue a patent 
been dismissed, but that brought forward by the Accumulater E 
Electricity Works (late Boese) Co. is reported to have been “ 
tained, and the granting of the patent has been refueed. 


(Онтене on рту 898.) 
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AN EXHAUST STEAM POWER PLANT. 


In his recent paper before the Iron and Steel Institute, Mr. 
C. H. Merz drew attention to the immense resources of the 
Cleveland and Durham areas in the shape of waste heat. 
He further showed what progress had been made in 
developing these resources, giving tabular statistics (ELEC- 
TRICAL REVIEW, October 16th, 1908) in that connection. 

Among the pioneer plants of this character is an exhaust 
steam power station at the Newport Ironworks of Sir B. 
Samuelson & Co., Middlesbrough. This company operates 
eight blast furnaces and produces a weekly average of 6,000 
tons of Cleveland and hematite iron. 

Through the courtesy of Messrs. Willans & Robinson, we 
are able to describe and illustrate the two exhaust steam 
turbines which they have recently put into operation at the 


turbines, passing first through an equilibrium valve in each 
case, then through the main stop-valve strainer, governor 
valve, overload valve, and finally into the turbine proper. 
The steam turbines are of Messrs. Willans’ well-known 
exhaust type, and are rated for а normal capacity of 1,350 KW. 
each, and capable of working up to 2,000 Kw. for eight hours 
when running at a speed of 2,400 R. P. u. They are normally 
supplied with steam at a pressure of 16 Ib. absolute, which 
can be superheated through an independently-fired super- 
heater (supplied by Messrs. The Stirling Boiler Co., and fired 
with blast-furnace gas) up to a temperature of 100° F. The 
turbines are arranged for exhausting each into a separate 
condenser, these being designed specially to maintain a 29-in. 
vacuum. An illustration of the turbine rotor is given on 


INTERIOR OF ExHausT STEAM POWER STATION, Siz В. SaMUELSON'S WORKS, MIDDLESBROUGH, SHOWING WILLANS 
ExHavsT STEAM TUBBINE SET. 


above-mentioned power station, the turbines in question 
being of 1,350-Kw. capacity each, and thus representiug 
the largest exhaust steam turbines as yet set to work in this 
country. 

The turbines in question are arranged for working with 
exhaust steam derived from three blowing engines, a turbo- 
blower, and a few exhausters. 

Above we give a view of the interior of the station, 
showing one of the turbines, and on the next page, the plan 
and elevation respectively of this installation. 

The exhaust steam is carried through an overhead steam 
main of wrought-iron, 20 in. in diameter, up to the stop- 
valve, which is fixed outside the engine house. The steam 
then passes through two cast-iron branches to the two 


page 890, and from this it will be seen that the rotor, whilst 
of large diameter, is at the same time extremely short in 
length. 

The condensing plant has been désigned for maintaining 
a vacuum of 29 in. with the barometer at 30 in., the 
circulating water being fed at a temperature of 60? F. The 
air pumps discharge by gravity into a hot well let into the 
floor of the engine house in the middle of the condensing 
pit. Two electrically-driven centrifugal pumps deal with 
this water from the hot well and deliver it back to Messrs. 
Samuelson, through a Kennedy water meter, for boiler feed 
purposes. 

The circulating water for the condenser is drawn from 
the River Tees, and delivered by means of centrifugal 
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required for pumping to a minimum, owing to the siphon 
action. 

"The electrical generators are of the three-phase type, | 
capable of working at a pressure of 2,500 to 2,875 volts and | 
40 cycles per.second, and are capable of giving their full output 


The method of arranging the pipes has reduced the power | 


| | | dn a power factor of between 7 and 8. These alternatore | 

4 ч й | have exciters direct coupled to their shafts, which are arranged | 

s por working at 35 volte, this pressure being kept as low as | 

ee i pi p аку ы, owing to the high speed at which the armatures 
. IE ш. . revolve. | 
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A further 700-m.P. high-pressure turbo-alternator is 
installed in the building, this being coupled toa range of 
high-pressure boilers, and exhausting into one of the above- 
mentioned condensers.  . 

Oil switchgear, of the cellular type, is provided for 
controlling the electrical output of the plant. 
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SWITCH CHAMBEB, CHILIAN Minune PowER PLANT (page 891). 
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Ste ge The electric power derived from this installation is stepped 

s up to 11,000 volts, at which pressure it is supplied to the 
network of the Cleveland and Durham Electric Power Co.'s 
system, and in this way this exhaust steam station runs in 
parallel with the Grangetown generating station of the above 
power company. ' 

In the event of loss of exhaust steam therefore, or on 
account of other contingencies due to breakdown of the 
exhaust steam prime movers, the load can be immediately ! 
taken up by the high pressure turbines at Grangetown. | 

To obviate any possibility of stoppage of supply, the 
exhaust steam station here described has been fitted with а 
special signalling device, by means of which Ше engineer 10 
charge can tell exactly what prime movers are in operation 
in Mesers. Samuelson’s works, and whether апу temporary 
closing down of any of them is anticipated, which would be 
likely to leave the turbines short of exhaust steam. 

It is therefore improbable that the high-pressure steam 
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pumps, each capable of 
dealing with 10,500 
g.p.m., situated in a 
pump house on the 
river side; one pump 
is therefore of sufficient 
capacity to maintain 
the necessary supply of 
water to the two con- 
densers. The arrange- 
ment of the water pipes 
ia such that a vacuum 
of between 15 and 20 
in. can be maintained 
on the discharge pipe 
from the condensers to 
the river, this partly 
depending upon the 
state of the pipe. 


Котов, WiLLANS EXHAUST Steam TURBINE. 
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turbines at Grangetown would be likely to be called upon to 
supply a large amount of power unexpectedly, due to the 
shutting down of the exhaust steam plant. The two 
exhaust steam turbines in question have been installed for 
the Tyneside Electrical Developments Co. by their engineers, 
Messrs. Merz and McLellan, and the arrangement is that 
the Tyneside Electrical Developments Co. purchase the 
necessary exhaust steam from Messrs. Samuelson, and re-sell 
the electrical energy to the Cleveland and Durham Electric 
Power Co. 


A CHILIAN MINING POWER PLANT. 


[BY ООН BERLIN CORRESPONDENT. | 


IN а plant installed two years ago in one of the northern 
provinces of Chile, which once upon a time belonged to 
Bolivia, electrical energy is utilised for the extraction of 
saltpetre. The mineral from which the latter is derived, is 
found in a desert, arid district, below a stratum of some 10 ft. 
of rubble and gypsum. After being broken up by blasting 
or by means of steel wedges, the material is taken to the 
workshops for further treatment—viz., crushing and lixivia- 
ting in boilers, where the saltpetre, on the brine cooling down, 
separates in crystals. | 

Owing to the special advantages likely to be derived under 
local conditions, from the use of mechanical operation in 
connection with this process of extraction, a hydro-electric 
power plant was erected on the Rio Loa, whence electrical 
energy was transmitted to one of the factories at 5,000 volts 
pressure. Originally a steam-generating plant operating with 
а transmission pressure of 2,000. volts, supplied energy to 
several other saltpetre factories; owing, however, to the 
considerable expense involved by the use of coal as fuel, the 
owners of those factories aleo eventually decided on utilising 
the water power of the river above mentioned, the more во 
as, according to estimates, the cost of erecting a hydro-electric 
power station was to be soon repaid by the saving of coal 
ensured by this means of ‘operation. 

The power house was installed at about 17 km. to the 


INTERIOR OF PowEBR STATION, CHILIAN Minina POWER PLANT. 


north of Rica Aventura, where the river, owing to 
steepness of its banks, is readily held up by a dam of 
relatively small length. From the embankment thus 
formed the water is supplied to the power station under.a 
head of 25 m. to 30 m. 


The power house contains three 455-H P. inward-flow 
Francis type turbines, each of which is coupled through an 
insulated coupling to a three-phase generator; a fourth 
set will eventually be added. Each generator is direct 


A Сниллн MINING PowzR PLANT, ERECTED IN THE OPEN. 


coupled to its exciter. Especially noteworthy in the con- 
struction of this power house was the fact that the machinery 
could be installed before erecting the outer walls and the 
roofing, any risk of the occurrence of rain being excluded by 
the climatic conditions 
of the country (see 
figure above). 

Jn order to be able 
to. use the steam- 
operated plant, above 
referred to, as a stand- 
by for the hydro. 
electric power plant, 
the generators of the 
latter were designed 
for the same pressure, 
viz., 525 volts, this 
being raised to 20,000 
volts by oil trans- 
formers. The opera- 
ting switchboard con- 
tains four marble 
panels, and five in- 
strument pillars. 

Three of the sub- 
stations erected at 
distances of up to 
21 km. have been 
taken into operation, 
while a fourth is in 
course of construction 
at Prosperidad. The 
transmission lines, 
which in the first por- 
tion are 25 sq. mm., 
and in the last portion 
ee 16 sq. mm. in cross- 
section, are fixed to high -tension insulators, and carried by 
wooden poles of square cross-section. 

The plant is protected against overload by time relays, 
which automatically interrupt the circuit by means of oil 
switches when the power exceeds a given limit. The oil 
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switches are remote controlled, the relay closing a low-current 
circuit, 


View SHOWING THE Рожвв Housem AND Dam: CHILIAN 
Міміка PowEB PLANT (p. 891). 


Canacas TBAMWAYS: INTERIOR OF THE POWER STATION SHOWING 


DixskL ENGINFS. 


An especially extensive system of overload safeguards has 
been provided to protect the plant, against euch disturbances 
as are likely to arise on the interrupting of heavy currenta or 
in connection with atmospheric diecharges. "This comprises 
the choke-coils, which are connected to the ground 
over horn lightning-arresters and resistances, as well as a 
water-jet grounding device. | 


ELECTRIC TRACTION IN CARACAS. 


A sTUDY of Venezuela and its progress industrially is not 

calculated to give one much satisfaction, or, indeed, benefit 
and when one understands that the history of the country ів 
also that of the Spanish Main, and that the revolutionary 


fever, although quiescent at the present time, is still existent, 


this is not surprising. 

But even Venezuela's notoriously disturbed politics have not 
sufficed to prevent progress in some directions in its capital, 
Caracas, as well be gathered from the recent opening of 
electric tramways there. 

Two small horse tramways have certainly existed in the 


bonds. 


capital for some time and apparently satisfied the needs of 
the 80,000 or so inhabitants—but an amalgamation of these 
companies in 1905, followed by а concession from the muni- 
cipal authority for electrification, and aided by British 
capital, has resulted in a transformation. 

The whole of this latter work has devolved on Mess. 
J. G. White & Co., Ltd., who have reconstructed the lines 
of the old companies, and provided Caracas with some 10 
miles of modern electric tramways. 

The principal line runs east and west, coupling the Cen- 
tral railway with the La Guaira Stations, and various 
branches run north and south from it, connecting to the 
suburbs, and, in the case of the Palo Gronde route, forming 
a connecting link to a chain of railways of uniform gauge 
stretching some 180 miles from Pto. Cabello, a rising port, 
to Valencia in the north. 

The trackwork consists of 80-ft. rails, weighing 87 lb. per 
yard, of an American pattern, jointed with continuous гай 
jointe, and laid on concrete stringers 16 cm. deep and 47 cm. 
wide, which are anchored every 15 yards. 

The special work is of Hadfield’s make, the points a 
all automatic ; the rails are bonded with 4/0 B. & S. conceal 
The average Venezuelan has primitive ideas in 
regard to sanitation, and this some. 
what hampered the otherwise good 
progress made in the road work, as the 
bulk of the drains are private property 
and laid with tile coverings about 1 ft. 
below the surface. The general run of 
the overhead work consists of side poles 
with cross bracket arms, tubular poles 
30 and 31 ft. long being employed. 
These are partly of Grand National type 
and partly supplied by Messrs. Stewarts 
and Lloyds. Three Estler feeder boxes 
fitted with 250-ampere quick-break 
switches and 14 section boxes with 100- 
ampere quick-break switch are in us, 
and the trolley section is 2/0 B. & 8, 
grooved. - mE 

A power house, car-sbed— with five 
tracks, repair shope, &c., and office 
buildings occupy a rectangular site in 
the centre of the city. | 

There are two aspects from which the 
power house may be regarded, either as 
sub-station for converting high-tenrion 
current, or, again, a8 an independent 
producer. As а воб station it % 
employed to transform, from 4,500 
to 500 volts, н.т. alternating Cur- 
rent obtained from the electrical 
company of Caracas. This latter 
company has two stations at Encan: 
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tado and Los Naranjos, about 16 km. from the capital. 
There are four generators at each station, and more 
machinery is now being introduced. The motive power is 
the water of the Guaira River, which has a fall of 384 m. 
and 154 m. at Encantado and Los Naranjos respectively. 
During the day energy is supplied by the electrical company. 
In the evenings, however, when the town is lighted elec- 
trically, and also during stoppages, which may occur occa- 
sioually, the power is produced in the power house itself. 

The power house equipment includes three 240-B. H. p. 
Diesel engines, which were selected partly on account of the 
high price of coal, and partly because they offered obvious 
advantages in rapid starting, in case of interraption of the 
H.T. supply. 

The engines are belted to three 150-Kw. motor-generators, 
working at 5,000 volts, three-phase, 50 cycles on the 
induction motor side, and, of course, 550 volts on the 
generator side—speed 500 R. P. M. 

A 260-cell Tudor battery is also provided and works in 
conjunction with a Lancashire Dynamos Co.’s automatic 
reversible booster. 

A 10-panel switchboard of G.E.C. (U.S.A.) make, provides 
for the control of both А.С. and p.c. plant; the same makers 
supplied the motor-generators. 

As regards the traction feeders, there are all aerial and 
extend some four miles. 

They are all of pure aluminium, 33 and 25 sq. in. section, 
supplied by the British Aluminium Co., and covered with 
triple-braided weather-proof insulation and compound. 

For traffic purposes, 30 Milnes-Vose single-deck opensided 
cars have been provided, constructed of teak as regards 
framing and flooring, and with aluminium roofing. 

The trucks are of the Brill pattern, supplied by the United 
Electric Car Co., each equipped with two 37-H.P. motors. 
Mechanical and magnetic track brakes, life-guards and 
destination indicators figure in the equipments, which con- 
form to modern standards. 

The whole of the reconstruction was carried out by Messrs. 
J. G. White & Co. во as to avoid interference with the 


normal traffic and little, if any, diminution took place in the 


Tramway Co.’s receipts during that period. 


THE LONDON AND DISTRICT POWER 
BILL REJECTED. 


On Wednesday the Select Committee of the House of Com- 
mons, which has for the last 15 days been considering this 
Bill, unanimously decided to report to the House that the 
preamble had not been proved. 

Yesterday the Committee were to consider the Bills for 
linking up the existing supply systems, and we sincerely trust 
that some real advance will be made as the result of this 
consideration. It will be scandalous if, year after year, we 
both refuse powers to new authorities and withhold from 
existing suppliers the permission necessary to enable them 
to put their house in order. 


NOTES. 


(Continued from page 888.) 


Prof. Ayrton’s Funeral.—The interment of the 
remains of Prof. Ayrton, which took place on Thursday last week 
as Brompton Cemetery, was the occasion of a unique ceremonial, 
of impressive simplicity. There wasa large attendance of Prof. 
Ayrton’s friends, associates and students past and present. Anthems 
were sung at the graveside by a choir of boys, in pathetic com 
Pliance with the known likings of the dead, but there was no 
religious service. Prof. Perry delivered a brief oration, in which 
he dwelt upon Prof. Ayrton's disinterested devotion to work for 
the work's sake, his secret generosity, and his earnest endeavours 
to benefit the race. A laurel wreath from students of the Central 
Technical College was laid upon the coffin by Prof. Dalby, the 
Dean ; and afterwards Mr. I. Zangwill paid a solemn tribute to the 
late Professor's love of justice, purity of motive, and ardent search 


after truth. Like the Americans whom he во greatly admired, he had 
“ scrapped the cumbrous mechanism of the body, but still energised 
through another and finer medium. The ceremony ended with tho 
performance of Beethoven’s Funeral March. 


Institution *nd Lecture Notes. — INSTITUTION or 
ELECTRICAL ENcriNEEBs.— The following awards, in connection 
with the work of the previous session, were made at last night's 
meeting of the Institution:—Salomons Scholarships, value £50 
each, to Mr. Herbert Carnegie and Mr. Alfred Hutt ; David Hughes 
Scholarship, value £50, to Mr. Clifford Higgins; the Institution 
premium, value £25, to Messers. G. Stoney and A. H. Law, for their 
paper on High Speed Electrical Machinery"; the Paris Elec- 
trical Exhibition premium, value £10, to Mr. J. 8. Peck, for his 
paper on Protective Devices for High-Tension Transmission Cir- 
cuits"; extra premiums, value £10, to Mr. J. F. C. Snell, for his 
paper on The Cost of Electrical Power for Industrial Purposes ” ; 
to Dr. A. Russell, for his paper on “ Dielectric Strength of Insu- 
lating Materials and Grading of Cables"; to Dr. W. W. Haldane 
Gee, for his paper on “ Electrolytic Corrosion”; and to Mr. T. M. 
Barlow, for his paper on Heat Conductivity of Iron Stampings "'; 
a First Students’ premium, value £10, to Mr. H. R. Speyer, for his 
paper on “ The Electrification of the Mansfield Copper Mines; 
a Second Students' premium, value £8, to Mr. L. H. A. Carr, for 
his paper on " Electricity and Matter"; and three Students’ pre- 
miums, each of the value of £5, to Mr. A. Hamilton, for his paper 
on “The Brown-Mackenzie System of Electric Block Signalling ” ; 
to Mr. Н. W. Gregory, for his paper on “The Motor Converter"; 
and to Mr. P. C. Jones, for his paper on Starters and Control 
Gear.” 

Roopy EmcrtNEEBRING Socrety.—On October 15th the President, 
Mr. A. F. Benoett, delivered bis inaugural address, the subject 
being the Progress of Steam Engineering, from the days of 
Trevithick to the present and future. The first apnversasione of 
the Society was held on November 6th, and was attended by some 
300 members and friends, who were received by tbe President. 
There was & most interesting collection of scientific apparatus and 
models, and the proceedings were enlivened by a musical programme, 
while short lectures on Geometrical Figures of Four Dimensions 
(E. B. Wedmore), Soap Bubbles (D. Potter and A. Dover), Astronomy 
(Lieut.-Col. G. M. Seabroke), Navigation (Com. H. G. Glennie), and 
Smoke Rings (G. M. Brown and F. Smyth) proved exceedingly 

pular. Indeed, the function, as a whole, was so successful and so 

ghly appreciated that a similar conversazione will probably be 
organised at no distant date. 

INSTITUTION OF ELECTRICAL ENGINBERS.—NEwoasTLE LOCAL 
SROTIOR.— Оп Monday last the chairman, Mr. A. L. E. Drummond, 
delivered his inaugural address. 

INSTITUTION OF Post OFFICE ELECTRICAL ENGINEEBS.— On 
Monday last week, at a special meeting of the Institution, the 
Postmaster-General, Mr. Sydney Buxton, presented medals awarded 
to the authors of papers delivered in 1906.7. The Engineer-in- 
Chief, Major W. A. J. O'Mears, presided, and welcomed the Post- 
master-General. He thought it would be a good thing if the 
Council instituted a special medal in each year for the solution of 
important problems which perplexed the department. Major 
O'Meara pointed out the assistance rendered by the electric tele- 
graph in railway working, &c., and said that the desire of the 
Postmaster- General that Post Office engineering enterprises should 
be conducted on & commercial basis was welcomed by the Insti- 
tution. Since the Post Office engineers had become responsible for 
their own accounting, the cost of maintenance of the telegraph 
system (which had risen from £617,616 in 1898.9, to over 
a million in 1903-4) had been brought down to £947,657 
in 1906-7. Mr. Buxton, in presenting the four medals, con- 
gratulated the Institution on its achievements, and commented 
on the great interest which had been evoked by the 
various papers that had been received. The Institution would 
help the department to keep abreast of the times. The engineering 
work, which would be greatly increased when the telephone system 
was taken over, was growing more rapidly than they could secure 
additional staff, and many of the engineering staff were over- 
pardened with work ; a revision of the engineering branch was in 

nd. 

The recipients of medals were as follows :—Senior Division: 
Silver medal, Mr. J. E. Taylor, fora paper on ‘The Propagation of 
Electromagnetic Waves"; bronze medal Mr. J. G. Hill, for a 
paper on “Telephone Transmission.” Junior Division: Silver 
medal, Mr. A. O. Gibbon, for a paper on Underground Conetruc- 
tion in the Provinces.” Bronze medal, Mr. J. S. Brown, for a paper 
on ''Post Office Lamp Signalling Trunk Exchanges.” A vote of 
thanks to the Postmaster-General followed, after which а paper was 
read by Mr. F. L. Henley on the Inspection of Wrought Timber." 

SOCIETY OF ENGINEEBS.— On Thursday last a conversazione was 


-held at the Royal United Service Institution, Whitehall; the 


President, Mr. J. W. Wilson, M. I. OC. E., and Mrs. Wilson received 
the guests, and an excellent musical entertainment was provided 
by the London Concert Orchestra and the Southwark Glee Sizcers 
while the museum, full of service relies and curios, provided 
material of abeorbing interest. The function was highly successful 
RovaAL INsTiTUTION.— The eighty-third Christmas course of 
juvenile lectures, fonnded at the Royal Institution in 1826 by 
Michael Faraday, will be delivered this year by Prof. William 
Stirling, M.D, LL.D., D.Sc., his subject being “The Wheel of 
Life." The course, which will be fully illustrated, commences on 
Tuesday, December 29th, at 3 o'clock, and will be continued on 
December 3186, 1908, January 2nd, 5th, 7th and 9th, 1909, 
INSTITUTE OF METALS.—The first annual meeting of the newly- 
formed Institute was opened at Birmingham last week, Sir 
William White presideü, and there was a large attendance, The 
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Lord Mayor of Birmingbam welcomed the visitors. In bis 
inaugural address, the president said that the objects of the Insti- 
tate were to afford a means of communication between members of 
the non-ferrous metal trades for matters dealing with manufacture, 
and generally to advance the knowledge of metals and alloys. The 


total memberthip was 260, Several papers upon tech sical subjects 


were read. 


INSTITUTION OF ErECTBICAL ENoGorINEEBS (Giascow Local. Sxo- 
TION).— The seventh annual dinner of the Section was held on 
Tuesday last in the Grosvenor Restaurent. Mr. W. W. Lackie, 
chairman of the Local Section, presided over about 230 guests. 
After the loyal toasts from the chair, Sir John Ure Primrose pro- 
posed The Imperial Forces,” Engineer-Com. G. A. Hoggarty, R. N., 
and Lord Kingsburgh replying. Mr. Robert Caird, LL.D, toasted 
the Corporation of Glasgow, and the Lord Provost, Mr. M’Innes 
Shaw, in reply, said that in Mr. Lackie they had the right man in 
the right place. He advocated the combination of the electricity 


and the tramways departments. The supply of electric power to 


manufactories had been greatly augmented recently, and when the 
great electrical schemes of the Corporation and other bodies were 
put in operation, as they would be soon, the smoke nuisance would 
be entirely obliterated. “ The Institution of Electrical Engin- 
eers" was proposed by ex-Bailie Willock, and in reply Mr. W. М. 
Mordey prophesied that before many years were over there would 
not bea factory chimney in Glasgow, and the citizens would be 
able to see the sky. So much coal was wasted ia the production of 
electrical energy that the sooner their physicists enabled them to 
take the fuel energy out of the coal the better it would be. Major 


W. A. J. O'Meara, C.M.G., proposed Glasgow Local Section, 


the largest of the local sections. In reply, the chairman said that 
the local section had been the means of bringing the electrical 
engineers of Glasgow and district into that close touch with each 
other which rendered them no longer incoherent units, but a com- 
bined force with common aims and common interests. The Local 
Section had now 280 members, and had an offepring in the shape 
of a students’ section with 76 members. A musical programme was 
contributed by several artistes, and the evening was a most 
pleasant one. | 

LIVERPOOL AND Distaict ELECTBICAL AssociaTion.—A Smok- 
ing Concert in connection with this Association was held at the 


White Bear Hotel, Dale Street, on Saturday evening, November 


14th, when a very good programme was rendered by several of the 
members and their friends. The chair was taken by Mr. W. Н, 
Hamilton, and during the evening some remarks were delivered by 


‚ Mr. Samuel Frith, the hon. secretary and treasurer, as to the objects 


and principles of the Association, and extending a cordial invita- 
tion to prospective new members. The chairman also in the course 
of his address repeated the invitation to prospective members, 
and called upon existing members to do all they could to advance 
the Association. 

JUNIOR INSTITUTION Or ENOIKRERS.— On Tuesday last Mr. J. 


Swinburne, the new president, delivered his inaugural address, the 
subject being Available Energy.” 


Metallic-Filament Lamps: Price Reduction.—An 


important announcement in connection with the price of Osram 


lamps has been made this week, particulars of which will be found 


in our advertisement pages. We are informed that the manufac- 
ture of these lamps in this country has already commenced, and 
that an output of 15,000 a day is provided for. 

The succeas of the tungsten lamp is too well-known to our readers 
to need demonstration; millions have been put on the market, and 
the high efficiency and extraordinarily long life of the lamp are 
beyond question—some have lasted even 6,000 hours without 
material deterioration. | 

The most noteworthy reduction is in the price of the 200-volt 
50-c.r. lamp; it was not at ficet believed that this would secure a 
wide vogue, and ita sale was not encouraged. The manufac: 
turers, however, now recognise that it has come to stay, and 
station engineers will be gratified to learn that it has already 
become very popular, for it takes the place of the old 16-0.р. with 
practically no decrease in consumption. The experience of the gas 
companies with the incandescent mantle is in fact being repeated 
in this connection, and the electrical men have the advantage that 
the mantle has already paved the way to a higher unit of illumina- 
tion, The reduction in price of the 50-volt lamp is also of 
importance. We have felt for some time that 25 volts was some- 
what too low, often involving partial rewiring to cope with the 
increased current. | | 

We do not wish to see а crazy war of prices, such as has crippled 
other branohes of the industry ; but we welcome the gradual and 
reasonable reduction of the price of lamps, which must greatly 
benefit the industry. 


Electrical Football League.—On Saturday next a 
team selected from the different clubs connected with the League 
will journey to Leyton to play a selected team of the North- 
Eastern League. The match is in connection with the London 
Inter-League Championship, and a good game 18 expected. Those 
desirous of witnessing the match can obtain full particulars from 
the hon. sec., 39, Wearside Road, Lewisham. The kick-off is at 

5, and admission 2d. | | 
Ж Saturday's Resulta :—At Willesden, Metropolitan Electric, 

. Robertson's Lamps, 2 goals. | 
: N — St. James’ Electric v. Robertson's Lamps; at 
Wormbolt Farm. 


Football. — A match was played on Wednesday, Novem- 
ber llth, between the L. С.С. Sub-stations (Southern Section) and 
Southwark Borough Libraries. Result: L. C. O., 3; Southwark, 1. 


Oxidising the Atmospheric Nitrogen.—In the Birke. 
land-Evde process an electric arc is spread out into the form of a 
flat diek by means of a magnetic field. More recently the Badische 
Anilin and Soda Fabrik have employed thread-like arcs of great 
length for the same purpose. The arc burns in a tube of any suitable 
material, into which the air is blown tangentially so as to circulate 
spirally around the quietly burning arc. In some examples of this 
apparatus recently exhibited the tubes were of glass, coated on the 
inner periphery by a wire spiral which was in metallic contact with 
a knob at the top of the tube. At the bottom of the tube the wire 
spiral is only separated by a short distance from the other electrode, 
which is placed in the axis of the tube. When a 3,000-volt supply 
is applied between the two electrodes a spark jumpe across and the 
arc travels rapidly up the tube. If, now, air is forced in at the 
bottom through a number of symmetrically placed tangential nozsles 
the arc burns quietly in the axis of the tube without touching the 
sides, and absorbs about 4 amperes at 3,000 volts. The air charged 
with nitrous gases which leaves the top of the tube gives up some 
of its heat in raising the temperature of the fresh air about to enter 
the tube to some 500° C., and the rest is employed in steam genera- 
tion. The cooled gas is then mixed with water to form nitric acid, 
which after treatment with lime results in the required manuring 
material. An experimental installation on these lines was opened 
in Christiansand (South Nolway) in the Spring of 1907 with a total 
power of 2,000 H.. Three ovens are at work, with a length of flame 
of 5 metres, and each absorbing 600 H.P. An alternating current of 
50 cycles is employed, and the arc burns quietly and reliably. The 
lower electrode burns away most quickly in spite of ita being water- 
cooled. The Badische Anilin and Soda Fabrik has a working agree- 
ment with the Birkeland-Eyde Co. It is said that some 120,000 


Н.р. is about to be employed in this industry in Norway.— Z. T. E., 
November 5th, 1908. 


Army Contracts.—Replying to Mr. Pike Pease as to 
the total amount involved in the contracts for general stores and 
other manufactured articles secured by foreign firms during the 

ast two years, Mr. Haldane gives in the Parliamentary Papers a 
ong list of the value of manufactured articles so obtained in 
1907-8, which include the following :—Carbons, electric light, £3; 
copper ingot, £82,877; disks, Suberits, £51; machine tools, 
£3,361; telephones, £1,360. The total value of all such articles 


so obtained was £250,015, as compared with £325,584 in the 
previous y ear. | 


The Electro-Harmonic Society.— On Friday next 
week, in the King's Hall, Holborn Restaurant, a Ladies’ Night 
Concert is to be held, with Mr. W. M. Mordey in the chair. The 
vocal items are to be rendered by the Misses Ethel and May 
Williams, Miss Mabel Braine, and Mr. Frederick Ranalow; Miss 
Gwendolen Mason will play harp solos, and there will be violin 
duets by Messrs. Spencer Dyke and T. E. Gatebouse. Other 
arrangements are:—Character sketches by Mr. Ernest Mills; 
humorous sketches by Mr. Ernest Hastings; and a performance by 
Mr. and Mrs. Arthur Marriott, technopathists. | 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 


also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.— MR. Horace W. HENDER- 
вом, until recently at the Valley Road power house of the 


Bradford Corporation, sails from Liverpool this week to take up an 
appointment in Bengal. 


General. Mr. J. B. J. Privert, who has been 
engaged as resident engineer and clerk of the works since 
September, 1906, on the extension of the Metropolitan Railway 
Co.'s power station at Neasden, has now completed this work, and 
is leaving the company's service at the end of the year. 

Mr. R. MARTILL WiLsON has been appointed outside engineer 
for the Electrical Co., Ltd., for Scotland. 

According to an American exchange, CAVALIERE ALBERTO 
FABANDAa, director of telephones and telegraphs in Rome, bas 
recently been in the States studying American telephone and tele- 
graph methods for the Italian Minieter of Posts, Telegraphs and 
Telephones. | 

We аге quite sure that many of our readers will join with us in 
tendering our hearty congratulations to Mr. Ово. Н. Vestr (of 
Veritys Ltd.), on his nomination as a High Sheriff for the County 
of London. We believe that Mr. Verity is the firet gentleman 
associated with the electrical trade to receive this particular dìs- 
tinction. 

The death occurred on Sunday, at the Penlee Nursing Home, 
Walmer Villas, Bradford, of Мв. Jamms Tats, electrical engineer, 
of Harris Street, Bradford. Mr. Tate was in his 63rd year. 
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NEW COMPANIES REGISTERED. 


New Transport Co., Ltd. (100, 245).ä— This company was 
registered on November 12th, with a capital of £11,000 in 10,000 preference 
shares of £1 each and £20,000 deferred shares of 1s. each, to acquire from 
A. W. Gattie, A. G. Seainan and H. Aldrich, the benefit of certain existing 
inventions for improvements relating to the loading, unloading, sorting, 
weighing, conveying and marshalling of goods, merchandise, cbattels, books, 
documents, letters and the like, and to carry on the business of mechanical, 
electrical and magnetic engineers, manufacturers of apparatus, appliances, 
implements and machinery. tc. The subscribers (with one share each) are :— 
Н. Aldrich, St. Margarets. Burgess Hill, merchant; A. W. Gattia, 18, Ladbroke 
Grove, W., engineer; F. Н. Preece, 27, Clement’s Lane, E.C., engincer; A. б. 
Seaman, The Narrows, Altrincham, Cheshire, electrical engineer; G. Сове, 
17. Tower Royal, E C., solicitor; C. Ashton Denyer, 17, Tower Royal, E. C., 
solicitor; G. H. Griffin, Meadowlea, Datchet, Bucks., merchant. Minimum 
cash subscription, £500. The number of directors is not to be less than two or 
more than seven; the first are A. W. Gattie, A. G. Seaman and H. Aldrich; 
remuneration as fixed by the company. Registered by Cox & Lafone, 17, Tower 


Royal, E.C. 


Munster Electric Lighting Co., Ltd. (100,269).—This com- 
рапу was registered on November 14th, with a capital of £2,000 in £1 shares, to 
acquire the business of general electricians and contractors, electric light con- 
tractors, &c., carried on by J. Hunter, C. Н. Wright, J. O’Keeffe, E. Griffiths, 
and R. Н. Bindloss, as the Munster Electric Co.,“ at Fethard, Tipperary. The 
subscribers (with one share each) are:—J. Hunter, J.P., 20, Fairfleld Crescent, 
Liverpool; E. Griffiths, Linden Avenue, Blundellsands, Liverpool, engineer ; 
C. H. Wright, Dale Cottage, Spital, Cheshire. engineer; F. Ley, 2, Abbey Road, 
Liverpool. cashier ; A. Henderson, 26, North John Street, Liverpool, accountant; 
R. H. Bindloss, 26, North John Street, Liverpool, secretary and incorporated 
accountant; A. M. McVie, 1, Weldon Street, Walton, Liverpool, clerk. 
Private company. The number of directors is not {о be less than two or more 
than seven; the first are J. Hunter. J. P., and E. Griffiths; qualification left 
blank in articles: remuneration as fixed by the company. Registered by Kerr 
and Lanham, 16, Furnival Street, Е.С. 


West Kent Electric Co., Ltd. (100,231).—This company was 
registered on November 11th, with a capital of £100 in £1 shares, to carry on 
the business of electricians, electrical, mechanical, metallurgical and chemical 
engineers, &c. The subscribers (with one share each) are:—W. A. Pittman, 
10, Springwell Avenue, Harlesden, N.W., gentleman; A. G. Dobrantz, 22, 
Wakefield Street, Regent's Square, W. C., clerk; R. Hill, 82, Howard Road, 
Cricklewood, N.W., clerk; B. Bush, Glenross, Florence Road. Sanderstead, 
Surrey, gentleman ;: F. B. Bennett, 124, St. Mary's Road, Nunhead, clerk ; A. 8. 
Chetwood, 7, St. Helen's Place, E.C., solicitor; G. E. Bird, Chestnut Cottage, 
The Vale, Hampstead, N. W., clerk. Minimum oash subscription, £20. 'Phe 
number of directors is not to be less than two or more than seven; the first 
are P. H. Martin and G. B. Bird; qualifieation, £10; remuneration as fixed 
р, „из Registered by Minet, Pering, Smith & Co., 7, St. Helens 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


[ 


Newcastle-upon-Tyne Electric Supply Co., Ltd. (27,997).— 
articulars of £250,000 second debentures created by resolution of February 
15th, 1906, have Leen tiled pursuant to Sec. 10 (3) of the Companies’ Act, 1907, 
the amount of the present issue being 41.500. Property charged: The com- 
panys undertaking and property, present and future, including uncalled 
capital. No trustees. 


Edmundson's Electricity Corporation, Ltd.—This company's 
annual return was filed on September ISth. when the entire capital 
i £800,000 in £5 &hares (80,000 preference) had been taken up. £5 per share 
1185 oe oe ксн 65.800 ordinary and 80,000 preference shares, resulting in 

ceipt o 784, 000. £66,000 is considered id. 
VV ; dered as paid. Mortgages and 


Jandus Are Lamp and Electric Ca., Ltd.—This company’s 
annual return was filed on October 20th, when 2,041 shares had been taken up 
out of a nominal capital of £30,000 in £10 shares. £5 per share has been called 
ү, on 1,195, and £10 per share on 2:0 shares, resulting in the receipt of £8,475. 

5,9€0 is considered as paid. Mortgages and charges: £5,144 9s. 


D. Santoni & Co. (1906), Ltd. (89,277).— Mr. Н. G. Nordalys 
ceased to act as recciver and manager on October 818%, 1908, and has filed 
accounts from November 30th, 1907, to October 815г, 1908, showing repayment of 
£1,936 to debenture-holders on account of £4,050 capital, 


CITY NOTES. 


Six months ago this company offered the 

London public £240,000 ordinary shares, each applica- 
Electrobus tion for 20 shares carrying the right to apply 
Co., Ltd. for one deferred, which was toshare generously 

| in the future profits, Previously £60,000 had 
been issued. We do not know how much out of that £240,000 
жав forthcoming, bui in the ErEcTRICAL Review of June 19th we 
had occasion to criticise a broker's circular, in which every 
applicant for 10 shares received a deferred share as а bonus with- 


out payment, Now we have before us some circulars that have 


been issued by the board to existing shareholders, offering them 
£50,000 first mortgage debentures at par, the interest being as high 
ав б per cent. These debentures are“ exchange’ ble for ordinary 
shares” during three years, and they are offered first to the 
existing shareholders, who should by now have formed some 
estimate of the probable value of their holding as an invest- 


ment. In the event of their not desiring these debentures they 


are to sign “the enclosed form of renunciation,” “so 
that the board may dispose otherwise of the debentures.” We 
understand that the company has 20 electrobuses, the average in 
Bervice being 133 for the three montbs ended October, 1908, but we 
are informed that the directors cannot put more 'buses on 
the road without further capit- I, and th's, in their own interests, 
the shareholders should supply.” We are actually informed that 
“the property of the company will be increased by the use of the 
money subscribed," which seems & very unnecessary statement after 
that given above. The debentures should be absolutely secured, 
because not only will all the present property of the company be 
charged, but the 'buses, &c, purchased by the moneys subscribed 
will become subject to the charge." This makes us wonder whether 
all that has gone before is insufficient in value to cover the £50,000 
debentures adequately. We cannot help a sickly smile as we think 
of that 10 per cent. dividend on the ordinary shares, and 100 per 
cent. on the deferred. Everything seems to us to point to the 
last issue having been severely neglected by the public, and to the 
company being now in urgent need of money to enable it to make 
any progress at all. 

We азе sorry that this appears to be the capital position of the 
company, for we Ike the  Electrobus, and all its good 
qualities as an electrical vehicle, and it is clear Њаё 
the public also do so from the patronage that they extend 
to the vehicles (while the cheaper fares are in vogue) on one 
of the best routes in London, but we are afraid that after the 
financial ways that have been adopted in its exploitation, there 
will be no eagerness to find more capital until there is something 
like a reasonable prospect of commercial success, And here we 
naturally turn to the figures of working costs and receipts that are 
furnished with the appeal for more capital. For the period July, 
1907, to October 15th, 1908, the average takings have been 14d. per 
'bus-mile, and for the last three months of that period the 'buses in 
service earned a gross profit at the rate of £448 per 'bus per annum. 
Would the same rate be easily earned with a quadrupled service 
operating on otber routes? The total income for the three months 
is given as £5,007 (14:38d. per 'bus-mile), while the total operating 
cost is stated ав £3,480 (9°99d. per 'bus-mile), leaving a grots profi 
of 21,526 (or 439d. per 'bus-mile) but this statement does not 
inclade any provision for establishment, supervision or head 
office charges, or repairs to buildings; the total of these 
it is said, was £1,517, excluding depreciation. So that with 
the present ‘buses during the three months the ends have 
been made to meet, wita the exception of depreciation 
It is stated that the “establishment and overhead expenses,’ 
Which are about £6,000 per annum, would not be materially 
increased if the fleet were doubled—as a matter of fact, it is pro- 
posed to quadraple it. From reading these circulars it seems that 
you have only to go on adding indefinitely to your number of 
vehicles, and you will not only reduce your losses, but will find a 
profit, because if you had 80 'buses running, each earning a gross 
profit of £448 per annum, you would have an income of £35,852, 
which would enable you to provide £6,000 for your establishment 
and overhead charges (stationary), debenture interest £3,000, pro- 
vision for depreciation and amortisa ion of debentures £14,000 
leaving available for dividend on those ordinary and deferred 
shares £12,852. If the present debentures are subscribed for, the 
fleet will, when the money has been spent, total 80 buses; and 
reckoning at the outside about £1,000 apiece (a very liberal estimate 
seeing that both batteries and tires are hired), the present debenture 
should have as security £80,000 (lees depreciation) in the form of 
"buses, plus the garage, &c., and anything that may remain unpaid 
on the share capital. 

The following is the statement of the auditors concerning the 
business of the company down to date :— 

15, George Street, E.C., 
November 12th, 1908. 
To the directors of the London Electrobus Co., Ltd. 

Gentlemen,—We have examined the books, accounts and othe 
records of your company for the 15 months ending October 15th 
1908, and certify that for the year ending July 15th, 1908 :— 


The number of passengers carried was a x = 1,596,881 
The total receipts were a ix n - .. £8,727 12 9 
The average receipts per 'bus-mile were ни s 9 18:80. 
The total operating expenses were 85 "" is .. £7,984 14 7 
The profit on operating for the year was E. - - 4742 18 2 


And we further certify that for the three months ending Octobe 
15th, 1908 :— 


The average daily mileage of the 'buses in service was .. 67:2 
The number of passengers carried was з ён s 925,959 
The total receipts were. ps e a $a .. 45,006 16 10 
The average receipts per bus-mile were EA " 14:84. 
The total operating expenses were е i .. £3,480 8 1 
The average operating cost per 'bus-mile was as gd 9:99d 


The profit on operating for the three months was. £1,526 8 9 


The following is a detailed statement of the receipts and 
operating expenseP during that three months :— 
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Income. 
Trafic  .. 7 88 ae * Ae .. £4,856 19 8 
Advertisements .. : 149 17 7 
Per ’bus-mile, 14:884. £5,006 16 10 
EXPENDITURE, 
: Per 'bus-mile. 
Drivers’ and conductors’ wages, including bonuses .. 2:8ла. £1,00018 5 
Wages of washers, cleaners, lift and yardmen .. .. "Ald. 19 0 8 
Acoumulator hire. ee és кы s wes . . 199d. 695 7 10 
Tire hire ey 2s i. E - Ws t .. 1:698. 688 8 9 
Power, excluding“ forming expenses s ss . . 1 06d. 868 7 8 
Power wages.. "S = n es 2i 25 .. '10d. 85 15 0 
Repairs to rolling stock and plant zu ss .. "484. 168 14 6 
Wages on same s% i "m - ie Lowe .. 29d. 108 0 1 
Rates, taxes, rent, gas and water xs 2 30 .. 49d 170 16 2 
Garage, clerical wages : is "T n .d. 26 19 0 
Licences БИ M Be Vs as m .. *06d. 18 0 0 
Insurance > <4 * m 55 A .. °424, 144 0 0 
Accidents Эг T zs Р “> em а .. "054. 1711 8 
Punches and tickets M e Y " es .. 2d. 9 6 8 
Printing с> xs Е. с» s m a S ‘Old. , 42 6 
Total operating cost MS m aa ks x .. 9:99d £8,480 8 1 
Profit НЫ ae 5 ee a .. 4394. 1,96 8 9 


1438d. — 25,006 16 10 

The stores and material on hand at October 15th, 1908, have been 
valued by the company's engineer and officials, who have also 
allocated the expenditure, which allocation we have adopted. 

The above statements do not include any provision for establish- 
ment, supervision or head office charges, vor repairs to buildings, 
but the total of these, excluding depreciation, for the three months 
ending October 15th, 1908, was £1.516 11s. 7d. 

Tuos. J. Garrick & Oo., 
: Chartered Accountants, 

The annual meeting is to be held next month, the directors 
having resolved to close the financial year at October. The 
balance-sheet is not ready, and pending its completion, the directors 
have prepared the two circulars that are now before us. We must 
confess that, if we desired to invest in the undertaking, we would 
rather wait and see that full balance sheet before taking a share 


in the present issue, much as we may wish the Electrobus success 
in the interests of electric "bus traction. 


West India and Panama Telegraph Co. 
Мв. W. B. KiNGsroRD (chairman) presided on Wednesday at 


Winchester House, Old Broad Street, E.C., over the sixty-third 


ordinary general meeting of the &bove company. 


In moving the adoption of the report and accounts (see ELECTRICAL 
Review, November 3rd, page 856), the CHAIRMAN ssid the total 
receipts for the half-year amounted to £39,733 against £43,832, a 
decrease of £4,099. Of that decrease £2,253 occurred in traffic 
receipts. He would like, however, to remind them that in the 
corresponding period of last year their receipts were augmented 
owing to the heavy Press and other traffic exchanged in consequerce 
of the earthquake in Jamaica. In addition to this they farther 
benefited in the corresponding half-year from earnings of a 
special nature aleo arising from the same cauee. In fact it 
was almost entirely owing to the circumetance that they 
were comparing with a period during which abnormal con- 
ditions prevailed that the receipt for the half-year showed the 
falling off һе had mentioned. Passing to the expenses side of the 
account, they would notice that these were £27,567, as compared with 
£30,028, or a net reduction of £2,461. This reduction was chiefly 
due to their having expended considerably less on cable repairs 
than they did in the June half of last year. In the corresponding 
half of last year they aleo incurred a special expenditure of £1,191 
in connection with the Jamaica earthquake—which was an ex- 
penditure which happily had not recurred this year. On the other 
hand, there һай been an increase in the cost of working the 
21 stations, amounting to £935. Of this, sslaries and wages 
and subsistence allowances accounted for £603. The latter item 
was sbown separately for the first time, which they con- 
sidered was a better plan than merging it under the heading 
of salaries and wages. Those allowances were only granted 
where the local conditions were such tbat some assistance of the 
kind from the company became a necessity. The balance of the 
increase was spread over various items, notably that of medical 
attendance, which had been very heavy. He ought to tell them 
that the traflic receipts for the current half-year up to the middle of 
November had fallen below the receipts up to the same time last 
year. Не was quite unable to suggest any special reason for the 
falling off, but it appeared to be simply due to a discontinuance of 
the general activity in trade which brought them in their larger 
receipts in the second half of last year. Tbey bad undertaken 
to establish wireless telegraphy between British Guiana 
and Trinidad. As tbe shareho'ders were aware, they had 
always bad great trouble in maintaining uninterrupted com- 
munication between those two  Colonieg, owing to the 
rapid deterioration of the cable caused by the highly corrosive 
nature of the ocean's bed in that region. Under those circum- 
stances they had offered to establish wireless telegraphy between 
those colonies which they hoped would prove a useful adjunct to 
the existing service. Tne necessary plant for the installation 
would be snipped from London tte following day. Considering 
how largely for some time past the value of securities had generally 
depreciated and injuriously affected the invested reserve funds of 
many companies, it was very satisfactory to find that their invest- 
ments showed only the comparatively small depreciation of about 
4 тег cent. on their cost. He concluded by moving that a dividend 
of 6s. per share be paid on the first preference shares, and а pay- 
ment of 128. per share on account of dividends accrued to June 
30th on the second preference shares. 

Mn. II. Home- seconded the motion. 


In reply to questione, the Cmargmax said the falling off in the 
receipts in the current half-year was between £3,000 and £4,000, 
The wireless telegraphy installation would cost between £5,000 and 
£6,000. The board kad not yet definitely decided how the cost 


would be met, but he thought it should hardly be paid entirely 
out of revenue. 


The report was then carried. 


British Columbia Electric Railway Co., Ltd, 


THE twelfth ordinary general meeting of the shareholders of this 
company was held on the 12th inst, at the Great Eastern Hotel, 
Liverpool Street, Mr. R. M. Horne-Payne presiding. 

The CHaIRMAN, in proposing the adoption of the report (ses 
ELzcTRICAL Review, Nov. 13th, p. 856), said that for the eleventh 
time in succession the board were able to meet the ebareholden 
with an entirely satisfactory report and balance-sheet, with the 
record of a year successfully passed, and with every hope of continued 
success in the future. He could assure them without hesitation or 
reservation that the directors did not know of a single cloud in the 
outlook, and that every indication pointed to increasing trade and 
prosperity for British Columbia, and for the company. There was 
only one item in the balance-sheet that required any explanation, 
and that was the large increase in the value of supplies on band. 
This was due entirely to the fact that they availed themselves this 
spring of the panic prices of copper, steel and other supplies to 
make purchases in advance for some eighteen months or two year, 
and a considerable part of theamount under the heading "creditors " 
was also due to similar purchases of supplies which bad not been 
actually delivered on June 30th. A very pleasant and important 
feature of the report was the paragraph which referred to the con- 
cessions granted to the company to carry on its business for а long 

eriod of years in almost all the municipalities adjacent to 

ancouver and New Westminster. Before such concessions as there 
could be granted in Osnads, they must be voted upon by the 
tax-payers, and that these tax-payers, after a long experience of the 
policy and methods of the company should, by large majorities, 
grant them these conceesions for such long periods was the strongest 
possible endorsement of the good standing and popularity of 
their enterprise and its management locally. Referiing to 
recent criticisms which had appeared in the Canadian Pres 
in reference to the policy of encouraging British capital in 
the Dominion, he said that their company had been in existence 
11 years, and during that time it had invested over 11 million 
dollars оп which they bad paid 566 per cent. in interest and 
dividends. It had needed a good deal of courage to invest soch 
large sums, and a good deal of patience had had to be exercised to 
reap a reward, but he had no hesitation in saying that the cities 
would not have prospered as they had done if it had not been for 
the money that their company had put into the country in its 
railways. The first thing that was etsential to the success of such 
а company as theirs, from the standpoint of the public as well as 
that of the shareholders, was a long lease of life on fair conditions, 
such as they now reported; it was absolutely impossible to achieve 
any success unless an undisturbed existence of at least 40 years was 
guaranteed, because it was impossible to raise money on reasonable 
terms, and with less than 20 years to run it was next to impossible 
to obtain money at all, so that а 40-year concession did not шел 
free and unrestricted development for 40 years, but only for about 
20 years. There was not the least doubt that the longer the con- 
cession the better for all concerned, because the longer tbe con- 
cession the less it cost to borrow money. "They wanted Britisb 
Columbians to understand, and he thougbt they had shown tbst 
they did understand, that they were their partners in prosperity 
and in adversity ; that their every interest was their interest, and 
that they would share up the profits of the partnership fairly. 
Let them continue to help them in every way they could, and the 
company would continue to help them liberally and on broad line 
by every means in their power. Canada as a whole had emerged 
from the period of depression that he had to record М 
last year's meeting, and had emerged from it stronger than ете. 
It was pocsible that the time might come when they would learn 
that mistakes had been made in Canada as in other countries, ad 
that money couid be lost, as well ав made, there. When tbi 
occurred, he hoped they would remember that nothing great could 
be achieved without mistakes, and that in the building vp of 
perospe the greatest of all enterprises, the great and wondetit. 

ominion of Canada, mistakes were bound to be made and set-bich 
to occur. If some other Canadian undertakings ehould fail, he aked 
them not to lose confidence in their company or in the country, aud 
not to throw away their good securities with the bad ones, bat to 
take each investment on its own merits, and if they had doubts, seek 
out the advice of those who were well acquainted with the сопот» 
and who, as directors or otherwise, had done well for them in te 
past, and bad established a definite claim on their confidence bj! 
successful record. | 

The Ном. R. G. TarLow (the Canadian Minister of Finance) it 
seconding the resolution, said that during the past year Britis: 
Columbia had passed through one of the most stringent times! 
had ever been called upon to meet, but he was glad to say tbs А 
had felt it less severely than probably any portion of be Americat 
continent. Under those circumstances, it was all the more gr 
factory to know that their company had been able to do a largely 
increased bu-iness. As to the future, they had the right to! ^ 
through the delta of Fraser River— considerably over half a mil 
acres of the richest alluvial land in the province, which was 1°" 
thickly settling up with market gardens and dairy farmers, ю lt“ 
very shortly there would need to be opened up not only one, Van 
series of electric lines. Beyond that, they had the great Chile 
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Valley, in which they were now building their railways, which went 
through one of the best pieces of land in British Columbia. They had 
also avery valuable concession of some 11,000 acres of land, which they 
all believed would in a few years, when thoroughly reclaimed, more 
than repay tbe cost of the construction of the road they were now 
making. In Vancouver the prospects were as encouraging as they 
ever had been. The Grand Tronk Pacific Railway had announced 
that it intended to build a branch line to that place, which meant 
that all the trans-Continental trsffic must pass through Vancouver. 
People in England could not be too careful to look very carefully 
into any concessions which were granted to them in order to see 
that they obtained what they bargained for. 

The report was adopted. 

An extraordinary meeting was subsequently held, when a resolu- 
tion was agreed to, increasing the capital of the company to 
£1,800,000 by the creation of 300,000 new shares of £1 each. 


Lancashire Power Construction, Ltd. 


Мв. Т. O. CALLENDER presided at Winchester House, Old Broad 
Street, on the 11th inst., over an extraordinary general meeting of 
the above company for the purpose of considering, and if thought 
fit, passing tbe following resoluticn: — "That the articles of 
association of the company be altered by striking out the existing 
articles 7, 8 and 9, and by substituting the following new articles 
therefor," that is to say :— 


ARTICLE ¥.—The company shall be at liberty to create inccmie stock to an 
amount not exceeding £150,000, conferring upon the holders the right to have 
distributed among them in proportion to the amounts of income stock held by 
them respectively a sum equal to three equal fourths parta of the net profits of 
the company of each financial year. Such net profits shall be ascertained after 
deducting all outgoings. interest on debenture stock and debentures and other 
borrowed money, and ail trading and administrative expenses, and after making 
а proper allowance for depreciation, and after deducting ‘any sum carried to 
reserve, but without deducting any tum carried forward, and to be distributed 
within one calendar month after the date of the holding of the ordinary meeting 
of each year. Such income stock shall, as regards payment, be postponed in 
the event of the winding up of the company to the other debts and liabilities 
thereof, and to the costs and expenses of the winding up. The company may 
issue such Income stock by way of commission to persons subscribing for the 
proposed issue by the company of debenture stock for £150,000 at a rate not 


exceeding 100 per cent. of the debenture stock subscribed by each subscriber for 


debenture stock. 

ARTICLE 8.—The registered holders of the income bonds shell be entitled to 
have notice ofand to attendand votein person or by proxy at al! general meetings 
of the company. Each regi-tered holder of income stock present in person at 
Any general meeting shall on а ehow of hands be entitled to one vote, and ona 
poll each such holder present in perron or by proxy shall have one vote for every 
£1 of the income stock held by him. At any such meeting three holders of 
income stock personally present may demand a poll. Subject as above-men- 
tioned, all the provisions as to notices of meeting and voting thereat, and as to 
the appointment of proxies and attornies contained in these articies, shall 
(mutatis mutandia) apply to holders of income stock in the same manner ав if 
they were registered shareholders of the company, but any holder of income 
or T &ppoint another holder thereof to vote as his proxy at any general 

ARTICLE 9.—The A' and B shares shall rank роті passu as regards dis- 
tribution of profits, but in the event of a return of assets or a winding up, or 
otherwise, the assets of the company remaining after paying its debts and lia- 
bilities, including the amount represented by the income stock, shall be applied 
in the first place in payment to the holders of the A shares of the company 
of the amounts paid up or credited as paid up on the- A " shares held by them 
respectively, and in the second place in payment to the holders of the B^ 
shares of the amounts paid up or credited as paid up on the “ B” sbares held 
by them respectively, and any assets remaining undisposed of after making 
such repayments as aforesaid shall be distributed amongst the members of the 
rompany in accordance with the number of shares (without any distinction 
between the different classes) held bf them respectively. | 


The Cmamman said that in J uly they called the shareholders 
together to make certain arrangements with reference to the 
finances of the company, and the scheme then laid before them was 
Carried. The response of the А” shareholders was, bowever, 
. very disappointing, for instead of obtaining the £90,000 which tney 
anticipated from them, they only received£35,950 in applications. 
The “B” shareholders applied for £55,880 out of the total of 
£60,000, which was their quota. Under those circumstances, there- 
fore, instead of having £150,000, they found themselves with only 
£91,000, the greater portion of which had been provided by the 

B” shareholders, The scheme submitted in J uly was contingent 
on the full £150,000 being raised, and consequently it was found 
impossible to carry it through, and it became necessary to find 
another method of raising the money which was required to bring 
the Company into the porition which they had every reason to 
believe it would soon attain to under proper management and with 
Proper resources. As а result, the position had once again to be 
considered, and meetings of the directors and the committee were 
held, and a revised scheme was adopted, which was fully described 
in the resolution. It might be said that the price to be paid for the 

new capital was high. That was во, but it was necessary, in view 
ofthe poor response to their previous proposals, to increase the 


inducements to shareholders and others to take part in the new 


issue, They had only arrived at the terms put forward that day after 
many endeavours to do something better, and they had satisfied 
themselves that the money could not be obtained except 
on these terms. At the same time it most be borne in mind that 
this new issue, with the contingent rights, was being offered to 
existing shareholders in proportion to their holdings, and so by 
taking Мв quota any shareholder could protect himeelf. In order 

make it quite cleer, he intended at a later stage to propose an 
amendment that the words “income debenture stock" be sub- 
stituted for the words “ income stock and income bonds” which 
appeared in the resolution. They wanted to make it quite clear 
that it was not an increase of capital but debentures which they 
were raising. 

R. GRIPPER seconded the motion. 

p У. Donn asked whether it was not а fact that the directors 

ve Power to raise a further £150,000, and if so, on what terms ; 
Wry the directors of Fdmundson's Eleoiricity Co., Callender's 


Cable Co., and the British Thomson-Houston Co. were not called 
upon to take up £12,500 of the "B" shares; how much did Mr. 
Parshall receive for his first estimate, and how much would he 
receive for his second estimate ; and did he accept the responsibility 
of the utter failure of the company which after expending £400,000 
in five years could only show a loss of £10,000; were the directors 
of the promoting companies prepared to return the £4,700 they had 
received as fees, and the brokers to return the £3,200 they had 
received in order to hulp their unfortunate clients; why had the 
provision that {һе “А” shares should receive a preferential 
dividend of 5 per cent. before the “B ” shares been cancelled ; and 
why had Mr. Wolfenden retired from the board ? 

Мв. Рнонсвт said the A" shareholders were really the only 
people in the company who were disinterested, for everyone else 
bad come in to get something out of it. The “A” shareholders 
paid their money down on the faith of Mr. Parshall's estimate, and 
on the strong recommendation of the cfficial brokere. Mr. Paraball's 
estimate had so far proved not only misleading and unreliable, but 
it was absolutely self-condemned by his second estimate. The first 
estimate promised plant and machinery and a concern for £295,000, 
including all contingencies, and including even £7,500 working 
capital, and that this would put them into the position of earning 
£22,000. Now they were promised £18,000 with a capitalisation of 
£600,000. The only item which had been substantiated in the 
original estimate was the sum to be paid to the consulting engineer, 
which was fixed at £12,200, and which had proved to be £12,450. 
The first cash went to psy Edmundson's, and they had had their- 
bit. The fact was, that the A" shareholders had lost their money, 
and would do better to refuse the scheme. He believed they could 
get £100,000 for the concern, and that would give the “A” share- 
holder £2 a share back. 

Мв. DUBLACQUER complained that, although a large shareholder, 
he had never been called in in апу consultation. He had no interest 
in any of the promoting companies, but no one except the original 
clique bad been consulted. It was all very well to talk about trust 
companies putting up money, but they put up the money of other 
people, whereas he and others were asked to put up their own 
money. "M 

The CHaIRMAN said they had already passed a scheme for raising 
the necessary money on terms much more favourable to the “A” 
shareholders than those proposed that day, but the A ” shareholders 
had allowed matters to drift, and had it not been for the creditors 
waiting for their money the company would now have been in the 
hands of а Receiver. There were no debenture-holdere, and in the 
event of trouble arising, it would be the creditora who would be 
top dog. If they did not accept the scheme forthwith, the creditors 
would take the necessary steps to put themselves in possession of the 
concern. The directors took power under the scheme to raise a 
fortLer £150,000, but did not intend to raise it at present. When 
the time came he took it they would raise the money on the same 
terms. The taking up by Edmundson’s, Callenders, and the British 
Thomson-Houston Companies, of £12,500 “Р.” shares, was con- 
ditional on their claims being paid in cash, and that with other 
things, was cancelled owing to the “A” shareholders nct finding 
them quota. Mr. Parshall received 23 per cent. on the work 
carried out. He considered the question about Mr. Parshall was 
put in a very unfair way. At previous meetings they bad explained 
the difficulties which had been put in the way of developing the 
business owirg to ће hostility they experienced at the hands of 
nearly all the local authorities, and it had taken years to get into 
the friendly relationship in which they found themselves to-day. 
The fact that the present directors were the directors of the pro- 
moting companies, was not their fault, for other gentlemen bad 
retired, and left the burden of carrying on the company to them. He 
could say nothing as to fees, without consulting the other 
directors. Тһе cancelling of the provision that the A ” share- 
holders should receive a preferential dividend of 5 per cent. waa 
part of the bargain made with the “B” shareholders when the 
"A" shareholders would not find the money. Mr. Wolfenden 
retired through ill-health, 

Mr. CorLis, as a member of the Committee, said that they had 
devoted many months of work to the company’s affairs, and they 
would not consider any further scheme. 

Мв. PABSHALL said that with regard to the criticisms made upon 
himeelf, he was retained to design a power installation to give 
certain results, and there had never been any suggestion that the 
installation was not capable of doing all tbat be had promised. 
Because the company had a defective Act of Parliament, that was 
no business of his. It was that, however, which they had suffered 
from and which had handicapped them. 

The resolution, as amended by the CHAIRMAN, was then agreed to. 


The A.E.G., of Berlin. 


THE business year 1907-8 has resulted in another increase of profits 
of the largest electrical undertaking on the Continent. The figure 
given for the net profit is 15,931,211 marks, as compared with 
14,868,175 marke in the previous year. However, the published 
balance-sheet does not make quite clear what total profits have 
been actually obtained, as all profits from financial transactions are 
being kept secret, and are usea for special depreciations, which 
are not specified either. The figure given for the gross profit is 
17,835,744 marks, as compared with 16,484,939 marks in 1906-7, 
This increase is the more remarkable ав а considerable part of the 
business year came under the head of the industrial decline. The 
value of orders in hand when entering the new business year is 
said to be equal to the corresponding amount of the year before. 
Some other items are as follows:—Adwministra‘ing expenses (less 
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amount paid by Berlin electricity works), 467,523 marks 
(584,591 marks previous year); rates and taxes, 1,286,986 marks 
(946,009 marks previous year); dividend (12 per cent.) 
12,000,000 marks (same as last year); bonus of board of trustees, 
400,000 marks (same as last year); bonus of employée 
and pension fund 2,200,000, (1,200,000 previous year). Regarding 
the different factories the report ie, on the whole, satisfactory. 
The machine factory supplied 1,161,060 H. p., as against 1,350,327 
H.P.in the year before; the turbine works supplied in addition 
731,000 K. r., this being 570 turbines. The paragraph, Cable 
Works Oberspree," is of special interest on account of the im- 
portant decrease of the price of metal. This is what the report 
says: " We think that the decrease of the prices of the produce in 
the cable works on account of the reduced cost of raw material 
amounts to about 10 million marks. However, as the turnover is 
only 7j million less, it means that the works have produced over 
2 million more. This iscorroborated by the consumption of copper 
amounting to 20,187 tons, a figure never reached before. The orders 
for high-tension cables have been much more frequent, and the 
enamelled wire which we have put upon the market some time ago 
seems to come more largely in use, The sale of paper tubes, and 
the newly introduced line of copper and brass tubes show а tatis- 
factory development." 'The report does not state how the motor- 
car factory of the firm is getting on; it is only pointed out that 
the motor-car industry is not in a flourishing state yet, 
and that the utmost care in the tales and a con- 
siderable restraint in the production are imperative. The report 
on to say: It may take years before motor cars for sport or 
uxary are again as much in favour as they used to be.” Regarding 
the erection of central stations, the report states: During the 
previous year we erected, spart from the many structures built for 
the Berlin electricity works, 70 central stations or additional 
lants of a total of 153,450 н.р. (95,150 K P. the previous year). 

he length of cables laid for these new stations is 1,823 km. 
(1,600 km. the previous year). There are 67 central stations or 
additional plants in course of erection, having a total of 203,225 н Р. 
(106,315 the previous year), and a length of cable of 769 km. We 
paid special attention to high-tension work, including the manu- 
facturing of the apparatus used for same, and are able to point to 
many successful plants of this description. To mention some, there 
is the 40,000-volt plant for the Victoria Falls Power Oo., the 
central station on the Pleisse for 30,000 volte, the plant of the pro- 
vince of Bilesia for 10,000 and 30,000 volts. The plants of the 
Bydsvenska Kraftaktiebolaget are designed to be worked with 
54,000 volts." Abont electric traction, the following is said: “ We 
have received inquiries about converting steam-driven into 
electrically-driven railways according to the system used 
in Hamburg, from nearly all German State railways and many 
foreign railway companies. At present we are engaged in working 
out the designs. We have received an order for 19 accumulator 
cars for the Prussian State Railway, intended to enable a denser 
passenger traffic on lines not fully charged and fur the suburban 
traffic of towns of medium size. Further orders of this kind will be 
placed later.” The number of employés was 32,035 on July ‘let, 


1908. The report does not mention anythinglas to the probable 
effects of the intended tax on electricity. 


The Berlin Electricity Works. 


Tux report for 1907-8 of the directors of the Berliner Elektrizitüts 
Werke, which have a practical monopoly of electric light and 
pwoer supply in Berlin, first refers to the increases in the share 
and other capital during the financial year, and to the acquisition 
of 93 per cent. of the shares in the Electricity Supply Co. It is 
then mentioned that the number of new' connections increased 
during the year, the expansion having been greater than in 1906 7, 
and the profits experienced a further advance. The dividends 
now proposed, which are the same as in the preceding year, only 
relate to ordinary share capital amounting to £1,576,000, and pre- 
ference shares totalling £000,000, the. balance of capital in each 
case not yet being entitled t> participate in the distribution. А 


summary of the principal items in the accounts is given below, for 
the past two years :— 


1907-8. 1906-7. 
Ordinary share capital. i^ . .  £2,205,000 42. 075, 000 
Preference shares, 44 per cent. ee T 1,000,000 560,000 
Obligation debt єз P: ра 2,446,000 19,685,600 
Gross profits. 5 m T 4 670,716 652,189 
Administrative expenses .. е ee à 65,508 60,112 
Taxes .. ——— 9 - 25 S as 15,119 13,920 
Tax of 10 per cent. paid to municipality = 116.000 166 000 
Profit shure of municipal council ea г 132.500 126,791 
Depreciation provision ae Фу es 107,540 175,912 
Net protits s EN Y Ls vs 969,151 349,162 
Dividend on ordinary capital, per cent. 11 11 


The number of consumers increased by 2,543 during the year, and 
he connections advanced by 17,538 KW. to 147,260 Kw., whilst the 
sales rose from 14292 million kilowatt-hours to 155:12 millions. 
Private consumers were responsible for 31°66 millions of the 
latter, public lighting for 390 millions, industrial establishments 
for 53:69 millions, storage battery installations fer 547 millions 
and tramways for 5590 millione, the balance of 4'50 million 
kilowatt-hours being used by the company's works. The average 
sale price, after deducting commercial] (axes, amounted to 
approximately 2d. per kilowatt hour, or a slight amount bigher 
than in the previous year. 

The repurt proceeds to state that the comprehensive new works 
and extensions are approaching completion. A site adjoining the 
Moabit generating station has been acquired for the enlargement 


of the latter, the space providing accommodation for plant of 
30,000 xw., of which machinery representing 12,000 Ew. is being 
installed this year. The central station at Rummelsburg has been 
opened with three turbo-dynamos of 12,000 xw. The total length 
of cables in Berlin and suburbs reaches 3,410 miles, of which 2.398 
miles are for lighting purposes. It is expected that a period of 
quietness in the erection of new plant will now ensue, and the 
developmenta next year will principally lie in increasing the 


working funds of three central stations and the extension of the 
network of cables. 


Eastern Telegraph Co., Ltd. 


Tun meeting of this company was held at Electra House on 
Wednesday last week, Sir John Wolfe Barry, K.C.B., presiding. 
In moving the adoption of the report (see ELECTRICAL Review, 
November 6th, page 817), the CHAIRMAN said the gross revenue for 
the half-year under review &mounted in round numbers to £568,400, 
against, for the corresponding half-year of 1907, £593,400, or a re- 
duction of £25,000 ;1£12,000 of this decrease was due to a continued 
falling off in the receipts from traffic with South Africa, although 
there were indications of a revival in the traffic exchanged with 
that country. Receipts from messages exchanged with Austral: 
asia, China, Japan and Egypt also showed reductions as compared 
with the corresponding half-year; but, on the other hand, there had 
been a steady increase in the receipts from South American trafic, 
while small increases also occurred in other classes of traffic. Con- 
sidering the long period of trade depression which this country 
had experienced, togetber with other countries in all parts of the 
world, he thought they shouid feel thankful that their revenues bad 
not suffered to any greater extent than was shown in the accounts 
submitted. The business of submarine telegraphy was, of coute, 
largely dependent upon international commercial activity, and no 
surer indication of the general state of the worlds’ commerce could be 
found than in the rise and fall of the traffic receipts of this company, 
because they were not dependent, as was the case with some com- 
panies, on the volume of business exchanged between one or two 
countries, their revenues being derived from traffic emanating from 
the most important centres of the world. This circumstance was а 
source of strength to the company, and had enabled them to pays 
steady and fair dividend to their stock-holders, while at the same 
time maintaining their reserves. They thus possessed a feeling of 
security, even during periods of depression such as those which had 
lately been universally experienced by nearly every commercial 
concern. Turning to the expenditure side of the accounts, it would 
be seen that the ordinary expenses for the half-year amounted, in 
round numbers, to £261,100, as compared with, for the corresponding 
periods of 1907, £243,500, or an increase of £17,000. This 
increase was practically accounted for under two headings—viz, 
working expenses at stations, and expenses attending maintenance 
of cables, including depreciation of stock cable, the former showing 
an increase over the corresponding half-year of about £4,800, sud 
the latter £13,900. As regards the increased expenditure under 
Abstract B,” salaries and wages accounted for about £1,800, 
and was due to automatic increases in the salaries paid to staf. 
Their contribution towards the expenses of joint stations worked 
by other companies were £600 more, while the contribution from 
other companies towards the company's joint stations expences 
was £1,200 less than that for the corresponding half-year, tbis 
being due to an alteration of the proportions payable, 
covering a period of eighteen montbe, the whole of tit 
adjustment being contained in the present a-count& 50 
far as Abstract C" was concerned, this was an item of expendi- 
ture which was necessarily of a varying nature, depending as it did 
upon the number of interruptions to the oables and to the extent of 
the consequent repairs. Daring the half-year under review, 
extensive repairs had been necessary to some of the cables, the 
quantity of new cable laid into the line being considerably in exes 
of that used in the half-year to June, 1907. The figure appear 
in the accounts as representing the cost of maintaining the abc, 
would have been much larger were it not for tbe fact that tbe! 
repairing ships bad been engaged upon important work for othe! 
telegraph administrations, the credit under this heading being 
about £7,000 more than for the corresponding half-year. The cable 
ship Aber had undergone an extensive overhaul, and had been fitted 
with a new boiler, and in accordance with their usual custom 0 
amount of 45,000 had been applied irom the maintenance sbi! 
reserve fund towards this exceptional expenditure. The net гей. 
of the half-year's working, added to the substantial balance brovel! 


forward from last balf-year, was that after providirg for the ш 


interim dividends, they were able to carry 4100, O0 to the ПЕТ, 
reserve fund, and to carry forward a balance of £53,700. рох 
the half year it was decided to continue the renewal of the 065 
of the Ad.n-Dombay cables. The cost of this work, £107,000. r 
been charged to the general reserve fund, for which purpose 0: 
fund was primarily maintained. In 1904 they began the d 
of this section, which was originally laid in the year 1670, x] 
during the tbree half-years ended March, 1905, they chari 

£145,000 to the general reserve fund, the total charge to date 2 
respect of this renewal being £252,000. The greater part of ү 
cable bad now been renewed, and the remainder would be taken т 
band as necessity arose. Notwithstanding these heavy m 
against the general reserve fund, that fund now amounted to at= 
£1,138,000, while the total reserves sggregated to £1,785,000. — 
question of the reserve fund bad frequently been Чет 
to at these meetings. The subject was a very important A 
No doubt the majority of the stockholders fully sppreci# "T 
benefits which they derived indirectly from the possessio? 
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substantial reserve fund, and he believed that the bulk of the 
telegraphing public also realised that this fund was administered 
and utilised for their ultimate benefit. The trade of the world 
was carried on to a great extent through the medium of submarine 
telegraphy, and as the rivalry of nations became more keen it 
played an increasingly important part in business transactions 
from day to day. It was essential, therefore, that the telegraph 
service should be maintained at a high standard of efficiency: in 
order to keep pace with modern business methods. It was their 
constant endeavour to do this, and to grant additional facilities 
and reduce the rates to the public whenever it was practicable to 
do so. Reduced rates frequently necessitated an increase in their 
carrying capacity, which could only be provided by extra cables 
and improved apparatus. Their working expenses were, in con- 
sequence, considerably increased without, as was frequently the 
case, a corresponding additional revenue being secured. It followed, 
therefore, that these facilities could only be granted by the expen- 
diture of large sums of money, which must be provided either by 
raising additional capital or out of the reserve fund. They con- 
sidered it more prudent to adopt the latter alternative. They also 
considered it best to carry such sums to their reserve fund as would 
replace the large amounts which must be withdrawn from time to 
time and utilised to the mutnal advantage of all concerned. Had 
this course not been pursued when, during the South African War, 
they expended nearly one and a half millions for the new cable to 
South Africa, they would bave been obliged to issue additional 
capital, the revenue would ‘not have grown correspondingly, and 
the company would not have been in the sound financial position 
in which it was that day. Neither would they have been able to 
carry out the many important reductions in the rates which they 
had made during the last few years to various parts of the world, 
to the great advantage of the public. Thus, the results of their 
policy had been that, from the point of view of the stock- 
holders, they possessed a stable position with dividends that 
did not fluctuate with the ups and downs of trade, a 
sition with which few joint stock enterprises could compare. 
rom the point of view of tbe public, they had been enabled to 
provide the money for enormous extensions of the cables, with not 
only no increases of tariffs, but with most substantial reductions to 


all parts of the globe. He could give a few examples of the redue- 


tions they had brought into force during the last 14 years: Spain, a 
reduction of 25 per cent.; Portugal, 33; Gibraltar, 33; Malta, 25; 
Greece, 14 ; Egypt (Alexandria), 37; Aden and Perim, 47 ; Zanzibar 
and Mombasa, 68; Morambique and Lourenco Marques, 71; 
Seychelles, 65; Mauritius, 71; South Africa, 71; India, 50 ; Penang, 
90; Singapore, 39; China, 37; Japan, 54; Philippines, 51; South 
and West Australia, 37; Pernambuco, 43; Rio de Janeiro, 35; 
Buenos Ayres, 32; Chile, 35; Bolivia, 25 ; Peru, 29—or an average 
throughout the system of 48 per cent. Surely, therefore, any 
fair-minded man who had given a little time to study the 
methods adopted by the directors in order to fulfil their public 
duties, must come to the same conclusion as was arrived at 
by the Inter-Departmental Committee appointed by the Govern- 
ment to look into the whole question of the cable companies 
vis-a-vis the public and the Imperial and Colonial Govern- 
ments. In conclusion, the chairman referred to the proposals for 
1d. a word telegrams all over the world, and said the subject could 
never have been properly or even reasonably thought out by those 
who suggested it. He read an extract from the report of the 
Inter-Departmental Committee on Cable Communications of 1902, 
in which that Committee held that very large reductions in existing 
rates were quite impracticable. 

Siz JoHN Denison PENDER seconded the motion, which was 
carried. 

Replying’ to questions, the CHAIRMAN said he was still of 
Opinion that wireless telegraphy was not going to be a material 
competitor with cable telegraphy. At the same time, they were 
putting up installations as feeders to their system, and if the time 
came when the system was still further developed, the company 
would be found to have kept abreast of scientific improvements. 


Montreal Street Railway Co. 


TH report for the fiscal year ended September 30th, 1908, states 
that the gross earnings increased during the year by $173,789, or 
4'96 per cent.; the operating expenses by 853,741, or 2°55 per cent.; 
and the net earnings by $120,048, or 8:68 per cent. The gross 
earnings show a satisfactory increase, considering the general 
depression in business ; the percentage of expenses to gross earnings 
has decreased to 58:69, against 60°07 per cent. for the previous year. 
In the Financial Times we read that these satisfactory results are 
attributable to some extent to the fact that the principal main lines 
ате now equipped with cars of the “ pay-as-you-enter "type. The 
principal increase in fixed charges is due to the increased payment 
to the City of Montreal for the percentage of earnings, the amount 
due to the city being $242,431, an increase of $27,591 over the pre- 
Vious year. With regard to the contingent account, the directors 
appropriated during the yesr from the surplus earnings 3175,000 
for renewals. There has been charged against this amount during 
the year $157,285. The directors appropriated $25,000 from the 
Surplus earnings as a credit to the fire insurance fund. The 
amount now at the credit of this fund is $423,959. The directors 
sold in England £460,000 of debenture bonds, and charged the dis- 
count to surplus account. They also issued to the shareholders in 
July last $1,000,000 new stock at 125, and credited the premium 
to the surplus account, leaving the amount at the credit of the 
eneral surplus $2,042,216, an increase of $69,513 over last year. 
€ proceeds of the bonds and the calls paid in have been used to 


pay off the $292,000 bonds which matured on February 186 last, the 


` £208,000 notes which matured June 20th, and the floating liabilities, 


as wellas providing for the usual capital and construction require- 
ments for the year. The financial statements of the Montreal 
Park and Island Railway continue to show satisfactory progress, 
the net surplus for the year turned over to the Montreal Street 
Railway on account of interest being $72,011, an increase of 316,909 
over last year. | 


Stock Exchange Notices.— Applications have been made 
to the Committee to appoint a special settling day in and to grant 
а quotation to :— | 

Metropolitan District Railway Co.—Scrip (fully paid) for $550,000 4 per cent. 
prior lien debenture stock. 

And to allow the following securities to be quoted in the Official 
List :— 

New York, New Haven and Hartford Railroad Co.—£5,784,750 4 per cent. 
уо European Loan of 1907 in bonds of £19 15s. 6d. (500 f.) each, Nos. 1 to 


The Committee bave appointed a special settling day a8 under :— 


Wednesday, December 2nd.—British Aluminium Co., Ltd.— £700,000 5 per 
cent. mortgage debenture stock, fully and partly (£50 per cent.) paid. 


And ordered same to be quoted in the Official List, as well as— 
New York, New Haven, and Hartford Railroad Co.— 25, 784, 750 4 per cent. 
15-year European loan of 1907 in bonds of 419 168. 6d. each (500 fr.), Nos. 1 to 
Bullers, Ltd.—The directors’ report for the year ended 
July 31st last, as quoted in a financial contemporary, states that the 
year has been one of continued depression in trade, and com- 
petition has been keener and more severely felt than in any year 
of the company’s history. Profits in consequence have been very 
largely reduced, though the volume of business has been fairly 
maintained. In order to meet the altered conditions of trade in 
the colonies and elsewhere, the directors are establishing agencies 
in Africa, Australis, New Zealand, India, &c. The benefits of these 
representations must necessarily take time to develop, but it is 
expected that by these means the company will gain closer touch 
with the large buying centres in the colonies and other places. The 
accounts, after paying directors’ fees and managing directors’ 
salaries, show a profit of £14,659, which, with £1,247 brought for- 
ward, makes a total of £15,906, The directors regret that this is 
not sufficient to declare any further dividend on the ordinary 
shares. The interest on the preference shares, £7,500, and 
dividends of б per cent. on the ordinary shares, £7,500, have been 

paid, leaving #906, which the directors propose to carry forward. 


Prospectuses.— The Anchor Cable Co., Ltd.— This 
company is offering for subscription an issue of £50,000—44 per 
cent. debenture stock at par. It is part of a total issue of £60,000, 
and the issue is guaranteed both as to principal, interest, and 
premium, by Callender's Cable and Construction Co., Ltd., who 
have carried on and flaanced tbe business since 1903 asa separate 
concern. The assets in the last balance-sheet were £125,196. The 
manufacturing protit for the last two years was £7,005 and £7,983 
respectively, these sums being arrived at after charging all establish- 
ment and management expenses and directors’ fees, but not the 
intérest on the Bank loan, which will be repaid out of the pro- 
ceeds of the present issue. The list closes to-morrow (Saturday). 

University College Halt, Ltd. —This is an issue of 6,290 £1 shares, 
the dividend of which is limited to 5 percent. per annum. The 
company has been formed by individual members of the Governing 
Committee and Professional Board of University College, and 
others, to supply within easy reach of the College, a home for 
students whilst pursuing their studies at the College. Last March 
а prospectus was issued in a limited circle, and 3,710 shares were 
allotted as a result. £166 has also been received in donations. 
The purchase of the property was completed, and the Hall of 
Residence was opened on October 5th, with every available room 
let. By January next the new wing will be ready for occapation. 

Les Tramways de Szegedin.—Subscriptions are invited for 10,000 
shares and 3,000 bonds in this Belgian company. 


Dorman, Long & Co., Ltd.—A final dividend of 4 per 
cent., making 64 per cent. for the year has been declared. 


Richard Hornsby & Sons, Ltd.—Dividends on 
ordinary and new shares for the year ended September 30th at the 
rate of 64 per cent. per annum are recommended. £15,000 is placed 
to reserve, £2,500 is written off patents, and £4,243 is carried 
forward. 


Metropolitan Amalgamated Railway Carriage and 
Wagon Co., Ltd.—4A dividend for the half-year ended Septem- 
ber 30th on the ordinary shares at the rate of 74 per cent. per 
annum is declared. 


Anglo-Portuguese Telephone Co.. Ltd.—The directors 
announce а dividend of 3 per cent., free of income-tax, for the half- 
year. 

Richardsons, Westgarth & Co.. Ltd.—According to 
the Financial Times no dividend can be paid to shareholders owing 
to the prolonged strike in the engineering trade. 


France.— La Société Industrielle des Telephones, of 
Paris, is declaring a dividend of 164 fr. per share for the last 
financial year; the balance-sheet shows a net profit of £73,634, as 
compared with £71,128 in the preceding 12 monthbt. 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


: Fort- Receipta for No. Route 
Locality. | b the of | 'Total to date. miles 
7 fortnight. wks. open. 
£ £* * 
Aen ee Nov. ü E + 152 5 j 85,515 Dagi 0 | 14 4 ee 
oe ee ee ve ee { , — | ee 
Bath eo ee s [1] ll 1,875 + 11 | 45 е -— 2,998 ' 18 ee 
Belfast ve | o 187,226 |— 45 83 120,053 |— 1, 400 87 $ 
Birkenhead.. |» 15] 1998 |\—~ 41:33 85,594 |+ 380 | 18-69 ds 
Birmingham Corp). 7, 13,910 |+ 180 | Ba ,685 |+ 6,426 (66°46) ., 
Blackpool Corp. LL LT] 17 8,906 EX 839 УС 87,878 or 11°87 oe 
,) ~ Fleetw'd. [1] 14 + 69 19 20,034 == 1,814 8:95 ее 
Bolton ae on ,$ 15 4,254 ж 194 i 83 771,468 + 1,108 26 e 
Bournemouth .. , 11; 2,789 — 18 82 56,512 |— 2,982 [21:72 .. 
Bradford | n 1| 4,328 ,— 82 81 | 1517784 „ 408 | 649 .. 
Brighton |» 15 1.4839 — 3 82,842 |+ 685 | 9:5, .. 
Bristol ee ec 71 14 9,591 ча 1 e. . б 81 ee 
Brit. Elec, Trac. Oo. 
Airdrie ee * [T] 6 449 |— 90 | 44 9,884 — 39 | 8°65 ee 
Barnsley ° Т ti 846 1+ 11 " 1,874 |+ 431 ° өө 
Barrow .. 5 6 493|—- 29 „ 10,982 — 642 | 5°37) .. 
Cavehill . eln 6 1M 1— 3j p 8,994 |+ 167] .. | oe 
Devonport „| n j 916 1+ 53 y 20,700 |+ 9239 | &85 | .. 
33 А Я 8 э, — 90 "5 9 35 + du 1 re we 
ravesen ө» 11 ) — " 9,467 — 1, "Bl oe 
Greenock „ 6) @60|— 286 „ | 923,506 |— 5,859 | 25 | .. 
Hartlepool DEAD. 440 — 87 „ | 10,719 |— 2,272 | 672 | ., 
Kidderminster oe Т) 6 180 TT 16 ee 5,026 — 872 ee 
Leamington » 6 B25 + 45 „ 7,731 |+ 470 3 |... 
Merthyr .. keda D 417— 21 „ 9,400 90, 29|., 
Metropolitan „ 6 11,413 |+2,110 | „ | 256.558 |+ 48,499 | 22 | ., 
Middleton ein 6 582 |— "|, 15,958 |+ 111 85|.. 
Mid. Joint Com'tee| ,, 6, 11,288 |— 768 | „ | 255,218 |— 5,818 |. s 
Oldham—Ashton | , 6 1.066 — 180) „ | 26,264 — 9:18 | ., 
Peterborough 8 ô 220 — 10 „, 5,718 |+ 1 | 6°81) .. 
БИИ mS) Е at | P| 
о esay ee ГІ] . + [1] U as 504 75 ee 
Bouthport.. ..| „ 6 466|- 91| „ | 12,59 — 748 8˙17 
8. Metropolitan. „ 6 1525 |+ 165, „ 88.400 T 45838. 
Swansea — » 6 1.825 1+ 63] ,, 49,001 |+ 991 125 | .. 
ЕТЕНЕ 
eston-s- .. A = ' , ~ ee 
Worcester +" 6| 811 — 9 „ | 12,679 — 8315-75] 2. 
Wrexbam „„ 6 197 7 “|, 4,584 |— ОИ eir 
Yorks. Wool. Dis n 6 1,185 |— 18 „ 40817 |— 795 174. 
Miscellaneous . T] 6 | 859 пее 61 ee 9,274 — 744 * ee 
Burnley ee . 0 т 1 2.167 E 272 . ee ee 7˙5 " 
Burton-on-Trent ee | T] 15 | 490 + 12 89 9,1^4 т 10 eo 
Card. „ 7 Wen Boy . | WES ЫР oe |n 
Cardi ee ,» ' 9, = , = 1 ae eo 
Carlisle. , 14 319 — 31 45 8.0860 — 4. 
Saber : 18) мшу „ | Sus (tt Уа 
Cork ee oe , ; ' m E 
Croydon у. «|» 10 2,675 = 22 33 1020 = 601 11:95| 76 
{ Darlington oe °з == * — = a 
Darwen „| „18 446 |— 44 | 39 ds T" 4'88 | .. 
Dover.. d © s" 7 858 — 17 82 7, — 810 475 Р 
Dublin za .. „ 18; 9,919 — 966 .. | 108,514 |—28,694 54.25 5'5 
Bangs Е 11 | 2801 + "8 252 | 81,653 + 1642 | 145) .. 
East Ham «|, M bt 1 3 23 de ni pn *68 
Exeter ee е эз 1 7 + L] oe 
Glasgow T » 14 | $8,721 |--1,072 | .. 414,214 |— 7,083 | 80°65) 1:5 
Hastings ee ee » 12 | 1,122 = 7 eo | . eo ee wie 
Huddersfield | „ 14 2,811 |— 221 | 83 59,883 |— 871 |9285] 5 
Hull. „ 14 4.845 — 185 | 33 81,29 |+ 8 198 
Ilkesto Vs „ „ 12 924 — 20 92 4,687 — 81 895,.. 
Ipswich |... ej p M 650 — 183 19,002 — 273 105 
1 Kilmarnock UN i 142— 2 25 3,893 |— 242 | 4°25] .. 
Lan'ksbire Trm.Co. | „ 12; 2504 — 82 45 58,585 + 8,171 17 1-18 
Lancashire United | „ 11 2,307 — 149 45 | 00520 |+ 2,218 | B9 | 1 
+Leeds ots is 15 11255 — ia $9 | 213,570 |+ ud 96-70, 25 
Leicester • ee » .. 229 — eo ee — ee ee 
Leith.. oo ee 50 7 * 4 996 => 21 252 18,839 — 57 6 ee 
Liverpool „ 1.21410 — 517 45 | 481,361 ,—10,152 | 104 | .. 
1L. C. C-. Oct. 31 | 71,401 |4 1,187 1,089,380, + 122,618; 1213 | .. 
London United Nov. 14 | 10,725 — 668 305,815 |+ 4196|.. |.. 
Lowestoft .. em M | 828 |—- 25 7 1.175 — 8:5 | .. 
Manchester ee ” 14 M о En m д 877 0 80°65 11 
weastle .. è 14 | 7,094 |— 12, — 7,646 | .. | oe 
боо 8 " 14 1,204 — 42 |88 | 22118 — 1,120 | 14:5 | ., 
i Northampton » 10, 482 |+ 1759 | 27) | 13,8 © 5:5 | ee 
Oldham „ 15 3461 — 843 33 | 66,216 — 574 25.75 
een: d Mt mm iet [ae ir 
rtemouth.. эз. 1 " ' t V» 
г э 11 1,851 band 78 ee . e ee "P 
t Reading " 12 1,127 ia 46 82 20,672 + 14 18°95 ee 
Rotherham.. » 12 1,805 |— 28 823 20,128 | + 66 10 *66 
Balford съ ad 17 9 3,8995 — 241 22 142,691 — 125 |88'9| . 
Bhefüeld >. „ 15 10,658 |— 672 | 384 | 187 955 — 2,254 87 | 1:25 
Southampton. | ,, 11 1,861 + 812 | 858.9 |+ 1,099 | .. |... 
Southend-on-Séa .. „ 11 698 |+ 121 | 33 16,067 4 1,375 | .. | ee 
Bouth Shields ..| », 7 1.046 — 14 18,861 |— 817|.. | 
*8windon oe ee M" 4 189 16 >n ee 44 ee 
Tyneside  ,. "sb ae UAM 164 — 19 8211 |— 874 |8&87| .. 
e oe 7 | 1,593 % 92 824 | 90,908 |+ 1,521 872 2 
Ы „ 14 1,080 '+ 92,33 | 21,058 |+ 1,106 | 9 
Wen Ham. , 5 4,778 — 155 82 | 11,562 — 8,161 | 147] .. 
Wolverhampton. , 11 1,560 — 70 | 82 584 |— 652 125] .. 
Baker Bt.- Waterloo „ 14 | 6.200 |+ 5625 20 67,325 |411,810 | 4:25 | 1 
Cen. London Rly... | „ 24 | 11,788 |— 41620 |112,719 | + 46,411 | 682 | 55 
Char. +,Eus.Harop.| 14| 7,135 41,180 20 | 60,815 |+ 14,850 | 7-75 | .. 
City & В, Lon. Riy. | 15 | 6,208 |— 867 20 330 — 1,846 |78 | 1°06 
iDublip-bucen Rly. | „ 6 121 |+ 22 18 | 2715 — 9| 7 |.. 
Q.N. and City Rly. | „ 14| 9899 — 946 | 20 | 26,680 |— 6,150 | 85 | .. 
d. N., P'dy. & Brmtn.| „ 14 | 10,710 — 880 20 | 101.555 | +18.575 | 9-25) 25 
L' pool Overh'd Bly. " 15 2,710 — 101 20 28,199 — 8,539 6:8 48 
Mersey Railway ve "m 14 7 868 + 161 20 37,426 + 826 4:5 oe 
Metropolitan Rly... | Oct. 18 | 84.468 +2,781 | 18 | 259,04 | + 18,756 | 16 | .. 
Met. District Rly... | Nov. Ч : 19,00 |+1.815 184,818 4 80,003 Е 
Anglo-Argentins ice „ 1 54,795 417,583 ME 950,009 ' + 198,646 48 oe 
GAuckiand .. — .. | Oct, 9 , 12.804 |4 2,150 | 40} | 123,418 +19525) 9229 81 
Bombay (B. E. P.) .. | v 2? | 5.098 4 62 40 | 100,238 17,8 .. |... 
Brisbane . | ay 8 | 14,910 11.8732 dd T i 
Calcutta ee Nov. 14 6.7 + 812 | eo ee • ee 
Genera a > Sept. 9.755 + 6894 | .. n x s 
§Kalgoorlie, М.А... Oct. | 8,909 | .. 44 89,186 T 90-6 | .. 
Madras vx 8 Nov. 15 1 149 ae 18 46 25 927 + 1,800 12:76 ee 
Perth (W. A. [E 57 18 9.518 = 260 46 62,085 жы 1,474 46:6 кш 


* Compared witb the corresponding period of 1907. 


+ One week only, 
; Includes horse, steam and other receipts. 


$ One month, 


STOCKS AND SHARES. 


Tuesday Afternoon, 
NzAB-EASTEBRN politics again play a prominent and a disturbing 
part in the Stock Exchange area. The restlessness of Servia is 
much disliked, and produced a general dulness over investment 
departments, in which Home Railways suffered with the rest. 
Reassuring cables went some way towards restoring confidence, but 
an unpleasant feeling of anxiety remains behind. Moreover, there 
are several new issues impending in the gilt-edged market, and 
with a possible tightening of money as the end of the year comes 
in sight, there is not very much to “go for” from the point of 
view of prospective purchasers. 

Copper, the metal, is highly animated, fiuctuating rapidly in 
both directions. Those who favour a further rise point to the 
Pennsylvania Company’s proposed extension of its electric service 
as one indication of what may be expected in the case of other 
important U.S. railrcads. The Pennsylvania is said to contemplate 
an electric service of trains running 120 miles an hour to Phila- 
delphia; Very electric!” was one caustie comment overheard in 
the Stock Exchange. On the other hand, there are copper experts 
who still maintain that the statistics show ample supply to be 
available for meeting any ordinary demand which is likely to arise. 

Metropolitan Railway Consolidated stock continues to recede, 
and the price at 37 shows 4 per cent. loss. Districts remain at 13, 
with desultory offering and bidding for the stock roundabout that 
figure. Central London Ordinary moved down a point; City and 
South Londons remained at 33. | 

Tramway stocks and shares are steady to good. Anglo-Argentine 
Second Preference gained as much as бв. City of Buenos Ayres 
(1904) are steady at 58, er 4 dividend. Buenos Ayres Grand 
National Ordinary hardened slightly, to 23. British Columbia 


. Electric Railway stocks are firm, the Deferred recovering 2 points 


of the 4 per cent. dividend deducted last week. Dublin United 
Tramways Preference rose to 134, an advance af 15s., of which part 
bad certainly taken place before, without the Stock Exchange 
Official List recording it. 

From the hints given during the last two or three wceks as to 
the progress of negotiations between the Mexican Light and Power 
and the Mexico Tramways Companies, readers perhaps will not 
be surprised to hear of another rise of 74 points—making 113 
within the fortnight—in the price of Mexico Tramways Commcn 
stock. The quotation has now reached 147, and the 5 per cent. 
bonds are 924. Mexican Light and Power Common stock put on 
2 points, the Preference rose 4, and the 5 per cent. bonds of the 
Mexican Electric Light Company regained their previous fall of 2. 

By putting on another 4 points, Rio de Janeiro Trams nearly 
equalled the rise which has occurred in Mexico Tramways within 
a couple of weeks, the price being up to 79}, while the bonds at 
92) are 1 better. All the issues of this group are strong. Canadian 
General Electric Common shares rose to 1074, and the 7 per cent. 
Cumulative Preference stock kept firm at 114. 

Calcutta Trams remaiu flat because of the sedition in the city, 
and the market bas become so narrow as to partly justify the 
heavy margin between buying and selling prices as furnished by 
the official quotation. The Stock Exchaoge Committee, however, 
are taking further steps to get more reliable prices recorded in the 
list, more particularly in the way of having the margins decreased 
between the two sete of figures given. It is marvellous that a body 
of men like those in the Stock Exchange cannot discern how the 
present system plays directly into the hands of bucket-shops, and 
affords a ready means whereby the public may be flceced by 
outsiders under the shelter of Btock Exchange official practice. 
Our price-lists, especially those for electricity supply varieties, от 
how the Committee’s requisitions have already been complied with. 

Apart from this, Electricity Supply descriptions jog along in 
their usual humdrum style. Edmundson's 4j per cent. Fir 
Debenture stock ís better, but the metropolitan list shows little 
actual change. Victoria Falls Power Preference drooped to 108. 
after their recent giddy rise of about eighteenpence. 

The telegraph section displays more movement. It is singular 
to notice that while Anglo-American Telegraph Deferred lost some 
of its sharp rise, the Ordinary and Preferred stocks both improved. 


Eastern Extensions are weak, falling 7s. 6d. to 124, and Eastern 


Telegraph Ordinary is down a point to 1363. Agitation for penn) - 
a-word cablegrams is rather disturbing proprietors of these 
securities. The discrepancy between the two quotations is very 
marked. A few movements of } and 1 in debenture stocks bave ' 
taken place. Marconi shares have risen 1s. 3d., so that tbe middle 
price is 11e. 3d., as against 78. 6d. on November rd. 

American Telephone and Telegraph capital stock has a furtber 
2 points to its credit, and а dramatic rise of 74 in Mackay 
Companies’ Common is ascribed to buying based on the Taft victory. 
National Telepbone stocks are steady. 

In the miscellaneous division, Babcock & Wilcox rose j to 4 
while General Electrics, at 7, аге { down. Edison & Swan shares 
of both kinds are ex their dividends, and no alteration is made in 
their quotations. Willans & Robinson Debenture shed a covple of 
points. Armament shares are buoyant, Armstrongs and Vickers 
being decidedly better on the week, and there is a lot of business 
doing in rubber issues; the lower priced shares in the producing 
companies are in considerable favour on behalf of the speculative 
investor attracted by tbe rise in the price of the raw material, 
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Business done Rise 4| Present 


Closing | Closing k ended 
Present Dividends for the last | uotations otations е ог Yield 
Issue. NAE: four years. Nor. dom. | Nor- Lich. 90g. | Fall — per cent. 
SUO ore 1904. | 1905. | 1906. | 1907. ‘ae оки £ 15, d. 
25 Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 Nil | Nil | Nil | Nil 2}— 81 23- b "m $E Р . 
180,500 Do. do. 5 % Debs., Nos. 1 to 1,250 Red. Nil |6 % |56% |5% | 90 — 93 90 — 98 7 = ге 5 18 in 
881,551,400 American Telephone & Telegraph, Cap. Stock 74965 | 7495, 8 % |8 95, | 181 —185 184 —187 1313 vs +24 5 
A 
$ 58,000,000 Do. Collat. Trust, 4% ux шыш 4% 4% 4% 4% | 94 — 96 94 — 96 Ap | Е 43 : 
698,180 | Anglo-American Telegraph — ..  ..  ..  .. 23% | 88% | 84% | 84% | 57 — 60 58 — 61 59 | 57 | +1 | 514 9 
8,200,910 B. do. do." 6 % Pref. jj 6 % |6 % | 6 % | 102 —103 102 —108 104 1022 516 6 
8,200,910 | Do. do. do. Deferred PER: ü | 4% |13% | 1 171— 177 174— 178 173 1% — i 616 9 
60,000 lo-Portuguese Tel., 6 % Mort. Deb. Btock Red, „ |5%|5%|Б% —102 100 —102 418 0 
44,000 | Chili Telephone, Nos. 1 to 44, . 8 8/8 89,| 8— 83 8 — 83 88 414 1 
3,882,876 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. 194 4 4 % | 884— 904 89 — 91 90 89 +414171 
16,000 | Cuba Telegraph ..  .. ... .. .. .. 5 15% 5 % 6 % | Ti— 83 im . 71132 
6,000 Do. 10 M Pre rf. . 0% 10% 10 % |10 % | 16j— 17i 163— 17 L 51511 
19,981 | Direot Spanish Telegraph, Ord. С 4 4 $ 4 Т 4% D— 33 3 — . 514 8 
6,000 Do. do. - 10% Cum. Pret. i 0% 10 % 10% 10 % | 8— 9 8— 9 . : 6 81 
80,000 Do. do. 43 EU I di 4 Ф ax 44% | 100 —108 100 —108 : 8 14 10 
60,7101; Direct United States Cable 4 4890, ae 18}— 133 1843—18 183 13 6 2 6 
60,9001 | Direct W. India Cable, 44 % Reg. Deb., 1 to 1,900, R. 45% | 4496 | 44% | 44% | 100 —102 101 —1 +1 475. 
4,000,000 | Eastern Telegraph, Ord. ков. ы “же 79 7 Ф 7% | 7 % | 135 —188 184 —187 186 | 184 +1 15 22 
2,000,000 Do. 49 Pref. Stock. ee ee 8$ 84 84% 830 84 — 86 B4 — 4 1 5 
800,000 | Eastern Extension, Australasia, and China Tele. 7 7 7 7% —1 113 — 12 136 li | 3 | 618 2 
752,400 ; 4% Deb. Btook.. .. .. 4 $ 4 4 4 95 | 101 —108 101 —103 817 8 
,T00 | East & 8. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1900 4 4 4 4%! 994—1014 100 —102 +4 | 818 5 
900,000 Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 1% 4 4 4 9% | 994—1014 993 —1013 T T 81810 . 
181,127 | Globe Telegraph and True 58% | 5396 | 54% | Бд | 104— 11 1 11 1 103 . 596 
181,127 Do. do. 6% Prell. 6% | 6 f 6 6%] 1 18j — 18; 13] Ml T 466 
150,000 Men 2 Copenhagen. - 96 | 2496 |90 $ 20 9% | 30 — 83 80 — 82 2 30 "E 6 5 0 
an ermudas е, lst Mort. 
19,6001 { Debs., within Nos. п Rad. 4% | 4% | 44% | 44% 100 —103 POS End : OB RE EE 
17,000 | Indo-European Telegraph va EN sá s 8 % [18 18 18 56 — 69 56 — 59 66 57 T 5 2 7 
$41,880,400 | Mackay Companies Common 1% 2 83% 4% 70 — 75 78 — 82 783 T +74 | 417 7 
$50,000,000 | Ро. do. 4% Cum. Pret. ©з Чоо x 1% 4% 4% 468 — 72 70 — 74 .. I +2 | 6 8 1 
894,1 Marconi's Wireless Telegraph ..  ..  .. „. Nil |N Nil | Nil h — 3 12/9 x + Y» Nil 
; Monte Video Telephone Co., Ltd. Oord. 4 5 Ф 6 6% — 132 13 — Ira xde 5 12 11 
86,492 Do. do. o. 5 & Pre. 55 52 54 54 = к аха! .. se . | 8 1 
2,225, National Telephone, Pret. Stock ^... ... .. 6 6 6 6 % | 109 —111 109 —111 110 109 es 5 8 1 
8,725,000 | Do. о. Def. Stock git. he ee 5 б 5 | 6 117 —119 117 —119 118 117 2s 5 010 
15,000 | Do. do. 6% Cum. Ist. Pref. ..  .. 6 6 6 6 10}— 11 10}— 11 5 1% a 5 6 8 
15,000 | Do. do. 6% Cum. ind Pref. .. .. 6 | 6 5 Б 103 — 11 10}— 11 v s 4811 
250,000 | Ро. do. 5 9% Non. eum. 8rd P., 1 to 950,000 5% 5 5 5 514— 513 br бї 505 . 471 
9,000,000 | Do. do. 83 9, Deb. Block Red. 34%, 83% | 84% 33% 90 —100 —100 99 — 8 10 4 
1,716,598 | Ро. do. 4% Deb. Stock Red...  .. 4 g 4 4 4 102 —104 101 —103 1 1013 | —1 817 8 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid .. 64% | 7 795|8 Фф 1j— 1 1 19 2 T 85 516 4 
50,000 Do. do. do. 6 % Cum. Pref... % 16 6%/6%! 14— ii 1 12 2 2 . 416 0 
99,100 0. do. do. 4 Red. Deb. Stock ee ee 4 4 4 % 90 — 93 90 == 93 ee oe ee 4 6 0 
11.3805 R European Tel., 4 % Guar. Deb⸗., 1 to 1, & 4%|4 g 4% 1000-00; wi 0 xx 8 z Н H : 
LI ee oe ee oe ec 6 % б Б o 7 -— Бе oe ee E 
99,100 | Telephone Co. of Egypt, 44% Deb. Red.. .. |4 Thi 43% | 100 —108 100}—1024 4 710 
8,088 | Submarine Cables Trust. % |6 6 5 6 127 —180 127 —190 wa 412 4 
100,000 | United River Plate Telephone % 8 5 8 „ 6 68— 75 6H | 61 b 16 4 
40,000 Do. . 5% Cum. Pref., Noe. 1 to 40,000 pA 6 4 Pa 5 „ 5— 5 5— 5 Е 4 10 11 
80,008 W. Coast of America, 1 to 30,000 & 58,001 to 53,008 Nil | Nil 23% 23% | 14— 1 1j— f А " 484 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel, 4% 4% 4 95 | 100 —103 101 —108 Й +4 | 817 8 
907,980 | Western Telegraph, Ltd., Nos. 1 to 207,990..  .. & 1 719% |79 | 134— 14 18 — 183 13% —4 153 В 
800,000 Do. о. 4% Deb. Stock Red. vA 4 2 4 4% | 102 —104 102 —104 us 8 16 11 
88,821 | West India and Panama Telegraph .. з "is il | Nu ne Nil 4— 13 yom FA Es | Nil 
84,568 Do. do. 69$ Cum. Ist Pret. A єз % 15% 8 V 6 y% — 8 8 — | 88 8} í 112 
4,669 Do. do. 6% Cum. 2nd Pref. c ag ‘il | Nil | Nil 1296 81— 9 81— 94 Ps i n 290 
80,0001 Do. do. 6% Debs., Nos. 1 to 1,800 ..| 100 | 5% | 6%!5% 59%, | 101 —108 1014—1084 | Sl. | +4 | 41 7 
| ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
dw ee 
Anglo-Argentine Trams, 10 % Nom. i | | Я 
жин (eere ' Pref, 008700000) „ & a % K „ а si г - 08 h Gj +41664 
‚007 Do. 6 % Cum. Prefs., 1 to 260,007 .. Б | 6396 | 5496 53% | 6 6 — - Р " 410 8 
206 Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 65 85 65 14 Tye" ul ye" й a .. 492 
386,100 | Auckland E. Trams, б % 1st Mort. Deb. Stock... | 100 5 b 6 b 102 —106 102 —105 " A d 415 8 
880,000 | Babcock & Wilcox, 1 to 580,000.. .. 1 [209% |20 J 90 & 20 4 B 4 Bj— 4 79/44 | T6 | + 5 1 6 
,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6% | 1@&— 1% 1ўа— lis 5 8 18 10 
60,000 | British Aluminium, Ord., 1 to 40,000 .. e» € 5 T 7 7 $ 7 96 14— 2} lg— 40/- 35/. — 17 10 0 
60,000 Do. do. 7 Cum. Pref. oe oe ee b 7 7 7 7 % 8 57 4 23 a 84 xd 70/- 65/- = i 10 0 0. 
40,000 | Do, do. 46 & Cum. Pref. 5 6 6 6 6 = 4— 44 B1— 4 : M —} |712 
12,897 Do. do. 4% Funding Certs. .. vs 5 4 4 4 4 8i— 4} 83 — 41 xd ә — 4 811 
48,478 | Do. do. 6% 1st Mort. Deb. Stock Red, | Stock | 5 b 5 P 5 95 | 104 —108 105 —108 Pl + i 412 7 
000 Do. do. % Loch Leven Debs, ..| 100 us .. | 64% | 64% | 97 —100 983 —1004 . +1 595 
400,000 | British Columbia E. Rail Def. Ord. Stock. ..| 100 6 6 6% |8 % | 136 —140 134 —138 140 186 —2 5 15 11 
400,000 | Do. 5 % Pref. Ord. Stock „ sw. „ 100 |5 b 5 5 % | 115 —119 116 —120 116h | 1163 | +1 13 4 
800,000 | Do. 6 % Cum. Perp. Pref. Віоск .. 100 |5 b 695,5 % | 106 —110 107 —109 108 | +1 411 9 
288,000 | Do. 44 % 1st Mort. Debs., 1 to 6, 250. 40 4 44% | 44% 43% | 101 —108 101 —103 102 101; 1017 6 
290,00 Do. 45 % Vancouver Power Debs., 1 to 2,200 | 100 455 4 d^ nts 108 —106 103 —106 T , 4 411 
188,801 | British Electric Traction o 10 6 3 il| Nil &— là = li .. + 1 Nil 
| 101487 Do. do. 695 Cum. Pref. ..  ..| 10 |6%|6 6 B% | 34— 4 Jà— 4 7444 i 78/6 710 0 
478,658 | Do, do. Б % Perp. Deb. Stock. | Stock | 5 5 V 5 & 5% | 90 — 95 90 — 95 К 5 6 8 
628,986 | Do. do. 44 % 2nd Deb. Stock Red. | 100 ma 4495 | 4 | 43% | "76 — 78 78 — 75 738 " 600 
100,000 | British Insulated and Helsby Cables i T 6 8% | 8 10 % 10% 61— 61— T ps — 7 10 11 
100,000 | Do. do. 6 % Cum, Pref. ... n 5 |6 6 6 6 % 6 — 6 6 — 613 — 414 1 
600,000 | ро. до. 44 % lst Mort. Deb. Red... | i060 | 4 & 44% | 4455 | 44% | 104 —107 101 —107 a is a 441 
208,440 British Thomson-Houston 43 % Ist Mort. Debs. .. | 100 4305 445 48% | 44% | 91 — 96 91 — 96 e . ; 413 9 
400,000 { ritish Westinghouse 6 % soe 500 (оло b Ni | Ni! Nil Nil i— & à— в 10/- ^ B Nil 
1,016,858 | Do. do. 4% Mort. Deb. Stock .. | 100 4 % 4% 4% 4 % | 40 — 45 40 — 45 e $ | 81710 
60,000 |: Browett, Lindley & Со., Ота. .. ...  .. O F 1 Nil | Nil} Nil | Nil ў А i H ae EN a Nil 
50,000 |; Do. do. 6% Cum. Pref. ..  .. 1 | Nil} Nif Nil] Nil | 14/6 to 15/6 | 14/6 to 15/ * he кт Nil 
106,781 | Brosh Electrical Engineering, Ord., 1 to 105,731 .. 9 Nil | 24% | Nil | Nil vs a Vs a sé Nil 
150,000 | Do. do. Non-cum.6 % Pref... — .. 2 |6%|6%| Nil! Nil ex из ©з és с Nil 
125,000; Do. do. Н, 9% Perp. Deb. Stock .. Stock 405 4495 | 44% d 68 — 73 68 — 73 ae МЯ ү 6 8 3 
125,000 Do. do. 4$ ^5 Perp. 2nd Deb. Stock.. Stock | 44% | 44% | 44% | 44% | 60 — 54 60 — 64 es ja i 8 6 0 
187,610 | Caloutta Trams, 1 to 187,610 ..  ..  ..  .. b % 18% 18916 9 | 44— 5 44- 5 96/8 | 92/6 КР 6 0 0 
45, 304 Do. 5% Cum. Pref., Nos. 1 to 29,880. . 6 55 % 5 |5 4g— ök 48 — бА 574 5 aN 417 7 
850,000 Do. 44 % Ist Deb. Stock.. | 100 | 44% | 44% 43% 43% | 103 —106 103 —106 8 "i И 4411 
85,000 | Callender's Cable Construction shares "E. 5 123% 15 % 15 % 15 % — 10$ 94— 103 T їй - 7 210 
40,000 Do. do. 5 % Cum. Pref. f... 5 5% 5 % 5 „ 5 % 57 11— 57 5 611 
800,000 Do. do, 44% lst Mort. Deb. Stock Red. | Stock | 44% | 44% | 44% | 44% | 1073 —1091 1074—1095 - 4 2 2 
491,233 | Cape E Trams., 1 to 491,222 - és ЯР 1 5 | Nil | Nil; Nil = i i— А I з e. Ми 
450,000 | Oastner-Kellner Alkali, 1 to 450,000 .. ``; 1 14% 6 8 12 % | 1%— 114 114 —. ІН 33 / | 31/10} 7 M 10 
1,510.53 о. до. 43 % lst Mort. Deb. Btook | 100 43% | 4396 | 44% | 44% | 103 —107 104 —107 10 | 105 2 4611 
806,610 | Central London Railway, Ord. Btock.. — ..  .. Steck 4% | 4% 41% „ | (M — 70 — 6 — би 08 ; 07 —1 | 4 9 
658,195 Do. do. 4% Pref. Stock .. . Stock | 4 % 4 4% 4% | 86 — 8 56 — te ШЕ. A onus | T 4 10 1] 
L 50195 Do. do. Dei. do. .. .. Stock | 4 & (4% | 4 Ni 120] (0 — 58 | a A ш; +4 | 815 6 
480,000 | City and South London Railway | ..  .. .. Stock 23% 13% | 28% | 28% | 874 — 833 823 — 834 | 834 | 9228 6 6 10 
Nic тышы ы чыш RCM UON у ысы - ИРЕ | | 
* Unless otherwise stated, all shares are fully paid. t A period of nine months. From Manchester Share List. 


Continued on next padao. 
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SHARE LIST OF ELECTRIOAL COMPANIES —~{ Continued. 
ELECTRICAL RAILWAY, 8 ARD INDUSTRIAL COMPANTES.—(Continuct) 


Present | Block Closing | Closing | Business done | Rise +| Present 
Issue, NAME, are = Quotations Quotations | week ended or 
Share, йе; Nov. 10th, Nov. 17th, | Nov. 17th, 1908, | Fall — | per cent, 


— — 


° 1904, | 1905, | 1906, | 1907. (Highest Lowest. a. d. 
85,000 Qrompion & Oo., сү 1 to BB, мо. > 8 |9495' 9496/5695 | 695 | 1%— 1% 1 th | .. * 0 9 
0. Ist Mort. Reg. ebs. ój 1 to) а 
100,000 900 of £100, and 901 to 11,000 of £50 Red. e |56%]|56% |6% |5% | 98—101 96 301 19 0 
260,000 | Dick, Kerr & Co., 1 to 260,000 1 |10% 110% 109% 10 | lġ— 1% 18 — 1 | 135 
B05 000 Do, do, 6 €, Cum. Pref., 1 to 805,000 1 6 6 % % k 11 i 1 | 16 0 
276,880 Do. dc. 49% Deb.Btock .. '.. 100 | 4455 | 44% | 44% | 44% | 101 —104 101 —104 61 
60,000 | Dublin United Trams. (1896), 1 to 60, 000 10 |6 6% |6 2 „ | 1143— 123 llà— 12%. | 19 
60,000 Do, 6 % Pret. between 1 and 60,000 | 10 6 6 А 6 6 | 19i— * 18 — 14 59 
09,961 | Edison & Swan Utd., “A” shs., £8 på., 1 to 99,961 5 do 4 4% | al %— i - 2 xd 12 6 
17,189 Do. 435 shares, U 017, 180 5 b | 4495 | 48% | 42% 14— 24 là— A xd | 69 
317,875 Do. 4% Deb. Stock Red. 10 |4% 4 154% | 16—19 76 — 79 13 
67,720 Do. 5% and Deb. Stock Prov. Certs, ‘all pa. 100 5 | 5 5% |5 | B4 — 87 R5 — ER | 15 8 
112,100 | Electric Construction, 1 to 112,100 а |491 Ni | NU ма | yp,» — iy B)— 4 Nil 
81,390 Do. do. 7% Cum. Prèt., 1 to 81, 800. 8. Ly & т%|7%|7%| 1. 1 1i 0 0 
25,000 | General Electric Co. (1900), 5 % Cum. Pre f, 10 6 16 Ф 55152 1 — 1% ж. | nu 
200,000 | Ре. do 4 4, Mort Deb. Stock 4 % | 4 t% 49 | 84 — 88 84 — | n 
78,000 | Gt. N. & City Rail. Pref. Ord, “А” 4%, 1 to 78,000 10 | 4 4 4 4%, — 1 1 500 
96,000 | Greenwood & Batley, 7 % Cum. Pref, 10 771 T% |7% | 101— 102 1 104 610 8 
80,000 Do. do. 6% Mort. Debs. 100 5 6 b & 6 95 | 102 —108 102 —108 4 16 10 
40,000 Henley’ в (W. T.), Telegraph Works, Ord, Б 15 16% |15 1595 | 104— 113 104— uj 2 
40,000 Do, do. t % Pref. Б | 44% d$ 4a% | 5— 5 5 — Б 1.10 
150,000 Do. do. & Mort. Deb. Stock | Stock | 44% | 44% | 46% | 44% | 107 — 109 107 —109 TE 
60,000 | India-Rubber, Gutta- RS, & Telegraph Works. 10 5 | 10% 10% 10 96 | 16à— 17 168— 178 811 
87,500 |! Liverpool Overhead 3 Ord. E. 10 13% | Nil | Nil 4% là— 1 1— 1% 476 
10,000 |+ Do. Pret., fully paid 10 |555,|695,| 595, 5 95 | 5— 44— 5 0990 
600,070 | London United ed (1901), 1 to 50,007... 10 6 5 37 189% |8 % am 6 a 4 4n 
899,990 | Ро. do. 60,008 to 100,000 . 10 6 189% 189% |8% 6 61— 6 ER 
125,000 Do, do. b % Cum. Pref., 1 to 125 000 10 5% 5 & 5 & 5 | 44 — 58 44— 54 110 
1,881,000 Ро, до. 4% 1st Mort, Deb. Stock 100 44 4 4% | 70 — 75 70 — 76 548 
6,782,062 | Metropolitan Consolidated ^ 100 8 95 | 20% | 1576 | M95 | 37 — 38 361—373 139 
2,640,914 Do. Burplus Lands 100 9395 | 2895 | 22% | 939% | 67 — 69 67 — c9 | 81» 9 
8,235,000 Do. District .. 100 Nil | Nil | Nil. | Nil 123— 183 | 193— 134 ND 
814,016 | Metropolitan Electrio Trams., Defd.. : 1 | Nil | Nit | Nid | Nil &— d$ | #— » 
500,000 Do. do. 5 % Cum. Pref. . 1 |595,|69$5|6 4 b à— i4 | — i£ 519 5 
898,800 Do. do. 44 96 Deb. Btock Red. | 100 4% | 44% | 44% | 43 92 — 95 | 92 — 95 т. 
945,500 | Potteries E. Tro. 1 5 |4 & 274 1— à E à вор 
945,500 Do. 5 V Cum, Pref. 1 |Б9, |5 5 9, &— 5 | — 3 emu 
945,000 Do. 44 % Deb. Stock e 100 | 4395 | 4395 | 449% | 4 92 — 95 | 90 — 93 xd | ТЕ. 
87,850 | Telegraph Construction and Maintenance .. 19 |15 9% |15 % [15 & vili 82 — B4 89 — 84 6H 8 
150,0001 Do. 4% Deb. Bds., 1 to 1.500 Red., 1909 | 100 15 471 4 101 —108 1014—1084 81% 
1,0С0,000 | Underground Electric Railway, 5% Prior Lien ip * Ар яр se 26 914— 92} | -- 984 m 
2,800,000 Do. do, 44% Bonds. 5 25 к 3 75$— 764 754— 76 . 
4,900,000 Do. do. 6% Income Bonds =o ‘Se : Же 23 — 24 98 — 94 T 
66,666 | Willans & Robinson, 1 to 80, 000 & 80,001 to 116, 666 1 Nil | Nä | Nil 10 à— 1 | — 1 000 
66,666 | Do. 6% C. P., 80,001 to 80,000 & 195,001 to 141,686 5 Ni NI .. {6 2— 23 | 2— 9 AM. 
216,404 Do. 4% Ist Mort. Deb. Stock * 100 49149 1495, 495! 72— "6. *0 — 74 EX 


ELECTRICITY SUPPLY ‘COMPANIES. 


000 
j Ü 0 10 
9,725 рат 1 1 7 
896,816 | Central Electric Ва apply. 4% Guar. Deb. Btook .. 4 4 4 
000 Ста Cross Ane кал ectricity Supply 8 5 5 
80,000 Do. s m. Pref. 4 
,000 Do. m Gig U e % Cum. Pri. 4 
445,736 Do. do. 4% Deb. Stock Red. zs 4 4%: 4 
49,406 | Chelsea Electricity Bupply, Ord. Ke vou. MES 6 6 4 н 
176,000 ро. ‚ Btock Red. 43 4 x 4 1 
City of London Eleo. Lighting, Ord. 40 001—110 6 6 16 
40,000 Do. Cum. Pref., 1 to 40, 600 6 6 Y16 4 
400,000! D i Db. Stk., Scrip. ( (iss. at 115) all pa. 6 Б ІБ 0 
800,000 43 % 2nd. Db. Stk., Prov. Crta., all pd. 3 4 X. | 44 5 
50,000 бошу о! Durham Electrical Power, Ord. . es 014 612 8 
60,000 ps do, 6 9, Pref. . 6 96 5 7 А 5 0 
A. 000 do. 5 . 18+ Mtg. Deb. е з _ ee ee 
40,000 Gian y of London 1 Electric Lighting, Ord. 1—40,000 44 5 5 н 
50,06 ро. до. 6% m 2 40,001 1—60, о 6 6 6 1 А 
400,000! Do. ao зе Stock >, 4 : 
400,000 Do. nå. Deb. Stock 4 97 —100 10 
80,000 | Edroundson’s шебін m Ord. Shares .. 7 4 2 à NI 
80.000 Do. Cum. Pref. .. “© 6 6 1 Nil А 
490,200 Do. до. 4 5 1st Mort. Deb. Stk. 44% | 4 t9 — 66. 6 18 
$8,150,000 Electrica] Dev.Co.of Duane, 596 18tM tg.Gold Bnds. i ж 82 — 85 ia 
10,000 | Folkestone, 1 to 10, %% . .. oo ee 6396 | 5396 | 4— 6 ; i 
10.000 Do. 6 % Cum. Prot., 1 to 10,000 e. o s. Е у 5 — 41 i 
90,000 Do. 18% Deb. b. Stock ee ee ee 4$ 97 —100 4 10 9 
;15.000 | Hove, 1 to 15, «s as 9 6 — 6 6 10 
$1,325,000 Kaministiquia Power Co., ‚5% Gold Buds. .. - 94 — 96. d 
$1,000 Kensington and and Knightebriage Kiectric Ord. — 83 51i : 
00,000 do. 4 96 Deben. Btk. 94 — 97 41 : 
111,000 Loe "Electric ГЕСЕ . Limited, Ord. 1 БИ 
70,000 Do do. 0 6 % Pref, .. 4 6 18 10 
874,896 0 zi. 4 X rgo Без. Red. 89 — 92 l u " 
Me ten Electric Bopp us 4 
ial 2 Sun Bret itio.. | 2 4 TE 
000! Do. 15% Ca Mort. Deben. Btock .. 106 —100 4 : i 
948.000! Do. Mort. Deben. Stock Redem. 84 — 80 4 | 
$6,000,000 | Mexican Electric ght Co., 5% Ist Mtg. Gold Bnds |  .. & — 86 5 
818.585, 000 Do. Light and Power Co., Ltd., Common .. | $100 14 — 76 .. 
81 500,000 го до. 1% Cum. Pref. Stk. | Stock 1084—1054 vs 
$19,000,000 do. 5% Ist Mig. Gold Войв, | .. 88 — 90 " 
550,000 Midland Electric Co oration, 44 % lst Mort. Deb. 100 95 — 98 4 u 0 
87,500 | Newcastle-on- Tyne; 3 87,500. . МА E Б 41 7 р 
87,600 Prat 1 toe 00 eo ec 5 5 — 410 à 
10,869 | Notting Hill mleotric ey. g TP 10 113— 12 b + ^ 
90,000 Oxo, 1o 8 end 40 to 90 ee ee ee 5 6 | М 
60,000 4% Deb. Stock .. ee | 100 95 — 99 4 
119,691 Me Plate Elcty. Co. Ord. Nos. 1 to 120,507 ee 1 1à— 1% са 
100,000 | Do. do. 6% Non Cum. Pref. Nos wi 100000 1 i— là sd 
194.64 Do. do. 5% Deb. Stk. Red. .. | 100 zi tI 
40 Bt. James’ and Pall Mall Kiectric Light, Oord. 6 ji— 6 5 
90, Do. do. Та Pret. 30068 to 40 6 |1 q— 7 11 
150,000: р. Moc 100 à B6 — 90 Ш И, 
16.700 d. Btock Stock | 4 d x a £u : 
65,000 | South n London reped ee T 5 4 1 8 g 
120,000 South e Elec. Lt. & Power, + 08 | | i è E % : T 
: 1 
200000 Do: ав a o La Int Deb. ваў. | ate а EP 15 
тап Ele upply, Ord e. ee | 
89.885 U Do. 90. 8 6% Cum. Pref. 6 |5 і A m 10 15 [ 
275,000 Do. do. 44% let Mort. Db. Bik. Red. 100 80 — 88 80 — рав 
800,000 | Victoria Falls Power Co., f. Nos. 1 to 800,000 . 1 ©» Эй ^9 1 
110,000 | Westminster Kiectric io Bupply, Ord. .. _.. _.. 6 114 і NM М : 
: duced Tol 6% since 31st Deo., 1906) 
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ELECTRICAL DRIVING IN COTTON MILLS. 


Br W. Н. BOOTH. Жоо 


(Concluded from page 866.) — 


TuRNING now to the third estimate for imported current, 
the capital cost is seen to be halved so far as the millowner 
is concerned. It is, however, certain that the central power 
station has plant which fully makes up the difference, not to 
mention the expensive pole transmission line. Moreover, 
no general power station can pretend to possess more than 
half the load factor of any one of the cotton mills it may 
number among its customers. The power station cannot 
purchase coal or stores on better terms than its customers. 
Now, some one must pay interest on the line cost, for the 
line loes of current, and for the station plant, and poor 
load factor. There appears but little prospect that such a 
general station can sell current at a price that will pay both 
the station and the epinning mill. According to the figares 


put forward by Mr. Snell a year ago, Manchester cannot sel! 


current at a profit for anything like 0°657d. per unit. 

Consideration of the above facts, however, does seem to 
point a way to а system of electrical driving that would 
show an economy. If Lancashire be examined, it will be 
found that there are numerous groups of mills all very close 
together. Assume it to be possible to start to-day to build 
these groupa afresh, it would be perfectly practicable to 
drive them from a central power station, to heat them and 
to light them from the same station, and the load-factor of 
the station would be better than that of the mills, so that 
there would be less surplus of machinery, and the ordinary 
low load-factor losses of the common power station would 
not occur. There would be no transformer costs, no rope 
hcm. very little line loss, and no heating boilers, &c., at the 
mills. | 


The great cost of the 200 to 300 per cent. extra expensive 
running machinery is, of course, the chief item in electrical 
driving. In.a widely spread dockyard, an ironworks, or a 
shipyard, and even in machine Shops, this expenditure 
replaces costly lines of condensing steam pipes, various 
scattered groups of boilers each with its expensive attendants, 
isolated wasteful engines, uncared-for line shafts and other 
items which consume power and fuel wastefully. But it is a 
very different affair to provide this costly plant to drive a 
matter of 1,500 or 2,000 н.р. packed into a single 
four-floor block of buildings, full of machines all at work, 
and all within a short rope drive of the source of 
power. The writer is convinced that the cotton-mill propo- 
sition cannot be so airily dealt with as some would try to 
make believe, 

No one is likely to deny that in many, if not in all, bleach 
works or calico printing works, a very considerable economy 
must be secured. But the conditions are wholly different 
from those of а spinning mill. And some people have 
already found this out—by paying for it. Otbers have been 
carried away by electrical driving as seen in American mills, 
with water-power transmitted from a distance. But such 
cases differ entirely from coal-generated electricity, trans- 
mitted from near to one coal pit to points equally near to 
other coal pits. "I 

In the estimates of running costs, coal is seen to amount 
to about two-fifths of the total costs in (a) and (^). 

In the case of (с) current amounts to 77 per cent. of the 

Costs, and actually to more than the total costa of case 
(a). If carrent could be sold for 3d. per unit, purchased 
Current would beat rope driving for total economy. 

The problem before the electrical engineer is thus brought 
down to selling current for $d. transformed at the mill door. 
And having done this, it must be there as reliable as is rope- 
driven power, 

There does not, so far, seem much prospect of economy for 
а full electrical installation at the factory. But if engineers 
Would seriously take in hand the utilisation of power now 
жа, to waste in the shape of blast furnace gas, it would be 

possible to transmit electricity and sell it for even a 


less figure. This, of course, preeuppo ! 
high voltages, such as is done in Canada and America, where 
for years transmissions have been at work on lines which 
English electricians have pronounced impossible. In Mexico 
also these high voltages are common. In a country. во fully 


settled as England, it should certainly be far.easier and safer 


to install and guard a high-tension pole line than it can be 


in Mexico or Canada. But to expect coal-driven steam stations 


to compete at a distance with the simple mechanical plant of 
8 cotton factory, itself next door to a coal pit, is entirely to 
miseonceive the economics of power practice, and to lose: all 
sense of proportion. There is no virtue in electricity, per se, 
that renders. it possible to transmit it economically, except 
where the cost of power at the generating station is seriously 
below the cost at the point of consumption. Except for the 
one item of the blast furnace, this condition is absent in 
Lancashire, because the Lancashire mills are where they are 
because the coal pits are there. IP MEME 

The hope for electricity lies in this direction, and the 
recent putting to work of a gas engine to drive a spinning 
mill may have an effect beyond present appearances if it 
shows that the large gas engine can be depended upon. The 
cost of power is closely considered by the cotton spinners, 
but it is not put before reliableness. Lancashire mills have 
no spare plant beyond one boiler, which is laid off in its turn 
with the others for cleaning. Yet stoppages or hitches are 
extremely rare. Even if cheaper, thére would be an uphill 
fight. for transmitting electricity pending the time when ita 
present stoppages and uncertainty will be overcome. But 
even when this time has arrived there can be no appre- 
ciable improvement upon the conditions already pre- 
vailing with rope driving, so that price will ultimately 
decide the issue unless it can be clearly and un- 
equivocally shown that electrically-driven machinery can 
actually, as claimed, be run so much faster on the same wear 
and tear and waste production, than the machinery in a 
modern rope-driven factory.  Messrs. Brown, Boveri and 
Co. seem to be pointing a direction of promising effort, 
which is of particular value in connection with electrical 
driving. It is, of course, the fashion to sneer at rope 
driving, and to make great claims for direct connection, 
but this has been much overdone. Of seven elec- 
trical stations, the records of which have been much in 
sight, one had rope-driven dynamos-of an old and obsolete 
type. The rope arrangement was inferior. Yet this one 
station gave less tronble than any of the others, all of which 
were direct connected. No good will be effected by the 
electrician who tries to prove to a cotton spinner the lack of 
reliableness of ropes. The attempt will be regarded rather 
as covering a feared failure of the electrician himeelf. 


Esrntarn No. 1 ғов Power Prant or Соттон Мил, 110,000 
SPINDLES. Boiron Counts. 


Mechanical Rope Driving (a). 
Capital outlay— пе 


Engine, 1,500 І.н.р., piping, &c. MR. ый . &4,765 
Four 30 ft. х 8 ft. х 160 lb. boilers and superheaters 2,400 
Boiler house piping Jei baie wat е e 600 
Boiler seatings and chimney  ... ee sts ate 1,000 
Reservoir (not always needed near а canal). ... 1, 500 
Engine house e ove - es 8: - 600 
| Engine bed . TI us А wee’ 500 
Rope race is siete - ЗА 73 - 500 
Boiler house aes si 9275 T" ds ET 400 
Economisers, dampers, engine 85 н 700 

Lighting generator, 75-Kw. pilot engine and foun- 

dations, &c.,; generator, switchboard, and wiring, 
K., 1,200 lights ^. ... | ... dbs iss F 1,450 
Gearing ...  ..- .. ee us „ deed 2,970 
Cotton driving ropes ... Eus Pit в. а 450 
15-ton hand crane... "LM сы 2 300 
Staging and stairs in rope race ... - ... e 0. 300 
| £18,435 
Running costs (a); year of 50 weeks, 

£2,406 


Coal, 3,850 tons at 12s. 6d. ... um is ise - 
Wages— Engineer, 558.; oiler, 258.; two stokers, 50s. ... 325 


Oil and stores ... S a жез vee ез te eas 
Ineurance—Engine, £80; boiler, &c., £33 ; gearing, £60 ; 


buildings, £20  ... a “2 193 
Rates, 78. ou 5 p«r cent. of £18,435... i - T 323 
Interest and depreciation, 12 per cent. of £18,435 e 2,212 


|^ Equalto 0:477d, per w,-hopr. 


transmission at 


—— ++ —--— — — 
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Estimat No. 2 FOR FULL ELECTRICAL INSTALLATION AT MILL. 


Electrical Driving (b ). 
Capita] outlay— 

1.000-K W. turbo- generator and condensing plant, &c.... 
Four 30 ft. x 8 ft. x 160 lb. boilers and superheaters 
Boiler house piping vs us eT sii T 
Boiler seats and chimney oes 8 oe 
Reservoir (not always needed near a canal) 
Generator house T ats - ve 
Generator E E 
Motor tower and carriers saz 
Cables and switchboard and motors 
Boiler house site ке vis 
Economisers, dampers, engine ... к i s 
Pilot engine and generator, switchboard and wiring 

for 1,200 lights, foundations, &c. M 


Mill gearing , 
£21,930 
Add for 75-xw. lighting set, since it is not satisfactory 
to ran lights off same three-phase generator as 
power, вау... Е wale ees oes sis $25 
: £21,890 
Running Costs (b). 
Coal, 4,300 tons at 12s. Sd. ves he £2,690 
Wages — 55%. ; assistant, 25s. ; two etokers, 50s. 325 
Oil and stores e bes 2 s ie e 75 
Insurance—Generator set, E110; boilers and pipes, £33; 
gearing, £40 ; buildings. £15; motors, £60 € 258 
Rates, 7s. on 5 per cent. of £21,330 ... vi 6 373 
Interest and depreciation on £21,380 at 12 per cent. 2,560 
£6,281 
Equal to 0°534d. per unit. 
Add for cost of 75-K W. combined lighting set, £560 at, 
say, 15 per cent. 7 sa жа ба сеа 84 


Equal to 0'5414. per unit. 


Estimate No. 8 FOR SUPPLY OF ELECTRICITY FROM A 
SGoPPLY STATION АТ 10,000 VOLTS. 


Electrical Driving (с). 
Capital outlay— 

Boiler, pipes, pamp, for heating 
Chimney and boiler seatin 
Transformer bouse. 
Motor tower and carriers 
Motors, cables, switchboards  ... 
Transformers (a spare set included) 
Boiler house 185 “ 
Mill gearing vt sea 235 ES 
Bwitchboard and wiring for 1,200 lighte 


Running Costs (c). 


Coal for heating, 300 tons at 12s. 6d. 
Engineer's wagen, 55s. - 
"in and stores ... vai me дз sine br 
овогапсе —Motors, £60; transformers, £15; ing, 
£40; buildings, £10 ... — ... AREE 
Rates, 78. on 5 per cent. of £9,280 - Ms is 
Interest and depreciation on £9,280 at 12 per cent. 
Current on average load of 900 kw. including lighting 
based on uniform charge of 0:5625d. per hour 


Equal to 0:657d. per unit. 


PORTABLE PHOTOMETSB. 


PUBLIC 


It is also doubtful if there is much value in the argument 


that the smaller capital cost of a mill driven from an 


external 


sonrce will tell in favour of the outside station. The mill 
can borrow the capital for its own power station on loan at 
lower interest than can the power supply company. The 
power supply company must expend fully as much capital 
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on engines and boilers, not to name the line cost, and its 
debentures on the heavier sum will carry, perhaps, 6 per cent. 
interest. To cover this heavier cost, can the power company 
make апу serious use of the machinery after the factory 
demand has ceased at, say, 6 p.m.? It is very doubtfal. 
The future for electrical driving lies in the endeavour to get 
from electricity something that cannot be во well gotten out 
of other methods. 


— — — 


A NOVEL PORTABLE PHOTOMETER. 


Tap incandescent lamp photometer ontfit here illustrated has 


been recently designed by Messers. Siemens & Haleke to allow tests 
to be carried out in a very simple manner, without the necessity of 
a dark room, and with any degree of accuracy desirable in 
practice. 
The measuring process is based on the angle- mirror " method 
adopted by the Association of German Electricians. The apparatus 
mainly comprises (fig. 1) three boxes connected by folding 
accordions, which are folded up when out of use, in order to form 
a handy and readily transportable parcel (fig. 2). 
The central part of tbe apparatus contains а voltmeter, an 
ammeter, the photometer screen, and, screwed on top of it, two 
folding guide-rails, which at the same time receive the millimetre 


accuracy of + 1 per cent., or precision instruments of the 
Desprez-d’Areonval type for use with direct current alone. 

instruments are connected up to the circuit in such a way 15 to 
indicate only the current traversing the lamp, and the P. D. between 
the terminals of the lamp, thus measuring in watts the consumption 


Fic. 2. 


This value is obtained from the readings of the inse hi 
simple multiplication, even in the case of alternating s дя 
circuit being practically free from induction and the po 
being nearly equal to unity. А 

In order to allow the instrumenta to be checked ai any Ша 
measurements to be carried out by means of precision ins inst 
special contacts bave been provided for connecting рч меши 
ments, во that ы apparatus can be used for the m 
laboratory work. 

The Buneen method is used for photometrical testa, pde 
grease spot being replaced by а silvered spot between 
of ground glass. Both the measuring instruments 
can be read from the top of the screen, an the tion. 
inspected from above, which greatly facilitates the Өр uini {wo 

Hach of the two lateral parte of the spparatas a the sa” 
mirrors, inclined at an angle of 120° to one another, eth lap st 
dard lamp aud the lamp under test respectively. ection vi! 
suspended, and the appari can be used also 10 conn 
osmium and other suspen amps. i ight 

Measurements Cin be carried out at any place 10 tall dar e 
the apparatus being connected by means of Bà uud ls mp and ®' 
cord to any ordinary lamp socket. As the stan er heving 1 
lamp under test are connected up in parallel, the form 
circuit an additional resistance corresponding to e both lay 
the ampere-meter inserted into the circuit of the `4 
are subjected to identical voltages, and can 56 
In order to allow the candle-power to 5 
circuit pressures above or below the normal voltage ce fron 0 


the standard lamp can be fixed at a variab e th the ? 
screen, во ав to produce the same luminosity 88 
voltage. tof pro 


The following table shows the remarkable agreemen 
metrical tests, as carried out with this outfit: 


Е 

А. В. C. D. m 

104 10:2 105 55 102 

Candles 4 103 10˙5 104 (b 10% 
10°7 10°6 104 1 
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The foregoing table gives the candle-powers as determined by 
five experimenters, of whom experimente:s D and E, viz., a work- 
man and an offce-boy respectively, were entirely unskilled. Three 
readings were taken by each experimenter. 
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PROCEEDINGS OF INSTITUTIONS. 


Railway Signalling: Its Defects, and Saggestions for 
Removing Them, 


Іх tbe discussion of Capt. Gardiner's paper (see ELEC. Fev., p. 861), 
Мв. J. Piod (of the North-Eastern Railway, Gsteshend) said the 
Gardiner eystem seemed to be a ccmbination of the track circuit 
with cab signalling. There was little to be said with regard to the 
engineering detaile, for the propcsals were so simple as to disarm 
criticism. The auttor hed only insulated cre rail joint, but if the 
insulation of the joint broke down there was not only an extensicn 
of the circuit, but the local battery would send a current through 
the local relay ; the intulation of both joints would be imperative. 
In practice some trouble would be found by using tbe rame battery 
for the track circuit and for the cab signals; the disturbing factor 
was the leskege on tbe treck circuit, which gave rise to the 
necessity for track relays with a wide range of current strength, 
necessitating low battery power and low internal resistance. The 
added resistance, as shown, would form part of the battery resistance 
for the track circuit. Higher pressure was needed for cab signalling 
than for tbe track circuit. He particularly admired the method 
adopted to prevent a second train obtaining a clear signal when the 
section was already occupied, but he considered that such a device 
should not be on tbe engine, but should be such as would reduce 
the potential of the contact rail bebind any tiain in the section, so 
as to make the giving of a second signal at any distance behind 
that impossible. The ramp was a valuable indication to the 
driver, and a similar arrangement would be mort valuable at 
what were now distant signalling points. Drivers did not know 
their locality, in fogs, to within a few hundred yards. For 
main line work with speeds up to 70 miles an hour, half- 
mile sections would be unthinkable, and a heavy train with a 
100-ton engine, and, say, 350 tons behind, could not be braked at 
such speeds in these distances. Continuous signalling required in 
this system continuous contact with the contact rail. Such contacts 
required to have very low resistance, on account of tbe low 
electric pressure available. The brushes muet, therefore, clean 
the contact rail in passing over it, and this would involve consider- 
able heating and enormous wear. He considered that having pro- 
vided the necessary signals on the engine, where they were under 
the observation of two men, the driver should be left to handle 
his engine himeelf. He had no faith in automatic records, which 
would add another terror to the locomotive superintendent's life. 
The probability that they would be available aíter a serious 
accident was very remote. One point in which automatic systems 
failed was that of selection. They could only be of use 
on tbe straight through sections shown by the diagram, which 
were the exception in this country. Captain Gardiner proposed to 
take away man's liability to error as a signalman, and at the eame 
time, his power for good. With an automatic system, the 
driver must obey the signals given him, and that was all he was 
required to do now. Where there was no independent check upon 
the movement of an engine, such as was afforded by the presence 
of а відпаітар, the fear of the consequences involved in passing a 
signal at danger was reduced. Disasters had occurred, Aud. perhaps 
would continue to occur, on railways owing to lapses of human 
control; but these lapses were an infinitesimal proportion of the 
total operations. Let them provide whatever facilities were 
possible to check lapres, to enable proper signals to be exhibited, 
or to enable the driver to know what he was required to do. Having 

done that, let them leave the man to do his part. 
. МВ. W. C. AcrigLp (Midland Railway, Derby) said it was 
important that the drivers should have some warnii g, say, at least 
€ quarters of a mile before a junction, and, therefore, the ramps 
should be carried right out as far as the distant signals. With 
regard to the question of reduction of speed, he did not think that 
any railway company would be prepared to rely on an automatic 
device, because it would be practically taking the responsibility 

out of the hands of the drivers. 

b B. E. C. Buck (Railway Audible Signal Co.) said that the 
Ome signal denoted a definite geographical point upon the line, 
and should this landmark be replaced by а cab signal, it 
would be impossible to distinguish the position of any one 
Point from any other. The home signal was maintained at a 
с^. cost, and was the signal least likely to fail. Under 
aptain Gardiner's system it would be possible for any driver 
propelling, instead of pulling, a train, to pass the whole of bis 
jit ee а most dangerous zone, before becoming aware of the 
Would? а signal in the cab. He believed that the ideal system 
1855 be found to Le the right admixture of cab signalling, sema- 
Кш signalling and ground control of the brakes. The ccst of main- 
indi iu of the distant signal was excessive, and the number of wrong 
5 1008 given by one distant signal in а year мав surpritirg. 
the digte ment of the Great Western Railway were replacing 
viaib, istant semapl оге sigual by an efficient audible and 
the scant signal. In reference to the reduce rpced " indications, 
well 3 signal in place of the distant semapLore could be very 
nho bg this purpose. Doing away with the distant eema- 
8 bit ld leave one semaphore only—a stop signal—upon the 
i at night there would be only one red light instead of two 


for the driver to pick up. The system cited above was equally well 
adapted for single ai d double-line working. In bis report to the 
Board of Trade on the very serious accident which happened at 
Shrewsbury, Colonel Yorke clearly indicated the advisability of 
some form of cab signal, giving distant signals for safety and 
" danger," and also the operation of an automatic brake on the 


. train should a danger signal be received. 


Мв. J. Sayers (Midland Railway, Derby) said that the track- 
circuit controlled signal was a safe signal when used to 
break up long sections of straight running lines without con- 
nectione, but was not, in his opinion, a safe signal to be used, 
whether as a semaphore, or as a cab indication, when a man 
was running at high speed throvgh junction connections. Any 
continuous automatic signalling system should have the adjacent 
track-circuits divided by а short length of track with the two rails 
ehort circuited, ғо as to prevent leakage from one joint to another. 
Allowance would have to be made for tuch things as side-play, 
super-elevation and margin, and it would be found very difficult to 


put on a modern locomotive five shoes or collectors wide enough 


to make a reasonable contact at any speed, to stand the side play, 
&c , and not to foul the wrong collector. 

Mr. C. M. Jacos (Great Western Railway, Reading) said that 
Captain Gardiner suggested that an element of danger was intro- 
duced because the G.W.R. distant cab signal was different in form 
to the semaphore s'op signal, but that was an advantage, making a 
distinction between distant and stop signals. It was because they 
thought that tbe cab signal could not perform one important 
function of tbe semaphore stop signal that they had retained the 
latter. A post could carry a semaphore arm, and so give direction 
as well as location, whereas a cab signal could only give direction. 
He could hardly agree with Captain Gardiner that manual signal- 
ling was deficient in safety compared with track circuit signalling. 
With regard to speed reductions and route indications, it was 
doubtful whether it was desirable to introduce so many kinds of 
signals into the cab of an engine. The most important signal was 
the distant, and if this ei; nal could be correctly indicated on the 
train, that would appear to be going as far as was necessary in the 
direction of cab signalling. 

Мв. E. A. Bowonx (Great-Weetern Railway) said that Captain 
Gardiner's very excellent paper was one of the best he bad heard. 
As to the capital cost involved, Captain Gardiner stated that it 
would cost about £160 per mile for the automatic arrangement and 
something like £40 or £60 for each engine; as they had about one 
engine per mile of track, it would amount to about £200 per mile, 
a rather serious amount in these times. 

Mr. F. Downs (Great Northern Railway, Retford) said that if 
they could provide & continuous eignal from the distant right up to 
the “home” signal, they would have gone a very large step in 
helping the driver to identify hie situation on the line, and to 
ascertain if it was "clear" in advance. The 4-mile track sections 
suggested would be fartoo short for fast-running trains to be able 
to stop, and if the sections had to be extended very considerably, 
then, with leakage from one track to another, was there not a risk 
of the relay apparatus failing to work correctly, and running 
the battery down? A track circuit only 500 yards long on the 
G.N. Railway gave as low as ‘8 of an ohm insulation resistance. 

Мв. T. Hanping CnHunaTON (Leeds) said he quite :greed that 
the failure of the signalling apparatus shou'd have the effect of 
stopping the train, but thought that in wet weather, owing to leak. 
age, this must result in many trains being held up unnecessarily, 
disorganising the traffic. 

САРТ. GaRDINER, in reply, said the single insulating fishplate 
was actually in use on the District Railway in London; but there 
488 not the slightest reason why the other rail should not be 
insulated too. Also, if two batteries were preferred they could 
be used. One advantage of continuous signalling over intermittent 
signalling was that, should any change occur between the first and 
the second signal, it was immediately shown to the driver; in 
intermittent signalling they must combine the cab signal with an 
external signal. The lengths of the sections would have to be 
fixed according to the requirements of the operating departments, 
and would depend entirely on the conditions of traffic. The record 
wou d be made on a roll of paper wrapped up in a strong box, and 
there was no reason why this should not be available after an 
accident; it would be a time record as well, and it would be 
possible to see what the signal had been, up to the time of the 
accident. Apart from accidente altogether, they were enabled by 
it to watch the working of the traffic. As regarded selection, at 
places where there were pointe, it would be necessary to retain the 
signalman, who would decide whicb train was to have precedence. 
The signal decided upon wculd be automatically given on the loco, and 
would be automatically controlled to prevent asignalman pulling over 
awrong lever. Automatic signalling was working very satisfactorily 
on the London and South-Western Railway, and on the District 
Railway ; on the latter it would be impossible to work the present 
traffic with any system of manual control The ramp could be 
whereverdesired. The driver would soon learn to prefer a signal 
that he could always see, to one which very frequently could not be 
seen, and which at best required years of learning before it could 
be correctly interpreted. On this system no overlap was needed; 
the automatic action came into play sufficiently far back to ensure 
the train pulling up before reaching the occupied section. Theactual 
voltage and the description of insulation required could only be 
settled in practice. Published figures bad put the cost of the 
Salisbury accident alone as close upon £100,060; this sum would 
go a long way towards installing automatic signalling. Asregarded 
cost, comparison, of course, could only be made of an automatic 
cab signal with other modern automatic outside semaphore systems, 
which all involved electric track circuits, A primary signalling 
equipment consisting of clear, "stop," "danger," and “reduce 


2 аа АЕ КЕИДЕ 


і 


7900 


„ indicators, with the necessary contacts, &c., could probably 
be d ted at a rough estimate for about £20 per engine, which at 
0-4 of an engine per mile worked out to £8 a mile: Fully equipped 
with. train control as p in tbis paper, tbe track work between 
stations, with à-mile sections (instead of 1 mile, as with the 
semaphore), need not exceed, from about £140 to £160 per mile, 
and the engine equipments from £40 to £50. The cost of the track 
work at stations would be little, if at all; in excess of present 

requirements. | | 

Ha = answered other points that had been raised in the dis- 
cussion, Capt. Gardiner demonstrated the working of the system by 
means of a model made by Messrs. Accumulator Industries, Ltd., 
of Woking, ehowing how a wide range of requirements was pro- 


vided for by the system. 


Institution of Electrical Engineers.— Dublin Local Section. 


Он Thursday last week Mr. @. F. Pilditch, chairman of the 
Section, delivered his inaugural address, on the subject of edi 
supply in residential districte. The load factor in such areas coul 
he said, be improved only by the extended use of electric heating 
and cooking apparatus, ially the latter; but progress in this 
direction was hampered by the high initial cost of the utensils. 
The cost of wiring for cooking purposes was trifling, the apparatus 
being usually confined to one room—the kitchen. The long services 
required by suburban houses were disproportionately expensive ; їп 
Rathmines the average length of cable per hovse was about 55 ft., 
and the cost of services on the solid system was about £7 each, 
while the average revenue was only £6 annum. By using 
armoured cable laid direct the cost had been reduced to £5 10s., but 
a cheaper system was wanted for emall consumers. When a row of 
cottages was supplied from one service, each consumer concluded 
that his meter was registering some of the electricity that was used 
by his neighbours, and trouble followed. ` 
Publicity was essential to the securing of new business. The 
distribution of circulars had proved a failure at Rathmines, but 


local contractors, and utilised also as inquiry offices, were preferable, 
and could be used to demonstrate the advantages of electric 
cooking. ; E 

Short tenancies were a great obstacle to electric lighting progress. 
Cheap installations put in on a rental basis would help, but 
Parliamentary powers were necessary to enable local authorities 
to raice loans for this р ; he hoped a general Act would be 
passed to confer the right, subject to the sanction of the L.G B. 
Arrangements with companies were uneatisfactory, though if he 
had power to raise the money, he would recommend that the work 
should be done by private contractors. | : 
For lighting purposes Mr. Pilditch preferred a flat rate, without 
restrictions as to maximum demand. As regarded metallic-filament 
lamps, he believed that consumers would use more light in future, 
and their consumption would not materially diminish; moreover, 
new consumers would be obtained. Raising the price of energy 
would be a great mistake. None of his private-house consumers 
had changed over entirely to metallic-filament lampe; a few shops 
had done во, but out of seven examples cited three showed practically 
no reduction in consumption, two showed & decided increase, and 
in only two cases bad there been a marked decrease, while these 
consumers had been of immense service in attracting new ones, and 
recapturing former consumers who had given up carbon filaments 
and gone back to gas. The efficiency and constancy of candle-power 
F lamps rendered chem very suitable for lighting 
side stree 


Institution of Electrical Engineers.—London. 


AS mentioned in our last issue, the usual business of the first 
meeting of the session, including the presidential address, was 
adjourned on the 12th inst., owing to the death of Prof. Ayrton, 
which occurred on the preceding Sunday. 

The PRESIDENT briefly referred to the loss sustained by the elec- 
trical profession; almost since the Institution was formed, Prof. 
Ayrton had been one of ite mainstays, He was elected a member in 
1872, and after 20 years became its president. For some years he 
filled the office of treasurer, and the sound financial position of the 
Institution was largely due to his efforts. The Institution Journal 
was а monument to bis work, although it contained but a small 
portjon of it ; his name was coupled with 32 papers, and he had spoken 
over 100 times at various meetings. They lost, by his death, one of 
the small band of eminent teachers who had done so much to 
establish electrical engineering on a firm foundation, and their last 
thought should be one of tbankfulnees for his life. 

Pror. Perry, whose lengthy collaboration with the late Prof. 
Ayrton is too well known to need more than mention, referred to his 
meeting with him in Japan, to the magnificent laboratory he founded 
there, to his untiring and feverish energy, and to bis intense love 
for the Institution. Ayrton had, on his return to England, founded 
fine laboratories at Finsbury and South Kensington—tbe latter 
being probably the best of its kind at the time. When in 1878 
Ayrton started the classes of the City and Guilds Institute, his 
success was no doubt partly due to there being so few other classes 
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of the kind; it was almost the only school of electrical 
engineering in existence. His students learnt by doing,“ rather 
than by listening. He (Prof. Perry) questioned whether 
many people recognised what a revolution in teaching Ayrton 
had made; his methods had been adopted in nearly all college 
not only in the teaching of electrical, but also of mechanical. 
engineering. In conclusion, Ayrton was a pioneer, and delighted 
in his work; he was despondent towards the end, because his 
failing body was not equal to its daily taek. 

Subsequently a resolution expressing condolence with the family 
of Prof. Ayrton was adopted, and the meeting then terminated. 


The Selection of Turbo-Alternators. 
By M. KLOSS, Dr.-Ing. 


(Abstract of Paper read before the INSTITUTION OP ELECTRICAL 
ENGINBERS at Manchester, November 3rd, 1908.) 


New inventions must be judged by: standards other than tbose 
applicable to the old. Specifications for turbo-alterpators frequently 
embody conditions that used to apply to low-speed macbines, bot 


are impossible. of fulfilment in this connection; ventilation, 


voltage regulation and power factor in particular are here dealt 
with. | 

Ventilation—While the output of a machine increases approxi- 
mately as the cube of its linear dimensione, the radiating surface 
increases only as the square, 50 that a time most come when the 
surface is no longer sufficient to dissipate the heat produced by the 


greater for a given size of machine, and the losses are correspond- 
ly great. ; 
mage of 31 m, and a surface of 112 m3, with total 
losses about 100 KW.; 8 turbo-alternator of 6000 xw. où 
the other band, has a volume of 22°4 m.? and a surface of 45 m. 
while the losses are 250 EW., the radiating surface per KW. being, 
therefore, less than one-sixth. The high-speed machine must also 
be enclosed to reduce noise, aggravating the conditions, so that 
the disposal of the waste heat becomes & serious problem. Up to 
3,000 Kw., a strong draught through the machine, produced by the 
rotors, suffices, but in larger sizes it is necessary, in order to “т 
down the temperature not only of the machines, but also of 
engine room, to make special provision for dispersing the heat. 

п a hot day, with а difference of 9° О. between the temperatum 
inside and outside the engine room, for every 250 Ew. lost inside 
the room 20 cb. metres of fresh air per second must be in x 
even allowing for the escape of 50 kw. through walls, &c. s 
better to take the air direct from the external atmosphere thro 
the machine, allowing a rise of 25° О. in the temperature of the 
air, when only 9 m. of air рег second is required, so that а A 
saving in capital outlay and running cost can be effected. A - 
Stuart Street station of the Manchester Corporation, the пе 
6,0! O-Kw. Siemens-Willans set is ventilat: d in this way. Tbe ied 
is filtered before passing through the machine, and can bet 
afterwards for heating buildings or feeding the boiler tn 
The machine has a lower temperen n is quieter and 
improved appearance when thus venus 

Voltage Regulation. —To obtsin the greatest possible outpat ee 
minimum cost of manufacturing, the greatest possible magn 
flux must be employed, with as many ampere-turns on the armature 


Fic. 1.—60 Porzs. 


as possible. The latter quantity determines the armatare 
nd therefore, the voltage regulation ; to keep this Аан : 
able limite,the short-circuit current with no-load excita! xs fore, the 
made equal to 2 5 or 3 times the normal current, апа, de 3500 
no-load excitation ampere bue on tbe ашаа 
3 times as great as the full-loa ampere · 

In low-speed alternators there is plenty of roor Ров the 
for the large amount of copper required on the ча us dir pole 
the small angle between adjacent Poles (fig. A D nding 
turbo-alternator with the same pole-pitch (fig. 2) the m qnently 
available is only about one-quarter 88 great. p 2 of tu 
heat limit of the field is soon reached, and the ou P the rotor 
alternatore is never limited by tbe stator but alway 9 8 per enti: 
It is not possible to obtain the aame number of ampere st be redaoed. 
metre, and therefore the output perem circumference rule i ; 
increasing the price per unit of output; to limit the tore 
price, the short-circuit current is redu ed, s0 that , ratio as 
ampere - turns per cm. need not be reduced in the d the 
field ampere-turos, and this involves sacrificing possible 
regulation of the machine. Itis commercially im 
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the same regulation with а turbo-alternator as with a low-speed 
machioe. As the result of the author's investigations, in the case 
of a 1,000-Kw. machine with a norm d voltage rise of 6 2 per cent. 
for unity power factor and of 17 per cent. for cos 9 = 0:80, the 
reduction of these values to 4'5 and 14 per cent. respectively would 
involve au increase of at least 13 per cent. in the cost of the 
machine. Fair figures for turbo alternators are:— 

& to 7 per cent. for unity power factor; 

13 to 15-5 per cent. for cos ф = 0°90; and 

15 to 18 per cent. for cos $ = 080. | 

Power Factor.— A machine is often ordered for a lower power 
factor than actually obtains at the station for which it is destined. 
For example, а 1,000-xw. alternator may be ordered for a power 
factor of 0°70, whereas the actual power factor is 0:80. The output 
of the etandard machine will be reduced to 79:2 cent., and 
the price per kilowatt will, therefore, be by 20°5 per 
cent., under the stated conditions. The owner, working with a 
power factor of 0°80, will get an increased output of 142 per cent. ; 
but as the cost of the machine is 26°5 cent. more than it need 
have been if properly specified, be really pays 107 per cent. more 
than is necessary for the actual conditions. As probably the next 
larger standard machine ie supplied, instead of a special design, he 
probably pays a still higher price. | 
The exact measurement of the power factor is very difficult, and 

an error of 1 to 2 per cent. is easily made; if it be 078 when it is 
suppo«ed to be 0:80, an increase in the voltage rise of 077 per cent. 
of normal voltage may result. This possibility is still more 
important when testing a machine at unity power factor; if the 
true power factor were 1 per cent. low (0°99), a voltage rise of 8'9 
per cent., instead of 6 9 per cent. would be recorded, in the case of 
a typical example cited by the author. The allowance made in 
specifications for possible errors in measuring the various quantities 
should, tnerefore, be etill greater for the ,non-inductive load, tests 
than for the tests at lower power factors. 


Discussion. 


Ма. А.Н. Law said the points the author had brought ont had 
never been recognised by the ordinary purchasing engineer. He 
had recently seen one of the 6 000-Kw. sets running at Stuart 
Street station, and the ventilating arrangements seenied open 
to criticism; apparently the cold air passed inwards through 
ducts, first through the stator iron, which was not very important, 
next through the stator copper, which ought to be kept as cool as 
possible, and finally through the rotor, which above all other parte 
should be kept cool. In fig. 2 the author showed that the V-shaped 
groove was entirely wasted, but it was of great value, since 
it could be used for air passares. Af Carville station an 
alternator was at first self-ventilating, and had an output of 
3,500 to 4,000 kw. Motor-driven fans were afterwards installed 
to blow the air in st each end of the rotor and along thé 
rotor and radially outwards. This hed resulted in an in reased 
output, and in a paper read by Mr. Mers he rated the machine at 
6,000 kw. To put in forced ventilation for machines under 
500 kw, and running at 3,000 R. P. M., was absurd. Voltage regula- 
tion limited the output of machines almost entirely. A method of 
compounding had been devised by his firm, enabling alternators 
to be designed for fairly high voltage regulation; the method 
might be de-cribed as an exciter compounding arrangement. The 
leakage coefficient of the exciter was increased by means of ion 
leakage parts; these carried coils which were іб series with the 
main current, or excited by current obtained from current trans- 
formers. When the load came on to the alternators, the leakage 
flux tbrough the leaksge parts was stopped and diverted through 
the exciter armature, thereby raising the voltage of the exciter and 
compensating for the load on the alternator. In large turbo- 
generators where the pole pitch was a quarter or half the circunt- 
ference, it was always a matter of difficulty to support the end 
windings. This was best remedied by designing the machine for a 
heavy drop, and compounding to bring back the voltage to the 
normal amount. He was in perfect agreement with the author on 
the question of power factor. If an engineer wanted a margin, it 
would be much better to specify that margin in asking for a low 
temperature rise. 

Мв. SzATON said that it was quite the custom in the engineering 
trade that when trouble arose the commercial man was first of all 
sent to deal with it. Quite recently he had a complaint from' a 
well-known Yorkshire engineer, * Would I please attend to my men, 
as they would insist on grilling kippers on the alternators.” | ‘ 

Мв. J. S. Pecx raid that with external ventilation, if the tempera- 
ture rise proved too high, it might be advisable to speed up the 
blower or put in a larger cooling set. Such a courte should be 
avoided, as the power required for cooling went vp as the 
cube of the air delivered, whereas the coolirg itself went up much 
more slowly tban the amount of air supplied. At the Chelsea 
generating station there were eight 5,500-xw. alternators, all of 
which were self-cooling and within the guaranteed temperature 
limit. Practically everything claimed for external ventilation 
applied to an enclosed self-ventilating machine which drew its air 
from the outside of the building. He felt sure that self-ventilation 
would gradually become standard practice on machines up to the 
largest capacity now used in this country. The fluctuations in the 
load of large machines were not very great or very rapid, therefore 
fine regulation was not of great importance. The one occasion on 
which the sudden change in the lcad occurred was on a sbort 
cinuit, when the poorer the regulation the less was the damage. 
The practice was growing of installing machines having rather } oor 
regulation and providing them with some form of automatic 
regulation, In that respect Mr. Walker's system of compounding 
an alternator was of great value, since it held a constant voltage 


for ordinary load fluctuations, but in the event of & short circuit, 
where the power factor was very low, it gave poor regulation, and 
consequently the amount of damage was small. 

Ma. 8. J. Warsos said that som: system of taking the air from 
outside and discharging it outside the engine room must become 
standard practice. 

Ма. J. Ferru thought a false distinction had been made 
between artificially-cooled and self-ventilated tarbo-machines. In 
the latter the fan was simply mounted on the rotor shaft instead 
of on a shaft somewhere else. He believed that a good deal could 
be done by putting compressed air into a turbo-alternator. The 
air was cooled and the heat carried off in a far more useful form in 
hot water, and the air in expanding in the generator case cooled 
wary much, which would keep the machine working at a much 
lower temperature, and, therefore, at a higher efficiency. Was the 
temperature of the sorrounding atmosphere that of the outside air, 
or the engine-room temperature? If the purchasing engineer 


wanted a margin, the best thing to do was to specify a larger 


machine thar he really wanted. 

‚Мв. J. R Saurus said he should have called the paper Practical 
Considerations for the R-jection of Tarbo-Alternators.” As com- 
pared with a reciprocating set, the turbine generally had a lower 

rice, but if the extra losses were taken into consideration, due to 

he necessity of obtaining a high vacuum or for superheat, and 
capitalised, it would be fouud that there was little difference 
between a turbine and a reciprocating set, except as regarded floor 
space. When fans, &c., had to be installed to keep the machines 
сло] and reduce their output, they must seriously consider whether 
they ought not to compare the cost, of $he turbine and the recipro- 
cating set, taking into consideration the losses due to the turbine, 
and it would be found that except for space there was поб so much 
advantage in a turbine. . 

The CHarkman Mr. Miles Walker) said that the efficiency of a turbo- 
generator was much higher than that of the ordinary reciprocating 
set, and one could obtain as good regulation on a turbo set as on 
an engine set. Нз did not agree with Dr. Kloss's statement that 
the roter temperature limited the output. Не thought the future 
would show: that large machines would be ventilated by forced 
draught in all big stations. 


Electric Propulsion of Steamships. 


AT a meeting of the InstituTs оғ Manrwm Hnomenmns, held on 
November 2nd, the adjourned discussion took place on Mr. W. P. 
Dartnall’s paper on “ Electric Power for Marine Propulsion." It 
was evident that the niembers present had not very thoroughly 
grasped the principles involved in Ме. Durthall's proposal, with the 
result that the discussion was not quite so animated as it might 
otherwise have been. Thus, the first speaker, Мв. FABBINGTON, 
said he did not see how, by introducing additional mechanism, a 
gain in efficiency could be effected. In the one case, they had the 
boiler, the marine engine and propeller, whereas, in the other case, 
they had the boiler, the turbo-generator, the motors and the pro- 
peller. In his opinion, thé greater the number of parts, the greater 
would be the loss; he failed to see, therefore, how any economy 
m coal consumption could be effected, and this was the all- important 
item. ' | | | 

Мв. Бїмрвон could not see that there was very much difference 
between land and marine work, and as thé electric motor on account 
of its bigh efficiency was being used more and more on land, he 
quite thought that the time would come when eventually it would 
be largely used at sea. He asked if there was any possibility of 
driving ships by Marconi waves, and so dispensing with the boiler 
altegew*erl': . | |. з ^"-- | e | 
^ "MB. REDMOND asked the author for a comparison between electrical 
driving and the ordinary marine engine method in the case, say, of 
A., O000-H. . engine running at 60 R. . M. with а 15-ft. propeller. What 


he wanted to know was what saving could be effected, and what" 


‘would be the size of motor and propeller, the speed, and any other 
data which the author could give. 

Мв. Frank BROADBENT was of opinion that the previous speakers 
had failed to grasp the essential principles of the author's proposal, 
He would regard it as electricity gone mad if the proposition were 
to retain the marine engine of the reciprocating ty pe, and to inter- 
pose between it and the propeller an electric transmission system. 
This, he pointed out, was not the method proposed. It was the 
adoption on board ship of the steam turbine, which was essentially 
& fast-speed machine, which had given rise to new conditione, and had 
made the economical use of electric transmission possible. From 

the propeller poiot of view, low speeds were desirable; but in 
order to get the best economy from the combination the propeller 
had to be run st higher speeds than were conducive to 
economy, and the turbine, on the other hand, had to be run below 
‘its most economical speed. - The interposition of the electrical gear 
permitted both turbine and propeller to run at their best and most 
economical speeds. Touching on the electrical equipment, Mr. 
Broadbent ‘said that whilst the continuous-current series-wound 
motor had a speed-torque curve which was particularly well 
‘adapted to road transmission, the opposite was the cate for marine 
propu!'sion, where the speed-torque curve of the iuduction motor 
corresponded very closely with the speed-torque curve of the 
propeller. 2 | 

Мв Dean had hoped to hear something about propeller speeds 
and efficiency from the marine engineers, as it appeared to him, 
judgivg from the performances of some of the large vessels, that 
the propeller effi i: noy must fall off as the speed increased. Thus, 
comparing the Deutschland with the Lusitania, he believed that 
the power on the turbine-propelled ship waa much greater than on 
the Deutschland, yet the coal consumption was about tbe same. He 
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referred also to the possibility of using internal combustion engines 
on board ship, in which case the electrical drive would solve a good 
many difficulties which the internal combustion engine introduced. 

Mn. Ropmson thought tbat the resulte obtained by steam tarbines 
on board ship did not justify their general adoption in preference 
to piston engines. In criticising Mr. Durtnall's paper, he raid that 
10 per cent. was not too much to allow for tbe electrical transmis- 
sion gear, and the figure should be more like 15 per cent. He 
also asked for the relative capital outlay of the proposed system as 
compared with the existing method. Another important point was 
reliability ; how would the motors act in very rough weather when 
the screw was sometimes out of the water ? 

Mn. WI Las was of opinion that any new methcd proposed 
should not be compared with existing methods, but with other 
proposals which might be adopted in the futare, such, for instance, 
as the combination of the piston engine with the turbine. 

Mr. Horr:m, who claimed considerable experience with steam 
turbines, said that the improvements which were being made in 
turbine design would enable them to get down to 12 1b. of steam 
per x w.-bour in the very near future. Marine conditions were far 
better than land conditions to far as power factor was concerned, as 
there was a fairly steady load on the generators. He spoke also of 
the reliability of induction motors, many of which were working 
in shipyards year in and year out without any attention except 
lubrication. 

The CHAIRMAN (Mr. James Denny) agreed with other members 
tbat marine engineers could not be expected to rush into 
these new things. There was nothing yet to show that the 
turbine was so very much superior as to induce them to go 
in for such а revolutionary change. In the case of a fire such ав 
was recently experienced on one of the Underground Railways, & 
panic might easily be caused on board ship, and he would like 
some kind of guarantee as to the immunity from fire of the 
electrical equipment. He further considered that electrical 
engineers would have to be prepared to guarantee definite ravings in 
consumption before shipowners or builders would consider the matter. 

The Szonetaky also spoke to much the same effect, and suggested 
that another evening might be well devoted to the eubject now that 
the matter had been opened and a little more light thrown upon it. 
This was eventvally agreed to. 

In his reply, Мв. DUETNALL said he would have liked to hear 
the engineers criticise his figures of weighte and dimersions, which 
he had only been able to arrive at from published data and not from 
actual experience. He confirmed his own figures as to steam con- 
sumption, and said he had a definite guarantee from a steam turbine 
maker of 11 lb. per xw.-boor including auxiliaries for a 12,000-H.P. 
get running at 750 RP. M. with 160 lb. steam pressure, 100° super- 
heat and 28 in. vacuum. This he pointed out would mean about 
88 lb. per shaft B. . Replying to Mr. Redmond, he considered 
that with electrical equipments the propeller need not be kept 
down to a low epeed such as 60 в.р.м. This speed was really due 
to the limitations of the marine engine and not of the propeller. 
It would be possible to run a propeller of this power at about 
200 в PM. Touching upon internal combustion engines he pointed 
to the difficulty of reversing the engine whilet the ship was in 
motion, and also to the difficulty of speed variation. As to the cost 
of this proposed system, he estimated that about £4 to £4 108. per 
EW, would cover sets of from 4,000 to 5,000 н.р. He reserved any 
further remarks until the adjcurned discussion, which will take place 
in January. 


Progress in Radiology. 


AT the November meeting of the Нонтокмн Society, Dr. W. Deane 
Butcher delivered his annual presidential address, teking ав bis 
subject the year's pregress in radiology ard the allied ecierces. He 
was the delegate of the Society at the recent fourth international 
Congress of X-ray workers at Amsterdam, and be summarised the 
physical, as opposed 1o the strictly medical, aspects of that Congrese. 
The chief advance of the year, be said, was undoubtedly in 
instantaneous radiograpby, and in this direction, judging by what 
he saw at Amsterdam, the American radiologists were easily 
first. It was now possible to take a life-size portrait of tbe 
whole of the abdomen, with an exposure cf balf а second. This 
instantaneous exposure caught the stomach in the very act of 
contracting, while an exposure of & second would just mies this 
phenomenon. As the source of their current the Americans used 
static machines of great power. In some cases their machines had 
50 plates rotating on а vertical axis. The disadvantages of the 
static machine were ite terrific noise and the danger of the plates 
flying to pieces. He suggested that a means might be found for 
relegating the machine itrelf tothe cellar, and having achimney-like 
arrangement to communicate with the workroom. The Snook 
generator was highly praised at the Congress, It consisted of a 
motor-dynamo producing an alternating current, the high-pressure 
secondary current being rectified by a rotating pole-changing switch. 
The prettiest thing in the Congress was the modification of the 
Einthoven galvanometer by Prof. Wertheim Salomorson, of 
Amsterdam. The principle of the instrament was as follows:—A 
silvered quartz fibre carrying а small current was ttretched in a 
strong magnetic field. Ав soon ав the current was switcbed on the 
wire sagged in a direction perpendicular to the magnetic lines of 
force, the displacement being observed by means of a microsccpe. 
The most interesting use to which Prof. Salomonson had put this 
instrument was in the production of electrocardiagrams. The heart 
gave an action current with every beat. Both hands of a pereon 
were connected to the terminals of a galvanometer by means of 
unpolarisable electrodes, and oscillations synchronous with the 
heart-beats were then obtained. The tracings showed distinctly 


that the heart gave five separate actions with every beat. Dotch. 
electriciars, said Dr. Butcher, though few in number, were no whit 
behind others in technique. 

Dr. BuTCHEB expressed his gratification on taking the chair of 
the Rontgen Society, in succession to Mr. W. Duddell. The Society, 
he said, was unique in being а bond of union between the medical, 
physical and mechanical societies, welcoming with equal cordiality 
the physician and the physicist, the amateur, the inventor and the 
manufacturer, ав well as the radiologists of England, America and 
the Continent. Radiology was in a fair way to becoming an exact 
science, and they were looking forward to the day—nearer, 
perhaps, than some of them thought—when the focus tube would 
be as familiar as the stethoscope in the hand of the medical 
practitioner. 


ee 


PARLIAMENTARY. 


London & District Electricity Supply Bill. 


WEDNESDAY, NOVEMBER 11TH. 


Mr. J. Conacuer, general manager of the Metropolitan Electric 
Supply Co., gave evidence ав to the commercial position of the 
companies and the restrictions under which they now worked. He 
contended that the echeme of the promoters would not be of any 
material benefit to the consumers of London. The present com- 
panies were well able to deal with ell the demands that might be 
made upon them for several years hence. 

Мв. E. E. Jounson, of the firm of Messrs. О. R. Johnson & Sone, 
chartered accountants, was called to prove that the figures quoted 
in respect to the Oharing Cross and Gity Electric Lighting Oo., of 
which he was auditor, were correct. 

This closed the case for the companies. | 

Мв. GERALD Sanpeas, for the Islington Borough Council, then 
addressed the Committee. Не asked Parliament not to sanction the 
echeme, as it would be active competition against a local authority 
which had been doing its duty to all consnmers. His Council first 
considered the question of electrical supply to the borough before 
the year 1888, but at that time they came to the conclusion that it 


was not an opportune moment to own their electrical undertaking. 


They, however, obtained a provisional order in 1893. They sap- 
plied energy for lighting only, but in 1902 they obtained Parlia- 
mentary sanction for giving a power supply. Every day they were 
increasing tbeir power supply, and for the past few years there 
been a reduction in the prices charged to consumers. He sked 
that the promoters should not be allowed to compete witb Islington 
unless it could be shown that they were not doing their duty. No 
evidence had been given that there had been any complaints as to 
the supply in Islington. His Council did not think that the 
Kitson Clause in the Bill gave the local authorities sufficient 
protection. i 

The CHAIRMAN remarked that throughout the proceedings, Mr. 
Fitzgerald bad stated what the intention of the Kitson Clause waf, 
but dovbts had arisen as to whether the words had the right mean: 
ing. He might вау that when they considered the clauses in the 
Bill, the Committee would hear argumente on that claute, and 
bring the wording into conformity with what was said to be ій 
intention. M u 

Mn. SANDERS, continuing, said there was nothing 10 the Bi 
which prevented the promoters, once they got into his area, from 
raising their prices. He had aeked the witnesses whether they Ts 
prepared to insert a clause limiting the prices at which a supply 
should be given, but that bad been refused. He claimed that the 
local authorities should have the right of saying whether this uro 
pany should come in and give a supply. As to the L.C.C. being ае 
purchasing authority, when that took place, they would ж 
undesirable position of two bodies competiting with each other 
with the ratepayers’ money. | id 

MR. ALBERT Gay, borough electrical engineer to Islington, ^, 
that £449,000 had been epent on the undertsking.. The ро 
capacity of the station was 5,100 EW., and when the erection of 555 
turbines had been completed, it would bring the capacity Ке 
6,6С0 xw. If they extended their works as far as they were nay 
they would have installed 40,000 Kw. To do that would necessi ns 
a total capital expenditure of £900,000, which included : 
£449,000 already epent—that represented £22 10s. per е of 
against the promoters’ figure of £32 per KW. They bad 49 mi "d 
cables in the streets of the borough. In 1902.3 they wi 
76,673 units for power purposes, 88 compared with 1,020,4 ^id 
1907-8. For power they charged a flat rate of a penny. ария 
pot sgree with the tables put in by the promoters ; they 

urely hypothetical. 
i „ His estimate of the cost of 40,000 KW. Wo 
£22 108. per KW., was on the assumption that the current wou 
used in Islington, and not transmitted. In 1909-1u they cl 
their works cost would be 95d. Their cost for coal р р 
delivered to the consumer was 6d. Assuming that the Pi vantag 
could give them a supply at '434d., it would be to their Y Ted 
to take it. They bought the current for public lighting from i 
selves, Their load tactor for the private power consumer 
good. | West End 
Мв. S. Вовне then proceeded with the case fcr the 115 
companies: Westminster, St. James’, Notting Hill, and Kens 
The area was, be said, purely a residential one, and еввеп 
industrial. The principle demand was for lighting, but or panies 
demand was made for power, was met. The Wert End co 
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supplied 62 per cent. of the total power requirements, and the 
greater proportion of that unsupplied was of а character which 
electrical companies could never hope to supply. The companies 
bad erected two bulk stations—one ia St. Marylebone and one in 
Hammersmith. They were, therefore, in a position to deal with 
all the demands that might be made upon them. In the words of 
the Board of Trade’ report to the Committee, they were 
exercising their powers with due regard to the interests of the 
public with respect to the supply of energy.” He deprecated the 
scheme of the promoters inasmuch as they only had one central 
station on wbich the supply of electricity to London might at some 
date be dependent. Tben, again, the promoters could compete 
with them, without being under the same restrictions as his 
companies were. It was against Parliamentary precedent to allow 
a company to compete with authorised undertakers who had been 
long established. They were not going to give the consumers any 
direct benefit. He was afraid that in small areas, pressure would 
be brought to bear on the authorised undertaker in an endeavour 
to get a consumer. The whole success of the scheme depended 
upon whether the promoters got tbe authorised distributors. It 
really resolved itself into a gamble—a chance—as to whether the 
tcheme would eucceed. He did not for a moment accept the figures 
of the promoters. Even supposing that the sanguine expectations 
of their enginee)s were fulfilled, the consumers ay some distant date 
only got the benefit of a reduction of one-eighth of a penny per 
unit. If the authorised di:tributors would not come in, what 
would happen? The promoters would bring pressure to 
bear upon them. The Bill, unfortunately, would give 
them power to put illegitimate pressure upon tbe pre- 
sent undertakers. He asked that the Bill be rejected. Although 
it was alleged that the scheme had been brought forward to 
satisfy the public, there had not been a single expression of public 
opinion ih support of the Bill. With regard to finance: Firet of 
all, £600,000 had to be found, but that would neither begin or 
finish anything. What assurance had taey that any more funds 
would be forthcoming ?—absclately none. If the purchasing 
authority was to be the L. C. C., and the undertaking was acquired 
before 1931, what would be the position? "They would have the 
remarkable position of the L.C C. endeavotring to dangerously 
injure his undertakings, so that, when the time came for them to 
be taken over in 1931, it could be done at as chesp a price as 
possible. 

Sig ALEXANDER KENNEDY, consulting engineer to the West End 
companies, was called, and corroborated counsel's opening state- 
ment. The West End companies, he said, supplied in 1906, 24 
million units for power purposes; in 1907, just over 3 million, and 
they estimated that this year they would sell 4 million. Their 
average price was 1:044. per unit. He did not agree with the esti- 
mates of Mr. Hammond. Instead of their effecting a saving by 
taking a supply from the promoters, there would bea loss of 
£800. He did not think that tbe present undertakers would at 
all care to take a supply from a bulk company, as they had no security 
over that part of the undertaking. 

Cross-cxamiaed: Тһе new station which was to be erected in 
place of the one acquired by the L.C.C. at Millbank, was estimated 
to cost £600,000. 

Мв. ERSKIN RB Рогл.оск called Мв. James BiGwoop, Chairman of 
the Parliamentary Committee of the Middlesex County Council, 
who gave evidence against the proposals of the promoters. 


THUnsDAY, NOVEMBER 12тн. 


Мв. Јлмез BIO woop continued his evidence. He deprecated the 
London County Council being the purcbasing authority, as it would 
tend to one public body interfering with another. Middlesex was 
supplied by the North Metropolitan and the Metropolitan Electric 
Companies, and his Council had no objection to those companies 

King a supply from the promoters provided the supply was taken 
within the companies’ London area. They had 40 miles of light 
railways in operation. They had nothing to gain by the Bill, and 
19 was a reasonable prospect of it doing them considerable 
injury. 

Mn. STEPHEN SELLON, M. I. C. E., said he had been instructed by 
the Middlesex County Council to examine tte proposals of the 
Promoters. He estimated that the cost of distribution would be to 
heavy, that the cost of supply to Middlesex would be much in 
excess of the average price in the districts surrounding Barking. 
The nearest control station for Middlesex from the proposed station 
at Barking would be at Holland Park, and that was 17 miles dis- 
tant, and then there would be an additional seven miles to the 
nearest extremity of Middlesex. He did not think it was eco- 
homical to deliver current to such distant placer. Ав а result of 
his examination of the scheme, he did not consider it well laid out. 
He particularly found fault with the method of using 35 cables. 

regarded the scheme as a whole improbable and uneconomical. 

In his Opinion, 30 years was too great for the life of the cables. 
He doubted whether Middlesex would form a suitable unit to any 
electrical power undertaking, The whole question was one of 
transmission. 
By Mn. Frrzognarp: Не was aware of a “nest” in Glasgow 
which contained 40 cables, but that instance could not be compared 
With any proposal of the promoters, as the pressure on the cables 
Was different. 

Ms. EnskiNE Роггоск, іп addressing the Committee, said that 
the firat objection of Middlesex to being included in the area of 
the promoters was the great distance the county was from Barking. 

9 promoters could not efficiently and economically give a 
Supply to places so far away. His second objection was the 
ultimate purchase of all the powers under the Bill by the 
London County Council. 


The CHarRMAN remarkel that the Committee were impressed 
with the exceptional circumstances of the area of Middlesex. 

Мв. Роггоск, continuing, said that the Council contended, and 
the contention was supported by Mr. Sellon, that the proper way 
to deal with Middlesex was by erecting generating stations—one 
on the Lea and one on the Thames, somewhere by Chiswick—and 
in that way any point would be within 10 miles of a generating 
station. He asked that this scheme should not be allowed to pro- 
ceed, as under the promoters’ powers they would be able to pur- 
chase the North Metropolitan Co., and that company would eventu- 
ally be acquired by an authority over which Middlesex had no 
control. The Committee could see how expensive it would be to 
lay mains to supply Middlesex, and the unremunerative character of 
the County. Passing to the question of the London County Council 
being the purchasing authority ; ifthe idea of Parliament was that 
what was situated in London should eventually be acquired by the 
L.C.C.,surely the same principle applied that Middlesex should 
have control over those things which were in Middlesex. Sup- 
posing the company was acquired by the L. C. O., it meant the rates 
of London being expended on works outside London. Ifthe scheme 
failed whilst ia the hands of the L.O.C., and was not paying its way 
successfully, the ratepaycrs of London would feel very much 
aggrieved, and Middlesex would be subjected to abuse. Supposing 
the scheme to be a success, they would have the L. C. C. saying that 
it had been done with London's money, aud therefore London 
should háve the advantage of the scheme, whilst as Middlesex had 
proved such an expense, they could not give them the same benefit. 
The Middlesex Council would be in that unfortunate position, 
although they had strongly resisted being placed in the Bill. 
Middlesex considered they had better prospects as they were now. 
At some future date they would acquire the present undertakings, 
aud they would then be able to get a vetter scheme than any which 
London could offer them. 

Mr. Ridd addressed the Committee for the Corporation of 
London. He said that the Bill was not wanted, it ought not to 
pass, and if it was allowed to proceed, the promoters should not go 
into the City either for givirg a supply or for the laying of mains. 
It might be said by the promoters that they wanted to supply 
the underground railways, but they were already supplied. 
There was no field for the promoters, and it would be nothing 
short of a scandal to allow them to lay mains ia the City for the 
supply of current to a point beyond. There had been no 
evidence that there was an unsatistied demand for power. He 
suggested that if the Committee should reject the Bill, they might 
say that a Board of Trade inquiry should be held to consider the 
best way of solving the electrical problem of Londoa. 


TcESDAY, NOVEMBER 17TH. 


At the resumption of the proceedings, Mr. Jamzs DR voxsRIkR, 
managiag directorof the North Metropolitan Electric Supply Co., 


gave evidence. He said that his company was incorporated under au 


Act of 1900. They had since obtained other Acts which gave them 
further powers. His company had four generating stations, two 
of which were in the area defined by the Bill. Both these stations 
could be extended. The capital of his company was 50,000 £100 
shares of which 40,000 had been issued. In all they had raised 
£480,000. They had offered very advantageous terms to two local 
authorities to tske a supply, but neither had done so. The average 
price for lighting and power purposes was 2:68d. per ur it in Willesden. 
They supplied last year nine million units for tramways and light 
railways. They gave a supply in bulk to power users. The present. 
Bill authorised unlimited competition with them ; the proposal to 
allow power companies to compete, wasquitea new departure, and in 
his opinion the Kitson Clause was not meant to Le inserted to give 
protection to a power company. Parliament had never permitted 
competition between power companies. They had a clause in their . 
Acts whereby they could not enter the Metropolitan Co.'s area, 
without that company’s consent, and a similar clause was in the 
Metropolitan Co.'s Acta. 

Cross-examined by Mr. FITZGERALD : The Metropolitan Electric 
Tramways Co. owned the shares of tue Power Co., of which he was 
managing director, and prior to the formation of that company, a 
distribution company was formed, of which he жаз chairman. 
Their maximum price in their Bill was 4d. per unit. The supply 
to the Willesden Urban Council was on a sliding scále of charges. 

MR. T. В. Murray, engineer to the company, said that the four 
generating stations had a capacity of 11,450 Ew. The stations at 
Willesden and Brimsdown had plant installed equal to 8,500 xw. 
The cost at Willesden worked out at £20°5 per Kw. installed, 
and at Brimsdown, to £23 5. The two stations were connected up 
by 214 route-miles of cables laid in duplicate. He considered 
the interconnecting of stations of enormous importance; the 
benefits could not be over-estimated. The average cost of ‘heir 13 
gub-stations worked out at 2125 per xw. installed. Tneir operating 
cost, including capital charges, per unit was 712d. In two years’ 
time they estimated they would sell 20 million units, and he esti- 
mated the works cost at '451., interest on sinking fund and depre- 
ciation at 12d., making a total cost per unit of 57d. That figure 
compared with the promoters’ estimate in five years' time of 414d. 
per unit. Д 

Мв. Влгғосв Browng, in his address to the Committee, 
said he would ask them to вау that the Bill ought nut 
to pass, first, because it was absolutely contrary to 
Parliamentary precedent to allow two power companies to 
compete ; secondly, because in the area he represented there was 
no necessity for the Bill; and thirdly, because the competition 
which it would introduce would be injurious to the company and 
the consumer. Mr. Parshall had said himself that he had no 
objection to making the Kitson Clause applicable to the North 
Metropolitan Co. He asked for protection, for in the Board of 
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Trade Report to the Committee, they said that it should be con- 
sidered whether in the case of local authorities and companies who 
had been doing their duty, and were doing their duty, further pro- 
tection thould not be afforded to them. Mr. Browne then referred 
to six cases which power companies had sought powers to supply 
electricity in the same area, but Parliament had never sanctioned 


them. He asked the Committee not to pass the Bill, as he did 


not think the promoters had any bond fide intention of 
supplying them. Competition was not the proper way of enforcing 
statutory duties, as competition led to combination. His company 
had already suffered from the promotion of such a B Il as was now 
before them, as people hung back in the hope of getting the 
Utopia of prices which were put forward by promoters. Ifthey 
passed the Bill, he asked them, as a condition of approving the 
preamble, to say that a supply of any kind should not be given in 
his company's area without their consent. 

Mn. BLENNERHASSETT asked the Committee to say that, if they 
gave Mr. Browne the vet, it should not be applicable to Willesden. 

Mr. Н. F. PABSHALL, recalled, said that they had guarantees that 
cables could be supplied to stand a density of 1,250 amperes to the 
square inch. The current density on the cables they used would be 
750 amperes to the square inch, and that would only be for six hours 
a day. He had a considerable knowledge of cables, as he was 
responsible for £2,000,000 worth of cables laid down by various 
undertakers. He did not agree with Mr. Sellon that a large 
number of cables could be put in a nest.” Even supposing it 
could be done, it would not have such a skin effect as kad been 
stated by Mr. Sellon. | ` 

Orow-examined by Мв. Porrock: He had no personal experi- 
ence of laying the 35 cables, which would be used by the promoters 
underground. There would be a small “skin effect in his cables. 
He thouzht a density of 1,000 amperes was perfectly safe. 

Ма. FrrzaERaLD then made the closing speech for the pro- 


moters. He said that the question the Committee had to decide . 


was—was tbere any need for the Bill? There were 28 Borough 
Councils within the propoted ares, and only nine appeared to 
oppose the scheme. There had been no opposition from the 
LOC. 

Мв. FBEZwAN, for the L. C. C., said they were perfectly satisfied 
with the Bill ae it now stood, but he might have to make one or 
two observations with regard to the Board of Trade report, when 
they considered the clauses. | 

Mn. BLENNERHAESETT said they also pgreed with tbe Bill, but 
Westminster did not agree with the Board of Trade's suggestion 
that the L.C.C. should be empowered to purchase the undertaking 
at any time they pleased. . 

Мв. FrrTZGEBALD, continuing, said that there were 64 local 

&uthorities outside London, of whom 21 wete small Parish Courcils, 
none of whom opposed the Bill. Not one of the large centres like 
East Ham, Waltbamstow, Barking, &c., had raised any objection to 
the scheme. Along tbe river from Barking to Purfleet on the one 
side, and to Grays Thurrock on the other, there were large plots of 
land admirably situated for sites for manufactories, &с, if only a 
cheap supply of electricity could be given. Та the large area of 
Kent proposed to be supplied, only Be kenham and Bexley 
bad opposed the Bill, but not the Kent County Council. 
Then, again, in Surrey no one had appeared in opposition except 
Croydon. With regard to Middlesex, they had the opposition of 
the Middlesex County Council. Takiog the companies there were 
22 in the proposed area of supply, and only nine of them appeared 
before that Committee to oppose the scheme. The first question 
they bad to consider was—whether the scheme was desirable ? 
He contended that it was necessary that a cheap electricity supply 
should be given to the enormous area of London and the surround- 
ing district. As they were aware the question had been before 
Parliament ever since 1905, when Mr. Merz introduced а Bill. If 
a scheme was desirable, as he contended it was, then he 
considered that the one now before the Committee solved the 
problem. The main point of the opposition was that anyone 
who wanted electricity, could get it more cheaplv from 
the existing undertakings than from any other scheme authorised 
by Parliament. The companies had said that there was 
not a sufficient field to warrant the scheme being brought forward. 
The companies bad attacked the figures put before a Committee by 
Mr. Merz, in which that gentleman stated that there was a poesible 
field of supply of 480,000 u.p. But they, the promoters, whether 
those figures were right or wrong, did not put tbem in. The pro- 
moters' estimates were based on figures obtained by the L C. C. 
That au'hority estimated that there was a horse-power demand 
in London of 370,000, and of that 77,000 н.р. was already supplied, 
leaving 290,300 m.p. Та addition, they estimated there was 
77,000 Н.Р. in the adjoining area to London untouched. Mr. 
Parsball considered that there was 219,000 н.р. within the County 
of London that was not electrically driven, and cutside London 
59,000 Hp. still unoccupied, so that they had a possible field of 
278,000 u r. The companies had put Mr. Renwick, of the 
County of London Co., in the witness box, who had stated that 
the companies estimated there was only a field of 208 C00 n.r. 
Taking that figure the companies said 135,000 HY was un- 
supplied. That amount added to the 59,000 H r. outside London 
gave them 194,0.0 нь. still uneupplied. He submitted, how- 
ever, that thc canvas made by the companies was totally 
unreliable, It bad also been stated by the companies that the 
local authorities had made a canvas, but nct a single authority had 
been called to prove the estimates put in. 

Мк. BaLrouk BROWNE said that the reason of that was because 
he understood the chairman to say that they were satisfied with the 
evidence on that point. 

Mn. FITZGERALD, continuing, caid that no account had been taken 
of the supply to railways, and as they had heard in evidence, 


raised regarding the subway. Interviews bad taken place between 


several of the railway companies would take a supply, if they could 
get a cheap and reliable one. Then, again, with regard to | 
authorised distributors, the promoters estimated there wculd be a 
large demand from them. Not only would the small local 
authorities take a supply, but he thought the latger ones would also 
come in. 

( То be continued.) 
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LEGAL. 


FLETCHER v. NOTTIDGE. 


In the King's Bench Division on Thursday, November 12tb, Mr. 
Justice Bucknill delivered judgment in this action, which was 
brought by Mr. Bernard Fletcher, a civil and electrical engineer, 
against Mr. James Nottidge, of Ashford, Mr. Curtus Burra, of Rye, 
Mr. Rose Pomfret-Pomfret, of Mystole, Canterbury, snd Mr. 


. Frederick Willoughby Hose, of 52, Lincoln's Inn Fields, as trustees 


of the will of the late Mr. Wm. Pomfret Pomfret, to recover the 

sum of £315, professional fees and expenses alleged to be due in 

connection with the installation of electric light at Mystole 

Mansion, and a scheme for the supply of water there. The defen- 

dants admitted that the plaintiff was consulted, and prepared a 

report, but they alleged that he did so, kaowing that it would be 

necessary to obtain the sanction of the Courts to the expenditure of 

the money and agreeing to abide by the limitations imposed. The 

Courts, they pleaded, limited the total expenditure to £1,113 2s 1d, 

and made an order authorising no greater payment to plaiatiff than 

5 per cent. on that amount, or £55 13s. in actual figures. Plaintif | 

had already received £205 ; £105 was paid in pursuance of a verbal | 
eement, but not on a general account, and defendante counter. 

claimed for repayment of £100 and d mages, which they alleged 

they had sustained, in consequence of plaintiffs’ failure to prove or 

complete an affidavit to support their second application to the 

Court for anthority to incur the necessary expenditare to install the 


. electric light. 


Mr. Sanderson, K. C., and Mr. Ricketts appeared for the plaintif, 
and Mr. Pollock, K.C., and Mr. Norman Craig represented the 
defendants. | 

His LonpsurP said this was a dispute between two gentlemen of 
high position, and having looked thoroughly into the matter, he 
did not think there was much in the counterclaim. Не was convinced 
that neither gentleman had tried to deceive the Ccurt, and there 
was no suggestion that the work had not been done perfectly 
honestly. He found, as а fact, that there was an agreement to pay 

'the plaintiff 300 guineas, and the only question, therefore, was 
one of quantum meruit. He came to the conclusion that plaintif 
was entitled to recover the sum of £244 ós. for work and service 
done. The plaintiff having received the sum of £205, there would 
be judgment for the plaintiff for £39 5s. on the claim and forthe 
plaintiff on the counterclaim, with costs. 


WESTMINSTER Exectric SoPPLY Corroration, LTD., v. L.C.C. 


Tun third day's evidence in this arbitration was taken inthe 
Surveyors’ Institute on the 13th inst. The L.C.C. desire to yir 
the premises occupied by the corporation at Millbank for toe 
purpose of carrying out the Westminster improvement scheme, 
and they have provided the corporation with a site at Horeeferry 
Road. Р ; 
Мв. Влтғосв Browne, K.C., for the corporation, said that since 
their last meeting they had tried to deal with the question that was 


both sides, and it had been settled that the subway, which wa Ө 
aside by the L.C.C. ав an impossibility, was not ап impossibility у 
all, but could be accomplished. The subway is to extend 2 
river bank to the Horseferry works, There were difficulties g 
water standing at a part of the subway, but, Mr. Browne said, : 
could be got over, as the corporation were quite prepared to ро j 
the water out and keep the subway dry. The subway T. 2 
contain four pipes of 20 in. 80 far es the subway went i 
satisfactory, but what the corporation desired was 2 
the same place out in the river as the corporation had t ш 
now. He understood that although the subway reached C C. 
the pipes did not. The subway proposed to be given by the wol 
would cost about £2,000, and the one the corporation desired wou’ 
cost between £4 000 and £5,000. If the tribunal gave the el 
tion compensation, their claim would семаі Пу be d to de 
£70,000 and £50,000 altogether. The L. C. C. s offer seeme 
absolutely ridiculous. Motor generating plant at the neY 
mises would come t» an enormous sum, bat the corporation, 
want motor generating plant, they wanted condensing p 

Sır Epwarp CLARKE, who appeared for the L. C. C., sa! that 
ing that the pipes did not take the corporation to the wate "iie 
he thought, did not constitute equal facilities in the sense ee 
Act, and the question would be additional length of pipe, pared 
thing of that kind. He thought the L C. C. would be рге of the 

give the necessary requirements, and Mr. Young, one 

arbitrators, endorsed Sir Edward Clarke's remark. _ уе Cor 

Sin ALEX, KENNEDY, of tne Westminster Electric Барр" i 
poration, Ltd., examined by the HoN. ALFBED pd кь 
that when their existing station was built their ideas of ж 


unm 


9 — eee 


vol. 63. No. 1,617, Моунмвка 20, 1908. THE ELECTRICAL REVIEW. 


911 


————. 


required as regards an electricity etat ion for London was not very 
great, and the corporation ordered condensing plant for 700 Kw. 
The corporation found that their original idea was much too small, 
and in 1897-8 they ordered plant sufficient for 5,060 kw. in addi- 
tion to the old condensing plant. That plant was now in tbe 
existirg station, and tbey put four openings in the river wall 
with the idea of connectirg 16 in. round pipes for the use of 
the condensing plant, bot the L.C.C. Act was passed, and in conse- 
quence of representations by the L.C.C. not to carry out extensions 
the pipes were never laid. WirxEss stated that the corporation 
. had lost £11,000 in not having the use of their additional condens- 
ing plant. At the new station he considered four 20-in. pipes to be 
the proper size for their requirements. They were to use the most 
up-to-date machinery, and he thought the corporation was entitled 
to four 20-in. pipes because in future they could not lay down 
additional pipes as the sub-way would not permit them to 
do во. 

Cross-examined by Sia Epwakp CLARKE, WITNESS admitted that 
the corporation would have 50 per cent. more water than they bai 
at the present time. | 

Sm ALEX. Кеннер, re-examined by Mn. BRowxz, sa'd that the 
arrest of the condensing work was solely due to the requests of the 
L.C.C. 

Addressing the tribunal on the water question, Мв. BALFOUB 
Browne, said that the offer the L. C. C. made was clearly not in 
compliance with the section of the Act because it did not give them 
water at all. The L. C. O. had only provided a subway which was 
only a link in the chain, and only one-half of what was 
required. What he desired the tribunal to give him was equal 
facilities. 

Вів Epwakp CLARKE said that they bad succeeded in clearing 
up what might have been a very difficult question for the tribunal 
to settle, and might have involved the services of an «xpert. The 
Council hed either to provide the Corporation with equal facilities 
to those they bave in Millbank for obtaining water whether 
such facilities were actually used or not. Seeing the four 
16-in. pipes were never laid, he held that the £3,100 claimed, 


ought not to be allowed, while he also claimed that а deduction 


should be made for the 50 per cent. extra water which the Corpora- 
2 were to be in possession of through the means of the four 20-in. 
pipes, 

Вв ALEX. KENNEDY then gave eviderce regarding the buildings 
from an engineering point of view. He said that the total floor 
area of Millbank works was 32,546 sq. ft.. and at Horseferry 40,914, 
the ratio between them being 794 per cent. He considered they 
had a right to ask the L. O. C. to pay for the new station to the 
extent of 77 per cent. of their actual expenditure. 

‚Мв. Epwarp A. Grunna, architect, examined for the Corpora- 
tion, said he supported Mr. Peache's figures; the County Council 
should be called upon to pay seven tenths of the cost of the 
erection of the building. 

Sm ALEX. KENNEDY was subsequently examined by Мв. 
LvTTLETON regarding tle plant required for the new premises, He 
pointed out that the capacity of the new plant in kilowatts should 
be equal to the capacity in kilowatte at their present station. He 
strongly held that the section of the Act could not mean output in 
unite, because there was ро such thing ав output at a specific time. 
Output could only be calculated over а period; therefore the Act 
clearly meant capacity at the time of removal. The capacity of the 
Corporation's stcam plant at the existing station was 2,536 Kw. and 
2890 kw. of motor-generatirg plant—a total of 5,426 kw. The 
corporation had obtained tenders for plant for the new premises as 
follows: Condensing plant, £61,443, and motor-generating plant, 
£23,131, giving a total of £84,574. The plant was more complete, 
modern and economical, and, cost much less than the type at the 
existing premises, and if the corporation had copied their present 
plant, they would have required to ask the L.C.C. for more money 
than they are now doing. If they did not get the new machinery 
they desired, and had to install plant of the same type as they now 
had, then he would ask an additional sum of £7,0C0. 

-examined by Вв Epwarp CLARKE, WiTRESS said that the 
new plant would possibly occupy two-thirds of the space as compared 
with that occupied by the Millbank machinery. Sir Alex. Kennedy 
would not agree to a suggestion of Sir Edward Clarke that, seeing 
they only required two-thirds space, the corporation did not require 
80 large a building. 

Re-examined, SIB ALEX. KENNEDY said that the alterations to the 
mains for the supply to the district was a very serious matter. 
They had got to distribute current at some 14 or 15 points at a 
certain pressure which was fixed by statute, and accordingly they 
required а hiy her pressure at the station. Consequently, there was 
à big loss of pressure between the switchboards and the feeding 
Points. The actual loss for the past few years was as follows :— 
1905 6, 26 5 volts ; 1906-7, 27:2 volts; and 1907-8, 28 5 volts. On 
an average the corporation had lost 28 volts. 

On Saturday Sig ALEX. KENNEDY was examined regarding the 
drop in the voltage between the station and the feeding pointe, and 
he said he had made arrangements whereby the drop at the new 
Works would not be greater than 28 volte. This was to be carried 
out by using additional copper. The corporation had received a 
tender from Callender's Cable Co. for the relaying of mains, pipes, 
excavation, copper, lead, &c., at £46,753. Besides that total there 

ad to be added £2,337 for engineers’ charges, £4,675 for con- 
tingencies, and £250 for alterations to high-tension mains. These 
four items gave a total of £54,015, the sum for which they 
claimed, When they changed to their new premises all the feeders 
except two would be longer, and therefore the corporation would 

ave to put in a larger amount of copper to keep the loss of volts 
the same as at present. К 
Cross- examined by Sig Ecwakp CLARKE ов the £46,753 for the 


electric mains, Sin ALEX. KENKEDY admitted that if the Corpora- 
tion had remained at their Millbank premises, they would have 
required to lay down extra mains, and would have Lad to bear the 
expense themselves. Witness never considered the point that 
there ought to be a reduction of the claim in view of that fact. 
The cost of the condensers at Millbank was £3,870. Sir Edward 
Clarke asked why it was that the batteries were to cost rome 
£4,C00, when he understood the old ones only cost between £1,600 
and £1,700. Sir Alex. Kennedy said he did not exactly know what 
constituted the old battery, and what the £1,700 included. Their 
new battery was op-to-date, and far in advance of the old one. 

In re-examination, Witwess stated with regard to Sir Edward 
Clarke's contention that a deduction sbould be made for the laying 
of mains, that the contract was made for 19(9-10, and the corpora- 


‘tion would only get reinstated for the then existing mains. The 


proceedings were adjourned, - | 


LILLICO v. SOUTH SgixLps CORPORATION. 


AT South Shields County Court on the 12th inst., John George 
Lillico sued the South Shields Corporation for £50 damages for 
personal injuries received through having been knocked down by 
a tramcar in Fowler Street on June 7th. Mr. T. W. D. Spence was 
for the plaintiff, and Mr. E. Meynell was for the Corporation. 

Mn. J. G. LILLIOO said that on June 7th he was going home, and 
had stepped into the middle of Fowler Street, when he noticed a 
tramcar going towards Westoe. The driver rang his bell, and 
plaintiff stepped back. He then noticed that another car going 
in an opposite direction was close upon him, and before he could 
get out of the way he was knocked down and dragged 50 yards. 
He was rendered unconscious, and was ill about a fortnight. 

In answer to Мв. MEYNELL, WITNESS said that he did not look 
to see if the car which knocked him down was approaching. 

Other evidence was given for the plaintiff, after which his Honour, 
Judge O'Comson, without calling upon the defence; said there was: 
no question of any negligence on the part of the defendants’ 
servants. The man apparently walked into the middle of the road 
without looking to see if there was а car going down. He must 
find for the defendants, with costs.—Judgment was entered 
accordingly. 


EaLtmG Town Сосхси, v. LI rox, LTD. 


At Brentford County Court on Friday, before his Honour 
Judge Howland Roberts, plaintiffs sued defendants for £58 for 
electric light supplied to their Ealing branch establishment. 
Mr. Brydges, the town clerk of Ealing, was for the plaintiffs, 
and Mr. Baron for the defendants, 

The former stated that the defendants had a shop in Ealing 
Broadway. It formed part of the premises known as the Ealing 
Hippodrome, in fact, a portion of the original restaurant had been 
let to the defendants. The light was supplied tc them, but they 
claimed they were responsible to the Hippodrome company under 
their agreement. 

Мв. Baron disputed the right of the Court to hear the summons. 
In 1906 the Hippodrome company let the premises to the defendants 
under an agreement, by which the defendants were supplied with 
electric current by the proprietors of the hall. Before the Justices 
the plaintiffs took proceedings for penalties against the management 
of the Hippodrome for tupplying electric current without having 
the statutory power to do so, and the Bench held that there had been 
an infringement of the provisions of the Electric Lighting Acta, 
and ordered payment of the costs. Against tl at decision the 
Hippodrome management were appealing by way of case stated, 
and the case would be argued about the month of December. The 
whole point turned проп the construction of the agreement, and 
upon the decision of the Divisional Court the judgment in the 
present action would depend. Under such circunstances, it would 
be in the interest of all parties that his Honour should stay thése 
proceedings until after the decision in the higher Court. 

His Нохоов said that if he proceeded to try the case, it might 
be possible that one side or the other would go to appeal. There 
was already an appeal pending with regard to this matter, and it 
would be unwise to run the risk of having two before the superior 
Court at one time. He should therefore adjourn the hearing. 


CAMPBELL & Іѕнұвуоор, LTD., v. Gate SHIPPING Co. 


AT the Liverpool County Court on Wednesday last week, before 
his Honour Judge Shand, defendants, owners of the ss. Storm, 
were sued by plaintiffs, electrical engineers, of Bootle, for £7 63, 
for overhauling and repairs to the electrical installation on board 
the steamer. 

CounsEL for plaintiffs stated that his clients made the install- 
ation under a contract, but before the actual completion of the 
work the vessel bad to go to Preston to receive her dynamo. She 
sustained damage in a collision on the return journey, and when 
plaintiffs went to complete and test tbe installation, they found 
the switchboard was damaged, and this and other repairs were 
necessary. The chief engineer was informed that all this was 
extra to the contract, and it was contended that he gave tbem in- 
stractions to do the work, which they did; but on presentation of 
the account defendants repudiated liability and denied the 
instructions. 
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PLatnTIPFs case was that the damage was not due to the 
collision, but was probably caused by other workmen. 

For the defence, Сарт. Jospa Garm declared that the chief 
engineer had no authority to order the repair, and that the plain- 
tiff firm might casily }ave referred to him (witness) for instruc- 
tions, as he was aboard the ship every day the work was in 
progress. 

Cumr-EsGiNREERR E. La&CASTEB denied that he ordered the 
work, and disclaimed having the necessary authority to do so. 

His Honcur remarked tbat if a chief engineer was allowed to 
repair what he liked in the way of stores or repairs, he might put 
the owners to enormous expense. I am afraid," he added, that 
evenonthisship (the Court) in which we now are, if we want an extra 
light we can't have it without going to the Board of Works for it.” 
The Judge held that most of tbe work claimed was part of plaintiffs’ 
contract, and that no order was given by the chief engineer or 


anyone who would bind the defendants, for whom he gave judg- 
ment, with costs. 


^ 


OPPENHEIM v, HABBODS, LTD. 


CONFLICTING evidence as to the part a "nipple" plays in securing 
a pendant electrolier, was the turning point in a claim made in 
Brompton County Court on Friday. Mr. Ludwig Hendrich 
Oppenheim, of 29, Gledhow Gardens, Kensington, was suing 
Harrode, Ltd., for £38 10s., the price of an elaborate chandelier, 
which he averred was destroyed through the negligence of tbe 
defendants workmen. The chandelier was one of a pair which 
had been converted from gas to electricity by Oalere, Ltd., in 
1903, and it appeared that tbe nipple which linked the pendant 
tothe drop pipe by an even-thread screw was not supplemented 
by a praduated-tbread nipple, so that it could not swing round 
when fitted with the electric wires. Messrs. Harrods’ workmen 
were cleaning these ornamental lights, when one of them, without 
warning, fell with a crash to the floor of the drawing room and 
was completely smashed. It was alleged that the man who 
was cleaning the crystal pendants, flicked them with a 
cloth and swung the pendant round in euch a way that the 
nipple became unscrewed, and hence the chandelier fell. Mr. 
W. R. Rawlings (of Rawlings Bros., Ltd.), Mr. F. B. Marshall 
(Electrical Fittings, Ltd.), Mr. Howard (Heath) gave evidence for 
the plaintiff, and Mr. James Temple, Mr. Ellwood (Benson's, Ltd.), 
Mr. Joel (Defries, Ltd.), and others, gave evidence aa to the part the 


“nipple ” played in securing the pendant, and the trial was 
adjourned. 


CHESTER CORPORATION v. Evans. 


AT Chester on llth inst, William Samuel Evans was charged 
before the magistrates with fraudulently obtaining electricity frcm 
the Corporation. Defendant is a bairdresser, and the case for the 
Corporation was that the defendant had used for lighting purposes 
the cheap power current supplied for the electric fan, thus effecting 
a saving of £12. Defendant pleaded that, not having a knowledge 
bf electricity, he had been misled by tte man who had fitted his 
new lamps. The Bench imposed a penalty of £20 and costs. 


NEW PATENTS APPLIED FOR, 1908. 


юре dr ieu for this journal by W. P. THompson & Co., Electrical Patent 
gen * 


ts, High Holborn, London, W.C., and at Liverpool and Bradford, 
to whom АП inquiries should be addressed. 


£3.904. ‘Improvements in or relating to cynamo-electric machines.“ 


MaIHER & PLAII, LTD., A. C. CocRBROUGH and C. MATHER, JUN. November 
2nd. 


23.301. “ Improved system of overhead electric wires for electric propulsion 
cn 1c8ds and canale and an improved trolley-81m for use in said system.“ R. P. 
Leib, E. Depp and W. J. K&eenaw. November 2nd, 


29.328. Improved means of tranrport for portable electrical!y.criven pumps 
for fire brigade or for other purpotes.“ . А. STIXENS. November 2d. 


23. 310. Jinprovements in and relating to the detection of faults in overhead 
Vines for high-tention alternating electric currents.“ Sirmxens Enos. LIN AMO 
\оккв, Lip., and F. LipALL. November 2nd. (Cor plete.) 


23,241. "Improvements in and relating to the mechanical cperaticn of elec- 


tric-motor controllers.” SIEMENS Bros, Dyxamo Wokks, LTD., ard F. О, 
^'THoxrsoN, November 2nd. 


23,962. * Improvement in carbon brush bolders.” The firm RokxRT BoscH, 
(Application for Patent of Addition to No. 21,LC8 (8.) November 40а. Ccu- 
pleve.) 


93,399. “Improvements in switch contacts." British Тномѕох-Носьтох 
Co., Lrp., and E. B. WrpPMoRE. November 2nd. Complete.) 


23,796. “Improvements ín the generation of electrical power and speed 
regulation in electrical propulsion of ships, railway, tramwev. or otber read ог 
similar vehicles, Icccmotves, trains and the like," W. 
November 2nd. 


93,413. * Improvements in electrica! conductors and fittings,” 
and T. R. Ncenwick. November 3rd, 


22.423. Improvements relating to electrical switches.” 
А. M. Lope (trading as Lodge Bros. & Co.). November Bid. 


23.495. ‘Improved method of and apparatus for signalling by electricity.“ 
W. Porow. November 3rd. (Complete.) 


23.456, *'Improvementa in or relating to electric torches, gas lighters. lamps, 


and the like." Co-orkkATIVE WHOLESALE SociETY, LID., and J. CIAUh E. 
November 3rd. 


P. Lun SAL. 
A. E. Lamkin 


F. B. орск and 


23,477. "Improvements in electric wire fittings," J. MausnaLL. November 
d. 


93.490, “Improvements in high potential rectifying switch." H. C. Brook. 
(Date applied for under Sec. $1 of tbe Act, July 20th, 1907, being date of 
avplication in United. States. An invention 


comprised ín Application 
No. 13,721, dated June eth, 1908.) November urd, (Ccomplete.) 


93490. "Improvements relating to telephone exchanges" M. F. 3 
Вогріхотом. November 8rd. 


23,508. Improved unwarpable mounting for process engravers, electro- 
typers, and the like." A. E. Dent. November 3rd., 


28,515. "Improvements in and relating to ewitch arrangements." M. B. 
Fixup and FgnRANTI, тр. November 8rd. 


93,546. “Improvements relating to electrically-eperated tramway or like 
points." О. Н. BurTERwORTH and E. Vgevers. November 4th. 


28,570. ''Improvementa in wireless facsimile telegraphs.” H. Ravpsry. 
November 4th. 


23.52. New or improved interruptor or conducting wheel for use in connec. 


tion with electrical apparatus.” C. Ruzicxa, R. M. Scorr and C. Н, lvrsos, 
November 4th. | 


28,575. “Improvements іп and relating to section insulators for overhead 
trolley tramway equipment W. Woop. November 4th. 


23,590. "Improvements in or relating to telephonic installations." M. 
BacxkR. November 4th. (Complete.) 


93,602. ‘Improvements relating to controlling devices fər electric motor.” 
F. D. Hattocs. (Date applied for under Вес. 91 of the Act, November 8th, 197, 
being date of application in United States.) November 4th. (Complete.) 


28.618. New or improved magnatic toy or puzzle.” H. R. Panto. 
November 4th. 


23,615. "'Re-perforating instrument for use in telegraphy.” J. Gru 
November 4th. Complete.) ' , 


23,092, ' Dry rezincable galvanio cel?" Е. WEATHERILL. November Sth. 
23.623. Telephone call record.” G. M. Вкміхотох. November Stb. 


23.677. ‘Improvements in or relating to electric brakes or interrupters.” 
E. E. GaEviuLg. November 5th. 


23,7108. “Improvements in insulators for electric wires or cables.” W. 
CorgLanD. November 5th. 


23.704. "Improved construction of electrical resistance devices.“ H. 5. 
Martın. November 5th. 


. 700. Improvements in brush gear for dynamo-electric machinery.” 
P. L. R. Fraser and Тнк Тсров ACCUMULATOR Co., Lap. November 5th. 


28.711. Improvements relating to electric ignition apparatus for internal 


сотоцанод engines." J. Н. Снамвевв and Тномѕох.Вехкетт, Lm. Novem. 
er Sth. 


23,706. ‘*Improvements in the manufacture of filaments for incandescent 


electric lamps.” British THomson-Hovstom Co., LTD., and Н. Н Ner»uax. 
November &th. 


28,791. '' Improvements in and relating to signalling systems for railways 
and the like.” (Date applied for under Rule 13, October 14th, 1908. An invention 
comprised in application No. 91,766, dated October 14th, 1908. Application for 
Patent of Addition to No. 90,549, 1906.) BarrisH THomson-Hovstox Co., Lr». 
(General Electric Co., United States.) November 5th. 


28,786. “Improvements in trolley heads for electric tramway cars and the 
like." A. Всіллудк and E. C. STEWART. November 6th. 


23,789. * Improvements in the winding and disposing of the secondary cit- 


cuits of induction ooils used with telephone apparatus. B. R. Harrer. 
Wovember 6th. 


28,800. Improved method for coupling dynamos and electric motors.” 
A H.ZvMsTEG and R. E. 2сывтко. November 6th. (Complete.) 


93,807. "Improvements in and relating to switchboards." 
November 6th. (Complete.) 


23891. “Improvements in or relating to telegrapbic apparatus" F. 6. 
Свькрь and W. A. Courson. November 6th. (Complete.) 


28.854. Improvements in or relating to brakes of electrically-operated (лап. 
cars and the like.“ R. Hacxincand Н. W. Hirn. November 7th. 


28,870. '* Improved variable electric voltege regulator." T. McCLELLAXD, 
jun. November Sth. 


“ Hydro-electro-pneumatic governor for marine engines." 1 15 
Panis. (Date applied for under вес. 91 of the Act, November b, 
being date of application in France.) November "th. (Complete.) 


99,888. “Connections for automatic telephone with circular transmission." 
P. HILDERBRAND. November "th. 


23,898. ‘“‘ Improvements in sparking plugs." G. Н. AGER. 
United States.) November 7th. 


29,894. ‘‘Improvements іп or relating. to metallic frictional pod 
such as brake blocks, electrical collector slippers and the like." T. As!Dto 


and P. McCuLLovaH. November Tth. (Application for Patent of Addition to 
No. 8,344/1905.) 


23,908. ‘Improvements in electrical apparatus for working planing machines 
and other reciprocating tools."  Vickkks, Sons & Maxim, Lro., and A. © 
WiLLiaMsON. November ih. (Complete.) 


Н. 6107. 


(W. E. Anger, 


PUBLISHED SPECIFICATIONS. 


Copies of any of these арго oa Hous may be obtained of Messrs. W. P. 


Тномрвок & Co., 892, High Holborn, W. O., and at Liverpool and Bradford ; 
price, post free, 9d. (in stamps). 


1907. 


ELECTRIC Snirs' Logs. E. V. H. Rizzo. 22,178. October 11th. 

Юумлмов CARRIED BY MOTOR Cars, VESSELS OR LIKE Movixo Bovies. А. Moodie. 
22,078. October l£th. 

TRANSMISSION or TELEPHONIC CURRENTS AND UNDULATORY ELECTRIC CCRBSS^! 
IN GENERAL, W. F. Gradolph and W. C. Hahne. 22,737. October Lith. 


APPARATUS FOR THE ELECTRIC LIGHTING OF RAILWAY CARKIAGES, E. M. Pret 
and A. E. Kennard. 22,756. October 15th. 


САУ АКС CELLS. M. Kalisz. 22,860. October 16th. nb 
FUsk-CoNTROLLED ELECTRICAL APPARATUS. А. F. Berry. 28,188. . 
Еікствіс Arc Lamps. Johnson & Phillips, Ltd., and C К. Tubbs. 876 
October 19th. m 
MEANS FOR Ontaining Motive Powkn FROM BiNorg.PHasR CIRCUITS ' 7 
Fynn. 23,224. October 21st. 
ELicTRICAL CONNECTION Devices, O. Graetzer. 23,774. October 2th. Е 
ELr tric CONTROLLING Devices. British Thomson-Houston Co. (Gene 
Electric Co., United States.) 28,914, October 30th. | И 
FLC TIA SWITCHES OR Switch Орькатімо Devices. G. Gaglio and шй 
24,200. November lst. oma 
Erkcrmic BELLS. G. W. Mascord and T. A. E. Blake. 24,294. November A 
Raisixa AND LOWERING OF ARC LAMPS AND THE LIKE. A. Wunderlich and 0. 
Hughes. 25,999. November 15th. | Т 
TrirrHoNK Systems. А. A. Monson. 26,951. November 2180. (Date apr 
for under International Convention, November 27th, 1906.) Dickie 
TrikaRAPHiC Cove Сохокмькиз. Nobel's Explosives Co. and M. B. 10 
41,0 0. December 6th. MENT 
CONTACTING DEVICE FOR ELECTRICAL MEASURING AND INDICATING Hr sci: 
J. Y. Johnson. (Firm of W. C. Heraeus, Germany.) 27,298. Decem 
ELECTRIC Crrevit-BREAKERS, 
25,2389. December 23rd. 


У : zb. 
ELECTRICAL OvrRLoAD Invicators, T. Harrison, 28,001. December?! 
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THE BRITISH ELECTRICAL INDUSTRY. 


IN his presidential address last week, Mr. W. M. Mordey 
made a striking departure from the beaten track, with 
results of lasting value. The President's ardent patriotism 
is well known and justly admired, and this is by no means 
the first time that he has boldly joined issue with those who 
delight in depreciating their country and her sons. Long 
may his voice be heard in this most honourable cause ! 

It must be admitted at once that within the limites of ite 
application, Mr. Mordey’s proposition is established satis- 
factorily by the facte and figures which he brings forward in 
support of it. Clearly, во far as the electrical industry is 
represented by the great branohesof electricity supply and elec- 
tric traction, and во far аз these are judged by the criteria of 
cheapness and popular appreciation as shown by the con- 
sumption per head of population, we are, in Mr. Mordey's 
words, “ ahead—and well ahead.” Не did not touch ex- 
plicitly upon the question of quality of service, or its avail- 
ability to the public in general, though these are very im- 
portant matters; but we believe that in these respects also 
we are at least abreast of our foreign confrères, If the use 
of overhead wires were more freely permitted in this country, 
as it is abroad, the argument, would tell still more strongly 
in our favour. | 

The method adopted by the author in selecting samples 
may, perhaps, be criticised; but to have dealt with the 
bulk was obviously impossible, and the process chosen for 
obtaining a fair average was, no doubt, as Prof. Kapp re- 
marked, scientifically correct, The fact that Prof. Kapp, 
with his intimate knowledge of the conditions obtaining in 
Germany, corroborated Mr. Mordey’s conclusions is further 
and weighty evidence in favour of their accuracy. 

And yet we cannot help doubting whether the last word has 
been said ; whether there is really nothing rotten in the state 
of the electrical industry in this country. Granted that the 
public in general have no just grounds for complaint against 
the electrical profession ; but does Mr. Mordey's whitewash 
adorn а sepulchre? There is reason to suspect that the 
British electrical industry is in by no means the prosperous 
internal condition that might be expected to accompany so 
fair an exterior. Competition of the cut-throat order is the 
rule, capital is scarce, manufacturing profits are a vanishing 
quantity—often, indeed, of minus sign—and while there 
appears to be a good deal of work in hand, it is of little 
benefit to shareholders, at all events. 

The grinding pressure, never relieved, of trying to avoid 
‘a logs prohibits our electrical firms from carrying out those 
splendid researches which have given to the world the 
Nernst, the tantalum and the tungsten lamps ; we cannot 
carry out experiments on high-speed electric traction on a 
gigantic scale; for single-phase railway motors we had to 

o abroad, though years ago Atkinson laid the foundation 
for their development. Apart from the “ practical appli- 
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cations" especially dealt with by Mr. Mordey, are we: 


really ahead, or are we second—or third—in the гасе of 
technical progress ? е 
_ Again, as regards technical education—granted that we 
can build machinery and apparatus as good as the best— 
who designs them for us? Look around, and study the 
names of the designers—how many of them are British? Read 
the prefaces of many of the standard text-booke: “ The 
use of advanced mathematics has been avoided as far as 
possible — Why? Because the use of mathematics ів 
detrimental ?— or, because the English reader doesn't 
understand it ? c | 

Mr. Mordey proved his case ; but it was only a section of 
the question. We are not of those who would decry their 
country ; but we deprecate the holding of too optimistic a 


view, which would blind us to our true shortcomings and 
prevent their remedy. 


^ 


— M ——X 
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LONDON POWER SUPPLY. 


IT would be difficult to find & more typical example of 
English methods, or at least of English Parliamentary 
methods, than this London Power Controversy. It would 
require the pen of some satirist like the real and 
inimitable Mr. Dooley to really do it justice. 

In the first place, when commercial electric lighting was 
beginning, Parliament entirely failed to grasp the possibility 
of the great subsequent developments which have taken 
place, either in the size of area or of generating stations, or 
in the number of changes in the methods of production, or 
in the uses of electricity for other purposes than lighting. 
Hence it specified that the parish should be the unit of 


area, and the parochial authority the present, or indeed ` 


future, © undertaker.” 


This was quite enough to hinder electricity supply from 


growing to its proper proportions even in the provinces. But 
in London, where even a Government department might have 
been expected to foresee the possibilities of growth, it was far 


worse. This neglect has resulted in millions of the rate- 


payers’ money, or money for whose repayment the ratepayers 
are responsible, being sunk in generating stations, which have 
now become in part obsolete and ure badly placed. What is 
more, the special conditions of. London rendered the obsoles- 
сепсе of these stations more rapid thar that of works in the 
provinces. But so far from realising this were the higher 
authorities, and especially the London County Council, that 
they allowed many of these borough councils to raise electric 
lighting loans for 42 years, while those in the provinces 
are mostly limited to 30 years. Being possessed 
of rigidly guarded monopolies, the boroughs had little 
incentive to real progress, and it is, indeed, surprising how 
comparatively good some of the results they have obtained 
have been. 


The companies, on the other hand, were subject to com- 
petition in the interest of the consumers, and to ensure its 
permanence, association,“ carrying with it the right of 
bulk supply, was prevented. 

By the end of last century the evils of “ parochial” legis- 
lation were dimly realised, and the power companies with 
their large areas were authorised. But here, again, so much 
attention was paid to the rights of municipal monopoly, 
that the power companies’ record has, except in the brilliant 
exception of the North-East Coast companies, been a 
failure. 

That the London electricity business was in a muddle 
began to dawn upon the L.C.C. about 1902, and in that 
_ year began a series of attempts on its part to become the con- 
trolling power. The L. C. C. Bills of 1902 and 1903 promoted 
with this end in view, failed, as did the East London 


“ Lower Thames Co.’s Bill. of 1904. 
the 


r | In 1905 
Administrative Co. came forward with the 


first serious proposal for the purpose of making a start 
with the consolidation of London electric supply. The 
L.C.C. was unable to prevent it passing Committee, but it 
prevented it reaching a Third Reading. In 1906 and 1907 
it failed to get similar powers for itself. Hence in 1908 it 
has supported private enterprise in the-shape of the London 
and District Electricity Supply Bill, which has now been 
rejected on financial gronnds. Any attempt to solve the 


problem with insufficient financial backing would have 


been regrettable in the interests of electrical work 


generally, and the financial evidence put forward by the 


promoters was certainly very slight compared with that pat 
forward by the Administrative Co., with its 63 promoters 
and strong City backing. | 

The question is What next? It is believed by some that 
the linking-up proposals of the. companies, useful and 
legitimate as they are, are not sufficiently radical to do all 
that is required. But neither private enterprise nor the 
present L.C.C. is likely to tackle the problem again in a 
hurry. As 8 matter of fact, everybody, save the lawyers 
and promoters, is thoroughly weary of the entire business: 
and if the existing companies and municipalities are granted 


powers for linking up, &c., to enable them to meet the needs 


of the position efficiently, they will have received only what 
is their just reward. | 


Perhaps the idea of an Electricity Board, which some have 


_ advocated, may yet receive further attention: but whatever 


results, one cannot ‘say that party government cuts a 
particularly good figure as regards its handling of 
commercial matters; electricity especially seems to suffer 


. from it. 


| Іт is safe to say that the majority of 
Econ Кан Life the motors which were put into servie 
of Car Motors, 12 to 15 years ago, when electric traction 
really began to supersede steam and hore 
traction, are still in use. Certain of those earlier electric 
lines have not expanded greatly since then, and the old motors 
are much in evidence, but others of those pioneers have 
built so many more miles of track, and are operating в 
many more cars, that the original equipment has retired 
more or less from notice. Generally the old 8 or 12 miles 
per hour motors have been rewound for higher speeds, but in 
а few instances the cars continue to run at the old jog. 
The maintenance charges on these motors have been, in 
most cases, & serious addition to the running expenses, and 
their addiction to failure has added to the troubles of traffic 
managers, and has entailed a not inconsiderable loss of 


revenue due to dislocated services and lost mileage. 


„Тһе first of the totally enclosed motors which were used 
at all largely in England did excellent work under appalling 
conditions, and they continue to serve their owners, but it 
is for those owners to consider whether the time is not ripe, 
and more than ripe, for the replacement of their old servants 
by new and more efficient ones. 

. Last year an American tramway replaced a large number 
of 15-year old motors with new and larger ones at а coe 
of £77,000, and in the first 12 months the cost of motor 
maintenance was reduced by an amount equivalent to 12) 
per cent. on the capital sum, while it is estimated that a furtber 
saving of £950 per annum is made on account of the reduction 
of failures in service. This may be an extreme case, as It 18 
notorious that the equipments of some American tramways 
have been run into a moribund condition owing to the 
starvation of the maintenance department, but there is really 
no reason to think во in this particular instance. Nothing 
is said about reduction of running expenees or increase of 
revenue resulting from the introduction of more powerfal 
motors, во that it is possible: the headway was already a8 
short, and the average speed as high, as the local conditions 
admitted, but there are English systems upon which a corres- 


ponding change would enable one or both of the above 
advantages to be gained. 
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Ir has been usual to give a traction 


The Rating motor a one-hour rating, and that is a 
of Tramway à 
Motors, practice which past experience has evoked 


and confirmed, but we are face to face 
with new conditions which call for a heavier rating. The 
T. & L.R.A. Brake Report gives the impression that electric 
braking for service stops may be inexpedient upon certain 
lines because the motors have as much Ав they can do to drive 
the cars, and would exceed the permissible temperature to & 
dangerous degree if they were called upon to furnish power 
for braking too. 

It is evident, on the other hand, that electric braking in 
some form is the most desirable from thé point of view 
necessarily taken by the Committee, that is to say, the 
point of view of public safety, and the obvious deduction is 
that the motors must be made big enough to deal with their 
new work. The hourly rating is over-scant for heavy lines, 
and unduly large for flat country, but it worked out well on 
the average until the recent growth of the electromagnetic 
track brake altered the conditions. 

Electric braking in some form has been a feature of 
almost every British tramcar. At the outset it took the 
form of an emergency brake solely consisting of a sudden 
short-circuiting of the motors upon themselves. Later 
this was followed by the rheostatic brake, which in 
most cases came to be regarded as а graduated emer- 
gency brake, and was for service stops or for 
coasting but rarely. The next step, upon which we rest at 
present, brought us to the magnetic slipper brake in place of 
the wasteful rheostat; but the evolution produced no 
corresponding impression upon motor design. Certainly 
the modern tramway motor is two or three times as powerful 
as the old Walker, or G.E., or Westinghouse, but that is 
due entirely to the greater speeds and weights, and electric 
brake duty has been imposed upon motors which have already 
enough to do to climb steep hills at speeds which would have 
sufficed for level running not long ago. 

If the brake reports are to bear fruit in a reasonable time, 
strong recommendations, followed up, if necessary, by severe 
pressure, must be made to all owners of cars, which, in the 
opinion of those most, competent to judge, are not provided 
with proper brakes, and as there is every reason to suppose 
that an electric service brake will form part of a proper 
equipment,” due provision will have to be made in the shape 
of motors capable of their full-load output for a period of at 
least two hours. 

It is desirable that the subject which we have broached 
should be made matter for careful investigation and report 
by some authoritative body. 


— 


ATTENTION bas occasionally been 
drawn to the difficulty of following 
the results of scientific investigation 
commonly experienced by those who find it necessary 
to keep abreast of advances in some special field of know- 
ledge. The fundamental difficulty lies really in the number 
of societies dealing with different, yet necessarily over- 
lapping, divisions of the same science; each of them pub- 
lishes original papers by its members, the result being that, 
to read up the current work on any subject, one must wade 
through piles of magazines, a feat impossible to the busy 
technical expert. The trouble is aggravated by the fact 
that authors publish instalments of their work in different 
journals, so that he who desires to follow the course of an 
investigation never can be certain that he has not missed 
something, perchance of importance. 

In an article diecu-sing the wisdom of the formation of 
two new technical societies in America, our contemporary, 
Engineering, remarks on the heavy strain on the finances of 
many of the smaller scientific and technical societies occa- 
sioned by the publication of their own Transactions or Pro- 
ceedinys, and suggests that they “ might prosper as depart- 
ments of a great physical or industrial institute.” 

In regard to the question of publication, this is undoubt- 

у sound position, but we cannot agree with the writer 


Scientific 
Publication. 


of the article in deprecating the multiplication of such 
societies per se. Each society, big or little, forms a centre 
of scientific life and activity, the value of which consists 
largely in the opportunities afforded to the many of 
occupying official positions, and acquiring experience in the 
conduct of affairs. This value would be seriously diminished 
were these societies to form merely departments of a greater 
organisation. 

There is no doubt that one of the chief difficulties met 
with by the smaller societies is financial, that their expenses 
are much greater than those of the larger societies in 
proportion to membership, and that a great deal of the 
expense is entailed by their publications. A corres- 
pondent suggests that this strain might well be eased 
if, whilst the societies remained individual societies, 
each with its own organisation, they were to unite 


in the publication of one journal, which could be supported 


by contributions from each society pro rata. The councils 
of societies would still be responsible for the recommenda- 
tion of papers for publication, the general policy of the 
journal being controlled by a representative committee. 

Such an arrangement, he thinks, would advantage both 
scientific authors and their public. The former would com- 
mand a wider field of influence, whilst the latter would gain in: 
having the current literature assembled, and in avoiding the 
encumbrance of their shelves not only, as is too often the 
case, with duplications of original papers, but also with 
abstracts of the same papers, and, at the same time, of 
papers appearing in foreign journals. . 

There аге, doubtless, many difficulties, financial and 
otherwise, in the way of such a scheme. Similar 
ideas have already been put forward by many sufferers from 


the existing state of confusion, but, until public opinion 


expresses itself sufficiently strongly to force a definite move- 
ment, nothing will be done. 


THE Electric Railway Journal of 
merica suggests that small tramway 
undertakings would do well in many cases 
to purchase energy rather than to erect power stations of their 
own. The exampie given isan interurban road 12 miles long 
running a half-hourly service at 12 M.P.H. average speed, and 
requiring four cars for the normal service. After making 
provision for special services, the total capacity of the station . 
would be about 300 Kw., costing somewhere near £9,000. 
The load factor of such a station would be poor, and the 
daily output about 1,800 units. The day would be 20 hours 
long, and a double shift would be necessary, the daily cost 
of labour and superintendence being put at about 36s. 

Coal at 12 Ib. per unit adds another 778., and 12 per cent. 
for interest and depreciation 608. more. The total daily 
cost would come to about 184s., which represents 1:22d. per 
unit. Some roads of a similar order are purchasing energy 
as low as Id. per unit. 

Now the figure of 1°22d. per unit seems to us in England 
so favourable that we could not expect to buy at a much 
more favourable rate for a small tramway. The load given 
by a half hourly service of heavy cars is not one to be 
coveted greatly by a central station, which supplies light as 
well as power, and, as a general thing, the supply company 
would have to lay down special plant for the tramway 
demand, probably in the shape of motor-generators. 

The writer in the Electric Railway Journal is con- 
templating the use of a steam-driven station, but better 
results might be obtained if suction gas plant, or, better 
still, Diesel engines, were substituted for the steam engines. 

Even in those cases where there is a reasonable certainty 
of self-generated power being cheaper than bought power, 
we hold that a small undertaking will be wiser to purchage 
energy and relieve itself of the heavy responsibilities of its 
own power station, unless the margin amounts to a consider- 
able annual sum, which is hardly likely to be the case if the 
adjacent supply authority is up to its work. 


To Buy or to A 
Generate ? 
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THE PRESENT POSITION OF THE VARIOUS › 


TYPES OF INCANDESCENT LAMPS.* 


WITH a view to determining the present position of the 


newer types of incandescent lamps with regard to reliability, 
economy, length of useful life, &c., Prof. W. Wedding has 


carried out an exhaustive test at Charlottenburg on some 


3c 


Tantalum lamps: Twelve 16-C. p., twelve 25-c.P., and five 


50-c.P. 110-volt lamps. Made by Siemens & Halske. 


Tungsten lamps: 49 lamps of 25 C. P., 86 lamps of 


32 C. P., 54 lamps of 50 C. P., and eight lamps of 100 C. f.— 
some being for 220 volta, but most for 110 volte. They 
came from the following firms: A. E. G., Bayerische Glüh- 
fadenfabrik, Deutsche Gasglühlicht A.-G., Gebrüder Pinttach, 
and the Zirconglühlampenfabrik, but the author is not at 


liberty to group these lamps under their makers’ names. 
The following table shows some of the results of the tests, 


.. the figures for each group of similar lamps of the same make 


being averaged :— 


300 490 8 
Pressure, volte te e 


уча. 1. Fic. 2.—- MmBTALLISED CABBON. | 


200 lamps of the metallised carbon, tentalum and tungsten 
filament types. Most of the teste were carried out with the 
ordinary direct-current public supply. The lampe were 
suspended vertically downwards from wall brackets. Vibra- 
tion was avoided as far as possible, and the more delicate 
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Fic. 3.—TANTALUM. 


tungsten lamps were only removed for photometric measure- 
ment every few hundred hours, во as to lessen the chance of 
breakage. Most of the light measurements were made in 
‘an Ulbricht globe photometer, 1 m. in diameter, though the 
spherical candle-powers obtained in this way were often 
compared with the horizontal candle-powers measured in two 


| — 

аа 
“=== Г | | 

ped ЖИ Ol ae Е 

a= ~ L 

ет e e алаа ees Bees ee =p 
e ы o л О DG BRE 18 
y ee MM 
0 ' 200 300 400 800 600 700 


зоо ФОО 1000 1100 1200 1800 1400 1806 
Lite In Hours 


Fia. 4,—TUNGSTEN. 


diametrically opposite directions, since this latter is still the 


more usual figure dealt with commercially. The lamps 
tested included the following :— | | 
Metallised carbon lamps: Ten 16-c.P. 107 volta, ten 


50-C.P. 110 volta, ten 25-C. p. 110 volts. All made by the | 


Allgemeine Elektricitiits Gesellschaft. 


Abstract of paper read before the Verband Deutacher Elektro- 
techniker at Erfurt, 1908, by W. Wedding. 


i 
| Candle-power | © A. ә 

| at start g no uS | 46 ё 

: JJ dopo d - 53 358 

— is gi 2 sh lee oF 

EL 27 s * 5 | 22 £S |; 93 

$n sd ' o9 2 2 WR | Ro} 9c | . 

HEB 3 * „% · у 

| IC | d 2 | | | 

5 quse ee see ( eS dise posee #Е 

Metallised [| 16:8 | 13:34| 3514 209: 322*| 342 10 

carbon | 52:9 | 402 1029 195 434 |1007 10 

filament. 24˙3 | 1*8 | 650| 226, 733 | 547 10 

[| 151,1016 | 261) 173 807 | 273 12 

. | 2315175 | 397 | 1-79 | 1,552 | 414' 12 

a 51:0 | 384 | 86:'6| 1:69 | 1,685 | 857 5 

0 | | 

i | 268! 200 | — | 107 161 278 8 

* 3 | 279 203 | 302 | 108| 665 | 310, 12 

8 6 28˙5 228 361 127, 1,819 | 360 10 
а f7 | 808 210 | 486| 160, 669 | 507 1 (220 Y) 

ae с | 353 287 | 400| 114 | 1217 | 389 10 

я 411 ' 375 282 | 388| 103 1,492 | 385 8 

% [14 | 542 408 | 087| 108, 1014 | 611 R 
a |15 | 643 412 | 601| 111, 7 60 | 8 
2. |16 | 558 445 | 679 | 1:22: 1,111 | 669 4 (220%) 
(20 | 998 792 111111 1,766 |1105 4 
21 |1165 975 126˙6 1:09; 413 pn 4 (220 V) 


| l t | 


* This short life is partly due to the lamps being 107-volt ones run 01% 
110-volt circuit. 

The “ useful life” given in column 6—is taken to be the 
number of hours in which the candle-power falls off by 
20 per cent., where such a falling-off takes place, but 
where, as in the case of most of the tungsten lamps, this 
20 per cent. reduction is practically never reached, the 
“ useful life ” is taken as the average number of hours after 
which the filaments broke completely and could not be got 
to make connection again. In the paper the author also 
gives the average number of hours which elapsed before the 
first break of the filament (often remediable) occurred. 

The behaviour of the varions types of lamps is well 
represented by the author's curves. Thus fig. 1 shows the 
well-known difference in the temperature coefficient of 
metallised carbon filaments (curves a and b) ‘and that of 
ordinary carbon filaments (curve с). | 

Fig. 2 shows the variation of spherical candle-power with 
time of burning for the metallised carbon-filament lamps 
fig. 3 shows the same relation for the tantalam lamps, and 
fig. 4 for a selection of the tungsten lamps. 

Taking the normal carbon or tantalum lamp as a 16-0.P. 
one, and the normal tungsten lamp as a 25-C.P. one, it 
be seen that the average consumptions are 34.2 Watts, 275 
watts, and 32 watts respectively in the three classes : Ot for 
lamps of equal candle-power (25), the figures are 54°7, 414 
and 32 watts. 

The author considers that a new field is open to metal 
filament lamps of high candle-power—viz., that hitherto 
occupied by small arc lamps. The question of 110-volt ot 
220-volt installations, he thinks, must still be left open, 3 
the higher voltage metal-filament lamps may at any time 
become commercially successful even in small candle-powere 


“The King! —0n the occasion of the King's birth- 
day, the management and workmen of the Ecco BATTERY AT 
ELECTRICAL Co. forwarded their congratulations to his Majesty 
thereon, and received the following reply :—“ Bandringbam.— Pese 
convey the King’s thanks to the electricians and workpeople of the 


Ecco Battery and Electrical Oo. for their loyal congratulations and 
good wishes. —K xNOoLLYs." 


rr 


- 


level matters up. 
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CORRESPONDENCE. 


Letters received by us after 5 Р.М. on TUESDAY cannot appear until 
the following week. Correspondents should forward their communs- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in ои” possession. 


Branches v. Agencies. 


„London Manager’s " (who for short I will call“ L. M.“) 
letter certainly calls for an answer. To begin, let me con- 
gratulate him on evidently being a very exceptional official 
in а Very unique company. I never before heard of works 
being appreciative of designs, or suggestions, from outside 
officials. Has L. M.“ never asked for information from 
works, and not got it? Does L.M.” mean to say that if 
an inquiry came to a large manufacturer for a big supply of 
alternating meters, the equipment of a large printing 
establishment, or the turbo-electrical power installation for a 
mill, the branch manager alone would handle it? I think 
that both he, and I, know better than that. What are 
specialiste, and meter, power and traction departments 
kept for at head office ? | 

I never said a stock was not necessary. In some centres 
it is inevitable, but I did state that an agent can handle 
stock better than a branch manager, and I stick to it, because 
an agent only stocks what he can sell readily, as he only 
gets paid on what he sells. The rest is dead warehousing 
loss. A branch manager stocks what he fancies, but draws 
his salary all the same. Now here we meet the great 
difference between agencies and branches. The agent must 
sell to live, and the branch manager can please himself, 
within limita. | 

As to L. M.“ blaming Free Trade for low salaries, I 
must disagree. The cause of low salaries is over-production. 
It is simply appalling the amount of trained and untrained 
men who are unable to obtain positions, and the low salaries 
which good men are willing to accept. As to his statement 
that an agent is no better off than a branch manager in 
the hands of an unscrupulous manufacturer, this is absurd. 
If an agent does not get fairly paid, he cancels his agency 
and goes on with his other business while he fixes up a 
fresh one. A branch manager, in these bad times, has 
to grin and bear it, or join the unemployed. I quite 
agree with L. M.“ that an efficient, practical, technical, 
commercial engineer may do more business than a general 
agent. Certainly not twice or four times as much. I 
might point out that a business manager is not, and at 
his salary cannot be expected to be, an efficient, practical, 
technical, commercial engineer. Не is, in fact, generally a 
trader without trading instincts, and his company suffers for 
his ignorance. The sgent with five different agencies can 
employ more men than a branch with one, and that would 
With regard to America, I can only 
advise L. M.,“ next time he takes bis summer holidays to 
take them over there. If he goes as an impartial observer, 
I am certain he will agree that the conditions are different, 


‘and essentially different, and that the difference is com- 


mercially successful. As to my second letter, I do not see 
that it matters what the electrical manufacturers think, or 
imagine, about business principles. That numbers should 
support a theory does not assure its soundness. | 

The game of “ Follow my Leader," though an old one, is 
still played with the same zest. “А” opens а branch in 
Birmingham, * B," not to be left behind, opens one also, 
and “ C,” to get ahead, opens one too, and they all imagine 
they cannot afford to give them up. The real test of the 
question lies in the fact that the companies who have 
agencies seldom give them up for branches, and that agencies 
are increasing much more rapidly than branches, which 
shows they are more successful. I agree that my article was 
too short to properly set out all the terms of branch pro- 
blems, but this was the fault of lack of space. 

If I could have had room to discuss it fully, I could have 
made out a stronger case for agencies. І note that L. M.“ 
claims my figures to be unreliable, and that was why I had 
to wait so Jong for his answer. This is one of my great 
objections to branches. We generally have to wait for 
everything, and the British public objects strongly to waiting. 
As to my figures, they are not only reliable, but they are real 
figures. I have given the actual returns obtained after some 
years of branch management with one of the largest and 


most pushing manufacturers in England. I was an agent's 
representative some ten years ago, and a branch manager and 
assistant branch manager for a considerable time. I am 
now an agent again. Whatever may be said of my deduc- 
tions, my figures are absolutely correct, and the fact that 
„L. M.“ cannot realise this proves that he has little 
experience outside his own possibly successful London 
branch. ` 

In conclusion, “ L.M.,” in his letter, seems to give his 
whole case away, as he states he would just as soon be an 
agent asa branch manager, provided the remuneration was 
the same. I fail completely to understand this point of 
view. If a branch is really all he states, I should have 
thought it would have been the last. thing he would have 
said. If I might be allowed to offer him a tip, it is this : 
If * L.M." is the man he states he is, there is room for him 
in agency work, If he tries it, he will find that, instead of 
his sales falling to one-sixth with the increased scope, they 
are more likely to rise to double, and on this he will get 
fairly paid. The writer has had experience of both. Asa 
branch manager he did well, and as an agent he found that 
his electrical turnover was rather increased, and an almost 
equal turnover in mechanical work was added. A man can 
only do a day's work in в day, and it is ridiculous to talk of 
& branch manager doing six times the sales of an agent. 
After carefully trying both, the writer would not—and could 
not afford to—leave agencies to go back to branches, even if 
he were offered such a heavenly place as “ L. M.“ seems to 


enjoy. 
| Vilex. 


" A Powerful Station Staff. 


As the efficiency of & maintenance staff is of paramount 
importance, may I ask if it is possible to improve on the fol- 
lowing ? In one of our most recent traction stations the 
maintenance department is run by the following officials :— 


Maintenance engineer receiving £275 per annum. 
Mechanical foreman (not a worker) £208 per annum. 
Maintenance assistant engineer, duties not apparent, £162 10s. 


per annum. 
Boiler house foreman (not working) £208 per annum. 
Electrical foremen, duties also unknown, £156 per annum. 


In addition to the above there are three engineers-in- 
charge, and а station superintendent whose duty it is to 
instruct maintenance department as to what requires doing. 
The objective consists of a plant about 14,000 Kw. in four 
units. Of course, there are the usual workmen, in number . 
about one to each official. 

A capable superintendent, with the three engineers-in- 
charge, who, in fact, now have all the working and respon- 
sibility, could carry out such a job. 

But retrenchment, though not affecting efficiency, would 
cut off many relatives from the benetit of ratepayers’ cash. 


Efficiency. 


Electrical Driving in Cotton Mills. 


May I make a few comments with reference to Mr. W. Н. 
Booth's article on the above subject? An electrical plant is 
being installed in a large cotton mill near Manchester, and 
during alterations one weaving shed is being driven by 
motors aggregating about 450 H.P., and supplied from the 
town mains (not Manchester Corporation). 

Since the start, three months ago, the supply has failed 
seven times, varying from two minutes to half-a-day, the 
total loss being about ten hours. In the same time two 
engines, nearly 40 years old, and together giving about 
900 H.P., have lost one hour and a quarter. This kind of 
thing does not tend to popularise electrical driving, and, 
moreover, since the motors (synchronous) have been in- 
stalled, there have been continual complaints from the 
weavers as to the unsteadiness of running. And this from 
a supply station in the very heart of the cotton towns near 
Manchester. The mill in question is an old one, and, in 
common with many similar Lancashire mills, is well adapted 
to electrical drive. 

At present it is driven by three ancient engines, all 
widely separated, owing to the mill having been built up 
room by room as trade grew. 
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These will be replaced by motors where required, fed 
from one generator, and it is anticipated that considerable 
economies will result from such an arrangement. There is 
great scope in many of the older mills for an arrangement 
of this kind, since a direct drive from one engine is im- 
possible, owing to the disposition of the buildings. 

The mill manager naturally rates continuity of running 
very highly, and such stoppages as I have mentioned above 
do not tend to strengthen his opinion of electrical drives, 
particularly when he knows that with his own electrical 
plant he will have no standby in case of breakdown. 


Erector. 


The Engineer as Witness. 


I notice in your current ‘issue amongst your Legal" 
reports, you mention the case of Lillico v. South Shields 
Corporation. During the course of this case, there was 
ч a humorous episode of which you may be interested 
tc hear. | 

A witness was called for the prosecution, and the follow- 
ing was the crogs-examination by the defendant's counsel ;— 


Counsel: You are an engineer, I believe ?— Witness: I have been 
an engineer, but I am at present an agent. 

Counsel: You know something of speeds, I take it?—Yes. - 

Counsel: How far were you away when the car knocked down 
the man ?—150 yards. 

Counsel: What speed were you walking ?—Tbree miles an hour. 

Counsel: At what rate did the car pass you ?—Whilst I was 
walking 10 yards the car had passed me and struck the man. 

Counsel: Oh! So the car was going at 45 miles an hour ?—Oh, 
well, hardly as fast as that. 

Counsel: Well, but you said that the car was travelling 150 yards 
whilst you were walking 10 yards, and you were walking 3 miles 
an hour, therefore, the car must have been going 45 miles an hour? 


—Oh, I expect I was walking a little faster than 3 miles an hour. 
Counsel: Ob!!! H 


Which is the Rational Method of Stoking ? 


In reply to “ Radix” in your paper of the 20th inst., I 
think it is very unfair for him to talk of mechanical stoking 
25 years ago, when it was only in its infancy ; what he 
should compare are the present-day methods. 

I may вау that in my 80 years experience as engineer 1 
have tried all the principal methods of machine firing ; the 
various stokers have worked very well for a time, then comes 
the trouble and expense of repairs, which has been very 
large in some cases, especially where the boilers have been 
hard fired. | 

I have found, also, that when the stokers have been 
working about three or four years they have been very little 
better than hand-firing, because the machines have not 
covered the whole of the grate ; therefore, the fireman has 
had to help with the shovel, and we all know what that 
means. 

It is evident that Radix has a lot to learn about 
machine firing when he talks about blowing air into a self- 
cleaning fire-bar. It would be very interesting to know the 
difference between blowing and forcing air into a fire. 

He then draws our attention to an advertisement, and 
says this is a very ancient system of hand-firing ; I- think 
he is sadly mistaken—the ancient system is firing up each 
side of the furnace. 

The modern over-feed system is spreading coal evenly 
over the grate, each square foot of fire doing its full work 
and evaporation. I think, if he will take the pains to 
look up his modern method, he will find a big thick fire 
at the front, and none at the back; this is my experience, 
and it is also the reason why the fireman has to use the 
rake so often to level up his fires. 

My opinion of mechanical stoking had been a very bad 
one until quite recently; I had made up my mind 12 
months ago, to have nothing more to do with machine 
firing, ав I had had so much trouble with them going 
wrong, but I am in the thick of it again with a new 
apparatus that I had fixed to a boiler a few months ago. So 
far, the machine has worked well, and has exceeded the 
makers’ guarantees in every respect. 

The price is rather a stiff figure, but the workmanship 
and material that have been put into this apparatus, and 
the work it will do, will amply repay any steam-user. 


The first cost is nothing in any machine, providing it 
will pay good interest on the outlay, and continue to work 
with little repairs and give no trouble. I was hard to con- 
vince that this machine would be any different to the others 
I had tried, as every maker always says that his system 
is the best, and will advance tests to prove his case. 

I never did believe in testa unless made by independent 
persons of good sound judgment, and for long periods, such 
as Т am making with our new apparatus. 

I do not wish, nor do I think it is fair to the ELEC- 
TRICAL REVIEW, to give the maker a free advertisement ; 
but I will, if * Radix " or any other reader wishes, give 
them the makers name if they will send а stamped addressed 
sdb to my address, which the Editor can supply if 
wanted. 


Engineer. 


* BACKWARD IN THEORY" wants to know if there is 
any means of gaining technical electrical knowledge in the 
district between Richmond and Kingston during the winter 
evenings. He thinks there may be advanced students 
willing to coach several evenings per week. 
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PROCEEDINGS OF INSTITUTIONS. 


Some Comparisons of the Electrical Industry in this 
Country and Abroad. 


(Abstract of Inaugural Address read before the INSTITUTION OF 
Ет,ЕОТВ1САЬ EmarxEEnas, London, November 19th, 1908.) 


By W. М. Morpey, M. Inst. C. E., President. 


I Have been urged by influential members of this Institution to 
devote my address to the consideration of the position of the elec 
trical industry and of electrical supply in this country as compared 
with that in other countries. 

My attention has been specially directed to some resolution 
which were passed five years ago by a committee of engineers and 
business men prominently connected with electrical engineering. 

The first resolution was as follows :— 

“ Notwithstanding that our countrymen have been among the 
first in inventive genius in electrical science, its development in 
the United Kingdom is in a backward condition as compared with 
other countries in respect of practical application to the industrial 
and social requirements of the nation." 

I quote this resolution because it is typioal of the opinion held 
then and now by a large number of people directly connected with 
electrical engineering, and because it also probably expresses the 
general opinion of the public. I am told there has been no 
improvement in the state of things referred to in those resolutions. 

Various explanations are given—sometimes in considerable 
deteil—of this supposed British backwardness. The favourite one 
is that our scientifico and technical education, and our educational 
equipment, are defective and far behind some other countries. 
Another is that we are more hampered by legislative restrictions 
than other countries. A third, that our banks do not come for 
to the support of industries as they are said to do in Germany. 

The question we have to examine ів а very simple one. Is it 
true, as the resolution states, that this country is: In a backward 
condition as compared with other countries in respect of practical 
application to the industrial and social requirements of the 

nation ? 

To answer this question it is, broadly speaking, only necessary, 
so far as the service to the public is concerned, to find the extent 
to which the systems of supply of electrical energy in different 
countries provide for the requirements of the public; or, in other 
words, to find the average consumption in units per inhabitant, 
and the average price per unit actuaily paid. I have prepared 
some tables giving this information for a large number of towns 
here and abroad. 

Germany is the most important country for the purpose of the 
present comparison, for, so far as concerns European conntries, it is 
Germany in particular that is referred to in the common state 
ments about British backwardness. : | 

The towns were selected in the following way. A list of the 
towns was arranged in order of their populations, ranging from 
10,000 to 20,000 for the small towns and from 100,000 to 200.000 
for the medium-sized towns. Then six towns were selected from 
each grovp, distributed uniformly according to population. For the 
group of large British towns—of more than 350,000 inhabitants— 
Glasgow and Bristol, the first and last of the list, were excluded in 
order to restrict the group to six towns. ical 

The order of selection was in no way influenced by the electri 
results— in fact, those resulta were not known at the time. Probably 
this method gives a fair average. 

In the case of Germany, the list was made only of those towns 
for which the information was available. In the case of Berlin, 
no information is available except the consumption for lighting А2 
power, the supply authorities not being willing to publish any figures 
as to revenue or average prices obtained, 


` 
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TABLES А AND B (ConDENSED).— ELECTRIC SUPPLY Statistics FOR Burris AND GmnMAN Towns (ExcnLupiNG TRAMWAYS). 
ES т E NE еле еш с нр | 
р | А Re Р Total 
Radon | millions bf unit | Unite por inbabitant, ee . anit sold, | cos eon. 
in er 
Toe: thou- ey ANON Los Oe PORUM S CIE msc cp eco ЕНЕ Е unit 
sands. | Light. кокек Total. | Light. Power. | Total. | Light. Power. Total. | Light. | Power. Total. | Coal. parce sold. 
POE )( кыла da Р NEUE ene - MC Mi NN NETT 
British. | | Рег 
London— | | d. d. | d. d. d. |s.d d d. d. |cent. 
Borongh Councils . . | 2,394 | 41:4 | 183 | 597 | 17:3 7'6 | 249 °| 3:04 | 112 | 2°45 | 52:6 86 |51 0:49 | 036 | 1°24 5:8 
Companies  ... . . |2291 | 897 | 253 |1150 | 39:2 | 110 | 502 | 3:38 | 216 311 |1825 | 239 13 04 | 048 | 0:52 | 142 67 
| 


Total or averege . 4,685 1311 
Six large towns, average 561 69 
Six mediumtowns,aver'g- 134 | 12 
Six small towns, average ; 14.5 | 0183 


9 
66 135 | 127 |172 | 249 | 322 | 1:00 | 213 | 410 | 123 | 4 
20 3/2 92 |150 | 242 | 330 | 092 | 1:83 | 303 | 139 3 

0:136, 0319 12°6 98 | 21:9 | 400 | 132 | 286 | 503 123 5 


‚ 436 |1767 | 280 | 93 | 373 93˙27 173 | 289 | 91-7 | 161 048 | 046 | 137 | 64 


German. | | | 
Berlin 2 C 2.592 |410 |587 |947 | 158 |207 | 366 | — — — | — — — — — 
S х large towns, average 546 | 42 | 29 | 71 7:68| 527|1v95| 567 | 212 | 4 22 ¶ 43 6 111.4 7/032 | O25 |115 | 114 
Cologne ... er M | 453 | 68 | 06 | 74 |151 13 |164 | — — 251 | — — 3 5 |028 | 015 | 067 | 106 
S'x medium towns,aver'ge, 148 | 11 | 24 | 35 7 30 16 40 23°70; 462 | 144 | 243 | 337 | 236 | 4 9 | 038 |028 |083 | 111 
Six amall towns, average | 149 | 0:179" 0114, 0'292) 1200 766 [as 66 | 527 | 2:02 | 401 | 633 | 154 16 7 082 | 056 | 192 | 9'3 


* In addition to wagea and ai ie this column contains management, office, legal, aad insurance крек in the сазе of British towns only. 
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t Gross profit = percentage on total capital expended, without deduction of interest and sinking fund. = Company • М = Municipality. 
, TABLE C.— SUMMARY OF TABLES А AND B (Licatira AND E | 

| © | Perimhebiten. | О ре i 

diim Unite. аре Ёз Pee, 1 Goal, ee, ee, бшш cm. | оше 

6 Large British — .. —.. E 249 4 а 213 а Per oent oj — oie | oii S [009 as 
VVV E wq 
6 Medium German 3 ш. . 237 ' 4 9 243 060 33 10зв os» ово] 99 10837 bes 
ums lol l[ADI ik 10 "sse {oR a dm) он 2 om 


—— —— а С — ————— ꝗ—VE— 


—— — wo — "A — " — 


^ | Consumption in. B Units per inhabitant, | Average price per unit. | Revenue per — Per unit sóld ` $2 | a 
Town | > @ „ See genes | JJ (v8 оз. = 
8.3 Li a | E ч. | i |: id 1 58 8 8 
Sg к. ' Power. | Total. наве Power. Total Light. | Power. . Total. Light. rover. 1 Total. | Coal. and 13 E са 
ЭБ е MORE e ae л — 5 m sales RO S8 
| ' ' E 
| | | | a. (a à. о аа. ded. ded we | а, | 9% 
Paris ..0 2,750 — — ati 42:00 — 20 30 ees — 567 — | — 7770) — d ог er 
Lyons ... *. C 500 | 662 403 469» 13° 20 | = 9380 : 456. 073 | 127 | боз 588 911 — — UP oes 
Bordeaux . C 252 283 0˙72 3°55 11°25 | 286 1410, 492 274| 444 553 73 5 22 — — — — 
Havre ..C 130 133 155. 2841020 11˙90 3210 | — — ̃ pe ye — р 
Grenoble ... M 74 190 2°20 4`10 25°70 29 70 5540 2 50 0°65 | 1:51 | 64 3 | 193 618 — | = — = 
Zurich .. „M 178 169 2°06 375 950 | 11°60 | 21:10 | 538 | 166: 334 511 | 193 5 104; О64* 045 | 1:00 | 101 
Geneva М | 126 299 764 1063 23 70 | 60°60 84 30 | 4°67 | 0'15 | 164 1107 £73 11 6 — 71 — — — 
St Gallen NM 49 045 101 146 92 206 298 | 578 192 312 | 535 | 399 7 93 0°31;! 0 26 0:98 10 1 
Copenhagen M 440 505 208 | 713 11:50 | 472 16˙22 443 | 195 | 372 | 5f'8 93 5 0 | U31 | 0°28 | 090 , 172 
Stockholm M 340 555 237 . 7:92,1635 696 | 23°31 | 484 242 | 412 | 791 | 169 8 0, — — — — 
Kiev .. 0450 394 259 | 653, 875 | 577 1452 437 139| 316, 383 7˙5 3 10 069| 027 135 89 
The Hague M | 250| 17% 024 199 700| O98 | 798 | 267 | 1'832| 952] 183 | 18/1 8 029 022| 0-66 | 11:8 
Rotte rdam M | 403 197 131 3°28; 490 | 3:25 | 815; 391 | 233 | 328 | 191 | 76 | 2 3, 045 0238 109 89 
Brussels M i 200 473 | 067 540 2365 | 335 92700: 444 | 190, 412 | 105 63.9 3 | — — — — 
Chicago s . . C 11,994 | jte 4672 11733 36 70 | | 24 30 61°00 | 3°52 | 208 | 294 11290 | 595 14 11 — — — — 
Melbourne. M&C | 515 | 56 291 558,110 | 5°65 | 16°65 | 4'16 | 181 337 | 458 | 103 4 8 | 0:56 | 0°28 | 1:96 | — 
Adelaide 0 | iii | ane 165 58 | LI а 500 | 234 | 39 ; 290! 88 а чю ри чие 
C= Company. M = Municipality. * As about 82 per cent. of this energy is from water power, the coal per steam-generated unit coste 8:504. 
t Practically entirely water ower. ; Partly water power—proportion not given. $ This column contains wages and salaries only. і Gross 
profit = Percentage on total capital expended without deduction of interest and sinking fund. 
TABLES F & G (CONDENSED). —Evrorato Tramway STATISTICS. 
R100 нна Por inhabitant, [Per passenger. | Per erl. 
Town. served. Thou- | EZ |revenue, Miles. en Thou- | em renee | Reve. Track. | Q Carn Re „5 
. БЕ Thou | Track. | sands, | 8048. Capital. пеув, | nue. | yards. | miles. nue. Costs. nue. | Costs. 
Pritish. | £ £' £ £ 8, d. ' d. d d. d. 
Bix large towns, average 574 | 1,379] 916 418 96 9.456 260 | 2°40 160 | 14 7 | 0:29 | 165 | 1:09 | 0°68 | 1061 | 6961 
Six medium towns, average ... | 167 344| 155 | 683 | 299 1,489) 44:3 | 2:05 92 82| 031 89 | 1:06 | 0:69 |1110 | 7313 
8 Berlin EN C | 2,592 10,700 481°0 | 2,300 439 70, 600 1,450 | 4:15 | 18617 10 0'29 | 272 | 115 072 | 783, 493 
= J Six large towns, average.. 546 | 1,546 86:0 | 412 111 1. 165| 264 | 2:83 | 157 | 151 036 | 27˙8 | 115 | 074 | 652 | 418 
8 Cologne ‘es "T M 453 | 1,339, 767 327 | 88°5 1,420 209 | 296 169 146 0°34 | 252°| 102 0-65 | 6:47 | 439 
© (бїк medium towns, ме 157 281| 123 | 593 | 970 | 2,386) 406 | 1°79 7877 | 0:30 | 152 | 115 | 079 5°96 | 408 
| 
C = Company. М = Municipality, 
TABLE J. — HIGHEST AND LOWEST AVERAGE PBICES РЕВ Um. HIGHEST AND LOWEST ÁvEBAGE UNITS PER INHABITANT. 
| AVIV price per unit. | Units per inhabitant. 


2 _ —X | ————— — - . | 


— — — 


d. d. d. 4. | d. 
P St. Gallen 578 | Manchester | 184 | Frankfort 144 Chicago | 367 


— —ę— — 


| | British (A). d German í B): Other countries ie): | British (A). German (By. | Other e SKE): 
| 
| 


| 
Highest lighting) Birkenhead | 4 = m im ... — 


Lowest lighting | | Sunderland | 273 | Aix-la-Chapelle! 3°91 | Grenoble...| 2:5 Belfast.. 53 | Leipzig. | 3:65! Rotterdam | 49 

Highest power... | Plymoutb...| 21 | Leipzig ... | 293 | Bordeaux... | 2:54 | Sunderland | 34°5 Mülhausen 332 | Lyons ...|806 

Lowest power... | Bolton 056 Mülhausen. 093 Geneva | 0:45 | Plymouth | 10 | Leipzig ... | 23 The Hague 098 

Highest total... | Birkenhead | 37 | 5 A M $0 | Paria... 5˙67 Manchester 468 | Mülhsusen 427 | Lyons . | 93:8 
ie | ! ! PS, | | 

Lowest total .. Bolton . 118 Miilhausen... 161 успа  .. 127 еа) 88 | Leipzig .. 595 The H-qu.| 798 


| | | | 
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LR A PD I SO I I CE IIS I a НИНИ 


I have given Cologne separately, instead of including it in a 
group, as the information regarding it is incomplete in one respect. 
The Cologne authorities are unable to give the revenue and con- 
sumption for lighting and power separately, as they do not 
differentiate between light and power, energy for both being 
measured and charged on the eame tariff by double-tariff meters, 
which change the price according to the time of day without ap- 
parently any reference to the purpose for which the energy is being 
used, This isa very logical system, for which there is much to be 


said. It was first proposed by Dr. Kapp. The price of energy 


in Cologne is the lowest of any of the large German towns. 

An important column in Tables A and B is that showing the 
gross profit as a percentage on the total capital expended. This is 
very significant, in view of the fact that in both countries nearly 
all the systems examined are under municipal control. The larger 
gross profit in Germany indica es that the wunicipalities are taxing 
the consumers of electricity for the benefit of the rates. 

In order to see to what extent the slightly higher price of coal in 


Germany affects the cost of production, the actual cost of coal per 


unit is given in detail in Tables A and B, which also show the 
wages and salaries coste, these being inserted to test the usual 
opinion that in Germany labour is cheap. The column headed 
" Wages and salaries” in A includes also management, office, legal 
and insurance charges; whereas in Table B it includes only wages 
and salaries, the information regarding msnagement, office, legal 
and ое charges not being obtainable from the German 
records. 

In all three classes of towns labour is higher in Germany than 
here, which shows that low wages and Jong hours do not necessarily 
mean cheap labour. 


had included as much as it does in Table B, the comparison would 
have been still more in our favour. 


CAPACITY ОР GENERATING STATIONS. 


Another comparison may prove interesting—that of the total 
power provided in Germany and Great Britain respectively for 
the public supply of electrical energy for lighting, power or 
traction. Table D gives this comparison, and provides a further 

roof that there is no foundation whatever for the common 

lief in British backwardness in electrical supply. Our gener- 


ating stations contain 2} times as much power per inbabitant as 
those of Germany. 


TABLE D.—TorAL Kitowarrs OF GENERATING PLANT IN 
PowxB STATIONS FOR Ронис SUPPLY OB FOR TRAMWAYS. 


Watts per 
Kilowatts. Population. inhabitant, ` 
Great Britain 983,181 45,000,000 21:8 
Germany 612,652 63,000,000 97 


Table E contains information about a number of important towns 
in different parts of the world outside of Germany. 

Altbough the conditions are in many cases so different from ours 
that any direct comparison is difficult, I hope the table may prove 
to be of interest. It shows that with the exception of a very few 
places which have ample and cheap water power the supply of elec- 
trical energy, and its cost to the public, does not compare favourably 
with ours. 


It has been difficult to get information for this table, as there 


are no useful cfücial or authoritative returns available for any 


countries but Great Britain and Germany. 

In the United States there seems to be nothing available—my 
inquiries have produced no result, except for Chicago. 

From Italy I have been able to get nothing. 

The three Swiss towns— Zürich, Geneva, and St. Gallen—all have 
the advantage of water power. Zürich is mainly water power, 
with a long distance transmission, and St. Gallen is partly water 
power and partly steam. In these two places it will be observed 
that the average price is 75 per cent. higher than in the medium- 
sized British towne. 

The power at Geneva is entirely water power, where, in addition 
to the «rdinary electrical supply, there isa very large consumption 
—about 18,000,000 unite—for electro-chemical work, which is not 
included in the tables. The average price to the public is 1°64d., or 
10 per cent. less than the average of our medium-sized towns. 

An appendix gives an analysis of the Geneva results, and shows 
that the capital charges allowed (viz.. 6 per cent. interest and 1:2 
per cent. sinking fund) amount to 0 23d. per unit, while the power 
itself only costs 0'074. per unit, distribution being excluded in both 
cases. 

Of the other large continental towns, with the exception of Lyons, 
all are bigher in price— most of them very much bigber in price 
and appreciably lower in consumption than in our large or medium- 
sized towns, | 

Lyons has water-power and a very large industrial motor load. 
Its price for lighting is, however, bigh, and the consumption only 
about half as much ав the average of our large towns. The power 
load is, however, tbe largest in the list. Grenoble—anotter town 
supplied fr.m water-puwer—bas also very high consumption both 
for power aud lighting, and low prices. 

The Chicago results are probably better tban those of other 
American towns. The consumption per head is higher than in any 
European towns, except (!eneva and Lyons. The average price 
for power is 2 08d., against 1 73d. in London, and 1'0d. in the large 
British towns, The price for light is 3:52d., as compared with 
3:27d. in London, and 3 22d. in the large British towns. In con- 
sidering these prices, it is necessary to bear in mind the lower value 
of money in the United States, 

The figures for Melbourne and Adelaide show a satisfactory 


development of electric supply, and the prices charged are moderate 
in view of the low value of money in Australia, 


If the wages and salaries column in Table A- 


Tables F and G contain information enabling a comparison to be 


made between two groups of British towns and two corresponding 


groups of German towns as regards tramways. It will be noticed 
that the differences between the two countries are much less than 
in the supply statistics. 

The most striking difference between the two countries is in the 
car-miles per inhabitant—the German figures being nearly dooble 
the British for both groups of towns. This difference is, of course, 
due to the use of small cars in Germany. The average carrying 
capacity of the cars (including standing space, which is allowed in 
German practice) is 33 passengers; probably the average capacity 
of our cars would be about 50 passengers. 

The cost per passenger—a very important quantity—is distinctly 
higher in Germany in both groups of towns, being 9 per cent. higher 
in the large towns and 143 per cent. higher in the small ones. 

The total cost per car-mile is lower than here. Low wages help 
in this. As only two attendants can be employed on each car, low 
wages and low cost of labour are synonymous. 

The comparison of the ratios of coste to revenue is in favour of 
the British towns. 

I do not suggest that these results are exhaustive, or that thoy 
cover the whole field, but I think they may at least be taken to 
show that the question we set out to examine may be answered in 
the negative—the question whether the United Kingdom is ina 
backward condition, as compared with other countries, in respect 
of p:actical application to the industrial and social requirements 
of the nation." 

As regards Germany, the Tables A, B, C and D show that we are 
far ahead of that country in the extent and cheapness of our supply 
industry. The relative position of the two countries as regards the 
supply of energy for public lighting, for domestic, and for industrial 
purposes may be summed up thus :— . 

1. In the large towns in Germany electrical energy costs twice 
as much per unit, and the consumption per inhabitant is 
half as mucb, as in our large towns. The difference in the 
cost of coal is insignificant, and does not account for the 
higher price. The labour there costs more than it does 
here. | 

2. In the medium-sized towns the price in Germany is 33 per 
cent. higher than here, and the consumption is about the 
same as in our medium-sized towns. 

3. In the small towns in Germany the price is 40 per cent. 
bigher and the consumption is about the same as here. 

4. Our public generating stations contain two and а quarter 
times as much power per inhabitant of the whole country 
88 those of Germany. 

. 5. In electric tramway work we do not compare unfavourably. 

As regards important towne in other countries, while the advan- 
tage of cheap and ample water power in a few places bas enabled 
an extensive supply to be given at low prices—notably in Lyons, 
Geneva, and Grenoble—the lowest price in any town bere tabulated 
is in a British town; Bolton, with its average of 1'184. per unit, 
heads the list, Lyons being second with 1 27d. per unit. There 
is nothing in their electrical work to justify in any way the charges 
that have been so freely made against us. These depressing 
charges have not originated abroad; they are entirely of home 
production. 

At the outset I referred to explanations given of our alleged 
backwardness. The backwardness does not exist; we are abe 
and well ahead. I do not wish it to be thought, however, that 
there are no hindrances—legislative or otherwise—to our getting 
still further ahead. But, in my opinion, there is no more justifica- 
tion for the statements about our scientific and technical education 
being behind other countries, than for the statements about the 
backwardness of our electrical engineering. I resent very strongly 
the disparagement of the results achieved in this country by the 
band of teachers, eminent over the whole world, who have been 
responsible for the scientific and technical education of the 
engineers concerned in the developmen of our industry. Technical 
education sbould be judged, not by the wealth of the equipment 
of laboratories, but by the engineering results achieved in the 
country. I have tried to show you to-night some of those results 


Institution of Electrical Engineers—Glasgow Local Seetian. 


AT the opening meeting on the 10th inst., Mn. W. W. Lackm 
presided and delivered his inaugural address as chairman for 
the session. He pointed out that the supply of electrical energy 
in thie country now employed a capital of 534 millions sterling, 
with an annual revenue of £6,500,000. The electricity depart 
ment of Glasgow last year sold 32,000,000 units to ordinary 
consumers, and a further 27 000,000 unite were used by the tram- 
ways department for tramway purp ses, or a total of 59,000,000 
units, representing a revenue of £370,000. To transform tbis 
energy at least 50,000 н.р. of plant was required. The new 
regulations, if passed into law, would undoubtedly retard the use of 
electricity by large industrial consumers. The authorised electrical 
undertakings, both in and around Glasgow, were threatened with 
serious competition from what he could only describe as a pirate 
company, which, with no Parliamentary authority and without any 
provisional order, proposed to supply energy in areas allocated to 
companies and municipalities and defined by Act of Parliament or 
provisional order, to consumers who had premises adjacent to or abut- 
ting upon railway lines or other private ways. Supply companies 
could only hope that something would be done to prevent the rail- 
way p-ople from allowing their wayleaves to be used in 
this manner. The pirate undertaking could pick and 
choose its consumers, whereas an authorised concern had to 
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supply practically all consumers in its area, and would be 


left with the less profitable and all the unprofitable consumers. 
Now that a more efficient lamp was an accomplished fact, the 
threatened danger of а decreased lighting load bad given rise to the 
alarmist cry that they must increase prices. If each kilowatt of 
plant in an electricity works generated 8,760 unite per annum, the 
load factor would be 100 per cent. The load factor looked at from 


' this point of view, which was probably the most important one, 


> 


was in practice something between 10 and 40 per cent. of the 
porsible. Other load factors were regularly used and had a bearing 
on the running of the generating station. On a day in December 
when the demand for electrical] energy in a commercial city like 
Glasgow was at its maximum, there would be something like 
185,000 units generated, but there was plant available at the works 
to meet a demand of 24,000 xw., or 567,000 units could have been 
sent cut if there bad been a demand fortbis quantity equally spread 
over the 24 hours of the day. In August the maximum demand 
was only 6,300 Kw. as against 22,000 xw. in December. On 
the average, for the year, the plant had only been called upon to 


tend out 16:5 per cent. of the possible. ; 


From tests made it bad been found that a boiler having a 


heating area of 4,000 sq. ft. with its corresponding pipes and valves 


and fittings, to maintain a pressure of 200 lb. per sq. in., required 
92 lb. of coal per hour while supplying no steam. If the boiler 
were allowed to cool down from 8 or 9 o'clock in the evening until 
it was required next day at 3 p.m., the coal required to set it away, 


would amount to 42,900 Ib., and it would take some hours; it was 


more economical to bank it, if it was likely to be required within 
a period of 40 hours. With such a boiler supplying a lighting load, 
the amount of coal used per unit secarated woul be nearly 7 lb., 
while if it were on a power load under 3} 1b. would be consumed 
per unit generated: the cause of the discrepancy was the com- 
paratively small amount of standby coal in proportion to the total 
used in the second case. Thus the cost of coal per unit for a power 


load would be less than half thst for a lighting load. The pro- . 


portion of time therefore durirg which a set тап at different loads 
would also have a direct effect on the coal consumption per unit. 
The load factor on the station, created by the aggregate demand of 
al the consumers added together, would be higher than the 
individual load factors of the majority of the consumers, and must 
be one of the main hopes that the public supplier had of being able 
to offer energy at a lower rate per unit than the individual con- 
sumer could generate for himself with a private plant. 

The true diversity factor was the ratio of the maximum demand 
on the station to the sum of the maximum demands made by the 
consumers. This in the case of the lighting would amount to about 
70 per cent. and in the case of the power-losd to about 40 per cent. 


There could not be any relation between the diversity factor | 


and the load factor on a lighting demand, although in a power 
supply there might be some ratio between these two factors, It 
was found in actual practice that 80 per cent. of the maximum 
demand of lighting consumers came on between 3 and 6 p.m. in 
the winter months only, whereas in the case of power supplies 
there was no such natural law. 

The author gave & table showing the cost per H.P. per annum in 
some trades. 'The interesting figures to the supply station were 
those at the end. There were 3,583 motors connected to the 
Ccrporation mains as at May, 1908, and these were used for 113 
different trades or purposes. The load factor on the station from 
these, worked ont at 38 per cent. The load factor on the station 
would be approximately tbe same for all the trades, but the diversity 


factors would be wide ly different. The fi. ure «f £10 per H.P. of 


maximum demand on the etation wight be considered high; but 
the plant earning £3 188. 4d. per н.р. from bakeries was again used 
during the day by engineers, &c., earning a further £6 9s., and 
while hoists (for instance) only gave £2 0s. 3d. per H. p. individually, 
the true diversity factor was of the order of 20 per cent., so tbat 
the revenue per H.P. of maximum demand on the station was 5 x 
£2 0s. 3d. or just over £10. 


| ) 
Revenue Revenue 


No. Total ' Load | сау 
is Occupation. Tor | кеш | HP. of M.D. E Ld 
sumers trade. , trade. ES installed of м.р. jinstall’d. 
36 | Bakers ...- q .. 578 11% 62% |43134 122 70 
10 ; Bookbinders ... 30 122% 72% 5 20| 3130 
60 | Butchers 222 9% 58% 3 83| 2150 
100 Clothing manírs. | 604 18% 66% 6 75| 4 30 
78 | Engineers 2,563 !2395 66% 6 90460 
77 ' Hoiste ... 834 46% 100% 2 03 2 03 
12 ; Ironworks  ..| 808 26% 55% 6115! 3130 
68 | Printer & publ’r | 1,325 HS 58% 4 80 | 2120 
Tota | 
station, On station. 
3,583 113 trades — ... 23,748 38% 37% £10 00 £2160 
Н.Р, indiv. M. D. : H.P. of M.D. on station " 
H. P. installed 665 н.р. installed = 25%, 


H. P. of M.D. on station 
H. P. of Indiv, M. D. 


= 37%. 

These figures give an excellent text for a paper on the ccst of 
energy from a public sup ply, as compared with a private supply. 
There wae no diversity factor ір a private supply. 

This was the pyrircij)e underlying the n aim ош demand tystem 
of charging as used in Glasgow. It bad frequently een taid that 


‚700° on the wrong side. 


this system was not a fair one, because it failed in certain cases to 
take into account the time at which the maximum demand 
occurred. This was not really the case. The maximum demand 
system took cognizance of the time when the maximum dt mand 
occurred, by reducing the charge to the whole of the consumers; it 
recognised the extent to which the aggregate maximum demand of 
all the consumers did not occur simultaneously, and the system 
was equitable and fair on account of that very fact. 

It would manifestly be unfair to allocate the standing charges 
only to those consumers whose maximum demand occurred between 


.3.30 and 6 p.m., and let tbe other consumers off with works costa 


only. It might be possible still further to reduce the price for 
lighting considerably, if by a үер adjustment of the rates for 
power they could so increase the power day load as to be able to 
ignore in a large measure the greater cost of the lighting units. 

In the supply of energy for lighting and power they had to meet 


two entirely different sets of conditions. They might look forward 


to the time when the total demand for lighting would be, say, only 
10 per cent. of the total output, the other 90 per cent. being ured 
for power and heating purposes, and electrical energy used for 
lighting purposes would then be thrown im at a price corresponding 
to their charge for power to-day. The effect of the metallic- 


‘filament lamp helped on this idea by reducing the present demand 


and corresponding consumpt of energy for lighting purposes. 

In Glasgow the lighting demand, while it was still on the in- 
crease, was growing in a decreasing ratio as compared with the 
power demand, and next year it was anticipated that the power . 
demand would exceed that for lighting. Adding the units used 
for tramway purposes to those used for power purposes last year, 


they found that 42,000,000 units were used for power purposes and 


15,060,000 for lighting, or 26 per cent. of the total units generated 
were used for lighting. 


Physical Society. 


Ат the meeting held on November 13th, 1908, Dr. Fleming communi- 
cated a note on the Photo-electric Properties of Potassium-Sodium 
Alloy, illustrated by experimente. He described a mode of making 
a tube in which potassium and sodium could be melted.together and 
then decanted over into a chamber containing a platinum plate, во 
that a mass of the liquid potassium-sodium alloy having a perfectly 
clean surface, and the platinum plate fixed above it in an inclined 
position, could be const1ucted. By means of platinum wires sealed 
through the glass tube, contact is made respectively with the 
platinum plate and the liquid alloy. When the surface of the! alloy 
is illuminated by a powerful besm of light and the galvanometer 
connected to the platinum plate and alloy, it is found that a current 
is produced in this circuit merely by the action of the ligbt, and by 
balancing this current against a variable electromotive force it was 


shown that an electromotive force varying from 4 to 8 of a volt is 


produced in the photo-electric cell, due to the action of the light. 

It was shown that this photo-electric effect was greatly dependent 
on the colour of the light and especially upon light absorbed by the 
alloy. In all cases of such photo-electric action, the rays which are 
effective in producing it are those given out by the substance if 
heated or otherwise made radiant. Thus, sinc is photo-electric 
under the action of ultra-violet light, and ultra-violet light is largely 
radiated when an electric spark is taken between the zinc balls, or 
an electric arc hetween zinc poles, The photo-electric effects in the 
case of the potassium are probably due to the absorption of the 
violet ray emitted by potassium when heated. 

Some pointe of interest in connection with radio-telegraphy were 
then discussed. It has been rhown that perfectly dust-free air is 
not ionised by ultra-violet light. If, therefore, the absorption of 


radio-telegraphio electric waves, which is found to exist when they 
pass through long distances of sunlit air, is due to the presence of 


free ions in the air, this may arise from the photo-electric action of 
the light upon dust particles. This suggests the question whether 
these particles may not be the same which create the blue colour 
of the sky ; and if these particles absorb ultra-violet light and 
thereby create ionisation, that would account for the relatively 
small percentage of ultra-violet light found in sunlight at the 
earth’s surface, and also suggests the need for further observations 
on the ions present in the atmosphere at various heights. 

A paper entitled Electric Splashes on Photographic Plates” 
was read by Mr. Alfred W. Porter. The author showed by means 
of transparencies the effect of a normal magnetic field upon the 
patterns which appear on developing a photographic plate which 
is placed between two terminals, between which a discharge passes. 

Mr. Porter also showed an experiment “Оп an Anomaly in 
the Lagging of Thin Wires and Narrow Pipes." When thin wires 
and narrow pipes are covered with a lagging material, it is not 
possible at once to say wbether the covering will keep heat in or 
assist it to escape. There is a critical radius, equal to the ratio of 
the conductivity of the material to the emissivity from its surface, 
which the outer covering must exceed before it begins to act as a 
lagger. А thin platinum wire (‘2 mm. radius) was coated at 
intervals along its length with glass of about ‘2 mm. outer radius. 


When an electric current was passed through the wire, of sufficient 


strength to raise the uncoated portions to (say) 806° C., the coated 
portions did not even glow, and measurements showed that they 
remained at about 100? C.; tbere was thus a difference of about 
A thickness of coating can be obtained, 
which is such as to allow the same escape of heat as from a prac- 
tically uncoated wire. То illustrate this two narrow steam-pipes 
were shown—one coated with a single layer of asbestos paper, the 
other with a very thick coat. The two were equivslent in their 
wer of preventing escape of beat. An intermediate thickness of 
coat would have made a worse-lagged pipe than either of them. 
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THE MOTOR EXHIBITION AT OLYMPIA. 


Motor exhibitions at the present day do not cffer any outstanding 
features of electrical interest, and the one which closed on 
Baturday last was no exception to the rule. 

Bat from the motorista’ and general engineers’ standpoint, the 
Exhibition was more than usually interesting. Such features as 
the so-called “valveless” engine, the Humphris gear and the 
several adaptations of epicyclic gearing as a substitute for the 
sliding speed -gears so generally adopted, also the two-stroke 
engine, represented welcome indications of progress. | 

In addition to the above, there was overwhelming evidence of & 
desire to popularise the small car—the two-seater—and while we are 
Bure that success will attend euch an effort, a feeling of disappoint- 
ment remains that the electric runabout has not substantiated its 
claim to a similar share of popularity for short-distance travelling. 
The electrical car only figured on two stands, i. e., No. 139, where 
the British Electromobile Co, Ltd, showed a 10-н.р, electric 
" Oppermann” landaulette, together with several petrol cars, and 
No. 1, where the Electrical Vehicle Co., Ltd., had on view a touring 
car fitted with Victoria body, and a pbaeton. 

The former was provided with 40 Tudor cells, 30 of them being 
carried under a bonnet— the familiar bonnet of the petrol car—and 
10 at the reat of the car. A special ty pe of traction battery is supplied 
by the Tudor Co, if neceseary, under a five years’ maintenance 
guarantee, for £25. The vehicle will run 80 to 100 miles on one 
charge, and it possesses the well-known feature of simple control, 
associated with all electrical vehicles. 

The phaeton is fitted with a 30-cell battery, weighing some 
8 cwt., and giving a travelling distance of 60 miles on one charge, 

Now, admitting that the petrol engine rules the roost for propulsion 
purposes—for the steam-driven car was but little more in evidence 
than the electric vebicle—it is equally true tbat a magneto system 
in eome form or other is the recognised ignition arrangement. 
The magneto and induction coil combination appeared to be a 
general favourite, occasionally with an accumulator stand-by; 
simple т, т. magneto systems were not much in evidence. 

Somewhat of a novelty in this line was shown on the Ford cars, 
in which the conventional H. . ignition with coil, magneto and 
alternative accumulators are fitted, and the magneto consists of a 
permanent-magnet rotor built up on the engine fly-wheel, and 
facing a series of stationary coils carried on the frame. 

Among the exhibits which bore familiar names, may be 
mentioned the series of Westirghouse cars; the attractive display of 
the Adame Manufacturing Co.; and in the gallery, the sample 
castinge shown by Mesers. Willans & Robinson, Ltd.; ball g 
specialities, by Messrs. Hoffmann and Ludw. Loewe; speedometers 
and indicators, by Messrs. Elliott Bros.; worm and other gears, by 
Messrs. David Brown & Sons; chains, by Hans Renold, Ltd.; 
ignition cells, coils, magnetos, flexibles, &c., by Mesers. Siemens 
Bros. & Co. Mes+re. Longstreths, Ltd., Van Raden & Co., G. T. 
Riches, Peto & Radford, Ltd., and C. A. Vandervell were, as usual, 
prominent in ignition matters, principally accumulators, while the 
Simms Manufacturing Co., the Bosch Magneto Co., the Electric 
Ignition Co., and others specialised in magneto systems of ignition. 

Miniature vulcanisers were shown on several stands; Messers. 
Peto & Radford showed a handy little electrical apparatus for 
vulcanising cuts in covers without removal from the car-wheel. 
The device is worked from any 100 or 200-volt circuit, and main- 
tains a steady temperature which prevents damage to the rubber. 
Messrs. Harvey, Frost & Co., Markt & Co., and the Rotax Co. were 
showing devices for a similar дрон 

The tire maker was naturally much in evidence, but the only 
novelty in this line was tre K.T. tire, in which the wheel phery 
is studded by two rows of cylindrical hollow rubber studs carried 
in a perforated rim fitting on to the wheel rim. It is claimed that 
the studs, owing to the air cushion inside them, are a good substitute 
for the ordinary pneumatic, and tnat they are an effective remedy 
for skidding. 

On the whole, the Show was a very successful one, over 300 
exhibitors taking part in it, a large proportion, of course, being 
exhibitors of accessories. 

That the electrical vehicle was practically absent, is, to us, а 
matter of regret, tempered, however, by our firm belief that a good 
time is comiug, not only for the “ town” electric car, but also for 
electric tranemission systems in general. 

The simplicity of operation of the electric car renders it 
unrivalled in ite own sphere, and as regards electric transmission, 
which may at first sight appear complex, one can safely say that 
that which it may supersede, ? e. gear box, clutch and differential, 
is the crudest and m.st unsatisfactory part of the modern petrol 
car. Weimagine that the American preference for epicylic gears, 
the prominence given by some home manufacturers to the same 
subject, and the evident wish to do away with the gear box 
altogether shown by some makers, and by others, to dispense with 
sliding gears, are ample evidence of this fact. 

Indeed, when one comes to consider the much-used ignition 
system twith its magneto, induction coil, accun ulators, the electric 
head, tail and inside lamps, the oil and water pumps, cooling fans, 
&c., and the air pump and compressed air tank for starting pur- 
poses, which we noted on two cars this year, the adoption of petrol- 
electric transmission secms a small and even simple matter, 
especially on the large car. 

Ic must not be thought that we depreciate the excellent 
mechanical work embodied in the modera system of car construc- 
tion, but we confess to deubts as to the practical efficiency of that 
sy-tem—doubte which are not allayed by visits to the garages of 
the large 'bus and cab companies in the metropolis, 


LEGAL. — 


` ТлмЕвїск CORPORATION v. Crompton & Co., Lr». 
AT Dublin last week, before Mr. Justice Wrigbt, Mr. Patrick Kelly 


. applied for an order, on behalf of the plaintiffs, for leave to issue 


and serve & writ out of the jurisdiction upon the intended 
defendants, Crompton & Co., Ltd, of London. The action was 
intended to be brought for damages for delay in the execution of a 
contract to deliver and erect plant and machinery in Limerick for 
the purpo:e of lighting the city by electricity, and for loss sustained 
by reason of the celay, which loses was estimated at £1,300. 
Counsel applied under Order 11, Rule 1, Sub-sec F, which 
applies to contracts made within tbe juriediction. It appeared 
tbat the contract had been accepted by letter posted in Limerick, 
and the deed in which the contract was subsequently embodied was 
first executed in London by the intended defendants, and subse- 
quently in Limerick it was executed by the Corporation, the 
intended plaintiffs, and delivered in Limerick. Counsel relied on 
the case of Hayes v. The Star Scottish Insurance Co., that the 
place of delivery was the determining factor in ascertaining the 
place where the contract was m de; and therefore he contended 
that tbis contract was made in Limerick, and that it would be 
more convenient to have the trial in Ireland. 
His LonpsRiP made the order sougbt.— Freeman's Journal. 


LANCASHIRE BOLICITOR AND THE WiGAM TRAMWAYS. 


AT Wigan, on Monday, last weck, Mr. W. J. Lees, a local solicitor, 
was summoned by the Wigan Corporation for travelling on в tram 
car beyond the distance for which he had paid, without paying the 
additional money. Mr. Lees travelled by the 7 p.m. car from 
Wigan to Standish and tendered one 1 for bis fare. The 
conductor offered him a ticket which entitled him to ride to the first 
ny stage, but the defendant refused to have it, and urged that 
e was entitled to travel at workmen's rates. He gave the con- 
ductor his card, and suggested that the Corporation should summon 
him. A fine of 1s. and costs was imposed, and the Bench agreed 
to state a case for a saperior court. 


BUSINESS NOTES. 


The Position of the Electrical Industries in 
Germany.—A correspondent writes: — The Berliner Boersen 
Courie has received information from the A.E.G., the greatest 
electrical concern in Germany, аз to the present position of the 


electrical industries in that country to the following effect: 


“ Lastly, orders are placed much more reluctantly with the elec- 
trical industries than in the pr«ceding year. Great dangers threaten 
German firms from different directions. In the first place is to be 
mentioned that the unfortunate foreign policy of the German 
mae is making iteelf felt in a рш manner. For nearly half 
of their products the German electrical industries are dependent 
on export, and the difficulties which are being experienced in this 


. direction just at present are enormous. Further dangers to the 


industries arise from the new Acts, The tax on companies will 
turn out to be much more cutting than is generally supposed. The 
main reason for this will be that, owing to the prevailing system 
of one company being a partner of another, and the latter of а 
third, and so on, it will come to pass that the tax is not only to be 
paid once, but two, three, or even four times. In this way the net 
profit of well-paying concerns will be curtailed not to the degree of 
6 to 7 per cent., but very likely as much as 20 per cent., and this 
would mean the throttling of the business. Further, tne tax on 
electricity, as proposed at present, would bring а tremendously 
heavy pressure to bear on the business. It would decrease the use 
of electrical energy in the lighting line, and dir ct it into other 
sources; it would injure the generating of electricity, and many 
crafts would be referred back to their old reserves which had been 
put on the shelf as being neither modern nor efficient. This Act, м 
well as the motor-car Act, which latter the other day was 

in the Reichstag in a manner showing very little knowledge of the 
subject, will prove that instead of development our industries 
can only expect injury and discouragement from either the Govern- 
ment or the representatives of the people.” 


Platform Steps.—We are informed that an improved 
fold-up platform step has been made by HzaTHMAN's ladder 
factory, at Fulbam, of extremely light weight and to fold very 
comp:ctly. The platform at top is roomy for а man to stand upon 
and be free to use both his hands, while there are hand supports 


either side if he, in a moment of forgetfulness, wante something to 
clatch at, 
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New Lamp Factory at Rugby.—Tue Rucsy Lamp 
Co., Lrp., has built a factory on the Lower Hillmorton Road, and 
has, says the Rugby Advertiser, in an unassuming way, already 
started the manufacture of incandescent electric lamps. The 

rincipal shareholders are Mr. T. Hunter, J.P., C.C., who is well- 
ова locally, and Mr. James Findlay, who for about five years 
was in charge of the incandescent lamp department at the B.T.-H. 
works, and for 13 years previously was at the lamp works of the 
General Electric Co. in America. Mr. Findlay is superintending 
operations at the factory, where it is intended not only to specialise 
on the new metallic- filament electric lampe, but also to manufacture 
the old style of carbon-filament lamps. About 20 girls, accustomed 
to the work of lamp-making, are employed. It is hoped shortly 
to find regular employment for 60 or 70. 


A Brazil Dock Equipment.—We learn from the 
Electrical Review and Western Electrician that the Santos Dock Co., 
through whose docks most of the coffee exported from Brazil 
passes, has recently received from the General Electric Co., of 
America, а complete generating station equipment—“ five revolving 
field, 3,000-x W, 2,300-volt, three-phase, 60-cycle alternating-current 
generators; 350-Kw. exciters; 15 1,000-kw. step-up transformers, 
transforming generator voltage to 44,000 volts, with complete 
switchboard of modern construction. Some time ago a: com- 
prehensive order including complete sub-station equipment, wiring 
and lighting supplies, and a large number of induction motors for 
operating air compressors, hoists, cranes, &o., was received from the 
Santos k Oo. This apparatus is now being shipped to Brasil. 
The hydro-electric plant is located some 35 miles from the sub- 
station, and besides furnishing pewer for operating all the machinery 
at the docke, will also supply energy for light and power to various 
other industrial enterprises near the city.” 


Consular Notes.—Russia.—The German Consul at 
Baku reports that in the supply of explosion motors, German houses 
have to compete with British and American makes. The year 1907 


was very favourable to Great Britain in the supply of steam engines, 


motors, &c., the value of the imports from that country being 
500,000 roubles, as against 300,000 roubles from Germany, and 
100,000 roubles from the United States. 

Spain.—The British Commercial Attaché at Madrid, in a recent 
réport, states that in spite of the large amount of electric power 
generated in and around Madrid for the lighting and tramways of 
the city, schemes are continually on foot for cheapening the cost 
of production, and companies with old-fashioned plant are ceasing 
to be producers, and are buying their power from more favoured 
stations. At the present time there are two schemes in process of 
being realised. The Hidroelectrica Espanola (authorised capital 
12,000,000 pesetas, of which 10,000,000 pesetas are to be issued) is 
formed to establish power stations on the Rivers Jucar and Tagus, 
where it has acquired 42,000 н.р. from the Hidroelectrica Iberica, 
& prosperous electrical company of Bilbao. The construction on 
one of the falls of 24,000 H.. will be proceeded with imme- 
diately. . 8,000 н.р. will be conveyed to Madrid, 4,000 R. p. to 
Valencia, these figures to be doubled respectively in due course. 
The managing director of the company is Don Juan Urrutia, manag- 
ing director of the Hidroelectrica Iberica. Don Estinaslao Urquijo, 
son of the Marquis de Urquijo, the well-known Madrid banker, has 
acquired a waterfall in Guadalajara, 44 miles from Madrid, yielding 
from 8, COO to 18,000 m.P. Не has ordered twin turbines of 
4,000 H. P. each from Germany. Possibly some working arrangement 
may be made with tbe unsuccessful Sociedad de Gasificacion Indus- 
trial of Madrid, which bas a capacity of 12,500 H.P., generated by 
means of producer gas engines. One trouble is said to have been 
that it has not been possible to sell power sufficient to enable the 
engines to be run at full power, and it is probable either that the 
Gasificacion Industrial will buy cheap power from the new 
company, or that it will be brought in as an auxiliary to the 
new company in the summer months of drought, or the 
arrangement may. include both these alternatives. Senor 
Sanchez Toca, the ex-Minister of Marine, who for а short 
time filled the cffice of Mayor of Madrid, caused the authorities of 
the Lozoya Canal, which furnishes an important part of the water 
supply of Madrid, to study a scheme for employing the fall, which 
is calculated to give 6,000 н.р. at 31 miles from the city. Nothing 
bas come of this scheme up to the present. The most important 
lighting companies of Madrid—the Compania Madrilena, the Com- 
pania Chamberi, and the Compania del Mediodia—have formed a 
working agreement to last 10 years from January Ist, 1908, by 
which all revenue will be pooled and divided as follows:—Each 
company to receive a sum equal tothe revenue of each company 
in 1906, and the excess over and above this amount to be divided 
in the following proportions; 50 per cent. to the Madrilena, 30 
per cent. to the Chamberi, and 20 per cent. to tbe Mediodia, А 
British company, under the title of the Alliance Trust Co., is said 
to be contemplating the utilisation of eight waterfalls on the River 
Ebro, giving 42,000 н.р. The power is to be carried to Reus and 
other towns, and if necessary to Barcelona. 

Zanzibar.— The Austrian Consul at Zanzibar reports that the 


Zanzibar Electric Light Co. have lighted numerous streets and 


Private houses. The European population has generally adopted 
electric light, but the Indian population still retains the old petro- 
leum system on account of the increased cost of electricity. The 
construction of a tramway system throughout the island was begun 
in 1907. The Government propose to adopt electric traction, but 
the execution of this pian is as yet uncertain. 
reece.— The German Consul at Athens, in a recent report, states 
at the imports of electrical machines into Greece come chiefly 
from France, the Greek industry being in French hands; 
however, private undertakings i. e., undertakings independent of 


the large electrical company—import their requirements in this 
branch chiefly from Germany and the United Kingdom. The 
horse tramway in the town of Athens is to. be transformed into an 
electric system. NM 

. Austria.—The German Consul at Trieste reports that the Akt.- 
Ges. Officine Elettriche dell’ Isonzo, of Trieste, which ‘possesses 
electrical works in Monfalcone, near the mouth of the Isonzo River, 
proposes to utilise the waters of that river between Serprnizza and 
Karfreit for electrica] and metallurgical purposes, and partly for 
the production of energy for lighting and power purposes in 
the district of Tolmein. For this purpose it is proposed to 
install a conducting canal 8,050 m. long to an electric station 
having six turbines each of 3,000 нр, from a dam 
440 metres high. Moreover, the Austrian Minister of 
Railways proposes to erect an electric station in the 
district of Ternovo by utilising the waters of a fall on the 
Isonzo River between Flitech and Karfreit. This plant is to 
deliver a minimum power of 15,000 н.р. and a normal power of 
23,000 H.P., and it is to be used for supplying energy for traction 
purposes on the railways. Also, according to the Budget proposals 
of the Minister of Railways, it is proposed to erect in Trieste large 
electrica] works to supply energy for traction purposes on the 
Opeina-Trieste railway, in order to obviate the smoke nuisance in 
the tunnels on that line. The Akt. Ges. zur Nutsbarmachung der 
Wasserkrüfte von Dalmatien, with headquarters in Trieste and works 
in Dalmatia, bas decided to declare a dividend of 10 percent. As 
regards industrial concerns in the district the following may be 
mentioned:—The calcium carbide works in Cernica (Bebenico) 
with electric works in Jaenga (on the Kerka Falls) which were 
finished in 1903 ; the hydro-electric plant of Manoj Covao finished 
in 1906, in which year also an extension of the calcium carbide 
works at Cernica was completed. The total takings of the Trieste 
Tramway Co. in 1906 amounted to 1,240,795 kronen, an increase of 


66,660 kronen, as compared with the year 1905. The net takings 


were 616,666 kronen. 

The shipping company, Austro-Americana, have arranged with 
the Marconi Co. for the installation of wireless telegraph plant on 
all the passenger vessels of the line. These steamers are the first 
of the Austrian Mercantile Marine to have wireless telegraph on 
board. A second telephone communication is proposed between 
Trieste and Vienna, and the line has been completed as far as 
Larbach. It is anticipated that the whole line will be at work 
during the course of the present year. The Minister of Commerce 


: has authorised the installation of a telephone line, Trieste-Abbazia, 


connecting the Hungarian telephone system by means of the inter- 
urban lines, Abbazia-Fiume and Abbazia- Budapest. | 

` Brazil.—The British Consul at Rio de Janeiro reports that in 
1906 Belgium supplied Brazil with railway cars and wagons valued 
at £75,950. The total imports under this head amounted {о 
£95,016. The imports from the United Kingdom amounted to only 
£2,842. In 1907, however, the total value in this class was £262,319, 
and the imports from the United Kingdom increased to £171,562, 
those from Belgium having declined. A glance at the table of 
imports shows that locomotives used in Brazil came in greatest 
number from the United States. They are somewhat lower in 
price than British engines, and are said to be more flexible, and so 
better adapted for the more roughly laid Brazilian railways, with 
their steep gradients combined with sharp curves. It is satis- 
factory, however, that imports from the United Kingdom under 
this heading increased considerably in 1907, and in a much larger 
proportion than thoge from the United States. Any further 
development in this class of imports from the United Kingdom 
would seem to depend upon the expansion of British railways in 
Brazil. In the importation of machinery in ‘general in 1906 and 
1907, the United Kingdom ie first with an estimated value of 
£862,693 in 1906, and £1,261,855 in 1907. The United States runs 
close with an estimated value of £713,285 in 1906, and £1,189,105 


in 1907. Germany comes third with £446,446 in 1906, and £669,091 


in 1907. | 


Turin Exhibition, 1911.—The British und French 
Governments have announced their intention to officially partici- 
pate in this Exhibition, 


Book Notices.— American Machinis/s’ Handbook.” By 
F. H. Colvin and F. A. Stanley. New York and London: Hill 
Publishing Co. Price 12s. 6d. net.—To the readers of the 
American Machinist this handbook, which is the work of the asso- 
ciate editors, will hardly need any recommendation. Its title is 
sufficient. There are, however, doubtless some of our readers who 
are less familiar with our excellent contemporary, and for their 
benefit a brief review of the contents of the handbook must be 
given. Naturally, they consist, in the words of the authors, of 
“such data as will be of value to practical men in the various 
branches of machine work.” The book is of convenient size, 
opening in the usual way, and is well printed, with excellent illus- 
trations. The first subject dealt with is the fundamental necessity 


in modern machinery —the screw thread; gears for cutting threads, 


various instruments and tools, and methods of manufacture and 
measurement are detailed, for the different standard types of 
thread. Next twist drills, taps, files, &c.. are dealt with, gearing 
and gear cutters, milling cutters, grinding wheels, bolts and nuts, 
&c. Calipering and fitting follow, with sections on standard tapers, 
and a variety of small standard parts. Ball bearings are followed 
by trigonometrical and other tables, wire gauges, and data of use in 
shop work. Natural sines, &c., are given for every minute of arc. 
The concluding section is an illustrated dictionary of shop terms, a 
novel feature in a handbook of this kind, which should prove 
exceedingly useful. A good index is provided, The book will 
form an admirable workshop companion, А 
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Elekirotechnische Messkunde, By Alex. Kónigswerther. Hanover: 
Dr. Max Jünecke. Price M. 4 20 pf.—This second volume of the 
series Grundriss der Elektrotechnik," contains an attempt to 
cover the whole ground of electrical measurement (except machine 
testing) in a condensed manner. The first part of the book deals 
with the construction of galvanometers, resistances, condensers, 
and commercial measuring instruments. The second part is 
divided into eight cbapters, dealing with the.measurement of 
resistance, current, voltage, power, capacity, inductance, magnetic 
fluz and special alternating-ourrent measurements such as pbase 
difference, shapes of curves, frequency, &c. In the space available, 
naturally only a very superficial treatment of the subject can be 
given, so that a great deal of important information has to be 
covered by means of references to other books and papers, and 
condensation attained in this way is of doubtful utility. The more 
usual methods of carrying out a icular measurement, such as 
that of resistance or capacity, are described in rotation without any 
critical comparison to enable the advantages of each to be under- 
stood. The illustrations are good, and the grouping of the informa- 
tion given is clear, so that, as suggested in the preface, the book 
may prove of use to students about to sit for an examination, or to 
others requiring a quick reference to the various methods available 
for carrying out a particular test. 

Die Elektrische Kohlenglihfadenlampen, ihre Herstellung d: Prüfung. 
By Heinrich Weber. Hanover: Dr. M. Jünecke. Price M. 9.— 
This book forms a useful companion volume to Die Kohlen- 
glühfaden," by the same author. The earlier book deals with the 
manufacture of carbon filaments themselves, whilst the present one 
deals in detail with the modern methods of manufacturing and 
testing the complete carbon-filament lamps. After giving a short 
introductory history of the development of the carbon lamp, the 
writer deals in successive chapters with sealing-in processes; the 
attachment of the filament to the leading-in wires; details of the 
modern American segling-in method; exhausting the lamps; causes 
of and suggested curves for the blackening of lamp bulbe; repair 
of old lamps; photometry; attaching the lamp sockets; and the 
cleaning, marking, frosting, colouring and silvering of lamp bulbs. 
The subject of the attainment of a high vacuum is especially fully 
dealt with. The result is an interesting and authoritative account 
of one of the largest electrical industries. The fact that the metal 
filament is largely replacing the carbon filament leaves a great 
many of the manufacturing problems unchanged, and therefore 
does not detract as much as might be expected from the value of 
the book at the present time. 

Fowler’s Mechanical Engineer's Pocket-Book. Edited by W. Н. 
Fowler. 1909 edition. Manchester: Scientific Publishing Co. 
Price 18. 6d. net.— This is the eleventh annual edition of the Pocket- 
Book, which is as popular as ever. It has been revised as usual, 
and contains an extraordinary amount of information. Those of 
our readers who are not already familiar with it will find it well 
worth the modest price at which it is issued. 

" Elementary ual on Steam and the Steam Engine.” By 
Prof. A. Jamieson. Twelfth edition. London: Chas. Griffin & Co., 
Ltd. 1908. Price 3s. 6d. 

" Motor-Car Mechanism and Management: Electric and Petrol- 
Electric Vehicles.” By W. Poynter Adams. London: Chas. 
Griffin & Co., Ltd. 1908. Price 5s. net. 

Les Forces Hydrauliques et les Applications Electriques au 
Pérou" By E. Guarini. Paris: Dunod et Pinat. Price 2 fr. 

" Barrettermessungen und einige Barrettererscheinungen." By 
Béla Gäti. Excerpt from Jahrbuch der Drahtlosen Telegraphie 
und Telephonie. From the Author. 


Dissolutions and Liquidations. — INTERNATIONAL 
TaLESCRIPTOR Synpicatz, Lrp.—A meeting of this company is to 
be held at 1, Arundel Street, Strand, W. C., on January 7th, to 
hear an account of the winding up from the liquidator, Mr. R. H. 
Hoare, 

D. SAxTomi & Co. (1906), Ltp.—A meeting is to be held at 39, 
Coleman Street, E.C., on December 23rd, to hear an account of the 
winding up from the liquidator, Mr. J. H. Duncan. 

LLANDUDNO AND Co WI] W Bay Exszcraio Traction Co., Lrv.— 
A meeting is to be held at 21, Spring Gardens, Manchester, on 
December 28th, to hear an account of the winding up from the 
liquidator, Mr. John Morris. 


Trade Announcements.—THE METALLIO SEAMLESS 
Toss Co., Læn., of Birmingham, announce that, owing to the enor- 
mous demand for their Automat " lampholders since their intro- 
duction some few months p they have compelled to increase 
their works’ os for dealing with them. Stocks have been 
considerably added to to meet demands promptly. 

The general offices of the WasTRRX Union ТЕгБОВАРИ Oo. in 
London bave this week been removed to No. 83 (first floor), Broad 
Street House, New Broad Street, E. O. The telephone (No. 11,444 
Central) remains unchanged. 

Ма June Onrux-Bovina notifies that he has ceased to act as sole 
agent for Messrs. Escher, Wyss & Oo., of Zurich, whom he has 

ted since 1905. reason for taking this step is his 

b to work quite independently, and we understand that his rela- 
tions with the firan are otherwise quite undisturbed. 

Мв. F. H. Virry has purchased the business of Mr. E. Southey, 
electrical engineer, 96, High Street, Ramegate. 


Rubber.—The Brussels correspondent of the Daily 
Telegraph states that the rubber market at Antwerp has just been 
the recipient of large American demands for rubber. At the 
monthly sale, which took place on Saturday, prices suddenly rose 
40 pe cent., and 300 tons of rubber were sold, at 10 fr. a kilo. 
Such a 


boom has not hitherto been recorded on the Antwerp 
market. 


Bankruptcy Proceedings.—G. H. Burr, electrical 
engineer, Altrincham.—A first and final dividend of 1s. 1d. in the 


£ is payable November 27th at the office of the Official Receiver, 
Byrom Street, Manchester. 


“ Hello! — The Crypto ELECTRICAL Co., of Ber- 
mondsey Street, S. E., wish the trade to know that owing to the 
difficulty experienced by their customers in “ getting through,” and 
to increased business, they have installed a second telephone, 
namely, * 12831 Central.” 


Catalogues and Lists.—TRHE ELECTRIC AND ORDNANCE 
ACCESSORIES Co., LTD. Birmingham.—New arc lamp catalogue 
(No. A 41), wherein, in the course of some 28 pages, are described, 
neatly illustrated and priced, the Victor” arc lamps, of standard, 
miniature, enclosed, and flame 
types for direct-current circuits. 
Instructions for fixing and run- 
ning, with line diagrams, also 
particulars of various accessories 
and globes are given. The 
general features common to all of 
the lamps are first stated, and the 
details of each different type 
follow. The predominating fea- 
ture claimed is simplicity. We 
understand that all electrical and 
mechanical details are guaranteed 
fora period of 12 months. Also 
a card of prices of Eclipse 
electrié heaters. 

Messrs. J. W. Brooxs & Co., 
Lrp., Adrian Works, Lowestoft. 
—Oatalogue illustrating and giv- 
ing specification of the Brooke 
six-cylinder type pleasure motor- 
cars. 

Messrs. J. B. HAMILTON AND 
Co., Lrp., 110, Cannon Street, 
E.C. — Two circulars giving some 
particulars concerning the 
* Unica silent pinions and gears, 
which are made at the firm's 
modernly equipped factory at 
Tottenham. he pinions are 
made of cotton by a patented 
process, which is claimed to ren- 
der them very strong and elastic, 
offering a high resistance to wear, 
and enabling machines to be run 
noiselesely at high speeds. They Tue “Victron” Anc Lamp. 
are made in any size'up to 90 in. 
diameter, and are accurately cut 
to Brown & Sharpe’s standard, with involute teeth unless otherwise 
specified. One of the circulars before us gives particulars of tests 
made on toothed gears at the Royal Testing Institution in Berlin, 
to determine the resistance of the teeth to breaking, and the hard- 
ness of the material. 


Tug E.M.F. Manvracronina CÒ., Lrp., 10, Ironmonger Lane, 
London, E.C.—Advance sheet announcing reductions of prices for 
the E.M.F. low and high voltage metal-filament lamps. 


Mr. G. WürHRICH, Oswaldestre House, Norfolk Street, W.C. 
(Oerlikon Co.) Two folding lists, one giving a table of particulars 
of single-phase induction squirrel cage motors of from m to 5 H.P. 
(50 cycles), built for pressures up to 250 volts; the otner dealing 
similarly with single-phase induction elip-ring motors of from 1 to 
50 н.р. for the same frequency and pressures. A three-phase D.C. 
motor list is to be issued shortly. . 


Messrs. Елік, STADELMANN & Co, Lro., Farringdon Road, 
London, E.C.—New season's list (No. 289) о? “ Aureola luminous 
electrio radiators, illustrating a number of designe and stating 
prices. Also loose lists announcing reductions in prices of Sir ius 
Efesca " metal-filament lamps, and giving particulars and prices of 
" Efesca " auto-transformers, and cf the Lucea " and “ Lucealet 
enclosed arc lamps. 


Messrs. Јонивои & PHILLIPS, LID., Charlton.—New illustrated 
leaflets: “J” dealing with searchlight projectors for continuous 
current, in which prices for standard sizes and shipping specification 
appear; “Т” containing prices of cut-out boards, switches, wall- 


plugs, adaptors and connectors, ceiling-rose cut-outs, lamp- 
olders, &c. 


Mrsans. ADAMSON, RAxsBoTTOM & Oo., Lv., Cleveland Works, 
Birkenhead.—--48-pege catalogue of the А and R” electric cranes. 
Full descriptive matter is given, and there are some balf-tone 
views of a limited number of the firm's different 40. including 
those of two-motor electric crabs, and 3, 5,10 and 20-ton thret- 
motor electric travelling cranes; also some band travelling cranes, 
electric gantry wharf cranes, electric warehouse and derrick crenea 
and electric capstans. Reference is also made to some 16-ton 
“А and R” electric traversers supplied for the Cambridge Street 
coal depót (London) of the Midland Railway Оо. 


Messra. J. H. Ногмев & Co., Newcastlc-on-Tyne.— List No. 106, 
consisting of 44 pages, in which there are given some notes of the 
firm's progress in the application of their electric motors to printing 
machines since the Jast list appeared in 1906. They have, daring 
the last few Ls equipped altogether 350 newspaper offices and 
printing works with plant, involving 3,100 dynamos and motors, 
aggregating 25,500 H.P. A number of interesting photographic 
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reproductions appear, showing some of their motor-driven printing 
applications, these including some of the leading newspaper and 
other publishers in London and in important provincial centres. 
Appropriate views of the firm's enclosed switchgear, and во on, are 
followed by в tabular list of works with their Holmes and 
“ Holmes-Clatworthy " motor-driven equipments. 


Tug BrITIsh WESTINGHOUSE ELECTRIC AND MANUFACTUBING 
Co., LTD., Pablishing Department, Norfolk Street, W.C.—This is a 
bulky collection of lists which defy detailed reference, but which, 
brought together in a stout, expansible binding-case, form a very 
full and useful Supply Catalogue—that is, a catalogue of a very 
great variety of electrical manufactures generally described as 
" supplies," to distinguish them from the various other and heavier 
lines of manufactures of the conrpany. We do not know where to 
hegin, unless it be at the beginning. There we have a convenient 
index to catalogue and style numbers, pages, &c. Enclosed arc 
lamps then lead the way, followed by Westinghouse-Bremer flame 
arcs, Cooper-Hewitt mercury vapour lamps, watt-hour meters, small 
motors and dynamos, incandescent lamps, electrical accessories 
(including lampholders, switches and many other small things). 
We then arrive at starting rheostats and control panels for p.c. motors, 
knife switches, oil-insulated transformers, controllers and resistances 
for use with slip-ring induction motors. Our zeal in getting 
through" the catalogue is then tempered by tbe “ Ariel" electric 
fans, after which we go on rejoicing again with enclosed switch 
type auto-starters, Westinghouse tungsten lamps, direct-current 
switchboard panels, direct-current shunt-wound motors for small 
powers, liquid starters and controllers, until we come to the section 
on lightning arresters, whereat we pause again, for we are a little 
more than halfway througb. Impressed now with the wideness of 
the field covered, and with an appetite whetted for more, we 
proceed—we are now at section 25, and there are 42 altogether, 
many of them consisting of quite a number of pages, fully and 
well illustrated, and containing numerous useful disgrams— 
and find ourselves among reversing controllers and unit-type resis- 
tances. ‘ Trafford " electric induced-draught stoves, stove-radiators 
and glow lamp radiatore, is an interesting section; tben come 
starting rheostats for в.р. siip-ring induction motors; various choice 
electric light fittings, of which we had the pleasure of seeing 
some excellent examples at Manchester Exhibition; auto- 
transformers and balancer transformers; electric pocket lamps; 
" Premier" accumulators; wires and cables; electric bells and 
everything required in connection with them ; electric cooking and 
heating apparatus; brake magnets or solenoids; flame-tight and 
explosion-proof switch and fuse boxes; watt-hour meters again; 
telephones and telephone requisites (a full section), and lastly a 
modest little leaflet on glassware. We have devoted so much apace 
to merely indicating broadly the nature of the contents that we 
have none left to enter into matters in detail, but we have no doubt 
that there will be a clamouring among our readers for a book 
describing so complete a collection of Westinghouse electric supplies. 
The sections that are most in demand at the present time are 
naturally those dealing with enclosed and flame lamps, Cooper- 
Hewitt lamps, also tungsten lamps and small transformers for same. 


Ввітіѕн INSULATED AND Hersey CABLES, LTD., Prescot.—Two 
new pamphlete. No. L 30 describes the Phantophone, which has 
already been referred to in the ELECTBICAL REVIEW in our descrip- 
tions of tbe firm's exhibite at the Manchester Exhibition, and gives 
diagrams showing the methods of using ваше; No. Н 34 describes 
self-sealing condensers (Mansbridge's patent) for telegraph and 
гч circuits, motor-car ignition, &c. Prices are given in both 
is 

Messzs. Ep. Bennis & Co., LTD, Little Hulton and London.— 
8-page illustrated pamphlet (copies of which our readers can have 
by applying to the firm) on " Boiler House Economies in Drapery 
and Fornishing Stores." The half-tone views show the Bennis 
stokers in service in the power-houses of Messrs. Jones & Higgins, 
of Peckham, and Messrs. D. H. Evans & Co., Ltd., of Oxford 
Street, W. 


Messas. J. & H. Grevener, Eldon Street House, E.O.—New 
price list (B 2) of various metal and carbon dynamo and motor 
brushes, also giving prices of cylindrical bellows for cleaning 
dynamos. 


Messrs. D. H. BoNNELLA & Вон, Lro., 58 and 60, Mortimer 
Street, W.—Advance leaflet showing and stating prices of their 
new ''Crystalite" lineal reflectors (Brown's patent) for shop 
window, gallery, library, and other such lighting. The lamps and 
holders are supported on hinged boxes, which allow them to be 
turned out of the reflector, so that the latter can easily be cleaned 
from end to end. 


Мевзвв. Monais-Hawxins, LTD. 755, Queen Victoria Street, 
Е.О. New catalogue of direct and alternating-current motors and 
dynamos. General descriptive matter, and a specification accom- 
panied by small half-tone illustrations of parts, are followed by 
tabulated voltages, powers, speeds, catalogue numbers, prices, 
Weights and shipping dimensione, of protected and enclosed- 
ventilated type motors, variable-speed motors, also similar par- 
ticulars regarding single and double automatic starters, shunt 
regulators, shunt and compound-wound dynamos, open-type 
balancers, two and three-phase induction motors and motor-starters. 
We are asked to state that the firm's works are now under entirely 
new management, and prompt delivery can be given of all 
machines up to 30 R P., which are supplied under full guarantee 
for 12 months, The Morris-Hawkins manufactures range from 
1 to 250 нр. 

Messes. F. Danton & Co., 42, St. John Street, London, E.C.— 
An Interesting illustrated price list (43 pages) of various electrical 
novelties suitable for Christmas presents and other purposes. 


LIGHTING and POWER NOTES. 


Acton.—At a recent meeting of the Electricity Com- 
mittee, Councillor Eydmann brought forward the following motion 
which the Council had referred back to the Committee :—“ That, 
in the fature, work of electric light wiring be carried out by the 
electricity department, where the cost is estimated not to exceed 
£30; and that for work estimated to exceed that figure the elec- 
trical engineer be instructed to obtain tenders, and submit the 
same to the Committee.” In the course of his remarks, the 
speaker made serious allegations against the efficiency of the staff 
of the undertaking, and asserted that іа some instances meters 
were not pat into houses for three days, a week, a month and even 
three months after the supply was connected up. He said that 
the engineer had not got the control over the men under him that 
he should have. Mr. J. M. Blair, the electrical engincer, in reply 
to a question, said that he had from time to time complained to 
the Committee of the inefficiency of certain employ¢s of his 
department, but he had not been upheld. After a prolonged 
sitting, the meeting was adjourned. | 


Barnstaple.—The T.C. has decided to grant a 10 per 
cent. discount off the cost of lighting the town by electricity, and 
has also agreed to consult with Mr. Trentham, of London, as to 
still further improvements in the administration of the undertaking. 
The total cost of public lighting for the past half-year has been 
£1,430. 


Belfast.—An electrical stamping machine was recently 
put up in the General Post Office, Belfast, which can stamp letters 
at the rate of 800 per minute. The representative of a local paper 
wrote for permission to photograph the machine, but although the 
machine can stamp letters with such celerity, it took the depart- 
ment 22 days to reply, and it then refused permission. 


Braunton (Devon).—Steps are being taken by Mr. 
S. I. Knill, of Barnstaple, on behalf of Messrs. Crompton & Co. to 
ascertain the probable number of electric light consumers and the 
probable cost of establishing an undertaking with overhead dis- 
tribation. 


Biackpoo].—As a result of experiments, Mr. C. Furness, 
borough electrical engineer, has advised the Electricity Committee 
to invest £300 from the reserve in electrical cookers, which could 
be let out at about 3з. per quarter. Electricity at 1d. per unit 
would work out at approximately the same cost as gas for cooking 
purposes. The principle of cooking by electricity is to be demon- 
strated at a forthcoming Trades Exhibition in the new year. 


Bridgend,—4A  L.G.B. inquiry has been held into the 


application of the U.D.C. for sanction to borrow £8,250, for the 
purchase of the Bridgend power station and plant of the South 
Wales Electrical Power Co. The Bridgend station was erected at 
& cost of £38,000; recently in consequence of ite unsatisfactory 
position, the company offered to sell the station and mains to the 
Council for £14,000, and ultimately agreed to take £5,000. Before 
deciding on the purchase, the Council concluded agreements with 
the Angelton and Parcywylit asylums for the supply of both light 
and power. Last year the asylums consumed, roughly, 130,000 
units and the town 120,000 units, The balance over the purchase 
price is for improvements. 


Canada.—The works of the Canada Tin Plate and Sheet 
Steel Co., at Morrisburg, Ont., the first of the kind in Canada, have 
been electrically equipped by the Allis-Chalmers-Bullock Co., of 
Montreal. A 350-н.р. three-phase motor operates the cold roll 
equipment, and two 650-н.р. motors similarly drive the hot mills 
rope drives being provided. 

The first eod in connection with the Ontario transmission from 
Niagara, was cut on the 18th inst. ; the work is expected to occupy 
two years. 


Continental Notes.—ITaLy.—Application has been 
made to the authorities of the Province of Novara for a concession 
to utilise the water-power of the River Sessia at Roggia dei Molini 
in the generation of electrical energy for power purposes. 

Spain.—The society formed at Bilbao for the purpose of con- 
structing a station on the River Tor, served by an artificially created 
fall of 165 m., has placed the order for the works and equipment 
with the firm of Grasset & Co. for 9,000,000 pesetas. The Swiss 
firm of Brown, Boveri & Co. will furnish the electrical material and 
that of Bell & Co. the turbines. The power generated, totalling 
16,000 E. P., will be transmitted to Barcelona, а distance of 90 km., 
at a pressure of 54,000 volts.— La Energia Electrica, 

Sr. Don Juan Manuel Arios, of the Electra Industrie Vianese, 
has obtained the concession for the electric lighting of the town of 
Viana de Bolte. 


Dublin.—The Lighting Committee of the Dublin 
Corporation held a special meeting on Thursday afternoon to con- 
sider the recent outbreak of fire at the City Hall. After consider- 
able discussion, the following resolution was unanimously 
adopted:—'' That tbe Lighting Committee, having investigated 
all the circumstances connected with the recent fire at the City 
Hall, and having received the reports of its chief engineer and 
a statement from Captain Purcell (Fire Brigade), is quite satisfied 
that the electrical supply was in no way connected with the origin 
of the fire." 


Felixstowe.—At a meeting of the U.D.C. on November 
18th, it was stated that the Suffolk Electricity Bupply Co. bad 
accepted the Council's offer of £8,500 for its interest iu tue 
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undertaking, machinery, mains and plant. It was decided to apply 


for a loan of £13,000 for the purchase money, and for the pu 
of additional plant. 


Hanley.—A new 500-Kw. Howden - Westinghouse 
generating set was started on Friday, last week. The engine is 
arranged to run condensing, with a Korting ejector condenser, and 


its official start was the occasion of a gathering of the Council and 
officials. 


Haslingden.—At the meeting of the В. of G. on 
November 19th, & copy of an agreement was read between the 
Ashton-under-Lyne Union and the Corporation, whereby the latter 
agreed? to supply the union with electricity for lighting purposes 
at the rate of 2d. per unit; the Rawtenstall Corporation wanted 3d. 


Hastings.—At a recent meeting of the T.C., on the 
the recommendation of the Electricity Committee, it was resolved 
to make application to the L.G.B. for sanction to the borrowing of 
£5,000 for prospective capital expenditure of the following sums: 
New mains and house services, £4,000 ; meters, £500; and trans- 
formers and instruments, £500. It was explained that no new 
mains would be laid without the coneent of the Council. 


Hounslow.—A L.G.B. inquiry. was recently held into 
the Council's application to borrow some £7,000, largely for work 


already carried out. Ultimately the amount was reduced to £6,364, 
of which £3,000 had already been expended. 


Ilford.—At a recent meeting of the U. D. C. a letter was 
read from the secretary of the II ford Gas Co., calling attention to 
the Council’s electric lighting advertisement displayed on a 
board upon the Council’s land at Balfour Road, which, it was 
stated, was misleading and untrue. The company asked the Council 
to withdraw the advertisement, or to permit the company to have 
an advertisement stand adjoining, in order-that it might be able to 
set forth the advantages of using gas. The company’s secretary 
pointed out that it had been established for 70 years, and was 
authorised by law to supply gas to the ratepayers. On а proposal 
to refer the letter to the General Purposes Committee there was 
an animated discussion. Oouncillor Church deprecated anything 
being done to raise the ire of the gas company, who had been of 
good service to the town. He did not think that they gained 
much by advertising the electric light, and it would be better to 
recognise that the gas people were there to stay. Councillor 
Philpot suggested to the previous speaker that he should read 
some of the gas company’s advertisements. The Council, he pointed 
out, had got electricity to sell, it had £150,000 of capital 
invested in it, and had the interests of the ratepayers to safeguard. 
It was competing with the gas company, and this fact should 
be recognised. If Councillor Church could induce the gas company 
not to advertise, there might be some reason in his argument that 
the Council should refrain from advertising. The objection of the 
gas company was not to the board, but to the successful form of 
advertising adopted—setting forth in pictorial form the advantages 
tobe derived from using electricity rather than gas. Councillor 
Broad said the letter from the gas company prcved, to his mind, 
that the advertisement was a good one, and was having effect upon 
the people of Ilford. Inthe result, the matter wasleftin the hands 
of the committee concerned to deal with as it thought proper. 


London.—HaxPsTEAD.— The agreement come to in 
1896 between the then Hampstead Vestry and the Hendon U.D.C., 
whereby the former was empowered to lay mains and supply 
electricity in Hendon until the latter Council was itself in & position 
to supply, has been brought to an end. The Hendon Council 
obtained a prov. order, and afterwards transferred its rights, 
powers, &c., to Messrs. Crompton & Co., who in turn disposed of 
them to the Hendon Electric Supply Co., who in March last gave 
the Hampstead Council six months’ notice to terminate the agree- 
ment. The total cost of mains and services laid by the latter in 
Hendon was £903, and, as the result of negotiations, the Hendon 
Co. has agreed to take over for £200 certain mains which cost the 
Council £399. The B.C. is to remove its mains in Cricklewood, 
and it has been agreed that the cost of opening the ground and 
making it good, where the trench so opened can be utilised for 


‘laying the company’s new mains, shall be halved. 


HaoknEy.—The Electricity Committee has had under consider- 
ation the question whether the laying of cables in future should be 
carried out by contract, as in the past, or by the works staff under 
the electrical engineer; but as some time will necessarily be 
occupied in coming to a decision in the matter, the Council has 


extended tbe contract with the B. I. & H. Cables, Ltd., to March 
31st, 1909. 


Neath.—A L. (I. B. inquiry was held on Friday last into 
the application from the R. D. C. for a loan of £18,000 for E. L. at 
Blaenhonddau, Coldfranc, Dyffryn Clydach, Dowlais Lower, and 


‘Llantwit Lower. The application was by the Blaenhonddau parish 
-on the ground that a lot of money had been overspent. The amount 
‘applied for includes £5,000 for the generating station and certain 


mains of the South Wales Electrical Power Co., which company had 
originally supplied the Council in 1905. 


Preston.—The T.C. has appointed a committee to 


consider the question of acquiring the undertaking of the National 
Electrical Supply Co. in the borough. 


Radeliffe.— An inquiry on behalf of the L. G. B. was held on 
Wednesday last week, relative to the C. D. C. 's application for sanction 
to borrow £14,350 for extensions of the electricity undertaking. 
Chief oppcsition to the scheme came from the Lancashire Electri- 
Power Co. whose works are in the district. Witnesses for th; 


— 


local authority were called to show that the concern bad been 
conducted in a businesslike manner, and that it would be cheaper 
to carry out the extension scheme than to take a supply of energy 
in bulk from the Power Co. on the terms submitted. On the other 
hand, Mr. Pickstone, for the opposition, conducted his examination 
with the idea of showing that the Council had imposed such 
regulations that firms which might otherwise have come into the 
locality and been supplied by the Power Co. had been prevented 
from doing so. The solicitor for the U.D.C. replied that his clients 
had only sought legitimately to protect their powers, and had never 
received a guarantee that the Power Co. would fulfil obligations 


which might be entered into. 'The inspector adjourned the inquiry 
until December 10th. 


South Afriea.—JouaNNESBURG.—It was reported to the 
T.C. on October 27th that summonses had been served at the 
instance of the Council in the Scottish Courts against Mesers. 
D. Stewart & Co., Ltd., and Mr. William Beardmore and Mrs. 
Joseph Beardmore, the widow and executrix of the estate of the 
late Mr. Joseph Beardmore. The case is in connection with the 
gas engines at the electric power station. | 

Port EvizaBETH.—At a recent ratepayers’ meeting, authority was 
given the Т.О. to raise a loan of £25,000 for the purpose of extend- 
ing the electric light system. There was practically no opposition. 

OEMFONTEIN.—The fire at the Government Building, in which 

е was caused to the extent of about £100,000 is (as usual) 
credited to a defect in the electric light wiring. Two electricians 
were at work at the time of the outbreak and gave the alarm. 
Strangely enough, there is another version, that the fire had been 
smouldering for some days, and that the outbreak was due to the 


electricians raising the felting under the roof, and thus allowing an 
ingress of air. 


Stourbridge.—The Council has resolved to seal the 
agreement regarding the promotion of a prov. order by the Council 
on behalf of the Midland Electric Corporation. The latter concern 
is paying the cost of promoting the order. 


Walton-on-the-Naze.—4A prov. order for E. L. is being 
applied for by the Coast Development Corporation, Ltd. 


Wrexham.—A L.G.B. inquiry was held recently with 


reference to the borrowing of £6,850; the application was eventually 
amended for a sum of £4,165. 


York Town.—The York Town and Blackwater (ias Co. 
is applying for Parliamentary powers to supply electricity in the 
ishes of Frimley (Surrey), Hawley, Minley and Yateley 


Hants.), and Sandhurst, Finchampstead, and Wokingham Without 
(Berks.). 


TRAMWAY and RAILWAY NOTES. 


Black Country.—The B.E.T. Co. has announced to the 
various authorities concerned, its intention of again granting the 
concession of halfpenny fares for children, which was withdrawn 
some time ago. The Quarry Bank, Brierley Hill, and Rowley Regis 
Light Railways Joint Committee ie to make application to the 
B. of T. for an extension of the time for completion of the proposed 
line from Cradley Heath to Brierley Hill until December 23rd, 


1909. The various local authorities concerned are to hold a meeting 
to consider the question. 


Canada.—The formal inauguration of the electric service 
through the St. Clair tunnel, which couples Sarnia, Ont., and Port 
Huron, Mich., took place on November 12tb. The electrical zone 
includes the tunnel, 6,025 ft. long, and a similar length of approsches, 
and is operated on the single-phase system from а power house оп 
the Port Huron bank of the Bt. Clair River. Three new electric 
locomotives, each consisting of two 750-H.P. half-unite, bave been 
provided, and electrical pumping plants are installed at eacb end of 
the tunnel. The Westinghouse Co. has carried out the work at 
& cost of $500,000, and to the plans of the Arnold Co., of Chicago. 


London.—The Central London Railway is to seek 
Parliamentary powers next session to entend its line to Liverpool 
Street Terminus, from the Bank. The estimated cost of the scheme 
is about £250,000. 

HaxMERSMITH.—The B. of T. has written on the subject of the 
application made by the London United Tramways Ltd., for the 
appointment of a referee under Sec. 33 of the Tramways Act, 1870, 
to settle a difference between that compapy and the Hammersmith 
Borough Council, that it has informed the company that, in the 
circumstances, it is unable to proceed with the application until the 
legal question referred to has been determined by the Court. 
Delegates are to be appointed to a conference convened by Falie 
B.C. on the subject of the noisy cars and defective condition 0 
the tracks of the London United Tramways, Ltd. 


Portsmouth.—The T.C. has decided to apply for 8 
prov. order to construct new tramways in the borough. 
Preston.—^Application is being made by the Preston,Chorley, 
and Horwich Tramway Co. for an extension of time for completing 
the works authorised by the Acts of 1903-4-6. 


Continental Notes,—IoLLaNp.—According to 8 Press 
announcement, the Dutch Government bas granted to the Flushing 


Middelburg Tramway Co. a concession for the conversion from gteam 
to electric traction of its light railway between these two places. 


\ 
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West PRusSIA.— The town of Bishofs Werder has decided to 
erect a generating station at a cost of £10,000, and another £24,000 
is to be expended to connect the town and railway station by an 
electric narrow-gauge line; the distance is about 4 kilometres. 

Spams.—The French Société Anonyme de Tramway de Madrid et 
d’Espaque, of Madrid and Paris, has obtained the concession for the 
construction and working of an electric tramway from the Glorieta 
Alsono Martinez to Chamartin de la Rosa. 

TuRKEY.—Only a portion of the new shares of the Constantinople 
tramways will pass into French hands, and with regard to the eleo- 
trification of the system, onlv a portion of the contract for the work 
will be entrusted to French firms. The greater part of the share 
capital is being held, and much remains in the hands of the syndi- 
cate headed by the Continental Co., of Nuremburg. 


Croydon.—At the Council meeting on Monday a report 
by the manager (Mr. T. B. Goodyer) was presented regarding the 
L.C.C. extension from Streatham to Norbury, where the Croydon 
system begins. In view of the additional amount of traffic which 
the through service to London would bring to Norbury, and in 
order to be able to deal expeditiously with the same, the Committee 
recommended that a “scissors ” cross-over be placed there, which 
would enable three or four cars to be loaded up simultaneously. 


The work was estimated to cost £800, which will be charged to 


capital account, and it was agreed to without discussion. 


Leeds.—The T.C. has received sanction to a loan of 
£21,000 for the extension of the tramways. 


Llandudno.— At the monthly meeting of the U. D.C. on 
Wednesday last week, Mr. W. O. Williams called attention to the 
recent surveying of streets and of the Marine Drive. The electrical 
engineer (Mr. Harold Morton) explained that this was in connec- 
tion with a suggested electric line round the Orme’s Head, and that 
he had had assistance in making the preliminary survey. All the 
figures and a report were to be handed over to him (Mr. Morton), 
and in due course would be brought before the Electricity 
Committee. 


New Zealand.—The Dunedin City Council has decided 
to carry out the extension of the present generating system, so as to 
provide for the generation of an additional 2,000 Kw., which will 
bring the total available power up to 4,000 kw. A tunnel is to be 
constructed at Waipori to take the place of the existing fluming. 
The city electrical engineer estimates the cost of the scheme st 
£20,900.— Board of Trade Journal. 


Perth.—A ` controversy has arisen over the tramway 
finances, and various schemes are suggested to increase the revenue. 
It is believed that, with a freer band, Mr. Lambert, who is electrical 
engineer and manager of the Corporation tramways, could put a 
better face on things. A proposal that meets with some favour is 


that the system should be extended so that circular tours would be 


possible. Workmen's cars and cheaper fares are also asked for. 


Pontypridd.—At a recent meeting of the Electricity 
Committee the tramways engineer reported that during a recent 
storm a considerable length of feeder cable and troughing bad been 
washed into the river and a section box buried. This interfered 
MES е and affected receipts to the extent of £35 ог £40 for 

e week. 


United States.—In an address delivered before the 
Electrical Club of Chicago on the subject of the electrification of 
steam railroads, Mr. F. A. Sager stated that the railroads will have 
to spend approximately $5,000.000,000 within a few years to keep up 
with the increase of traffic. By electrifying their lines at a cost of 
$4,000,000,000, they would increase their capacity to such an extent 
that no new trackage would be needed. 

According to the Financial News, the statements regarding the 
New York-Philadelphia Railway electrification are not to be 
credited. Contracts have been let, however, in connection with 
the opening of the Hudson and East River tunnels, the new New 
York terminal and various local electrical lines. 

According to an. American correspondent, Mr. T. Johnson, Mayor 
of Cleveland, announces that as a result of a seven years’ fight for 
3-cent fares on the street railways of the city, he is now practically 
& poor man; the cost of the fight is given as £1,000,000. 


Yardley. — On Sunday evening last a Yardley- 
Birmingham car caught fire while proceeding to the city, this being 
due to the fusing of a controller ; some slight injury resulted to four 
of the passengers. 


TELEGRAPH and TELEPHONE NOTES. 


„ India,— The Government contemplates the raising of the 

Inland rates for telegrams by 50 per cent., the present rate (for 

so-called deferred messages) of 4d. for 10 words, including 

address, having been found to involve a heavy loss. In future 

ordinary ” messages will be charged 6d. for 12 words, and 
express" messages one rupee (1s. 4d.) for 12 words. 


Japan.—The Telyraph Aye states that the China-Japan 
monvention regarding the Port Artbur-Chifu cable wae signed at 
vitio on October 12th.]nat, | 


Spain.—The Compania Peninsular de Telefonos, which: 
is already working the Bilbao-Santander network and those serving 
various districts of Cataluna, as well asthe Noroeste interurban 
line, has obtained a concession for an international telephone line 
from Zaragoza to Irun, the construction of the line in the south 
and for the enlargement of 16 stations in the north-west of tbe 
peninsula. For the new works in hand it proposes to increase its 
capital from three to thirteen millions of pesetas by the issue of 
Shares bearing 5 per cent. interest. 


Time Signals.—A reduction has been made in the 
charge for the transmission to private premises of a signal from 
Greenwich Observatory indicating 10 am. by British standard 
time. i | 


Telegraphic Interruptions :— 


Port Arthur-Chifu ... J oe March 9, 1904 
Cotonou-Grand Bassam ... .. October 29, 1908 


Wireless Telegraphy.—According to the Malin, two 
engineer officers of the Italian Navy, Messers. Bellini and Tosi, who 
have been carrying on experiments in France for the past 18 
months, and whose work has already been described before the 
London Physical Society, have succeeded in controlling the 
direction of the electric waves in wireless telegraphy. A message 
was sent from Pourville to Havre without affecting the station 
at Barfleur, which is quite near the latter place. 

The Liverpool Chamber of Commerce is approaching the Colonial 
Office with the view of having wirdless stations erected at Farcados 
and Lagos, owing to the constant breakdown of the existing tele- 
graph line. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Algeria.—January 15th. Tenders are invited by the 


Bóne municipal authorities for—(1) the construction and working 
of a central electric power station, and (2) the construction and 
working of an electric tramway. Copies of the projects, specifica- 
tions, &c. (in French), may be seen at the Commercial Intelligence 
Branch of the Board of Trade, 73, Basinghall Street, London, E.C. 


Australia.— VicTor1a.—Submarine cable-repairing plant 
for the P.M.G. See Official Notices November 6th. 

QUEENSLAND.— January 4th and 11th, 1909. Tenders are required 
by the Postmaster-General for:—No. 1, telegraph instruments, 
accessories and spare parts; No. 2, telephone instruments, acces- 
sories and spare parts; No. 3, ewitchboards, accessories and spare 
parts; No. 4, measuring instruments, protectors, accumulators and 
parte. Tenders for the foregoing by January 11th, 1909; and for 
cables, copper wire, iron wire and insnlators, by January 4th, 1909. 

MELBOURNE.—December 15th. 33,200 incandescent lamps for 
the Council. See Official Notices " to-day. 


Austrian Silesia.—The Volunteer. Life-Saving Brigade 
of Troppan require tenders for an electrical motor ambulance. 
Particulars may be obtained from the Secretair der Freiwilligen, 
Rettungsabtheilung. 


Baku.—January 24th. "The T.C. is inviting tenders for 
its electric tramway concession (42 years) Full particulars at the 
Russian Consulate in London. : 


Belgium.—December 23rd. La Société Nationale des 
Chemin de Fer Vicinaux, 14, Rue de la Science, Brussels, is invit- 
ing tenders for the contract for the supply and erection of the 
overhead equipment, and tke electric connections for the rails, of 
the light electric railway between La Louvière and Binche. Plans 
and specification can be obtained from the address given above 
after December 8th, at a cost of 1 fr. | 


Birmingham.—The Corporation Electricity Department 
will be glad to hear from firms capable of building large gas engines 
and producer gas plante, See Official Notices November 20th. 


Canada.—WixNiPEc.— December 28th. A Financial 
Times dispatch from Winnipeg says that the municipality on 
24th inst. resolved to invite tenders, to be delivered by December 
28th, for extensive power plant, the cost of which is stated at more 
than £1,000,000. 


Colchester.—November 30th. Electric lighting plant, 
motors, wiring, telephones, &c., for the Essex County Lunatic 
Asylum. See Official Notices October 30th. 


Constantinople.—The Conseil Administratif de la 
Direction Générale des Postes et Telegraphes requires tenders for 
17,000 kilos 4-mm. iron wire; 3,300 kilos 2:5-mm. copper wire; 
4,0LO insulators, medium size; 225 25-mm. tubes for copper wire; 
one wheel for spooling the wire. A deposit of 10 per cent. is 
required, or a guarantee signed by the Notariat of the Chamber of 
Commerce, Constantinople, . Wu ura TIMES 
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Dover.—December 9th. Electrical sundries and electric 


cables for the Dover Harbour Board (2s. 6d. for schedule). Martyn 
Mowll, Regiater, Castle Street, Dover. 


 Dublin.—November 30th. Stores for the Dublin United 
Tramways Co. (1896), Ltd. See Official Notices October 30tb. 


Felixstowe and Walton.—December 1?th. Diesel oil 
ngine and dynamo for the U D.C. See Official Notices” to day. 


Germany. — The municipal authorities of Neues are 


About to invite tenders for the construction and working of an 
electric tramway between that town and Grimlingbausen. 


Hackney.—December 17th. b. C. electricity meters, of 


the ampere-hour motor type, for the electricity department. Вее 
“ Official Notices November 13th. 


Italy.—The Mid-Italy Railway Company in Naples is 


inviting tenders for the conversion of the Naplet-Piedmont-Alife 
line to electric traction. 


London,—December 1st. Electric lighting, bells and 


fans for Clapham Secondary School for the L.C.C. See Official 
Notices" November 20th. _ 


Manchester.— December lst. The Tramways Committee 


invites tenders for tramcar trucks and tramcar resistances (grid 
type). J. M. McElroy, General Manager, 


December 9th.— Exhaust steam and other pipes for the Electricity 
Committee. See Official Notices to-day. 


North-Eastern Railway.—December 3rd. Electrical 
and telegraph stores. E. H. Clark, Gateshead (for electrical 


stores); O. H. Ellison, Telegraph Superintendent, York (for 
telegraph stores). 


Trimdon Grange (Co. Durham).—December 12th. 


Electric fittings for a year for Walter Scott, Ltd., Trimdon Grange 


Colliery. Storekeeper, Trimdon Grange Colliery. 


Tyrol.—HorcARTEN COMMUNALITY.—January 186, 1909. 
Electric generating station; utilisation of local water-power.. 
Apply by January lst, 1909, to Gemeinde Vorstand. 


CLOSED. 


Aldershot.—The U.D.C. has accepted the tender of 
Messrs. Heenan & Froude for a refuse destructor, at £753. 


Bury.—Mesers. J. R. Norris & Co., of Oldham, have 


secured the contract for the electric lighting of the East Ward 
Council Schools, Bury. 


Cape Town.—In our last issue we stated that the tender 
of Mesars, Geo. Findlay & Co. for motor-starter panels had been 
accepted, and that the manufacturers were Electrical Instruments, 
Ltd. We are informed that the panels in question will be mant- 
factured by Engineering Instruments, Ltd., of Islington. 


Caversham.—The engineer of the Thames Conservancy 
reported to the Upper River Committee that, in carrying out work 
at Caversham Yard, an economy of about £60 per annum would be 
effected if the sawmill and other machinery in the new buildings 
were driven by electricity instead of by steam, and that as the 
portable steam-engine which now supplies the power is old, the 
present time was opportune for making the change. The Com- 
mittee agreed to the engineer'e report, and on Monday tbe Board 
accepted the tender of Messrs. Harland Bowden & Co., Manchester, 
to carry out the work within віх weeks, at £220. 


Dover.—The T.C. on Tuesday accepted the tender of 


the British Westinghouse Co. for an alternator, at £533. A L.G.B. 
loan for £600 is to be applied for. | 


Glasgow.—The 'T.C.s Sub-Committee on Tramway 
Works and Stores has accepted the following offers:— 


Toead-covered cubles.— British Insulated and Helsby Cables. Ltd. 
Sinvle-core eable.— British Insulated and Helsby Cables, Ltd. 
Trolley poles. -Mountain & Gibson, Ltd. 

Car brake chains.— Weldless Chains, Ltd. 

Mica. --Micanite and Insulators Co. 

Electrical instrnments.—W eston Electrical Instrument CO. 
Aluminium ribbon leaf. —Coe Ribbon Gold Leaf Manufacturing Co. 


Leith.—The Tramways Committee has accepted the 
following offers in connection with the supply of materials for the 
extension of the local tramway system :— 

Points and crossinys. — Hadfield's Steel Foundry Co., £1,7@. 


Octrhead equipwment.—LTipinways Supply CO., Leeds, $1,251, 
Poitiand enient.—doulmsions, Ltd., &z UD. 
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London.— Hol nORN.— The tender of Messrs. Foote and 
Milne, Ltd., has been accepted for the electric lighting of High 
Holborn Library, at £101 10s. Messre. John Bolding & Bons, Ltd., 
who previously received the contract to carry out the work, at 
£78 4s. 8d., have withdrawn on account of 1 aving made an error in 
their tender. | 


L.C.C.—Thé Highways Committee of the L. O. O. bas conridered 


the following tenders for the roadwork and platelaying in connec- 


tion with the reconstruction, on the conduit system, cf the trem- 
ways from King’s Cross to Malden Road, and the construction of 
authorised lines іп Crowndale Road :— 


J. Mewlem & Co. .. ” 


ws .. (recommended) 447, 84 

А Manders ee ee fe ew ae ee ee 7,642 / 
Nick, Kerr & Со... МИ Же “> ix ve So 47,789 
А. M. Coles.. ? " 53,578 


Estimate of Council's engincer ae x S 49,050 
The under-mentioned tenders have been received for the supply 


ot two 5,000-kw. steam turbc-generators for the second portion of 
the Greenwich station :— 


Belliss & Morcom, Ltd. (Westinghouse generator)  .. £87,850 
" | ҮЗ (Electric Construction Co.'s generator) 
(Alternative tender).. ws 2s e 27,61 
Electric Construction Co., Ltd. (Belliss turbine) ay es . 87,858 
Віце Westinghouse Co. (Rateau turbine) - xs os . 40,900 
Belliss & Morcom. Ltd. (General Electric Co.’s generator) (Second 
^ alternative tender) se T T .. ae T es 041821 
General Electric Co., Ltd. (Belliss turbine) x is . 49,249 
Willans & Robinson (Dick-Kerr generator) - МЕ oe . . ВИН 
Electric Construction Co. (Parsons turbine) (Alternative tender). 487% 
C. A. Parsons & Co. (Parsons generator 44.055 


to ) ee es ee ee oe 

British Thomson-Houston Co., Ltd. (British Thomson. Houston 

generator) is М eee T —— ; 
C. A. Parsons & Co. (Westinghouse generator) (Alternative tender) 44, 
James Howden & Co. (Westinghouse generator) zs e .. 48496 
General Electric Co., Ltd. (Parsons turbine) (Alternative tender). — 49,187 
Electrio Construction Co., Ltd. (Musgrave turbine) (Second 

alternative tender) .. i 5 28 ie oe 5e. o. 0088 
John Musgrave & Sons, Ltd. (Westinghouse generator 


) oe 5.9 80,800 

„ эз (Electric Construction Co.'s generator) 
(Alternative tender) ..  .. . X287 
Electrical Co., Ltd. (A. E. G. generator) eo » ee ee ee 51,10 


The Highways Committee, in reporting on the tenders, draws 
attention to the two lowest, by Belliss & Morcom, and states that 
the turbc-generators made by this firm and in operation are not of 
a size commensurate with those required. Although the Committee 
recognises that the firm has a high reputation for reciprocating 
engines, it felt it essential that the contractors for the work 


‘should bave had experience in the manufacture of turbines com- 


parable with those to be installed at the generating station. The 
first three tenders include Belliss & Morcom turbines, whilst the 
fourth, which was submitted by the British Westinghouse Co, 
includes turbines of the Rateau type. As there are no example af 
a large type of the latter class of machine in operation 10 this 


country, it was arranged that the chief officer of tramways and the 


tramways electrical engineer should visit works in Milan where 
Rateau turbines are in use. Having considered a report by the 
chief officer of tramways, the Highways Committee recommends the 
acceptance of the offer of the British Westingbouse Со. for the 
sum of £40,800, the turbines to be on the Rateau principle and 
containing the main features of those inspected at Paris and Zurich 
by the Council's officers. | ' 

The firms mentioned below have tendered for the delivery 0 
(a) 344 pony-wheel axle bearings, (в) 200 driving-wheel axle 
bearings, (с) 100 armature bearings of 3 A type, and (D. 10 
armature bearings of 25 A type :— 


owance on 
—— Price per Ib —— e bearing: 
A B C D per lb. 
Awti-Attrition Metal Co. (accepted) 1/13 1/1 1/4 1/5 а 
Mountain & Gibson.. e >. MO N 1/81 1/38 ; 
Bowen & Co, . 1708 17 114 1/1} : 


Willans & Robinson  .. 174 1/8 9/5 2/4 td. 


Lowestoft.—The T.C. has accepted tenders for the 


supply of materials for the electricity undertaking as follows :— 


White w&ste.—Jones, Manchester, 26s. per cwt. 
Coloured waste.— Jones, Manchester, 20s. per cwt. 
Odd stores.—R. Leach, Lowestoft. 


Brass und iron screws. T. E. Thirtle, Lowestoft. 
Wood bushes.—Rudd Bros., Lowestoft. 


Oil (crank and chamber. Vacuum Oil Co., London, 18. 5d. and Is. 4d. pe? 
gallon. 
Oil (dynamo).—Wakefields, 1e. 32d. per gallon. 
West Ham.—An order has been placed with ee 
Cory & Son for 14,000 tons of washed pea-nut coal at 88. 10d. pe 


ton, delivered alongside the wharf at the electricity undertaking, 
for 12 months from May next. 


eens 


CONTRACTORS’ COLUMN. 


ical eon · 
[The following information is published in tbe interests of 1 ddr 
tractors and others who are seeking for openings for new PUR UT tare із 
able expense is incurred in the production of this column. 11 wil de under 
taken to ensure that the information is new and accurate, but 1 d gpd wher? 
stood that in а matter where so many correspondents „ alas. be 
the amount of information to be handled is very large, this en thes wii it 
guaranteed. If alleged inaccuracies are reported to she Editors, 
fully investigated.] 


i Pot! 
ABERAVON.—Parsonage for Vicar of Aberavon, J. A. James, architect, 
Talbot. T 
| Count 
ABERCARN.— Proposed accident hospital (£3,2C0). Abercarn eae 1. 4 
ABEBRDEEN.— Conversion of church in Crimon Place into Boys айо 


U gia 
маце; G. В. Mitchell, tech 148, Co. 
Alsen, New music hall Жуу wrt D оит 


= — ó 
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ABOYNE (ABERDEENSHIRE).—New motor garage. Geo. Bennet Mitchell, 
architect, 148, Union Street, Aberdeen. 

ALDERSHOT .—Extension of the refuse destructor building for the U. D. O. 
Crosby & Co., builders, Aldershot. 

ALLOA.—New boiler house at the Grange, for Bass Crest Brewery Co. 

ALTCAR (near Livgrroot).—New bungalow for the officers of the Tth Battalion: 
The King’s (Liverpool Regiment) Capt. F. Campbell: 
architect. 

AMERSHAM (Bvcxs.)—Houses at Chalfont St. Peter. H. A. Harben, Newland 
Park, near Amersham. 

ARMAGH Егер of the Court-house (£750) Surveyor to the County 

uncil. 

ASCOT (BuRxDIGDALE).—Additions to Oakley and to the Schools. Mr. Love, 
builder, Sunningdale. 

ASHTON-IN-MAKERFIELD. — Houses, Bolton Road. Thomas Williams; 
Ashton Heath, Mrs. Kearsley; Princess Road, Arthur Watson ; 
Downall Green Road, Thos. Hazelden; Bolton Road, Brynn 
Co-operative Society. 

ATLESHURY Bonis, Walton Road, for Mr. Holland; Chiltern Street, for 

e . ott. 

BAILDON (Yorxs.).—New Wesleyan Sunday Schools; T. C. Hope & Son, 
architects, 29, Bank Street, Bradford. Two bouses, Moorland 
Avenue, for Taylor & Ellis; detached villa residence, for H. 
Constantine. 

BANGOR (Co. Down).—Proposed hot Sea Baths ; Urban Council. 

BARNSLEY.—Proposed new School at Silkstone, for the Penistone District 
Education Committee. Institute in connection with St. John’s 
Church; W. H. Dixon, hon. sec., б, Eastgate, Barnsley. 

BARROW-IN-PURNESS.—House at Risedales, for Z. Bennett; E. M. Young, 
architect, 70, Duke Street, Barrow-in-Furness. 

BATH. -—Rebuilding several blocks of shops in Avon Street, for City of Bath 
Charity Commissioners (250,000). Mr. Rolfe, architect, Belmont, 

ath. 
BECKENHAM.—House, Shortlands Road, Beckenham; Cross!y & Sons. 


Shop and stables, corner of Avenue and Birkbeck Road ; 8. H. 


Manktelow, Birkbeck Road, Beckenham. 


BELFAST.—Proposed extension of the Corporation gas works. 
BELPER.— Proposed recreation institute. C. M. Hiskinson, secretary. 
BEXHILL.—Detached houses, Sutherland Avenue; C. W. Spencer, architect. 
Additions to the Beehive, Dorset Road, for Miss Browning; 
G. H. Gray, architect, 21, Sea Road, 
BILLERICAY (Essrx).—Additions to workhouse laundry. R. J. W. Layland, 
architect, Billericay. 
BIRKENHEAD.—Gas works extension (£110,000; Borough Engineer. In- 
stallation of electric light in West Kirby Parish Church. 
BISHOP AUCKLAND.—New music hall for Rino Pepi, managing director of 
the Darlington Hippodrome. 
BISPHAM (Lancs.).—Pair of semi-detached houses, Messrs. 8. Midaley and 
: E. Reynolds; pair of semi-detached houses, Arundel Road, G. 
Fletcher; three houses, L. Cohen; extensions for the Gynn 
Estate Co.; houses for Mrs. E. Bikker, and motor-car shed, 
Knowles Avenue. 
BLACKPOOL.— Projected new Wesleyan Church, Highfield Avenue. Trustees, 
Blackpool Wesleyan Circuit. 
BLACKROD (Lancs.).—Restarting and development of weaving shed. H. B. 
Paterson & Co. 
BLACKWOOD (Mon.).—Twelve houses, for the Rhos Newydd Building Club. 
. J. Thomas, architect, 99, High Street, Blackwood (Mon.). 
BLAENAVON.—Twenty houses and eight споре, John Morgan, builder, Forge 
Bide, Blaenavon. Extensions to County Schools (£1,450) ; clerk 
to Mon. C.C., Newport. 
BOLTON.—Workshops, &., in Manchester Road, Rosehill, for J. E. Johnson, 
builder and joiner ; developments at Breightmet for В, Scow- 
croft & Sons, colliery owners. 
BREDBURY (near SrocKrorr).—Proposed Church Institute. Vicar, Bt. Mark’s 
Church, Bredbury. 
BRIDLINGTON.—New pumping station at the Higher Waterworks. E.R. 
Matthews, borough surveyor, Town Hall, Bridlington. 
BRIGHOUSE.—Proposed new secondary school on the Manor House Estate 
(£10,000) ; Sutcliffe & Sutcliffe, architects, New Road Offices, 
Hebden Bridge. Restarting and probable alteration of Britannia 
Mill; Mr. Farrar, Holywell Green, Stainland. 
BRISTOL.—Bank for Metropolitan Bank of England and Wales. Catley and 
Lawrence, architects, 96, Orchard Street, Bristol. 
BRYNMAWR.—Rebuilding Castle Hotel (28,000). Т. Roderick, architect, 
Clifton Street, Aberdare. 
BUCKHAVEN (Fire).—New premises for Methil Co-operative Society. Haxton 
| and Walker, architects, Leven. 
BUCKINGHAM.—Mansion at Poundon for Heywood Lonsdale, Benfield and 
Loxley, builders. | 
R to the Victoria Hospital, to be electrically lighted 
(£20,000). 
(Hapton).—Proposed new County Council school (800 children). 
Councillor Mason, chairman of the Hapton Parish Council. 
BURNOPFIELD (Co. DuRHAM).— Ten houses for the Co-operative Society. 
BURTON-ON-TRENT.—Laboratory in connection with new rubber industry, 
for Dr. Docherty and Mr. Allsebrooke ; proposed new premises 
corner of Ferry 8treet and Main Street, for the Co-operative 
Society; proposed additions to the Infirmary (£1,300), H. Beck, 
architect, 10, High Street, Burton-on-Trent, 
BUXTON.—Additions to works, Hogshaw, for Richard Ash. 
CANTERBURY.—Extension of the City School of Art; A. C. Turley, City 
Surveyor, Guildhall Street, Canterbury. xtensions to Chartham 
Lunatic Asylum, including remodelling of laundry and renewal 
of machinery (£4,500). 
(ELHAw).—Receiving wards (£367). Eeles Bros., builders, Elham. 
CARDIFF.—Warehouses in Bridge Street; Bruton & Foster, architects, 119, 
Queen Street, Cardiff. Converting three houses in Tresillian 
lerrace into ice warehouses, for Neale & West; E. W. M. 
Corbett, architect, Bute Estate Office, Castle Street, Cardiff. 
Four houses in Pencisely Road, for Blacker Bros.; J. W. Rodger, 
architect, 14, High Street, Cardiff. 
CASTLE EDEN (Co. Duruam).—Two new colliery shafts to be sunk on the 
Hardwick Estate, for the Horden Collieries, Ltd., Castle Eden. 
CHALFONT (near Скквкакр в Ckoss, Bucks.).—Houses, North Park Road, 
Chalfont St. Peter, for H. Brown; Orche Hill Avenue, for 
W. T. Walker; Bull Lane, for Walker & Hopkins. 
CHESHAM BOIS (BUcEks.). Houses, Parkfield Avenue, for B. Stone & Son; 
1 Parkfield Avenue, for H. Belch. 
CHESTER.— Proposed central Masonic Hall in Hunter Street. 
CHESTERFIELD.—Proposed Council school at Palterton. G. H. Widdows, 
architect, Council Education Offices, St. Mary's Gate, Derby. 
CHISWICK.—New Wesleyan Methodist Church at Sutton Court (£5, 765). 
New theatre at Young's Corner. 
CHORLEY,—Proposed new Roman Catholic Church and Schools in Railway 
oa е 
CHRISTCHURCH HAxrs.).— Extensions to Knapp Mill, for Barnes and 
Maidment; houses, Manor Road, for Cox Bros.; Grove Road 
CL East, for Mrs. E. Butler; Manor Road, for R. Wicks. 
YDEBANK.—Dwelling hoyses in Albert Road, Radnor Park, R. M’Alpine 
NS and Bons, builders, -> = =- ^" | 


COGGESHALL (EssEx).~—Clothing factory for Hollington Bros., 8-14, Middle- 
sex Btreet, Aldgate, London, E. 


COLWYN BAY.—New Y.M.C.A. premises and hostel (49,000). 


PORGEE TON.” Есроей new school at Wheelock. County architect, 

ester. 

COVENTRY.—Two houses, Sandy Lane, for E. C. & Е. C. Robinson; house, 

Rochester Road, for W. E. Haywood; house and shop, Wright 

CRESWELL (near BorsovER).— Probable re-erection, after fire, of Co-operative 
stores (lit by electricity), for Bolsover Co- operative Society. 

CROWBOROUGH (Sussxx).— Police station and police residences, Station and 
North Roads. F. J. Wood, county surveyor of East Sussex, 
County Hall, Lewes. ^ 

CROWTHORNE (Bznzxs).—Regidence for Miss P. Audry ; additions to residence 
at Holly Cross, for A. J. Balkeby; residences for Mr. Drewatt 
and Mr. Fullbrook. 

CROYDON.—Thírty-two houses and shops, London Road; W. T. Wheeler, 46, 
Chancery Lane, W.C. Ninety-six houses in four streets; A. 
Gosheron, Holmesdale Road, South Norwood. Six houses, Lower 
Addiscombe Road; Hine & Blythin, Morland Road, Croydon. 
Six houses, Elmgrove Road; H. E. Roper, 116, Lebanon Road. 
Bchool and house, Melville Avenue; G. Atkinson, The Limes, 
Croydon. Eight houses, Semley Road; L. Whitebread & Co. 
Forty-eight houses, Sherwood Road: О. B. Bates. Malvern Road, 
Croydon. Eleven houses and shops, Lower Addiscombe Road ; 
G. B. Bates. Ten houses, Lower Addiscombe ; H. В. 
Hunter, Lower Addisoombe Road. Ten houses, Melfort Road; 
F. Brown. Nine houses, Nutfield Road; W. M. Lucas, 91, 
Brigstock Road. Four houses, Lakehill Road; D. Weightman. 
Conversion of three houses into public offices for the R.D.C. 
Bix houses, Totton Road ; W. C. Moseley, Sutton. Dyeing and 
секоша works, Waddon Marsh Lane; G. В. Ellis, 71, Clarenden 
Road, Croydon. Two shops, 250-253, London Road; W. В. 

| Coomber, 65, Pemdevon Road, Croydon. 

CULTER (ABERDEENSHIBE).—Renovation cf Culter House, for T. Crombie, 18, 

Albyn Place, Aberdeen, Walker & Duncan, civil engineers, 


Aberdeen. 


R (210,009); W. D. Caroe, architect, 8, Great College 

eet, B.W. | 

DENBEATH (Firs).—B8choo!l house and jenitor's house at Denbeath. G. С. 
Campbell, architect, Methil. 


DENNY.—Alterations to property, for Wm. Wright, Gogarfield; alterations to 
property, for A. Fraser, Dunipace. 

DERBY.—Elementary school at Parkfields Cedars, Kediestone Road (£18,890) ; 
Derby Education Committee. Proposed car-sheds, alterations 
to Corporation slaughter-houses, and new cooling chambers; 
Borough Engineer, Derby. New Institute at Borrowash ; 
Chairman of the Parish Council, Borrowash. 


(New MiLL8).-New Secondary School. New Mills and District 


Higher Education Committee. 
DISLEY.—New Schoo). Butterworth & Duncan, architects, Rochdale. 
DONCASTER.—Important colliery undertakings at Thrybergh, Dalton Main 
Collieries, Ltd.; Labour-in-Vain Inn to be rebuilt, for Hewitt 
Bros, Ltd., brewers, St. Sepulchre Gate, Doncaster; thirty 
. Don Street, for C. Sprakes & Son, 87, East Laith Gate, 
Doncaster. 
DOVER.—Alterations to premises of Turnpenny Bros. house furnishers, 
London Road and Bridge Street, Dover. Two dwelling houses, 
Old Park Avenue, Crabble Hill ; W. J. Bromley, builder, Dover. 
DUMFRIES (N.B.).— Prospective rebuilding, after fire, of the Town Hall. 
DUNDEE.— Mechanical engineering laboratory at University College, to cost 
£18,000; Bir R. Rowand Anderson, architect, Edinburgh. Pro. 
posee new chureb in West End; the Rev, Geo. Smart, School 
ynd Church. | 
DUNFERMLINE.—Dwelling bouse, Cameron Street; Mesers. Н. and J. 
Philip, Campbell Street Works, Dunfermline. Extension to 
motor works, Castleblair ; J. G. Thomson, engineer, Cast!eblair, 
Dunfermline. Additions to premises for G. Butchart, aerated 
water manufacturer, St. Margarets Street; Alex. Anderson, 
Headwel Road, Dunfermline, Houses, coach-sheds, and 
stables, for J. Wilson, Cameron Street. 
DUNSTABLE.—Houses, Union Street, for J. Swain; West Parade, for F. W. 
White ; Park Street, for Mr, Knight. 


EARBY (near Conve, Lancs.).—Proposed new Anglican Church (£4,000). 


£CCLEB.—Important additions for еу Wilson & Со., Ltd., engineers, 
Patrioroft; alterations to Council School, Half Edge Lane. 


EDINBURGH.—Ten villas at Craiglea Place, for James Scott. 


ELSECAR (near Barnatxy).—Counoil School for the West Riding of Yorks С.С. 
J. Vickers-Edwards, County Architect, Wakefield. 

ERDINGTON (near BremincHam).—Extension of schools for from 800 to 850 
children, for Warwickshire C.C. 

FAILSWORTH (MANCHESTER).—Now Holy Trinity Church. 
architect, Smalley's Chambers, Bolton. 

FALKIRK.—Additions to property in Mungalhead Road, for J. Jarvie; 
additions to property for J. Strang, Fisher Street, Camelon. 

FARNWORTH (Botton).—Projected alterations at Market Street Congre- 
gational Schools; Trustees. Proposed central school; H. 
Rostrom, secretary, Local Education Committee. 

FELLING (Co. DuRHAM).— Ten houses at High Heworth, for the Heworth 
1 Co., Ltd. John Simpson, Heworth Colliery Office, 

elling. 

FLEETWOOD.—8even houses, Oak Street; T. W. Graham. Ten houses, 
Oak Street and Willow Street ; J. England. Houses, Dronsfield 
Road, for E. Greaves; Dronsfield Road, for W. Miller; Oak 
Street, for T. W. Graham ; Oak Street and Willow Street, for J. 
England. 

FORFAR.—New public baths (£5,770). 
Square, Edinburgh. 

GALASHIELS (N.B.)—New academy, Galashiels School Board. 


GARFORTH moar „ Parochial Hall (£850). Rev. R. C. Wilford, 
ector. 
GERRARDS CROSB.— Houses, Bulstrode Way, for the London and County 
Investment and Property Co.; Packhorse Road, for Aubrey 
Wright: Bulstrode Way, for A. C, Cook; The Woodlands, for 
A. C. Meyjes; Marsham Lane, for C. P. Lovell. 
GORBE HILL (near MANCHESTER).— Proposed new church (£5,000). E. Wood- 
house, architect, Mosley Street, Manchester, 


GRANTHAM.—Houses, South Parade, for J. Christian and Mr. Barker. 


GREENOCK.—Building at Smithston, for the Parish Council. Stewart, Tough 
and Alexander, architects, 2, Hamilton Street, Greenock, > 

GUILDFORD.—Extensive alterations to premises, for Joseph Clarke & Sons 
stationers and booksellers, 169, High Street. ў 

e houses, Hedley Street, for the Co-operative 
Society. 

HAMPSHIRE.—New schools for the County Education Committ 
Broughton (£3,008) and Lymington (£2,783). кш 

HABLINGTON Ше 5 . Church and schools (£1,020) 

as. Martin, architect, Parr’s Bank, Chambers, Nantwi : 

Proctor, Major & Mason, builders. | ; тина, 


F. Freeman, 


H. J. Blanc, architect, 25, Rutland 


. HAYDOCK (near Br. HxLzws),—New church (24,500). E. H. Lingen Barker, 


architect, Manchester; Geo. Litherland, builder, St, Helens. 
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HARROGATE.—Honses, Norfolk Road, for Raworth Bros.; Langcliffe Avenue, 
for J. Hamilton Brown; Torrs Road, for 8. Broadbank ; Stone- 
fall Avenue, for F. Tong; Cavendish Avenue, for G. Resdman; 
rear of Eastville Terrace, New Park, for J. L. Hampton- 
Matthews; Willow Grove, Bilton, for Carrick & Cundall; 
Church Avenue and Skipton Road, for H. Dawson; Bilton 
Grove Avenue, for C. A, Nettleton, builder, Balmoral House, 
Bilton; alterations to business premises, Crescent Road, for 
Farratis, Ltd., grocers, &c.; additions to Britannia Lodge, 
Swan Road, for W. Btancliffe; mission room, Grove Park 
Terrace, for the Vicar of Christ Church; alterations and 
additions to 14 and 16, James Street, for E. J. Clarke. milliner, 
&c.; additions to preiniseg, Parliament Street, for Phillipson 
and Co.; alterations to business premises, Station Square, for 
Foster & Foster. 

HENLEY.ON.THAMESB.—Mortuary, receiving wards, and other additions to 
ошон; С. Smith & Sons, architects, 164, Friar Street, 

. Reading. 


HESSLE (near HvzL).—Chureh and schools. T. Atkinson, architect, Trinity 
House Lane, Hull. | 

HIGH WYCOMBE.—Extensive alterations and improvements to premises, for 
Hull, Loosley & Pearce, Ltd., 19, Oxford Street. 

HUDDERSFIELD (HomLev)—New Congregational Church. Rev. G. W. 

: Gervis, pastor, Honley. | 

HULL.—Extensive petroleum storage sheds at Saltend, near Hull, for the 
North-Eastern Railway Co, 

HUNGERFORD (Bznxs.).—New elementary school (600 children) for the С.С. 


HUNBLET.—New paint sbops, new offices, and extensions to mechanics’ shops, 
at works. . T. Turner, archivect, Market Hill, Barnsley. 
HYDE (бикенин) TWO houses, Church Avenue, Gee Cross, for A. B 
: Wilkinson. Extensions at Godley Green Margarine Works, 
for the Maypole Dairy Co., London. 


INVERURIE.—New Post Office in West High Street. The Postmaster, 
Inverurie. 


ISLE OF SHE E раге pottery works at Queenborough, for Alfred 
Johnson. 


KEIGHLEY.—Sunday school in 8t. Peter's parish (£1,000), Rev. R. Stansfield, 
. vicar of 8t. Peter's. 
KID8GROVE.—New Church of England Schools. A. R. Wood & Sons, 
architects, Market Place, Burslem. 
KIRKBY-CUM-OSGODBY (LiNcoLN&sH)RE).—Alteration to school. 
Gamble, arohitecta, Bank Street Chambers, Lincoln. 


KIRKCALDY.—New premises for salt works, for Mr. Gibb, Tolbooth Street ; 
- house and dancing hall in St. Brycedale Road, for Mr. Currie; 

double villa at Loughborough Road, for A. Carmichael. Alter- 
ations to public house in High Street, for A. Lawrenoe; Mr. 
Wallace, agent. | 

KNUTSFORD (CBHxsnHrRE).—Extensive renovation of parish church, Over 
Tatley. Rev. A. Symonds, vicar. | | 

LAURIESTON (STIBLINGSHIRE).—New factory for W. Young, boot manu- 
facturer, The Square. 

LEEDS.—Central roller skating rink. Apply to 879, Yorkshire Post, Leeds. 


РТОМ (Yorxs.).—House and shop, Juncticn of Cowms Chapel Lane and 
ЗБ Козы ыа Road, for Mrs. В, E. Webster. 
LERWICK.—Harbour extension works. J. Barron, 216, Union Street, 
Aberdeen. 
WAITE.—House at Roydhouse; A. Shaw, architect, Knowle Road 
НН Golcar. Ноев, Casson Street, Milnsbridge, for E. Pearson ; 


Causeway Bide, for J. W. Thorpe; dye house, Burdett Mills, 
Milnsbridge, for Armitage Bros. 


LISCARD (CHzsHrrE).—Four houses, Parkside. Hughes Bros., Allington Road, 
Aigburth, Liverpool. 
BOROUGH.—Improved sewage works; surveyor, Council Offices 

леа Littleborough. Extensions for Brookfield Manufacturing Co, : 

ANDRINDOD WELLS.—Rebuilding Bridge Hotel (29,000). A. L. Thomas 
x architect, Church Street, Pontypridd. i 
LOFTUS (Yorxs.).— Warehouse for A. Robinson. Í 

NDON (Bermonpnsey, 8.E.).—Iron additions at E. Ellis & Sons’ tannery 
ia A Horney Lane ; Croggon & Co., Ltd., 16, Upper Thames Street, 


Scorer and 


(Pecknam, 8.E.).—Building on site of 188, Rye Lane, for the Magnet 
Printing Press, Peckham, 8.E. 


(Нлммиявмітн, W.).—Enlargement of Godolphin and Latyrfer 
School (£8,700). The School Governors. 


(E. C.). Adaptation of premises in Ray Street, Farringdon Road: 
as L. C. C. General Stores; W. E. Riley, Superintendent Archi- 


tect, L. C. C., Spring Gardens, S. W. Block of shops and offices: 


City Road, for Trustees of Sutton Estate; E. C. P. Monson» 
architect, Grosvenor House, Acton Vale, W. Additions, Royal 
London House, Finsbury Square; J. Beloher, architect, Han- 

Я * over Square, W. Alterations to convenience at the Royal 
Exchange, and new underground convenience in Fastcheap ; 
Town Clerk, Public Health Department, Guildhall, E.C. 


(KENSINGTON, W.).—House in Logan Place. E. W. Marshall, 
architect, 189, Oxford Btreet, W. . 
LEONE, W.).—Rebuilding No. 29, James Street. Hudson and 
эз architects, 94, York Place, Portman Square, W. 


вови, W.C.).— Buildings at 8-14, Wild Court, Brown & Barrow 
os architects, 12, Norfolk Street, Strand, W. C. , 


(StRaTPORD, E.).—Memorial Hall. G. Baines & Bon, architect, 
5 and 6, Clement's Inn, W. C. 

(West Ham, E.).—Rebuilding Adam and Eve public house, Abbey 
Road. R. Wittock. 

(CAMBERWELL, 8.E.).—Enlargement of Oliver Goldsmith School 
(£6,000). Two storey cottages, Atwell Street. A. E. Mullins, 
architect, 48, Peckham Road. 


(GnrrNwicu, S.E.)—Extension to sack building, Morden Wharf. A. 
Edmunds. 


(SILVERTOWN, E.).—Additions to store, for Tate & Hon. Extension 
of copper stores; G. Munday & Bons, builders, Islay Wharf, 
Poplar, E. 

(Custom Horse, E.).—Six double tenement houses. W. Harris, 
huilder, Elizabeth Street, North Woolwich. 

(Banxixo, E.) —Boildings in course of erection at Creek's mouth, 
for the British Conlite Co. 

(KENSINCTOx).—Caretaker's quarters at Central Library (£140). 
Borough Surveyor, Town Hall, High Street, Kensington, 


(BATTERSEA, 8.W.).—Booking office, &., for the London and South- 
Western Railway Co.; Perry & Co., builders, Tredegar Works, 
Bow, E. Mission Hall, New Road; Lathey Bros., builders, 
New Road, Battersea. 


(HiGHGATE, N.).—Additions to Northern Hospital, Winchmore Hill 
(£500). W. T. Hatch, engineer, Asylums Board, Thames 
Embankment. 

(Sr. Pascras, N.W.).—Buildings, Gordon House Road. A. W. 
Armstrong, Grove Farin, Highgate koad, N. 


оттіхе Witt, W.).—FErection of billard rooin at Conservative 
ed 165. Ladbroke Grove. Н, Corry & Son, bullders, 43, Per: 
bridge Road, W. 2 


4 


LONDON (Hxxnow, N.W.).—Four houses, Bunningfields Road, and eight 


houses, Audley Road and Park Road; E. Evans, surveyor, 958, 
Lavender Hill, 8.W. Phthisis Ward, for Hendon Board of 
Guardians; The Clerk. Fourteen stables, Golder’s Green; J, 
Gibb, junr., builder, 191, West End Lane, West Hampstead, 
N. W. Oar repair shop, Edgware Road, for Metropolitan Elec. 
tric Tramway Co.Ltd. 

(HAMMERSMITH, W.).—Six houses in Aycliffe Road. Barnett and 

Brotchie, builders, 68, Salisbury Road, Kilburn, N.W. 


(Снңкгзкл, B.W.).—Additions to South-Western Polytechnic. F. G. 
Knight, architect, 18, Victoria Street, S.W, 


(Waxpswortn, §.W.),—Manual training centre, Fountain Road 
(£567). E. Triggs, builder, The Chase, Clapham. 
(BNTHNAIL. GREEN, N.E.).—Blocks of houses, Minerva St 


| reet. W. E. 
Wallis, architect, 12, Buckingham Street, Strand, W. O. : 


(Hamrstrap N.W.).—Three cottages, Temple Fortune Hill, for 
Tenants, Ltd. 


(E.).— New Jewish Hospital in Stepney Green. 


(FincHLEy, N.).—Church. Р. Lamb, architect, 1, Clifford's 
Inn, W.C. | 


(CHELSEA, 8.W.).—Block of flats, Manor Court. Bochmer & Gibbs, 
architecte, 11, Spring Gardens, 8.W. 


(WHITECHAPEL, E.).—Extensive alterations to business premises for 
T. Venables & Son, Ltd., High Street and Commercial Street, 
(WiuBLEpow, 8.W.).—Refuse destructor and sludge conveyor 
(£9,750), for the Т.С. 
LOWESTOFT.—Additions to hospital (28,026). G. H. Hamby, surveyor, 


Borough Council.. Six houses, Worthing Road; J. and B 
Swatman, builders, Milton Road, Lowestoft. 
MACHEN (near NEwronT, Mon.).—Two houses, for Mark Shepherd, Tredegar 
Arms, Machen. 
MAIDSTONE,.—Extensions to Barming Heath County Lunatic Asylum, for 
Kent С.С. (29,500). Stables, John Street, for Thornton Bros.; 
business premises, Gabriel's Hill, for Geo. Foster: new bank, 
for London and County Banking Co., 21, Lombard Street, E.C 
MANCHESTER.—Extensive new premises, Market Street and Mosley Street; 
Wood & Co., builders, Saiford Iron Works, New block of build- 
ings to Manchester University; The Governors. New works in 
Ashburton Road, Trafford Park, for the British Steel and 
Wire Co. 
MANSFIELD.—Church Hall for St. Mark's Parish (21,500); Rev. H. L. Day, 
Vicar. Houses, Victoria Street, for Mr. Brailsford; Thoresby 
Street, for W. Read; Stella Street, for G. W. Butler, jun.; 
houses and shop, Goldsmith Street, for A. J. Copestake; 
rebuilding Bull's Head Inn, Portland Street and High Street, 
for the Nottingham Brewery Co., Ltd., Mansfield Road, 
Nottingham. 
MARGATE.—New General Post Office, Ceci] Square; H. A. Collins, architect, 
care of Н.М. Office of Works, Storey's Gate, London, 8. W. 
Two houses, Victoria Avenue, for A. E. Wiles; two houses and 
shops, Northdown Road, for Moodey & Christield; proposed 
lavatories, Cliftonville, for the T.C. (£2,582). 
MIDDLESBROUGH.—Test labour sheds ; Middlesbrough Board of Guardians. 


NATLAND (near OxkXHOLMAR).— Rebuilding church. Austin & Paley, arcbi 
tect, Lancaster. 

NEWBURY.—Proposed new municipal offices, Mansion House Street. B. J. L. 

Vincent, surveyor to the Town Council. 

NEWPORT (Mox.).—Alterations at the Westgate Hotel for Mr. Watts, Coburg 
Hotel, London. 

(IsLE or WicuT).—Proposed joint hospital at Staplers for Newport 

T. C., St. Helens U.D.C. and the Isle of Wight R. D. C. (48,00). 


NOTTINGHAM.—New school at Trent Bridge. F. B. Lewis, city architect, 
Guildhall, Nottingham. 


OLDHAM.— Tramway depot at Hollinwood for the T.C. Borough Surveyor. 


PADIHAM (near Burn ey).— New school for 620 children, for Lancs. C. C. H. 
Littler, architect, 16, Ribblesdale Place, Preston. 

, PLYMOUTH.—Anglican Church, Peverel Park. W. D. Caroe, architect, 

3, Great College Street, S.W. : 

PORT GLASG OW.—Eight houses in Shankland Road and Birkmyre Avenue. 

J. Forsyth, Ivybank, Port Glasgow. 
PORTSMOUTH.—8hop, Е. W. Pounds, 2, Common Street; two shops, 
Milten Road, G. Lusby; painting and drying store. Marmion 


Road, Mr. Mott; two houses, Bosham Koad, C. W. Stigant, 
157, Queen's Road. | 


PONTARDAWE.—Proposed new offices for {һе В.С. (£1,500). 
PONTEFRACT — Villa residence, Red Hill, Glass Houghton, for F. 8. 
regory. 
PRESTON.—Suggested new grammar school. Governors, Preston Grammer 
School, or Director of Education, Preston. 

QUEENSBURY (Yorks.).—Extensive alterations to the Hall of Freedom, {cr 
the Queensbury Rechabite Tent. 

RADCLIFFE (Laxcs.).—8chool in Black Moss under consideration, Radcliffe 
Education Authority; new fire station for the U. D. C. (25,500. 

RAMBGATE.—Extensive alterations to business premises, for J. E. Couch. 
man, jeweller, &c., 29, High Btreet. Houses, Ellington; John 
Newby, builder, Grange Road, Ramsgate. 

READING.—Conversion of houses into shops, in Oxford Road; Frank Cooksey 
and Walker, agents, 17, Market Place, Reading. Houses in 
Northumberland Avenue; Н. Trinder, builder, Btar Lane, 
Lower Caversham, Reading. Proposed alterations and improve- 
ments to Reading School; Н. T. Pugh, clerk to the Education 
Committee, Blagrave Street, Reading. 

RHYL.—Eleven houses in Balmoral Grove, for R. Jones; additions to the 
Royal Alexandria Hospital; shop, warehouse and store room, lor 
R. K. Hughes. 

ROCHESTER.—New offices for the Medway Conservancy Board. G. E. Bond, 
architect, 374, High Street, Rochester. 

ROMFORD (Honscnunkcg).— New Congregational Church and schools ; Rev. R 
Nicholls, Pastor, Babies’ Hall; Wm. Smith, clerk to Board of 
Guardians, 

RUGBY-—Additions to shop, Regent Street, for F. Thompson; house, Elsce 
Road, for Mrs. Allen; tive lock-up shops, Henry Street, for 
A. F. Whittaker; stables and coachhouse, Great Central Hail- 
way Station, for F. Garner. 

ВТ. ANNES-ON-THE-8EA.—New Baptist Church (£8,000 or 24,000). Trustees. 

ST. AUSTEI.L.— Four houses at Blades, for J. Mellow. 


BT. HELEN'S JUNCTION (Lancs.).—Monastery. Robert Curran & Бор, 
architects, Warrington. 


BT. JUST (Connwatr).--Council school at Pendecn. S. Hill, architect, Green 
Lane, Redruth, 

SCILLY (near PENzAN: E).-- Residence for Mr, Hopkins (about £1,000). 

SIIELRNESSB.- Higher elementary school for Kent С.С. (25,418). Proposed 
school at Hallway Houses, Minster-in-Sheppes ; W. P. Prosser, 


clerk to the County Council, Maidstone, bis houses, Alexandre 
Road, for Mr. Moaon, 


(Continued on page 987.) 
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W. M. MORDEY. 


PRESIDENT INSTITUTION OF ELECTBICAL ENGINEERS. 


WILLIAM Morris MoRDEY was born on March 28th, 1856. 

He is a good example of a man whois the sole architect of 
his own fortunes; for, though be comes of good old 
Darham stock, his grandfather being Dr. William Mordey, 
F. R C. S., several times Mayor of Sunderland, he started life 
and worked his way up without an expensive education, with- 
out any help of any kind from outside, and without capital. 

He entered the Postal Telegraph Service at the early age 
of 14, and has, with quiet but dogged determination, 
climbed from that position to the chair of the Institution. 
Shortly after beginning as a telegraph operator, he was sent 
to Bradford, and there he devoted, what would have been 
another boy's leisure, to teaching classes made up of his 
fellows, and others. 
He taught telegraphy, 
magnetism, and elec- 
tricity, in connection 
with the Science and 
Art Department and 
the City and Guilds 
Institute. He thus 
realised early in life, 
that the best way to 
learn a subject, and 
to make sure уоп 
understand it, is either 
to write a book or to 
lectore on it. He 
then went in for the 
examination of the City 
Guilds as a student 
with his own class, and 
gained the prize and 
medal in 1881. 

In the same year he 
left the Telegraph 
Service, and secured an 
opening in the Brush 
Electrical Engineering 
Co., at the works in 
Lambeth Road. He 
was at once made 
superintendent of the 
testing department. 
He remained with the 
Brash Co., in various 
pusitions, from 1881 
to 1897, а period of 
16 years of  extra- 
ordinary activity. 
After a very few years 
Mr. Mordey began to be 
heard of. The science 
of dynamodesign wasin 
a chaotic condition in 
those days. Mr. Mordey 
tackled all such ques- 
tions experimentally, 
and he first became known in connection with the design of 
modified Schuckert ring machines, and questions of commu- 
tation connected with them. He then developed a whole 
series of direct-current machines of his own design, mostly 
four-pole ring armature dynamos. 

‚ Maxwell once said that the greatest discovery of modern 
times was the reversibility of the dynamo. In spite of that, 
in the early eighties it was generally supposed that a good 
dynamo must be a bad motor, and a good motor a bad 

ynamo. Mordey exposed this fallacy in an article in the 

P hilosophical Magazine about 1885. 

‚ For abont five years from 1887 there was immense activity 
in the development of alternate-current engineering. Mr. 
: E dey was in the forefront of this movement, and designed 
ша of transformer that was made in enormous numbers, 

© Several ingenious forms of alternator, one of which has 
He did а world-wide reputation as the Mordey alternator. 

some very important experimental work also on the 
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W. M. Mospey. 


parallel running of alternators, and the running of syn- 
chronous single-phase motors. 

He brought out, at the beginning of 1893, a system of 
testing alternators under full load conditions with a small 
driving power. He bas also done excellent work in connec- 
tion with the ageing of iron in transformers—which he 
experimentally examined and first explained in a Royal 
Society paper in 1894. And through his specifications for 
icon for the Brush Co., and his consulting connection with 
makers since, he has done much to secure the production of 
iron in this country of high magnetic qualities. 

Mr. Mordey’s work has lain much more in the direction 
of designing and making than in talking; but he has also 
added a great deal to the stock of electrical knowledge by 
his papers and by joining in the numerous discussions at 
scientific and technical societies’ meetings. Perhaps one of 
his most interesting papers was one which nearly seven years 

ago he wrote — with 
Mr. Bernard M. Jenkin 
as his co-author—on 

* Electric Traction on 

Railways." This had 

the honour of occupy- 

ing the Institution of 

Civil Engineers for five 

nights, and wasawarded 
. two gold medals—the 

Telford and Stephen- 

son medals. 

He has beenan active 
member of the Institu- 
tion for many years; 
and has served on the 
Council almost con- 
tinuously since 1883. А 
glance at the Proceed - 
ings, especially between 
1885 and 1900, when 
the design of electrical 
machinery was develop- 
ing, will show bow 
much work he has done 
for the Institution. 

One of his doctrines 
is that a man who 
makes no mistakes 
makes nothing else, 
and the efficiency of 
an engineer can 
estimated by the cubic 
contents of the scrap 
heap he bas piled. This 
method of measure- 
ment does not bring 
Mr. Mordey out well, 
as his scrap heap is 
very small compared 
with his output. It 
does exist though, and 
there are some odd 
objects on it. There 
is, for example, a 

dynamo that cannot give any output, at all. Two dynamos 
of this type coupled together, would give a good alter- 
nating output, but as only one was made, this is cold com- 
fort. But most of us prefer a veil drawn over our scrap 
heaps. In this connection, however, Mr. Mordey introdaced 
*dynamoes" as a plural, and “periodicity” for frequency. 
The first is the logical plural, like potatoes or tomatoes, and 
being logical, it never became popular. The term “ period- 
icity is, unfortunately, still to be found in odd places. 

Since leaving the Brush Co., Mr. Mordey has developed 
a large practice as consulting engineer, and in 1900 Mr. R. A. 
Dawbarn joined him. Our President’s technical work is 
best known to the older men in the profession. The younger 
generation have little idea of the pioneer development 
between 1880 and 1895, ог the difficulty of studying with no 
good electrical engineering text- books. 

In spite of the early age at which he left school, Mr. 
Mordey is a man of wide knowledge and wide interests. He 
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has never had much leisure, but what he has had he has used 
very efficiently. He has a great love of children, and is in 
perfect sympathy with them and complete understanding of 
them ; amongst the distinctions he prizes most is that of being 


UNIVERSITY OP LEEDS: Dynamo Room. 


a grandfather. He is fond of music, and when he can get a 
chance, he will join the basses in a choir or choral society. 
He never had time to play an instrament himself, but his 
daughter is an accomplished pianist. 

He is a member of the Alpine Club and has been for many 
years a keen Alpine climber, and he spends any time he can 
get among the mountains, either in summer or winter. He 
knows his Switzerland very well. He lives in Victoria Street, 
alone, and spends his week-ends in long cross-country walks 
alone. He is on the London University Board of Studies in 
Electrical Engineering, is a Member of the Institution of 
Civil Engineers, and of various engineering and scientific 
societies. J. 8 


NEW LABORATORIES, LEEDS UNIVERSITY. 


THE ~ Yorkshire College” із more familiar to many of us 
than the University of Leeds”; from 1875 to 1904 it 
was one of the most important centres 
of science teaching in the North of 
England, and from 1887 to 1903, as 
one of the constituents of the Victoria 
University, it enjoyed University 
rank. Growing by frequent additions, 
and continually enlarging its scope, 
the College was well worthy of the 
charter which was granted in 1904; 
its only rival in the county of 
Yorkshire was Ше Firth College, 
Sheffield, now also a University; but 
the Leeds institution is the county 
University, all parts of Yorkshire, 
except Sheffield, bearing a share іп its 
control. | 

The Privy Council when recommend- 
ing the grant of a University charter to 
the College stipulated that its funds 
should be increased. In any other 
country, a liberal endowment would have 
been provided by the State, but our 
enlightened Government refuses to 
recognise a University as comparable 
in importance with a battleship (to 

raphrase Dr. Stratton); hence the 
Council of the College was called upon 
to raise the necessary capital. As the result of four years’ 
efforts, the sum of £100,000 was secured, more than half of 
which was expended on extensions of buildings and new 
apparatus. The Electrical Engineering department acquired 
in this way a new detached block, in addition to the build- 


ings existing, and.the Mechanical and Civil Engineering 
department was also extended, while several other equally 
important extensions were carried out in other departments. 

In July last the new buildings were declared open by His 

Majesty the King, accompanied by the 
Queen and Princess Victoria. 

The new building for Electrical Engi- 
neering comprises a Lecture Theatre. 
supplied with a variety of electrical 

. pressures, phases and frequencies; a 
drawing office, photometer room, private 
research laboratory, transformer room, 
instrument room, elementary laboratory, 
electro-motor room and dynamo room. 
The last-named is illustrated herewith, 
but since the view was taken the equip- 
ment has been greatly extended, and 
18 switch panels have been erected. 

The plant installed includes some 
twenty-six different types of direct 
and alternating - current generators, 
motors, double-commutator converters, 
rotaries and rectifiers by the best 
makers, of which there are eight large 
direct - coupled motor - generator seta, 
ranging from 4 to 80 H. P., in the 
dynamo room. The motors of these 
sets are of the most, modern types, with 
multipolar fields and commutating poles 

in the larger sizes, for giving wide variable-speed ranges. 

The generators of direct current are respectively series, shunt 

and compound-wound machines, including a 500-volt com- 
pound-wound dynamo. The alternators are respectively single, 
two and three-phase machines. Two of the dynamos are 
fitted with arrangements for delivering three-phase, and one 
for delivering two-phase, alternating currents, and hence can 
be used as rotary converters for converting continuous to 
single, two and three-phase alternating currents or rie 
versa. In addition there is a 10-Kw. Westinghouse rotary 
converter and an Electric Construction Co.’s motor-generator 
of 24 Kw. The motor room is equipped with separate series, 
shunt and compound-wound direct-current motors, together 
with a G. E. Co.'s 800 tramway motor; also with single- 
phase alternating-current induction and commutator motors, 
together with two and three-phase induction motors, all 
fitted with different types of absorption dynamometer for 

measuring H.P. and efficiency. The transformer room 18 

equipped with electrolytic and rotary rectifiers, a three- 
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phase transformer, a low-pressure Lowrie Hall converter, 
several high-pressure 2,000-volt transformers, and high and 
low-pressure condensers. The remaining laboratories 81е 
equipped with the most modern standards, and & large 
variety of other instruments, &c., met with in commercial 
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work. The cable jointing room is fitted with suitable stoves, covering the whole of the gasworks, in addition to a number 
tools, instruments and cables for practice in joint making. of electric drives. 

The University is lighted throughout by the’ electric light, The electric power station contains two horizontal tandem 
the plant for which electrical engi- 
neering students take charge of and 
are responsible for during a complete 
week. 

We illustrate also the engine room, 
which is equipped with a 70-н.р. Willans 
compound engine, & de Laval steam 
turbine, and a 30-H.P. compound steam 
engine and boiler, a eet specially de- 
signed for experimental purposes, on 
the usval lines. In addition there is a 
large variety of minor apparatus, such as 
a Beparately fired McPhail & Simpson 
superheater, & 5-H.P. steam engine 
coupled to a 6-ft. Guibal fan, several 
other fans, oil, gas and petrol engines, 
centrifugal and reciprocating pumps, &c., 
and a complete equipment of testing 
and measuring apparatus. No attempt 
is made in this department to give 
instruction in the use of hand or 
machine tools, it being held that such 
work can only be properly done in engi- 
neering workshops. 

It will be seen that engineering 
is already well provided for in the L- 


University, and when the  equip- | | 
ment is completed it wil be able Fic. 1.—ELEOTBICaLLY-DRIVEN CoxmB-CBU8HING PLANT, GORLITZ GaSwORKS. 

to take its place in the front | 
rank of such institutions. The Civil and Mechanical steam engines, each of which has a normal output of 125 


H.P. at 180 R.P.M., а maximum permanent output of 
160 H.P. and a temporary overload of 190 H.P. These 
are run condensing, and coupled to direct-current dynamos 
of 110 Kw. at 220—235 volte pressure, the armatures being 
mounted on the extensions of the crankshafts. | 
The boiler plant comprises four tubular boilers with & 
steam pressure of 12 kg. per sq. cm. A chimney cooler, 
installed beside the engine house, serves to cool the condens- 
| ing water, the cooling water being raised by a centrifugal 
ELECTRICITY IN A GERMAN GASWORKS. pump, operated by a direct-coupled 5-H.P. motor. | 
In addition to the boiler and engine rooms, the power 
house includes a building accommodating the water cleaners, 
and steam feed pumps. The engine room is of ample 
THE extent to which electricity is utilised by some gasworks, dimensions to accommodate a third steam dynamo, while 
which were formerly the keenest competitors of electric power space for two additional boilers has been provided in the 
stations, is exemplified by the municipal gasworks recently ^ boiler room. 


installed in the city of Görlitz, Germany, where direct current, The switchgear is arranged on a masonry pedestal on one 
of the short sides of 


the engine room, and 
comprises five panels ; 
| space for future ex- 
tensions has also been 
provided. All fuses 
for upwards of 40 


MS an 

= E k 

- E A: «e | amperes are arranged 

8 1 | 1 behind the switch- 
E 


Engineering Department is under the control of Prof. 
Goodman, M.Inst.C.E.; while at the head of the depart- 
ment of Electrical Engineering is Mr. G. D. A. Parr, 
M.I.E.E., to whom we are indebted for kind assistance in 
preparing these notes. The photographs were taken by 
Chas. Pickard, Leeds. 


[BY OUR BERLIN CORRESPONDENT. ] 


board, where the shunt 
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| support. 
Fie. 2.—TRHR RETORT dns с а. GaswoRKs, SHOWING ELECTRICALLY-DRIVEN The lighting plant 
OKB-HANDLING PLANT IN FOREGROUND. А b, 
нон comprises 125 incan- 


| descent | 
at 220 volte pressure, is generated in а special power house 20 arc lamps, the latter being arranged in 3 
aud distributed through a two-wire system. The installation four each, as follows :—Two arc lamps of 10 ‘amperes each 
Comprises an extensive inside and outside lighting plant, in both the engine and boiler rooms; four arc lamps of 
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the tar centrifugal is surrounded by a 
ventilating housing, sufficient air being 
supplied through tubes. 

Four main feeders branch off 
from the switchboard at the cep. 
tral station, two of which ar 
intended for the lighting and two 
for the power supply. In ad. 
dition to these, a number of аш. 
iliary circuits have been provided, 
especially for the lighting of the 
power house and for some smaller 
motors. | 

The cables for the motors located 
in the neighbourhood of the retort 
house, especially those intended for 
the coke-crushing and sorting plant, 
as well ав the lighting conductors 
supplying the retort house, have been 
atranged underground, and all the 
remaining conductors, in so far as they 
are situated outside the buildings, are 
fixed overhead. 


Vii. 
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Fic. 3.— Соки Свотв, WITE ELECTRICAL Drive. Most of the cables running through 

the buildings are drawn into pipes, 

10 amperes each rubber insulation ше 1 
in the coke yard ; g ng 


in all rooms sub- 
ject to the risk 
of explosion, 
in accordance 
with the regula- 

| tions of e 
— ciation о rman 
\ \ af Electricians; all 
| 


eight arc lampe of 
8 amperes each in 
the retort house; 
and one arc lamp 
of 10 amperes 
for the coal- | 
dressing plant, OA, [ 
railway embank- TE HN NN. |; ; | E ДА | 
ment, gas  reser- "ala d dli w | "ANI КЕ" е switches ап 

A зь m Бай Ас. | 


voir and power —_ — | AN ! — ener 
uoc respec- Р — - | rooms, The lamps, 
А motors Быз 
5 with porcelain 


bases, and en- 
closed globes, 
are screwed directly 
to the piping 
and the lamp 
pendants through 


most extensively 
for the opera- 
tion of the 
various auxiliary 
machines, to 
an aggregate 


of upwards of | ^» аше а 
100 H.P. The Еа. 4.— Соки SIEVE with 2-н.р. Motor DnivE, GóBLMz Gasw цч, ог gas g 
most important | m | joints. 


drives, for each of which a special motor 
has been provided, have the following 
capacities. | 

The coke elevating and hauling 
plant close to the retort house, 18 H.P. 
(fig. 2). р 
The coke chute in the retort house, 
6 н.р. (fig. 3). | 

The coke chute of the coke- 
crushing and sorting plant, 17 H.P. 
(fig. 1). : | 

The coke shaking sieve below the 
night reservoir, 2 H. P. (fig. 4). 

The coke chute above the night 
reservoir, 5 H.P.; two coke eleva- 
tors of 4 н.р. each; a high-pressure 
blower, 25 н.р. (fig. 5); a tar centri- 
fugal and an air-pump in the ammonia 
room of 5 H.P. each, &c. 

These motors which are protected 
on the top by corrugated sheet 
roofs, are of the entirely 
enclosed type (figs. 2 to 4), the 
starter and switchgear of each of 
them being located in a sheet-metal 
cupboard, fitted with sliding doors. 
The motor driving the air-pump in hic REV 
the ammonia room is likewise en- 
tirely enclosed, whereas that operating 


Fic. 5.—HiGH-PBzssuBE BLOWER, WITH 25-н.р. MOTOR AND SWITCHGEAR. 
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THE TEACHING OF ENGINEERING 
SCIENCE. E 


From time to time inquiries are held, papers are read and 
discussed, lectures are given before learned Societies, and Royal 
Commissions report, concerning the condition and systems of 
engineering education in the United Kingdom and abroad, 
and recommendations are made with a view to improving 
the training and bringing it more into line with modern 
requirements. 

One of the first important inquiries on this subject was that 


made by the Institution of Civil Engineers in 1868, the 


results of which were published in 1870. In the year 1884 
the Royal Commission on Technical Education issued a 
report in which the genesis of the technical school’ was 
shown to have been due to the fact that when the Continental 
countries began to emulate Great Britain in the construction 
of railways and other engineering works, they were faced by 
the problem that they had no engineers nor any means of 
training them. The following quotation from the report 
of the Royal Commission describes very clearly the birth of 
the engineering industry abroad and the establishment of 
the polytechnic system :— 

“The beginnings of the modern industrial system are due 
in the main to Great Britain. . Thus when, lees than 
half a century ago, Continental countries began to construct 
railways and to erect modern mills and mechanical work- 
shops, they found themselves face to face with a full-grown 
industrial organisation in this country, which was almost a 
sealed book to those who could not obtain access to our 
factories. " 

“To meet this state of things, foreign countries established 
technical schools like the Ecole Centrale of Paris and the 
Polytechnic Schools of Germany and Switzerland. The 
buildings are palatial, the laboratories and museums are 
extensive, and the staff of professors is во numerous as to 
admit of the utmost sub-division of the subjects taught." 

In 1891 the Institution of Civil Engineers again took up 
the subject of engineering training, and published a state- 
ment dealing very fully with the facilities for engineering 
education afforded at that time by the engineering schools 
of universities and colleges in the British Dominions. 

Again, in 1903 at the “Civils” Conference in London, 
the subject was very fully discussed, and discussions took 
place also at meetings of the Mechanicals,” the Institute 
of Naval Architects, the North-East Coast Institute, and 
other societies, including the very thorough discussion of 
Dr. Walmsley's comprehensive paper on Technical 
Education in America,” read before our own Institution. 
These discussions showed that whilst there were wide differences 
of opinion as to what were the best methods of training 
engineers, there was a feeling that the subject should be 
thoroughly investigated and reported upon by a representa- 
tive committee of the whole of the engineering societies. 
This general desire was put into concrete form in a letter 
addressed to the Institution of Civil Engineers by the 
Institution of Mechanical Engineers; in consequence of 
this communication, a special committee was formed, 
including representatives from all the leading engineering 
societies to consider and report upon the best method of 
training for all classes of engineers. 


Opinions in the form of answers to definite questions, 


were obtained from a large number of manufacturers, 
engineers, professors, and others interested in the subject, 
and a report issued in 1906 setting forth the conclusions 
arrived at by the Committee. 
In the meantime, the North-East Coast Institute of Engineers 
and Shipbuilders, a society which is in very close touch with 
the local industries, had formulated a definite scheme of 
training for pupil apprentices and artisan apprentices, а 
scheme which was adopted in its general features by several 
of the leading shipbuilding and engineering employers. This 
scheme provided for scientific and technical training in 
addition to workshop experience, and a report has recently 
been presented to the Institute by Mr. W. G. Spence on the 
Practical working of the system during the four years it has 

en in operation. 

The latest important contribution to the subject is the 


inaugural lecture delivered before the University of Oxford 
on October 16th. 1908, by Mr. Charles Frewen Jenkin, the 
recently- created Professor of Engineering. 

The lecturer took for his title The Training for the 
Engineering Profession,” and traced the development of 
engineering from Babylonian times, mentioning the work of 
the Egyptian, Chinese, and Roman engineers, down to the 
present time, when Englishmen occupied the proud position 
of following in the steps of the old Egyptian and Babylonian 
engineers in carrying on their work on the Nile, Euphrates, 
and Tigris. | 

The university training of engineers, the lecturer pointed 
out, had its foundation laid when Rankine was appointed to 
the Professorship of Civil Engineering and Mechanics in 
the University of Glasgow. He was followed by Fleeming 
Jenkin, the lecturer’s father, in Edinburgh, by Kennedy in 
London, and Ewing in Cambridge. These men taught 
principles, not details of practice, and the college training 
was intended to be followed by & workshop apprenticeship. 
It is this type of training which it is proposed to give in 
Oxford University. 

The other kind of teaching, namely,that given at our 


technical colleges, which, as already pointed out, is largely 


due to the copying of Continental and American practice, i8, 
in Mr. Jenkin's opinion, a retrograde step. The schools 
abroad, he says, were built because foreign countries lacked 
what we possessed in the apprenticeship system. The 
modern technical colleges believe they can turn out trained 
engineers; and that, in addition to theory, they can 
teach the experience formerly gained in the appren- 
ticeship. 

There can be no doubt that, unless checked, the tendency 
of technical colleges towards minimising the importance of 


the apprenticeship, will exert a very detrimental influence on 


the engineering industry of this country. The doctor can- 
not do without the hospital training in addition to the 
college training; the sailor cannot learn navigation and 
seamanship in a college tank, but must go to sea ; 80, also, 
must the engineer supplement his college training by a work- 
shop apprenticeship. 

The teaching, as it is to be carried on in Oxford Univer- 
sity under Prof. Jenkin’s guidance, will be partly bookwork, 
partly lectures, and partly experimental measurement taught 
in the laboratory. The laboratory will not be a model work- 
shop ; it will not aim at teaching manual arta, but the art 


of measurement, and—to a few students, those born: with a 


great natural aptitude for scientific inquiry—the methods of 
research. | | 

Drawing will also be taught, and a workshop in connection 
with the measuring class is, the Professor thinks, a legiti- 
mate and almost necessary complement. Not a workshop 
for making things, as in a trading concern, but for adjusting, 
repairing and modifying the apparatus he requires. In some 
respects it would resemble the workshop of а practical 
optician. Surveying, too, will form part of the training. 

A survey class will be organised during the long vacation, 
and the students will live in little country inns or under 
canvas on the Welsh, Northumberland, or Scotch hills. It is 
hoped also that the second year undergraduates will be able 
during the long vacation to devote some time to engine and 
boiler testing in the lavishly equipped mechanical laboratory 
of the Birmingham University. | 

At present there is no laboratory equipment at all for the 
engineering department in Oxford, and the only building 
provided is the Millard laboratory, a small and somewhat 
shabby affair. About £1,10Q has been subscribed towards 
the initial expenses, with which Prof. Jenkin hopes to be able 
to get sufficient apparatus to make a start. Large and elaborate 
apparatus he considers to be not only unnecessary for an engi- 
neering laboratory, but he regards it as being apt to become a 
snare for both teacher and student. He recalls the words of 
Helmholtz in describing the great Faraday's equipment :— 
„A few wires and some old bits of wood and iron seem to 
serve him for the greatest discoveries." Clerk Max- 
well, too, had to be content with “an old door 
set on two barrels, and two chairs, one of which 
is safe," set up in a garret above a warehouse, as the 
furniture for his workshop. The lecturer remembers also 
the dingy little class-room in Edinburgh in which his father 
taught, and the engineers who were trained there, so he 
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feels that Oxford studente need not suffer from the rough- 
ness of the accommodation or the simplicity of the apparatus. 
There is no doubt that Prof. Jenkin possesses the true 
scientific spirit, and we shall watch with interest the develop- 
ment of the engineering school at Oxford. We join with him 
in the hope that from among his students shall go forth 
men to the ends of the earth who will gain new honours for 
Oxford, and blessings from fellahin for water in a thirsty 
land; from ryote for famine warded off; from crowded 
cities for health and comfort; from solitary dwellers in 
forest and mountain and veldt for roads and bridges." 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Railway Carriage Door Lock. 


The accompanying illustrations show the arrangement of a new 
electrical lock for railway carriage doors, &c., patented by Mr. 
8. A. М. Rose, the inventor of the electric recording target recently 
described in our pages. The fundamental idea of the invention is 
to provide a controlling circuit which is not completed until the 
last door is closed, whereupon the locking mechanism of all the 
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doors is automatically actuated, the starting gear of the train is 
released, and an audible signal is given to the driver. Any 
interraption of the controlling circuit, due to accident or design, ie 
similarly announced to the driver, and all the doors are simul- 
taneously unlocked. 

The general arrangement is shown in fig. 1; figs. 2 and 3 show 
the electric lock, and fig. 4 shows tbe apparatus in the driver's cab. 
It will be noticed that the starting lever вг, is interlocked with the 
apparatus, so that the driver cannot start unless all is in order; 
but this is not an essential feature of the system. 

In fig. 1 cc is the locking circuit, L L are the locks, G a 
switch in the guard's van, by means of which the guard can open 
the circuit, DO а suitable dummy and coupling for prolonging the 
circnit through the next coach, Р the main battery, о an auxiliary 


— 
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pin drops by gravity into а socket, preventing ite return. At the 
game time, one leg of the circuit to the alarm bell a Bi is closed 
by the contact cı. The bobbins в are in the circuit cc, and 
when this is closed they pull up their cores, releasing the sliding 
bar and closing the local circuit through the upper arm of the 
forked spring D attached to the armature, which completes the 
circuit from the battery Q-through the bell A Bi, and thus informs 
the driver that all is ready for starting. 

Directly the lever is moved towards the left, the bell circuit is 
interrupted at ci, but a second circuit is closed through bell as 
by the sliding contact ca; the bell does not ring, however, unles 
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the circuit о с ds broken, when the cores of bobbins в drop аќ 
the lower arm of the switch р completes the circuit through 45, 
giving the alarm to the driver. It will be noticed that the lever is 
locked only in ће off” position, and then only if the circuit c c 
is incomplete; in any otber position it can be handled freely witb- 
out interference with or from the electrical apparatus Obviously, 
the electric circuit is available for use as an emergency alarm by 
simply providing a switch in each compartment. Should the train 
be parted by any means the alarm would at once be given. 

It will be seen that quite a number of purposes are simol- 
taneously served by this device. The need of a safety door lock 
is а want of long standing, and few people realise bow шу 
accidents have occurred through the lack of it—especially since the 
introduction of corridor coaches, Between October 24th and 


November 11th, for instance, no fewer than six such accidents took 
place—two of them fatal. 


Wellman-Seaver Control Gear. 


Mzesns. WELLMAN, Seaver & Heap, Lro., have recently shipped 
a large order for controllers to an important steelworks on the 
Continent. This order, part of which we illustrate, comprised over 
sixty of their well-known Dinkey controllers, which they bare 
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battery, A в alarm bells in the cab. In fig. 2, 4 is the switch 
closing the circuit cc when the door is shut, actuated by a ball 
catch BC; вв ате solenoids actuating the bolt в against the pull of 
the spring ү. The same letters are used in бр. l, which also shows 
the connections in greater detail. 

Following the last figure, it will be seen that when the starting 
lever i8 put in the “ off" position, a sliding bar s B linked to it is 
pulled over to tbe right, and (if tbe circuit o c is interrupted) a 


been manufacturing for some time now, for use on their steel works 
machinery and other work. А 
These controllers are of the face-plate type and self-contained, 
and consequently the wearing portions can be made of ample S? 
and also very readily renewable, while the connections to th 
motor are extremely simple. These points make it à mof 
Suitable controller for use in steelworks and on such service 
as screw-down gear, live rolls, skids, &c.; and in connection u 0 
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WELLMAN, SEAVEB & HEAD CONTBOL GEAR ғов?а CONTINENTAL STEEL Works. 


these it may be stated that Messrs. Wellman, Seaver & Head, Ltd., 
have completed a large order for Messrs. A. Hickman, Ltd., of the 
Staffordshire Steel and Iron Ingot Works, Bilston, Staffs., to whom 
they have supplied all the necessary auxiliary controllers and 
сани. brakes for their new electrically-driven cogging mill and 
Two Wellman brakes are also shown in our view ; and these, like 
the controllers, are specially designed for hard service. Both 
controllers and brake were illustrated by us in connection with the 
Manchester Exhibition. 
The Wellman Co. are to be congratulated on their success in 
exporting this control gear to the Continent in face of the high 
protective tariff placed on such goods. 


Buckle Clip for Conduit. 


The Sun ErEOTBICAL Oo., LTD, 118 and 120, Charing Cross 
Road, W.O., have introduced a new type of clip, in the form ofa 
buckle, for fixing conduit to walls, On wooden surfaces a small 


wood screw is used to fix the buckle; an brick, &c, а hard steel 


a 
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METHOD OF CLOSING BUOELE. 


dowel pin is driven in, and the clip attached to it with a screw, as 
illustrated below. The clip is then closed over the tube, and when 
properly secured the conduit cannot be pulled down without pulling 
out the screw or the dowel pin. 

. The buckle, which was originally designed for “ Kalkos " tubing, 
is supplied in various aizes to fit steel conduit, and is made of tough 


DETAILS OF Buckie CLI AND Dowex Рм. 


brass, well tinned. In combination with the dowel pin, it provides 
а very quick and efficient means of fixing conduit. 


(eee 


Electric Shock Fatality—An inquest was held on 


Tuesday concerning the death of Allen Wilcock (33) which occurred 


while he was employed at the Darklane Mine of the Mirfield Coal 


Co. It appears that while in charge of a coal-washing machine in 


the open air he climbed to adjust a sluice about 3 yards from the 


surface, and grasped a pull wire which became live through getting 


into contact with an electric wire. The jury, in giving their verdict, 
recorded the opinion that there had been a lack of systematic 
Inspection of the wiring and a neglect of the special rule which 
provided that all electrical circuits must be completely insulated 
D m earth, tested daily, and a record kept of such teste. They 
ете also of opinion that it was a cave of inexperiente rather than 

of negligence, о 


CONTRACTORS’ COLUMN. 


(Concluded from page 980.) 


SHEPSHED (LricxerkBsHIRE)—Proposed new hosiery works for R. Walker 
and Sons, Rutland Street, Leicester. | 

SKEWEN (Neats).—New Independent Methodist Church. Secretary, Inde- 
pendent Methodist Circuit, Neath. 

SKIPTON.—Probable re-erection (after fire) of Low Mill, for C. A. Rickards, 
Ltd., sewing cotton mannfacturers. 

SLOLEY (NonroLx).—New Independent Methodist School. "Trustees. 

SLOUGH.—Houses, Alexandra Road, for J. & W. Hibberd. Additions to 
residence for Rev. P. H. Eliot. 

SOUTHEND-ON-SEA.—New theatre, Southchurch Road, for a private 
syndicate. | 

SPENNYMOOR (DunHAM).— New Miners’ Institute (£4,000), Bolokow, Vaughan 
and Co., Dean Colliery, Ferry Hill, Durbam. 

Е. Simpson, architect, 


STIRLING.—Extension of Royal In SLT (£5,000). е 
16, King Street, Stirling. Villa and stable for R. W. Smith, 


coal agent. 

STIRLINGSHIRE.—Rebuilding of licensed premises at Kersemil.  Macluckie 

| and Walker, architects, 15, Dumbarton Road, Stirling. 

STOK E.ON. T RENT. New Church Hall at Porthill (£1,100). A. R. Wood and 
Bon, architects, Tunstall. 

STONEHAVEN.—Fourteen new cottages in Victoria Street and Silver Gardens. 
P. & J. McMillan, architects, Aberdeen. 

SUBBITON:= Eros new school, at Hook, for the Surrey Education Com- 
m t е. 

SUTTON.—Seven shops, Chalk Pit House Estate, High Street, Н. R. G. 8. 
Smallman, architeot, 8, Queen Street, Cheapside, E. C. 

SWANAGE.—Additions to Melton Lodge: Parson & Hayter, builders. 

TEDDINGTON.—Extensive alterations to offices, Park Road, for Hughes, 
Sims & Bunn, auctioneers and estate agents. 

THATCHAM (near Newsury).—Probable re-erection (after fire) of Colthrop 
paper mill, for Henry & Co. 

THORNE (near DoxcAsrzB).—New premises for Doncaster Mutual Co-operative 

and Industrial Society, Ltd. H. Beck, architect, Doncaster. 

THORNTON (LaNcs.).—Houses, Thornton Gate, Robert Ross; West Drive, 

ee | Kirby; Lawsons Road, W. Almone ; Church Road, James 
ood. 

TORQUAY.—Proposed extension of the Victoria Park Wesleyan Chapel. 

TREGARON.—New elementary school at Bronant (41,200). G. D. Lewis, 
North Parade, Aberystwyth. 


TROON (AYRSHIRE).—Double villa (near golf course) (£1,400); Bailie Smith 
Troon. Double villa (near golf course) (£1,800) ; Watson and 
Adams, Troon. Double villa (Bentinck Drive) (22,000); M. 


Muir & Co., Troon. 


TRURO.—Residence at Kenwyn, for Mrs. A. E. A. Vincent, Truro Vean, Truro. 


A. J. Cornelius, architect, Truro. 


VENTNOR.—Improvements to the Pier Pavilion. 

. electrical equipment at Hope Mills. Messrs. E. Lane 
and Sons. 

Houses in Kay Street, for the Walkden Co-operative Society. 

WALSALL.—Important sewerage and sewage disposal works at Streetly, for 
the R.D.C. W. P. Young, surveyor and engineer, R.D.C. 
Offices, Rushall, Walsall. | 

WALTHAM CROSS (NazkiNc).—New Congregational school and hall. 

WATFORD.—Additiona to laundry and stable, Southsea Avenue; C. Bright- 
man & Son, builder, Queen’s Road, Watford. Ten houses, 
Leavesden Road; Bracey & Clark, builders, 199, Leavesden 
Rost Mason Victoria Senior Boys' School for Herts. County 
. Council. 

WEALDSTONE.—Addition to printing galleries at Kodak Works, for Kodak, 
Ltd., head offices, 57-61, Clerkenwell Road, E.C. 


WELLINGBOROUGH.—Houses, Alma Street, for J. G. Hacksley, builder; 
a Bush, for John Richardson; Melton Road, for E. A. 

WELLS.—New Mission Room in Southover (£700). 
Cuthbert's, Wells. 

WHALEY BRIDGE.—New Council Sohool for 820 schools, for Cheshire C.C. 

WINCHESTER.—Proposed enlargement of St. Paul's Church (£2,000) ; Rev. 
C. H. Gould, rector. Offices, St. James’ Street, for Hants С.С. 

WISHAW.— Houses in Pother Street, for Jas. Weir, grocer, Carluke; houses 
in Caledonian Road, for Wm. Black, plasterer, Hill Street. 

WOLSTANTON (Brarrs.).—Briquette works, Knutton, for J. Н. Ketley; 
timber store, Sparrow Terrace, for J. Conke; two villas, Wat- 
lands Avenue, for J. Cooke; new lantern room, Dragon Square, 
for W. Hewitt. 


WOMBWELL (Yorks).—Four houses and shop, Church Street Jump, for 
Mr. Higgins; ten houses and shop, Cemetery Road, Heming- 


field, for Adam Taylor; proposed shop, Market Place, for Jas. 
Goodall, clothier. 

WORCESTER.—New School (£6,000 or £7,000). City Architect, Worcester. 

W (to be lit by electricity), Stubbing Lane. Foster & Mokes, 

u етв, 

WORSBOROUGH near BARNSLE Y). — Houses, High Street, Worsborough Dale, 
for Geo. Porter & Suns; Station Road, Worsborough Dale, for 
R. Chatterton. 

WREMBURY (CHesHine).—Important alterations at parish church. Rev 

à H. W. Bradley, vicar. 


Rev. Preb. Beresford, Bt. 


^  -TRADGUXNLAJIB.— new police station for Breconshire Standing 
Deyn ane, Ро е ен x 
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FORTHCOMING EVENTS. 


Physical Society. Friday, November 27th. At 5 p.m. At the Royal College of 
Science, South Kensington. DE 


Electro-Harmonie Sooclety.—Friday, November 27th. At 8 p.m. King’s Hall, 


Holborn Restaurant. Concert, Ladies’ Night. 


Rugby Engineering Society.--Saturday, November 28th. Visits to electric power 


stations in London. See Notes" to-day. 


Liverpool and District Electrical Association.—-Saturday, November th. At 3p.m. 
Visit to Birkenhead Electricity Works. 


киши ie Electrical Engineers Manchester Ssction’.—Tuesday, December Ist. 
t 7.30 p. 


m. At the University, Manchester. Paper on Transformers — 

Some Theoretical and Practical Considerations,” by Messrs. A. P. M. 
Fleming and K. M. Faye-Hangen. 

mentees о Eleetrical Engineers (Students’ Section).— Wednesday, December 2nd. 


.45 p.m. At the Library of the Institution. Paper on Electrical 
Road Vehicles (other than Tr@mcars),” by Mr. S. M. Hills. 


Civil and Meehantcal Eagineers’ Soclety.—' Thursday, December 8rd. At 8 p.m. 
At Caxton Hall, Westminster. per on “The Influence. of Track, upon 
Railway and Tramway Carriages," by Mr. J. Sutherland Warner. 

пене Society. — Thursday, December 3rd. At&p.m. At 20, Hanover Square, 

. Paper on Phenomena Observed in Electrical Currents of Continuous 
Oscillation,” by Dr. H. Manders. 


Siemens’ Stafford Engineering Soolety.—Friday, December 4th. At8p.m. At the 


Siemens’ Institute, Stafford. Paper on “Military Engineering," by Mr. 
H. G. Williams. 


lactitution of Electrical Kagineers (Glasgow Local Seotion).—Tucsday, December 
Bth. Meeting at 207, Bath Street, Glasgow. = 


THE ELECTRICAL ENGINEERS 
(LONDON: DIVISION). 


The following orders are issued :— 


Monday, November 30th.—'' A" Company. Infantry drill (recruits), 6 to 7 p.m. 
Technical drill, 7 to 10 p.m. 


Tuesday, December lst.— B” Company. Technical drill, 6 to 8.80 p. m. 
Infantry drill, 6.45 to 9.45 p.m. 


| Thursday, December Srd.—'*C'' Company. Infantry drill, 6 to 7 p.m. 
Technical drill, 7 to 10 p.m. • ‘ 


Friday, December 4th.—"*D'’Company. Infantry drill, 6 to 7 p. m. Technical 
drill, 7.15 to 9 30 p.m. i | 


Tuesday, December 1st.—Medical inspection for recruits, 6.30 to 7.90 p.m. 


Capt. J. H. 8. Phillips will give a series of monthly lectures, commencing on 
December Ist, to all companies on first company night in each month. 
The Wednesday lectures to N.C.O.'s will still be continued. 


(Signed) J. H. S. PHILLIPS, 


Capt. and Acting Adjutant, 
[e 
NOTES. 


Water-Power in the Highlands.—Speaking of the 
possibilities of electric power from Highland lochs and rivers in 
his retiring address to the members of the Inverness Scientific 
Society, Mr. Alex. Newlands alluded to the large and successful 
business carried on by the British Aluminium Co. at Foyers, and 
their still larger works now being built at Kiulochleven, as instances 
of the successful application of water resources. He pointed out 
that, if the water from the catchment areas in the north was to be 
utilised to ita full extent for power, it must be impounded and 
brought under control, as the rivera flowing out of those areas gave 
much too varying discharges to be successfully adapted for power 
purposes. No doubt many of their large rivers were capable, out of 
their relatively large ordinary flow, of being utilised for &mall 
powers, but if their full capabilities were $o be utilised, impounding 
works must be resorted to. He did not seek to prove that there 
were immense possibilities in the Highlands in the shape of power 


from water, but he considered that power in small unite was quite. 


possible of development in the Highlands, and that in itself might 
vet be of no small moment in the history of the North of Scotland. 
The developing of such schemes would be governed entirely by the 
attitude of Highland proprietors to any proposals for the acquisi- 
tion of water rights. 


Electric Time Signals.—Direct electric communication 
bas been established between the new Observatory at Lourenco 
Marques and the harbour works, and accurate time is transmitted 
automatically to a clock fixed on: a ‘tower erected near the pier for 
the convenience of mariners. There ів zlso a periodic electric ser- 
vice of time from the Observatory to the station on the wharf, 
where а special apparatus has been fixed, consisting of rows of 
electric lamps visible at a considerable distance from three different 
directions. Exactly every three hours the electric current from the 
Observatory lights tbe lamps, which remain lighted for tive minutes, 
and are then extinguished automatically, thus giving accurate time 
for adjusting ships’ chronometers, both by night and by day. The 
apparatus is the only one of its kind in South Africa. It is on the 
Under of similar appnrntus in use ab Hamburg. — Cue Ttnres, 


Turning to Caliper-drag.“—An ingenious and 
satisfactory method of finishing the wheel-seats of axles so that 
wheels can be pressed on at the right pressure has been developed 
by the North-Western Elevated Railroad, Chicago. The shop fore 
man found, as most foremen have found in their time, that turing 
and boring to the “ feel” of calipers is not a sufficiently relisble 
method, and we presume that at the same time he suffered from the 
frequently observed reluctance of fitters to give up the calipers for 
the simpler but new-fangled limit gauge; for he retains the old 
instrument of uncertainly approximate precision, and convertit 
without alteration into an instrument of much greater accum. 
The method can be shown best by referring to the sketches of 1 
wheel-seat.. The wheel having been bored to a certain finisbed and 
known diameter, and the seat baving been turned down tos 
diameter safely larger than the wheel bore, the mechanic then sets 
out the drag limits on the seat with a straight edge and dividers 


WHEEL SEAT 


Assuming that an 4} in. drag is the right amount for the desired 
mounting pressure, the dividers are set 11 in. apart, and one leg of the 
calipers set to the exact bore of the wheel hub is placed at a diametral 
point a, while the other is sprung over the distance B c = 11. И 
the leg touches outside в с the diameter is too large, if it clear 


inside it is too small, and the wheel will not remain tight. This is 


simply the old touch ” method visualised, and made independent 
of the varying personal factor. The drag limits have been standard- 
ised from observation, and vary with the material of which tbe 
wheels and axles are made. For instance, when a steel wheel is to 
be pressed on to & steelor iron axle, at the pressure used by tbe 
company in question, the length of drag is said to be ү, in. per inch 
diameter of the wheel fit, plus ,.. in. per inch of the whecl-sest; 
where cast-iron wheels are used, 1; in. is taken instead of 2, in. 
Although we should prefer to see a proper limit-gauge system used, 
we admit that it is not easily applied to this kind of work, where 
from the nature of the conditions the wheel bore does not remain 
standard, and it may be easier to induce mechanics to use the drag 


system, in which there is no radical departure from their usual 
customs. | 


. Penny-a-Word Telegrams.— Writing to the Stendard 
of the 19th inst., Mr. E. Raymond-Barker protests against a state- 
ment attributed to Mr. Bradfield, manager of the Marconi Co., to 
the effect that the cable companies have neglected to keep abreast 
of the times, and that a signalling speed of only 25 words а miante 
is in vogue. Regarding the Pollak-Virag system, which is credited 
by Mr. Heaton with a speed of 400 words per minute through an 
Atlantic cable, Mr. Raymond-Barker remarks that a duly accredited 
record of such a feat would be an interesting item. Ina letter to us, 
received too late for insertion this weck, he points out that he wrote: 
As one interested in the technical branches of submarine cable and 
wireless telegraphy, I notice with regret that partisans of the wire- 
less section of this fascinating branch of applied science not in- 
frequently underrate the performances of its elder-sister cable 
branch, in a manner by no means in accordance with facts”; but 


this paragraph was not published, and his letter was thus deprived 
of its emphasis. 


Stoke-on-Trent Electricity Department. — In 
Wednesday's Parliamentary Papers, Mr. John Ward asked the 
President of the Local Government Board whether the Stoke-on- 
Trent Town Council had made formal application to his Depart 
ment for sanction to borrow £7,555 to extend electrical mains to 
the district of Fenton for the supply of power to manufacturers 
and others; whether the Local Government, Board had considered 
the same and the damage to the trade of the district which would 
result from unnecessary delay in providing energy; and what 
action, if any, it was proposed to take in the matter.—Mr. John 
Burns replied that the Town Council had made such an application. 
A local inquiry had been held, and the Town Council had been 
informed that any question of supply to Fenton should be deferred 
pending a settlement in regard to the federation of the Pottety 
towns. The Inspector reported that no evidence was brought 
forward at the inquiry to show the immediate necessity for! 
supply of electrical energy in Fenton, and he was advised that it 
was doubtful whether the capital expenditure contemplated with 
that object would prove remunerative. 


Electric Lighting Companies’ Audits.—In the House 
of Commons on Tuesday, a member asked the President of the 
Board of Trade whether, having regard to his promise to сате!шу 
watch the operation of the Board of Trade arrangements fot the 
audit of the accounts of electric lighting companies, he had arrived 
at the conclusion that it was undesirable in the public interests thst 
the same auditors should continue to act in the dual capacity of 
Board of Trade and shareholders’ auditors; and, if so, whether, 12 
view of the fact that the Board of Trade's own return showed that 
this practice was pursued in no less than 49 cases, he would consider 
the desirability of ending it in the new appointments that were 
about to be made, Mr. Winston Churchill replied in the affirms 
tive, adding that he did not intend to appoint any of tbe share 
holders’ auditors to act as official auditors of the acoounte of the 
ente electric lighting companies fot the present yent. 


— 
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Institution and Lecture Notes.— AMERICAN SOCIETY 
or MECHANICAL ENGINEERS.—The annual gathering of this Society 
takes place in New York from December 1st to 4th. The 
Presidential address of Mr. M. L. Holman will deal with ‘ The 
Conservation Idea as applied to the American Society of 
Mechanical Engineers.” Among the papers down for reading are 


the following :— 


“ The Engineer and the People," by M. L. Cooke. 

“u A Method of Obtaining Ratios of Specific Heat of Vapours,“ A. R. Dodge. 
“Тһе Total Heat of Saturated Steam.“ Dr. Harvey N. Davis. 

“ Fuel Economy Tests,“ С, R. Weymouth. 

" An Automatic system for Firing Fuel Oil,“ C. R. Weymouth. 

" Durability of Gears in Electric Railway Service,” N. Litohfleld. 

“ Liquid Tachometers,’’ Amasa Trobridge. 

“Training Workmen,” H. Т,. Gantt. 

“Reminiscences of a Gas Engine Designer," L. H. Nash. 

“ Possibilities of the Gasolene Turbine,” Prof. F. C. Wagner. 

“Tests on Friction Clutches for Power Transmission,” Prof. Richard G. 


Dukes. 


e 

Косову ENGINEERING BSocigTy.— Through the courtesy of Messrs’ 
J. 8. Highfield, E. T. Ruthven Murray and J. P. Grove, the 
members of this Society will visit the undermentioned electric 
power stations to-morrow, Saturday afternoon:—Fisher Street 
sab-etation of the Metropolitan Electric Supply Oo.; Willesden 
Taylor's Lane generating station of the North Metropolitan Electric 
Power Supply Co.; Central London Railway generating station at 
Shepherd's Bush, W. The party will leave Rugby by the 12.42 p.m. 
luncheon car express, and will break up into two parties at 
Willesden Junction. Party No. 1, limited to 20 members, will 
um to Euston, visiting Fisher Street sub-station, and will then 

ve the option of returning to Willesden (for Taylor's Lane), or 
meeting party No. 2 at Shepherd's Bush (for the O.L. Railway 
station). Party No. 2 will leave the train at Willesden, and visit 
Taylor's Lane generating station of the N.M.E.P.8. Co., and the 
Central London Railway station at Shepherd's Bush. The visit to 
the National Physical Laboratory is postponed until next spring. 


: Electrical Football League.—The following matches 
take place to-morrow, Saturday :—Metropolitan Electric v. St. 
James’ Electric, at Willesden; St. Pancras Electric v. County of 
London, at Swain's Lane, Highgate; Ediswan v. General Electric, 
Wormholt Farm. The kick-off in each case will take place at 2.45. 
A splendid game was the result of the meeting between representa- 
tive teams of the above League, and the North-Eastern League at 
Leyton last Saturday. Twenty minutes from time the Electricals 
were leading by two goals to one, when their opponents equalised, 
and just on the finish scored a third goal, thereby bringing to а close 
ау further interest іп the London Inter-League Competition for 

в season. 


Educational Notes. — University oF LONDON; 
University CorrgGE.—The calendar for the session 1908-9 has 
recently been issued; it contains many new features, including a 
set of plans that show the uses to which the extension of buildings 
is being put. The new buildings have tesulted in increased 
accommodation for each of the departments of the Faculty of 
Engineering. The calendar also contains a section setting fcrth in 
full the arrangements for Post-Graduate Courses of Lect res and 
for Research Work, which are very ample. It appears tnat there 
were no fewer than 229 Post-Graduate and Research students in 
the College last session. For the ordinary Undergraduate Courses 
composition fees have been instituted in all Faculties, so that 
students now know precisely the cost of their full courses before 
entering upon them. 

The annual dinner of the Old Students’ Association of University 
College will take place at the College on Monday, December 7th, 
under the presidency of Prof. J. T. Morris, a former engineering 
student, and it is hoped that many old engineering students will 
make a point of attending. The secretary for the dinner is Mr. 
B. Byles, B.Sc., 36, Hamilton Road, Harrow. . 


Gas Explosion.—4A leak in the flange of the gasholder 
of a suction gas plant at an electric block station in Berlin recently 
caused an explosion whereby much damage was done to brickwork 
and plant. Walls were blown down, and the cover of the gasholder 
and the supply piping were hurled a distance of 11 m. Airis 
supposed to have entered the holder by the leak and mixed with 
the gas, which became ignited. 


Parliamentary Applications.—Notices have appeared 
in the last two issues of the London Gazette of some electric lighting, 
power and tramway and railway schemes that are intended to occupy 
the attention of Parliament next session. We shall give particulars 
In the usual form as soon as the list is complete. 


Appointment Vacant. — Electrical engineer for the 
wansea Harbour Trust (£250). Sce advertisement pages to-day 
for particulars. 


Street Lighting.—Fleet Street, E. C., which has hitherto 
been picked out with 36 double uprieht incandescent gas burners, 
18 about to become (says the LMI, Mail) the best illuminated piece 
of roadway in the world! It is, in fact, to be experimentally 
equipped with 16 inverted single incandescent burners, at a pressure 
of 56 in., most of them fixed to the house fronts, 4 ft. from the 
wall. This will be pleasant for pedestrians, The experiment 
Arises, no doubt, from the disgust of the gas company at the con- 
trast between the dim and not even religious light of Fleet Street, 
and the brilliant illumination of Holborn and Cannon Street by 
flame arcs, 


V Football.—On Thursday, November 19th, the L. C. C. 
Bub-stations Football Club (Southern Section), played the East 
London Railway Club, at Peckham Rye, and won by 6 to 3. 


An Ilford Fittings Contract.— As we go to press, the 
Electrical Fittings Co., Ltd., of Conduit Street, W., write regard- 
ing the Ilford “ Contract Closed " notice appearing in our last issue, 
stating that it is quite incorrect. We never have done, and do 
not intend to do, installation work of any kind, and the contract 
we have received is simply for electric light fittings amounting to 
£112. We shall be glad if you will contradict your report at the 
earliest possible date.” We are pleased to insert the foregoing 


correction. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELxOTRICAL. Reviww posted as to their movements. 


Central Station Officials.—On Thursday evening, 
November 19th, а smo concert was held at Hightown Hotel by 
the staff of the Electric ion Department of the Lancashire 
and Yorkshire Railway, and a presentation was made to Mn. W. В. 
PACKHAM, power station superintendent, who is leaving the com- 
pany to take up an important post with the Calcutta Tramway 
Co., Ltd. The presentation, which was made by Mr. Н. E. O'Brien, 
resident engineer, took the form of a gold stop-watch and a Perry 
slide rule. 

On 23rd inst. the L.C.C. Tramways Southern Section sub-station 
staff gave a complimentary dinner to the retiring sub-station super- 
intendent, Мв. F. SHORTER, at Pinoli's Restaurant, Wardour Street, 
W.O. Mr. E. L. Pope, distribution engineer, southern section, 
presided, and presented Mr. Shorter with three silver fruit dishes 
on behalf of the officials and staff of the electrical séction. 

Mr. Нсан Purves has resigned the position of engineer-in- 
charge of the electrical and waterworks scheme of the Aliwal North 
Corporation, he having been appointed shift engineer at the Cape 
Town Corporation electricity works. 

On Friday, November 20th, the members of the staff of the 
Loughborough Corporation electricity department presented Mn. 
W. ALLOROFT, who has completed his pupilehip, and is leaving to 
take up an appointment with the Valvoline Oil Co., Ltd., at their 
Birmingham branch, with a combined letter wallet and pocket- 
book, fountain pen and pocket steel tape. The presentation was 
made by Mr. W. H. Allen, borough electrical engineer, on behalf of 
the staff, and Mr. Allcroft suitably responded. 


General.—Mr. GEORGE VERITY, ⸗hairman of Veritys, 
Ltd., left England on the 19th for India, Singapore, &c., on a com- 
bined business and holiday trip. He is due to return early in 
March, when he takes up his duties as High Sheriff for the County 
of London, an office which was held on a former occasion by his 


brother, the late Mr. John B. Verity. 


Мв. Н. Н. Homegeey, of Belliss & Morcom, Ltd., was made the 
recipient of a cheque from the staff and employés of the Buenos 
Ayres and Pacific Railway Co.'s power station, Bahia Blanca, South 
America, on the occasion of his marriage with Miss M. Thompson. 

Мв S. D. BARNWELL, resident engincer of the Buenos Ayres and 
Pacific Railway Co.'s power station, Bahia Blanca, South America, 
was also made the recipient of a cheque from the staff and employés 
on the occasion of his marriage witb Miss A. Nodder, fourth 
daughter of Mr. and Mrs. S. J. Nodder, of Bahia Blanca. 

Мв. Jonn Н. WoorLriscRoFT, formerly with the Sandycroft 
Foundry Co, Ltd., Chester, has associated himself with Messrs. 
H. T. Boothroyd, Ltd., electrical engineers, of Bootle, Liverpool, 
as general manager; and the latter firm are now manufacturing, 
under licence, the Woolliscroft patent liquid starting and con- 
trolling gears. 

Among the passengers on the Ellerman liner Sardinia, which was 
visited by so disastrous a catastrophe on Wednesday morning off 
Malta, were Мв. and MRS. J. Grant and their son. Mr. Grant was 
proceeding to take up a position in the service of the Indo-European 
Telegraph Co. Everybody in general, and telegraph men in par- 
ticular, will be eager to tender their heartiest covgratulations to 
Mr. and Mrs. Grant on their escape, though these congratulations 
have to be accompanied with sympathy with them in the loss of 
their son by drowning. 

Мв. E. GARCKE announces that his address is now Electrical 
Federation Offi-er, Kirgswav, London, W.C. The offices are 
situated over the Holborn Station of the Piccadilly and Brompton 
Railway at the corner of Holborn and Kingsway. Reference to 
the last annual report of the B.E T. Co. (see ELECTRICAL REVIEW, 
June 26th, 1908) will show that the British Electrical Federation 
consists of about 60 undertakings federated for co-operative pur- 
poses, the Council of which Federation is made up of the chairman 
or managing director of each of the federated' undertakings. At 
the address mentioned, joint head office accommodation is to be 
provided for all the federated undertakings. The collective pur- 
chase of stores will be undertaken and the B.E.T. Mutual Insurance 


Fund is transferred to the Association. 
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The fourth annual dinner and concert of the Kensington and 
Knightsbridge Electric Lighting Co.'s Cricket Olub was held at 
Addison Hall, Addison Road, Holland Park, W., on Saturday, 2186 
inst. the chair being taken by Mr. Н. W. Miller and the vice-chair 
by Mr. В. S. Erskine. Mrs. Steuart Erskine presented the Electric 
Supply Cricket League Cup and Medals and the club prizes. A 
handsome commemorative cup, suitably inscribed, was presented to 
the club by Mr. Miller as a perpetual memento of their having won 
the League ChallengeCup. A neatly executed illuminated addrets 
was presented to Mr. C. L. Lichtenberg during the evening as & 
token of the appreciation of the club of his services and his 
captaincy of the A Eleven during the past four years. 
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NEW COMPANIES REGISTERED. 


Roblason & Hands Electrical Co., Ltd. (100,849).—T his 
company waa registered оп November 20th, with a capital of £1,000 in £1 shares, 
to carry on tbe business of manufacturers of and dealers in electrical and gas 
fittings and accesgories, йс. The subscribers (with one share each) are :—A. С. 
Robinson, 54, Barwick Street, Birmingbam, electrical engineer; W. C. Handa, 
54, Barwick Street, Birmingham, electrical engincer. Private company: The 
number of directors is not to be less than two or more than five; the first are 
A. C. Robinson and W. C. Hands; qualification, 10 shares. Registered office, 
54, Barwick Street, Rirmingham. 


\ 

Light Rallway and General Construction Co.. Ltd. 
(100,848).—This company was registered on November 20th, with & capital of 
21,000 in £1 shares, to construot or acquire and turn to account light railways 
and tramways in the United Kiogdom and abroad, &c. The subscribers (with 
one share each) are:—T. Stoker, O. S. I., 42, Egerton Crescent, . W. ыз D. 
Cppert, Holme Lea House, Beckenbam, Kent, retived foreign banker. ivate 
company. Tbe number of directors is not to be morethan four ; the subscribers 
are to appoint the first; no qualification required. Registered by Paines & Co., 
14, 8t. Helen's Place, E.C. 


Batley Electric Carbonising Co., Ltd. , (100,300). n 
company was registered on November 21st, with a capital of £20,000 in £1 
shares, to carry on the business of waste pullers and carbonisers carried on by 
S. Butterfield, at Batley Carr, as the " Batley Waste Pulling Co.” The 
subscribers (with one share each) are:— §. Butterfield, Stanley Mill, 
Batley, waste puller; G. H. Briggs, Blindwell Ings, Ossett, mungo manu- 
faoturer. Private company. The number of directors is not to be less 
than five or more than eight; the first are B. Butterfield, G. H. Briggs, H. 
Hey, I. Holmes and A. D. Smith; qualification, £100; remuneration, £5 per 
annum, divisible. Registered office, Bradford Road, Batley. 
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CITY NOTES. 


Singapore Electric Tramways, Ltd. 


Tux directors’ report for the year ended December, 1907, states 
that the accounts show an excess of revenue over expenses of 
£26,222, against which has been charged debenture interest, depre- 
ciation and royalty £30,775, the loss for the year being £4,552. 
The latter part of the year 1907 was marked by а heavy depression 
in trade amongst all classes in Singapore, which was felt most 
severely by the Chinese, who constitute by far the largest portion of 
the community. This depression naturally had an adverse effect on 
the traffic receipte, notwithstanding which, compared with the 
12 months ended December, 1906, the revenue in 1907 from tram- 
way sources showed an increase of $96,262 76 and an increase of 
9,271,094 passengers carried. Passenger receipts per car-mile have 
risen by 11:07 per cent., whilst the working expenses per car-mile 
have been decreased 3°05 per cent. The amount of energy for 
lighting and power purposes continues to show 8 gratifying increase, 
and the company is sparing no efforts to popularise the use of 
electricity. The proportionate percentage of increase in the supply 
in 1907 over 1906 was 173 per cent., and for the current year to 
Auguet 31st, as compared with 1907, a further increase at the rate of 
81 per cent. is shown. 


On Wednesday, Sir Frank Swettenham presided over the 
meeting of this company held at the offices, 19, 8t. Swithin’s Lane. 

In moving the adoption of the report, the CHAIBMAN said that 
although it was not as satisfactory as last year's report, it con- 
tained many favourable points. It must be remem that before 
they carried from the profit and loss account a debit balance of 
£4,552 to the balance-sheet, they had debited to that account 
£17,500 for debenture interests, and the very considerable 
charge on the undertaking of £12,975 for depreciation. The 
10 new cars referred to in the report would be charged 
to the capital account. The company had lost £1,700 
by the exchanging of the copper coins. That seemed a 
large sum, but һе was informed that the Hong Kong Co. had lost 
from £3,000 to £4,000, in the exchanging of the coins. During the 
latter end of 1907 the passengers carried and the passengers’ 
receipts had shown a falling-off as compared with the earlier part 
of the year. Theylbad been informed that the falling-off was due 
to the general trade depression. The Governor of the Colony, 
however, had recently made а statement that the worst had been 
experienced, and it was reasonable to expect an improvement 
in the near future. There had been an increase in 
the passengers carried о 3,271,000, which must be re- 
garded as satisfactory. The tramway revenue per car-mile was 
418. as compared with 6°51d., while the expenses per car-mile had 
decreased 3:05 per cent. By the installation of the new oil 


separator for the water, they hoped to effect a yearly saving of £450. 
The line from Orchard Road to Hotel de l'Europe had been completed. 
They would not, however, derive the full benefit from that until 
the line had been laid across the bridge over the Singapore River, 
the construction of which, they were informed, would be completed 
early in 1909. They had had to divert 1,700 yards of their line, dus 
to the construction of a wet dock. He need hardly азу that thut 
expense had not fallenon the company. As they would remember, 
when the tramways were first started they provided for the any- 
ing of two classes of passengers. That was discontinued for а 
while, but had since been resumed, and the result was sufficienty 
satisfactory to justify their keeping it on. The supply for power 
and lighting showed an increase in 1907 over 1906 of 173 per cent, 
whilst the supply for the eight months ending August last showed 
a still further gratifying increase of 81 per cent. The Sings 
Tramway, Ltd., had been placed in liquidation, and the work ol 
winding it up was almost completed, and the assignment of the 
mortgage had been handed over to, their debenture-holders. 
Sn CHARLES PETBIE seconded the motion. 
After a short discussion, the report was adopted. 


Paignton Electric Light and Power Co. 


A GENERAL meeting of this company was held on the 19th inst., Mr, 
W. J. Ham presiding. 


The report showed that 6,295 shares had been allotted, the total 
amount received being £3,448. ° 

In moving the adoption of the report, the Онмївмлн remarked 
that they had gone in for what some people would describe м а 
speculation, but he believed it would turn out well for the company, 
as well as for the town. There had been an allotment of a small 
sum proportionate to their total capital in order to be able to begin 
earning something. The directors who started the company would 
remain in office until 1909, and he was perfectly certain that all 
would fall in with the suggestion that until the company wi 
paying a dividend they would work, as they usually did in Paignton, 
for nothing. | i 

MA3OR-GENEBAL Jackson seconded. 


Dr. Purves, consulting engineer, said the work was being pushed 
on rapidly, and they might expect the light by Christmas Est. 
The contractors were given four months to complete the work, and 
he believed it would be finished well within that time. А co- 
siderable amount of public lighting would be undertaken. It was 
important that a town like Paignton should have electric lighting, 
especially along the sea front. The company had entered into an 
agreement to erect a refuse destructor and destroy the refuse, which 
should‘prove a source of considerable revenue. 

Мв. J. Kenny (eolicitor) said the question of а site was tot 
сеш settled, bat he hoped it would be in the course of a day 
or two. 

The CHarRMAX said that negotiations were taking place for 
supply ing current to the tramway company. The tramway 


‘company might set up their own machinery at Paignton, but that 


was not probable. 
The report was adopted. 


Official Announcements re Companies. 


Tux following companies have been struck off the register, and are 
accordingly dissolved :— 


Accumulator Syndicate, Ltd. 

British Automatic Alarm Bell Co., Ltd. Е 
Californian Electric Power and Mining Development Syndicate, Ltd 
Dorchester and District Electric Supply Co., Ltd. 

Electrograph, Ltd. 

Forward Engineering Co., Ltd. 

Kingsbridge and Bouth Devon Electric Lighting and Traction Co., Lid. 
London and Swansea Patent Fuel Syndicate, Lid. 

New Mutual Telephone Syndicate, Ltd. 

Patent Oil Fuel Burner Co., Ltd. 

Priestman Oil Engine American Syndicate, Ltd. 

Telemarken Development Syndicate, Ltd. 

Variable Gears, Lid. 


* Vernon" Mechanical and Electrical Registers, Ltd. 


The following are to be struck off within three months, шей 
cause is shown to the contrary :— 


Aluminium Soldering Syndicate, Ltd. 

ee "Аш ds 
and Pow i 

Electrio Motive Power Co., ees 


Electro-Carbide Lamp Syndicate, Lid. 


Epstein Electric Accumulator Syndicate, Ltd. 


enry Е. Joel & Co., and Thomas Potter & Bons United, Led. 
International Power Co., Ltd. 
London Electromobile dicate, Ltd. 
. ano ER ее Pondres Co., Ltd. 
r are an ebenture Ltd, 
Welsh Electric Traction Co, Ltd. oot 


0 


Prospeetuses.— Brush Electrical Engineering Co., Lid— 
On Wednesday the list was to close in £100,000 prior lien 5 pet 
cent. debenture stock in this company, offered by Ратч : 
behalf of Wheater, Cornwallis- West & Co., (in which firm one o! M 
directors is a partner), at 95 per cent. The stock is al! 
secured by a first mortgage in favour of the Electric and бепе 
Investment Oo., Ltd., as trustees for the stockholders, upon s 
bold and leasehold lande, buildings and fixed plant of the cow? 
at Loughborough, the estimated value for which, in the compsr:' 
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pooks is £269,000. The stock is further secured by a third floating 
charge on the whole of the remaining assets of the company. The 
average 
£34,609, but for the six years ended December, 1907, the average 
was reduced to £23,842 ; this reduction, according to tbe prospectus, 
was due to special items dealt with in 1906 and 1907 which are 
not likely to recur, including losses on the Australian branch (since 
closed), experimental work, and a strike of workmen. The interest 
on bank overdraft and temporary loans charged to the profit and 
loss account of 1907 amounted to £7,348, but in that year no 
provision was made for depreciation or doubtful debts, though 
£10,229 remains at the credit of the general reserve account. The 
proceeds of the ү issue will be available for the reduction of 
these loans and for working capital. From statements in the 
prospectus it appears that, in addition to the primary security 
represented by the above firet charge over lands, buildings, &c., 
there is the benefit of a floating security over the assets represented 
by £465,374. 

We observe that the prospectus, as printed in the Press, names 
Lord Vaux of Harrowden as chairman of the company, Mr. W. L. 
Madgen as vice-chairman, and Mr. E. Garcke as one of the 
directors. Our readers will remember (tee ELECTRICAL REVIEW, 
June 19th, 1908) that at the last annual meeting Lord Vaux 
announced his resignation of the cbairmansbip, though retaining & 
seat on the board. Не also stated that Mr. Garcke, who had been 
intimately aseocia$ed with the company іп its former days, bad 
consented to take a seat on the board and to accept the office of 
chairman, though not permanently. Presumably, judging from the 
present prospectus, his lordship has now been prevailed upon 
to retain the chairmanship, while Mr. Garcke merely holds a 
directorship of the company. . 

There is little doubt that the present issue is well secured, 
without taking into account such assets as £101,335 for shares and 
debentures in other companies, and £100,000 for patents and good- 
will, which are items that one would like to look twice at. So far 
88 the general position is concerned, if we deduct from the average 
profit of £23,842 an annual charge of £6,000 for interest snd 
redemption on the now offered prior lien issue, there is £17,842 
remaining to meet a required £11,250 for interest only on the first 
and second debenture stocks (44 per cent.). To pay the preference 
dividend of 7 per cent. on £200,000 would require another £14,000, 
and the £140,976 ordinary shares need not be worried. about as 
dividend-earners, for we should вау that only a revolution could 
ever bring any dividend luck their way. If it is going to perma- 
nently help this long-troubled company out of its difficulties, we 
hope tbat it has received a good response to its prior lien offer. 

Kuala-Klang Rubber Estate, Ltd. — 7,500 shares (£1) in this 
company bave been offered at par this week; 17,500 fully-paid 
shares are being issued as fully paid to the vendors, from whom 
the company acquires the Sungei Serdang Estate of 490 acres 
(70,000 trees, some of four years’ planting) in the district of Klang, 
Selangor, Federated Malay States. The money realised from this 
issue will be employed in the discharge of a Government loan of 
£2,500, the rest being working capital, which is considered sufficient 
for bringing the rubber to maturity. 


Electromobile Co., Ltd.—The report (according to the 
Financial Times) states that a mortgage of £20,000 has been 
arranged on the garage, and arrangements have also been made for 
the issue of £40,000 6 per cent. mortgage debenture stcck, the 
holders of which have the option during a certain period to 
exchange their debenture stock for ordinary shares at par. A re- 
valuation of assets has been made, which has enabled items 
amounting to £15,849 to be written off, and leaves a deficiency of 
£1,444 in the balance-sheet. At the general meeting resolutions 
were submitted for the increase of the borrowing powers to 
£100,000 and of the capital to £125,000 by the creation of 50,000 
new ordinary shares of £1 each. 


Castnér-Kellner Alkali Co, Ltd.—The annual 
meeting was held on 19th inst. at Cannon Street Hotel. Mr. Gerald 
Balfour, who presided, said that the net profit was £115,528, about 
£900 less than in the previous year. Last year was one of con- 
siderable trade activity, but this year had been one of exceptional 
depression. Last year the price of coal was reasonably low, but 
this year exceedingly high. The extra price of coal would cover 
Fei difference in the profit several times over, After deducting 

ebenture interest and interim dividend payment, £98,005 
remained, out of which £30,000 was placed to depreciation reserve; 
5,000 was written off suspense account, and £1,386 off plant 
repre representing loss on realisation of plant not now required ; 
12,500 was placed to а general reserve account, and £33,750 was 
Payable as fina] dividend. £15,369 was to be carried forward. In 
aad to the future, he saw no reason why, in the coming year, 
whl should not pay the same dividend as for the year now closed, 
ch was 124 per cent. for the year. They bad converted the 
Бае of paying a bonus to the responsible members of their staff 
а regular system, and bad extended that system to the work- 
leas well Every employé, whatever his grade, received а 

us after 12 months’ service. The report was adopted. 


a Stock Exchange Notices.—Applications have been 
0 A x е Committee to allow the following to be quoted in the 


Montreal Water and Power Co.— Further issue of 228,900 first mortgage 
„prior lien gold bonds (registered), Nos. 1,823 to 2,000 and 2,701 to 


4 per 

2511 of 2100 each 

= Anglo-Argentine Tramways Co. — Proposals for 
) on i , . 

Circulated by ^ : dio oa 8 share and loan capital have been 


rofits for the four years ended December, 1905, were . 


Compagnie Générale de Tramways de Buenos 
Ayres.—The report (as abstracted in the Financial News) states 
that the object in view from the formation of the company was the 
unification of the various tramway systems at Buenos Ayres. 
Having obtained the effective preponderance in various tramway?, 
the company hopes during the year to amalgamate, as already 
authorised by the municipality, the Anglo-Argentine Tramways Oo. 
with the Capital Traction and Electric Co. and the Buenos Ayres 
Grand National Tramways Co. The value of these transfers to 
the Anglo-Argentine Co. will be paid tothe Compagnie Générale 
partly in third-class preference shares and partly in ordinary shares 
of the former company. When the fusion has been completed the 
various companies absorbed by the Anglo-Argentine Co. will go 
into liquidation. The total mileage controlled by the Compagnie 
Générale, which reacbed 300 miles on March 5tb, 1907, now com- 
prises 324 miles, with 1,350 motor-cars and 700 trailers. The 
accounts for the financial year show a profit balance of 3,936,037 fr. 
A dividend of 4} per cent. per annum has been declared on 650,000 
capital shares, leaving a balance of 4,235 fr. to be carried forward. 


Fraser & Chalmers, Ltd.—The report for the year 
ended June 30th, 1908, states that the year’s profit is £35,878, being 
£8,859 less than tbat of the preceding year, the falling off being 
due to extra expenses which have been involved by the establish- 
ment of new lines of manufacture at Erith. Apart from these extra 
expenses, the year’s trading has been very satisfactory, and business 
bas improved in South Africa, although competition is severe. At 
Erith the new turbine shop has been completed, and was equipped 
and pat in operation early in 1908, although little material benefit 
could be derived from it for the 12 months ended June 30th. The 
total cost of this important addition tothe works was about £60,000 
up to June 30th. This sum, which includes all tools and other 
equipment, has been paid out of the undivided profits of past years, 
and has therefore not necessitated any increase in capital. The 
possession of this new sbop will incresse the poseible output of the 
company when trade is active, and its erection was necessary in 
order to carry on and develop tbe manufacture of turbines. The 
directors recommend a final dividend of 4 per cent. on the ordinary 
shares, making 8 per cent. for the year, leaving £598 to be carried 


forward. 


Tramway Company of Constantinople.—The 
Financial News Paris correspondent states that this company will 
shortly increase its capital from £T600,000 to £T940,0C0. Hitherto 
the chief voice in the affairs of the company bas been held by the 
Continental Company for Electrical Enterprise at Nuremberg, bot 
the control appears to be passing into Anglo-French hands; for it is 
reported that the banking firm of Messrs. A. Spitzer (whose close 
connection with Sir Ernest Cassel is known) have taken over the 
larger portion of the new shares. Moreover, the necessary material 
and plant for the electrification of the tramways will be supplied 
by French firms, The company’s concession expires in 1992. 


Isle of Thanet Electric Tramways and Lighting 
Co., Ltd.—The directors’ report forthe year ended September, 
1908, states that the accounts show a profit of £13,391. The traffic 
receipts, owing to the inclement weather in August and Septem- 
ber, show a decrease of £580, but the sale of electricity shows an 
increase of £237 as compared with the figures of last year. The 
past year was again free from any serious accident, and the 
directors have, in consequence, been able to renew the third party 
iusurance for the year ending June, 1909, at a further reduction of 
£450. The amount of undivided revenue at the disposal of the 
directors is £5,516, and they propose to transfer £2,500 to reserve, 
bringing that account up to 25,500, and to pay a dividend of 11 
per cent. on the preference shrres, leaving £1,141 to be carried 
forward. The provision of additional plant, in order to extend the 
lighting business of the company, is urgent, and an additional 
installation of electric plant, at an estimated cost of £7,500, is 
necestary to meet immediate and prospective requirements, 


Geneva Tramways Co. (1906), Ltd.—The report for 
the year ended September 30th last, states that the profit and loss 
account of the Swiss company showed a profit on working for the 
year of 526,817.75 fr., to which must be added the credit balance 
of 310,467.75 fr. brought forward, making a total of 837,285.50 fr. 
After making provision for the necessary contributions to amor- 
tisation, renewal and reserve funds, including a special reserve of 
300,000 fr. to meet capital expenditure, amounting together to 
465,005.85 fr., there remained a balance of 372,279.65 fr., out of 
which a dividend of 13 per cent., amounting to 300,000 fr., has since 
been paid, leaving 72,279.65 fr. to be carried forward. 


Calcutta Electric Supply Corporation, Ltd.—The 
number of unita delivered to consumers during the five weeks 
ended October 30th, 1908, were 681,268, compared with 644,578 
units in the corresponding five weeks of 1907. 


Amazon Telegraph Co., 144. — According to a 
financial daily the accounts for the year ended June 30th show an 
available balance, after providing for debenture interest, of £14,808 
reducing a debit balance of £65,878 to £51,070. 


American Westinghouse Reconstraction.—A Reuter 
dispatch from New York states that the Readjustment Committee 
has declared the reorganisation of the American Westinghouse Co. 
to ba effective. 

France.—La Socicté Industrielle d'Energie Electrique, o 
Paris, reports a net profit of £28,939 for the last financial year, a 
compared with £28,760 in the preceding 12 months. 
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MARKET QUOTATIONS. 


Wednesday, November 25th. 


Fortnight’s 
Inc. or Dec. 


OHEMIOALS. 6e. гасе 


a Acid Lot ho aay oe eo per owt. | Ч. 
a n 'N trio .. ee oe ee per owt, . 
о n Oxalic .. ee oe ee per owt. 98/- 
а „ Po EM T ee Ре, eue ^d 
bn : шш | б 
U ee oe ae 
в! der eco per ton 45 10 
a Bisul dot Carbon ee „ per ton 218 
a Borax .. oe өө ee ee per ton £16 
e t Вар ee oe ee per ton £21 
a in eo oe ee йж pe 
gar.. ee ee 
а „ Peroxide .. « co perton 492 
a Methylated à. А per gal. 
a Potassium Bichromate, in casks per ib, A 
e Potesb, o (T6/90 ee per ton 
а „ oratee per lb. oe. 
a Perchlorate ee ee per Ib. 
a Potassium Cyanide ee „ per lb. . "à. 
a Shellac oa ss TT e. per ov. 100 / 
e Bulphate of Magnesia  .. eo per ton 24 1 
a Bulphur, Sublimed Flowers .. per ton 26 18 
a 29 Recovered ee ee гаг о ви 
4 Bods, Canaio (white we) - per ton 415 15 
a ora ee oe oe е . 
eon sais „ per ion a 
Sodium obromate а 
ё “ (basis 100 96) es per lb, а, 
METALS, &о. 
mini in ton lots .. per ton 270 
pon is ar W „ in ton lote .. per ton 8112 
b з eet, in ton lots .. per £120 
° Ва" me per ton £50 to £140 
е Bross (rolled ms 9" to 19") basis per lb. Sd. 
e s ; ed) ә ө ee per Ib. 9d. 
e IT] wire solid drawn).. ee per ч т 
е ih) U ee . ee А 
Copper Tubes (based) .. рег lb. d. 
{ Т] Ba Forge drawn) ee nae Ib. ps 
Copper Bars PEE 
н рет Bheet ae ee ee per ton 2 
9 51 Rod oe ee ee ee per ton £ 0 
е „ (Bleotrolytio oo рег £66 1 
€ [T] 9 Seeta ee per ton &-8 
6 » [T] oe ton | 471 
в [T] [T] H.C. Wire per lb. азад. 
f Ebonite Rod oe ee ee per Ib. 8/8 
Lr Sheet ee oe ee por ]b 8/- 
n German Bilver Wire - „ per lb. 1/6 
h Gutte-percha, fine "T „ per lb. 5/6 to 6/6 
h tndie-rubber, Pars fins eo per Ib. 5/2 
$ Iron Pig (Dee warrants) .. per ton 49/. 
l n ire, galv. No. 8,P.O.qual. per ton | 2915 
о Lead, English Ingot — «« e peus { Ў 
Menganin Wire No. 98 .. — .. рег lb. 8/- 
7 Mercury -— B б ee per bot, £8 9 to £ 
d Mice (in original cases) mall per ib. od. to 
20 IT! IT! medium per Ib, 9/6 to 
d LT] b B se е piai n large ee — в, 105 70 172 
or Brons в 
: Phospho? А rers Darm. 1/24 to 
ә 10 и strip & sheet per ld. 1/8 to 
o Platinum ee oe ee ee per os. 8⁴ / 
e Silicium Bronse T ee per lb. 94d. 
r Steel, Magnet, in bars ee per ton £56 


135 to 
g Tin, Block (English) .. ++ perton | | 


n 4 b oii ш: ° ee per w. Ml 
-triction 

Р i White Ant” brand se ee per ton 236 to £60 

k Eine, Bh’s (Vieille Montagne per ton 22⁴ 16 


Quotations supplied by :— 


4 G. Boor & Co. 4 Bolling & Lowe. 

b The British Aluminium Oo., Ltd. k Morris Ashby, Ltd. 

e Thos. Bolton & Sons, Ltd. 1 Richard Johnson & Nephew, Ltd, 

4 F. Wiggins & Sons. m W. T. Glover & Co., Ltd. 

€ Frederick Smith & Co. % Р. Ormiston & Bons, 

f India-Rubber, Gutta-Percba and . o Johnson, Matthey & Co., Ltd, 

Telegraph Works Co., Ltd, p The Phosphor Bronze Co., Ltd, 

James & Bhakspeare, г W. F. Dennis & Co. 
Edward Till & Co. aaa: 


Southport and Lytham Tramroad Co.—This com- 
pany, which was formed nine years ago with the object of linking 
together Southport aud Blackpool by & tram system, is shortly to 
be wound up. In the ensuing session of Parliament application 
will be made to release the company from all liabilities, penalties 
and forfeitures in respect of the non-construction of the tramway. 
Originally the company intended to construct a tram route from 
Banks, across the Ribble to Lytham, and thence to Blackpool; but 
objections from the Port of Preston and landowners on each tide 
of the estuary necessitated the promotion of three Acts of Parlia- 
ment for extensions of time, which swallowed up the major portion 
of the authorised capital, and has resulted in the project being 
eventually abandoned. 


Reduction of Capital.— Alliance Electrical Co., Ltd.— 
A petition for confirming a reduction of capital from £120,000 to 
£60,000 is to be heard in the Chancery Division on December 16th. 


STOCKS AND SHARES. 


. : Tuesday Alternoon, 
Rivers of water have run under the bridges since last we had the 


pleasure of chronicling such a list of rises in price amongst London 
electrical supply shares, as that which has occurred during the past 
week. The defeat of the London and District Electricity Bill has 
encouraged the market more than might have seemed possible for 
anything to do, and the advances in value are by no means trivial 
Dull as other departments in the Stock Exchange are at th 
present time, the electrical section stands out in illuminated con- 
trast to the heaviness elsewhere. 

The failure of the London and District Electricity Bill is 
regarded as being a quietus to further attempts in this direction for 
some time to come. Only the lawyers have made money out of the 
various efforts hitherto exerted for supplying the Metropolis with 
cheap power, and the opinion is voiced in the Stock Exchange to 
the.effect that promoters will now be content to give the schemes 
prolonged rest.. 

In 1931, of course, local authorities possess the power to take 
over most of the undertakings, and it is held as not unreasonable to 
suppose that the remainder of their term of existence is likely to 
be passed in peace by the companies, unless the authorities should 
decide to take them over earlier, in which case a peconiar solatium 
would, no doubt, be offered. - 

Rises amongst the London shares range from 28. 6d. to 17s. 64, 
the latter gain being secured by the Metropolitan Electric Ordinary, 
Bromptons rallied to the extent of 7s. 6d., and City of London and 
County of London Ordinary to the tune of 10s. apiece. Charing 
Oross Ordinary put on 78. 6d., and Chelsea shares, which for tome 
while past have been difficult to sell at 3, or even a little under, 
came into demand at about 3]. London Electric Preference are 
8s. 9d. to the good, Westminsters 5s. and Bt. James’ the came. 
There is, indeed, a market again in electric lighting shares, with 
quite a deal of business doing in them. People begin to think, ot 
to realise, that electricity supply shares yield very good interest on 
the money, and the sudden recognition of this has produced a 
salutary effect upon prices and upon trade in the shares. 

The strength of these issnes has done nothing to help prices in 
the manufacturing division. Electric Construction Preference 
were matked down a trifle. Brush Debenture stocks are practically 
unmoved at the offer of prior lien debenture advertised early this 
week. Edison and Swan Second Debenture is again a point to the 
good, | 

Anglo-Argentine Trams derived strength, and a good des] o! 
activity, from publication of the scheme for reorganising the com- 
pany's capital. The details received favourable attention in the 
market, where the prices of both classes of Preference shares and of 
the 6 per cent. Debenture Stock were advanced. Other tramway 
and traction varieties are quiet. British Columbis Preferred shed 
its small rise. British Electric Tractions are, actually, without 
alteration, although the nominal quotation for the shares is rather 
narrower. | 

The “ Canadian group ” continues to be active, Mexican Light and 
Power Common reacted a little, but the 7 per cent. Preferred shares 
rose 34 points. Mexico Tramways lost 4, а natural reaction after 
its gay advance, and Rio Trams at 791 showed } decline. Canadian 
General Common shares are 33 better at 111, the Preference Кер 
about 114. | 

Telegraph stocks and shares are featured mainly by а further fall 
of 108, in Eastern Extensions, of which there appears to be 8 large 
parcel about for sale just now. The quotation has got down to D, 
Eastern Telegraph stock slipped back 2 points, bringing it to 10: 
which is still much higher in proportion than Eastern Extenso? 
shares are. Sir Henniker Heaton is the present skeleton 
in the market cupboard. Western Telegraphs lost à, West Indis 
and Panama ;,, and the recent weakness in the Telegraph catalog? 
bas led to Globe Ordinary and Preference falling 2s. 6d. ad 
Mackay shares retain their sharp rise of. last week, but Marco! 
are back to 10s. The Anglo-American group tended to go & i 
easier. In Telephones there has been little doing. National 
Preferred and Deferred fell 4 each on the notice in Mondsy ! 
Gazette relating to the appointment of arbitrators at the end of 1311. 
Telegraph Constructions are easier, while India-Rabber, Gutts- 
Percha shares hold their previous price. Rubber sbares have fallen 
off to some extent, business in them being less active. Dick, he" 
Ordinary shares slightly hardened. А 

Home Rails are an idle and a dull market. Central Los: 
Ordinary is down 2, and City and Bouth London 1. Metropoli 
Consolidated and Metropolitan Districts are both a little lowe 
Underground Electric Railways issues bave eased off, but id 
4 per cent. Debenture stocks of the different Tube Railway?! 
is atill a steady investment inquiry. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Closing Basiness done Rise + 


ae ee ee Т В С1овїп& week ended Yield 
for the last | or 
m" NAMB, | i — years, p те "ЕЗ To a Eo | Fall — per cent, 

xs - 71904. 1906. | 106. | 1907.) 7 mw D" £ R^ d. 

. . . бә 2 Ф3 8 р, T А А7, А 

25,000 Amason TOME A Co.' X. shares OS 25,000 — te ы: Ts 5% 1. — 17 Сау D: &. $4 6 1 Z 

о. Ы R . 184 — — .. . $ 
mr American Telephone Telegraph Cap. Stock $100 | 7496 | 1% | 8 8 i Md „ иат 
i one Do. Collat, Trust, 4% nds, 1 to 28,000 ап} $100 |4%|4%|4%|4%| 94 — edes Б Ж 
58,000, 58, , o 58 — 61 — - 

598,180 | om Telegraph „ Block jq FP 8 85 10 E 102 109 iit rig £3 5 15 11 

3300510 Do. do. | Deferred | os ex Ex sf - - 100 —104 100 —102 ia "i i і 1 0 
50,000 | An zie- Portuguese Tel. 5 % Mort. Deb, Stock Red. ЖН 8 8 — 83 8 — 83 J iM 1 

44,000 Chili Telephone, Nos. 1 to 44,000 вех Stock 4 2 44 4 4 $ E9-— 91 dh D 893 89 — { 12/4 
9,383,876 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. 10 |5%|5%|5% |6 Tà— 8% a Р A 5 15 11 

| be у Pe. со ] о hog hog ho 0$ 1 ME E — * Erh 

з . * * .. .. ee 4 Dy, 4 OY 4 — — oe * . б 8 1 
Direct Spanish Telegraph, Ord. ENT .. б 4 4 8— 9 B. S A ile 
"6000 Do, „ 10% Cum. Pret. А 5 юр ut | 4 100 —108 100 —108 i ә s de * 
000 us Ge e E ЖЕ. D 49 di 4 1 —10 100 —102 P "EE 
: Direct Un 8 Д7 r ры — 8 e - 

60,9001 Direct W. .India Cable, 44 % Reg. Deb», 1 to 1,200, R. MED | AS 7 И | isi и a ii |i | вав 
4,000,000 | Eastern 8 Ord k е 100 | 34%, | 84% 83 | 34% | 84 — 86 84 — Bił He 
9 000, Do. f. Btock.. . . B k 4 d ў 4 « 4 4 1 —105 1084 —106 1 517 11 

800, Eastern Extension Ааны, and China Tele, Stock 14% 4K | 4 4 101 —103 m an 102 102 : u Б 
Btock by ч) | 100 —102 100 — 
—— 9:28. Afric, Tel.,4 41 Mt. Db. 1 t0 3,000, red. 1909 | 100 : % ^ he : : 993-101} —10¹ 8 18 10 
200,000 Do. 4% Reg. M. Debs. (Mauritius Bub.) 106,000) 18 37 | Sa 8 0 1сй— 1 i | ida} i 610 1 
181,127 Globe Telegraph and Trust, Ng e e| 10 | 58% | SH Б y: 10 — 15 1 — nj 5 14 2 0 
сү! по Rn] 40 jaa 9% |a% 20 95 [20 E = 
Re bod 8 0 nhagen. н 47 5 
Г Halifaz and Bermudas Cable, le, dà % Ist Mort. | 100 4% | 44% | 44% | 44% | 101 —103 101 —108 e 
smi Debs ; within Nos, 1 to 1,200, Red x hee uu а | Wed 56 — 60 Mi «521 
17,000 | Indo-European Tele ve t ** "lero 1K 19% NT | 4 78 — 82 78 — 82 үн .. . 0, 
$41,880,400 Mackay — Не; поп .. ee ae .. 100 4 4 4 4 70 pem 74 pem 74 7 
$50,000, Do. Cum. Pret. .. .. .. $ 1 N N N Nil 22 8 Ta 10/3 10/- Nil 
894,190 Marconi's Wireless Telegraph -. ec] өө : 12 5 6 6 A lj xd lye бё - 1 n 

72,680 aai. Video рил Со. Ltd. 87 „ 1 5 Б Б 7 5 2 e La xd 1 a4 MT А 58 : 

86,492 . : ee 1 1 c Le 
3,995,000 National Telephone, Pref, Stock ee oe "T" a : : : : 117 —119 —118 1184 111: 12 8 18 
8,725,000 Do. Det. Btock — se .* 10 6 6 6 6 1 11 v1 » " b 6 ^ 

15,000 | Do. do. 6% Cum. lst. Pref. .. ю 6235375 10 — т 2 ня f ЭА a - УЛ 

15,000 | Ро, do. 6 % Cum. 2nd Pref. .. . be area 5 7 55. — sh bii 1 411 

250,000 Do. do. 5 95 Non-cum, Brå ig iA x 250,000 Btock | 8à 83 BA 84 A | —100 98 : 8 10 4 
2,000,000 n do. Deb. rains ye" : "| 10 |4 2 4 4 4 101 —108 101 —108 101 817 8 
1,716,598 do. Deb. Stock Red а: 1 63 1 7 8 1 1 1 if 25/ 516 4 

179'818 | Oriental Telep. and Бера, fully p »- rg 2 е сав — 1 ae és 46 0 

50,000 Do, 0. е 90 — 93 90 — .. 

99,400 | Pacific & Europeen Tel., 4 % uar, Debe., 1 to 1,000 43 & : : 852| 1— T E - o 5 0 10 

11,889 Reuter’s ä Soe 1004—1025 y 

99,100 | Telephone Co. of Egypt, 44 % Deb. Bb de o5 2 К % 4 а тС at aa ал 

8,088 | Submarine Cables Trust.. — .. .. . | Се, 6% 152 378 6 6@— 77 63 e | 516 4 

100,000 | United River Plate Teleph опе. 383373 "a * 10 11 
40,000 Do. um. Pref., Nos. 1 to 40,000 b NI Ni 23% 23 1 1 11 — if ee T 4 8 4 
80,008 | W. Coast of America, T to 80,000 & 58,001 to 68,008 1 24 4 1 49, 4 4 101* —108 101*—103 Ex 817 8 

150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. + ; 7 74 | 18 — 133 122— 153 18 128 Sa 558 

207,990 | Western v Telegraph, Lid. Nos. 1 to 7,980. 7 : 2 1 4$ | 102 —104 102 —104 ҮЗ js 3 16 11 

88,321 | West India and Panama тоо „ 10 6 5 = 8 6 96 3.— i = 8 К. T . 

84,568 Do. do. 6 98 mig ie ee ee 5 N55 wh S £26 = = 85 ra а; 3 3 : 

Do. do. 6 m. ef. ee ee X ys. 4. {в T 
600.000 Do. do, 5 % Debs., Nos. 1 to 1,800 e 100 5 * * * * 1014—108 | M 1 | | | | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
: . | 
890.000 Apnglo-Argentine Trams, 10 % Nom. Cum. and} Б в% | 86% 1 в% 19 % Rij— 9k 9A4— 9% 95, 815 + 416 8 
000 1 Pref 1 1 70 260,00] 41 | 5 | 5495 | 54% | в e Ax | 8-88 ЗЕТЕ ЖА 

260,007 Do. 6 % Cum. Prefs., 1 to 260,007  . 6 6 6 |6 141 —146 M. —148 * 5 42 | 4 4.2 

106,006 Y DUCES % Dob, оо 108) 100 5454545410 105 02 —105 "m e 415 8 

285,100 T$ ecu ; eos, Í to 5 Фи 1st Mort. Deb. 85 1 0 7 2 © lao 4 ETT 8% | TBj6 М 1 6 

cox а: ‹ d 1 

00:00 Ke do. 6% Cun. n E 1 to 100,000 К i [4 6 : - lyg— 1:5 h — 1% Sors А. 10 * 

60,000 British Aluminium, a, 1 to 40, 000 . ‘i 24 b : ; L 7 - 81 xd 34 57/6 à : 10 0 0 

62,000 Do. do. 1 % Cum. Pref. " e : Н 6 6 6% 4 8i— 4 à ee 71.3 

40,000 | Ро, do. 6 % Cum. Pref, . & 4 4 4 4 4 s ха | 3— 43 | 4 811 

13,897 | Do. re гоне cer & 4 |5 & | 5 9 | 105 —108 105 —108 419 7 

48,478 Do. ао, б 1st Mort. Deb. Btock Red. Stock 6 A 54%, | 984—1004 сва —1005 3 595 
800,000 | Do. A Det ord Btock ^. . 10 |e% 63 169 | 84 | 184 —198 194 —138 137 | 1% 5 15 11 
400,000 | British Columbia E. K Det. Ord. Btock з. 7 100 |5% 5 V 5 J 5 & | 116 —120 115 —119 1163 1163 | 4 3 4 
400,000 Ро. Pep , РЕК ҮН 107 —109 109 = 411 9 
2 % Do. 54 Cum, Perp, Pref. Btock | 2. 2 44% | 4 44% | 101 —108 101 —108 1017 6 
289,000 | Do. 44 % Ist Mort. Debs., 1 to 6,250. о | a 4% | SRE | ake пов 106 — [108—106 | 106 | 4 41 
9220,00 Do. Vancouver Power Debs., 1 to 2, 200 100 4 : А \ j— 1 E- 3 2M- 20% Nil 
188,301 | British Electric Traction E У w 4 96 - 2 ву | в A M n | $15 o 
rg | Dm 10, 6 % Оша, jo "m . stock 6 F 5 & 54, | 5%] 90 - 95 91 — 96 94i | 949 | +i 642 
1,478,658 | Do. do, n d. mi 79 75 73 — 15 & 6 0 0 
628,996 | Ро. do. 44 % ап Deb. Stock Red. 100 и а ах 1019 т МЕ: 
100,000 | British Insulated and Helsb Cables 3 s : : 8 6 6 8 . 8 — i 4M ] 
8 > 47 let Mort. Deb. Red... | 100 | 4 $ 4 a 95 101 —107 104 —107 uc 4 ЖА 
908,440 British Thomson-Houston 44 % 1st Mort. Debs. .. | 100 4 4 44% | 44% | 91 — 96 mos 96 T 413 9 
400.000 { British Westinghouse 6 % Pref. 255 ra T О ава | 5 Nil | Nil| Nil! Nil i— В — è e 8 Nil 
1,016,358 Do. do. 4% Mort. Deb. Stock ..| 100 | 4 % | 4% | 4 % 4% | 40 — 45 40 — 45 i : T "EE 17 10 

89.000 E ^x Lindley pit % Cum. Pret. ..  .. 1 Ni | Ni! Nil Nil | 14/6 to d 13% to в s $ = Nil 
105,781 Brush кем "pce: wl 1 E zs 181. : * x: E ab i Ар E 5% s E 
150,006 Do. on-cum toe oe 4s s zm m ee 
195,0000| Ро. an, % Perp. Deb. Stock — . | Stock 4 2 4 4% Баа. се s DE 
195,000]| Ро. do. 44 9% Perp. 2nd Deb. Stock du f ^ - і 5 : : ü- 5 . n LT 

T A 05 197,610 — $ 
yt ter . po % Cum, Pref. ‚ Nos. 1 to 29, 880. А o "t л d "m4 к 108"—106" or ^ 14 u 
Ist De T А - " 
85,000 Сайепдег в Cable TE ENSE 95 és : T Б 15 & " $ 9i— 10 җар, ^ . . i : a 
. . 6 um е x T 

BOX | De. до. 443 Ist Mort. Deb. Btock Red. | Stock 4 К ux 4% i-i) 107 TES JE 

491,222 | Cape E Trams.,1t0 491,222  .. a = 23 
‘000 Castner-Kellner ‘alkali, 1 io 450,609 1 2% 6% [8% 12%] Ió- d | а ih | юз | dn 714 10 
210,153 Do. ist Mort. Deb. Btock 100 44 44 44 - li атс (s ka E i12 
Ev о anden "Reiway, í a N * . sess : % { : 4 3 BÓ — 88 5 pio de 
0 do. e 2 == — 1 — 53 8 15 6 
1 Do. do. Dei. do. ee B Btock 4 Ў 4 4 2 51 63 61 
1,480,000 City and South London Railway .-  .. Stock 24% | 14% | 9896 | % 824— 834 823 — 334 324 | 82 ‘ 6 6 10 
— 


* Unless otherwise stated, all shares are fully paid. + A period of nine months, } From Manchester Share List. 


Comtimueced on next pagde 


Digitized by Google 


—— — 


27, 198, 
AL REVIEW. [Vo.69. Ne 1,618, Novmussn 
CTRIC 

THE ELE 

944 | 


) 
.—( Continued. 
‚ COMPANIE 

IST OF ELECTRICAL 

L 

SHARE 


o—( Continued) 
MPANIES 

IAL CO 

INDUSTR 

MANUFACTURING AND 

WAY, 

ICAL RAIL 

ELECTR 


ond n +| Present 
osin osing Business попе "m те 
s Я N Nov. 24th, 1908, | Fall — per cent 
qd Nov. 24th. 

Nov. lith. 


— 
— 


Dividends for the 


last four years. 
NAME. 


£v 
rau mbi En 
ET i 419 0 
13 lii . 
15— ae q 19 у 
1907. 13 ys T 
1906. e ew | 1A— 98 — 101 23 prO 
1904. %!6% 98 —101 1$ 3 A 461 
: 34% nia 6% 5 * 1 1% LAT 1% к Ж ә 5 : ; 
to 85,000 “Debs. 1 о} 5% 10 10 8 | у 111— 13) oe к i i 12 6 
88, Do. and inne, ot t 6 B ud = X ce i sn 
ot 2100, оо. 1 to 805,000 6% 95 led — } là— 24 78 +1 Ni 
100,0001 ap а Dou d O Gain: Piel . 6 43 1g— 2$ xd 76 — 79 .. : .. 6 8 
Dick Бер a Deb. Btock . 6 4 — 19 — 89 = % 
| „Re e S mii memm] e [ae lat |a HERMES 1 1 6 
m Атана 5 с оер ва EE B ge TE 
$ Do. Utd., А һагев, 0 КУ ee 5 N N 7 88 s ve 61 
99,281 | Edison & Swan 44 Deb. Бек "Corts. all pd. 19 74 7 18 6 в | M— 1 рр реш w 
17109 Do. Deb. Stock Prov. ont 4 |в 481 e =l 101— 102 | e | 183 
ЧЧ с ҮШ FIRIR к = | 2 44 
р General Eleotrio Co ( 4 W 5 15% hs & 15 = 10] 200 w и з 3 
SO ы cau Pret, orl A PE . | BE | 48 | 8 IP ES tow fe fe |e 1 51 
,000 | Gt. N. & Botley % Mort. Debs. so. at 0 1 là = 75 is 
78,000 nwood . 6 rks, Ord. ha 4 10 1 i= 4 ; * 19 110 
a or. а en "p ИО AES = fe fs]: n 
, e * . . . PS 
40,000 | Hen Do. do. elegraph Wor e b 5 8 Es "m 12 р Bet | — 819 9 
20.00 upper, Gutta. iway, Ord. fully paid. Са ва в 13 d- 75 86 — 87 e -aj M 
pr tLiverpool Overhead E asn, lvo] e. >: ЕНТ & | заа в в | m d TT 
. А Н оге — — ee ps oe 
10,00 |} пов (Оре тае Pref. 1 $6 195,00 - ж | oh | d = 182 | 123- 16/. ? | $16 
600,070 | Londo do Б Tat Mort. Deb. Stock ane il | Nil | 19? № — эң | 9| o- 61711 
800,080 o. 4918 бое ө B Nu [Ni Nil й — 9b ZEE е 41 
o ре Consolidated обе ө 5% 5 |59% 5 2| в 96 | "EXE 
ии НИНЕ %% "ey = aa 0 if 
24040914 Do. рва Trams., 5% Cum, Fret, i a 4 : b % 90 — £3 xd т — 84 н $3 Р 
litan ; Deb. 2 b — 84 1 —108 — 
814,016 ag i do. 4^ AME P 43 a 16 17 $ ES = 193.— 986 15 з "510 0 : 
, " EM n. Pref. T Ея vi 15 4 991— 76 — 23 ee "7 10 8 
823,800 П 5:3 tenance .. d ud ic M 2: - ar к! 
i : ion and Main Red. POE DOM Er: „ 28 — — 9 Bele 
440,000 A Von Deb. Ba. 1 to P Lien .. „„ LA i— of im 14 is 
pe Telsgrapa ae Deb allway, 5% Prior Lien .. Ао 20—01 J 
со rground Electric R 44% Bonds "Bonds Pi Nu Nil] .. | { g as : 
1,000:000 DON x S income Bond 116,666, APR w mme 0000 
, , " » ?, c: ex ee 
4300000 | Ро: : Robinson 1 с 00 & 136,001 01 ae HEN OMPANIES. ij 2 ызын та 
"S808 | Willane & Robin art Deb. Block i SUPPLY € „ ei, „ g 11461 
, Я 2 . . ; — | 
еа ро, 4^ мо ELECTRICITY “ 89—819, A н 55 | 7ü— 1% 4 -* дй 5 1 2 
2 of -— + = oe 57. l + 
| — 5 oe 10 187 10 = Th 99 — 104 85 | 10 + 1 5 БШ 
РЕНЕ е Оооо та |у ee tS ee 4 | e5j. | +e] lla 
(Kent) E. L. & P. 1 e 1% 7 4 Ec а, о EE “ 416827 
- 1598 Bromley (Kent E. Le Sp. 7% Cum. Pref, 10 4 A -0 l 995 „ EE 
' | & Kens, Elec. Lt. Deb. Btock о. 8 97 — 68 P^ ry | 6n 
е ' 8 по, Guar. рер в ly x 4 4 4 4 4 d 97 — K^ S m lb un + 4 41 i 
9.725 | Electric Ворр у d Electricity sd Pref. 5 4 4 4 21— 08 100 — 10 10 e. » 40 5 
896.876 Central Croes and о, s 96 Cum. Prt. 100 4 6 4 100 —1 9g 9à8— 19 ve А Yu 4T M 
80,000 | a Do. “City 17 Deb. Brook Red. ы vox | 44 |@ 9 | 6 121 13 1 E v oss {36% 
80.000 D iridis papel Ord. : Stock Red, ER its б б б : 101 105 101 =e oe | a а i * 3 
445,796 lsea Eleo . is d. 40,001—110, x 10 5 44 101 — — 4 СЕ. . n 9 1 
25,00% сое Do don lee. Ligh et^ to ФО ued an A 4 4 2 e 4 99 —101 | 1} a 4 | A 1 10 
120.56 City eae 6 бав. Рр ar 15 , all pd. x £8 70 $ 5 б 99 = 78— 11 | 108 gn e 4 ш 
> * ү) в Рто 2 i ee * sa ae ES 4 N 
«000 Во DE. ro Poet | ay [5% | 5: 44 % e н | * Jj 
"Za | Conniy ot Dust Ele до, % tM Deb | Ste 1 ее us opas р „ E "EL 
£0,000 Do. do. D ing, Ord. 1 ‘000 10 4 — в zm Ai E » 4 9 
000 CAMP Electric Lighting, 0,001—60, .. 43% 4 il 1 x 844 : 6 
поо County of By Cane ан Pep Stock и ++ | Btook 4 d $4 М 62 — es 84 — 88 Был фе n 
Em E E ! quem * PEE m ig ER lil |i 
‘OU do. Moon pk S 44 iy 51% 4i— 6— L "EE F 
БЕН E n 7 Com, Pre old Bnds. 3500 не | si | BAH | si% иа | EO „ 
80,000 Do. do. 4 1stMtg.Go е б . |6 4396 x 64 n — 96 1% * vi 8 1 
TS eee, atest ч шон | 11 3 
' c 10 oe ее an we In = I» ГЕЈ + 1 
$8,150,000 pedi enin ro Cum. Pref., 1 P as ui és 5 ди oe % 10 % * 97 ^" — 1 91/6 ° +1 н 16 10 
10,000 49 1st Deb. Bloc .. a 10 % 10 94 м 
B Ва ууш Gold Baas | a re ape ar „% Е! er e | 11431 
18.000 Hove, ют гов Сааи Ele t, Deben. Stk. Edi 64 645 zu qu 1 | fue |g i 
000 | Kamin and Kn do. imited, Ord. 5 |6 4 4i— 107 EE 
$1,325,000 Kensington o. ration, Limi Pref. .. 4 4 4- 4 —109 T 80 se . 
21,000 : corpa 6 tock 8 4 106 a j 
uo aisi Pia i Ist Mort, шоу s 6 47 е ‘ 195 — 88 20 — 87 | Т ЕЕЕ 
111, Do, do. 4 to 100,000... % — 87 oe + 4 11 10 
000 : : ay, 1 to 10 „1. — |4 86 — 87 76 ; 108 £9) 1 
23055 Metropolitan "4 Cum, Bret. tt O MART Stock 5 15% 5% 5 % ets 105 5 961 cd Ti п 
200, O. lst eben. Btoc Bnds oe ee is m Dra 90 — 98 ее "E b 17 
76,121 Do. d Mort. De 1st Mtg. Gold . |8100 ч 55 d Е 88 = 98 " — Bh | 8 5 12 0 
248.000 N [ер у ка шшш Stk. я e 4% | 44% | 4% 94. — t 56— 5 Дн 5 L (18 
$6,000,000 Bes ice Light and ес Mtg Gold Ends. 100 ‘ % a н 8 n bi— E ni- 11 Шш, | ' 
31.500.000 | Corporation, i % 18 ies 5 |54|5 TS | 106 ce б ы "дЫ i jani 
17000000 idland Electrio e, Pt t 500. 87,600 . . % то ne ра & | о БЫ ош v NA | +4| 6 n 
510 700.000 Nowowstle-on-Tyue, 1 mu qr uU 9 & 14 m : MEZ D oi | 1 | $16.1) 
87,500 Do. trio igh in 0 P oe ee 100 н 9 y: 6 n 1 = В oe | 2 +1 Nu 
30000 Oxford, i X Deb. Biock Nos. 1 а 100,000 |. 100 5 10 : 10 PZ 7à B — d A a a es 1 10 ; 
' Ро. n и а а 194 7 — 90 — QUI T yi ET 
60,0000, ` г Plate Elcty. Non Cum. AQ CR 6 143 7 86 fa . vi » | 45 
3 r M аа кус, „„ EE 
ое Do. ad Pall M Pref. 20, SAN 4 4 96 — 9 - : 2 * 120 
"40,000 | Bt. James’ and do. — MX Deb. ох Aene з | SE 84 1 "P оез M | Bd a liga 0 
20,000 DS cue Electric Bur pls; V bab Stock = 1% 3 9496 750% 1 zd 99 ma 85/ С |88 
160,000: ; Bmithfield Mar da. oc EE NE CE: N 1 1% 44% | 99 — 1 mp Es £d | 617 ê 
бю HN AUFS On ыы дш АД ERER | oat | юв | | à 44 
Se 00 | Bouth 5 1% Pie at: Btk, ' 100 55 HOO E 1— үа | B 5 i 
120,000 | South Do do! 44 % 1% „ 5 6 96 | ma 44% 44% | s 635 8 — А | | | 
142,968 Do. ly, Oord t. ee d. 100 ‚ 44% ee | ee 7À— 5 — 
: trio Bupply, Cum. Pref. tk. Red. Ni o M 10 | — bi vidend. eue 
"8,00 | Urtan Eleo 3o. Heron. Db, Bi nei „ pange, ben be 
ee по Power Co., On. i. Pref. Ке. 6 6% | оо! Stock Exebange. ccc CES 
00 000 | ORE EE меш Bupply, % те 1800 555 otations on Liverpool 
110,000 Do. sd frem a UEC OD eode Uy paid. 
81,279 | c ы E stated, all shares goals — — 
are * Unless o 3 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING OCTOBER, 1908. 


STILL another exceptional month for the exporter, in fact, a record 
month of a record year, the export of electrical goods having 
attained the extraordinarily high value of £294,753, an amount 
which is over £90,000 in excess of the average of the preceding 
nine months of this year, and compares with £224,913 in September. 

The imports, on the other band, fluctuate within limits which 
show a falling average. This month's total of £149,602 compares 
with £154,812 in September— which latter value is approximately 
tbe monthly average of the past nine months, also of the year 1907. 
The re-exports, at £11,135, show a considerable decrease on the 
September total (E20, 84). The outstanding feature of the export 
section is the high total, £164,465, of the electrical machinery 
export, this representing an advance of some £50,000 over the 
corresponding September return. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom.* 
SFV ae eS ше „ aOR ры | вава 
| . = E E B . 8 K Es p = 8 . 
| HP $i Pii g6 |43) 3 Р pid] . 
Country receiving export and importing. EFE E ay Ee E Ж: E $ |29. | 225 EET $ 
5 39 | E23) E | E'R| $3 [32] d [S88 А ЧЕ: 
© а 283 8 | 9 8 B $3 каз д в | Ree 
2 m а в ш * 
| | | | 
| E £ E | £ аё. | | | | 
Russia, Sweden, Norway and Denmark s. 440 342 136 274 1,145 3,140, 54 59 12^ X 5,402 
Germany ... T m Wi. Vd 110 4,635. 10' .. | 89 1921 9 . | 12) 34 .. | 6,820 
Netherland. .. | us 1.540 11 16) .. . 532 5 .. 0 | 2466 
Belgium "LIES. 02 2.772. 17 346 581 19 . | 621, „| 4418 
Frane . . . „ „„ „ . 72 о. 262 1,838 10 1,415, 62 p p 3.609 
Portugal, Madeira, Azores & Portuguese India ' 499 982 35 79 9 378 22, .. 232 ^ 2,036 
Spain and Canary Isle .. | 119 11 55 169 400 11 13 686 is 846 
Italy ага Austria be ed 290 2 108, 1,000 69ͥhͥ0h .. 5. — И 2,0% 
Greece, Roumania and Turkey. — ... ..1 88) 6 119, 198, e 4% 2% | .. . | 84 
Charnel Jsles, Gibraltar and Malta ... 43 101 вр. 53 27 14 | — | 801 
U.S.A., Philippine Islands and Cuba 1721 97 79. 125 45 | C aa 4 v. 411 
Canada vee ON е 220 3,320 122, 44  .. 328 | 159 C m . ds 4,223 
British West Indies and British Guiana 10 54 .. 1,139 4 9; 129 26  .. | 1,469 
Mexico, San Salvador, Nicaragua & Colombia 47 45 116 11 2 710 | ed [9H 
Peru and Uruguay T js Е? — 183 90 91 174 111 92 pomme ore "C" ee ee 741 | 
Ohilé ШШ шу... (00 | 99. 51 226, 5% 14 4% 10 46, 36) .. „„ | 5987 
Brazil. „ „9 1,019; 656 8l; 421. 6108, 34, | 108, ws, 8,566 
Argentine 25 hs o dee Odd | 3.828 488 | 1,162 | 578 7.234 485, 84 455 | sE au | 17,078 
Egypt. 76 408, 393 | 29 3001 247 | a! 7 soi 4200 
British West Africa ‚| 11 33 | 80 | CC i | 510 
Cape of Good Hope ' 261 €50 86! 27 76 3,279. 43: | 646; .. 4. , 5818 
Natal |... 2. 0.2. 2... 993; 1,838: 19 876 420 8,97, 114 10 30 9; .. | 12,784 
Zanzibar, British East Africa and Mauritius 224 20 Эка 4 | 4, 22 .. | E Е | 374 
| | | | | - | ps | | 
China and Siam "m | 584 5271 582 1,177 127 | 1820, .. | . 113 33 | 9,708 
Japan gl б ‚| 862 7,936, 48, 6%; 321 42,032 182; .. 313 150. .. 51.412 
Java |. о. BE MONATEN кы | — 108 
India... MEE E . | 2082 | 8,263 | 2,82 |1,956 | 172 46,433 | 794 131 | 326 | 718 | 63,057 
urmah ... “Ж — 78 1,064 | 155 129 25 1,050 19 25 270 3.518 
Ceylon... . 115 105 49 115 .. | 367 186 | .. 16 16 | 969 
Straits Settlements and Fed. Malay States. 322 766 44 342 111, 808' 34 45 138 64 2.674 
Hong Kong | 898 4443. 278. 94 "owe n T e 185 3.605 
West Australia 169 420 4 86 503 58 61 | 
ЖД he. шы. | | | i 15 1,316 
South Australia .. — 1.719 2.685 42 14 1002 5594 | 2,460 | 7 13,487 
Victoria 3 .. 1.414 6,391 120 1 .. 1,572 184 234 | 10,323 
ew South Wales 3.194 9,51, 302 561 189 10911 | 5,632 | 182 76 | 30,988 
Queensland = gods 408 а PRY oe | (4436 | 51 iu d uie |. 4,406 
n „ ee T j „ = | s 14 
ew Zealand and Fiji Islands. oe | 7081 882 457 | 203 | 3,102 95 | 31 18 5.496 
Total, £ 18,901 70,330 7,429 10,603 6.350 164,405 11,025 357 3,855 1498 294,753 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
| ß , ае ео oe 
Russia, Norway, Sweden and Denmark e | 20. 105 22447 547 935 192 1,804 120 3,970 
germany. ‚| 1482 7345 451 37,447 9,012 2,187 3,699 1,899 381 63,909 
Holland i l 2 5,562 386 8,306 2,524 | 2675 173 4,647 55835 24,833 
Belgium 858 6,053 1057 3145 — 108 7,391 296 1,183 7,808 12 28.436 
France Y 83 1,694 358 1185 1,291. 58 2,675 3,550| 173 45) .. | 1111 
nited States 4 27 6* 1,79 | 13€  .. 6/766 397 139 159 5,424 336 | 17,122 
149,375 


— —— —— ————— 


Total E | 5,168 21,222 3,331 а 3,918 26,444 eee 13,410 12,431 5,982 336 
| DE ТУ | | i l | ` 


The cable export, at £70,930, is also on the increase. India, 
Japan, our Australian Colonies and the Argentine Republic were 
prominent purchasers, India and Japan together accounting for 
nearly £90,000 worth of our machinery export. 

The import section does not call for particular notice, except as 
regards the lamp section, which, at £50,470, is a slight advance on 
the September return. i TAN | 

A point to which it is necessary to draw attention in these 
returns is that the export section is exclusive of telegraph cable and 
apparatus, in which this country does а very substantial, though 
fluctuating, business; the import section, however, bas always 
included telegraphic business, and therefore the comparison i8 even 
more favourable to this country than it appears from our tables. 
We hope shortly to be able to include telegraphic cable and 
apparatus in our export return. 


| 


* Deduct, to correct previous returns. Additional Imports: Canada, electrical gocds, £195 ; New South Wales, electrical machinery, £32. | 


& | £ | 
1,941 | 1,062 | 


Various countries, mainly as above 
а ee eT eee eRe 
Totan Exrorts : £294,753. 


Nor. 
third ool 
materials to those appearing in adjacent columns. 


Toran КЕ-Юхровтв: £11,135. 


—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
umns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 
* This section does not include telegraph cables and apparatus. 
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Toran IMPORTS: £149,602. 
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REVIEWS. 


Modern Power Generators. Edited by J. W. FRENCH, B. Sc. 
London: Gresham Publishing Co. 1908. In two vols. 
Price £2 28. net. 


This work is a remarkable production in several respects. 
It covers an exceedingly wide field, and is intended for the 
use of not only technical readers, but also laymen who desire 
to gain an insight into the working of the various types of 
prime mover which are now in universal employment. 
Beginning with steam generators, the author discusses the 
various types of externally: and internally-fired boilers, 
tubular boilers and the rapid-circulation type, briefly out- 
lining the leading features of sound construction and good 
management, and touching upon the various accessory 
apparatus, such as feed pumps and boiler fittings. This 
section occupies 44 pages. | 

Next the steam engine is dealt with, from the simple 
glide-valve type to the steam turbine, in в space of 78 pages, 
followed by the steam locomotive in half that space. 
short section on continuous railway brakes concludes the 
first volume; this subject is wholly antside the scheme of 
the work, and it is difficult to understand the reason for its 
intrusion—the mere fact that it is an interesting subject 
cannot be regarded as a valid excuse. 

In the second volume electrical generators and motors 
occupy the opening section, and here we feel that the author 
has again digressed considerably from the path indicated by 
the title. Strictly speaking, neither electric generators nor 
electric motors fall within his purview; we could have 
atrained a point to include the former, but the latter are 
somewhat too far from the prime mover. 


The whole subject is dealt with in 48 pages, of which the · 


first 20 are occupied by an elementary treatment of electrical 
theory, beginning with frictional electricity and primary cells 
—even the thermopile is included! A magneto-electric 
machine of a primitive type is also described, and, in fact, 
only some 28 pp. are devoted to modern forms of machines. 
Having included a subject of such great inherent complexity, 

we think the author might well have omitted the historical 
element, and devoted the whole of his available space to the 
subject of electro-magnetics, with which alone he is here 
concerned. The following section is given up to gas and oil 
engines; apart from the far-too-frequent references to 
ancient history, and illustrations of early Otto" engines, 
&c., in some cases without any useful description in the text, 
the section contains a considerable proportion of informative 
matter. 

The last section, of 66 pages, is devoted to the motor-car. 
Here the author has little ancient history to draw upon, 
and consequently the section consists mainly of up-to-date 
matter. 

Regarding the book as a whole, we may say that, to the 
non-technical reader, who is under no special obligation to 
make himself au fait with the subjects dealt with, this work 
will prove highly interesting and relatively instructive ; it 
will give him a general insight into the construction and 
working of power-generating machinery and apparatus. A 
special feature of the work is the series of composite sectional 
models incorporated in it, by means of which the reader is 
enabled to dissect a boiler, engine, turbine, locomotive, air- 
brake, electric motor, gas and oil engines, and an auto- 
mobile. These are almost unique; we recollect only one 
previous instance in which this plan has been adopted in a 
technical work. The models are excellent, and full of 
information. We shrewdly suspect that the idea of employ- 
ing them was the fons et origo of the whole work; the 
latter, we take it, has been built up around the models, to 
clothe them as it were. 

Many of the illustrations—the majority, in fact—are line 
or half-tone drawings of great merit, printed of necessity on 
very good paper. We regret to add that not a few of the 
illustrations are mere catalogue wood-cuts, of very inferior 
quality at that. As will have been gathered from our fore- 
going remarks, the treatment of the subject in the text is 
also very unequal ; this is no doubt difficult to avoid in a 
work of the nature of a symposium, such as we take this to 
be, though the names of the contributors are not mentioned. 
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To the amateur and non-technical reader the book may 
confidently be recommended ; for the engineer, who has to 
know his subject, the work is altogether too superficial to be 
of any real value. When it is borne in mind that the whole 
of the immense field outlined above is covered in 400 pages, 
of which a large proportion is occupied by illustrations (500 


in number) it will be obvious that no other result could 


possibly be expected. 


The Evolution of Forces. By DR. Gustave Le Box. 
London: Kegan Paul, Trench, Trübner & Co. Price 53 


This book of over 30 chapters and about 377 pages isa 
development of the novel ideas put forward by the author 
in bis L Evolution de la Matière.” The preface is written 
by F. Legge, of the Royal Institution of Great Britain, who 
states (on p. 7) that There seems, therefore, good reason 
to suppose that Dr. Le Bon's later theories as well as bis 
earlier ones are now widely accepted by men of science, and 
that before long this acceptance will be extended to all 
points of his doctr | 


ine." 
The volume is divided into five books, and deals with the 


Anarchy of Science, Time, Space, Matter and Force, Dogma 
of the Indestructibility of Energy, the New Conception of 
Forces, the Dematerialisation of Matter, the Transforma- 
tion of Matter, Problems of Heat and Light, Problems of 
Phoephorescence, Black Light, Forces of Unknown Origin 
and Hidden Forces, and Forces Manifested by Living 
Beings, &c. 

It is needless to say that owing to the vast gronnd 
covered by the author, it is almost impossible to deal ade- 
quately with such a work in a brief review. 

The writer refers to Poincaré's criticism of the funda- 
mentals, which reduces all our so-called knowledge to chaos. 
This, however, does not alarm anyone, and we have all 
heard of this before. Is it not better, instead of troubling 
ourselves about the absolute knowledge, &c., to take things 
as they are, and following the example of all those who have 
made science progress, endeavour to solve such pre blems as 
we meet with? 

The writer sets up the following views :—(1) Matter and 
energy are destructible ; (2) there is no distinction between 
ponderable and imponderable bodies; (3) matter 18 8 
reservoir of energy; (4) force and matter are forme of the 
same thing; (5) matter is transformed into energy’ (6) 
evolution is applicable to ordinary dead matter 88 to living 
matter. 

Now, it will be noticed that most of these views are ШЕШ 
controversial at the present time, and one сап hardly 
expected to follow the merely dogmatic assertion that matter 
is energy, and in process of. evolution or degradation evolve 
electricity as a by-product, and that in the course of time 
all matter will have vanished away. 

So far as the writer is aware, there is no proof that i 
is any actual evolution going on amongst the шо" 
Certainly a few experiments on isolated ealts seem to рор 
to an evolution or degradation, but it is rather early Ш | 
day to apply it all round. The author continues 1 | 
following strain (page 80): —“ Matter 18 velocity, a0 н 
substance animated by velocity is also energy, * 
be considered a particular form of energy. This is m 
a grossly dogmatic assertion. s 

“all сагс according to the author, being due to ne 
atomic forces, the sun’s heat is easily accounted for. 5 
then, the sun, the generator of most of the 11 s 
energies, only expends the forces slowly accumu 5 Hp 
matter at the epoch when within the primordial die 1 
the ether, the atoms stored up the energies they wer 
day to restore.“ ans of the 

The author refers on page 93 to observations 1 8 
spectrum of a variable star which, at first very brig ndn d in 
wards conteined in its spectrum only the usual lines Be 
a nebula, &c. He says the astronomers „ 
to be present at the rapid destruction of 8 ’ 
аш the cause to be atomic dissociation. He о, 
this by writing (page 99) “ energy 18 unceasingly ae ee 
and tends to vanish like the matter, which represen 
its forms." : hot 

Because electrons, &c., are present in flames, the aut 
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concludes that “ matter is incessantly transformed into light,” 
in this case. | | 

The rest of the work deals with phosphorescence, &c., 
even the attraction by the hand of a suspended straw under 
a bell glass being referred to on page 351, and it is 
even hinted on the same page that possibly large birds soar 
because they have some intra-atomic means of dispoeing of 
gravitation ! 

On page 365 “ instability” is stated to be the “law” of 
life. This reminds one of Marcus Aurelius—Death is, of 
course, “ stability.” Now it is well known that living and 
dead matter does not differ greatly (vids Electro-Physi- 
ology,” by J. C. Bose). Again, he states, the vital forces 
are maintained by the chemical forces derived from the 
food, and it is the last which uphold the first” (page 367). 

It seems to the writer that this is not a highly illuminat- 
ing statement. 

On page 872 he pays a high tribute to Darwin, who, he 
states, made us see the laws which know no caprice, such 
as adaptation, selection, and the survival of the fittest, can 
explain the transformation of living beings.” One can only 
say that the Evolutioniste' “laws” are but theories, incap- 
able of absolute proof, and that regarding the highly 
organised creatures, it is difficult to imagine their fortuitous 
development from the simple protoplasmic cell. | 

The book is, however, а non-mathematical work of great 
interest, and contains a marvellous amount of matter. 

On page 189 “ Leslie’s cube is referred to as Lister's 
cube,” otherwise there appear to be no mistakes in this 
beautifully printed book. 


SOME NOTES ON MEXICO. 
By EXPERIENCE. 


Many people in this country have such an extremely hazy 
idea as to where Mexico actually is, that the writer of this 
article will, no doubt, be forgiven for commencing with the 
statement that it is on the Continent of North America, is 
bounded on the north by the United States, and on the 
south by Guatemala. It is a republic, and has a population 
of about 15 millions. The official language of the country is 
Spanish, which to all intents and purposes is the same as that 
spoken in Spain. Certain persons not acquainted with the 
country, state that a patois isspoken. This is quite incorrect, 
and is equivalent to saying that correct English is spoken in 
East London, and a patois in Lancashire. 

_ The usually accepted idea of a Latin-American republic 
is that of a place where a revolution takes place once per 
week, and where the male population spend their time 
swaggering around witha gun on. There is nothing of this 
kind going on in Mexico, the tough element having been 
eradicated almost entirely under the administration of General 
Porfirio Diaz, who is still in power. The class which 
Corresponds to what is known ав the middle class in this 
country, is gradually being built up, but, roughly speaking, 
there are now two classes, upper and lower. The wealth of 
the ше consists of land, upon which the lower classes 
work. | 

The writer will now endeavour to give & few particulars 
of the various industries which are carried on in Mexico :— 
(1) Agriculture; (2) Mining; (3) Railways; (4) Elec- 
tricity ; (5) Miscellaneous. 

Agricullure.—As readers of the ELECTRICAL REVIEW are 
not in any way interested in agriculture, the writer will be 
content with only a few lines under this heading. The 
principal crops of the country are as follows :— Maize, wheat, 

ee, sugar, tobacco, tropical fruits, rubber, henequen, &c. 
All kinds of European fruits grow well in the bigher lands 
if they receive proper attention. Cattle are extensively and 
successfully raised, but sheep are of poor quality as a rule. 
Agriculture is almost entirely in the hands of wealthy 

exicans. 

Raiways.—Several of the railways have recently passed 
Under the control of the Government. The railways of 
Mexico are thoroughly up-to-date, and a first-class service to 
all parts of the Republic is in operation. Locomotives and 
rolling stock in every case are of American manufacture. 
At present, engine-drivers, conductors, and the majority of 


men holding executive positions, are Americans. Mechanics, 
brakesmen, and workers generally are Mexicans, who belong 
to the Mexican Railway Employés’ Trade Union. Some new 
roads are under construction, which will open up some very 
rich mining and agricultural districts. | 

Mining.—Mexico has, ever since the days of the Spanish 
conquerers, been a great mining country, and enormous pro- 
gress is being made in this direction at the present day. 
Gold, silver, copper, zinc, lead, coal, iron, and petroleum are 
found in various parte of the country. Anenormous amount 
of foreign capital is invested in mining, and many English 
and American mining men find an outlet for their know- 
ledge. Owing to the high price of fael of all kinds, mining 
engineers adopt electricity wherever it can be obtained. Ав 
more mines are opened up the outlet for electrical material 
will increase. At the present time there are mines which are 
made to pay with cheap electricity, but which would be quite 
unworkable otherwise. The following are some of the 
Mexican mining camps: —Guanajuato, El Oro, Cananea, 
Parral, Pachuca, Zacatecas, Taviche, Sultepec, &c. 

Electricity—aAs this is the industry with which readers 
of the ELECTRICAL REVIEW are mostly concerned, the writer 
will endeavour to give some information on the various elec- 
trical undertakings in operation in Mexico at the present 
time. It is not intended to touch upon any technical pointe 
whatever in this article, the purpose of the writer simply 
being to supply details to the electrical trade in England of : 
a market which has been practically untouched by English 
manufacturers. Owing-to the price of coal, gas is an 
unknown quantity in Mexico. A scheme is under way to 
make gas from crude oil, but, very little has been done as far 
as the writer knows. The incentive which is given by the 
Government to persons erecting factories on Mexican soil, 
together with the protective tariff now in force on goods 
made abroad, will tend to increase the demand for all classes 
of machinery, electrical and otherwise. German and 
American interests are well looked after. A.E.G., Siemens- 
Schuckert, Westinghouse, and the General Electric Co., New 
York, all have branches in Mexico which hold extensive 
stock. With the exception of a cable firm, English interests 
appear. to be without representation. In the majority of 
towns current for lighting is supplied at 120 volts, 50 cycles. 
Wiring is done in the smaller installations with flex fixed on 
insulators. Meters are used in the large cities, but in the 
smaller ones current is supplied at so much per lamp per 
month. There will, in the opinion of the writer, be a larger 
market for meters when, with the growth of the power load, 
it becomes out of the question to shut down the plant in the 
day-time, as is now the custom in a number of the smaller 
installations. Glow lampe are made in large quantities in 
the City of Mexico, but everything else is imported from the 
United States or Germany. 

Before passing on to the heading of miscellaneous, a few 
particulars of the larger power undertakings will be of 
Interest to readers. 

The Mexican Light and Power Co.—The technical details 
of the main power house of this company have been already 
described in this journal. It will, therefore, be sufficient to 
give a few particulars of the class of load which they are 
carrying. The company are supplying power over a large 
area in the State of Mexico, and have, roughly, 20,000 con- 
sumers. They are supplying the public and private lighting 
in the City of Mexico, driving the street cars, and furnishing 
power for driving machinery of every class, such as corn and 
flour mills, cotton factories, ironworks, pumps. In addition 
to this, they are supplying power to the El Oro mining 
camp, where about 12,000 H.P. in motors are connected. 
The various mines use together a load of about 5,000 kw. 
24 hours per day. The distance between El Oro and the 
main power house is about 185 miles; the line pressure in 
use is 60,000 volts. The total plant capacity of this 
company is nearly 70,000 Kw. in water and steam power. 

Hidalgo Power Co.—This company is better known under 


its Spanish title which is Cia. I. y H.-E. de Hidalgo. It ig 


supplying power to the city of Pachuca and to various mines in 
the neighbourhood. It has two power houses some distance 
out of Pachuca, and the line pressure is, the writer believes, 
20,000 volts. The equipment is of American manufacture. 
Guanajuato Power Co.—This company is supplying power 
to the city of Guanajuato and various mining camps in the 
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district. It is a water power plant, and has a transmission 
line about 100 miles in length ; line pressure 50,000 volts. 

At Vera Cruz and Puebla, there are plants owned by the 
Pearson interests. Diesel oil engines are in use at the former 
place, and current is used to drive street cars and supply light 
in the port of Vera Cruz. The Puebla plant is a water power 
proposition. | . 

At Guadalajara, a Spanish syndicate supplies electricity, 
and various concessions have been granted to develop power in 
the district. There has already been a notice in the REVIEW 
on this matter. 

Every town of any importance in Mexico, either has or is 
going to have, electric light in the fature. The writer does 
not propose to give a list of towns, &c., where it is installed, 
as the majority of the names would be quite unknown to 
readers. The outlook for electricity in Mexico is very bright 
indeed, and the situation can be expressed as follows :— 
They've got to have it—and it is merely a question of 
raising capital to carry out the various schemes. 

Miscellaneous.— Under the above heading the writer will 
endeavour to give a general idea of climatic conditions, 
cost of living, &c., in Mexico. To begin with, Mexico 
consists of a series of table lands, and whether a given place 
is good or otherwise to live in depends entirely on its height 
above sea level. 

The writer lived two years in the City of Mexico and one 
year at the El Oro mining camp. The former place is 
something over 7,000 ft., and the latter is 10,000 ft. 
above sea level. The City of Mexico is an extremely 
nice place to live in. It is well lighted, paved and 
drained, there is a good street car service, and one sees 
practically no rowdiness in the streets. Laws are strict, 
and a foreigner is as safe as if he were in his home town. 
Things are naturally rather more crude in a mining camp, 
but a man who goes to live in a mining camp does not, as a 
rale, expect much. Conditions in most of the large cities 
are good, and if a man goes up country to one of the mines 
he usually tinds that there is a house on the mining com- 
pany's property for the staff. Many of the mining com- 
panies go to the length of building a house specially, if a 
man wants to bring his wife with him. Such things as yellow 
fever, small-pox, &c., have been stamped out almost entirely 
under the present administration. Since Vera Cruz, where 
fever used to rage periodically some years ago, has been 
drained, there have been hardly any cases. There is quite a 
large amount of typhus iu the City of Mexico at times, but 
it is limited mostly to the lower classes, and is the outcome 
of lack of cleanliness. In the winter pneumonia causes a 
great many deaths; this is due to the fact that people do 
not take care to wrap up when going out at night. There is 
a great difference between the day and night temperature 
during these months, and there is snow at rare intervals. Except 
in one or two parts of the city the water supply is not particu- 
larly good, and water should be drunk only after boiling and 
filtering. A new water works is under construction, how- 
ever, and in the nea» future Mexico City will have one of 
the finest water supplies in the world. An Englishman who 
gets the chance of a position in Mexico from this side, should 
not, consider any salary under £200 per annum, and even with 
this it is hard work to make both ends meet at first. On 
going abroad for the first time a man feels very much out of 
it. If he has social introductions, he has various clubs, &c., 
to join and certain social obligations to fulfil, all of which 
are liuble to make serious inroads into his first year's salary. 
Being unacquainted with the language is a serious draw- 
back, but Spanish is not a difficult language to learn. 
Room and board can be obtained with a Mexican or 
American family at £6 per month upwards: clothes, 
hats, boots, &c., cost double what they do in England. 
There are several clubs to join, but, speaking generally, 
there is not a large sclection of amusements. If a foreigner 
ever expects to hold any good position, he simply must learn 
Spanish, otherwise he is dependent upon bis subordinates. 
It is quite useless for an Englishman to land in Mexico 
to look for a job unless he has either powerful friends or else 
enough money to keep him going for a couple of months. 
Later on maybe an Englishman will stand a better chance 
of dropping into something, but at present the majority of 
electrical men are Americans, who will put their own 
countrymen in wherever possible. Whether this is due 


to prejudice, freemasonry, or because the Americans know 
more about the class of goods being used, the writer will 
leave open for discussion. The subordinate positions are 
held at present by Mexicans, many of whom are qualifying 
for better things with the help of correspondence courses, 
&c. Should any reader of the ELECTRICAL REVIEW con- 
template going tó Mexico, the writer will be glad to be of 
any assistance. 


UNFAIR METHODS OF TRADING. 


[COMMUNICATED.] 


You have frequently maintained in your columns that the 
unprofitable condition of the electrical industry in this 
country has been, and is, largely due to internal causes 
Many attempts have been made to show that an alleged 
effete fiscal system is at the bottom of all the troubles, such 
as they are; but the most that can be conceded in this 
respect is that the case is “ not proven.” You have, how- 
ever, not been spared in criticism by those who, whilst 
grumbling about their “ sorry scheme of things entire, and 
for ever exclaiming ‘‘ How blest the Paradise to come: 
have, for-want of a little introspection, failed to see where 
their own house could be put in order. | | 

Beaconsfield is alleged to have said on а certain occasion 
that every country has the Jews that it deserves, In the 
ваше way every trade or profession may suffer from actions 
which, owing to the laxity of the majority, may be carried 
on by a minority to the detriment of the whole body. In 
those cases only where the majority form a strong party, 
the members of which formulate rules and a code of etiquette, 
is it possible to maintain some sort of discipline and to 
enforce upright dealing. | 

It is only necessary in this connection to refer to the many 
professional associations, and to those formed by the builders 
and ironmongers amongst the trades. Owing to the want of 
cohesion and the mutual mistrust that existe in the electrical 
trade, it has, unfortunately, been impossible, up to the pre- 
sent, to do anything on these lines. As a result, home 
competition by fair and unfair means has killed all reason- 
able profits in large manufactures and bids fair to do so In 
the accessories business. Naturally, the keener things are 
cut, the greater is the incentive to adopt questionable means 
of obtaining business, and the more does mutual mistrust 
increase. Where firms once led they now only follow. — .. 

I am sorry to have to state that the practice of “ cribbing 
other people's ideas has of late years grown enormously, an 
on the part of firms who ought to know better. It bas been 
taken for granted that the «mall man whose patent or design 
is infringed will rather come to terms than fight, and in 
ninety-nine cases out of a hundred this is во. ү? 

But there is a more insidious policy even than this. i 
article is put on the market embodying a principle, per р» 
that cannot be patented. The manufacturer has ear 
good deal of money in making patterns or tools, in a 
or advertising. Under the circumstances, it 18 quite А 
for anyone else to produce a similar article, and n. m 15 
could not complain. But it is obviously inmoral ped 
other manufacturer, having, perhaps, extensive . 
and large resources, immediately puts on the market a с a 
and inferior imitatiom of the real thing, and uses bis Es he 
to squeeze the first maker out. No one could spate : 
employed his resources in making something better, #06; 
the trade and the whole community would benefit. на 

Again, an article ів brought out for a certain ka ot 
purpose; it cannot be patented, but it has certain е 195 
form, the design of which can be registered under the : р : 
right Act. Immediately, another manufacturer pats 15 : 
market a similar article, to all appearances of the same ‘i га ' 
but actually altered slightly, so ав to evade the Act. ET » 
the first maker goes under, if he has not got гош не 
own. In any case, his sale of the article in question! 
to be reduced largely. 

I am not romancing on this question; every 
trade knows that the practice has been going on 
time, but recently three or four concrete cases of й 
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ularly flagrant nature have been brought to my notice in 


connection with fixtures for electric light. In at least one 
of the cases the original makers will most likely be squeezed 
out, whilst in the rest the original makers will have their 
turnover reduced and the standard of the original articles 
will be lowered. 

Small wonder, then, if confidence is wanting where such 
practices are rife. The writer still has hopes, though, that the 
universal reprobation which such behaviour must call forth, 
will ultimately induce manufacturers to see that it can only 
be checked by some mutual understanding and regulation of 
the trade. It is idle to stand aside, because so-and-so would 
be at the same table, and he is one of the culprits. I 
believe that is a sentiment that has had much force in 
keeping the trade apart. It will only be possible to out- 
vote the offenders, and to use disciplinary measures against 
them, if the respectable and upright members of the trade 
(who I believe conscientiously to constitute a large 
majority) will agree to sink all feelings, and work for the 
greatest good of the greatest number. | 


AN APPLICATION OF INTERPOLES. 
By J. H. THOMAS. 


A POINT in connection with the recent development and use 
of commutating poles on direct-current generators and motors 
is well brought out by the following example, and should 
prove interesting, especially to people who possess machines 
suffering from commutation troubles. 

A direct-current compound-wound generator for an. output 
of about 600 KW., at 500 volts and running at 150 k. P. M., 
built about seven years ago, did not give satisfaction, owing 
to sparking at the brushes, these needing an inordinate 
amount of attention, and having to be continually adjusted 
as the load changed. Various samples of holders and 
brushes were used, but without improving the result. 

The fitting of interpoles was then suggested as a means of 
getting over the difficulty, and about a year ago the gene- 
rator was returned to the factory and the polea were fitted. 

In view of the fact that a certain amount of engine 
power was available, and additional motors were being 
Installed, it had also been suggested that, as the tempera- 
ture rise of the generator was very low, it might be possible 
to increase the output without detrimental effects, and that 
this would compensate for the cost of alteration. 

The generator was returned, and the alterations carried 
through. The machine was then run on the test bed, and 
an output of 720 Kw. was reached without sparking at the 
brushes or the temperature rise exceeding permissible limita. 
The commutation was in every respect perfect, and brush 
adjustment was not necessary. The temperature rise on 
large slow-speed machines is generally low, showing clearly 
that а few years ago sparking and not temperature rise was 
the limiting feature in the design. In any case this par- 
ticular machine was so designed. 

À lerge number of machines now in use could be treated 
ав above, and the cost is small compared with the benefits 
obtained. With ordinary facilities, such alterations could be 
carried ont on the site, thus saving a lot of expense, as, in this 
Particular instance, the costs of freight and packing were 
a large percentage of the total cost. | 

On some of the older designs of p.c. generators, the arma- 
ture and commutator remain fairly cool while the temperature 
of the field coils is high. As the fitting of interpoles retards 


the ventilation, it might, in some cases, be necessary to fit a 


few ventilating blades on the armature, so that the field-coil 


temperature rise could be kept down. This would not often 


necessary. 
In a compound machine such as the one in question, а 


little more of the main current can be diverted through the 


Compounding coils to make up for the magnetic leakage due 


to the introduction of the interpoles. This was done in this 


Instance, 


It is not always possible to make such an alteration, owing 
to the design of the machine, but in general it will be found 


possible. The output cannot always be increased, as this 
depends on the prime mover, but it is nearly always possible 
to better the commutation. : 


PARLIAMENTARY. 


London and District Electricity Supply Bill. 


Mr. FITZGERALD, continuing his address on Wednesday, November 
18th, said that the companies in their opposition had stated that 
already £21,000,000 was sunk in electrical enterprises, and that by 
this Bill another £6,000,000 would be added to that sum, and. 
instead of cheapening the supply to the consumer, it would make it 
dearer. The opponents had, however, lost sight of the fact that a 
large part of that money would be spent in cheapening the 
generation, and therefore the cost to the consumer would be less 
than hitherto. Dealing with the contention that the Bill would’ 
mean unfair competition, counsel pointed out that already there was 
competition between the authorised undertakers, It was said that 
there had never been competition in the case of power companies, 
but they were only asking powers to compete with a very small 
portion of authorised undertakers’ business, and even that was 
hedged round by the protection of the Kitson Clauge, which was 
undoubtedly a valuable protection. It was as unreasonable to give 
authorised undertakers a statutory right of preventing his company 
entering an area, as it would be injurious to the power consumer, 
whose premises were situated within their district. As to the con- 
tention that the promoters might charge a very low price in order 
to get into an area, the equality clauses of the General Acts would 
protect the authorised distributor. His justification for that Bill 


was that the present undertakers could not generate as cheaply as 


they would, and in that event the anthorised distributor's position 
was guarded by the provisions of the Kitson Clause. The maximum 
prices in tbeir Bill were lower than those in the Administrative 
Co.'s Bill of 1905. 

The Cuarpman said that, taking it generally, the area of the Bill 
would be dealt with asa whole. In the case of Croydon and other 
exceptional districte, the Committee would consider them on clauses. 
Dealing with the area covered by the Bill, Mr. Fitzgerald said they 
had taken that which was proposed in the L.C.C. Bill As to 
Middlesex's opposition there were many local authorities there who 
might be prepared to come and take a supply from the promoters. 
The chairman said that the Committee were of opinion, subject to 
what might be said in argument, that the Metropolitain Co. occupied 
a rather exceptional position, which would be dealt with when the 
clause stage was reached. S 

Passing to the proposals of the companies to link up their statíons, 
Мв. FITZGERALD said that it was suggested that the six stations 
possessed by the companies should be linked up. Those stations, 
however, did not all generate in the same way, and therefore they 
could not send the different supplies through one main, and they 
would thus need a very large expenditure on new transmission 
mains; further than that there would have to be a transforming or 
conversion process which would greatly add to the cost of genera- 
tion, | 
The Снлівмам said tbat the question of linking up the present 
stations would not weigh on the minds of the Committee in coming 
to a decision on the Bill now before them. 

Мв. FITZGERALD, continuing, said that as regarded the financial 
backing of the scheme, they had a body of gentlemen who bad come 
forward and said that they were prepared to find £600,000 between 
them. If they did not believe the public would subscribe to the 
scheme the promoters would not have gone on with the Bill when 
it left tbe House of Lords. IM | 

The СнлАївмАн said that if the Committee passed the Bill, they 
would see that the clauses were altered in such a form that the 
promoters would be able to raise the necessary money. 

The Committee having consulted in private, the CHAIRMAN said: 
After a lengthy inquiry in which the Committee have fully | 
considered the evidence which has been given from day to day, and 
the arguments and speeches of counsel, we have come to a decision 
—a unanimous decision, that we shall be obliged to report to the 
House that the preamble has not been proved. 


London Electric Companies' Bill. 


On the 19th inst., the Committee commenced the consideration of 
the Bill promoted by the London Companies. Mr. Balfour 
Browne, K.C., with Mr. Hutchinson and Mr. Tyddlesley Jones 
appeared for the promoters, and a number of counsel representing 
various local authorities are reserved to oppose the Bill on clauses. 

Мв. BArLrovuB Browns, in opening the case for the promoters 
said that the Bill was to confer further powers upon certain London 
electric companies. They wanted powers to link up each station, 
во ав to afford mutual assistance to each other. Clause 3 “read *: 
It shall be lawful for the London Electric Supply Companies, or 
any two or more of them, to enter into and carry into effect any 
agreement or agreements for mutual assistance or for association 
with each other in regard to the following purposes:—(1) The 
giving and taking of a supply of electrical evergy and the distri- 
bution and supply of electrical energy so taken; (2) the manage- 
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appropriation and division of receipts arising under, and the 
provision of capital required for carrying into effect any 
such agreements; (4) any matters or things incidental 
to or connected with any of the ( 
except in so far as is provided by this Section the companies 
entering into such agreement shall remain and be subject to all 
the same obligations and liabilities to all persons not being parties 
to such agreement as they would have been subject to if such 
agreement bad not been entered into. 

Clause 4 gave the promoters powers to lay connecting mains in 
order to carry out the scheme, and under Clause 5 the companies 
took power to give energy for haulage, traction and the lighting of 
such vehicles so hauled, even though the haulage of trains went on 
outaide the companies’ area. The Bill, as presented to the House 
of Lorde, was really а similar scheme to а bulk supply, but it now 
came before the Committee simply as а linkiug up proposal. He 
did not think the L.C.C. were opposing the Bill so far as the 
coupling up was concerned. The House had sent down to the 
Committee an instruction which read, That it be an instraction 
to the Committee that they have powers to insert such provisions 
in the Bill as will ensure that the powers to'be conferred upon the 
companies shall be conferred also upon local authorities who are 
authorised distributors." He read that as meaning that the 
Committee could allow local authorities to link up with the oom- 
panies. 

Ms. Freeman, who appears for the L. C. C., said that they read 
it that the clause meant tbat the local authorities should have powers 
to link up amongst themselves, but not intercommunicating with 
the companies. 

Мв. Vassy Knox, representing various local authorities, and 
Мв. Н. Luoyp, who appears for a number of Corporations, said 
they agreed with the view taken by Mr. Balfour Browne. 

The Онлівман: The Committee would interpret the Instruction 
in the widest sense possible, and I think, if we passed the preamble 


of this Bill, we should go further. I think it must be the intention . 


of Parliament that, if powers are given to these companies to link 
, there should be a general provision enabling local authorities 
во to link up, and that to the linking up of local authorities, there 
should be added to it those companies who are not included in the 
present Bill, if they should desire to take advantage of it in the 
same way as the local authorities. 
| Continuing, Мв. BaLrouR Browns said there was also an 
instruction that the L.C.C. should be the purchasing authority, and 
as far a5 he was concerned, he had no objection to that, provided the 
urchase was to be made on equitable terms. Of course if the 
„С.С. was the purchasing authority, it would prevent severance. 
Мв. Евивмлн said that they would have to consider what “ equit- 
able terms” meant. 
Ма. BALFOUB Browns said that if the L. C. O. was inserted as the 
os authority, he was prepared to give evidence on that 


Мв. BLENNEBHASSETT, for the City of Westminster, said that 
they had no objection to the preamble of the Bill, but they did 
object to the L. O. O. being the purchasing authority. 

ying to Мв. PoLLOCR, for Middlesex County Council, 
Oobnenx said that the I. C. O. was only a substitute for the present 
purchasing authority. The Middlesex County Council had no 
powers to purchase the Metropolitan Electric Co. in regard to their 
power supply, and therefore the L.C.C. could not take that over. 

Ма. Vesey Knox said that in Southwark they already had two 
companies competing with them, and if the London Electric 
Supply Corporation should link up with the other companies, it 


would place them in a favourabl i i 
1 e position to oompete with the 


Mn. Влгғоов Browna said that if the London Electric Supply 


Corporation joined in the scheme, Southwark Borough Council under 
the Equality Clauses would be placed in a more advantageous 
position than they were at present. 

Mn. Ridd, representing the City Corporation, said he did not 
object to these companies having certain facilities amongst them- 
selves, but he did object to their having further powers conferred 
"pon unen under the Bill. 

plying to some observations by Counsel, the CHAIRMAN said 
that the Committee took the instruction that the L.C.C. should be 
one authority tò mean simply within the county of 

М». Vzszy Knox and Мв. MEYER said they did not oppose the 
Bill in preamble, but they did not think it went far enough: 

Мв. FrrzazBALD pointed out that if the L.C.C. was to be the 
cue UT simply witbin the area of London, that would 

culties, as in some instances th і 
stations outside the county of London. F 


Мв. J. B. BnairRwarrz, Chairman of the City and County of 


London Companies, said that the linkin i 

g up of the stations would 
afford greater security. At many of the stations there was surplrs 
land, buildings and plant, and under their scheme that could be 


‚ utilised. 


а P. Врлвкв, joint engineer to the promoters, also gave 
Мв. Rico asked tbat a clause should be inserted pr i 
eventin 
b aa from ere mains through the city. кы 
R. VEST Knox called Мв. HARRIS0ON, borough engineer to 
Southwark. He said that at present there were 1988 companies 
Sepe ma сае ои in Southwark. If they should link up 
er, it wo i 
5 mean that the undertaking of Southwar 
Мв. Vesey Knox, in his address to the Committe i 
A said that the 
effect of Clause 3 of the Bill would be to squeeze the Southwark 


e eee 


Council out, because when the companies bad got rid of the com- 
petition in the northern part of the borough, they would use the 
additional profits they had got there in order to force them ont. 
He did not object to the linking-up echeme, but һе did ask that 
they should not be allowed to couple up two distributing systems, 

The Committee passed the preamble of the Bill. 

On the discussion on clauses, after Мв. Freeman had addressed 
the Committee, it was decided to insert the L.C.C. as the pur 
chasing authority in 1931. : 

Mr. Riac explained that the City had the option of purchasing 
one or either of the undertakings supplying in the City, and 

The OHAIBMAN said that with regard to the City, assuming that 
that authority did not purchase the undertaking by 1931, the 
London County Council would become the authority. 

Mn. Brownz asked that the City should not take over one 
undertaking without the other. 

The Committee decided not to interfere with the power of local 
authorities between now and 1931. 

Мв. Browne said he was quite willing to allow the same pro- 
vision to the local authorities as to the companies in respect of a 
supply for haulage and lighting. 


Farpay, NOVEMBER 20TH. 


NIR. BALFOUR Browns, at the opening of the proceedings, said 
that the action of the Committee the previous day had placed the 
companies in an awkward position. He explained that under the 
existing law, local authorities when they acquired an undertaking 
had to pay for severance ; but by the decision that the L С.С. was 
to be the purchasing authority of all the undertakings nothing 
would have to be paid for severance. The Committee had, how- 
ever, inserted a proviso that the existing powers of local autho- 
rities were not to be interfered witb, and accordingly the City Cor- 
poration and the Camberwell Bor ugh Council could purchase ю 
much of the undertakings as laid in their areas. Taat would pre- 
veut the L. O. C. in 1931 from being able to take over all the com- 
panies. He ventured to submit that it was on the basis that the 
L. O. C. were to be the purchasing authority of all the undertakings 
that the promoters had agreed to the L. C. C. as the authority to 
acquire the companies. On July 99rd the companies had a» inter 
view with the Board of Trade on the matter, and on July 24th they 
passed the following resolution: That the companies promoting 
the London Electric Supply Bill agree not to oppose the insertion 
in that Bill of the provision stating the L.C.C., or any other central 
authority, to be the purchasing authority on equitable terms, it 
being understood that the purchase is to take place at the same 


time of all the undertakings of the companies, and that if the 


terms are not such as the companies consider equitable, they are to 
be at liberty to withdraw their Bill.” That resolution was shown 
tothe President of the Board of Trade, and he expressed himself 
satisfied with it. Counsel asked the Committee to alter their decision 
of the previous day, and to say tbat all the undertakings were to be 
taken over at the same date. : 

Мв. FaEzMAN, for the L. O. C., pointed out that there were other 
companies not purchasable at 1931—they were the London Electric, 
which could be acquired in 1927; the Cheleea, in 1928; Charing 
Cross, in 1942; and the City of London, in 1932. He did not 
object to the local authorities that had the power exercising their 
right of purchaee before 1931. -— 

Мв. Rica, for the City Corporation, remarked that the action o 
the promoters was an attempt to get an advantage which wa 
never contemplated by the Bill. -d the 

After furtber arguments from counsel, the CHAIRMAN said t t 
Committee had unanimously decided not to alter their decision 0 
the previous day. f 

Мв. Brownz thereupon asked for an adjournment, 1n order i 
consult his clients to see whether they would proceed with the B t 

Mz. H. Lrovp, representing varicus local authorities, ssid gs 
if the promoters used their discretion and withdrew the Bill, р 
might ask to be allowed to take it up.—The Committee adjourn i 

On resuming, Mn. Barron Browse eaid that he bad advise 
bis clients that, having regard to the fact that other provisione 
the Bill were of great importante to the public, they sho 
go on with it. At the same time, he did not abdicate the pieno 
ment with the Board of Trade, who he was sure intended ше 
the undertakings were to be acquired at the same time. Since ded 
adjournment a report from the Board of Trade bad been É us 
їп, and the Committee would see that it was stated there к ue 
Board of Trade considered it was desirable that the powers PUE 
chase vested in the local authorities should be placed in sd nity 
of the L.C.C., if they were agreed upon as the purchasing Jd 9 са 
Counsel then proceeded to hand in the clauses, which he their 
sidered met the views of the Committee when they gave 
decisions, and the Committee adjourned. 


Turspay, NOVEMBER 24TH. 


After reference had been made bv COUNSEL to the Е В 
Sir Ralph Littler, Ма. Влгғоск BROWNE called re ure 
BRAITHWAITE, who gave evidence as to the clause ра, oa b 
Counsel on Friday, and said that the effect of Clause lectricsl 
substitute the L C.C. as the pur hat ing authe rity of the gent o 
undertakings in London. At an jaterview wtu the рге) Si 
the Board of Trade, the companies agreed to that pro. pie and 
also that tne terma of acqui-ition were to be the Ас. O 
“equitable terms.“ Мв. FREEMAN objected to evidence СО 
an interview with the Minister of the Crown. в. Bra 
continued his evidence, and was followed by Ms. W. age 
Chairman of the Charing Cross (o., and MB. J. CONACHER, mi tiet 
of the Metropolitan Electric Supply Oo., and the 
adjourned. 

(To be continued.) 
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INTERNATIONAL REFRIGERATION 
CONGRESS. 


By R. BORLASE MATTHEWS. 


So great has been the advance of the refrigerating industries during 
the past few years, that some little while ago it was decided that 
the time was ripe for holding an international congress. Paris was 
chosen as the place of meeting—partly, no doubt, on account of the 


Condenser. Refrigerator. 


Pic. 1.—A бїмргы REFRIGERATING MACHINE. — 


Pulley. 


great assistance the French Government has given and ia giving to 
the industry. This congress commenced on October 5th and con- 
cluded on October 12th, the meetings being held at the Sorbonne. 
It was specially noteworthy on account of the very large attend - 
ance, delegates being present from all parts of the world ; over 
3,000 persons attended the opening meeting, which was presided 
«over by М. Ruan, the French Minister of Agriculture. | j 
A speaker likened the refrigerating industry to tlie electrical, 
pointing out bow it was rapidly becoming a factor in every day life, 
its value in the preservation of food and its use in cooling places in 
hot weather being now appreciated in private residences, ав well 
as in the large hotels and in the butchers' Bbope, as distinguished 
from the frozen and chilled meat storage houses, This speaker in 
his exaggerated comparison is, of course, very wide of the mark, 
but there isa fact that is well worth bearing in mind by the 
managers of electricity supply undertakings, R that is, that this 
increased demand fer refrigeration means, or should mean, an 
increased output of electrical energy ; for the refrigerating apparatus 
must be driven by an engine or motor of some kind, and the electric 
motor is most suitable for this work, especially asin many instances 
the automatic starting and stopping of the plant can be go effectively 
controlled by electrical means accordingly as the temperature of 
the refrigerating chamber riees or falla. In America many emall 
central stations are adding refrigerating plants to their equipment 


‘Fic. 2.— REFRIGEBATING)|MACBINEz MOUNTED IN CONNECTION 
i WITH A Brine Tank. 


88 а profitable source of income, to make good the Joss occasioned 
by the lesser demand for energy to be used for lightiog in the 
summer time. | 

hat, perhaps, will be the most important outcome of the 
meeting of this Congress, is the decision to appoint a special com- 
mittee to standardise refrigerating measures. At present, 
refrigerating unite are-rather of the rule of thumb order, fur while 
it is interesting to know that a cold [store has machinery and 


‘of a hollow shaft. At one end of the shaft a 


ity for taking care of so many carcasses of sheep, this does 
ЫА: much light upon the factor that must be employed 
to multiply or divide by, to estimate the number of kegs of butter 
the same store could containl Among other matters that will be 
defined are the “efficiency ” and the useful effect of refrigerat- 
ing machines. ; . 
Over 150 papers were presented at the Congress, which for the 
purpose of discussion were divided into six sections, as follows 7 
(I) Low Temperatures; (II) Appliances; (III) Application 


Food; (IV) Application to other Industries; (V) Transport; (VI) 


Legislation. These papers did not contain anything essentially 
i but rather апше up the present position of the industry, 
affording a good basis for discussion, and indicating a point from 
which papers at future congresses wculd be expected to start. 
From au electrical point of view they were not of special interest, 
except in so far as they suggested applications of refrigeration which 
could be brought to the attention of floriste, fishmongers, butchers 
and others, by & central station, with a view to inducing them 
install electrically-driven plaut. E 
A small exhibition was held in conjunetion with the congress, and 
amongst the exhibits was one that should especially appeal to central 
station managers a8 & means of encouraging a further consumption 
of energy; it consisted of what is, perhaps, at the moment the 


Fic. 3.—REFRIGRRATING MacHINB MOUNTED IX CONNECTION 
' WITH А REFRIGERATING CHAMBER. à 


simplest refrigerating machine made, as there is no waste or leakage 
from it, no acids or chemicals to be added, no adjustments to make. 
The apparatus consists of a spherically shaped chamber, known as 
the condenser or compression compartment, mounted in the middle 
ulley is fitted, and 
at the other a drum-shaped vessel (connected to the condenser 
through the hollow shaft), which serves as the refrigerator. ot 
course, the condenser contains a small compressing cylinder, which 
is ballasted or weighed, so that though hung on the shaft, it remains 
in а vertical position, the piston being operated by a crank on the 
Shaft. „ 

This combined arrangement of shaft, condenser and refrigerator 


is mounted in hearings and rotated by an electric motor, the con- 


denser being partly immersed in a tank of cooling water; the 
refrigerator is either partly immersed. in another tank of water if 
it is desired to make ice, or in brine, if blocks of ice are required 
to be made in moulds; or it is placed in the upper part of a 
refrigerator chamber and used in this way to keep the contents 
at the right temperature. | 

This apparatus is especially suitable for florista, hotels, provision 
merchants, fishmongers, butchers, &., many of whom would be 
only too glad to install such apparatus if it were brought to their 
notice. 

A visit was paid to the huge generating station of the Socié“é 
d'Electricité de Paris at St. Denis, which was described in the 
ELECTRICAL Review of Jan. 11,1907. The total capacity of the plant 


installed at this station is now nearly 100,000 н.р. Brown-Boveri 


steam turbo-alternators are employed, to the exclusion of recipro- 
cating steam-power generating plant ; the capacity of the main seta, 


of which there are ten, is 6,000 Kw. each, designed for a maximum 


load of 7,500 kw. The station is very well arranged and exception- 
ally clean, It is quite new, the first portion having only been put 
into operation in 1905. 


Electric Time Service.—As an illustration of the growing 
appreciation of uniform and accurate time-keeping, we may mention 
that the SvwcHBONOME Co., who recently extended their premises 
at 32 and 34, Clerkenwell Road, have large installations of electric 
clocks in hand at the present time for the following premises 
Messrs. Selfridge & Co., Ltd., New Buildings, Oxford Street 
Lloyd's, Ltd., and Daily Chronicle, Fleet Street; Royal National 


. Orthopedic Hospital, Nurses’ Home and Out-Patienta Department 


St. Bartholomew's Hospital. 
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NEW PATENTS APPLIED FOR, 1908. 


жеш үсү! 1 Mia joarnal by ME 5 а Co., e Patent 
| olborn, London . at Liverpool and Bradio 
бо whom all inquiries should be addressed. | 


W. 919. Improved code for telegraph and night signalling.“ B. R. CLAYDON. 
November 9th. 


98,999. 


: " Improvements in and relating to clockwork-operated electric 
switches." H. Оосірвом. November 9th. 


28,9000. '' Improvements in electrodes for use in electrolysis." O. C. CONNOR, 
J. W. Stunne end Tux ELgcrROoLYTIC Акли Co., Lrp. November 9th. 


98 968. Improvement in and relating to alternating current commutetor 
machines.“ Бхкмкив Bros. Drxamo Works, LTD. (Siemens-Schuckertwerke 
G.m.b.H., Germany.) November 9th. (Complete.) 


94,008. ''Improvements in primary electric cells or batteries.“ A. HEIL. 
November 9th. (Complete.) 


24.0183. Improvements in electric burglar alarms," B. Твлстилия, née 
Bpri£. November Rh. (Complete.) 


34,025. ‘* Electrio automatic call-cheok ster for telephones," А. С. T. 
Mcdanrgr. November 10th, EE i 
94,080. 


" Improvements in the control of railway traffic by means of the 
block telegraph system of signalling"  W. R. в and С. J. Cooxs. 
November 10th. 

24,088. "Improvements in electric cooking and the Шке" J. А. ABBOTT. 
November 10th. | 

21,046. ** Electric conditioning oven for wool and other fibrous substances.” 
H. B. ELLIS and O. E. AnLsoPr. November 10th. 


24.047. "Improvements in automatic switches especially adapted for use in 
charging secondary batteries." C. J. Bexnetr. November 10th. (Complete.) 


24,052. Improvements in electric signalling apparatus." J. H. CARSTENR. 
November loch. ( Complete.) б 
24,058, 


"Improvements in electric switches" А. P. LUNDBERG, G. C. 
LUNDBERG and 


. A. LvNopERG. November 10th. (Complete.) 


24,061. “Improvements in the electrico ignition of internal combustion 
engines." J.D. BLI. November 10th. 


24,099. '' Improvements in or connected with trolleys for electric tramcars." 
B. B. E. Warp. November 10th. 
4, 112. Improvements in and relating to signalling apparatus for electric 
railways and tramways.” G. W.GRxxx. November 10th. | 
24.146. ‘Improvements in snd relating to braking devices for electric tram- 
cars and the like.” A. W. Marry. November 10th. 


24,128, ‘Improvements in the electro-deposition of metals." B. О. COWPER- 
CoLEs. November luth. 


24,189. ‘‘ Improvements in or relating to the process of electro-plating articles 
of electrically non-conductive material.“ A. Окав:ко. November 10th. 


94,1902. ‘Improvements in electric relays." Е. Conran. (Date applied for 


under Bec. 91 of the Act, November 15th, 1907, being date of application in 
United States.) November lith. (Complete.) 


94,211. ''Improvements in the manufacture of incandescent light flaments.“ 
BocikTRE FRANCAISE D'INCANDESCENCE Рав LE Gaz (SYSTEME AUER). (Date 


applied for under Bec. 91 of the Act, November 13th. 1907, being date of applica- — 


tion ia France. Applicaticn for Patent of Addition to No. 19,720/08.) Мо. 
vemberllth. (Complete.) 


24,212, "Improvements in the manufacture of incandescent electric lamp 
filaments and in apparatus therefor.” Particulars same as 24,211. 


24,229. Safety catch for electric tramcars.” A. GoLuinicx. Novem- 
ber 11th. 


. 94,994. "For secondary batteries an improved process of manufacture of 
plates and the product thereof.“ L.FiEDLER. November llth. (Complete.) 


24,941. “Improvements in or relating to electric ignition devices for explo- 


sion engines." SociETE D'ELECTRICITE NILMELIOR. (Date applied for under 
Sec. 91 of the Act 


December 16th, 1907, being date of application in France.) 
November 11th. (Complete.) | 
94,959. '* Construction of lightning conductor for thatched buildings." J. A. 
CHRISTENSEN. (Date applied tor under Вес. 91 of the Act, November 11th, 
1907, being date of application in Denmark.) November llth. (Complete.) 
24,278. “ Improvements in connection with motor-change speed-gear ignition 


and starting devices for internal combuation motor vehicles." C. HAMILTON. 
November 14th. ; 


2,280. "Improvements in automatic electrical signals on colliery machines 
and the like." H.Cranx. November 12th. 

24,296. ''Improvements in electrical prepayment meters, part of such im- 
provements being application to other purposes.“ B. H. HOLDEN and CHAMBER- 
Ілік & НоокнАм, LTD. November 12th. 

. 94,880. “Improvements in telephone exchanges." Siemens Bros. & Co., 
LT». (Siemens & Halske Akt.-Ges., Germany.) November 12th. (Complete.) 

24,848. Improvements in and connected with the sheatbing of electrical 
wires," J. J. RawLixos, Н. W. Hanpcocx and А. Н. Dyxzs. November 12th. 

294,855 Improvement in fluid or liquid depolarisers for electric batteries 
and general electrolysis." G.S8cBavuL:. (Date applied for under Rule 13, July 
9th, 1908, an invention comprised in application No. 14,609, dated July Ytu, 
1908. November 12th. 

24,356. 'Neworimproved depolariser for electric batteries." G. BOHAULI. 
(Date applied for under Rule 18, July 95,1908. An invention comprised in appli- 
cation No. 14,609, dated July 9th, 1908.) November 12th. 


24,416. Improvements in the electrical ignition systems of internal com- 
bustion engines.” J.D. BELL. November 18th. 


24,467. “ Improvements in electro-galvanising apparatus specially applicable 
for galvanising rods, tubes or the like.” G. A. BECKETT. November 141, 

24,529. Improved guard for the overhead contact roller of electric tram- 
cars." O. KutTscHER. November lith. (Complete.) 


24,588. ‘Improvements in and relating to electrical wiring." J. S. HIGBFIELD. 
November 14th. ‘ 

24,591. ‘Improved tool for severing the hard metal sheathing of electrio con- 
ductors.” J. J. RaAwLiNGS, Н. W. Hanpcock and A. Н. Dykes. November lith. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 


Тномрвон & Co., 822, High Holborn, W. O., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


1907. 


METHOD OF AND APPARATUS FOR CONTROLLING ELECTRICAL CIRCUITS, 
(J. L. Woodbridge, United States.) 22.719. October 1500. 
ELECTRICAL INDICATING THERMOMETERS. 

F. . N alder. 23,550. October loth. 


MZ IOP POR TRANSFERRING ELECTAIC ENERGY oF ANY Desia?ry Kiwp 1870 Direct 
CURFENTS# CY ANY DESIRED TENSION. A. Lotz. 28144. October 18th, (Date 
ay pled tor under Inte: national Convention, October th, 1606.) 


A. J. Boult 
Nalder Bros. & Thompson, Ltd., and 


АРРАЗАТОВ Fon Pure ELECTROLYTES. Б. О. Cowper-Coles, 98,145, 


Ootober 1 
Execrnopss yor Авс Lamers. Deutsche Beok-Bogenlampen Ges. 98,216, 


October 91st. (Date applied for under International Convention, October 
20th, 1906.) 


PROTECTION or ELECTRICAL Cracuits, О. C. Garrard and Ferranti, Ltd. $9.99, 
October and. 


Execrropes ron Exectarc Аво Lamps. E. R. Grote and Foster Arc Lamp and 
Engineering Co. 28,429. October 28rd. 

ALTERNATING ELECTRIC CURRENT DISTRIBUTING Systems, G. Berry, 24m, 
October 28rd. 

MEANS FoR AMPLIFYING FEEBLE ELECTRIO CURRENTS APPLICABLE TO TELEGRAPAY 
AND TELEPHONY, AND TO THE INTENSIFYING OF BOUXDS, A. von Nikotoroff, 
98,441. October 28rd. 

ELxcrTAic SwrirOHxS orn Cincurr.BaBAxzRs. British Thomson-Houston Co. 

(General Electric Co., United States.) 98,449. October 28rd. 

ELECTRIC StGMALLIMG Systems. H. E. Lake. (International Telemeter Co., 
United States.) 28,609. October 25th. 

Maeyretio BRAKES. E.H.Cookshottand A. W. Maley. 25,026. November 114, 

Device ror ErzOrRIGALLY WELDING ОУВЗВГАРР1НО OR BUPERPOSED METALL 
W. E. Evans. (Allgemeine Etektricitats Ges.) 25,279. November 14th. 

ManvFACTURE ог Hottow METAL FILAMENTS ron Іислирвосвит КОТО Lum 
F. W. Le Tall (A. Lederer, Austria.) 26,170. November 36th. 


1908. 


Sranxmo Plus ron ImTERNAL-CoxBusTIOM Емоімкв. R. F. Hall 16551. 
August 11th. 


ARMATURE WINDINGS ғов COMMUTATOR-ELECTRIC MACHINES, ESPECIALLY АРРОС 


ABLE TO Hion-BPERD MacHixES. Phoenix Dynamo Manufacturing Co. and 
R. Pohl. 1,546. January 29nd, 


PPanTY-Lrwx TELEPHONE Systems. С. A. Soans, 2,795. February 7th. 


ELECTRIC Arc Lamps. Johnson & Phillips, Ltd., and S. Paterson, 8386. 
February 18th. 


ELEOrRI0 BwiTCHES. A. P. Lundberg, G. C. Lundberg and If. A. Lundberg. 
5,099. March 6th. 
MANUFACTURE or ELECTRIO ĪRCANDESCENT Lamps. A. G. Bloxam. (Siemens 

and Halske Akt.-Ges., Germany.) 5,887. March 10th. 


ELxcrRi10 Furnaces. H. Nathusius and Westdeutsche Thomasphosphatwerke 
Ges. 7,188. April lst. 


ELECTRICAL INDUCTION CLUTCHES. A. P. Steckel. 11,180. May 2ind. 

MANUFACTURE or Tuncsten INCANDRSORNCE FiLAMENTS. Siemens & Hekke 
Akt.-Ges. 11,608. May 28th. (Date applied for under International Con- 
vention, June 8th, 1907.) (Application for Patent of Addition to No. 1648901.) 

Switch FOR CONTROLLIRG ELxcrRICAL Cincuirs. T. J. Rorke and E. Rorke. 
19,176. June4th. (Date applied for under Rule 18, January 8rd, 1908) 

AUTOMATIC ELECTRIC APPARATUS BUITABLE FOR ADVERTISING PURPOSES. A. E. 
Voss. 18,861. June 28rd. 

METALLIC FILMS AND Process or PREPARING THE Same FoR Usg WITH Stones 
Barrray Erxcrnopzs. Т. A. Edison. 15,862. July 20th. (Date applied 
tor under International Convention, February 6th, 1908.) 


Arc амр ELECTRODES. G. M. Little. 17,419. August 19th, (Date applied fot 
under International Convention, September 8rd, 1907.) 


Exgoraic ComnviT Junction Boxes. W. Schmahl. 17,611. August 20tb. 


ELECTRICAL CONDUIT JUNCTION Boxes ғов ELECTRICAL OUTLET FITTINGS, SUCH 48 
SWITCHES, WALL PLUGS AND THE LIKE. W. Schmahl and A. R. Hendemon. 
17,512. August 20th. | 

ALTERKATIKG-CURRENT DyNAMO-ELECTRIC MACHINES OF THE COMMUTATOR ie 
Allgemeine Elektricitüts Ges. 18,879. September Ist. (Date applied lot 
under International Convention, September 21st, 1907.) А 

Process ғов PACKING METAL FILAKRNTS FOR GLOW Lamps. Glühlampenwerk 
Anker Ges. 19,169. September 12th. (Date applied for under Internations! 
Convention, September 12th, 1907.) 


SENDER CONNECTIONS FOR WIRELESS TELEGRAPHY OR TELEPHONY. B. Eisenstein. 
286. January 4th. . oe 

ELECTRIC LAMP Sockets or Hotpixe Devices. A. J. Boult. (Benjamin Electrie 
Manufacturing Co., United States.) 880. January 14th. 


Dvnamo-ELectric Macuinxs. British Thomson-Houston Со. (General Electric 
Co., United States.) 1,770. January 27th. 


ELECTRIC Rotary FLOOR SURFACING, SCRUBBING AND POLIEHIXO MACHINES. 
W. H. Strange. 3,891. February 20th. 

MANUFACTUBE OF A COMPOSITION SUITABLE FOR FLOORING, FLOOR PLATES, ч 
PLATES ғов INSULATING AND OTHER Purposes. E. Waelde. 447. M 
8rd. (Date applied for under International Convention, April 1uth, 1907.) 


ELECTRICAL IGNITION Devices. C. Ebner. 7,920. April 9tb. (Application for 
Patent of Additicn to No. 28,788/07.) 


ELECTRICAL Firing MECHANISM YOR BRrxcu-Loapine Gens. H.C. L. Holden. 
8,695. April 23rd. 

INSTALLATIONS FOR ELECTRICALLY CONTROLLING RAU. wav. Poms OR THE LIKE. 
Paar вк & Co, (Siemens & Halske Akt.-Ges., Germany.) 8,068. 
April 24th. 


FLEXIBLE STANDS FoR SUPPORTING ELECTRIC Lamps, F. G. Grimler and H. A. 
Neyland. 9,128. April 27th. - 


Trax Клив. J. G. Pegley, J. G. Pegley, jun., and W. J. Griffin. 9,968. 
May 7th. 


LIGHTING DYNAMO8 FOR Motor CARS AND OTHER VEHICLES, L. Bachten and J. 
Gallay. 11,119. May 22nd. 

Process or Propucine FILAMENTS OF CHINESE Ink ror ELECTRIC INCANDRMEN 
Lamps. K. Rittersberg and Н. Rubert. 11,600. May 28th. (Date applied 
for under International Convention, October 80th, 1907.) 


ELECTROSTATIC MACHINES FOR RONTGEN Rays, ELECTRO-THERAPRUTICE AND Brac 
TELEGRAPHY. F.Ghilarducci. 18,761. June th. 
TROLLEY HEADS FOR ELECTRIC Traction, G. B. Holmes and A. D. Allen. 145 
3 M Hth. (Date applied for under International Convention, Augost T 
) 


METHOD оғ DECARBONISING FILAMENTS FOR ELROTRIC МЕтАДАС-Ё ПИТ ЇН 
H. Aron and A. Geiger. 15,079. July 16th. 

JONITION APPARATUS FOR LARGE INTERNAL-ComBusTioN Exons, Firm о! R 
Bosch. 15,262. July 18th. (Date applied for under International Court? 
tion, September 5th, 1907.) : 

MANUFACTURE or REFRACTORY ErLkcTRIO OowpvcToms, W. D. Coolidge. 165%. 
1 5th. (Date applied for under International Convention, August 7b. 
907.) 


PEDESTAL on SOCKET FoR Pores Cannviwo Erecreic Conpucrors. В. Ней, 
16,775. August 10th. (Date applied for under International Convention, 
June 19th, 1904.) i 

INSULATING AND GRIPPING Drvicks ror Evectric Conpucrora. О. по 
17,459. August 19th. (Date applied for under Rule 18, October 38b, rn i 

Maoneto-ELectric Icnition APPARA TUS. A. Zahringer. 18,755. Бері 
Tth. (Date applied for under Rule 13, March 30th, 1908.) 

P 5 ELECTRIC IGNITION APPARATUS, C. Ebner. 19,601. Septet?’ 
10th. 

Cooriwo тик CowwrTATOR or A Drwawo-Eircraro Machmz,. Biemens Bre~ 
Dynamo, Works, Ltd., and E. O. Kiener. Ib, bi. September 200. 
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THE UNEMPLOYMENT PROBLEM. 


Few things, if any, are so contemptible as the exploitation 
of the unemployed for political or party purposes. And 
among the means adopted none are more despicable than the 
specious argaments used for the purpose of showing that 
Protection disguised as “ Tariff Reform" is the one and 
only remedy for unemployment. The problem of unemploy- 
ment is far too serious a matter to be used as the sport of 
politicians who care not what they kill so long as they help 
to enlarge the party bag. 

According to Sir Gilbert Parker, M.P., the Socialists and 
the Tariff Reformers are both out to solve the question of 
unemployment, and at the next General Election the only 
practical policies put forward will be Socialism and Pro- 
tection. It is extraordinary that policies so diametrically 
opposite should produce the same result! “Tariff Reform 
is the lying statement printed day by 
day by the paper which advocates Sir Gilbert Parker’s 
nostrum. 

America is а highly protected country, and is there work 
for all? ^ According to the last two censuses the results 
were as follows :—In 1890 the unemployed were 15:1 per 
cent. of the total wage-earning population; in 1900 the 
percentage was 22:3 per cent. If we take the actual 
numbers we find that daring the 12 months 3°17 million 
were unemployed from one to three months, 2°55 million 
for four to six months, and 73 million for seven to twelve 
months; a total of nearly 6j millions unemployed out of 
29 millions. In 1907 we find from the records of the State 
Department of Labour, that in New York there were 34 
per cent. of the wage-earners out of work, 92 per cent. of 
the idleness being due to lack of work. This does not 
corroborate the claim that Protection means “two jobs for 
every шап.” 

The American workman who asks for Tariff Reform asks 
for the removal of protective duties, not for their 
imposition. Bat according to the Times New York 
correspondent, “ tariff revision is in the hands of the friends 
of Protection, while the friends of the consuming public 
are entirely absent from the deliberations.” He goes on to 
eav that in the tariff proceedings before the Ways and 
Means Committee 90 per cent. of the witnesses appear to 
be beneficiaries." 

If we turn to Germany, another very highly protected 
country, we do not find any grounds in the state of employ- 
ment to justify the belief that Protection is a remedy for 
unemployment, or that the workman is better off as a 
consequence of Protection. If Protection means work for all, 
how is it that the German Reichstag a few days ago were 
very seriously discussing the question of unemployment ? 
Speakers showed that at the present time the number of 
unemployed in Germany may be reckoned at over 800,000 
In Berlin alone, the number seeking 
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above the normal. 
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refuge in the night asylums is 74,000 in excess of the number 
last year. 

We find no sort of satisfaction in these figures, we deplore 
them. It is of no advantage to us, but distinctly otherwise, 
that our Continental neighbours and our American kinsmen 
should be experiencing hard times equally with ourselves. 
But we call attention to the figures merely to show that 
neither Free Trade nor Protection affords in itse!f immunity 
from bad trade and unemployment, and those politicians 
who attempt to make party capita! out of the misery and 
distress occasioned by unemployment, are neither patriots 


nor Imperialists, but enemies of the working clases, and 
traitors to their country. 


The problem of unemployment is one of the most press- 
ing of the social problems which call for solution, and it is 
one of the most difficult. "There is something fundamentally 


wrong in a system under which men who are in want of the 


necessaries of life can find no employment by means of 
which to earn those necessaries. It is one of the penalties 
of civilisation. Ina barbarous or uncivilised community, 
where every man is his own employer, lack of employment 
means either that a man bas all he needs, or that he does 
not want to work. The man who needs anything, and is 
willing and able to work, can work. Ile need not seek out 
an employer and beg for work, the work ів there, and he may 
employ himself. One need not elaborate this idea, it is self- 
evident. The dawn of civilisation ushered in the employer 
of labour—the slave-owner, and the comparatively recent 
abolition of slavery, as the result of higher civilisation, bas 
resulted in the present unsatisfactory position described 


above. The modern employer is under no obligation 
either to provide work for the workers, or to 
provide him with food. On the other hand, the 


worker is under no obligation to work for the benefit of his 
employer. There is no recogniced community of interests 
between the two; no feeling of co-operation; no woking 
towards a common end. No, it is a question of each, 
employer and employed, getting the maximum return for the 
least expenditure. 

To a large extent this cla:s antagonism, and all that it 
has meant in strikes, lock-outs and disagreemente, is respon- 
sible for the present problem of unemployment. There are 
no doubt other causes, but this is one of them, and one of 
the chief. | 

If we recognise the cause, we have made a step towards a 
remedy, viz., a frank recoguition of the interdependence of 
the various classes of which human society—and particularly 
the industrial portion of it—is made up. The reformation 
of human society is too large an order to undertake all at once, 
but it may be done by instalments ; and there is a hopeful sign 
in the unmistakable tendency for employers to look upon their 
workmen as something more than mere hirelings—to recog- 
nise that the payment of a minimum standard wage is not 
the end of their obligation. Nothing short of a complete 
recognition of this fundamental fact will suffice to stem the 
tide "of that, movement, miscalled * Socialism," which aims 
at State confiscation of all the means of production. 


e — € ÁPr a —!IÜÓ— 


PEAT. 


Tur year is ending well on a sustained peat note, and it is 
to be hoped that the coming 12 months will not enthroud 
the body of another still-born scheme for the enrichment of 
the poorest, parts of Ireland by the utilisation of the peat in 
their bogs on a vastly larger scale than is possible at present. 

During the present year an ambitious project knocked at 
the doors of Parliament, but found great difficulty in getting 
in, even at the expense of losing its handsomest features, 
We never looked with favour upon the full proposals of this 
company, and it is much more likely to make dividends if it 
Bticks for the first few years to the production of 
by-products—the bull is unintentional—and the genera— 
tion of electricity for local use, than by making supply 


in bulk over a large area the main object of ita 
existence. Just at present the public is hearing little or 
nothing about this peat-power company, but it is understood 
that the time is not far distant when the 
public will be asked to subscribe, and until then 
it is unlikely that much will be known abont the 
exact methods and machinery which will be used to dig the 
peat from the bog, and to prepare it for the gas producer. 


Rumour has it, however, that the Ekenberg process finds 


favour with the promoters and their advisers, and in that 
connection it is particularly interesting to hear what Mr. 
Tomlinson has to say in the paper which we abstract in 
another place, about this process of “ boiling the bog,” as he 
calls it. 

We would not for the world that the investing public 
should be choked off peat for another 10 years by the failure 
of the latest scheme, and we entreat the promoters to make 
their position and their prospects trebly secure before they 
begin to spend money on patent rights and plant. 

Mr. Tomlinson begins his paper by abjuring certain of 
his former convictions, which shows him, at least, to be a 
man of flaid mind, and no little sub-conscious courage. 

He finds that the facts of practice are against the possi- 
bility of getting peat by machinery at a sufficiently low rate 
to enable it to compete with coal, and he seeks to adapt to 
his large scale workings the method of the peasant with his 
leisure time and crude and immemorial spade, for be finds 
that hand-got peat even now is the cheapest. 

Under present conditiong no more than the first few feet 
of the peat layer are touched, and the supply is not con- 
tinuous throughout the year. 

All the peat that the peasant cuts is saturated with any- 
thing up to 90 per cent. by weight of water, which means thst 
he wastes some 80 per cent. of his energy and time if the 
peat is to be used as 50 per cent. peat in a producer; he 
wastes а still higher proportion if the peat is to be used for 
household purposes. 

Each кой of saturated turf as it is cut is laid on the bog 
surface to drain and to dry by evaporation; but Mr. 
Tomlingon proposes to accomplish the same end by increas- 
ing enormously the size of the sod, and by leaving it in the 
bog, but not of it, until ripe for the gas producer. Narrow 
trenches are to be dug round cubes of peat, of which the 
best size will be determined by experiment, and the blocks 
will stand isolated to dry by the natural agencies of sur. 
wind and gravitation, aided by artificial drainage. 

Probably the trenches would be cut by machine, and the 
semi-dried mass might be quarried by a mechanical digger- 
so reducing hand labour toa minimum ; but the problem 
has become very different now to that against which tte 
inventors of mechanical apparatus for getting and reati 
peat have been knocking their heads, for it is brought dow 
to that of handling a greatly reduced bulk, and one which i 
actually as ready for use as the coal in an exposed seam. 

The idea is magnificent in its bold simplicity, but it . 
and must remain, an idea only until the men and the money 
are found to materialise it. The amount of money required 
for the preliminary experiments would be small, and Mr. 
Tomlinson hopes that one of the Irish public department’ 
will come to the arsistance of beneficial science, bat we would 


much prefer that private enterprise and patriotism shou! 
do the work and bear the risk. 
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As an engineer with considerable experience in drainage 
and hydraulics, Mr. Tomlinson is not likely to under-estimate 
the difficulties which must beset the path of anyone who 
attempts to drain a bog, but we are disappointed that he has 
touched so lightly upon what is the vital spot of his proposi- 
tion. In the conclusion of the paper he says that the pro- 
duction of peat for the generation of power is а subject which 
is second only to the question of the drainage and reclama- 
tion of the bogs. He had intended to include a discussion 
of the latter subject, but found that the paper was already 


anduly long. 

For our part, we consider that the question of drainage 
must be treated as an integral part of the scheme, and 
cannot be relegated to an appendix or postroned to form tke 
subject of another paper. 

. From conversations with the author, we believe that he 
is undaunted by the hindrances to drainsge, which are, 
perhaps, more evident from an inspection of the bog itself 
than from a study of its plans and sections ; and that is all 
the more a reason why he should have taken the minute risk 
of makibg the paper tedious, rather than that it should be 
possible for the most friendly critic to allege that the scheme, 
as set out, does but stand upon one leg. It із true that 
most peat echemes have not been furnished with so much as 
one support, but that does not make a full complement of 
legs the less necessary to carry the latest to the success which 
we hope will be its meed. 

Turning for a moment to the tables given in Mr. 
Tomlinson’s paper, for which, unfortunately, we cannot 
spare space, the results are highly interesting, although 
we do not suggest that they are capable of untempered 
application to Irish conditione. In the first place, it is 
shown that commercially dry peat is being sold at a gcod 
profit in every case in which the total cost and the selling 
price are given; fecor dly, briquettcd peat is rarely more 
valuable than rough peat ; thirdly, hand-cut peat costs, as a 
rule, more than machine-cut peat; and lastly, but most 
important of all, some of the total costa are so low that they 
very nearly reduce the cost of fuel at tbe gas-producer 
to nothing when the by-products are credited. That is 
а most encoursging fact, as it indicates that the great 
shrinkage which the peat would undergo during the 
period of ripening under Mr. Tomlinson's process must 
almost certainly accomplish that desideratum of free fuel, even 
without the use of machinery of any kind except for pump- 
ing, when that is required. 

The promoters of the Irish peat-power echeme would be 
well advised in their own intérests, to say nothing of 
the coming interests of the shareholder, to  ponder 
well before they commit themselves to the expendi- 
ture of huge sums on plant which in the sequel may be 
unnecessary. Mr. Tomlinson, by a perfectly logical process, 
hopes to decrease the bulk of the peat by a very con- 
siderable quantity before he touches it, and leaves the 
method of getting the remainder an open question, 
which is of relatively little importance. If his theory is 
correct—and it is based on some very comforting facts— we 
may give the “ go-by " to any system which deals with the 
whole bor mass. 

Let us in this matter hasten with extreme slowness, seeing 
that so wonderful a thing as the better-being of a nation 
may hang upon success. 


г For some considerable time we have 
Gece an appreciated the usefulness to manufacturers 
on Electrica] 224 merchants in this country of accurate 


Goods. and up-to-date information as to tbe 
foreign tariffs on goods which they desire 
to export. As the electrical industry has advanced ard 


, €Xports have continued to increase, the desirability of placing 
such information at the disposal of British firms has become 
more and more apparent to us, and we have therefore 


~ 


decided to begin the work of collecting and publishing 
reliable information as to the daties charged on electrical 
and similar goods in all the countries of the world. As will 
easily be understood, these particulars will be of great 
magnitude and their publication will extend over a 
considerable period. Countries will be dealt with alpha- 
betically, the information being given in a form designed as 
far as possible to admit of facility in consultation, and an 
instalment will be published each week under the heading, 
Foreign and Colonial Tariffs on Electrical Goods until the 
whole work is completed. In addition to particulars as to tbe 
actual rates «f duty, general information of interest +o 
shippers will be given so far as is deemed necessary to enable 
them to comply with foreign’ requirements as to shipping 
formalities. Moreover, any alterations of tariffs which may 
be made from time to time will be published, and in this 
way it will be possible to keep the information entirely up 
to date. The first instalment of this work will be found on 
p. 991 of the present issue. | 

In calling attention to this new feature of the ELECTRICAL 
REVIEW, we feel sure that our subscribers will appreciate 
this further endeavour on our part to assist them in the 
development of their export trade. 


THERE are indications of & vigorous 

Copper: attempt to pueh the price of copper once 

more up to the wrong side of £80. We are constantly 

reminded by writers on financial subjects of the electrifica- 

tion of railroads either under consideration or actually going 

forward, and of other indications of a heavy consumption of 

copper in the near future. The Swedish State Railway elec- 

trification we know of, Prussian schemes in the same direction 

are more or Jess fixed, and we now hear of a similar improve- 
ment on a section of the Pennsylvania Railway. 

On the other hand, prodaction is in a healthy condition. 
The output of the Russian Empire has increased some 14 
per cent., in spite of a falling-off in the Caucasus. Visible 
supplies for mid-November are again best on record, at 
52,835 tons. 

The general tenor of the figures in Messrs. Merton’s 
circular for this period seems to indicate an artificial shortage 
in consequence of stocks being held for a rise. 


‚ THE official circular of this 
The Tramways Association for November contains a 


, and Light Hail- jetter which the chairman wrote to the 


Associati 8 3 
"ES "edu Tramway and railway World, in exculpa- 


mittee’s Report, tion of the attitude which the Brakes 

Committee of his Association has assumed 
with regard to the report of the Municipal Tramways 
Association Committee. Our tramway contemporary took 
much the same view of the question as we did, and we shall 
not be surprised to learn that it is as profoundly dissatisfied 
with the Hon. Arthur Stanley’s official declaration as we 
are ourselves. 

The one and only point in favour of the Tramways and 
Light Railways Association is that they approached the 
Municipal Tramways Association at the outset of the move- 
ment for investigation, with the suggestion that the two 
associations should co-operate, but their advances were 
rejected. It is not unnatural, therefore, that there should 
be a feeling of bitterness in the Tramways and Light Railways 
Association, which would smoulder until, at the half-past- 
eleventh hour, as somebody said in Parliament the other day, 
the Municipal Tramways Association. appatently repenting 
of their folly, telegraphed from the annual Conference to ask 
that the publication of the Tramways and Light Railways 
Association Report might be delayed. This opportunity for 
mounting the high horse in their turn was not overlooked, 
and it is probable that without friendly pressure from the 
Board of Trade, the Tramways and Light Railways Associa- 
tion Committee would not have consented to defer 
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publication until deputations from Loth Associations had 
met Col. Yorke with the idea, as the general public thought, 
of trying to arrange for the merging of the two reports in 
one, which should speak for the wl ole tramway interest. 

But the Hon. A. Stanley says that at this meeting we 
again pointed out that our report was final, but that while 
we were unable to make any alterations in the report itself, 
we were, and are still, quite ready to join with the Muni- 
cipal Association in assisting the Board of Trade to 
9 regulations should that department wish us to 

0 80." 

It is easily understood how mucb inconvenience and 
delay would have been caused by the acquiescence of the 
Tramways and Light Railways Association in the tardy pro- 
posal of the Municipal Tramways Association to amalgamate 
the labours of both Committees in one report, but that 
&hould have been as nothing against tbe uncertainty, the 
irritation, and the confusion with which the public would be 
sure to view two reporte, which might disagree perhaps on 
pointe of principle, and certainly on points of detail. 

How much more dignified it would have been if the 
Tramways and Light Railways Association Council had said 
to the Municipal Tiamways Association : Well, here is our 
report: printed and ready for distribution, but we will put 
aside all the angry and bitter feelings which we can be 
scarcely blamed for cherishing against you, and we will 
serve the interests which both of our Associations have 
deeply at heart, and do at the same time the highest service 
to our country and the highest honour to ourselves by 
throwing our report with yours into the melting pot; fut ing 
them into an indistinguishable one by the exercise of mutual 
toleration, compromise and good sense, and re-castirg tbe 
resulting mixture into a form expressive of the invulnerable 
strength of unity. 

With such a report in hand, how much more easily the 


Board of Trade officials тоша be able to prepare regulations - 


which would be accepted by all with the least amount of 
cavil ! 

Can anything be weaker than the defence contained in 
the following sentence from the letter quoted previously? 
It appears to the Conncil that nothing bat good can come 
of the publication of both reports. They are certain to be 
criticised, and the Board of Trade will, therefore, have the 
advantage not only of two independent reports from repre- 
sentative bodies, but also of the criticiems which these 
reporte have elicited." Is that the large way in which we 
expect a really representative body to treat a matter of suc: 
importance that nearly two years have been occupied in 
making investigations ? : 

We are bound to вау alto, that Mr. J. B. Hamilton in a 
letter written in the form of areply to the official explanation 
of the Tramways and Light Railways Association makes 
certain statements of fact which are diametrically opposed to 
some of those made by the Hon. A. Stanley, and brings out 
other facta of which we were not informed in the latter’s 
letter. It is significant also that Mr. Fell and two other 
signatories of the Tramways and Light Railways Association 
report, all of whom are members of the Municipai Tram- 
ways Association, have thought it necessary to resign their 
membership of the Tramways and Light Railways Asso- 
ciation. 

We cannot find words to express adequately our regret 
that such an important investigation should be marred, and, 
we fear, to some extent stultified, by petty factional dissen- 
sions ; but we have great faith in the good sense of the 
Board of Trade in this matter, and hope that the publication of 
the Municipal Tramways Association's report is being delayed 
in order that it may be brought, as much as possible, into line 
with the other. That operation must be rendered the more 
delicate as the alignment has to be produced by the move- 
ment of one part only, so that the plane is fixed. 


ALTHOUGH Mr. Mordey's report on 
the G.B. system, installed in the Mile 
End Road, is a semi-confidential document, 
much of its contents have ere this become public property. The 
most striking feature of the report is the excellent testimonial 
to the efficiency of the G. B. system, as installed at Lincoln, 


The Mile End 
Muddle. 


which is contained in an appendix compi'el by Mr. Mordey 
himself; and his conclusion that if the Lincoln line could be 
placed in the Mile End Road, it could be made to run 
satisfactorily by at'ention to simple details, is additionally 
interesting, although this conclusion is apart from the 
question of live studs. Е 

Now the question of stud design осспріев the major part 
of the report, as might be expected from the foregoing, and 
Mr. Mordey as a result of his investigations, with a view to 
increasing the sensitiveness of studs and preventing the 
possibility of arcing between the contact-piece and cable, 
recommends the use of studs modified to his design, ona 
half-mile section, that one or two cars should be fitted 
with extra trailing brushes, connected to the skate alter- 
natively through a resistance shunt and a condenser, and 
that these cars should be run over the modified. track. 
He also suggests a trial of the collector with two exciting 
coils only. 

We cannot, of course, pretend to Mr. Mordey’s intuition 
regarding the peculiarities of the G.B. stud, and therefore 
merely remark in passing that, as modified, it appears to 
possess certain radical defects, and to be in zo way superior 
to the stud adopted successfully at Lincoln by the licensors, 
on the strength of their six or seven years’ experience. 

But while the studs come in for criticism, strangely 
enough we find but scant reference in the report to the 
collecting equipments. This is somewhat. remarkable, in 
view of the fact that the cars for this service have never been 
provided with G.B. collecting equipments, and that the 
equipments which have been used, and proved euch dismal 
failures, were designed solely by the Council's staff. 

One feels tempted to ask why the admittedly faulty equip- 
ments should be whitewashed at the expense of the studs, 
which have proved their quality at Lincoln? For, allowing for 
the mysterious properties of the Mile End mud, one cannot 
reconcile the extraordinary behaviour of the Aldgate-Bow 
track with that of the Lincoln tramways. 

Another paragraph in the report, which throws con- 
siderable light on the relations existing between the Council 
and the licensors, is that in which Mr. Mordey refers to bis 
inability to obtain from the licensora a etatement of the 
defects to which they attribute the faulty working of the 


line. That such a statement could not be supplied must 


have been perfectly well known to the Council, who bave 
consistently withheld from the licensors all essential tech- 
nical information as to the progress of the work, which, it 
must be remembered, was carried out by the Council 
themselves. 

Indeed, the atmosphere of ignorance appears to have been 
general ; the Council, knowing nothing of the small details 
which make for success in the G.B. system, proceed to install 
it; the licensors, with every detail at their fingers’ ends, are 
yet in ignorance of the elementary facts as to the progress of 
their system: Mr. Мо: деу, on his own showing, is in ignorance 
of the licensors’ views of the matter and evidently unaware 
of their inability to supply him with essential information. 
So much for the report, the recommendations of which it is 
intended shall be carried out at the expense of the licensore, 
whose interests one wonld have thought had been sufficiently 
jeopardised by the unforeseen treatment meted out to them. 

But will the licensors agree to pay for what they may 
rightly consider to be unjustifiable modifications to their 
designs? We doubt it; the G.B. Co. have already 
expressed their willingners to put into practical operation 8 
half-mile section of the Mile End track, free of expense to 
the Council, and if the Ccuncil see fit to ignore such 8 
favourable offer—both from their own and the ratepeyer 
point of view—there can be no earthly reason why the 
licensors should sacrifice their already damaged interests, by 
paying for modifications with which they may not agree, and 
which would not have been called for but for tbe extra- 
ordinary bungling of the Council. "i 

Whatever may be the ('ounci's predilections in the 
matter. justice demands that the G.B. Co. shall have ® 
reasonable opportunity of rebabilitating their syetem. 
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A TRAVELLING STUDENTSHIP. 
By В. BORLASE MATTHEWS, Wh. Ex., A. M. I. C. E. 


A VOLUME containing the Proceedinys of the Incorporated 
Municipal Electrical Association has recently been issued to 
the members, and among the more interesting features of 
the publication there is a report by the holder of an 
Associates travelling studentship.” It is an excellent 
example of the progressive side of the Association, this 
offering of a prize in order to encourage the jnnior members 
to visit other undertakings with the definite object of ascer- 
taining how work is carried out in other places. There is 
no doubt that the very fact that the duties of a central 
station manager do not necessitate his travelling much is in 
itself a drawback, as there is no better way of widening 
experience than by taking full advantage of seeing what 
others in the same line of work are doing. Hence much 
good must be done by getting those who will probably 
become managers and engineers in the future, to see as much 
as they can before their responsibilities become too great. 

The report which was sent in is, in itself, a proof of the 
need of a wider experience, since the conciusions arrived at 
are narrowed by want of knowledge of what stations other 
than those visited are doing. To take an example, the 
holder of the studentship, when referring to publicity 
methods, makes a statement to the effect that he gathered 
from his reading of articles in the technical Press that 
central station engineers were giving more attention to these 
matters than he found was the case at the particular under- 
takings he visited. He has evidently taken it for granted 
that those places must necessarily be typical of all the rest. 
When he has had the opportunity of visiting a greater 
number of central stations, possibly he will change his views 
somewhat. Quite properly he condemns the “ shrieking 
American business tactics” he has seen described in 
the Press, which, of course, are useless for appli- 
cation in this country with its conservative people 
and restrictive legislation. It must not be overlooked, how- 
ever, that there are sound business principles behind these 
tactics, which apply equally well here, though the mode of 
presentation to the public must be different. These 
principles are somewhat new as applied to British central 
atation practice, but they are no novelty to the business 
warehouses of London, Manchester and other places. 
Though American new business-getting tactics may seem to 
be extreme they are very effective in the land of their origin, 
and their very description affords the thinking central Station 
manager an opportunity for thrashing out the underlying 
principles, and then making his own adaptations that will 
suit the inhabitants of his supply area. 

A supply of suitable pamphlets collected together in a show- 
room seems to be the best, means of advertising, according to 
this report. This, however, is the main fault of the practice 
of many central stations, that the advertising literature never 
gets any further than into the bands of the particular few 
who visit the office or showroom of the undertaking. Many 
now realise this, with the result tbat at present there are 
over 120 central stations regularly distributing advertising 
matter either by post or by delivery from house to house. 

The reporter concludes his remarks on publicity methods 
with some observations to the effect that he had ascertained 
that there is nothing better for the successful operation of 
an undertaking than esprit de corps founded on a bonus 
system. It is not usual to associate esprit de corps во closely 
with financial considerations, but there is no doubt that the 
idea to which he has referred, is a very sound one in 
practice. It is certainly to the best interests of all on the 
staff of a central station, that each individual should do bis 
best to make existing consumers satisfied, and exercise his 
influence among those non-users of electricity with whom 

e comes in contact, in order to get them to become 
consumers. 

The report is open to criticism from the point of view that 
the amount of travelling done was insufficient to gain a wide 
enough experience to ensure the accuracy of all the conclusions 
reached, but, nevertheless, the report in itself is an excellent 
one, and the author and holder of the travelling studentship, 
Mr. Robert McCourt, is to be congratulated on avoiding 


the “ dry-as-dust method of describing a visit to a series 
of stations. His manner of striking out in an original and 
very readable way makes the matter of more general interest 
than a description of the catalogue order, however accurate, 
would be. For, after all, the value of а comparison of 
methods of central station operation is to be found in the 
principles underlying the reasons for the adoption of certain 
apparatus or schemes, not in the actual apparatus and schemes 
themselves, except in so far as they are adapted to attain the 
end desired. 


——— eee 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. Оң TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer’s name and address in our possession. 


Direct Supply. 


I have, as a contractor, read with much interest your 
letter from the Windsor and District Electrical Co., entitled 


„Direct Supply," and I think that it calla attention to a 


state of affairs which requires remedying without delay. 

At the same time, however, I do not think it fair that the 
wholesale houses should be blamed for this, as the following 
two reasons will show that the electrical contractors have 
only themselves to thank for the position they now find 
themselves in, and that the general public think they are 
entitled to a trade discount, which is the legitimate profit of 
the contractor :— 

1. In their eagerness to secure installation business, con- 
tractors, in order to cut out their competitors, constantly 
offer to divide the trade discount with their client. It 
is owing to this fact that many private individuals with whom 
I have had business transactions feel that they are fully 
entitled to the whole of the allowance off the wholesale lists, 
and when told differently, take their business elsewhere. 

2. It is now а frequent practice of many of the large 
stores to allow their clients a fairly liberal discount off any 
electric light fittings purchased, which they can fully afford 
to do when carrying out furnishing schemes, &c., but, without 
any thought for the smaller contractor, who cannot fall back 
upon other lines for his profit. 

The above two instances clearly show how the term, 
* trade discount,” is a misnomer, but at the same time I quite 
fail to see why, because the trade are justly allowed a discount, 
there is any reagon why it should be handed to the public 
generally. 

Furthermore, I have recently seen that certain manu- 
facturers of proprietary articles, such as tantalum and O«ram 
lamps, have done their utmost to maintain the price of 
these to the consumer, but I am afraid they have not in every 
instance met with the assistance from the contractors that 
their efforts deserve. 

The Electrical Contractors’ Association has a very large 
membership, and much influence. Let it, therefore, pass a 
stringent rule whereby all its members agree that under no 
circumstances will they pass their trade discount on to any 
private individual, and if this rule is strictly adhered to 
(surely the contracter would be only too pleased to do this), 
then it will goa very great way to removing the present 
existing system, which is not only highly unsatisfactory to 
the contractor, but must also be во to the wholesale houses. 

Apologising for having trespassed to such an extent on 
your valuable space, which trespass can only be justified by 


the importance of the principle involved. 
A Contractor. 


I have read with interest the letter on “ Direct Supply,” 
published in the ELECTRICAL REVIEW of the 20th inst. 
from Mr. Т, Bridgen, manager of the Windsor and 
District Electrical Co., and will you kindly permit {о gay 
through the columns of your valuable paper, that I have 
received letters from customers who informed me that they 
could procure goods from ...... & Co. at 15 per cent. cheaper 
than my estimates, which have been given at list prices. 

I recently had an order, * Please supply ...... lamps as 
list " and a few days afterwards received a letter 


’ 
D 
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reading: “ Can procure ...... lamps at 25 per cent. less than 
list price, if you cannot do them the same, cancel order.“ 
Another instance is where I am asked to quote for a certain 
make of switchgear, and after estimating for same, I am 
informed that Messrs. ...... & Co. who are not directly in 
the trade, can procure the very same switchgear exactly at 
the same price as I can. 


It is time this kind of dealing was extinct, and I would 


like to call the attention of all interested to an advertisement 


issued by the Sunbeam Lamp Co., Ltd., and published 
in the ELECTRICAL Review of November 20:h: “ Sun- 


beam M:tal Lamps, Protection of Trade Interests.” 


If all electrical manufacturers would carry this out very 
stringently, and not sup ply others than tho-e actually in the 
trade, and again, only supply to the trade at one price, and 
have a signed agreement that the lampe or other electrical 
manufactures should uot be resold at a less price than that 
fixed by the company, it would make things much better for 
all concerned. | 

I would like to see this system with every kind of 
electrical manufactures. - 

| E W. J. Cox. 
Netherton, Dudley, November 23rd, 1908. 


Electrical Driving in Cotton Mills. 


There is much in Mr. W. Н. Booth's article which is 
open to criticiem, and many points to which exception 
might be taken, but I desire only to make some remarks 
regarding і.е figures given in the tables in your issue of 
Novembe: 20th. 

I think the sum of £600 allowed for the engine house 
(Est. No. 1) is very low and out of all proportion to the 
figure of £400 in estimate No. 2 for the turbine house, 
seeing that the floor area of the latter would only be about 
25 per cent. of the former, presuming that, as is probable, a 
horizontal engine is contemplated. Furthermore, the room 
would not need to be nearly so lofty. However, I accept 
the estimates for the capital and running costs for the 
mechanical rope drive as given, i.e., £18,435, and £5,559 
per annum respectively. 

In estimate No. 2 the price for the turbo set and condenser 
is given at £6,600. As I write I have before me an estimate 
from one of the leading makers of such a plant, including 
motor-driven condenser pumps, the price being £4,500, 
delivered and erected ; the condenser to give 28 in. vacuum 
(barometer 30 in.) with cooling water at 75° F. The steam 
consumption of tbe set with this vacuum, 160 lb. steam 
pressure and 100° Е. snperheat, to be 17} lb. per Kw.-hour 
at the generator terminals. 

Assuming that the steam consumption of the engine in 
estimate No. 1 ia 11 Ib. per 1.H.P.-hour, we find that allowing a 
mechanical efficiency of 88 per cent. this is increased to 
124 lb. per BH.P.-bour, or 16:8 lb. per 14 »H.P.-hour, 
equivalent to 1 KW.-bour at tbe generator terminals in 
estimate No. 2; thus the steam cc.nsumption of the turbo set 
is only 2:7 рег cent. greater than that of the reciprocator 
instead of 1177 per cent., as indicated in the article by the 
figures for the coal bill. 

Under there circumstances, the capital cost of the boilers, 
&c., should be made the same in each case — i.e., £2,400, 
and the weight and value of the coal in estimate No. 2 
reduced to 3,954 tons and £2,471 respectively. 

Four thousand pounds is allowed in estimate No. 2 for 
cables, switchboard and motors. This, again, is too high 
unless individual driving is in part allowed for, which 
system is not generally adopted. I have made inquiries, 
and find tbat the actual cost of the item mentioned in the 
case of a new mill in Lauca-hire of the same size which is 
electrically driven, was £3,400. Estimate No. 2 should, 
therefore, be further amended accordingly. 

As regards lighting, this can be and is generally carried 
out from the каше three-phase generator as is supplying 
power, with entirely satisfactory results, Consequently, the 
additional £560 allowed in the estimate should be removed. 
In this connection it i8 interesting to note that the estimates 
given in the article allow £1,710 for the lighting in the 
case of the electrically-driven mill, and only £1,450 for the 
rope-driven installation, although the lighting plant and 
number of lamps are the same for both cases. 


— — — are mag 


Now, taking into account the reductions in estimate 
No. 2 referred to above, all of which I know to be fair and 
not cut figures in any way, we find the total capital coat of 
the electrical installation on the basis given to be £18,430, 
or practically the same as for the mechanical rope drive; 
but it will be appreciated that for the value of the land and 
space occupied by the larger engine room and the rope race 
(the latter often reducing the room which might otherwise 
be useful for productive work by some 5 per cent.), the 
balance is decidedly in favour of the electric drive from the 
capital cost point of view. 

From the above figures the running costs for the electric- 
ally-driven mill will be seen to be :— 


Coal, 3,954 tons, at 12e. 6d. ... 5 as we £2,471 
Wayes as in the article сез „ ооа e. — 925 
Oil and stores, as in the article д TE ied 75 
Insurance, as in the article ... з ios .. 258 
Rates, 76. on 5 per cent. of £18,430 ... ii 323 


Interest and depreciation ou £18,430, at 12 per cent 2,212 


| £5,664 
or equal to 0°486d. per unit. 

This slight additional running cost (007d. per kw. hour) 
over the rope drive is surely many times out- balanced by 
the many advantages gained, notable among which may be 
mentioned ;— 

1. Flexibility in the arrangement of the mill. 

9. Flexibility in the running of the mill, especially when 
short time or partial overtime haa to be worked. 

3. Improved turning, and consequent improved product 
and greater output. ‘ 

4. Elimination of all heavy rope drives which, in the case 
of a new mill, will allow of reduction in the cost of the mill 
itself. 

5. Leas interruption to the light owing to the decreased 
number of shafts, belts, ropes, &c. 

6. Abolition of the rope race, giving greater . room for 


productive work. 


And many other minor advantages which it is unnecessary 
to enter into here. In an old mill these advantages are 
generally more pronounced than in the case of à new one, 
while often vertical shafta, bevel gears, and many awkward 
drives, are eliminated. | 

Finally, a few words regarding estimate No. 3 (Capital 
Outlay) :—Motors, cables and switchboards should be re- 
duced to £3,400. Transformers (£1,000) should be 
eliminated, as these are invariably furnisbed by the suppliers 
of the current. Thus the total capital cost should be reduced 
to £7,680, and the running coste at the price per KW.-bour 
given, to £7,446. It must be remembered, however, that 
moet supply companies and the larger Corporations will give 


a far lower figure than 56254. per KW.-hout for power loads 


of 900 KW. 


I enclose my card. 
d. I. 


City and Guilds Honours Examination. 


Judging by the report of the Examiners in Electrical 
Engineering at the recent City Guilds Examination, the new 
Honours Syllabus cannot be said to have made matters 
better. 

The fact that of those who sat 77 per cent, failed, seems 
to show that the questions set were not a fair test of their 
knowledge. То a candidate who must be attending а recog- 
nised laboratory and lecture course, the attempting of 
four questions out of the five set in the second paper does 
not give much range of choice in showing what he knows of 
the special branch he is studying. In the first, or general, 
paper six questions were set, of which five might 
attempted ; the range of question extended from the design 
of a lifting magnet to tbe torque-speed curves of a three- 
phase reversing motor! As there examinations are beld for the 
Advancement of Technical Education, would it not be better 
to give a larger choice of questions, and во give candidates 
a better chance? The evening student needs encourage 
ment, and it seems a pity that only one of the examiners 


comes in contact with the evening students, who form by 


far the larger number of the candidates. By-the-by, I 
notice that in the programme of а well-known London 
Polytechnic appears the following statement in connection 
with a course on “ Electrical Instruments: 
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* Students who diligently follow these lectures and the 
connected laboratory work should be well prepared for the 
Honours Examination in Electrical Instruments of the 
City and Guilds Institute in Electrical Engineering.” 

Would that this were so, with so capable a lecturer, but 
alas! with the present system of setting so few questions it 
is all a matter of luck. 

With reference to the difficulty of obtaining qualified 
teachers, mentioned in the report, the writer can only add 
that the qualifications of some of the teachers who are at 
present recognised are, like Sam Weller's knowledge of 
London, “extensive and peculiar." It is evidently not an 
essential qualification to have had practical experience with 


a commercial firm. 
Honours. 


4 Powerfal Station Staff. 


“ Efficiency " mentions a station staff which may be 
neces-ary, but which seems to outsiders rather eluborate. I 
would point, however, to the Swansea staff. In 1906 this 
station had a maximum load of only 787 KW., and made a 
net profit of £349. | 

This staff, consisting of one chief and 12 assistants, 
which, moreover, does not include office staff, seems rather 
elaborate as compared with, say, Partick, which in 1906 
had a maximum load of 1,018 Kw., and had a staff com- 
posed of one chief and five assistants. As I said before, it 
is not for outsiders to judge of any staff, it depends upon 


circumstances. 
Chief Eagineer. 


Electric Signalling. 


My attention has just been directed to the article in your 
issue of the 13th inst. on the subject of Capt. Gardiner's 
proposed system of cab sigual and electrical control of run- 
ning trains. Capt. Gardiner is at present en roule to 
India; it wil be some time, therefore, before he can 
reply to your remarks, and as it is undesirable that your 
aruicie should be considered as, by any means, the last word 
on the subjec. of cab signals and electrical control on the 
lines proposed by Capt. Gardiner, I venture, meanwhile, 
to crave permission to occupy a portion of your valuable 
Space in replying to your objections to the system of cab 
signals and electrical train control advocated by Capt. 
Gardiner, objections which are raised mainly on general, 
rather tuan technical, grounds. 

Your article characterises Capt. Gardiner’s proposals as 


“impracticable,” and the main grounds for this sweeping - 


condemnation appear to be that you assume that Capt. Gardiner 
proposes to dispense altogether with signalmen and all the 
appa'atus they operate or control. | 

Starting from this assumption, it is argued that junction 
working cannot be dealt with without human judgment ; that 
an automatic system cannot select, cannot re-arrange traffic 
or perform the simplest shunting operations or deviations 
from the organised service, &c. Capt. Gardiner is an officer 
of some considerable railway experience, and he might surely 
be given credit for the knowledge of the fact that an auto- 
matic machine simply performs the work human intelligence 
has set ip to do, aud that where variations from the work it 
is set to perform are required from it, human directing 
power must come in. 

No such foolish claim is made for the suggested new 
system of train signalling and control as that it dispenses 
with the human brain. Brain control of the intricate pro- 
blems of railway train working is, of course, essential, and 
no railway official of experience would propose to tie down 
the varying operations of shunting, &c., to the entire auto- 
matic control of any machinery, whether on Capt. 
Gardiner’s or any other system. 

Capt. Gardiner's so-called “ dictum " that “ with auto- 
matic signalling as far as indicating the condition of the track 
15 concerned, manual control is not only superfluous, but 
undesi'abie," has, I think, been misunderstood from failing 
to attach proper weight to the words in the portion which I 
have underlined. 

All I understand Capt. Gardiner's dictum to mean is, 
that manual control of the mechanism by which the track 


itself is made to indicate its condition (clear or blocked), is 
not only superfluous, but undesirable, and this I venture to 
think is an “axiom,” not a “dictum,” and is a very 
different thing from claiming that brain control is not 
required at junctions, stations, &c. 

‘fhe working of Capt. Gardiner’s model of а station 
yard, exhibited brain control to the fullest extent, and 
indicated how the brain control at the station conveyed its 
orders or instructions to the driver. It being impracticable 
to place humans on the little model engines, or in the 
station yard, has apparently misled people into thinking 
that the human element was being eliminated altogether, 
although in demonstrating the working of the model Capt. 
Gardiner over and over again explained that this was not 
thought of. The essence of the new aystém of working may, 
I think, be said to be not to remove human control, but to 
ensure, a8 far as humanly practicable, that the instructions 
conveyed to the drivers shall not be overlooked through 


inadvertence or any other cause. There is no desire to 


interfere with the responsibility of the human in charge of 
the machine, he will be as responsible as ever, but he is being 
safegnarded to a very important extent, against any in- 
advertence possibly leading to most disastrous results. The 
humans to whom are entrusted the anxious and arduous 
duties of running опг trains and controlling their movements 
will, I believe, welcome such alleviation of their trying task. 

The next serious objection raised to Capt. Gardiner's 


‘proposed cab signal as a substitute for an outeide semaphore, 


is that it has “the inherent and ineradicable defect that its 
failure will retard the train thronghout its whole journey.” 
In the case of a cab signal going out of order, which is 
presumably the contingency in question, the one engine and 


‘the one train is inconvenienced until the apparatus on that 


engine is repaired or replaced. In the case of a defective 
outside signal applicable to all trains, every train is incon- 
venienced over the local section which tbat signal controls 
until it is repaired or replaced. The question is, which of 
these objections is the greatest ? When cab signals become 
an every day item of railway equipment, they will be 
standardised and so perfect, that their. lisbility to go out of 
order will be minimised, and will, it is hoped, be almost 
negligible. Spare apparatus would, moreover, be kept on 
the cab or in the biake vans or at stations as was found 
most suitable, and drivers would reudily learn the art of 
exchanging them when necessary, in a very few minutes. 
Electrical working has a tendency to alarm people to begin 


` with, but electrical machinery and apparatus of all kinds is 


becoming 80 common nowadays that it is ceasing to be the 
“bogey it was. 

The next objection raised is that if the new system were 
adopted old plant would have to be “scrapped.” I am 
afraid this is too true. Old men and old machines have to 
be “scrapped” daily. It is the price we have to pay for 
living in a progressive age—no new idea can be taken up 
without involving something in the form of “ scrapping,” 
and so far as this is concerned the present proposal is no 
worse than any other improvement ; visit any railway in the 
world that keeps itself even moderately up-to-date, and this 
operation of “ scrapping " will be found to be going on all 
round. It is practically unavoidable that it should be so 
until we reach the “ perfect" stage which, I presume, will 
be in the miilennium. 

lam afraid I am trespassing too much on your time and 
Bpace, and I will notice, therefore, only one point further. 
In the article it is stated that “ mechanism of this type is 
no more infallible than man." Now, this “dictum ” seems 
open to considerable question. The mechanism can go out of 
order and fail to work, giving in that case a stop signal. 
Man, on the other hand, can go out of order and do very 
much as he likes. Under such circumstances, his infalli- 
bility seems of a lesser order than that of a machine. 

Capt. Gardiner’s system of cab signals and electrical train 
control applied to running trains means—first, the sub- 
stitution of a continuous signal constantly visible indicating 
the condition of the track (clear or blocked) of the next 
gection ahead in place of an outside signal only temporarily 
visible on passing fixed points—and, secondly, it compels 
attention to the signal, which cannot, therefore, be overlooked 
or disregarded inadvertently. 

When the travelling public recognise the additional 


| фы — й | 


— . ͤ ũwſ m — !.... 
' Е 


960 


THE ELECTRICAL REVIEW. [Vol63. No. 1,619, Dzomwsxs 4, 1908. 


en ———— —————— 


safety obtainable from such appliances, train working on come 

such lines will be introduced, although it involves some 
“ scrapping.” The advances that are being made in auto- 
matic track circuit working and the experiments already in 
progress with forms of cab signals and of automatic control 
indicate pretty clearly that the railway world recognise this 
fact. Capt. Gardiner does not claim to be the only person 
who is working at these problems. Finally, it is necessary 
to get out of one’s head that the system proposed means the 
abolition of all human control or the abandonment of the 
utilisation of man’s reasoning powers. Apologising for the 
length of this communication, 


R. Gardiner, Lt.-Col. R.E. (Retired). 
London, S.W., November 25th, 1908. 
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APPLICATIONS FOR PARLIAMENTARY 
POWERS. 


BeLow we give particulars of the applications that have 
just been lodged by different parties, municipal and company, 


for powers relating to electric light and power, tramway | 


and railway undertakings :— 


(a) Electric Light and Power. 


Aldershot Gas, Water and District Lighting Co. (electrical 
supply powers).—Construction or purchase о electricity works 
in company's area. Supply in bulk outside area. Repeal of 
powers of Ascot District Gas and Electricity Co. to supply gas 
in parish of Ash. 

Bath Electricity Supply.— Powers to a new company to take 
over Corporation undertaking, and to make agreements for 
bulk and tramway supply to Corporation and Bath Electric 
Tramway Co. Arrangement with Somerset and District Elec- 
tric Power Co. for exercise of powers. 

Biddulph Gas Co.—Permission to apply for powers under the 
E.L. Acts. 

Bradford Corporation (gas, water and electricity).— Bulk elec- 
tricity supply outside area, and mains extensions for same. 
Cardiff Corporation.— Further provisions as to electric lighting 

underteking, and as to sppply of electricity in bu k. 
Chesham Electric Light and Power Co., Ltd.—Extension. 


Supply powers for Hemel Hempstead, Great Berkhampetead, 


Berkhamprtead and Amersham. 

Cleethorpes Urban District Counci]l.—Amendment of 1900 
E.L. order, and eundry provisions a8 to supply. 

County of Durham Eleetric Power Supply Co.—Agreements 
between this company, the Newcastle-upon-Tyne Electric 
Supply Co., Cleveland and Durbam Electric Power Co., County 
of Durham Electric Power Distribution Co., Ltd., and Northern 
Counties Electric Supply Co., Ltd., for connecting up 
generating stations and works and supply of electricity. 
Many other provisions. 

Herne Bay Urban District Council.—Provisional order for 
electric lighting. 

Hindhead and District E. L. Co., Ltd. (eddress Tower Road, 
Hindhead, Surrey).— Extension of area to rural districts of 
Farnham, Hambledon, Alton, Petersfield, and Midhurst, and 
other electricity supply provisions. 

Holsworthy.— Provisional order applied for by Christy Bros. and 
Co., Ltd., Chelmsford. 

L.C.C. (General Powers).—Utilisation of the premises on the 
Victoria Embankment now used for a generating station for 
meter testing and any other purpose in connection with electric 
supply, or for the accommodation of the Council's staff. 

Macclesfield E.L. and Power Co., Ltd., 263, Oxford Road, 
Manchester, seek a provisional electric lighting order for 
Macclestield. 

North Metropolitan Electric Power Supply Co.—Extension 
of powers for supply of energy in Hendon, Finchley, Friern 
Barnet, Hornsey, Walthamstow, Chingford, and Waltham Cross, 
and to traction «nd authorised users; overhead wires; addi- 
tioual capital, &. 

Southampton Cor poration.— Extension of supply powers to 
North and South Stoneham. 

Staines.— Prov. order for the Egham Electric Lighting Syndicate. 

Stuur bridge.— Electric lighting powers are applied for by UDC. 
Revccation of 1899 Order. Annulment of deed of transfer to 
Shropshire, Wercestersbire, &c, Power Co. 
electricity in bulk. 

Turten Urban District Council.— Prov. 
lighting. 

Wahellerd Corporation.— Various emall provisions concerning 
the conduct of the electricity undertaking ; also as to the ais- 
posal of prc duce of refuse destructor. 

Walton-on-the-Naze,— Electric lighting powers within the Urban 


District are being applied for by the Coast Development Cor: 
poration, Ltd. 


Power to obtain 


crder for electric 


Wells Gas Light Co.—The company seeks authority to make 
application for powers to supply electricity. 

West Kent Electric Power To., Ltd.—Transfer of certain 
powers of the Kent Electric Power Co., &nd of powers con- 
ferred by the Bromley R.D.C. electric light order of 1903 to 

the above company. Amendment of 1903 order as to сош- 
pulsory works and purchase. 

York Town and Blackwater Gas Co.—Electricity supply powers 
are sought from Frimley, Hawley-with-Minley, and Yately, 
Sandhuret, Crowthorne, Finchampstead and Wokingbam 
Ea, Berke. Repeal of Camberley and District E.L. Order 
o ' 


(b) Electric Tramways. 


Anglo-Argentine Tramways Co., Ltd.—Re-organisation, те 
arrangement and increase of capital. 

Bolton (orporation.—Various powers as to new tramways, &c. 

Bradford Corporation.—New tramways; also provisions as to 
uae of tramways for goods and mineral traffic; working motor- 
omnibuses by electric traction. 

Bury Corporation.— Various powers, including compulsory run. 
ning over tramways of the Heywood and Rochdale Corpore 
tions, and various provisions concerning the Corporation 
electricity works and department. 

Dudley Corporation.—Further powers for the granting of leases 
of tramways and light railways, including the lines acquired 
or to be acquired from the B.E.T. Co. and four allied com- 


panies. 

Folkestone, Sandgate and Hythe Tramways Co.—Power to 
construct and run tramways on the overhead system. Aban- 
donment of part of tramway in 1906 Act. Lift in Sandgate 
Urban District. Extension of time. 

Gateshead and District Tramways Co.—Additional tramways, 
also power to run trolley cars without rails. 

Keighley Corporation.— Various tramway powers, including 
new lines. 

Liverpool Corporation.—Several new tramways in City of 
Liverpool, and in Huyton-with- Roby Urban District; also 
powers to ron raillese system on tramway routes and else 
where. 

London County Council (Tramways and Improvements).— 
Numerous tramway powers are sought, both for new and 
reconstruction of existing lines. ‚ 

London United Tramways, Ltd.—Through routes, bookings, 
fares and interchange of traffic with other systems; running 
powers over L.C.C. lines. Various other powers. 

Manchester Corporation.—New tramways in Manchester and 
Leven-hulme ; running trackless trolley omnibuses; abandon- 
ment of certain authorised tramway and extension of time for 
others. 

Northampton Corporation.— Prov. order for tramways er 
tensions. . 
Oldham Corporation.— Various powers are sought, including new 
tramways; also supply of electricity to premises outside ares 

of supply, &c. . 

Oxford and District Tramways.— Recission and variations of 
1906 and 1907 agreements between Oxford Corporation and 
National Electric Constrrction Co., Ltd. Extension of time. 
Power to equip tramways on overbead system. . 

Preston, Chorley and Horwich Tramways Со. — Extension of 
time. Purchase of tramwavs from Bolton Corporation. 
Running powers over Bolton, Wigan and Preston Corporation 
Tramways. Traffic and working agreements. 

Salford Corporation.—New tramways, also use of overhead 
electric traction for motor-omnibuses. Powers to 
other persons from supplying electricity in Corporation 
areas, &с. 

Southport and Lytham Tramroad.—Abandonment of under. 
taking. 

Torquay Tramways Co., Ltd.—New tramways in Torquay and 
Paignton. Powers as to electrical system of operation. 

Wallasey U.D.C. (Tramways and Improvements).—A number 
of new tramway sections are specified for which powers are 
gou 


ght. 
Whitworth Urban District Council.—Tramway powert. 


(c) Railway and Telephone. 


Baker Street and Waterloo Rallway Co.— Extension of time 
for works under 1906 Act; Powers to acquire additional lands 
for extension of station premises; abandonment of 
subaays, and other powers. 

Central London Railway.— Extension of tannels and system from 
Bank to Liverpool Street. 

Great central Ratl way (0.— Various powers, including alter 
ing site (authorised in 1903) for electric generating station 0 

| Seaforth and Sefton Junction Railway Co. 

North and South Shields tlectric Rallway.—Revivel and 
extension of purchase powers, and extension of time for com 
pletion of railway and works. : 

North-East Lendou Railway Co.—Extension of time within 
which capital 18 to be subscribed and works commenced. 

North-West London Railway.— New railway, variation and 
abandonment of railways and subway; extension of time; 
working and other agreements witb, and leasing by, the С 
Street and Waterloo Railway Co. Agreements with local 
authorities and companies as to supply of electrical energy. 

Ravenglass and Eskdale Rallway.—New company to acquire 
existing undertaking. Powers are sought as to electric 
traction, and as to agreements for supply of electricity. 
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Watford and Edgware Railway.--Amendment of 1906 Act, 
extension of time, authority to enter into agreements with 
Edgware and Hampstead Railway Co., Charing Cross, Euston 
and Hampstead Railway Co., and the Underground Electric 
Railways Co. of London, Ltd. 

Telephone Arbitration.— Powers to the Railway and Canal Com- 
rp PA 5 differences between Post master-General 
an T. Co. „ as to purchase of the plant, 
assets of the latter. f корнын 


PROCEEDINGS OF INSTITUTIONS. 
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The Testing of Alternators. 
By SraxLxX P. Smita, B.Sc. 


(Abstract of Paper rend before the INSTITUTION OF ELECTRICAL 
ENGINEEBS, Birmingham, November 11th, 1908.) 


Tux author refers to the difficulty of testing large alternators by a 


modification of the Hopkinson method, and describes a method by 
The 


which accurate results can be obtained on a commercial scale. 
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16-pole machine. 
Resultant magnetic pull — pull on generator side — pull on motor side. 


х = North Pole. s — South Pole. 

No-load { — Y» = Flux in generator pole due to field ampere-turns. 
conditions. —p Flux in motor pole due to field ampere-turns. 
. >» = Resultant flux in generator pole due to fleld and 

armature ampere-turns. 
—»—»- = Resultant flux in motor pole due to field and 
armature ampere-turns. 


Short-circuit ( 
conditions. | 


Fic. 1.—DtAGRAM SHOWING UNBALANCED STRESSES IN 
BsBREND's METHOD. 


only method in use to any extent is that of Behrend, wherein the 
field magnet system is divided into balves, and the full-losd 
current ia passed through each half from the mid-point ; under these 
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Arrows represent resultant fluxes. 
48 poles. 90 generator poles versus 18 motor poles. 


Fic. 2.— DIAGRAM SHOWING THE AUTHORS METHOD OF 
TESTING ALTERNATOBS. 


conditions no current can flow in the short-circuited armature circuit, 
if the winding is symmetrical. The current in one branch is then 
gradually reduced, until the desired current flows in the armature 


circuit. This method, however, has the defect that the machine is 
magnetically unbalanced, as shown in fig. 1, not only at no-load but 
also at fall-load. That this is so, in spite of the apparent neutral. 
ising effect of armatare reaction, which atrengthens the motor field 
and weakens the generator fi Id, is readily seen from consid ration 
of the fact that if the motor side pull equals the generator side pull, 
the respective magnetic fluxes must be equal, in which case no E.M.F. 
can be generated in tbe armature. : 

The unbalancing may not give trouble in the case of large low- 
speed alternators; but with high speed machines the vibration set 
up is dangerous. A large three-pbase generator, 6.600 volts, 342 
amperes, cos ф = 0'9, with 12 poles, and running at 500 R.P.M. was 
recently built and tested at Messrs. Siemens Brothers’ Dynamo 
Works, Ltd., Stafford. On applying Behrend's methods of testing, 
it was found impossible to ran the machine even at a low load at 
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Fic. 3.—CurvES SHOWING TEMPERATURE Rise OF Stator Сови 
IN SMILAB МАСНїНЕ5 TESTED BY VARIOUS METHODS. 


f 


anything like the normal speed, owing to the severe vibrations of 
the stator. 

The author then modified the test, symmetrically disposing the 
motor poles amongst the generator poles, so that the whole revolv- 
ing system was balanced with respect to the shaft, and this proved 
satisfactory mechanically, but not electrically ; for the current in 
the motor fields being only 10 or 20 per cent. of the normal value, 
the heating is not normal, and the difference in the cage of the 
high-speed machine above mentioned (which had to be totally 
enclosed to reduce the otherwise intolerable noise) due to this 
would be considerable; further, the core losses in the stator iron 


ате not normal, and the resulting temperature rise, as shown in 
fig 3, is incorrect. 

To overcome these objections, the author devised ап alternative 
method. Tnere must be no dangerous resultant pull with respect 
to the rotor shaft, and the full-load exciting current must be em- 
ployed, with full-load armatare current and full-load core losses, in 
order that correct results may be obtained for the temperature rise 
and efficiency ; the exciter also can then be tested under normal 
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TABLE I.—TEMPERATUBE RISE OF STATOR COBE IN DEGREES O. 
(3ee curves in fiz. 3) 
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Machine No. I. IL. III A. a ш B Ta 8 
n D dr cs rend' ith’s ^ 

cree A | 410 E 470 кү " 1 a К ек j as 
Е a d cos = 4%). (СОВ e. FU) Oles v. oles v. 
Time in hrs. ф | o | 30 poles). 24 poles). 30 poles). 

| 
„„ 55 ar: 

05 120 | 153 183 107 190 

10 23:5 | 236 dX 26 5 15:2 23:3 

1:5 282 : 237 310 195 , 275 

2°0 320 29°4 34°1 199 30°5 

2°5 337 | 360 36:8 20 7 33:0 

30 35:0 37:5 — 222 34:5 

3:5 36:0 378 — 224 354 

40 35 8 383 — — 36 0 

4 5 37:2 38 4 | — — | 36 8 

50 38 3 =. оу — — 37 2 


| 
1 


* Losses in both stator and rotor same as on 470 Kw. at cos ф = 10. 
і Ошу stator copper losses ваше as on 470 Kw. at сов ¢ = 1°0. 


Norz.— Machines I and II tested on dead load. "Terminal volts, 
2.200; stator amperes, 122; rotor amperes, 111. Machines III A 
and IV tested by author's method. Terminal volts, O; stator 
amperes, 123; rotor amperes, 116. Machine III B tested by 
Bebrend’s method. Terminal volts, 0; stator amperes, 122; rotor 


amperes, 109 in 24 poles, 17 in 24 poles, 
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conditions, To attain these ends, the author puts all the field coils 
in series, carrying the fall-load exciting current; in a given case, 


the machine having 48 poles, 18 of these were reversed, acting 


sgainst the remaining 30, and the distribution was effected as 
shown in fig. 2, eo that the magnetic forces were balanced. With 
full-load. exciting current, the ful!-load current flowed through 
the skort-circuited armature. Fig. 3, in conjunction with the 
accompanying table, shows a number of results obtained, 
the temperature rise being measured at the back of the stator 
core. The curves thow that the temperature rise obtained by the 
author's method agrees closely with that ohtained on a dead load, 
and numerous later tests have confirmed this. The rotor circuit 
was opened in eight places, but four places would often suffice 
as a minimum, as complete balance is not essential; in an 18-pole 
generator, 7 poles were reversed, with satisfactory results. Oscillo- 
graph curves taken with a Siemens & Haleke oscillograph are given 
in the paper, showing the effects of the reversal of polarity, and 
the method of predetermining the number of poles to be reversed, 
in order to obtain full-load current on short-circuit with full-load 
exciting current, ia explained. 

To determine the efficiency, the machine is driven by а motor, 
first unexcited, then normally excited on open circuit, and lastly 
on short-circuit with full-load current, and the driving motor is 
also run light. From the data thus obtained the individual losses 


can readilv be deduced, as well as the total losses, and therefore 
the efficiency. d 


DISCUSSION. 


Mn. A. E. OLAYTON (Stafford), ina written communication, said 


that the author's method was an improvement on the Behrend 
mettod. Whether the iron loss on tbe author's short-circuit test 
was equal to the actual iron Joss on load could only be determined 
by experiment. The total iron loss on the suthor’s test was pro- 
bably a lit'le greater (15 to 20 per cent.“ than the normal full-load 
iron loss, and the efficiency would probably work out a little too low. 
No account was taken of tke increase of maximum flux density in the 


Windings. 


Inductive Load, 
used also as 
Transformer. 


Fia. 4. 


gap and teeth due to distortion of the flux wave. It would be 
best to take the iron loeses as equal to the total losses minus the 
known losses, which could be calculated. 

Dg. SuxPBEB (Birmingham) eaid that in 1893 be bad described 
a test on a revulvipg-armature alterna'or of 100 xw. output, having 
20 poles. [n one case tbe poles were divided into two equal halves 
and excited by unequal currents; in a later test eight motor 
poles and 12 generator poles were uted, coupled up во as 
to be excited by the same current. There remained the possibility 
of simply dividing tbe poles into two adjacent sets and of indepen- 
dently adjusting the ratio of the number of poles, and the ratio of 
the two exciting currents, во as to secure both equal fluxes and the 
right armature current. Under such conditions, the core losses 
and core hesting would be normal, and it would be easy to allow 
for any difference in coil loss. 

Ma В. A. CmaTTOCK (Birmingbam) noticed that the results 
obtained by the author's method of test in nearly all cases showed 
a less temperature rise than was the case wh n the machines were 
tested on dead load. He thought that this was an indication that 
one method was not quite comparable with the other. Iu pur- 
chasing an engine and generator, the buyer did not as a rule 
trouble himself about the efficiency of the genera'or by itself; what 
he wanted to know was how many lb. of steam the engine required 
per kilowatt output of the generator at various loads, and at various 

wer factors. To ascertain this, it was necessary to use a non- 
inductiveload with an arrangement for adjusting the power factor. 
The cost of carrying out such a test in a generating station, where, 
of course, the power could be obtained at a very reasonable figure, 
over а six hours’ run on а 1, 500 Kw. generator amounted to from 
£6 to £8. At the Birmingham station they periodically tested all 
the machines, and he considered that the cost and inconvenience of 
openirg up the field w.ndings, and making the necessary arrange- 
mente for the tert described by the author, w uld render it almost 
impossible to adopt this method in gererating station. From a 
manufac оте r's point of view the test might be very valuable. 

MB. Оввєттісн (General Electric Co., Birmingham) said that 
shortly after the publicatio of the Bearend method he had 
tested two large alternators, using differe: t numbers of poles on 
motor and generator sectious, and uuequal field currents. In doing 
this they aimed to obtain equal fluxes and normal core loss. The 
test was satisfactory and the machines were accepted. There was no 


trouble due to vibration, although in larger machines he had tested 
it became noticeable. There were several dieadvantages connected 
with the authors test. The large number of openings was а 
serious objection, especially at hieh speeds. The distribution of 
flux being different, the core less was affected. Where saturation 
of the teeth was high, unequal flux distribution wonld further 
affect this loss. The leakage was very different to what it would 
be under normal condi'ions. He did not agree with Dr. Sumpner 

. that the copper loss could be determined by calculation based on 
the resistance; the heating of the copper would depend on the 
heating of the magnets and on the ventilation, as well as on the 
exciting current. In designing machines it was necessary to reduce 
the amount of copper used as far as possible, particularly in the 
field coile, and it was, therefore, important to use the maximum 
exciting current during the teat. 

Mn. R. A. Everest (B T.-H. Co., Rugby) said that it was quite 
possible to predetermine the beating of a machine on full load 
from observations of runs made on open circuit and on short- 
circuit. When running on open circuit, preferably at 10 or 15 per 
cent. above normal voltage, the heating was observed on the stator 
core and on the field windings, and aleo that on the inactive stator 
windings, due to condu^tion from the hot core and to the warm ait 
from the fully-loaded field windings. The short-circuit run, during 
which the core loss was negligible and the field losses also small, 
showed the heating of the stator co'ls arising from their own 
loading, and the heating of the core due to the loaded evils. By 
combining results, the heating on full load when both core and 
coils were active cou'd be acwrately predetermined. Не had 
applied the method iu a number of case», subsequent full load 
tests always giving results closely in accordance with the values 
predicted, 

Dr Kross (Siemens Bros., Stafford) said that up to the present 
the method bad heen systematicallv applied only by Siemens Bros. 
He hoped that other firma would follow, and that the method would 
be adopted as a stándard. It was not definitely clear whether the 
total iron losses in the machine on op: n circuit would be bigher or 
lower «ith tbe Smith method than when running under normal 
condi'ions of field. When the machine was short circuited the iron 
loss might well be greater than under ordinarv load. This, bow- 
ever, was fair towards the customer, as the machine would actually 
be fested under worse conditions than with normal load. 

Ов. D. K. Monnis (Coventry) said the drawback to the Behrend 
type of test was the irregularity of the magnetic conditions огеш: 
ring wherever the field winding was opened. The recent paper by 
Mr. R K. Morcom and himself had shown that a test was row quite 
possible in which the points of the open-citcuit and short-circuit 
tests were combined, while at the same time hardly any power жах 
required. It was merely.necessary to connect the alternator to an 
indactive load of the type described, running the generator't full 
voltage and current and at approximately zero power factor. 

Dg. Monnig in agsubsequent written communication, suggested 
that the inductive test could be modified in the simplest manner to 
give circulating power in conjunction with inductive load. The 
mid-point of each phase of the main generator winding could be 
connected with a point slightly removed from the mid-point of 
each choking coil. In-phase circulating current would then flow, 
one-half of the alternator winding acting as generator and supply- 
ing one-half of each of the choking coils with energy, which would 
be transformed and delivered hack by the other or secondary half 
of each coil of the remaining half of the generator windings, 85 1M- 
phase motor current (see fig. 4). Rather larger chokir R coils (say. 
by 40 per cent.) would be needed for such a test than for that of 
zero power fa-tor. But very much larger transformers sfill ‘six of 
seven times as large) would be needed if an at:empt were mate to 
do a similar test without the out-of-phase component of current. 
The test could conveniently be arranged at as high as 75 or 8 pt 
The field windings would nat be interfer d with in any жау, 

Мв. A. T. BARTLETT (Birmingham) said that it would be а great 
advantage to have a recognised test that could be put forward and 
accepted without question by engineers generally. In his opinion 
the Behrend test included splitting the fel! into unequal parts; he 
had experienced vibration troubles, due to unbalanced forces, and 
on this account he had already arranged teste in which the field 
was split into four parts. 

In bis replv, to be communicated to the next meeting the author 
says tbe question of core losses has not been overlooked in his 
paper, as it will be seen that he regards it as tbe crit-rion of the 
test. He agrees with Mr. Clayton that the iron losses when running 
on open circuit will be slightly less than when the poles sr 
normally connected and excited with the same current. Te later 
tests all show that the full-load iron losses usually come out from 
15 to 25 per cent. too high compared with rormal conditions; 
this will not have a very great effect on the total, and 
it is on the safe side from the buyers point of view 
He does not think any advantage would be gained by dividing ue 
field into two parte only and trying to obtain equal fluxes by 006 
different exciting currents; this method might easily result in an 
increase of 50 per cent. above normal in the rotor cop»er losses, 
and this would also ай. ct the temperature rise of the stator. Tbe 
sum of the two exciting currents would be considerably greater 
than the capacity of the exciter; and if one of the field c reuits 
became broken, which might happen with the temporary connect- 
ti us used in a test house, the results might be dia st roua. He finds 
tha: the temperature rise with his method is a trifle big er than the 
actual, which ja, no doubt, due to the extra Iron ЫЫ 
He does not think it possible to apply the test to machines hat 
less than six or eight poles. Нз is inclined to believe that the 
results obtained by Mr. Everest’s method of testing were acc 
dental, for neither on open circuit nor short circuit did correct 
heating or cooling either in stator or rotor obtain. 
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Domestic Electricity Supply Tariffs, 
By W. R. Coopgr, M. I. E. E. 


(Abstract of Paper read before the INSTITUTION OF ELECTRICAL 
ENGINEKkBRS, London, November 26th, 1908.) 


Тнв tariffs at present in vogue have been devised mainly for 
consumers requiring light, and offer little encouragement to the 
extension of electric beating and cooking. The fl«t rate is simple, 
but renders the cost of heating and cooking prohibitive. The 
maxin.um demand system was formulated by Mr. Arthur Wright 
when lighting atone had to be consisered, and was sound in 
principle, but the popular difficulty in understanuing it has led to the 
offer of an alternative flat rate which robbed it of its value; it also 
restricts tbe use of the supply for other purposes, and takes no 
account of the time at which the supply ia t. ken. Combining а 
flat rate for co king and beating with a muimum demand rate for 
lighting has the disadvantage f requiring a duplicate meter and 
separate wiring. The contract demand ” system of Mvssrs. Hand- 
cock & Dvkes also is not suitable for domestic supply. 

No tariff will eliminate the peak-load due to lighting; but the 
domestic power load ma* be developed so as to render the peak 
unimportant. То a house fitted with 80 30-watt lamps the maximum 
load is, say, 1:5 Kw.; a single radiator and a teapot make a load 
greater than the whole of the ligh'ing. so that a domestic power 
load three or four times as great as the lighting load ie not beyond 
possibility. The tariff to cultivate such a load n ust be simple, uni- 
form for lighting and power, independent of a maximum demand, 
and yet capable of discriminating between the lighting and the power 
load, for the heavy capital charges and inefficient production in the 
case of the lighting supply cannot be disregarded. 

The charges peculiar to the peak load muet be provided by a 
special yearly psyment, thé rate per unit being otherwise small and 
uniform. 

Mr. F. M. Long states that the annual consumption amounts to 
about 7 units per E of assessment in Norwich and charges 12 ner 
cent. onthe net rateable value plus Id. per unit. At Wrexham the 
charge is 124 per cent. and 1jd. perunit. The rateable value of a 
ho'se, however, has little to do with its electricity supply. 

The two-rate meter system dis ourages a peak load, but, unfor- 
tunately rertricts the use of electricity for beating and cooking as 
well as for lighting, and does not provide a sati-factory solution. 

An annual charge per kilowatt of lamps installed, plus à small 
charge per unit, posses-es advantages, but necessitates inspec’ ional 
visits at intervals. The charg- s would be, вау, of the order of 4s. per 
30-watt lamp per annum and 14 per unit. 

The flat rate part of tbe tariff must not be fixed too high ; under 
ordinarily favoursble conditions, the coat of gever-ting energy for 
domestic power supply will full between the limits of 0:43d. and 
0'78d. per unit, the load factor of this supply being 25 per cent. 
Allowing the cost of additional plant and mains to deal with 
domestic power su'ply to be £50 per kilowatt, irt«rest on the 
capi al outlay will bring the total cost of the eupply to а val.e 
between 0 77d. and 1 12d. per unit. In many cases $ і. per unit for 
the flat rate part of the tariff mi- ht be adopted with ad vantage. 

To heat a room of 1500 to 2000 cb. ft. r quires { to $ cwt. of 
coal per day of 12 hours, costing 441. to 5d. per day. A radiator 
copsumiug 1 Kw. would take 12 units if kept full on, or 9 units if 
used at balf-rate for half the time. The heating of houses on a 
large scale electricallv cannot, therefore, be expected with electrical 
energy at present prices. Tne radiator, however, has the advan- 
tages of cleanliness and portability, and is very suitable for 
beating cmall rooms and bedrooms. Bodies of water might be 
Leated at a cheap rate during the night, giving out the heat during 
the daytime. 

The electric flat iron, extensively used in-America, always clean 
and at the proper temperature, appeals strongly to the housewife, 
The revenue derived from them is considerable, and they provide 
an essentially daylivht load. 

Information should be furnished to prssible consumers not merely 
as to the cost of cooking apvaratus, and the cost of cooking with if, 
but also as to the cost of cooking with coal or gas— particulars 
of which be knows nothing, though he uses these agents. The 
average kitchen range ів a most inefficient apparatus; it has the 
one virtue that it provid-s the supply of hot water as a by-product. 
In a household cf eight persons it was found that. 125 gallona of 
hot water were used per day, at a temperature of about 125° F. 
The efficiency of the ordinary hot water system is extremely poor; 
if electric heating were adopted, an efficient system could be 
inBtelled, but the cost of the energy (29 units in the case cited) is 
prohibitive. At 44. per unit the cost would be 1s. 24d per day, 
whereas coal for cooking a: d heating water cost ouly 94d. per day. 

Electric co king, apart from Без1їпр water, is exceeding!y clean, 
controllable, aid certain; unlike gas, it imparte no taint in grilling, 
and produces very little smell, white it is coul and can be employ ed 
in any room. Miss O., D.] Seaver's experimente* on cooking meals 
showed that electricity at 2d. per omit cost about twice as much 
аз gas at 4s. per 1000 cb. ft.; Mr. J. R. Cravatt f found that 
electric cooking at 14d. per unit cost more than gas at 4s. 2d. Mr. 
E. H. Callahan stated that the watt-hours per person per meal were 
264, and other data show that 300 watt-hours is a safe figure. 
Messrs, Isenthal & Co. find that the cost of cooking for three 
persons is about 2 21d. per day, at ld. per unit. 

The high cost of electrical heating and cooking apparatus retards 
development, but cheap inferior apparatus is still more harmful, 
The electric hot-plate, whi-h can be used for beating ordinary 
utensils, should be put forward as a means of educating the house- 
Se еар АО ee MACC ede Ы ара ee 
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holder. Figures supplied by the General Electric Oo. show that 
the efficiency of a self-contained vessel for boiliog water is 87—92 
per cent.; a vessel in good contact with a bot-plate has an efficiency 
of 841 per cent.; but if the contact is bad, the efficiency may fall 
to 32 percent  . | 

Hiring out the simpler forms of apparatus for heating and cooking, 
like the gas companies, is a good р ісу ; the use of such is certain 
to extend largely in the near future. Hotels are more easily 
interested in electric cookirg than private houses. А test hy Mr. J. 
Fleming shows tbat an electric grill used three units, while a gas 
grill consumed 75 cb ft. of рав, the cost being respectively 33d, and 
244. (at 18d. and 28. 10d.). 


DIscuesion, 


Мв. C. Р. ВРАВЕВ, who opened the discussion, considered that the 
author’s figures as to the uee of the maximum demand and flat-rate 
systems of charging were misleading, the flit-rate system being 
more generally used. The ап ог commented on various systems 
of connecting heating apparatus, and the corresponding methods of 
charging, but he (the «peaker) thougbt the most generally adopted 
method— double circuits and meters—had not been referred to. It 
was difficult to obtain data on which to estimate the wattage of an 
installation, as consumers objected to inspections, and pr:ctically 
prevented them. Many people were paying less tban 2d. per unit, 
with the present duplicate meter service, for heating, &c., but the 
great difficulty was the first cost of the heating and cooking appa- 
ratus. For this reason he regretted that the efficiency of the bot- 
plate and separate ves-el was only 32 per cent., asthe use of this 
piece of apparatus with ordinary cooking utensile might solve the 
diffculty. He beld that cheap apparatus was of more importance 
than doing away with duplicate wiring. 

Mr. A. M. TAYLoB (communicated) referred to the Richmond peak 
load diagram given bv the author, which, Mr. Taylor agreed, need 
not have been there, if the company had adopted batteries when 
making its last extensions, He disagreed with the author's table 
of estimated costs for domestic power supply, believing that the 
highest estimate was nearer the possible low limit; he also qz es- 
tioned the chance of there being a 25 per cent. load factor for 
domestic service, and considered that the cost of additional gener- 
ating plant would be nearer £85 than £50 per kw. 

Mz. J. F. С SNELL agreed as to the excessive cost of electrical 

cooking spparatus, which was not so tin ple or robust as that com- 
monly used with pas. He thought there was a tendency to over- 
look domestic heating and (king by electricity. He also 
dissgreed with the author's estimated costa as regards domestic 
power, as thee was no allowance for redemption cf capital; and 
he further depre: ated the use of by · pri duct” prices. 
‚. Мв. Н. W. HAN DCcock, who followed, took exception to the 
author's remarks on the contract demand " system of charging, but 
he agre: d that there ec uld be no bard and fast rule. The makers 
of heating a; parats must greatly improve it be ore the average 
domestic would be able to use it with imputitv. Tbe most promis- 
ine field for domestic heating » as really among cx nanmera wio 
could not afford to psy Ё т their own wiring, and if tupply mi toc- 
rities wert to the extent of free жігі g there would be a further 
increase in financial cburges. 

Ма. EDwaRD Cowan held that electricity sbould be charged 
according to its commercial value, which be d: fined ar that point in 
the relation between tbe “desire to pos- ess on the part ef а con- 
sumer апа the cost of supply at which business resulted. He knew 
that this was contrary to the opinions of many authorities, who 
favoured the view that tbe selling price should accc rd with the cost 
of supply. In support of his argument he adduced ordinary com- 
mercial operations, in which price was a е; вите of value. He 
pointed out that a man might want lig! t, beat or power, and the price 
he would be prepared to par would depend upon the cost of other 
forms of light, heat, nd power, and upon the comp»rative conveni- 
en ce of the electrical form; the fact of electrien y bring the pati- 
cular agent was in material. Cost of production and supply, 
load factor, diversity factor, &c., would і flverce the mutter, 
and the tariff would be framed upon the basis of the strength 
of the demsnd and the cost of supply; in other words, it 
would be adjusted to such a value as coincided with that relation 
between the strength of demand and cort of supply which would, cn 
the whole, secure the best business. The question of equitable 
treatment as between coneumers did not come into the problem at 
all, as, if the charge was according to value, just ice would be secured 
toall. It was, of course, necessary to frame and administer the 
tariff во that low priced units aid not, to any serious extent, dis- 
place high priced units. The problem should be treated ав a 
collective ore, and not as an aggregate of individual pr blems, 

Cot CROMPTON said it was necessary in fran iny tariff- (and having 
regard to tie last spesker’s remarks) to consider bow far the Board 
of Trade would allow an adjustment. Thus, 8d. per unit was a 
moximum price, and if a millionaire used a large house, say, for one 
day a year, it would not be possible to charge him more—although 
the Norwich tariff would result in a bigher charge. He considered 
that duplicate wiring should be abolished ; in West End houses it 
resulted in heating devices being confited to one or two rooms 
only. It was interesting to note a peculiarity of the radiator, it 
made you feel warmer than you really were; you were comfortable 
at a less temperature than with other forme of heating. With 
things as at present, the easiest way of over om'ng the difficu'ty of 
charging, &c., was the adoption of double tariff meters, His firm 
had given up making heating and cvokinw apparatus, owing to 
the trouble involved in dealing with people who rad all.wed 
kettles, &c., to boil dry. He thouglt the production of cold 
by electricity had been much neglected—the problem was 
more important than heating in bot countries, such as India. 
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Mr, W. R. Raw ives was surprised at Col. Crompton’s reference to 
abolishing duplicate wiring; there were three or more sets of wiring 
in many West end houses supplied by Col. Crompton’s Co. Ав 
regarded the anthor’s remarks on wattage of lamps, he disagreed 
with the suggestion that this had any relation to the electricity 
consumed, ав the usage varied very much. The quarterly inspection 
was aleo impossible. It frequently took three days to inspect one 
house. To charge 4*. per lamp, as an annual charge, would penalise 
about 50 per cent. of the lamps in use in West-end houses, where 
more lamps were inatalled than were absolutely necessary, and inci- 
dentally the contractor would suffer. 

Мв. А. P. TROTTER had a premonition that the Board of Trade 
would be dragged into the discussion. He considered that the 
price of a thing was what it would fetch, and that the Norwich 
gystem was an excellent one. 

Mr. W. R. Соорев, in replying, said that it must be remembered 
that it was the middle-class conrumer who offered s*ope for effort, 
and the extent of their installations was known fairly well. It 
would be a simple matter to show exis'ing consumers bow a tariff 


based on total wattage of lamps would affect their account; and as 
lamps al-ne were co'sidered, there would be no restriction on 


plu в. The firat cost of apparatus for cooking was a difficulty, which 
would diminish in proportion to the extended manufacture of t^e 
apoaratna А gauit le tariff would help towards this end. The 
figures of costs had been criticised, but it must be remembered that 
the 1d. limit advocated, was already in use by several under- 
takings. 

The PRESIDENT, in а few concluding remarks, said he thought 
we had got a little further towards the elimination of the maximum 
demand system. We were drifting towards simpler methods of 
charging such as were in vogue for almost every other commodity. 


The Electric Driving of Machine Tools. 


Mn. A. G. SgAMAN (British Westinghouse Оо.) read a paper on 
“The Electric Driving of Machine Tools," before the COVENTRY 
ENGINEEBING Society on November 20th. The condition in which 
the machine was maintained, he said, had a mark d effect on the 
power required to drive it. Iu foundries, shipyards, and boiler 
shops, the estimated power might increase by from 10 to 50 per 
cent., and he instanced a works recently equipped with electric 
motors, where the extra power required by the boiler shop showed 
up at once on the switchboard, leading to prompt overhauling, and 
& reduction of nearly 30 per cent. in the power taken. 

The existence of a limiting speed for a given cut and material, 
introduced an important consideration into the driving of machine 
tools when the catting was being maintained near the maximum 
value, namely, that the speed of the driving gear should remain 
reasonably constant under very considerable variations of load. It 
was necessary, also, to vary the speed of machines for various 
reasons, and the effect of these combined might necessitate, in 
large machines capable of dealing with a great variety of work, 
corresponding speed changes over a very wide range. There wasa 
growing tendency among machine-tool bui'ders to replace the cone 
pullev by a gear box. A “constant geometri^al ratio“ most nearly 
attained the object of erabling any desired speed of the tool to be 
approximated with a given number of changer, and had been 
adopted in practice for general work. The smaller the ratio, the 
smaller was the change of cutting speed which took place with a 
change of gear, and the more nearly did the average cutting speed 
approach to the maximum economical speed. The importance of 
maintaining the maximum suitable cutting speed was not sufficiently 
realised by users of machine tools. The ideal arrangement would 
be automatically to increase the speed of rotation as the diameter 
of the work decreased. The larger the ratio, the more the average 
speed fell below the maximum, and the longer was the time required 
to complete the job. 

It was obvious that а method which enabled the ratio of speed 
change to be reduced to, sav, 1:05, entailing an increace of only 
23 per cent. in the time of cutting, would enable a saving of 7 per cent. 
to 15 per cent. to be made in the time of performing a given cut. Such 
a method was provided by the variable-speed shunt motor, and the 
question of ratio conld be met to any desired extent by increasing, 
at comparatively small cost, the number of contacts on the regulat- 
ing switch. The speed could be varied without stopping the work, 
and no effort on the part of the operator was required to make the 
changes These could be made automatically, result ing in much 
higher efficiency. Tool builders, as a bodv, had not yet appre- 
ciated the peculiar advantage of the variable-speed motor; they 
regarded it aa an extremely conveniert but expensive means of 
disp: nsing with cone pullers or a certain number of geirs. Trose 
who had gone into the question found that for machines requiring 
lese than about 20 to 25 AP, thev could construct a mechanical 
cha: ре-вр=е1 gear box at le-s cost than was involved in obtaining 
the same total range of speed with variab'e-speed motors, and 
they were surprised that, despite this fact, users sometimes 
persisted in specifying machines with variable speed motors 
down to 5 н.р. and even less For outputs of 20 нр. 
and over, the mechanical gear box became unwieldy, the 
gears bad to run at high speeds, and were consequently noisy, and 
the cost reached a point where the alternative of the variable-speed 
motor began to make a favourable comparison. Commenting upon 
the class of tools with a mechanical epeed-change gear driven by a 
single constant-speei pullay suitable for belting to either a 
countersh sft or motor pulley, or easily adaptable for direct driving 
aarding to the raquicam31ts of бле customer, ha observei that 
such all-gaarel headitocks were baing arranged with 4, 8, 12 or 16 
speeds, driven through friction clutches, so that the speeds oould 


be changed without stopping the machine. With such a machine 
driven by a variable-speed motor, with а moderate range of speed, 
an almost continuous change of speed could be obtained over the 
whole range. 

In all ca-es where wide-speed variation was required, individual 
driving, even for comparatively small powers, was likely to dis 
place other methods, but for other cases well-arranged group 
driving was likely to be retained, and for this A С. motors had great 
advantages. | 

In some all-geared lathes, the increase of load caused by throw. 
ing some of the gear changes was such as to produce a sudden 
demand sufficient to trip the maximum current cut-out; in euch 
cases fly-wheels might with advantage bs fitted to the motors. All 
motors driving tools through positive geared drives should be pro- 
vided with maximum current cut-oute, to protect both the motor 
and the tool. 

In planing machines the greater portion of the energy at reversal 
was not expended in reversing the bed and its load, but in тетет 
ing the gear employed to drive it, which, althongh comparatively 
light in weight, ran at a relatively bigh speed. The weights of the 
reversible parts, therefore, must be reduced to a minimum, snd 
those of the constant running parts arranged with as much inertia 
as possible. 

Hign speed tools required an amount of power во much in excess 
of those they replaced, that it was necessary to adopt other methods 
for driving them, and electric driving had been found to provide 
the simplest means of supplying this additional power. 


The Cost of Getting and Drying Peat for Power 
Production, 


By THomas Томілмѕон, B.A. (I.). 


(Abstract of paper read before the INSTITUTION OF Civi, EmorNERBS 
OF IRELAND, Dublin, November 2nd, 1908.) 


IN an address last year, as chairman of the Dublin Section of 
Electrical Engineers, I expressed the opinion that recent develop- 
ments in gas engines, in producer plant, and in by-product recovery 
combined, made possible the generation of extremely cheap power 
at the bogs, provided there was а certainty—in our uncertain 
climate—of obtaining peat carrying 40 to 50 per cent. of water, ata 
certain price. I expressed the opinion that peat could be gut ata 
price which would be covered by the value of sulphate of ammonia 
recovered. Unfortunately I was obliged to rely for my figures as to 
cost of getting peat upon a single authority, and whilst I there 
stated that the drying of the peat was the problem, I now know that 
the problem is twofold—getting and drying—and that in both 
respects the difficulties of the problem are greater in Ireland than 
elsewhere. 

In my opinion the supposed ignorant conservatism of the Irish 
peasant in peat getting and drying is sound, for the man with 
the slane ” can—in a dry summer— get and dry peat at a less cost 
than any machinery that ever came out of Germany. А 

Тһе problem, as I would restate it, is this:--Is it possible in 
Treland-to get and dry peat at such a price per anhydrous ton 
as shall bs covered by the net value of the sulphate of ammonis 
recovered ? 

The anhydrous or chemically dry mass is used, so that the whole 
of the figures may be comparable and the results clear. 

Table I gives the pounds of water, which, mixed with 100 lb. of 
anhydrous peat, give а mixture containing 10—20, up to 90 per 
cent. of water. 


TABLE I. 
Anhydrous а Percentages 

peat Water of water in 

in lb. in lb. mixture. Notes, 

100 11 10 
» 17 15 
" 25 20 | Air-dried peat. 
» 43 30 
acc 2o | Suitable for use 
: 150 Go| in producers. 
i 233 70 
T 400 80 
„ 900 90 Peat as dug. 


Two points in the above table are worth notice. 

1. Peat parts with water readily and q'ickly, and mostly by 
drainage to about 80 per cent.; below this it parts with water with 
difficulty aud slowly, and mostly, I think, by evaporation, — 

2. The enormous proportion of water to anhydrous pest in peat 
as dug It would need to be a very valuable commodity which 
would allow much handling of 10 tons of stuff to get 1 ton ol 
material. Anhydrous peat is not an excessively valuable oom 
modity in Ireland in competition with English coal. 

According to the analysis of peat samples from the Bog of Allen, 
one ton of anhydrous peat would give 14,500,000 B TE. v. in рм and 
85 lb. of sulphate of ammonia as a recovered product. The grow 
value of the 851b. of sulphate of ammonia is 83.; the net value 
is 4s. If, then, we can get our peat at 4s. or less per anhydrous 
ton, we shall have power at the rate of 14,590,000 B.TH.U. (= 1,700 
1.H.P.-houra at 30 per cent. thermal efficiency of conversion in the 
gas engine) per anhydrous ton of fuel, free. This would enable power 
to be delivered clove to the generating station at prices comparable 
to water power prices. 

By no known and practised system of peat getting and drying on 
peat be delivered all the year round, independent of seasons, end 
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in such quantities as would be demanded by a power station at such 
a price. | 

The recent publication of the valuable report Peat and Lignite ” 
(see ELEOrRICAL Review, September 4th, 1908) made by Mr. 
Nystrom for the Canadian Government, has given me the opporta- 
tunity of ascertaining the costs of production in various parts of 
Europe, and by different processes, got on the spot by a most com- 
petent and impartial observer. 

I have deduced the cost per ton anhydrous from the cost per 
cubic yard by using as a conversion factor, 13:3 cb. yd. in situ 
contain 1 ton of anhydrous peat. This leads to a very simple 
relation: 40 cb. yd. in sifu weigh 30 tons, and contain 3 tons of 
anhydrous peat. | 

As & matter of fact, the amount of anhydrous peat per cubic yard 
varies, of course, with the wetness of the bog. The figure 133 is 
excessive for a well-drained bog, and the cost per ton anhydrous for 
hand labour in & well-drained bog, too high. 

Retarning to the figures of ccst, I submit the following as fair 
deductions :— 

1. Peat at 4s. per ton anhydrous is—on any kaown practical lines 
in operation on a practical scale—not possible. 

2. The “ man with the slane " will lay out for drying a cubic yard 
of bog ata less cost than any machine will do it. 

3. ‘This cost is 3d. to 4d. per cubic yard, alike for man and machine, 
and the minimum cost is about 3s, per anhydrous ton of peat laid 
out for drying. 

4. Pulping or macerating the peat accelerates the rate of drying, 
and gives a denser sod. This is the advantage of machine-made over 
hand-made peat. 

5, The fact that the use of machinery does not reduce the cost of 
peat getting is due broadly to the fact that machinery is employed 
under the very worst possible conditions, 

Into the cost of briquetting peat I do not propose to enter; briquet- 
ting peat in Ireland in competition with Pritish coal is a thing very 
much better let alone. 

Of one system of drying peat I have yet to speak; this is the 
Ekenberg wet carbonising process. Mr. Nystrom, in his report, 
alluded to it thus :—" As far as can be judged at present, it is the 
e process for the conversion of peat on a large scale 
into fuel.“ 

The process depends upon the fact, discovered by Dr. Ekenberg, 
that raw peat (say 90 per cent. water) when subjected to a tem- 
perature of 150° C., carbonises, and, when subsequently submitted 
to pressure, parts readily with the contained moisture and is 
readily briquetted. Dr. Ekenberg, therefore, boldly proposes to 
treat his macerated bog stuff as boiler feed. 

I commented upon the process in the Ёг®Ествїслг Review of 
September 18th, 1908; I have only to add, with fuller knowlege, 
that I devoutly hope the bog-boiling experiments will be confined 
to Sweden. 

No known system will give peat at 4s. per anhydrous ton, and 
"the man with the slane" goes nearest to it in au exceptional 
season (at about 6s.), because he does just the minimum of work 
necessary to enable the natural force of drainage and evaporation 
to get to work. 

: Plans and sections of an actual Irish bog are given in “The 
Report of Bogs in Ireland," presented to Parliament in 1810-13, 
which is a perfect mine of information. 

The bog lies in a saucer-like depression, and is drained by 
ceveral streams. The bottom of the saucer is above the level of 
the country outside the saucer, so that the bog admits of easy 
drainage. The highest, deepest and wettest part of the bog is ia 
the interior. The bog is, or was then, undrained, and cutting of 
peat had gone on and was going on on all edges of the bog. The 
bog had even then been extensively cut for fuel, and the cut away 
portions had been reclaimed. The cutting of peat had been stopped 
at a certain level, determined, as I think, by the level of a drainage 
gap оп the enclosing saucer. All these facts are quite characteristic 
of Irish bogs, and the plan and sections may be taken as fairly 
typical. 

. The cnt faces of such a bog, although apparently dry at the out- 
side crust, are sodden wet at a distance of a few feet in, kept во, 
undoubtedly, by the flow of water through the bog mass from the 
highest and wettest part. If, now, you drain sych a bog, what you 
do, in effect, is to carry the surface water away во rapidly that less 
sinks through the bog mass, and so you dry the bog and the out 
faces. In addition, the drains, as it were, bleed the bog at the cut 
faces of the drains. 

The plan of peat drying in situ suggested by the examination of 
conditions as above cited is essentially :— 

i Cut of the supply of water from the high-lying saturated 

2. Carry away the rainfall. 

‚ Drain away the water which runs from the cut faces. 

4. Go right down to the bottom of the containing saucer; the 
best turf is below the lip. 
pl b Allow the natural forces of drainage and evaporation full 

The proposed method of procedure is as follows :— Parallel lines 
of drains, 3 in. to 6 in. wide, are driven through the bog, leaving 
3 ft. to 6 ft. walls between. The drains to be as narrow as can be 
ecoomically dug. The walls to be as broad as will allow of their 

ying in a reasonable time. 

he drains are at first cut down to а depth at which the sur- 
charged vertical wall will stand (say 5 ft.). The drains are then 
eepened, step by step, always keeping the drains at the proposed 
Fu face deeper thau those further back. Tue bottoms of the 
raias would, ia practice, follow the hydraulic gradient of flow 
through the bog mass. | 
As these drains аге gradually dec pened, the intervening walls, on 


account of the loss of moisture by evaporation and drainage, will 
contract in height and breadth, and will crack longitudinally. As 
to the amount of this contraction, Mr. Nystrom gives 133 cb. yards 
as contracting to 4 cb. yards. 

The vertical contraction will reduce the amount to be excavated 
in the drains and the depth of excavation, the contraction in breadth 
will open up the interspaces to air circulation, and the longitudinal 
cracking will open up in the walls crossways for air circulation and 
drainage. 

It will be absolutely essential to drain the foot of the walls, by 
cutting a drain through the lip of the saucer containing the bog 
into the nearest watercourse. | 

Peat containing 50 per cent. of moisture can certainly be used in 
producers, and when во used, by-product recovery is possible as a 
help towards the cost of getting and drying. If the peat can be 
dried down to the degree required with certainty in any season 
without the help of the waste heat of the gas engine, as I originally 
proposed, then this waste heat will be available for the evaporation 
of the water from the sulphate of ammonia recovered—for which 
purpose about one-quarter of the peat gasified would otherwise be 
required—leading to & very obvious economy in working. 

The author submits that no system of treating the whole bog 


mass mechanically is likely to heat the proposed system for cost, 


and he hopes that one of the public departments will carry out the 
cheap and simple experiment which would prove or refute his 
substantially-based theory, if only on the ground that the shrinkage 
of that part of the bog, which has been isolated from the remainder 
for the purpose of drying in situ, if it could be brought about in 
such a simple manner as described, would reduce materially the 
labour and time taken to get and dry the turf which provides fuel 
for the domestic hearth of the inhabitants of the mejor portion of 
Ireland. | 

I cannot вее how the cost can exceed 2s. рег anhydrous ton 
standing ready for transport to the producers, or how the cutting- 
down and carriage in bulk of the peat and ita breaking or cutting up 
into suitable size, can exceed a further 28, Іо fact, the {probable 
cost will be under 4s., and may go so low as 2s. 6d, per anhydrous 
ton. 


LEGAL. 


ARTHUR v. HEBNDEBSON. 


In the Official Referee’s Court, at the High Courts of Justice, on 
Monday, November 22nd, before Mr. Pollock, Mr. Robert Arthur 
sued Mr. Alexander Francis Henderson for the sum of £931 in 
respect of the electric lighting of the Grand Theatre, Fulham. It 
appeared from the story of Mr. Rose Innes, counsel for the 
plaintiff, that in August. 1897, a Mr. Pike granted the lease of the 
theatre in question to Mr. Henderson at a rent of £2,000 a year, 
under which Mr. Henderson gave several covenants for repairs, | 
including those to the electric light. In October, 1904, negotiations 
were entered into for the transfer of the lease of the theatre under 
a sub-lease from Mr. Henderson to Mr. Arthur, the plaintiff in the 
action. In November, 1904, plaintiff became the tenant, and it 
was agreed that the electric light should be tested, and if not in 
good condition, should be repaired by Mr. Henderson. This 
provision was stated in a letter between tbe parties at tbe time the 
counterpart of the lease was signed. The test took place on 
December 30th of that year, and the lighting installation was 
found to be in а dangerous condition and would not pass the 
London County Council test. Plaintiff had to employ a firm to 
right the defecte, at a cost of £931. The defendant, however, 
repudiated any liability in the matter, declaring that there was no 
agreement expressed in the letter referred to. 

Counsel for the plaintiff explained that this action was one of 
others in which plaintiff was seeking an order that the indenture 
of the lease might be delivered ор and cancelled, on the ground of 
misrepresentation. 


ELxOTRIC Ілонт, Power, лир Hema Co., Ілр., v. MAIDSTONE 
PALACE OF VABIETIES, LTD., AND OTHERS. 


On Saturday, November 28th, in the King's Bench Division, before 
Mr. Justice Jelf, counsel on behalf of plaintiffs moved for judg- 
ment in the case of the Electric Light, Power, and Hiring Co., 
Ltd., and the Maidstone Palace of Varieties, Ltd., and the 
Building and Furnishing Agency, Ltd. Plaintiffs’ case was that, in 
pursuance of а written agreement, dated March 4th, 1908, they 
fitted up the Maidstone Hippodrome, Gabriel's Hill, Maidstone, 
with the following plant and machinery :—786 lights complete with 
fittings, four stage arc lamps, one stage switchboard for controlling 
lights on stage and auditorium; one special electric lighting type 
gas engine, having an output of 68 B. H.. with town's gas, and 
55 B.H.P. with producer gas; one 70-в H. . suction gas producer 
plant, with all necessary appliances; one 40-Kw. compound-wound 
dynamo, for 210 volts, at 220 R. P. u., fitted with flexible coupling 
for coupling direct to engine shaft; and one engine-house switch- 
board, with the nece:sary instruments, switcher, aud fuses, the 
engine fitted with air and exhaust silencer, telf-starter, ard e! ect ric 
ignition, and so arranged that the engine conld be worked either 
from town or producer gas. Defendants agreed to hire this plans 
for five years from tbe date of its completion at an annual rent of 


^ 
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£690, payable monthly, with 10 per cent. per annum interest upon 
all overdue payments. The plant was completed on March 318, 
1908, and on April 11th defendants paid £57 on account. The 
agreement also provided that if defendants made default in 
punctual payment of any sum, or should mortgage the premises, 
future payments should, after notice in writing, become payable on 
demand. Both these contingencies had arisen, and the defendants 
had failed to pay the rent, except the £57 mentioned. Plaintifis 
accordingly brought their action for the recovery of the rent for 
the five years, with interest to date. On August 13th, a Master's 
order was made (confirmed by Judge in Chambers on August 20th) 
that if £1,500 was paid into Court within 14 days, defendants might 
defend the action as to the whole of plaintiffs’ claim, but if not, 
plaintiffs should be at liberty to sign judgment, against defendants 
for that amount, defendants having the liberty to defend the action 
as to the residue. Defendants had not complied with that order, 
and plaintiffs had accordingly signed judgment for £1,500. There 
was £1,913 still due on the claim. 

Judgment was now given in default of defence for that amount, 
with interest, for the return of the plant and machinery, with an 


FIG. 1. 


custom of the trade amongst travellers. He now demanded 
damages for wrongful dismiesal. Defendants declared that plaintif 
was not a salaried servant of the company at the time of his dis. 
missal. The £2 per week was paid out of kindness by the 
managing director of the defendant company, named Perrott, and 
plaintiff was simply working on a commission basis. That being 
so, he was entitled to no notice to put an end to his contract. 
Plaintiff was an unsatisfactory traveller, and that was why they 
dismissed bim. They did not take him away from the Vacu 
Co. The jury, after a long trial, found for the plaintiff io 
£12 1s. 11d. and three months’ commission, to be based on th 
money he had earned during the last three months he had worked 


for the defendant company. He was also given hie costs. 


A MANCHESTER TRAMCAR ACCIDENT. 


Тик Manchester Corporation, as the result of a trial at the Assizes 
now being held, has to pay £200 for a very simple accident. Some 
months ago John Lasser, an agent and debt collector, was an inside 
passenger by a car which left the city for Ashton-under-Lyne, In 
Gorton Lane, at the spot where there is a com- 
pulsory stop, the car collided with the wheel of 
a bread van, which had fouled the metals. The 
impact was not severe, as everyone admitted, 
for the car was pulling up, and only overshot 
the mark by a fow feet, owing to the lines being 
. The effect, however, according to 

rs evidence (which was taken by com: 
mission before the trial, the man being unable 
to stand), was to jerk him off his seat, and, in 
falling, his back somehow struck the woodwork 
of the car. He was a little stunned, but pro- 
ceeded on his journey for some distance; bat 
ultimately he left the car and returned home. A 
doctor who was called in ordered him to bed 
He has been confined to bed ever since, and, 
according to medical evidence, is no better now 
than he was three months ago. His ailment, 
the doctors on both sides agreed, is acute 


« THE CREED TELEGRAPH TRANSLATOR. 


injunction restraining defendants from removing or in any way 


dealing with the plant and machinery, of which Mr. William Paul 


Theerman, of Manchester, was to continue Receiver under an order 
made by Mr. Justice Channell. 


Оп, TBAVELLER'8 CLA. 


In the City of London Court on Tuesday, before his Honour Judge 
Rentoul, K.C., 9 claim was made by Mr. Harry A. Cobbett, 
traveller, 43, Oxberry Road, Fulham, against Robert Leggatt and 
Co., Ltd., and the British American Cotton Oil Co., Ltd., Dashwood 
House, Old Broad Street, E.C., to recover £49 for damages for 
wrongful dismissal, The action only proceeded against the second 
defendants, as the others had not been served, being a Glasgow 
company. Plaintiff's case was that he had been in the service of 
the Vacuum Oil Co, Ltd. as a traveller at £4 a week, and 
defendants suggested that he should enter their service to call 


upon electrical companies using oils in London. He was paid 


£3 10s. a week by defendants, with a commission of 24 per cent. on 


all oils sold above 1s. per gallon and 1 per cent. on oils sold under 


that price. He worked for the defendante for six months, and in 


trying to introduce a new company’s oils many difficulties arose. 


He sold their transformer oils after much persistence, but they 


_were rejected. Defendants’ cylinder oil burned at a low tempera- 


ture, and the customers would not give repeat orders. After six 
months’ work, during which his sales amounted to £167 and his 
expenses to £141, a new arrangement was made with him by which 
he was paid £2 a week and 10 per cent. commission on oils above 
1s. per gallon, and 5 per cent. on those under. Then the defendants 
put an end to his agreement by giving him a fortnight’s notice, and 
he claimed to be entitled to at least three months, according to the 


neurasthenia, The extraordinary thing was that no other passenger 
on the tramcar was inconvenienced by the accident, and no чы, 
was done to either vehicle. The jury nevertheless found thatt 6n 
had been negligence, which resulted in the injury to the pu 

Counsel in the case were :—For the plaintiff, Mr. Tay lor. E 
and Mr. Atkinson" for the Corporation, Mr. Langdon, K. C., ^ 
Mr. Rhodes. 
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THE CREED TELEGRAPH TRANSLATOR 


THs instrument is used in conjunction with the od 
receiving perforator (see ELECTRICAL REVIEW, June 1 ў 
1907) for automatically producing another slip perform 
with signals as used for automatic transmission on c" 
circuits. For instance, the letters А В C are rece" " 
the “ Creed receiving perforator on a tape, 98 . 
fig. 1. This slip passes directly into and controls the ме 
translator, which perforates a second tape, 88 shone 
fig. 1. Е 
The utility of such an instrument ів, of cours, ata т 
station, where the one or more landline feeders aie 15 pi 
with the unequal dot and dash system, and the cable CP 
with the equal positive and negative impulses. 


ee 
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A front view of the mechanism of the instrument is shown 
in fig. 2, a side view of the punches, &c., in fig. 3, and a 
back view of the feed for the cable slip in fig. 4. 

A small electric motor is used to give the required motion 
to the star-wheel spindle in the upper part of the instrument 
for driving forward the received perforated slip, and to 
provide the power necessary to actuate the striking bar which 
operates the punches. (Geared to the star-wheel spindle is 
another spindle fitted at its front end with an eccentric 
pin a, which gives an upward and downward motion to the 
connecting rod в, and the striking-bar р; also a rocking 
movement to the lever c. Situated to the right of c are two 
bell-crank levers E, each carrying at the end of its upper arm 
a selecting needle r. The lower arms are fitted with rods 
whose left-hand extremities, when required, take up a 
position in the path of the striking-bar b, which is then 
enabled to actuate the punching and spacirg rode 1, 2 
and 3. 

The ends of the rods connected to the bell-crank levers 
are shown at l, 2, к! and к? The first two extremities 
are connected to the front bell crank lever, and consequently 
are controlied by the needle which passes through the lower 
row of holes іп the received perforated slip; the other two 
extremities are fitted to one rod, and are controlled by the 
other selecting needle. It. should be observed that E? is 
attached to kl, and it may, therefore, be considered that a 
portion of K! is always in position over the first punching 
rod. 

When a dot signal is in position both selecting needles 
pass through the slip at the same instant, causing J!, J? and 
К? to pass into the path of the striker, while К! is removed. 
Hence, the striker р in its downward movement finds J“, к? 
and a portion of к! over the first punch, while к! has moved 
clear of punch 2 and rod 3. Hence punch 1 alone is 
actuated, producing a single hole in the upper portion of the 
cable slip corresponding to a dot signal. The depression of 
any one of the three punching rods feeds forward the 
cable slip by one centre hole. , 

When the first portion of a dash signal is to be translated 
K' and к? are moved, and although к? comes into line, 
punch 1 is not actuated because J? is not in line ; neither 
is punch 2 nor rod 3 actuated, as к! has been moved clear. 

When the second portion of the dash signal is in position 
J! and J? are moved; hence punch 2 is actuated as J! and 
K! are in line. 

For a space signal neither of the selecting needles pass 
through the slip, hence the striker finds к! only in its path, 
causing rod 3 to be actuated, thus feeding forward a blank 
portion of slip. | | 

The feeding lever P extends backward into the instrument 
and limits the upward movement of a bell-crank. lever о, 
fig. 4. Hence a depression of lever P, by either of the 
punching or spacing rods, causes the paw! T on the lower end 
of Q to move one tooth to the left. Rod k rises, and 
in drawing o with it, causes T to feed forward the cable slip 
one tooth of the star wheel. 

The translator is set to run at a slightly higher speed 
then the receiving perforator, thus keeping the slip always 
in tension, and thereby producing more or less friction on 
the drum of the driving spindle. By this means the speed 
of the translator is reduced to that of the receiver. 


BUSINESS NOTES. 


Manchester Electrical Exhibition. — “ Insulating 
Materials” send us the following opinion concerning their 
experience at the Manchester Exhibition :— | 

We consider the Exhibition has been a success, though, perhaps, 

not quite so much so as the previous Exhibition at Olympia. It has 
certainly been a success in bringing us into contact with a number of 
usere, and possible users, of our material, and also in improving 
| through personal contact our relations to, and footing with, numerous 
existing friends—and more particularly in showing many of our 
provincial customers, who have never been at our London show 
room and warehouse, all that is being done and can be done in 
our material, and the many possibilities of applying our material 
to new purposes and in new ways. There bave been numbers of 
inquiries which may lead to actual business. It is not in the nature 
ot our business to book immediate orders on an occasion like an 


Punch 1 is not actuated, as K? is not in line. 


exhibition, but we are quite confident that, as a result of the 
Exhibition, business will be coming in due course, and we shall be 
quite able to trace what future business may be the result of the 
Exhibition. At the same time, we must say we feel that the too 
frequent repetition of such Exhibitions would be likely to pull 
them down to the level of ordinary trade shows, and that the 
majority of the members of the National Electrical Manufacturers’ 
Association was quite justified in its original view, expressed when 
the suggestion of the Manchester Exhibition was first brought for- 
ward, that such Exhibitions should not be repeated at shorter 
intervals than from five to seven years at least, there being plenty 
of other recognised ways in which to push one's business forward 
in the meantime, at less expense and personal inconvenience than 
is involved by Exhibitions.” 


Fire Tests.—A series of official fire tests with single 
roller shutter doors was conducted on November 25th by the 
British Fire Prevention Committee at their Regent's Park testing 
station, the shutters being subjected to fire at temperatures ranging 
up to 1,800° F. for a period of 23 hours, followed by the application 
of water from a steam fire engine. Mr. W. E. Riley, F. R. I. B. A. 
(superintending architect to the London County Council), repre- 
sented the Council of the British Fire Prevention Committee and 
received the visitors. The official report on the tests will be issued 
in due course. ° 


Consular Notes.—Algeria.—The British Consul at 
Algeria, in a recent report, states that two wireless telegraphy 
stations are to be established permanently at Algiers and Oran, 
the latter being erected by the Admiralty, the former by the Post- 
master-General. The Oran station may accept private messages їп 
time of peace, but it is established primarily as a means of com- 
munication in time of mobilisation. The Algeria station will be 
situated at Fort de l'Eau, some 10 miles east of the town, on the 
bay, the station at Mustapha being done away with. It will be 
open to all private telegrams, and will consequently be able to 
communicate with passing steamers, It will communicate direct 
with Port Vendres and the Eiffel Tower. Besides these two prin- 
cipal stations which are soon to be in working order, secondary 
stations will be established at points not yet fixed, and connected 
with one of the two head stations. 

The British Vice-Consul at Bone reporte tbat one of the most 
successful] mining concessions at present in Algeria is the Ain 
Barbar mine, about 20 miles from Bone. Discovered in 1864, it 
was worked successfully until the death of the proprietor, when it 
was sold by bis executors in 1874 to an English company, which 
developed the mine extensively, but owing to the complex nature 
of the ores (copper, sinc, lead and iron pyrites) and the very low 
prico of copper, the operations were not successful, and after losing 
& lawsuit with the proprietor of the soil, the mine was put up 
for sale and bought by thelatter. He rented it to the Vieille 
Montagne Co., who worked it for zinc. At the end of the lease 
the mine remained idle for some time, but was taken in hand 
in 1900, and bas now been put on & most paying footing. The ores 
are treated electrically, and the mines ín 1906 produced 7,545 
tons of ore, which sold for £42,000. The mine now employs over 
500 hands. The directorate is in negotiation with the town of 
Bone for the establishment of a generating plant at Bone; 
they propose to light the town, run a line of tramways and pro- 
duce the necessary power for the wants of the mine. At present 
the electricity is made at the mine, and is somewhat expensive, ав 
the coal used has first to be brought to Bone, unloaded and sorted, 
and then transported to the mine. The rocky nature of the coast, 
and the absence.of a natural harbour at the mines, prevents ships of 
any size from anchoring near to load or unload. This can only be 
done by small steamers of 100 tons, which can come in alongside a 
small jetty made on the rocks. 

Austria.—A combination of English, French, Hungarian and 
Fiume capitalists propose to erect large electrical|works to utilise the 
water of a fall near Otocacs. A water channel 20 kilometres long is 
to be constructed to a central station of 36,000 H. P., which is event- 
ually to be increased to 100,000 B. P., in which electrical power will 
be produced by means of turbines, It is proposed to supply power 
for lighting and industrial purposes to the towns of Fiume, Abbazia 
and other Dalmatian towns. The company have, moreover, made 
proposals to the Minister of Commerce, with a view to the electri- 
fication of the Fiume-Moravian Railway. i 

China.—The Austrian Consul at Shanghai reports that the 
Chinese Government are proposing to purchase the shares held by 
private merchants in the Royal Chinese Telegraph Co. It is stated 
to be necessary to considerably inerease the capital of the company 
for the construction of new telegraph lines in Manchuria and 
Mongolia. Moreover, it is propesed to modify the cost. of tele- 
grams. The capital of the company amounts to 2,000,0U0 taels at 
present, of which two-thirds is held by the Government and the 
remainder by private persons. In former years the company paid 
& dividend of from 20 to 25 per cent. annually, but in 1906 the 
dividend declared was only 16 per cent., and in 1907 it was atill 
less. The cause of this decline is stated to be the increased cost 
of administration due to а re-organisation, and in view of this 
decline it is wondered how it will be found possible to modify the 
rates. The Administration stated not long ago that taking into 
account the extraordinary distances over which telegrams had to be 
gent, it was impossible to reduce the rates. - 

Germany.—A recent edition of the landes Museum states 
that one of the features of the electrical industry in Germany 
during the present year has been the large increase in capital. 
During the first nine months this increase araounted to 19,170,000 M., 
as compared with only 2,980,000 M. in the previous year. Ten- 
dehcies go to show that the industry is in & comparatively 
favourable condition. This is not shown so much by the amount of 
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orders as by the relation of cost of production to selling 
price. The decrease in the price of copper, as well as of other 
raw and auxiliary materials, hes considerably lessened this cost 
of produ tion. The exports of electro-technical goods during the 
year have been gratifying. The quantity exported during the first 
nine months of 1908 showed an increase of 13 per cent. as compared 
with the same period of 1907, and the value an increase of 16 per 
cent. The quantity exported in 1908 amounted to 601,083 quintals 
as compared with 531,408 quintals in 1907, and the value to 138,610,000 
marks in 1908 as compared with 121,350,000 marks in the previous 
year, Only in the exportation of cables has any ramarkable decrease 
been shown, the exports in 1908 being 241,747 quintals as against 
255,810 quintals in the preceding year; the value of these goods 
rted decreased by 2,460,000 шатка. | 
Phillippine Islands.—The British Consul at Manila reporte 
that the total imports of iron and steel were valued at £500,000 in 
1907, an increase of £50,000 as compared with 1906. The United 
Kingdom and the United States share about 70 per cent. of this 
total with a slight advantage in favour of the former. Germany is 
the only other competitor of any importance. In certain branches 
of this industry the figures for 1905 were abnormal owing to the 
construction of the electric railroad in Manila. The items referred 
to are rails, structural iron and ateel, electrical and stationary 


ery. 

A recent report made by a mining engineer, on the staff of the 
Chief of the Division of the Mines at Manila, contains the follow- 
ing remarks about copper :—“ Scarcely a dollar's worth of copper 
has been produced in these islands since American occupation. 
Nevertheless, this metal is readily conceded to rank next to 
gold in importance as a natural asset of the Phillippines. It 
holds this position bth because of its record, and 
of ite wide ocourrence through the Islands, being 
a frequent associate of gold in the ores. The non-production of 
copper of late years must necessarily be attributed to the absence 
of smelters in the Island and to the difficulties of transportation 
from the mountain regions, where the ore has been found, to the 
nearest port from which the product could be shipped to foreign 
smelters. With the investment of a moderate amount of capital 
these difficulties can be overcome, either by the erection of a 
furnace near the mines or the improvement of transportation 
facilities. The Mancayan copper mines, which are the most im- 

rtant and best known copper deposits in the Phillippines, bave 

ly come under the control of a local syndicate composed of 
American and British capitalists. This company has applied for 
and obtained a franchise to build a railroad from Mancayan to 
Bangar, a town on the Western Coast of Luzon. If this road is 
built a most important step toward the upbuilding of the mineral 
industry of the Phillippines will have been taken, for not only is 
such a road of prime importance to the interests of the copper 
company, but all of the gold mines of Suyoc and Northern 
Beugnet will be benefited by it. The Mancayan property is now 


being thoroughly examined by a mining engineer from the United 
Staten. | 


Lamp Prices.—Mersses. G. M. Boppy & Co., of 
Liverpool, announce reductions in the prices of their " Metalik " 
lamps dating from November 16th. Their new patterns of these 
lamps for high and low voltage are now made in smaller bulbs than 
formerly, also with sborter filaments supported by elastic loops, so 
that they stand handling better. 

Тнк Авмоврост MasuPíAcTURING Co., Lrp., of Farringdon 


Avenue, E. O., have sent us a list of revised prices for their Gral " 
metal-filament lamps. 


Book Notices.—Die Telegraphen-Messkunae. By H. 
Dreisbach. Brunswick: F. Vieweg & Sohn. Price М. 6.— A very clear 
outline of the instruments and measurements met with in telegraph 
and other small current work is obtainable by a perusal of this 
little book. The numerous practical hints and the concise way in 
which the tests are described indicate that the writer has a real 
personal acquaintance with the work, and make the book stand out 
from the ordinary run of students’ text-books. When the descrip- 
tions of apparatus, &c., are somewhat incomplete, ample references 
to the recent technical press are given; but, on tbe whole, the 
book is self-contained, ana reference to other literature is seldom 
necessary except for the derivation of a formula or similar 
theoretical point. The first part deals with electrical units and 
descriptions of the various measuring instrumente and adjuncts 
used in telegraph work. The second part deals with the simple 
measurements of resistance, E.X.F., current, battery particulars and 
condensers. The third part is devoted to the measurements on 
land and submarine cables during manufacture and during laying. 
Part IV deals with magnetic measurements, such as the flux of 
permanent magnets, self and mutual inductance, &с., and Part V 
with special alternating-current tests such as curve shapes, high fre- 
quency measurements, alternating-current resistance, &c. The index 
ab ald be considerably enlarged, аа there is necessarily more or less 
overlapping throughout the book, and it is not easy without a 
good index to decide in which part a particular test is likely to 
а 


ат. 
Pie Selbsttdtige Regulierung der Elektrischen Generatoren. By Dr. 
F. Natalis. Brunswick: F. Vieweg & Sohn. Price M. 4.— The question 
of the regulation of generator voltages by some method superior to 
hand regulation, and yet not involving special generator design and 
not excluding the possibility of band regulation when desired, has 
been much to the fore recently, and the good results attained, 
notably by the Tirrill regulator, have raised great expectations. 
In this eleventh voluiae of Elektrotechnik in Eipzel-Darstel- 
lungen," Dr. Natalis discusses the whole subject in some detail. 
He distinguishes broad'y between “low-speed regulators,” such 


as those in which a reversible motor automatically mores the field 
regulator switch one way or the other and in which the whole regu- 
lation range is only completed in from 30 to 60 seconds, and " high 
speed regulators,” such as the Tirrill type, in which the whole raoge 
is covered in a fraction of a second. The subject of the compounding 
of dynamos and alternators does not come within the scope of the 
book. Something like half the book is given up to the low-speed 
regulators, although these are of little practical importance, and 
the author admits that they can only be employed in stations 
where the load varies regularly and slowly—in which cases band 
regulation is almost invariably preferred. The chapters on the 
Tirrill regulator and on a corresponding design due to the Siemens- 
Schuckert Werke are thoroughly clear and up to date, however, and 
contain not only a detailed а eS of the method of operation, 
but also a critical discussion of the limitations introduced by the 
various mechanical and electrical quantities involved and a con- 
sideration of the application of the regulators to direct and alternat- 
ing-current central stations with a number of generators in parallel. 


The treatment is largely non-mathematical, and actual numerical 
values are introduced whenever possible. 


Oeuvres de Pierre Curie. Paris: Gauthier-Villars. 1908. Price 
22 fr.— For this collection of the works of M. Curie, that great savant 
who was cut off in the prime of his life and activity by a remorse- 
less Fate, we are indebted to the pains of the Société Francaise de 
Physique. An excellent photogravure of the author iw given as 
frontispiece, and the introductory article is from the hand of his 
widow, the equally distinguished Madame Curie, who shared in 
his scientific work. This preface takes the form of a brief biogra- 
phical sketch; Mme. Curie deacrives the difficulties under which 
his research work was carried out in the early days at the Ecole de 
Physique, where he had not evena private room. Later, he obtained 
the use of a workshop, in which he and his wife began the researches 
on radioactivity which were destined to make their name and 
fame imperishable. The chemical processes which could not be 
carried on here were conducted in a dilapidated shed, without any 
of the usual apparatus; and it was in this leaky, draughty place 
that the best and happiest hours of the Ouries’ existence were 
passed. They could not lock up their radiant products, so had to 
leave them on boards and tables, and Mme. Curie recalls the rapture 
with which, when they entered the place one night, they saw on 
all sides the outlines of these samples, rendered visible by the 
luminosity of the mysterious substance which tbey sought to isolate. 
It was not, indeed, until almost the close of his life, after he 
became a professor in the Faculty of Sciences of Paris, that Curie 
obtained an adequate laboratory; like Faraday, he made bis 
wonderful discoveries with the rudest apparatus, and in mucb less 
congenial surroundings. The works recorded in this volume begin 
in 1880, and continue until 1906, the year of his death. M. Curie's 


researches covered a wide field, but. in particular piezoelectricity, 


crystallography, magnetism, and radioactivity were his chief 
interests. He was not fond of publicity ; like Newton, he cared 
little whether he published his results or not; and he refused 
de:oration. This volume will be found, like tbe radium which he 
and Mme. Curie extracted in minute quantities from a mountain of 
crude matter, the essence of a life work which in the case of many 


men lese gifted, and lesa modest, would have filled a library. 


“The Mechanical World Pocket Diary and Year Book for 1909." 


Manchester: Emmott & Co., Ltd. Price 6d. net. 


“Science Abstracts." Sections A and B. November 25th, 1908. 


Vol. 11, Part 11. London: E. & F. N. Spon, Ltd. Price 18. 6d. | 


еасһ рагї. 


Mesers. Harper & Bros. announce the publication of “Нот to 


understand Electrical Work.” By W.H. Onken and J. B. Baker. 
A book for boys. 6s. 


Condensing Plant Contracts. — Tur — MrgBLEES 
Warsox Co., LTD., bave recently received orders for a number of 
condensing plants, among which аге the following :— 

Rio Tinto Co., Ltd., London.—Surface plant. 


Aktiebolaget de Lavals Angturbin, Stockholm.—Surface plant. 


Cie Française Thomaon-Houston, Paris.—BSurtace plant for Tunis, repeat 
order. 


James Howden & Co., Ltd., Glasgow.—Burface plant. 


Catalogues and Lists.—Mr. G. Wuraricu, Norfolk 
Street, W.C. (Maschinenfabrik Oerlikon).—Tabular price liste of 
three-phase squirrel cage induction motore, one giving particulars 
of sizes from $ to 8j B. F., the other covering those of from 12 to 85 
Н.Р. 

Тнв HanPrn ELA RIO Oo., 25, Southwark Bridge Road, В.Ё.— 
Small 8-pp. catalogue particularising and illustrating the firms 
" Luxectric ” signs which they are just placing upon the market for 
advertising purposes. 

Tun GILBERT Аво Laxe Co., Lrp., Ohingford.—Neat banging 
show-card whereon are arranged illustrations of half-a-dosen of 
their designs of arc lamps, prices of several sizes being set out below 
the pictures. Electrical contractors can have copies of this card on 
application. 

Messrs. H. T. Воотивотр, Ітр., Bootle, Liverpool.—Oirculat 
fully describing, illustrating, and stating prices of, the Woolliscrofi 
safety enclosed liquid starting resistances and switches. 

BRITISH INSULATED AND HkLsBY CaBLes, LTD., Prescot. 
Lentet No. L. 31 bricfly describing their portable ssfety band lamp 
for «olli. rv and other like service. 

INDESTRUCTIBLE CABLE Co., Park Street, Southwark, 8. E.— 
Leaflets relating to their vulcanised wires and cables, one giving 
special quotations for 600 and 2,500 meg. grades respectively. 

Mrssns. JoHNsoN & PnirL1PS, Lrp., Oharlton, Kent.— 

S dealing with various patterns of shades for incandescent lampi | 
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also “W” describing luminous electric radiators, electric kettles 
and cooking apparatus. Prices are tabnlated in both lists. 

Mxsens. Newtons, Lrp., Taunton.— Ilustrated circular giving 
some general particulars, also a table of prices and shipping weights 
and measurements, of the “Newton” paraffin engine and dynamo 
sets of which the firm are msking a speciality, particularly for 
country house lighting installation work in conjunction with metal- 
filament lamps. Copies of the list can be obtained on application. 

Mrssne. MamsrixrLp & Sons, Lro., Derby Square, James Street, 
Liverpool.—It is surely carrying the war into the enemy’s camp to 
ask an clectrical journal to acknowledge the receipt of a pamphlet 
relating to the merits of oil gas lighting, but the fact is that the 
list is so bright and attractive and so artistically produced that your 
first impresaion is that it is a perfect piece of electricity supply 
publicity literature, so artistic is its design and arrangement, and so 
choice in its execution with neat cuts and effectively coloured 
interior views. For all the world some of these pictures resemble 
the effecta of up-to-date electrical illumination; it is only when 
one reads that one discovers that it relates to the Mansfield system 
of lighting and power by oil gas. Of the system itself we need say 
nothing, but we have по doubt this pamphlet on On Lighting " 
ire interest any electrical man who wants to see what is claimed 
for it. | 


Dissolutions and Liquidations. — AMALGAMATED 
Rapro-TErEGBAPH Co., Lrp.— This company is winding up 
voluntarily, it having been proved that by reason of its liabilities it 
cannot continue business, Messrs F. W. Pixley and H. Allen are 
liquidators, A meeting of creditors was to be held yesterday 
(Tnursdav). 

T. Акен & Co., electricians and ironmongers, Hackney, N.— 
Messrs. T. Aken and W. Kort have dissolved partnership. The 
business will be discontinued. | 


Platinum.—The Financial Times basa lengthy report 
on the affairs of the Anglo-Russian Platinum Mining Co., Ltd. 
The properties of this company consist of a number of more or less 
ecattered concessions on the rivers Irma, Iss and Viri, which have 
been found somewhat difficult to work. Disposal of certain of these 
properties is decided on. The Platinum Corporation, which is the 
parent company, owns shares in the Precious Metals Syndicate, a 
corporation possessing the option of a lease of a well-known pro- 
perty in the Urals. It seems probable that this company may have 
m influence on the market, provided that the concession be 

en up. 


Bankruptcy Proceedings.—W м. J. AUBERT, gas and 
electrical engineer, lately 16, Harp Alley, St. Bride Street, Е.О., 
present address unknown.—A receiving order was granted on 
November 24th on a creditor's petition. The first meeting is to be 
held at Carey Street on December 8th, and the public examination 
on January 20th. . 

THomas WARD, of 22, Totteridge Road, Enfield Wash, lately а 
director of the Electrical Instrument Menufacturers, Ltd., of 
Waltham Cross. The debtor attended at the Edmonton Bank- 
ruptcy Court on Monday to be examined with regard to his affairs, 
but the case was adjonrned to the next Court. His statement of 
affairs shows liabilities amounting to £1,161, and no assets. 

H. S. Marsun (lately trading as the Adjustable Cover and Boiler 
Block Co.), engineer, 21, New Road, Reading.—A receiving order 
was made on debtor's own petition at Reading on November 23rd. 

R. B. BLACKBURN, electrical engineer and contractor, Hebden 
Bridge. December 12th is the last day for receipt of proofs for 
intended dividend by С.Н. Plant, official receiver, 13, Winckly 
Street, Prescot. 


Trade Announcements.—From now until December 
12th, MB. DAVID ALEXANDER, of 43, Mains Street, Waterloo Street, 
Glasgow, is giving a special and very complete exhibition of 
" Igranic” electric motor-controlling apparatus supplied by the 
Adams Manufacturing Co., Ltd., for whom he is agent. 

Messrs. Н. & T. Danxs (Netherton), LTD., have opened offices at 
22, Ely Place, Holborn Circus, E.C. Mr. J. A. Danks, who has 
been associated with the company for many years, and is a director, 
will be in charge of the department. 
the firm’s illustrated circular describing the 
superheater. 

Мв. C. H. Dang, secretary, notifies us that the Electrical Traction 
and other companies constituting the British Electrical Federation, 
have removed from Donington House to Electrical Federation 
Offices, Kingsway, London, W.C., to which address all com- 
munications should now be directed, The names of the 59 different 
companies are given in the circular before us. All telegraphic 
addresses will remain as at present. The new telephone numbers 
will be 2,686 Holborn (private branch exchange). 

Mr. W. Ross, electrical engineer, has opened business premises 
at 11, Drury Lane, Wakefield. | 

ELECTRICAL INSTALLATIONS, LTD., of Bassishaw House, Basing- 


* Sisson" patent 


hall Street, London, E. C., announce that to meet extended business, 


they bave arranged for an additional exchange line, with extensions 
_to all the various departments, Their numbers are now Central 
13,894, and City 206. | 
Tae Krimis ENcingerinc Co. (1908), Lro., with Mr. J. Duncan 
Crighton, as managing director, hae been formed to carry on the 
condensing and cooling business of the late Klein Engineering Co., 
Ltd., and has taken over the existing registered offices at 94, Market 
Street, Manchester. The company will be represented in London 
as hitherto by Mr. F. Evill, at 51, Moorgate Street, Е.С. The new 
company, having made special arrangements as regards works, will 
in future have all their specialities manufactured under their direct 
supervision. 


We have received a copy of 


LIGHTING and POWER NOTES. 


Aberdeen.— Arrangements are being made by the 
Corporation for holding an electrical exhibition in February or 
hag next. It will be illustrative of the modern uses of elec- 

city. | 

The Royal Lunatic Asylum authorities are negotiating for an 
electrical supply. An agreement has been approved with the 
Admiralty for supplying the wireless station at Stoney wood. 


Acton.—A special meeting of the Council has been held 
to consider the revised terms offered by the Metropolitan Electric 
Supply Co. to the Council, as a result of a conference between the 
two parties. The new terms offered by the company are as 
follows :—‘In lien of the method of charges provided for in the 
agreement, the company will, during the years 1909 and 1910, 
accept payment for all energy supplied at the rate of £5 per кү. 
per annum of the maximum demand in each year plus one-third of 
1d. per unit, provided that—(1) electricity be again used for street 
lighting to the extent of not less than 110,000 units per annum; 
80 proper sums be credited to tbe electricity department for any 
services rendered in connection with the sewage or other depart- 
ments of the Council's works ; and (3) the total payment to be made 
to the company be not less than £4,200 per annum. The secretary 
of the company stated that the previous reduction made by the 
company represented а saving to the Council which during the 
12 months ended June 39th last amounted to about £650. The 
effect of the proposed further reduction would, it was estimated, 
increase the saving to &bout £1,000 on tbe basis of the current 
year’s business, and this saving migbt, in the company’s opinion, 
be greatly increased during the next two yesrs if due advantage 
was taken by the Council of the modified terms. In the result the 
following motion was carried with two dissentients:—“ That the 
further consideration of the Metropolitan Electric Supply Oo.'s 
proposals be postponed, and that in the meantime the clerk be 
authorised and requested to enter into negotiations with the com- 
pany on the following basis:—The company to take over the 
accessories and be responsible for the working expenses, repayment 
of loans, and all other expenses, for seven years, nevertheless sub- 
ject to the subjoined provisions:— To cbarge no higher rate than 
the present charge, and when the scheme shows a net profit of 
4 per cent., to charge $d. per unit less on house and shop lighting, 
and to charge no more than 2d. per unit for street lighting." 


Argentine.—Tbe Cia. del Ferrocarril Bahia Blanca y 


. Noroeste bas been authorised to supply electric energy from ita 


own works for lighting and power purposes in the town of Bahia 
Blanca, The company is granted rebate of duty up to 20,000 pesos 
for machinery and materials which it may be necessary to import 
for the extension of the works and the installation of apparatus, 
&c., in the town.— Board of Trade Journal. 


Bolton.—According to an official report just issued by 
the Falcon Spinning Co., Ltd. (a new local concern), the sbare- 
holders are perfectly satisfied with the electrical equipment of their 
mill and its working. 


Brighouse.—The T.C. on November 25th sealed an 
agreement with the Yorkshire Electric Power Co. for the purchase 
from the company of energy in bulk at 14d. per unit, The agree- 
ment is for 14 years. 


Brighton.— Mr. John Christie, manager of the electrical 
undertaking, reports having received from the Reason Manu- 
facturing Co. a proposition which would enable the Council to 
test, without incurring any capital outlay, the value of the business 
of hiring out cooking, heating, and other similar apparatus. The 
company offers to provide and maintain suitable radiators at 
quarterly rentals of 4s. and 58, respectively, according to the class 
of radiator selected, the Council simply to collect the money on 
the company’s behalf. Mr. Christie considered the proposal an 
excellent one, and pointed out that any other manufacturers or 
contractors who came forward with a similar echeme would also 
receive the same treatment. The Electricity Committee has agreed 
to the proposal and the engineer is to be authorised to make . 
the necessary arrangements for the collection of the charges for the 
hire of the radiators, 


Carlisle.—The T.C. has applied to the L.G.B. for a loan 
of £1,000 for the installation of plant for the storage and con- 
veyance of coal at the electricity works. | 


Continental Notes,—GERMANY.—À new company has 
just been formed in Berlin with a capital of EI, 500,000, and the title 
Die Elektro Treuhand Gesellschaft. The object of the concern, 
which is supported by the Allgemeine Electricitäts Gesellschaft, 
Messrs, Siemens & Halske and the Siemens-Schuckertwerke Gesell- 
schaft, is to finance new electric installations, and to develop 
existing undertakings. 

BavABIA.— The municipal authorities of Bayreuth have decided 
on the establishment of & central electric lighting station in the 
town, at an estimated cost of £15,000. 


Dover.—The T.C. on November 24th sealed an agree- 
ment with the Admiralty for the supply of electricity for the 
harbour. By this, the Admiralty will pay for energy for lighting, so 
long as the maximum amount shall not exceed 100 Ew., 22d. per unit 
up to 200,000 units per annum; 28. per unit for anything in excess 
of 200,000 ; the Admiralty guaranteering to pay for 75, 000 units per 
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annum. For power the maximum is not to exceed 250 KW., and 
the price is 21d. per unit up to 200,000 units per annum ; 2d. per 
unit for from 200,000 t 300,000 ; and 1 1d. per unit beyond. 

 Eecles.—The L.G.B. has given its consent to the 
Corporation borrowing tlie sum of £12,741 for works of extension at 
the borough electricity works in Cawdor Street, Patricroft. The. 
various sums required are to be repaid in instalments withjn 
periods varying from 10 to 25 years. 


Exeter.—The T.C. has decided for the present not to 


assist consumers to wire their premises for the electric light. 


Goole.—The Board of Trade has revoked the 1901 E.L. 
Order. | 

Greystones.—At the quarterly meeting of the Wicklow. 
County Council on Monday, the application of the Greystones 


Electric Light and Power Oo., for permission to open streets and 
lay mains, &c., in the county, came up for further consideration. A 


deputation which was expected to appear did not present iteelf,. 


and it was resolved, after some discussion, that a cash indemnity of 
£500 deposit be obtained, otherwise the application would be 
opposed. | 


Hanwell.—Notice appears in the London Gazette of 
December 1st of the proposed transfer by the Council, of the 1904 


E.L. order to the Metropolitan Electric Supply Co., Ltd., for £585. 


Holsworthy.—Application will be made to the B. of T. 
by Christy Bros. & Co., of Chelmsford, electrical engineers, to 
authorise them to generate and supply electrical energy for lighting, 
heating, power, and ell other purposes, public and private, within 
the urban district. 


Hounslow.—At the last meeting of the Urban District 
Council, it was moved that in view of the Local Government 
Board's inspectors remarks at the recent inquiry, the work in 
regard to the conversion of certain street gas lamps into electric 
lamps: be postponed until after the inspectors report had been 
received. This was negatived. The tramway company is to be 
asked to push forward the new lines along the Bath, Staines and 
Hanworth Roads, and to consider the advisability of linking up 
St. Margaret's with Richmond. | 


Hult.—A L.G.B. inquiry was held by Mr. H. R. Hooper 
in respect of the application of the Corporation for permission to 
borrow the sum of £24,000 for the purposes of the electricity under- 
taking. 

The electrical engineer explained the growth of the undertaking, 
and stated that the demand had gone eastward, and the necessity 
had arisen for a new sub-station on the eastern side of the River 
Hull. The various items of expenditure included a sum for the 
erection of a new sub-station, which had been completed by the. 
city engineer. The Inspector asked if the work had been let out, 
to tender, and the engineer réplied that it had not; the city 
engineer had built one before, and the Committee thought it would 
be better if the engineer were entrusted with this special kind of 
building. 

"The inspector, commenting on this fact, pointed out that there 
was a structure that there was no eatimate for and no tenders for, 
and he was told that it was some special work, which it was felt 
could not be done by anybody elee, while at the same time there 
was a building of a similar character being put pp by Messrs. 
Blundell, Spence & Co., a firm in the city. He confessed that it 
was in his mind difficult to reconcile the two positions. 

The chairman of the Electric Lighting Committec said they 
gave the order for the building to their engineer because it was a 
question of pushing on the work to get it done as quickly as 
possible. 

The electrical engineer pointed out that there would be the delay 
in advertising for tenders, but the Inspector, in reply to this, said 
that it would not take long. 

Councillor Bower entered a strong protest against the manner if 
which the Committee had proceeded, and pointed out that there 
was a standing order that nothing over £50 should be done without 
tendering. They bad, he said, done similar things on other Com- 
mittees, but he did not know that the procedure was being adopted 
by the Electricity Committee. 

The Inspector considered that certain of the items might be paid 
out of the Corporation’s natural expansion loan, and the application 
was accordingly reduced to £11,000. The inquiry was then closed. 


India.—Arrangements have been made for beginning 
work on the Bimla hydro-electric scheme, and it is hoped to have 
700 x P. of plant in that station early in 1911. The remaining 
1,300 x P., for which the scheme provides, will be supplied when the 
demand for it arises. "The site is some 14 miles from Simls, where 
the Nautikhud stream will be taken by a 6 by 3 ft. Наше, 12,000 ft. 
long, into a tunnel 1,000 ft. long, and thence by a 550-foot drop 
into the Sutlej River, where the turbines will be placed. The 
power will be conducted to the new catchment area below Fogoo, 
Where it will be used, in the tirst instance, for pumping water into 
Simla, the balance being carried into tbe station for lighting 
purposes.— Board of Trade Journal. 


London.—L.C.C.—The Parliamentary Committee has 
been considering the proceedings of the Select Committee of the 
House of Commons on the London Electric Supply Bil (1908), 
and criticises the instruction in regard to the purchase by the L. C. C. 
of the various undertakings in London. It has decided that every 


endeavour shall be made during the progress of the Bill to secure 
the following amendments .— 


О 


1. That the undertakings of the companies shall be purchasable 
under the provisions of Sec. 2 of the Electric Lighting Act, 1888, 
except in the case of the undertaking of the Charing Cross Co. 
within the area of the City of London. 

2. That, in the case of this last-mentioned undertaking, it shall 
be purchasable on Blectric Lighting Act terms, plus a consideration 
in respect of the loss which the company may sustain by reason of 
purchase taking place in 1931 instead of 1941. 

3. That an enabling power for the Council to advance capital to 
the companies after notice of purchase has been given shall be sub- 
etituted for the obligatory power now in the Bill. 

4. That the Council should be entitled to discharge three-fourths 
and not merely one-half of. the purchase money by the issue of 
stock. E 
5. That the Council and the local authorities may be empowered 
to agree as to the urcaase by such local authorities from the 
Council of so much of the distributing systems of the undertakings 
purchased by the Council as may be within their districte. 

6. That the usual powers for the Council with regard to street 
works be inserted in the Bill. 


Manchester.—The London and North-Western Railway 
Oo. has introduced a system of electric signalling at its London 
Road Station, Manchester. 


Peterborough.—The T. O. has decided to appeal against 
the assessment of the electricity works, which has been incre 
from £800 to £1,150. | : 


South Stoneham.—The R.D.C. has definitely decided 
to consent to the application of the Soutbampton T.C. for an 
electric light prov. order to enable it to supply electricity to North 
and South Stoneham, subject to an option of purchase being given 
tothe R.D.C. if the latter body ever decides to provide а separate 
supply. - : , Pu 


Watford.—At a meeting of the U.D.C. held on Tuesday, 
the Council decided that application be made to the L.G.B. for 
sanction to borrow the sum of £4,952, to be made up as follows:— 
500 xw. turbo-alternator, complete with condenser and piping, 
£3,366; contingencies, £200; switchboard panel, £86; econo- 
miser, £402; pipe work and hot-water meter, £200; buildings, 
including for lines and foundations, £460 ; contingencies, £50 ; and 
for an engine, 4188. 


Wembly.—The North Metropolitan Electrical Power 
Distribution Co. has decided to proceed with work at an early date 
under the Wembly Electricity Order. f 


— ——— ——À 


TRAMWAY and RAILWAY NOTES. 


Bacup.—The town clerk reports that the purchase of the 
Bacup Tramways has been completed. The Rawtenstall authorities 
will act as contractors and construct the tramways Recently it 
was resolved that thermit joints be used, and that Mr. C. D. Taite 
supervise the construction of the overhead equipment. e Letters 
were read notifying the sanction of the L.G.B. to the borrowing 
by the Rawtenstall Corporation of £33,800 for the purpose of an 
electricity station, from which а supply of electricity in bulk will 
be given to Bacup. The consumption on the tramways 18 to be 
into account in fixing the price; the period of agreement to be the 
period of lease, with opportunities for revision at the end of 
five years. 


Belfast.—At the weekly meeting of the Tramway? and 
Electrical Committee, on the 30th ult., Mr. Nance, the m 
manager, reported that he had been in communication with tne 
Municipal Tramways Association with regard to the surcharges 
recently made by the L.G.B., respecting the payments of bg 
expenses of delegates to the meetings of tbat Association. 6 
organisation bad taken the matter up, and had received а letter 
from the L.G.B., in which it was pointed out that the surcharges 18 
question would be remitted, but that at the same time, there was 10 
statutory enactment which authorised payments euch a8 these from 
the rates, that Belfast was the only place in Ireland where se 
ways were owned by the municipality, and that if the Corporatio 
wished to defray such expenditure out of the rates it muet a 
legislative authority. The manager added that the Associs тя 
stil! had the subject under its consideration. At the meeting 
tenders for a supply of trolley wire were submitted, and tba 
the British Insulated and Helsby Cables, Ltd., was accepted. 


Bolton.—The T.C. has decided to geek powers to = 
struct five additional lines of electric tramways in the borong 


Bradford.—The Tramways Department has installed в 
new system of electrical signalling to facilitate the чоор з 
traffic on single lines, which is likely to supersede the staff ih 
of working generally in use on eimilar sections dor E rin le 
weather. The apparatus was recently inspected by Major eel 
of the B. of T., who bas reported on the arrangement to the ' 
and the Corporation has since received consent to equip 49 
sections as it thinks desirable with the arrangement. The secondly 
uovelty of the apparatus is (1) its extreme simplicity, and 
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the adherence to з well-known railway signalling principle, that in 
the event of the failure of the signalling apparatus the result is the 
blocking of the line rather than the opening. The general prin- 
ciple of operation is that of lighting and extinguishing electric 
lamps through the medium of a relay. 


Canary Islands.—The steam tramway at Las Palmas 
has been sold to a Spanish Bank. The new proprietors, it appears, 
intend to employ electric traction, and for this purpose it will be 
necessary to erect a power house, to reconstruct the roadway, and 
to purchase new rolling stock adapted to the new system of traction. 
It is, moreover, intended to extend the line to the town of Santa 
Brigita (5,000 inhabitants), situated in the mountains nine-miles to 
the south-west of Las Palmas. The length of the present line is 
about four miles.— Board of Trade Journal. 


Fs . i | А 

Cheshire.—4A scheme has been mooted, and will shortly 
be submitted to the various local authorities concerned, for linking 
up those two fast developing communities on the Mersey—Birken- 
head and Wallasey. The object of the promoters is to establish 
direct electric railway communication between Birkenhead and 
New Brighton in the first instance, and to proceed later by in- 
cluding Leasowe, Hoylake, West Kirby, and other centres of the 
Wirral Peninsula. This district is tapped by the Mersey (Electric) 
Railway, the Wirral Railway, the Great Central and other lines, 
while there are somewhat extensive tramway systems in Birken- 
head and Wallasey, which, although in close proximity to one 
another, are nevertheless not joined up in any way. The prime 
mover in the undertaking is Mr. Hickman, of New Brighton, and 
plans have already been prepared by Messrs. Pearce and Lloyd, of 


North John Street, Liverpool. 


Continental Notes.—GeRMany.—The lack of co- 
ordination which has characterised the construction of underground 
electric railways in London without any physical connections finds 
its counterpart in Berlin at the present time, at all events from 
the point of view of the various schemes. For instance, the muni- 
cipal project for an underground line at Wilmersdorf is still in an 
initial stage, the Berlin municipal line from the north to the south 
remains under consideration, the Schoneberg scheme is in a pre- 
liminary condition of construction in consequence of delay in the 
sanctioning of the necessary loan, the proposed suspended railway 
is partly put off, and the authorised eastern section of the old 
Underground Railway Co. is-still in course of preparation. No 
systematic junction of any of these lines, where such would be 
possible, is in contemplation, and to them has now to be added a 
project submitted to the municipal authorities by the Allgemeine 
Co. for the construction of an underground and elevated railway 
from Gesundbrunnen to Kottbusertor. | 

SPAIN.— The Soc. An. de Tramway de Madrid and d'Espague of 
Paris and Madrid has obtained the concession for the tramway from 
the Gloriete de Alonso Martinez to Ohamartin de la Rosa. 


Crewkerne-Martock.—The Yeovil R.D.C. has decided 
to apply to the Light Railway Commissioners for power to advance, 
by way of loan or investment, if thought desirable, a sum not 
exceeding £3,000 to the promoters of the Crewkerne, South 
Petherton, and Martock Light Railway. 


Euston-Watford Electric Railway.—At a meeting 
of the Watford U.D.C. on Tuesday evening a letter was read from 
the L. and N.W. Railway Co., stating that the work of the new 
electric railway from Euston to Watford was about to commence, 
but no date as to when the work would be completed could 
be given. 

Folkestone.—The local tramway company has notified 
its intention of applying for a Bill to authorise the use of the over- 
head trolley system, instead of the Dolter surface contact system 
as originally proposed. 


Glasgow.—The report of the deputation which attended 
the congress of the International Tramways Union at Munich in 
September last has been submitted. Among other things, it is 
suggested that air brakes should be tried on the Glasgow cars, and 
that the matter of screening the driver from the weather should be 
further inquired into. With the system of transfer tickets in use 
in Munich, they disagreed. 

The process of linking up the Glasgow Corporation and the 
Dumbarton tramways has now been completed, except for the 
canal bridge, which is the only break in the long run from the 
city to Loch Lomond. 


Heston and Isleworth.—At the Jast sitting of the 
U.D.C., on motion of Mr. Emmett, it was decided to call upon the 
London United Tramways to proceed with the line from Hounslow 
to Staines, authorised by Act four years ago, and the line from 
Hounslow to Hanworth, which was sanctioned as a light railway 
at the same time. : 


Liverpool.—The B. of T. has sanctioned the proposed 


borrowing of £12,400 for tramway extensions. 


London.—In connection with the proposed Victoria- 
Cricklewood tube, it is intended to abandon the section between 
Victoria and Edgware Road Station of the “ Bakerloo,” and to 
continue the latter line to Cricklewood, some 34 miles further. The 
new line will be owned by the North-West London Railway Co., 
but will be worked by the Bakerloo Railway. Six stations are 
proposed on the new section. 
coo the fire on the City and South London Railway in June last, 
my TE has been considering the need for additional precautions 

all tube railways, and recommends that incombustible platforms 


should be provided, and that these railways should be periodically · 
inspected by the chief officer of the Fire Brigade. It is also recom- 
mended that there should be provided automatic signal lights, 
or preferably an illuminated sign, which will show on the platforms : 
of the stations, and also on the street level, when the current to the 
live rail is cut off in either direction. 

The Central London Railway has introduced an accelerated 
service of trains, with two-minute intervals during the day and 
three-minute intervals at night. This has been rendered possible 
owing to the loop extension of the company’s line to Wood Lane, 
which facilitates operations. 

On Saturday last the Electrobus Co. tried a new type of vehicle, 
fitted with a covered top, on the London streets. The bus seats 
18 inside and 18 outside; the new top cover adds but little to the 
weight, and, it is stated, does not affect the stability of the vehicle, 
owing to.the heavy batteries carried under the chassis. | 

L.C.C.—All outstanding matters between the B.C. and the 
County Council with respect to the proposed widening and paving 
works in connection witb the reconstruction of the tramways in 
Wandsworth Road and East Hill are now practically settled. 
Negotiations with regard to other lines are proceeding. 

STEPNEY.—In a long report as to the proposed electrification of 
the trams between Aldgate and Bow, the Works Committee of the 
BC. deny that it is impossible to use the conduit system. The 
borough engineer has prepared plans and sections showing the 
practicability òf the system. Whilst the B C. deplores the non- 
success and the great financial loss to the ratepayers involved in 
the experiments of the L.C.C., it trusts that it may yet be possible 
to make the G. B. surface contact system a success, во that shop- 
keepers and residents of the borough may not be subjected to 
further inconvenience and loss which would be involved in another 
breaking up of the highways. А copy of this report is to be sent 


to the B. of T. 


Lowestoft,—The manager of the tramways has reported 
to the Borough Council that the traffic receipts for the year ending 
September 30th amounted to £11,033, as against £10,937 for 1907, 


an increase of £96. 


Manchester.—The Corporation has given notice that in 
a Bill to be promoted next session, Parliamentary powers will be 
sought to provide, run, and work cars, omnibuses and vehicles 
(with or without trailers) for the conveyance of passengers, goods, 
and other traffic along public streets and roads, without rails, by 
electric motors obtaining their energy from a generating station by 
means of overhead trolley lines,” on the system known as the 
trackless trolley system. The Manchester Tramways Act, 1900, 
will be enlarged во as to embrace this system. It is intended 
to apply it to suburban roads, and one of the principal routes (for 
which already tramway powers exist) is that connecting Sale and 
Palatine Road (Withington) by way of Northenden. In the same 
intended Bill the Corporation is seeking powers to make various 
local extensions of tramway lines within the city. 


New South Wales.—The report of the Commissioner 
of the New South Wales Government Railways and Tramways for 
the quarter ending September 30th shows a revenue from tramways 
amounting to £248,504, an increase of £20,014. The expenditure 
amounted to £192,806, an increase of £4,852. 


Newcastle-on-Tyne.—The question of the financial 
position of the tramways has been much canvassed of late, and at a 
meeting of the Tramways Committee on November 26th, when Sir 
Joseph Baxter Ellis was re-elected chairman, he took the oppor- 
tunity to refer to the question at some length. He said that the 
tramway system was never in a better or more satisfactory position 
than now, when they took into consideration the disadvantages 
with which they started the year, the concessions in workmen's 
fares, lengthened stages, and the reduction of fares. These 
concessions were expected to cost about £9,000 to £11,000. 
Unfortunately, they experienced a strike lasting 32 weeks, which 
reduced their income by £300 or £400 per week. Still, in spite of 
sll that, their position was that their capital total expenditure was 
£1,166,785 to September 30th, 1908, with £7,960 for Parliamentary 
expenses; they had repaid in loans and paid in instalments to the 
sinking fund £201,680, in addition to paying interest on capital ; 
they had also laid on one side for reserve and renewals investments 
totalling £65,650, and a further sum of £10,000 sanctioned for 
investment a month ago. Out of this they had paid for renewals 
at tbe pumping station, the new storage battery, and the relaying of 
the lines in Westgate Hill, leaving them with a net amount of 
£71,846. The renewal of the Westgate Hill track cost them £607, 
but they got £113 for old rails, leaving the net cost for 500 lineal 
yards of track, £494. At that cost, supposing that the whole of the 
60 miles of track in Newcastle had to be relaid —and there was no 
fear of such a calamity—they would require £104,280. But, with 
the exception of tome of the curves and gradients, the lines would 
last their time. In the last half-year they had made £7,361 net 


profit. 


Rochdale.—A deputation representing the local Tram- 
way Committee has interviewed the Electricity Sub-committee with 
regard to a reduction in the charges for energy for the tramways. 
The Electricity Sub-committee has decided not to reduce the 
price, but has agreed to forego the £236 which the Tramways 
Committee pays to the department for establishment charges. 


Salford.—The Tramways Committee has recommended 
that application be made to the B. of T. for sanction to borrow 
£2,490 to meet the expenditure proposed on an impregnating plant 
an automatic sprinkler installation, &c., for the central car depot. 
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Twickenham.—Rir Clifton Robinson has replied in 
detail to the complaints made as to the tramcars. He denies that 
there is any overcrowding, or that the services of workmen’s cars 
are inadequate, and he adds chat the car services are based strictly 
on time schedules, and that any unpunctuality was due to causes 
such as municipal street works, over which, of course, the company 
had no control Та conclusion, he expresses the opinion that 
"many of the criticisms were the outcome of complaints based 
upon & blend of insufficient knowledge and prejudice, stimulated 
occasionally by the assumption that the company are not cognisant 
with the elementary principles of their own business.” 


U.8.A.—AÀn early morning New York street car con- 
taining 65 people, returning from a ball, was recently held up by 
four men, in Third Avenue. Both driver and conductor were 
covered by revolvers, and while the passengers were relieved of 
their valuables, the car was rapidly driven to a point suitable for the 
escape of the intruders, who have not been traced. The police were 
aware of what was occurring in the car, but owing to ita speed were 
powerless to interfere. | 

San FnaRcIsco.— Before the earthquake and fire of 1905, of the 
288 miles of single track, 77 miles were operated by cable, horse 
traction was on five miles, and steam on one mile. Now the whole 
of the city has been equipped with overhead electric traction. 


TELEGRAPH and TELEPHONE NOTES. 


Assessment of Telephone Earnings.—The National 
Telephone Co. has withdrawn its appeal against the assessment of 
its lines made by the Chorlton Union under the new valuation, 
which takes into account the earnings of the lines, as in the case of 
railway and tramway lines. The assessment was advanced from 
£2,895 to £4,491, and next year will advance to over £5,000. The 
old system was to assess the lines at the rate of £1 per mile. In 
Chorlton alone, which is one of 660 unions, the difference to the 


company in the amount of annual rates paid will be £1,000. 


Australia.—The Times reports that the Commonwealth 
Government has just taken an important step in the direction of 
the encouragement of electrical manufacturing in the Colony. In- 
structions have been given by the Postmaster-General that 


‘Australian firms be invited to tender for 10.000 wall telephones, 


together with the associated electrical parts. It is also stated that 
it ів possible that the order may be extended to 30,000 telephones, 
spread over a term of years if by that means it is possible to 
establish this new branch of industry. A former invitation to tender 
for 5,000 telepbones and parts of Australian manufacture failed to 
receive any response as respects the parts, while only two tenders 
were received for the instruments, which were 150 per cent. higher 
in price than the imported apparatus. 


Cheap Telegrams.— On December 1st the French Post 
Office authorities made an important innovation in the shape of 
second-class telegrams, to be sent over the wires during the elack 
periods of the night. The tariff for the proposed telegram-letters 
is one centime per word, or ten words a penny. They will be 
sccepted for transmission after nine o'clock at night, and will be 
delivered at their destination by the postmen with the first delivery 
of letters on tbe following morning. Forthe present tbe eystem 
will be tricd in those towns where there is an all-night telegraph 
service, but it will be extended if the public accord it a welcome. 
This means of utilising the expensive plant of the telegraph system 
during the unoccupied hours should show a profit if managed 
economically. 


L. C. C. New Fire Alarms.—The L.C.C. has adopted a 
new type of apparatus, which, according to the Daily Telegraph, 
has the following advantages over that now in use: — (a) When the 
fire-alarm is pulled, all the electric bells throughout the fire-station 
are actuated, instead of only the bell in the watch room, as at 
present; (b) when there is a fault on a fire-alarm circuit only one 
bell in the watch room of the station rings ; and any small defect ona 
circuit is immediately indicated ; (c) the person calling the brigade 
by means of the fire-alarm can be rung up from the fire station, and 
telephonic communication can be kept up between the fire-alarm 
and the fire station, a receiver being kept in the fire-alarm post for 
tbe purpose. Toe experimental installation has proved satisfactory, 
and in view of the great advantages of the new apparatus the chief 
officer of the brigade recommends that it should be adopted for the 
fire-alarms eonnected with all stations, and forall new fire-alarm 
posta to be fixed in future. The existing fire-alarm system, which 
is considerably out of date, will be modernised and made as ratis- 
factory ав is at present possible. There are about 1,300 fire alarms 
in London, and from estimates supplied by the Post Office, who 
provide and maintain the whole of the apparatus fora yearly 
charge, it appears that the cost of adapting these would be about 
£3,500. In addition, the annual charge for fire-alarms would 
ultimately be increased by about £425, less £120 eaved by the 
abolition of portable telephones. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED. 
Port Arthur-Chifu E is AS .. Мат, B, 1004 zu 
Cotonou-Grand Bassam T SQ Ort. ), I. 


Oran ИЧ 


- | Nov. 23, 1503 .. Nov. 25, 1998 
Yanzictar Meombat<a 


.. Nav. 21. 18 Nav. 9C, 1008 


Trinidad and Tobago. — The Colonial Report for 
1907-8 gives particulars of the working of wireless telegraphy 
between these two islands, 240 private and 78 official telegrams 
were dispatched from Trinidad to Tobago, while Tobago sent to 
Trinidad 245 private and 64 official messages, making a grand total 
of 627 messages. Every opportunity to communicate with ship 
equipped with wireless spparatus was taken advantage of; there 
were 13 such communications during the year from the Trinidad 
station, aud five from the Tobago station. Н.М S. Scylla communi- 
cated several times from Grenada, and once from St. Vincent (200 
miles distant), and with Tobago, when she was 150 miles away. 
The Government internal telegraphs constructed by the Govem. 
ment comprised 85 miles. There is a complete system of tele- 
phonic communication in Port of Spain, which has been extended 
to the principal towng and out-stations. The service is worked by 
а company. 


Wireless Telegraphy.—A Bill for putting in force the 
decisions of the Berlin wireless telegraphy, conference of November, 
1906, as embodied in an international convention, bas been laid 
before the French Chamber. 

The Signal Corps of the United States Army has connected Nome 
with Seattle by means of wireless telegraphy, and the installations 
at Cape Nome, Fort Egbert, Fort Gibbon, Fairbanks and Circle City 
are said to be successful.— Telegraph Age. 

According to the Datly Mail, a long-distance wireless station is 
to be built tor the United States Navy Department, near Washing- 
ton, to be capable of sending messages a distance of 3,000 miles. 
The present stations along the Atlantic coast will be abandoned 
after its construction. Two ships will also be fitted with equipments 
having a sending radius of 1,000 miles. 

. Iquitos, Mabisea, Requena and other places in Pern may now be 
reached by wireless telegraphy from Puerto Bermudes, in the same 
country, but telegrams are only accepted at senders’ risk. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.—The electricity department invites tenders for 
materials Schedules from J. A. Bell, engineer, Millburn Btreet. 


Algeria.— January 15th. "Tenders are invited by the 
Bóne municipal authorities for—(1) the construction and working 
of a central electric power station, and (2) the construction and 
working of an electric tramway. Copies of the projects, specifica- 
tions, &. (in French), may be seen at the Commercial Intelligence 
Branch of the Board of Trade, 73, Basinghall Street, London, E.C. 


Australia. — QUEENSLAND. — January 4th and 11th, 


1909. Tenders are required by the Postmaster-General for:—No.1, 


telegraph instruments, accessories and spare parts; No. $, tele- 
phone instruments, accessories and spare parts; No. 3, switch- 
boards, accessories and spare parte; No. 4, measuring instrumenta, 
protectors, accumulators and parte. Tenders for the foregoing by 
January 11tb, 1909 ; and for cables, copper wire, iron wire and inso- 
lators, by January 4tb, 1909. 

MELBOURNE.— December 15th. 33,200 incande:cent lamps for 
the Council. See ‘Official Notices " November 27th. 

бүрхеү, N.8.W.—April 28th, 1909. The Postmaster-General 
requires tenders for the supply, erection, &c., of à brancbing metallic 
multiple magneto switchboaid at the William Street telephone 
exchange, according to specification No. 236. 


Baku.—January 24th. The T.C. is inviting tenders for 


its electric tramway concession (42 years). Fall particulars st tbe 
Russian Consulate in London. 


Battersea.— December 22nd. Coal for the electricity 
department. See Official Notices” to-day. К. 


Belgium.—December 23rd. La Société Nationale des 
Chemins de Fer Vicinaux, 14, Rue de la Science, Brussels, is innit: 
ing tenders for the contract for the supply and erection of the 
overhead equipment, and tke electric connections for the rails, of 
the light electric railway between La Louvière and Binche. Plans 


and specification can be obtained from the address given abore 
after December 8th, at a cost of 1 fr. 


Birmingham.—The Corporation Electricity Department 
will be glad to hear from firms capable of building large gas engine! 
and producer gas plants. See Official Notices“ November 90%. 


December 29th.—Flectric motors for the Corporation Suppl) 
Department. See Official Notices“ to-day. 


Bristol.— December 10th. The wiring of the Avonbank 
electric light station (third instalment) for the Electricity Cc™ 


mittee. Specifications, two guineas (returnable as usual), free 
Н. Faraday Proctor, city electrical engineer. 


Canada.—Wissirec.—December 28th. A Vie 
Ties dispatch from Winnipeg says that tbe municipality er 


Nov. 24th resolved to invite tenders, to be delivered by Decem” 


28th, for extengive power plant, the cost of which is stated at m" 
than £1,000 f). 
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Cardiff.— December 18th. One 2,500-K.v.4. turbo- 
alternator, complete with surface-condensing plant and motor- 
driven auxiliaries for the Corporation. See ‘Official Notices" 
to-day. 

December 12tb.— The Corporation is inviting tenders for 30,000 
fons of coal for the electric lighting and tramways department. 
Tenders to J. L. Wheatley, Town Clerk. 


Dover.— December 9th. Electrical sundries and electric 
cables for the Dover Harbour Board (2s. 6d. for schedule). Martyn 
Mowll, Register, Castle Street, Dover. 


Edinburgh.— December 7th. Various stores, including 
electric light supplies, for the Edinburgh and District Tramways 
Co., Ltd. Forms of tender, 1s. per schedule, from offices, 1, South 
Charlotte Street, Edinburgh. 


Felixstowe and Walton.—December 12th. Diesel oil 
engine and dynamo for the U. D. C. 
November 27th. 


Germany.—Tenders are about to be invited by the 
municipal authorities of Bischofswerder, West Prussia, for the 
construction of an electric tramway in the town. 


Glasgow,—Electric motor, cables, fuses, &c., for arti- 
ficial milking installation at Woodilee Asylum. Mr. Robert 
Tannoch, master of works, Woodilee, Lenzie. 


Hackney.—December 17th. p.c. electricity meters, of 
the ampere-hour motor type, for the electricity department. See 
" Official Notices November 13th. . 


Manehester.—December 9th. Exhaust steam and other 
pipes for the Electricity Committee. See ‘Official Notices” 
November 27th. 


Powell Duffryn Steam Coal Co., Ltd.— December 7th. 
Electrical goods. Stores Manager, Aberaman Offices, Aberdare. 


Spain. — MADRID. — December 21st. Thé municipal 
authorities require tenders for the supply of electric lighting 
material and fittings for the service from January lst, 1909, to 
December 31st, 1910. Samples may be seen at the Ossa Oonsistoriale 
Ayuntamiento Constitucional. 


Trimdon Grange (Co. Durham).—December 12th. 
Electric fittings for a year for Walter Scott, Ltd., Trimdon Grange 
Colliery. Storekeeper, Trimdon Grange Oolliery. 


Walthamstow.—Tenders are to be invited by the U. D. C. 
for a supply of cable for the period ending March 3186, 1910. 50 to 
70-ton lots of various kinds of steam coal are to be ordered by the 
electrical engineer for testing purposes. 


CLOSED. 


Bolton.—The Electricity Committee of the T.C. has 
accepted the tenders of the Perfecta Bteel Tube Conduit Co. and 
Mesers. Isaac Griffiths & Son, for tubes and fittings for a year. 


Derby.—The T.C. E.L. Committee has decided to order 


а new water recorder from the Lea Recorder Co. 


Glasgow.—The T.C.’s Hospital Committee has accepted 
the offer of Mesars. Allan Arthur & Ure, amounting to £87 108., it 
being the lowest, for relaying the cables for the electric lighting of 
the grounds of Ruchill Hospital. 


Leyton.— The quotation of the Underfeed Boiler Co. to 
fit the second Stirling boiler with a mechanical stoker, similar to 
the one already installed, has been accepted by the T.C., at £417. 
The company, have, however, made a contribution of £30 per 
boiler towards the cost of the mechanical stoker, so that the loan 
to be applied for will amount to £367. The electrical engineer 
reported, in connection with the matter, that for the 28 days from 
October 12th to November 8th inclusive, the mechanical stoker 
consumed 322 37 tons of slack at 10s. 11d. per ton. The equivalent 
consumption of hard coal at 16s. 54d. per ton to do the same work 
would have been 28109 tons, so that there was a saving of 
£55 7s. 1d., equal to £1 198. 6d. per day. A certificate for the pay- 
ment of that amount has been issued to the company. 


London.—Portar.—The B.C. has received the following 
tendera for the supply of steam, feed, and blow-down piping in 


n with the erection of the new boiler at the electricity 
wor 8:— 


E, Bas & Со (accepte 3 : 

| repted) .. .. £2031] J. Spencer & Со. .. ee .. £357 

Babeock & Wilcox те " 338 көп & Co. 2 А = 889 
Rrewárts & Lloyds sy .. 2444. 


Bee “Official Notices 


L.C.C.—The Stores Committee has accepted the tenders of the 
following for annual supplies :— 


ELECTRIC Frrrmos, GLOBES AND SHADES. 


Baxter & Caunter .. ka .. £53 | W. McGench & Co. a 295 
G. Braulik .. ds a vs 81 | Nettlefold & 8ons .. Schedule 
City Glass Co. ju " M 6 of prices 
Dorman & Smith .. .. 27 | Siemens Bros. & Co. oo >œ. 40 
Elliott Bros we а ne 57 | Smith Bros. .. РА ar © 14 
Falk, Stadelmann & Co. .. ex 14 | б. Straus & Co. ioe us 16 
General Electric Co. js xs 50 | Taylor & Co... os гә vs 4 
A. P. Lundberg & Sons E 13 | Veritys, Ltd... ia = - 7 
W. White & co. УЗ .. £48 


ELECTRIC INSULATING MATERIALS, 
\ Baxter & Caunter..  ,. ds е Е ‘š £1 
British Electrical & Manufacturing Co. .. ‚> 184 
British Insulated & Helsby Cables, Ltd. .. s» 17 
British Westinghouse Co. a dap “е m. 7 


W. Gei 1 & Co. ee ee [EJ ГЕ.) ae oe 40 
General Electric Co. E d is "T 84 
James North, Hardy & Bon  .. vs is m 168 
D. Jaroslaw i vs s 2s 7 
Micanite & Insulators Co. 96 
G. Schultz & Co. .. А: ЗЕ xs Ре oe 276 
Siemens Bros. & Co. .. vis a ss t 28 
Taylor & Co. Ra. ec. we д е сэу, CAN 12 
А. Terry ex ЕЕ je, "ys 176 


Veritys, Ltd. "T T vs vá vx .. Schedule 
of prices. 
ELECTRIC CABLES AND WIRES. 
Callender's Cable & Construction Co. vs .. £172 
Hooper's Telegraph & India-Rubber Works, Ltd. Schedule 


of pace: 
Western Electric Co. ee oe ve ee 961 


The Highways Committee bas considered the following tenders 
for the roadwork and platelaying in connection with the reconstruc- 
tion of the tramways from Prince of Wales Road to Archway 
Tavern, Highgate :— 

J. Mowlem 2 Се. .. (recom. £81,223 | Dick, Kerr & Co. is £931,498 
A.M.Coles  .. .. eo £88,128 

Salford.—The Electricity Committee has accepted the 
tender of Balcke & Co., at £12,344, for the supply and erection of 
water cooling plant at the electricity works, in lien of a tender 
previously accepted. The tender of B. Thomas for the electric 
lighting of Seedley Baths, at £459, has been accepted. 

The Tramways Committee has accepted the following tenders :— 

A. G. Brown.—Impregnating plant, £75. | 


Hulse & Co.—-Car-wheel lathe, £626. 
Witter & Son.—Automatic sprinkler installation, £1,495. 


Shipley.— The U.D.C. has accepted the tender of 
Electromotors, Ltd., Openshaw, for a 10-in. pump and motor, with 
switchgear, at £333, | 


Spain.—The Spanish Siemens-Schuckert Co. has obtained 
the contract for the electric lighting installation on the new cruiser 
Reina Regenta. 


Walthamstow.—The U.D.C. has accepted the under- 
mentioned tenders for arc lamp carbons for the period ending 
March 31st, 1910:— | 

Sloan Electrical Co.— Conradty carbons for 10-amp. lamps. 


Geipel & Lange.—Conradty carbons for 5-amp. lamps, and ordinary carbons. 
Siemens Bros., Ltd., and the Sloan Electrical Co.— Flame are carbons. 


Watford,—The following tenders have been accepted :— 


Turbo-alternator.— British Thomson-Houston Co,, £2,400. 
Condensing plant.—Isaac Storey & Sons. £966. 

Bwitchboard panel.— British Thomson-Houston Co., £86 108, 
Economiser No. 2.— E. Green & Sons, £102. 

Fan engine. - Ashworth & Parker, Ltd. £188. 

Building flues and foundations.—L. R. Ensor, £496. 

Meters. —F'erranti, Lid. 


Wolstanton and Burslem.—The Board of Guardians 
has accepted the tender of the National Telephone Co. for alterations 
and additions to the telephones at the Workhouse, at £93 108. 


Zagazig.—The following list has been received of the 
tenders submitted for this installation. £E1 = £1 Os. 6d. 


British Manufacturers’ Syndicate (steam) s P £8,874 
Thomson-Houston (Diesel) .. me 5 x is "x 6,271 
British Engineering Co. (steam) .. ea se pa T 4,441 
Electric Light and Power Co. (steam) .. es 4s ae 7,750 
Bogais et Cie. (Steam). А oe “+ ee es ee ee 4,854 
Vienna Diesel Co. ee ee oo ee ee ee oe 7,000 
Siemens Diesel Co. Ше, М eu A vs 7,438 
Brush Co. (suction gas) t i " m e S0 4930 
Maggiore (steam) "E nS T "m ee ee T 7,000 
Lahmeyer (Diesel) ES ^s os ne А 5% 8.480 
Société General (Diesel) e x T re a ee 7,620 

Do. (steam) - z> is is MS VÀ 5.285 
W. H. Allen, Son & Co. (steam) V T 5% es 4,270 


Egyptian Engineering Co. (steam) és vs Pe Vs 5,750 


The Worries of the Station Engineer.—Consumer 
ringing up lighting station: Is that the engineer-in-charge ? 
Engineer-in-charge: Yes, whoare you. 
Consumer: I’m Mr. Brown; are you aware that the light over my 
desk is out ? 
‚ Eogineer-in-charge: Of course I am not; how could I be? 
Consumer: Oh! 1 thought you had a meter at the station to tell 
you when and where a lamp went out. 
The engineer regretted to inform him that they had not. 
The above-mentioned lighting station was supplying abou 
3007000 lights at the time. 
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CONTRACTORS’ COLUMN. 


The following information is published in the interests of el i А 
tractors and others who аге К өы inui ене 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so F are engaged, and where 
the m of отш to be handled is yey large, ue cannot always be 

aran ^ alleged in&ccuracies &re re i ; 
fully тека | | ! po to the Editors; they will be 


r new cottage hospital. Trustees, Aberfeldy Cottage 
ospital. 


ABERGAVENNY.—Additions to Monmouthshire Asylum. E. Johnson, 
architect, Abergavenny. 

ALDERSHOT .—Two houses and motor garage, Grosvenor Road. Friend and 
Lloyd, architects, 454, Grosvenor Road, Aldershot. 

ALVERDISCOTT (Drvon).—Wesleyan chapel. 

AMERSHAM.—Probable re-erection (after fire) of Copperkins House, Amer- 
sham Common, for John Hayes, Chesham. 

ASHFORD.— Proposed County Technical Institute (£1,000:. 

BACKWORTH (NonrTHUMBERLAND).—Colliery developments, Backworth Moor 
Colliery Co. 

BACUP.—Proposed conyersion of Mechanics’ Institute into Public Offices. 
Burveyor, Corporation Offices, Bacup. 

BAKEWELL.—New baths and pump-room for the U. D. O. W. R. Br 
architcct, 1, George Btreet, Buxton. 

BANBURY.—Probable developments at Banbury Cross Mills. Wrench and 
Co., Bhutford Plush Mille, near Banbury. 


yden, 


BARNSLE.— Completion of 8t. Peter's Church (£5,000); Rev. Т. J. Pickle, 


vicar of 8t. Peters. Houses, Westville Road, for T. H. Johnson ; 


Allatt Street, for J. Reynolds. Wholesale shops, in the market, 
for the т. 5 


BARNSTAPLE.— Wesleyan chapel at Newport, Barnstaple ; A. Lauder, archi- 
tect, Bridge Buildings, Barnstaple. Secondary schools; A. 
Lauder, architect, Bndge Buildings, Barnstaple. 

BATH.—Additions to City Technical College (£8,000). A. M. Green, architect, 
5, Princes Buildings, Bath. 

BEAUMARIS (ANcorgsEY).—Village Hall at Llangoed (£1,500). 


ВЕРЕОАП SA TO ons to workhouse. H. Young, architect, 35, Maitland Road, 
ord, 


BELFAGBST.—Extension of the G. P. O. 


BIRKENHEAD.—Additions to Welsh Independent Church. L. W. Williams, 
architect, 410, Park Road North, Birkenhead. 

BIRMINGHAM.—Additional workshops at the Public Lighting Department, 
Park Strect; H. E. Stilgoe, City Surveyor, Council House, 
Birmingham. Church building scheme in connection with 
Moseley Unitarian Church; Rev. Т. Gorton. 

BISHOP'S WALTHAM.—Proposed Church Hall. 


BLACKBURN.—Alterations at Theatre Royal. Parkinson & Sons, Ltd., con- 
tractors, Blackpool. : 
BLACKPOOL.—Extension of X. W. C. A. Holiday Home, South Shore. Instal- 
lation of electric centrifugal pumps, North Shore, for the T.C. 
(21,900). Houses, Portland Park Estate, for F. Ayre; Boscombe 
Road, for J. J. G. Hell; Bela Grove, for J. G. Pye; Rothsay 
Road, for 8. Sutcliffe; Handsworth Road, for J. Fielding and 
Sons; Fairhurst Street, for F. Whiteside; Warley Road, for E. 
Crowther: Sherbourne Road, for J. Foster; Cumberland 
Avenue, for J. D. Lonsdale; Camden Road, for F. High; 
Bourneville Road and Whitegate Drive, for H. N. Rose; White- 
gate Drive, Portland Park Estate, for G. F. Clarke; shops and 
house, Elizabeth and Caunce Streets, for F. Tomlinson; shops 
and houses, Central Drive and Bethesda Road, for E. Carmouche ; 
two bungalows, Cumberland Avenue, for R. H. Bailey; adüi. 


tions to bakery, Threlfall Road, for the Lancashire Cash 
Bakery Co. 


BLISWORTH.—8chool (£5,000). Brown & Mayor, architects, 80, Abington 
Street, Northampton. 

BOLTON.—Additions to premises, Nelson Square, R. Hough; yarn shed, Glad- 
stone Street, John Rostron, Ltd; additions to works in Bella 
Street, J. Aspinall & Co.; four houses in Bennet's Lane, Messrs. 
Pilling, contractors, Bolton. 

BRADFORD.--Corporation flats at Longlands (214,000); C. Booth & Son, con- 
tractors, Bradford. Three houses, Broad Lane, Luisterdyke; J. 
Cowgill, architect, 20, Pearl Assurance Buildings, Bradford. 

BRAINTREE..- Extensions of waterworks buildings, nnd machinery, for the 
U.D.C. Percy Griffiths, engineer, 54, Parliament Street, West- 
minster, S. W. 

BRAUNTON (DeEvon).—Proposed E. L. and power installation at works at 
Knowle, for Jas. Dennis. 

BRIGHOUSE. New spinning mills for Wood & Sons, Ltd., Thornhill Briggs, 


righouse. Electricity storage station; surveyor, Corporation 
Offices, Brighouse. 


BRIGHTON.—Reconstruction of the Albion Hotel; Clayton & Black, archi- 
tecta, 10, Prince Albert Btreet, Brighton ; Lynn & Sons, builders, 
31 and 32, Marlborough Street, Brighton. Boiler and engine 
house, 49, Robertson Road; F. C. Axtell, architect, 11. Prince 
Albert Street, Brighton. Flats, Centurion Road; E. W. Long, 
architect, 54, Old Stcine. Alterations to 1 and 2, Montpelier 
Crescent; Denman & Matthews, architects, 27, Queen's Road, 
Brighton. | 

BRISTOL.—Schooi, Alexandra Park (£9,000); Rodway & Denning, architects, 

. Baldwin Street, Bristol. School, Kingsdown (£7,500); W, 

Skinner, architect, Edinburgh Chambers, Bristol, St. Ambrose 
Church (£12,000); A. W. and V. Gough, architects, 23, Bridge 
Street. Bristol. School for the Blind (£14,000; E. Gabriel, 
architect, Orchard street, Bristol. 

BRITON FERRY (Gr4w.).—Proposed public ball (site given by Evans Bevan). 

. Н. Hunter and W. H. Humphreys, joint secretaries. 

BROADSTAIRS.—Additions to Routh Court, Ramsgate Road, for Miss Dowker ; 
houses, York Avenue, for H. J. Hancock; Lindenthorpe Road, 
for R. W. Ruck. ; 

BROMLEY.— Additions, The Spitiney, Woodlands Road: C. H. B. Quennell, 
architect, 17. Victoria Street, B. W. Additions to Oak Cottage, 
Lake Avenue, for the Kinnaird Park Estate Co, 

BRIDLINGTON.— Alterations to 9, Bridge Street, for F. E. Gray; Palmhouse, 
Quay Road, for the T.C. (£965 10s) ; Messenger & Co., Ltd., 
builders, Loughborough. 

BROMSGROV E.—Proposed Secondary School. Secretary, Local Education 
Committee, Bromsgrove. 

BURNLEY (Harton).—Proposed new Elementary School (300 scholars). H. 
Littler, county architect, 16, Ribblesdale Place, Preston. 

BURTON-ON-TRENT.—-Roman Catholic Church Schools (£2,450) ; R. Kershaw 
and Sons, builders, Princess Btreet, Burton-on-Trent. Wes. 
leyan Schools, High Bank Road, Winshill, H. Beck, architect, 
Burton-on-Trent. 

BU XTON.—New Church Institute at Burbage. 

CANTERBURY Six houses in Lancaster Road. F. T. Gentry, builder, 44, 
Broad Street, Canterbury. 

CARDIFF.— New laundry premises, Cardiff Laundry Co.; E. W. M. Corbett, 
architect, Bute Estate Office, Castle Btrect, Cardiff. Co 
operative wholesale premises, Bt. Mary Street; F. Harris 


architect, Balloon Street, Manchester. New Welsh Calvinistio 
Methudist. Chapel at Penylan, 


g for openings for new business. Consider- ` 


CARSHALTON.—Twenty houses, Cranfield Road and Stanley Read, for A. B, 
Cook; house, Chalgrove Road, for R. Knight. 
CASTLE DON NINGTON (DznBv8HIRE).—Proposed restoration of buildings, 
Rev, J. Farrar Stevens, vicar. 
CHELMSFORD.—Extensive alterations to business premises, Springfield 
Road, for Collins & Bon, glass and china dealers. Proposed 
Council School in Trinity Road. Villa, Hill Road, for P. 
Baunders ; four houses, Anchor Street, for Beckett Bros.; villa, 
Rainsford End, for W. O. Miller; house, Springfield, for Mrs. 
Bolingbroke. 
CHESTERFIELD (PirsLEY).—Extension of Pilsley Parish. Church and the 
Church Institute. 
CHICHESTER.—Renovation of the Guildhall, Priory Park (£500). E. S. Prior, 
architect, Chichester ; Vick & Sons, builders, Chichester, 
CHIPPENHAM.~—Villas, Sheldon Road; Н. C. Cook, builder, 2, Crofts Road, 
Swindon. Twelve houses, Ladyfield Estate, for Mr. Ashe. 
Shops and offices, The Bridge, for J. L. Foreman ; Р. В, Rigg, 
architect, Frome. 
CHORLEY.—Thirty houses; Surveyor, Corporation Offices, Chorley. Houses, 
Weldbank Lane, for Wm. Hampson, builder, 81, Pall Mall; of 
Pilling Lane, for Н. Martindale: Pennine Road, for S. Froom 
and Sons, builders, 18, Seymour Street. | 
COLWYN BAY.—New premises and hostel for the Y.M.C.A.; Wesleyan 
Methodist School ; Church at Old Colwyn (£2,000). 
"COOKHAM.—Houses, Furze Platt, for Partlo Bros.: Highway Estate, for Miss 
Wilson; alterations and additions to Hurley House, Hurley, for 
Mr. Sargent; houses, Highway Estate, for R. Francis; Alwyn 
Road, for W. Wynch. ; 
COWERB.—Five houses, Tennyson Road, for H. E. Day, builder, Tennyson 
Road ; stabling at Waestecroft, Park Road, for Baroness von 
Hillyer, 
CROYDON.—Church hall, &c., in connection with St. Philip's Chuoroh 
отри: E. Ө. Cole, architect. Extensions to the workhouse 
(£15,000). 


DARWEN.—Council school in Budell Road (£7,000). Lloyd & Millwood, 
builders, Darwen. 


DEAL.—Eleven houses, Middle Deal Road and Church Path: A. W. Thompson, 
builder, Cambridge Place, Lower Walmer. Five houses, 
Albert Road; G. Jefford, builder, 1, Greenwood Terrace, South 
Wall Road. 

DERBY.—Proposed improvements at girls’ secondary school: Director of 
Education, Derby. Alterations to slaughter houses and Market 
Hall (210,000); Borough Surveyor. 

DONCASTER.—New Wesleyan Church at Brodsworth (21,500). P. B. Houfton, 
architect, Chesterfield; Dennis Gill & Son, builders, 8, Nether 
Hall Road, Doncaster. 

DUNDEE. —8tore in Broughty Ferry Road, for Northern Agricultural Co., Ltd; 
villas in Ancrum Road, Lochee, for D. Webster; warehouse in 
Neish Street, for Thomson Bros., Ltd 


DUNMOW.—Bacon factory. W. Douglas & Bons, Ltd., Douglas Wharf, 
Putney, 8.W. 
DURHAM.~—Important additions to the technical schools (£5,479). J. W. 
White, builder, High Barnes Worka, Sunderland. 
EASTBOURNE.—Improvement of the pier entrance, including new kiosks, 
&c., lit by electricity (about £1,000). 
ECCLES.—Proposed secondary school. Local Education Director. 


ENFIELD.— Rebuilding Hop Poles (licensed house), Baker Street. 


ESSEX .—Restoration and additions East Thorpe Church. Chancellor & 805, 
architects, 20, Finsbury Circus, E.C, 


FAKENHAM.—Catholic Church. Rev. Father Н. W. Gray, Catholic Mission 
Fakenham, 


FARNWORTH.— Developments at Bridgewater Street Mills. Messrs. Porritts, 
mauufacturera. 


Suggested new school in Queen Street. H. Rostron, secretary, Local 
Education Committee. 
FENTON.—Alterations and additions to the Crown Bakery, for J. Walters. 
. Jones and Jackson, architects, 10, Albion Strect, Hanley. 


Sewage disposal works at Bideway, for the U.D.C; S. A. Goodall, 
surveyor to the Council, Town Hall, Fenton. 


FLEETWOOD.—Important dock extensions for the Lancashire and Yorkshire 
Railway Co. (about £30,000). 

GALWAY.—Fever Hospital for the Board of Guardians. A. Cowlishaw, archi- 
tect, Brentwood, Salthill, Galway. 


GLASGOW.—Public hall in Clarendon Street (£6,000to £7,000). Board School, 
Mollinsburn School; Glasgow School Board. Extension to 
baths and washhouses, West Scotland Street, Kinning Park; 
Corporation. Tenement dwelling houses and shops, Dalmar- 
nock Road; John Porter, house factor, 577, Dalmarnock Road, 
Glasgow. Tramway depót at Newlandsfield; A. B. McDonald, 
surveyor to Glasgow Corporation. 


GOSPORT.—New Church in connection with the Baptist Tabernacle. 


GRAVESEND.—Rix houses, Lennox Road, for E. Bishop: Bridgland & Clay, 
architects. Extension of concert hall for the Rector asd 
Wardens of Bt. George's Church. 

GRIMS8BY.—Proposed new municipal offices (£16,000), or extension of the 
‘Town Hall (£20,000) ; borough engineer, 

HANLEY .—New premises, Market Square, for M. Huntbach & Co., Ltd., drapers, 
Hanley. 

HEAP BRIDGE (Hrevwoov).—New elementary school. Secretary, Heywood 
Education Committee. 


HESTON asp ISLEWORTH.—Alterations Dockwell Smallpox Hospital. J. G. 
Carey, surveyor, U. D. C. 


HEBDEN BRIDGE. — Machine shop, Victoria Road, for Hughes & Fawcett. 


HIGH WI COMBE.— Houses, Priory Avenue, for A. W. Nash: London Road. 
for Miss Taplin; Roberts Road, for Mr. King: additions 0 
to chair factory, for J. Gibson, Frogmoor : additions to hosse, 
Rectory Avenue, for C. W. Wood: public hall, Corporation 
Street, for Davenport Vernon & Co., Ltd. 

HITCHIN.—Inportant water works supply scheme (£4,923). J. Aird & San, 
contractors, Lambeth, В.Е. 

HULL.—Rebuilding premises, Market Place, for the Charterhouse Trustees 
Broderick, Lowther & Walker, architects, 77, lowgate, Hall. 
Warehouse, Beverley Road, for Blundell, Bpence & Co., Lid. 
warehouse, Walker Street, for б. Lodge; extensions, Stone 
ferry, for Reckitt & Sons, Ltd.; development of estate for build- 
ing purposes by R. Foster. 

ILFORD.—Rebuilding of business premises, High Street and Cleveland Road. 
for Mr. Gilderson: houses, Felbrigge Road, for A. C. Corbett 
(E. T. Dunn, architect, 20, Manstietd Road); Wards Road. for 
А. R. Kydd; SI, St. Mary's Road, for Bilcock & Sone; FW? 
Road, for G. E. Holditch ; Montrose Terrace, for G. L. Turner: 
Chadwell Avenue, for G. Chaplin; parish room and temporary 
church. Goodmayes Lane, P. K. Allen, architect; bread p^ 
Ley Street, for R. Henderson F. G. Faunch, architect, h 
(тапшыр Road); lock-up shop, Goodmeyes Road, fot 

Vilde. 

KETTERING.—Installation of electric light in the Workhouse kitchen (elec: 

tric light for the whole building to be considered). 


KIDDERMINSTER.—Stone Shed and Office in New Road, tor Mess 


Greatwich, New secondary school, Secretery, Ki 
Education Committee, 
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KILLUCAN.—National Schools at Castlejordan, Ballinabracky. T. F. 
M'Namara, architect, 50, Dawson Street, Dublin. 

KIRBY MUXLOE (LEICESTER.— School. W. Brand, architect, 88, Bowling 
Green Street, Leicester. 

KNARESBOROUGH.—Proposed new Council Offices (23,000). F. Cartledge, 
surveyor to the Council, Knaresborough. i 

LANCASTER.—Dwelling house and shop in Sibsey Street, for E. Parkinson ; 
three dwelling houses in Bowerham, C. Hodgson ; Independent 
Methodigt lecture hall and class-rooma, J Parkinson, architect, 
Church Street, Lancaster; proposed technical or secondary 
school, Director of Education, Lancaster. ; : 

LANGHOLM.—New post office, corner of High and John Streets. 

LEEK.—Electric power installation at works in Queen Street, for A.“ J. 
Worthington & Co., silk manufacturers. 

LEICESTER.—Additions to Town Hall; F. Hames, architect. 14, Gray's Inn 
Ва паге, W.C. School: A. E. & Т. Sawday, architects, 6, Market 
Place, Leicester. Premises for Stamford, Spalding &nd Boston 
Bank; 8. Harrison & Son, architects, 7. Бї. Martin's East, 
Leicester; Haskard, Rudkin & Beek, builders, Braunstone 
Gate, Leicester. 

LINCOLN.—Extension of St. Nicholas’ Church (22,400). C. Hodgson Fowlers 
architect, Durham; Н. 8. & W. Close, builders, Lincoln. 


LINCOLN (METHERINGHAM).—New Wesleyan Methodist Church (£2,000). 

LIVERPOOL (8raronTH).— Proposed alteration of Seafleld House, for use ae a 
lunatic asylum. Mr. Lancaster, architect to the West Derby 
(Liverpool) Board of Guardians. 


LLANDUDNO (Мовтн Wates).—New church at West Shore. Important ex- 
tensionsat Holy Trinity Church ; the Rev. H. R. Hughes, rector 


of Liandudno. 


LLWYNYPIA.—Hospital. Evans & Williams, architects, Post Office Chambers,. 


Pontypridd. , 

LONDON (KENNINGTON, 8.E.).—Shop at Vauxhall Station, for South-Western 
Railway, Waterloo Station, S.E. 

(E.).—Additions at 15. Chandler Street, St. George-in-the-East. F. 
Hooper, architect, 12, Norfolk Street, Strand, W.C. 

(East Han, E.).--Alterations and additione to motor-'bus garage: 
Redcliffe Road: J. H. Ashby. Alterations to shops, Green 
Street; E. A. Hammerton, builder, 401, Green Street, Upton 
Park, E. 

(STREATHAM, 8.W.).—Twenty-five houses, Brookview Road: E. & А. 
Wates, builders. 85, Mitcham Lane, Streatham, S. W. Twenty- 
five houses in Wyatt Park Road and Daysbrook Road; Chapple 
and Utting, builders, 24, Wavertree Road, 8.W. 

(Ногнопм, W.C.).—Wesleyan Hall, Great Queen Street. Gordon 
and Gunton, architects, Finsbury House, Blomfield Street, E.C. 

(ВкЕвмохрвку, 8.E.).—Curing house, Channel Row. W. J. Dixon, 
builder, 3, Blue Anchor Lane, 8.E. 

(CLAPHAM Junction, B.W.).—Alteration to stalls, Theatre of 
Varieties, St. John's Hill. F. Matcham & Co., architects, 9, 
Warwick Court, W.C. | 

(Bow, E.).—Fire station at Glebe Road. W. E. Riley, superin- 
tendent architect to L.C.C., Spring Gardens, S. W. 

(CHELSEA, B.W.).—Additions to Beatrix dining rooms, Draycott 
Place. The Dining Room Committee. 

(Hoxton, N.E.).—Extensions at Messrs, Stollwerck's factory, Nile 
Street. St. Pancras Iron Works Co., 171, Pancras Road, N.W 

(BETHNAL GREEN, N.E.).—Erection of school at Morpeth Street. 
T. J. Bailey, Education architect, L. C. C. Offices, Victoria 
Embankment, W.C. 

(Sr. Pancras. N. W.). School at Camden Street (£14,000). T. J. 
Bailey, Education architect, L. C. C. Offices, Victoria Embank- 
ment, W. C. : 

(Lewisham, S. E.).—Music Hall at Rushey Green (seat 8,700. W. L. 
Griſhichs, architect, 9, Portsmouth Street, Lincoln's Inn Fields, 
W. C. 

(Herse Нил. S. E.).— Eight houses in Poplar Walk, for H. C. 
Morrell, 139, Auckland Hill, West Norwood, В.Е. 

(Leyton, N. E.).—Thirtv-six houses (tists) and five shops, Lea 
Bridge Road; J. Dunn, architect, 1, John Street. St. James' 
Square, S. W. Extension of workshops at Reliance Works, 
‘Skeltons Lane; W. A. Finch, architect, 76, Finsbury Pave- 
ment, Е.С. 

(WixnLEDON, 8.W.).—Additiona to ' Holywell,” Marryatt Road; 
Burges & Sons, builders, Wycliffe Road, Wimbledon, B. W. 
Pension. Woodside; R. A. Hinds, architect, Wood Nook, Wim- 
bledon Hill, Wimbledon, S.W. : 

(WanrHaMsTow, N.E.).—Thirty-one houses, Studley Road; 8. W. 
Robinson, builder, 77, Orford Road, Walthamstow, N.E. 
Offices, Blackhorse Lane, for Peter Hooker, Ltd., Blackhorse 
Road, Walthamstow, N.E. 

(WaTERLOO Prace, 8.W.).—Block of offices, &c., Thompson and 
Walford, architects, Leadenhall Buildings, E.C.; Patman and 
Fotheringham, Ltd., builders, 100, Theobald’s Road, W. C. 

(MrswELL HILL, N.).—Alterations and additions, All Saints’ Parish 
Hall, Durham Road, for the Trustees. О, 

(Hornsey, N.).—Alterations and additions, Station Parade, Archway 
Road. Batty & Eckert, estate agents, 20, Grand Parade, 
Hornsey, N. 

(Acton, W.).—New public offices. W. H. Raffles and J. B. Gridley 
architects, 10, Gray's Inn Square, W.C. | | 

(E.C.).—Billingsgate Market to be extended (£11,000). | 

(W.).--Additions to the Empire Theatre, Leicester Square: F. T. 
Verity, architect, 7, Sackville Street, W. Shop at Brompton 
Road, Knightsbridge; T. H. Watson, architect, 9, Conduit 
Street, W. | 

(Souruwank, 8.E..—Temporary enlargement of sorting oftice 
(£1,100), to be followed by permanent enlargement, H.M. Office 
of Works, Storey's Gate, S. W. 

MALVERN LINK (WorcESTERSHIRE).—Elementary school in Somers Park 

Avenue. Pritchard & Pritchard, architects, Bank Buildings, 
Kidderminster. | 
MANCHESTER.— Baths and wash-honses in St. John Ward (£7,000), Armitage 
Strect, Ardwick (£10,000), and Miles Platting (£10,000), New 
central premises in Peter Street, for V. M. C. A. Woodhouse, 
Corbett « Dean, architects, 100, King Street, Manchester. 
MERSTHAM (near REDHiLL, SURREY).—New Wesleyan Church (£1,600). 
MIDDLETON (Lanca.).— Elementary school in Elm Street (600 scholars); E. 
Wood, architect, 78, Cross Street, Manchester. Proposed 
technical or secondary school. Secretary, Local Education 
Authority. 

MILNTHORPE (WrEsrMORLAND).—New Police Station for the Westmorland 

R Standing Joint Committee. County Surveyor. 

MORECAMBE.— Proposed secondary school. Secretary, Local Education 

M Committee. = 

URTON (DcrHAM).—Proposed housing scheme. Co-operative Society. 


.NEATH.— Hotel. stables, &c., at Seven Sisters, for R. Evans Bevan. J. Cook 

NEW : Rees, architect, Parade Chambers, Neath. 
TON.LE-WILLOWS. — Proposed secondary school at  Earlestown. 

NORT Secretary, Earlestown Education Committee. 
HAMPTON.—School, Billing's Road (£20,000). H. Norman, atchiteot, 4, 


4 


Wood Hill, Northampton, 


NOTTINGHAM.—Additions to Lunatic Asylum. Mr, Lewis, City architect, 
City Hall, Nottingbam. Р TN | 
TABEN Но and Heddle Factory, 82, High Street, for Р. K. Millar and 
ons. T | : 
PEASEDOWN ST. JOHN (Somerset).—School for Somerset County Council. 
F. Bird, architeot, Midsomer Norton. 
PENDLETON (SALToRD).—Alterstions to Swan Hotel, Eccles New Road, 
_ Weaste Lane, ea 
PLYMOUTH.- Probable re-erection, after fire, of business premises, Russell 
Street, for R. Atwill, ironmonger. i 
PONTARDAWBH.—Sewerage and sewage disposal scheme for the R. D. C. 
(£14,C00). J. Morgan & L. H. Bell, engineers, Pontardawe. ` 
PONTYPRIDD.—Shop premises in Mill Street for W. Chesser ; A. Ll. Thomas, 
Church Chambers, Pontypridd.. ane 
PORT TALBOT.—-Masonic Temple at Forge Road, for the Afan" Masonic 
Lodge. J. A. James and T. Gibb, joint architects, Port Talbot. 
RAYLEIGH (Essex).—New school st Hadleigh. F. Whitmore, architect to 
the County Council, 17, Duke Street, Chelmsford. 
READING.—Large extensions to Royal Berks. Hospital (£20,000); C. Smith and 
Воп, architects, Friar Street, Reading. Suggested fever hospital 
for Caversham at Kidmore; Clerk to Caversham District 
Council, Caversham, 
ROATH.—Banking premises for National Provincial Bank. 
_ architect, Church Street, Cardiff. 
ROMILEY (near Srocxrokr).—Shops and houses for the Compstall Co-operative 
Society. R. B. Preston, architect, 51, South King Street, Man- 
chester. 
ROTHERHAM.—Electric light to be installed in Treeton Parish Church: Rev. 
J. C. Blackmore, rector of Treeton. Proposed electric light 
installation at the workhouse, for the B.G. 
ROYTON (Lancs.).—Additional store rooms, Shiloh Spinning Co. 
RUGBY.—Houses, Harborough Magna, for Mr. Denyer; Newton, for W. H. 
Pratt; additions to Willoughby House, for Mrs. Cross. | 
ST. HELENS.—Engine house, &c., at Cropper's Hill Power Station, for the 
T.C. E. M. Hollingsworth, borough electrical engineer. 
SALFORD.—Additions to dye works, Meadow Road, Broughton.  Boys' 
department at Wellington Street School; Mr. Broadbent, 
architect, Manchester. Additions to St. James Hotel, St. 
James Street. Extensions at Gas Works; borough surveyor, 
Salford. К 
SEEDLEY (near MAxcuksTER).— Wesleyan schools extensions. Trustees, 
Pendleton Wesleyan Circuit. 
SHEFFIELD.—New St. Oswald's Church. Vicar, Bt. Oswald’s Parish. 
SHOEBURYNESS.—Proposed new offices and fire station for the U.D.C., 
Mr, Harris, surveyor. х А 
SHREWSBURY.—New elementary schools in Cobham (£6,883). Treasure and 
Son, Ltd., contractors, Shrewsbury. $ 
SITTING BOURNE.—Houses, Cowper Road, for R. High, builder, 1, Bayford 


W.H. D. Caple, 


SOUTHEND-ON-SEA.—New hippodrome; B. Crewe, architect, 75, Shaftesbury 
Avenue, W.C. Pavilion ward at the Banitorium, for the T.C. ; 
E. J. Elford, surveyor. | 

SOUTH SHIELDS.— Nine houses, Hepscott Terrace, for Geo. Thornton & Co.; 

| J. Н. Morton, architect, King Street, South Shields. Two 

houses, Stanhope Road, for G. Thornton & Co.; T. Young, 
architect, 50, King Street, South Shields. о, ; 

STAFFORD.—Wesleyan mission hall, Rowley Street. С. W. D. Joynson, 
architect, Springhead, Wednesbury. у Ет, 

STAMFORD.—Administrative block at the Stamford, Rutland and General 
Infirmary (£2,250). Н. F. Traylen, architect; Roberte Bros., 
builders, Stamford. © 

STANTON-UNDER-BARDON (LercestER).--School. Harding & Topott, archi- 
tects, 15, Hotel Street, Leicester. 

STILLOGLIN (Co. Dunurx),.—Prospective rebuilding, after fire, of the Asylum 
of St. John of God. 


STOCK PORT. Important extensions to works at Heaviley, for Н. Faulder 
an 


Co., manufacturing confectioners. Jas. Jepson, architect, 

85, Great Underbank, Stockport; Daniel Eadie & Co., td., 
builders, Heaton Norris. | 

BTOKE-ON-TRENT.—Houses,' Richmond Street, J. Perry; York Street, Bas- 
ford, 8. Heath; conversion of premises into offices, Robinson, 
Leadbeater, Ltd.; additions to the Ashlands, Hartehill, Н. B. 
Bhirley; additions to 26, Sheppard Street, Mr. Leadbeater; 12 
houses, Daintry Street, W. Bell. Proposed erection of miners’ 
rescue station; Secretary, Staffordshire Education Committee, 

| Stafford. . c 

STRATFORD-UPON-AVON.— Publio conveniences for the T.C. Roden Dixon, 
borough surveyor, Sheep Street, Stratford-upon-Avon. 

SWANSEA.—Alterations, &c., at the Smithfield Arms, the London and North- 
Western Hotel and the Maltsters’ Arms, Carmarthen Road. 
Buildings in Castle Street ; Swansea Corporation. 

TAMWORTH.- Church at Clifton Campville. W. D. Caroe, architect, 3, Great 
College Street, B. W 

TENDRING (EssEx).—Cottage homes for the B.G. A. P. Butcher, architect 
Colchester. 

THRAPSTON.—School for Bedfordshire C.C. J. T. Blackwell, architect, 
Parkstone Chambers, Gold Street, Kettering. 

TIPTON.--Important sewerage works and machinery for the U. D. C. 
(£24,050). 

TIPTREE (Essrx).—Public elementary school. J. W. Start, architect, High 
Street, Colchester. 

TOPSHAM (Drvox).—New Wesleyan Methodist Sunday School. E. Holman, 
Topsham. 

TREFRIW (Norru WALES).— Welsh Calvinistic Methodist Chapel. G. 
Dickens-Lewis, architect, Talbot Chambers, Shrewsbury. 


TREORKY.—New Vestry for the Baptist Church. W. D. Morgan, architect, 
174, Ystrad Road, Pentre, Glam. | 
TRURO.—Improvements at the Harbour. F. Parkin, town clerk, Truro. 


TUNBRIDGE WEULS.—New premises facing the Common, for the Tunbridge 
Wells and County Club, C. Burns, architect, 63, Lincoln's Inn 
Fields, W.C. 

TIVERTON.—Technical School. F. Bird, architect, Midsomer Norton. 


TWICKENHAM.-Additions to 14, The Barons; Brewer, Smith & Brewer, 
architects, 11, The Green, Richmond. New bakehouse and 
dwelling house; Goadby Howard & Marrian, architects, Ban 
Chambers, London Road, Twickenham. : 

TYLDESLEY (near MaNcHEsTER).—Alterations to property in Elliott Street, 
J. Bleakley; new sidings for L. & N.W. Railway Co. 

UPTON (WoRckSTERSHIRE).—Proposed new buildings at the Kempsey Work- 
house. J. Hill, Chairman of the R.D.C. 

WALLINGTON (8vnnREY).—Houses, Woodcote Avenue, for A. J. Morris; 
London Road, for W. T. Willcocks; Longtield Avenue, for 
C. 8. Mitchell; Furze Lane, Beddington, for J. T. Deakins; 
Hackbridge Road, for F. H. Claridge; London Road, for A. 
Boulter. 

WALSALL.—New Wesleyan Church in Mellish Road. 

WARRINGTON.—Alterations, Winwick Street, for the Warrington Co-opera- 
tive Society, Ltd. ; moulding shed, Dallam Lane, for Whyman's 

Foundry Co., Ltd. ; alterations and additions, National School, 
| Chureh Street, for the trustees. 
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WATERLOO (near Lrverroor).—Proposed Technical or Secondary School: 
Secretary, Local Education Authority. А 

WATFORD.—Additions to laundry, Southeea Avenue; C. Brightman & Воп, 
builders, Ebury Road Works. Two shops and bakehouse, 
Market Street, for E. Keen. Premises, Market Street, for the 
Co-aperative Society, Ltd. 

WEDNESBURY.—Probable re-erection (after fire) of the electrical department 
atthe Old Parks Works of the Patent Shaft and Axletree Oo. 

WELLINGBOROUGH.—8hoe factory at Irthlingborough. A. Anderson, archi. 
tect, 62, Abington Street, Northampton. 

WHETSTONE (LzicrsrER).—8chool for Leicester C. C. E. G. Fowler, 88, 
Bowling Green Street, Leicester. 


WIGAN.—Four houses, Billinge Road and Calderbank Street; Calderbank 
and Sharrock, builders, 8methurst Street, Pemberton, Wigan. 
Nine houses, James Street; O. B. Holmes & Co., Ltd., builders, 
Cross Street, Wigan; thirteen houses in Caunce Road, Wm. 
Knowles; sixteen houses, Billinge Road, Pemberton, Messrs. 
Clough & Gaskell; two houses in Kenyon Road, J. Walkden; 
house and two тор О. and G. Rushton, Ltd., grocers. New 
school, Beech Hill; Willink & Thicknesse, architecte, Liverpool. 
Men's institute, Spring Gardens, All Saints Parish; Vicarage in 
Duke Street, Rev. H. F. Lloyd. 

WINCHESTER.—Extension of Bt. Paul's Church. 

roft, Winchester, 


WORCESTER.—Secondary school for girls (£6,750), and extension of the 
grammar sohools. City architect, 


Admiral Rainier, Winton 


FORTHCOMING EVENTS. 


Womens Stafford Engineering Soolety.— Friday, December 4th. At8 p.m. At the 


Siemens Institute, Stafford. Paper on Military Engineering,” by Mr. 
H. G. Williams. 


South-Western Polytechnic Institute Beys’ Secondary Sohool.— Saturday, December 
5th. At Manresa Road, Chelsea. Entertainment at 7.30 p.m. Mrs. Hayes 
Fisher presents prizes and certificates to scholars, 8.80 p.m. 

Electrical Football League.— Saturday, December 5th. Kick off 2.30 pm. 
St. James’ Electric r. Ediswans, at Wormholt Farm. General Electric r. 
Robertson's Lainps, at Gunnersbury Avenue, Mill Hill Park. 

P. & 0. Batti-Waflake’ Soolety.— Monday. December 7th. At 7.45 p.m. At the 


Abercorn Rooms, Great Eastern Hotel, Liverpool Street, E. C. Smoking 
Concert. 


fastttution ef Electrical Engineers (Glasgow Leeal Section).—Tucsday, December 
8eth. Meeting at 207, Bath Street, Glasgow. 


Liverpeo! and District Electrical Assoolation. —Tuesday, December 8th. At 8 p.m. 


At the Common Hall, Hackins Hey, E on“ Electricity as 
un 


Applied to Heating and Cooking," by Mr. 8. 


lastitution of Electrical Engineers (Manchester Students’ Section). Tuesday: 
December 8th. At 7.3 m. At the Municipal School of "Technology. 
Paper on Single-Phase Railways, by Mr. P. C. Jones. 

Saturday December 12th. Visit to the Morecambe and Heysham Electric 
- Railway. 

lactitution of Civil Engineers (Students).— Wednesday, December 9th, Visit to the 
works of Messrs. Dewrance & (o. 

tncorperated Ine'itution of Automobile Engineers. Wednesday, December 9th. At 
8p.m. Storey's Gate, St. James's Park, B. W. Mr. Mervyn O'Gorman on 
"^ How the Weight of a Motor-Car is Made Up.” 

Association of Engiacers-in-Charge.— Wednesday, December Sth. At 7.80, p.m. 
At St. Bride's Institute, E. C. Paper оп Coal, its Composition and Com- 
bustion," by Mr. W. H. Booth. 

Raghy Engineer! Soolety.— The meeting set down for December 10th has been 
postponed to December 17th. 

Повій «Пон of Eleotrical Engineers. Thursday, December 10th. At8 p.m. At the 
Institution of Civil Engineers. Papers on!“ Output and Economy Limits 
of Dynamo-Electric Machinery.“ by Mr. J. C. Mactarlane and Mr. Н. Burge, 
and Commercial Electric Heating,“ by Mr. John Roberts. 

Institution of Electrical Engineers (Dublin Sectien).— Thursday, December 10th. 
Meeting at8p.m. At the Royal College of Science. 

Physios! Soolety.—Friday, December lith, Meeting at 8 p.m At the Royal 
College of Science, South Kensington. Fourth Annual Exhibition of Elec- 
trical, Optical and other Physical Apparatus, from 7 to 10 p.m. (sce p. 990). 

Janior Institution of Engineers. Saturday. December 12th. At 8 p.m. Visit to 
garage and shops of London General Omnibus Co., at Black Horse Lane, 
Walthamstow. This visit is in connection with a paper that is to be read by 
Mr. Eric Boult on Motor-Omnibuses," on December 16th. 


North e! Fagland institate of Mining and Mechanical Engiacers.— Saturday, Decem. 
ber lth. Meeting at 2 p. in. 


don. 


THE ELECTRICAL ENGINEERS 


(LONDON DIVISION). 


The following orders are issued :— 


Monday, December 7th.—'! A' Company. Infantry drill (recruits), 6 to 7 p. in. 
Technical drill, 7 to 8 p.n. Adjutant's lecture, 8 pan. 
Tuesday, December Sth.— B" Company. Technical drill, 6 to 9.20 p.m. 


Infantry drill, 8.15 to 9.45 рап. Medical inspection for recruits, 6.30 
to 7.30 p.m. 


Wednesday, December 9th. -Lecture by Capt. Phillips to corporals at 8 p.m. 
Any other N.C.O.'s can attend this lecture. 


Thursday, December 10th.—'*C'' Company. 
7 p.m. Technical drill, 7 to 10 p.m. 


Friday, December 11th.—** D" Company. Infantry drill (recruits), 6 to 7 p.m. 
Technical drill, 7 to pan. Adjutant’s lecture, З p in. 


(Bigned) J. H. 8. PHILLIPS, 
Capt. and Acting Adjutant. 


Infantry drill (recruits), 6 to 


Foothall.— A match was played on Peckham Rye on the 
morning of Thureday, November 26th, between the L.C.C. Sub- 
stations’ F.C., Southern Section, and Hammersmith and City 
Railway (B team). The result was:—Hammeremith, 4; L. C. C. 
Sub-stations, 2. 


NOTES. 


Electrical Engineers’ Ball, 1909.—1It has been de. 
cided to hold the 1909 ball on Friday, February 5th, at the Hotel 
Cecil. A large and influential Committee has been formed, with 
an Executive Committee consisting of the same gentlemen м on 
the last occasion. The honorary treasurer is Mr. Robert Hammord 


and the honorary secretaries are Mr. A. M. Sillar and Mr, E 
Alabaster. 


Electrical Banks in Germany.—A little time ар, 
when referring to the question of the proposed electrical bank in 
Germany, it was mentioned that on the announcement of the scheme 
the idea prevailed that the three large electrical groups would 
become associated with the comprehensive undertaking in conten- 
plation, which is now stated to be on the point of realisation. 
Subsequent events, however, showed that only two groupe—the 
Allgemeine Co. and the Siemens & Haleke Co.—were acting in 
unison in the matter, and that they had succeeded in securing the 
support, which was withheld for some time, of some of the leading 
banking institutions in that country. It now turns ont that the 
other group—tbe Felten & Guilleaume-Lahmeyer Works Co.— 
does not intend to be behindhand in enterprise of thie kind, seeing 
that the company has resolved, very rapidly as it appears, to estab- 
lish an electrical bank on itg own account with a share capital of 
£1,250,000, and the intention to issue obligations of £3,750,000, 
thus making a total of £5,000,000. This is a considerable sum, 
although it is not quite so large as the combined ehare and bond 
capital attributed to the joint promotion of the other two groups. 
According to information apparently drawn from inspired sources, 
one fourth of the врате capital in the F.G.-L. bank will be paid op 
ав а beginning without the assistance of any banking institution, 
and in so far as the available funds of the Felten & Guillesume- 
Lahmeyer Works Oo. do not suffice for the purpose, the large share- 
holders, such as the Labmeyer Co. and the Guilleaume family, 
will provide the money; whilst the co-operation of 
banks will be requisitioned for the ultimate isme ol 
obligations. The money realised by the issue of obligation 
will be advanced to large or prospective consumers of electric light 
and power in order to enable them to carry out works or improre- 
ments, and they will effect repayments to the electrical bank in the 
form of annuities. In this way it will be possible for manufacturen 
and others to avoid the raising of loans on unfavourable terms or ol 
seeking bank credit, and to defray the cost of the improvement 
gradually out of the incressed working resulta arising from the 
transformation. Apart from the question of the conversion of 
railways to electric traction, the bank proposes to assist the smaller 
townsand districts in the establishment of electric tramways and to 
devote attention to the electrical needs of heavy industries, including 
coal mining. It will be understood that operations of these binds 
will only be undertaken on the basis of unquestionable security, 
which, in the case of industrial undertakings, would take the form 
of mortgages, bank guarantees or guarantees of large shareholders. 
The impending formation of electrical banks recalls the experience 
gained with the financing institutions which were associated with 
various manufacturing firms several yeare ago, and which did rot 
prove altogetber satisfactory to the promoters. There is, of cour, 
a material difference between those institutions and the nev 
creations in the form of banks, but, at the same time, it will be 
essential for considerable caution to be exercised in the conclusion 
of transactions, if the banks аге to become prosperous undertakings 


Concert.—On Tuesday, the 24th inst., a concert was 
given in the Recreation Hall at the Paisley District Tramway Co. 
depót, Elderslie. An interesting and varied programme was given 
by Miss Jenny Sillars, of Glasgow, and party. 


Electrical Football League.— Last Saturday, 1 


Willesden, Metropolitan Electric easily defeated St. James Elec 
tric by five goals to nil. 


Appointment Vacant,— Junior meter assistant for 
the Birmingham electric supply department (€100). 


Electrical Engineers, Dover.—At the invitation of 
the officers, N. C.O.'s and men of the Dover Company of the 
Electrical Engineers, a large number of the officers and members 
of the various branches of the Territorial and Regular Forces 
Dover met at a smoking concert in the Drill Hall, Northampton 
Street, Dover, on Wednesday evening last week. This was the 
first social gathering since the formation of this company of tbe 
Electrical. Major Marx (commanding the Kent and Suse 
Fortress Companies of the Royal Engineers) presided; tbe gues 
included the Rt. Hon. G. Wyndham (М.Р. for Dover), aod tèt 
Mayor and Deputy Mayor of Dover. Thechairman, in proposing tht 
toast of the visitors, stated that the company was started on Angos 


186, and was now 59 strong. An excellent musical programme КЫ 
provided. 


Electrical Gas Detector.—An electrical apparatus f 
the detection of combustible gases in the air in submarines or 2 
confined spaces in large shipe, has been approved by the Admirsit 
It bas been designed by Mr. Arnold Phillip, B.Sc., даа 
chemist at Portemouth Dockyard, and Mr. L. J. Steele, MIEL 
electrical engineer at Portsmouth Dockyard. The instrument *- 
permit of a complete test ot the conditions of air in any : 
being made within five minutes, and will also indicate tbe Li 
of as little as one-third of the amount of gas or vapour neces] 
render the air combustible or explos{ve. 
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Submarine Telephone Cable. — A remarkable 
order for cable has recently been executed by Messrs. W. T. 
Henley's Telegraph Works Oo. Ltd. It consists of а 10-pair 
submarine telephone cable, each conductor being composed 
of 3/24 s. w. o. tinned-copper wires, insulated with pure and 
valcanised india-rubber, taped with waterproof tape, twisted up in 
pairs, cabled together with tanned jute wormings, covered with 
tanned jute yarn, armoured with 27 galvanised iron wires each 
‘238 in. in diameter, served overall with two heavy coverings of 
prepared jute and impregnated with waterproof compound—overall 
diameter 2? in. This cable was manufactured for the Bell Tele- 
phone Co. of Canada, and was shipped from London to Quebec 
on droms; the longest length, 4,260 ft., was delivered on one 
enormous dram measuring some 11 ft. high x 7 ft. wide, and 
weighing 16 tons The cable was laid under the Quebec 
River (ic, the St. Lawrence River) between Quebec and Levis. 


The Turbinal Tabeless Boiler.—The latest thing in 
boilers to appeal to the public favour is the tarbinal tubeless boiler, 
a small affair of concentric annular conical vessels with narrow 
water spaces and narrow flame spaces, heated by a liquid fuel 
burner from below. Ths steam produced in the boiler proper 
descends through a helically-coiled superheater tube placed in the 
middle space of the innermost cone. The issuing steam is dried 
and comes out at a high temperature, something that may be 
over 600° F. It might have been anticipated that with such narrow 
water spaces all the water would have passed off as foam or 
priming, but somehow the boiler, when at work, appears to resolve 
itself into one of the semi-flash variety, and works exceedingly 
wel]. So much is this the case that it appears to us that con- 
siderable use may be made of this bciler for fire engines, com- 
mercial motor vehicles, and small steam installations generally 
which demand high steam preseure and rapid steaming from liquid 
fuel. We should not recommend it for large boilers, because in 
large sizes its weight would soon become very great. But this 
objection does not hold for small boilers, and the Steward patent 
boiler is well worth examination. When at work it will contain 
very little water, and should be safe from severe explosive effects. 
We have no information as to the efficiency or capacity of the 
boiler. There ате points, of course, which can only be properly 
elucidated by a thorough test by some reliable expert, for one can 
scarcely place much weight on a report without figures. 


Legal.—D. N. and М. L. MACAULAY v. GREAT 
NoRTHERN, PICCADILLY AND Ввомртох RaiLWwAY Co.—Before Mr. 
Justice Lawrance and a special jury in the King’s Bench Division 
this week, Mr. Daniel Neil Macaulay, a linen merchant, of Belfast, 
and his wife, sued the Great Northern, Piccadilly and Brompton 
Railway Co. to recover damages for personal injuries. 

Sir Edward Clarke, K.C., and Mr. Merlin were for the plaintiffs, 
and Мт. Roskill, K.C., and Mr Sbakespere for the company. 

It appeared that in April, 1907, Mr. and Mrs. Macaulay were on 
their honeymoon in London, and while they were in the lift at 
Holborn Station, about to ascend, the body of & man crashed 
through the roof and knocked them down. The man who had fallen 
was Mr. Tomlinson, who was said to be an employé of the company. 
He had opened the lift door at the top of the shaft and had fallen 
90 ft. The company alleged that the man's act was one of suicide, 
and that they were not responsible, as the man was not on duty at 
the time of the occurrence. 

Evidence was given on either side. 

With regard to evidence about fastenings, Mr. A. Rorear, the 
defendants’ engineer, said that in his opinion the defendant com- 
pany had the best fastenings that could be adopted for lifts, having 
regard to the safety of the public and the requirements of the traffic 
service. | 

The jury, after an hour and a quarter's deliberation, returned a 
verdict for plaintiffs, and awarded Mr. Macaulay £750, and 


Mrs, Macaulay £200. 


Institution and Lecture Notes,—IxsTITUTION OF 
ELECTRICAL Encmenprs.—Oo Wednesday last week, a paper on 
“Natural and Induced Draught Systems,” was read at Leeds by 
Mr. W. N. Y. King; and on Tuesday last, at Manchester, Messrs, 
A. Р, М, Fleming and К. М. Faye-Hansen, read а paper on 
“Transformers.” Abstracts of these papers will appear in later 
issues. | 

Rorat Soomry.—The annual meeting was held on Monday last, 
Lord Rayleigh presiding. The new president is Sir Archibald 
Geikie, with Mr. A. B. Kempe as treasurer, Profs. J. Larmor and 
J. R. Bradford as secretaries, and Sir W. Crookes as foreign 
secretary. At the anniversary dinner on the same evening, Bir A. 
Geikie presided, and about 200 guests were present. 


OOL amp Duistaicr  ELECTBICAL ASSOCIATION. =- On 


Saturday, November 28tb, a party of members of this Association 
sid a visit to the Birkenhead. Corporation Electricity Works 
Шм and traction). The visitors were met on arrival by Mr. 
„ Wylde, the chief engineer, and Mr. G. Р, Shallcross, the 
assistant engineer, when an inspection was made of the entire plant, 
boiler house, engines, generators, and much interest was manifested 
in the meter-testing department. 

On Tuesday, November 24th, a paper wa 
Hamilton on “ Electricity Meters.” ; ld 
Вівмнив STAFFORD ENGINEERING BocreTyY.— This Society he 
its first annual conversazione on Friday, November 20th, in the 
n hall of Siemens’ Institute, which was suitably decorated. In 
addition to the major portion of the staff of Mesers. Siemens Broe, 
Dynamo Works, Ltd., a large number of local residents were 


s read by Mr. W. H. 


‘tion, 108. 6d. each per board meeting attended, 


resent. The guests were received by the president, Mr. W. 
hiller, and Mrs. Schiller. The exhibits were typical of recent 
advances in science and engineering, and were for the most part 
arranged by members of tbe Society, although there were a number 
of other notable exbibite, including :—Brennan mono-rail, by Mr. 
J. K. Catterson- Smith; Colour photography, by Mr. Herbert Hey; 
Carborundum, by the Vincit Co.; Welding, by the Thermit Co.; 
Domestic heating apparatur, by the B.T.-H. Co., Rugby ; Tantalum 
and carbon lamps, by Siemens Bros. Dynamo Works, Ltd., London; 
Cable specimens, by Siemens Bros. & Oo., Woolwich; and Engineering 
exhibits, by Siemens Bros. Dynamo Works, Ltd., Stafford. The 
following exhibits were arranged by the Exhibits Committee and 
members of the Society: Vortex rings, Gyrostats, Geissler tubes, 
Harmonograph, The Egg and the Induction Motor, Soap bubbles, 
Microscopes, Antiquarian specimens, Local birds’ eggs, Airship 
model. Mr. Catterson-Smith lectured on gyrostatics, Mr. Hey 
showed some beautiful colour lantern slides, and Mr. A. Е. Oamp- 
bell Pollard expounded smoke-rings in the light of mathematics 
and an arc lantern. The lighter side of the programme included 
a short concert, a sketch by the Siemens Amateur Dramatic Society, 
and selections by the Siemens Institute Orchestra. 

INSTITUTION OF ELECTRICAL ENGINEERS (NEWCASTLE-ON-TYNE 
Locan Sxcrion).—The annual dinner of the Newcastle-op-Tyne 
Local Section of the Institution of Electrical Engineers was held 
in Newcastle on November 25th. The chair was occupied by Mr. 
A. L. E. Drummond, chairman of tbe Local Centre. Mr. Summers 


Hunter gave the toast of The Institution of Electrical Engineers." 


He said that that local section formed a very important part of the 
Institution, for he did not know any part of the country, or of 
Europe, where electrical development had been so great, and the 
possibilities had been to closely studied and practically demon- 
strated as on the North-East Coast. On Tyneside they had the 
largest power station in Europe, and that power station owed its 
commencement practically to local men. Manufacturers in tbat 
district realised very quickly the important part that electricity 
would play in the carrying-on of the workshops from an economic 
point of view, and they had not been misled. Mr. W. M. 
Mordey, the President, said it was a great honour to 
be President of their Institution, which now numbered over 
6,000 engineers. He had been very much impressed with the 
vein of pessimiem that ran through everythjng connected with 
English electrical engineering. He had been a very great deal 
abroad, and after a close study of this question, he had come to 
the deliberate conclusion that they were not behind other countries. 
The city of Newcastle-on-Tyne was leading the whole world ia 
the amount and the low cost of its electrical euergy, and Newcastle 
was not far ahead of other large towns in England. There were 
other towns, like Sunderland and Bolton, that were actually sup- 
plying their public with energy at a cheaper rate than towns like 
Geneva, Grenoble, Lyons, Zurich and other places that bad great 
rapges of mountains near them, and were provided with ample 
water power all the year through. Mr. F. Tremain gave The 
Armstrong College and the Learned Societies.“ Sir Isambard 
Owen, Mr. Summers Hunter and Mr. F. J. Edge responded. 

Kixd's CoLLEGE ENGINEERING Society.—The fifteenth annual 
dinner of this Society was held on Saturday last at the Trocadero 
Restaurant, Sir William Н. Preece presiding. “ Тһе College and 
Staff" were proposed by Mr. E. A. Greene. Prof. D. В. Capper, 
who responded, referred to the proposal to form an officers’ training 
corps in connection with the college. Sir William Preece proposed 
“Тһе Engineering Society,” and Mr. Т. H. M. Barnett, president 
of the Bociety, replied. i 

INSTITUTION OF ELECTRICAL ENGINEERS (BIRMINGHAM LocaL SEo- 
TION).—At the first meeting of the session, on November 11th, Prof. 
Kapp, the chairman, referred to the success that had attended the 
formation of the three local companies of the electrical engineers under 
the Territorial Army scheme, the corps being now up to full strength. 
The proposal to extend the district covered by the Local Section 
had been referred to the other-local sections, and was still under 
consideration. | 

INSTITUTION ‘oF MuNICIPAL EÉNGINEEBS.—On Wednesday last 
week, 30 out of 50 applications for membership and 4 for student- 
ship were accepted. The roll of the Institution now is: Members, 
386 ; Studente, 9. A general meeting is to be held on January 16th, 


1909. : 
Fatality.—It is reported that an electrical engineer 
named Nicholls, who had been in the employ of Messrs. Elliott 
Bros. for the past 30 years, was found unconscious on the railway 
line on November 30th, near Ladywell Station. It is assumed that 
he missed his footing on the platform in the fog. He died on the 


way to the hospital. 


Ee ieee 


NEW COMPANIES REGISTERED. 


| anor & Co., Ltd. (100.419).— This company was 
те 1 26th, with а capital of £8,000 in £1 shares, to adopt an 


registere 1 
. J. Norballe, J. L. Lawson and G. Lawson, trading i 
* and to carry on the business of electricians, engineers, manu. 


i &c 

f and dealers in electrical and other machinery and apparatus, &c. 

The subscribers (with one share each) are :—J. L. Lawson, care of Thos, ME 
and Co., Armadale Road. Fulham, 8.W., engineer; W. G. Dunstall, 2, Norfol 

Street W C., secretary. Private company: he number of directors is not to 

be less than two or more than буе 1555 ©; y" d Nora r 

, tion, sna g . 

G, Lawson and W. G. Dunstall; qualifica 5 one Armadale 


Road, Fulham, S. W. 


| 
| 
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OUR PERSONAL. COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 


also electric tramway and railway officials, to keep readers of the 
ELECrRI0AL REVIEW posted as to their movements, 


Central ‘Station Officials.—The Willesden U.D.C. 


has appointed Mrssrs. J. C. Jonnson and J. D. Ravaxscrorr 
charge engineers to fill two vacancies. | 


Мв. Frank H. MiNCHIN has been appointed junior assistant 
engineer at the Leek U.D.C.'s electricity works. 


Ма. J. Вавотквох, at present employed as station foreman at the 
Liverpool tramways electric power and lighting department at 
£220 per annum, is to be appointed assistant superintending engi- 
neer of stations at a salary of £250 per annum. 

On Friday, 27th ult., the staff of the Hertford electricity works 
presented Мв. H. J. FisHEB, who left that day to take up an 
appointment as junior assistant at Grays, with a calculating slide 
rule. The presentation was made by Mr. J. M. Bowman, resident 
engineer. | 

The Central London Railway, Power House, Tug-of-War Team 
and friends, to the number of about 50, held their annual dinner at 
the White Hart Hotel, Acton, on Friday evening last. The 
occasion was utilised to present the Captain of the Team, Мв. 
OBARLES Forcan, power house superintendent, with the Acton 
Obalenge Cup, which had this year been won outright, and in 
making the presentation, Mr. E. P. Grove, chief engineer, took the 
opportunity to remark upon the unique record of the team in not 

winning this cup three years in succession without once being 
pulled over the line, but also in competing against, and beating, 
some 90 teams, at the Evening News Stadium Sports, when they won 
the Championship of London. 


The salary of MR. R. Jones, chief assistant at the Dartford 
electricity works, has been increased from £130 to £140 per annum 
as from Janvary lst next, with a further increase of £10 on 
January 1st, 1910. ; 


General.—In making their appointments last week, the 
Accrington Town Council chose the following as chairman and 
vice-chairman of the Electricity Committee :— ALDERMAN HIGHAM 
and Сооснсилов C. F. Bury. 


Мв. G. C. LLOYD, who has so capably served the Institution of 
Electrical Engineers as secretary for the last 4j years, has been 
appointed to the secretaryship of the Iron. and Steel Institute, 
recently rendered vacant by the death of Mr. B. H. Brough. Mr. 
Lloyd, prior to his appointment with our own Institution, was 
assistant secretary of the Institute which he is now to rejoin as 
secretary. It will be remembered that he succeeded the late Mr. 
W. G. McMillan as I. E. E. secretary in 1904, and during his 
term of office he has proved himself to be a man of very lofty 


ideals, high integrity and tenacity of purpose, as well as being a 


hard worker in а quiet way. 


Many of our readers may be interested to know that MR. Envy 
Ross, of Tunbridge Wells, has been selected as Unionist candidate 
for East Manchester. For 74 years Mr. Robb was chairman of the 
Electricity Committee of Tunbridge Wells, and he was once mayor 
of the borough. That Mr. Robb is a hard fightér against unfair 
practices or ungound finance and methods in municipal trading is 
well known to our readers. If he succeeds in winning East 
Manchester, he should be the means of carrying to St. Stephens a 
fairly close knowledge of electrical affairs, 

The Council of the Royal Society of Arts has elected Sin WM. H. 
PaExcE to fill the vacancy caused by the déath of Sir Charles 
Malcolm Kennedy. xy. i ies aes 

Mna. Horace L. Р. Boot, consulting engineer and general 
manager, Tunbridge Wells Corporation Electricity Works, has 
been elected a member of the Council of the Institution of 
Municipal Engineers. | 

The vacancy as telegraph superintendent of the Blackburn 
General Post Office, caused by the retirement of Mr. C. Newby, 
atter 38 years’ service, has been filled by the appointment of Мв, 
Јони KENYON, assistant superintendent of postal telegraphs. 


ALDERMAN W. THompson and Соохсиов C. HicHam have been 
appointed chairman and vice-chairman respectively of the Black- 
burn Electricity and Tramways Committee. 

COUNCILLOR D. HARTLEY bas been elected chairman of the 
Nelson Electricity and Tramways Committee, vice Alderman A, 
Neleon, who resigned ae & protest against a Finance Committee 
appointment. 

Мк. 8. ALEXANDER Fox has joined the board of directors of 
W. Sisson & Co., Ltd., high-speed engine and marine machinery 
makers, and will continue to be responsible for the technical work 
of the company. ee ee 


Obituary —Dovenas WELLS —We regret to record the 
death, which occurred at Brussels, from apeplexy, on November 
20th, of Mr. Dovgias Lewis де Knevett Wells, M.I E Е. Mr. 
Wells мав only 40 years of sge. He wiil be remembered in this 


country ae having been for many years an agent on the Continent | 


for vari: us Bri ish electrical manufacturing firms. 

Hos*«nT FanB.— Tie oeath bas occurred. at the age of 86 years 
of Mr. Robert Farr, for 50 years a member of the firm of Messrs. 
В. Farr & Bon, electrical engineers, Baxter Gate, Doncaster, 
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By the death of Mz. ALEXANDER ADAMS the Glasgow Corn. - 
tion electricity department has lost one of its oldest officials, Mr. 
Adams had been in the service of the department since its start in | 
1892, and latterly was mains superintendent for the central dis. 
trict of the city. Нб was esteemed both by his colleagues and by 
the electrical profession throughout the city as an energetic and 
capable engineer. His funeral took place at Riddrie Cemetery, 
and was attended by the chief engineer, the principal officials and 
a number of workmen from the electricity department, as vell u 
by representatives from Masonic Lodge Progress, of which Mr. 
Adams was a prominent member. 


———— —— —— — 


CITY NOTES. | 


Amazon Telegraph Co., Ltd. 


Tur meeting of this company was held on Tuesday at the offer, — 
42, Old Broed Street, Mr. George Keith presiding. 
The CBAIBMAN, in moving the adoption of the report, midbe — ' 

was pleased to say that the accounts showed an increase in revenue 
and a decrease in expenditure, somewhat similar to what wa wwe 
case in the previous year. The traffic over the cables in the m 
half of the year showed a large increase, but it fell off in the second 
half owing to the great fall in the price of rubber and the conse 
quent general depression of trade in the Amazon. On the other 
hand, the value of the Brazilian currency bad been very steady on | 
the basis of 16d. to the milreis, and there had not been any loss due 

to fluctuations of exchange such as had occurred in previous 
years, The traffic receipts came out at £67,022, showing an in- 
crease for the year of £818. The subsidies, amounting to £17,125, 
had been fully earned, and those amounts, together with £831 
interest on cash balances, gave a total revenue of £84,978, which 
was higher than it had ever been before. Last year the amount 
was £83,815 and the year before that £81,183, from which they 
would see that there had been a favourable advance year by yest 

The cables had worked remarkably well during the year; the cn 
dition of the river had been more than usually favourable to the 
maintenance, and there had been fewer repairs needed. As а cor 
sequence, the expenses attending the maintenance of cables showed 

a decrease of £5,188. It was necessary to bear in mind that the 
cables were becoming older every year, and the amount of cabk 
used for repairs might increase rather than diminish as time 
went on. The total working expenses had amounted to 
£43,174, showing a decrease of £4,898. After providing for 
interest and redemption charges on the 6 and 5 per cent. deben: 
tures, and meeting the working expenses, there remained а тїрїн 

for the year of £14,808, which reduced the debit balance standing 
against the revenue account to £51,070. The improved results 0! 

the year's business were practically due to the better working of tb 
cables and to the diminished cost of their maintenance. At tt 
same time the loss of traffic receipts was very considerable, while 

the interruptions which took place were being repaired. Troe 
losses occurred more or less every year, and could not be obviated 
with a single line of cable. The duplication of the main cable wis 
consequently, becoming more and more necessary in order to obviste 
such losses and to provide a continuous and permanent communa: 
tion, and for that purpose a suitable route had already been sir 
veyed and selected. They had also been in communication vi: 
the Brazilian Government on the subject, and bad every hope thst 
their petition for the assistance necessary to enable the work to be 
carried out, would be granted on the basis of an extension of tbe 
period of the concession and the payment of the present йж) | 
for a further term of years. 


Mn. E. B. Еглїс®-С.лвк seconded the motion, and the rep — , 
was adopted. : 


Isle of Thanet Electric Tramways and Lightin 
| Co., Ltd. 


Tux annual meeting of the shareholders of this company was be 
on Thursday of last week at Winchester House, Old Broad Gre 
Lord Arthur Butler presiding. | 
The Снлївмлм, in moving the adoption of the report ue 
Exxctricat Review, November 27th, page 941), said thet к 
the year а new sub-station had been erected at Cliftonville н @ 
had enabled the company to cope with the increased lig © 
demand on the Margate portion of the system. Lost 
deposit of debenture stock bad been decreased in the year” 
£48,000 to £46,000. Sundry creditors were £1,204 against 4 - 
in the previous year. The balance of revenue brought fo 4 
£863, which with £4,652 brought in to the account this year wi 
a total of £5,516. The directors recommended that £2,500 an 
be added to the reserve fund bringing it up to £5,500; 0% 


amounting to £1,870, leaving £1,141 to be carried forum 
gener-l expenses for the year had amounted to £10,075 ud 
£11.956, a decreate of £1,267. Accident insurance Hos 5 
decrease of £539, and he was glad to say that tbe emp. 
been free from liability for any accidents of а kene n 
during the year. The amount paid for third-party 1908 i 
was £950 from June 16tb, 1908, to June 15%, pm 
against £1,400 for the previous 12 months, The 


* 
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would use their best endeavours to get this amount further 
reduced when the time came, as they hoped that should the 
company escape any serious accident they would be able to effect 
a still further reduction. There had been an increase of 
£628 in the expenses of the power station. Nearly the whole 
of this was due to the high price of coal and coke during the 
year. The directors had, however, succeeded in obtaining a con- 
siderably reduced tender for the current year, and it was hoped 
that in the next account the charges for fuel would be decreased by 
the amount now shown as an increase. Maintenance of rolling 
stock showed an increase of £275 18s. 9d. Permanent way showed 
an increase of £381 18s. 7d. during the year, some 24 miles of track 
having been lifted and re-ballasted and many points and crossings 
renewed. Machinery repairs showed a decrease of £273 168. ld., 
notwithstanding that considerable repairs and renewals of boiler 
tubes had been effected to meet insurance company's requirements, 
The directors had again waived one-half of their fees for the year. 
As regarded the receipts, traffic during the year decreased by 
£580, which decrease was, however, practically met by careful 
management by the reduction of £526 in traffic and general wages. 
Lighting showed an increase in revenue of £237, Thirty-four 
new consumers using 3,004 8-c.P. lamps had been connected, making 
the total 8 c.p. lamp connections equivalent to 24,053. The introduc- 
tion of metallic-filament lamps had been the means of making their 
increase in revenue smaller in comparison with last year, but this 
be felt sure was only a temporary set-back, as many new applica- 
tions were now being made for connection to the lighting mains, 
and as the effect of the use of metallic filament lamps was to reduce 
consumption of electric current, the cheapening of the light 
would, no doubt, be an inducement to new consumers to come in. 
The car-miles run had decreased from 756,201 in 1907 to 721,854 
last year, and the passengers carried had decreased by 160,452, the 
number being 4,195,014 last yedr, as compared with 4,355,466 in 
1907. The weather had greatly affected their traffic, having been 
very wet and showery during the summer. At the beginning of 
June a re-arrangement of certain fares was made, which had been a 
source of profit. Inthe report the directors had referred to the 
necessity of increasing their plant at the power station. The pre- 
sent plant was being used to the utmost limit of its capacity, and 
in order to enable the company to extend its lighting business it 
was most desirable that the installation should be increased. They 
had received various applications for the supply of eleetric current, 
notably from Lloyd's telegraph station and from the Margate Sea- 
bathing establishment, and it would be impossible to meet these 
applications without further expenditure on machinery. If the 
sum of £7,500 mentioned in the report was expended in the way 
suggested, it would put them in a position to meet these and other 
similar applications for some time to come, and thus, he hoped, 
secure a substantial additional revenue. With a view to consider- 
ing the best means of raising additional money for this purpose, 
the directors had invited some of the principal shareholders who 
were concerned with financial affairs in the city, to consult with 
them on the subject. 

A long discussion ensued, in which several shareholders strongly 
criticised the management of the company. 

The report was adopted, and a committee of four shareholders 
was elected to confer with the. directors on the position of the 
company generally. 


Bruce Peebles & Co., Ltd. (In liquidation). 


Messrs, A. W. Tait and J. A. Robertson Durham, the joint liqui- 
dators, have issued the following circular from East Pilton, Edin- 
burgh, under date November 27th :—“ We beg to inform you that 
on the 10th inst. the Lord Ordinary sanctioned the scheme of 
arrangement, a print of which has already been sent to you. The 
objectors had 14 days thereafter to appeal against the interlocutor 
sanctioning the scheme. No appeal has been intimated, and, there- 
fore, the scheme is now approved of, and we are in а position to 
proceed with the necessary arrangements, The first directors of 
the new company are: 

Mr. Charles Н. M'Euen, of Callenders' Cable Co., Ltd. 

Mr. M. B. Mountain, of Mountain & Gibson, Ltd. 

Mr. Alexander Mackenzie, of Mackenzie & Moncur, Ltd. 

Mr. F. E. Andrews, of Brush Electrical Engineering Co., Ltd. 


Mr. C, J. Shields, chartered accountant, Edinburgh ; and 
Mr. A. W. Tait, chartered accountant, London. 


The scheme stipulates for its adoption by the new company 
within six weeks after it is sanctioned by the Court. The gentlemen 
‚ nominated as directors of the new company have had a meeting to- 
day, and have instructed the solicitors to proceed with the regis- 
tration of the new company. They have arranged to meet again as 
directors on Tuesday, December 8th, and as soon as possible there- 
after the shareholders will be communicated with and will be 
offered the shares to which they are entitled. Thereafter the 
liquidators’ adjudications upon the claims which have been lodged 
in the liquidation will be submitted to the Court, and the Court 
Wil be asked to allow the deliverances to be intimated to the 
different creditors. Those creditors whose claims have not been 
admitted in whole or in part will then have an opportunity of 
stating their objections to tne liquidators’ deliverances. After the 
deliverances are all approved of or adjusted, the debenture-holders 
and creditors will receive what they are entitled to under the scheme 
ot re arrangement. The debenture-holders, creditors and sbare- 
holders may rest assured that the liquidators will do everything in 
their power to have the arrangements connected with the trans- 
_ ference of the business to the new company and with the settlement 
: oe shareholders and creditors completed as soon as they possibly 


| 
Stock Exchange Notices. — The Committee has 
appointed special settling days as under :— 
Thursday, December 10th.—Metropolitan District Railway Co.— 550, 000 4 per 
cent, prior lien debenture stock. 
The stock is also to be officially quoted. i 
Application has been made to the Committee to allow the 
following securities to be quoted in the Official List:— 
North Metropolitan Electric Power Supply Co.— 21286, 500 5 per cent. mortgages 
of £100 each, Nos. 1 to 1,265, 
К. Waygood & Co., Ltd.— An interim dividend of 
5 per cent. on the ordinary shares for the six months to September 
30th has been declared. 


Reduction of Capital.— British Electromobile Co., Ltd. 
—In the Chancery Division on Saturday, November 28th, Mr. 
Justice Neville had before him the petition of this company, for 
the sanction of the Court to a reduction of capital. Counsel for 
the petitioners explained that it was proposed to cancel certain 
shares which had been surrendered under an agreement by some of 
the shareholders, and the company asked to be allowed to reduce 
its capital by £3,928, the face value of those shares. The company 
was incorporated in 1907 for the manufacture of electric broughams 
and motor carriages, and also for the letting of them out on hire. 
His Lordship sanctioned the reduction, and the omission after one 
month of the words and reduced” from the title of the company. 

Rhodes Motors, Ltd.—A petition for confirming the reduction of 
the capital from £60,000 to £31,000 is to be heard on December 8th, 
before Mr. Justice Neville. | | 

County of Durham Electric Power Supply Со.— 


The accounts of this company for the year ending December, 1907, 
were published in full inthe London Gazette for November 27th, 


The revenue account is as follows: 
DR. | 


Current purchased from Newcastle E. S. OO. . £41,939 
Rents payable... vus ТР es са Е 734 
Insurances, superannuation, &с.  .. fis yd 104 
Total expenditure... ... . . £42,777 

Св. | 
Sale of current рег meter ... bs os + £7,369 
Ditto, under contracts -— - n .. 38, 449 
Rents receivable fas Є PA ТР . 2,149 
| £47,967 


This leaves a balance of £5,190, plus £47 brought forward, carried 
to net revenue account, and etanding at credit thereof. 


Prospectus.— Monterey Railway, Light and Power Co.— 
Until Monday next the list is open of subscriptions to an issue of 
£1,000,000 5 per cent. first mortgage debenture stock in this 
Mexican company. The directors include Mr. W. Mackenzie, who is 
connected with various Canadian and Sao Paulo electrical com- 
panies, Mr. R. M. Horne-Payne, and Mr. George Flett (of Dick, 
Kerr & Co., Ltd.). 


John Brown & Co., Ltd.—An interim dividend at the 


rate of 5 per cent. per annum is recommended. 


Richard Hornsby & Sons, Ltd.—The report for the 
year ended September 30th shows that there was a profit on 
working of £55,461 after writing off depreciation and paying 
directors’ fees. After meeting debenture interest and preference 
interim dividend, £43,209 remains as a disposable balance, out of 
which a further dividend on the preference shares, making 6 per 
cent. for the year, is being paid, also 6} per cent. on 5,545 new 
shares, and 61 per cent. on the ordinary shares. £15,000 is placed 
to reserve, £2,500 is written off patents, and £4,243 is carried 
forward. 

Geneva Tramways Co, (1906), Ltd.—The Hon. A. G. 
Brand presided at the annual meeting, held at Salisbury House on 
November 25th. He said that the increased wages demanded 
almost entirely counterbalanced the increased receipts. It is anti- 
cipated that a power contract will shortly be concluded with the 
town of Geneva. The report was adopted. 


Société des Tramways de Constantinople.—This 
company has convened a general meeting for the end of December 
to consider a proposal to increase the capital by the issue of 17,617 
new shares, thus bringing the total to 50,000, of which 14,429 are 
preference shares; and to create £320,000 in the form of 44 per 
cent. bonds. The proceeds of the emissions are to be devoted to 
the construction of four new lines, although an understanding has 
not yet been arrived at with the municipal authorities in regard to 
the introduction of electric traction. As far as concerns the new 
issues of capital, it was recently reported that French interests had 
obtained a majority control, and that the orders for the electrical 
equipment would be mainly placed with French firms, The Con- 
tinental Company for Electrical Enterprises, however, contradicta 
the report, and states that the group associated with it retairs the 
majority of the capital, and that only a portion of the contracts 
will be entrusted to French firms in connection with French 
acquisition of a block of tue new shares. 


Belgium.—La Compagnie Belge d'Electricité Siemens- 
Schuckert, of Brussels, has declared a dividend of 6 per cent. for the 
last financial year. 

France.—The report of the Compagnie d'Electricité de 
l'est Parisien (Est-Lumiere), of Paris, for the last financial year 
Pati a profit of £29,342. A dividend of 6 fr. per share bas been 
declared. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


TELEGRAPH AND TELEPHONE COMPANIES. 


Btock osing Basiness done Rise Presen 
Present NAME, or Dividends tor the last 88 ам. week ended ae + Tieid 
Issue. Bhare. four years, Nov. 24th. Dec.1st. | поса Fall —|per cent. 
1904. | 1906. | 1906, | 1907. Highest Lowest. & s.d. 
95,000 Amazon Telegraph Co.'s shares, Nos. 1 to 96,000 | 10 Nil | Nil | Nil | Nil | 21— 8} Ma M To. d. | =F Nil. 
186,700 Do. do. 6 % Debs., Nos. 1 to 1,950 Red. | 100 Nil 5% F 8 7 90 — 98 90 — 98 er йс * 8 7 6 
$181,561, American Telephone & Telegraph, Cap. Stock .. | $100 | 74% | 7 8 8 184 —187 183 —136 | 1854 134} —1 617 8 
$53,000,000 || Do. Collat. Trust, 4 Bonds, 1 601 1 76.000 $1000 | 4% % 4% | 405 | 94 — 96 94 — 96 орар 2. | а за 
598,180 | Anglo-American Telegraph 3 ee - .. | Stock | 2 83% | 819% | 84 68 — 61 58 — 61 594 | 5 14 9 
8,900,910 | Do. o. do. 6% Pref, Stock 6 6 6 1024 —1 102 —103 103% 102 | 5 15 11 
8,900,910 | Do. do. do. Deferred .. | Stock 4% |1 1 178— 17 17 — 17 Weg | 11 —% | 51621 
44,000 | Chili Telephone, Noe. 1 to 44,000 ii 6 865 8 8 1 45 8 — 83 8 — 84 3» 414 1 
8,889,976 | Commercial Cable Sting. 500 year 4 & Deb. Bk. Red, | Stock | 4 % 4 17 | 4 = 005 87 — 89 89 8 | —4 |49 
16,000 | Cuba Telegraph .. |... .. ow s. « 10 | 6 5 6 6%] 74— 8 Th— 84 Ti Ар 11 2 
6,000 Do. 10%, Prein. 10 10 J 10 4, 110 J 10 $ 1 n4 161— rà 16} | 51511 
12,981 | Direct Spanish Telegraph, Ord. Est. улес “шу 5 |4 4 4 5 4 В — 8— 8 | 5148 
6,000 Do. do. 10 % Cum. Pref. A 5 10 % 10 % 10 10 % | B— 9 82e 9 | 581 
80,000 Do. do. Debs. e .| 60 96 | 4495 | 100 —108 100 —103 8 14 10 
60.7107 Direct United States Cable .. uin 90 4 4 & 191— 183 18 —13j 135 — 16 5 11 
£0,9001| Direct W. India Cable, 44 % Reg. Deb., 1 to 1,900, R. 100 4% 100 —102 101 —103 4 15 
6,000,000 | Eastern Telegraph, Ord. Btock.. .. .. .. | Stock |7 7 1 1 182 —185 190 —125 181$ | 1? —1 588 
8,000,000 Do. 8% Pref. Btock.. ee ee 100 84 84 8% 84 84 227 86 88) — 85 53 B1 — $ 4 1 10 
1,806, Do. 4 % Mort. Deb. Stock. Red. .. | Stock | 4 4 4 4 1%} 1 1034 —105 od ku Ls 817 8 
800, Eastern Extension, Australasia, and China Tele. 10 1 7 7 7 118— 11 112— 11 11 11 $a 61711 
162,400 Do. 4% Deb. Stook..  .. . | Stock | 4 4 4 4 101 —108 101 —108 102 а : 817 8 
969,700 | East & B. Afric. Tel., 4 % Mt. Db., 1 to 8,000, red. 1909 | 100 | 4 4 4 4 100 —102 100 —102 А 8 18 5 
900:000:! Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 t 8,000 25 | 4 4 4 4 994 —101 993 —101 8 18 10 
181,127 | Globe Telegraph and Truss „„ „„ 10 |8 64% | 54% 53 100 — 1 1 1 10 1 — À | 5112 
181,197 Do. do. 6 | MAE 2k 10 |6 6 6 6 Ф 194 — 18 18 — 18 1 1 — 114811 
RFT 898 л 10 24 24% 20 80 — 82 80 — 82 81 30 6 5 0 
an ermudas e, ort. 5 = 
19,6002 Debe., within Nos, 1 16 1,900, Red; | 100 | 68% | 449 | 4396 | 44% | 101 —108 101 —103 T А . [475 
17,000 | Indo-European Telegraph oo “еж сак, 18 & 18 9% |18 % [18 56 — 59 55 — 58 56} ts -1 6 8 9 
$41,880,400 | Mackay Companies Common .. ев e. o. | 100 1 2 84 4 za px vi 417 7 
$50,000,000 | Do. о. 4% Cum. Pref, .. .. .. | $100 4 > 4 4 4 "s 5 8 1 
pede Marooni's Wireless Telegraph .. T se "e 1 N Ni Nil | Nil 11/- 10/- ы Nil 
72, Monte Video Telephone Co. Ltd. Ord. ee ee 1 4 5 6 6 ee ee — $6 6 0 0 
86,492 Do. do. o. 6% Pref. vé 1 b b b 5 T E 5 3 hl 
3,995,000 | National Telephone, Pref. Stock .. ..  ..| 100 | 6 6 6 6 1171 1093 5 8 7 
8,725,000 | Ро. о. Det. Stock .. æ .. | 100 |5 b 5 6 117 117 5 1 8 
15,000 | Do. do. 6 % Cum. Ist. Pref. .. ..1 10 | 6 6 6 6 is » En 568 
15,000| Do. do. 6% Cum. ind Pref. .. ..| 10 |6 6 6 b % А Р 4 811 
950,000 | Do. do. 6 % Non-cum. 8rd P., 1 to 950,000 5 {6 6 5 b 533 буз 4771 
4,000, 000 Do. do. 84 Deb. Btock Red. ee Stock 84 84 84 8496 „йы ee 8 10 4 
1,716,698 Do. do. 4 Deb. Stock Red. eo ee 100 4 4 4 4 ae | $ 8 17 8 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid .. 1 64 7 7 8 с: 516 4 
50,000 Do. do. do. 6 Cum. Pre Cee eo 1 6 6 6 6 9-9 4 16 0 
wi аара ба Се она „h % % BIST 
, с uropean "ӊ Tar. LI] to 1 ыы ee ee 
"JE MEE ah К 4 (ae 32443 
, eiep one ‚ О gypt, * . ee ae ee ы ee 
8,083 | Submarine Cables Trust .. ЗР гә `s . | Cert. | 6 69516 6 2 127 ix es 412 4 
100,000 | United River Plate Telephone... .. .. .. 5 |8 8 Ф 8 8 64 6035 . 516 4 
40,000 Ро. 5 % Cum. Pref., Nos. 1 to 40,000 5 |5 5 5 5 % 56% 5 : 41011 
80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 68,008 2% il | Nil | 294 24% 25/74 ә и 48 4 
150,000 | Do. 4% Debs., 1 to 1,600 guar. by Braz. Zub. Tel. | 100 4954954 4 |4 4 x 7 ` |8118 
207,980 | Western Telegraph, Ltd., Nos. 1 to 907,980.. is 10 7 1 1 1% 18 125 г 5 5 8 
800,000 Do. O. 4 % Deb. Stock Red. ee 100 4 4 4 4 % . ae е 8 16 11 
88,821 West India and Panama Telegra h ee ee ee 10 il Nil Nil Nil — — » oe . Ni 
84,568 Do. do. 6% Cum. Ist Pret. .. 10 |6 5 8 % | 6 % — 8 74— 8 72 —3 | 1718 
4,669 Do. do. 6 & Cum. 2nd Pret. ` ..| 10 | кй] Ni! NO |226 j- 74 — Б * 2211 5 
А ^ 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | 
830,000 | | Anglo-Argentine Trams, D D еы 6 899896895996] 9A— 95 | 9i— 9i 9%! 9| + W 416 0 
200, 007 Do. 6 * Cum. Prefs., 1 to 960,007 .. Б |64% | 54% | 59 | 62% | C2 — 68 61 — 68 65 bh) .. 644 
966,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 6 6 6 6 148 —148 148 —148 gs 2d M 492 
986,100 | Auckland E. Trams, 5 % let Mort. Deb. Stock ../ 100 5 45 | 6 F 5 4, | 5 & | 102 —106 102 —106 a A i 415 3 
880,000 | Babcock & Wilcox, 1 to 590, 00 ů ..  ..  .., 1 20 $90 % |20 9 Bá— 4 Big— 4 80/TÀ | 80J. + &| 418 2 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 |6 6 6 6% 17 1% 1 178 Ж Ё 26 8 18 10 
60,000 | British Aluminium, Ord., 1 to 40,000...  .. .. 5 |1 7 1 1% — 2 — 2 87/6 aie .. +1710 0 
62,000 | Do. do. 7 Ф Cum. Pref... f. 6 |1 7 1 1 $ — 8 24— 5} 55/- 50/- | — 10 15 4 
40,000 | Ро. do, 4 6 Cum. Pref. 5 |6 6 6 6 34— 4 85— 4 75/- 70. | — 710 0 
14897 | Do. do, 4% Funding Certs. .. — .. 5 |4 4 17 4% | u— 4 81— 4i F | == 414 1 
48,473 | Do. do. 65% lst Mort. Deb. Btock Red. | Stock | 5 5 5 5 Ф 105 —108 105 —108 s ia iá 412 7 
,000 Do. do. 96 Loch Leven Debs. .. | 100 25 .. | 6896 | 64 £84 —100% 984 —1004 . ae 595 
400,000 | British Columbia E. Rail Def. Ord. Btock .. .. | 100 6 6 6 8 Ф 184 —188 184 —138 187 196} wa 5 15 11 
800,000 | Do. 5 e Cum. Perp. Pref. Stock ..  ..| 100 5 5 5 6 Y | 107 —109 107 —109 1083 š T 411 9 
288,000 | Do. lst Mort. Debs.,1106,950.. .. 40 ae 101 —108 101 —108 МЯ І 10 17 6 
290,00€ Do. 4 4 Vancouver Power Debs., 1 to 9,900 | 100 % | 108 —106 108 —106 Des н | Р 4 41 
161,487 | Do. do. 6% Cum. Pref. ..  .. 10 |6 6 6 8% 4 4 78/9 73/9 | +4 8 1 2 
1,478,658 | Do. do. 5 V Perp. Deb. Btock .. | Stock 5 5 5 b Ф 91 — 96 91 — 96 ы 5 4 0 
598,986 | Do. do. 43 % 2nd Deb. Stock Red. | 100 | 44% | 4496 | 44% | 44 13 — 75 73 — 15 2% 601 
100,000 | British Insulated and Helsby Cables ce A 5 |8 8 4, 109, 110% | 6 si 64— 64, Ha 7 10 11 
100,000 | Do. do, 6 Cum. Pret. .. .. 5 |6 6 6 "A 6— 6 6 — 6 EN m 414 1 
500,000 | Do. do. 44 % lst Mort. Deb. Red... | 100 | 4 4 104 —107 104 —107 1063 ; $a 441 
208,440 | British Thomson-Houston 4$ & let Mort. Debs, .. | 100 | 4 459 | 91 — 96 91 — 90 e id 413 9 
400,000 { British Westinghouse 6 % eo 1 40 470000 А Ni! Ni! Ni! Nil — в 2— à » К z Nil 
1,016,858 | Do. do. 4 & Mort. Deb. Stock. 100 4 , 4% % 4% 40 — 45 40 — 45 и | : .. | 81710 
60,000 |: Browett, Lindley & Co., Ord. .. КЕ а be 1 Nil | Nil} Ni! Nil VY ta I5. 38 TI ex Nu 
50,000 Do. do. 6% Cum. Pref. .. vs 1 Nil | Ni | Nil | Nil | 14/6 to 15/6 14/6 to 1 р ө m Nil 
105,781 | Brush Electrica! Engineering, Ord., 1 to 106,781 .. 9 Nil | 24 Ni | Nil ге $$ T TRE ЖР Nil 
18 Bo: 20, th % Por 6 oo X oe 6 6 Ni) ax 68 ee 18 68 or 78 ee ee Nil 
, D о. erp. . Stoc .. | Btoc 4 = КЕ * . 6 
187,610 | Calcutta Trams, 1 to 187,610 .. — we РА 5 8 8 8% 6 44— 5 - b А 600 
45, дм Do. 5% Cum. Pret., Nos. 1 to 29,880.. 5 — | 5 Б 5% | 48— 53 4g— 63 1 417 7 
860,000 Do. % 1st Deb. Btock..  ..  ..| 100 4496 | 44% | 44% | 108 —106 103 —106 ў : 4411 
86,000 , Callender's Cable Construction shares oe we 5 1 15 96 15 Ё 15 % — 1 9i— 10} 9g | 7 210 
40,000 . do. 59% Cum. Pref. .. .. .. 5 |5 5 b 5 * 5 js . 561 
800,000 Do. do. 44% lst Mort. Deb. Btock Red. | Stock 43 % | 48% | 44% | 1074 —109 1074—109 "E 423 
491,222 | Cape E Trams., 1 to 491,222 .. #59 56 se 1 b gd Nil Nil E Nil 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. .. .. 1 |4 6 B % 112 4 174—. 113 1$— 18 ха | 33/. | 30/3 7 14 10 
210,153 Do. do. 44 % 1st Mort. Deb. Stock | 100 | 44% | 44% | 4396 | 43 —107 103 —107 4 611 
653,195 Do. do. 4% Pref. Stock .. .. | Stock | 4 4 4 4 86 — 88 84 — 86 86 854 | —2 413 0 
i 658,195 Do, do. Det. do. Stock 4 é 4 2 51 — 58 49 — 61 а " —4 8 18 5 
480,000 | City and South London Railway — ..  ..  ..| Btock | 9% | 1196 | 98% | 98 024 — 89% BO4— 814 814 81 —1 6 14 11 
TT X 
* Unless otherwise stated, all shares are fully paid. t A period of nine months. 1 From Manchester Share List. 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Oontinued,) 

ELECTRICAL BAILWAY, MANUFACTURING AND INDUSTRIAL COMPANTES.—( Continued) 


Brock Closin Closing Business done a 4| Present 
Present Dividends for the" Quotations Quotations week ended Yield 
Issue, NAME. , б last four years. Nov, 94th. Dec. lst. | Deo. 1st, 1908. Fell — | per ceat, 
—„———————————————— { 
| „ |же S „% faas 
86,000 бушуп £. Op: Hos. Lio Kem 
gate ' б 9, 1st Mort. Reg. "Debs., 1 to} m 6 5 SLE 5 95 98 — 101 oe - 419 0 
100,000: Í 00005; 4100, snd am to 11,000 of £50 Red, 1 09109 10 % [10 % 11— 18 3, КЕЧЕЕ. 
260,000 | Dick, Kerr ё Co., 1 to 260,000 P 6 6 K 17 — 1А 2/10 — 4511 
806 C00 Do. do. 6 « Cum. Pret., 1 to 305,000 oe 00 4 4 4 101 —104 A 5% TP 4 8 q 
276.880 | Po. dc. 4% % Deb. Stock .. .. ++ | 100 30% 8% 6 d£ 114 123 уз + — 0548 
60,000 | Dublin United Trams. (1896), 1 to 60,000 .. T exit 6 ^ 18 — M ү ин 8 4 8 9 
60.000 6% Pref. between 1 ард 60,000 10 9 JS 4 ae M 2 1613 6 
99,961 Edison & Bwan Utd., ‘A .? abs., ER рё., 1 to 99,961 6 sé 4 d 40 1 — jl oe 66 ae 8 6 9 
17,189 |. Do. S. » shares, 0 0)—017, 189 ee 6 S 4 4 4 4 16 — 79 a ЖЕ 5 13 
817,875 Do. Deb. Rtock Red. . 10 35 34 575 a6 — £9 „„ Л fe ft Er 
67,720 Do. 6% та De .Btock Prov. Сета, эй pd. 100 |5%|5Б Af Aa — 3 = gi Nu 
112,100 | Electric Construction, 1 to 112,100 3 4% 7 : 1 — l m Ж 968 
0 General Electi co. (1900), 6 Com. ret. i PUE 17 4 4 4 b4 — 88 » ea i 3 
200, eas / * — 1 ae 
28000 Oe. N. а City Rei, Pret, Ord. ^ 4745, 1 66 09000 | 10 |4 1517 * 101— 10 || i Po | ea 
96,00 | Greenwood & Batley, 7 as Com. Pref. „ „„ e "ЕТ Ч H $ 109. —106 Е їз І 4 16 10 
80,000 | Do do. 6% Mort. Debs. =. 1 iP NE 15 J 15 11 — 12 i | +41650 
40,000 Henley's W. T.) do 2 b Works, оте. TIE : 414, | 4 4 2 63 ws 2s ‚ А i 
4 . О, a 1 — ee ee ee 
150.000 Do. 04 Mori Deb. Btock | Stock ne Ed a "ir EE. gs PEL 
50,000 | India-Rubber, бы rcha 4 Telegraph Works. 10 | 6 % P IN Ф 14 1— 1 2 к 14 7 6 
B7,600 Liverpool Overbead Railway, Ord. . | 10 | 13% б pd d i 5 x 4, [11293 
10,000 |+ To do. Pref., fully paid ..| 10 | 5 % : 8 4 ss T So |68u 
600,070 | London United Trams. (1901), 1 to 50,007 .. _.. 10 | 6% : В g © D ' 460 
809,980 Do. do. 60,008 to 100,000 10 6 8 8 8 a БМ I e 9 120 
125,000 Do. do. 6 €, Cum. Pref., 1 to 125,000 | 10 | 6 % | 6 б 5% 67 — 72 . " | 81 
1.881.000 Do. do. 4 ist Mort. Deb. Stock. 100 |4 96 4 1 95 — 96 dez 8554 | — 1186 
„782,062 | Metropolitan Consolidated |... .. .. | 100 |84 A a 87 — t9 68 „ 809 9 
35 VVV о |N i | Nil 124— 18 1 | iaj | М 
о. 18 0 ee еа oe oe oe е — 1 n RUE "S 
814,016 | Metropolitan Electric Trams., Ded. 1 | ND | ND Nil Nil ў TA — 3 1 
600,000 e do. 6 ‚ Cum. Pref. 1 5 6 Ф ИЕ t3 A 96 2 M +1 4 18 9 
828 800 Do. do. 4% Deb. Stock Red. 100 |60 % % ia + | Tp вое 
"dre n 8x6 СИ oe | р H H X un i , za : бИ 
" e п ee eo ee ў == an 7 Я 
76780 | ‘Tel 1 8 "M heg he i m а м S) — 83 sa | 98 | 1 | igi 
, ele struction = 
07,80 | Telegraph Construction and Maintenance s 165 100 [eq 4 44 | 10 00 T b gw] imma - 
1,0¢ 0,000 Underground Flectric hailway, 69 Prior Lien m ЕА ә ss z% — Ни = 16 74 — 75 "d 14 —1 Е 
2,800,000 Ро. до. 41% Pon в. CC 191— 164 - E 
4,900,C00 Do. do. 6% Income Bonds zs as S . 1 | 10 0 0 
66,666 таве & Roper to 80,000 & 60,00) to 116,666 1 Ni) | Nil} Ni 10 1088 
66,666 S bol to О осо 4 138,001 to 141,666 | 5 | ми | Ni 4 ae 
Do. ; fat T Deb. Stork , 100 E 49. 49% |4 


5) 4- 4i oe ee Й 5 11 6 
1 400 R "S Mo Ht dabo. qd. on oe M P 24 — 88 14 — 98 | | 2d 110 0 
0, a Brompt n & Kens. Bies. ES Bup., ore ones pi wi H 0 10 ; 0 a E ый РА | 91 | : 1 { ч i 
9,795 0 0 t = 
886,676 | Central Electric Boppiv à i% Guar. Deb, Btock .. | 100 47 17 17 1 we 10 09 —101 xd Ei iris LE 
80,000 | Ch aring Cross end rand lectricity Supply pre - г B 5 Б 5 Kin 4 15 d 808 eae [ч Ub. 
80.000 Do. " City Undertaking” 44% Cum. Pri. | 5 4 i 4 4 97 — * Um К 8 „ + L 
445,736 ро. до. 4 % рези, Stock Red. .., 100 4 4 4 A 1 m : аиы e716 | cbi- zi eee 
49,486 | Chelsea Electricity Supp! as 5 6 6 4 à 21 81 
175, 0007 Do. do. ig Deb. Stock Red. .. | Stock 4 4 4 100 —1(8 101 —104 it ia He 
596 | City of Londen Elec. Lighting, Ота. 40,001—110,506 | 10 | 6 6 6 6 1a 103 l'à- 108 11 +4 (ич 
40,000 ро. 6 % Cum. Pref., 1 to 40,000 10 6 6 6 6 24-18 1 л à = 170 b 
4.00 / Do. 69% Db. Stk. , Berip. (iss. at 115) all på. v b b b b T -is Б its . MED 175 
800,000 Do. 44 % 2nd, Db. Btk., Prov.Crts.,allpd. | 100 | 44% | 48% | 44% | 48% | 101 —103 us $4 “aa es ris 
60,000 | County of Durham Electrical Power, Ord. . Ө 5 |12570 4 4 9 ш 2 3 | is | G eee 
- 1005 Do: do: de M Pa e 55 15 | ao —101 99 —101 i ac n 
40.00 C n i andes v Electric el Ord. I 10 4% | ве 8 V 8 Tà— 83 ва 9à 863 81 +l |51 
i ounty o А 
50,026 Do, a 5 » 40,001—60,000 10 е 6 6 1 inca ra 10j | T + { ; f 
e O. eb * oe == — . ee oe 
400.00 Do. do. 4 & ?nd. Deb. ‘Biock | Stock 4 4 4 49% 97 —100 97 —100 997 | " xi í ш 
80,00€ каша» исне Со 9 а Ord. Bhares .. © : 1 : d Na jm ў j P 1 з T е xil 
А о. о. um e * 1 — — os А 
490700 Do. do. 44€ 1м Mort. Det. gti | 190 | 44% | 4 ue 44% | 62 — 65 62 — е5 ХИ . SQ |686 
68, 150, 00 Electrical Dev. Co. oi Ontario, 5% 18: Mtg. Gold Buds. 85⁰0 vi vi кэ нЕ 84 — 86 84 — 56 85 84? à CUR 
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Fluctuations in November. 
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Municipal Sinking Funds. — It is satisfactory to 
note,“ says the Times, that а Parliamentary Committee has been 
appointed to inquire into the powers conferred on local authorities 
to utilise sinking fuads for borrowing purpos-s, and i ito the 
question of the expediency of these powers and the desirability of 
attaching conditions to them. the Committee consists of Messrs, 
Ashton, Fenwick, Harmood-Banner, Masterman, and Charles 
Nicholson. Recent experiences have shown that the question of 
the application of municipal sinking funds requires constant 
viguance, 


ELECTRICITY FROM REFUSE. 


WE seldom hear much of this subject nowadays ; yet, at the 
Cambuslang Electricity and Destructor Works, it seems that 
it is more than a mere phrase. The following figures, which 
were sent us some time ago by the electrical engineer, Mr. 
A. J. Abraham, show that during December, January and 
February last the proportion of coal used was infinitesimal :— 


| | Wages, 


| Total | Units Units „ P asc 
Week units gend gnd Refuse Coal p P | о 
ending i gene- from from destroyed. | used. | sea ee BE 
| rated. refuse. Coal, i destroyed. ' 
{ ' | 
| T. C. Q. T. c. в. d. £s 
7/9/07 3,21 3,114; 147 93 2 2 1 2| 1 1 0 11 
14/12/97 3.209 2,956; 453 | 105 4 1/214] 0112 n 7 
21/12/07 | 3,591. 3315| 276 107 6 32 2 о 114 1 2 
28/17/07 | 3,531 3.531 None 90 6 2 None 1 14 | — 
4/1/08 3,622, 3.107 | Ald 86 8 1'2 8| 12 .1 4 
11/1/08 | 3441 3,365. 73 121 13 0 0 12 0 сто 6 
18/1/18 | 3,283 3,281] None 105 0 O|N-ne| 0 1 — 
2 %% 8 | 176, 27:3; 413 103 1 3 2 8 о 1111 4 
1/2/08 2,955 2,9 5 None 101 8 2 None 1 0 | — 
8/2/08 | 2,97 2,797 None 96 9 0 None l (i. 
17/208 | 2667 2.340 327 99 5 2 2 2| 1'0 1 1 
22/2/08 | 24:8 2468 Nene 100 16 0 | None: 1 O к. аыр 
29/7/08 2, 350 2,350 None 105 15 1 None 0 111 — 
To“ al ... 40,561 38,34 2,207 1,918 12 1 13 81, per 6 15 
| | ton | 
| | | Average 
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The wages cost per ton includes not only the wages of the 
stokers and men actually burning refase, but also the cost 
of weighing it. Trouble was experienced all December by 
stokers leaving or being dismissed. During March, April, 
May and June no coal at all was used, except for a few 
hours each month when they shut down for flue-cleaning ; 
so Mr. Abraham has not picked out the most favourable 
figures. | 

The coal used includes the coal wasted in getting up steam 
from a cold boiler. 

For the year ending May 15th, 1908, the works generated 
103,580 units— 88,699 by refuse and 14,881 by coal—and 
destroyed 3,670 tons 17 cwt. 3 qr. of refuse. Mr. Abraham 
hopes to get through this winter without using coal, except 
for flue-cleaning. ; 


NEW APPARATUS FOR WAVE-FORMS. 


Up to the present time the oscillograph has been the 
only practical instrament in use for obtaining a direct pro- 
jection of current waves upon a screen. One of the prin. 
cipal disadvantages of the oscillograph is that the image of 
the waves is a comparatively small one; for lecture pur- 
poses, or for making measurements on the curves, it would 
be preferable to have the waves represented on a screen in 
a much larger form. This result is now secured in a new 
instrument which has been devised by M. Abraham, a 
prominent physicist of Paris, who has had considerable 
experience as an assistant to Prof. Blondel in his work on 
the oscillograph. M. Abraham has succeeded in making an 
instrument which is much simpler and less expensive than 
the former instrument, and, moreover, it occupies a smaller 
space. 
The instrument, as constructed at the Carpentier estab- 
lishment, consists of two distinct parts. One of these is a 
special form of galvanometer, which contains a swinging 
mirror, and this is made to follow all the variations of the 
current. The mirror swings back and forth, and would 
trace only a line of light upon the screen, were it not for 
the fact that а second apparatus is interposed between the 
mirror and the screen, which serves to ер ead out the light 
coming from the mirror, so as to give the form of the wave 
upon the screen. | 
The action of the galvanometer will be understood from 
the accompanying figures. Suspended by two wires is a 
light aluminium frame т of rectangular shape, carrying in 
the centre a concave mirror which measures 6 x 8 mm.,and is 
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‘consequently of a much larger size than is used in ће 


oscillograph (fig. 1). The aluminium frame is made to 
swing rapidly under the influence of the current. Around 
the frame is fixed an E-shaped piece of laminated iron 
v, which is provided with a covering piece F of the same 


7 
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Fie. 1. Fia. 2. 


metal, 20 as to form a closed magnetic circuit. Upon the 


same iron core, and lying next to the aluminium frame, is 


mounted a small rectangular coil of wire H, which is fixed, 
and is во disposed that when a current is passing in it the 
resulting magnetic flux will take the path which is shown 
by the dotted lines. The entire device, as shown in section 
in fig. 2, is mounted between the poles of a permanent magnet 
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х s. Should there be no current passing in the coil, the 
115 in the iron core will take a transverse direction in the 
atter. 

The constraction of the galvanometer allows of the 
production of induced currents in the swinging frame I in 
such manner that the movement of the latter will follow 
exactly the variations of the current to he observed. In orderto 
obtain this result an intermediate current is produced outside 


of the instrament, which is in quadrature with the current 
(or electromotive force) to be observed. In the case of 
an electromotive force, в condenser is disposed in series 
with the galvanometer, as seen in fig. 3, and the whole is 
placed on the main circuit A al, For taking the current 
wave, on the other hand, the current is passed through the 
primary coil of a small transformer whose secondary coil is 
closed upon the galvanometer (fig.4). In practice two separate 
galvanometers are used, and these are placed side by side, so as 
to throw the two waves upon the screen. The intermediate 
current is thus sent into the fixed coil of the galvanometer, and 
this coil acta as the ишт of a small transformer, whose 


eecondary consists of the short-circuited aluminium frame. 


Were the permanent magnet not used in this case, the result 
would be a simple attraction of the frame toward the coil, 
without a rotation of the former. By employing the trans- 
verse flux from the permanent magnet, acting together with 
the flax which the coil tends to set up in the core, we have а 
resultant action which causes the coil to rotate about its axis, 


producing a deflection of the beam of light from the mirror. 
Under these conditions, the coil is made to follow all 


the variations of the original electromotive force or current.’ 
In this way M. Abraham realises a galvanometer which can 


be used for instantaneous currents, and at the same time 


will carry а much larger mirror than usual, owing to the 
increased size of the swinging part, and this gives a great 
advantage for photographic work or projection. In order to 
project the beam upon the screen, an arc lamp is employed, 
and the light is sent upon the swinging mirror by a large 
reflecting mirror which is mounted on the apparatas, and can 
be adjusted for this purpose. | 

The second part of the apparatus, known as the 
“ gynchronoscope," is used in order to spread ont, the beam 
of light which comes from the oscillating mirror, B0 as to 


FiG. 6. 


give the wave form upon. the screen. This movement is 
proportional to the period of the wave. In fig. 5 is shown 
the principle of the synchronoscope. The two galvano- 
meters, one for the current, and the second for the electro- 
motive force, are mounted side by side on the right, and 
their mirrors are represented at м M. The mirror X 
receives a beam of light from an arc lamp by means of the 
adjustable mirror B which is fixed to the frame of the 
apparatus. This beam is reflected to the left, and passes 
through the synchronoscope before reaching the screen. A 
revolving prism lies at the centre of the syachronoscope, and 
receives the two, beams (the second beam coming from the 
mirror М! in the same way). The prism is totally-reflecting, 
and is caused to rotate rapidly in synchronism with the 
wave by means of a toothed wheel of soft iron, whioh is 
mounted во as to rotate between the poles of an electro- 
magnet; the latter is connected to the source of current, 
and this combination makes a very simple ard effective 
synchronous motor. Its construction will be seen m 
fig. 6. Should the prism be revolving, and the mirror 
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* The equation for the movement of the swinging frame is M 
follows :—Tho intermediate current given by the special tran 
former is of the form ae or di The current induced in ihe 


sluminium frame has the form фе du 


equation of the movement of this frame (in the case of a current 

to be observed) is a 29 pop + c0za EE 
| r dt 1 

the deflection and a, в с and о are constants, It is seen that if we 


render negligible the two terms in and 0 (which condition à 


realised in the apparatus), the equation is reduced to the {012 
420 27 ) 
qi ^9 п! and therefore 0 varies as i- that ia t 


angle of defiection varies with the current. 


where 0 u 


Vol. 63. No. 1,619, рисимвив 4, 1908] THE ELECTRICAL REVIEW. 


985 


in oscillation at the same time, the combined action would 
cause the wave-form to appear on the screen, owing to the 
repeated reflections from the three sides of the prism, and the 
latter would, therefore, give three reflections of the wave per 
revolution. But it is farther desired to increase the number of 
reflections in order to secure a better image upon the screen. In 
order to carry this out, the light which comes from the prism is 
not sent directly upon the screen, but is further reflected by 
a set of fixed plane mirrors which are disposed round the 
prism. These mirrors are placed во as to be about tangent 
to & parabola at whose focus is placed the centre of the 
prism, and they are shown at с о, C, C, During the 
rotation of the prism, the beam from each of its faces is 
reflected upon the four mirrors in succession, and at each 
reflection the curve is thrown in the same place upon the 
screen, во that for one revolution of the prism there are 12 
successive projections of the wave on the screen. In 
practice, the wave is thus traced as a continuous line of 
light, and the electromotive force and current waves have 
their proper relative positions. 

The projection lantern which contains the arc lamp х is 
placed about 2 ft. from the axis of the apparatus and some- 
what in the rear, so us to light the two plane reflectors B B’. 
The mirrors M M' of the galvanometer are then slightly 
inclined upwards by means of an adjustment screw which 
moves the part of each galvanometer lying between the 
magnet poles as a whole. "This adjustment brings the beam 
of the mirror into a horizontal direction. The prism is then 
placed so as to give the image of the arc upon the screen, 
and as the galvanometer mirrors have about 3 ft. focus, the 
screen can be placed at 9 ft. distance, and the focusing is 
effected by shifting the arc lamp. The motor is designed 
to work properly at any frequency of the current, within 
the usual limite. Different curves, such as oscillating dis- 
charges, &c., can be obtained by the instrument. 


FEATURES OF .CONTINUOUS-CURRENT 
RAILWAY MOTOR DESIGN. 


Bv E. V. PANNELL. 


THE practical application of the electric motor to the pro- 
pulsion of railed vehicles was commenced in the early eighties. 
The traction motors of that date were simply the shunt- 
wound bipolar machines in common use for stationary 
purposes. Naturally this adaptation of unsuitable machines 
led to considerable trouble in the way of burn-outs due to 
overloads and mechanical difficulties consequent upon the 
high rotational speeds and inadequate forms of suspension. 
The pioneer work of such engineers as Sprague, Short and 
Van Depoele resulted in the evolution of the railway motor 
into a standard design very little removed from that which 
18 common to-day. _ Briefly, it may be said to be a series- 
wound four-pole medium-speed motor, totally enclosed in a 
cast-steel carcass and geared to the axle by single reduction 
gearing. 

Up to the year 1895 there was no definite standard of 
motor rating. Purchasers of traction motors put them into 
service, relying solely on the reputation of the manufac- 
turers. With the appearance of the GE 50 in 1895, the 
makers (the General Electric Co., of Schenectady, N.Y.) 
introduced the “one-hour” basis of rating, on which the 
motor is rated on the horse-power it will develop for a period 
of one hour with a temperature rise of 75° C. on the hottest 
accessible part. This method of rating was standardised by 
the Am. Ins. E. E., and has since been universally adopted. It 
affords a ready basis for comparison of different makes, and 
18 useful as a test of the commutating qualities of the 
motor. 

The design of railway motors differs from that of 
stationary electrical machinery in the direction of the 
different limiting factors in either case. It is usual in the 
design of continuous-current machinery to consider the 
dimensions as subservient to the two requisite features of 
good commutation and low cost; and to so choose them as 
to effect the best compromise, at the same time keeping in 
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view the tertiary consideration of heating. With а railway 
motor designed to work between the wheels of a standard 
gauge railway coach, the limiting dimensions are absolutely 
fixed. The heating, too, is limited by the rating basis, At 
the higher outputs, therefore, all the skill of the designer 
has to be exercised in order not to overstep one of these 
limita, 

The relation of output to dimensions is expressed by the 
output coefficient—a term representing the power generated 
by unit volume of material in the armature body at 1 R. P. M. 
Ite value is given by the formula— 

Watts output 
D! Ay х revs. рег min. 
D and А, being respectively the armature diameter and gross 
length over laminations. From fig. 1 it will be seen that 
this quantity approaches values considerably higher than are 
reached with stationary motor designs. This is partly due 
to the basis of rating, and partly to the more rapid approach 
of р? A, to a finite limit. 

The space at the disposal of the designer is absolutely 

limited in the axial direction, and transversely, is dependent 
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RATEO HORSE-POWEA 


FOR RaiILWAY Moros. 


on the driving wheel diameter. The axial length between 
wheels varies from 48 to 51 in. Making suitable allow- 
ances for width of gears and length of commutator (for 
motors of the order of 200 Н.р.) the maximum possible core 
length is deduced at 15 in. (38 centimetres). | 

The armature diameter is limited by the size of driving 
wheel which can be run under the car body. It is usual to 
allow a clearance of not less than 8 in. between the rail 
level and the bottom of the motor casing, and to slightly tilt 
up the motor towards the truck bolster. Under these 
conditions it is found that the height of the motor casing 
approaches 85 per cent. and the armature, 60 per cent. of 
the wheel diameter. 

These figures apply solely to geared motors for motor-car 
service. Locomotive motors, whether geared or gearless, 
usually allow for greater latitude in design owing to the less 
restricted dimensions. | | 

From the conclusions hereto established, the curve (fig. 2) 
has been plotted, assuming a constant value of 88 centi- 
metres for A, and an armature of 60 per cent. of the driving 
wheel diameter. Hence if one other factor—viz., the speed 
—be known, the maximum rated horse-power for any given 
wheel diameter can be determined. 

Throughout the whole range of outputs it will be found 
that the speed at rated load varies very slightly, and that 
the figure of 550 R.P.M. represents an average which is 
departed from to a very small extent. The allowable peri- 
pheral velocity may be said to increase with the rated output 
ut the same rate as the armature diameter—hence there is 
nothing illogical in the constancy of the speed, whatever 
the output. 

The author must confess to a certain conservatism in 
regard to rotational speeds. It is true that certuin Continental 
railway motor designs run with rated speeds of 700-750 
R.P.M., but bearing in mind that the light-load speed exceeds 
this by at least 100 to 150 per cent., apart from the possi- 
bility of wheel-slipping, and that flashing-over troubles are 
aggravated with increasing speed, it will be seen that—other 
things being equal—the lowest speed represents the best 
design. | 

The figure of 550 k. P. ux. well represents British and 


American practice in this direction. A direct relation 
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between rated outpnt and р? Ag can now be established for 
the reference speed of 550 R. P. M., and for what may be con- 
sidered the upper and lower limits of 700 and 400 R. P. u. 
(fig. 3). 

The total weight in metric tons is plotted as a function of 
the rated output in fig. 4. The weight per horse-power will 
be seen to decrease asymptotically with increasing output, due 
to the better specific utilisation in the larger motors. 

Sufficient data for the estimation of dimensions being now 
available, it remains to balance up е field and armature 


components of. the output. The fundamental output 


formula is :— 
Watts = '04AT ~ M. 


A T is the ampere loading of the armature, the product of 
-the total number of turns with half the rated current. 


The periodicity is given by 30 
the remaining factor represents the flux per pole in megalines. 
As а rule, the magnetic circuits of railway motors are run 
at very high degrees of saturation, thus to a great extent 
preventing distortions and at the same time utilising the 


for a four-pole motor M, 
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magnetic material to ita maximum 
capacity. The effect of saturation on 
the speed curve has been illustrated by 
Mr. Hobart (“ Electric Motors: Their 
Theory and Construction’). The 
hypothetical unsaturated motor being 
characterised by a rectangular hyper- 
bolic speed curve, while the opposite 
extreme gives a constant speed inde. 
pendent of current inp ut. 

Saturation has the effect of making 
the torque approacb a linear function 
of the current instead of a quadratic 
fanction. 


ARMATURE ANMPERE-TURME 


Although the armature strengths ex- Fics. 5 AND 6.—VALUES FOR ARMATURE LOADING AND 
pressed in armature ampere-turns per FLux рав Pore. 


pole vary from low to medium values, the 

armature loading, due to the limited diameter, is usually 
fairly high. The ampere-conductors per centimetre of 
periphery vary from 300 to 400. Large slots and strip 
conductors combine to give space factors of the order of 0°5, 
while the conditions of the one-hour rating allow current 
densities of 400 to 450 amperes per square centimetre. 
Representative values for magnetic and armature loadings 
are plotted in figs. 5 and 6. 

The type of armature winding adopted is invariably the 
series or two- circuit. It requires only two sets of brushes, 
and has the advantage of neutralising any unbalanced effect 
due to inequality of air-gap. The number of turns per 
segment is limited by the allowable. reactance per coil, and 
varies from 6 in the smallest tramway motors down to 1, 
which latter is common for all railway motors of 100 rated 
horse-power and upwards. 

Even with one turn per segment, the commutating con- 
stants steadily grow worse with increasing output. Dimen- 
sions being limited, there is no remedy but the adoption of 
commutating poles, which is gradually being resorted to by 
the principal manufacturers. "This construction involves no 
inérease of weight, and considering that the largest motors 
on the market are operating with about 9 reactance volta 


per segment, some such neutralising device would seem to 
be justified. 


The question of heating is one to wbich, owing to the 
established method of rating, all other designing considera- 
tions are subservient. At its rated load the motor is 
designed to be capable of absorbing а definite number of 
watts lost due to copper, core and commutator losses, the 
result of which is to raise its temperature through 75° C. in 
one hour's running. Inasmuch as the one-hour run takes 
place with covers removed, a certain amount of radiation 
can, and does, take place. Neglecting this, the motor may 
be considered as an insulated body of known mass and 
unknown specific heat, raised through a definite temperature 
by a definite amount of energy expended in its interior. 

That it is a question of mass, and not as in open-type 
machines, one of superficial area available for dissipation, was 
first recognised by Mr. H. M. Hobart, who introduced the 
* watts per ton weight "'expression:as an indication of the 
thermal performance. 

The curve in fig. 7 is prepared from data of modern rail- 
way motors of 100-250 rated horse-power. By plotting as 
a function of D? A, account is taken of the better radiation 
per unit weight with decreased density of the motor volume 
taken ав а whole. The distribution of the losses varies with 
the load. At rated load, speed and core losses are low, and 
the field 1? R is the limiting factor, causing the maximum 
temperature to be recorded on the field winding. At higher 
speeds the 1? R decreases, but armature core loss causes the 
armature temperature to predominate in spite of the better 


ventilation. 


Much has been written on the heating of railway motors 
in service, and it is s'ill a subject on which it is impossible 
to generalise. Опе thing may be regarded as certain, how- 
ever, that with increased severity of service forced ventilation 
will become common. | 

The design of motors for locomotive service, while follow- 
ing the general lines set out above, is generally a more 
simple problem. As a rule, geared locomotive motors are 
heavier and bulkier for their output than those designed for 
motor-car service. Hence more space in their interior can 
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be utilised for ventilation, and the capacity for continuous 
service thereby increased. Gearless motors have not crystal- 
lised down to a standard design sufficiently to generalise 
upon. The most recent examples, however, provide much 
that is instructive, end seem to indicate the direction of 
future progress in high-speed railway work. 


REVIEWS. 


Elementary Manual on Applied Mechanics. By ANDBEW 
JAMIESON, M.Inst.C.E. Eighth edition, revised and 


к London: Charles Griffin & Co., Ltd. Price 
38. 6d. 


This is the last edition of Prof. Jamieson's well-known 
work, and does not differ in any great detail from its 
immediate predecessors. 

The 1907 Examination Papers for Stage I of the Board 
of Education: the City and Guilds of London, Ordinary 
Grade, Part I, Sections A and B on Mechanical Engineering ; 
and the Entrance, or Students’, Examinations of tbe Insu- 
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tution of Civil Engineers for 1907 and 1908, bave been added 
to Appendix B. At the end of Lecture I a new page has 
been inserted. It deals with the terms and definitions of 
words used in measuring preseures, and contains a discussion 
of the recent endeavours by some authors to introduce the 
words thrust and resultant tbrust. We are altogether with 
the author in this matter. The substitution of the word 
thrust for total pressure is in no wise an advantage as far as 
students are concerned. The most important point to 
remember is the necessity of employing accepted terms in 
their correct sense. In bow many books on Mechanicedo 
we see such things as force and power spoken of as being 
identical ! 

Needless to say, the work before us is quite free from such 
ambiguity. 

At the end of Lecture XVIII, half a page has been 
inserted giving concise distiuctions between solids, liquids 
and gusen, with definitions of perfect, viscous and elastic 
fluids. In Lecture XXVIII, on measuring tools, the portion 
dealing with limit gauges has been largely re-written. The 
construction and application of Berridge’s tangentometer has 
aleo been considered. This little instrument is of the 
greatest use to students in finding the trigonometrical 
functions of angler, in & practical way. 

The author has also added to Appendix C the latest and 
most correct set of definitions for the nomenclature, with 
their abbreviations or symbols, of the c.c.s. and of the 
authorised practical electrical units. 

Taking it as a whole, the book stands in the premier 
position as а text-book for elementary students. It 
employs a mixture of theory and practice (which is accep- 
table, thongh imperfect) and uses well-drawn diagrams and 
excellent illustrations. There are none of the cruditics 
present throughout its 450 pages that blemish the works of 
writers who know nothing of the ait of teaching; and as 
before mentioned, no ambiguous terms are used. 

We tbink that a chapter should be inserted at the 
commencement, giving the algebra used in the various 
problems. 

The theory of similar figures should be gone into in an 
elementary way, in order to render a student able to grasp 
their frequent application in applied mechanics. Nine out 
of ten elementary students come to grief over a couple of 
similar triangles. "The chapter on Inclined Planes could be 
improved a little. The diagrams of forces applied parallel 
to the plane, parallel to the base, and at any argle, are 


somewhat complicated; we would separ-te the force dia- 


grams from the inclined-plane figures. We think, too, that 
sume simple experimental methods should be given in this 
chapter ou the practical determination of these forces. 

Too much is given on the subject of beams for an ele- 
mentary manual. What i» wanted is Jess theoretical and 
more practical work.  Unles, when dealing with beams, 
а student is compelled to work with practical examples, he 
never of his own accord touches them. 

Nowadays, in all technical schools worthy of the name, 
students are taught mecbunics both in tbe lecture recom aud 
in well-fitted laboratories, for the simultaneous imbibing of 
theory and practice is indispenssble. The want of a book 
for beginners tbat judiciously mixes up the theory and 
practice has long been felt. 

The book under review comes nearer the desired end than 


any other, but a nearer approach is still necessary. Just a 
little less theory and a little more practice. 
The Gas Enaine Manual. By W. A. Tooxey. London: 


Percival Marehull & Co. Price 38. 6d. net. 


While Mr. Tookey’s earlier жо: Ка : “ Gas Engines, Their 
Advantages, Action and Application,” and Oil Engines, 
Their Selection, Erection aud Correction," were elementary, 
and intended to be most useful to attendants and others 
having little or no technical knowledge, the present work is 
of a more advanced and comprehensive order, intended to 
assist practical engineers engaged in the construction and 
management of internal combustion engines. 

Although the subject matter is confined to a study of the 


working principles of the ordinary industrial gas engine of 
the four-stroke or Otto cycle type, and governed upon 
the hit-or-miss principle, no special make or type of gas 
engine is exploited; the reader is given the benefit of the 
author's independent and extensive experience with engines 
as install d for various power applications by the numerous 
manufacturers. A careful perusal of the Munval will make 
it evident that although an installation, as handed over by 
the manufacturer, may fulfil the claims made as to economy 
and efficiency, & certain amount of special knowledge is 
required to muintain the machine in first-rate and satisfactory 
runuing condition ; any disturbance of the ignition gear, 
through wear or other cause, the wearing down of- a 
cam, &c., seriously affect both the running and the efficiency 
of an engine. 

While failure of the ignition, and some other defects, 
result in a complete stoppage of the gas engine, there are 
certain conditions which bring about premature ignition, 
back-firing, and increased consumption of gas, with а corres- 
ponding falling-off in power. ‘The application of an 
indicator not only, in some cases, prevents. a stoppage 
from occurring through some defect, but also, in a 
graphic manner, shows whether all the functions of the 
engine are being performed. effectively, and Mr. Tookey has 
made the explanation of good und bad diagrams a special 
feature of this work, as illustrated by actual diagrams taken 
in different installations. | 

Alter an introduction giving a synopsis of the history of 
the gas engiue, the work is divided up into eight parts :— 

J. lbe Iuduction Stroke. II. The Compression Stroke. 
III. Ignition and Expansion. IV. The Exhaust Stroke. 
V. Gas Engine Efficiencies. VI. Water Circulation and 
Valve Settings. VII. Indicating. VIII. Power Gases. 
Each part is turther divided into special sections. i 

A large amount of most useful information is condensed 
into the 186 pages, explained in the author's usual clear, 
and not too technical, style, and is illustrated by over 100 
diagrams and views. There is hardly a point in connection 
with the installation and running of the ordinary industrial 
gas engine which is not fully treated in the Manual, and it 
is equally useful to the proprietor and the ordinary 
attendant, while the price is well within the reach of the 
latter. 


——— 


Electrical Engineering, By W. SLINGO and A. BROOKER. 
London: Longmans, Gieen & CO. Price 128. Cd. New 
edition. 


This large and well-known treatise, which has been before 
the electrical public for over 18 yeara, now consists of 17 
chapters and 833 pages, aud its scope includes such things as 
units, primary batteries, dynamos, motors and transformers, 
aic lamps and iustallation equipment. 

The book has again beeu thoroughly revised, but there 
is still à good deal in it which might well be omitted. For 
instance, on page 8 in discussing the current flow from a cell 
due to а difference of potential, the earth, its capacity and 
its charge are introduced in an unnecessary and contusing 
manner. 

The chapter dealing with condensers seems rather mixed, 
units, &c., being pitch-forked into it, as on page 52: “А 
square centimetre is the area contained in a square, cach of 
whose sides is one centimetre," and so on. 

Chapter III, on Primary Batteries, contains descriptions 
of obsolete celle. Other things which might well be omitted 
are the De Meritens and other antiquated dynamos, such 
as the Brush aud Thomson-Houston arc-lighters, and the 
very old diagram on page 403 has no bearing on dynamo 
de-ign. 

Everything in the book is, of course, treated without the use 
of mathematics, aud it seems to the writer thut the information 
being only of a descriptive character, the explanation just 
stops short at the crucial pont. After dealing with reflec- 
tion from wall surfaces the authors state: — The student 
will not be surprised to Jearn that while one room may be 
well lighted with an expenditure of three-quarters of a watt 
per square foot, another room will be but dimly lighted with 
an expenditure of 1} or 2 watts," or words to this effect. 
What have the watts per foot to do with it ? 
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On page 291 the authors state that “coercive force . . . 
is the principal factor in determining the amount of energy 
lost by hysteresis.” On page 460 the ordinary erroneous 
method of determining hysteresis loss in armatures is referred 
to. On page 461 the authors etate that Mr. Steinmetz Лав 
shown by experiment (the italics are the wiiter's) that 
bysteresis loss = v-a n BI — 107 watte. It ів well known, 


however, that Mr. Steinmetz used Prof. Ewing’s experi-. 


mental results to plot his log curves from. The authors 
should explain that such a law does not apply to dynamo 
armatures at all, or else they should give its limitations. 
On the same page the authors also state: We might also 
expect that the “ hysteresis loss would vary directly with the 
value of в,” and then go on to explain that it does not do ғо 
as above. Why anyone should imagine that the loss should 
vary directly as B, they do not explain. Previously the 


student had read that it depended largely on © coercive force.“ 


The book, however, contains a great deal of descriptive 
matter doubtless interesting to elementary students, who 
probably will not examine it too closely. 


Its popularity is evidenced by the numerous editions 


through which it has passed, and while it is not free from 
errors and inaccuracies, we have no doubt that its easy style, 
clear illustrations, and periodical revisions will enable it to 


maintain its place as a popular elementary text-book for 
many years to come. 


Laboratory and Factory Tests in Electrical Engineering. 
Ву G. Е. SEVER and F. TOWNSEND. London: Constable 
and Co. Second edition. Price 10s. 6d. net. 


This work is intended to serve as a text-book for the use 
of studente, and may be useful to those engaged in practical 
work. It consists of some 262 pages, and is divided into three 
portions, viz., direct-current teats, alternating tests and 
electrical measurements. 

It begins with advice as to sending in reports and general 
directions for operating machines. Amongst the latter, one 


reads that a bearing is getting too hot, when you can no 


longer hold your hand on it.” 
Amongst the symbols one notices F = magnetomotive 


force in Gilberts, ө == magnetic flux in Webers, and R 


magnetic reluctance in Oersteds, T = torque in ft.-lb., 
although lb.-ft. is generally used here. Regarding these 
symbols, doubtless, there is a class of people to whom names 
and symbols are absolutely essential, although to the writer 
it seems to matter little whether one refers to ohms 
or resistance in unite, and represents it by A, R, z, or 
omega. By and by, doubtless, we shall have a beautifully 
complex system of names for units of ampere-turns, &c., 
and tables for converting one set into the other, a species of 
mental gymnastics, of по earthly use to anyone. : 

On page 22 there is a positively unearthly diagram of an 
armature with volt and ammeter connected up, to illustrate 
fall of potential methods of measuring armature resistance, &c. 

In describing the building-up of the E m.r. in a shunt 
dynamo the usual statement is made that it goes on increas- 
ing till the iron is saturated. This is by no means the case ; 
the magnetic induction is never more than 14,000 c.c.s. 
lines or 80, per square centimetre—however, most books 
gay “saturation.” 

The explanation of the shunt machine diagram on page 38 
hardly appears correct, the authors stating that “the curve 
does not pass through zero due to the voltage caused by 
residual magnetism.” This would make it cut the ordinate 
when current is zero. 

On pege 61 the diagram of a starting switch is very poorly 
done. Оп page 110 there is a diagram of an old Thomson- 


Houston arc lighter, and it seems curious to find American 


authora referring students to Prof. S. P. Thompson's book for 
further particulars. 

On the whole, it may be said that there is the usua! collection 
of tests, and we think the authors have produced quite & 
useful manual for students, but, of course, there are many 
similar ones on the market in this country. 

The figures, vector diagrams, &c., are poorly printed in 
many cases, and on page 241 secohmmeter is wrongly spelt ; 
if such a name is to be retained (although, by the way, 
this instrument is only a commutator) * весоһшв ” ought to 
be mentioned in the table of symbols. 
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On page 232 the usual Steinmetz expression for hysteresis 
loss is given—viz., п 518, and it is stated that it * is not 
always rigidly true since the hysteresis constant s is liable to 
change slightly, and the value of w is not always exactly 
proportional to the 1:6 power of the induction.” The 
writer thought it had been established that the 1:59 power 
of the induction held closely not only for iron, but, strange to 
ray, for nickel, and cobalt also, within certain limits 


Certainly the alteration in the constant could not affect the 
index. 

The authors al:o state that “ hysteresis measurements by 
comparison with astandard having a known hysteresis constant, 
are usually only approximate, although the deer minations of 
permeability made m this way are quite reliable." Why 
this should be so, the authors do not explain.. 
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PARLIAMENTARY. 


London Electric Companies’ Bill. 
Turspay, NOVEMBER 24TH, 1908. 


Мв. J. В BBAITRWAITE, chairman of the County of London Co, 
called by Мв. BaLTOUR Browne, said that the Camberwell Borough 
Council could purcbase so much of the County of London's Со." 
undertaking at avy time on payment of £133 for every £100 of 
stock. The City Corporation could purchase the City part of the 
Charing Cross Co.’s undertaking in 1914. The rights of those two 
local authorities were protected. The companies had foregone, to 
some extent, compensation which they would have got if the local 
authorities had remained the purchasing authority, as they would 
then have received payment for severance. He thought it was only 
fair that the arbitrator, when considering what should be paid to 
the companies, should consider it on “equitable terms." | 

CoussEL: Would you have promoted this Bill at all if those 
concessions were not conceded ?—They would not have agreed to 
the instruction. They would not have brought forward ihe Bill 
unless the concession of “equitable terms” had been granted 
them. 

Continuing, Мв. BRAITHWAITE eaid it was a reasonable thing to 
ask for 10 years’ notice of purchase. It was in the interests both 
of the companies and of the LC. C. The clause stating that the 
award was to be based on equitable terms was for the protection of 
their debenture-holders. In his opinion the clauses put in by the 
L. C. O. prevented consolidation. 

Cross- examined by Мв. FREEMAN, Witness said they bad no 
guarantee that the whole of their undertakings would be acquired 
at the same time. They would not get any compensation from the 
L.C.C. for severance. 

The ОнлївмАн said that assuming the local authorities had all 
agreed to purchase at one and the same time, he would like 
know whether the companies would have got any payment for 
severance,— WITNESS said that the local authorities had not got the 
power to purchase at the same time. All the companies wanted to 
do was to help the consolidation of tbe period of purchase. 

Further cross-examination, WiTNESS said that in the companies 
new clauses it was obligatory upon the Council to parchase the 
Willesden Station of the Metropolitan Co., which was outside 
London. Under the clause he knew the L. C. C. bad to pay to the 
companies, if they should acquire the City part of the Charing Cross 
Co.’s undertaking, sufficient to make up the interest on the capital 
to 4 per cent. per annum. That weuld meen, if the companies did 
not progress more favourably than at present, over half-a-miilion of 
money for that concern alone. | 

In answer to Mr. BLENNEKRHASSETT (for the Westminster City 
Council) Wirszss said he knew that, with regard to the West 
mineter Co.'s Bill, there was an Instruction from the House that the 
L.C.C. was to be the purcbasing authority, subject to the companies 
not offering any opposition to such legislative proposals. 

Mn. FRERMAN then addressed the Committee on clauses which be 
bad bandedin, He said it was inconceivable that the L С.С. should 
pay for severance which did not occur. He objected to the pto 
moters stating what were to be “equitable terms.” He suggested 
that the whole matter should be left to the arbitrator. He thought 
that the notice of ten years, which the companies wanted before 
their undertaking was going to be acquired, was too long. 

After further discussion, the Committee decided to insert the 
clauses as proposed by the companies, with the alteration that the 
notice to be given by the L.C.C. should be three years. 

The CHAIRMAN asked Mr. Browne whether, under the words 
“equitable terms,” the arbitrator would not be entitled to award the 

companies compensation for goodwill or loss of profit. Мв. BROWNS 
said he thought that it the time of purchase of а company WM 
anticipated, a company could claim compensation. 

Mn. HUTCHINSON (for the promoters) said that they felt that no 
one could s.y at the present moment what would be the circum 
stall ces in 1931. 

. Мв. Faxreman asked that the words of the 1888 Act should be 
inserted in the clause “having regard to all the circumstances 0 
the case.” The chairman pointed out that it was to the interests 


the consamer that every facility should be given to the companies 
to develop their undertakings. 
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Replying to an observation by Mr. Freeman, the CRAIRMAN said 
that the Committee were unanimous that the companies should not 
get less than the terms of the 1888 Act. 

The Committee rejected Mr. Freeman's amendment of the clause. 

Мв. HotcHinson put in а clause to the effect that if the Charing 
Cross Co.'s undertaking was acquired in 1931, it should be under 
their City Order of 1899. At present the company was not purchase- 
able till 1941, when it then came under the general terms of the 
1888 Act. 

Mr. W. E. FLADGATE, chairman of the Oharing Cross, West End 
and City Electric Co., gave evidence in support of the clause. 

MR. FREEMAN objected to the proposal as all the circumstances 
would be taken into consideration by the arbitrator. 

Tbe clause was accepted by the Committee. 

Mr. J. Coxachrn, manager of the Metropolitan Electric Supply 
Co., gave evidence in support of a clause providing that the L. C. G. 
should purchase the Willesden station of the company. He said 
that when it was put up it was mainly for lighting purposes, but 
when they lost Marylebone they obtained bulk supply powers. He 
did not think it would be a desirable thiog that the L. C. C. should 
only take so much of the undertaking as was supplying London. 

The CHaIBMAN said the Committee were desirous that the 
Council should not be put under the obligation to purchase the 
station which was outeide London. 

Mr. PLENNEBHAasSETT, for Westminster City Council, said he 
wished to add a new sub clause at the end of the section trans- 
ferring the local authorities’ powers of purchase to the L.C.C. The 
clause would suspend, or it might modify, the decision of the Com- 
mittee to transfer the powers of purchase, inasmuch as it would 
preserve Westminster righta. 

The COMMITTEI said they could not alter their decision. 


WEDNESDAY, NOVEMBER 25TH. 


Мв. Моквов asked for a clause preserving the rights of Lambeth 
Borough Council. He said that the Borough Council were in a 
peculiar position, inasmuch as they had under the sanction of the 
Board of Trade leased their undert: king to a private company, 
with a proviso as to purchase. The Council could acquire the 
undertaking back either in 1918 or 1928. 

Мв. BALFOUR Browne said he was willing to meet his learned 
friend to the extent that if the Council had not purchased the com- 
pany's undertaking in 1928 then the L. C. C. should have the power 
to purchase in 1931. Mr. Freeman had said he would not interfere 
with Lambeth. 

Мв. FREEMAN, for the L.C C., said that although they had been 
authorised to acquire the companies’ undertekings in 1931, they 
had not the power to carry on the undertaking afterwards. He 
suggested that the wordr, "that all powers now exercised by the 
local authorities shall cease, and be exercisable by the L. C. C.,“ ре 
inserted. After a short discussion this was agreed upon. 

Mr. Freeman asked that the powers in the clause requiring the 
L.C.C. to lend money to the companies during the latter years of 
their tenure should be optional. Мв. Ваг ғосв Browns opposed 
this, and askı d that it should be obligatory. 

The Committee decided that the powers should be compulsory. 

Мв. Fregman put in a clause stating that when the time came 
for the L.C.C. to acquire the undertakings the purchase-money 
might, if agreed upon, be raised by the issue of stock. 

Мв. Browne said that his companies had debenture-holders, 
and they would, of course, expect their shares to be redeemed in 
cach. He was willing to meet the L.C.C. by accepting half in stock. 

Mr. Freeman said that under the National Telephone Co.’s 
ле: with the Government they accepted three-quarters in 
stock. 

After further discussion the Committee fixed the amount to be 
paid in cash as to one-half of the purchase-money. 

. FABEMAN put in a new clause providing that the maximum 
prices for current for power purposes should te £6 158. per Kw. 
and ‘33d. per unit. Mr. Braithwaite bad, he said, himself stated in 
evidence that the present maximum prices in the companies’ Bills 
were nomina], and that he had no objection to their modification. 

Mn. Barrcun Browne opposed the proposal, and the matter was 
allowed to stand over until the L.C.C. and the companies had con- 
ferred together. 

Мв. H. Luoyp, for the local authorities, suggested that the Board 
of Trade should fix the maximum price. 

On the application of Мв. FREEMAN, the Committee decided that 
any proposals for linking up should be laid before the Board of 
Trade, and that the L.C.C. should be represented when such pro- 
posals were being considered by that body. 

Mr. La wis Cowarp asked that the L.O.C. should have power to 
express their opinion when the question of where the mains were to 
be laid by the companies was being cor sidered. 

The Committee refused to give the L.C.C. the power. 

A proposal made by the L.C.C. that they should be constituted a 
" highway authority," was rejected. Several of the local authorities 
Oppcsed the proposal on the ground that it would create a dual 
authority, as the roads were already under the control of the local 
authorities. 

Me. FREEMAN brought up a clause providing that when the 
L.C.C. acquired the undertakings in 1931, they should have powers 
to re-sell the distributing systems to local authorities. 

The CHAIRMAN questioned whether the Committee had the 
power to give the L.C.C. the clause; whereupon Mr, Freeman 
withdrew it. 

Other clauses having been adjusted, the Committee adjourned, 


THURSDAY, NOVEMBER 26TH. 
Мв. Batrour Browne said that with regard to the maximum 
price which was to be fixed, his clients had bad an interview with 
the L. CO. C., and they bad come to an agreement on the point. 


In answer to а question by the CHAIRMAN, COUNSEL said that in 
some of the companies' Bills the maximum price was as bigh as 8d. 
per unit. As an instance of what his revised prices were, if a man 
had an eight hours load, the price would be 1:034. per unit. Con- 
tinuing, Mr. Browne said the clause they proposed to insert pro- 
vided that tbe maximum price per xw. should be £6 15s., and ‘5d. 
per unit for energy for all purposes other than for lighting directly 
or indirectly, Тһе demand was to be for not less than 2 xw. 
A sub-section provided that an sgreement was to be entered into 
for the supply to be for a period of seven years. A further proviso 
stated that the demand was to be of such an amount that it gave 
the distributor a return of £20 per cent. per annum on the capital 
outlay, excluding costs of generating plant. : 

Ма. Frerman objected to this last proviso, and said that the fiss 
part of the clause covered the point. | : 

Mn. Browne explained that a similar provision was inserted in 
the L.C.C. Bill cf last year. 

The CHAIBMAN : I think we will retain it. 

Ма. FREEMAN brought up а clause providing that if the parties 
agreed, all of the purchase money cculd be paid in stock, and this 
was accepted. Another clause put in by the L.C.C., provided that 
in the event of a dispute arjeing as tothe money to be advanced 
‘by the L. C. C. to the companies, it should be referred to the 
Treasury. Mr. Freeman explained that as Olause B now atood, 
the companies were to give six montbe' notice of their intention 
to borrow money of the L.C.C., and that within one month an 
answer should be given, stating on what grounds they objected to a 
loan in the event of their refusing to lerd the money. The Board 
of Trade had also to determine whether or not such money was 
reasonably expended on capital account. Nothing, said couneel, 
was in the clause specifying that the L.C.C. were to be heard on 
the general question of whether any money thould be advanced. 
He also asked that a Jonger notice should be given. 

n Committee decided to allow the clause to stand part of tte 
ці, 

An application by Мв. Freeman that the money advanced by 
the L. O. O. should be а first charge upon the companies’ undertaking 
in priority to the debenture-holders, was rejected. | 

Мв. Vesey Knox, for the Southwark Borough Council, brought 
up a clause providing that if а supply was given to the London 
Electric Supply Corporation for distribution in the area in which 
Bouthwark Borough Council was giving a supply, the Council 
should also be able to get a supply on terms not less favourable, 
having regard to all the circumstances of the case. He said it 
would be a monstrous thing if all the companies were to combine 
and then compete with Southwark, and under those circumstances, 
he asked that he should be able to get a supply on equal terms. 

Мв. TvppLESLEY JONES, for the promoters, opposed the clause, 
and said that under the Equality Clauses of the 1882 Act, South- 
work was protected. 

The clauce was rejected, as was also another one which sought to 
give Southwark the power to acquire from the L. O. C. so much of 
the electrical undertakings as was situated in the borough. 

An agreed clause was put in tke Bill protecting the rights of 
Lambeth Bor:ugh Council. 

Мв. CounTHOoBPR Монвок asked for a clause to be inserted for 
the protection of Woolwich Borough Council. He said that at 
present the Council had bulk supply powers outside their area, and 
he wanted a clause restraining the companies from going through 
his borough to supply & consumer just outside his area. 

The CBArRMAN remarked that the Bill was to extend the present 
undertaking, but Woolwich clause was restrictive. 

Соонвв:.: Only to the county of London. 

After further argument, the clause was т. jected. 


London (Westminster and Kensington) Electric 
Supply Companies’ Bill. 


NOVEMBER 27TH. 


Tax Committee considered this Bill, Mr. Bushe appearing for the 
promoters. | 

In opening the case, Мв. Busgm said that the Bill was only a 
small one, but he thought it would be very useful. In their hands 
they hoped to make the scheme of great advantage to the public 
they served. Theobject of the Bill was simply to link up the four 
West-end companies—the St. James’s and Pall Mall Co, the West- 
minster, the Kensington, and the Notting Hill Co. The principle 
of non-association amonget electrical companies bad been in 
existence ever since the undertakings were started, but by the 
action of the Committee in passing the last Bill, he thought thst 
the principle was now at an end. The fact of non-intercommunica- 
tion had retarded the development of electrical undertakings, and 
was not conducive to economic working. The severity of the rule 
of isolation was relaxed, to a certain extent, in 1889, when Parlia- 
ment allowed his four companies: to split up into two groups—the 
Kensington and Westminster Companies joined together, and 
the Notting Hill and the St. James’s had intercommunicaticn. 
Each of those groups were supplied by a generating 
station, the first- named companies from a station at Maryle- 
bone, and the other from one at Wood Lane, at Hammer- 
amith. The principle of that Bill would enable all of them to link 
up for mutual assistance. . 

Replying to the CHAIRMAN, COUNSEL said although their bulk 
supply stations were situated outside their areas of supply, they did 
not supply outeide their districts. : 

Continuing, MB. BusHeE said that he understood there was no 
opposition to the Bill on preamble. Clause 5 of their measure 
dealt with tke question of certain mains outside their area o 
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supply, but that was a matter for Westminster, as they were now 
the purchasing authority. Another clause carried out the instruc- 
tion of the House to the Committee. They would remember that 
the Companies’ Bill and his measure came before the House of 
Commons the ssme evening, and in the case of the first-named Bill 
an instruction was made that the L. O. C. were to be inserted as the 
ultimate purchasing aufhority. Asregarded tbe measure now before 
the Committee, the Speaker informed the House that it would not 
be in order to insert a similar provision, as the notices published by 
the promoters did not mention anything about such a proposal. 
Accordingly, what tbey practically said was, Whereas, inasmuch 
as we cannot arrange for the Г, С.С. to be the purchasing authority, 
and as it must be dealt with in future legislation, 

we will take from you an undertaking that when 

spoh a proposal comes forward, you will not 
oppose it.“ They had drawn A clause to try 

and meet that view, with the exception that: 
they should have the right, pot of opposing the 

proposal, but of discussing the terms to be arranged. 

Мв. J. L. HoRDxRN, joint manager of the 
Central Supply Co., formally proved the preamble 
of the Bill, and the Bill was passed. 

On clauses, Мв. FRREMARN, for the L. C. C., said 
that he wanted an addition to Clause 8, whereby, 
when any proposals were being made to the Berd 
of Trade for the linking up of the companies, the 
Council should have the right of laying their 
views before the Board of Trade. 

Mn. Bous Ex opposed the amendment. 

Мв. BrEsNNEBHASSETMM, for the Westminster 
City Council, said that, on behalf of the local 
authorities, he claimed that they should be allowed 
to make their representations to the Board of Trade 
when any proposals were being made. 

After further argument, the Committee decided 
that, so long as the local authority remained the 
purchasing authority, they should be allowed to 
lay their views before the Board of Trade, and 
on the L.C.C. superseding the local authorities, 
then tbey should have the power. 

An amendment to Sub-sec. 4, providing that the L.C.C. should 
have for all purposes under the said section, the same powers as the 
local authorities, was rejected. 

The promoters put in a clause which stated that if within five 
years of the passing of the Bill, the Board of Trade or a Council of 
the Metropolis should promote a measure for the linking up of the 
undertakings for mutual as:istance, the companies should not oppose 
such & Bill except to protect their intereste. 

Mn. FREEMAN asked for the elimination of five years, and that 
after the words Board of Trade,“ the L. C. C. or any Council of the 
Metropolis" should be inserted. He said that the reason why he 
wanted the L.O.C. iàcluded was because very often other Councils 
asked them to promote a Bill. This was ultimately agreed to. 

An amendment providing that the L. C. C. should be inserted as 
the purchasing authority under the terms of the 1582 Act, was 
resisted by Mr. Bushe, as he said it would be the greatest surprise 
and shock to the local authcrities concerned if such an amendment 
were accepted. The Committee rejected it. A similar clause was 
inserted providing for & maximum price, as was done in the case 
of the Companies' Bill. 

The Committee decided to insert a clause protecting the rights 
of the Metropolitan Water Board. The clause provided that if the 
promoters should lay a main within 6 ft. of the Board's pipes the 
company should give seven day»' notice. 

The Bill was then ordered to proceed as amended. 


This concluded the consideration of the Electricity Bills, and the 
Committee rose. | | г 


Electrical Haulage in Alkali Mines.—A discussion 
on this subject has recently been carried on in "Glü-kauf," with 
the result that a wide divergence of opinion is shown to exist. 
Herr Scharf arrived at the conclusion that a steam plant would bave 
to use 100 lb. оф steam per horse-power-hour on the rope, averaged 
ever the year, in order to cost as much as electric driving. Herr 
Philippi has row gone over the calculations, aud points out a 
number of errors, In the first place, Herr Scharf based his assump- 
tion of the annual cost of lubrication, attendance and maintenance 
for an Ilgner fly-wheel converter, on the cost of & particular some- 
what abnormal case, and so arrived at a figure some £150 too great. 
Again, the cost of the central station was inaccurately estimated, in 
that it was taken as varying in proportion to the power taken by 
the haulage plant instead of in proportion to the total power of 
which the haulage plant only uses a small fraction usually. Further, 
the boiler efficiency was taken as the same with steam and with 
electric haulage, whilst actually the greater uniformity of load with 
the latter leads to improved efficien y. There is also the reduced 
steam consumption for the other work of the mine, resulting from 
the fact that a larger and more efficient engine and dynamo central 
station plant can be installed if electric haulage is adopted. The 
sinking fund allowance was taken as 10 per cent. in both cases, thus 
assuming a life of less than nine years for both steam and electric 
plant, whilst actually the life of steam plant may be taken £s some 
15 years, and that of electric plant as 20 years. After making these 
various corrections, Herr Philippi comes to the conclusion that the 
steam haulage plant must show a consumption of not more than 
35 10. of steam per horse-power-hour on the rope, in order to com- 
pete with the electr'c plant.— / T , November 5th, 1908. 
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A GERMAN ROTARY CONVERTER FOR 
2,000 AMPERES. 


RorARY converters are seldom used in Germany, chiefly because 
the commutation conditions on the direet- current side are some- 
times unsatisfactory if the supply is at a normal frequency—such м 
50. For lower frequencies—such as 25—they are quite ва А 
but such frequencies are seldom met with. The Felten and 
Guilleaume-Lshmeyer Co. have recently supplied two 50-cy cle rotary 
converters for electro-chemieal work, of which the drawing given 
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below shows the arrangement and dimensions to a scale of N foll 
size. The output of each is 200 xw. (110 volts and nearly 2,000 
amperes). The speed is 750 RM, and the voltage on the alter- 
nating side is 75 to 80, the supply being a three-phase one. Bince 
starting up from the alternating side bas its difficulties, and since, 
in this case, no direct-current eupply for starting from the D.C. 
aide is available, a separate 15-H.P. three-phase motor direct-coupled 
to the rotary is used for starting. Thisstarting motor has six poles, 
во as to enable the synchronising speed of the eight-pole rotary to 
be easily reached. 

The starting motor is supplied from a separate 220-volt trans- 
former, which also does the lighting of the shops. The chief 
dimensions are as follows :— 


Diameter of rotary armature 37, ... 700 mm. 
Breadth of iron 26 es е ... 210 mm. 
Diameter of commutato TA is ... 450 mm. 
Length of commutator collecting surface ... 400 mm. 
No. of commutator plates E . 168 
No. of brushes per spindle  ... Sy . 6 
Diameter of collecting rings ... is ... 400 mm. 
Breadth of each ring ... cM T .. 100 mm. 
No. of brushes per ring js T .. 18 
No. of wires per slot. к T "TIE. 
No. of armature coils bos ba ... 168 
Field winding: turns pcr pol * . 046 


The poles are solid, in order to ensure the necessary damping 
action without the use of special dampers. The brush portion Н 
fixed and requires no adjustment even at the maximum load. The 
ventilation arrangements are such that а continuous draught passes 
over both the slip rings and the commutator surface. 

The measured efficiency was 92:8 per cent. at full load and 899 
per cent. at half-load—tbe specified figures being 91 pet cent. 
and 86 per cent.— E. T. Z., March 19tb, 1908. 


Physical Society Exhibition.—At the exhibition to 
be held by the Physical Society on Friday evening, December 11% 
(from 7 p.m. to 10 p.m.) at the Royal College of Science, South 
Kensington, the fcllowing firms will be exhibiting :—Messrs. Саш: 
bridge S-ientific Instrument Oo.; Casella & Co.; А. О. Coesor, Ltd i 
J. Н. Dallmeyer, Ltd.; Elliott Bros.; Everett, Edgoumbe & Co. ; 
Gallenkamp & Co., Ltd.; Gambrell Bros.; J. J. Griffin & боп, 
A. Hilger, Ltd.; India-Rubber, Gutta-Percha & Telegraph Works 
Co.; Marconi's Wireless Telegraph Co.; Nalder Bros. & Thompson: 
Newton & Co.; R. W. Paul; James Pitkin & Co.; Siemens Brot. 
and Co. ; Snell & Tinsley ; J. Swift & Son; Alexander Wright 
Co. ; and Carl Zeiss, Ltd. From the programme, of which we bare 
received an advance proof, there appear to be many items of cot 
siderable interest to both physicists and electrical engineers We 
understand that invitations have been given to the Institution of 
Electrical Engineers, the Faraday Society, the Optical Society, 
and the Rontgen Society. Admission, however, except to Fellows 
of the Physical Society, will be by ticket only, and therefore 
members of the societies just mentioned desiring to attend tbe 


exhibition should apply to the secretary of the society to which 
they belong. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


ADEN.—No import duties on electrical or similar materials. 


ANTIGUA —The following are free: — Oil-fuel for oil engines; rail- 
way and tramway rolling stock and materials for pe: manent 
way; steam engines, steam pipes, boilers, boiler tubes; 
machinery, stationary or portable for agriculture, irrigation, 
mining, cotton ginning or beling ; also for the manufacture of 
rum, sugar, or cotton seed oil, and necessary parts for com- 
munication of power thereto, when not imported for sale. 

All other electrical and similar gocds, ad valorem — ... 134 % 


The value on which duty is levied is the invoice value cf the 
goods at the place frcm which they were shipped, not in- 
cluding the value of packages and wrappers other than 
butte, puncheons, hogt beads, tierces and trunks. 

N.B —The importation cr establishment of any apparatus or 

installation for wireless telegrapby is prohibited without a licence 
from the Governor. | 


ARGENTINE REFUELIC.—The duties on imported goods 
are payable in percentage of valuaticns fixed by the 
Custom Houre. The duty leviable cn gocds not included 
in tke tariff of values, is calculated on the value 
declared by the ebippers and substantiated by means of the 
original invoice. The exact net and gross weights in kg. 
should be marked on each package and specified on invoices, 
bille of lading and certificates of origin. If different classes 
of goods are included in one package, the net weight of each 
claes ehcu'd be stated. The origin of tbe goods should be 
declared on all documents. Packages should be marked and 
numbered on bcth tides and not on the top, and tke gross 
weight in kg. sbculd be s'ated. Bills of lading and cne 
certificate of origin in English or Spanish must be presented 
for visa at the Argentine Consulate in the place of origin. 
Bills of lading may be obtained at the Consulate at a cost of 
8s. per set of three stamped copies. No charge is made for 
legalising the certificate, torms of which mey be obtained at 
the Contulate. Duties are payable at the gold rate of 
exchange (gold pero = 48.); one kg. = 2°204 lb. 


The duty is 2795 on the undermentioned values, except where shown 
otherwise in brackets :— 


Electrical accessories of all kinds, such as switches or 
fusible wires, interceptors, interruptors or alarm 
keys, buttons, commutators of all shapes and sys- Pesos. 
tems, with base and cover of porcelain or wood, 


рег g.. e iss eP T 28 ... 55 
Ditto, base of porcelain and cover of metal, papier 
maché or wood, per kg. ... 90 


Ditto, base of slate or marble, with or without cover, 
рег g. T n er ies s .. 120 
Ditto, in the form of spare parts of bronze or copper, 
without their bases of porcelain, slate or marble, 


рег kg.. T РЕ “© ре is 8:50 
Bronze claws, sockets and connections, per kg. . 1°60 
Insulators of glass, per kg. (gross) bee . ‘06 


Insulators, of earthenware, faience or porcelain, of more 
than 3 cm. dia., with or without hooks, per kg. (gross) 12 
Ditto, up to 3 cm. diameter, per kg. (gross) .. 25 
Wire or cables of copper, up to 6 mm. diameter covered 
with cotton, gutta-percha or other material, with the 
exception of those covered with lead or silk, and all 
kinds of flexible cord, per kg. TET, n 
Ditto, of more than 5 mm. diameter рег kg. ... (5 ) 60 
Ditto, covered with lead, up to 5 mm. diameter, per kg. 50 
Ditto, covered with lead, cf more than 5 mm. diameter 


рег kg. 2% " vss s „ (5 %) 0 
Ditto, of all diametera, covered with silk, per kg.. 2°50 
‘Ditto, of lead, of whatever number, per kg. ... e 15 
Ditto, strengthened, underground, with interior cover 

of lead and iron or steel armour, рег Вр. ...(5%) 25 
Ditto, of iron or steel, covered with cotton, gutta- 

percha or other materials, per kg. 30 


Ditto, flexible cords, of two or more conductors, of 
copper, twisted, of whatever diameter, covered with 
cotton, mohair, wool or other materiale, with the 


exception of silk, per kg. E T 1:50 
Ditto, covered with silk, per kg... ms or 2 50 
Amperemeters or voltmeters, pocket, each 2 
Ditto, other, each ... ER ims is n jc D 
Morse telegraph apparatus, each ... dis - s.» 18 
Ditto, without clockwork, each .. E T Moe cd 
Sheaths or tubes of porcelain, per kg. ... s 2 
Bell pushes of wood, ordinary shape, per doz.... d 40 
Ditto, pear shaped and other kinde, including those of 

porcelain, per doz. a ves s aes .. 80 
Electric tells, each а ma T ея s 50 
Carbons for arc lamps per kg. (grose) ... ..(97 %) 20 
Carbon retorts for charging the porous cells for batteries 

and for other purposes, per kg. (gross) "TIL WE 
Carbon electrodes for furnaces, per kg. ... si 1410 
Brushes of metal, anti- friction, for dynamos and electric 

motors, per Rg. T 8 css .. 60 
Brushes of graphite or carbon for dynamos and electric " 


motors, per kg. Н 998 7 А 
(To be continued.) 


VENTILATED TRAMWAY MOTORS. 
By J. C. STEWART. 7 


5 ГА 
Іх bis inaugural address to the Leeds Local Section of the 
I. E.E., Mr. H. E. Yerbury referred to the question of venti- 
lated motors for tramways. 

Some months ago the writer, in endeavouring to get a 
more weather-proof arrangement, or rather, one that would 
withstand the weather for a longer time without renewal, 
accidentally created an exhaust ventilator. | 

From the junction box cabling taps to the motor taps it is 
usual either to use а special multi-core cable, or to enclose the 
cabling in stout hosing. On account of this hosing having 
to stand very trying weather in this climate, the renewals of 
both hose and cabling are a considerable item in upkeep, 
not to mention increased inspection and testing. | 

The weakest and most fruitful cause of trouble was found 
to be just where the cabling passes through the motor casing 
and bends round to the brush carriers. . 

The limited space between the cross bar suspension and 
hole for the cables creates loopholes for inferior treatment, and 
consequent troubles, due to moisture finding its way into 
cabling and motors. | 

To get rid of the trouble, two lengths of flexible steel 
hosing, 2 in. in diameter, flanged at one end, were bolted to 
the motor thells with a joint ring between shell and flange, 


as shown in thesketch. The other end of the hose was then 


A D, Air duct running full length of seat, with outlets on to car platforms ; 
н, Old inlet for cables behind suspension bar; к, Flanged flexible steel 
hose; T B, Terminal or junction box; v v, Position of proposed inlets, 

VIEW SHOWING ABBANGEMENT OF STEEL HOSING FOR | 
Tramway MOTOR. 


brought through the car flooring to the side of the junction box 
and fixed with a suitable cleat. From the junction box the 
cables were passed through the tube to the brush rockers 
and fields, giving a straight run along the back of the brush 
carrier to the terminals. The old apertures were plugged 
up, as were also the cross-connec:or holes between the top and 
bottom field coils, after finding a more suitable method of 
fixing the latter inside the shell. 

This arrangement has been working for five months, and 
repeated inspection shows that the steel flexible and cables are 
in the same condition as when put in—and no moisture has 
been found to penetrate to either leads or motor. 

When testing motor temperatures lately, it was discovered 


that the motors equipped as above ran cooler than any of the 


others working under the same conditions, and this was 
found to be due to the escape of hot air up the flexible steel 
tube and through the longitudinal lath and space seat. To 
prevent discomfort to passengers and to carry this hot air 
away from the motors, a rectangular trough can be fixed 
bottom. up to the flooring under the seat, and outlets pro- 
vided at either end, or a false floor fitted under seats. 

Alternatively a special outlet can be made through the 
rocker panel on the top of the side-sills. 

Further, by arranging a weather, and as far as possible 
dust, proof inlet on the motor shell, it is possible to get 
forced air-blast through the motors. 

The writer intends to carry out a few simple experiments 
with the object of designing such a weather and dust proof 
inlet, and would be glad to bave the opinions of some of the 
readers of the ELECTRICAL REVIEW through its columns. 


British Made Only.—lIslington D.C. last Friday re- 
solved that the various Committees be instructed to give prefer- 
ence, where reasonably practicable, to goods of British manufacture 
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NEW PATENTS APPLIED FOR, 1908. 


Compiled e оао (ог this journal by W. P. Тномрвои & Co., Electrical Patent 


Agents, h Holborn, London, W.C., and at Liverpool and Bradford, 
to whom all inquiries should be addressed 


21.581. Improved means for regulating polyphase electric commutator 
machines.“ LLMANNA БУККЕКА ELEXTRISKA AkTIE-BoLtacetT, (Date applied 
for under Sec. 91 of the Act, November 19th, 1907, being date of application in 
Sweden.) November lith. (Complete.) 


94,583. ‘‘Improvemente in secondary electric clocks." T. J. Murpay. 
(Date applied for under Rule 18, October 27th, 1908; an invention comprised in 
Application No. 22,819, dated October 27th, 1908.) November 16th. 


94,594. ‘Improvements in the electrolysis of liquids." J. BILLITER. 
November 16th. (Complete). 


24,597. Process for producing transparent flexible infusible insulating 
media." K. WIKI. (Date applied for under Вес. 91 of the Act, November 


13;h, 1907, being date of application in Germany.) November ltth. (Com- 
p'ete.) 


94,618. ‘Improvements in or relating to electric automatic call boards for 


controlling tin.e signals and apparatus connected therewith.” J. APPLEBY and 
A. E. Deew. November 16th. 


94,681. '"Improvements in regulators for dynamo-electric machines.” Dick, 
Kear & Co. Lro. (Thury, Switzerland.) November 16th. 

24,543. “ Improvements in arranging for the charging and discharging of 
accumulators.” А. М. TayLorR. November 17th. 


94,654. '' Hand-driven electro-magnetic machine.“ B. Огул and 8, Consic- 
LIERE. November 17th. 


24,698. '' Electric wind discharge device for collecting, separating or dis- 
peliing all kinds of dust, hairs, fabrics, all solid matter, fumes, and the like from 
air cr other gases." B. Goox. November 17. 


91.701. "Improvements in and relating to overhead electric conductors." 
F. E. SBavxpEeRS. November 17th. 


94,702. "Improvements in and relating to electric cut-outs.” T. E. Murray. 
November [7th. (Complete.) 


94 711. "Improvements in electric ignition devices for internal combustion 
engines Т. E. B. BRowx and J. A. Ross. November 17th. (Complete.) f 


31,731. “Improvements relating to magneto ignition apparatus.“ SOCIETE 
Аноктмк MoNTARBON. (Date applied for under Вес. 91 ot the Act, December 
19th, 1907, being date of application in Belgium.) November 17th. (Com. 
plete.) ] 


24.759. Improvements in and relating to electric ignition devices, 
articularly for internal combustion engines," L. Н. HouxsrikLp. Novem- 
er 18th. 


24.760. Improvements in regulating arc lanterns for theatres or the like.“ 
H.PowzLL November 18th, 


21.765. Current distributor and timer for magneto-electric generator.“ 
H. F. Jottxso and A. Lotz. November 18th. 


44766. “ Brake for electric trams and the like, to be used only in case of 
emergency." T. Jones and L. J. Evaxs, November 18th. 


24,167. "Improvements in secondary batteries." A. M. TaAvroR. November 
13th. s 


21.85. 8 relating to ignition apparatus for explosion engines.“ 
C. Scumcupt. (Date applied for under Sec. 91 of the Act, November 18th, 1907, 
being date of application in United States.) November 18th. (Complete.) 


94,794. ** Arrangement in continuous-current motors to regulate tbe number 


of revolutions and the starting moment." P. Еснлву. November 18th. 


24.815. Electrical instrument for pyrogravure and surgical purposes." P. 
BkRviLLE. November 18th. (Complete.) 

91.854. “ Improvements in and relating to dynamo-electric machines." 
Britian Тномѕом-Носвтом Co., LTD., and Е. P. Wmrak zn. November 18th. 

24,902. ‘‘Electro-magnetic transmission of power especially applicable to 
motor vebicles." J.LzcocHE. November 19th. . 


24,913. Improved electric switch for controlling ignition internal combus- 
tion engines." C. WiLLkBY. November 19th. 


21.951. Sand gear for electric tramcars, motor omnibuses, wagons and the 
like," E. E. KrEeNwonTHY. November 20th, 


21.072. Telephone improvements.“ Н. W.SuLLIvAW. November 20th. 

24.977. "Improvements in electric incandescent lamp fittings and the like.“ 
W. WARDLEk, jun., and A. TayLoR, November 20th. 

95,029. ** Improvements in and relating to wireless telegraph systems or the 
like." S. Eisenstein. (Application for Patent of Addition to No. 20,128/07.) 
November 20th. (Complete.) 

25,044. “Improved metal filament electric glow lamp.“ Н. Колкі. (Date 
applied for under Sec. 91 of the Act, May 14th, 1908, being date of application 
in Germany.) November 20th. (Complete.) 


25,122. "Improvements in or relating to telephone apparatus." Т. E. 
WisikRBOTTOM. November 2186. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Тномрвом & Co., 8322, High Holborn, W. C., and at Liverpool and Bradford; 
price, post free, 9d. (in stamps). 


1907. 


ALTERNAT.NG-CURRENT ComMUTATING ELECTRIC MACHINES, Allgemeine Flek- 
tricitata Ges. 28,448. October 23rd, (Date applied for under International 
Convention, October 21th, 1906.) 

Metiop oF RENEWING THE Cakhox Корв IN Anc LAMPS HAVING ELECTRODES 
SUPPORTED FROM BkLow. Deutsche Beck Bogenlampen Ges. 23.781. 
October 28th. (Date applied for under International Convention, October 
Зс, 1905.) 

ELRCTROLIER» AND CEILING Rosgs THEREFOR. G. F. Woods. 23,950. Nove- 
ber th. 

ELECTRICAL CONTACT BREAKERS FOR Usk ON INTERNAL-COMLUSTION ENGINES, 
з. S. Guy and G. A. A. Bennett. 23.957. October ЗО. 

Bayonet JOINT FOR PARTS WHICH ARE REQUIRED TO BE DETACHABLY CONNECTED 
TOGETHER. ESPECIALLY APPLICABLE TO ELkcTHIC INCANDESCENT LAMPS AND 
Ноцркав TuxukroR, H. E. Theobald. 23,991. October 3th. 

EuLkcrRic MoroR CONTROLLING ArrARATUS. E. Chaudoir. 24,002. October 30th. 

Puccrsers ок MELTING IN ELECTRIC FURNACES AND THEIR APPLICATION TO THE 
EXTRACTION OF EASILY VOLATILISABLE Мктл1в. H. Herrenschinidt, 24,517. 
November Sth, (Date apphed for under International Convention, Nove- 
ber ЭШ, 1906.) 

Canrroe or ELECTRIC Motors. A. K. Baylor. 24,579. November 9th, 

ELxCTnic TrELEGRAFHY. S. G. Brown, 25,266. November 1400, 

ErrcTRO-DgposiTING APPARATUS, W. Hartnell. 25,324. November 1511. 

'Tk&LEPHONE Receivers. K. К. Ericsson, 25,870. November 23rd. 


En.Losgp Arc Evecrric Lamps, G. W. Farthing and T. K. Steanes. 26,137. 
November 20th. 


ALLOYS USEFUL Ай ELECTRIC Resistaxce Сохосстовѕ. British T с 
Co. General Electric Co., Unit.d States.) 26,910. e 
(Cognate Application 12,183 of 1908.) : 


ELECTRIC TRANSFORMERS. L. Maicbe. 27,157. December 9th. 

ELECTRICAL BRUSHES OR COLLECTORS. R. H. Barbour. £8,482. December Mth. 

PROCESS FOR THE PRODUCTION OF A SUBSTANCE FROM ALBUM RNOIDR, PARTICULARLY 
APPLICABLE FOR Usk with SeconpaRy BavtTEMiES. E. С. Ekstromer and H 
Ekstromer. 28,619. December 20th. | 

INDUCTION GENERATORS. J. L. Milton. 17,635. August Ist. 


METALLISATION ОР VITREOUS, PORCELAIN, EABTHENWABE AND THE LIKE Sonic 
во THAT METAL OR MkTALUIC ALLOY May hr ELECTROLYTICALLY Deposit 
UPON SUCH SURFAcES. Q. Marino. 17,743. August brd. 

ызык НАШ вае аакыт Dynamo-ELecrnic MacHings. M. C. A, 

our. Я ctober uth. (Date applied for under Inteinati 
Convention, October 815%, 1905.) ER кош 

ELECTRIC TELEGRAPH APPARATUS. 

October 30th. 


Process ғов Propucina Tuxasten Mera, Compinations. W. Harrison and 
C. H. Dorman. 23,988. October 90th. | t 3 


Exvecrao-Maongtic RRLATS. British Thomscn-Houston Co. 
Co., United States.) 24,006. October 80th. 


Macr Eno AND DxNAMO-ELECTRIC GENERATORS. F.T. Reid. 24,284. November 
st. 


Б. С. Brown and А. L. Dearlove. 28,971. 


(General Electric 


ELECTRIC 816wAL Lamps. С. W. Cox and Edison & Swan United Electric Light 
Co, 24,343. November 4th. І 

ELECTRIC RADIATORS AND OTHER APPARATUS WHERE Baxks ОР Маѕакр LAMPS ов 
OTHER Клргатіке Davicks ARE Usen. W. Fennell and W. P. Perry. 24,550, 
November 6th. 

Devices ron [INDICATING THE EXTENT or THE CHARGE OB DISCHARGE OF AX 
ACCUMULaToxX OR GrORAGE BATTERY. A. A. K. Gese. 24,988. November Ith, 

DISTRIBUTION or ELxcralo Рожев sy ELECTRIC TRANSFORMERS. J. T. Irwin, 
W. E. Robson and J. L. Cook. 45,842. November And. 


ö | | 1908. 


APPARATUS FOR ТИВ PRODUCTION OF UNDAMPED ELECTRICAL VIBBATIONA, 
8. Eisenstein. 72. January lst. 

DNaMO-ELECTRIC Macuinwes. E. F. W. Alexanderson. 651. January lOth. 
(Date applied for under International Convention, January 12th, 1907.) 

ViBRATION GaLVANOMETERS, W. Du B. Duddell. 1,779. January 27th. 

INCANDESCENT ELECTRIC Lamps. J. A. Leon. 8,076. February lith. 

MANUFACTURE OF FILAMENTS FOR ILLUMINATIXG кр HEATING PURPOSES G. 
Michaud and E. Delasson. 8,104. April llth. (Application for Patent of 
Addit,on to No. 4,461 of 1908.) 

INCANDESCENT FILAMENTS FOR ELECTRIC INCANDESCENT Lamps. Wolfram Lampen 
Akt.-Ges. 8,416. April 15th. (Date applied for under International Con. 
vention, April 26th, 1907.) 


ELECTRIC CowTACT-MAKERS, DISTRIBUTORS AXD THE LIKE. А. G. Benstead. 
8,481. April 16th. 

ELECTRIC KETTLES, URNS, WATER OR OTHER L:qviD HEATING АХ” Bon. 
APPARATUS AND THE LIKE. J. E. Pownall. 8,679. April 21st. 

ErrcrmicirY METERS. E. Evans. 9,675. May 4th. 

VARIABLE SPEED GEAR FOR ELECTRIC AÁvToMoBILEs. C. M. De Sainte-Claire. 
9,789. May 5th. (Date applied for under Inte1uational Convention, August 
17th, 1907.) 

BroRAGE Battery Prater. A O. Tate. 10,769. May 18th. (Date applied for 
under Rule 18, December 20th, 1907 ) 

ELECTRICAL DisrRBUTION. J. L. Woodbridge. 12,825. June 6th. (Date 
applied for under International Convention, October 2nd, 1907.) 


ELECTRIC Switches. A. P. Lundberg, G. C. Lundberg and P. А, Lundberg. 
13,025. June 18th. 


CURRENT COLLECTORS FOR ELECTRICAL MacHINES, Akt.-Ges. Brown, Boveri and 


Cie. 14,768. July lith. (Date applied for under International Convention, 
November 9th, 1907.) 


Cox ROL. or TRATTI on Execrric Raitways. W. R. Sykes and C. J. Cooke. 
15,590. July 22nd. 
DigEect-CUBRENT ELECTRIC Motors. Soc. Anon. Westinghouse and R. Втор. 


16.988. August 12th. (Date applied for under International Convention, 
August 1410, 1007.) 3 


TELRORAPH Keys. J. Z. Tucker L. V. Ticker, F. J. Hudson, B. J. Cissell. E.J. 
Cissell and N. J. Rankin. 18,457. September ind. 
TELEGRAPHONE APPARATUS, А. E. Hytten. 425. January "th. 


AFPARATUS FOR STRAINING TELEGRAPH, TELEPHONE AND LiKE Wiss. R. B. 
Ransíoid. (W. A. Manson, Natal.) 980. January 15th. 

NUT FOR THE TERMINALS CF ELECTRIC ACCUMULATORS. E. А. Tunbridge. 2,2. 
February Ist, 

MEANS FOR TURNING ON AND Orr Gas ок ELECTRIC LAMPS FROM А DISTANCE. 
J. V. Wengelin. 2,492. February 4th. 


ELECTRIC Coxnections. Н. D. B. How and W. W. Partington. 8,049. 
February llth. (Post.dated April 4tb, 1568.) 


VARIABLE-BPEED Dyxamos. II. Leitner. 8,991. February МШ. 
ELECTRICAL APPARATUS FOR THE PRODUCTION OF SOUND IN AiR OR WATER. W. P. 
Kilroy, J.C. Needham and Eversbed & Vignoles, Ltd. 8,662. February 18th, 


METHOD оғ HOLDING OR CLUTCHING Gas OR ELECTRIC GLOBES OB BHADES IN THEIR 
GaLLEBiEs. А. Morrison. 6,605. March 25th. 


IGNITION APPARATUS FOR ExPLosioN ENGINES. II. C. Royer. 6,989. March Эш. 
Hanp-Fep Anc Lazars, J. Bonn and A. E. Jones. 9,620. Мау (th. 
Ет чш ELECTRIC GLow Lamps, J. W. Ward and R. H. Stevens. 10,08. 
ey oth. 
MEANS FOR ELECTRICALLY OPERATING TRAMWAY POINTS FROM 18E VEHICLES. A. 
Kohler and F. Kohler. 11,175. May 22nd. 


SURFACE CONTACT ELECTRIC Traction Systemes, E. А. Mitchell. 11,96. 
June 2nd. 

ALTERNATING-CURBENT Motors or THE CommutTator Typg. British Thoms 
Houston Co. (General Mlectric Co., United States.) 19,580. June llth. 

INCANDESCENT Gas Lamps Provipep with ELECTRIC lenition. M. Delage and 


P. Woog. 13,522. June uh. (Date applied for under International Con- 
vention, December 3154, 1907.) 


Electric Cranes for House-Breaking.—The recent 
application of electric cranes to house-wrecking operations, in om 
nection with the Chicago City Hall, supplies another interesting 
illustration of the constantly widening use of electric power, and of 
the ruggedness of the operating machinery. House wrecking 1% 
rough work. It involves dust and dirt in profusion, and more or 
less careless handling of the machinery employed in it, and the fact 
that the electric outfit which is used withstands all this is renewed 
gcod evidence that it is not only fool-proof, but proof aleo 


T tnfavourable conditions of wear.— Electrical Record, New 
ork. 
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ELECTRICAL FATALITIES IN 
| -COLLIERIES. 


ON several occasions we have drawn attention to the serious 
inefficiency of persons in charge of electrical installations at 
collieries, and to the disgracefal and negligent way in which 
many of these plants are installed and attended to. We may, 
in fact, claim to have been the first to draw attention to the 
increasing number of colliery accidents, in spite of the 
„Special Rules,” and to suggest the appointment of elec- 
trical mining inspectors to see that the special rules 
regulating the use of electricity in mines are properly carried 
out and adhered to; and it is gratifying to see that at 
least one such appointment hes been made, though until 
there is a radical change in the personnel responsible for the 
safe and proper working of the mine and the machinery in 
connection with it, no amount of inspection will improve 
matters to any extent. 

In our issue of the 27th ult. we briefly reported a 
fatal accident which occurred at Dark Lane Colliery 
belonging to the Mirfield Coal Co, of Ravensthorpe, 
Yorkshire, the victim being Allan Wilcock, who was 
killed by receiving a shock from a “pull wire" 
which controlled а sluice valve regulating Ше 
flow of water and small coal in connection with 
a coal-washing machine—which is electrically-driven— 
the wire having come in contact with an electric conductor, 
thus making the pull wire “alive.” We may remark that 
this is not the first time a fatal accident has occurred from 
exactly the same cause. At the inquest the usual ineffi. 
ciency of the staff was prominent, and, in addition, 
the almost impossible task of H.M. Inspectors properly 
inspecting the mines and plant was also  eluci- 
dated, as Mr. Pickering (H.M. Chief Inspector for 
the district), in reply to a juror who asked why he had 
not inspected the electrical apparatus at the colliery, 
said that it was impossible for him to do во,” 
seeing that there were 400 mines and 800 quarries in the 
district, and that he and a colleague were the only in- 
spectors. Mr. R. Nelson, the newly-appointed Electrical 
Inspector of Mines, attended the inquiry as representing the 
Home Office, but if Mr. Nelson is to be the only Inspector 
for the whole of the collieries in the British Islands, we 
venture to predict that his time will be occupied mainly in 
attending inquests, instead of visiting collieries for the pur- 
pose of making examinations, pointing out defects in the 
installations, generally advising those in charge who are in 
doubt, and warning transgressors. 

The impossibility, however, of such a course is evident, 
as the above state of things more or less applies to 


every district, and even if a separate electrical in- 


spector were attached to each district, it would scarcely 
be possible for him to inspect each individual colliery 
once a year. With regard to, the personnel of the 
above-named colliery, we learn that the “electrician " (?) 
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* never interfered with the wires except on orders from Mr. 
Wanless, the colliery engineer," and that. * he had not made 
reports of the examinations, though it was now the rule that 
such should be done.” The engineer did not tell him 
specifically to examine the wires but to “look round.” In 
turn, the engineer threw the responsibility of examining the 
electrical apparatus on the electrician except to a small 
extent — whatever that may mean. “It was the man’s 
duty to see that all electric wires were properly 
insulated and to repair any that were out of 
order.’ The colliery manager, strange to say, does 
not appear to have been blamed. The following verdict 
was returned :—“ The jury are unanimously of opinion that 
Wilcock died from electric shock. . They are 
further of the opinion that there has been a lack of 
systematic inspection of the wiring, and a neglect of the 
special rule which provides that all electric circuits must be 
completely insulated from earth, tested daily, and a record 
kept of such teste. They are also of the opinion that it is a 
case of inerperience rather than negligence." 

The italics are ours, and this simple, plain statement of 
the jury backs up our contention that it is time “ір: 
experience" gave way to “ experience,” and that properly 
qualified engineers trained to the work were appointed in 
place of Tom, Dick, or Harry with just sufficient smattering 
of electricity to prove the truth of the old saw “A little 
learning is a dangerous thing,” as coalowners are finding 
out to their coat. 

It is, however, really difficult to see how the law can be 
amended. The owners would, no doubt, welcome the 
change, but they are in the hands of the colliery managers, 
who, backed up as they are by the Home Office, may object 
to a reduction of their responsibility if this would also mean 
a reduction of salary and—for want of a better word—what 
we may term “swagger.” That mechanical and electrical 
engineers are a necessity is evident from their employment by 
the larger colliery companies, and they, in many cases, 
act directly under the agent or managing director, to whom 
they are solely responsible. Why, then, not invest the 
chief mechanical engineer with that authority which would 
make him absolutely responsible? Such a course would 
strengthen his position, and add to his dignity, while the 
owners and the country generally would reap the benefit. We 
should then hear less of these sad accidents which are 
already only too common. Аз the introduction of electrical 
machinery will go on increasing year by year, unless some- 
thing of the kind we suggest is done to remedy matters, we 
are greatly afraid—in spite of special rules and electrical 
inspectors—that there is not much chance of the number of 
such accidents lessening. 

There is one thing, however, which, we venture to suggest, 
might be done as a step towards what we believe is what 
every colliery engineer in the country would gladly welcome, 
and that is, for all mechanical and electrical engineers to 
form themselves into an Association of Colliery Engineers,” 
similar to the “Colliery Managers’ Association,” for their 
mutual benefit and protection, and quietly but firmly to 
agitate for their rights. As there must be many amongst 
our readers interested in this question, we will gladly throw 
our colamns open to them so that they may state their 


views upon what we believe to be в most important and 
pressing question. 


OwrNG to a misapprehension of certain 

ајан of the statements made іп a letter pub- 

Brakes Report, lished in the pages of our contemporary, 

the Tramway and Railway World, it has 

become necessary that we should return to the subject of 

the report of the Tramways and Light Railways Association 
on brakes. 

There is no doubt, as we said, that the Tramways and 
Light Railways Association did in the early stages of the 
then proposed report suggest to the Municipal Tramways 
Association a Joint Committee with a view to the prepara- 
tion of one report. This the Municipal Tramways Associa- 


tion refused to agree to, and both societies started over two 
years ago on the work of preparation for a report. When 
recently the report of the Tramways and Light Railways 
Association was completed, and that of the Municipal Tram- 
ways Association was printed in draft, a suggestion was made 
that the two reports should be printed together, and thai 
the two Committees should meet with a view to drawing ш 
one series of conclusions and recommendations. The 
report of the Tramways and Light Railways Association 
having, however, been completed and printed ready for 
publication, it was very late in the day to propose that the 
two bodies, or two Committees from the two bodies, should be 
asked to undertake what would be practically a reconsidera- 
tion or reprinting of their previous work. We expressed the 
view last week that the Board of "Trade officials would have 
been much better able to prepare regulations with a single 
report before them than with two. But we are reminded 
that neither of the Associations, nor the two Associations 
combined, could be expected to prepare more than the 
materials on which the Board of Trade regulations 
could be founded—they could not be expected to draw 
up the regulations themselves, and the Board of Trade 
officers may really be considered to have before them, in the 
Opinions of both the Committees, as much information as 
they require, even though at the time of the recent meeting 
with Col. Yorke only the first report was in its final form. The 
Tramways and Light Railways Association has never shown 
any wish other than that which it displayed when it, in the 
beginning, suggested to the Municipal Association that the 
report should be the work of a Joint Committee. There 
seems to have been a misunderstanding as to the Com- 
mittees amalgamating in their work after they had proceeded 
through some stages, and it does not appear that the Tram- 
ways and Light Railways Association was ever under the 
impression that any joint action of the Committees of the two 
Associations was expected after the work of preparing Ше 
report had actually begun. 

We were, we regret to find, in error with regard to 
the resignations mentioned in our last issue; of the 
signatories to the Tramways and Light Railways 
Association report, only Mr. Fell resigned, he having 
become president of the Municipal Tramways Association. 
We are also informed that no reply has been sent by Mr. 
Hamilton to the letter of the Hon. Arthur Stanley. Not 
only was the report of the Tramways and Light Railways 
Association completed before the recent meeting with 
the Board of Trade, but the whole edition, а large 
number, was already printed and ready for publication. The 
report of the Municipal Tramways Association was noi 
ready, but at the request of the latter Association the pub- 
lication of the report of the former was held over for a week 
or more. ИС 

The report of the Tramways and Light Railways Asso 
ciation is signed by the members of the Committee, which 
included tramway managers, tramway engineers, consulting 
engineers concerned in tramway matters, and others inde- 
pendently interested only in a general way. The Committee 
of the Municipal Tramways Association consisted entirely 
of tramway managers, and it is not surprising that the two 
reports are not quite of the same complexion or general 
character. 

We may therefore, after all, conclude that, although it 
was rather difficult to understand the seeming differences 
between the two Associations, these differences do not affect 
the bone fides of either Association, nor do they affect our 


opinion concerning the reports as expressed in our issue of 
the 20th ult. 


"The Бө өй Tur Committee appointed by aa ri 
Brakes Report, Cipal Tramways Association (0 

the question of brakes for tramcars has nov 

issued its report. Under the circumstances it is inevitable 
that a comparison should be made between the two reports 
which are before the public, but we are glad to say that 
in making that comparison, neither party will suffer. Both 
reports are admirable, and give evidence on every page of an 
absence of bius, an amount of technical knowledge, 8 minute 
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acquaintance with working conditions, and an easy literary 
style, which we should expect to find as a result of the 
collaboration of the constituent members of each Committee. 

While we would not b2 without the technical introduction to 
the Tramways and Light Railways Association Report, 
which might well become the standard text-book on the 
theory of braking, we surmise that the Municipal Tramways 


Association Report will be the more popular because it has 


taken the theory for granted, and preaches direct from the 
text of practice, with the consequence that the quantity of 
reading to be done is much reduced, and that is a matter of 
some moment where the people chiefly concerned are busy 
men and laymen. 

The Report reached us so late in the week that we are 
unable to give it more than a few lines in this issue, but 
next week we shall print it im abstract form, and shall refer 
to its salient features. It is dated October 12th, and is 
signed by Messrs. J. Aldworth, J. M. McElroy, J. B. 
Hamilton, Peter Fisher, Henry Mozley, Chris. J. Spencer, 
and А. R. Fearnley (hon. sec.) 

Whereas the Tramways and Light Railways Report ex- 
pressed the opinion that separate brakes should be used for 
coasting and for service or emergency, the Municipal 
Tramways Association Committee would prefer to see one 
brake perform every function, but it realises tuat at present 
it is necessary to fit two distinct brakes to every car. 

While the Tramways and Light Railways Association 
Committee lays much stress on the sanding gear, the Muni- 
cipal Tramways Association Committee feels that the safety 
of passengers should not depend on this, and recommends 
that the rails on gradients be kept clean by the use of 
serrated cast-iron track-brake shoes, which will obviate the 
necessity for sand. 

The practical result of the Committee's deliberations is 
that a brake which can be applied instantaneously to both rails 
and wheels either by hand or power from a single lever, with 
the least possible chance of skidding the wheels, and with pro- 
vision for operating it from the conductor’s platform, is the 
most desirable, and the Committee agrees with Col. Yorke 
that an independent brake for purely emergency purposes is 
undesirable. | 


It is particularly interesting to note that the practical ” 


Committee, as we may venture to call the Municipal Tram- 
ways Association reporters, in contradistinction to the more 
theoretically minded committee of the Tramways and Light 
Railways Association, recommends cest-iron track-brake 
blocks, while the latter committee holds the opinion that 
cast-iron is inferior to wood. It is a pity that such 
divergences of opinion should have been allowed to see 
the light, for they are bound to mislead and confuse the 
public, which looked to the chief authorities of the tramway 
world for single - minded utterances and sure guidance. 
The executive of the Municipal Tramway Association ends 
its prefatory note to the report with the remark that the 
Association has decided, with Col. Yorke's approval, to 
pursue its investigations with a view to clearing up certain 
points of divergence in the two reports and to arrive, if 
Possible, at some general conclusions which may be valuable 
to the B. of Т. in framing future regulations. 


CONSIDERABLE correspondence has taken 
place recently in the pages not only of our 
English contemporaries, but also of some 
of the American technical journals, on the subject of 
flexible cord wiring. Surface wiring by means of flexible 
cord is said to be a common practice on the Continent and 
in America; but if we correctly interpret the views of the 
American Board of Underwriters and of the general body of 
American Electrical Contractors, we gather that they are 
not at all friendly disposed towards the flexible cord system. 


Cheap 
House Wiring. 


A great deal has, in fact, been written against the use of 
flexible, particularly in shop windows. There can be no 
doubt that, for such lighting, the flexible cord introduces a 
very undesirable risk. 

A flexible looks an innocent thing. It is &0 convenient, 
too. It can be twisted round metal brackets and fixtures so 
as to permit of the light being hong in any desired position, 
and it lends itself so readily to decorative effect that the young 
ladies who dress the millinery windows would sadly miss it 
for pinning little things to if its use were to be prohibited. . 
Just fancy an electrician sticking a pin through a live 
flexible: Yet the Girl from Kay's, bless her, does it without 
a tremor. The wonder is there are not more fires, and we 
have much to be thankful for in that there is a special 
providence which watches over the foolish. 

It is not for shop window lighting particularly, but for 
Surface wiring generally that there appears to have arisen 
a craze for the flexible cord. When a “short” does occur 
in a flexible, it probably does not greatly matter whether the 
applied voltage is 230 or 100; in either case the insulation 
is liable to take fire. But we imagine that on the voltages 
ranging from 200 to 250 with one pole earthed, as is the 
common practice in this country, there is far more risk tban 
on 100 to 110-Volt circuits, in which both conductors are 
insulated from earth, as in American and Coutinental 
practice. 

The desire for a cheap class of wiring seems to come from 
supply station engineers rather than from the contractors, 
and it is said to be due toa falling revenue brought about 
by the increasing use of the metallic-filament lamp. If this 
be so, it is important that we should not risk a decided and 
permanent lowering of the standard of installation work, in 
order to tide us over a temporary critical period in the supply 


business. Those who value reputation, play the long game; 


and we must consider the future of the industry as well as 
the present in discussing any drastic change in the methods 
of British installation work, the standard of which is justly 
considered to be second to none. | 

In saying this, we must not be understood to condemn 
any attempt to cheapen installation work; we are only 
anxious that whatever modifications are introduced should 
not lower the standard of safety. To put it on no higher 
ground, we cannot afford to have fires caused by electricity, 
with such a keen competitor and rival as gas in the field, 
ready to take advantage of the least alarm on the part of 
the public. There are many places in America where elec- 
tricity has no competitor but the kerosene lamp, and this 


naturally tends to slackness and a low-grade of wiring work. 


Perhaps we ought to be thankful that the rivalry of gas 
has kept us up to concert pitch. 

As to the use of flexible cord, whilst we do not agree that 
the Institution Rules definitely approve of flexible cord 
wiring, we see little objection to its use on ceilings—apart 
from aesthetic considerations. | 

A multiple contact ceiling rose with several flexibles ra- 
diating from it to insulating hooks, from which the pendants 
hang, is not an uncommon practice for the lighting of 
billiard tables. Such an arrangement can be made to look 
quite sightly, and is practically as safe as if the wires had 
been laid in casing or tubing. But the switch wires, or 
other wires laid on the surfaces of walls, need some kind of 
protection. 

Some years ago a method of wiring in flexible metallic 
tubing was proposed. This is now slowly coming into use 
for motor wiring on machinery, and we know that some con- 
sulting engineers always specify it for the finishing lengths 
between the steel conduits and the motor terminal box. 
There are, it seems to us, possibilities in this method for 
surface wiring in small properties. A good quality of 
flexible inside a small flexible metallic tube would lend itself 
to quick work, and this metallic protection need only be 
used on walls, say, up to the cornice, where a multiple con- 
nection box would be fixed, from which the flexibles would 
start. Being metallic, the tube would need earthing. Per- 
haps, if there were a demand for it, a flexible fibre or papier 
maché tube could be made on the same lines as the flexible 
metallic tube, and such would be as safe as wood casing, 
and much more easily and cheaply erected. 

D 
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THE USE OF ELECTRICITY IN TESTING 
AUTOMOBILES. . 


By bs. ALFRED GRADENWITZ. 
AN interesting dynamometer. plant, which allows the 


various factors determining the efficiency of automobiles to 
be ascertained immediately, has been constructed by Dr. 


Schuyler 8. Wheeler, vice-president of the American Auto-. - 


mobile Club, and is now being used by the latter. 

This plant allows the travelling speed (in miles per hoar, 
and in feet per second), the pull of the draw-bar, horse- 
power at the periphery of the driving wheels, the climbing 
capacity, and the work- 
ing of the brake, to 
be ascertained at a 
moment's notice, and 
as it is the first of its 
kind, a short account 
of it may be of 
interest. 

The speed being 
determined inde- 
pendently of any tests 
on the road, по police 
authorisation for ex- 
ceeding the admissible 
speed limits need be 
obtained, while any 
danger of accidente 
due to tests of this 
kind is eliminated. 
In order to get rid 
of the noxious exhaust 
gases from the auto- 
mobile motor, the test- 
ing floor is provided 
with efficient fans. 

As will be seen in 
the figures, the track is 
madetorotate round an 
axle, the automobile 
being kept in position 
by means of cables, 
The track consists 
of two big drums. 
protrading through 
slots in the floor 
(fig. 1), which are 
set rotating by the 
driving wheels of the 
car. The rotation of 
the drums is counter- 
acted by a large pen- 
dulum, suspended 
below the floor, which 
is attached to the 
dram shaft through 
an adjustable device, 
designed on the Alden 
absorption - dynamo- 
meter principle. 

Instead of deter- 
mining the torque 
according to the usual 
method, it is used to deflect from its vertical position a 
pendulum 560 lb. in weight (which, by the addition of 
auxiliary weights, can be increased to 1, 600 Ib.). The shaft 
carrying the pendulum is fixed at its right-hand end to the 
housing of the Alden dynamometer, and on the left of the 
pendulum are arranged two dash pote, which absorb any 
oscillation of the shaft and pointer indicating the pull. The 
scale of pulls extends over an angle of 30^, readings being 
taken according to divisions of 30 lb. each, in either direction 
(that is to Bay, for forward or backward travelling), up to 
1,600 lb. As the torque measured by the deflection of the 
pendulum, the scale immediately gives the pull at the 


draw bar. Close to the large pendulum is arranged a 


small pendulum, parallel to the former, which serves to 


actuate electrical contacts by the aid of which a motor- 
driven slide is displaced, in a horizontal direction, across 
the large efficiency chart (fig. 1), thus causing a vertical 
raler to àssume a position corresponding to the draw-bar 
pull. Two carriages are provided, for forward and back. 
ward travelling, respectively. 

The far more difficult task of accurately measuring the 
speed of travelling is solved by means of a horizontal ruler, 
moving in a vertical direction acroes the large chart, withont 


absorbing any part of the available energy of the automobile, 


or impairing the accuracy of the tests just mentioned. >ы 

The apparatus used in this connection comprises a lengthy 
cone, kept rotating at a constant speed of 200 R. P. M. bya 
shunt motor, and actuating a bell that rings at each 100 
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Fic. 2.— VIEW IN Basement, sBOWING SHart, DRuMS, DyNAMOMETER AND DASH-POT*. 


revolutions, or at intervals of 30 seconds. This cone is 
provided with a large centrifugal governor, diverting part 
of the shunt current of the driving motor, wil 

decreasing speede, through shunt-connected resistance, 
while opening these shunt circuits in the case of 
increasing speeds. This arrangement allows the speed to be 
maintained constant to within 4 per cent. A small wheel, 
in light contact with the surface of the cone, is arranged 80 
as to rotate freely on a cylinder, mounted on a resilient 
shaft parallel to the face of the cone, and driven through 
gears from the large drums above mentioned. This 
cylinder carries two contacts, between which there 
moves an arm fixed to the small wheel with convenient 
contact points. If the peripheral speed of the cone 
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at the point where the small wheel touches it be such as to 
impart to the wheel a speed differing from that of the 
cylinder-and its shaft, it will cause the small arm carried 


by the wheel to come into contact with one or other of the 


cylinder contacts, when the cylinder and wheel (by means 
of a special motor fed through the contacts) will be 
moved alony the shaft. The speed of the wheel will thus 
be varied until it equals that of the cylinder, when 
the displacement of the latter being discontinued, the hori- 
zontal rnler is arrested at the corresponding point of the 
efficiency chart. 

This process of speed measuring, being based on a single 
attachment, which rotates at a constant and adjustable 
speed, allows of a remarkable accuracy. The wheel in the 
case of automobile speeds of, say, 60 miles per hour, should 
be shifted close to the large end of the cone, in order to 
rotate along with the latter, while in the case of such low 
speeds as 5 miles per hour it should be moved towards the 
small end. i 

The efficiency chart is drawn to a scale sufficient to allow 
readings to be effected from a considerable distance, and con- 


Fic. 3.—CAR UNDEB TEST. 


tains 79 curves, showing immediately the horse-power from 
х to 300, which has beeen calculated according to the well- 
known formula— 
pull (ponnds) x speed (M. P. H.) 

375 ME 


This chart thus dispenses with any calculation. It also con- 
tains a number of scales, giving the speed of the car either 
in ft. per minute, or in miles or kilometres per hour, or else 
in minntes per mile or kilometre. 

All these measuring instruments are reversible, and allow 
the car to be tested in both forward and backward 
running. 

Another interesting apparatus is the grade meter, fixed to 
the left of the main chart (figs. 1 and 3), and which is 
actuated by the pendulum gauge of the dynamometer. This 
apparatus comprises a pointer, pivoted round one of its ends, 
while ita other end traverses two parallel arcs, showing the 
gradient the car is able to ascend with the actual draw-bar 
pull. The latter is shown by ashort pointer, travelling over a 
scale on the right-hand edge of the board, while a sliding 
clamp on the grade-indicating pointer is set to the figure 
corresponding to the weight of the car. The grade motor 
bas been constructed according to the following formula— 


-~ Horse-power = 


tractive effort 
weight ot car ` 


100 x pull 
(cot. — Lpull e)] 

The maximum gradient negotiated by the wheels without 
slipping is about 35 per cent. 

n order to examine the behaviour of the automobile in 
Coasting down hill, either forward or backward, all that is 
required is to start an electro-motor driving the shaft of 
the two large drums on which the driving wheels of the 
automobile rest, when the brakes can be tested, and the 
wheels carrying the automobile motors can be actuated 


Sine of angle or grade = 


Grade in per cent. = 


freely, the automobile yielding no power, while the relative 
friction losses in the transmission and wheel bearings of the 
automobile can be ascertained. 

The first car to be examined with this dynamometer was 
the 90-H.». Mercédes car of Mr. William K. Vander- 
bilt, jun. Though tbe motor of this car apparently reached 
its full speed, developing nearly the whole of its indicated 
output, the output recorded at the high speed of 74 miles 
at the rear rims was only 30 H.P. This paradox is difficult 
to account for, and may be due to the car having developed 
only part of it& power at the epeed in question. In the 
case of the lower speed of 21 miles per hour, an output of 
50 H.P. and a pull of 880 lb. was obtained. 

In testing a 80-H.P. car, a maximum speed of 15 miles 
per hour was obtained with a tractive effort of 510 lb. at the 
draw bar, the rear wheels showing an output of 30 H.P. The 

ratio of the pull to the weight (and the maximum grade 
negotiated at the speed in question) was 20 per cent. With 
the second speed, the car at 25 miles per hour developed 
22 н.р. at the rear wheels, with a pull of 340 lb., while in 
the case of the third speed (with which direct operation was 
used) 36 miles were covered per hour, the pull being 270 lb., 
and the output 25 H.P. at the back wheels. The combined 
efficiency of the motor and transmission was found to be 
83:4 рег cent., provided that the motor developed the indi- 
cated output of 30 m.r. In downhill coasting, when the 
transmission shaft and motor were set rotating by the rear 
wheels, 38 H.P. was absorbed, thus showing the possibility of 
using the motor as a brake in travelling downhill. 


** 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writers name and address in our possession. 


Storage in Electricity Works. 


In Mr. Lackie’s most interesting and valuable inaugural 
address, he is reported to have said that the ‘‘ good " storage 
battery has not arrived as yet. Now, Sir, though we are all 
pining for the ** ideal " storage battery, yet surely that need 
not debar us from using tbe batteries that are on the 
market if there is anything to be gained thereby. | 

Mr. Lackie speaks of the figure of £80 per kw. of 
maximum demand, of which, no doubt, his steam plant and 
transmission and conversion plant (to his city sub-stations) 
would account for come £40 to £50. Is he aware that a 
battery big enough to take 7,000 xw. off the top of his 
peak could be got for some £5 per Kw. (ex. auxiliaries) ? 

No doubt he will reply that I have forgotten the fogs. 
In reply to that, I would say that a battery for a continuous 
5-hour discharge could be got for some £10, which would 
leave 34 hours of additional peak available to deal with 
fogs. 

If Mr. Lackie can show that his worst fog-load adds an 

area above the 14,000-Kw. line of his published diagram, 
integrating more than 24,500 KW.-hours (7,000 x 3°5), I 
will then admit that Glasgow is an unfortunate (though 
not impossible) city in which to use batteries for lighting. 
But in that case I would still contend that it would pay him 
to put them in for power. 
_ Assuming, for example, that his summer curve, as pub- 
lished, is practically al] * power," the above £10 battery 
would take up 2,500 Kw. off his engine and boilers, and 
enable the stand-by losses of boilers corresponding with this 
ontput to be saved by shutting down boilers to this extent 
for the whole year. Mr. Lackie himself supplies the data 
for arriving at the annual coal saving, which is, roughly, 
100 tons per boiler shut down. 

He would really be able to shut down some additional 
boilers above those needed for the 2,500 Kw., because he 
would have, at all times of the summer, a battery stand-by 
equal to a one-hour discharge at some 7,000 Kw. during the 
first hour of the fog, when boilers could be started up if 
thought desirable. So that really it might be possible to shut 
down boilers and engines all the year round (or nearly all) 
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to the extent of something like 5,000 Kw., with corres- 
ponding saving in coal, wages and repairs. 
The fog might lust for the whole 12 hours of the day, 


but this would not affect the batteries, as the motor load taken: 


up by them only integrates up to rome five hours, and the 
remainder of the evening peak would be carried in the usual 
way with the steam plant. 

If some 10 per cent. (including interest, sinking fund, 
maintenance, and depreciation) on the capital cost of steam 
plant, and some 173 per cent. on that of accumulator plant, 
are the relative annual expenses, exclusive of all savings on 
fixed charges introduced by the cells, and if the capital coats 
are in the ratio of 3 to 1 or 4 to 1, surely there is a case for 
accumulators, even in their present stage of development. 
But, as a matter of fact, it can be shown that the savings 
in fixed charges will alone much more. than pay for the per- 
petnal maintenance of the cells; во that the only question 
outstanding is not the existence of, but the amount of, the 
saving in interest on capital. 


: | A. М. Taylor. 
King's Heath, December 4th, 1908. | 


— _ 


Brenches ү. Agencies. 


І am not prepared to dircuss my personal relations with 
my firm, as they have no bearing on the commercial point at 
issue, but I can assure ** Vilex " that I get all the informa- 
tion I want. ! 

A branch is not neceseary for the handling of such 
inquiries as ** Vilex " mentions, and he muet know it. 

If a branch manager stocks what he fancies, and not what 
he can sell, then he is not fit for his position, and a branch 
manager that is foolish because he pleases to be “ within 
limits," i& beyond the scope of my imagination. 

There i8 no such thing as the over production of com- 
mercial engineers, the real difficulty is the scarcity of 
them, and of men who will adopt the peculiar training 
necessary. 

The game of ‘ Follow my leader " I am not concerned 
with, but I do say that a branch run by a man who can 
understand and work out the technical needs of his cliente, 
in a thoroughly commercial and practical manner, is going 
to win all alung the line, if properly backed. 

As to“ Vilex's " remarks about Branches, Waiting,“ 
and ** The British Public," I can only state that facetiousness 
i8 not argument. | 

The fact that Vilex " happens to be more successful as 
an agent than as a branch manager, points to one of two 
conclusions, viz., either ** Vilex " did not, or was not allowed 
to, run his branch as vigorously as his agencies, or else his 
agencies are for different claeses of manufactures. 

I realise what perhaps ** Vilex " does not, that given a 
certain personal factor, all things are possible, but when 
granting the correctness of his figures in his own particular 
ease, I think it is unreasonable of him to think and argue 
that his conclusions must be the only correct ones, to be 
applied universally. 

This matter of “ Branches г. Agencies" ів a really im- 
portant question, and is not settled or even properly dis- 
cussed by dragging in questions of personal earning power. 

Argument in fortnightly instalments bas its sweetness too 
long drawn out for me. Does “ Vilex " care to collaborate 
and issue a joint article as a conclusion to the matter, so far 
as two individual business men are concerned ? 


^ London Manager. 


— Há——HÀ 


Electrical Driving in Cotton Mills. 


Replying to the letter of “G. L." in your issue of 
December 4th, I do not think I need say much concerning 
the firet portion. The three estimates I gave were 
simultaneous estimates, and the prices were those at which 
gcod work could have been obtained during the busy time. 
Prices all round may now be lower, and “ G. L..“ should, 
therefore, put before us a similar set of estimates by first- 
rate makers all round. Таке the one item of ropes, my 
figures for ropes might be cut down to balf probably, if, say, 
Kenyon Bros. would condescend to quote for $10 Caunts 
Surat yarn ropes, and so on with other items. 


Coal bill.—I will answer this by asking “G. L." to 
present figures from similar mills with superheat, торе and 
electrically driven. My figures do not necessarily imply 
what he reads into them. Is “б. I..“ во very sure that he 
can drive 100,000 spindles with the same coal as required 
by a rope drive ? 

Then how does he lay claim to the exclusive use of the 
turbine for electiical work? I could easily apply the turbine 
to a rope drive by suitably modifying the rope drums, the 
shaft epeeds, and the driving and driven-belt pulleys, 
Really һе cannot monopolise the turbine. But is he sate 
that every turbine has proved itself in cotton mill work? 
Carious rumours were floating about my native valley a few 
montbs ago. | 

As regards the £560 in re the lighting ; this is a matter 
of opinion. Separate sets are used by the best people. 
Otherwise the difference in the two estimates issimple. One 
is rope driven off the mill shafting, the other is more 
expensively driven by a motor or a separate engine. 

„G. L.“ must not, therefore, prepare a one-sided estimate 
on present slump prices. His figures and arguments lose all 
their value by this. Let him get full estimates of equal 
class on both sides at present prices. 

Now, a8 tothe latter half of his criticism, it is herein that, 
by overstating things, he does harm instead of good. 

1. Flexibility!!! Oh, that blessed word Mesopotamia’: 
The term Flexible has been very properly applied to the powers 
of electricity in the shipyard with scattered tools and to the 
portable tools now so much used in maehine shops, but it 
has no meaning in the cotton spinning mill. Here in fig. 1 
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is the usual arrangement of a ring-frame room. Here in 
fig. 2 are ring frames arranged hopelessly for mechanical 
driving, but easily driven by built-in motore. G. L.” 
should offer this picture in Oldham. Can he point to any 
mil where the use of electrical driving has changed the 
customary machine grouping? І think not, even with 
separate motors. . 

2. Flexibility in running. Equally fallacious! Does 
„G. L.“ propose to run cards and stop the speed frames? 
Does he know what a young person is, within the meaning 
of the Act? Has he yet met a Factory Inspector on the 
warpath, or does he know what happens about overtime ? 

3. This has no existence as between mills of equal age, 
and ** G. L." must know it. 

4. We would all like to abolish the rope race, but I think 
“G. L.” makes a little too much of tbe building stresses, 
and һе certainly overrates the floor area question. 

э. The rope race need not necessarily eome in the body of 
the mill. That it does so is perhaps evidence that the rope 
race is not felt to be so serious an obstacle as G. L.“ tries 
to show. 

6. This is liable to be exaggerated. 

In the card room the cards still bave belta even with 
separate motor drives, and light is of less account to carding 
than to spinning. 

The belts of speed frames and of ring frames obstruct bul 
little light, for they are edge on to the light and they are at 
the middle of the frame and do not shut ligbt out of the 
alley ways ; often the belts are even at the middle of the 
room. What, then, of light? ^ Sbafts are all too high to 
obstruct any light; ropes do not exist where they сар 
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obstruct light; ring frames, if driven by rim bands, have 
then no belts, and the ropes are negligible as regards light. 

I have nothing to say as to old mills, for I have long 
realised that the comparisons, of which so much is made, are 
made with old mills and are, therefore, quite uselees for 
modern work. 

But even here * G. L.” exaggerates the conditions. Are 
there any really old geared mills etill at work? Our own 
place, which started in 1834, may be cited as a dead sample. 
It had six floors. A 26-ft. spur wheel drove two shafts on 
the bottom floor, or No. 1, and one shaft on the third floor. 
In No. 2 room there was no shafting and no visible belting. 
In No. 4 room there were only two 10-ft. lengths of vertical 
shaft which transmitted power from the third room line 
shaft to the fifth and sixth mule rooms. Thus, there were 
а few pairs of bevel wheels. No belts were visible in the 
fourth room. There was not a single really awkward drive 

"jn the mill. 

I have already sufficiently replied to the last paragraph, 
except as to price of energy. If Mr. Snell is right, then pity 
the poor ratepayer. Aud if transformers are paid for by the 
gupplier of current, the price of transformed energy will be 
higher than my figure. Why does G. L.“ cut down my 
estimate of capital and refuse to debit the system with the 
cost of transformation? I suppose if he shoved every cost 
on to the poor seller of current, he would think it proved his 
case for electrical driving. 

„G. L.“ should really throw aside there old mill com- 
parisons. If there are still old mills to mend, they will not 
find much business very long. It is the new mills we want 
to get hold of, and it is in such directions as Brown, Boveri 
have indicated that we must seek our inducements, and not 
in arguments which won't bear light. 

And whatever we do, let us not talk /lerible in regard to 
the arrangements of the machines in a spinning mill, because 
a spinning mill is sui generis among textile works, and not 
to be compared with a calico printing works, or a bleach 
works wherein there is some room for arguments based on 
flexibility. Cotton spinners read the ** Review," and will 
simply laugh at the idea of arranging their machinery on 

a flexible basis. How other than in parallel lines can a 
hundred similar machines be arranged in a rectangular 
building ? 

I might add, what seems not to be known to“ G. L..“ 
that the rope race does not reduce the space available for 
other plant. When men start out to build a mill they 
begin with a basic idea of so many spindles, and they get 
out their plans accordingly for that number. Not that 
number, less so many that are cut out by the rope race. 
And except that the race costs money, as I have set down 
against the rope drive, there are few mills where it makes 
any difference in the land occupied. Almost always the 
land unoccupied is in excess by many times the area of the 
race. Now, if G. L.” wishes to push the interests of 
electrical driving, he should endeavour to do so by enlisting 
electricity in its own best endeavours. Simply replacing 
rope pulleys by motors is a very poor matter indeed. Why 
do this when it costs much more initially, and the double 
transformation is as costly as the rope loss ? 

And why cut out 8 per cent. of the spindles of a ring 
frame in order to place a motor on the floor at the frame 
end, instead of properly building it into the frame and во 
saving end space. 

100 spindles x 100 per cent. output = 10,000 
92 „ „ 105 „ „ = 9,660. 


Where is the benefit from the increase of individual 
spindle output? This matter of increased output per 
spindle requires to be considered on fresh lines во as to be 
electrically justified, as, for example, by Brown, Boveri. 
Let G. L.“ ask himself if he cannot abolish the two tin 
rollers and the hundreds of spindle bands by putting a little 
motor to each individual spindle. An electrical expert tells 
me he thinks this might be done. As a tin roller is 10 in. 
diameter, there is at once saved nearly two-thirds the 
breadth of the frame. In plans of a spinning room, before 
me, there are four ring frames to each 22 ft. bay. The 
abolition of the tin rollers would enable six frames to be 
placed in the same space, thus adding 50 per cent. to the 
output of a unit of floor area. Such is one direction in 
which electricity may yet justify itself beyond cavil, increas- 


creation of the Admiralty, the “ stoker-mechanic, 


ing output and abolishing the nuisance of soft yarns, which 
results from slack bands. Now that I have given “G.L.” 
a really profitable problem to think out, I will leave him to 
the reflection that perhaps, after all, those of us who see the 
misdirected enthusiasm for electrical methods are better 
friends of electricity than he thinks. | 

At present the general unthinking advocate for change 
sees no deeper into the question than do rival advocates for 
leather or canvas belting. 

W. H. Booth. 
London, S. W., December 7th, 1908. 


A Narrow Escape from Death. 


Оп Sanday last, whilst examining a dead 10,000-volt 
overhead transmission line, 1 was surprised, on climbing a 
38-ft. pole, to find a snail on one of the wires at a distance 
of 8 ft. from the insulator.—Queries :-— | 

1. How long did it take the snail to get to its position ? 

2. How near death was it, when moving from the cross- 
arm to the wire, considering that the line was dead for one 
night ? 

Lineman. 


— 


Appointments Vacant. 


I send the two following advertisements taken from the 
London Daily Teleyraph which, so far ав I am aware, have 
not appeared in the technical Press, and I think rome readers 
of the Review may, perhaps, be interested to learn how the 
Borough Polytechnic encourages men with technical know- 
ledge :— 

Assistant-Engineer-Stoker used to hot water, gas aud electric 
light plant, and general repairs. Must be capable of doing wiring. 
Commencing ralary 30s. per week. Apply, with copies of testi- 
monials, &c., Electrical Department, Borough Polytechnic, Borough 
Road, S.E. 

Head Stoker-Electrician used to high-speed engines and able to 
do all repairs. Salary 408 per week. Apply, with copies of 
testimonials, &c. Electrical Department, Borough Polytechnic, 
Borough Road, S.E. | 

It is, perhaps, not very surprising on reading the first 
advertisement to find that the amiable gentlemen, who 
apparently have the economical working of the institution 
so near at heart, generously offer this stoker, with the super- 
fluity of prefixes, who has the great good fortune to 
be selected for the post, a wage which is certainly no more 
than that paid to the majority of merely ordinary 
stokers in most London power stations. 

It seems rather a pity to me that the authorities respon- 
sible do not make it an easential condition that the candidates 
appointed must have obtained science degrees or at least 
* extra chief's tickets.“ 

As to what is to be understood by the term “ head stoker- 
electrician," I can only guess that the individual required 
must be a sort of second cousin to that somewhat recent 
" and if so 
(I speak from personal experience of one of these nondescripts 
in a central station), I may say, in conclusion, that I would 
as soon trust any engine repairs, more complicated than 
replacing a sight-feed glass, to the care of, say, а hairdresser’s 
assistant. 

| R. Н. Fenwick. 
Ilkley, Derember 5th, 1908. 


Combined Track-Circuit and Cab-Signalling. 


Will you kindly allow me а little space in which to reply 
to Col. Gardiner's letter in your issue of the 4th inst., pend- 
ing the objections Capt. Gardiner may have to make to the 
article in your issue of Nov. 13th at a later date? May I 
algo ask you to be good enough to give this letter the heading 
of the article? The subject under discussion is not electrical 
signalling in general, but the combination of track-circuit 
and cab-signalling put forward in Capt. Gardiner's paper. 

Col. Gardiner considers that some credit should have been 
given the author of the paper for knowing that automatic 
apparatus can only perform such functions as its design 
permita. This claim opens the very wide question of how 
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far a critic is justified in straying from the path marked out 
by the author. I do not wish to go into this interminable 
question, but will content myself for the present by saying 
that the paper illustrated a method of working by the simplest 
possible cage, and contained no reference whatever to the 
more important requirements allnded to in the article in 
your issue of Nov. 13th. Ordinarily, in such proposals, one 
looks for recognition of the difficulties to be met by varia- 
tions from the normal, and for the means by which they 
are to be met. 

Col. Gardiner appears to think that the quotation from the 
paper, given in the article, has not been properly read, and 
desires to emphasise the limitation **as far as indicating the 
condition of the line is concerned." Col. Gardiner also gives 
his own explanation, which is that “ manual control of the 
mechanism by which the track itself is made to indicate ite 
condition (clear or blocked) is not only superfluous but 
undesirable." | 

So! Ido not in the least object to this explanation. 

It is obvious that Col. Gardiner does not recognise 
that the signalling in % rear which is all that the track- 
circuit, as illustrated in the paper can do, is not always all 
that is required. The signalling at even the simplest 
junction requires that when a train is approaching, from 
whatever direction, the lines converging or fouling that train 
must be blocked, and the regulations prescribe that, when 
passengers are being carried, no train must be approaching 
that junction on a line that will foul the train which has 
been given the right of way. I give below a diagram of a 
simple two-way junction, together with the regulations 
governing the acceptance ofArains to fouling points. Remem- 
bering that the regulation requiring that no train must be 
approaching a fouling point when permission has been given 
for a train to occupy it, necessitates, with either automatic 
or manual signalling, the stoppage of fonling trains in the 
second section behind, I shall be interested to know in what 
way Capt. Gardiner’s system will deal with the conditions, 
assuming that manual control of the mechanism by which 
the track itself is made to indicate its condition is superfluous 
and undesirable. | 


(f) At junctions, except where otherwise provided, the approach 
of trains, which can cross or foul each other is regulated as shown 
below :— 


D 
NN 
A, B, C, D, SIGNAL BOXES. 


When permission has been given by B for a train to approach 
from C, no train must be allowed to leave D until that from C has 
been brought to a stand at the home eignal, or has passed through 
the junction, and is beyond the advance signal, or, where there is 
no advance signal, has pasted the home signal a distance of 400 
yards, and is continuing its journey, or where the next signal 
box ahead is within 400 yards, until the is line clear signal has 
been accepted by the signalman at that box, except as provided 
for in clause (c) of this Regulation; nor, in such a case must a 
train be allowed to leave A for D unless the junction facing points 
at B are set for C, and the line towards C is clear to the advance 
signal or where there is no advance signal, is clear for a distance 
of 400 yards beyond the junction points, or where the next signal 
box ahead is within 400 yards, until the г linc clear signal has 
been accepted by the signalman at that box, except as provided 
for in clause (c) of this Regulation. 

(и) When permission has been given by B for a train to approach 
from D, no train must be allowed to leave C until that from D has 
been brought to a stand at the home signa), or has passed through 
tbe junction and is beyond the advance signal, or where there is no 
advance signal, bas passed the home signal a distance of 400 yards, 
and is continuing its journey, or where the next signal box ahead 
is within 400 yards, until the is / ine ene signal has been accepted 
hy the signalman at that box, except as provided for in clause (^) of 
this Regulation. 

(^) When permission has been given by B for a train to approach 
from A for D, no train must be allowed to leave C until that from 
A has been brought to & e'and at the bome signal, or has passed 
clear of the junction, or the junction facing pointe have besn aet 


for C, and the line towards C is clear to the advance signal; or 
where there is no advance signal is clear for a distance of 400 yards 
beyond tbe junction points, or where the next signal box ahead is 
within 400 yards, until the is line clear signal has been accepted 
by the signalman at that box, except as provided for in clause (c) 
of this Regulation. 

() When a train has been sent to the advance or starting signal 
and the rear o* the train is well clear of the junction, permission 
for a following train to approach may be given by the signalman 
to the signal box in the rear if tbe points are set for the following 
train to pass on to another line, and that line is clear, and the 
oes given in the preceding paragraphs can be complied 
Wiin. 

(j) In dealing with trains, neither of which convey passengers, 
in clear weather and under ordinary circumstances, when approach- 
ing & junction on sections which converge to a fouling point, either 
by running into one line or by crossing each other to different 
lines, the mode of signalling given in Regulation 5 must be 
adopted, except that if the block indicator be in its normal position 
when the is line clear signal is offered for a second train, the 
junction signalman must, after accepting tbat signal by giving the 
section clear but station or junction blocked signa), and after that 
signal has been acknowledged, peg the indicator to (rain on linc. 
On the train entering the section, the train entering section signal 
must be given in the usual way. 

Capt. Gardiner's track circuit differs in no way, in prin- 
ciple, from the track circuit used for the operation of sema- 
phore or other outdoor signals, and all such systems require 
manual control whenever a deviation from the simple line 
shown in the paper has to be made. In this respect it may 
be remarked that the references in the article to junction 
working and other cases requiring manual control were 
prompted not only by the operative difficulties, but by the 
fact that the multiplicity of such points renders the number 
at which purely automatic signalling can be carried out in- 
significant. If Col. Gardiner will look at a railway map of 
England, the importance of junction working will be for- 
cibly impressed upon him; and if, in addition, he will 
remember that practically every road.side station is a point 
at which some deviation from straight running, involving 
the- fouling of both lines, takes place at some time, the 
necessity for manual control of the mechanism by which the 
track itself is made to indicate its condition, will become 
apparent. 

Col. Gardiner will hardly contend, I think, that the 
simple loop line arrangements shown by the model meet all 
the cases to be found in railway working. Apart from the 
operative difficulties already alluded to, there are questions 
raised by the selective signals contained in the code; and 
other functions of the signalman, which are shown by the 
emergency signals, are entirely ignored by а system of 
signalling in which manual control of the mechanism, by 
which the track itself is made to indicate its condition, is 
superfluous and undesirable. 

Again, Col. Gardiner asks ‘whether the delay due toa 
failure of the cab-signalling equipment of an engine will be 
greater than the delay due to the failure of a semaphore. 
I do not think that anyone with knowledge of railway work- 
ing would have any doubt on the question, but I am afraid 
to enlarge upon it at present, considering the length of this 
letter already. 

May I say a few words more on the question of *ecrapping " 
(I use the term in its industrial sense), Col. Gardiner seems 
to look upon displacement of auch apparatus with a light 
heart, as something in the very nature of things ав they are. 
My remarks on the matter were intended to point out that 
such apparatus when displaced would not cease to constitute 
an item of cost to the companies concerned. Before 
scrapping plant, its owners have generally to be assured that 
they will secure something thereby that they would otherwise 
lose: in short, it must “ be worth their while“ to do £0, or 
there is no object in it. What are the advantages that 
railway companies will reap from the introduction of à 
system of signalling in which manual control of the mechanism 
by which the track itself is made to indicate its condition, 18 
both superfluous and undesirable, when the system in 
question, carried out ав described, can only deal with a tithe 
of the points where signalling is required ? What is the 
main object of signalling? Is it not the intimation to 
drivers of trains that points where obstructions may exist to 
their progress, are either clear for them to proceed, or noi 
clear? What advantage, therefore, ia tbere in signalling at 
other points, where obstructions do not exist, such as con- 
tinuous signalling involves? Will the system put forward 
increase the safety of railway travelling which, of course, tf 
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the first object : will it enable the companies to carry out 
their transport work more quickly, and thus enable them to 
deal with more traffic (if they can get it); or, on the other 
hand, will it enable them to deal with their present traffic at 
less cost? If any such advantages will be obtained, by all 
means let us have further particulars than have yet been 
made public. 

Finally, permit me to say that I have no prejudice against 
either cab-signalling or the track circuit, but I am strongly 
of the opinion that it is folly to shut our eyes to the limi- 
tations of each, or of a combination such as is under con- 
sideration. I believe that cab-signalling has a great future 
before it, and I know of no journal that has more con- 
sistently advocated the provision of additional means of this 
kind, to enable drivers to know what is expected from them, 
than the ELECTRICAL Review. Bat cab-signalling will bave 
a better chance of adoption in proportion as it makes a small 
demand on the resources of railway companies. If a large 
outlay, such as is involved by the displacement of the pre- 
sent apparatus is necessary, it is extremely probable that the 
companies will hesz/a/e to incur the expense. And they may 
quite Jegitimately point with pride to their achievements 
and the progress they have made within the last generation; 
progress which has not resulted from outside pressure, but 
from their own recognition of their responsibilities. It is 
quite incorrect to think that railway progress has been 
the result of the Government spur. A consideration of the 
dates when railway companies installed the present system of 
signalling, and the date when that system was made com- 
puleory, will show that the companies led. A certain amount 
of risk must always be faced by travellers, or by those 


engaged in any kind of work. There are disasters at sea; ` 


accidents to tramcars and motor-cars ; disasters in mines, 
and hazard everywhere. But it must not be forgotten, 
however, that the danger to the railway traveller, as shown 
by the results achieved, is less than that undergone when 
any other form of transport is used, and this comparative 
immunity is due to the sacrifices of the railway companies 
and the excellent service of those of their servants who are 
engaged in the actual movement of the traffic. І вау again: 
* Give men all the help possible to check their liability to 
error, or to know what is required of them, and leave them 
to do the rest.” Cab- signalling is rapidly making its way, 
but its place is that of an adjunct to the present system. 


The Writer of the Article. 


Which is the Rational Method of Stoking? 


This question can be answered either from the point of 
view of practice or of theory. From the latter standpoint, I 
should define the rational method of stoking " to be “ that 
method which, with a given weight of fuel in a given boiler, 
can produce the greatest total evaporation in the shortest 
time.” This is the ideal which boiler engineers (including 
machine stoker makers) are constantly striving to attain. 
Practically, it needs to be qualified by the further statement 
that any machinery employed must be thoroughly well built, 
not liable to break down, and be within the ability of the 
average fireman to work it. Also it must be adapted to 
work at the highest rates without causing smoke nuisance. 
Of course, where there are different interests concerned, 
opinions will differ extensively ав to which manufacturer's 
machine best meets these requirements. An engineer who 
has had an unfortunate experience with one type is very 
liable to cry out “а plague on all your houses,” and vow 
never to depart again from the steady, if somewhat inefficient, 
method of ordinary hand firing. It is obvious, however, 
that such an attitude in no way helps towards a real settle- 
ment of the question. 

It is not very profitable to dispute about the traditions 
of any subject, but I have no need to run away from 
any statement made by me in my first letter, and I will, 
therefore, repeat what I then stated, that the method of 

ring in which the coal is piled up in the centre, thinning 
towards the sides, is a very ancient method of hand-firing ; 
| н used to be defended on the ground that the volatile matters 

m the fuel had a better chance of complete combustion. 

courte, there have been in the past, just as there are now, 


different views on this matter, but I never said that this was 
the only ancient system. 

It would not be possible in a letter to attempt to set out 
the results which have been practically attained by the over- 
feeding, as compared with the underfeeding system. But 
the reasons for concluding that the former is theoretically 
correct, may be briefly summarised as follows :—The fresh 
coal supplied to the fire is so placed that the volatile matters 
(which need the largest relative amount of air for combustion) 
begin at once to be distilled out of the fuel, which occupies 
such a position that the requisite supply of air is directly 
available ; thus, smoke is avoided, and the whole of the heat 
is generated just where it can be of use. The fixed carbon 
of the fuel has then the advantage of the high temperature 
produced by the combustion of the volatile matter (which 
though very valnable as a heat producer, is somewhat slow 
to burn completely) to be entirely consumed by the time it 
reaches the end of the grate. _ 

It is certainly not correct to state that, with overfeed 
methods when correctly used, there is “ а big, thick fire at 
the front, and none at the back.” If this is an accurate 
description of what Engineer has seen of this method of 
machine firing, it only shows that he has never seen the 
system properly worked. 

In reply to tbe editorial comment appended to my pre- 
vious letter, in your issue of the 20th ult., I would suggest 
that the writers take an early opportunity of personally 
inspecting the combustion taking place at the Burnley elec- 
tricity works, where the underfeed syetem is applied. They 
will then be in a position to collect their own evidence as 
to the behaviour-of the flame during the processes of com- 
bustion. | 

With respect to the discarded underfeeds, I alluded, of 
course, to the ancient types, which I think was obvious from 
the context. | 


Radix. 
December 3rd, 1908. 
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The First Brake Report. Ў 


І have been very interested in reading your leader on the 
first brake report in your issue of November. 20th. 

As you are aware, I have contended all along that there 
should be at least two brakes on a car, one being alternative 
to the other, and capable of controlling it under both normal 
and extreme conditions. 

Given very moderate gradients, then a slipper, magnetic, 
or rheostatic electric brake, combined with a hand-brake 
equipment, would generally satisfy this requirement ; that 
is to say, on the one failing under proper treatment, the 
other could be relied upon to regain control. Improperly 
dba however, the second and third combination, and failure 
results. |; 

Now consider the conditions on dangerous gradients; 
past experience shows that gradients as reasonable as 1 in 20 
can come under this category, and the two-brake equipment 
conforming with the requirements set out above, is almost 


‚ non-existant. The contingency described in your leader 


clearly show's one of such cases. 

_ To contend that cars have an alternative equipment, which 
is only true when conditions are normal—tbat is to gay, 
when speeds are low, track conditions are favourable, and the 
personal element properly under control, is no true answer. 
I am pleased to see that since the publication of the 
undoubtedly valuable report of the "'ramways and Light 
Railways Association, you still support this view of the 
case. 

_ From our past experience of accidente, and particularly so 
in the case of the 15 referred to in the report, it would seem 
that this view of the case, notwithstanding the drastic and 
important revisions of present methods incurred thereby, will 
in the future command still further consideration. | 


Р. J. Pringle. 


Electricity and Tramways Department, 
Burton-on-Trent, December 7 th, 1908. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Electrical Sounding Device. 


A simple device for continuous sounding has been invented by 
Мв. A. Sononrav. It consists of a chamber o with corrugated 
walls, enclosing a quantity of mercury. Two resistance wires 
W. WI, contained in the glass tube т, dip into the mercury, and the 
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whole is made watertight, The pressure of the water upon the 
flexible walls of the chamber drives the meroury up the tube to 
a distance depending upon the depth, thus varying the resistance 
of the instrument, which can be measured on board the ship and 


слов means of determining the depth without hauling ор the 
LL lea 29 А 


Lift Controller. 


A new form of Schureman lift controller, which has been 


designed for use with alternating current where the control is by 
а rope passing through the lift, is being introduced by Mxssns. 
WX. GRIPEL & Co., Vulcan Works, St. Thomas Street, S E. The 
controller is made for two and three-phase motors only. From 
the accompanying illustration, which shows the 10 H.. size, 
it will be seen that there is a reversing switch at the top 
which is operated by the hand-rope. It has three definite 
positions, "up," down and “off” respectively; no inter- 
mediate positions are possible, so that accidental burning of 


Lirr CONTROLLER. 


the contacts is obviated. When the switch is closed, the motor 
starts with all resistance in circuit. The resistance, which is star 
connected, is cut out by short- :ircuitiog switches operated through 
а cam shaft which is a;taated by a solenoid. This solenoid con- 
tains the only coil in the apparatus, and it is heavily wound. with 
a large margin of safety. The rate at which the, resistance is cut 
out is regulated by the adjustment of a dash-pot. The arrange- 
ment is such that upon the failure of the supply or opening of the 
reversing switch by the movement of the rope, all resistance is 
instantly inserted, whilst it is not possible to reverse the direction 
of ranning without first inserting the resistance, The switches 


are of heavy construction, with carbon contacta, and every part 
of the apparatus is readily renewable. The resistance material 
consists of German silver wound in coils, in which & large margin 


of capacity is provided. The sizes constructed range from 5 to 
25 н.р. Е 3 


New Rotary Transformer. 


In the accompanying illustration we show a new combined 
alternating to continuous-current transformer, which is being 
supplied by the Crypro Егюствтсаг, Co., of Bermondeey Street, 
S. E. The machine has been designed to enable those situated on 
alternating-current mains to charge ignition accumulators off the 
mains in an effisient way. We understand, indeed, that the firm have 
redesigned the machine throughout, they having found that with 
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the old machine it was impossible to obtain more than 100 watts 
on the secondary without the machine overheating; they have 
therefore made both the motor and the dynamo considerably larger 
in order to overcome this objection. The machine is now capable of 
giving 120 watts output, namely, 15 volts, 8 amperes, and this is 
listed at 7 amperes output. It is fitted with radial carbon brushes 
instead of copper gauze as previously, and it is found tbat by 
slightly increasing the size of the dynamo the same output with 
carbon brushes as with copper is obtained. 
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Au Electrically-Driven Spinning Frame Exhibit. 


Among the numerous textile exhibits at the Manchester Exbibi, 
tion was a 52-spindle ring spinning frame, by Messrs. Brooks au 
Doxey, Ltd., driven by a British Thomson-Houston motor and 
shown on the latter company’s stand. 

Oar illustration shows the frame and motor, the latter being of 
74 B. H. P., of the three - phase squirrel-caze type, running at 960 B. P.. 
and driving through a Whittaker-Hall friction clutch. This com- 
bination was shown in operation, spinning yarn from roving sup 
plied by the Aome Spinning Co. 
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PROCEEDINGS OF INSTITUTIONS. 


The Discharge of Electricity from Glowing Bodies. 
By Pror. E. RUTHERFORD. 


(Abstract of a lecture delivered before the INSTITUTION OF ELECTRICAL 
" ENGINEERS at Manchester, November 17th, 1908.) 


IoNISED gas may be produced in a variety of ways, c 9., by the 
application of X-rays, cathode rays, high temperature or ultra- 
violet light. If two metal plates, separated by air, be connected 
to a battery of electrical accumulators, no current will flow under 
normal conditions, but if the dielectric be subjected to the influence 
of X-rays, ionisation takes place, and a current of electricity 
actually passes through the gas. This effect is explained by the 
fact that the X-rays cause a dissociation of the air molecules, giving 
rise to positive and negative particles. Immediately these 
particles are liberated, they tend to move in two streams, the 
positive particles going to the negative plate, and «ice versd. 
Ionised gas, therefore, becomes a conductor, the ions themselves 
representing not only the conducting medium, but actually the 
current. If a curve be plotted showing how the current through 
the gas varies with the potential difference between the 
plates, it will be found that up to a certain point, the 
current is directly proportional to the voltage. This is 
explained by stating that at low voltages the speed of the ions 
from plate to plate is relatively slow, and many recombinations 
take place before the ions reach their destination. As the voltage 
is increased, however, a saturation point is reached when there is 
no further increase in current, and at this stage all the ions succeed 
in reaching their goal, hence they are all actively engaged as current 
carriers, and a further increase in current cannot take place. 
Ohm's law fails in application when dealing with ionised gas; for 
example, in the case just mentioned, if the distance between the 
plates be reduced by half, only half the number of ions will be 
formed, hence the current will be halved instead of doubled as 
prescribed by Ohm's law. 

The above effects are obtained similarly in vacuo, the only differ- 
ence being tbat the saturation point is reached much more quickly 
owing to the more rapid motion of the ions. 

Townsend investigated the cause of breakdown of the dielectric 
hy an electric spark passing from plate to plate, and this he attri- 
buted to ionisation by collision. 

A negative ion on making its way to the positive plate collides 
with a molecule, and if its velocity is greater than, say, 10" cm. per 
second, it separates the ions in the molecule, and proceeds to cause 
further dissociation. This ionisation by collision continues, causing 
the rapid formation of positive and negative ions, and at a certain 
voltage a spark passes which alters the whole condition ; this latter 
condition has still to be investigated. 

A good illustration of ionisation is formed by placing two 
platinum wires forming the terminals of a battery in different 
parts of a Bunsen flame. The fiame itself, being an ionised gas, 
permits an appreciable current to flow, and this current can be 
further increased by the addition of potassium or sodium salts to 
the flame. It is interesting to note also that one of the platinum 
wires may be withdrawn from actual contact with the flame and still 
permit the current to flow, owing to a number of the ions straying 
to the outside air. 

The effect of high temperatures in producing icnisation can be 
readily explored by surrounding a platinum wire by a metal 
cylinder 80 as to form a kind of condenser in vacuo. Now if the 
wire and cylinder form the electrodes of a battery (the wire being 
at negative potential relatively to the cylinder), and a separate 
source of current is employed to heat the wire, ionisation will 
take place, thereby permitting a current to flow between the wire 
and cylinder. The value of this current can be derived from the 
expression— 


where а and b are constants, 0 is the absolute temperature, and 
€ is the base of Nap. logs. 

Thomson states that such & wire has many negative particles 
retained in some way by the surface: at high temperature the 
particles break through, and are thrown out, the wire itself 
constituting an additional repelling force when negative. Obviously 
when the wire is positive it tends to retain the particles. These 
effects were demonstrated some years ago by Fleming in his well- 
known carbon-filament experiments. Wehnelt has shown that a 


platinum plate coated with calcium or barium salts has a greatly. 


increased power of emitting electrons, and by this method currents 
at the rate of 1 ampere per sq. cm. are easily obtained. 

A special vacuum tube designed to demonstrate these effects 
consists of a long glass cylinder, having at one end a simple 
Platinum wire electrode and a similar starting electrode about 
midway in the tube. The negative electrode situated at the 
remaining end of the tube consists of a strip of platinum coated 
With lime, which can be heated electrically by an external battery. 
It is found that in order to start the flow of current through the 
tube the two platinum wire electrodes must be short-circuited, 
thereby affording a shorter path for the ions emitted from the heated 
lime. Afterwards, however, ionisation by collision takes place and 
permits the end electrode only to be used. This apparatus permits 
eight electric lamps, taking 5 amperes, to be lighted through the 
tube from a 200-volt supply circuit, the area of the lime surface 
being only + sq. mm. 


A Comparison of Natural and Induced Draught Systems. 
Ву W. N. Y. Kwa, A. C. G. I., Associate Member. 


(Abstract of Paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS at Leeds, November 25th, 1908.) 


THE heat lost in the flue gases is often 20 to 25 per cent. of the 
total available energy of the fuel; this loss is inherent to the 
natural-draught system. The induced-draught system is preferred 
to forced draught for land purposes, and does not necessitate the 
waste of any considerable proportion of energy. 

Natural draught depends upon the flue gases being at a higher 
temperature, and, therefore, less dense than the air outside the 
chimney, though the difference in density is slightly diminished 
by the presence of carbon dioxide in the former. The draught is 
given by the formula— | 

P=76 н ( е. 


) in inches of water, 
72 71 


where E is the height of chimney top above grate, in feet; 11 is the 
mean temperature of the internal gases, and т, that of the atmos- 
phere, in degrees F. absolute (F. + 460). 

The accompanying figure gives the height of chimney required to 
produce dsaught pressures of 1 in. and 14 in. respectively (corves 41, 
Az), and the draught pressures produced by chimneys 150, 186 and 
80 ft. in height respectively (curves в, c, D), with different chimney 
gas temperatures, the temperature of the atmosphere being taken 
as 70° F. and the barometer normal. About 5 per cent. of the 
draught is lost through friction in the chimney itself. 
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To avoid undue loss in friction, 10 ft. per second is a good 
working velocity for the flue gases, and 16 ft. per second should not 
be exceeded. 

In an installation consisting of two Stirling five-drum boilers, 
built together in one casing, and one Sirocco fan driven by a 
Crompton motor of 35 B. H. P. at 300-600 B. P. M., with a short chimney, 
the following results were obtained. 

The boilers had a grate area of 59:5 sq. ft., and were fitted with 
Babcock & Wilcox chain-grate stokers; the heating surface was 
3,450 eq. ft. each; superheating surface, 188 aq. ft. each; and the 
evaporative capacity was 12,500 1b. per hour from and at 212° F., the 
working pressure being 165 1b. persq.in. The fan was rated at 
45,000 cb. ft. per minute, against 24 in. water pressure. 

.In a six-hour test, one boiler consumed 1,232 lb. per hour of 
washed nuts and evaporated 14,860 1b. per hour (equivalent from 
and at) with an average superheat of 100° F.; the feed-water tem- 
perature was 42° F., and the flue gases at fan intake were at 439? F. 
The draught pressure was 1'04 in., CO, 13 to 14 per cent., thickness 
of coal feed, 4 in.; and speed of grate, 4in. per minute. The 
motor, working on both boilers, took 7:56 KW. at 262 B.P.M. ; ; draught, 
0:88 in.; 92 xw. at 330 B. P. u., 120 in.; and 10°8 xw. at 396 B.P.M 
1:6 in. 

Assuming that the maximum temperature of the gases was 
2,300? F., and that the atmospheric temperature was 70? F., the loss 
of heat in the flue gases was 12:5 per cent., and with a draught of 
1:04 in. the fan motor took 8'1 Kw., representing 1:31 per cent. 

A natural-d:aught chimney for the same draught would be 
186 ft. high and 6 ft. in diameter, the flue gases entering it at the 
same temperature as above. 

An economiser could have been installed with advantage with 
the induced-draught system, and the gases could have been reduced 
to 350° F., beyond which the economy is questionable. The fan 
plant is fixed above the back-end of the boilers; it weighs 3 tons, 
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and the chimney, of ;',-in. steel plate, 4 ft. 6 in. in diameter, and 
60 ft. high, weighs over 24 tons. No floor space is occupied, 
whereas the brick chimney would require an external diameter at 
the base of 16 ft., and а total area of 201 sq. ft.—39 per cent. of 
the floor space occupied by the two boilers—and its weight would 
be over 800 tona, exclusive of foundations. 

It is only on steady load that a chimney gives its full efficiency, 
whereas fan draught can be controlled to guit the requirements of 
the moment, and forced in case of emergency. 

The relative costs depend greatly upon the daily length of 
service. Allowing the capital cost of the chimney to be £1,000, 
and of the fan plant £300, the total cost of the former for interest, 
depreciation and maintenance is £90, while these items in the case 
of the latter came to £36. Adding the running costs to the latter, 
the total for 20 hours a day is £159; for 10 hours, £97°5; for five 
hours, £66'8 ; and for 23 hours, £51:4, so that up to about nine hours 
a day the fan is the cheaper. This assumes that the temperature 
of the fluc gases in each case is 439° F.; if the temperature in the 
case of the chimney were 35° F. higher than with induced dranght, 
the extra heat loss would cancel out with the power required to 
drive the fan, and the latter would then always be the cheaper. 

It is essential to economical working that the fan draught and 


the coal feed be kept properly adjusted to the load, especially 
when the load is falling. 


Electric Power for Small Consumers. 


A PAPER on this subject was read at a recent meeting of the 
BIRMINGHAM AND DISTRICT ELECTRIC CLUB, by Mr. Vincent E. 
Walters. 

For the purposes of the paper the term small consumers” was 
taken to mean those whose power installations did not exceed 
50 mH.P.; this arbitrary limit was fixed for the reason that it 
included generally those whom it was most difficult to persuade to 
adopt electric power, partly due to financial reasons, and partly to 
lack of education. The small power-user included, first, shop- 


keepers, such as grocers, barbers, bootmakers, and the like, who 


might require anything between 4 B. H. P. and 5 в.н.Р. Secondly, 
there was the growing use of electric lifts in hotels, office buildings, 
and warehouses. In the case of 15-cwt. goods lift, running on a 
200-volt, 50-cycle single-phase circuit, tested for seven hours, the 
total number of journeys was 128, and the total weight carried was 
30 tons 7 cwt.; the energy consumed amounted to only 24 units, 
costing at 2d. per unit, 5d. -Readings taken over several weeks 
showed that the average cost of energy never exceeded 2s. 6d. per 
week, though its price, 2d. per unit, was.considerably higher than 
could be obtained in many localities.  Thirdly, there was the 
manufacturer requiring anything up to 50 B. H. P., for an immense 
variety of processes, and it was here that electric power met the 
keenest competition. 

The annual bill for electricity, coal, or gas, as the case might be, 
was often the sole basis on which the manufacturer decided his 
method of driving, but the power costs of & factory were in most 
cases small compared with the whole costs and standing charges, 
and a year’s total of this item might be easily exceeded by the 
avoidable losses due to an inadequate output from the plant 
installed. Increased output due to the adoption of the electric 
drive was chietly owing to the fact that an electric motor was run 
at a practically constant speed at all loads within its rated capacity, 
which was not the case with asteam or gas engine. On substitat- 
ing electric motors for a gas engine driving a number of polishing 
bobs, it was found after 18 months’ experience, that work which 
had formerly taken seven days to produce was now done in six 
with the ваше number of machines in use, whilst the bobs lasted 
12 months’ longer with the electric drive than with the gas engine 
drive, ówing to the steadier speed obtained. 

An article in the ELECTRICAL REVIEW а year or so ago gave 
some very pertinent figures relating to a hosiery works, where the 
steadier and more constant speed of the electric drive which 
replaced & gas engine installation, not only produced more even 
and better cloth, but by avoiding breakages caused by excessive 
speed and loss of time due to stoppages to rectify uneven work, 
actually saved a loss of £1,350 per annum, representing the output 
of four frames, which loss was directly traceable to the fluctuating 
speed of the gas engine. | 

Assuming а public supply of electricity at reasonable rates to be 
available, it would be generally found advantageous to make use 
of this ratherthan put down a private power plant, even when the 
installation was of a very extensive character. The chief advan- 
tages obtained by this were as follows :— | 

1. Low capital cost of plant, and consequent reduction of annual 
charges for interest and depreciation. 

2. Saving of space. 

3. Saving of attendance. 

4. Reliability of supoly. 

5. Reduction of rates and insurance premiums, 

That the suction gas engine was bighly economical, was, of course, 
an cstablished fact, and it had its detinite place in isolated districts 
where no public supply was available or where fuel was dear. 
When running on a constant load, where close speed regulation was 
not required, it was probably unrivalled. But such cases were not 
usual, and due allowance in estimating costs must be made for the 
heavy repairs necessitated after a few years’ working in most cases. 
It was very rarely that a shop required its full load continuously, 
and experience had shown that an average load factor for a plant 
of about 40 H.P. was from 'o to 75. Individual motor driving 
under suitable conditions enabled the fullest advantages to be 
derived from the use of electric power both as to economy and 
increased output. 


A suction gas engine had a very small margin of overload, and it 
must be borne in mind when purchasing tbat the continuous full 
load was often much lees than the maximum effective load. 

The fact that the advantages of electric power were largely 
indirect increased the difficulty of persuading the prospective 
customer that it was to his benefit to adopt it. The annual charge 
for energy constituted the bulk of the cost of electric driving, but 
with a suction gas engine and plant, for example, the cost of fuel 
was a relatively small proportion of the total power coste, and it 
was often a difficult matter to drive this home. 7 

There were few towns of any size nowadays where it was not 
possible to obtain motors on hire at a very low rate, the cost of 
fixing and wiring being usually only а comparatively small рет. 
centage of the initial cost of the motor, and for a new plant the 
electric installation would generally involve a much smaller outlay 
than any other form of power. There was no doubt that with 
increased knowledge and use of electricity generally, together 
with the gradual reduction in charges for electrical energy and the 
low cost of apparatus, the small power-user would soon almost 
universally adopt electricity as a motive power, with the greatest 
benefit to himself and his employés, as well as to the general public, 
by making their towns cleaner and healthier. 


Electric Winding. 


Mz. GERALD Нооснуінкег, M. I. E. E., M. I. M. E., read an interesting 
paper before the members of the Sour WALES INSTITUTE oF 
ENGINEERS at Cardiff last week, in which he described the elec- 
trical winding engine at the Maritime pit of the Great Western 
Colliery Co. This is the first electrical winding engine of moderate 
capacity at work in South Wales, and for that matter in the United 
Kingdom, being required to wind 175 tons of coal per hour froma 
depth of 1,110 ft.in 70 winds. Given favourable conditions as to loads, 
depth, and above all, banking conditions, combined witha low price 
for electrical power, it could be showa that electric winding could 
be performed, at least as safely as,and at no greater coat than, with 
steam. Among the points which had altered the conditions in 
favour of electric winding might be mentioned the increasing 
valde of small coal in South Wales and the decreased cost of 
electric power. It was a controversial point as to what price power 
could be supplied at, but he claimed to have obtained figures vary- 
ing between 0°25d. and 04d., including 10 per cent. for 
interest and depreciation with colliery power stations varying 
between 1,000 and 5,000 kw. installed, using coal at 88. 
per ton. Power supply company figures were generally somewhat 
higher, but they might be expected to come down to the figures stated 
in the course of time. As regards the wiuder under notice, the West- 
inghouse system was adopted, whereby a three-phase motor was used, 
capable of being run direct from the maine. The absence of 
recuperative power with this system, was met by an ingeniously 
designed drum, which, if properly handled, stopped without any 
braking being required after the current was cut of. The plant had 
been in continual use for about four months, and the engine had 
proved to be easily able to deal with the requirements. The cost 
of winding at one trial was brought down well under 2:23d. per ton, 
which steam winding would have cost. 


4 


Institution of Eleetrical Engineers, Neweastle-on-Tjne. 


AT the meeting of this Local Section on the 16th ult., Mr. A. L. E. 
Drummond delivered his address as chairman. He gave some 
striking figures as to the growth of the telephone; on the National 
Telephone Co.'s system, he said, there were nearly 1,450 exchanges, 
to which were connected approximately 450,000 stations, working 
on 1,100,000 miles of wire, representing an increase during the 
last five years of 400 exchanges, 170,000 stations, and 653,000 miles 
of wire. On the Post Office system there were approximately 
30,000 stations. According to the Postmaster-General's report for 
the vear ended March 31st, 1908, the number of trunk wire centres 
had increased from 533 to 551, and 342 new trunk circuits had been 
provided during the year, increasing the mileage to 80,000 miles 
of double wire. The conversations on such lines showed an increase 
of 11 per cent. upon the record for the previous year, and the 
average value per call had increased from 5:824, to 5:840. Mr. 
Drummond pointed out the unsatisfactory nature of the flat-rate, 
in view of the rapid increase of the nse of the telephone. The 
National Telephone Co. employed about 18,000 persona, and the 
calls numbeted about 12} millions, without counting trank calle, 
which umounted to about 400,000 calls per week. . 
Referring to the education of electrical engineers, he said that 
the question had always been before them whether it was desirable 
that the budding engineer should devote the early years after leaving 
school to continuing his studies at the college, orshould at once go into 
the shops for practical experience; or whether it would be better that 
some combination of both theoretical and practical training should 
be arranged. It appeared that a happy medium, or a combination, 
would best meet the case. Personally, he considered that the 
employera would best serve their own interests by rearranging the 
present shop hours. If the apprentices who were known to be 
attending classes were allowed some grace in this matter, it would 
be fully appreciated by the lads, and there would not be the present 
waste of time in the morning. He also considered that more direction 
should be given to the atudent as to what course of study was most 
suitable for him. id 
Speaking upon developments in the Tyneside district, he ла) 
there had been а very considerable development in power distrl- 
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bution, and it was gratifying to find that the Carville power station 
at Wallsend was stated to have increased its output fourfold during 
the past four years, and to have now the greatest output of any power 
sation in Europe; and, further, that this station, in conjunction 
with its affiliated concerns, generated about one-quarter of the 
whole of the electricity supplied by public companies in the United 
Kingdom. Further extensions were under construction. This 
power development naturally suggested turbines, and in Newcastle 
all felt a pride in still having amongst them the inventor of the 
most pop turbine of the day. 


Transfurmers: Some Theoretical and Practical 
Considerations. 


By A. P. M. FLEMING and K. M. FAvE-HANSEN, Associate 
Members. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINBERS at Manchester, December 1st, 1908.) 


UnLiKB other classes of electrical machinery, transformer design 
has not settled down to one type. As regards iron loss, regulation 
and efficiency, there is little to choose between the various types 
when correctly designed. The authors have developed for each of 
the standard types a mathematical method of determining the 
cheapest tranaformer ander given conditions, and they give tables 
showing the dimensions of high and low-pressure transformers of the 
four principal types—shell type, rectangalar and circular, and core 
type, with rectangular core and with circular core, The amount 
of material required is practically the same for each type, and the 
cost does not greatly vary. Assuming the transformers to be 
worked at full load, as in power work, and again, designing them 
tohave maximum efficiency at two-thirds full load, as in lighting 
work, the maximum efficiency is about the same in each case, no 
type having any special advantage. The reactance of any type 
depends upon the arrangement of the windings, and can be widely 
varied. 'The proportions of the dimensions may be considerably 
modified without appreciably influencing the price of the active 
material. As regards cooling, by providing special ventilating 
ducts, &c., it is possible to keep any type of transformer cool; in 


Bectanguiar Shel! Туре. 


Rectangular Core Type. 
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Circular Core Туре. 


Fig, 1.—TYPES oF TRANSFORMERS. 


the absence of such provision, the core type offers the best 
facilities for cooling the copper, and especially the circular core 
type. The cooling can be greatly assisted in rectangular designs 
with sandwich windings, by spreading the coils outside the iron. 
The circular shell type is inferior to the ofhers as regards 
the cooling of the copper, but superior as regards the iron. 
In all types the space factor is about the same, except in 
the case of core types with double concentric winding, 
which have a smaller copper space factor than the othere. The 
various types, in general, are practically equal in all respects, 
except that the rectangular shell type shows a slight superiority on 
the whole, 

The demand for high efficiencies compels manufacturers to use 
high space factors, so that the insulation is cut fine, and the 
reliability of the transformer reduced. Modern iron alloys of 
high magnetic qualities have greatly assisted the manufacturer, 
enabling the same maximum efficiency to be obtained with about 
half the original weight. 

Assuming that the cost of tbe alloyed iron is double that of 
Ordinary transformer sbeet-iron, and the loss per 1b. is 60 per cent. 
for the same inducticn and frequency, it is found that whenever the 
size of the transformer is limited by efficiency, it will be of advan- 
tage to use the alloyed iron; this holds good also, though to a less 
degree, when the limit is heating, but the advantage is somewhat 

minished by the increased no-load current. The tendency is for 
the special alloyed iron to bring transformers of much higher 
efficiency and little, if any, higher cost to the front. The con- 


struction and cooling of these is cheaper, as the dimensions and 
losses are smaller. . 

It is often stated that the ideal condition is to obtain the maxi- 
mum all-day efficiency, but this is not correct, as the iron loss is 
constant, but the copper loss is a maximum when the load is maxi- 
mum, во that the unit of copper loss costs more than the unit of 
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iron loss. The accompanying curve shows how the ratio of copper 
loss to iron loss should vary with the load factor, the price curve 
being plotted from figures given in Mr. Snell'a paper of J anuary 
17th, 1908.“ It would, however, be good practice to make the 
ratio smaller than according to this curve; for ordinary voltages 
80 per cent. of the values given is recommended, and for very high 
voltages the ratio should be lower still. 

The most important difference between the various types of 
transformer is the method of cooling; efficient cooling is essentia], 
in order to minimise fire risk, and to prevent deterioration of the 
insulation, ageing of the iron, and increase in copper loss. 

Natural-draught cooling is automatic, but impracticable for 
large outputs; oil-insulated self-cooling transformers can be built 
for very much greater output, and can carry much larger overloads, 
while the insulating materials do not deteriorate so rapidly, and 
high pressures can be safely carried. The economic limit of the 
oil-insulated seif-cooling type is at present about 1,500-2,000 K. v. A. 
at 50 cycles. 

For larger sizes, artificial cooling is necessary. The oil-insulated 
water-cooled type is the most reliable and economical, if ample 
water is available without pumping; otherwise air cooling is 
required. The air-blast type without oil insulation cannot be used 
for high voltage, and if the air blast fails the transformer heats 
rapidly; the oil-insulated type is free from these disadvantages, 
and, owing to the large thermal capacity of the ой], can carry over- 
loads for considerable periods. 

The maximum temperature should not exceed 85° С. for long, 
and therefore the temperature of the surroundings must be kept 
down; transformer chambers containing self-cooling transformers 
should be adequately ventilated— a point which is often overlooked 
even by prominent engineers. 

The durability of the internal ineulation depends on workman- 
ship and the mechanical properties of the materials. In large 
transformers for very high voltages special insulation is required 
for the end turns, unless heavily-insulated choking coils are used 
outside the transformer in series with the high-pressure windings. 

In the case of very high voltages the principal insulation diffi- 
culty is met with in bringing the ends of the conductors out of the 
case; to cope with this, alternate cylinders of insulation and metal 
foil surrounding the terminals have recently been used, forming 
condensers of similar capacity in series, across which the potential 
gradient is uniform. 

Mechanical stresses on the windings must not be ignored; the 
electromagnetic stresses are proportional to the square of the 
current flowing, and on short-circuits they may amount to 10,000 
times the normal stresses. In the case of a 1,200-K.v.4. three-phase 
transformer having a close regulation, the forces tending to displace 
the winding have been calculated to be 2:8 tons for the coil nearest 


to the yoke. The tendency to obtain closer and closer regulation 


increases this danger, besides rendering it more difficult to parallel 
transformers, as a small difference in the ratio will cause heavy 
circulating currents. 

It is very difficult to make oil tanks entirely impervious to oil; 
small transformers can be put in galvanised or enamelled cast-iron 
tanks; larger ones require bheet-iron tanks with soldered joints, or 
boiler-iron tanks riveted and caulked by experts in this work. 

There is little fire risk from the oil used to insulate transformers ; 
but where large quantities of oil are used, the transformers should 
be mounted in separate fire-proof chambers, or means should be 
provided to draw off the oil in case of need. 


® 
Mexico.—The Guadalajara Electric Light and Power Co. 
is goirg to construct a new electric transmission about 130 km. 
(81 miles) long, which will serve asa stand-by in case of accident. 
The cables will be carried on iron standards; sub-stations will be 
erected every 15 km. (about 9 miles).— Board of Trade Journal. 


* ELECTRICAL REVIEW, January 24th, 1905. 
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BUSINESS NOTES. 


Tantalum Lamps for Railways.—Messrs. SIEMENS 
Bros. Dynamo Works, Ltp., of 6, Bath Street, City Road, inform 
us that in June last they fitted up a carriage upon the Great 
Nortbern and City Railway with 15 tantalum lamps; of these, two 
have broken to date, while the remaining 13 have now run for 
2,000 hours without failure or serious decrease in candle-power. 
Out of a large number of lamps used in the stations of this railway, 
75 per cent. have burned for about 2,000 hours, and are etill in use, 
wbile the remaining 25 per cent. (excluding four lamps, which 
broke down throngh mechanical defects), gave an average life of 
1,300 hours. As a result of these tests, the Great Northern and 
City Railway propose to displace their carbon-filament lamps, and 
use tantalum lamps for both train and station lighting. 


Jandus Regenerative Flame Lamps.—We under- 
stand that these lamps can now be supplied adjusted for 10 amperes 
at 55 volts, four in series on 220 volts, &c., enabling open type 
lamps to be replaced without alteration to the wiring. It is stated 
that under the new conditions, none of the usual features of these 
lamps, viz., 70 hours burning with one pair of carbons, high candle 
power, low running coste, &c., will be sacrificed The original 
form of lamp, 5-ampere singly on 100-120, two on 200-250 volts, &c., 
which bas proved co successful, will still be supplied. Full details 
wil be supplied by the sole agents for the Jandus Co., MESSRS. 
DRAKE & GonBaAM, LTD., 66, Victoria Street, London, S. W. 


Consular Notes.— Italy.—The Austrian Consul at 
Naples, in a recent report, states that eteam engines and boilers 
are now being built in Italy, and the demand for the latter from 
abroad has almost disappeared. Steam engines are still imported 


from Switzerland and Great Britain and semi-stationary locomobiles , 


from Germany. The introduction of suction gae engines has almost 
eliminated the use of steam engines and locomobiles in industrial 
enterprises. Suction gas engines are built by a few large firms in 
Italy, but they are alsoimported from Great Britain, Switzerland and 
Germany. Petroleum and benzine motors are imported from Great 
Britain, United States, Germany, but only in small quantities as 
yet; the demand may, however, increase ав a result of the reduction 
of duty on petroleum. Steam pumps are imported from Great 
Britain and Germany, mills from Switzerland, Germany and 
Hungary. The production of these in Italy is on the 
increase. Machine tcols are imported chiefly from Germany, 
both for metal and w. od working. А few are also imported 
from the United States, but the importation from Great 
Britain is decreasing. Electrical machines are imported 
chiefly from Germany, but the home industry is developing. The 
sale of machines of foreign construction is carried on, as a rule, 
through agents, who buy for their own account, and sell to the con- 
sumer. Bosiness during 1907 was very satisfactory. The national- 
isation of the railways bas had a very favourable influence not only 
on the trade in machines, but also in supplies for railway con- 
struction, &c. 


Spain.—The British Consul at Bilboa, in а recent report, states 
that there is an important factory situated in Bilbao for the build- 
ing of railway trucks, which supplies most of the Spanish railways. 
This factory also constructs a certain number of passenger carriages. 
Formerly the wheels and axles for this factory were obtained in 
the United Kingdom, but recently they have been purchased in 
Belgium. The Construcciones Metalicas Co. own large works at 
Beasain (province of Quipuzcoa) ; they make railway wagons, tram- 
way cars, wheels, axles, and springs for railway and mining wagons, 
and do general foundry work. They employ about 850 men. A 
firm at Pasajes have also erected a factory for carriage and wagon 
springs, but so far they employ only about 35 men. The machinery 
trade during 1907 was adversely affected by the depression in the iron 
ore market, and it is said that very few good orders were booked. 
One important British firm of machinery makers has a branch estab- 
lishment in Bilbao, and several other British manufacturers are 
represented by agents who have showrooms under their respective 
names, and carry stocks of Britieh, as well as foreign-made, 
machinery and accessories. 9,249 tons of rails were exported to 
Mexico during 1907. A Spanish firm were successful tenderers for 
the supply of some 22,000 tons of rails to tbe Turkish Government 
for the Haifa railway. The same tirm have also contracted to 
deliver some 5,200 tons of rails and fishplates for a railway in 
Finland. 

All the electric lighting companies in Bilbao and neighbourhood, 
with the exception of the Co-operativa Electrica (with 1,500 con- 
sumers) have united as one company under the name of Union 
Electrica Vizcaina with a capital of 18,0: 0,000 pesetas, of which 
16,000,000 pesetas bave been iesued. It is said that one of the 
fundamental conditions in the formation of this compar y is that 
they will supply both power and light st prices which are not to 
exceed those at present ruling, viz, 50 cents per unit. The Hidro 
Electrica Iberica Co. supply power at the following prices :— 


24 hours’ daily supply (Sundays excepted) 300 pesctas per н.р. 
per annum. . 

12 hours’ daily supply, 200 pesetas рег н P. per annum. 

24 hours’ daily supply (during nine winter months), 17 pesetas 
per H.P. per month. 


These prices are for minimum supplies of 100 н.р. If smaller 
quantities cf power are required, an extra 50 peretas per H P. per 


annum is charged. In June, 1908, new works for supplying electric 
light and power to Santander were completed. 'The Consul has 
learn.d that à Glasgow firm have just completed (July, 1908) the 
erection of an electric power station of 300 to 400 B. p. at their iron 
mines situated at Camargo, near Bantander, to be used for washing 
ore, haulage, and lighting purposes. The machinery has been 
supplied by another Glasgow firm. In the north of Spain buyen 
are 80 accustomed to deal with German and Swiss firms only in the 
electrical machinery trade, that it is difficult to make them believe 
that similar goods are manufactured in the United Kingdom, and 
the only practical way for securing any share of this trade is for 
British firms to combine to open branches in Spain carrying repre- 
sentative stocks and with a staff of technical experts who can speak 
Spanish. The Consul's opinion is that the electrical machinery 
and motor trade in Spain posseeses considerable potentialities, but 
British industry must adopt aggressive tactics to derive advantage 
from them. The Bilbao Tramway Co., a Belgian firm, are erecting 
a large power station at Burcena (on the bank of the Bilbao River). 
The machinery comprises two steam turbine sets of about 2,600 mp. 
each, with Babcock boilers. The tramway company have agreed to 
sell power to the Hidro Electrica Co. during the summer months 
from the Burcena station at 7 cents. per Kw. per hour, whilst in the 
winter months, when the latter compsny have abundant supply from 
their waterfalls, the tramway. company will purchase from the Hidro 
Electrica at 44 cents per Ew. per hour. 

The Austrian Consul at Barcelona reports that the Socie- 
dad la Industria Electrica has recently been formed in Bilbao, 
and proposes to establish works for the production of incan- 
descent electric lamps. The works are to be fitted up with 
the most modern machinery and appliances. The daily pro- 
duction of this company is fixed at 600 to 1,000 lamps, bat the 
works are designed to admit of an output of 5,000 lamps, This 
factory is the fourth of its kind to be established in Spain. 


Dissolutions and Liquidations.—In the Isle of Man 
Chavcery Court last week, Mr. W. H. Walker, of Liverpool, 
liquidator of the Isle of Man Tramways and Electric Power Co, 
Ltd., applied to have his accounts passed. It was stated that 
dividends of 13a. 62'd. had been paid to the ordinary creditors, and 
there remained in band 19s. 2d., the amount of unclaimed dividends. 
The Judge directed that these unclaimed dividends should be 
posted to the creditors concerned, and gave instructions as to 
notices of a petition for the dissolution of the company, the 
petition being adjourned for a fortnight. 


Мотсл TELEPHONE Co., LrD.—4A meeting is to be held at 6, 
Booth Street, Manchester, on January 5th, to bear an account of the 
winding-up from the liquidators, Messrs. W. Thomson and 
F. Scott. 

Messrs, Townson, CHADWICK & Co., mechanical and electrical 
engineers, 118, Bark Street, Bolton.— Messrs. E. Townson and A. 
Chadwick have dis-olved partnership. Messrs. Harper, Pilling and 
Harper, 23, Acresfield, Bolton, will attend to debts. 


South America.—The Demerara Chronicle draws 
attention to a report made by the special agent, Mr. Charles Pepper, 
to the United States Department. of Commerce and Labour. The 
report deals with the foreign trade of Peru, Ecuador, Chile, and 
Bolivia, and draws attention to the fact that the natural conditiors 
of these countries do not favour the establishment of industries on 
a large ecale, во that they will be always buyers of manufactored 
articles. The largest market is for railway material and minn 
machinery, but there is also a growing trade in electri 
apparatus, 


Bankruptcy Proceedings.—E. P. OLIVER, electrical 
engineer (now or lately carrying on business as Newington, Priddle 
and Co.), 50, Great Sutton Street, Goswell Road, E.C.— December 
19th is the last day for the receipt of proofs for intended dividend. 
Trustee, G. W. Chapman, Official Receiver, Bankruptcy Buildings, 
Carey Street, W. O. 


Lamp Prices. —TuE ЅсхвкАм Lamp Co., Lro., have 
issued under date December let a circular announcing reductions in 
the list prices of their metal filament lamps, instead of the increased 
trade discounts recently advised. 


Trade Announcements.—Mr. A. TERRY, of 93, 
Leadenhall Street, E.C., who is the sole British agent for the 
Mannheim India-Rubber, Gutta-Percha and Asbestos Works Co., Ltd, 
has recently returned from a visit to the works, where he found 
company's business greatly on the increase. Considerable enlarge 
mente and improvements are being made in the ebonite department, 
and these will be completed in January. 


Mrssrs. Buacknurn & LAVYLAND, electrical engineers, have 
opened premises in Standishgate, Wigan. 


Fittings Competition. — 4 competition, open to Italian 
firms and to foreign firme having branches or agents in Italy, bas 
been arranged for the design, supply and installation of the ornai 
mental electric light боі ре required for the new Palazzo 
Giustizia, Rome. Designs must be forwarded before February 8th 
to the Ingegnere Capo, Ufticio del Genio Civile, Rome, from whom 
further details may be obtained. A second and similar competition, 
returnable by January 24th, relates to the supply of us 
lines, lamps, &c., for the like service, 
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Catalogues and Lists.—Messrs. Stewarts & LLOYDS, 
Lrp., 41, Oswald Street, Glasgow.—Circular giving a schedule of 
sises of British standard pipe threads for iron and steel pipes and tubes 
authorised by the British Engineering Standards Committee, and 
announcing that from January 186 next tubes and fittings will be 
screwed British standard threads when «o ordered by customers, and 
from July 1st, 1909, unless otherwise ordered. 

Tum Davis Er£gcTBICAL Co., Lrp., 17, Moor Street, Cambridge 
Circus, W.—Leaflet setting out prices of their Waltham auto- 
transformers for use with metallic-filament lamps. 

Messrs. Best & LLOYD, Cambray Works, Handsworth, Birming- 
ham.—New catalogue, No. 68, of electric light fittings and 
accessories. It is in every way an excellent production, consisting 
of 190 large pages (art paper) wherein manifold illustrations appear 
of all classes and styles of fittings. A special effort has been 
made to ensure the comprehensiveness of the catalogue, and it 
certainly contains fittings of types suitable for all tastes Adams, 
Louis XV and XVI, Sheraton, Georgian, Empire and Rcgence— 
but in addition to all of these, special designs are drawn up for 
special purposes. The catalogue starts off with such amall details 
as lampholders, candle lamps, and switch-covers, and an ample 
selection of brackets, some simple, some elaborately ornate, leads 
on to table, desk, newel and tloor standards, drop pendants, hall and 
vestibule lanterns, bedroom pendants, shade lights, and many 
admirable examples of suspension fittings, and electroliers, as well 
аа ceiling fittings, ‘Surprise and billiard pendants. (iisss shades 
and shadeholders, together with indexes, complete the contents of a 
catalogue which will be very serviceable to contractors and the 
trade generally. 

Messrs. JOHNSON & Рнилтрв, LTD., Charlton.— Leaflet X," 
illustrating and giving prices and other data concerning their 
voltage transformers for metallic-filament lamps, and including 
particulars of Osram lamps, and adaptors and galleries for same ; 
also leaflet “D” dealing with their alternators, exciters and 
regulators, and giving prices for single, two and three-phase 
alternators at various speeds and voltages. 

Мұѕ585. Davip Brown & Sons (HupDERSFIELD), Lrp., Park 
Gear Works, Lockwood, Hudderstield.—Twelve-page pamphlet 
containing a description of Spence's patent Centrip gear, which is 
& totally enclosed double reduction gear with straight line trans- 
mission, and consists of a pinion gearing with three spur wheels 
placed concentrically round it and equi-dirtant from one another, 
these being keyed to shafts, on each of which is also fixed a pinion 
which gears with a spur wheel, whose axis is in line with that of 
the first pinion. Some fine half-tone views are included. 


THE UNIVERSAL ELECTRICAL MaNUrACTUBING Co., 14, Station 
Parade, (Jceen’s Road, Peckbam.— Illustrated catalogue consisting 
of a number of descriptive lists of their switchboards and switch- 
gear, ironclad switches and fuses, also their flame arc lamp and a 
new single enclosed arc lamp, arc lamp accessories, street lighting 
fittings, switch and feeder pillars, &c. In nearly every case one 
side of each sheet contains the descriptive particulare, the other 
giving price information in clear tabulated form. 


Mn. G. Bravig, 8, Lambeth Hill, London, E.C.—A number of 


leaflets describing various novelties, including multiple electric 
sign switches, speed meters, wire measuring apparatus, hot-wire 
and change-over switches, also light and dark switches for electric 
advertising signs, Veritas“ double time meters, &c. 


THe ELECTRICAL Co, Ltp., 121-5, Charing Cross Road, W.C.— 
Illustrated lists giving particulars of tbe “AEG.” Sunshine 
flame arc lamps and their new 3-ampere Nernst lamps, with prices 
clearly shown in red. Ы 

Messrs. ManrrLrs, Leach & Co, Lro, Adnil Building, 
Artillery Lane, E.C.—Illustrated leaflet describing the Adnil” 
Мы generator, and thcir loud-speaking telephone with hooter 
cal]. 

Мв. G. Würnnick, Norfolk Street, W.C.— Lists tabulating sizes, 
prices, &c., of Oerlikon three-phase enclosed squirrel-cage motors 
of from 1 to 8 н.р. and 9—55 Н.Р. 

CAMBBIDGE SCIENTIFIC INSTRUMENT Co., LTD, Cambridge. — 
Leaflet containing an illustrated description of the Weston normal 
cell which was recommended by the recent Electrical Units Con- 
ference вв a standard of electric pressure for the measurement of 
both E. . F. and current. 

Messrs. Mavon & Courson, LTD., 47, King Street, Mile End, 
Glasgow.— This ів a 16-page catalogue with excellent views, printed 
On art paper, together with descriptive information concerning the 
firm's three-phase generators and motors. Sizes, speeds, capacities, 
reference numbers, and prices are tabulated. A special table of 
prices of motor accessories, also a page devoted to dimensions and 
weights, are followed with details of the“ Spinner motor. 


A Wimbledon Contract.—An arrangement has been 
arrived at with regard to the difference with Mrssns. JANES 
How RN & Co., LTD., respecting the amount of pipework included 
in their tender for tte supply of a Zoelly turbine, &c., accepted by 
the Electricity Committee. At the last meeting of the Com- 
mittee, however, the town clerk announced that the contract 
between the firm and the Corporation for a 1,000-Kw. turbo- 
alternator had not yet been executed. The firm alleged that they 
tendered for a Howden-Zoelly turbine of 1,465 B. H. P., while the 
engineer contended that the arrangement was to supply a turbine 
of 3.000- B. H. P., similar to that erected by the compar y at the Powell 
Doffryn Collieries, and which was intpected by a sub-committee 
last March. Some correspondence between the company and the 
engineer was submitted, Further consideration of tbe matter bas 
been deferred, 


LIGHTING and POWER NOTES. 


Atherton.—At a meeting of the District Council held on 
Wednesday last week a new draft agreement with the Lancashire 


- United Tramways Co. for a supply of electricity was submitted, and 


subject to certain modifications, it was approved. 


Bath.—The B. of T. has decided not to sanction the 
transfer of the Corporation electrical undertaking to the proposed 
Bath and District Electric Supply Co. 


Barrow-in-Furness.— Messrs. Cands’ Furness Foundry 
and Engineering Works are to be electrically driven from the Cor- 
poration mains, which will be extended at a ccst of £400. The 
revenue is estimated at £250-£350 per annum. 


Beckenham.— The growing use of metallic-filament 
lamps has led the Council to consider the advisability of increasing 
the charge for electricity (at present there is a flat rate of 5d. per 
unit), owi: р to reduction in the current consumed. It has, how- 
ever, decided for the present only to intimate to consumers who 
have elected to change over to high efficiency lamps, that if in 
consequence of the introduction of these lamps the revenve is in- 
sufficient to enable the Council to carrv on the undertaking witbout 
loss, the price may be increased. Free wired” customers are to 
be allowed to have transformers installed and their premises fitted 
with high «fficiencv lamps (the latter at their own cost) on payment 
of a fixed charge of 2s. per lamp per annum. 

A conference has been arranged between the Council's engineer 
and the South Metropolitan Electric Light.and Power Co., at the 
suggestion of the latter, with a view to arrangements for linking up. 


Bermuda.—The Bermuda Electric Light, Power and 
Traction Co. intends to quadruple tbe plant it is now employing. 
This expansion of the company's machinery will enable it to meet 
all wants in the immediate future. Should the Corporation of 
Hamilton decide in favour of introducing electricity as the illu- 
minant of the streets a further increase of plant will be necessary. 
A Committee of the Corporation now has the matter of electric 
lighting of streets under consideration.— Royal Gazette. 


Bromley.—It has been laid down as a principle that 
(house ?) transformers are to be installed under conditions which 
bind the applicant to accept whatever decision the Council come to 
in the matter of revised charges. 


Buncrana (Co. Donegal).—As а result of the new 
Patents Act, negotiations are now pending between a German 
manufacturing firm of electrical specialities and some local land- 
owners with a view to establishing works in this locality. 


Burnley.—At a recent T.C. meeting, objection was 
raised, that in spite of the disapproval of the Council, a number of 
wattmeters for tramway cars had been ordered. The chairman of 
the Tramways Committee said they had no means of checking the 
consumption of electricity, tor which they paid £14,323 a year, and 
he agreed with the manager that they ought to bave those meters. 
The chairman of the Electricity Committee stated, in regard to 
the jealousy which seemed to exist between the two Committees, 
that he offered on behalf of his Commi tee, if the Tramways Com- 
mittee would not spend £250 on wattmeters, to institute duplicate 


meters. 


Continental Notes.—Spain.—A twofold project for 
utilising the water-power in the rivers flowing from the Pyrenees 
in the Province of Arragon is announced, and application for a 
concession has already been made by an eminent Spanish engineer, 
Don Felipe Mora y Ova. One portion of the project is to take 
advantage of the irregularities of the ground between the Pino and 
Del Fraile waterfalls on the Caldarea River and to create, by 
means of a canal 1,787 metres long,an artificial fall of 400 metres, 
furnishing an estimated power of 8,000 нр. A further 2,000 н.р. 
is to be obtained from the Arboala Mayor and Brazato torrents. 
It is proposed to install in the power house three sets of 3,000-н.р. 
turbines and alternators, and two sets of 2,000 H P., опе of each 
group being held in reserve. The second portion of the project 
proposes to tap the Caldarea at Tanticosa for a further 5,000 H. P. 
The current generated will be transmitted to a distributing 
station to be erected at Sabinánirgo, and will be available for 
industrial users over a wide area, as well as for the working of a 
projected railway tc the French frontier viá Cauteret and Sallerit. 

In an interesting article on the water-power resources of Spain, 
Senor Carballo, an official of the Telegray h Department, points out, 
in the Boletin de la Union Electrica Espanola, tuat, while Spain only 
utilises some 80,000 H.P. from small bydro-electric stations of 100 to 
200 H.P. on rivers like the Tajo, the Ebro, the Guadalquivir and 
others, there is available upwards of 5,000,000 н.р throughout the 


` peninsula. He estimates that the Ebro can furnish 1,130,000 E. P.; 


the Duero, 900,060 H.P.; the Guadalquivir, 750,000 H.P.; the Tajo, 
700,000 н.р. ; the Guadina, 370,000 H. p.; the Mino, 250,000 E P.; 
the Jucar, 190,000 H.; the Segura, 110,000 H.P.; and smaller 
rivers, 600,000 н.р. The value of this, on the basis of borse-power 
generated by coal, is 12,000,UC0 pesetas a day, or 3,600 million 
pesetas a year. These hydraulic resources, it points out, are vastly 
superior to those of England and Germany, whose industrial 
supremacy has been built up on their coal mines, the eventual 
exhauttion of which will open cut a future for lands like Spain, 
abundantly dowered by Nature with a wealth of bydraulic power. 
The first three-phase high-pressure cables, for underground work, 
manufactured in Spain, have just been turned out by the local fizm 
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of Pirelli у Ca. They are intended for the transmission of elec- 
trical energy from the falls of Bolarque to Madrid. . 

SwEDEN.—An English compsny—the Kellner-Partington Co., 
Ltd.—says Ajfarsvariden, has bought the majority of the shares 
in the Forshaga Sulphite Co., the capital of which is 1,806,000 kr. 
By the previous acquisition of the majority of the shares in the 
Molnbacka-Trysil, the Frykefors, the Edsvalla Bruk, and the 
Degerfors companies, the English company has become the holder 
of immense forests tracts in Varmland with abundant water-power 
for the developments of its many interests. 

The Government has ordered the new Water Board to institute 
inquiries as to the possibility of utilising for industrial purposes 
the waterfalls belonging to the State within the water sheds of the 
Torne, Kalix, and Lule rivers. 

The Trollbitte Kanal och Vattenverk has placed with the 
'Allmiinna Svenska Elektriska Aktiebolag in Vasteriis the orders for 
a portion of the transformersand the whole of the instrument equip- 
ment for the power station at Trollhüttan, and the same manufac- 
turera have received the orders for nearly the whole of the equipment 
of the great transformer station at Göteborg. The orders total to 
about 700,000 kr. : 

ITALY.— The Societa Elettrica della Sicilia Orientale has obtained 
a concession to take water from the Casseble for a hydro-electric 
station, which will supply energy for the working of electric tram- 
ways in Syracuse and its neighbourhood, as well as motive power 
for industrial users. The plant is designed to supply 5,000 B. P., at 
an outlay of under 20 million lire. - 

It bas been decided to construct an important electric station at 
Cape Volturo for the transmission of energy to Naples for Industrial 
purposes, Thestation will be situated about 90 km. from Neples ; a 
fall of 210 metres will be created on thé River Volturno, yielding 
16,000 н.р. Estimates place the cost of the scheme at 7,900,000 lire, 
half of which stands for the hydraulic works and piping, and the 
other half for the electrical machinery and the transmission lines. 

Following in the wake of other Governments, that of Italy is 
preparing legislation to preserve its water resources, A draft bill 
has been prepared for presentation to Parliament giving tbe 
Government powers to control the mountain springs and lakes which 
feed the great rivers. Of the possibly utilisable 2,000,000 H. P. 
possessed by Italy, only about 700,000 K. P. is as yet appropriated in 
schemes executed or projected. 

GERMANY.—A Berlin company bas decided to set up a large 
central station on the Torfmoor near Ummern, to supply energy 
fcr lighting and power purposes to 19 townships in the districts of 
Celle, Isenhagen, and Gifborn. 

A number of landowners from the Luebeck, Holatein and 
Mecklenburg districts, bave formed a committee, under the 
auspices of the Luebecker Industrie-Verein, with the purpose of 
establishing a large central station, which will supply a radius of 
25 kilometres. 

SwitZERLAND.—The Government authorities of the Canton of 
Zurich are forming a company,“ styled the Elektricitätswerke des 
Kantons Zurich, whose object is the installing and working of 
electrical undertakings for the distribution of electrical energy at 
a cheap rate; also the participation in other undertakings with 
a similar object. The new company is regarded as an independent 
State enterprise, which is to be self-supporting ; but it is not pre- 
cluded from obtaining subsidies for the realisation of its schemes, 
which subsidies must be re-paid out of profits, The outlays for the 
constitution of the company, and for the construction, working, 
and upkeep of its various schemes are to be voted by the cantonal 
Council, from funds lent at interest by the State. The Council 
will likewise exercise supervision over the company’s operations 
and receive its yearly reports and statements of accounts. 

The increase in water-power concessions in a single Swiss canton 


in the past decade is shown by official figures just publisbed. In ' 


1595 the Valais canton council made its first grant of a fall of 
5,000 н.р. to the Wiege - Zermatt railway. Two years later the grants 
totalled 47,500 н.г. 1а subsequent years these figures were exceeded 
by 10,000 н.р. to 15,000 н.р. а year, until 1905, when they reached 
102,250 n.r. for that year. In the following year they jumped to 
136,050 н.р. The grants are all for a period of 100 years. 

France —From statistica recently compiled it appears that 
while in 1900 the number of French towns lit by electricity totalled 
818, as against 1,032 using gas and eight acetylene, in 1908 elec- 
tricity was uscd in 2,912 towns, gas іп 1,250 and acetylene in 180. 
The remarkable progress of electricity thus shown is due to the 
development of long-distance transmissions from hydro electric 
works. The latter in 1908, according to the figures supplied by 
the Union des Syudivate d'Electrieité, formed 63 per cent. of the 
tot al. 


Cork.—At the meeting of the B. of G. last week, 
n report oa the lighting of the Union was submitted, which showed 
that gas lighting cost over £700 perannum. There were six gas 
stoves and six 13-burners. Taking the lighting at £080 per annum, 


it worked out at £1 43, 7d. per lamp. A mot ion to advertise for 


tenders to light the house cither by gas or electricity was lost by a 
majority. 


Darwep.—The L. G. B. has sanctioned the borrowing of 
three sums of £2,960, £460 and £637, for electrical purposes, by 
the T.C. 


pareham.— The U.D.C. has received from the L.G.B. 
sanction to a loan of £10,000 for E. I. purposes, £8,350 being for 
new buildings and generating plant, £150 for public lighting, £450 
for engineers’ fees, £439 for mains, 4229 for house services and 
transformers, and £100 for meters. The Council expect to realise 
about 4750 by the sule of existing plant. 
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Friern Barnet.—The local Tradesmen’s Association has 
been informed by the U.D.C. that that body does not propose to 
take any steps towards the electric lighting of the district. 


Haslingden.—The T.C. has decided to apply to the 
B. of T. for an extension of time for carrying out the E.L. Order, 
1899. In the meantime the Council is to be advised by an expert 
on the question of obtaining electricity in bulk from either 
Accrington or Rawtenstall, together with а report as to the cost of 
the Council’s own installation. 


Hereford.—The T.C. has decided to apply to the L.G.B. 
for a loan of £8,000 for the following purposes :—Excess expendi- 
ture on machinery account, £1,652 ; ditto on mains account, £648 ; 
water-cooling and induced draught plant, £300; services, £1,500; 
cable extensions, £3,219 108.; contingencies, £680 10s. 


Herne Bay.—The U.D.C. has appointed Messrs. Lacey, 
Sillar & Leigh, Westminster, to prepare a preliminary report upon 
the proposed electric light scheme, at a fee of 20 guineas. 


Hessle.—The U.D.C. is negotiating with its large 
neighbour Hull, with a view to obtaining a supply of electricity in 
the area. The Council has obtained a prov, order for electricity 


supply, and the Hull Corporation has been asked its terms to take 
over the order. 


Leigh.—From January 1st next the electricity consumed 
by the several departments of the Corporation is to be charged for 
at the ваше rates as are charged to other consumers. 


London,—Crry or Гохрох Unron.—Mr. Adrian 
Collins has reported upon the cost and efficiency of the present 
electric light installation at the offices of the Workhouse, and the 
work is to be renovated, under Mr. Collins's supervision. 

F'ULHAM.— The electrical engineer has been instructed to proceed 

as soon as possible with the necessary work for alterations to exist- 
ing brackets and fixing new lamps, at an estimated cost of £43 158. 
The work is to becarried out in connection with the conversion of 
the street lamps from carbon filament to Osram, and for this а 
tender has been accepted, as reported in another colamn. 
- Barrersea.—The Electrical Trades Union has asked the Council 
to consider the advisability of substituting electric light for gas ia 
all its depots. The consideration of the matter has been adjourned 
until the annual estimates are brought up. 

WooLwIOH.—Application is to be made to the L. C. O. by the B.C. 
for sanction to borrow, and for them to advance, £3,820 to cover the 
two large extensions of mains which have been carried out in 
Court Road and New Eltham, repayable on the annuity system 
over & period of 30 years. 

MARYLEBONE.— With regard to the proposal by the Electric 
Light Committee of the B.C. to light certain of the ordinary street 
lamps within the borough by means of electricity in the place of 
gas now in use, the Council, at its meeting on December 3%, 
decided to accept the offer of the Committee to light the 
1,964 lamps in those streets where electric mains are now 
laid, the existing lamp standards and lanterns being utilised, 
at a lighting and maintenance cost of £8,650 per annum, 
compared with £8,818, the amount paid for gas lighting. In the 
process of conversion, the interest and sinking fund charges on tbe 
cost of which are included in the above amount, 1,114 single burner 
lamps will be installed, with one 50.0. p. tungsten lamp, 827 double, 
with two 40-с.р., and 23 triple, with three 40-с.р., which will give 
an average light 2 per cent. greater than that now shown by 
photometric test to be actually obtained from the system at present 
in vogue. 

SoUTIIwaBRK.— The Electric Light Committee has been authorised 
to expend a further sum of £100 in wiring consumers’ premises, Up 
to March 3186 next. The Committee reported that the scheme раз 
now bad a good start, and shows satisfactory resulte. The amount 
expended in any of the following years need not exceed the amount 
annually written off for depreciation, which will keep the actual 
capital invested in this particular branch of the business at about 
£1,000. 

L.C.C.—At the mecting on Tuesday, the LC. C. resolved to lend 
45,900 to the Hampstead BC. for transformers and switchgear, 
mains and house services, aud £9,500 to the Stepney B.C. in con 
nection with the erection of a generating station. 

Ciry.—A movement ів on foot to invite another electric supply 
company to compete with the two existing suppliers in the City area. 
It is suggested that the linking-up proposals may end in increas 
prices. The Corporation has the right to purchase the Charing 
Cross City undertaking in 1914. 


P 
Lowestoft.—The T.C. has decided to apply to the L.G.B. 
for sanction to borrow £2,000 for additional service outlay for 
electric lighting. 


Maidenhead.— The T.C. bas applied to the L. G. B. for 
a loan of £3,500 for the installation of a 100-K W. direct Diesel 
engine-driven generator, with switchgear, pump, tanks, &c., and for 
the extension of the engiue room, &c. 


Middlesbrough.—As an experiment, the T.C. рав 
decided to light Corporation Road with arc lamps, and the сові 
will be compared with that of gas illumination. The obarze is 0 
be 418 per lamp per annum. 


Midhurst.—The Ilindhead and District E.L. Co. i 
informed the R.D.C. that it intends applying for power to pud 
energy in the parishes of Fernhurst, Linchmere, and Not 
Ambersham. The Council has decided to agree to this on condition 
that the mains are laid within five years. 
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Newport (Mon.).— The T. C. has applied to the L. G. B. 
for a loan of 42,762 for plant at the electricity works; also for 
£1,500 for meters. 


Northwood.—At the last meeting of the U. D. C. a peti- 
tion, to which were attached 100 signatures, was submitted, stating 
that the time had arrived when a scheme for public lighting should 
be adopted. 


Oulton Broad.—The U.D.C. has requested the E.L. 
Committee to considered wbat steps can be taken to carry into 
effect tbe powers now vested in the Council under the prov. order 
for E.L. | 


Penmaenmawr.—The B. of T. has recently asked the 
U. D. O. what steps are being faken to carry out the E.L. order 
granted some years ago, and it has been decided that tbe clerk 
shall report as to the position of the Council and the Power Co. in 
the matter. 


Rawtenstall.—The L.G.B. has forwarded to the T.C. 
sanction to a loan of £33,800 for the erection of an electricity 
station, &c. 


Rotherha.n.—The electrical engineer to the T.C. is 
to prepare a report as to the cost of extending the cables to 
Wincobank, the probable revenue to be derived by so doing, and 
the financial result of supplying energy to persons in that district 
direct from the generating station, also the cost of erecting a plant 
in кты ы of the boreugh with the estimated revenue and financial 
result. 


South Africa.—UITENHAdE (CAPE CoOLON Y). — The 
T. C. bas provisionally accepted the electric lighting scheme of the 
General Electric Co., of London. The matter has still to be sub- 
mitted to the ratepayers for approval. 


Sowerby Bridge.—It was announced at a meeting of the 
U.D.C. on December 2nd that the Yorkshire Electrical Distribution 
Co. would be in a position to take up the Council’s E.L. order early 
next year. 


Spalding.—The В. of T. has informed the U.D.C. that 
the question of revoking the E.L. order will be deferred for 
another year, but if nothing bas been done at the end of that 
period to carry out the proposed works, the order will be revoked 
without further notice. 


Swansea.—The E.L. and Tramways Committee of the 
T.C. has decided to pay id. instead of }d. per unit for electricity 
generated by the Streets Committee at the refuse destructor. ў 


Walmer.—Replying to the request of the В. of Т. for 
information as to what had been done to carry out the E.L. order, 
the U.D.C. bas stated that owing to the present depression 
it had not been found practicable to carry out the scheme. The 
Council aeked for the order to remain in force another year. 


West Ham.—As the existing contracts with the gas 
companies for street lighting will shortly expire, the Electrical 
Committee is to be authorised to submit an estimate in competition 
with the gas companies. A special agreement has been concluded 
by the electrical engineer with Messrs. H. Tate & Son. Ltd., of 
Silvertown, for the supply of energy for five.years. The Electrical 
Committee has again had under consideration the matter of the 
L.G.B. inquiry which was adjourned by the Inspector (Mr. Hooper) 
because the representatives of the Council declined to give infor- 
mation as to the terms on which it supplied energy to certain large 
power consumers. The Committee has decided that the Council 
still decline to produce the contracts, and has authorised the town 
Clerk to take such steps as he considers necessary to protect the 
Council's interests. , 


Yarmouth.—The T.C. has received the sanction of the 
L.G.B. to the borrowing of £2,000 for additional mains for the 
electricity undertaking. 


TRAMWAY and RAILWAY NOTES. 


Birmingham.—The В. of T. is fo be asked to sanction 
the borrowing by the Т.С. of £92,047 for the reconstruction and 
construction of tramways; £38,353 is for street widenings. 


British Guiana.—The Demerara Argosy of November 
13th states that Messrs. E. R. Davson and E. G. Braddon are 
negotiating with the British Guiana Government for the opening 
up of the Essequibo District by the construction of railways and 
other means of transport. 


Burnley.—The Tramways Committee has agreed upon 
draft clausea to be inserted in an order which the promoters of the 
Blackburn, Whalley and Padibam Light Railway Order, 1901, are 
promoting to revive powers. "These clauses provide that Padibam 
Council may, within six months from the expiration of the 
Corporation's lease of tramways in the Padibam district, eive 
notice requiring the light railway company to sellto it that portion 
of the undertaking within the district, At & meeting of the Council 
last week, the town clerk said the altered clauses prejudicially 
affected Burnley, and the Town Council has decided to appeal to the 
Commissioners. | 


Continental Notes.— Huncary.— According to a 
recent statement of the Hungarian Minister of Commerce, it is 
intended to carry out the electrification of the whole of the 
existing tramway system of Buda Pest, in the course of the coming 
year. , 

FgamcE.—The Compagnie des Tramways de Tours proposes to 
electrify the tramway lines radiating from this town to Luynes, 
Fondettes and Vouvray, and to lay a new line to Pont-Oher. For 
this purpose it has applied to the department for advances, 
totalling 1,130,000 fr., and a subvention of 30,000 fr., the latter to 
be paid jointlv by the Communal Councils of Tours and Joué. 

The Paris Metropolitan Railway provides excitement ef an un- 
usual kind. Recently a fox escaped from the Zoological Gardens, 
and took refuge in one of the Metropolitan stations; 10 dogs which 
joined in the chase got upon the track, seven of them being 
electrocuted before tbe fox could be captured. - 

The 20-н.р. Balachowsky - Caire petrol - electric motor - car 
which was described in the ELECTRICAL REVIEW about a year 
ago, recently made a successful journey from Paris to Milan, an 
average speed of about 25 miles per hour being maintained. 

ITALY.— The extensive railway concession which the Societi 
Tranvia Vicentile has in hand, comprising six lines of a total 
length of 139°6 km., and estimated to cost 2,890,811 lire, is now in 
a fair way of realisation, the Provincial Council having consented 
to grant the subsidies asked for. The network is to be completed 
sectionally within a period of seven years. 

SiciLX.—La Societa Elettrica delle Sicilia Orientale has secured 
& concession to put down a plant to utilise the water-power of the 
River Casseble in the generation of electrical energy for the opera- 
tion of the tramways in Siracusa. 


Conway.—A letter was read at a recent Council 
meeting, in which the Llandudno and District Electric Construction 
Co. expressed its inahility to make any statement with reeard to 
the extension of the electric tramway from Llandudno West Shore 
to Deganwy. The opinion was expressed by members that it was 
unfair of the company to delay the construction of that part of the 
line, taking into consideration that the T.C. bad, from the very 
beginning of the scheme, refrained from putting any obstacle in the 
way of the different companies. Eventually the matter was 
deferred with a view to seeing what pressure could be brought to 
bear on the company to carry out its obligation. 


Glasgow.—Opposition bas been raised to the T.C.’s 
proposal to lay tramways along University Avenue, by owners and 
occupiers of property there, and by the University Court. The 
objections by the latter body are unique, and point out that the 
running of cars along the Avenue would seriously interfere with 
research and other work in laboratories. At a sub-Committee 
meeting a proposal was adopted asking the tramways manager to 
obtain from other towns where similar circumstances may exist, 
information as to (a) the alleged detriment to magnetic instruments 
and research work in laboratories from vibration caused by passing 
vehicles and from the current in tramway electrical equipment, and 
(b) any devices or precautions which have been adopted to obviate 
or minimise the same. The present Committee has, however, 
decided to recommend a rescinding of the Parliamentary powers 
obtained for the extension, and a special meeting of the Т.С. will 
be held to discuss the whole matter. 

The T.C.’s Sub-Committee on the Local Government Scotland 
Bill bas decided to recommend (a) that the Corporation do not 
press for the inclusion of the proposals in the Bill, and (b) that it 
be remitted to the Parliamentary Bills Committee to endeavour to 
get the Government, or a member of Parliament, to introduce a 
Bill amending the law as to the method of the valuation of gas, 
water, tramway, and electric light undertakings, and giving effect 
to the recommendations of the Roval Commission which reported in 
1902, viz.:— That in rural areas, underground gas and water piping, 
and underground works connected with such undertakings, should 
only be assessed on one-fourth of the annual value thereof, and 
further, that tramway lines, and the underground works of electric 
light undertakings, be similarly treated, 


Haslingden.— Мт. Handcock (Messrs. Handcock and 
Dykes) has been instructed by the Council to interview the Accring- 
ton and Rawtenstall Councils respecting the present and future 
supply of electricity for tramway purposes, and to embody their 
replies in a special report, which will also contain an estimate of 
the cost of the Haslingden Corporation generating its own elec- 
tricity, having regard to the new destructor works. 


Heston and Isleworth.—Proposals for establishing a 
line of communication between Southall and 'l'wickenham, by way 
of Heston, Hounslow and Whitton, have been before a conference 
of the authorities and these centres. A system of communication 
linking up Hounslow and Isleworth with St. Margaret's and Rich- 
mond is also mooted. The scheme under discussion is an electric 
tramway or light railway worked by power from the Heston and 
Isleworth and the Twickenham electrical undertakings. 


Heywood.—4A special meeting of the T.C. was called for 
yesterday (Thursday) to authorise applicution to be made for a 
Parliamentary Bill to give authority to the Corporation to enlarge 
its tramway powers 80 as to enable it to run its cars over the 
tramways of the Bury and Rochdale Corporations, and to confer 
other powers in respect to the electricity undertaking. 


Hounslow.—A conference of the Jocal authorities whose 
districts are served by the London United Tramways, has been held, 
regarding the condition of the tramway track in their respective 
dietricts, and has been adjourned until Monday next (Dec. 14th) 
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when Sir J. Clifton Robinson, the managing director of the com- 
pany, who has been invited to attend, will, it is hoped, be 
present. 


Hove.— The promoters of the Hove tramways have 
decided not to proceed with their scheme for the present. It was 
originally intended to electrify the old Shoreham horse route and 
to connect it with the Brighton system, but various alterations in 
route are now proposed. 


London.—L.C.C.—At a recent meeting of the L. C. C., 
Mr. Shirley Benn mentioned Bir Jobn Benn's speech at Mile End 
on December 7th, when reference was made to the Aldgate-Bow 
gurface-contact system, the speaker stating that people had been 
injured, horses roasted, &c. Mr. Shirley Benn pointed out that no 
claims for compensation had been received by the Council in 
respect of such occurrences, and the statements were absolutely 
misleading. 

According to the daily Press, the agreement arrived at by the 
London Traffic Conference will shortly terminate. The various 
tube railway authorities blame the 'bus companies, tbe latter 
having reduced their fares a few days ago; the 'bus companies, on 
the other hand, point out that the railways first violated the agree- 
ment by issuing books of tickets at reduced rates. | 

The Central London directors are stated to favour the intro- 
duction of penny fares, and doubtless the various other railway 
companies affected will have to face reduced fares again. 

It is stated that the Central London and G.N. and Piccadilly 
tubes are to be linked together, as between the British Museum 
and Holborn stations, by means of a travelling platform. This 
would get over the difficulties due to the relative position of the 


two stations, which are 130 yards apart and one 70 ft. below the 
other. 


Northampton.—The Tramways Committee has recom- 
mended the T.C. to extend the tramways in the borough at a cost of 
£9,015. 


Oldham.—4At the monthly meeting of the B.C. last 
week, the work of the Electricity and Tramways Committee came 
in for some criticism. Alderman Lees stated that the initial cost 
of the tramways was from 15 to 20 per cent. too high, and that the 
Council should devote its energies to building upa reserve fand of 
at least £50,000. Others expressed the same opinion, whilst far 
from believing that the undertaking was going to the dogs. It was 


also argued that, as the ratepayers had to make up losses, if any, | 


they should have a fair share of the profits. The chairman of the 
Committee, Alderman Dankerley, said the Finance Committee held 
£29,000 of the tramways sinking fund, interest on which ought to be 
credited to the tramways account. The Committee could run the 
tramways af a profit if it had fair play. The assessment of the 
undertaking: ought to be reduced by at least £3,000. No resolution 
was submitted on the subject. ` 


Sandgate.—A meeting of the General Purposes Com- 
mittee was held last week, to interview Mr. Cownie, of the National 
Electric Construction Co., in reference to local tramway matters, 
the company’s new proposals being explained at length. 


South Africa.—Porr ELIZABETH.— In the course of a 
recent flood the electric tramway service was completely dis- 
organised. The water flooded the power station to a depth of 
7 ft. 6 in., generators and engines being covered. When the water 
commenced to rise, cars not in in use the sheds were taken out in 
fear of the sbed collapsing. The water swirled round these so 
fiercely that one heavy car was overturned, and carried 18 ft. away 
from the track Mr. J. A. Barkly, the manager of the tramway 
company, had a narrow escape. He was in the power station, and 
noticing the water rise so rapidly he went out to investigate. Seeing 
the state of affairs, he rashed back to call the men out, and on 
returning he found 6 ft. of water running past. 
was at band, and he was assisted out of his predicament. 
men on duty had toswim for their lives. One man lost his presence 
of mind and wanted to get on the top of the boilers, and the others 
bad а most difficult task to get him out. During the whole afternoon 
the back car-shed, facing the river, was greatly out of perpendicular, 
only being held up by wires. Shortly after six o'clock it fell 
into the river with a loud splash. Other portions of the buiiding 
cracked and threatened to collapse. The municipality has offered 
to supply power to carry on the tramway service. 


Torquay.—At a recent meeting of the T.C., Mr. W. B. 
Cownie wrote with reference to the proposed extension of the tram- 
ways to Paignton, asking for the Corporation's consent tothe extension 
to the tramway within its area, and stating that the extension would 
be on the overhead system; the period for concession should be 42 
years. The application would be made by the Torquay Tramways 
Co., in whom the present tramways would shortly be vested, but 
the Corporation's expenses would be guaranteed by his company. 
A plan was sent showing the amount of single and double line it 
was proposed to construct. Mr. Cownie and Mr. Willis, the engi- 
neer of the company, subsequently attended on bebalf of tbe tram- 
way company, and produced plans of the proposed tramway route 
from {һе present terminus at Torquay station to Paignton station, a 
distance of about 24 miles, of which one mile or thereabouts was in 
the borough. The matter was discussed at considerable length, it 
being decided to agree in principle to the application, subject to 
the approval of details, one of which would be the system. Oppo- 
sition was offered to the proposed overhead system, Mr. Young 
contending that it was the thin edge of the wedge. Once started, 
the company would want the same system applied to Torquay. 
The report was adopted, 


Fortunately help 
Four- 


Yarmouth.—At a meeting of the T. C., a suggestion to 
extend the tramways for the convenience of those engaged in the 
fishing was not entertained. The surveyor estimated the cost at 
£2,000, of which sum £400, he raid, would be spent in labour. 


TELEGRAPH and TELEPHONE NOTES. 


Austria.—The Post Office authorities intend to expend 
a quarter of a million sterling next year on the development of the 
telephone service. New trunk lines will be provided between 
Vienna and Berlin and Frankfort, the existing lines being quite 
inadequate to carry the traffic. The new lines will enable Vienna 
and Trieste to speak direct to Hamburg. In Vienna provision is 
to be made for 110,000 eubecribers—five times as many as at 
present. 


British Guiana.—For the year 1907-8 there were 
439 subscribers to the telephone system, being an increase of 28 
over the previous year. The revenue from the telegraph system 
increased during the year, but the increase was more than counter- 
balanced by an increase in the working expenses owing to special 
expenditure. 


China.—A factory is to be established by the 
Government at Tientein for the manufacture of all the material 
which is likely to be required for extensions of the telegraph 
system, which, when carried out, will add to the length of it some 
10,000 miles, In 1906 the Imperial Chinese Telegraph Co. owned 
22,419 miles of line with 34,473 miles of wire, a submarine cable 
946 miles in length, and 379 offices. The number of instrumenti 
was 768. At the head office, at Shanghai, the staff numbered 67, 
and the general staff 3,175, while inspectors, &c., brought the 
number to 3,400. 


Glasgow.—A sub-Committee of the T.C.’s Special 
Committee on Telephones has been appointed to confer with the 
Postmaster-General on the lines of the following question, 
referring to the  Corporation's late telephone department :— 
“ Whether one of the prime conditions of the transfer of the tele- 
phones to the Post Office was that existing contracts with present 
subscribers should be maintained till 1911; was he aware that the 
Post Office now demanded a guinea extra for the continuance 


, of the Exchange extension lines in the telephone directory; and 


was such not a departure from the agreement or understanding?” 


India.—In answer to Sir E. Sassoon, according to the 
Times, Mr. Buchanan recently stated that it would be necessary to 
obtain the consent of all the partners in the Indian Joint Purse 


` Agreement before the express terms on which the Eastern and 


South African Telegraph Co. became a partner in this joint purse 
could be made public. The opening of the Australia to Africa 
cable had diminished the volume of traffic yielding a transit tax 
to India; the loss for the official year 1907-8 was estimated to 
have been about £23,000. The opening of the Batavia-Cocos cable 
in April last allowed of the diversion of traffic from and to the 
Dutch Indies. A telegraph landline from Teheran, via Kerman, 
Robat, and Indian Baluchistan to Karachi, was opened for traffic 
in November, 1907, as an alternative and additional line to the one 


from Teheran, ria Bushire and the Persian Gulf, to Karachi. The 


cost of a message sent from Calais to Rangoon, which passed over 
either of these lines, was 2.60 fr. per word. According to Table B 
of the International Telegraph Convention, the terminal tax per 
word on such a message would be 0.15 fr. for France aud 0.35 fr. for 
India. The transit taxes payable would be 0 20 fr. for Germany, 
1.13 fr. for Russia, 0.44 fr. for Persia, and 0°68 fr. for the Persian 
Gulf. The total of these conventional rates would amount to 
2.95 fr. The lower through rate accepted of 2.50 fr. per word bad 


been brought about by arrangement between the Administrations 
concerned. 


Italy.— Experiments have recently been made to com- 
municate by telephone between Palermo and Milan. The circuit 
consiste of a 5-mm. bronze wire between Palermo and Rome, and 
4-mm. wire between Rome and Milan. The resulta have been much 
more satisfactory than when conducted with the old circuit of 
3-mm. wire: the latter will, therefore, be reserved for short-distance 
calls and local work. 


New Telegraph Offices.—The African Direct Tele- 
graph Co. announce the permanent closing of the telegraph office at 
Leckie, Northern Nigeria, and the opening of new offices at Epe, 
Akodo and Udi, in Southern Nigeria. The Great Northern Tele- 
graph Со. also state that the Chinese Telegraph Administration 
notifies the opening to international service of telegraph offices at 
Ihing, in Kiangsu, and at Kiamoze, in Kirin. 


Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED, REPAIRED. 
Port Arthur-Chifu ee or ee Mar. 9, 1904 ee ee 
Pontianak-Saigon es Sept. 16, 1908 oe 
Dakar-Conakry .. Nov. 6, 1908 


Cotonou-Grand Bassam ` és ©з và . Oct. 29, 1908 2. Dec. 5. 1908 
Urnguay.—The Government is contemplating the work- 

ing of telephone services in Monte Video and the various Depa 

ments.—Ssord of Trade Journal, 
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THE MANCHESTER ROYAL INFIRMARY INSTALLATION. 
| 5 


AMONG the features of modern Manchester, few are more 
striking architecturally than the new Royal Infirmary 
which faces the Whitworth Park and replaces the grim old 
building in the centre of the city, in Piccadilly. The new 
infirmary with its 48 separate buildings is striking, not only 
in outline, but also in regard to the close study which has 
been bestowed on the thousand and one details of its equip- 
ment; the electrical equipment, in particular, has been 
carried out on a lavish scale. 

The electric supply is obtained from the Manchester Cor- 
poration electricity department, two independent three-wire 
supplies being brought in from the Dickinson Street and 
Stuart Street generating stations, respectively. These enter 
the infirmary premises in Nelson Street, and are carried 
through а subway to the basement of the casualty block, 
where the main switchtoard is installed. In passing, it may 


main supply, the whole of the local feeders are duplicated, 
and the board is so arranged that any feeder can be thrown 
on to either supply. The upper and lower feeder switches 
are interlinked for obvious reasons, and in addition to the 
usual instruments, red lamp indicators are provided to draw 
attention to the state of the connections at any perticnlir 
time. 

The feeders, which are of the armoured lead- m 
paper-insulated type, supply 14 section boards, from which 
armoured rubber cables connect to the distribution boa:ds 
and fuseboards fed from the latter. In all 112 fuseboards 
with 700 р.р, fuse-ways are installed, 

Allthe fuse and distribution boards are of the Ediawan 
Insurance type, with enamelled slate bases and teak casing, 
and by з neat arrangement all the boards are hinged, ғо 
that after fixing they can be connected up without distu: b- 
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Tae New ROYAL INFIRMARY, FACING Охғово Roan, MANCHESTER. 


be mentioned that the separate blocks of buildings are con- 
nected by covered corridors, and that under those on the 
ground floor, roomy subways have been constructed, where 
all the electrical cables, steam, hot and cold water and gas 
pipes are installed. Some 36 feeders traverse these subways, 
being carried on c.r. brackets which are fitted to the roof 


joists, and во arranged that any single cable can be removed - 


without disturbing the remainder. 


The entering Corporation cables pass on to a terminal 


board fitted with 1,000 ampere circuit-breakers in the outers 
and fuses in the neutrale, and thence to an enamelled slate 
switchboard, supplied by Messrs. Bertram Thomas & Co. 
This board, which controls the whole of the sub-supplies 
throughont the buildings, contains four centre panels carry- 
ing four main single-pole, 1,000 ampere switches and fuses, 
also upper and lower feeder panels on either side, fitted with 
D.P. throw-over switches and fuses. In addition to the 


ing the insulators. This аи has been generally 
commended. 
: The ward lighting bas been admirably carried out; the 
duplicate service is so arranged that in any building the first 
and second wards are on the positive side, and the third and 
fourth wards are on the negative side of the supply system, 
thus ensuring that not more than 200 volts pressure shall 
exist on either service, and giving а balance as regards the 
Corporation mains. Three rows of lamps are provided in 
each ward, the centre row being supplied from one station 
and the two outer rows from the other; in the ward above 
this arrangement is reversed as regards the sources of 
supply, and similarly throughout. 

Should a breakdown occur, the whole of the m lighting 
can be thrown on to one source of supply. 

A light is provided for each bed, controlled by a local 
switch fitting, which also carries a 10-ampere plug fitting 

F 
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Ах OrsBATING THEATRE, WITH SwiNGING-BRACEKET LAMPS. 


arranged for sup- 
plying cauteries, 
sterilisers, and elec- 
tro- medical арра- 
ratus generally. 

All the pendante 
are of plain tube, 
white enamelled, 
with swing joints. 
One light in the 
centre row is fitted 
with a reversible 
shade, which is 
used at night to 
illuminate the ward 
by reflected light, 
the other lamps 
being extinguished. 
This, of course, 
obviates the incon- 
venience of light 
shining into the 
eyes of the patiente. 

Each circuit is 
controlled by un 
master switch at the 
entrance to each 
ward, by which 
means only the nurse in charge can control the lighting; each 
ward is also ventilated by two motor-driven Sirocco fans. 

The laundry wiring is all lead covered, run on porcelain 
cleats fixed 18 in. apart; watertight tube fittings and switches 
are used. | 

All stores and hot rooms, where dry heat із experienced, аге 
provided with asbestos-covered wiring, run in wood casing ; 
this also applies to the Turkish baths. 


The lighting of the chapel and lecture theatres has received 


special treatment. The chapel has 10 six-light bronze 
fittings, each provided with a white enamelled parabolic 
reflector, inside which are five 50-c.P. Osram lamps, while 
an Osram pilot lamp is provided on the underside. The 
altar is lighted by 15 Osram lamps arranged behind a cornice, 
which at night give a soft diffused light. 

In the lecture theatres, and post mortem theatres, the 
same design of fitting has been used ; and for lighting the 
blackboards a special balance-weight fitting with a horizontal 
tube, carrying three Linolite lamps, has been installed, which 
gives a perfect lighting for this purpose. 

In the operating theatres, the centre of the operating 
table is illuminated by a special six-light fitting, enclosing six 
Osram lamps under white opal shade, 20 in. dia. x 15 in. 
deep. Alternate lamps are wired on the duplicate supply, 
with special throw-over switches, fixed locally, to ensure 
perfect safety during operations. The lamp-holders have 


INTERIOR OF CHAPEL, WITH SPECIAL 6-LIGHT Bronze FiTriNGS. 


smooth outer dust-proof cases, and rubber rings over the 
lamp caps to make them, in addition, watertight. The 
operating theatres are wired in hard-drawn heavy-ga 
copper tubing, nickel plated and polished ; all fitting bases 
are bracket boxes; the switch and plug boxes are all of gun. 
metal, also nickel plated and polished. | 

A special low-pressure lighting service is provided for 
the operating theatres with a view to safeguarding the illu- 
mination during operations and rendering it independent of 
outside sources of supply. | 

A motor-generator by the Lancashire Dynamo and Motor 
Co. (400/16-25 volts) is installed in the main switch room, 
for charging an 8-cell 250 ampere-hour E. P. S. battery in an 
adjoining room, the motor-generator and battery switchgear 
being in the main switch room, also a L. T. switchboard by 
the G.E.C. and a section board. mE 

A special 19/16 feeder runs from this point to each of the 
eight operating theatres, terminating in each саве іп a 25- 
ampere D.P. switch ; on the left of the operating table a 5- 
ampere 8.P. switch, also 5-ampere and 25-ampere wall plugs 
are provided the 5-ampere plug for the surgeon's head light 
and the 25-ampere plug for surgical work. 

All the special fittings for the operating theatres, &c., 
have been designed and made by Messrs. F. Adams & Co, 
of Salford.. 

The ventilation of all the buildings is by means of ducts 
iu the ceilings. 
which are coupled 
to electrically- 
driven Sirocco ex- 
hansting fans on 
the roofs. 

These fans are 
mostly of the ver- 
tical spindle type 
with footstep bear- 
ings ; the whole of 
the 38 fans installed 
are of the Sirocco 
type, coupled to 
motora by Electro- 
motor, Ltd. 

The buildings E 
equi through- 
oat iam the Mag- 
neta Co.'s electric 
time system. Be: 
tween 70 and 80 
dials have been pro- 
vided and divided 
into two circuits, 
wired in series- 

arallel, and under 
the control of 8 


BLock PLAN OF INFIBMARY BUILDINGS. 
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master clock in the general office. Some idea of the 
extent of the infirmary may be formed from the fact that 
the wiring in series took over 34 miles of wire to complete 
the two circuits. | 

The National Telephone Co. bas installed over 70 instra- 


Motos AND CONTROL GEAR FOR Вер LIFT: 


ments in the various buildings, wired back to a 100-line 
common-battery board. A perfect system of telephonic 
communication is obtained with all parts of the institute, 
and from every part of the buildings an outside subscriber 
can obtain either local or trunk calls. 
There is also installed a private tele- 
phone service by means of which the 
general superintendent can speak direct 
to any official on the staff ; а system of 
indicators is also installed for the use of 
the staff, a doctor on entering or leaving 
the administration block registers himself 
“in” or“ out — this being automatically 
repeated at all the important buildings 
for the information of those concerned. 

In addition to the foregoing there 
are numerous motor applications which 
we can only mention. These include an 
electrically-driven refrigerating plant for 
the kitchen department and mortuary 
block. The kitchens—arranged to cook 
for 1,000 patients and the staff—are 
provided with steam and gas cooking 
ranges, but all the subsidiary machinery 
for knife and fork cleaning, washing, 
Ventilating, &c., and the hoists, are 
electrically operated. 

Fifteen electric lifts for passengers, 
goods, beds, &c., with Congden & Muir 
Control are provided—the motors being 
by Mather & Platt. 

‚ One of the features of this installa- 
tion is that the whole of the work 


ni 
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quite plain, with a semi-cylindrical exterior. There is no 
grouping of wires, and only one size of casing has been 
allowed in one room. 

Multiple grooved casing as large аз 22 grooves, has been 
used ; all corners have been turned by special bends grooved 
to meet the casing, and no horizontal fixing has been allowed. 
The length of single-grooved casing is over 64 miles; the 
pattresses, switch blocks, &c., have been specially designed to 
meet hospital requirements, and over 75 miles of 3/20, 
and 7/20 wire has been used in wiring for electric 
lighting, plugs, and fans; over 11,000 yards of armoured 
cables, weighing approximately 170 tons, being used for the 
local feeders. 

In conclusion, Messrs. Miller, Wilson & Pegg have acted 
as consulting engineers in connection with the electrical 
work; Messrs. Lightfoot Bros. (Manchester) being wiring 
contractors for the whole of the installation, for which Mr. 
F: Wilde has acted as electrical clerk-of-works since the 
commencement. | EE 

The following firms have also been concerned in the 
work :— 


Lifts.—Higginbottom & Mannock. 

Control switches for motors, battery, &c.— Brook, Hirst & Co. 

Hospital pendants, conduit, lamps, &c.— General Electric Оо. 

Lamps; section, distribution and fuseboards, &c.—Edison and 
Swan United Electric Light Co. 

Fittings for nurses’ home, administration and teaching blocks; 
special reflector light fittings and outside brackets. Veritys, 
Ltd., and Singer & Sons. 

Bpecial fittings for operating theatres.—F. Adams & Co. 

Special resistances for electro-surgical work.—H. O. Farrell & Co. 

Ironclad main switches and circait-breakers, 124 to 75 amperes.— 
Dorman & Smith. 


THE MUNICIPAL HYDRO-ELECTRIC PLANT 
AT MORRISBURG, ONTARIO. 


Осв note (Exec. Rev., Nov. 27th, p. 925) on the power in- 
stallation at the Canada Tin Plate and Sheet Steel Co.’s 
Factory at Morrisburg, Canada, may be supplemented by a 
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аз been carried out to schedule, View Ѕпоміла: Dalve AND Вер Lirr ENOLOSURE, MANCHESTER ROYAL INFIRMARY, 


and all materials have been measured 

up and reported daily, on a special | 
sheet’ provided for the purpose, so that the consulting 
engineers could follow the work daily. Wood casing has 
been used in all parts of the buildings, except subways and 
exteriors; the casing and covering are of special design, 


brief description of the unique hydro-electric plant from 
which the Tin Plate Co.’s supply is taken. 

On the St. Lawrence River, above Montreal, there are a 
number of canals which have been built to aid navigation up 


- 
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the river as far 
as Toronto, and 
beyond — the 
numerous “rapids” 
preventing vessels 
from travelling 
up the stream. 
On one of these 
canals, which 
commences at 
Morrisburg, there 
are no less than 
three hydraulic 
plants owned by 
the Corporation of 
the village of 
Morrisburg — one 
being used as a 
pumping station to 
supply the town 
with water, and two 
for supplying energy 
for lighting and fac- 
tory purposes. 

It is with the 
newer of the two 
latter planta that the 
present notes are concerned. The older of the two has been in 
operation some nine or ten years, and is used principally for 
lighting. 


The newer and larger plant was installed by Wm. 


Bermingham, of Kingston, Ontario (the sub-contractors 
being the Wm. Kennedy Co., of Owen Sound, for the water 
turbines, and the Canadian General Electric Co., Toronto, 
for the electrical apparatus) and bas been in operation for 
about 13 months. 

At this part of the canal the average head of water is 
about 10 ft. The canal skirts the river all the way, and 
the entrance is throngh two locks. "Thus the head race of 
the power house is the canal iteelf and the discharge is direct 
into tbe river. 

There is a generator of 1,100 Kw. (2,200 volts pressure), 
which is connected by gearing to four borizontal type water 
turbines, two being abreast on each side of the gene- 
rator. The efficiency of the wheels is obviously very 
low, but as there is always, even in the winter, plenty 
of water, this fact does not **cut much ice," as our Canadian 
cousins say. 

The governor is connected to the main generator shaft by 
belting, and is so designed that it will completely open—or 
close, as the case may be—the gates in 8 seconds. This 
operation is comparatively slow, but the volume of water to 
be checked renders quicker opening or closing of the 
gates unsatisfactory. 

When the 750-H.r. motors at the Tin Plate Co.'s factory 
are started up, the speed of the generator is lowered con- 
siderably, momentarily ; but the starting up or shutting 
down these large motors is not а daily practice, as there are 


Main SWITCHBOARD CONTROLLING DuPLiCATE SUPPLY AND LOCAL FEEDERS; 
MANCHESTBB ROYAL INFIRMARY, | 


three shifts of tin-plate workers at the factory, and thus 
the motors are run continuously. s 

The switchgear is extremely simple, the generator being 
m through an oil switch direct to the transmission 

ne. 

The factory is about a mile from the power house, and 
power is transmitted on overhead bare copper conductors. 

Perhaps the most interesting feature about this particular 
plant, from a British point of view, is the fact that the 
Municipality of Morrisburg supply power up to 700 fl. r. 
entirely free to the Canada Tin Plate and Sheet Steel Co. 
This concession was made to the company because it brought 
the tin plate industry into Morrisburg ; and the only cost to 
the company is that of operation and maintenance. Although 
the plant is owned by the town of Morrisburg, it is гап by 
engineers engaged and paid by the Tin Plate Co. The whole 
power house staff numbers only four men, all told—for 
continual night and day running, Sundays exclnded ; and 
this fact will probably interest a recent correspondent in our 
columns who mentions a power plant whose numerous officials 
apparently get in each other's way. 

Other interesting points about this plant are the exciter, 
which can be 
driven either by 
its own small 
water wheel or 
from the main 
generator shaft: 
and the fact that 
though the canal 
pA in winter is frozen 
pe over to а depth 
S of 2 or more feet, 
there is always a 
plentifal supply of 
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water. 
It may, per- 
haps, be as well 


to mention that 
in January this 
year, the Tin Plate 
Co.'s Factory was 
almost totally 
destroyed by fire, 
and it speaks well 
for the responsible 
officials that the 
plant is again in 
operation. 
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TELEGRAPH and TELEPHONE NOTES. 


(Continued from page 1010.) 
Wire Theft.—At Glasgow a man named William 


Read bas been sentenced to six months’ imprisonment for cutting 
down and stealing seven miles of telegraph and ре wires, 
whereby the block system on the railway was dislocated. 


Wireless Telegraphy.—The daily Press states that the 
first wireless telegraph station to be owned and controlled by the 
General Post Office has now been completed by the Marconi Co. at 
Bolt Head, near Kingsbridge, South Devon. The station will have 
a range of about 100 miles. The work was begun about six months 
ago, and it is estimated to cost about £10,000. The instruments are 
a combination of the Marconi aud patents owned by the G.P.O. It 
is stated that the station will be opened for public messages in the 
first week in January. 

The German Government has decided to construct two new 


stations for wireless telegraphy, at Cologne and at Königsberg, 


either of which will be able to communicate with Göttingen, which 
will very shortly be finished. 

The Bpanish Government is just completing four new wireless 
telegraph stations—one at Almeria, on the coast of the Mediter- 
тапеар, about 420 km. from Granada, to communicate with another 
situated at Melilla, on the coast of Morocco, 200 km. distant. The 
other two stations are at Chamartin and Guadalajaca, in Castilia, the 
distance between them being 50 km. 


“Writing by Telephone."—The Telewriter Syndicate 
has recently been demonstrating the commercial capabilities of the 
Telewriter, an instrament based upon the Telautograph, but greatly 
improved. The Postmaster-General has granted a licence to the 
syndicate, and on Friday last a trial took place at the General 
€ Office through a telephone circuit 40 miles long, with successful 
resulta. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Algeria.—January 15th. Tenders are invited by the 
Bóne municipal authorities for— (1) the construction and working 
of a central electric power station, and (2) the construction and 
working of an electric tramway. Copies of the projects, specifica- 
tions, бс. (in French), may be seen at the Commercial Intelligence 
Branch of the Board of Trade, 73, Basinghall Street, London, E. O. 


Australia. — QUEENSLAND. — January 4th and 11th, 
1909. Tenders аге required by the Postmaster-General for:—No. 1, 
telegraph instruments, accessories and spare parts; No. 2, tele- 

hone instruments, accessories and spare parts; No. 3, switch- 
в, acceseories and spare parts; No. 4, measuring instruments, 
protectors, accumulators and parte. Tenders for the foregoing by 
January 11th, 1909; and for cables, copper wire, iron wire and insu- 
lators, by January 4th, 1909. 

SvpsEv, N S. W.— April 28th, 1909. The Postmaster-General 
requires tenders for the supply, erection, &c., of a branching metallic 
multiple magneto switchboaid at the William Btreet telephone 
exchange, according to specification No. 236. 

SvpsEYy.—February 22nd. Five water-tube boilers, economisers, 
8tokers, feed pumps, pipework, &c., for the Council's electricity 
department. See Official Notices” to-day. 


Austria.— Trieste.—January 5th. The San Andreea 
dock authorities require tenders for 12 movable electric cranes. 
The Technische Abtheilung der Lagerhausverwaltung will deliver 
specifications at cost price. 


Battersea.— December 22nd. Coal for the electricity 
department. Sce Official Notices" December 4th. 


Belgium.—Dnv'sskpLs.—January 8th. The Palais de 
Cinquantenaire electric lighting installation is to be adjudicated on 
January 8th, 1909; a deposit of £18 is required. Specitications 
No. 89 may be obtained for 3d. and plans for 4s. 2d., at 15, Rue des 
Augustins. 

BELGRADE.— December 25th. Tenders are required for 3,000 
elements for telegraph batteries, 1,000 zinc and 1,000 copper poles, 
by the State Railways. A deposit is required, and samples may be 
inspected at the railway station. 


Bradford.—December 23rd. Two 3,000-kw. turbo- 
oe complete with condensing plants, motor-driven auxi- 
tod and piping for the Corporation. See Official Notices" 

ay. 


Birmingham.— The Corporation Electricity Department 
will be glad to hear from firms capable of building large gas engines 
and producer gas plants, See Official Notices November 20th. 


December 29th.—Electric motors for the Corporation Supply 
Department. See Official Notices December 4th. 


Canada.—WImNnIPeG.—December 28th. A Financial 
Times dispatch from Winnipeg says that the municipality on 
Nov. 24th resolved to invite tenders, to be delivered by December 
28th, for extensive power plant, the cost of which is stated at more 
than £1,000,000. _. | 


Cardiff. — December 18th. One 2,500-K.v.4. turbo- 
alternator, complete with surface-condensing plant and motor- 
driven auxiliaries, for the Corporation. See ‘Official Notices” 
December 4th. 

December 12th.—The Corporation is inviting tenders for 30,000 
tons of coal for the electric lighting and tramways department. 
Tenders to J. L. Wheatley, Town Clerk. 


Felixstowe and Walton.—December 12th. Diesel oil 
engine and dynamo for the U.D.C. See “Official Notices” 
November 27th. 


Germany.—Tenders are shortly to be invited by the 
municipal authorities of Burgstadt (Rendsburg) for the establishment 
of a central electric lighting station in the town. 

The municipal authorities of Barmen are about to invite tenders 
for the construction and working of an electric tramway between 
Barmen, Hasslinghausen and Hiddinghausen. 


Glasgow. Electrical fittings for a year for Wm. Barr 
and Sons, Coalmasters, Ltd. Thos. H. Barr, Managing Director, 
10, Bothwell Street, Glasgow. 


Graigola.—December 20th. Electrical goods for six 
months. Graigola Merthyr Oo., Ltd., Cambrian Place, Swansea. 


Hackney.—December 17th. D. C. electricity meters, of 
the ampere-hour motor type, for the electricity department. See 
" Official Notices November 13th. 


Kilmarnock.—The Corporation invites tenders for the 
electric lighting of the infectious diseases hospital; conditions from 
the electricity works; tenders to W. Middlemas, Town Clerk. 


 Manchester.—December 18th. Foundation work for a 
6,000-Kw. turbo-generator set, pipe trench, and extensions to air 
filter house, required at Stuart Street generating station.  Par- 
ticulars from Secretary to the electricity department. 


" Russia.— Sr. PETERSBURG. — December 21st. The 
&dministration of the municipal telephone service, Morskaja 22, 
requires tenders for lead-covered, paper-insulated telephone cables. 

u.—January 24th. The Т.С. is inviting tenders for its electric 
tramway concession (42 years). Fall particulars at the Russian 
Consulate in London. 


Selby.—Battery of accumulators at the waterworks for 
the U.D.C. Bruce McGregor Gray, Waterworks Engineer, Selby. 


Spain. — Maprip.— December 21st. The municipal 
authorities require tenders for the supply of electric lighting 
material and fittings for the service from January lst, 1909, to 
December 31st, 1910. Samples may be seen at the Casa Consistoriale 
Ayuntamiento Constitucional. 


Trimdon Grange (Co. Durham).—December 12th. 
Electric fittings for a year for Walter Scott, Ltd., Trimdon Grange 
Colliery. Storekeeper, Trimdon Grange Colliery. 


Yarmouth.—The Electricity Committee has decided to 
install two mechanical stokers at the works, at a cost of £475. 


CLOSED. 
Australia.—Sypney, \.S.W.—Postmaster-General :— 


British Insulated & Helsby Cables, Ltd. ] mile telephone cable, brass 
sheathed, rubber, 26 pairs, £300 per mile; 1 mile lead-covered cable, 
paper-insulated. 13 pairs, 724-lb. conductors, £66 per mile: ЗА miles 
26-pair ditto, £113 per mile; 2 miles ditto, 39 pairs, £144 per mile. 

I..R., G.-P. & T. Works Со, – Accuinulator battery material. 

Western Electric Co.—Switehboard cable and materials, telephones, Xc. 

British“ Ever-Ready "' Electric Co.— Dry cells. . 

Siemens Bros. Dynamo Works, Ltd.—24 miles nautical sulmnarine cable, 
4600 per nautical mile. 

W. T. Henley's Telegraph Works Co.—3 mile switchboard cable, 27 con- 


ductors. 
BRISBANB.— Postmaster - General 
W. T. Henley's Telegraph Works Со. —20 miles s. w. G. V. I. R. copper wire, 
£6 10s. per mile. 
MELBOURNE :— 


British Insulated & Helsby Cables, Ltd.—11 miles telephone cable, 52 pairs, 
£246 per mile; 5 miles ditto, 208 pairs, £535 per mile; l} miles ditto 
260 pairs, £630 per mile. : 

W. T. Henley's Telegraph Works Co.—5 miles telephone cable, 26-pairs, 
£147 bs. per mile; 12 miles ditto, 78 pairs, £313 10s. per mile. 

Western Electric Co.—3 miles telephone cable, 156 pairs, £102 per mile; 
60,000 paper sleeves, 28. 6d. per 1,000. ' 


Blackburn.—The T.C. on December 3rd accepted the 
tender of the Wigan Оов! and Iron Co., Ltd., for coal for the 
electricity works. 
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Burnley.—The Electricity Committee has accepted the 
tender of Messrs. B. I. and Н. Cables, Ltd., for the supply of 360 


yards of ‘2 aq. in. cable, 180 yards of `1 cable, 85 yards of 75 cable, 
and 50 yards of 5 cable. І 


Саре Town.—The City Council has accepted the tender 
of the Western Electric Co. for the supply of high and low-pressure 
cable in connection with the scheme whereby the Council delivers 
energy in bulk to the Government and Harbour Board. 


Chatham.—The T.C. has accepted the tender of the 
British Thomson-Houston Co. for the annual supply of the following 
incandescent electric Jamps:—8 cP., 16 с.р. and 25 C. P., £3 128. 
per gross; 32 C. P., £4 16s. per gross; and 50 c.p., £8 14s. per gross. 


bDerby.— The Electricity Committee has accepted the 
tender of the Derby Coal Co., Ltd., for 1,000 tons of coal. 


Glasgow.—The Tramways Sub-Committee on Works and 
Stores recommends the acceptance of the following :— 


Car rheostats and armature coils.—British Westinghouse Co. 
Slate slabs for Rutherglen switchgear.— Currie & Co. 

Bushes for trolley heads.—Fleming, Birkby & Goodall, Ltd. 
Main fleld resistances for Pinkston generator.— B. T. H. Co. 
Scrap lead, copper. Samuel Galbraith. 

Turnings and borings. - Osbourne & Co. 

Vulcanised cable, German silver.— Shearer Bros. 
Rubber.—G. H. Steadwood. 


Londou.— WoorLwicH.— The B.C. has received the 
following tenders for the supply of arc lamp carbons :— 


з 8 à 

e E ir^ : 9 

— "3 . 2 

L Д3 8 2. 8 "E 
Description of carbon offered. ш. 234 as 8 dS ©. 
. 325 #55 cg 8 282 аЗ 
со oud ZA = MAA «о 
1) 12.000 pairs 18 mm. by 12in. long, £ £ £ £ £ £ 
sohd, for Oliver lamps 71 81 94 Eb 92 Bİ 


2) 40,000 pnirs yellow flame carbons, 
with ordinary core, 7mm. dia. by 
12 in. long, 6:85 mm. by 12 in. long for 
Oritlamme lamps .. ix x T 

8) 2,000 pairs carbons, enclosed Jamps, 
11 min. dia. by 12 in. long, solid, for 
Brockie-Pell lamps Qe t ins .. 8 4 8 9 91 9 

4) 2,000 pairs yellow flame carbons, 
with metal core, for Excello lamps, 
9 mm. dia. by 16 in. long, 10 min. dia. 
by 15 in. long ee -s . 13 21 22 21 21 23 

5) 5,000 pairs yellow flame carbons, 
with large soft cores, for Johnson and 
Phillips's lamps, 9 min. dia. by 15 in. 


110 184 110 159 144 


| 


long, 8 mm. dia. by 15 in. long .. "EL. 183 — 8. a Z 
6 15,000 pairs yellow flame carbons, 

with metal core, for Oriflamme alter- ` 

nating lamps, 7 anm, dia. by 12 in. long — 43 91 44 £6 60 


(7) 5.000 pairs flame enrbons, for Ex- 
cello lamps, З mm. by 15 in., 9 mm. 


by 15 m. . dx . . 48 45 50 — 5 ds 


FuLHAM.—The B.C. has received the following tenders for the 
supply of street lighting fittings in connection with the conversion 
of the whole of the 320. p. carbon-filament lamps now in use in the 
borough to 200-volt 75-0 P. Osram lamps :— 7 

Total Alter. 
cost. cost. Remarks. 
Beeston Manufacturing Со. .. £224 £244 £206 (if top casting in one piece) 


Baxendale X Co, ee ec es 214 232 : . 
Wm. Edgar (accepted at £163) 149 171 £163 (with spring attachment) 
Wim. Sugg « Co. ee eo ee 179 197 


Veritys, Ltd. T ee - 166 211 
General Electric Coo. we 196 166 
(Exclusive of 
lamps and lampholders.) 


£201 (if with screws) 


The electrical engineer in his report stated that the tenders were for the same 
work and design, and only ditfered in regard to the quality of the glass. The 
tender is for a street fitting, with an 8.in. circular globe, suitable for a 70-с.р. 
metalhe filament lamp. The alternative price is for the same fitting, but with a 
larger well globe, suitable for a inctallic-filament lamp of 100 c.r. In giving an 
estimate he had stated that the cost would be about 10s. 6d. per fitting, delivered, 
fixed, and with all necessary alterations to existing brackets. The tender of 
Ts. 9d. each would enable them to carry out the work of tixing probably inside 
the 10s. 64. mentioned: but since making the estimate, from observations he 
had made, he favoured the fitting with the larger globe, as it would enable the 
Committee at any future time to use the larger Osram lamp without any 
alteration to the fitting. It would also enable thein to get globes which were 
much clearer and made of better glass than the small circular &-in. globes, 
which were usually of foreign manufacture and of very common glass. 


The engineer's views were adopted by the Committee, and the 
tender mentioned was accepted. 

L.C.C.—The Stores Committee reported at Tuesday's meeting 
that it bad accepted tenders from the following for electric 
carbon brushes and carbons (Schedule No. 6 A):—Le Carbone, 
Morgan Crucible Co., Ltd., and the Sloan Electrical Co., Ltd. 

For electric lampe, as per Schedule No. 6 E, contracts have been 
placed as follows: — 

Cryseleo, Ltd.— Value £200. 

Edison & Swan Co.—Value 4146. 

General Electric Со, = Охтитх (по quantity stated). 

II. G. Mayer à Co. — Standard tantalum ino quantity stated). 

Pope's Electric Lamp Co.- Value £1,020. | 

Siemens Bros. Dynamo Works.- Sun tuntalum (no quantity stated). 


The Highways Committee has considered the following 
tenders for (1) the roadwork and platelaying in connection 
with the reconstruction on tbe conduit system of the tramways 
from the Britannia,“ Camden Town, to Hampstead Heath, and 
for (2) the supply of six fuel economisers at the Greenwich 
stati on:. 


eee 


1 


1.—TRAMWAY RECONSTRUCTION, 


Tramway Paving 
works. works. Total. 
W. Manders ee (recommended) £39,318 £1,784 4.101 
A. M. Coles „ „„ "uns ДИА) 1,218 45758 
Mowlem & Со. .. oa ais . . 84,621 1,728 3524 


2.— SIX FUEL Economisers. 
J. Carter & Sons. (not to Spec ifieatio f 
E. Danks & Co. А 5 EN bd : "d P В pus 
Е. Green & Son .. А ee „ (recommended) 3,874 
Goodbrand & Co. si s se PIS di .. 3,995 
Roberts Bros. ix "m 


ee, ve ee oe oe 3,03 
A. Lowcock, Ltd. oe ee oe ee ee ae d 
Clay Cross Co. - s ; Я x 3,990 


Richmond.—The Richmond (Surrey) Electric Light and 
Power Co., Ltd., have ordered from Messrs. Ed. Bennis & Со, 
Ltd., four Bennis " stokers and self-cleaning compressed.air fur. 
naces for Davey, Paxman boilers. 


Stockport. — The T.C. has accepted the following 


tenders :— 


Frank Pearn & Co., Ltd.— Boiler feed puinp for the electricity works, £188. 
McClure & Whitfield.—20-H.r. motor to drive pump, £135. 
Estler Bros.— Materials for overhead equipment of trainways, 453. 


Tunbridge Wells.—The Т.С. has accepted the tender 
of Messrs. S. E. Haward & Co., Ltd., Tunbridge Wells, for electric 
fittings for the storerooms, &c., at the Town Hall Yard, st 13s. 6d. 
per light. 


Walthamstow.—Cornrecrion.—We learn from Mesers. 
Wm. Geipel & Co. that the note in our last issue wes incorrect in 
stating that they had received a contract for Conradty carbons. 
Their contract is for Henrion carbons. 


West Ham.—The T.C. has accepted the tender of Mr. 
J. T. Halsey, at £58, for overhauling the electric light installation 
at the hospital, and providing and fitting transformers for metallic- 
tilament lamps. 


Whitby. — The U.D.O. has accepted the tender of 
Meesrs. Callenders Cable and Construction Co., Lid., for cable 
for the harbour works, at £455. к i 


Yarmouth, —The Electricity Committee has placed an 


order for 2,000 tons of anthracite cosl, at 9з. 3d. per ton, with 
Messrs. W. Cory & Son, Ltd. 


[i E 


CONTRACTORS' COLUMN. 


The following information is published in the interests of electrica! con- 
tractors and others who are seeking for openings for new business. Consider. 
able expense is incurred in the production of this column, and every cate ii 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 


guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.) 


ABERFELDY (PrnTH).— Hospital (28,000). Dunn & Watson, architects, %, 
Lincoln's Inn, London, W. C. 

ACCRINGTON.- Public baths, laundry, boiler house, &c., for the Т.С. N. J. 
Newton, borough engineer. 

ALDERSHOT.—Houses, Sebastopol Road, for G. Greenwood; York Rosd, for 
Miss Pullinger; conversion of premises, High Street, into 
Salvation Army Hall. 

ABTON (BinMiNGHAM).—New blocks at the Workhotse. Whitwel] & Sou, 
architects, 1, Newhall Street, Birmingham. 

ATHERTON (near MANCHESTEN).— Proposed extension of loca) gas works. 
Surveyor, Council Oflices, Atherton. 

BARROW-IN-FURNESS,—Sixteen houses in Roose Road and North Street, 
for W. Yates. 

BEDFORD.—Houses, Pemberley Avenue, for P. J. Dunstall builder, Brom 
Road; Dudley Street, for W. Braybrook ; Bromham 
8. Constant, buiider, 186, Castle Road; 14, Grove Place, for 
T. J. Topham & В. Barnwell; Beverley Crescent, for С. Negus. 
builder, 37, Tavistock Street; Campbell Road, for Jacobs and 
Burton; Beverley Crescent, for C. Melcombe & Son. builders, 
14, Castle Road; workshop and stables, 39, Ampthill Street, for 
G. Hutchings; offices, Bt. Loyes Street, for D. Piper. 

BELTINGE (KrNr)—Church. W. D. Caroe, architect, 9, Great College 
Street, S.W. 

BEXLEY.—Three houses, Princes Street, Bexley Heath, for J. Carter 
mission room, Day's Lane, Lamorbey, for Rev. J. F. Lenin“ 
W. Harbrow, builder, Niel House, Sidcup, Kent 

BIRMINGHAM.—Proposed new Baths at Stirchley ; J. P. Osborne, architect, 
Colmore Row, Birmingham. Alterations to licensed premies 
Curver Street, for Mitchells & Butlers, brewers, and Се! 109 
Atreet and Landor Street, for W. Butler & Co., brewers, Woiwer 
hampton. Additions to the Central Dibrary i£4,165); W. £4. 
Webb, builders, 257, Great King Btreet, Birmingham. Fes 
Church at Hasbury; Rev. Canon Hill, rector of Halesowen 
Tramways emerzeney station, Miller street; Н. E. St cies 
survevor to City Council; К. Crowder, builder, Loa, Farm street. 
Birmingham. Roman Catholic Church of tbe Benedict P: 
Nicol & Nicol, architects, 117, Colmore Row, Birte 
Council School, Slade feld dos ; Buckland 4 Hav 1 
Farmer, architects, Norwich Buildings, Congreve шн 
Birmingham. 

BLACKWOOD (MoxJ)—Important colliery developments; Bargoed Cos] Co 
Mr. O'Conner, manager, Abernant, ; 

BLAIRGOWRIE (Prrrusnme).—Alterations and additions to C. Conacher! 
coachbuilding works in Jessie Street. 

BOLTON.—Motor tower for J. Marsden & Co., cotton spinners. 


BOSTON.—Houses, Norfolk Street, for Н. Wells; Tawney Btreot, for F. Рей. 
shop, High Street, tor G. White. | 

BOURNE END.—New Wesleyan Church. Vernon & Bon, arobitects, НЕ 
Wycombe. * 

BOURNEMOUTH.—Fire station for the T. C. at Winton. F. W. Lac’ 
borough engineer, 
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BREDBURY (Cnzsiing).—Additions to steel rolling mills for the executors of 
J. Mills; extensions to engineering works for Briddon and 
Fowler; eleven houses, Stockport Road, for J. H. Crompton. 


BRIDLINGTON.— New chancel and organ chamber at the Church of St. Anne’s 
at the Convalescent Home. W. 8. Walker, architect, 52, Quay 
Road, Bridlington. 


BRISTOL.—Reinstatement and partial rebuilding of 82 and 34, Lawrence Hill. 
H. J. Jones & Son, architects, 12, Bridge Street, Bristol. Exten- 
sive alterations to premises for Chas. B. Bailey, Ltd., iron- 
mongers, Victoria Street, Bristol. 
Stokes Croft, for Perry & Turner, Ltd., carriage and motor 
builders. Extensions at the disinfectant station, St. Philip's 
Marsh, for the T.C. (£867); R. Wilkins & Son, builders, Bt. 
Paul's, Bristol, Mortuary at Avonmouth, for the T. C.: J. 
James, builder, Stapleton Road, Bristol. Roman Catholic 
School, St. Nicholas (3,000); the Rev. Canon Scholes, archi- 
tect, Basingstoke. 


BUILTH.—Important additions to police buildings, for Brecon County Standing 
un Committee. C. W. Best, county surveyor, County Hall, 
recon, 


BURNLEY.—Proposed extension of the Corporation ice factory (24,8С0). 
BURTON-ON-TRENT.— Buildings for eye treatment at Infirmary. 


BURY.—Probable re-erection (after fire) of Bridge Hall Paper Mills, for J. 
Wrigley & Sons, Ltd. 


CAMBRIDGE.—S8hop, &., Newmarket Road, for E. Saint, Devonshire Road ; 
additions to house, Hills Road, for the executors of the late G. 
Scales; Department of Agrioulture for the Chancellor of Cam. 
bridge University. 

CANNOCK (Srarre.).—Houses, High Mount, Hednesford, for Samuel Robinson: 
Edward Street, Broomhill. for Joseph Bates; John Street, 
Chadsmoor, for Mrs. Smith. 


CARDIFF.—Three houses, Clive Road, for W. R. Davies; W. H. D. Caple, 
architect, Church Street Chambers, Cardiff. Four bouses in 
Pencisely Road, for Blacker Bros. ; J. W. Rodger, architect, 14, 
High Street, Carditf. Nine houses, Lisvane Street, for J. D. 
Owen, Brithdir Street; E. W. M. Corbett, architect. Six houses, 
Llanishen Street. for H. Coflin; Veall & Sant, architects. Ware- 
house in Oxford Street, for F. W. Wide; H. W. Hyde, architect. 
Stores and boiler house, for Morgan Crowther, in Northumber- 
land Street; Veall & Sant, architects, 6, Arcade Chambers, 
High Street, Cardiff. Extension of premises in Tresilian Ter- 
race, Cardiff Pure Ice Co.: E. W. M. Corbett, architect, Castle 
Street, Cardiff. Now premises, 18 and 19, Quay Street, and 18, 
High Street, for J. R. Thomas; H. W. Hyde, architect. Six 
houses, Шоп Road, for Richards & Selby: six houses, Deri 
Road, for T. C. Clonter; eight houses, Kimberley Road, for 
W. G. Harding; five houses, Kimberley Koad, for J. Elsworthy ; 
13 houses, Amesbury Road, for W. J. Hughes.“ Bix houses, 
Westville Road, for Geo. Heywood; W. H. Scott. architect, 74, 
Stacey Street, Cardiff. Extension of carriage and motor 
premises, for Perry & Turner, Ltd., Frederick Street. 


CARSHALTON.—Alterations and additions, Carshalton House. 
builder, Canoblas. Salisbury Road, Sutton. 


CHATHAM.—New school (£15,000. H. Dunstall, architect, Chatham. 
CHELMSFORD.--fchool (£20,000. C. & W. H. Pertwee, architects, Bank 
Chambers, New Btreet, Chelmsford. 


CHELTENHAM.—Residence (42,500). T. Malvern, architect, 21, Winchcombe 
Street, Cheltenham; A. Wilson, builder, Bwindon Road, 
Cheltenham. 

CHESTER-LE-8TREET.— New theatre in Station Lane, for & Denville. 

CHIPPENHAM.—Warehouses and shops for Wholesale Co-operative Society. 
F. Harris, architect, Balloon Btreet, Manchester. 


COLCHESTER.- Offices and new blocks at Workhouse. С. E. Butcher, archi- 
tect, 3, Queen Street, Colchester. 


COVENTRY.— Proposed extension of the Technical Institute, in Little Park 
Btreet. Coventry Education Committee. 


CREWE.—Shop extensions, W. H. Clews additions to houses, Richard 
Street, Mr. Gordon; mission com in connection with Bt. 
Andrew's Church. 

CRIEFF.—New villa, for Andrew Macgregor, veterinary surgeon. 


DARLINGTON.— Proposed electric power installation at the worksofthe Blake 
| Boiler Co., and also at the Wire Works. 


DONCASTER.- New technical school (£10,000). Doncaster Corporation. 1 


DROYLSDEN (near MANCHESTER). —Proposed new elementary school. Becre 
tary, Ashton under-Lyne Education Committee. 

DUNDEE.— Restoration of Batching House for Ballingall & Son, Ltd. 

DUDLEY.— Extension of Liberal Club premises (£500). Additions to In- 
firmmary; Nicol & Nicol, architects, 117, Colmore Road, 
Birmingham. 

EASTBOURNE.- Chapel at St. Cyprian's; Е. G. Cooke, architect, 3, Hyde 
Gardens, Eastbourne. 'Ten houses, Desmond Road; Mitchell 

: and Ford, architects, 7, Gildredge Road, Eastbourne. Alter- 

ations at Burlington Hotel; W. J. Blackhurst, builder, 51, 
Cavendish Place, Eastbourne. Alterations Bt. Saviour's School ; 
R. Н. Btanbridge, builder, St. Leona ds Road, Eastbourne. 
Four houses, Prentice Road; C. Crisford, architect, 49, 
Gildredge Road, Eastbourne; Miller & Selmes, builders, 75, 
Tideswell Road, Eastbourne. Addition to Motcombe Farm- 
house; R. Burke, architect, Crompton Estate Office, East- 
bourne, Additions to Miravale, Furness Koad. Two pairs of 
houses, Prentice Road; C. Crisford, architect, 49, Gildredge 
Road, Eastbourne, 

EASTLEIGH (Haxts.).—Important extengions to the works of the London and 


> 


South-Western Railway Co., to be electrically equipped. 

ECCLES.—Nine houses, Lansdale Street, Peel Green, Patricroft, for Т. Mose- 
dale; additions to works, Monton Road, for the New Eccles 
Rubber Co.; important alterations at Patricroft Congregational 
Schools, Eccles. 

EDINBURGH.—New Usher Hal! in West Princes Street Gardens (seat 3,000). 
J. J. Burnett, London, and D. N. Dick & Thos. Tait, Edinburgh, 
joint architects. | 

ELTHAM.—Fonr houses, Glenlyon Road; J. J. Bassett, builder, 121, Earlshall 
Road, Eltham. New street from Glenlea Road to High Street; 
D. Watney & Sons, surveyors, 33, Poultry, E.C. Six houses, 
Dumbreck Road; J. J. Barrett, 121, Earlshall Road, Eltham. 
Converting 110, High Street into shop: T. W. Mills, care of 
Whistler & Worge, surveyors, 80, High Street, Eltbam, 

FAIRHAVEN (near Lyryam).—Wesleyan Church extensions contemplated. 
Trustees. 

FENTON.—School, Manor Street. S. B. Ashworth, architect, Old Bank 
Offices, Stoke-on-Trent. 

FOLKESTONE .— Proposed music hall near the White Lion, Cheriton. 

GILLINGHAM (Krsr).—Kight villas, Barnsole Road, for Alderman J. R. 
Fentherby; E. J. Hammond, architect, 21, Balmoral Road. 
Houses, Clive Road, for W. Dobson, builder, 2, Linden Road; 
E. F. Cobb, architect, 20, High Street. Rochester, Recreation 
room and dormitory, St. Chrietienne Convent School, Franklin 
Road; R. M. Godden, architect. House, Belborne Road, for 
C. Tanner; W. E. R. Randall, architect, 171, High Street, 
Chatham, Steam laundry, Richmond Road, for the Gillingham 
and District Steam Laundry Co.; T. Cornelius & Son, builders, 

Avondale Road. 


J. Tapplys 


Extension of premises, 


GAINSBOROUGH.—Crown and Anchor Inn, Bridge Street, to be rebuilt, and 
model lodging house to be built adjoining. 

GLOUCESTER.—Mission hall and Sunday School, Seymour Road (£4,700 
J. F, Trew, architect, County Chambers, Station Road, Glos. ; 
W. Crane. Ltd., builder, 82, Forest Road, Nottingham. 

GOLCAR (Yorks.).—Sawing and planing mills, Crimble, for John Varley ; house 


for D. Garside; house and shop, Leymoor Road, for J. H 
Kaye. House, Leymoor; Arthur Shaw, architect, Goicar. 


GOSFORTH (near NrwcastTLE-on-Tyxz).—Proposed Catholic Club in con- 
nection with 8t. Charles Church. 

GRAYS (Essrx).—New Parish Hall. Rev. A. H. W. Really, vicar. 

HALIFAX.—Pavilion for the Bowling Club. W. L. Benn, 41, Commercia 
Street, Halifax. . 

HANDSWORTH (BinyiNGHAM).—Isolation hospital. Mr. Richardson, architect 
Town Hall, Handsworth. 

HANLEY.- Alterations and additions to Lichfield Street Baths, for the T.C 
J. Lobley, borough engineer. 

HARROW.—Secondary School (£10,815). H. T. Wakelam, surveyor to Middle 
gex County Council. 

HASLINGDEN (Laxcs.).—Drill Hall for the Haslingden Ambulance Corps. 

HASTINGS (Sr. Laonarps).—Alterations to mansion, Lackby, Hollington 
Park; J. H. Upson, Esq. (owner); P. Tree, architect, London 


Road, St. Leonards. New house, Clifton Road, St. Helen’s, 
for Geo. Judges; T. W. Elworthy, architect, London Road, St. 


Leonards. 
HEATON.—Sixteen houses in Markland Avenue. British Millstone Grit Co., 
Ltd., Heaton. . 
HENLEY-ON-THAMES.—Two houses in Cromwell Road. W. H. Barney, 
builder, Fernside, Berkshire Road, Henley. | 


HEREFORD.—Additions, Free Library; J. Parker, architect, City Hall“ 
Hereford. Secondary school, Cattle Market; R. Jack, architect 


County Hall, Hereford. 


HEXHAM.—New secondary school, for Northumberland C. C. Oliver, Leeson 
апд Wood, architects, Milburn House, Newcastle-on-Tyne. 


HEYWOOD.—New church of St. Апп. L. Barlow, architect, Manchester; 
B. Barker, bvilder, Pilsworth Road, Heywood. 


HITCHIN.—Extension of the General Post Office. 
HOVE.—Catholic Church, B. H. Dixon, architect, 85, East Street, Brighton. 


HYDEFE.—8tables for the T.C. Borough surveyor. 

HYTHE (Kenr).—Houses, Brockhill Road, for P. Hoskins; Earlsfield Road, for 
Wm. Baker. 

KILMUN (ARGYLL).—New hall and renovation of the church. Rev. A. W. 
McKinlay, minister of Kilmun Presbyterian Church. 

KIRKHAM (Lancs.).—Proposed new public hall. Surveyor, Council Offices, 
Kirkham, 

KIRTON-IN-LINDSEY (Lixcs.).—Two houses, with coach house, stables, &о. 
J. K. Broughton, High Street, Kirton-in-Lindsey. . 


KNEBWORTH (Hznrs.).—Council school. 
LEEDS.—Conversion of Queen's Arcade Hotel into Café. W. Broadbent, 
architect, Red Hall Chambers, Guildford Street, Leeds. 
LEIGH (Lancs.).—Alterations to property, Bt. Helen's Road, Mrs. and Miss 
Bent; alterations and additions to Firs Mill, Tunnicliffe and 
Hampson, Ltd. ; Masons’ sheds for Mr. Brocklehurse ; 17 houses, 
Manchester Road, J. W. Cowburn, builder, Leigh; motor shed 
for Dr. Jones. 
LEWES.—Important sewage scheme for the Т C. (£17,595). Brierley, Holt and 
Co., engineers, Blackburn and Blackpool. 
LEYLAND (Lancs.).—Seventeen houses and shop in Meadow Street. Mrs. 
8. A. Clayton. 
LINCOLN.—Water supply works for the T.C. at Elkesby (£7,768). A. C. Potter 
&nd Co., contractors, Lant Btreet, Borough, London. 
LISCARD (Cuxsiing).—Enlargement of Emmanuel Church, Rake Lane. 
LIVERPOOL.—Refreshment puvilion in Sefton Park, for the T.C. (£800) ; City 
Burveyor. Extensive additions to the workshops for the Qut- 
door Blind. Proposed extension of the Btewart-Jones Evening 
Homes; R. Burton Chadwick, hon. secretary. Catholic 
n Hall; Dr. Mercer, Rector of St. Paulinus’, Lostock 
LLANDAFF.— Eight houses, Newfoundland Road, Gabalfa; G. Beard, builder, 
Llandaff North. Twelve houses, Newfoundland Road, Gabalfa : 
T. H. Price, builder, Llandaff North. 
LLANDRINDOD WELLS.— Council offices for the Urban Council. Houses, 
Tremont Road, for J. Coombs ; Spa Road, for A. Meredith. 
LLANELLY.—New drill hall; West Wales Territorial County  Asso- 
ciation. 
LLANDUDNO.—Extensive alterations and additions at Maine Hotel, with 
eee lits. F. Newton, builder, Tilehouse Street, Hitchin, 
erts. 
LLANISHEN.—Two houses at the Oval. A. W. Chick, builder, Llanishen. 
House and bakehouse, in Fidlas Road. H. Hanson, builder, 
Llauishen. Р 
LONDON (Toorixd, 8.W.).—Twelve houses іп Fircroft Road. E. Н. Evans, 
architect, 32, Craven Strect, Strand, W.C. 
(StraTrorp, E.).—Addition to factory for the British Ultramarine 
Co., Sugar House Lane, Stratford. 
(Hackney, N.E.).—'Three new strects on the Craven Park estate. 
J. Ellwood, architect, 50, Prince's Avenue, Church End, 
Finchley. 
(PEcKHAM, B.E).—Buildings in Atwell Street. 
architect, 48, Peckham Road, S. E. 
(WooLWicH, B.E.).— R. A. M. C. cflicers' mess and quarters; Director 
of Barrack Construction. 80, Pall Mall, London, 8.W. Iron 
building in Green Lane, for Western Electric Co.; B. Dawson 
architect, 6, Old Queen Street, 8. W, Building, Henley Road 
W. T. Henley's, Telegraph Works Co., Ltd., N. Woolwich 
Additions, Siemens Bros. & Co., Lid., factories, Bowater Road 
A. Sabine, secretary. 
(BETHNAL GREEN, NT.). — Buildings in Cambridge Circus, for th 
Peabody Donation Fund. W. E. W lis archi J Bncki 
ham Street, Strand, W.C. d DL 
(Bow, E.).—Alterations at Atley Road School. T. J. Bai 
р : | t Я ©. J. il 
r architect, L. C. C. oftices, Victoria Embankment 


A. E. Mullins 
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LONDON.—(Continued).—(BLoomssrry, W.C.).—Proposed new Court House in 
ER Street (£82,190). W. E. Riley, superintending architect, 
(SILVERTOWN, E.).— New ambulance, fire station and belt store at 
the premises of the India-Rubber, Gutta Percha and Telegraph 
Works Co., Ltd, Silvertown. Offices, 106, Cannon Street, E. C. 
(SovuTHGaTE, N.).—Isolaticn hospital (£5,660). С. G. Lawson, 
surveyor to Urban District Council. 


(CrickLewoop, N.W.).—Proposed Church Hall. Hudson & Hunt, 
architects, 24, York Place, W. 


(Acton, W.).—Laundry at Church Path for A. J. £mith, 176, Boll5 
Bridge Road, Acton, W. 


(BarrrnsEA, S. W.) .- Church, Culmstock Road and Alfriston Road. 


J. 8. Quilter & Son, architects, 1 and 2, Adam Street, Adelphi, 

(RoTHERHITBE, В.Е ).—Scbool, Cow Lane (£14,465). T. J. Bailey: 
architect to L C.C. Education Committee, Victoria Embank- 
ment. Kirk & Randell, builders, Woolwich. 

(Greenwich, 8.E.).—School, Sherington Road (500 places) Т. J. 
Bailey, architect to L.C.C. Education Ccmmittee, Victoria 
Embankment, 

(IsLinu TON), N.). - Bix blocks of artisans’ dwellings, liverpool Road: 
for the Lewis 'Trust (£47,947). G. E. Wallis & Bons, builders: 
Broadmead Works, Hart Street, Maidstone. й 

(Кпзсвм, N.W.).— Enlargement and improvement of the Kilburn 
Grammar School. for the Middlesc x C. C. (44, (OO). 

(Sr. Охоков-1м-тнЕ-Елвт) School, Fairclough Street (968 places). 
T. J. Bailey. architect to L. C. C. Education Cummittee, Victoria 
Embankment. 

(IsLiIncton, N.).—School, Shelburne Road (500 places). С T. J. 
Bailey, architect to L.C.C. Education Committee, Victoria 
Embankment. 

(BouTHGaTE, N.).—County School (£18,700. Н. T. Wakclam, 
Surveyor to Middlesex County Council, Guildhall, West- 
minster. > 

(Woop Green, N.).—County School (£19,700. Н. T. Wakelam, 
Surveyor to Middlesex County Council. 

(Eauinc, W.).—Church House for St. Saviour's Church (£3,500). 
G. Н. Fellowes Prynne, architect, 6, Queen Anne's Gate, 8.W. 

(Влкхкв, 8.W.).—8hops, Grove Road. P. V. Windebank & Co., 
builders, 8t. Olaves, Button. 

(MARYLEBONE, W.).~Buildings at corner of Duke Street, Oxford 
Street. R. F. Atkinson, architect, 8, Sackville Street, W. 

(KENSINGTON, W.) .- Additions to No. 31, Holland Park, for Sir I. 
Hart, J.Kinninmont & Sons, builders, 1, 2 and 3, Bastbourne 
Mews, Paddington, W. 

(WaNDsworTH, 8.\W.).—Shops, 45, 46, Rostella Road. F. G. B. 
Crawley, 1144, Chancery Lane, W.C. 


(WixBLEDON, 8.W.).—Church, Cotterham Park, E. C. Вһеагтап, 


architect. Bynelmscote," Winchester, Extension of depot; 
C. H. Cooper, surveyor to Town Council. Proposed Town 
Hall and Municipal Oftices; C. H. Cooper, surveyor to Town 
Council. 

(West Has, E.).—Theatre (£18,000. B. Crewe, architect, 75. 
bhaftesbury Avenue, W. C. Two new roads; Arthur Single, 
estate agent, 85, The Grove, Stratford, E. 

(W.).—Extension of premises of Chas. Lee & Bon, costumiers, 98. 
100, Wigmore street, W. Building, 66, Whitcomb Street, Picca- 
dilly Circus; Barlow & Roberts, builders, 15, Red Cross Street, 
Southwark, B.E. Shop, &c., 33, Paddington Street; J. Simpson 
and Sons, builders, 48, Paddington Street, W. 


LONDONDERRY.—New Police Court (£1,350). W. M'Elwee, architect, 36, 
William Street, Londonderry. New Morguc also contemplated. 
LONGTON.—Two power houses, at the Corporation sewage ‘arm, J. Walters, 


jun., builder, Ayshford Street, Longton. 


LOWESTOFT.—Two Houses, Royal Avenue; G. Fitt, Gunton Esplanade 
Lowestoft. Two houses and shops, Cliff Road, South Lowestoft ; 
E. Graveling, London Road, South Lowestolt. Probable 
re-crection (after fire) of Commercial Road saw-mills, for Т. 
Baul & Sons. 


LOW MOORSLEY (Hetton-te-Honr, Co. Юувналм). — Alterations and 
additions to premises, tor the Low Moorsley Co-operative 
Society. 


LUTON. New Carnegie library: borough engineer. Workrooms, 16, Inkerman 
Street, for S. Winzrave; workshop, New Bedford Road, for 
E. L. Barber ; workshop, Dallow Road, for J. Sinfleld, builder, 
1, Grove Road. 


LYNTON.—8hops, facing the market. B. Jones, builder. 


MAIDENHEAD.- Pair of semi-detached villas, Keble Road, for J. L. Bisslev; 
additions to villa residence, for W. F. Good; alterations and 
adilitions to Motfatt Arms, for Nicholson & Sons, brewers, High 
Street; stable and coach.house, Laburnham Road, for T. 
Martin. Е 

MANCHESTER.—Alterations to business premises in Deansgate ; G. Jones and 
Son, contractors, 17, Atkinson Street, Deansgate, Manchester. 
Proposed housing scheme ; Secretary, Co-operative Wholesale 
Bociety, Manchester. Eight houses in Stone Street, Tonge ; 
H. Collier. 

(TRAFFORD Pank). New works to be built by the Trafford Park 
Estates Co., Ltd., in conjunction with Steel, Lockhart & Co. 
(Lord Grimthorpe, chairman.) 


MANSFIELD.—Probable reinstatement of premises, after fire, Albert Street, 
for Jas. Alston, wine and spirit merchant, 


MANSFIELD WCODHOUSE.—Cemetery Chapel, caretaker's house, &с,, for 
the U.D.C. A. R. Roe, builder. Mansfeld. 


MARLOW.-—Additions to works, Dedmere Road, for the Bucks Chair Co. 


MERTHYR TYDFIL.—Thirty-cight houses at Danyderi, Merthyr Tydtil, and 
CH at Penywern, Dowlais. Borough surveyor, Town Hall, 
Merthyr Tydtil. 


MOLESEY.—Isolation hospital (43,615). Surveyor, Molesey District Council. 


TOWN (near Lerps).—Pair of villas, Sand Hill Lane, for Mrs. Taylor 
моны сак, Mosley, 6, Wormald Row, Leeds. 


NEWCABTLE-ON.TYNE.—Proposed new baths. Corporation. 


› ox.).— Development of Somerton Garden Suburb Estate for 

БЕТОН: е Ses hund; Davis & Hunt, architects, 19, Commercial 
Street, Newport. 

NEWQUAY.—Workshops for Н. Hecking. builder, Mount Wise: dwelling. 
house for Mr. Pappin, builder, Mount Wise; two houses 
for R. J. Pearce, builder, Mount Wise; three houses for Mr. 
Billingham, builder, Island Estate; slaughter-house for Mr. 
Hubber, 

NORTHALLERTON.— Important sewage works for tbe U. D. C. (£10,000), 
Wilcox & Raikes, engineers, Birininzham. 

ITON .—Prorcsed erection of 50 houses, near Monks Park, for Sir 

WW Four houses, Ashburnham Road; A. Glenn, 
builder, 24, Asbburnham Road, Northampton, 

ч MHILL (Nonii MELELAND).—P'rc poeed alterations to branch 

NORIS p 150 the Brocmhill Co operati: г Boclety, Ltd. Secretary, 
Central Offices, Co-operative Society, Broombill. 


NORTHUMBERLAND.—Electrical work for new echools and existing build. 
ings for the County Education Committee. C. Williams, 
seoretary, the Mocthall, Newcastle-on-Tyne. 

NOTTINGHAM.— Proposed new £chool at Sherwood (£21,200); extension of 
Berridge Rcad and C'arendon Street Schools; Nottingham 
Education Committee. Skating rink, for Frank Bostock; T. V, 
Woodhouee, architect, West Bridgford, Nottingbam. 

OLDBURY.~—Shops, Birmingham Strect, for T. Newman; extension ot work, 
Rood End Road, for Rider & Co. 

OXFORD.—Alterations and additions to East Oxford Police Station, for tbe 
T.C. (£919). Wooldridge & Simpson, builders, Oxford. 


. PARKSTONE i new church and parsonage at Bandbanks. 


у. В. L. Kingsford, hon. sec. 


PENMAENMAWR (Carxarvon).— Monastery for the Franciscan Capuchins 
Brotherhood. Rev. Canon Scholes, architect, Basingstoke. 


PENTYRCH.—Two houses at Creigluu, D. James, builder, Pentyrch; two 
houses at Creigiau, W. Rees, builder, Pentyrch; house at 
Gwaelodygarth, W. Davies, builder, Pentyrch, 

PLYMOUTH.— Proposed reinstatement (after fire) of premises in Tavistock 
Road, for C. Widger, Вор & Co. Roman Catbolic &chcol, 
North Division: Rev. Canon Scholes and C. Raymond, archi- 
tects, The Presbytery, Burgess Road, Basingstoke. 


POOLE.—Houses. off Richmond Road, for J. A. Cocker; Cliff Drive, Canſord 
Cliffs, for T. Stevens; Forest Road, for W. Southgate; Shore 
Road, Sandbanks, for P. W. De Ja Motte; Cliff Drive, for A. W. 
Field: Poole Road, for W. Southgate; Penn Hill Avenne, for 
J. Wright; Flaghead Road, for T. B. Soott and H. Newman; 
Birchwood Road, for G. Lane. 

PORTSMOUTH.— Two houses in Milton Read, for J. Durrant; houses in 
Funtington Road, for R. J. Winnicott. 

PORT TALBOT.—Proposed extensive works for the manufacture of patent 
fuel, coke and by-products. 

RAINSHAW (near Evenwoop, Co. Durnnam).—New County school. County 
Education Architect, Ehire Hall, Durham. 


RASTRICK (near BnioHovsE).— Propofed new church for Bt. John's parish. 


READING.—BSvoggested enlargement of Park Hospital; W. S. Clutterbuck, 
Town Clerk, Heading Corporation. Additions to8t. Andrew's 
Hoste], London Road, for Miss Bolam, 109. London Read, 
Reading. 

REDCAR.—Alterations and extensions to farm buildings for the Marquess of 


Zetland. Thos. E. Senior, Zetland Estate Offices, Marske.by. 
the-Sea. 


RETFORD.—New dispensary in connection with Retford Hoepital. Н. Derrison, 


Chairn:an of Committee. 

RIPON.—Improvements at the North-Eastern Railway Station. Wm. Bell, 
architect to the company, York. - 

ROMFORD.—Parish hall, Church Path; Nicholson & Corlette, architects, 2, 
New Square, Lincoln's Inn, W.C. Bungalows, Oak Street, 
for James Buttertield, Fernside, Oak Street. 

ROSS FF School. A. Small, architect, Gloucester 

oad, Ross. 

ROTHERHAM.—Pair semi-detached villas, Gerard Street; Richard Enell, 
builder, 89. 8t. Anne's Road. New schools at Ravenfield, for 
the West Riding of Yorks С.С. ; Jas. Totty, architect, Moorgate 
Street, Rotherham. Schoo! 200 places) St. Bedes Road, for 
managers of R.C. Schools. Five houses and motor-wagon sheds, 
St. Anne’s Road, for Watt & Fergusson; J. Platts, architect, 
High Street, Rotherham. 

RUGBY,—lInfectious diseases hospital. T. Willard, architect, Market Chambers, 
Rugby. Proposed baths, for the T.C. (2,200). 
RUISLIP-NORTHWOOD.—Four houses, Sharp's Lane. Collins & Charles, 

builders, 18, High Street, Harrow. 

ST. MARY CRAY.—New Council School (300 children). W. H. Robinson, 
architect to the Kent Education Committee, Caxton House, 
Westminster, 8.W. 

SALISBURY.— Business premises, Butcher Row and Ox Row, for Hart & Son. 
A. C. Bothams, architect, 82, Chipper Lane, Seligbary. 

SHEERNESS.—Houses, Invicta Road, for Wilson, Edsall & Moxon, builders. 


BILKSWORTH (near BUNDERLAND).—Two houses, Somerset Street, for W. 
Watson & Co. 

SOUTHEND.ON-SEA.— Alterations and additions to the Victoria Hotel. E. А. 

‘ Broadhurst, licensee. 

SOUTHPORT.—Hom pathic hospital, P. Adams, architect, 29, Woburn 
Place, London, W.C. 

&OUTHBEA.—Catholic Church of St. Patrick (10, C00). C G. Smith, architect, 
Victoria Road North, Southsea. 

BPENNYMOOR (Co. DcruaM).—Houses, Ruby Terrace, for W. Gill; Ruby 
Terrace, for Geo. Myers; Durham Road, for T. Pearson; ware- 
house, Back King Btreet, for John Webb. 

BTAMFORD.— Probable re-erection (after tire) of business premises, St. Mary's 
Hill, near Town Bridge; R. Mould, draper, occupier. 

STANDISH (near WicaN).—Probable re-erection (after fire) of Prospect House, 
for J. M. Ainscough. P 

STEVENAGE.—Houses, Walkern Road, for Miss M. К. Marsb; additions to 
“ Sishes,"" for Julius Bertram, М.Р. 

RRC schools at North Reddish. Cheers & Smith, architects, 

ackburn. 

SWANSCOMBE.—Proposed elementary school at Knockhall, for the С.С. 
F. W. Crook, secretary to the Kent Education Committee, 
Caxton House, Westminster. S. W. 

SW ANBEA.—Alterations at the Workhouse; Llewellyn Jenkins, clerk, 
Alexandra Road, Swansea. Gymnasium, dining-room, &c, ы 
the Grammar School, for the T.C. (44,000). E. L. installation at 
the Education Offices for the Education Committee, and at Port 
Tennant Police Station forthe Watch Committee ; new business 
premises, High Street, for D. Jones & Co., Ltd., clothiers. 

TODDINGTON.—New school for Beds. С.С. 

TRURO.—Rebuilding West-End Drapery Stores. А. J. Cornelius, architect, 
Lemon Street, Truro. 

TUNBRIDGE WELLS.—House, Sandhurst Road, for Soper & Jones, builders, 
75, Calverley Road; motor garage, London Road, for G. 
Brevenson; house and shop, St. John's Road, for E. ani H. 
Kelsey, brewers, Cuiverden Brewery. А 

USWORTH (Со. DurHam).— Workmen's dwellings (50), for the С.С. Brown antl 
Spain, architects, 51, Fawcett Street, Sunderland. 

WATFORD.— Drill Hall, Park Avenue, Commanding Officer. 


WEST BROM WICH.—Cookery kitchen and studente’ dining-room in connection 
with the Eecondary School, Wood & Kendrick, architects, Hig 
Street, West Bromwich. 

WHITBY.—Residence, Carr Hill; Н. G. Walker, architect, Golden Lion Bark, 
Whitby. House, St. Hilda's Terrace, for W. James; J, Parker, 
architect, Esk Terrace, Whitby. . " 

WHITCHURCH.—Houses on Parade, Whitchurch; W. 8. Lewis, pubes: 
Whitchurch. Additions to Royal Exchange Hotel. В. А. rag 
and Co., Ltd, Cardiff. Ten houses at Pantmawr Rosd, P. 
Gummar, builder, Whitchurch. ET 

WHITEFIELD (near MascursTER)— Proposed public waiting rooms 
conveniences. Вогосрћ &uivevor, bury: , 

WIGAN.—Alterations at tho Public Baths. Borough surveyor, Wigan. 


WINDERMERE.-Extension of garago and motor works at Bowness for H. J. 


Croft. J. Stalker, architect, Kendal, 
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WINDSOR.—Proposed reconstruction of Victoriaa St. Baptist Church (£2,000) ; 
Rev. C. H. Sheen, minister; A. T. C. Roberts, hon. sec. 

erection of premises for Mr. Wilkinson, decorator, 126, High 
Street, Eton. — Erecton of chemistry school, Keat's Lane, in 
connection with Eton College. 

WORTHING.—Additions to Downview Hotel, for Abbey & Sons, Brighton; 
houses, Boundary koad, for Hayward & Co.; Upper High Street, 
for G, Hide: High Street, Tarring, for Tate & Co. (J. E. Lund, 
architect, The Cove, Christchurch Road, Worthing); South. 
field Road, for A. Warner; Turring Road, for J. Hews (H. 
Bartlett, architect, Heytesbury House, Worthing). 

YARMOUTH.- Proposed extensions to the General Hospital (£5,300), Coun- 
cillor В. F. E. Ferrier, hon. sec.; alterations to Steam Packet 
Hotel, Marine Parade, for Messrs. Steward & Patteson, owners; 
two bouses, Alderson Road, for C. E. Ward. 

YNYSCY NHAIARN.—-Important sewage disposal works for the U.D.C. F. J. 
Commin, engineer, 1, Victoria Street, Westminster, B. W. 


— = 


FORTHCOMING EVENTS.: 


Physical Society.— Friday, December Ilth. Meeting at 8 pm At the Royal 
College of Science, South Kensington, Fourth Annual Exbibition of Elec- 
trical, Optical and other Physical Apparatus, froin 7 to 10 p.m. 

Junior institution of Кыш: Баа, December 12th. At 3 p.m. Visit to 
garave and shops of London General Omnibus Co., at Black Horse Lane, 
Walthamstow, This visit is in connection with a paper that is to be read by 
Mr. Eric Boult on Motor-Omnibuses," on December 16th. 

North of tegland institute of Mining and Mechanical Eugineers. — Saturday, Decem- 
ber 12th. Meeting at 2 p. in. { 

Birmingham and District Electric Ciub.— Saturday, December 12th. At 7 p.m. At 
the Colonnade Hotel, Birmingham. Fourth annual meeting. 

Electrical Footha 1 League.— Saturday, December 12th. Kick-off at 2.30 p.m. 
Ediswan v. Robertson's Lamps, at Wormbolt Farm, Shepherd's Bush. 

lastitution of Mechanical Engineers ‘Graduates’ Association. — Monday, December 
Hth. At 8 p.. Paper by Mr. Reginald Bishop on Commercial Precision 
Grinding. 

Institution of Eleotrical Engineers (Manchester Section). Tuesday, December 15th. 
At 7.30 p.m. At the University, Manchester. Paper on “The Electrical 
Discharge and the Manufacture of Nitrogen Compounds.“ by Mr. W. Cramp. 

нош Society. Tuesday, December 15th. At 8 p.m. At the Library of the 
I. E. E., London, S. W. Paper on The Redetermination of the Electrolytic 
Potentials of Silver and Thallium,“ by Mr. F. J. Brislee: and other papers. 

Institution of Electrical Ker lasers (Birmingham Local Section) .— Wednesday, Decem- 
ber Ith. At 7.80 pan At the University, Birmingham, Paper on“ The 
Use of Transformers ax Choking Coils, and Applications to the Testing of 
Alternators,” by Mr. J. D. Coales. 

lastitution of Electrical Engineers (Students' Meet ng).— Wednesday, December 16th. 
At 7.45 p.m. At the Library of the Institution. Paper on " Auto-Trans: 
formers for Metallic-Filament Lamps," by Mr. G. Н, Stevens. 

Institution of Electrical Engineors (Leeds Loos! Section).— Wednesday, December 
16th. At 7.15 p.m. eeting at the Univers ty, Sheffield. 

Jualor lestitution of Esgiveers.— Wednesday, December 16th. At 7.30 p.m. At 
the Royal United service Institution. Paper on " Motor Oiunibuses,“ by 
Mr. E. F. Boult. 


laetitution of Electrica! Engineers, — Thursday. December 17th. At 5 p.m. At the 
Institution of Civil Engineers. Paper on The Electric Discharge and tLe 


Production of Nitric Acid," by Messrs. W. Cramp and B. Hoyle. 
Institution of Electrical Engineers (Glasgow Studeats).— Friday, December 18th. 
At8 p.m. At the Glasgow Technical College. 
Electre-Harmonio Society. Friday, December INth. At B p.m. At the Holborn 
Restaurant (King's Hall). Sinoking Concert. 
At 


Institation of Civil Engineers (Stadenie’ meetlar). Friduy, December 18th. 
8p.m. At the Institution of Civil Engineers, Paper on “ High-Power 


Water-Turbines on Moderate Falls," by Mr. R. Wolfenden. 
Association of Engineers-In-Charge. —aturday, December 19th, At 7.30 p. m. At 
y 555 B London, E. C. Discussion on paper on Coal, by Mr. 
H. Booth. 
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(LONDON DIVISION). 
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The following orders are issued :— 


Monday, December 14th.—'* A Company. Infantry drill (recruits), 6to 7 p.m. 
Technical drill, 7 to 10 p.m. | 

Tuesday, December 15th.—" B ” Company. Technical drill, 6 to 8.30 p.m. 
Infantry drill, 8.15 to 9.45 p.m. Medical inspection for recruits, 6.30 
to 7.30 p.m. 

Thursday, December 17th.—“ Company. Infantry drill (recruits), 6 to 
Tpm. Technical drill, 7 to 10 p.m. 

Friday, December 18th.—'" D" Company. Infantry drill (recruits), 6 to 7 p.m. 
Technical drill, 7.15 to 9.30 p.m. 

The Head-quartera will be closed from December 23rd to January 3rd, both 


dates inclusive, 
(Signed) J. H. S. PHILLIPS, 
Capt. and Acting Adjutant, 


. Alleged Libel.—At Tottenham Police Court on the 8rd 
Inst., Thomas Bray, of Peacock Street, Newington Butts, was sum- 
moned for publishing alleged libels concerning Thomas Ward, of 
Totteridge Road, Enfield Wash, lately a dire-tor of the Electrical 
Instruments Manufacturers, Ltd. Mr. Louis Green, counsel for the 
complainant, said that if the defendant would give an undertaking 
not to repeat the libels, he did not desire to proceed with the case. 

he defendant at first expressed a desire to have the case proceeded 
with, but upon the chairman pointing out that the Bench would 

Ye по option but to commit him for trial, he gave the required 


und ing. 


NOTES. 


Our December 25th Issue.—The ELECTRICAL REVIEW, 
which is due to appear on Christmas Day, will be published on the 
previous Wednesday morning, December 23rd. Will our friends 
therefore kindly take note of the following arrangements, во as to 
avoid disappointment and delay ? 

All matter for the Correspondence" pages should reach this 
office by first post on Monday morning, December 21st. Notes and 
news matter should be received in the course of the same day, 
though late news of special interest will be welcomed up to early 
on the morning of Tuesday, December 22nd. 

Our Advertisement Department announces that new copy and 
alterations to existing displayed advertisements should reach it 
not later than Friday morning 18th inst. Official Notices and 
small prepaid advertisements can be received up to 9.30 &.m. on 


Tuesday, the 22nd. 


Apparent Decay of Radium.—Under this head, in 
Nature of December 3rd, Prof. Sir W. Ramsay describes observa- 
tions carried on during tbe past year, upon the amount of “ electro- 
lytic gas " obtainable from a solution of radium bromide, About 
30 cm." of the gas were pumped off every week until November 
11th, after which date the quantity diminished rapidly, amounting 
only to 0'5 cm.? at the end of November. It is suggested that here 
is a proof that one of the ways in which radium expends a portion 
of its energy has been stopped. | 

In the same issue Mr. Е. S.ddy gives an account of experiments 
showing that belium is evolved from uranium, at the rate of about 
2 milligrams of helium per annum per million kilograms of uranium. 


Copper.—Copper has settled a little as to price, and also 
as to the abnormal increase in visible supplies. These are given in 
Messrs. Merton’s report as 51,999 tons for November 30th, 1908, an 
increase of 467 tons over the quantity for the end of December, 
but a decrease of 836 tons from the mid-monthly figures. This loss 
is principally on afloat from Australia, and therefore may only be 
an ordinary fluctuation, due to the in and out shippine not co- 
inciding in tonnage. Deliveries are slightly down, 29,239 tons, as 
against 34,034 tons at the end of December, and total supplies are 


below the average. 


Institution and Lecture Notes. — INSTITUTION or 
ELECTRICAL ENGINEERS (BIRMINGHAM LOCAL SECTION). — The 
second anmual dinner was held last week at the Grand Hotel. 
Professor G. Kapp presided, and proposed the toast of “The 
Institution." In the course of his speech he mentioned that the 
parent body had appointed a committee to inquire into the quali- 
fications of those who desired to become membere, and was going 
to institute an examination for associate membership, with a view 
to raising the status of the Institution. The President, Mr. W. M. 
Mordey, replied, and said that this country was not behind others 
in electricity supply—not even, he believed, behind America. Mr. 
R. K. Gray proposed The Birmiogbam Local Section," for which 
Prof. Threlfall replied. Other toasts followed, and Mr. J. F. C. 
Snell pointed out that in 1908 the capital invested in electrical 
undertakings was no less than 366 millions sterling, with an average 
return of 4°83 per cent. i 

INSTITUTION OF ENGINEERS AND SHIPBUILDERS IN SCOTLAND.— 
Оа Thursday, December 3rd, the new buildings erected in Glasgow 
by the Institution were opened with a conversazione. The build- 
ings contain a literary and reading room, smoking and coffee rooms, 
lecture hall, council room, &c. 

SOCIETY or ENGINEERS.—On December 7th Mr. Herbert Chatley 
read a paper on “ Mechanical Flight,” dealing successively with 
the history of the subject, the theory, and the application of the 
theory to practical design; he described the essential features of 
four types of aíroplane, and concluded by shortly considering the 
commercial and military aspects of the question. 

Roya INSTITUTION, — The following are included among the 
lecture arrangements before Easter: — Prof. W. Stirling, a 
Christmas course of six experimentally illustrated lectures on 
"The Wheel of Life," adapted to a juvenile auditory; Prof. 
J. O. Arnold, two lectures on Mysteries of Metals": and 
Prof. Sir J. J. Thomson, six lectures on Properties of Matter.“ 

Тнв ROAL Society.—Before this Society yesterday the fol- 
lowing papers were to be read :— 


Prof. T. B. Wood and W. B. Hardy, F. R. S. Electrolytes and Colloids. The 


Physical State of Gluten.“ 
W. F. G. Swann. On tbe Specific Heats of Air and CO, at Atmospheric 


Pressure by the Continuous Electric Method at 20 and 120° C." Communicated 


by Prof. H. L. Callendar, F. R. S. 
J. W. Bispham. “Potential Gradient in Glow Discharges from a Point to a 


Plane." Communicated by Prof. Sir J. J. Thomson, F. R. 8. 
Commander L. Chetwynd, R. N. “ Results of Magnetic Observations at 
Stations on tbe Coasts of the British Isles, 1907." Communicated by Admira 


А.М. Field, F.R.8. 
J. Nicol. The Rotation of the Electric Arc in a Radial Magnetic Field.“ 


es oe H. A. ae КЕЗ. 
Different r Prof, E. Rune ERE 3 
JUNIOR INSTITUTION OP ENGINEERS.— With the permission of 
Mr. Selfridge, the members of this Institution recently visited the 
Selfridse Store Building in course of erection at 410, Oxford 
Street, London. The building is of the warehouse clase, the front- 
age to Oxford Strect being about 2:0 ft, and to Duke Street 
175 ft.; it has three basements, and in addition to the ground 
storey there are four upper storeys, making eight storeys in all. 
There are nine passenger elevators, about 6 ft. square, and two 
freight elevatora. 
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Insrrroriox or Отут, ®хотхЕЕВВ (SrupENTS).— The first meet- 
g of tbe session was held at the Institution on December 4th, 
when Mr. L. W. Atcherley read & paper on “The Design and 
Erection of a Plate Girder Bridge over the River Lee at Brox- 
bourne.” Dr. W. C. Unwin, F.R.S., who occupied the chair, asked 
those students who were in a position to give the time, to consider 
carefully Mr. Haldane’s proposal to form a body of Reserve Royal 
Engineer officers, to be partly drawn from the stadenta of the 
Institution of Civil Engineers. A sound and interesting military 
engineering training would be imparted, which he felt sure would 
be of value to the man himeelf, and in case of need, to his country. 

At the Workmen's Club, Rochester, recently, Mr. J. Nich lson, 
of Chatham, gave an interesting lecture on What is Electricity?“ 

Liv RRPOOL AND DisTRICT ELECTRICAL AsSOCIATION.— On Tuesday, 
December 8th, a paper was read by Mr. 8. R. Gibbon, entitled 
"Electricity as Applied to Heating and Cooking.” A small 
radiator on the new Electroyl system, manufactured by Mesers. 
Purcell & Nobbs, London, was also on exhibition, and we understand 
that it excited interest by reasom of ite very low current consump- 
tion, as compared with its heating capacity, and also owing to its 
novel construction. 

Finspory TECHNICAL COLLEGE OLD STUDENTS’ ASSOCIATION.— 
The third annual dinner will take place on Tuesday, December 
15th, at the Criterion Restaurant, at 7 p.m. for 7.30 o'clock, when 
the chair will be taken by Mr. P. V. MeMahon, president of the 
Association. The electrical hon. sec. is Mr. E. W. Mose, 20, 
Huddleston Road, Tufnell Park, London, N. 


Revocation of Patents.—Mr. T. Fletcher Wilson 
recently, in an instructive address to the Coventry Engineering 
Society upon the new Patents Act, dealt particularly with Section 
27, to the effect that, at any time not less than four years after the 
date of a patent, any person may apply at the Patent Office for the 
revocation of the patent on the ground tbat the article or process 
forming the subject of the patent is manufactured or carried on 
exclusively or mainly abroad. He pointed out that the section 
turned principally on the words “mainly or exclusively," and 
although no definition was given as to what constituted carrying on 
a manufacture mainly or exclusively abroad, it was tolerably certain 
that if, to supply a demand in this country, 51 per cent. of the 
articles were manufactured abroad and imported, it would be held 
that the manufacture was carried on mainly abroad, and the patent 
for the article would probably be revoked. In the case of an article 
which had to pass through various processes in the course of 
its manufacture, if the majority of these processes were 
catried out abroad and the article was only finished in this country, 
the patent would, on that account, be in great danger of being 
upset. To pursne this point a little further, if the parts of a 
machine were manufactured abroad and .only assembled in this 
country, it was more than likely that this would be held to be in- 
sufficient working of the invention in this country. The section 
was, of course, aimed chiefly at the foreigner, but it incladed the 
British inventor as well, as it was not uncommon in electrical 
matters such as telephones, commutators, &c., for a British patentee 
to have his invention manufactured abroad and to import it to this 
country. In such a case, unless the inventor had, before placing 
his business abroad, made every effort to get his invention made in 
this country, he would be in & very bad way, and liable any day to 
lose his patent. If, however, he had first of all made strenuous 
efforts to get his patent taken up and made in this country and had 
failed to do so, he would, atleast, have some defence to put forward 


in case an application for revocation of his patent was lodged 
against him. 


in 


Private Bills.— Plans have been deposited in the Private 


Bill Office in respect of the following Bills:—Baker Street and 
Waterloo Railway, Central London Railway, Edgware and Hamp- 
stead Railway, North-West London Railway, Folkestone, Sand - 
gate and Hythe Tramways, Gateshead and District Trumways, 
London County Council Tramways, Torquay and Paignton Tram- 
ways, and Wallasey Tramways. Plans have also been deposited in 
respect of the following Provisional Orders :—Bolton Corporation 
Tramways, Chesham Electric Lighting Extension, Chipping Norton 
Electric Lighting, Cleethorpes Electric Lighting, Greystones 
Electric Lighting, Herne Bay Electric Lighting, Hindhead and 
District Electric Lighting, Holsworthy Electric Lighting, Maccles- 
field Electric Lighting, Morecambe Corporation Tramways, North- 
ampton Corporation Tramways, Portsmouth Corporation Tramways, 
Skelmorlie and Wemyss Bay Electric Supply, Southampton Ilectric 
Lighting, Staines Electric Lighting, Stourbridge Electric Lighting, 
Turton Electric Lighting, Walton-on-Naze Electric Lighting, and 
Whitworth Urban District Tramways, 


Electro-Harmonie Society.— The next smoking 
concert of this Society is announced for Friday, December 18th, at 
the Holborn Restaurant. The programme includes songs by 
Messrs. Harold Wilde, Thorpe Bates, and the -Holian Gleemen. 
Among the other artists are Mr. J. H. Bull (operatic banjoist); 
Mr. Leonard Harris, who will give humorous recitations; and Mr. 
Fred. Hastings, who is to sing humorous songs. There will also 


be a humorous sketch by Mr. Astley Weaver, and character sketches 
{rom Dickens by Mr. Hewson Brown. 


German Electrical Firms and Motor-Car Trade.— 
The Berlin correspondent of the Financial News says tbat the 
leading electrical concerns, such as the General Electric Co. and 
Siemens & Haleke, have for many years had the ambition to enter 
the motor-car trade, but the idea has never got beyond the experi- 
mental stage. At last, however, a step in earnest has been taken, 
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tbe.Biemens-Schuckert Oo. having taken over the 
which are ғо well known as havin 
New York-Paris race. 


Appointment Vacant.—- Mains superintendent for 
Hammersmith electricity department (£130). 


West Ham Inquiry.—The L. G. B. Inspector having 


given notice of his intention to renew his demand for particulars 


of contracts on the resumption of the inquiry, the Council ha 
resolved to decline to produce them. 


Correction.—On p. 921 of our issue of November 27th, 
by an obvious misprint Mr. W. W. Lackie was made to say that 


42,900 lb. of coal were required to warm up a Babcock boiler, The 
correct figure was 2,900 lb. . ` 


› Protos Works, 
g supplied the winning car in the 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, lo keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station Officials.—Gillingham (Kent) T.C. 
has increased the salary of Ma. H. R. G. FonsTER, mains super- 
intendent, to £110, subsequently rising to £130. 

On leaving for Melbourne, Australia, Мв. G. H. CowPER, of the 
Ilford U.D.C. electricity staff, has been presented by his colleagues 
with a dressing case. | 

A suitably inscribed watch has been presented to Мв. WILFRED 
Yonxm by the Lot's Road power station staff of the Underground 
Electric Railways Co. of London, on the occasion of his leaving 


the company's service to take up a position with the Manchester 
Corporation. 


Tramway Officials.—At a social meeting of the 
tramway employés at Falkirk (Mr. T. Hays, manager, presiding), 
Mr. A. WALTON, late chief inspector, and Mr. J. A. NOLAN were 


the recipients of presents on the occasion of their leaving the 
company’s service, 


General.—Mr. A. C. WEBER, late of Messrs. Siemens 
Bros. & Co., Ltd., who has been on a short visit to this country 
from South Africa, has joined Messrs. W. H. Allen, Son & Co., Ltd., 
as their engineer and representative in South Africa, Mr. Weber 
sailed by the R. M S. Norman on December 5th, and will have bis 
headquarters in Johannesburg. 

Mr. Агғвер BLATTEB, consulting engineer, has removed his 
offices from 30 and 31, New Bridge Street, Ludgate Circus, E. C, to 
Caxton House, Westminster, S.W. 

Ma. D. WALEEB has been appointed drawing office and record 
assistant to the Wimbledon electricity department. There were?l 
applicants. 

Acoord ing to the Times, Мв. Gzonas WESñe HOS jun., only 
son of Mr. George Westinghouse, of Pittsburg, U.S.A., is ill, and 
the date of his marriage to Miss Brocklebank, daughter of Sir 
Thomas Brocklebank, of Cumberland, has accordingly been 


postponed until he bas recovered sufficiently to stand the ocean 
voyage. 


Obituary. —Mr. CHARLES Payne, who had for many 


years carried on business as an electrical engineer and contractor, 


in Redwell Street, Norwich, died on December 2nd, at the age 
of 63 years. 


CITY NOTES. 
In the financial history of this company ve 
London think we can see interesting evidence that the 
Electrobus public is not out running after a new thing 
Co., Ltd. into which to put its money. Nor is it to be 


lured into a net by extravagant promises 
Otherwise the large outlay upon advertising and circularising its 
new prospectuses would have produced more than a modes 
£76,929, the bulk of which is (or was) held by the directors and 
their friends. It is stated that 74 519 ordinary shares of £l each 
and 9,641 five-sbilling deferred have been issued for cash at par, 
and the arsets represented by this capital ccnsist of about э кою 
of "buses which, wisn new, can be bought at £700 each, plus the 
garage and its equipment. But we have so recently referred to the 
effort of the company to raise more capital that little need now be 
said concerning the prospectus that has been before the public tbi 
week. It will be remembered that a few weeks ago the director 
announced that it was only by obtaining new capital, to put more 
"buses on the streets, that they could make a profit on what #0 
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already invested in. the company. They accordingly offered 
£50,000 6 per cent. first mortgage debenture stock, at par, to the 
shareholders in the first tnsfunce, their application to be in by 
November 19th; and presumably these investors, labouring under 
tbeir fill of Electrobus fare, did not come tumbling over one 
another in eagerness to secure the new bait, or this prospectus 
would not have found its way to the public, offering £40,000 out of 
an issue of £50,000. From the reception accorded to tbe prospectus 
by the daily Press, we doubt whether this last attempt has been 
any more successful than those that have preceded it. When tbe 
next electrical omnibus company comes along, we hope it will 
profit by the lessons learned by the existing undertaking and by 
the one that ended so disastrously. some years ago. 


Manx Electric Railway Co., Ltd. 


Mr. A. G. Boscawmw (Chairman) presided on Tuesday at the 
offices, 78, Cornhill, E. C., over a meeting of the above company. He 
moved the adoption of the report, which read as follows :— 

„The gross receipts for the year ended September 30th, 1908, 
amount to £33,735, and the 8 expenditure £16,734 = £17,001, 
plus £1,210 brought forward, making £18,211; deduct, debenture 
interest £9,000, interim dividend of 2? per cent. per annum on 
preference shares paid September 30tb, 1908, £3,580, amount 
placed to reserve for special renewals £1,000, leaving £4,631, from 
which is deducted balance of preference share dividend due in 
respect of the year ended September 30th, 1908, £3,580, leaving a 
balance of £1,050. After payment, therefore, of the above-men- 
tioned balance of dividend due on the preference shares, and after 
having placed a sum of £1,000 to reserve for special renewals, 
bringing this fund up to £5,157, there remains a balance of £1,050, 
which the directors propose carrying forward to next year. The 
capital expenditare bas been £300. An expenditure of £185 has 
been made on additions to the workshop equipment, which were 
much needed for facilitating repairs to rolling stock on the 
company’s premises. The net result of the year’s working has not 
been as favourable as last year’s; bad trade has prevailed, 
especially in Lancashire, which hae affected the spending powers 
of the people, and from the middle of August to the end of the 
season, very unseasonable, rough weather was experienced in the 
Isle of Man, in consequence of which the arrivals in Douglas in 
September totalletl 20,543 (or 32 percent.) less than last year. 
Previous to August 15th the company was actually slightly ahead 
of last year’s receipts. The passengers carried during the twelve 
months totalled 527,986, as compared with 546,666 during the 
previous twelve montbs, a decrease of 18,680. The receipts were 
£33,735, as against £35,345 in the previous year, whilst working 
expepses amounted to £16,734, as compared with £16,773, and the 
ratio of working expenses to receipts has been 49'6 per cent. in 
1908, as compared with 47:4 per cent. in 1907." 

The CHarRMAN said they recognised that the year bad been а 
disappointing one to both the board and the shareholders. The 
receipts showed a decrease of £1,600, which was accounted for 
entirely by & decrease in the passenger receipts. In fact, these 
were down £1,800, whilst goods and sundry receipts showed an 
Increase of £200. "They had done all they could to increase what 
he would call the permanent income of the line, and had been 
fortunate in securing a new mail contract with the Post Office, by 
Which all stations, including Ramsay, would be served by the line. 
There had been several causes for the falling-off in the passenger 
receipts. One, of course, was the bad trade which had prevailed 
every where, and particularly in Lancashire, and which had affected 
the spending power of the public. Notwithstanding that, they were 
able to hold their own pretty well up to the middle of August. 
They then suffered from bad weather till the end of September, 
and, in fact, during the whole of that period they bad only 15 
days’ fine weather, as compared with 30 during the same period in 
the previous year. All interests were aff-cted, and the number of 
visitors to Dovglas and Ramsay fell oti. They carried fewer 
passengers by 18,680, and the whole of the shrinkage practically 
occurred after the middle of August. Another cause which to some 
extent had affected them was that the Exhibition in London drew 
& large number of people away from seaside resorts. The board 
took every step to decrease expenditure, but, as would be under- 
stood, it was impossible, when they bad a summer service in 
Operation and a staff engaged, to effect a large reduction all at 
once. They managed to reduce the passenger mileage by 8,767 
miles, and by that means were able to carry the same number of 
passengers per train-mile as last year—viz. 14. Here, however, 
reduced Spending capacity showed itself, and their receipts fell 
from 21°51d. to 20:894. per train-mile. Their expenses were 
Practically the same as last year, and included a special 
expenditure of £164 for new boiler-tubes in the Climsx” 
boiler, They had added £1,000 to reserve for renewals, and that 
fund now stood at £5,157; and the board were convinced 
that they were pursuing a sound policy in continuing to build up 
that fund, baving regard to the nature of their property and the 
plant they had to operate. In the bad rerults of last year they 

d suffered in common with other undertakings of а similar 
character. He had some figures showing the results of otber 
epderts kings whose accounts were made up at tbe tame date ав 
с own. He found that in tbe case of the B.ackpceol and 

eon Eiectiic Tramways there was a falling off in 13 weeks 
отв, іп the Blackpool Corporation Tramways fur 27 weeks 
ч alling off of £1,896 ; in the Bournemouth Corporation Tramways 
or 26 weeks a falling off of £2,985; and in the Douglas Southern 


Electric Tramways a falling off of £600. They had continued their 
negotiations with the Corporation of Douglas with reference to the 
electrification of the tramways along the front, but so far the 
Corporation bad rej-cted their proposals. 

Siz W. Н. VAUDREY seconded the motion, and the report w 


carried. 


India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd. | 


Tux directors’ report for the year ending September 30th, 1908 

shows, after provision for doubtful debts, a net profit of £52,946 

Adding £49,034 brought forward, and deducting £12,500 interim 
dividend paid in July, there remains a disposable balance of 
£59,480. The directors recommend the distribution of a dividend 
of 15s, a share, free of income-tax, amounting to £37,500, making, 
with the interim dividend paid in July, a total payment of 10 per 
cent. for the year, and leaving £51,980 to be carried forward. The 
general business of the company shows an increase compared with 
the results of last year in certain lines; in others, however, there 
has been a falling off. The competition on the Continent in the 
tire trade has been severe and has adversely affected the profit of 
the French works, The prices of raw material, which had declined 
during the early part of the year, hardened again towards the 
close. The Palmer and Persan motor and bicycle tires still 
continue to grow in favour. This is especially so in the case of 
the Palmer tires. The electrical industry has been passing through 
a period of depression, from which the company have not escaped. 
There has been little doing in submarine cable work, but the com- 
pany's steamers have had occasional employment during the year 
and are in an efficient condition. The works at Silvertown and 
Persan have been maintained in their usual state of efficiency. 
Since the termination of the financial year, the board, under the 
autbority granted by the special resolution of the shareholders o 

June 30th last, has issued 12,500 preference shares, representing 
one-half the amount authorised. These shares are cumulative 
preference of £10 each, and bear interest at the rate of 5 per cent. 
payable half-yearly on January lst and July 1st of each year, the 
first half-yearly payment falling due on July Ist, 1909. The board 
regret to state that the Hon. Henry Marsham died in July last. 
Mr. Marsham had been a member of the board for 21 years and the 
Chairman of the company for seven yeare; he was devoted to the 
pen arr interests and will be much missed at the board’s 
councils. | 


Reduction of Capital.—7vaford Power and Light 
Supply (1902), Ltd., and Red.—A petition for reducing the capital 
from £150,000 to £80,920 is to be heard at Manchester on Decem- 
ber 21st. 


La Plata and Ensenada Tramways Co.—Meetings of 
the creditors and of the holders of the various securities of this 
company were to be held on 3rd inst. under order of the Court to 
consider a scheme of arrangement, under which it is proposed to 
form a new company, to be called the La Plata Electric Tramways 
Co., Ltd., or some similar name, with a capital of 4£450,0C0, 
consisting of 200,000 preference and 250,000 ordinary shares of £1 
each. Fuller particulars appeared in the Financial Times on 
December 1st. Ert 


Prospectus.—Staybrook Rubber and Tea Estates, Ltd — 
The list is to close to-morrow in an issue of 55,000 sbares of £1 
each in this company, which is to acquire the Eldorado and Kokayar 
Rubber Estates and certain tea estates. 


Mexican Companies.—A great deal has been appearing 
in the financial and other daily newspapers during this week 
concerning the controver y between the directors and the eshare- 
holders’ committee of the Mexican Light and Power Co., Ltd, 
with reference to the contract between that company and the 
Mexican Tramways Co. The directors have set ont their reasons 
for rejecting the proposal to lease to the tramways company on 
certain terms. A special general meeting of shareholders of the 
light and power company is to be held at Montreal on December 
30th, and shareholders on this side have been asked to forward 
their proxies to “strengthen the hands of the directors in taking 
measures to protect the interests of the company." 


Stratford-on-Avon Electricity Co., Ltd.— Mr. G. M. 
Bird presided at the annual meeting held recently, at which the 
accounts to December 31st, 1907, were presented, showing gratifying 
progress for the latter half of that year, A meeting will be held 
early in 1909 to pass the 1908 accounts. 


Western Telegraph Co., Ltd.—A first quarterly divi- 
dend of 3s. per share for the year ending June, 1909, being at the 
rate of 6 per cent. per annum, has been declared. 


Sao Paulo Tramway, Light and Power Со., Ltd.— 
A quarterly dividend of 24 per cent. on the capital stock is payable 
on January 1st, 


Canadian General Electric Co.—A dividend of 13 per 
cent. on the common stock has been declared for the three munths 
ende. 3186 inst. 


Globe Telegraph and Trust Co., Lid. — The directors 
5 a quarterly dividend of 28. per share on the ordinary 
shares. 
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MARKET QUOTATIONS. 


Wednesday, December 9th. 


CHEMICALS. &e. 


Acid, H 
а „ NIt rio 
a n Oxalic oe 


9g „ Bulphurle .. 

a Àmmoniao, Sal .. T 
a Ammonia, Muriate (crystal) 
a * U ee + өө 
a Bleaching powder T 

a Bisulphide of Carben 
a Borax ee ee ee ee eo 
Bulphate .. ee 


„n Peroxide .. 

Methylated Spirit .. s. es 

Potassium Bichromate, in casks 
(16/80 96) 


„ Chlorate... A 


A S 


2, 
Я 
В 
| 


a 
È 
2 
— 
8 


a Balphate of Magnesia 


a Bulphur, Bublimed Flowera  .. 
a » vered ee ee 
a » Lump ee А 
а Caustic (white 7 %) ee 

90 rate es ee ee 


a [4] 
Crystals T ee 

Е Bolium Bichromate, caske 

а „ Oyanide (basis 100 ) 


METALS, &o. 
b Aluminium оза, In ton lots 


ee „ Por ot. 


per ton 
b 10 Wire, in ton lots .. per ton 
b ‚ Bheet, in ton lote .. per ton 
о Babbitt’s metal ingots .. per ton 
e Brass (rolled metal F to 19°) basis per lb. 
e [T] ed ee - ee per | е 
е n „ (solid drawn). e. per lb. 
e „ Wire, bas " ee per lb. 
e Copper Tubes brazed) .. .. per lb. 
е Tm (solid drawn) ее рег 1 б 
g Copper Bars (best sel .. per ton 
g Copper Shee ee oe m P ton 
4 $i (Riectrolytic) Bars „ рет ton 
6 „ 10 Sheets .. per ton 
е vn " Rod ee per ton 
е [T] [T] H. d. Wire per ib, 
f Ebonite Rod ee ee ee per ib. 
f LL) Bh ee ee ee per lb; 
п German ere ee ee Бох 
h Gutta-percha, ee ec per 
h (ndia-rabber, Para fine .. ee per lb.. 
4 Iron 9 warrants) .. per ton 
[а ire, galv. No. 8,P.O.qual. per ton 
9 Lead, English Ingot ee ee per ton 
т Manganin Wire No. 38 eo ee per lb. 
0 Маегопгу эө oo ee per bot, 
d Mioa (in original )emall .. per lb. 

ii „ и medium per lb. 
» Ph sphor Bronse, plain po 1 . 

0 , 
р " rolled bars & per lb. 
p в и Strip & sheet per lb. 
0 Plasinum ee ee ee e per ов, 
e Silicium Bronse Wire  .. ee per lb. 
T Bteel, Magnet, in bars ce ee per ton 
2 Tin, Block (English) ee өө per ton 
N [! Wire, Nos. 1 to 16 ee ee per Id. 
p White -triction 

и White Ant brand .. per ton 


k Zino, Bh U (Vieille Montagne bnd.) 


a G. Boor & Co. 


Ь The British Aluminium Co., Ltd. 


e Thos. Bolton & Sons, Ltd. 
а Е. Wiggins & Sons. 
в Frederick Smith & Co. 


f India-Rubber, Gutta-Percha and 


Telegrapb Works Co., Led, 
James & Bhakspeare, 
Edward Till & Co. 


Official Announcements re Companies.—The follow- 


ing companies are to be struck off the register in three months 
unless cause is shown to the contrary :— 


Latest 
Price. 


—— 


Fortnigbt's 
Ino. or Deo. 


10/ и дес. 


m W. T. Glover & Oo., Lid. 


Hemsworth Electricity Supply Co., Ltd. 


Home Counties Electricity Supply Co., Ltd. 
IIsde Electrical Manufacturing Co., L 


a Р. 
о 


Ormiston & Bons. 

Johnson, Matthey & Oo., Led. 
p The Phosphor Bronge Оо 
r W. F. Dennis & Oo 


td 
Hyderabad Eleetiic Light and Traction Co., Ltd. 


Irish Electrical Agency, Ltd. 


Krocger Light Cure aud Electro- Therapeutic Institutes, Lid. 


Schulz Turbines, Ltd. 


Burmah Electric Tramways & Lighting Co., Ltd.— 
The accounts for the year ended July 31st show an excess of receipts 
over expenditure of £1,676, increasing the credit to revenue brought 


According to the Financial News, the sum of 
£ 0,000 was set aside asa depreciation fund and £201 carried forward. 


forward to £5,201. 


7 CTT——— ий 
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STOCKS AND SHARES. 

Sa Tuesday Afternoon. 
CaLMBR counsels have prevailed amongst those who were buying 
electricity supply shares, and the rise was checked by a fair amount 
of very judicious selling. The Stock Exchange as a whole is not 
in a particularly confident mood. Rumours have been rife that the 
King's indisposition is understated, and the Balkans business 
provides another cloud, to which dearer money contributes а greyish 
lining. In short, business is slack, so any kind of reasons must be 
sought to explain why people decline to buy anything but Christmas 
presents and mechanical toys. 

The ostensible cause for the setback amongst shares of the elec- 
tricity companies supplying London with current, was the 
unexpected hint that the L. O. O. has not abandoned definitely its in- 
tentions in the same direction. This gave pause to new buy ing, and 
the previous holders who had been waiting for the market to tam 
before they realised their shares, promptly sent in orders to sell. 
The effect was immediate, and the general list suffered recession, 
which extended to those cases where little or no selling took place. 
Of course the decline is almost negligible as compared with the 
dramatic rise which it followed. County of London and West- 
minster Ordinary fell 78. 6d. each. St. James’ lost 58.; so did Brompton 
Ordinary, Metropolitan Preference and County Preference. Other 
falls did not exceed 28. 6d. “A healthy reaction” observed some 
who had thought the market was travelling too frst for safety. 

South Metropolitan Ordinary Бате risen to 213, and a consider- 
avle increase in the company’s business is expected, possibly as one 
result of the canvass recently made in part of the company's 
district to ascertain whether sufficient new private consumers 
сап be obtained to make extension pay. Of the more onteide 
shares, Hove gained à and Victoria Falls Power Preference z, the 
latter due to the company having settled its threatened action with 
some of the principal South African mining concerns. Newcastle 
and District Debenture at 90 show a fall of 54. | 

A rise of 64 points lifted Electrical Development of Ontario 
5 per cent. Gold bonds to 914. Canadian General Common shares 
keep very steady at 111; the Preferred at 114 have hardly moved 
for several weeks past. Mexican Electric iseues are lower, tbe 
falle varying from 4 to 2 points, Sir G. Drummond's statement 
failing to protect the Mexican Light and Power varieties, A small 
premium was quoted on the new Monterey Railway, Light and Power 
Debenture stock, but it was little more than a nominal price. 

Sao Paulo Tramway shares are a lively spot; the price lost a 
point after being strong at 160. The rise is less on the dividend 
declaration of 24 per cent. for the quarter than because an issue of 
new stock is understood to be in contemplation at a price securing a 
fine bonus to the proprietors. The 5 per cent. Debentures are 99 
ex the dividend paid last week. Rio shares at 77 and the tonds a: 
924 have not greatly changed. Business in Mexico Tramways 
Common stock is active round about the improved price of 137}. 

British Electric Traction Ordinary chaug:d hands at 208 on 
Monday. Calcutta Tramways Preference are faintly better, and 
there seems to be а more hopeful view taken of the political situs- 
tion in India. Bombav Electricity Supply and Trams 6 per oent, 
Preference sbares are 10}, the fraction representing the premium ой 


the nominal value of the shares. The 44 per cent. Debenture stock 


stands at 95, with a half-year’s interest included in the price. 
Rangocn Electric Tramway and Supply 6 per cent. Preference 
shares of £5 each stand at 54, gud the 44 per cent. Debenture stock, 
also carrying six months’ interest, at par. Madras Electric Trams 
5 per cent. Debenture stock is supposed to be 934. ox 

The Electrobus Company has been inviting subscriptions fot 
more capital. In several respects the prospectus failed to attract 
us. One thing the Electrobus has done to win the Londoner's 
regard ; it has forced the London General combination to lower the 
fares, but this, unkindly enough, must be included amongst other 
reasons why we consider the atock best left alone. 

Few of the Home Railway works present a hopefal appearance, 
and the Tube descriptions are no better than the majority of и 
others. City and South London Ordinary continues to droop, 8 
another point lose this week has reduced the price to 30. Central 
London Deferred advanced 1, Metropolitans 4, both of these being 
50 per cent. of falls suffered in the previous week. Districts 
hardened to 13, It is proposed to make a moving platform for the 
use of passengers between the British Museum station on the Се: 
tral London, snd Holborn station on the Piccadilly Tube. Great 
Northern and City shares shrivelled to 10s. Underground Bledzic 
Railways of Londen issues are flat, but there is no change in London 
United Tramways Preference or Debenture, in spite of the com 
pany's cool endeavour to link up with the L О.С. tramway gy stem. t 

From the notices sent out, it is to be inferred that the rece 
new issue of prior lien bonds by the Brush Eleotrical Engineering 
Company has been taken by the public. It would, however, be 0 
interest to know whether any part of the stock were allocated E 
to underwriters, and, if so, upon what terms. A fall of 3 in dé 
43 per cent. First Debenture stock leaves the price at 673. Bri 
Inrulated Ordinary rose 1, and British Aluminium 6 per cent. Pre- 


. ference regained the recent fall of a similar sum. Dick, Kerm 18 


better again. Other changes in the manufacturing group шо 
a fall of 5s. in Callenders, which are now 93, and a rise of 1% 
Henleys, which makes the latter 12. u 
Telegraph and Telephone securities incline somewbat to the du 
side where there are any changes at all. And they are not aaa 
Eastern Extensions took a slight turn for the better, altbong 
Eastern Telegraph Ordinary stock fell 1. Anglo-American De 
dropped, on speculators’ sales. Globe Telegraph and Trost lost 
ference eased off another half-a-crown. Indo-Europeans again i 
20s, and Marconis are unchanged at yy. National Telepbont 
Deferred is } lower, and American Telephone capital stock Jel 
point, the company’s 4 per cent. bonds gaining an equal an ош 
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* Unless otherwise stated, all shares are fully paid. 


SHARE 


— — 


— 


+ A period of nine months. 


Conmtinued on next pese. 


TELEGRAPH AND TELEPHONE COMPANIES. 


LIST OF ELEOTRIOAL COMPANIES. 


~ 


1 From Manchester Share List. 


— — — 


Basiness done Rise 4| Present 


“hh Сз ОФ OC Ф У ль м 


ons a or e 
Issue. Bbare. four years. Dec. 1%. Dec. 8th. Deo aA, Fall — |рег cent. 
1904. " ‚ | 1907. Highest Lowest. 5 в. d 
95,000 | Amason Telegraph Co.'s eh Nos. 1 to 2, 10 | Nil | Nil | Nil | Nil | %3- 23 1— B ы | bs i: Nil, 

1 ‚700 Do. do. b Debe., 08. 1 to 1,950 Red. 100 Nil 6 6 6 — 92 — (5 oe oe +2 5 5 8 
$181,661, American Telephone Тее graphs Cap. Stock ..| $100 | 7496 7 8 8 134 —136 1892 —~1t5 —1 518 6 
$58,000,000 |{ Do. Collat. Trust, 4% s n cer) 44% 4 4% 94 — 96 96 — ен n . | 42 | 418 

208,190 | Anglo-American Telegraph p- ee B% | 84% | 84% | 58 — 61 68 — 61 5) | 53 e | 6M 9 

8,900,910 | Do. do. o. 6 % Pret. - ss 6 6 6 102 —108 102 —103 109i 102 Ms 5 16 11 
60,000 Anglo - Portuguese Tol., 6 % Mort. Deb. Stock Red. 66 6 100 —102 100 —102 ec 23 2s 418 0 
44,000 | Chili Telephone, Nos. 1 to 44 „ X 57 57 |8 8 — 8 8 — 83 * » M 4M 1 

3,869,976 | Commercial Cable Bilng. 500 year 4 % Deb, Bk. Red. $49,454 B7 — 89 87 — 89 883 i —1 |4911 
16, Cuba Telegraph ee ee ee ee oe өө * b * b 6 7 — 73— Bj oe oe oe 7 1 2 
5000 pie D$ 10% Кы i WA М » [10 % 10 % о iei- 17 16i— ra н ч — 3 1 1 

rect Spanish ogra , . ec ee ee Ж Җ — = ee ee oe ә 
6,000 Do. do. 10 Cam. Pref, ee y D 10 Ж 10 10 8 — 9 8 — 9 x ee ee 5 8 1 
80,000 Do, do. 43 % Debs. Qe Ab 5 | 4X 95 | 100 —108 100 —108 v s : 8 14 10 
60,7102 Direct United States Cable . е ee ee ee ач, To. 18 —1 — ° ee ee 6 511 
60,9001 Direct W. India Cable, 44 % Reg. Deb., 1 to 1,900, R. x 45 | 44 101 —1 101 —108 x И e | 476 

4,000,000 | Eastern Telegraph, Ord. ИЕ X 57 7 180 —185 129 —184 ul 119 wu 546 

9,000,000 Do. Bà % Pref. Bock... .. .. x 3 | 84% | 8 — 85 — 854 81 831 £e 4 110 

1,806,706 ро. 4% Mort. Deb. Stock. Red. .. % 14% 4 4 1034 —106 1084 —1064 1044 1 is 817 8 

800,000 | Eastern Extension, Australasia, and China Tele. 20611 1 7 llg— 11 114— 19 пі 11 +k | 516 8 

152,400 Do. 4% Deb. Stock g E % | 4 4 4 101 —108 101 —103 gs us “<a 817 8 

Е East & B. Afric, Tel., 4% Mt. Db., 1 to 8,000, red. 1000 X | 4 4414 2 100 —102 100 —102 " "n 818 5 
Do. 4% Reg. M. Debe. (Mauritius Bub.) 1 o 8,000 1144444 99) —101 993—101 Е И 318 10 
181,127 | Globe Telegraph and Trust .. ... u e 4% 549% | 63% | 1 1 104— 10 103 10g T 51 2 
181,127 do. 6% Pre... 3 87 57 8 IS — 184 12g— 1? Bj 18 |—5,499 
,000 5 5% lt Mo m % | 24% |90 & 80 — 92 90 — 84 ai} 903 . 6 5 0 
ax an rmudas e, st Mort. "n ы i 

19,600 { Debe. within Nos, 1 1200, Red.] 100 % | 4% | 44% | 44% | 101 —108 101 —108 Е — 25 
17,000 | Indo-European Telegraph а so on . 95 |18 18 B (5 — 58 t4 — 67 564 £5 —1 6 11 7 
$11,980,400 | Mackay com pentes mmon .. Ys bs ‘ 100 1 3 4 73 — 82 T8 — 81 - T oo 417 7 
$50,000,000 Do, o. 4% Cum. Pref, .. i» .. | $100 4 4 4 70 — 74 70 — 74 $5 $a 8 8 1 

894, Marconi's Wireless Telegraph. : © Vs 1 Nil | Ni N i 8 8 we " Nu 
А Monte Video Telepbone Oo., Ltd. Ord. б& dés 1 |4 6 6 — 1 1 18/9 КА T соо 

96,492 Do. do. о. b 96 Pref, ee 1 5 б 6 3 = 23 oe as ee б 3 и 

2,225,000 | National Telephone; Pret. Btock ʻi M .. 100 6 6 6 1 11 1084 ~1104 110 109 bs 5 8 7 

8,725,000 | Do. o.  Def.Btok .. .. ..| 10 6 |5 6 1168—11 116 —118 Un 13|—43/510&8 
15,000 | Ро. do. 69 Cum. lst. Pref. .. ..| 10 16% |6 6 10}— 11 103— 1) 11 » . l668 

200 | Do do 6 % Nen oum. ard Рс 350,0 6 |5% |5 7 кс А | зс 5h. | ен 55 17 

А o. on · um. 1 to 47^ 4 ) | 

1,716,509 Do. do. 4 % Deb. Stock Кеа. .. " 100 | 4 4 4 101 —108 101 —108 102 in 817 

179,813 | Oriental Telep. and Elec. 1 to 171,504, tany paid . 1 64 7 8 1 là 11— 1 x и 5 16 

50,000 ? до. do. 69% Cum. Pref... E 1 6 6 6 1 1} 11— 1 T 5 ' 416 

00.00 | Pacino & European Tei 44 ae bebe to 11000 10 4 17 101 aos 101 109 i nh 817 
$ о uropean *$ uar, [T] to 0 4 4 Te == oe ee ee 

9.100 | Telephone Co, of Egypt, il & Deb. Rd.. . 100 2 105 1004—1025 | 1004—1034 TE ШЕЕ 
х elephone Co. o t, А "ee es m = = e 6.. г 
,088 Bubmarine Cables Trust ee ee ее oe ee Cert, 6 8 6 $ 127 —130 127 —180 ee oe ee 4 12 

100,000 | United River Plate Telephone .. Б |8 8 8 68— 7 6@— 7 1 " Ў 5 16 

40,000 Do. 5 95 Cum. Pref., Nos. 1 to 40,000 5 6 5 5 5 — 5 — 5,8 b i 4101 

80,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 23 i Nil 24 l- 1 li 14 ба vx е 434 

150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. | 100 | 4% |4 4 4, | 101 —108 101 —103 s ‘a а 8 17 8 

,990 | Western Telegraph, Ltd., Nos. 1 to 207,9380.. .. 10 7 7 7% | 123— 184 128— 14 124$ 123 = 5 5 8 

800,000 Do. . . 4% Deb, Stock Red. 100 [44/4 «db | 102 10 102 —104 n e l| и | 81610 

88,221 | West India and Panama Telegraph .. č 5% 10 ШІМ Nil ii à — 10/- = : Nil 

84,568 Do, do. 6 Cum. Ist [. Фо oe 10 6 % 6 6 Ёё 7 т, ео е є . 7 7 8 

4,669 Do. do, 6% Cum. and Pref. ВР ie 10 Nil | N £2 7 7 8 iis оя i 211 6 

80,0001 Do. do. 6% Debes., Nos. 1 to 1,800 .. | 100 5 6 % | 6% | 101—1 1014—1034 | XE EC ©] 416 7 

ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | 
| { Anglo-Argentine Trams, 10 % Nom. Cum. 2d! БИР _ T 
, ae ies, 
0 um. B. 9 oe | a = М] oe 6 4 1 

. 966,600 Do. Permanent, 6 % Deb. Stock, 1888 | 100 |6% |6% | 6 4, | 6 % | 143 —148 143 —148 3 з | |4 

286,100 Auckland E. Trams, 5 % let Mort. Deb. Btock .. 100 5 & 65% Б% |6% 102—1 | 102 —106 10 | 415 8 

880,000 | Babcock & Wilcox, 110 580,000.. .. — ..  .. | 1 0% |20 4b |90 & i20 Bi— % | BR 44 | Bus | TR | .. | 418 2 

100,000 Do. do. 6% Cum. Pref., 1 to 100,000 ..' 1 694 6 6 6 Wyn li | la 1% 27 er EN у 18 10 

60,000 British Aluminium, Ord., 1 to 40,000 .. kx $^ 6 7 7 | 7 1% 11— 2 ij- 2à 87/6 RT | 4 16 9 4 

60,000 Do. do. 7% Cum. Pref. .. re del | 7 792517 19 2)— à  24— 94 60/- 576. + 10 0 0 

40,000 Do. do. "А "6 % Cum. Pref. .. T 5 6 6 ‚6 6 %, 91— 4 — 42 | 84/9 59/4) | + 712 

13,897 Do. do. 4% Funding Certs. .. „| 56 4 4 4 4 832— 4i tá— af 16/3 — 1471 4 811 

48,478 | Do. do. 6% Ist Mort. Deb. Stock Red. | Btock | 5 % | б 5 5 105 —1C8 105 —108 ne P сек 412 7 

‚000 Do. do. X, Loch Leven Debs. ..| 100 à S | 54 53 —1 £84 —1004 S ya è 6905 
400,000 | British Columbia E. Rail Def. Ord. Btock ..  ..| 100 |6 6 6 8 96 | 184 —188 184 —138 1852 137 .. 51611 
400,000 | Do. 5 % Pref. Ord. Stock Lor oves 10 5 5 b 5 9% | 116 —120 116 —120 1171 116] T 111 4 

000 Ро. 5% Cum. Perp. Pref. Воск .. . | 10 [59% |54169 595 | 107 —109 1073 —1094 40% 1083 +4 111 9 

283,000 | Do. 43 % lst Mort. Debs., 1 to 6, 0. 40 44% | 101 —108 101 —103 13 | 2. [1011 6 

290,000 Do. 4$ % Vancouver Power Debs., 1 to 2,200 | 100 4 4 $ 103 —106 108 —106 [s и С, 4 411 

188,901 | British Electric Traction Н СИГЕ 10 |6 8 il il ]à— 1 i ly | 20/- PN АН Nil 

161,487 | Ро. до. 6 % Cum. Pref. .. ..| 10 |6 6 6 8 31— 4 i— 4 RO- 76/10 8 1 2 

1,478,668 Do. do. 5 95 Perp. Deb. Stock. Stock 5 5 6 b 91 — 96 91 — 96 92 61 А 5 4 0 
698,996 | Po. do. 4j % 2nd Deb, Stock Red. 100 | 44% | 44% | 4% | 44% 13—15 78 — 15 С В от 
100,000 | British Insulated and Helsby Cables d 5 8 8% 110% 110% 61— 63— 7 : 

га + 1i 7 210 

100,000 Do. do. 6 96 um. Pref. oe ee 6 6 6 6 6 6 — 6 — 63 m 4 14 1 

600,000 ; до. 44 % 1st Mort. Deb. Red... | 100 | 4 4 e 104 —107 104 —107 : n 4 11 

208,440 аар тошо eon 528, о Debs. d: 100 44% | 91 — 96 91 — 96 | : % 413 9 

ri е Г] а 

400,000 { tish Westinghouse 6 % Pre ње: оа } А Nil} Nil] NII Nil i а i- i | Ml 

1,016,858 | Do. do. 4% Mort Deb. Stock . | 100 |4 % ж /4%/4%/ 40 — 45 40 — 45 m 8 17 10 

60,000 || Browett, Lindley & Co., Ord. .. ..  .. 1 il il} Nil | Nil ik; 108 УУ Ба Е Nil 

50,000 |. Do. 0. 6% Cum. Pref. ..  .. 1 Nil | Nil | Nil | Nil | 14/6 to 106 v He 85 2 Е Nil 

105,781 | Brush Electrical Engineering, Ord., 1 to 106,781 .. 2 Nil | 24 Nil | Nil en ЕР 8 х ° Nil 

128.000 ро, as Моп-ешш, 6 EE „ 3: 6 6 $ Nil | Nil A pi ri M $i NU 

n А о. erp. . tock oe Btoc 4 68 — 78 65 S 10 "9 

125,000} Do. do. 3 Perp. 2nd Deb. Stock.. Stock Hi 4 d nbi 49 — 58 49 — 58 = | Ps : ў 10 

187,610 | Caloutta Trams, 1 to 187,6 100... 6 8 8 8 6%) 44— 5 — b 97/6 95/. i 6 0 Ü 

45, 104 Do. 6 95 Cum. Pref., Nos. 1 to 29,890. . 5 — |6 5 |5 4- bi — & 63, | o 41 9 

B50,000 Do. 44 % Ist Deb. Btock.. — .. — ..| 100 44% | 44 4005 108 —106 108 —106 г К à 210 

85,000 | Callender's Cable Construction shares ee T b 16 16 & 15 9ł— 1 9 — 10 93 95 M. 20 

40,000 Ро. do. 6 % Cum. Pref. .. . 6 5 % 5 % 5 J 5 +4 | 7210 0 

401,299 | Cape E Trams., 1 to 41, .. .. .. _.. 1 |6 il | Nil! Nil p Же o we — 42 2 

450,000 | Castner-Kellner Alkali, 1 to 480, O0) 1 |4 6 8 % 12 14— 1ӱха | 1$— 1 81/04 , 81 di TÉ 

310,153 Do. do. 44 EAT: Mort. Deb. Stock | 100 | 44% | 44% | 44 as 108 —107 108 —107 Ly 7 14 10 
1,898,610 | Central London Railway, Ord. Вюск.. .. .. | Stock | 4 4 4 8 61 — 66 64 — 68 66 65 ; 4611 
558,196 Do. do. 4% Pref. Stock ..  .. | Stock |4 4 4 4 84 — 88 84 — 88 854 B84 | Е 410 * 
1 658,196 ро, до, Def, do, ee ee Btock 4 4 4 | 9 49 == 51 to — 52 51 à en i 4 13 0 

' City and South London Railway ..  ..  ..| Btock | %% 13 | 4% * 805— 813 3 | E 8 T u 


и 


— — — — 
— = 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Oontinud) 


Stock Closing Closing Business done па + 
Present NAME or Dividends for the | Quotations | Quotetions | week ended = 
€— | Bhare, | last four years. | bee. Ist. | Pee. 8th. | Dec. 8th, 1908, Pall — pero 
, 1906. | 1908. | 1907. | —— 4 1. d. 
86,000 | Crompton & Co., Nos. 1 to ee ee 9496, 696 | 596 | Ve 13 ly 13 T us 
Do. 546 ist Mort. Reg. Debs., 1 to 6% 165% 5 98 —101 98 —101 " E: 0 
WOO {goo of 100, coa wor 4e ll. ei en ad. жы leo ne Wee u- | 15- M „ tah! 7 an 
900,000 Diok, Kerr & Oo., 1 to ee ee ee ee , 10 1 zu 1 l3. 1% 22/6 a 5 1 1 
206.009 | De do. 6% Cum. Pref., 130 86,000 .. X 6 5| JA d * [uw A T 
276,880 44 % Deb. Stock os 0 .]| 100 X, : d u- шс v Wool 
80,000 Dublin United тумо, 080 1 0 60000 . x ed c i — 11 1 — 14 : Air 
60,000 Pref, between 1 and 60,000 ^. TN БЕ 16 12 6 
,961 Edison K Bwan Utd. mAn abe, #8 to 90,961 4 4 і 4 : К t aO ul 
17,180 тї t — 70 T — 79 . [618 
817,875 Do. Deb. иск Red... 100 34 5 28 — 80 E6 — 89 ; | 612 4 
61,730 Do. 596 $a De . Btock Prov, Certs. all рй. | 100 m a E Nil 
112,100 | Electric Construction, 1 to 119,100 ra 2914 — n 1— 1 9 6 8 
800 | General Шол Со da. 8% Со Беи . АНА c- | T-a T 
U 0 О Сою. ee — А 4 1 
300,000 | Ро. ' i & Mort Deb.. Btock 280157 м — 87 те S eM 
12,000 | Gs. N. а City Rall. Pref, Ord. 1А” à Ged to 9,000 1215 % di 10.— 101 T S EP 
96,000 | Greenwood Batley, 19, Cum. Pre... 7 cole 100 —105 A EE. : 11610 
80,000 Do. 5 % Mort. Debs. » „ 5 15 з псы ni 123 i2 th 600 
40,000 ar^ ew. Eg, Telegraph Works, Ord... ..| Б 15 са t 9 : Ен 
0. * — ee 1 
150,000 4 Mort. Deb. Btock | Btook 4 4% | 108—107 xa | 105 — 10 ке 
60,000 India Rubber, Gutta percha elegraph Works.. | 10 Me ae Md 11 А Sd eas 
87,500 Liverpool Overhead way, Ord. ds 10 N 6 V 4— 4 1— 4 ete is : 1238 
10,000 |4 Do. do. Pref. tally рма | 10 39335437 » . 4 8l 
600,070 London United Trams. „a201 1} to 60,007 ..| 10 2848 & е et "o (48 
809,990 Do. 00,000 10 8 5 8 44— | 4à— 53 96,8 e. 9 110 
195,000 m до, d peg Pret., 1 to 125,000 | 10 6 A 6 67 — та 67.— 72 5 11 1 
6,782,062 Metro litan Consolidated ae „ ee 100 67 — 49 67 — 69 10 6g 819 9 
соо Do. рыша Lands ee ee ee ee 100 ME 12 124 — 18 127— 18} 18 ў + i oH 
8,285, о ee ee ae " — ун є 
814,016 еке шеш i Dela... TOC ae 1 Nil Nil Nil à- : » TA 519 5 
828,800 do. Deb. Bock Red. | 100 4% |95 | 48% = i. és 8 180 0 
945,500 роне, E. Tro. oe ee ee ee ee 1 4 5 4% 1 — E | CA И 3 6171 
945,500 e 6 % Cum. Pref oe ce eo 1 6 5% 90 — 93 sl — gs | eA | 414 9 
тво | T legra | Constro ica and мышына | is ie us me | B1 — 33 81 — 88 din. бт 
e cuon ain a dd x 
150,000 Do. 4% Deb. Bds., 1 to 1.500 Red., 1909 | 100 4% 14% |4 & 10021086 | d 08 E MD 8 
1. C0, 000 Underground Electric Railway, 6% ‚ 5% Prior Lien vs us T oe T E == 75 13 — 15 714 751 e 
2,800,000 Бе до. опд S, ee ее e ee . 9 uri 18 ed 90 19} 19 zl 
4,900,000 do. 65 Income Bonds 5 ae ; : ‘ 1 i— z Ж 10 0 0 
66 000 Wont eR aban Hr 1 ме MN S of of 4 DIET 
° * 8 @e 
246,404 Do. T: 18% Mort. Deb. В 4 [411 * 68 — 72 68 — 12 i, oos t oe 
ELECTRICITY SUPPLY COMPANIES. | _ 
Тое LT AD 31.4. TF СЫМ ig — 4 — 4i E ee oe § 11 5 
15,000 | Bromley (Kent) E. L. & P., 1 to 15,000 . „ 63% ой 549. 5495 40— 44 m | оо 
70,000 bo. do. aM. at Geb oe .. 100 d | 4$ x | d 1 y^ | ge 818 ња | виз 
о Bromine & Bens: Elec. Min up. Ord a (rt | 4 " X E BL a mE - AN E 121 
‚| М | — o. a oes | —4 | 809 8 
296,506 | Central Eleotrlo о Supply i % Guar. Deb. Btock a. | 100 4 FVV m S rry 
99000 ирк сн до do pix COD Pref, | 5 4 P4 7 | | Am 16 e MEER 
: M : и i A} ee ee oe 5 1 
80,000 ро. "City Undertaking" 44% Cum. Pri. | | б 4 4 X 4% Es E git E + a ee 
чот Do. do. 4% Deb. Stock Red. oP 4 4 5 | 4% (c 4- 4 ae Ns a ssa 
49,486 | Chelsea Electricity Bupply, Ord. ө» b 6 6 x 4 idi С 101 10 ж у E 461 
175,000: do. Deb. Stock Red. .. | Stock 44% | 4 X ic 10 — 1 ^ bg 10% ia | зиз 
rd rr age Com Pret to 4600 паре 00 |62 | 6 A 12 13" 121— 18 1 o jela 
{ = ies T | 4 
400,000! Do. 6 Db. Stk., Borip. (iss. deo. a 5 5 % | 5 198 —155 1з шт. аё | 16 473 
800,000 44% Ind. Db. Stk., Prov, Crte., all yd. 100 EI 4 b d | 101—108 8 68 
50, 000 беш М =, Electrical Power, 87 F Bust Н : 4° H А 1 4 A 4 * Ен 850 
йо: o. J | 
205 Lond n Hleotric Lighting аср | 2020 dx вә 80% в y mer yer : E. | E = 5H 3 
y n t; oí on &, | P 
80.026 "e Do. o. 6 % Pref., 40,001—60,000 10 |6%|6%|6% 6 104— T 8 a 1 : M 
$00,000i Do. do. Deb. Stock ee 4 d 4 101 —110 101 —100 | 993 А * * 4 10 
400,000 Do. do. and. Deb. Btock .. Stock 4 р | 97 —100 97 — | w 
80,000 | Edmundson’s Electric Pa Cute, Pre Ота. Shares 5 7 4 il ir ў p= P te A. e i il 
80,000 Do. do. 5 |6 6 8 & Nil — , Ps is ice. 
480,600 Do. do. 45 Q, ist Mort. "Deb. Stk, | 100 43% | 4% | 49% | 44% | 62 — е5 62 — 65 E. н 
$9,150,000 | Electrical Dev. Co. of Ontario, 5% latMtg.Gold Bnds. | 8500 ede | oe o. | 8 86 BA — 96 | ie 53 
10,000 | Folkestone, 1 o 10,000 . ee ә 0 6 64% 54 55 54% 411— s 64 oo ee ee 4 10 0 
10,000 Do. '59% Cum. ; Prot. 1 45 10,000 B * „5 1i lee | 7 5— E * [awe 
90,000 | Do. 4 96 1st Deb. Stock oe ee ee 100 de 4% 44 ae 97 — 1 = 6 60 е ri Н 8 4 
15400 | Hove, 1 to 15,000. tono mu oP 5 9% |9 % | f @ Кн, x m À 
„000 Kaministaquia ower o s. 43 T — ee г. e. = = RM: 
MEC Kensington and Knigbtabriàge ше Ord. 5 12 % 1095 1095 110% | 74— 8i i- ыя 8 11-0 i i : 
90,000 | Do. do. Ж ei Bik. Btock | 4 4 4 4 5 м — 97 94 — " | A BED aM 10:0 
111,000 | London Electric Supply Corporation, Ei 8 8 4 á 24 1 li 11— I | x. | i T Eds 
70,000 Do. 4 Frl. 6 |6 6 6 6 4j— bł 41— 51 5 9%- ec sg 
874,806 do: 4 96 1st Mort. DebA dies Red, Btock | 4 4 43 91 — 94 91 — 94 D^ aco mic wk DA | ваз а 
200,000 | Me оен Electric Gore ply, 140 100,000 Qe 6 10 10 8 6 6 — 5 5 1 ! a | 55 сі ети 
е — ee D | T 
А6 Do. у Mort. Deben. 108 Vs * 4 4 4 107 —110 167 —110 10939292 l "iei 
248,000 Do. Mort. Deben. Stock Redem. Stock : t5 — 83 go — na 3 | os А Ba 
$6,000,000 Mexican Electric Light Co., 6% 1st Mtg. Gold Bundes 5 5 5 5 | 86—87 84 — 85 87 : > — 
$13,585,000, Do. Light and Power Co., Ltd., Common. 3100 vs x d ys 1641— 774 76 — 77 71 e 
1,500,000 ! Ро. do. 7% Cum. Pref. St. Stock pi 2 1064104) 1024—1054 10604 | 104 —8 ^ 
$12,000000, Ро. do. 69.19. Mig.Gold indes. C INE .. | 894- 904 87 — 8 , 87% | —% Pier 
к= 000 000 | Midland Electric Corporation, үп 96 ist Mort. Deb. | 100 4 4 44% | 95 — 98 95 — 98 TES : EE 110 1 
Newcastle-on-Tyne, 1 to 87,500.. a .. b 8 8 896 ij— 6 4i1— bà ea vj y i 4101 
9700 Do. 6 Pref., 1 to 87,500 ee ee 5 b 6 7305 6 — 5 5k—~ 6 | „э | „ СЕЈ 5n 8 
10,862 Notting Hill Electric Lighting 10 |" 7% 4% | 73 lij—1 11 101 112 К Ei o 
30,000 | Oxford, 1 to 96 and 407 to 90,810. ee ae ee б 14 7 ig Ce 51— 6 5 | ve ee " 1 8 
60,000 | Do. 4% Deb. Stock . 100 4% 149% 44 4 95 — 98 — 98 оа 
119.694 River Plate Elcty. Со. Ord. Nor. 1 to 120.507 | 1 PN e |24, d. ius 14— 142 LS— 1 94/9 ‚ 24/6 . 
100,000 Do. do. 6%, Non Cum. Pref. Nos. 1 to 100,000 1 6 6 6 6 #— lA i-a 0% 0 . 17 1 
194,654 | Do. do. b» Deb. Btk. Red. . 100 5 5 5 .. | 100 — 108 100 —104 1011 4 $4 
40,000 St. James’ and Pall Mall Electrio Light, Ord. б 6 (164% 12495 10 % 1095, | ti— ө Bà— 9 apu epi tsi 
90,000 ` Do. do. 1% Pref. 90081 to 40,00, 6 7% 7% 1% 7% т 7 1— % y Se x 
150,000 Го. до. ‚5% % Deb. Stock Red. .. | 100 8$ 8 “А 84% | 87 — 91 87 —91 H9 | 814 Nil 
19,000 Smithfield Markets Electric Surply, Ord. .. 6 54 4 1 Nil 64. — là Фу 13 ae Бе Р ui 
46,700 | Do. do. > Deb. Btock Stock | 4 4 4% 4 % — 72 68 — HE. ; "ur { 
66,000 South London Electricity Sarl 5; ә és б 4 4 8 14% 2 24 22— 8 549 | 576 | +} | 6 5 : 
120,000 Bouth Met. Elec. Lt. & Power, Ord. Vv „4 Nil | 94 3495 | 249%, 7 4— M „ E. : 
142.068 Do. do. % Pre: 1 7 hà 1 1 id 7196 | 15— 14 1%— 17 98/8 смо | 6 16 ; 
900,000 Do. do. u^ 96 lat Deb. Stk. 100 43 44% 44 44% | 100 —103 100 —1C3 E: | 4 1 : 
80,000  Urtan Electric Supply, Ord. .. KC uer Ё d ae „ — 1 $£— 1 : 2 
50,000 Do. do. б % Cum. Pref. E 6 5 5 5% là— 2 ly— 2 ie as „ ND н 
275, C0 Do. do. let Mort. Db. Stk. Red. 100 44% 44% «3X | 48% ^ 80 — 83 B0 — 88 | RM C. . 58 
0,000 ; Victoria Falls Power Co., Pref. Nos. 1 to 800,000 . 1 | oe. s | noua Sok &R- 1 1— 13 | 178 | 18/3 +3 1 3 
110,000 be. шесе suppe ri Р ро E : E^ ^ e & 19 & 10 % Вр va 81— Fd | vá | i А | үң Н 
‘ o. 0 um. е. | | 4 58 — 5 — | b < 
E duced from 5% since dlst Dec., 1605) | | ч ; V \ * à 4 d | brk | 1 | 
5 FFF | E 
* Unless otherwise stated, all shares are fully paid. * Quotations on Liverpool Stock Exchange. f Interim Dividend. 
z = eS GSS ы OES 88 ———— — — Se ee nk ee e mu саар. — ——y—-¼ — ů 
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ELECTRICAL TRADE STATISTICS OF SWITZERLAND IN 1907. 


Тнк following figures, showing the imports and 
exports of electrical goods into and from 
Switzerland during the year 1907, are taken 
from the recently issued trade statistics ; 
details for 1906 are added for purposes of 
comparison, and notes of any increases or 
decreases are given. All figures are in frances :— 


IMPORTS. 
1906. 1997. 
Carbons tor Elictric L Ihe. From 
Germany 87,000 92,000 
Austria 6,000 4,000 
France 63,000 47,000 
Other countries 1,000 1,000 
Total . 157,000 144,000 
Electrodes not iounted.— From 
Germany 159,000 181,000 
Austria 22,000 35,000 
France 169,000 178 000 
Other countries — 4,000 
Total . 320,000 398,000 
fron Plates fur Dynamos, «е. — From 
Germany ... 2,046, 00 2,369,000 
Austria 84,000 173,000 
France 103,000 35,000 
Great Britain 602,000 768,000 
Other countries 3,000 36,000 
Total  ... 2,838,000 3,381,000 


Kails and Slevjwrs,—From 


Increase or 
decrease, 


+ 5,000 
— 2,000 
— 16,000 


| 


+ 22,000 
+ 13,000 
+ 9,000 
+ 4,000 
+ 


+ 33,000 


+ 543,000 


` Germany ... 6,413 000 7,514,000 + 1,101,000 
France 177,000 338,000 + 161,000 
Belgium 26,000 407,000 + 381,000 
Other countries — 10,600 1,000 — 9,000 

Total ... 6,626,000 8,260,000 + 1,634,000 

Eletric Cables, From 

Germany 611,000 477,000 — 134,000 

Austria 25,000 120,000 + 95,000 

France 20,000 14,000 — 6,000 

Italy ... 67,000 76,000 + 9,000 

Belgium — 24.000 + 24,000 

United States == 13,000 + 13,000 

Other countries 20,000 11,000 — 9,000 
Total .. 743,000 735,000 — 8,000 

Boilers, &c.— From 

Germany 751,000 1,004,000 + 253,000 

France 180,000 264,000 + 84,000 

Belgium 2,000 22,000 + 20,000 

Great Britain 83,000 120,000 + 37,000 

United States 15,000 71,000 + 56,000 

Other countries 15,000 26,000 + 11,060 
Total ... 1,046,000 1,507,000 +461,000 

Dimamo- Electric. Mach inery and 
Transfor ners. From 

5 -. 1,069,000 1,476,000 + 407,000 

DERE 3,000 12,000 + 9,000 

i i 90,000 46,000 — 44,000 

E z T 55,000 18,000 — 37,000 

ß gium — .. 15,000 15,000 — 

1 Britain 14,000 2,000 — 12,000 
er countries 18,000 4,000 — 14,000 
Total ... 1,264,000 1,573,000 + 309,000 

Hydraulic and Wind Motors 

. and Puinps.— From 

dat 600,000 698,600 + 98 000 

с? 36,000 103,000 + 67,000 

e ly оош, 4,000 34,000 + 26,000 

Ot Britain 10,000 8,000 — 2,000 
er countries — 14,000 9,000 — 5,000 

: Tota] 668,000 852,000 + 184,000 

PR Petroleum, Benzine, e., Motors. From 

Pace 799,000 277,000 —522,000 

Italy 42,000 43,009 + 1,000 

ОИЕ, 4.000 21,000 + 17,000 

United St үе 5,000 8000 + 3,000 

Other eg ates 28,000 14,000 — 14,000 

untries 3,000 1,000 — 2,000 
Total 881,000 364,000 —517,000 


13,000 


Increase or 


1906. 1907. decrease. 
Accumutlators and Aceuinulator 
Jules. and parts.—From 
Germany 140,000 255,000 —115,000 
Austris 146,000 239,000 + 93,000 
France 96,C00 86,000 — 10,000 
Other countries 10,000 11,000 — 1,000 


Total . 392,000 591,000 7 199,000 
Lleetrie Miters.— From 
Germany 810,000 942,000 -+ 132,000 
France 81,000 89,000 + 5000 
Italy ... = 20,000 16,000 — 4,000 
Great Britain 16,000 22,000 + 6,000 
United States 54,000 19,000 — 42,000 
Other countries 2,000 5,000 + 3,000 


Total 


. 963,000 1,085,000 +1063,000 


Trlegraph and Telephone Apparatus.— From 
291,000 + 34,C00 


Germany 
Austria 
France 
Belgium 


Great Britain 


Sweden 


Other countries 


Total 


257,000 
12,000 
14,000 

27,000 
6,000 
2,000 
7,000 


325,000 


4,000 
18,000 
74,000 

176,000 
18,000 
9,000 


590,000 


Electric Arc Lamys. From 
313,000 360,000 + 47,000 


Germany 
France 


Other countries 


Total 


Electrice Incandescent’: Lans. From 


11,000 
1,000 


12,000 


— 8,000 
+ 4,000 
+ 47,000 
+ 170,000 
+ 16,000 
+ 2,6C0 


+ 265,000 


+ 1,000 


3,000 + 2,(00 


325000 375,000 + 50,000 


Increase or 


1906. 1907. decrease, 

Electric Cables.—To 
Germany 283,000 618,000 + 335,000 
France 31,000 36,000 . 5,000 
Spain... 25,000 13,000 — 12,000 
Other countries 57,000 44,000 — 13,000 

Total . 396,000 711,000 +315,000 
Hydraulic and «Wind Motors, and 

Pumps.—To 
Germany ... 1,178,000 1,060,000 — 118,000 
France .. 571,000 1,823,000 + 1,252,000 
Italy ... .. 588,000 691,000 + 103,000 
Great Britain. 83,000 333,000  4-250,000 
Norway 164,000 259,000 + 95,000 
Spain... 572,000 172,000 — 400,000 
Japan... 407,000 243,000 — 164,000 
Mexico 280,000 281,000 + 1,000 
Brazil... "i 97,000 552,000 + 455,000 
Other countries 1,007,000 1,043,000 -+ 36,000 


Total 


. 4,947,000 6,457,000 + 1,510,000 


Gas, Petroleum, and Benzine 


Motors.—To 
‚.. 1,076,000 1,454,000 


France 
Italy ... 


Great Britain 


Russia 
Roumania 
Egypt 
Brazil... 
Chile ... 
Australia 


Other countries 1,481,000 1,421,000 


Total 


603,000 
165,000 
115,000 
190,000 
279,000 
102,000 
172,000 
108,000 


. 4,291,000 5,273,000 + 1,482,000 


+ 378,000 
+ 145,000 
+ 131,000 
+ 129,000 
+ 653,000 
— 88,000 
-+ 233,000 
— 40,000 
+ 1,000 
— 60,000 


748,000 
296,600 
244,000 
843,000 
191,000 
335,000 
132,006 
109,000 


Accumulators aud parts.—To 


Germany 
Austria 
France 
Italy ... 
Spain ... 
Australia 


Other countries 


Total 


19,000 
4,000 
31,000 
7,000 
5,000 
5,000 
8,000 


79,C00 


Electric Mcters.—To 


Germany... 
Austria -— 
France 

Italy ... T 
Great Britain.. 
Spain ... | 
Servia and 

Bulgaria 

Brazil... : 
Other countries 


Total 


Germany 312,000 264,000 — 48,000 
Austria 24,000 25,000 + 1,000 
France 100,000 102,000 + 2,000 
Other countries 4,000 9,000 + 5,000 
Total . 440,000 400,000 — 40,000 
EXPORTS. | 
Electric Light Carbons.— То 
Italy ... ud 31,000 35,000 + 4,000 
Great Britain 8,000 38,000 + 30,000 
Germany  .. 11,000 10,000 — 1,000 
France Я 3,000 4,000 + 1,000 
Other countries 2,000 10,000 + 8,000 
Total 55,000 97,000 + 42,000 
Boilers, «c, —To 
Germany 320,000 660,000 +280,000 
France 234,000 247,000 + 13,000 
Italy ... 422,000 414,000 — 8,000 
Russia 121,000 100,000 — 21,000 
Greece — 127,000 +127,000 
Egypt 297,000 154,000 — 143.000 
Japan... 2285 19,000 89,000 + 70,000 
Other countries 217,000 212,000 — 5,000 
Total ... 1,630,000 1,943,000 4 313,000 
Dynamo-Elictric Machines and 
Transforimers.—To 
Germany . . 2,145,000 2,653,000 + 508,000 
Austria 438,000 778,000 + 40,000 
France ... 2,902,000 4,176,000 + 1,274,000 
Italy... ... 3,812,000 5,310,000 + 1,498,000 
Belgium 337,000 256,000 — 81,000 
Great Britain. 345,000 111,000 — 234, 000 
Sweden 300,000 667,000 4 967.000 
Spain... .. 1,666,000 745,000 — 921,000 
Egypt 137,000 363,000 +226,000 
Russia 808,000 472,000 — 336,000 
Norway 216,000 435,000 + 219,000 
Columbia 8,000 142,000 134.000 
Brazil... 140,000 143,000 + 3,000 
Argentina . 198,000 134,000 — 64,000 
Other countries 942,000 1,048,000 + 106,000 
. . 14,694, 000 17,433,000 + 2,739,000 


Total 


61.000 
14, C00 
38,CCO 
50,000 

9,000 
80,000 


30,060 
4,000 
12,000 


298,000 


15,000 — 4,000 
13,000 + 9,000 
62,000 + 31,000 
24,000 + 17,000 
2,000 — 3,000 
2,000 — 3,000 
15,000 + 7,000 


133,000 + 64,000 


55,000 — 6,000 
25,000 + 11,000 
97,000 + 59,0C0 
74,000 + 24,000 
80,000 + 71,000 
17,000 — 63,000 


10,000 — 20,000 
12,000 + 9,000 
13,000 + 1,000 


384,000 + 86,000 


Telegraph and Telephone Apparatus.—To 


Italy ... 32,000 35000 + 3000 
Russia 31,000 34,000 + 3,000 
Africa... sa — 13,000 + 13,000 
Otber countries 19,000 20,000 + 1,000 
Total 82,000 102,000 + 20,000 
Elec&ric Are Lamps.—To 
Germany 6,000 4,000 — 92,000 
France " 14,000 7,000 — 7,000 
Other countries о СОО 12,000 + 10,060 
Tota! 22,000 23,000 + 1,000 
Electrice Incandrseent Lamps.—To 
Germany 127,000 153,000 + 26,000 
Austria 57,000 37.000 — 20,000 
France 35,000 37,000 + 2,000 
Italy ... .. 169,000 162,000 — 7,000 
Great Britain. 60,000 22,000 — 38, 000 
Sweden 46,C00 19,000 ~ 27,000 
Norway 11.000 46,000 -+ 35,000 
Egypt T 18,000 11,000 — 7,000 
Othercountries 65,000 141,000 + 76,000 
Total 688,000 628,000 + 40,000 
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BOOK NOTICES. 


Esperanto Self-TauaM. Ву W. W. Mann. London : Marlborough 
and Co. Price 1&.— Whatever may be one’s views as to the prac- 
ticability of establishing a universal language, one cannot bot 
admire the energy and enthusiasm with which its advocates labour 
in the cause, and the excellent books which they produce in 
furtherance of their purpose. Esperanto, we are informed, is 
already taught in many of the LC. C. schools, and is included by 
several well-known examining bodies in their syllabuses. The 
work before us is, as its name implies, a manual for the solitary 
learner; it includes vocabularies relating to numerous subjects, 
conversational phrases and grammar, &c., with phonetic pronun- 
ciation, and appears to be hdmirably adapted for its purpose. 

Tin-plate Work. By R. H. Clarke. London: Technical Pub- 
lishing Co. Price 18. 6d. net.—Tbis is а very practical hand-book 
—the first of a serice—for students of the City and Guilds Insti- 
tute in manual training, and. gives detailed instructions on all kinds 
of tin-plate work, from simple articles to quite complicated 
designs. Incidentally tbe student learns a good deal of solid 
geometry, and in many instances he is assisted by half-tone blocks 
from photographs of the actual processes. Next to actual demon- 
atration, this manual should prove a most useful means of inetruc- 
tion, especially as it is essentially accompanied by the actual 
performance of the various processes. 

Ion.—This is the brief title of a new “ Journal of Electronics, 
Atomistics, Ionology, Radioactivity and Raumchemistry,” of which 
the first number has recently appeared. It is published at 16, 
Heathfield Gardens, Turnham Green, W., price бв. net per single 
copy, snd will appear monthly. The newcomer is intended to be 
the Physico-Chemical Journal of Britsin, though its rather eccen- 
tric sub-title hardly conveys this idea, and there isa marked 
Teutonic flavour about both the title and the contents; the journal 
is, in fact, printed in Germany, and half the contents are by 
German authors. The two principal articles are by Mr. F. Soddy 
and Prof. Joly, of whom the former is announced on the cover as 

oint-editor with Mr. C. Н. Walter; since the appearance of the 
issue, however, Mr. Soddy has repudiated his connection with the 
journal entirely. AN. ; 

Steam and the Steam Engine. By A. Jamieson, M.Inst.C.E. 
London: Chas. Griffin & Co. Price 3s. 6d. This is the twelfth 
edition of Prof. Jamieson’s Elementary Manual,” a statement 
which almost renders comment needless. The 1907 and 1908 
Examination Papers of the Board of Education have been added, 
and errors corrected ; otherwise, the book does not greatly differ 
from the preceding edition. The characteristics of Prof. Jamieson's 
books are lucidity of explanation and clearness of illustration; the 
author minutely defines all quantities and gives numerous worked 
examples of calculations, giving the beginner every possible 
assistance in bis work. We do not like to see Joule's equivalent 
still stated as 772, and we think the author's calculations to seven 
significant figures unnecessarily exiguous, and, indeed, misleading 
in their apparent accuracy. Some of the balf-tone illustrations are 
capable of great improvement—that of the Turbinia, for instance, 
p. 313. A more open screen is necessary, to enable half-tones to 
come up well on the paper used. 

El Porvenir de la Industria Electrica en el Peru. By Prof. E. 
Guarini. Vol. 2. Lima: Tipografia "E] Peru." Price 3 sols.— 
Whatever one may think of the! future of the electrical industry in 
Peru," onecannot refrain from admiring the industry of Prof. Guarini, 
who, ever since he was appointed at the Government schools, has 
not ceased to investigate and to publish abroad the natural resources 
and possibilities of tbat and the adjoining countries. We hope 
that his indefatigable efforts will have their due reward, and that 
Peru and Chile will be enabled to develop theit water-powers for 
the benefit of their peoples. The work before us gives particulars 
of all kinds relating to electrical training, regulations, installations, 
&o., in Lima and in Peru generally, in great detail. 

“Mechanical World” ‘Pocket Diary and Year Book for 1909. 
Manchester: Emmott & Co. Price 6d. net.—Tbis pocket hand- 
book appears now for the 22nd year—a good record. Its contents, 
naturally, are now well enough kuown to need little comment ; 


but in some directions practice is changing fundamentally, and it ' 


has been necessary to rewrite the section on steam turbines. That 
on friction clutches has also been rewritten, a new section on 
chain driving bas been added, as well as a note on beams, and 
other improvements have been made. Brevity is the key-note of 
this work, and in spite of all temptations, to which some similar 
publications have succumbed, the contenta have been restricted to 
some 300 pages. 

Molesworth’s Pocket-Book of Engineering Formule. By Sir G. L. 
Molesworth, K. O. I. E., and H. B. Moleswortb, M. Inst. C E.; 
with an electrical supplement by W. Н. Molesworth, M. I. E. E., 
МІ Mech. E. London: E. & F. N. Spon. Price 5s. net.— This, 
the doyen of pocket-books, yet ever youthful by virtue of con- 
tinual revision, is now in ite 26th edition and ite 47th year. As 
usual, the matter has been thoroughly overhauled, revised, 
excised, condensed and expanded. The scope of the book is 
во extraordinarily wide that we shall refrain from discussing 
the contents in detail; only with the electrical supplement 
can we deal at all fully. It consists of some 100 pages, and 
as might be expected, is generally accurate. On page 743, how- 
ever, we notice (line 2) “1 amp. per sec.” where 1 ampere- second 
ie meant, and (line 4) condensence” for condensance. The 
conclusions of the Zurich congress regarding candle-power do not 
appear to have gained general acceptance yet. In the table on 
page 744, “ 10.108. hours” is a curious expression. A serious error 
occurs on page 746 ; regarding the с? n loss in heating conductors, 
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it is stated that in the case of a.o. circuits the impedance must 
be substituted for B (ohmic)"; but, of course, c? в represents the 
energy lost in watts due to heating conductors in all cases. Some 
more modern values for permeability of iron might be inserted on 
page 748; and it is not explained that the hysteresis data given 
on page 753 do not apply to rotational hysteresis, c.g., in dynamo 
armatures. We do not wish it to be thought, however, that errors 
abound in the supplement; there are numerous useful tables, 
diagrams of connections, formule, &c., and sppsrently the 
maximum possible amount of information is squeezed into the 
comparatively small space available. The incandescent lamp 
section will need a good deal of revision when the next edition 
is prepared. 

We have received a copy of the December number, No. 9, of a 
twopenny monthly magazine, entitled the Investors“ Summary. 
This issue, among other things, gives a copper flactuation chart and 
some notes entitled Will trade improve?" The conclusion of 


which is that there are not wanting substantial signs of enoourag 
ment for the new yesr." d di i 


ELECTRICITY IN RELATION TO SAUSAGES. 


Ix the present day of star dardisation of electrical appliances there 
is some danger of the design of these goods assuming a somewhat 
monotonous character. It is therefore refreshing to come across an 
example from time to time of the application of this sgent to 
another want of man in а way which betokers experimentation 
and research. In the following description of the ure of electric 
current in a hot-pie shop, we must not only admire the enterprise 
which led to the adoption of an improvement upon the ordinary 
methods of securing а hot supper, but we have to commend the 
ingenuity with which the details of the problem were thought out 
and solved. 

. The Blaydon and District Industrial and Provident Society, 
Ltd., exerts an ameliorating influence upon the lives of the indus 
trial classes living in this district adjacent to Newcastle-on-Tyne. 
Among other activities it rans a shop wherein slices from a pork 
joint, sausages, and pease pudding can be obtained in s heated 
condition with an appropriate amount of gravy, for the шой 
moderate price consistent with good quality. A short time ago 
the question of equipping this shop electrically came under con- 
sideration, and the chief difficulty arose in connection with the 
hot-plate or stove which, installed in the window, would produce а 
ee and appetising show of sizzling sausages and steaming 
pork. 

No standard apparatus of this description being apparently in- 
cluded in electrical contractors’ catalogues, в special structure was 
made which, when put into operation, presented tho appesrance 
shown in our illustration. It measures some 30 in. long, 20 ір. wide, 
and 10 in. deep, and is made of copper. On the top isa collection 
of dishes or trays, one being reserved for a pork joint which is 
periodically cut in order to furnish the hot pork sandwiches mach 
beloved by the residente, a second for sausages, a third for peate 


ELECTRICAL Hot-Po INSTALLATION, 


pudding, and a fourth for gravy. The last-mentioned dish i 
4 in. деер; the others are 2 in. deep. Beneath this set of dishes 
is a warming chamber for hot pies, which is warmed by the waste 
heat from the tray heaters to such an extent that the pies sre 00 
only thoroughly warmed through, but nearly cooked. This chamber 
has, so the proprietors say, an additional value, in that it acta 08 
the regenerative principle. When the heat is too much for the 
gravy only, the pies get it; when the heaters are switched off for 
economy’s sake, the pie chamber imparts its heat to the pork. 
The electrical heating of the oven is secured by means of frt 
circular cartridge heaters, 6 in. in diameter, fixed fist beneath the 
trays. ‘Chese are easily unscrewed, and are interchangeable. Ote 
extra can be kept as spate. The capacity of each heater is #0 
watts, and a switch is placed in series with each. To control the 
whole of the installation а double-pole main switch and fuses at? 
placed in the oven circuit. Although the total energy-consomié 
capacity of the circuits is one unit per hour, tests taken ove! 
ten weeks have shown that the cost of energy is only one shilling 
to eighteenpence per week, owing to the facilities for 
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provided by the secondary switches. The heaters are capable of 
raising water tin. deep in the trays to boiling-point in five 
minutes, and are distributed as follows:—One element is reserved 
for heating gravy only, raising it well towards boiling-point. A 
second element and a portion ofa third are devoted to the sausages, 
which tbey can, if necessary, cook. А fourth amd a part of a fifth 
operate on the pork juint. The fonctions of the third element are 
divided between the sausages and the pease-pudding, it being dis- 
covered, as a matter of experiment, tbat the latter substance 

ввеввев heat-retaining properties in a very та кей degree; while 
a moiety of the fifth is also devoted to the pease-pudding. The 
modus operandi ie to cook the varicus materials in an oven, and 
put them hot on the electrical hot plate for gradual consumption, 
with plenty of gravy to keep the elements from melting. 

In addition to this specialised installation, a 1{-н.р. three- 
phase 440-volt motor is installed to drive the saussge machine of 
the establishment, and six pairs of 125-volt 32-candle power Osram 
lamps are fed from one phase and the neutral wire to light the 
window, shops, tripe-cleaning department and slaughter house. 
The electrical hot plate is tapped off another phase and the neutral 
wire. The motor is mounted on the wall on a special bracket in 
order to save space, which is important in & shop of this type. 

The above description, although apparently farcical in some of 
its details, has the advantage of showing that the business of the 
electrical engineer does not end with the prescribing of kilowatts. 
He bas to study actual conditions of consumption and to acquire 
a good deal of knowledge that is not taught in the technical 
colleges. From this point of view, the above notes may prove a 
useful addition to the literature of that much-discussed and little- 
understood subject, electrical business-getting. 


THE PARALLEL CONNECTION 
OF THREE-PHASE TRANSFORMERS. 


AN abstract of an article on this subject by Dr. Stern was 
published in the ELECTRICAL REVIEW for November 15th, 
1907, in which the conception of the ** network angle " was 
introduced as an aid to the correct interconnection of trans- 
formers. Mr. К. Faye-Hansen, in an article in the E. T. Z. 
for November 5th, 1908, points out that by means of a 
modification of a simple convention already employed in 
marking the name-plates of transformers, the same result 
can be attained. . 
In all the following diagrams the voltages between the 
primary supply lines I-II, II- III and III-I are assumed to 
the same constant phase relation to one another. The 
voltages induced in both the primary and secondary wind- 
ings depend then, first, on the way in which the primary 
terminals a, в and c are connected to the lines I, II and III, 
and secondly, on the way in which the various limbs are 
connected together. The secondary terminals are marked 


te 


: b and c, and the secondary line voltages are a-b, b-c and 
“a. 

In fig. 1 a transformer is shown having mesh-coupled 
3 and secondary, the interconnection of the three 
кы being similarly carried out on both sides. Fig. 14 

ows the corresponding primary and secondary voltage 


vector diagrams, assuming that lead I is connected to a, П 
to B and III toc. It will be seen that the voltage A-B, 
which is induced in the primary winding of limb 2, is alike 
in amount and direction with the primary supply voltage 
I-II. In the secondary winding of that same limb, a volt- 
nge a-b is induced, which must be in phase with the primary 
voltage a-h, and must be drawn so in the diagram. In the 
same way the voltage direction in the other limbs can be 


readily determined. If two of the primary supply leads 
are now interchanged, I being connected to 4, II to c and 
III to в, the vector diagram becomes as sbown in fig. 1b. 
Fig. 2 shows the case of a transformer with P and s still 
in mesh, but with the interconnection of the three limbs 
different on the P and s sides. Figs. 2a and 25 give the 
vector diagrams for this arrangement with two different 
connections of the primary leads to the primary windings. 
Figs. 3, 3 and 8^ show the connections, &c., for a trans- 
former with star-connected primary and secondary, with the 
limbs connected alike in P and s, whilst figs. 4, 4u and 40 
show the same, with limbs dissimilarly connected on the 
P and s sides. In all these cases—.e., with P and s either 
both mesh or both star connected—it will be seen that 
merely interchanging two of the primary leads causes no 


cbange in the position of the secondary vector triangle. 
When, however, the primary is mesh-connected, and the 
secondary star-connected,or vice versá, the result is different 
Thus fig. 5 shows a transformer with the P mesh-connected 
and the 8 star-connected. With lead I connected to a, 
lead II to B, and lead III to c, the secondary vector diagram 
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is as shown in fig. 5a, whilst, with lead I connected to a, II 


to c and III to в, the position of the vector triangle changes 
as shown in fig. 50. 


Figs. 6, ба and 6) show the corresponding case with the 


interconnection between the secondary limbs changed. The 
only possible remaining combinations are the two obtained 
with a Btar-connected P and a mesh-connected secondary, and 
these can be readily deduced from figs. 5 and 6. 

It is, therefore, clear that, so long as the P and s are either 
both star or both mesh connected, Dr. Stern's network 


angle is definite, but when the two windings do not have 


the same coupling, it is indefinite, as its value changes when 
two of the primary leads are interchanged. The diagrams 
show that transformers connected like figs. 1 and 2 can work 
in parallel if the propér secondary terminals are connected 
together, also transformers like figs. 3 and 4, but in the case 
of figs. 5 and 6 (as well as in the corresponding cases with 
star primary and mesh secondary), parallel operation is only 
possible with particular primary lead connections. There are, 
in fact, tbree groups of arrangement such that transformers 
belonging to the same group can be connected in parallel, 
whilst if of different groups, no parallel connection is possible 
without a rearrangement of the internal connections of the 
transformer. 

The three groupa are (1) transformers with the same 
coupling of P and s and with the same arrangement of the 
limbs of the P and the s (fige. 1 and 8); (2) transformers 
with the same coupling of P and 8, but with different 
arrangements of the limbs on р and s (figs. 2 and 4) ; (3) 
transformers with different coupling of P and s (figs. 5 
and 6). К 

In order to be able to distinguish from the name plate to 
which group a particular transformer belongs, Mr. Faye- 
Hansen suggests that the symbols Y and А should be stamped 
against the voltage, a8 is, in fact, already done by many 
makers, and that these symbols should be revereed in order 
to indicate difference in the interconnections of the limbs 


thus :— 
x a (ig. 0 еер (1) 
Hr 
i | (figs. 5 and 6) | group (3) 


Usually, in order to avoid confusion, а given maker will 
arrange all his transformers in one particular way so that 
all belong to group (1), to group (2), or to group (3). The 
writer suggests that group (1) is the best to retain for this 
purpose, because (1) auto-traneformers using this connection 
can be connected in parallel and (2) in case of repeated trans- 
formation the secondaries can be kept in parallel throughout. 


—— MZ 


A FRAGMENT FROM A MAINS DIARY. 


(PRECIPITATED FLOM THE ETHER). 


Tur horror has now haunted me for close on six years. In 
March of the year 1902 the study of Eastern writings, and 
the accounts of the research work undertaken by many 
prominent men with the idea of examining the structure of 
the atom, which we used to be taught was indivisible, the 
surrounding and the interpenetrating presence of ether, 
electrical phenomena, and the gradual decrease in density of 
the envelopment of all objects, the rarefaction of senses 
somewhat similarly to the envelopes, had all riveted my 
attention and made me keen to experiment in these direc- 
tions. It was the last branch, namely, the ratefaction of 
genser. that proved the most tempting bait, and it was this 
study that led me through strange experiences. 

The Eastern races regard us accepted facts things that we 
Western people are dubious and sceptical about, and so the 
numerous warnings concerning the courte of study I had 
mapped out, merely excited supereilious smiles. 

| read greedily of the possibilities of etheric and mental 
vision, and determined to cultivate such senses at the 
eurliest possible time. (How this may be done is plainly 
get out for anyone to read, but, lest others be impetuous 


enough to follow my example, and sceptical enough also to 
skip the warnings, the names of such books will not be here 
quoted.) After a time instinctively came the knowledge 
that provided I could mentally picture an object at а dis- 
tance, I could actually see the object, and also could see it 
with that sight of fourth dimensional power which reveala 
exterior and interior. 

An experiment, of course, rapidly followed the knowledge 
of power. The mains &tores—of course a familiar place to 
me—was no sooner imagined than seen : the jointer making 
up lead sleeves, a labourer cleaning tools, and many 
familiar objects—strangely mixed, however, for one seemed 


to see progressively the outer wall, the jointer, cable drums, 


the cable, the lead with the paper and copper, each showing 
through the other, and everything standing strangely in the 
wrong places. | 

From my studies, I recognised that this distortion was due 
to my being able to use only a class of sight which shows the 
picture as it would appear in a mirror, and enables one to 
see the interior by first penetrating the exterior, inatead of 
the clear undistorted simultaneous picture given, by the 
mental vision. | 

Experiment followed experiment, ranging from the works 
to the most remote sub-station, each picture seeming clear 
or dense in accordance with the amount of cencentration 
devoted to it, and each becoming easier to read as I became 
accustomed to the mirror effect. An attempt to use the 
vision for my own personal benefit—to eave time going to 
look up a train—brought only partial success, and in a vision 
of a chief I had worked under, and whose judgment I much 
respected, he seemed to picture rather than to say to me 
„Take care unless you know how to protect yourself by 
means of . . . . "—Lthe vision vanished before the warning 
was complete. | 

Days paseed, and the new power did not desert me. 
Occasionally when I was engrossed in a piece of work, rather 
startling visions suddenly passed through my brain; an ultra- 
ultra-violet ray message fluttered across like в cloud crossing 
the fuce of the sun on a windy day. In fact, these electrical 
disturbances became a nuisance—too many clouds make the 
horizon dark—and the wireless vibrations were becoming more 
and more intense each day. As well as clonds of wireless 
messages, other visions became more and more frequent: 
one of a manhole cover rising in the air ueed to make my 
nerves jump, until one day the vision showed the exact 
neighbourhood, and the police telephoned an explosion within 
the next half hour ! 

When next we had а fault on, after the cable concerned 
had been isolated, I concentrated my attention on Ше cable, 
the service boxes, &c., as far as possible. By luck, within 
the last six months I had seen an old service cable when we 
had the ground opened near by, and во could get в 
moderately clear picture of its service joint. Directly this 
was thought of, the vision followed and—it was the right 
place! A triple-concentric cable, lead gone for an inch, 
neutral through, intermediate and inner dead short, the 


molecules of copper still in a state of rapid vibration. The 


fault was there all right when the ground was opened. 


In a similar manner, in a thunderstorm the position of à 


faulty insulator a mile away on the overhead was successfully 
seen. 

But the uncalled-for visions, now changing to objects 
that made one gasp for breath, so sudden and atartling were 
they, became more recurrent. At night one would seem 
be dragged from one’s physical body and be rashed throngh 
all intervening substances direct to a distant spot, to be the 
onlooker at some frightful accident—to see everything lead- 
ing up to it and be powerless to prevent the accident or to 
help the sufferers. My self-elected guides for these mid- 
night rambles always seemed to choose the most gruesome 
pictures for my inspection—a colliery, the gas (visible on 
our plane) collecting, the piece of cable with the insulation 
damaged, a short circuit and next morning's papers would 
contain headlines announcing the disaster to the world: not 
only could one see, but also foresee, the whole accident, and 
yet be absolutely powerless to warn or to prevent. | 

From these constant trials my nerves suffered consider- 
ably, and the means of protection from uncalled-for 1ntru- 
gions were not yet made efficient. A protection could be 
obtained to some extent from interruption to concentration, 
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bat the night excursions still continued, with a result that 
I could never feel rested in the mornings or fit for work. 

I have clearly seen nearly every inch of cable in the town, 
for, ав one practises, one learns how to arrive at a vision 
which one is not previously in touch with. 

There are, however, two of the most important cables 
which defy all endeavours. Ordinary tests show good insu- 
lation, and yet there is a recurring picture of a large 
explosion, causing loss of life. The locality I cannot see, nor 
the exact cause, but emplcying the higher senses to look 
along the copper, I seem to see, from tbe inside, one spot 
where the insulation has become extremely thin, and it is at 
this spot that the big fault will occur. 

Now, I cannot fix the locality, nor can I sufficiently con- 
vince others in this sceptical age of the possibilities of higher 
vision without proofs, and whenever I have tried to localise 
a fault, telling anyone that I proposed to try bigher vision for 
the purpose, the experiment has proved useless, and has led 
absolutely astray, leaving one with the cut and try method 
to fallbackon. Therefore I cannot, against the judgment of 
the megger," convince anyone that one of the two cables 
is absolutely dangerous. | 

Why cannot I pick out the locality ? I will concentrate 
as I write these experiences, and веб out the solution of the 
p'otection solution that is just dawning on. me. 

Anyone following my example in the quest for wisdom 
must, for his own peace of mind, first be sure that he is—the 
vision again comes, the explosion occurs—one, two—no, I 
cannot look at the ghastly carnage—it must be a market 
day. It is now becoming clearer; something happens, another 
body is added—the clothes, yes! and the watch chain—they 
are mine ! 

To leave matters straight I'll ring up the switchboard : 
„Hello, keep an eye on No. 8 and 10 feeders, switch off if 
any trouble shows, and send the gang to Enderby Street pit. 
I'm going there now." 

: Now to see if the last location is true, for this is market 
Ву 


THE LABOUR CO-PARTNERSHIP 
ASSOCIATION. 


IT will be news to those who have looked upon the profit- 
sharing experiment recently inaugurated at the Furness ship- 
yards as a novel departure in industrial methods, to learii 


_ that there has been in existence for 28 years an association 


whose objects are to bring about an organisation of industry 
based upon the principle of Labour Co-partnership. The 
twenty-third annual meeting'of this Association was held in 
the Large Hall of the Church House, Westminster, on the 
lst inst., when a large gathering assembled to hear the 
presidential address of the Right Hon. A. .J. Balfour, whose 
year of office has just expired. 

_ Sarrounded by labour members and others directly 
interested in the labour side of the industry, Mr. Balfour 
appeared to be rather nervous, and his words did not flow 
very freely. He hesitated and paused frequently, as though 
at a loss to find words to express his thoughts, although 
What he said was quite in harmony with the fundamental 
principles of the Association. 

He pointed out that Industrial Co-partnership was not an 
untried experiment. It had been tried, and very successfully 
carried out, in many trades, and whilst it might not be possible 
In its complete and ideal form in all branches of industry, the 
Association welcomed every attempt to put the principles of 
Co-operation into practice, however elight the attempt 
might be. 

There are, continued the speaker, critics who say that an 
industrial concern cannot be carried on on democratic lines. 

bat is to say, that a business requiring initiative and com- 
mercial acumen cannot be run by a committee. Whilst 
this criticism was sound, a committee working on the 
lines of, Bay, the Cabinet in the British Pariiamentary 
system, is quite a good method. Неге we have individual 
control of departments. Each head of a department has 
associates and a chief whom he can consult either indi- 
vidually or collectively, and the chief is responsible for the 


general policy of the Cabinet. A committee system in which 
there is collective control of everything, is quite unworkable, 
and the abler the committee the more inefficient it is, a 
paradox which caused some amusement. 

One department in which the co-partnership principle is 
applicable, said Mr. Balfour, is in building estates. He was 
a firm believer in individual ownership of houses and land, 
but the small owner was in a very helpless position, and 
could do nothing to prevent the depreciation of his pro- 
perty by the operations of other neighbouring owners and of 
the speculate builder. Co-partnership in estate development 
gave the advantages of individual ownership of houses, 
together with co-operative control of large estates. 

The speaker wished to remove the misconception that the 
underlying idea of co-partnership was to stimulate the men 
to greater effort, and so increase their earning capacity and 
provide more profits for the employer. It went deeper than 
that. A man's work ought to be a pleasure to him, or at 
least interesting. The introduction of specialised machinery 
had tended to make work more monotonous ; but uninteresting 
details made up an interesting whole, and by a co-partner- 
ship system, men would realise that, although their individaal 
part in the work might be small and uninteresting, yet they 
were essential ard important parts of a vast and interesting 
undertaking. Another result of co-partnership would be to 
make men reilise and appreciate the difficulties of the 
employers, in organisation, management, and in finding a 
market for their products, and in this way their views would 
be broadened. | 

Sir Christopher Furness, M.P., in moving a vote of thanks 
to Mr. Balfour for his address, made a somewhat lengtliy 
apologia for the strike clause which he had insisted upon in 
his co-partnership agreement. It was evident that tke 
meeting was not entirely in sympathy with him, and became 
restless long before he bad finished reading his speech. The 
dominant note of egotism is, perbaps, pardonable in a man 
who can refer to his 27,500 employés and his wages bill of 
£60,000 a week, but there was clearly an underlying feeling 
among the representatives of labour that here was a 
masterful man who would always be the employer at heart, 
and that the co-partnery scheme was for him, at any rate, a 
means to increased profits. Sir Christopher said that he had 
been induced to put forward the scheme as a result of a close 
investigation into the operations of his various companies. 
He found that owing to sectional strikes among the 20 or 30 
trade union societies represented by his army of workmen, 
there was а serious wastage which amounted to 21} percent. 
of the wages bill, or 9} per cent. of the aggregate capital. 
When we remember thut the Furness companies рау & 60, 000 
a week in wages, it is seen that this wastage amounts to 
about £630,000 per annum. nder these circumstances, 
he would have nothing to do with чпу co-partnership scheme 
which did not abolish “ the strike habit which had resulted 
in such enormous waste; and he, therefore, insisted on the 
strike clause being embodied in the agreement, | 

Prof. Pigou, in seconding the resolution, dealt with 
co-partnership from the academic side of the question, and 
his remarks were much appreciated. He said that the 
principle of co-partnership had detinite and direct economical 
advantages over other forms of industrial organisation, in that 
it gave the workmen greater interest in their work and 
broadened their views and gave them opportunities of 


` appreciating both sides of the industrial problem— namely, 


the employers’ as well as the workers’ side. On the other 
hand, the principal advantage claimed for the premium or 
piecework system was that it tended only to stimulate the 
men from the point of view of self-interest. He pointed out 
further that the direct efficiency of production was not 
synonymous with efficiency, as a whole, because after all the 
end was not the actual material product turned out, but 
men ; and the sum total of efficiency had to be reckoned in 
terms of fellowship, comradeship and loyalty to each other, 
rather than in terms of dividends. 

The resolution was supported by Mr. Amos Mann who 
spoke from the point of view of the workman who had 
actually had experience in co-partnership production. Speak- 
ing for the men о Kettering and the Midlands generally, he 
said they would have had no hesitation in accepting Sir 
Christopher’s first proposition—namely, to take over the 
whole works as a going concern. Experience had shown that 
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workmen, when given opportunities, had shown administra- 
tive and organising ability, and he gave many interesting 
figures with a view to showing that with a very few excep- 
tions the whole of the co-partnership schemes now carried on 
by the men are profitable. In the industry in which he was 
particularly interested—namely, the bcot-making trade, they 


started in Leicester 16 years ago with £120 capital and at 


the present time they had £8,000 accumulated capital ; they 
complied with all trade union conditions, and, in fact, went 
beyond this in working 49 hours a week, and had now an 
annual turnover of £35,000. The amount of capital now 
invested in co-partnership schemes amounts to £1,900,000. 
As a result of such schemes they could point to industrial 
peace, such a thing asa strike never having been known, 
notwithstanding the fact that there was no strike clause in apy 
of their agreements. The idea of a partner striking against 
a co-partner was almost unthinkable. 


cg a e — 


LEGAL. 


MacauLAYX v. Q.N., Prcoapitty AND Brompton RAILWAY. 


Tux finding of the jury in this case was reported in our last issue. 
On Thursday, December 3rd, after legal arguments, his Lordship 
entered judgment for the defendant company with coste. 

His Log DSE said tbe jury had found that Tomlinson was in 
the employment of the company at the time, and that was against 
the weight of evidence. 

Leave to appeal was given. 


Tus Ricuts or Tram PASSENGERS. 


At Brentford County Court on the Ist inst., before Judge Howland 
Roberts, Mr. Charles James Carlyle Forrester, of Hillingdon, 
Middlesex, a great grandson of Thomas Carlyle, sued the London 
United Tramways Co. for damages and personal injuries, 

Plaintiff took a ticket from Hillingdon to Baling, and at 
Hanwell depót was asked to leave the car, which was going no 
further. He was then a mile short of his destination, and when a 
car for Ealing came along, he entered it. The conductor refused to 
allow him the use of the ticket iesued to him on the previous|car, and 
as he declined to pay ancther penny, the conductor took him by the 
shoulders and ejected him with such force that he was thrown to the 


ground, was injured severely, and his clothes were spoiled. On his - 


bebalf it was urged that the company’s bye-laws gave the conductor 
no right to eject a passenger who refused to pay a legally demanded 
fare, but, under such circumstances, the company must summon him 
before the justices. 

The jury accepted this view, held that there was an unwarranted 
interference with plaintiffs rights, and found for him with £100 
damages. 


WESTMINSTER ELECTRIC SUPPLY Corporation. Lro., v. L. C. C. 


Tux adjourned proceedings in the arbitration action between the 
Westminster Electric Supply Corporation, Ltd., and the L.C.C. 
were resumed in the Surveyors' Institute on Thursday, December 
3rd, before Mr. Symons, K. C., umpire, and Messrs. Young and 
Falooner, arbitrators. 

Ma. Влгғосв Browns, who appeared for the corporation, read 
a statement as to an Arrangement come to regarding the question 
of mains. The tribunal, he said, would remember that there was a 
claim by the corporation for the arrangement of mains in connec- 
tion with the new station. Mr. Snell, on behalf of the L.C.C., and 
Bir Alex. Kennedy for the corporation, went into the matter very 
carefully, and Mr. Snell had agreed to the principle laid down by 
Sir Alexander Kennedy, at the last sitting of tbe Court, that the 
loss in the feeders after the change should not be greater tban at 
the present time. Mr. Snell submitted a modified scheme 
regarding quantities, and showing a very large saving in the 
cost of pipes, cables, roadwork, &c. On examination, Sir Alex. 
Kennedy found Mr. Snell's suggestions to be correct, and 
had expressed his willingness to adopt them. Sir Alex. Kennedy 
had obtained & new tender from the Messrs. Callender and Mr. 
Snell from the British Insulated & Helsby Cables Co. They found, 
in ecmparison, that tbe tenders were pretty equal, Callender's 
being a little behind. Sir Alex. Kennedy and Mr. Snell, however, 
agreed to leave the amount to be paid to be founded on Callender's 
tender, which amounted to £34,739. Tbat tender was based on 
copper at £66 and lead at £18 15s. per ton. The market price of 
lead was £13 58. per ton, while copper was sold at £66, so that the 
actual amount of Callender's tender, if accepted to-day, would be E. 96 
less, or £34,143. To this is was agreed tLat there should be added 
5 per cent. for engineering charges— £1,707, and 10 per cent. on the 
roadwork, £529— making a total of £36,679. Sir Alex. Kennedy 
claimed 10 per cent. on the cost of mains and pipes (£25,853)— 
£2,585. and £250 for high-tension alterations. Mr. Snell agreed 
upon only 2j per cent. on the £25,853, with £350 on the double set 


of mains, and £250 for high-tension alterations, representing £1,236 


—a difference between them of £1,249. It is understood that the 
tribunal shall be asked to fix a reasonable period for the final settle- 
ment of the specifications, and that the exact amount to be paid shall 
then be adjuated by the Court if the price of copper and lead have 
undergone any alterations at the time of the acceptance of the 
contract. 

Ма. Locker, director of the firm of Gardner, Locket & Hinton, 
and chairman of the Society of Coal Merchants, said, in answer to 
Мв. SHaw, counsel for the Westminster corporation, that be had 
considered the question of carting coal to the new station in Horse- 
ferry Road, as compared with barges to the existing station, and, in 
his opinion, the difference would be 3s. 3d. per ton dearer. 


Mr. J. CARRINGTON, of Carrington, Sells, Dale & Co., and hon. 


sec. of the Coal Mercbante’ Society, said that the average rate of 
cartage would be nearly 3s. 42d. per ton. 

Мв. T. Н. HoRbERN, of the Westminster corporation, said that 
the demand for power for heating and supply was increasing very 
rapidly, and that the heating had doubled during the last two years. 
During 10 yeare—from 1895 to 1905—the demand had incressed 
greatly, the connections rising from 469 Kw. to 700 kw. in 1907. 
This year it will be much about the eame, or perhaps a little more. 
He stated tbat they had in hand at the present time a large number 
of additional applications which would amount to about 1,000 KW., 
while the number of connections this month would be between 150 
and 200. In his estimate of future business he stated that in 1910 
the company expected to produce 7,000,000 units, and th»t they 
expected they would go on increasing year by year by 380,000, 
until 1931 was reacbed, when they expect: d their output would be 
14,980,000 unite. Up to 1931 he considered that the estimated 
increase would be maintained. Cross-examined by Sir Edward 
Clarke, he &aid that the steam plant at Millbank Street gave 
2,436 KW., and the motor generating plant 2.890 xw., a total of 
5,426 kw. Witness admitted that the units generated at Millbank 
Street by the steam plant had Leen steadily reduced from 4,050,000 in 
1903, to 2,265,000 in 1907. That was accounted for by the increase 
in the motor-generator output. They would have had to increase 
their plant practically every year in order to cope with the 
increased demands. —Re-examined by the Hon. A. Lyttleton, 
Witness remarked that but for the interruption on the part of the 
L. O. C., they would bave continued their steam plant, and as they 
had room capacity in their buildings, further extensions of the 
steam plant rather than of the motor-generator plant would have 
been made. 

This closed the evidence for the Westminster Electric Supply 
Corporation, Ltd., and Sm EpwaRD CLARKE, in opening for the 
L.C.C., said tne way in which he proposed to deal with his case, 
was one that would simplify matters in regard to the buildings. 
The question between them was that of proportion. Mr. Peach in 
the plans which he put before the Court of the elevations, and 
also of the new site in comparison with the old, stated that what 
the L.C.C. ought to pay was seven-tenths of the expenditure. That 
would depend upon a fair comparison being made between the old 
building that now existe, and the new building for which 
the L.C.C. were liable. What he proposed to do was to put 
evidence before them, also plans showing the cubical contents 
of tbe two buildings, the area” of the buildings, and how 
plant of an equal capacity to that which now exists at 
Millbank could be put into a building very much smaller 
than that for which they were being charged. The question 
whether in principle that was the right way to deal with it, he 
would not touch upon, but would leave for the tribunal to settle. 
The result of the calculations which would be put before them 
would show that the L.C C. were only liabie for less than half of 
the cost of this building |construction. He was glad to say with 
regard to the expenditure upon the mainsthat an agreement had been 
arrived at, and the matter between them was only some hundreds 
of pounds. Regarding the question of plant, be would lay some 
evidence before them, and al-o as to the neceseary accommodation 
for plant of a character equal in capacity to that at Millbank. 
Upon that subject he also hoped to show that less than one“ hall 
of the charge tbat was being made was the charge for which the 
L. C. C. would be liable. In view of the evidence which had been 
given regarding the question of coal, and the estimate of futore 
business, he would probably also call some evidence. To put an 
increase in the way in which it had been put, and to cbarge for 
21 years of that increase at the present moment was, he submitted, 
an extravagant and unjust way of dealing with it. 

Мв. BTEWART, architect, examined by Sin Epwarp CLARKS, 
submitted plans of the Millbank and Horseferry premises, and 
compared their cubical areas. He stated that he measured the 
Millbank premises as they existed. Cross-examined by Ms. 
BaLrova BRowNE, Witness admitted that the corporation were 
entitled to a proper foundation, and that in his measurements be 
did not take into consideration the cubical space of the temporary 
premises at Millbank, which they (the corporation) sought to be of 
а permanent structure at Horseferry Road. 

Mn. SLATER, examined by MR. Hutcuison, counsel for the 
L.C.C., said that he had a special experience in the designing of 
generating stations. He had examined the estimates submitted by 
Mr. Peach, and in some respects he disagreed with Mr. Pesch's 
figures. He said he did not know of any agreement between the 
L.C.C. and the corporation, that the front of tbe new building 
should be built of stone, and he could not understand why the 
L С.С. should be asked to pay £800 for carving and decorating 
work. He contended that the corporation accepted the rite, AD 
therefore they had to take the rick regarding the suitabuity for 
foundations. 

On Friday, Ма. Barroun Browne intimated that Messrs 
Callender would only keep their tender open to the 10th inst. 
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because of the possibilities of fluctuations, and his learned friend 
for the L.C.C. having stated that the corporation ' may accept the 
offer,” the tender would, therefore, be accepted, and the only 
question now was on the £1,300, whether it was to be 10 per 
cent. or 24 per cent. Mr. Balfour Browne told the tribunal 
that the corporation had agreed that the price of cartage of 
coal should be put down at 2s. 4d. per ton instead of 3s. 3d., as 
stated on the previous day, therefore leaving for the tribunsl the 
question of capitalisation. Sir Edward Clarke stated with 
regard to the subway that the County Council were to do 
the work, but that the corporation should pay the L.C.C. £3,400 
for во doing. In any саве, the corporation were to pay the L. C. C. 
£300, the difference between the 16 in. and 20 in. pipes, the differ- 
ence of £3,100 to be settled by the Court. 

Ма. J. F. C. SNELL, examined by Мв. MonTEN, said that half of 
the boiler room floor area at Horseferry Road was quite competent 
to hold the equivalent amount of plant which the corporation had 
at their Millbank station. He was quite satisfied that the 2,526 
Kw. of plant which represented the Kw. at Millbank station could be 
easily accommodated in half of the engine room and boiler house 
ав now provided. The area was sufficient to hold five times the 
present amount of plant installed at Millbank. He stated that 
less than one-half of the cubical contents of the new building was 
sufficient to meet the provisions of the corporation. He would not 
allow £860 for stone facings. His estimate of the building for 
which the L.O.C. should pay was £44,799 as against Mr. Peach’s 
estimate of £73,809. Mr. Snell then dealt with the plant 
which he proposed should be introduced at Horseferry for the 
purposes of reinstatement. He provided for the corporation a 
pumping capacity of 12,000 gallons per bour; and in the engine room 
generators of 2,936 Kw. and motor-generators of 2,890 Kw. Mr. 
Balfour Browne stated that the plant for the Horseferry station had 
been ordered and that the tenders had never been questioned. The 
corporation could not now agree to the proposals of Mr. Snell. Sir 
Edward Clarke stated that plant which the L.C.C. were to pay for 
was to be of equal capacity, and Mr. Snell was simply to indicate 
plant which the L. C. C. were prepared to pay for as reinstatement. 
The following is a summary of Mr. Snell’s plant :— 


CoLR v. MAX WELL, BUTOHER & Co. 


IN the City of London Court on Monday, before Judge Lumley 
Smith, K.C., a claim was made by Mr. John Cole, manufacturer of 
electric motors, Chapel Hoad, West Norwood, against Messrs. 
Max well, Butcher & Co., electrical engineers, 774, Queen Victoria 
Street, E. C., to recover the sum of £25 168. 10d. for 12 electric 
motors supplied in July. Mr. F. Hinde appeared for the plaintiff, 
and Mr. Simner for the defendants. Defendants alleged that the 
motors were faulty, and raised a counterclaim for £33 damages. 

Plaintiil's case was that in March the defendants asked if he 
could supply two sample electric motors, which he did. Plaintiff 
inquired what purpose the motors were wanted for, but he was not 
informed. Subsequently defendants ordered 12 motors as samples, 
and they were sent on July 16th. Defendants were practical elec- 
trical engineers, and thoroughly understood them. Mr. Butcher 
complained that four insulatorg were missing from the feet, and 
they were sent on. Defendants’ customers then complained that 
the machines were unsatisfactory, and he found that the batteries 
were unsatisfactory, and wanted adjusting. Subsequently it was 
admitted that they were all right. They were sent by the defend- 
ants to Birmingham for the purpose of running phonographs. 
There was no doubt that the motors were not the most suitable for 
that purpose. Defendants now refused to pay for the motors, and 
counterolaimed for damages. Mr. Cole added that at first he sup- 

lied motors for 6 volte, and they were altered to 4 volts. The 

atteries used, which he did not supply, were too small. Hefound 

that the pin that held the brush-gear had been riveted through by 
the defendants. Apparently someone found that it was loose, and 
he had riveted it in the wrong place, and screwed up anything he 
found loose. If put on to suitable work, the motors should last a 
considerable time. | 

Defendant said that the machines were defective. He had had 
19 years of electrical engineering. His customer refused to have 
them. The condition of the commutators prevented the motors 
from working. He did not examine them thoroughly before send- 
ing them on to his customer. There was no doubt the batteries 
were unsatisfactory. 

Two expert witnesses were called in support of the defendants’ 


Boiler house section £18,836 0 0 case. Е j 
резо o. dd 5 : Judge Lumley Smith found for the plaintiff on the claim for 
Motor-generator and battery room section .. . 11,522 0 0 £23, and on the counterclaim, with costs. 
Switchboards ру iss Р es р .. 4,800 0 0 
Tools, contingencies, &c., 5 per cent. . . . J., 789 0 0 : 
Engineering, 5 per cent. .. 2s ae Е .. 2,789 0 0 
£61,870 18 6 
— m Т Lrovp's Bank, LTD., v. THE ALUMINIUM CORPORATION, LTD. 
ir Alex. Ken 's estimate was as follows :— ; TT { К 
ж an ‚ Ок Friday last counsel for plaintiffs applied in the Chancery Division 
Steam plant „ ee ШЕ? . £61,443 for the appointment of a receiver and manager in the defendant com- 
Motor- generator. 23,180 pany, their action, according to the Financial Times, being a mort- 
284.578 gagee’s action to enforce a security. It was stated that the bank had 


advanced te the corporation £26,200 on the terms of the deed, and 
that on November 26th £24,000 was due for principal and £312 for 
interest. The bank having heard that there was a judgment against 
the corporation, and that execution was threatened, asked to have 
a receiver and manager appointed. The main business of the 
corporation, he added, was the manufacture of aluminium at its 


Mr. Snell contended that Mr. Hordern's coal estimate was excessive, 
that his allocation of the units of the steam and motor-generator 
plant was excessive and unwarrantable, and he (Mr. Snell) sub- 
mitted that his figures were fair and reasonable. He then dealt 
with the difference in the percentage—10 per cent. as designed by 


Sir Alex. Kennedy and 24 per cent. as offered by the L. C. O. Re- 
garding this he said that there would be no change in the quantities 
of cables, pipes, &c., and he therefore submitted that 24 per cent. 
was an extremely reasonable figure to allow. In cross-examina- 
tion conducted by Mr. Balfour Browne, he stated that he based his 
annual estimate in kilowatts upon existing statistics. In 1910 he 
estimated it at 5,849,900 units, and his figure for 1931 at 11,272,800, 
or in 21 years an annual increase of 256,000 units. He admitted 
that the increase of the corporation for the past ten years had been 
386,500, but witness said that he based his estimate on the past 


works in North Wales, and its assets included freehold and lease- 
hold property, plant, &c. Mr. Hawkins, the secretary, who was a 
chartered accountant, said that at the present time there was 110 
tons of aluminiam in stock, and a quantity of material capable of 
making, when worked up, a profit of 22,500. The company had 
favourable contracts which could be carried out with the existing 
stock, and he asked that Mr. Hawkins be appointed receiver and 
ce e the ре of working out the material at the works. 
. MACASKIE, for the corporation, said the jecti 
and his Lordship made the order asked. каныш 


five years. Mr. Snell stated that he was putting in greater engine 
power than the corporation had at present, and he admitted that if 
the corporation had put in the same class of engine in Horseferry 
Road as they had at Millbank his estimate of £61,371 would be con- 
siderably increased. He said that the difference between the 
amount of the old battery and the new one was not worth quarrelling 
oe but what he maintained was that he could have replaced 
Has battery as existing at Millbank at a far less cost than that of 
н опе the corporation were putting in at Horseferry Road. 
us иш) в sitting, MR. SNELL was further cross-examined by 
ЕЕ а: оов Browne, and stated that in his plans he provided for 
Үр ees supply of ооо to the House of Commons. 
| v. H. Gabspy, consulting engineer, stated, in answer 
5 CLARKE, that the Millbank station was а peculiar bs 
кд у Tespects, and there were certain disadvantages as regards 
pe and arrangements. He submitted plans showing that the 
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ARGENTINE REPUBLIC (concluded) — 
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boiler house was ca | i 
8,600 KW., while e E 2:000 KW., and the engine room Cylinders for resist Pesos, 
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his gave a total of £55,57 
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nedy's estimate of £84,536. Witness admitted in cross- 
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ARGENTINE REPUBLIC. 


Table lamps, common, with foot of iron, zinc or lead, 
with or without burner, or other similar piece, except 
the globe, per dos. vds S a .. 380 
Lamps of iron or bronze for hanging, per doz. pu v 
Lamps of bronze or nickel for hanging, with or without 
support of iron, per kg. wie ai Т .. 120 
Ditto, with porcelain or glass, per kg. oh — 80 
Electric pocket lamps of copper, bronze or nickel, 
per do sd wats 858 tes xe e. 6 
Ditto of paste, papier machó or cardboard, per doz. ... 2 
Metale or elements for batteries or accumulators in 
general, per kg. ... as lus bx "T .. 20 
Motors and dynamos in general, per kg. (gross) (5 95) 30 
Electric motors for fans, complete or not, each MEE: 
Shades for lamps, of tin-plate, zinc, paper or cardboard, е 
with or without frame, per kg. tdi T e. 40 
Ditto, of silk or mixed silk, with or without crnaments, 
with frame of wire, including the box, рег Ер. ... 5 
Ditto, of wool, wool and cotton, or cotton, perkg. ... 2 
Hooks of iron, for insulators, per kg. ... 


Pesos. 


wee ex 2 
Batteries of all kinds, per Ер. ... n T 25 
Porous jare, charged, for batteries, per kg. (gross). 12 
Ditto, not charged, per kg. (gross) к 825 20 
Carbon holders, of copper, per kg. wae * l 
Resistances for arc lamps, per kg. i. un .. 20 
Resistances for electric motors, per kg. . 30 


Telephones, domestic, without bobbin, finished or not, Р 
Telephones with bobbin, finished ог not, each ev Ө 
Magnetic telephones, finished or not, each — ... 7 
Flexible tubes of asphalte and india-rubber for elec- 
trical purposes, per kg. ... " Te he — 35 
Insulator tubes, Bergmann system, with accessories 
auch as elbows, sockets, derivation boxes, &c., not 
coppered, per kg. m ai eoe o" * 30 
Ditto, coppered, per kg. ... iu т з e. 40 
Insulator tubes of iron, beaten or cast, with or without 
accessories, varnished or not, per kg. ox *. 12 
Insulator tubes of mica, general, per kg. эй PA 2 
Jara for batteries and accumulators of glass of all 
forms and dimensions, per kg. ТЕ sae we 07 
Ditto, of eartherware, varnished or not, per Ер. . 10 
Ditto, of papier шасһё and other materials, perkg.... ‘25 


The above articles when imported in sacks, bags, or rollers are 
dutiable on the gross weight; those imported in any other manner 
are dutiable on the weight, including paper, wrappings, cardboard 
or wooden boxes, and reels, unless the method of weighing is 
definitely stated. s | 

Lamps provided at the foot with an iron plate ог rim are соп- 
sidered as bronze, nickel, or nickeled lamps. 

The above articles imported nickeled or polished, and not 
specially provided for, are liable to surcharges of 25 % and 15 pA 
respectively on the rates to which they are classed. 


5% on undermentioned ra u es Pesos. 
Motors or portable eng ines, imported separately, each 1,000 
Machines in general not specially mentioned in the 


tariff, up to 500 kg. weight, per kg. (gross) e. ‘30 


Ditto, from 500 to 1,C00 kg. weight, per kg. (gross) ... 20 
Ditto, over 1,000 kg. weight, per kg. (gross m X5 
Galvanised iron wire up to No. 14 inclusive, per kg... 05 


27% on undermentioned values :— 


Ditto, from No. 15 to No. 21, per kg. s e. ‘10 
Ditto, more than No. 21, per kg.... "T se ek 
Wire of iron or steel, coated with bronze or copper, 

рег kg. T ST А t js .. 08 
Copper wire, in general ... i 85 i E "45 
Ditto, less than 5 mm. diameter, per kg. (5 % . 745 
Ditto, tinned, per g. а i 1 
Steam boilers, per kg. 85 iu T" .. — "08 
Used rails, per kg.... m m де; T % 02 


Duties must be paid at the gold rate of exchange, the gold peso 
being equivalent to 1s. | | | 

No duty is levied on machines, implements and materials neces- 
sary for the installation and operation of mining establishments 
and metal works, which either exist or may be erected in the 

ublic. 

eden rails of iron or steel, iron sleepers and fish-plates for 
railways or stcam, horse, or electric tramways, locomotives and 
parts, aleo plant for the installation and traction of electric tram- 
ways, Damely, carriage motors and years, cables, trolleys, Wire, 
bobbins, fuse boxes, brakes, rims, lightning guards, springs, 
insulators, controllers, rosettes, switches, and points, are admitted 
free of duty. 


s», 


Whist Drives.—A series of whist drives are being pro- 
moted for the benefit of the large staff of employés of the 


Lancashire United Tramways Co., Ltd., during the coming winter 
months. Suitable prizes will be given. 


NEW PATENTS APPLIED FOR, 1908. 


Oom expressly for this journal by W. Р, THOMPSON & Co., Electrical Patent 
eum High Holborn, London, W. O., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


25,134. Improvements in or relating to automa 
apparatus for the distribution of electricity, 
November 23rd. 


25,183. © Improvements in galvanic batteries." A. M. AUBERT and J. M. 
Aunnr. November 23rd. (Complete.) 


25.208. Improved process ang apparatus for the elc 
of alkaline salts." J. Gn&ENWwOOD. November 23rd. 

25,264. “Improvements in or relating to electric accumulators.” VAN 
Raven & Co., LTD., and M. Мет. (Date applied for under Rule 18, February 
Tth, 1908. An invention comprised in application No. 2,721/08, dated February 
7th, 1908.) November 24h. 

25,267. Improvements in or connected with apparatus for testing electro. 
magnet coils," J. F. Вімьѕох. November 24th. 


2, 279. '* Improvements relating to universal joints or couplings for electric 
light fittings and other purposes." C. J.'ThHunmsFiELD. November 24th. 


25,05. epore mente in electric signaling.” R. A. FESSENDRN, (Date 
applied for under Bec, 91 of the Act, December 23rd, 1907, being date of appli- 
cation in United States.) November 24th. (Complete.) 

25,330. "Improvements in the method of reinforcing concrete for the manu- 


шше of telegraph poles, pipes, piles and the like.“ E. Lx Bas. November 


tic switohing or controlling 
E. G. Bryant and R. II. Pransox, 


otrolytic decomposition 


26,333. Improved construction of circuit breaker." Verirys, Leb., and 
W. G. Pipkin. November 25th. 

25,347. “Improvements relating to metallio conduit systems for electric 
cables and the like.“ W. T, GRAY. November 25th. 

25,889. *' Improvements in and relating to electric lampe for vehicles." E. 
Akox. November 25th. 


25,397. “Improvements in and pertaining to electric! 
switch 1 


amp-bolders, especially 
amp-holders.” R. M. Botton, November 25th. га 
25,428, 


plete, “Incandescent are light." R. D. Сору, November 25th. (Com. 
е, : 


25,413. Process for the avoidance of hollow spaces in the production of 
Incandescence filaments or electric incandescence lamps from colloidal 
filaments.” H. KuzEL. (Date applied for under Seo. 91 of the Act, October 
рыш n being date of application їп Germany.) November 25th. (Com- 


25,444. “Electric incandesence lainp with metallic incandescence 


loops." Н. 
K. ZE I. (Date applied for under Вес. 91 of the Act, October 26th, 190), being 
date of appiication in Germany. November 35th. (Complete.) 


25,146. "Improvements in and relating to inter-communication telephonic 
systems," G. Burney (formerly known as I. B. Birnbaum), H. G. White and 


Brinkmann. (Application for Patent of Addition to No. 21,995, 1904.) 
November 25th. 


„ Improved construction of electric switch.“ G. Markt, November 
Р, le 


25,461. ‘Improvements in and connected with the fixing of electric fittings, 


such as switches, ceiling roses, and the like." J. J. RawIIx S, Н, W. Hax Cock. 
and A. H. Dykes. November 25th. 


25,465. Improvements in and relating to alternating-· current dynamo-eloctric 


machines." BRITISH Tnowxsos-HovsroN Co., Lp, (The General Eleotric 
Co., United States.) November 25th. 


25,178. "Improvements in and relating to secondary batteries.“ Vax RADEN 
and Co., LTD., and M. Metz. November 26th. 

25,85, "Improvements in and relating to electrically-heatod apparatus." 
R. K. Hearn. November 20th. 


25,508, “Improvements in or relating toinc 
therefor.” G. J. Erstrin. November 26th. 


25,537. Improved means for starting and regulating compensated electric 
repulsion motors." A 


i LLMANNA SVENSKA ELEKTRISKA AKTIEBOLAGET. (Date 
applicd for under Sec. 91 of the Act, November 27th, 1907, being date of 
application in Sweden.) November 26th, (Complete.) 

75,947. ''Improvements in and relating to magneto-ignition fus." Tux 
Firm RosERr Bosch. (Date applied for under Вес, 91 of tne Act, November 6tb, 
1905, being dute of application in Germany.) November 26th. (Complete.) 


, 25,556, * Improvements in and relating to the regulation of the power factor 
in systems of alternating el 


ectric current distribution." Вајтівн THOMSON- 
HovsTow Co., LTD. (General Electric Co., United States.) November 26th. 
25,557. 


) '" Improvements in the manufacture of coherent bodies of refractory 
material suitable for use ag 


glow bodies or filaments for incandescent electric 
lamps." BRITISH Tuomson-Hovston Co., Lrp, (General Electric Co., United 
States.) November 26th, (Complete.) 
25,558, “Improvements ín and relating to incandescent electric lamps.” 
Britisn Tuomson-Hovston Co., LYD., J. Gray and T. E. ROBERTSON, (Appli 
cation for Patent of Addition to No. 11,460, 1908.) November 26th. 


25,577. Electric dial movement.“ W.8.STkLoEgs. November ith. 


25,586, "Improvements іп electric cranes." J. MARSHALL, J. FLEMING and 
R. S. ANDERSON. November 27th, 


20,600. “Improvements in electric are lamps." THe Jaxpis ААС LAM? AND 
Exrcrnic Co., Lro., and A. D. Jones. November 27th. 

25,613, "Improved means for locking incandescent electric lamp-head 
within their holders.“ G. W. D, Siorr. November 27th, 

29,031. „ Unprovements in and relatin to heating apparatus.” J. 8 
Higher. November 27th, dd 


25.632. ''Improvementa in and relating to cooking apparatus and the like." 
J. S. HioHriELL, November 27th, i iid 


20,034. "Improvements in and relating to electric are lamps." BRITISH 
b O Co., ать, (General Electric Co., United States.) Novem- 
er! th, 


andescent lights and arrangementa 


25,002, Improvements in instruments for indicating leakage of electricity.” 
J. W. MANLEY and A. E. STOVE, November 27th. 

25,707, New or unproved materi 
purposes," A. W. WELLEK. November th. 

2 %. © Improvements in metal og metallic-tilament lamps." T. A. LAKE. 
November 25th. 


29,721. „ hnprovements in 
Novelnber 92«th, 

112, “Improvements relating to the production of cohercnt conductors of 
refractory material suitable for incandescent electric lamps and for other 
Ponts BRITISH THomson-Houston Co., Lrp., and J. Gray. November 
2th, 


„25.755. Improved automatic cut-in and cut-out devices for electric circuits. 
E. DrwnrRsr and A. A. 8. Roscor, November 2th, 
25,758. 


2 tl Improved trolley head for electrio cars.” C. В. BAV EV. November 
th, 


al. chietly for insulating, proofing, and like 


controllers for electric motors.“ А. WEST 


Yel Improvements in devices for converting into heat the energy of a 
monophase or poly 


phase alternate current circuit.” A. PONY Ixil. November 
9-0. (Complete.) | 


2,763. “Improvements in or relating to clectrical devices suitable кзн 
as Or in Connection with switehes, circuit makers and breakers, recorders, 


and for other purposes.“ W. B. Тнокгь and Tuonrz METER SxNDIcarl., LID. 
November th. 
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THE REPORT OF THE M.T.A. 
SPECIAL COMMITTEE ON TRAMCAR 
| BRAKES. 


Lasr week we dealt very briefly with this Report, but to- 
day we print it in abstract on a later page. Our only 
regret is that there is no room for a few of the tables and 
curves in which the Appendices are rich, for those relating to 
coefficients of friction and their derivatives are just what 
we have been wanting. The results are condensed from a 
large number of really practical experiments, and we now 
know with fair accuracy how the two substances in general 
use for brake blocke— wood and cast-iron—stand with rela- 
tion to each other under all the conditions met with in 
general practice. The bulk of the Report lies in the 
Appendices, and the greater portion of those are occupied by 
descriptions and tests of all the well-known brakes. It is 
notable, however, that regenerative control is not even 
mentioned casually in the Report proper, nor does any 
description of it occur in the Appendices. The Tramways 
and Light Railways Association Committee did the system 
more justice. On the other hand, Pringle’s skid brake, 
which is condemned in the report under the statement that 
the use of a purely emergency brake is undesirable, is given 
more room in the Appendices than any other. 

The Tramways and Light Railways Association Report 
seemed to leave too much to the individual, and suggested 
that conditions varied so widely on different lines that 
the two brakes which did well enough for this line would 
be unsuitable for that. That is true enough, but we have 
much more sympathy with the view of the Municipal 
Tramways Association, which is, that there is hardly a tram- 
way without a gradient sufficiently steep to produce a 
runaway under favourable circumstances, and all tramways, 
without exception, provide opportunities for collisions between 
the cara and other vehicles. The Committec suggest, 
therefore, that the conditions of braking, speaking 
generally, are of & standard character and call for standard 
treatment. 

The two Committees agree that all motormen shoul 
medical and practical examinations before үсе кер чаң 
and at periodical intervals thereafter. Both agree, too that 
the use of ** scotch ” brakes, or “ run-back preventers » is to 
be recommended, but this is somewhat inconsistent with 
their objection to the use of а purely emergency brake, ag 
such a brake should be quite as unnecessary as апу “ n 
9 o preventer " of the same class, if any attention is paid 
5 0 other recommendations about sanding the rear 

The M. T. A. Committee | i n 
dental function of the E с. vis ба шеша: 
should be sorry to find that all cx à rail cleaner, but we 


rails were dropped in favour . her efforts to clean the 
‘ Y of this. 1 
stances, the rails of the up-hill track of Mors ud call 


be untouched, and the use of a scotch brake would be 


rendered still more imperat; 
the rails would ju pd s the descending line, 


frequency of the servi iti Proportion to th 
of sand, which he Go and it is doubtful whether the ш 
could be avoided on li | 
The heport is ard on 
undoubtedly as the result E 
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brake is available for action or not. This is of no import- 
ance when the brake is used for service stops, as it should 
be, for a sudden failure between two stops would be just as 
likely to occur with a purely mechanical brake. We do not 
desire to uphold the purely magnetic brake against the com- 
bined magnetic and mechanical brake, for the advantage of 
being able to start from rest down a steep or a long grade 
with the track brake set, is most important. 

It would be wrong to coast with the magnetic part of the 
brake, and to regulate with the mechanical part, for in the 
event of the failure of the electric circuit at the top of the 
hill, it might be, and probably would be, impossible to bring 
the lees powerful mechanical action into use until the speed 
had reached a point at which the brake would be useless, 
owing to the reduced coefficient of friction. Under such 
conditions, no wheel brake would be of any avail, as a long 
series of disasters has proved, and it is to meet such a case 
that the purely emergency brake is wanted. 

In this matter we are beginning to feel uncomfortable 
from the pressure of external opinion, as the Tramways and 
Light Railways Association report hardly granted the emer- 
gency brake the right of consideration, while the Municipal 
Tramways Association report agrees with Col. Yorke that 
the use of such an appliance is undesirable. It must look 
like an exhibition of something approaching mere obstinacy 
to continue to hold а contrary opinion in the face of sach 
unanimous disapproval, but we have not yet seen any 
arguments which traverse our position, and until that 
happens it does not geem necessary to display the white 
flag. 

EC with reference to the carefully considered 
judgment of the Municipal Tramways Association Committee 
that the wheel brake should be retained, we cannot say that 
the case presented is convincing. Everyone knows, and we 
have always maintained, that any car may be taken in 
safety down the steepest grades on our tramways under the 
control of the wheel brakes alone so long as the brakes are 
in good order, the rails reasonably clean, and the driver 
capable. Everyone knows, too, that the wheel brake is not 
the only form which can cause skidding. But are these 
reasons sufficient? "What of the other side of the question? 
In the first place, we find that both Committees recommend 
two brakes рег car. Is each of those brakes to be powerful 
enough to stop the car b7 itself in case of accident to the 
other? Surely that is the only sensible inference. Then 
let us ask point blank, Will the Committee recommend the 
use of the wheel brake for this purpose ? 

Secondly, seeing that runaways only happen on the flat, 
or when the brakes are out of order, or the rails greasy, or 
the driver careless first and panic stricken after, or through 
& combination of tbese causes, is it wise to retain the ser- 
vices of a brake which must be used with the extremest care 
to prevent it throwing out of action other brakes which are 
more capable of controlling the car under all conditions ? 


Thirdly, is the Municipal Tramways Association Com- 


mittee really in earnest when it uses as an argument in 
favour of the wheel brake that it is not the only brake which 
may cause skidding ? р 

Kow that the Municipal Tramways Association uncon- 
gciously has exposed the weakness of the case for retaining the 
wheel brake, we are the more convinced that it is a positive 
source of danger upon any line where grades are steep or 
long, and it ought to be superseded by some form of power 
brake for service use. What happens to the car when the 
motorman locks the wheels in a panic, and what will happen 
when the best motorman in the world finds the coasting 
brake ineffective and flies to the wheel brake for protection 
when the car is travelling already at a speed of 15 M. P. H. on 
a greasy grade of 1 in. 12? 

At the time when the magnetic combined wheel and slipper 
brake first came into use in competition with the magnetic 
track brake pure and simple, we were constrained to favour 
the latter because the control of the wheels by the first was 
as yet uncertain ; but this objection has been met and 
overcome, and both Committees find that form of magnetic 
brake to be the best for general purposes. 

There are several brakes of this type on the market, and 
all can be fitted with the auxiliary mechanical action which 


is necessary, if only for the purpose of holding the car 
upuinst gravity. 


Perhaps the most interesting, because the most contro- 
versial feature of the Municipal Tramways Association 
Report, is the stand taken in favour of cast-iron as the 
material for track brake blocks. It is admitted that the 
coefficient of friction of cast-iron on dry rails is much lower 
than the corresponding coefficient for wood, but the average 
condition is the proper one to take for generalisation, and 
for wet, dry or greasy rails the cast-iron block gives higher 
results than the wood block, and on a greasy rail it is far 
better than the latter. 

The Tramways and Light Railways Association, on the 
other hand, think the wood block the better, and would 


like to ece magnetic slipper brakes formed partly of wood. 


The Municipal Tramways Association certainly went into 
the question most carefully with the aid of a multitude of 
experiments, and an examination of their tables and curves 
is alone enough to condemn the use of wood blocks, as they 
are utterly inadequate on a greasy rail, being unable to hold 
а саг оп а grade of 1 in 27 when the blocks are pressed 
against the rails with 4 tons pressure. 

We attach great importance to the recommendation of the 
Committee that the efforts of inventors should be directed 
towards the design of a brake which, in the event of failure 
in the ordinary method of application, would be applied 
automatically, and, we may add, at full power. There are 
enormous difficulties in the way, but the production of such 
a brake, containing in itself the true emergency function, 
which, for want of better means, we wish now to see 
performed by an independent mechanism, would set at rest 
the necessity for such discussions as the present one. 

However we may disagree on certain pointe with the 
authors of the two Reports, we are certain that inestimable 
good will come in one form or another from their labours, 
and that one of the most tangible proofs of this will be 
found in the growth to still greater insignificance of the ratio 


of passengers killed to passengers carried, now standing at 
1 : 188 millions. 


— ͤ— EE 


a 
THE opening of the first wireless tele- 
The P.O. graph station of the Post Office for com- 
and Wireless ‘al Friday last k 
Telegraphy, mercial purposes on Friday last marks an 


epoch in the development of the State 
telegraph system. Curiously, it synchronised with the hold- 
ing of a public meeting at the Mansion House to advocate 
the State ownership of the submarine cable system— but this 
ig another matter, with which we deal elsewhere. The Post 
Office has, of course, displayed a very practical interest in 
wireless telegraphy ever since the advent of Mr. G. Marconi, 
and has already two installations, one of which—that at the 
Wash—was described in our issue of February 8th, 1907; 
but these were more or less experimental, and were not 
intended for public use. 

It will be observed that the Post Office has now entered 
the field of wireless telegraphy, not exactly as a competitor 
with the Marconi Co., but rather, as in the case of the 
telephones, as a collaborator with the existing concerns, and 
with a view to asserting its suzerainty over all manner of 
telegraphic communication systems. 

The difficulties and deficiencies of wireless telegraphy were 
fully acknowledged by the Postmaster-Ueneral in his open- 
ing speech ; he pointed out, however, that the erection of 
the station was in conformity with the obligations imposed 
upon the Post Oflice by the Radio-Telegraphic Convention, 
and it is both interesting and significant that he was able to 
add that the Marconi Co., formerly so hostile to the Con- 
vention, now supported it. Taken in conjunction with cer- 
tain changes in the personnel of the company, this statement 
will readily be interpreted by those who have kept them- 
selves au fait with the inner workings of the wireless 
telegraph world. Mr. Marconi himself sent a message of 
congratulation and good wishes to the Pestmaster-General. 

There is one feature of the proceedings which appears to 
us eomewhat singular. The opening ceremony was well 
advertised in the daily Press, and we have noticed in 
the official accounts of the station thus published that 
while the names of Mr. Buxton, Sir Н. Babingtou 
Smith (secretary to the Post Office), and Lieut. Loring 
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have received а sufficient measure of publicity, the 
engineering staff of the Post Office, which we should have 
thought would be responsible for the design and supervision 
of the installation supplied by the Marconi Co., is barely 
mentioned. From the Times report of the proceedings 
at the opening ceremony, we gather that the Engineering 
Department was represented at that function only by one 
official, Mr. Robb. We may be mistaken in our inference, 
but it certainly seems as though the Engineering Depart- 
ment had been left out in the cold. 


AN article elsewhere in this issue raises, 
not for the first time, the question—What 
constitutes an electrical engineer ? There 
is no doubt that the title is sadly abused; as our contributor 
points ont, anyone who dabbles in electrical work, no matter 
in how small a way, is able, rightly or wrongly, to arrogate 
to himself the style of electrical engineer, without hindrance 
from any quarter. Cannot the Institution of Electrical 
Engineers do anything towards putting an end to the 
unauthorised adoption of thetitle? We have observed the 
efforts made by the Institution during recent years to raise 
the status of its members by elevating the standard of the 
qualifications required of candidates for Membership and 
Associate Membership, and were glad to learn recently, on 
the authority of Prof. Kapp, that an examination test was 
under consideration with the same end in view ; but these 
steps affect none but the actual or would-be members, and in 
no way mitigate the abuse to which we have referred. 

It is not only electrical engineers who suffer in this way ; 
the generic term of engineer itself is widely misapplied. 
For instance, the Amalgamated Society of Engineers has 
not the faintest claim to that title. Just as an engineer is 
not necessarily a mechanic, so is a mechanic not necessarily 
an engineer, and in point of fact the members of the A.S.E. 
are mechanics not engineers. 

It is interesting to note that in the Institution of Civil 
Engineers, the doyen of all engineering societies, an agitation 
is on foot—a recrudescence of a grievance which has rankled 
for years—with the object of raising the status of the engi- 
neering profession, and в committee has been formed, with 
Мг. A. S. E. Ackermann as hon. secretary, for the purpose 
of compelling attention to the urgent necessity for reform, 
not only in this respect, but also in connection with the 
general policy and administration of the Institution.  Dis- 
content has been rife for years past amongst the rank and 
file of the Institution, if we may so designate the great 
body of Members and Associate Members who form the 


The Status of 
an Engineer. 


 mainstay of the society, and has now assumed an active form. 


Judging by certain passages in the inaugural address of 
Mr. J. C. Inglis, it would appear that the President himself 
I8 favourably disposed towards the reform which is so greatly 
needed, and if this is во, the probability of success is greatly 
Increased. We believe that a somewhat similar movement 
18 on foot in connection with the American Society of Civil 
Engineers, and it would appear as though there were а 
general feeling that the profession of engineering ought to be 
placed upon a par with the older professions not only as it ia, 
de facto, but also de jure. 


THE Lord Mayor's meeting on Friday 
would have the effect of drawing attention 
to the strong support behind the question of “Cable 
Reform,” which is a title now becoming well known as 
referring to proposed alterations in the present service. 
Beyond the information already published, three points were 
made by Sir Edward Sassoon and other speakers, viz., the 
sound financial condition of the State-owned cable across 
the Pacific: the rapid re-adjustment of earning power 
consequent on the reduction of the Indian rate, and, lastly, 
the reduction of rates and the initiation of * deferred“ 
messages, in such a manner, while preserving the interests 
of existing companies, as will popularise and make more 
generally useful telegraphic communication throughout the 
British Empire on a paying basis. 


Cable Reform, 


We have, therefore, had & statement made that a State 
can work cables profitably and that the equilibrium of revenue 
follows reductions, and the question arises as to how far 
farther reductions and the placing on lines of a new source 
of “deferred” traffic can be met in justice to all. With 
regard to the latter “ open” question, we think it would not 
be to the benefit of companies to defer the consideration 
of the utilisation of lines for this class of traffic wherever 
possible, and we think the next step should be the consider- 
ation of how far it would be possible for the State and 
companies, if they will, and if not the State alone, to com- 
bine and devise the new lines required for traffic which com- 
panies cannot carry, and do not desire to provide capital 
for. This work would be in the nature of building up to 
requirements, and the calculation of the number of new lines 
wanted at the present moment seems to be only a waate of 
time, as they can only be determined by future exigencies. 
Bat we shall refer to the whole matter at greater length in 
our next issue. 


Mn. C. J. SPENCER discusses this ues- 
tion in the Tramway and Railway World 
for November 5th, and arrives at a 
conclusion, based on his own fairly large experience, and on 
the results reported or rumoured from Germany. He con- 
demns the time-meter, which we had reagon some time ago 
to hope might find favour with British managers, and he is 
about to equip all the Bradford cars with ampere-hour 


meters. 

We never supposed that the time-meter, #.е., the meter 
which records simply the time during which current has 
been used on the car, could be as valnable as a meter which 
records the true value of the energy or the ampere hours, 
but at the time of our writing no manager would have faced 
the expenditure necessary to equip his cars with those meters, 
even if they had been reliable or long-lived, which they 
were not. Under those circumstances we were bound to 
press on the notice of managers the simple, cheap, and 
reliable instrament consisting of nothing more than an elec- 
trically-controlled clock, by which a definite, if not a com- 
plete, check could be put on the individual driver, and even 
now we are not convinced by Mr. Spencer’s arguments in 
favour of a more elaborate instrument, that the time-meter 
will not do very nearly as much as he needs, at a smaller 
cost, and with less trouble. 

The true value of the current quantity used is, of course, 
of considerable value for indicating the deterioration of the 
electrical portions of a car, and it would be almost impossible 
to compass this end by means of the simpler instrament, but 
as a means of checking bad driving or mechanical (i.e., 
frictional) faults, it is difficult to see in what particulars the 
ampere-hour meter is of much more value than the other. 
Let us, however, acknowledge Mr. Spencer’s continuous 
labours to produce better results from his men,and machinery, 
and congratulate him most sincerely on adapting an instru- 
ment of accuracy to the rough service of the tramcar. 

In Bradford the cost of energy comes to 28 per cent. of 
the total working cost, amounting in money to about £45,000 
per annum, so that the judicious expenditure of, say, £1,000 
on the interest on and up-keep of meters on all cars might 
very soon show a good return. Already about half the cars 
have meters and on the routes where these cars run, the energy 
consumption has decreased from 7 to 15 per cent., whereas 
the consumption on the unmetered routes remains as 
before. | 

It will be easily understood that drivers who are put on 
their mettle by this means will not tolerate any defect in the 
equipment which will tend to run up the meter records 
against them, and in this way the efficiency check is extended 
from the front platform of the cars to the sheds and repair 
shops. We have never come across a sustained effort to 
reduce current consumption which did not prove how much 
something of the sort is required, and it is a source of con- 
siderable disappointment that the earnestness with which we 
have urged action in the matter has met with so meagre 
response. Perhaps Mr. Spencer's success will act as a more 
potent spur to the men whom we have been trying to reach. 


Meters for 
Trams. 
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SUNDERLAND AND DISTRICT ELECTRIC 
TRAMWAYS. 


THE Sunderland and district electric tramways, which were 
constructed under a provisional order of the Board of Trade 
granted to the United Kingdom Tramways, Light Railways 
and Electrical Syndicate, Ltd. (whose powers were subse- 
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parts. The population of the district served by the tram- 
ways is close upon 100,000, but it is very scattered, and the 
system has been found to be a great convenience. Owing 
to the relative positions of the tramways and the railway 
they are each spared that competition that is often во keen, 
and are mutually beneficial, the one serving, to some extent 
at least, as a feeder to the other. 

The system was opened in June, 1905, after being under 
construction for a considerable time. The track, which 
is single throughout, with pass-by loops, is 14} miles 
in length, and stretches from  Houghton-le-Spring to 
Easington Lane in а south-easterly direction, and from 
Philadelphia to Grangetown in an easterly direction ; short 
branches гап from Houghton to Fence Houses Station, 
and from Philadelphia to Penshaw Station, while the rail- 
way is again tapped at Hetton-le-Hole. Starting from 
Houghton-le-Spring the main track passes throngh New- 
bottle, Philadelphia, the Herringtons, Old Silksworth, Silks- 
worth Colliery, Ryhope Colliery—close to the coast—and 
Grangetown. Here the lines reach the Sunderland borough 
boundary, where the district lines terminate and those of the 
Sunderland Corporation commence. 

The contract for the construction of the tramways was 
placed with Messrs. Bruce Peebles & Co., Ltd., Edinburgh, by 
whom the work of laying the permanent track was sub-let to 
Messrs. Krauss & Son, of Bristol. The track is built to 
4 ft. 8) in. gauge, with 90 lb. rails laid upon a foundation 
of concrete. A good deal of trouble was experienced in 
laying thetrack, owing to the inequalities of the roads caused 
by subsidences resulting from the mining operations of the 
district. The same trouble operates still, and necessitates 
constant vigilance on the part of Mr. G. Stratton, the chief 
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TYPICAL SrTBRET VIEWS ON SUNDERLAND AND DISTRICT TRAMWAYS. 


uently transferred to the present company—the Sunderland 
istrict Electric Tramways, Ltd.) have now been running 
for some three and a half years. 'The system covers an 
important part of the North-Eastern section of the county 
of Durham, for within its area are included a number of 
large collieries and populous urban areas, as well as wide 
stretches of agricultural land, and over the greater part of 
the district the railway service is inadequate, as the stations 
are one or two miles away from the populous centres 
and even further off in the case of the agricultura, 


engineer and manager, and his staff. Several railway 
crossings—connecting the collieries with the adjacent rail- 
ways—had to be dealt with, and at the Lambton Colliery at 
Philadelphia a special crossing was put in of manganese 
steel, in two castings, во that the railway lines are in one 
piece for the whole length of the crossing, the joints being on 
the tramway section. The crossing was constructed by Messrs. 
Edgar Allen, of Sheffield, and was laid on heavily creosoted 
timber. In the course of the track there are some very 
sharp curves, which at places are difficult to negotiate owing 
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to the narrowners of the roads. Prior to the completion of 
the track, structural alterations had to be made to a bridge 
which carries the Hetton Colliery lines over the highway to 
the south of Silksworth. 

The overhead equipment was supplied by the British 
Electric Equipment Co., of London, the system adapted 
being side poles and brackets. 

Originally power was supplied by the company themselves, 
who utilised gas engines to drive Bruce Peebles dynamos, 
but this from the character of the demand was not a 
satisfactory arrangement, being entirely lacking in elasticity, 
and not capable of being manipulated to meet the exigencies of 
the moment. Latterly the routes have been worked from 
the Durham Collieries Electric Supply Co., whose generating 
station is close to the Tramways Со.'в car-sheds at Phil- 
adelphia. The current is carried to the Tramways Co.'s 
switchboard, whence it is regulated to meet the traffic 
ha E 

he rolling stock of the company consiste of 15 cars of 
French construction, with top covers, 15 double-deck Brush 
cars fitted with wind shields, and three Brush cars of the 
Brill-track, double-deck, top-covered type, this type having 
been more satisfactory in use. 

All the necessary repair work is now being done by the 
engineering staff at the car-sheda at Philadelphia, with the 
sole exception of the rewinding of the armatures, which 
work is done under contract. At first some difficulty was 
experienced in refitting tires on to the car wheels, but this 
has been overcome by a rather ingenious contrivance. A 
Bunsen burner of sufficient size to equally heat the tire was 
made, and, as there is no gas supply in the district, it was 
necessary to generate some, and this is obtained from 
petroleum. The oil is passed into a heated chamber, and 
when it enters the delivery pipe it is mixed with air, which 
enters the pipe at a pressure of between 70 and 90 lb. 
This arrangement has been found to work quite satisfactorily, 
the tires being expanded in from 20 to 30 minutes. 

The tramway company has taken up a contract for the 
public lighting of the rond between Newbottle and Penshaw 
station through the local Councils, The supply of elec- 
tricity is drawn from the overhead equipment, and each 
light consists of five 24-C. P. tantalum lamps in series. 

With the object of popularising the service, the company 
on occasional days during the school holidays conveys two 
children free with each adult, and the system has been found 
to work well. 


CORRESPONDENCE. 


Letters received by us after 5 р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


Peat. 


I was much interested in your Editorial remarks on the 
above subject, as well аз in the abstract you gave of Mr. 
Tomlinson's address delivered in Dublin last month. 

Jam not acquainted with the bog conditions in Ireland, 
but I have practical knowledge of peat getting and drying 
in the peat bogs of the Scottish Highlands. Ав a matter 
of fact, I have cut the peat and laid it out for drying, and 
have assisted in every other process, even to building the peat 
stack, Hence I can thoroughly credit Mr. Tomlinson’s 
figures as to the amount of moisture contained in peat as 
dug out of the bog. 

Of course, the quantity of contained moisture varies with 
the quality of the peat. There are certain bogs, and, some- 
times, certain sections of the same bog, where what is 
Colloquially known as black peat" may be obtained, and 
a peat contains much less maisture than the average brown 

It also dries into a hard, heavy mass, and is looked on by 
the Scottish peasantry as fully equal to coal for fuel 
purposes, 

I am pleased to observe that Mr. Tomlinson has come to 
the conclusion that success can only be obtained by an 
adaptation of the present methods. In fact, I may say it is 


scarcely even an adaptation, because if one examines any 
Scottish peat-bog it will be found that it is intersected here 
and there with cuttings, and that the effect of these inter- 
secting channels is precisely what Mr. Tomlinson aims at. 
All he suggests doing is to carry the present method one 
stage further and make the sub-divisions of less cubical 
content. | 

As to drainage: this is а most important point. It will 
be invariably found that there-is a good deal of natural 
drainage going on, as there are small streams which flow out 
of the bogs and во carry off the surplus water due to 
rainfall and the natural shrinkage of the bog mass, but this 
is not sufficient. Might I suggest that several windmill 
pumps could be used to pump up the drainage water from 
the lower level cuttings in the bog, so that there would be 
less necessity for cutting a deep drainage canal through the 
lip of the containing saucer. Our Scottish moors generally 
have wind enough and to spare for many windmills. 

John D. Mackenzie. 
Glasgow, December 8th, 1908. 


Combined Track-Circait and Cab-Signalling. 


The writer of the article on the above subject has 
honoured me with such a lengthy reply in your issue of 
the 11th inst. that I must venture to ask for a further 
portion of your space. 

If I may refer to the final paragraph of his communica- 
tion first, I am glad to learn that the writer believes Cab- 
signalling has a great future before it." I was afraid from 
the tone of the article which has given rise to this cor- 
respondence, that he looked upon it as a pretty device, but 
impracticable. I apologise. 

I gather now that it was mainly against the idea of cab- 
signalling entirely and all at once superseding everywhere 
the present in many respects admirable system of outside 
semaphores, that the writer desired to raise a protest. No 
one expects such a transformation outside of fairyland. It 
is not practicable, and in Capt. Gardiner’s exposition of his 
proposed system the fact was recognised, and the model 
showed the two classes of signale working in conjunction. 
Personally, there seems to me to be great objections to requir- 
ing a driver to attend to two sets of signals, one outside 
his cab and the other inside it, and such an arrangement 
would, I conceive, only as a rule be admissible during the 
installation of а change of systems, or under some special 
circumstances. 

Jam afraid in this age of progress railway administrations 
cannot rest upon their oars and contemplate their unquestion- 
ably excellent achievements for any length of time; and 
as regards risks, they are, no doubt, accepted every day by 
travellers and others, but that does not remove the necessity 
and expediency of minimising such risks wherever reasonably 
practicable. One of the graver risks in connection with 
railway travelling at present, is the risk of the failure to 
obey a signal, and Capt. Gardiner’s train control is largely 
directed against this. 

As regards the humans who work our trains with marvel- 
lous safety, for which they deserve all honour and credit, 
I quite agree with the remark “ give men all the help possible 
to check their liability to error, or to know what is required 
of them, and leave them to do the rest.“ The idea expressed 
in these words is, I think, the mainspring of the system of 
train control proposed by Capt. Gardiner. 

The writer of the article and myself still seem to rather 
misunderstand one another on some points. I have not 
questioned the necessity for brain and manual control where 
the setting of machinery, &c., bas to be altered to meet 
varying and irregular conditions. What I deprecate is its 
introduction where the apparatus hag always a definite pur- 
pose to perform automatically. 

Capt. Gardiner will, doubtless, in due time be given an 
opportunity of replying himself to the criticisms of his 
proposed system. Personally, I do not follow the writer's 
objection to signalling in the rear. Signalling in the rear 
of a point of danger, that is, in the front of any train running 
into it, would seem to be generally what is required for 
double-line working. Track-circuit signalling and train 
control, such as Capt. Gardiner proposes, adapted to the case 
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of single-line working, would give indications both in front 
and in rear of a train. | 

I, at present, fail to understand what difficulty there 
really is in applying Capt. Gardiner's track circuit and cab 
signal to the simple junction illustrated, nor, may I add, do 
I follow the difficulty in its application to much more com- 
plicated junctions and yards. It seems to me that two 
different matters are rather mixed up. It is, no doubt, a 
more or less complicated business to set the selected road 
through a yard or junction intricate or simple, and having 
done so to protect the same properly, but when that has 
been done (and it is done thousands of times daily), and 
only then, to give the signal to the particular driver intended 
to come on (with or without limitation of speed as may be 
necessary) is another matter, and I do not follow why, 
inherently, there should be more difficulty in giving it in the 
cab rather than by an outside semaphore, once a controlled 
current in the cab of the engine has been established. 

It was not considered desirable to introduce into Capt. 
Gardiner's model any more of the problems of railway 
working. Sufficient was thought to have been shown to 
establish the adaptability of the proposed system to various 
situations. As it was, a criticism frequently expressed was 
that the model did too much. Even the details introduced 
unavoidably gave the impression to the non-expert observer 
of & multiplicity of electrical apparatus being required, and 
it was not desirable to accentuate a wrong impression, it not 
being practicable to make the model appliances proportionate 
to the scale on which the track itself had to be built. 

As a railway administrator concerned in dividends, 
believe me, I do not at all look upon “ scrapping ” with a 
light heart, but I am afraid improvements cannot often be 
carried out without “ scrapping.” 

The question at present seems to be, will combined track 
circuit and cab signalling conduce sufficiently to additional 
safety and to the increase of the transport capacity of a line, 
to make the new departure worth while adopting, even 
though “ scrapping ” is involved? So far as track circuit 
working is concerned, the extent to which it is being already 
adopted seems to answer the question in the aflirmative, and 
the point now left for settlement would appear to be : should 
the track circuit work its signals and control in the cab of 
the engine or through an outside semaphore and outside 
device? I assume it may be accepted now that either 
method is practicable. 

The outside semaphore will, at any rate. die hard ; it 
holds the field to start with. I will not venture to prophesy 
which system will, in the end, be the victor. From the 
further exposition of the views of the writer of the article 
given in his last communication, I gather he is disposed to 
back the cab signal. Perhaps he is right, certainly the cab 
signal system seems worthy of being given a practical trial 
on a suitable track of railway. ^ 


R. Gardiner, 
Lt.-Col. R. E. (Retired). 


London, S. W., December 14th, 1008. 


Inspection of Mines and Factories. 


In your leader in your current issue you strongly, and I 
submit most wisely, advocate inspection of wiring, &c., in 
mines by electrical inspectors. 

Why stop at mines’ Surely the various factories and 
workshops using electricity are as important in many ways 
as mines, and should, therefore, be inspected as frequently 
and carefully. It will be agreed that the present staff of 
Factory and Mining Inspectors is unable from lack of time 
and qualifications to undertake this work, and, therefore, 
another body will have to be appointed which, to do the 
work thoroughly, will require to be almost as large as the 
present staff, and will entail on the taxpayer a rather heavy 
extra contribution to the revenue. 

Most factories, workshops and mines using electricity as a 
motive power bave already an electrical inspector visiting 
them three or four times a year for insurance purposes 
against breakdown, &c., who makes tests himself (II. M. 
Inspectors could not think of carrying a “ megger,” and 
would require a motor-car probably). Reports and recom- 


mendations are sent in to the owners as to increased safety, 
and also suggestions as to increased efficiency. (H.M.I. 
would presumably have too much to do with the ** safety " to 
trouble about efficiency.) 

I think I shall be right" when I say that the present 
system of boiler inspection, where the inspector and his 
company are responsible agents to the Board of Trade, in 
that the “ thorough " and even “ working reports have to 
be signed and kept for reference in the“ register provided, 
is & success, as boiler explosions are now very rare, and 
the cost is borne, not by the country, but by the individusl 
gainer by the inspection, i., the owner, who is compensated 
in case of accident. 

Unlike H.M.I., the boiler inspector is not an autocrat, 
as an owner has the choice of several companies of good 
standing, and if he suspects he is not being fairly or con- 
siderately treated having due regard to the circumstances of his 
case, he can take his business elsewhere. This tends to 
check any extreme demands, which, unfortunately cannot, I 
think, always be said of H.M.I. of Factories. 

A short Bill in Parliament on the lines of the various 
Boiler Explosions Acts would, I submit, meet the case for 
electrical inspection, as the staff is already created and has 
been at work 10 years or more. 

May I also point out that the insurance companies’ 
inspectors are practical electrical and mechanical engineers, 
and chosen as such. They are not men with social 
influence with the * powers that be," put, for form's sake, 
through an examination which any publie schoolboy could 
pasa easily. 

In conclusion, let us, by all means, have competent inspec- 
tion by independent parties, but save us from another set of 
inspectors, who only benefit (?) the owner by hauling him 
before the“ beak for trivial technical breaches of obscure 
rules, and require as much running after as a vain girl. 


P. A. D. 


Electrical Fatalities in Collieries. 


Having had eight years' experience in electrical engineering 
as applied to collieries, in addition to a workshop training 
where the manufacture of equipment, such as was then in use 
at pits, was one of the principal items, I think І may claim 
to be able to throw some light on this important subject. 

To me the only cause of the accident that resulted in the 
death of a workman at Dark Lane Colliery, was negligence, 
because the management knew perfectly well that the Home 
Office Rules were not being carried out ; secondly, the person 
alluded to as the “ electrician " was incompetent ; and thirdly, 
the cable system in use must be bad, and totally unsuited 
for a pit, otherwise the pull wire would never have been 

alive. 

In a pit, especially along main roads, where there are 
usually three lines of galvanised iron wire for haulage 
signals, two more for telephones, besides pull ropes for 
runaway and junction switches, it is quite clear that if 
unarmoured cables are in use they must be kept under 
strict supervision, if accidents are to be avoided. 

To my mind only armoured cables should be allowed in a 
pit, more especially in gate roads where falls of roof are 
frequent, as a heavily armoured cable, the armour being con- 
tinuous and earthed, will withstand falls, and changing due 
to props being pushed or broken by weights coming on, 
and should a heavy fall occur so as to fracture the cable, the 
breakers or fuses operate and defy further use until the fault 
has been cleared. 

I have been down some pits where ordinary v. I. R. cable 
has been run right to coal face, and in places water has been 
dribbling over them ; and, again, where dry they have been 
coated with fungus, making it impossible to see the condition 
of insulation. 

The cause of such bad systems and incompetent men 
being in charge is, from my experience, due, first, to cheap- 
ness. For instance, we have a man weighing sugar behind 
a counter, which he finds a very monotonous occupation ; 
suddenly he thinks of an advertisement he saw in a technical 

paper he happened to pick up in a library, whereby he can 
for a small sum become an electrical engineer, and earn 
£5 per weck (perhaps), so he decides to have a flutter. He 
does so, and in the meantime he gets a job as a wireman's 
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mate, and finally becomes an electrical engineer. He at 
once lashes out at every job he sees going, and thinking that 
258. per week and less hours are better than wrapping sugar, 
he gets the job. Some masters find him out, and turn him 
off ; others think what a cheap man he is, and answers to 
the rule, as does a good man, so they keep him until some 
such a thing happens as at Dark Lane; then comes the 
final, at least we will hope so. 

Secondly, I have found that those places which happen to 
have 8 good man, do not treat him properly ; the man is 
hampered in his duty by being bossed by the person who 
calla himself the enginewright, who, thinking him a rival to 
his supremacy, does his best to make things awkward and 
blacken him in the regard of the management. 

During the eight years I have had in collieries, I have 
experienced many ups and downs, most of which have been 
due to petty spite. 

At one colliery I was successful in obtaining a high-tension 
three-phase job, and the manager, out of curiosity, showed me 
some of the applications he had received ; some were tied up 
with blue ribbon, others were from university men offering 
their services for 258. a week. 

Whilst colliery owners make the enginewright and 
electrician compete with one another, and employ men who 
have had neither workshop nor technical training, we shall 
go on having accidents. 

For my part I have left collieries, There is naught but 
hard work, long hours, and usually bad surroundings. If it 
is not worth 508. per week (£2 108.), І say let them go on 
having their cheap men and bad systems, and keep on paying 
£300 as compensation. Perhaps it will dawn on them one 


у. 
If the Miners’ Association took the matter up and refused 
to let their men work where incompetent men are employed, 
we should soon have an alteration ; pressure could be brought 


to bear on Parliament to appoint qualified inspectors on 


their merit and not by influence. 

In conclusion, I am pleased to see that such a valuable 
paper as the Review has taken the matter up, and that they 
are endeavouring to bring home to colliery owners the 
necessity of having the right system, and men responsible to 
them for the proper usage of their electrical equipment. 


* Ex-Colliery Electrician. 


Which is the Rational Method of Stoking ? 


Your correspondent “ Radix” is quite right in pointing 
out that underfeeding is not new ; our stoker catalogue gives 
the history, showing that underfeeding in England dates from 
1846, but that no commercial success was attained till 1901, 
when we introduced Erith’s grateless underfeed stoker, which 
still differs from all other firing methods in having no 
grates whatever. 

In your issue of. November 20th, Radix” criticised 
underfeed stokers with grates, but in your issue of 
December 11th he states that at Burnley Electricity Works 
the flame often reaches the end of the boilers before combus- 
tion is complete. 

He does not give any authority for this.singular state- 
ment, but he is probably aware that the coal cost at tliis 
plant is only 0'29d. per unit— although the boilers in 
question are old 7 ft. diameter Lancashire boilers with only 
33 in. furnaces and no superheat ; this fuel cost does not 
indicate much scope for improvement of combustion on such 
a plant, especially as the fuel used is high-priced for 
Lancashire. | 

“ Radix” may not be aware that in 1903, four Erith's 
grateless stokers replaced two makes of overfeed stokers there, 
and that the then engineer's published report certified 33 per 
cent. increase of steaming duty, 12 per cent. coal saving, and 
no smoke; and that in consequence, six more grateless 
stokers were titted in 1904, and these 10 grateless stokers, after 
five years’ work with only tritling repair charges, only need 
to be converted to our present system of au/omatic control of 
fuel and air in order to equal in efticiency our latest pattern, 
3 on recent independent test, showed an average of no 
e& than 16 рег cent. CO, and no CO, and no smoke. Ав 


И 


there аге over 6,000 of Erith’s grateless stokers in actual 


work throughout the world, it is quite easy for * Radix” or 


anyone interested to see how they compare with any other 
firing method for simplicity, durability, range of fuels, 
smoke prevention and efficient combustion ; but to confuse 
these grateless stokers with stokers using grates, as Radix 
does, is only misleading. 

Erith’s Engineering Co., Ltd. 


London, E.C., December 14th, 1908. 


Cheap House Wiring. 


Referring to your article of last week on this subject, I 
venture to think that you will agree that the cost for instal- 
ling electric light in a private residence usually amounts to 
a sum that is only within the reach of those in receipt of an 
income much above the average of the middle classes. 
Especially so, if metallic-filament lamps are used. Now, 1 
think that those who support this system of lighting are of 
the opinion that the benefits derived from electric light 
should be enjoyed by every class, and that if the charges 
for installing the same can be brought within their reach, 
it will not only be to their advantage, but the supplier and 


contractor will benefit in turn. 


With reference to your argument that this system of sur- 
face lighting would be unsafe for shops, &c., I would point 
out that sach а complaint can hardly be classed under this 
heading, as the object in view is cheap house wiring, and it 
does not necessarily include shops and factories. 

While in Germany a few weeks back, I noticed that the 
rules governing the wiring of private houses were different in 
several respects to those governing the wiring of factories 
and shops. Flexible wire and insulated staples are used on 
the ceilings, but where the flexible comes within reach, 
conduit is made use of. Asan instance, it was pointed out 
to me that it was compulsory to use conduit, or some such - 
covering, from the turn switch to the ceiling, so that, your 
proviso : “ That switch wires laid on the surface of walls 
need some kind of protection," is in accordance with the 
ideas of those where surface wiring reigns supreme. 

A gentleman told me quite recently that he had secured 
an estimate for installing electric light in his house, and 
that it amounted to the sum of sixteen pounds (£16), an 
outlay that he did not feel prepared to meet, so he had the 
same number of gas lights installed at a cost of six pounds 
(£6); I think that this is the experience of many. Such 
high charges retard the extension of electrical supply. 
Further, in conversation with the engineer of the installa- 
tion department of a corporation in the North of England, 
he told me that his department had reported a deficit each 
year, because the estimates given by the borough engineer 
were invariably exceeded ; the fact that the supposed 
reasonable charges of an experienced borough engineer are 
often exceeded, goes to show that the actual cost of installing 
electric light is a costly venture. If the standard for 
installation work is prohibitive to the extension of electric 
light in the majority of the homes of England, then it is a 
matter for the consideration of the Institution, whose rules 
I trust, will be brought up to the spirit of the times. 


E. C. S. 


London County Council Turblnes, 


From the issue of your valued paper,dated November 17th, 
I notice that the London County Council have ordered from 
Messrs. The British Westinghouse Co. two 5, 000-Kw. turbo- 
generators for their Greenwich central station, these turbines 
to be Rateau machines. It is interesting to observe that a 
manufacturer has been entrusted with this important order, 
who adopts such a radical change in the type of machine as 
that represented by the difference between an impulse 
turbine with a set of blade wheels, and a reaction turbine of 
the drum type. In your paper it was stated that the 
London County Council engineers preferred Rateau turbines 
after they had seen one of these runningat Milan. It would 
appear that the London County Council therefore expects to 
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receive for its central station at Greenwich, turbines built on 


the lines of the machines seen in that city. 

Permit me to draw your attention to the fact that the 
2,500-Kw. three-phase turbo-generator which came into 
beneficial use at the City of Milan Electricity Works in the 
spring of 1906, is a machine built and supplied by the 
Maschinenfabrik Oerlikon, of Switzerland, and that the 
central station authorities have expressed their great satis- 
faction with this machine, by ordering another unit of the 
same type, but of 3,500 Kw. output. "This latter machine 
has just been delivered. 

The Maschinenfabrik Oerlikon has secured from Prof. 
Rateau, in Paris, the right to build impulse turbines, and 
to sell them besides in other countries, also in the United 
Kingdom. At a very early period, however, they got out 
designs, essentially different from those of the original 
Bateau turbine, and they developed wheels, bladings, pack- 
ing boxes, thrust bearings, governors and regulating devices 
of their own; they were the first to build turbines of 
2,000-H.P. capacity and more, with only onecylinder. Your 
valued paper of the 4th inst. gives & fairly complete deacrip- 
tion of the turbine now built at the Oerlikon works. These 
designs, to the greater extent patented by the Maschinen- 
fabrik Oerlikon, are, of course, the sole and exclusive pro- 
perty of the latter, and a license under the patents of 
Prof. Rateau, does by no means embody the right of use of 
the designs got out by the Oerlikon Co. 

The type of the turbine built by the Maschinenfabrik 
Oerlikon ia, in many essential parte, altogether different 
from that heretofore built by Prof. Rateau and his licensees, 
and particularly so in connection with the larger unite 
(Milan, 8,500 Kw., Cairo, 3,000 xw., Koux-Charleroi, 
2,000 Kw. and Stockholm, 6,000 Kw.). 


Fie. 1—Ixpvotion REGULATOR 
IMMBBSBD IN OIL. 


The turbine inspected by the London County Council 
engineers in Milan, is а malti-stage axial pressure turbine, 
and is covered as such by the English Patent No. 24,204/98, 
which latter is the property of Prof. Rateau. The design 
of machine, as described in this patent, differs also in 
essential points from the machines built under the direct 
influence of Prof. Rateau. From these, the designs of the 
Mashinenfabrik Oerlikon, however, differ not only as 
regards the sizes already built, but particularly also by 
the characteristic deviations in practically all the parta of 
the macbine. If, therefore, the inspection of an Oerlikon 
turbine in Milan (where, by-the-by, some time ago a Weating- 
house reaction turbine was erected) influenced the London 
County Council in favour of a turbine named *'Rateau 
Turbine," a similar result should have been obtained by 
inspecting one of the so-called Zólly turbines, as these also 
are of the multi-stage axial impulse type in which the 
steam works, according to the views of all authorities, exactly 
as in the Rateau turbine, and which, in face of these reflec- 
tions, should apparently be called a Rateau turbine also, and 
therefore, fall within the same patent. 

I shall be greatly interested to hear what success the 


Fia. 2.—Inpucrion REGULATOB, 
OPEN ТҮРЕ. 


makers will have with the first pure impulse turbines they 
have contracted to build, particularly во as they are of 
relatively exceptional size, and destined for the L.C.C., and, 
as I believe, they cannot have received the many details of 
design essential for success, from either Prof. Rateau or one 
or the other makers of this type of machine. 


a. Wüthrich, 


Manager. 
London, W.C., December 14th, 1908. 
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INDUCTION REGULATORS FOR A.C. HIGH: 
PRESSURE INSTALLATIONS. 


By E. B. 


Tux facility with which electrical power can now be transmitted 
and distributed by means of polyphase currente makes its exploita- 
tion possible over very extended areas. Tae great on of 
network and the losses in the line resultting therefrom cause, how- 
ever, differences of pressure at different parts of the area 
supplied. 

In installations for feeding motors exclusively the influence of 
these variations of pressure is scarcely felt. It is, however, highly 
important to maintain a constant voltage for the lighting network, 
and for this purpose electricity supply companies as well as 
engineering works have found it necessary of late years to employ 
apparatus for regulating the voltage of the lighting network. 

hen the voltage drop of these networks is relatively small, the 
question is settled easily by the use of transformers provided with 
terminals corresponding to the different voltages. This system of 
regulating is quite adequate, if the current ueed for motive power 


Fie. 3.— View oF REGULATOR, 
SHOWING Fan Moron. 


and that supplied for lighting are in the same relation in all the 
places supplied, and if besides all the lines are subjected simultane- 
ously to their maximum load. If, on the contrary, the various 
feeders do not work under similar loads, but vary greatly, this 
method of regulation is no longer sufficient. It is therefore neoet- 
sary to regulate the pressure of each feeder at the generating 
station or at the place of supply, according to the load. This can 
be done by means of a tranaformer supplied with various contacts 
like a battery switch, which allow of the voltage being altered 
by successive degrees. This system has, however, the disadvantage 
of regulating the pressure by steps, and therefore Messrs. Brown, 
Boveri & Co. have made a study of the construction of regulators 
with which the pressure can be changed progressively and uniformly 
within the limits of the regulation provided. These apparatus are 
well adapted for automatic control; they are made under the 
name of induction regulators. They can be used on single and 
polyphase networks, and are specially useful :— 

1. At generating stations for regulating the pressure of bun- bars. 

2. At receiving stations to maintain а constant voltage at the 
points of supply. 

3. To equilibrate those phases which are loaded unequally. 

4. To place high-pressure cables gradually under preseure. 

These induction regulators, which are constructed in the frame- 
work of induction motors, and which are in general four-polar, 
form а kind of transformer, of which one element, the stator, is 
fixed, and the other, the rotor, is movable. It will be seen that 
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the arrangement is practically identical with that of the well-known $j" , 2 = o > 
The transformer generates an electromotive force in !. ; | | 


value according to the windings of the stator and rotor and their 


relative positions. I¢ is maximum when the two coils are facing 
each other, and it decreases as they leave this position. In a four- 
polar design the rotor may, of course, be displaced 90°. 

According to circumstances, the pressure coil may be supplied 
directly at tbe service pressure, or at low pressure by the inter- 
mediary of a reducing transformer. 

The induction regulators are placed in an oi! tank (fig. 1), or can 
be constructed as open types (figs. 2 and 3). In the latter case, 
ventilation is effected either naturally or with the aid of an 
auxiliary motor driving a fan, as shown. 

The displacement of the rotor is effected by means of an endless 
screw, which can be worked by hand (fig. 2), or with an automatic 
spparatus controlled by theline current. In some cases, the above- 
named firm uses for this purpose the Thury automatic regulator, 
with which our readers are familiar. 

A suitable arrangement of the relay allows of constant pressure 
being maintained at the place of supply for all loads and with any 
voltage drop. The regulating apparatus is controlled either by a 
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- Fic, 4.—INSTALLATION OF, INDUCTION, REGULATORS 


aT BERNE, 


special motor, or by that which drives the fan; the latter arrange- 
ment is easily made when the automatic apparatus is fixed above 
the induction regulator. 

These apparatus are of high power factor, for they can be con- 
structed with a very small air-gap. The loss of power in an induction 
regulator may be regarded practically as negligible, as it is only a 
few per cent. of the power passing through it, which, again, is only 
а small fraction of that transmitted in the line. 

The great advantages which the induction - regulator offers in 
connection with the supply of electricity have induced many 
electrical firms to adopt it. Among existing installations, the 
regulating system adopted for the electrical supply service of 
Berne is worthy of mention. The Kander works, situated at Spiz, 
supplies the city of Berne with electrical power, transmitted by 
an aerial line 34 kilometres Jong, the pressure being about 15,000 
volts. In the steam power station at Marziliinsel, the voltage of 
the current received is lowered to 3,000 volts to allow of paralleling 
with the generators of this station. On arrival at the works, the 
pressure of the Kander current is regulated by induction regulators 
to the same value as that of the bus-bars of the central station. As 
the relays of these regulators are compounded, they regulate the 
pressure according to the load. 

There are two induction regulators (figs. 4 and 5) at this 
station, each designed for a power of 500 k. v. A4. and an average 
pressure of 3,000 volts, which can be regulated over a range of 
10 per cent. 

The two regulators are mounted in parallel, and the adjusting 
devices are joined mechanically. They can be worked either by a 
switch hand-wheel, or by a Thury automatic regulator, which con- 
trols the shaft common to both apparatus. These regulators are of 
normal open type, with artificial ventilation. 


, Ruislip (Middlesex) Electric Lighting.—The U.D.C. 
18 considering the question of lighting the district with gas or 
electricity, and has appointed a special committee to fully in- 
vestigate the two systems and report upon them. 


THIS oscillograph was invented by| Mr. J. T. Irwin, to furnish 
an efficient and easy means of observing or recording the wave- 
forms of alternating or rapidly varying pressures or currente. The 
general principle of ite action, and the early experimental forms of 


. the apparatus, were fully described in a paper read last year before 


the Institution of Electrical Engineers, and abstracted at con- 
siderable length in our issue of September 13th, 1907. 

'- The deflection of the instrument depends on the difference in 
the temperatures of two wires which are heated by the passage of 
two electric currents, one an unvarying polarising current and the 
other depending on the current or pressure to be measured. 

rt The connections are shown in fig. 1, p. 1042, where с D and BF 
are two thin wires of the same size; one pole of a battery B is 
applied to D and x and the other pole of the battery is connected 
through two non-inductive resistances (or in some cases through 
special inductances) mi в, to с and F. k is a condenser in series 
with the wires o D and B F, and в, is а resistance in parallel with 
Err. rr 


Fic. 5.—Compounp Тнову REGULATOR 
CONTROLLING INDUCTION REGULATORS, 


the condenser. It may be shown that the difference in temperature 
of the wires will always be proportional to the voltage across x y 
when k B. = a certain constant; this result is independent of 
frequency and wave form, and of any previous voltage or variation 
of voltage. 

Fheconstant has been calculated for the normal hot-wire element, 
and is equal to 0:007. To vary the sensibility of the instrument to 
pressure, shunted condensers of different values are supplied, or the 
instrument may be shunted by a non-inductive resistance. 

To show current wave forms, the instrument is shunted across 
an inductive resistance, or else across the secondary of a special 
transformer P 8, as shown in fig. 2. In such cases, the ratio of the 
inductance to the resistance must be 0:007, and the sensibility may 
be altered by putting non-inductive resistance in series with the 
secondary coil, as well as by altering the value of the inductances 
across which the instrament is shunted. 

In the latest forms of hot-wire element the two hot wires 
со D; D and E Ej Fi F (fig. 3), fixed at their lower ends but elec- 
trically connected at E D, pass over an ivory pulley р, crossing 
diagonally at the top, but insulated from each other. Two 
horizontal wires (omitted in the diagram for the sake of clearness) 
connect c; to ру and F; to EI. These wires cross each other without 
touching, and permit of a vertical movement of the upward wires 
but no horizontal movement;. they also practically limit the 
current in the hot wires to the portion below them. The wire 
between r; and the pulley is tied by an insulating loop of thread 
to the wire between ру and the pulley, and the other two wires are 
similarly tied. An even tension is maintained on-the wires by 
means of a spiral spring acting on the pulley. A mirror is fixed 
across the wires near the pointe where they are tied together, and 
when the wire Е X, Fi F is heated more than the other, the mirror 
is caused to rotate in the direction shown by the arrows. 

The wires are immersed up to the level shown by the dotted line 
in oil contained in the brass casing of the hot-wire element, which 
is provided with an opening at the back through which it may be 
filled. A small fixed mirror is added for the purpose of giving a 
datum or zero line. Usually two elements are mounted together, 
on a metal levelling base. The natural frequency of the instru- 
ment depends somewhat on the size of the mirror and the sensi- 
bility required, but is usually about 6,000 per second, with a com- 
paratively large mirror. The resistance of each wire circuit ig 
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about 7 ohms, or for the two wires of the element in series, 
14 ohms; when a polarising current of 0:5 ampere is passing through 
each wire a deflection of 8 centimetres between extreme positions, 
at a scale distance of 60 centimetres, ia given by 0'1 R. M. S. 


ampere, flowing through the wires in series, with a sine wave of 
50 cycles. 


Й 


The damping of the oscillograph being small, it is necessary to 
damp the quantity of electricity flowing through it. 


This is 
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effected by a resistance Bs, fig. 1. This method of damping has the 
advantage of being more definite than that due to the immersion of 
a mirror in oil, and is fixed once for all for a given shunted con- 
denser; moreover, the damping may be easily removed altogether, 
when it is required to exaggerate higher harmonios of small ampli- 
tude which otherwise would not be detected. 

The two curves, fig. 5, are records of the current and pressure 
waves from an alternator, made with the Irwin oscill ph on a 
nearly non-inductive load, and show the ripples due to the teeth. 

Owing to the high natural frequency of the hot-wire element, 
even when fitted with a comparatively large mirror, and to improve- 
menta effected in the optical arrangements, the same equipment 


Fic. 4.—THE IRWIN OsCILLOGRAPH. 


may be utilised for projection as well as for observation, while for 
photographic recording simple accessories only need be added. 
The lantern is mounted on а baseboard to which the elements and 
the necessary optical equipment are fitted, and is provided with a 
condenser, in front of which is a vertical slit; the rays from this 
pass through a cylindrical lens before reaching the mirror, whence 
they are reflected back on to a vibrating prism. This priem reflects 
the beam from a horizontal into a vertical direction, and brings 
the spot to a focus on the horizontal tracing desk. For this pur- 


pose the prism bas ope face which acts as a reflector, and another . 


which is cylindrically ground to a suitable radius. 

The reflecting prism ie vibrated by the action of a cam, attached 
to the shaft of a small synchronous motor, which can also be run on 
direct current. | 

Should it be required to take instantaneous photographic records, 
a special camera is arranged to fit in the space ordinarily occupied 
by the,tracing desk, and continuous reoords may be obtained by 


means of a modified kinematograph camera, which may be substi- 
tuted for the tracing desk. 

The oscillogrsph may be considered to mark an advance from 
the point of view of simplicity and robustness, and will beara 
considerable overload without injury; at the same time its high 
natural frequency adapts it to a large range of work, including 
speech- transmission records. The improvement effected in this 
last form, by which tbe oil-immersion of the mirror is done away 
with, renders the damping independent of temperature, and enables 
& clear spot to be obtained, while the electrical damping is definite 
and may be easily removed to demonstrate wave-forms in which 
higher harmonics or minute ripples in the curve occur, 


Fig. 5.—IRWIN OSCILLOGRAMS. 


The Irwin oscillograph and its accessories are manufactured by 
Mr. Robert W. Paul, of New Southgate, and 33, Leicester Square, 


London. 


THE PHYSICAL SOCIETY'S EXHIBITION. 


— ИИРИК 


THE annual exhibition of physical apparatus, organised by the 
Physical Society, has now en its place amongst the regular 
events of the winter season, and the excellent show provided 
indicates that it is appreciated by the manufacturers, while the 
keen interest manifested by the visitors shows that they also wel- 
come the opportunity of studying the latest developments in such 
apparatus. 

We recently gave a list of the exhibitors, and will now proceed 
to describe some of the exhibits; we may mention in i 
that electrical and other measuring instruments bulked largely in 
the catalogue, and that the apparatus designed for teaching pur- 
poses, though well represented at some stands, was comparatively 
of minor importance and extent. 


Mr. Robt. W. Paul. 


The principal features of Mr. Paul's exhibit were the Irwin hot- 
wire oscillograph, Cohen’s vibrating wire interrupter and barretter, 
and Campbell’s constant-inductance resistance box; besides these 
new apparatus, Campbell’s vibration galvanometer and variable 
standard of mutual inductance, Harris’s defiectional resistance 
thermometer indicator, and various rheostate, &., were shown. 
An account of the oscillograph is given above. 

The vibrating wire interrupter, devised by Mr. Cohen, is a most 
interesting and convenient means of obtaining a small high- 
frequency current for use in connection with telephone research and 
similar investigations. It consists of a stretched wire carrying two 
contacts dipping into mercury, and a small armature, which vibrates 
in front of an electromagnet connected in series with one of the 
contacts. The other contact is connected with an oscillating сіг- 
cuit, giving rise to trains of damped waves of any desired frequency. 
By combining two such circuits in an extremely ingenious manner, 
Mr. Cohen has succeeded in producing a sustained alternating 
current of high frequency, and thus has arrived at a satisfactory 
gubstitute for the human voice for the purpose of testing telephone 
circuits and instruments. He has, in fact, brought sound pro- 
duction under measurable control, and has therefore effected a 
great advance in the application of scientific method to telephone 
research, to which his barretter had already contributed so much. 

Mr. Albert Campbell's constant-inductance resistance box, 
intended for use in conjunction with his other instruments for the 
accurate measurement of small inductances and capacities, is 20 
arranged as to enable the resistance to be varied without altering 
the inductance in circuit. The Harris thermometer indicator gives 
a direct reading of the temperature by deflection of the pointer, 
90° of arc corresponding to a range of 200° O., and this range can 
be brought to any point on the О. scale up to 1,200° О. by moving a 
sliding switch. 
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Messrs. Pitkin & Co. 


The principal item of this exhibit was the Roberts-Austen 
recording pyrometer, as ueed at the Woolwich Arsenal and other 
places ; a description of this instrument was given in our abstract 
of a paper read before the Iron and Steel Institute by Mr. W. 
Lambert, in our issue of June 5th, 1908, but improvements have 
since been added which enable the temperature to be read 
externally at any moment, in connection with any particular 
circuit, without interference with the record. The Pitkin-White 
electrical pyrometers were also shown. 

An anti-vibration stand for galvanometers, carried on spiral 
springs in compression, was exhibited; this has been successfully 
used even near heavy machinery. A variety of Holden-D'Arsonval 
and other galvanometers, testing sete, portable instruments, &c., was 
also shown. 


Messrs. Newton & Co. 


This firm showed a universal optical bench, available for a large 
range of experiments, and in connection with it Cheshire’s pro- 
jection polariscope, spectroscope and colour-mixing apparatus, with 
which very beautiful effects were produced upon the screen. Clay's 
wave ripple apparatus, in which waves are constantly maintained 
by means of a dipper attached to an electrically-driven tuning-fork, 
and Duddell's musical arcs arranged with a keyboard for demon- 
stration purposes, were also exhibited, together with the Gregory 
sundial. 


Messrs. Siemens Bros. & Co., Ltd. 


A large variety of apparatus was shown by this firm, consisting 
mainly of electrical measuring instruments and kindred apparatus. 
Manganin shunts and series resistances, a combined voltmeter and 
Ammeter for measuring current and pressure simultaneously over 
various ranges, a universal galvanometer, an ammeter and a watt- 
meter of the dynamometer type for a.c. and D.C., portable current 
transformer, double mirror-galvanometer, induction bridge, high- 
frequency machine, magnetising apparatus, and à portable 


th 


SIBMENS UNIVERSAL GALVANOMETER. 


collapsible photometer were exhibited, with other items. The 
combined voltmeter and ammeter is fitted with a voltmeter and an 
ammeter movement having negligible temperature coefficient, 
mounted in a remarkably compact form on a common ebonite base, 
with terminals for four ranges each of volts and amperes. It is 
also provided with a device for attaching separate shunts; the 
shunts and series resistances are contained in the instrument case. 
A moving-coil ammeter with 10-ohm milli-voltmeter has seven 
ranges self-contained, and can also be used with external shunts 
for ranges from ‘15 to 7,500 amperes, or with series resistances as a 
voltmeter up to 750 volts. The ''Feussner" combined shunt and 
switch for current ranges from 1:5 to 150 amperes is a convenient 
accessory, which permits of measuring current in seven ranges, and 
of passing from one range to any other without breaking the circuit. 
The universal galvanometer, which we illustrate, provides for the 
direct measurement of currents up to 15 ampere, pressures up to 
150 volte, к.м.>.в, battery and line resistances from ‘03 up to about 
30,000 ohms respectively, and for the localisation of faults. It 
consists of a moving-coil milli-volt and amperemeter of i ohm 
resistance, combined with a slide-wire Wheatstone bridge. The 
readings are not affected by external magnetic disturbances, and an 
excellent damping permits of rapid readings. The diagrams for the 
various uses of the instrument are engraved on the top. 
The bridge wire is stretched round the edge of a slate disk in a 
f-round groove. A scale is engraved on the top edge of the disk, 
on which the position of the moving contact is read; the product 
of this reading and the particular multiplier in use gives the value 
of the unknown resistance. The movable contact itself consists 
of a small platinum roller carried on a movable arm, which is also 
fitted with an index moving over the scale. The contact resistance 
between the roller and the wire bas no influence whatever on the 
accuracy of the measurement, as it is in the battery circuit. The 
resistances of comparison are made of insulated manganin wire. 
Ire terminals, which are intended for connecting up the wires 
een the instrument, battery, unknown resistances, &c., are 
mounted on a projection of ebonite on the front of the instrument. 


A connecting strip is supplied with the instrument, by means of 
which shunts may be attached as used with the milli-volt and 
amperemeters. Insulation resistances up to about 1 megohm 
can be measured with the aid of a 110-volt battery, and currents 
above ‘15 ampere can be measured by means of shunts. 
The dynamometer-principle wattmeter gives accurate readings 
with v. C. or А.С. of any frequency, wave form or phase displace- 
ment, independently of the length of time they are in circuit, The 
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pointer is rendered practically dead-beat by means of a patent air- 
damping device. The instrament is made with two current ranges 
up to 400 amperes, either for pressures up to 30 volts or for three 
pressure ranges up to 750 volts. Series resistances are necessary 
for higher voltages, as well as for measurements on three-phase 
supplies having the three branches equally loaded. . 

In the case of unequal loading of the three branches, it is neces- 
sary to make two measurements, either with two wattmeters simul- 
taneously, ot successively with one wattmeter and a special change- 
over switch with short-circuiting device. | 

We illustrate below a portable current transformer for accurate 
laboratory purposes, in which the current range is altered by. 
merely clamping a plug-connector in the primary terminal. These 
current transformers are made either for one range or with variable 
primary winding for several ranges, but with fixed secondary 
winding for 5 amperes. They are insulated for working pressures 
up to 12,000 volte, and in the case of currents above 500 amperes 
up to 6,000 volts. The ratio of transformation is constant between 


CURRENT TRANSFORMER WITH 3 RANGES, UP TO 5, 
10 AND 20 AMPS. 


10 per cent. and 100 per cent. of the rated load, and ia independent 
of the wave form and of the frequency between 25 and 100 periods; 
for lower frequencies special calibration is necessary. Ав there is 
a comparatively high potential difference at the secondary ter- 
minals— namely, 4 volts—more than one instrument (eg., watt - 
meters and ammeters) can be connected to the transformer. 

The Saladin double-mirror galvanometer is an apparatus designed 
for the purpose of reproducing a curve on a stationary photo- 
graphic plate; it consists of two galvanometers, the mirrors of which 
are optically connected by means of a prism. The horizontal 
movement of the beam of light from the mirror of the first instru- 
ment is converted by the prism into a vertical movement, and the 
light is then thrown on to the mirror of the second instrament, 
where its vertical movement is combined with the horizontal move- 
ment of the mirror of the latter. The resultant of the horizontal 
and vertical movements gives the required curve. The apparatus 
can be worked for any speed of the ray of light up to 2'5 mm. per 
second, and with photographic plates of ordinary sensitiveness. 

A vertical scale outfit for use with a mirror galvanometer was 
shown, which occupied very little space, both galvanometer and 
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scale being fixed close to the wall; the scale can be perfectly well The Electric Appliances department showed a complete ont&t 
read without darkening the room. for rectifying alternating current for X-ray work, suitable for use 

An uncommon type of apparatus was an induction bridge, for on pressures from 100 to 600 volts. The accompanying illustration 
determining induction constants and energy losses in a.c. appa- shows the apparatus mounted in a cabinet for hospital ute; 
ratus; the model shown was capable of measuring large coefficients it is also made in separate parts for consulting work. A 20. in. 
of self-induction down to about 10-3 henry, and was provided spark induction coil was mounted on the top of the cabinet, while 
with galvauoscope, bridge wire and plug resistances of 1—50 ohms, inside the latter there was a switchboard, triple Wehnelt inter. 
for connecting to telephones, D. 0. and A. C. circuits, and standards of rupter, and a set of electrolytic valves. The switchboard provides 
induction. The bridge can also be used for the direct measurement for all possible requirements ; the length of spark can be regulated 
of energy losses, for determining the coefficient of mutual induction in six steps, and its intensity in three, a special choking coil 
and for the measurement of capacities and electrolytic resistances. forming an extension of the primary being employed for the former 
Escentislly this apparatus is a combined p.c. and а.о. bridge based purpose, and graduated Wehnelt interrupters for the latter; the fre- 
on the Wheatstone principle. We give an illustration of it on quendy of the sparks can be controlled by means of two rheostats; the 
p. 1043. main current and primary current can be measured; the condition 

A small bigh-frequency machine was shown, for a normal fre- of the electrolytic valve apparatus can be tested with facility by 
quency of about 1,000 cycles per second, with eddy-current brake, means of a patent switch; the output of the coil can be adapted to 
driving motor and starting switch for 110 or 220-volt circuit, with suit all kinds of X-ray tubes, hard or soft, and there are no rotating 
contacts for connecting upa frequency meter. The machine consists parte in the apparatus. The apparatus, moreover, can be used for 
charging accumulators, running mercury-vapour lamps of the Uviol 
or quartz types, arc lamps, and electromagnets, and is available for 
use on D.C. as well as on А.С. supply circuits, so that it is practically 
of universal application. In the separate outfits the switchgear, &c., 
is mounted on a pedestal table. 


Messrs. Everett, Edgeumbe & Co., Ltd. 


A portable self-contained potentiometer formed an interesting 
feature of thie exhibit. This instrument, which is illustrated 
herewith, has been svecially designed for euch work as checking 
ammeters, voltmeters and wattmeters on site, and also for photo- 
meter work. The particular pattern shown was designed specially 


SIEMENS HicH-FREQUENCY MACHINE. 


essentially of а small inductor alternator, pulsations of electro- 
motive force being produced by variations in the magnetic flux as 
the teeth of the serrated soft-iron inductor pass the faces of the 
pole-pieces. І 

The magnetising apparatus exhibited consists of a magnetometer, 
a base-board with connections, a single-switch resistance, a triple- 
switch resistance, and a test bundle of sheet-iron, with magnetis- 
ing curve and air line. Practically speaking, the magnetometer is 


EVERETT, EDGUMBE PORTABLE POTENTIOMETER. 


for the latter work, and had three current ranges, for naxima of 
3, 1-5 and 6 amperes, and volt ranges of 75, 150 and 300 volts, The 
galvanometer, which is provided in the. case, is amply sensitive 
enough for all ordinary commercial work. If, in any special case, 
additional sensibility is required, provision is made whereby an 
external reflecting galvanometer can be employed at will. 


SIEMENS А.С, X-Ray OUTFIT IN CABINET. PORTABLE ASTaTIC WATTMETKB. 

based on a reversal of the principle of Deprez d’Arsonval, the The slide wire, which is circular, gives a scale approximately 
moving coil inthe present instance being supplied with constant 12 їп. long, and in series with this are 14 similar coils, so that the 
current, whereas the magnetic circuit, which consists of the iron effective scale length is about 15 ft. | 
under test, is energised by variable ampere-turns. The Clark or cadmium cell is contained in the case, but is readily 

The magnetometer gives the value of the magnetic induction removable. Various shunts can be supplied, thus extending the 
direct in c.a.8. lines per square centimetre by the deflection of the range of the instrument to any required degree. Besides measure- 
pointer, and the hysteresis loop can be plotted by a series of read- ments of current, pressure and power, the instrument is particularly 


ings. The accurate determination of the absolute values necessi- suitable for the measurement of low resistances, and, in fact, for all 
tates but simple corrections, The materials to be tested are in the dire-t-currenat electrical measurements where] oonsiderable асоогаоу 
form of bare or bundles of strips. is desired, 


— 
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Another interesting item was a portable multi-range astatic 
wattmeter suitable for single, two, or three-phase loads, and 
provided with four pressure and four current ranges. It is con- 
structed on the dynamometer principle, and being astatic, is quite 
unaffected by stray magnetic fields. The change-over from one 
volt range to another, or from one form of connection (for example, 
two-phase), to another (for example, three-phase), is done entirely 
by means of a simple change-over switch fixed to the side of the 


"n cM: e "dc were 
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Jona ExTBRA-HigH-PREsSURE VOLTMETER. 


case. The current ranges are obtained by means of a multi-range 
transformer fitted in a portable wooden case, and designed specially 
to give a negligible phase and ratio error. 

The wattmeter itself has a non-inductive pressure circuit free 
from capacity effects, so that the instrument can be used with per- 
fect safety, even down to very low power faotors. 

Messrs. Everett, Edgcnmbe & Co. also showed а low-presssure 
electrostatic voltmeter on Hamilton's patent, and the Jona extra- 
high-pressure electrostatic voltmeter, which we illustrate ; the 
latter reads up to 60,000 volte, and naturally its construction is 
very different from that of ordinary types. The working parts are 


EvEgRETT, EpGCUMBE RECORDING. VOLTMETRB. 


entirely enclosed in glass cylinders, and work on the attracted- 
electrometer system, the moving disk being suspended from 
the indicating mechanism within the metal screen seen in the 
lower cylinder, while the fixed disk is at the bottom of the latter, 
Which is filled with oil for the sake of deadbeatness and dielectric 
strength. Voltmeters for intermediate ranges are also made. 
Besides the firm's various types of ammeter and voltmeter, phase- 
meter, frequency indicator, and inkless recorders, a disk pattern 
of recorder was exhibited in which the chart takes the form of a flat 
disk rotating once a day, or once a week, the entire record being 
always visible, As will be gathered from the illustration, these 
recorders are very compact and suitable for use on switchboards. 
The Trotter Universal portable photometer was also shown. 


( To be continued.) 


REVIEWS. 


Handbook of Electrical Testing. By Н. R. KEMPE, London: 
Spon & Co.  Piica 188. net. 


It is with a certain sense of difficulty—we had almost 
said diffidence—that we approach the review of this work, 
which many years ago established, and has ever since main- 
tained, its position ав а standard text-book on one of the 
most important of the theoretical and practical applications 
of the science of electricity and magnetism. Weare inclined 
to wonder how many, or rather, how few of our most 
learned investigators are there who have not had recourse to 
its many pages of valuable information regarding the 
theoretical principles of the many testing operations which 
they find necessary to employ in their daily research opera- 
tions. The book, too, must have been, during the years 
that it has bæn before the public, a veritable mine of 
information to those who have produced the multitudinous 
array of note books, asdes-memoire, & c., compiled for the 
assistance of electrical engineers throughout the world. By 
this we do not desire to imply that the book has 
lent itself to anything in the nature of plagiarism, but 
merely that from ite encyclop:edic character it must naturally 
have been a particularly useful index to enable such com- 
pilers to differentiate between the many worthy and worthless . 
methods of testing with which most of the profession are 
more or less acquainted. 

We now are called upon to review the seventh edition, the 
necesaity for which seems to demonstrate very clearly that 
the previous editions have fully justified their production. 
In this edition, however, we notice the signs of probably 
more exhaustive revision than was observable in any of its 
predecessora, together with a fuller recognition of the 
advances which have taken place in the science since the 
advent of the previous edition (to the latter point we shall 
revert farther on). On the whole it is apparent that the 
book has been thoroughly revised and brought up to date. 

As examples of the thoroughness of the revision we may 
mention that the chapter dealing with localisation tests 
appears to have been completely rewritten by the author, 
who has availed himself of the opportunity afforded 
thereby to bring it into concord with the practice of the 
present day. Also the formule for Rymer-Jones and 
Kennelly’s tests have been so revised as to enable direct 
comparison between them to be made; this in their 
previous form was a matter of some little difficulty. We 
observe also that the information regarding the practical 
application of corrections for temperature (page 515) has 
been rewritten completely. | 

Of new matter we find about 50 pages added to and 
dispersed throughout the book, embodying, amongst other 
up-to-date details, descriptions of the cadmium standard 
cell, the Broca galvanometer, methoda for the measurement 
of the resistance of electrolytes, a new Wheatstone bridge 
test which enables the conductor resistance of a circuit to be 
measured when an extraneous earth or leakage current is 
flowing therein, a full and very detailed description of that 
most modern of instruments, the Megger, and a most 
interesting and useful description of the Raymond-Barker 
calculating board. The reference to Price’s guard wire also, 
we think, is new. 7 

We notice, however, that the author has considered it 
necessary to retain in the book the description of and 
formule for the battery test which was devised by the Post 
Office authorities for use at their telegraph stations some years 
ago. This, we think, might surely have been eliminated from 
the edition before us, for we believe that at all stations 
where primary batteries had been in use in such numbers as 
to call for speciai testing methods, secondary batteries have 
been, or are being, introduced, and such special teste are 
therefore being replaced by more simple voltmeter tests. The 
system possesses, doubtless, a certain amount of academic 
interest, but such hardly justifies its retention in an edition 
that aime at being completely up to date. | | 

As an essentially English journal we feel that, in spite of the 
obvious merits of this edition which we have attempted in 
some measure to delineate, we have a prescriptive right to 
express the similarly essentially English grumble, although 
the author somewhat disarms criticism by saying, in the 
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preface that he does not consider it advisable to alter 
the general scheme of the book. That which appears 
to us to be a just cause for complaint is that even in 
the seventh edition—which we hope is not bound up with, 
or even influenced by, the mythic mysticism implying finality 
and perfection usually attached to that particular number, so 
as to preclude any possibility of an eighth reprint in which our 
present suggestion may be embodied—there is so little which 
is applicable to the testing operations which are vitally 
necessary to such engineers as those who deal particularly 
with the questions involved both in the theory and practice 
of electric light and power distribution. 
dealing with the problems arising out of the most recent 
developments in telephony. It is true that many of the 
testing formule and instruments described, are useful and 
even essential to the specialists to whom we refer, but never- 
theless, recent progress in these branches of the profession 
has called for many new methods and a number of new 
instruments which are well worthy of, and should certainly 
find a place in, a ** Handbook of Electrical Testing.” At 
present the book geems dedicated in spirit more to laboratory 
and submarine cable practice, with its adjuncts; and the 
latter, of course, in the early days of the appearance of the 
bóok, was the principal feature of electrical engineering. But 
now the general scope of matters has so much enlarged and 
widened that, as in the case of the old Society of Telegraph 
Engineers, wherein it was found necessary to make a change 
with the growth of the profession, we think this book might 
with advantage also be changed and increased in scope, and, 
as the present work is a bulky tome, we should like to see 
a future edition split up into a suitable number of distinct 
volumes, each dealing with its own particular branch of the 
applied science, and each capable of revision as the progression 
in its own special line renders necessary. Then we may hope 
to see. this work going down to posterity as a means of 
constant reference—instead of ultimately becoming, as we 


fear, a classic (and thereby suffering the usual fate of classics) 


—and occupying, as it richly deserves, a place in the library 
of every electrical engineer, be he consultant, power, tramway, 
telegraph or telephone engineer or even student.—R. M. H. 


Switchboard Measuring Instruments for Continuous and 
Polyphase Systems. By Joux C. Connax. London: 
E. & F. N. Spon. 5s. net. 

The object of the work under review is to supply a long- 
felt want in the shape of a short volume dealing with the 
design and construction of electrical measuring instruments. 
The contents have been collected from numerous reviews, 
magazines and papers read before various learned societies, 
of which a list is given in an appendix. In the descriptions 
of the various instruments, only as much of the details of 
construction as have been thought necessary to a correct 
understanding of the subject have been given, and consequently 
the volume is unencumbered with a confusing amount of mis- 
cellaneous work that could easily have been inserted. 

Chapter I is introductory, and gives concise practical 
definitions of such things as current, voltage, power, phase 
difference, lag and lead, wave form, frequency, &c. The 
principles upon which instruments are built—the (1) 
magneto-dynamic, (2) electro-dynamic, (3) electro-magnetic, 
(4) electro-thermic, (5) electrostatic, (6) resonance—are 
then enumerated, and are tabulated во as to be readily 
referred to in what follows. 

Chapter II is devoted to generalities, and deals with 
recording devices (incidentally the “synchronome” clock 
is mentioned, which uses a hard steel style giving a succes- 
sion of light blows instead of ink), scale markings, cases, 
methods of connection to switchboard pointers, controlling 
force, damping devices, shunte, external resistances, trans- 
formers and properties of material used in construction. 
The fact is mentioned that after a series of experiments, 
Madame Curie arrived at the conclusion that for the best 
steel magnets, tungsten steels, properly hardened by 
quenching, should be used. 

Chapter III deals with the magneto-dynamic principle, 
and the construction of ammeters, voltmeters, and leakage 
indicators under this head is given concisely and clearly. 
A feature is a couple of pages on the theory involved, во 
nicely arranged as to be understood by a very mediocre 
mathematician. 


Nor is there much 


The electro-dynamic principle is then taken up, and 
various types of instruments are considered in order. An im- 
portant point is, that after each description of instrument and 
Its construction, a note is appended giving the sources of error 
likely to detract from its value, and methods of eliminating or, 
at least, diminishing these effecta are suggested. 

_ Chapter V deals with induction instruments operating on 
the electro-dynamic principle, and amongst others a 
frequency meter is described. 

Chapter VI has to do with instrumenta of the rotating 
field class, and Chapter VII with instruments working on 
the electro-magnetic principle on the moving iron system. 

The hot-wire system is then considered. The chief advan- 
tage of these hot-wire instruments lies in the fact that the 
readings are entirely free from errors arising from frequency, 
wave form, and stray magnetic fields, while the error due to 
self-induction is во small as to be negligible. 

Chapter IX deals with electrostatic instruments on the 
moving vane system. The author very truly remarks that 
for switchboard work, there is not a great deal to recommend 
this type, as, on high pressures, where it would most likely 
be employed, it is now possible to employ the magneto- 
dynamic principle for continuous-current circuits or the 
electro-dynamic or electro-magnetic principles for alternating 
circuits in conjunction with potential transformers. 

Chapter X, the last, gives a short description of the 
interesting resonance principle. The resonance instrument 
can easily be made to read to 0:2 per cent. of accuracy. 

This book contains 145 pages. The printing and get-up 
are excellent, and the diagrams and photos all that could be 
desired. It truly fills a decided gap, and not only fills it, 
but fills it well. One has pleasure in reading it, with its 
well-balanced theory and practice. 


BUSINESS NOTES. 


Catalogues and Calendars. — TRE CONSOLIDATED 
ACCESSORIES Oo., 27, Clements Lane, E. C.— IIlustrated leaflet 
containing various diagrams, and a description of the Peacock 
brake rigging. 

Messrs. W. ӨЕРЕ: & Co., Vulcan Works, St. Thomas's Street, 
London, 8.E.—16-page fully illustrated catalogue dealing with 
the Ward Leonard rheostate. A separate leaflet gives special 
prices for surplus stock. Great reductions have been made in the 
prices of motor controllers and starters. 

TER VICTORIA Dynamo AND Moron Co., Craven House, 
Kingsway, W.C.—Folding advance card giving sizes and prices of 
Victoria a.o. motors, ranging from 5 to 85 B. E. P., for 50 periods 
two or three-phase; prices of starters are also given. 

Мквввв. E. Ввоок, Lrp., Colne Road, Huddersfield.—Bection 16 
price sheet of single-phase motors (50 cycles) ranging from { to 
30 B. H. p. Also а calendar with monthly date slips above which 
appears a very effective picture of one of the firm’s electric motors. 

.Messks. ALFRED HERBERT, Lrp., Coventry.—From this firm we 
bave never received a price list or catalogue that has not been 
executed in high class and altogether faultless atyle. The calendar 
just received for 1909 is a bold plainly printed one got up in & 
style which does the firm credit and will guarantee it a place on 
the walls of the most palatial offices of the unemployed consulting 
engineer, as well as on our own humble colour-washed ones. On 
each monthly sheet above the dates is a finely-executed halt- 
tone illustration of one of the firm’s manufactures. 

Messrs. IsRNTHAL & Co., 85, Mortimer Street, London, E.C.— 
48-page catalogue (list No. 16) of Ruhstrat rheostats for all 
purposes, switchboards, bridges, &o. It is а well arranged list 
with prices, weighte, and other particulars conveniently set out, and 
with many interesting diagrams and exterior illustrations. 

Тнк Foster Аво Lamp AND ENGINEERING Co. have isaueds 
hanging show-card drawing attention to the Foster transformers 
for metal-filament lamps. 

Messrs. E. Bennis & Co., Lro., Little Hulton.— Sixteen-page 
illustrated publication relating to the economy of amall elevators 
worked in conjunction with automatic stokers in textile mille, flour 
mills, printing works, &c. Copies of the pamphlet can be obtained 
on application. 

Messrs. Lupw. Loewe & Co., Lro., Farringdon Road, Clerken- 
well, E.C.—Desk calendar with perforated daily slips. The 
arrangement is such that by tearing off the elip for each day а? it 
passes, a week's engagements are exposed to view. On the back of 
the card on which the slips are mounted, are calendars for the years 
1905, 1909 and 1910. 

Messrs. SIEMENS Bros. & Co., Lro., and Mzssns. SIEMENS Ввс:. 
Dynamo Works Oo., Lrp., have again, as in previous yest, 
favoured us with one of their Letts's pocket diaries for the pe“ 
year. Its opening pages contain useful and inetructive matter 
relating to the Siemens manufactures, and roomy daily note pace“ 
follow, while in an end pocket there is a general memoranda inset 
whereon to keep a note of your own (or the other fellows!) debts. 
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ns. THOMAS Borron & Sons, Lrp., 88, Bishopsgate Street 
n E.C., have favoured us with one of their choieely bound 
Lette's pocket diaries and note-booke for 1909, with insurance 
coupon and a number of Messrs. Bolton’s wire, cable and tube 


tables. 


Private Meeting.—Conr, Раст, & ConNick, Leicester, 
electrical engineers, manufacturers, &c.— The creditors of the above 
were called together last week at the Grand Hotel, Birmingham. 
A statement of affairs was then presented, showing liabilities 
amounting to £21,757, of whicn £9,961 was due to trade creditors. 
Mr. Paul was scheduled as а cash creditor for £9,209, and Miss 
Cornick was also returned as a cash creditor for £973. The bank 
were set down as partly secured creditors, their clainf amounting to 
£2,391. They held securities valued at £777, thus leaving £1,614 
to rank as unsecured. There was a contingent liability on bills 
discounted of £121, none of whicb were expected to rank against 
the estate. After allowing £745 for preference claims, the assets 
were estimated to realise £20,253, a deficiency being thus disclosed 
of £1,504. The assets were as follows: Stock-in-trade, plant, tools, 
fixtures, fittings, &c., as per valuation, £14,300; book debts, 47, 189, 
estimated at £6,087; cash in hand and bills, £302; und estimated 
work in progress, £309. А solicitor who A pene for the debtor 
stated that he had only recently been ccnsnited in the matter. As 
soon as he heard that proceedings had been sterted by several 
creditors, and that the landlord had put in a distress for three 
quarters’ rent, amounting to 46С0, be immediately decided that а 
deed of assignment should be executed to Mr. West, of Leicester, 
in order to protect the assets, The accountant then explained the 
statement in detail and the position of the business since it had 
been obtained by Mr. Cornick. It appeared that Mr. Cornick 
purcbased the business in 1696 from Mr. Paul, on a valuation, 
the amount being £22,199. At that time Mr. Cornick had a 
capital of about £8000, and he paid a sum of £7,440 
off the purchase price. It was arranged that the balance 
should be paid by instalments of £800 per annum for a few 
years, and then by yearly payments of £1,000. The instalments 
were regularly paid up to 1901, when Mr. Cornick was able to 
reduce the amount still owing by means of loans from his sister 
and other sources. The landlord of the premises was Mr. Paul. 
In 1900, under a clause in the agreement, further premises were 
built at the back of the existing ones, and the rent was increased 
by £300 a year. А sum of about £1,000 was also spent in fixtures. 
In 1902 efforts were made to get a er, but these efforts were 
unsuccessful. Owing to depression, the sales fell off considerably 
in 1905, and the expenses were then reduced. The works in 
Thornton Lane, Leicester, were closed, and the plant, &c., removed 
to Syston. Premises were here taken, and adapted to suit the 
requirements of the electrical manufacturing business, which bad 
previcusly been carried on at Thornton Lane. The accountant 
gave it as his opinion that the business was too big for one man to 
manage, especially when there was a shortness of capital. During 
the first few years, the concern showed a profit, but since then 
businets had not been so successful. For the 18 months ended 
June last, there had been a loss on the business of about £2,700. 
The drawings had been between £500 and £600 a year. It was 
said that Mr. Cornick had no offer to make. Many of the creditors 
expressed the opinion that it would be a pity to close the concern, 
and that efforts should be made to continue it. It wasalso suggested 
that Mr. Paul might be able to make some concessions. The matter 
was discussed at great length, and eventually the deed of assign- 
ment was confirmed, Mr. G. G. Poppleton (Mesars. Poppleton and 
Appleby) being appointed to act as joint trustee. A Committee 
was appointed, consisting of the representatives of the principal 
creditors, to confer with Mr. Cornick and others interested to see 
what could be done in the matter, 


The Austrian Import Duties.—It is reported that the 
Bergmann Electricity Co., of Berlin, is negotiating with a view to 
the erection of a branch establishment at Bodenbash, Austria. The 
object is to avoid tbe high import duties which were introduced 
under the new tariff of three or four years ago. Various other 
German firms started works in Austria à number of years ago before 
there was any prospect of an advance in the tariff rates, 


Ball Bearings.—An interesting application of ball 
bearings is being undertaken by the Marseilles Tramway Co., who 
are now fitting 20 of their tramcar motors with ball bearings. The 
chief engineer of the company has been induced to take this pro- 
gressive step by the remarkable success which has attended the 
preliminary trials on a car motor thus provided. The motor in 
question was one developing 35 И.Р. at 1,000 B, P. u. with the shaft 
running on P. v. r. ball bearings made by Messrs. Ludw. Loewe and 
Oo., Ltd. The car has been in constant service since the summer 
of 1924, and during the four years it has covered some 64,000 miles 
without any trouble whatever arising from the bearings. Con- 
siderable interest in the experiment was evinced by the Paris 
Tramways Co., and in November, 1907, they, too, started running 
а car provided with a similar ball-bearing motor on the Malakoff- 
Les Halles service. So far this innovation bas given complete 
satisfaction. Experience showed that ball bearings were more 
durable than the plain, and, consequently, did not require the 
frequent renewals necessary with the latter variety. Tbis is strong 
evidence that good ball bearings are perfectly reliable, provided 
they be of suitable size and correctly mounted, 


Christmas Holidays.—The Uxrox ELECTRIC CO., Lrp., 
of Park Street, Southwark, announce that their offices, works and 
stores will be closed from December 26th to 29th. > ` ` 


Bankruptcy Proceedings. — S. Е. H. TAYLOR.—At 
the London Bankruptcy Court last Tuesday, 8. F. H. Taylor, 
formerly carrying on business in partnership with H. R. Killick, 
at Bridge House, 181, Queen Victoria Street, E.C., applied to Mr. 
Registrar Linklater for an order of discharge. According to the 
report of Mr. E, S. Grey, Official Receiver, the firm failed in May, 
1899, and a dividend of 5d. in the £ had been paid on provable 
debts amounting to £2,362. In October, 1897, the applicant 

tented an invention for electrically illuminated advertisements 
Ies as the Reflex Advertising Medium, of which it was agreed 
that his partner, Killick, was to have а one-half share, whilst he 
(Taylor) was to devote the greater part of his time to developing 
and selling the patent. Beginning without capital with which to 
develop the patent, the bankrupt sold one-balf share of it for £500, 
and borrowed from time to time about £1,200 on their joint pro- 
missory notes; they were unable to sell the patent, and in March, 
1899, their stock and effects were sold under an execntion, . and 
realised insufficient to meet the landlord's claim for rent. The 
failure of the firm was attributed, among other causes, to their 
inability to dispose of the patent, and to liabilities in connection 
therewith, but in the opinion of the Official Receiver it was also 
caused by the excessive drawings of both bankrupts. After hear- 
ing Mr. Arnell in support of the application, his Honour granted 
an order of discharge, subject to a further suspension of two years. 
Order entered accordingly. 

ERNEST GOACHER, electrical engineer and ironmonger, Gateford 
Road, Worksop.—A first and final dividend, 28. 41d. in the E, is 

yable December 15th, at the offices of the Official Receiver, 

igtree Lane, Sheffield. 


Book Notices.—' Artificial and Natural Flight." By 
Sir Hiram 8. Maxim. London: Whittaker & Co. 1908. Price 55. 
net. 

"Papers and Reports Relating to Minerals and Mining; New 
Zealand." Wellington: J. Mackay. 1908. 

“ Submarine Cable Laying and Repairing." By Н. D. Wilkinson. 
London: The Electrician Printing and Publishing Co., Ltd. 1908. 
Price 158. net. 

„The Theory of Electrical Measurements.“ By W. A. Anthony. 
Third edition. New York: J. Wiley & Sons (London: Chapman and 
Hall). 1908. Price 4s. 6d. net. 

“ Hazell’s Annual, 1909.” London: Hazell, Watson & Viney, Ltd. 
1909. Price 3s. 6d. net. 


The Rapidity” Steam Trap.—We recently were 
present at a demonstration of the working of this trap at the works 
of the makers, Mxssns. GErPEL & Co., St. Thomas’ Street, S.E. 
A description of the trap was given in our issue of May let last; we 
may, however, point out again that the new trap constitutes a 
great improvement on the original Geipel steam trap, which had 
attained a world-wide fame, The valve has been rearranged so 
that it is held on its seat by the steam preseure, and therefore can 
be of much larger area than formerly; it is of the rotating type, 
and is lifted well off its seat when blowing through. It ів most 
readily accessible for inspection, and will work without readjust- 
ment over a very wide range of pressures; the loss by radiation is 
even smaller than in the original) Geipel trap. At the demonstra- 
tion the quickness and completeness with which the discharge took 
place, and the total shut-off as soon as it was finished, were shown 
to be remarkable, and the action of the trap was extremely efficient 
and satisfactory. We should imagine that the new type will enjoy 
even greater popularity than its predecessor. | 


Plant for Sale.—The Newcastle-upon-Tyne Electric 
Supply Co., Ltd., is offering for sale certain electric power plant 
which is referred to in an advertisement in this issue. 


Dissolutions and Liquidations.—AruxiNiUM Cor- 
PORATION, LTD.—A petition presented by Brownlie and Murray, 
Posail Ironworks, Denmark Street, Possil Park, Glasgow, creditors, 
for the winding up of this company, is to be heard їп London on 
January 12th, 1909. 

CUTLER, WARDLE & Co., Ltp.—A meeting of creditors is to be 
held at 60, Spring Gardens, Manchester, on Monday, December 21st. 
Liquidator, Mr. A. G. Mellors. 

TER Privates TELEPHONE Co., Lr». (Old company).—4A meeting 
is to be held on January 20th at 27, Chancery Lane, W.C., to hear 
an account of the winding up from Mr. 8. Hollingum, liquidator. 


Trade Announcements,—BDnvckE PEEBLES & Co., LTD. 
We are asked to state that this company has been successfully 
reconstructed, and is actively engaged in the mannfacture of all the 
different classes of electrical machinery with which its name has for 
so long been associated. “ The business has been conducted without 
interruption, and as its control is now in the hands ofan entirely 
new and influential board of directors, it ia believed that the success 
of the business is assured.” The new board consists of the following 
gentlemen: Messrs, A. W. Tait, M. B. Mountain, C. J. Shiells, Alex. 
Mackenzie, Chas, Н. M’Euen, F. E. Andrews. The company owns 
the sole manufacturing rights, in Great Britain and the Colonies, of 
the well-known “ motor-converter.” 

Ма. A. J. ANDREWS, agent for the Cantie Switch Manufacturing 
Co., of Nottingham, has changed his address from Mark Lane to 
86, Leadenhall Street, London, E. C. 

Messrs. ScHoEN Bros., who are agents for E. Holtzmann & Co., 
Weisenbachfabrik, 1m Murgthal, Baden, manufacturers of telegraph 
Morse and record paper, have introduced these manufactures to 
geveralleading telegraph companies. 

Мв. G. H. FmpLax has taken over the electrical engineering 
business carried on at 18, Holywell Hill, St. Albans, by Mre. E. R. 
Howells and her late husband. | 
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LIGHTING and POWER NOTES. 


Amersham.—The Chesham R.D.C. has received notice 
that the Chesham E.L. Co. is applying for a prov. order for E.L. 
in the Council’s district. 

Audenshaw.—The U.D.C. has declined to entertain 
the offer of Manchester T.C. to light the streets by electricity at 
£2 58. per 64-с.р. lamp per annum. The Council has also requested 
the Corporation to proceed with the completion of the electricity 
scheme forthwith. 

Bath.—The B. of T. is to be asked to receive a 
deputation in regard to the matter of the sale of the electricity 
undertaking to Mr. Schenk and the proposed application for 
Parliamentary powers by him. 

Bradford.—The Elcctricity Committee of the T.C. has 
recommended an extension of plant at the Valley Road Works, at a 
cost of £50,300. ` 

Brighouse.—The Т.С. has received from the L.G.B. 
sanction to a loan of £3,940 for tbe erection of a transformer 
station, &c., in connection with its bulk supply project. 


Burslem.—The L.G.B. has forwarded to the T.C. 
sanction to loans of £10,094 for electric light purposes. : 


Canada.—The Canadian Pacific and Grand Trunk 
Railways are experimenting with cars electrically lighted on the 
Stone system. These cars have already covered 130,000 miles with 
satisfactory results, and it is expected that electric lighting will be 
gradually extended to the majority of Canadian stock. 


Cheltenham.—On an appeal the arsesement of the 


electricity undertaking of the T.C. has been reduced from £4,850 


to £3,200. The former assessment was £1,800. 


Chippenham.— Owing to the cost entailed in obtaining 
a further order enabling the T.C. to transfer the E.L. order to a 
private company, the Council has decided to approve of the pro- 
posed company starting as anon-statutory company, and to consent 
to underground mains being laid. The Council also undertakes to 
support at any subsequent time an application by the company for 
statutory powers. 


Continental Xote.—lTALYv.—The Municipal authorities 
of Rome have applied for a concession to put down a plant to 
utilise the water power of the River Tevere in the gengration of 
electrical energy for power purposes. 


Cork.—We are informed tbat the motion to advertise 
for tenders for lig' ting the workhouse was carried, and not Jost, ав 
mentioned in last week's issue. 


Darlington.—The Electricity Committee is to consider a 
request for electricity supply to a large number of workmen’s 
houses, in which penny-in-the-slot meters are proposed to be used. 


Dublin.—The Electric Lighting Committee of the Cor- 

ration reports that the estimated expenditure for the year to 
March Ist, 1909, is £58,491; estimated income, year to March 31st, 
1909, £61,391. Total payments, six months, to September 10th, 
1908, £29,921; total receipts, віх monthe, to September 30th, 
1908, £24,785. The public lighting account shows that the estimated 
expenditure for the yearto March Ist, 1909, is £26,515, and that 
the total payments for the six months ended September 30th, 1908, 
amounted to £11,571. 

At the meeting of the Corporation Jast week, a motion to 
increase the amount applied for in connection with the electric 
lighting extensions by the sum of £1,320, to cover the extra 
expenditure on the arc lighting of the North Circular Road 
and the Drumcondra Road, was passed. 


Frome.—The U.D.C. has received from the I.. G. B. 
sanction to a loan of £9,605 for E.L. purposes. A sum of 
£1,696 10s. 2d. had been deducted from the sum applied for in 
rer pect of overcbarges made for house services, meters, costs of 
prov. orders, &c. 


Glasgow.—The T.C. has received from the Secretary for 
Scotland an intimation that that official bad now formally given 
his consent, in terms of the Electric Lighting Acta, to the borrowing 
by the Corporation of a further sum of £150,000 for the execution 
of capital works, under the Glasgow E.L. Order, 1890, and the 
Burgh of Pollokshaws E.S. Order, 1905, raising the total sum 
authorised to be borrowed for that purpose to £2,U00,000. 


Golborne.—The B. of T. has asked the U.D.C. if it has 
any representations to make before the Board proceeds to deter- 
mine whether the E.L. order, 1965, shall be revoked or not, no 
steps having been taken to carry out the order. The Council has 
referred the matter to a committee. 


Govan.—A Sub-Committee has been appointed to 
inquire into and report upon the extension of the present electrical 
inetsl.ation system. Two alternative schemes bave been drawn up 
by the ourgh electrical engineer, one involving an expenditure of 
£14,600, and the other £11,000. 


Gravesend.—The T.C. has authorised the electrical 
engineer to arrange a scheme for free and assisted wiring of houses, 
the work to be done by local contractors under the supervision of 
tbe Corporation, who, while collecting tbe rentals, will undertake no 
fluancial] responsibility. 


Hemel Hempstead.—The T.C. has decided to confer 
with the Chesham Electric Power Co. with reference to the com. 
pany's application to the B. of T. for & prov. order for E.L. The 
members of the T.C. favour the introduction of the electric light 
owing to the high cost of gas. 


Jamaica.—Mr. J. Hutchinson, President of the West 
India Electric Co., in an interview with a representative of the 
Montreal Star, gave an opinion on trade, &c., in Jamaica. The 
Jamaica Guardian, in а review, states that it is difficult to refrain 
from thinking that as President of the Electric Co., his policy is to 
escape contract obligations and to give the public of Kingston and 
St. Andrew n poor lighting and tramway service, whilst securing 
full payments. Oar contemporary suggests an attempt to reduce 
tramway facilities in order to compel payment of a double instead 
of a single fare, and the decision not to install more light and power 
machinery at the power house has prodaced disappointment locally. 
While anxious that the company should be successful, the Guardian 
maintains that this can only be done by making the service 
satisfactory. 


London.— MESTMINSTER.— In a report to the Council, 
the Highways Committee recommends that Mr. Ernest L. Walford 
be allowed to experiment on a portion of the Council’s property 
near the Grosvenor Canal with Sir Oliver Lodge's system of 
dissipating fog by means of electricity. 


Luton.—The T.C. has agreed to the erection of a cooling 
tower with a capacity of 100,000 gallons per hour, together with 
the necessary pipe-work, &c., the cost being £753. 


Maldens and Coombe.— In connection with its electric 
lighting order, the U.D.C. (having received a letter from the County 
of London Electric Supply Co., statirg that the company could fix 
no date for starting work at Malden), bas decided to place all the 
correspondence in the hands of the B. of T. ad cal! the attention of 
this authority to the condition of affairs in r/gard to the matter. 


Radeliffe.—On the 10th inst., the L. G. B. inquiry into 
the application of the U.D.C for sanction to borrow £14,350 for the 
extension of the electricity works was resumed. Mr. Pickstone, 
Sir Robt. Hampson, Mr. C. D. Taite, Mr. Horace Parshall and 
others gave evidence to show that the commission on power supply 
demanded by the Council bad been a barrier to the company's pro- 
gress. Mr. Taite contended tbat the supply given by the Council 
to the Bury tramways was the only one likely to keep the Council’s 
undertaking going; if the price were reduced to the level of other 
power consumers in Radcliffe there would be a logs on the supply. 
It was also urged that possible power consumers should be allowed 
to treat freely with the company. The chairman of the Radcliffe 
Electricity Committee suggested that in any case bis Council 
could obtain a bulk supply on better terms from tbe Bury Corpora- 
tion than from the company. "The inquiry was closed. 


Ramsbottom.— The U. D. C. has granted permission for 
the Lancashire Electric Power Co. to supply energy to the Chatter- 
{оп Weaving Co.’s new mill, subject to the Council being paid 
24 per cent. on the receipts. 


Reading.—At the last meeting of the Т.С. a return 
was presented showing that the tramway receipts between the 
ссшшепсешепё of the current financial year and November bth 
amounted to £20,118, against the receipts of tbe corresponding 
period last year of £19,853. The balances in the treasurer's bands 
were given as— Capital account, £6,235 ; revenue account, £2,265. 


South Africa.— The annual report of the borough elec- 
trical engineer of Durban states that the net profit for the year ended 
Ju'y 31st, 1908, amounts to £14,849, which is a highly satisfactory 
1esult. Private consumers have increased by 251, the total number 
of consumers for light being 3.931, and for power, 244; total units 
sold amount to 6,025,860, including tramway current. The total 
number of street lamps are 275 arce, and 1,575 incandescent, and 
the latter are being largely added to on account of a decision to 
replace all oil lamps by incandescents; the length of cables laid 
amounts to 117 miles, and for overhead trains 103 miles. The works 
cost per unit sold equals 126d., while the total cost, including 
capital charges, ie 2°3d.; further economies are hoped for in the 
coming year, as it is hoped to have a Parsons steam turbine at work 
soon, driving a combined D.C. and a.c. set, during the greater part 
ofthe 24 hours. An exhaust steam turbine ів also hinted at as s 
means of still further economising. 

A fatal tramway accident occurred at Port Elizabeth on Novem- 
ber 17th, whereby a motorman (Graham) met his death, while the 
conductor and three passengers had very narrow escapes. For 
some reason yet to be learned, the car suddenly gained in speed, 
and before anything could be done, it had reached а bend in the 
track, where it completely overturncd, with the result as stated. 

Litigation is threatened at Bulawayo between the T.O. and the 
electric lighting company which holds the concession for public 
lighting. The Council contends that the company has failed to 
light the town, and that it refuses to do so. 


Wednesbury.—The Corporation bas come to terms with 
а company against which it was proposed to take action in regard 
to certain plant supplied. According to the Birmingham Daily 


Just, “the contract, which was entered into with a foreign company 
with a British name, had proved a most unfortunate one to the 
Corporation," the loss incurred representing some £600. 


Whitwood.—The B. of T. has asked the U.D.C. what 


steps have been taken to carry out the E. L. Order, 1905, and the 
Council proposes to ask for an extension of the order. 
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Wolrerhampton.— For the purpose of supplying the 
Electric Construction Co., Ltd., the Corporation electric mains are 
to be extended from the works of T. Parker, Ltd., Wednesfield 
Road, to the borough boundary at Bushbury, at an estimated cost of 
£2,380. Nos. land 2 turbo-alternators at the generating station, 
Commercial Road, are to be equipped with & system of forced 
ventilation at an estimated cost of £250; and two additional pairs 
of coking stokers are to be purchased from Hodgkinsons, Ltd., at 
the inclusive price of £277. 


TRAMWAY and RAILWAY NOTES. 


Dudley.—4A special meeting of the T.C. was held last 
week to take steps for promoting a Bill in Parliament in order to 
give the Corporation power to purchase the tramways within the 
borough from the B.E.T. Co. and then lease them to that company 
in accordance with the famcus contract dated August let, 1904. 
Alderman F. W. Cook said before they could arrange the lease they 
would have to promote a Bill in Parliament. This was because they 
desired that the lease should extend over 30 years. Under exist- 
ing circumstances they could do this with regard to the light rail- 
ways only, their powers with regard to the tramways being limited 
to 20 years. The tramway company, ће added, had agreed to pay 
the taxed costs of the Bill, to which would be attached the provi- 
sions of the agreement. It was expected that the Bill would be 
passed by June, when they would pay the purcbase money agreed 
upon, and the company would begin to pay as from the 7th of that 
month. He therefore proposed that they promote the Pill as pre- 
viously agreed. This was seconded and carried unanimously. The 
Corporation, it may be added, is to pay some £71,000 for the 
lines within the borough and a certain amount of rolling stock. 
These the company will take on a lease of 30 years’ duration, pay- 
ing a rental which will recoupthe Corporation for the cost of pur- 
chase and incidental expenses, including interest on the loan. The 
general effect of the transaction will be tbat inthe year 1939 the 
Town Council will be the absolute possessors of the whole of the 
tramways within the borongb, which the tenants will be ready to 
re-lease or surrender in good repair. 


Dundee.—The Tramways Committee has decided against 
either the existing lires in Dens Road beirg extended ora track- 
less trolley service being put in operaticn there. The ccst of 
extending the present service would be £1,450, while а trackless 
trolley service would cost approximately £250, and in addition, two 
cars at £700 each would be needed. The manager reports that 
while there can be no question as to the practicability of adopting 
the trackless trolley system, the revenue would not amount to 
anything approaching working expenses. 

The income of the tramways department for the first balf of the 
current year was £32,019, and the expenditure £19,978. The 
receipts were £1,454 more than at the corresponding period of last 
year. | 


Glasgow.—The Longside Ward Committee has under 
consideration the point of approaching the T.C. to lay a tramway 
to link up the eastern and western tides of the ward, and to run 
along the south side of the (ueen's Park—a distance of about 
14 miles. ` 

Some weeks acto a deputation of the Kirkintilloch T.C. 
approached the Tramways Committee arking that the tramways 
should be extended to that burgh, which lies about 3 miles from 
the present terminus at Bishopbriggs. The Merchante’ Association 
of Kirkintilloch has, however, protested against the proposal on 
the ground that such an extension would be disastrous to the ehop- 
keeping interests. 


Hounslow.— The Heston and Isleworth U. D. C. intends to 
oppose the application vy the London United Tramways Co. for 
Parliamentary powers to extend tke time for commencing the line 
from Hounslow to Hanworth, and thence to Kempton Park. The 
Oouncil will adhere to its resolution, passed at its last meeting, 
calling on the company to forthwith commence this line, together 
with that to Staines. 


Isle of Man.—The Douglas Council has finally rejected 

the proposals of the Manx Electric Railway Co. for electrifying the 

orse section on the Douglas promenades, as it is considered in- 
advisable to lose control of the tramway service, 


liverpool.—'The City Council on Friday agreed by 85 
votes to 3, to the preamble of the Bill seeking further powers for the 
construction of tramways in the city and urban district of Huyton- 
with-Roby, and the power to run vehicles on the trackless trolley 
system on tramway routes. Notice has been given by the Huyton 
Council of its objection to the City Council constructing tramways 
in the area. 


London.—aA report of the Highways Committee, L. C. C., 
to come up at the next meeting, concerns the rearrangement of 
Plant at the Elephant and Castle sub-station in order to provide 
sufficient power to work the Victoria Embankment tramways, which 
Are at present supplied from the Holborn sub-station. It is pro- 
Posed to install two 1,500-kw. motor-generators, instead of the 
тап four 300-K w. motor-generators, the latter being transferred 
oa E sub-stations. The total cost of the work is estimated at 

9,000. The Embankment cars run over the southern routes, and 


a fault occurring at the Holborn sub-station (which feeds the 
northern tramway routes), thus interferes with the working of the 
southern lines. 

A statement as to the incidents which have occurred during the 
experimental working of the Mile End route has been submitted. 
Seven accidents are alleged to have occurred, presumably in con- 
nection with studs; only three claims were submitted, and these 
were settled for £60. | 

It ів stated that Parliamentary powers аге to be sought to extend 
the Charing Cross and Hampstead tube line to Watford. The 
L. and N.W. Euston and Watford line may be said to be under 
way, a8 although no electrical work is being carried out at present, 
yet a new double track has been constructed from Willesden to 
Watford, which will eventually form part of the electrified route. 
It is proposed to construct four new stations on this section, and it 
is probable that & steam-motor service will be run in the firet 
instance. "NP 

BERMONDsEY.—' The B.C. bas formally consented to the electri- 
fication of tbe L.C.C. tramways from London Bridge to Deptford, 
subject to various street widenings being carried out at no expense 
to the Council. The estimated cost of the widenings in Bermondsey 
is £63,850, of which £46,260 represents the cost of acquiring 
property. : 


Newcastle-on-Tyne.— The interim report of the profes- 
sional auditor to the City Corporation, for the half-year ended 
September 30th last, contains the following figures as tothe electric 
tramways:— Receipts: Balance at March 31st, 1908, £14,986 ; traffic 
receipts, £99,439; capital expenditure repaid, £347; sundry 
receipts, £2,354; total, £117,126. Payments: Traffic expenses, 
maintenance, &c., £63,661; interest on loans, £16,639 ; loans repaid, 
£14,011 ; public lighting running cost, £484 ; total, £94,795. Balance 
at September 30th, 1908, £22,331. 


Rochdale.— Negotiations are proceeding between the 
T.C. and the Milnrow U. D.C., with a view to running the Rochdale 
electric cars into the Milnrow district. Terms have already been 
submitted, and these will be considered at a future joint 
conference. 

South Africa, — Port ELIZABETH. — Owing to the 
recent flooding of the tramway power station and the consequent 
stopping of the tramway service, the municipal electric power 
station is now supplying energy to the tramway company until the 
plant of the latter can be put in running order again. The 
repairs at the tramway power station are, in the meantime, proceed- 
ing apace. ТЬе plant of the Harbour Board, which was also con- 
siderably damaged, is now so far repaired that the work of the 
Port is proceeding as usual, and the electric light and hydraulic 
power at the jetties are again available. 


Southport.—At the meeting of the T.C. on Tuesday 
evening, & proposal was made to inangurate a Bunday service on 
the Corporation tramways, but it was defeated by an overwhelming 
majority. It was, however, resolved that a plebiscite of the rate- 
payers should be taken on the question, with the consent 
of the Council. It is pointed out by the manager of the Corpora- 
tion system that interest and sinking fund cost the Cor- 
poration £19 10s. per day, so that by not running the cars on 
Sunday, Southport pays £1,014 per annum for a period during 
which the system is idle. It was averred by Councillor Shuttle- 
worth tbat the tramways would not make Southport any more 
noisy, and it was shown that on the pier the electric tramway 
running to the jetty was largely patronised on Sundays, while 
hackney carriages were allowed to ply for hire on the Sabbath. The 
privately-owned company electric tramcars run on Sundays between 
Birkdale and London Square, yet in no part of Southport proper 
are they allowed to ply for hire orto stop to pick up passengers, all 
fares having to be collected in Birkdale. 'The Corporation has to 
supply the company with electric power every day of the year, but 
plying for hire in the borough on Sundays is prohibited by a clause 
in the agreement. 


Twickenham,—The Highways Committee of the U.D.C. 
has reported upon its consideration of the reply of Sir Clifton 
Robinson to the Council’s complaints; the Counci] adhered to its 
former views upon the methods on which the London United Com- 
pany’s system was run. The U.D.C. also passed a resolution 
agreeing with the decision of the Conference at Ealing to approach 
the B. of T. with a request that the noise of the cars should be 
abated and the condition of the cars and track occasionally 
officially inspected. The Council has also decided to oppose the 
application of the London United Electric Tramways Co. for powers 
to extend its line along the Hanworth Road to Hanworth and Sun- 
bury, the Act for which expired in 1901. 


United States. — It is reported that а new electric 
motor-cab is in couree of construction at the works at Orange, New 
York, U.S.A., of Mr. Thomas A. Edison. The vehicle will be fitted 
with a battery of Edison accumulators, which are stated to hav 
now been perfected. | 


Wolverhampton.—Two years аро an agreement was 
entered into between the Corporation and the British Electric 
Traction Co. for the running of through cars between Wolver- 
hampton and Dudley. This was effected by the Corporation cars 
being equipped with trolley poles for the overhead system of 
traction from the borough boundary to Dudley, and the B.E.T. cars 
being equipped with skates for the Lorain system of traction within 
the borough. This r:eana of intercommunication is now, however, 
to cease, and after January 10th the Corporation cars will run only 
to the borough boundary, where, at great inconvenience, passengers 
will have to change to B. E. T. cars to take them further on. This is 
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the outcome of a communication which has been received from the 
B.E.T. Co., in which Mr. Lyoett explains the circumstances as 
follows to the town clerk of Wolverhampton :— 


As I have previously intimated to you, the arrangement by which the com- 
peny is running & through service of care from Dudley to Wolverhampton is 
one whieh, unfortunately, causes a Joss to the company, and in pursuance of 
the interview which Mr. Cramp and I had with you on the 8th inst., I am 
рок forward in this letter the following statement, in the hope that some 

tter and more mutual scheme can be adopted. 

The arrangement by which the company’s cars operate in Wolverhampton, 
is, as you well know, brought about by our equipping the latter with the 
Lorain skate, and it is principally this that has, so far, made the experiment 
practically unprofitable to us. The additional weight (nearly 1 ton) thereby 
thrown on the cars has increased the consumption of current by 50 of a unit 
per car-mile, and the constant repairs necessary for the skate equipment has 

urther increased our expenses, due somewhat to our having to fit such equip- 
ment to trucks which were not originally designed for the purpose. 

Further, what is more peouliar, is the fact that our revenues have not in 
the least improved by the arrangement; so that altogether, what with the 
heavy increase in expenses and the falling revenue, my company are Dow 
compelled to approach you and solicit your kind consideration to review the 
situation. 

An alternative scheme to run the Corporation cars through to 
Edgley was considered, but it was found that this could only be done 
at a great loss, and accordingly intercommunication is tocease. The 
Corporation Tramways Oommittee expresses ite appreciation of the 
"friendly spirit” of the company, and it states that the comfort 


and convenience of intending ugh passengers will be secured as 
far as possible. 


TELEGRAPH and TELEPHONE NOTES. 


Atlantic Cable Rates.—Arrangements have been made 
for representatives of the British and Canadian Governmenta to 
meet in the spring to consider the subject of Atlantic cable rates. 


Cable Rates Reform.—A public meeting at the Mansion 
House was held on Friday last, the Lord Mayor presiding, sup- 
ported by many well-known men. In opening the 5 
the Lord Mayor said that the subject was one of great Imper 
importance, and that nothing was more deserving of assistance than 
the perfecting of facilities for inter-communication between parts 
of the Empire. 

Bir E. Sassoon stated that he regarded cheap telegraphy as easy 
of accomplishment, and saw no reason why it should not be at 
once secured so as to enable the masses to use the telegraphs. It 
was of the utmost necessity to knit together the scattered parts of 
our Empire, and Lord Curzon was of opinion that nothing would 
tend more in this direction than cheap cable rates. The cost 
of telegraphy was not so material to the merchant as to the masses. 
Codes would be less in use if rates were lower, and he compared 
the French Government rate of 4d. per word with the British 
Colonial rates. After dealing with Sir J, Wolfe Barry's well-known 
objections, the question of the Pacific Cable so-called deficit came 
under review. He showed that there was a reserve fund of 
£171,000, and that full provision was being made for the redemp- 
tion of capital within a stated period, and claimed that even in 
its present truncated position, the cable was paying its way. With 
regard to the Indian rate, this was reduced from 4s. 7d. to 29., and 
this was still an elastic rate. The Indían Government guaranteed 
a revenue of £365,000, and their first year’s payment was £1,500, 
but since then the traffic had recovered, and that Government now 
paid nothing at all. He desired an immediate reduction to 1e. 6d. 
per word, and the introduction of deferred messages at 1s. a word. 

The Hon. R. Lemieux generally discussed and traced Canada’s 
early efforts towards the nationalisation of cables, and the 
cheaper communication by ships and cables. He saw little or 
no Colonial news in English papers, ard desired to furnish a 
remedy, especially in a State-owned Atlantic cable, which he 
thought feasible, profitable and a fit eubject for a Conference. The 
public should not be deceived by a so-called loss on the Pacific 
cable; their own auditor-general affirmed that the Pacific cable 
was in а sound financial condition. 

The Agent-General for the Australian Commonwealth, Capt. 


Collins, expressed entire sympathy, and stated that the Postmaster- 


General of the Commonwealth was in favour of cheapening cable 
rates as far as possible on sound business lines, and his Government, 
while reserving freedom in the matter, was in favour of co-operat- 
ing with other Colonies in State-owned cables and bringing 
Canadian landlines under State control. The Duke of Argyll 
tben moved the following resolution :— 

* That this meeting, convinced of the desirability and necessity 
to manifold Imperial interests of a system of low-priced, easy and 
uniform means of telegraphic connection within the Empire, 
pledges itself to support the efforts of the Cable Committee of 
members of Parliament with that supreme object in view." 

Lord Milner, in seconding, referred to the great importance of 
freer intercourse, and said that dispatches, Press and otherwise, 
should be extended and made intelligible, so that they would 
reflect full and correct views from friendly channels. Curtailed 
messages consequent on excessive charges were often misleading. 

The resolution was carried unanimously. 

The President of the London Chamber of Commerce, ina well- 
informed speech, proposed: ‘That this meeting, composed of re- 
presentatives of commercial and industrial intereste, respectfully 
suggests to H.M. Government the convening of a conference of 
Postal authorities of the States and Dependencies within the 
Empire for the purpose of concerting measures tending to the wider 
recognition of the policy of Btate-owned and State-controlled 
cables, subject to respect for private righte." 


The resolution was seconded by Lord Jersy. Mr. G. В. 
Neilson proposed an amendment, which was ruled out of order asa 
direct negative; but speaking against the resolution, he pointed out 
the great obstacles to the scheme, due to the fact that many of the 
submarine cables landed on foreign shores, and tbat other Govern- 
ments might not agree to allow the British Government to work 
them. He said that the British cable network was regarded with 
intense jealousy on.the Continent, and questioned whether the 
Government would work the cables as cheaply as private enter 
prise, while the cost of new cables would be enormous. The pro- 
ровы. to establish 'penny-a-word telegrams” had been killed by 
publicity. 

The reselution was carried by a large majority. 

The Right Hon. Jesse Collings moved the following resolution, 
which was seconded by Mr. T. P. O'Connor, M. P., and carried :— 
“That the Prime Minister be asked to receive a deputation early 
next session composed. of influential men in the commercial, 
industrial and banking enterprises of the Empire, with tbe view of 
submitting the foregoing resolutions to the urgent attention of 
Н.М. Government.“ 

The Hon. W. S. Fielding, Canadian Financial Minister, stated 
that, although he would probably have to find the money, he was 
in favour of the Btate-owned cable. 


Magnetic Survey.—A correspondent of the Times states 
that Profs. Thomson and Beattie are about to undertake a magnetic 
survey through Africa. The expedition is due to the generosity of 
the Oarnegie Institute, and is likely to oocupy a year. 


Telegraphic literruptions and Repairs :— 
CABLES. 


INTERRUPTED, REPAIRED. 


Port Arthur-Chitu ee ee ee ee oe Mar. 9 1904 oes ee 
Pontianak-Saigon ia is ate Уз .. Bept. 16, 1908 .. 4% 
Dakar-Co @e Nov. 6, 1908 


пакту .. ws oe ae eae А ©з 
Zanzibar-Mombassa ..  .. .. «+ + Deo. 11, 1908 .. Dec. 13, 1908 

Telephone Courtesy.—The Post Office authorities, says 
the Daily Telegraph, have issued а png nonien headed “ Standard 
Expressions to be Used by Telephonists Engaged on Trunk Work,” 
“in order that abrupt and uncouth expressions. may be avoided in 
the telephone service.” 

The official preceptor of polite manners lays stress upon the 
advisability of using the word “ please" wherever it can be con- 
veniently introduced. Thus the instructions state: A telephonist 
at the position answering a call, should announce her presence by 
saying, “Trunk number, please.” Failing to hear what the sub- 
scriber says, she should say, Please repeat," and so on. When a 
subscriber's attention has been obtained for а trunk call, the tele- 
phonist should say, What is your number, please?” If a subscriber 
has been kept waiting for more than the regulation time, the 
telephonist should add, “ Sorry to have kept you waiting." 

At the end of a call, the telephonist is urged, when notifying a 
subscriber that his three minutes are up, to suggest that he should 
take another three minutes. 

It is to be regretted that а code of suitable and adequate remarks 
has nat yet been compiled for the use of subscribers, who’ are com- 
pelled to rely upon their own resources. | 


Wireless Telegraphy.—Referring to our note on the 
new Post Office station at Bolt Head, we are informed tbat the 
whole of the wireless equipment was manufactured and installed 
by Mesers. Marconi's Wireless Telegraph Oo., Ltd., under their own 
patents only, and that the guaranteed range (250 miles) has been 
greatly exceeded, messages having been exchanged with the similar 
station of the Dutch Government at Scheveningen, 375 miles dit- 
tant. The power plant—engine, dynamo, alternator, ewitchboard 
and battery —was supplied and installed by the Westminster Engi- 
neering Co., Ltd., to the specification of the General Post Office. 

On Friday last the P.M.G. inspected and opened the new wire- 
leas station of the Post Office at Bolt Head. In the course of 8 
speech, he said that the Government, as parties to the Radio- 
Telegraphic Convention, were obliged to have a station of their 
own, not only to carry out their own obligations, but also to enforce 
them elsewhere. They were determined to see that nothing in the 
nature of a monopoly of wireless telegraphy grew up. The system 
was at present available only for a limited number of purposes, of 
which communicati.n with ships was the chief, and it suffered from 
the lack of privacy. He eulogised the work of the British dele- 
gates at the Radio-Telegraphic Convention, and stated that the 
Marconi Co., at first hostile to the Convention, was now on g 
terms with the Government, and had erected that wireless station. 
Mr. Buxton expretsly thanked Lieut. Loring, Mr. Robb, and Capt. 
Ponsonby for their work in connection with the equipment of the 
station. Sir Н. Babington-Smith also spoke, complimenting Mr. 
Buxton on his enlightened policy. Telegrams were exchan 
with various wireless stations, including the Lizard, Guernsey, and 
Ushant. 

The charges per word for communication with ships through tbe 
post office station at Bolt Head, will be generally 8d. per word, 
34d. of which is for the coast station, 4d. for the ship, and jd. er 
the Inland telegraph charge. The Post Office will publish a list я 
ships which may be reached by wireless from Bolt Head. It woul 
appear that ld. per word” is not yet in the mind of the Postal 
authorities, even for wireless ” short-range telegrame. The charge 
for trans-Atlantic messages vid Lizard is 1s. per word. 4 

Up to April 30th next the steamers of the Allan, Dominion an 
Canadian Pacific lines may be reached by wireless telegraphy from 
Bt. John, New Brunswick, when within 10 hours' steam of the port, 
or after they have left the port for the same period. 

An agreement between the Admiralty and the Aberdeen Corpora: 
tion, regarding the wireless telegraph station near the city, aang 
that the Council has to provide a supply of energy in the form 
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three-phase current at 100 volts; the rate is fixed at 34d. per unit, 
with a minimum charge of £350 per annum. The sum of £1,000 
towards the expense of laying the feeder will be paid by the 
Admira lty, who also pay the Corporation a further sum of £195 as 
the cost of installing underground telephone cables. The agree- 
ment is for five years. 


Wireless Telephony.—The Radio-Telephone Co., of 
New York, N.Y., which operates the De Forest system of wireless 
telephony. bas applied for an injunction restraining the Collins 
Wireless Telephone Co., of Newark, N. J., from infringing on patent 
rights granted to John Stone Stone, for wireless telephones. The 
Radio-Telephone Co. also asks for an accounting. The De Forest 
Co. is operating under the patents granted to John Stone Stone, and 
these patents, it ia asserted, cover the entire field of wireless tele- 
phony.— Electrical Review and Western Electrician, 


CONTRACTS OPEN and CLOSED. 
OPEN. 


Algeri&.—January 15th. Tenders are invited by the 
Bóne municipal authorities for—(1) the construction and ү 
of a central electric power station, and (2) the construction an 
working of an electric tramway. Copies of the projects, specifica- 
tions, &c. (in French), may be seen at the Commercial Intelligence 
Branch of the Board of Trade, 73, Basinghall Street, London, E. O. 


Australia.—SyDN EY, N.S.W.—April 28th, 1909. The 
Postmaster-General requires tenders for the supply, erection, &c., of 
a branching metallic multiple magneto switchboard at the William 
Btreet telephone exchange, according to specification No. 236. 
Specification may be seen at the ELECTRICAL Review Office. Also 
see our Official Notices" this week. 

Sypwey.—February 22nd. Five water-tube boilers, economisers, 
stokers, feed pumps, pipework, &c., for the Council's electricity 
department. See Official Notices " December 11th. 


Austria.—TniEsTE.—January 5th. The San Andreea 

dock authorities require tenders for 12 movable electric cranes. 
The Technische Abtheilung der Lagerbausverwaltung will deliver 
specifications at cost price. 
„ ViBNN4.— December 21st. Tenders for 300.000 (A) porcelain 
insulators; 250,000 (B) porcelain insulators ; 500,000 (C) porcelain 
insulators; 55,000 (D) porcelain insulators; 20,000 (G) porcelain 
insulators; 10,000 with enamelled cover (large); 5,000 with 
enamelled cover (small); aré required by the Post-oeconomie- 
Verwaltung, Postgasse, 17, Wien I. 

, VIENNA.— January 2nd, 1909. Tenders are required for electric 
lighting and lightning conductor installation for the Kindergarten 
Buildings, Vienna VII. Particulars on application at the Stadtbau- 
Amt Farhabtheilung II, Neues Rathaus. 


Battersea.— December 22nd. Coal for the electricity 
department. See Official Notices" December 4th. 


Beckenham.— January 4th. Electricity meters for the 
U. D. C. See “ Official Notices” to-day. 


Belgium.—BnvssELs.—January 8th. The Palais de 
Cinquantenaire electric lighting installation is to be adjudicated on 
January 8th, 1909; a deposit of £18 is required. Specification 
No. 89 may be obtained for 3d. and plans for 4s. 2d., at 15, Rue des 
Augustins. 

December 30th. — Tenders are being invited by the Société 
Nationale des Chemins de Fer Vicinaux, Brussels, for the overhead 
electrical equipment of the Bois-d'Haine- Familleureux and 
Carmicres-Anderlues sections of the light electric railways in the 
Centre district. The specification can be obtained for 1 franc, and 
the complete collection of plans for 18 francs, from the offices of 
the company at 14, Rue de la Science, Brussels. 


Bradford.—December 23rd. Two 3,000-Kw. turbo- 
Renerators complete with condensing plants, motor-driven auxi- 
liaries, and piping for the Corporation. See Official Notices” 
December 11th. 


Birmingham.—December 29th. Electric motors for 


the Corporation Supply Department. See “Official Notices" 
December 4th. 


Douglas (Isle of Man).— December 31st. Tramway 
res for the T.C. for a year. S. Robinson, Tramway Offices, 
Strathallan Crescent, Douglas. 


_Fareham.—January 20th. Three alternators and exciters, 
Algi and low-pressure switchboards, overhead travelling crane, for 
e Council. See “ Official Notices” to-day. 


н Ётавсе,—Рхитх.—1)есетБег 22nd. The Colonial Galerie 
: Orleans requires tenders for high-conductivity copper wire, destined 
or the Ivory Coast Post and Telegraph service. f 


Germany. — BISCHOFSWERDER (West Prussia). — The 
RE apal authorities are about to invite tenders for the establish- 

ent of a central electric lighting station in the town. 
and fc. . February 5th. The switchgear for the central station 
by the 81X smaller works is advertised. Tenders will be received 
e Rat der Stadt Leipzig, Amt für die Städtischen Technischen 


erke, where i j | 
plans at 22 ов may be obtained аб а созі оѓ £1, and 


Graigola.— December 20th. Electrical goods for six 
months. Graigola Merthyr Co., Ltd., Cambrian Place, Swansea. 


Hull.—Pipes, fittings, &c., for new engine and condensing 
plant, foundations for engine and dynamo and condensing plant, 
new pump room, &c. at tramway power station. A. E. White, 
City Engineer, Town Hall, Hull. 


Italy.—ROuk.— February 8th. Tenders are required for 
the lighting of the Palais de Justice, including fittings. Inquiry 
must be made, through local agent, at the chief engineer’s office for 
the General Service of Rome, at Department of Public Instruction. 


Kilmarnock.—The Corporation invites tenders for the 
electric lighting of the infectious diseases hospital; conditions from 
the electricity works; tenders to W. Middlemas, Town Clerk. 


Leith.—January 6th. One 600-Kw. steam dynamo for 
ae Corporation electricity department. See “Official Notices” 
ay. 


Manchester.—December 18th. Foundation work for a 
6,000-kw. turbo-generator set, pipe trench, and extensions to air 
filter house, required at Stuart Street generating station. Par- 
ticulars from Secretary to the electricity department. 

December 23rd.—(1) Wiring and complete electric light instal- - 
lation ; (2) electric bells and telephones at Bradford Baths, for the 
T.C. (£2 2s. deposit each contract). City Architect, Town Hall. 


Middlesbrough.—December 30th. Twenty flame arc 
Lamps, posta, &c., for street lighting. See Official Notices” 
to-day. 


Neath.— December 22nd. 2,500 tons of coal for the 
R.D.C. electricity works. @. Н. Themas, Electrical Engineer, 12, 
Green Street, Neath. 


Portsmouth.—January 4th. Materials for Corporation 
tramways construction. See Official Notices to-day. 


Rixdorf.—January 6th. Tenders are required by the 
magistrate for light and power works at the municipal hospital in 
Neu-Buckow bei Brietz. Particulars may be obtained, for 3s., at 
the Rathaus. 


Russia.—St. PrTERSBURG.— December 21st. The 
administration of the municipal telephone service, Morskaja 22, 
requires tenders for lead-covered, paper-insulated telephone cables. 

Baxv.—January 24th. The T.C. is inviting tenders for its electric 
tramway concession (42 years) Full particulars at the Russian 
Consulate in London. 


Spain.—San FELIU DE GUIXOLA (Province of Gerona). 
—December 24th. Tenders are being invited by the municipal 
authorities for the concession for tbe electric lighting of the town 
during a period of 10 years. Particulars may be obtained, and 
tenders are to be sent to, El Secretario del Ayuntamiento de San 
Feliu de Guixola (Gerona). 


Wigan.—December 21st. Stores for the E.L. and tram- 
way departments for the T.C. J. Slevin, Engineer and Manager. 


CLOSED. 


Belgium.—Six firms submitted tenders to the Société 
Nationale des Chemins de Fer Vicinaux, of Brussels, for the 
electrical equipment of four sub-stations for transforming high - 
tension alternating three-phase current to continuous current, 
directly utilisable for tramway traction purposes on the lines in 
the Centre district. Les Ateliers de Constructions Electriques, of 
Charleroi, quoted £7,418 and £6,809, according to the scheme 
selected; La Compagnie Belge d'Electricité Siemens-Schuckert, 
Brussels, £8,800, £8,760 and £7,460; La Compagnie Internationale 
d'Electricité, of Liège, £9,620, £8,800 and £8,768; the A. E. G. 
Union Electrique, Brussels, £10,674 and £10,514; Messrs. Brown, 
Boveri & Co., of Baden, £12,177 and £10,947 ; and Messrs, Conforti 
and Co., of St. Josse-ten-Noode, £12,605. 


Cardiff.— The electrical engineer is to purchase from Mr. 
A. G. Brown, of Manchester, at £80, а vacuum and pressure dry 
insulating machine, varnish tank and pump, for use in connection 
with the re-insulation of armatures and field coils. Two patent 
rail grinders, fitted with carborundum blocks, are to be purchased 
m пе 5 Rail & Tramway Appliance Oo., Ltd., Liverpool, 
a each. 


Croydon.— The tender of Messrs. W. J. Bishop & Co., 
Croydon, was accepted for wiring and fitting tbe new central office 
and showrooms of the B.C. electricity department (£59). 


Darlington.—The T.C. has accepted the tender of 
Messrs. Cox-Walkers for an electrically-driven pump, at £168, 


Leith.—Messrs. Thermit, Ltd., have received the order 
for welding the rails on the tramway extension to be carried out by 
the Corporation. There will be about six miles of single track, 
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London.—L.C.0.—The Stores Committee recommended 
for acceptance at Tuesday's Council meeting the following tenders: 


British Westinghouse Co.—8chedule No. 6 C, item б. 

B. I. & H. Cables, Ltd.—Schedule No. 6 D, items 20 and 94. 
G. MacLe!lan & Co.—India-rubber. 

Western Electric Co.—Eleotrie cables and wires, 

W. Geipel 4 Со. — Electric insulating materials. 

G. Schultz & Co.—Electric insulating materials. 

Taylor & Co.—Electrio insulating inaterials. 


Tbe Fire Brigade Committee recommended that the Camden 
Town fire station, now lighted by gas, should be lighted by elec- 


tricity. The following tenders were received in response to an 
invitation to selected firms:— 


Tredega 2 Co. (accepted) £166 | Chas. Pullan.. ee Р .. £935 
Nursey & Marr i А .. 175 | W. Leonard & Co. ae .. 275 
W. J. Fryer & Co. .. ix .. 1939 | Engineer's estimate si .. 202 


The L.O.C. has received offers from the following firms for the 
purchase of the battery not required at tbe Crossness Outfall Works, 
in consequence of the decision to take supply from the Erith 
U.D.C.:— 


Е. J. Webster, Stratford (accepted) £205 Premier Accumulator Co. .. £150 
Hart Accumulator Co. (about E.P.8.Co. .. as ee . 110 
£7108, perton) .. i T : 

For structural work required in altering the Victoria Embank- 
ment generating station to adapt the premises for use as offices, the 
tender of Messrs. F. & Н. F. Higgs, at £1,080, is recommended for 
acceptance. 

The Highways Committee report that they have considered the 
tenders for the roadwork and platelaying, exclusive of the supply 
of rails and special trackwork, in connection with the reconstruc- 
tion, on the underground conduit system of electric traction, of the 
existing tramways from Hackney Road, via Mare Street and Lower 
and Upper Clapton Roads, to Stamford Hill, and the construction 
on the same system of traction, of the authorised tramway in 
Amburst Road and Dalston Lane. The tenders also contain pro- 
vision for the execution of certain paving works outside the tram- 
way tracks in connection with the widenings along the route. 


Tramway Paving 


works. works, Total. 
Diok, Kerr & Co. (accepted) £78,877 £3,838 £82,715 
W. Manders ..  .. .. 80,853 3,080 84.834 
A.M. Coles 43 РР 81,687 2,869 84,556 


J. Mowlem & o E 84,496 4,169 88,665 


The chief engineer's estimates, comparable with the tenders, are 
£84,091 for tramway works, and £3,887 for paving works, a total of 
£87,978. Provisional sume, amounting to £15,700, are included in 
each of the tenders for alterations of pipes, mains, &c., the cost of 
which works cannot be more accurately estimated beforehand, and 
а sum of £5,000 is also included for any other contingencies which 
may arise. It is a condition of the contract that Messrs. Dick, 
Kerr agree to give preference in employment on casual or unskilled 
labour required for the work to men Lond jide resident in the County 
of Lcndon. Mesers. Dick, Kerr are to be allowed to sub - let to tbe 
undermentioned firms the following portions of the work :— 
Yokes.—Anderston Foundry Co. or Wilsons, Pease & Co, 
Insulators.—Doulton & Co. or Bullers, Lid. 
Tiebara, bolts, &c.— Bayliss, Jones & Bayli-s or Guest, Keen & Nettlefold. 
Cement.—Associated Portland Cement Manufacturers, Ltd. 
Plough boxes and drain boxes.—Harrison & Co. (Lincolm), Ltd., and Had- 
field's Steel Foundry Co. 
Bonds. Forest City Electric Co. | 
Tenders are to be accepted for materials required in the manu- 
facture of 2,500 ticket punches by the staff of the Tramways 
Department. | | 
Irrrunr.-— For the supply of rubber cable the Council received 
the following tenders :— 


Baxter E Canter o Worte Ce, 101 l. . U. l. & T. Works Co, . 10% 

The Council is willing to allow the British Fuel Economiser and 
Smoke Preventer Co. to continue experiments with its two sets of 
smoke prevention apparatus at the electricity works for another 
month if it desires.  . | 


Portsmouth.—The Т.С. has accepted the tender of 
Messrs. Stee), Peech & Tozer, Ltd., for 200 steel tramway tires, at 
£1 108. 9d. per tire; and of Siemens Bros. Dynamo Works, Ltd., 
for the alteration of a turbo-generator from a capacity of 500 kw. 
to one of 650 xw., at a cost of £1,045. 


Sheffield. The City Council on December 9th confirmed 
the Tramways Committee's acceptance of the tender of Messrs. 
Browett, Lindley & Co., Ltd., of Patricroft, for the supply and 
erection of one of their 1,500-Kw. triple-expansion quick-revolution 
forced-lubrication engines coupled to an Electric Construction Co.’s 
generator. Messrs. Browett, Lindley have recently installed a 
1,000-K w. generating set in the same st ation. 


Skegness.—The U. D. C. has adopted the scheme of 
Messrs. Manlove, Alliott & Co., Ltd., for a refuse destructor, at a 
cost of £1,696. 


Stalvbridge.—The Stalybridge, Hyde, Mossley and 
Dukinfield Joint Tramways and Electricity Board bas accepted the 
tender of Messrs. Thos. Beeley & Son, Ltd., for a superheater and 
pipework. 


Stockport.—The order for 53 motors, starting panels and 
main switchboard for their new works has been placed by Messre. 
John Horn (Stockport), Ltd., with Messrs. Veritys, Ltd., Manchester. 


Wolverhampton,—The Т.О. bas accepted the tender of 
tne Electric Construction Co., Ltd., for switchgear and accessories, 
at £120; and that of Messrs, Hodgkinsons, Ltd., for two pairs 
coking stoves, at £277. 5: Ж mE 


J 


tractors and others who are seeking for 


CONTRACTORS’ COLUMN. 


The following information is published in the interests of electrica] con. 
for new business. Consider. 

able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under. 
stood that in a matter where so many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 


guaranteed. If alleged inaccuracies are reported to the Editors, they wi 
fully investigated.) si млан 


ABERAVON (бн ee re-building, after fire, of the Jersey Beach 
о e 


ABERBARGOED  (Mos..—County school. J. Bain, architect, Arcade 
Chambers, High Street, Newport, Mon. 
ABERDARE.—Receiving home; T. Roderick, architect, Aberdare. Dwellings 
(£10,000) ; O. Williams, architect, Town Hall, Aberdare. 
ABERDEEN.—Hall for St. Margaret’s Episcopal Church; G. d. I 
| architect, 2314, Union Street, Aberdeen. Alterations 
additions at 18.99, Market Street, for W. Smith & Son, 
nurserymen; Kelly & Nicoll, architects, 367, Union Street, 
Aberdeen. Premises for J. Cordiner & Son, boxmakers; 
-J. Reid. manager. Proposed technical college; city architect, 
Aberdeen. Two houses in Devanba Gardens; D. & J. R. 
McMillan, architects, 106, Crown Street, Aberdeen. 
ABERYSTWYTH.—Temporary premises for Welsh National Library, 
J. Ballinger, librarian, Welsh National Library, Aberystwyth. 
ACCRINGTON.— Houses (15), Harcourt Road, for Oldham Bros. 


ALDEBURGH.ON.8EA.—Bungalow. H. В. Watling, architect, Kingsway 
House, Dovercourt, Harwich. 

AMERSHAM.—Houses, Hyde Heath, for 8. Fassnidge: Bois Farm Estate, for 
Н. Kennard; Prestwood, for L. J. Graves; Amersham, for 

White, Son & Co. 

ARBROATH.—Store, and alterations to premises in Fergus Road, for the 
Equitable Co-operative Society. 
ASHTON-UNDER.LYNE..---Probable re-erection (after fire) of cardroom, ĉo., 

at Ryecroft Mills, for Abel Buckley & Co. 
AYR.—New premises for Young Men’s Christian Association (£5,000). The 
Secretary, Y.M.C.A., Ayr. 
BARGOED.—New higher elementary school. T. Mansel Franklin, Clerk to 
County Council, Cardiff. . 
BARNSLEY.—New school at Worsborough Dale, for the West Riding of 
Ho C.C. J. Vickers.Edwards, County architect, Wake- 
e. е 
BARWICK.IN-ELMET (near LexEps).—New offices for the Parish Ccuncil. 
H. M. Chippindale, architect, Scholes, Leeds. 
BECKENHAM.—Iron mission room, corner of Chaffinch and Beckenham 
near Rev, Canon Arnott, Beckenbam Rectory; W. Harbrow, 
uilder. 


BELFAST.—Extensions to Union recommended (£11,620). 


BELPER.—Higher grade school, pupil teachers’ centre, and bathe, 
5 given by Geo. Н. Виде, J. P., Mackeney House, 
rby. 
BERKHAMSTED.— School at Whelpley Hill, Asbley Green, for Bucks. C. C. 
C. G. Watkins, Education Office, Aylesbury. 
BEXHILL.—Proposed enlargement of the shelter hall, Egerton Park. 
BILSTON.—New Roman Catholic School (£2,000). 


BIRMINGHAM.—Prospective restoration, after fire, of portion of tube works, 
Nile Street, for Grice, Grice & Bon. 

BLACKBURN.—Probable re-erection (after fire) of warehouse, for Duckworth 
and Eddleston, Carr Cottage Cotton Mills. 

BLACKPOOL.— New hotel, café and restaurant (£900,000). Blackpool Café and 
Hotel Co., Ltd 

BOLTON.—Probable re-erection of works, for Jackson Bros., iron founders 
proposed further additions to workhouse, Board of Guardians; 
€xtensions to Darcy Lever Wesleyan Schools, Trustees. 

BO'NESS (N.B.).—Proposed Public Baths, for the T.C. 


BOURNEMOUTH.—New school (650 places); A. J. Lacey, architect, Muni 
cipal Buildings, Bournemouth. Shelters, offices, &c., West СИТ; 
F. W. Lacey, borough surveyor, Bournemouth. | 

BRADFORD.—New block for male phthisis patients, and administrative block 
for 300 inmates, for the B.G. 

BRENTWOOD.—Conversion of swimming bath into infants' school, for tbe 
Hackney Union. F. R. Coles, clerk to the Guardians, Sidney 
Road, Homerton, N.E. 

BRETHERTON (near Pueston).—Additions to the parish church (£1,200). J. 
Hatch & Sons, builders, Queen's Place, Lancaster. 

BRIDGWATER.—Council School at Somerset Bridge, for Somerset С.С. 
Cottam & Samson, architects, Bridgwater. 

BRIGHTON (Hove).—Proposed extension of the Sanatorium (£6,000). 


BROMLEY.—Houses, Waldegrave Road, for Thompson & Walford; Liddon 
Road, Р. Coad, architect, 101, Mason's Hill, Bromley; Garden 
Road, L. Evans, builder, 6, Sunbridge Parade, Plaistow Lane: 
Salisbury Road, for E. W. Thomsett; London Lane, J. Palin, 
builder, 22, Farwig Lane. 

BROMSGROVE —Prospective restoration, after fire, of buildings at the Salt 
Union Works, Stoke Prior. 

BROUGHTON (Hants.).—New Council School. W. J. Taylor, county surveyor, 
The Castle, Winchester. 


BURNLEY.—Extensions at Hope Weaving Mill. Trafalgar Mill Co. 


BURTON. ON. TRENT.— Works at Shobnall, for Fred. R. Jones & Co., silicate 
cotton manufacturers, Perrin Street, Kentish Town, on. 

BUXTON.—Extension of Upper End Primitive Methodist Church and Schools 
G. E. Garlick, architect, The Quadrant, Buxton, Two houses, 
Holker Road, for J. W. Simpson. 

CAERPHILLY .-- Two chapels at Taff's Well and Penyrheol Cemeteries. Sidney 
Williams, architect, Caerphilly. 

CAHIRCIVEEN (Co. KrnRY).—New free library. R. M. Butler, architect, 

ublin. 

CAMBRIDGE.—Agricultural College; A. Mitchell, architect, 17, Fan 
Square, W.; Messrs. Pringle, builders, Cambridge. 8с 
(£15,000); Mr. Julian, surveyor to Town Council. i 

CARRON (AKERDEENSHIRE).—Proposed new hall (£300. Secretary, Hal 
Committee, C 

CHALFONT ST. PETER (Brcxs).—Houses, Chalfont Commons, for А 
Hearn; Chalfont Bt. Peter, for F. Wood, Robinson and 
and L. Р. Kirkham. : 

CHEADLE,—Houses, Victoria Avenue, Cheadle Hulme, for C. Gradwell ; shops 
and houses, High Street, for T. Hulme. 4 

CHELTENHAM.—Sewerage works for the T.C. (£11,656). Mark Williams an 
Co., contractors, Cheltenham, Park 

CHESTERFIELD.— Probable reinstatement (after fire) of sweet гасот W. 
Rond; J. II. Toplis, chemist, Chesterfield. owner; ^. 
Wardell, occupier. к 4 Bon 

CHICHESTER.— Large stores and motor garage, Crane Street; Vic : ' 
Chichester. Proposed Council schools, Orchard акен о 
scholars); H. P. Roberts, architect to the West Sussex © Holt 
tion Committee. Alterations to Oaklands Park House; 
and Sons, builders. 


-—————————————————— — — 


Vol. 63. No. 1,621, Dumm 18, 1908] THR ELECTRICAL REVIEW. 


1058 


a a ———À————— )—————Á——————-———— ————————————Á—"' ae 


CHRISTCHURCH (Hants.).—Infirmary at the workhouse. A. 
the Guardians, Christchurch. : зе. A. Druitt, clerk to 


CLEATOR.—Bchoo! for 830 children, for Cumberland С.С. G. D. Oliver 
county architect, Carlisle, i 

CLECKHEATON.—Proposed public baths at Wyke. City architect. 

CLITHEROE.—Important alterations at the local vicarage and parish schools. 

COLCHESTER.—Co.operative stores and premises. Goode C 
architects, High Street, Colchester. Да 

COLWYN BAY.—English Congregational Church at Rhos-on-Sea, 

COWDENBEATH рг station for Fife and Clackmannan Coal. 
owners’ Association (£1,200. David B. Campb ll, i 
Cowdenbeath. ee 

e houses, Tylecroft Road: C. Spencer, Elmwood 
Road. Additions to Stanley Hall. South Norwood; W. Т. 
Stanley, Cumberlow, South Norwood. 10 houses and shops, 
Wickham Road: R. G. Elis, architect, 17, Clarendon Road. 
Three houses, Quadrant Road; G. Н. Paine, architect, 62. 
Moorgate Street, E.C. Entertainment hall, North End; A. 
Broad, architect, 22, George Btreet, Croydon. 12 houses, Wood- 
side Court Road; Pepler & Allen, architects, 3, George Btreet, 
Croydon. 

CRAGHEAD (Co. Duriuam).—New church; Rev, W. Chapman, minister, 
Craghead. 

CWMAVON.—Twenty houses on Whitworth Estate. T. B. Smith, architect, 
Port Talbot. 

DARLING TON.—Houses, Croshy Street, Westgarth Terrace, and Reid Street, 
for J. E. Chilton; Falmer Road, for E. W. Lyall, surveyor, 39, 
Northgate ; Lewes Road, for G. Dickinson & Son; Langholm 
Crescent, for J. P. Prichett & Son; conversion of house into 
9 Surtees Street, for G. W. Davis; additions to premises, 
Valley Street North, Kitching & Lee, architects. 

DARTFORD.—Two pairs of houses (£1,840), for G. Tomlinson; T. Wooller, 81, 
Priory Villa, West Hill; W. F. Blav. Ltd., builders. Houses, 
Old Recreation Ground, for J. Hobbs; Shepherd's Lane, for 
Webb & Neilson; steel buildings, Victoria Wharf, for the Acme 
Bottle Manufacturing Co. 

РАВУ EN.—New brickworks. Messrs. Shaw. 

DEAL.—Extensive alterations to business premises for C. R. Darracott, jeweller, 
бё, High Btreet. 

DEOPHAM.—County school. Eduoation architect, Bhire Hal!, Norwich. 

DERBY.—Club house at Markeaton, for the Derbyshire Golf Club. Thorpe and 
Fryer, architects, Derby. 

DEVON көне G. Н. F. Prynne, architect, 6, Queen Anne's Gate, 

DONCASTER.—Business premises, French Gate, for W. Burdett, and G. F. 
Hatber; E. Wilburn, architect, St. George Gate, Doncaster. 

DOVER.—Important extension of the Admiralty Pier, for the Harbour Board. 
Pearson & Son, Ltd., contractors, London. 

DOVERCOURT.—Six houses. Н, B. Watling, architect, Kingsway House, 
Dovercourt. 

DUBLIN.—Repairs to three dispensaries, for the South Dublin Union. J. P. 
Condon, Clerk to the Union, 1, James’s Street, Dublin. 

DUNFERMLINE.-— Alterations to property, for H. B.Gricr, Abbey Park Place; 
alterations to Green Tree Tavern, Bruce Street; proposed new 
offices for Fife and Kinross Miners’ Association, The Secretary. 

DURHAM. —Nine houses, Sherburn Hill, for the Lambton Collieries, Ltd. 

EDGELEY (near BrockPoRT).—New Primitive Methodist Church. Trustees. 


EDINBURGH.—Two tenements at Stockbridge, for St. Cuthbert's Co- 
operative Society, Ltd.; eight villas off Kilmaurs Road, for 
` G. Mackay ; additions to premises in Ponton Street, Fountain 

Bridge, for Governors of Industrial Brigade Home. 

EULAND.—New Territorial drill hall in J epson Lane. 

ELTHAM.—Fifteen houses in North Park Road. Whistler & Worge, surveyors, 
80, High Street, Eltham. 

ETON,—Probable re-erection (after fire) of business premises, 126, High Street. 
роо and Fellows of Eton College, owners; F. Wilkinson, 
esse. 

EVESHAM.—Seven houses, Windsor Road, Greenhill. 
builders. 

FAKENHAM.—School. H. Green, architect, Norwich. 

FELTHAM (Mipp.esrx).—Enlargement of Council School. 
builders, Southall, W. 

FERMOY.—Prospective rebuilding, after fire, of Moore Park House (mansion), 
Kilworth. 

FINGHALL (Yonks.).—New Chapel. 


FLEETWOOD.—Suites of offices at the Docks. 
Bank, Manchester. 


FOLKESTONE.—Library. A.E. Nicholle, borough surveyor, Folkestone, 


FRINTON.ON-8EA.—Detached houses, Winchester Road, for Rev. E. 
Blakeway. 

GLASGOW (PorrLorsuaws)—Alterations to West United Free Church and 
new hall in connection with the same. Rev. W. MoAlpine, 
minister. 

Houses and shop, off Kirkintilloch Road, Bishopbriggs, for G. 8, 
Campbell, Auchinairn Road, Bishopbriggs; alterations at 
Glenfarg Villa, Lenzie Road, Stepps, for Jas. Smith; villa, off 
Brackenbrae Road, Bishopbriggs, for J. Marshall & Sons, 
Bishopbriggs ; villa, Crosshill Road, Lenzie, for J. & R. Watson, 
Auchinloch. 

GRANTHAM.—Extensions to Lord Harrowby Inn, Dudley Road, for Н. 
Willmin ; seven villas, Harrowby Road, for Н. Н. Bowler. 

GRAVESEND.—Twelve houses, Campbell Road, for R. Henderson ; Bridgland 
and Clay, architects. 

GRETTON (near Ketrentne).—Council Schools (£3,075), O. P. Drever, builder, 
Round Hill Road, Kettering. 

HAMPTON.—Stabling and garage at the Red Lion Hotel. 

HEALING (LINCOLNSHIRE). — Elementary School and Teachers’ House. Scorer 
and Gamble, architects, Bank Street Chambers, Lincoln. 

HEMEL HEMPSTEAD.—Houses, Felden Heath, for H. Smith: Adeyfleld, for 
T. Doult; King Edward Street, for T. C, Gold; Green End 
Road, for Gower Bros. 

HEREFORD.-—Alterations and additions to premises for the Rowing Club. 
E.G. Davies, architect, 132, Widemarsh Street, Hereford. 

HESSLE (near HvLL).—Houses, Salisbury Street. E. Heartfield, architeot, Hull. 

HETTON-LE-HOLE (Co. DeRHAM).— Twenty houses, North Road, for Mr. 

torey. 

HINDLEY,.— Extensions to be carried out at Hindley and Abram Grammar 
School. Governors. 

HITCHIN.—Detached house, Highbury Road, for Mrs. Hill; W. Seymour and 
Bon, architects. Motor garage, Walsworth Road, for R. E. 
үе & Bon; J. Willmott & Bons, builders, 80, Walaworth 

Oad. 

HORBURY (near WaxgriELn).—Business premises for the Horbury Industrial 

H Co-operative Society. 

ORNCASTLE (Lixcs,).— New Grammar School (£4,500), Scorer & Gamble, 
architects, Bank Street, Lincoln; C. Hensman & Son, builders, 

н Horncastle, 

OUGHTON-LE-SPRING.—Eleven houses, Burn Street, Wheler Street 


estate, for W. E. & M. P. Balmer; four houses, Ber 
for J. H. Wood. , Beraard Street, 


Espley & Co., Ltd., 


A. & B. Hanson, 


Robert Metcalfe, Spruce Gill, Finghall. 
L. & Y. Railway Co., Hunts 


INGOLDMELLS (LiwcorwsuimE)—EFElementery school and teachers’ house. 
Scorer & Gamble, architects, Bank Street Chambers, Lincoln. 


INVERURIE (N.B.).—Shops and houses in West High Street. Addison, 
merchant, Inverurie. 


IPSWICH.—Detached house, Rushmere Road. Н. B. Watling, architect, 
Kingsway House, Dovercourt, Harwich. 


KEIGHLEY.—New school at Cononley, for the West Riding of Yorkshire С.С. 
J. Vickers-Edwards, County architect, Wakefield. 


KEMPNALL „ and club house. E. Tench, architect, 
orwich. 

LANCASTER.—Lecture hall, 40. J. Parkinson, architect, 67, Church Street, 
Lancaster. | 

LEEDS.— Roller skating rink and large hall at the Olympia; I. Senior & Son, 
East Parade, Leeds. House, shop, &0., at Kirkstall; Fred 
Mitchell, architect, 9, Upper Fountaine Street, Albion Street, 
Leeds. Workhouse extensions (accommodate 200 extra 
persons); Board of Guardians. Handicraft centre and cookery 
room at Rodley School, for the Education Committee ; Jas. 
Graham, Secretary for Education, Calverley Street, Leeds. 


LEEK.—Underground convenience, corner of Brook and Crompton Streets. 
W. E. Beacham, surveyor to the U.D.C.. Town , Leek. 


LEVEN.—Working men’s home. C. G. Campbell, architect. 


LINCOLN. Proposed extension of the Girls' High School. 
Chairman of the Governors. 

LISCARD (CnxsmiRE).—Houses, Lodgewood Road. 
Annesley Road, Seacombe. 

LITTLE COATES (LI xOOLXSHIRR).— Elementary School. 
architects, Bank Street Chambers, Lincoln. 


LLANDUDNO.—Alterations and improvements to the Clarence Hotel, for 
C. Moses, proprietor; A. Hewitt, architect. Two villas, in 
Brynybia Road; Thorpe & Sons, builders, Alterations to Warren 
Mission Room; W. O. Williams, trustee, The Bon, Llandudno. 
Alteration and extension of showroom in Trysa Road, for 
F. Holland, china merchant. 

LIVERPOOL.—Extension of premises, Bold Street, including rebuilding of 
adjoining shops, for Messrs. Boots, cash chemists. 


LONDON (East Hau, E.).—Refreshment room, shelter, &0., in Central Park; 
A. H. Campbell, surveyor, Town Council. Five houses and 
one shop, Grosvenor Gardens; P. Herapath, builder, 121, 
Milton Avenue, East Ham. Fourteen houses and two shops, 
Boundary Road ; W. G. Watson, builder, 2, Milton Avenue, 
East Ham. 

(Bann Es. 8.W.).—Rifle range, Temple Sheen Road, for the Isleworth 
Brewery Co. Four houses, Temple Sheen Road: Tyers & Jago. 
architects, 10, John Street, Adelphi, W.C. Two houses and one 
shop, South Worple Way; C. Ellis & Co., builders, Portman 
Estate, East Sheen. New roads, Barker Estate, Blind Lane; 
Tyers & Jago, architecte, 10, John Street, Adelphi, W.C. 


(E.C.).—Prospective restoration, after fire, of 18, Dufferin Street) 
for Dancier & Andrews, stick manufacturers. 


(Campes Town, N.W.).—Buildings at corner of High Street and 
Kentish Town Road. D. Joseph, architect, 78, Basinghall 
Street, E.C. 

(Pappincron, W.).—Extension of Technical Institute, T. J. Bailey, 
Education Architect, L.C.C. Offices, Victoria Embankment, 

‚С. 

(BALHAM, 8.W.).—Conversion of disused tramcar shed into skating 

rink, Mr. Bostock, 44, Kensington Mansions, 8.W. 


(PoplAR, E.).—Twelve houses, Tebb Street. E. Evans, surveyor, 
958, Lavender Hill, 8.W. 

(Ногвовх, W.C.).—Building on site abutting upon Tottenham 
Court Road, Bedford Avenue, Caroline Street and Great Russell 
Street, for Central Young Men's Christian Association. R. 
Plumb, architect, 13, Fitzroy Square, W. 

(W.).—New premises, 47, Baker Street, for The Floral Depot; 
Messrs. брова, builders, 7a, South Place, Е.С. Вһор and 
premises, Marylebone Lane; B. E. Nightingale & Co., builders, 
Albert Embankment, B.E. Shops. &c., 89 and 40, New Bond 
Street: Smith & Bons, builders, South Norwood, S. E. New 
premises, North Audley Street and Lees Mews, for Mr. Hay, 
baker, &c.; Messrs. Garlick, builders, Sloane Street, 8.W. 
Installation of electric light at Challis’s Royal Hotel, Rupert 

„ Street; The Proprietor. Buildings at Fun City, Olympia; 
E. H. Payne, architect, 11, John Street, Bedford Row, W.C. 
Additions to Aylesbury Dairy Co.’s premises, St. Petersburgh 
Place; W. G. Keith, architect, 7, East India Avenue, Е.С. 


(Greenwicy, 8.E.).—Rebuilding Hyde Cliff, Wellington Grove, in 
connection with Ursuline Convent. W. Nash, builder, Childers 
Street, Deptford. 

(HaMMERSMITH, W.).— Nine houses and shops, also stable and work- 
shop, in Askew Road, Hammersmith. 8. Н, Hannington. 


(MaRynLEkBoNE, W.).—Building in Lower William Street, Regent's 
. Park. F. M. Elgood, architect, 98, Wimpole Street, W. 


(PorLaR, E.).—Alterations at British Street School. T. J. Bailey: 
Education Architect, L. C. C. Offices, Victoria Embankment: 


A. С. Newman, 
G. Bowyer, builder, 
Boorer & Gamble, 


. C. 
(РЕскнАм, B. E.). — Cinematograph box at the Crown Theatre. 
а Е. Маса & Co., architects, 9, Warwick Court, High Hol- 
born, W.C. 


(Hackney, N.E.).—Erection of laundry and housewifery centre at 
Upton House Truant School. T. J. Bailey, Education Architect, 
L. C. C. Offices, Victoria Embankment, W. C. 


(VictorntA EMBANKMENT, W. C.) .— Adaptation of L. C. C. generating 
station and offices. F. & H. F. Higgs, builders, Hinton Road, 
Herne Hill, S. E. Ў 

С. Е. 


(FINCHLEY, N.).—Thirty-six houses, Rosemount Avenue. 
Day, builders, 21, Regent's Park, Finchley. 


(Henpon, N.W.).—Addition to Regent House, Great Stanmore, for 
Mr. Clutterbuck ; alterations and additions, Leto works, Mead's 
Road, Little Stanmore, for R. E. Thomas. Alterations and 
additions to the workhouse, near Edgware; E. P. Thompson, 
architect, 25, Finsbury Square, Е.С. 

(LAMBETH, 8.E.).—Additional lavatory accommodation at the work. 
house, Princes’ Road, Kennington Road; J. L. Goldspink, 
clerk to the Guardians, Guardians’ Offices, Brook Btreet, Ken- 
nington Road, В.Е. Factory, Somers Place, for the Trustees 

ol the Stockwell Orphanage. | 


(West Norwoop, 8.E.).—Two houses, Canterbury Grove. H. Big. 
nold, architect, 242, Lavender Hill, Clapham Junction, S. W. 


(Мовтн Астон, W.).—Developmentof Park Royal Estate. Redfern 
and Hunt, solicitors, 18-14, Abchurch Lane, Е.С. 


(E.C.).—Bank and offices, Nos. 171-174, Aldersgate Street. Trollope 
and Colls, Ltd., builders, West Halkin Street, B. W. 


(08Ртғовр, 8. E.).— Shop and premises, 71, High Street. Messrs. 
H. L. Holloway, builders, Union Works, Church Street, Dept- 
ford, B.E. 

(KING STREET, 8.W.).—Alterations and additions at Blenheim Club. 
G. A. Lansdown, architect, 9, Regent Street, 8. W.; J, Marsland 
and Sons, builders, 1, York Btreet, Walworth, B.E. 
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LONDON (WiwsLEboN, 8.W.).—New Church of St. Andrew, Herbert Road. 
Rev. J. W. Maunders, vicar-designate. 


(Przcknaw, 8.E.).— Additions to premises of G. G, Bussey & Co., Lid., 
Rye. Lane. 


(LxWIsHAu, S. E.). — Five houses, Chalcroft Road. W. J. Scudamore 
and Sons, builders, 18, Manor Lane, B. E. 

(BATTERSEA, 8.W.).—Police station and quarters; J. Dixon Butler: 
architect, New Scotland Yard, 8.W. Additions to Battersea 
Polytechnic, Battersea Park Road; Mountford & Clapham, 
architects, 13, Southampton Street, W.C. 

LOWESTOFT.—Prospective rebuilding, after fire, of shipbuilding works for H, 

Reynolds & Воп. Detached house, Oulton Broad: 
Watling, architect, Kingaway House, Dovercourt, Harwich. 


LYMINGTON.—New Council School; W. J. Taylor, county surveyor, The 
Castle, Winchester. Alterations and additions do Efforà bark: 


G. А. Lansdown, architect, 9, Regent Street, S. W.; Kirk and 
Kirk, builders, 17, Esher Street, Westminster, S. W. 
LYNTON.—Church, L. Stokes, architect, 9, Great Smith Street, S. W. 


MACCLESFIELD.—Two detached blocks at the Parkside Asylum ; H. Beswick, 
county architect, Chester. 
MANOHESTER.—Renovation of Patricroft Congregational Church (£600). 
Rev. J. Masterton, minister. Important alterations at the 
Railway Hotel, Cornwall Street, Gorton, for the Manchester 
Brewery Co., Ltd., New York Street, Ardwick. 


MANSFIELD WOODHOUSE.—8ewerage scheme for the U.D.C. F. P. Cook, 
engineer, Leeming Street, Mansfield. 

MARGATE.—Hounes, Crawford Gardens, for R. Elliott; Victoria Avenue, for 
F. Miles; Grotto Hill, for F. Ward ; additions to Zetland Lodge, 
Grosvenor Place, for W. H. Foxworthy. 

MASBOROUGH.—Engine and generator houses, for the Equitable Pioneers’ 
Society, Ltd. J. Platte, architect, High Street, Rotherham. 

MERSTHAM (S'RREY).—Addltions to the Old Forge House, for Seymour 
Hicks; additions to house, Bletchingley Road, for Miss M. 
Pelly; two houses, Coppice Lea, tor G. R. Hunt, C.C., Green- 
bank, Redhill. | 


‚ В. 


MIDDLEBBROUGH.—Renovation, and improved heating, lighting and venti- 
lating at Newport Road Baptist Church. 


MOUNTAIN ASH.—School, Miskin. A. Williams, architect, Council Offices, 
Mountain Ash. | 


NEATH.—Primitive Methodiat Chapel at Skewen. 
NETHERTON (Firz).—Proposed new school. Wishaw School Board. 


NEWCASTLE-UNDER.LYME.—Extensions in connection with Harpfield 


Primitive Methodist Church (100 more scholars). 


в 88 88 of Presbyterian Church into Technical 
chool. 


NORTHAMPTON. —Hip 
Avenue, 


Extensions at the General Hospital, including rebuilding and 


equipment of laundry (£6,700); Harry Manfield, chairman of 
Special Committee. 


OBAN.— New post office (29,650). H. Macdougall, contractor, Oban. 
OMAGH (Co. Tyrone).—OContemplated new premises for Ulster Bank, Ltd. 


NEWTONARD 


prote B. Crewe, architect, 75, Shaftesbury 


OTLEY.—Proposed new grammar school; T. A. Duncan, chairman of the 


Governors, 
PADSTOW (ConNwALL).—New Primitive Methodist school. 
PAULTON (BnaisroL).—Church Institute (£2,000). T. Melhuish, architect, Old 
Grammar School, Shepton Mallett. 
PENDLETON.—New Co-operative premises at Irlams-o’-th’-Height. R. 
rompton & Sons, builders, Patricroft, near Manchester. 
PENMAENMAWR.—Extensive premises. fibeon Bros., builders, Holywell. 
PETERBOROUGH.—Church Institute; 8. Dodson, architect, Peterborough. 
hool at Fletton; Н. Leete, architect, Huntingdon. Fire 
station; F. J. Gill, architect, 286, Rolfe Street, Smethwick, 
Birmingham. 
PLYMOUTH.--Church. T. R. Kitsell, architect, 16, George Btreet, Plymouth. 
PONTLLANFFRAITH (Mox.).—J. Bain, architect, Arcade Chambers, High 
Street, Newport, Mon. 
PORTOBELLO.—Four shops at Bath Street, for T. H. Beck. 
PORTSEA.—Extension of the Jewish Synagogue. Mr. Cogswell, architect, 
Prudential Buildings, Landport, Portsmouth. 
PORTSMOUTH.—Police station at Milton for the T.C.; borough engineer, 
Town Hall, Portsmouth. Refuse destructors at Baffin's Marsh 
and Eastney, for the T.C.; Bramwell & Harris, 11, Great George 
Street, Westminster, S. W. 
POULTON (LAxcs.).— House and farm buildings, W. Cardwell; stables, &c,, 
W. Raweliffe; villa, W. Gornall; additions to Warwick House, 
Miss Rogerson. 
READING.—Rebuilding Higher Grade school. Ravenscroft, Son & Morris, 
architects, 22, The Forbury, Reading. 
REDDITCH.—Important sewerage scheme for the U. D.C. (£15,000). Wilcox 
and Raikes, engincers. 
RAMSBOTTOM.—Billiard room at the Mount, Edenfield, for E. Barlow. 
RICHMOND-ON-THAMES.—Rebuilding St. John's House, Clarence Street; 
Arthur Grove, architect. 
RIPLEY (near Depsry).—Sewage works for the U.D.C, (43.350). G. and F. 
Tornlingon, contractors, Derby. 


ROCHESTER.—Shop and warehouse, High Street, Strood Intra, for W. Paine. 


&nd Co. : house, King's Avenue, 8t. Margaret, for J. A. Nash; 
bungalow, Mount Road, Borstal, St. Margaret, for R. Whyman; 
houses, York Street, Bt. Margaret, J. Н. Durrant, builder, 282, 
High Street; bungalow, Mount Road, Borstal, for W. Claridge. 
Offices, High Street, for the Medway Conservancy Board (£3,999) ; 
G. Е. Bond, architect, 384, High Street, Rochester; L. Seager, 
builder, London Road, Sittingbourne. 

RUBHDEN.—New factory in Spencer Road, for Sanders & Sanders; extension 
of factories, for the Co-operative Wholesale Society, C. W. 
Horrell, and Hyde, Ltd. 


RYDE (I.W.).—Renovations and improvements to Primitive Methodist 
premises. à 

BAFFRON WALDEN.—Alterations to the hospital; A. Edward, architect, 51. 
High Street, Satfron Walden. New wing at the grammar school, 
W. C. Robinson, architect, Audley End. 


ST. ANNES (Lascs.). — Berni-detached houses, Riley Avenue, for J. Sutcliffe. 


ST. HELENS.—Alterations at the Town Hall: G. J. C. Broom, borough 
engineer. Six boiler sheds, Napier Btreet, for J. Ellison, 
builder, 166, Boundary Road. 

BALISBURY.—Alterations and additions to 52, Fisherton Street. F. E. Hale, 
Building Material Co., Salisbury. 

SALTERFORTH (Yok&ks.).—New School for the West Riding of'Yorks С.С. 
J. Vickers-Edwards, county architect, Wakefield. 

BHEFFIELD.—Meersbrook Tannery to be converted into sale shops and work- 
men's flats; new buildings in connection with the Croft House 
bettleinent extension scheme (45, 000). 

THYBRIDGE (LaANcs.).—Prospective rebuilding, after fire, of cotton 

a spinning mill at Clegg Hal, for T. Wilson & Sons. 

SNODLAND (near MATD STONE). New Poet Office, High Street. R. Langridge, 
builder, Ham Hill, Birling, Kent. 

BTAVELEY (near KEN DAT). —Additions to Abbey Home. Joseph Pattinson, 
architect, Windermere, 


STOCKPORT.—New church for Furness Vale and Newtown. 

STOKE-ON-TRENT.—New Catholic Chureh at Tean. 

STRATFORD-ON-AVON.—Houses, 84. Gregory's Road. Mr. Goodeve, builder, 

SUTTON.—Additions to buildings of Sutton Co-operative Society. 

SWANSEA.—Offices, York Street and Little Wind Street, for Pascoe & Co. 

TIDWORTH (Hants.).—Infants’ school. Director of Barrack Construction, 
80, Pall Mall, London, 8.W, 

TREFOREST (near Pontypripp).—Chapel Hall, Park Estate, for the Cal. 
vinistic Metbodist Church. A. O. Evans, Williams & Evans, 
architects, Pontypridd. 

TWICKENHAM.-—Eight houses, Denmark Road; G. F. Sharpe, [oe ag o1 
Chancery Lane, W.C. New bakehouse, &c., London : 
Howard, Goadby & Marrian, architects, Bank Chambers, London 
Road, Twickenham, 

TYNEMOUTH.—New X. A. O. A. premises at North Shields (£4,500). J. W. 

ý Macdonald, hon, treasurer, 15, Camden Street, North Shields. 

WAKEFIELD.—Houses, Cambridge Street and West Street, for Joseph Slack ; 
A. 8. Nicholson, architect, City Chambers. Wilhelm Avenue, 
for Costes & Atkinson; Abraham Hart, architect. Furniture 
stores, &o., junction of Vicarage Street and Witton Btreet, for 
H. P. Pickard ; stables, coach house, and store, Eastmoor Road, 
for Geo. Blakey, Market Street. Additions to Clayton Hospital ; 
C. W. Richardson & Sons, architects. И 

WALKDEN.—Blocks of houses for J. Cocker, builder, Walkden, and J. 
Bridge, builder, Walkden. 

W ALSALL.—Conversion of Bloxwich Music Hall into public hall (£500). Town 
Clerk, Council House, Walsall. 

Rolling Mill, Green Lane, Burchills, for the Talbot Steád Tube 


Co., L LJ 
Alterations and extensions to works, Bloxwich, for the New 
Delaville Spelter Co., Ltd. 


WALSOKEN (NozroLx)—Country school, T. M. Kerridge, architect, Old 
Market, Wisbech. 

WATERLOO (near LIVEROOT).— Three houses, Worthing Street, for Wm. Kay. 
Conversion of house into shop, 28, Ewart Road, Seaforth, for 
Hawley & Co. 

WATFORD.—Church in the Harwood's Farm district ; Watford Deanery Church 
Extension Society. Manual instruction centre at Victoria 
Senior Boys’ School; U. A. Smith, county surveyor, Hatfield. 

WETHERBY.—New post office in the Market Place. 

WHALEY BRIDGE.—Sewage scheme for Whaley Bridge, Chapel-en-le-Frith, 
and Macclesfield District Counoils (£20,000). 

WHITSTABLE.—Houses, Northwood Road, for Mr. Parker; Tankerton Road. 
for W. Camburn, builder, 53, Oxford Street; Gordon Road, for 
Frünk Tyars; Tankerton Road, for Mr. Cogger. 

WHITWORTH (near RocnpaLe).—New schools in connection with Bt. Anselm 
Roman Catholic Church. 

WICK.—New Higher Grade School. D. and J. R. MoMillan, architects, Crown 
Street, Aberdeen. 

WIDNER.—Probable re-erection (after fire) of business premises, Widnes Road. 
for Messrs. Pearson, grocers; alterations and additions to pre- 
mises, for the Runcorn and Widnes Co-operative Society. | 

WITHNELL (near Снолцкүу).—баз Works extensions. Surveyor, Council 
Offices, Withnell. | 


WONING Tenn 9 Jarvis & Richards, architects, Queen Anne's 

ate, B. W. 

WOKINGHAM.—Houses, Goodchild Road, for Miss Phillips; Park Avenue, for 
A. Bunce; Langborough Lane, for A. J. Priest. 

WOOLACOMBE (Devon).—Church. W. D. Caróe, architect, 8, Great College 
Street, 8.W. 

YARMOUTH.—Addition to Hospital: Olley & Haward, architects, Queen 


Street, Yarmouth. Additions to Infirmary; H. Arnott, archi- 
tect, Gorleston-on-Sea. 


~ 


FORTHCOMING EVENTS. 


Institution of Electrical Engineers (Glasgow Students). Friday, December 180, 
At8 p.in. At the Glasgow Technical College. 

Eleetro-Harmouio Soelety.— Friday, December 18th. At8 p.m. At the Holborn 
Restaurant (King's Hall). Smoking Concert. 

Institution of Civil Engineers (Students! meetiag).- Friday, December 18th. At 
8p.m. At the Institution of Civil Engineers. Paper on “ High-Power 
Water-Turbines on Moderate Falls," by Mr. R. Wolfenden. 

North-East Coast of Engineers asd Shipbuilders.—Friday, December 18th. At 
7.30 p.m. At the Lit. and Phil. Society, Newcastle-on-Tyno. Discussion on 
Mr. J. B. Duckitt's paper on the Electrical Equipment of Cranes, to be 
resumed, 

Association of Engineers-in-Cherge.— Saturday, December 19th. At 7.80 p.m. At 
St. Bride's Institute, London, Е.С. Discussion on paper on “Coal,” by Mr. 
W. Н. Booth. 

Faraday Society.—Monday, December 91st. At 8 p.m. At the Library of the 
1. E. E. Paper on The Influence of Cheap Electricity on Electrolytic and 
Electrothermal Industries," by Mr. E. A. Ashcroft. 

lustitutien of Civil Engineers. Tuesday, December 22nd. At 8 p.m. Paper on 


„An Investigation of the Heat Losses in an Electric Power Station, by Mr. 
F. H. Corson. 


THE ELECTRICAL ENGINEERS 
(LONDON DIVISION). 


The following orders are issued :— 
Monday, December 21-t.—'* A " Company, Infantry drill (recruits), 610 7 p-m. 
Technical drill, 7 to 10 p.m. 


Tuesday, December 22nd.—' B" Company. Technical drill, 6 to 8.90 p.m. 


Infantry drill, 615 to 9.45 p.m. Medical inspection for recruits, 6.30 
to 7.30 p.m. 


The Head-quarters will be closed from December 23rd to January Srd, both 
dates inclusive, 


The usual drills for the companies will commence on January 4th, 1909. 


Signed J. H. S. PRILLIPS, 
(Signed) Capt, and Acting Adjutant. 
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"NOTES. 


Our December 25th Issue.—The ELECTRICAL REVIEW, 
which is due to appear on Christmas Day, will be published on 
Wednesday morning next, December 23rd. Will our friends 
therefore kindly take note of tbe following arrangements, so as to 
avoid disappointment and delay ? 

All matter for the “Correspondence” pages should reach this 
office by first post on Monday morning, December 21st. Notes and 
news matter should be received in the course of the same day, 
though late news of special interest will be welcomed up to early 
on the morning of Tuesday, December 22nd. 

Our Advertisement Department announces that new copy and 
alterations to existing displayed advertisements should reach it 
not later than this (Friday) morning. Official Notices and small 
prepaid advertisements can be received up to 9.30 a.m. on Tues- 
day, the 22nd. 


The Institation Secretaryship.—The Council of the 
Institution of Electrical Engineers is inviting applications for 
the appointment of Secretary to the Institution. Candidates must 
not be more than 45 years of age, and importance is attached 
to the following qualifications: administrative experience; tact 
and business capacity; acquaintance with the profession; know- 
ledge of foreign languages, and technical knowledge. 


The London Companies’ Electric Supply Bills.— 
In the House of Commons on Monday there was а lengthy considera- 
tion of the London Electric Supply Bill. Mr. Churchill] moved a 
new clause, which was agreed to, providing that from the Gate 
when the Council gives notice to purchase the undertaking of a 
supply company, it shall not be lawful for that company, e t 
with the Board of Trade's consent, to increase ite general supply 
charges. Other amendments related to street-opening powers. 
Further, on the motion of Mr. Churchill, what he described as the 
most important amendment of all, and one designed to give a 
clearer definition of the terms of purchase, was moved. It wasto 
amend Clause 22 so that the undertakings of the several London 
supply companies within the county provided or constructed under 
the powers of the Act, should, if purchased by the Council, be paid 
for upon the terms given in Sec. 2 of the 1488 E.L. Act, subject to 
certain provisions. It was also agreed that the L.C.C. might pay 
three-fourths, instead of one-half, of the purchase price of any 
undertaking in stock. The Bill was read a third time. 

The Westminster and Kensington Electric Supply Companies’ 
Bill was considered later, and a clause providing for the protection 
of the Greenwicb Observatory was added to the Bill. 


The Posting-up of Tramcar Regulations.—The 
Liverpool magistrates on Friday had to deal with a test case 
respecting the first-class tram fares, in which Mr. Alfred Alsop, in- 
surance agent, was summoned in respect of two instances in which 
һе declined to pay more than the ordinary fare on a Dingle car. 
Defendant raised the objection that the list of fares on the first- 
class cars was not exhibited so as to be visible to him, as only an 
outside passenger. 

Evidence for the Corporation was called to show that the list of 
fares could be seen, and that defendant was asked by a conductor 
to examine the list and во ascertain that the extra penny was being 
legally charged. р | а 

The Bench intimated it was not for them to decide with respect 
to the correct action of the Corporation relative to the posting of 
lists of charges outside as well as inside the cars. That point could 
be raised elsewhere. They, however, decided that the form and 
position of the list did not absolve defendant from paying the full 
fare. A fine of 20s. with 58. 6d. coste, in each case, was inflicted. 


The New Patents Act.—The first important case to be 
considered under the above Act was decided on December 9th, by 
the Controller of Patents. An application was made for the 
revocation of a patent for imitation stone slabs, on the ground 
that the invention, owned by a Belgian firm, was not being worked 
in this country. It appeared, during the hearing, that the process 
was in operation in Germany, France and Belgium, and that it 
was exclusively carried on outside the United Kingdom. The 
patent was revoked, subject to an appeal to the Courts. 


Football.— An  inter-departmental match between 
L.C.C. Tramways Sub-stations F.C. (Southern Section) and 
Clapham Car Shed, was played on Clapham Common on Thursday, 
10th inst. Result: Sub-stations 3, Car Shed 2. 


The Syndicate in the German Electrical Industry. 
ade question of the alleged secret syndicate in the German electrical 
Industry, to which reference was made in this Journal a short time 
ago, has again been raised in connection with a contract for the 
supply of transforming plant for the chief railway station at 

rankfort-on-the-Main. Five firms submitted tenders as follows: 
10 00 £5,800 ; (2) £4,900; (3) £6,211; (4) £6,450; and (5) £5,765. 
е a 1 that the first four offers emanated from members of 
the ns icate, and that the intention was to secure the allotment of 
us б er to the second firm, whilst, on the other hand, it was 
di | d that the syndicate had been dissolved. Both these state- 
ents iod now d contradicted, although it is added that tbe 
ere presented in open competition without the syndic 
being concerned in the ША. j ы 


s 


Tramear Accident Claims.—At the Newcastle-on- 
Tyne County Conrt cn the 15th inst., before Judge Greenwell, 
Joseph Watson claimed £100 from the Newcastle Corporation in 
respect of injury caused to himself, and damage caused to his cart 
by a tramcar, in consequence, it was alleged, of the negligent 
driving of a motorman in the defendante’ service. Mr. Rutherford 
appeared for the plaintiff, and Mr. E. Meynell for the defendants. 
Mr. Ratherford said the plaintiff was a yeast merchant, and on 
April 18th was driving a dog-cart from North Shields to Byker. 
The time was shortly bsfore 12 o'clock midnight. Between Wais- 
end and Newcastle the plaintiff was proceeding with the right 
wheel of his trap over tbe near tramline. Не saw the tramcar 
approaching, and heard the gong sounded, but before he could 
draw out of the way the car crashed into the cart and threw him 
into the sir. It was a clear night and the lights on the plaintiff's 
cart were burning, so that the driver of the tramcar ought to have 
seen it. The plaintiff was laid up for 22 weeks. The plaintiff 
gave evidence, and in cross-examination denied that he was clear 
of the tramline and pulled on to the line when the car was close 
upon bim. He had only two drinks after 4 o'clock on his way 
down. Mr. Meynell, for the defence, said that the motorman was 

roceeding along the road, and the plaintiff was driving 
cart alongside tbe kerb until the car was about 10 
yards from him, when the cart was pulled across the line. 
The motorman put his brakes on hard, but was unable to 
pull up, and the car touched the cart.—The motorman gave evidence 
as to the collision, and said that he believed the plaintiff was under 
the influence of driak. His Honour, in giving judgment, said no 
reasonable account had been given why the plaintiff bad been on 
the road at such а time of night. It was very unlikely that anyone 
would be buying any yeast at that time; and it was more than 
probable that the plaintiff had had too much to drink. There was 
no justification for his being on the tramlines at all; not that he 
had not the right to be there, but, as there was 13 ft. clear at the 
side, he should not have put the car and the passengers to the 
inconvenience of having to stop. His Honour accepted the motor- 
man's evidence, and gave judgment for the defendant corporation 
with coste. HM 

At the Blackburn County Court, on Monday, a jury awarded £100 
damages against the Blackburn Corporation to the widow of a man 
named Speight, of Rishton, who had died from injuries sustained 
Írom being knocked down by an electric tramcar. The jury 
expressed the opinion that a Board of Trade halt notice should be 
placed at the crossing where the accident occurred, and that no 
two tramcars should pass the cross ing at the same time. 


Institution and Lecture Notes.—Royat INSTITUTION. 
—The following are among tbe lectures announced in the syllabus 
just issued for the season :— 


Friday, February 13th, at 9 o' clock. -Prof. Н. A. Wilson, M. A., D. o., F. R. S., 
&c., on The Electrical Properties of Flame.“ 
Friday, February 19th, at 9 o’clook.—Sir H. Cunynghame, K.C.B., M.A., 
.I. E. E., on Recent Advances in Means of Saving Life in Coal Mines.“ 
кий), February 26th, at 9 o’clock.—The Earl of Berkeley on Osmotio 
essures.’’ 
Friday, March leth, at 9 o'clock.—Mr. 8, G. Brown, M. I. E. E., on Modern 
Submarine Telegraphy.“ 
кид, April 2nd, at 9 o’clock.—Prof. Sir J. J. Thomson, F.R.B., &c., on 
" Electrical Striations.“ 
Thursdays, January 21st and 28th, at 8 o'clock. Prof. J. O. Arnold on 
“ Mysteries of Metals.“ | 
Saturdays, February 27th, March 6th, 18th, 90th and 27th, and April 8га at 
+ EN йаша Sir J. J. Thomson, F.R.8., &c., on Properties of 
atter.” 


The Gary Plant of the Indiana Steel Со,—А recent 


. issue of our American namesake contains some interesting details 


of the new steel works of the Indiana Steel Oo., 23 miles east of 
Chicago on Lake Michigan. Eight blast furnaces have been 
erected up to the present, and all the gas prodnct is utilised either 
in blowing engines or for operating gas engine-driven electrical 
plant for supplying power in the works, The initial equipment of 
the works is 16 blast-furnaces, which are estimated to produce some 
45 million cb. ft. of gas per 24 hours; this will be distributed 
approximately as follows:— 30 per cent. for stove heating; 74 per 
cent. ateam raising; 5 per cent. for auxiliaries, &c. ; 124 per cent., 
gas-driven blowers; and 45 per cent. for supplying the electric 
power station. The blowing plant includes 16 engines of 
2,500 н.р. each, supplied half and half, by the Westinghouse and 
Allis-Chalmers Cos, and the electric power station contains 17 
horizontal twin-tandem double-acting gas engines, rated at 4,000 
H.P. each, and coupled to 15 three-phase 25-cycle 6,600-volt and 
two 250-volt direct-current generators—the complete units having 
been supplied by the Allis-Chalmers Co. 

In connection with the power station a large storage battery has 
been installed. The power will be distributed in the works for 
operating the heavy induction motor-driven rolls, the tilting and 
feed tables, hot saws, hot and cold pull-ups, hot rolls, transfer 
tables, straightening and drilling machines, cold saws, elevating 
and conveying plant, pumps, &c. The rail mill, whieh is expected 
to produce 4,000 tons of steel rails daily, is equipped with 12 sets 
of roll trains operated by G. E. C. alternating current motors of an 
aggregate capacity of 24,000 B. P., and including several motor units 
of 6,000 н.р. each, and others of 2,000 н.р. each. For the operation 
of cranes, tables, and other apparatus in and about the rail mill, 
requiring direct current, two 500-kw. motor-generators have been 
supplied by the G. E. Co. 

The billet mill contains further large motors, two of 2,000 E. p. 
and three of 6,000 н.р. each, for driving individual mills. All the 
machinery is electrically driven by General Electric, Crocker- 
Wheeler and Westinghouse motors; the motor controllers are 
largely of Cutler-Hammer type, and the main power station 
switchboard was supplied by the Western Electric co 


an 
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Е Supervision of Electrical Installations in Germany. 


now several months since reference was made to a scheme 
prepared at the instance of the Prossian Minister of Commerce, 
based upon the law of July 8th, 1905, in regard to the examination 
of installations needing supervision, for the introduction of police 
regulations regarding the establishment, working and tuperintend- 
ence of electrical generating stations and installations. The pro- 
ject encountered considerable opposition in industrial circles, and 
after а conference which took place between interested partics and 
representatives of the Ministry of Commerce, the Union of Elec- 
trical Engineers convened a meeting of delegates cf local autho- 
rities and industrial corporations last May, when a resolution was 
adopted declaring it to be most desirable that the issue of police 
regulations should be postponed for several years. At the rame 
time the Government scheme was diecussed, and a committee of 10 
was appointed to work out an alternative project. The task has 
now been completed, having regard to the consideration of certain 
principal doubts which were entertained in interested circles 
against the Government proposal. It is pointed out in the firet 
place that the accidents which have bitherto been caused by 
electricity are by no means greater than with other forms 
of energy, and that the assumption of a partial attitude 
towards electrical engineering would coneequently not be 
1 If, nevertheless, the State authorities take measures 
for the purpose of the more strict supervisiom of electrical 
installations, the latter should be limited to cases in 
which public interest existe. As the regulations of the Union of 
Electrical Engineers are generally observed in practice, it is con- 
tended that police supervision would find nothing toimprove. The 
expenses to be borne by the owners of electrical installations for 
superintendence, as well as the incidental and inevitable in- 
conveniences of further supervising departments, would be a 


hindrance to the extension of electrical working, which is so' 


urgently desired. All would suffer from this obstacle, 
especially small industries for which electricity has become of 
vital importance. The proof that an existing installation is in a 
condition corresponding with the regulations could not, in most 
cases, be produced without destroying material parta of the 
installation, so that police regulation, as a rule, would remain un- 
availing. The frequently drawn comparison with the supervision 
of steam boilers is not sound, as sufficient conclusions as to the 
condition of the boiler could be drawn from the constructional 
drawings and the pressure test in association with local inspection, 
but this would be impossib:e with electrical installations. The 
daugers of a steam boiler could also not be placed upon a parallel 
with those of electrical installations. The alternative scheme pre- 
pared by the Committee bas been published and submitted for 
the consideration of the Minister of Commerce. 


Commercial Illuminating Engineering in Boston, 
U.S.A.—A departure from the beaten paths of public lighting 
service corporations was made on September 1st, by the Edison 
Electric Illuminating Co., cf Boston. The company on that date 
opened a Department of Commercial Illuminating Engineering, 
which will utilise the expert services of Louis Bell, Ph.D, at the 
present time president of the Illuminating Engineering Society of 
America, for the help of every Edison customer. The company 
says it will give its customers the very latest and best word on the 
lighting subject. Because of the ease with which electric light 
wires can be run from one place to another and the convenience of 
this form of lighting, many customers have contented themselves 
with having lights everywhere they thought they were needed. 
This has been а wasteful way, and caused users of electric light 
unnecessary expense. 
have been corrected in many instances, but there must be others 
that the company’s agents have not found, or that customers them- 
selves have not brought to notice. No attempt will be made to get 
customers to increase their bills; in fact, the plan discourages any 
such thing. General Supt. W. H. Atkins recently said :— 


" We have brought the manufacture and delivery of electric 
current to the highest point of perfect rervice. . . . . More elec- 
tricity is used per capita by the people of Boston than in any other 
city in the world. Now we propose to go further and give our 
customers the benefit of professional skill, so that they can get 
more illumination (useful light) for the same amount of money they 
&re Dow paying us, or the sameamount of good light for less money. 
Either way the customers choose will be to their advantage. In 
many buriness places and homes, plenty of light is used now, but 
it doesn't go in the right direction. One of our experts can see 
quickly what the trouble is, and by changirg a lamp here and there, 
or by introducing different reflectore, the problem will be solved. 
We want our customers to know that this work will be in their 
interest. All tbey heve to do is to ask us to send an expert tolook 
over things with them. It will cost them nothing for advice; in 
fact, it will either save them money on the same amount of light or 
give them more light for the same money. That & 
pleased customer is our best advertisement is just as true of the 
electric lighting company as of tre butcher— perhaps more 80.“ — 
Electrical I,, U. S.A. 


Electric Shock Fatality.— A Dunfermline miner was 
killed last Saturday in the Aitken Pit, at Kelty, of the Fife Coal 
Co., by coming into contact with a “live” cable. He was employed 
at the lifting of a pavement in one of the dooks, when part of the 
side of the road collapsed, causing the cable to fall to the pave- 
ment. Не wasia the act of replacing it when it came into contact 
with his chest, and he was instantaneously killed. Within the 
past year or two several such fatalities have occurred. ` 


Edison officials say that these conditions 


The Total Heat of Saturated Steam.—This month 
has seen the presentation to the American Bociety of Mechanical 
Engineers of a paper on the total heat of saturated steam, for 
which we think justification exists. Regnault’s accepted figures 
have served well our day and generation, but better means of 
experiment are now available, and the author of this paper, Dr. 
Harvey N. Davie, considers that there are results available sufficient 


to warrant a recalculation of the values. Regnault's formula, now 
61 years old, is— 


H = 1,0917 + 0:305 (t — $2) = в.тн.о. 


Though numerous retests have been made below 212^ F., nothing 
has been done till lately above that temperature. But certain 
observations recently made for other purposes seem to show that a 
better set of values above 212^ should now be taken, and a new 
formula ranging up to 400° F. is proposed. If this be correct, then 
Regnault's figures for н are too high by 17 per cent. at 32°, and 
too low by 0 5 per cent. at 275°, but again too high at 380°, and 
going rapidly worse with rise of temperature. Mr. Davis discusses 
the experiments of Grindley in England in 1900; of Griessmann in 
Germany in 1904; and of Peake in England in 1905. Close 
agreement exists between the results of these three seta of 
throttling experiments. The curves obtained from the points of 
esch experimenter were plotted on thin rice paper, and curves 


determined by sliding one over another. To be brief, a new formula 
for E was determined as— 


н = нду + 03745 (t — 212) — 0:000550 (t — 212}; 


H being the total heat of steam at 212° F. as may ultimately be 
decided to be correct. The value for Ha: is assumed to be 
1,150:3 B. H. U., being the mean of the values of Henning and Joly. 
This value is then, for the present, to be substituted for Ha, 
Compared with Peabody’s table, the total heat at 32° ів 1,0734 in 


place of 1,0917. At 212° it becomes 1,1503 in place of 1, 146 6. 


and at 401° it becomes 1,201:5 in place of 1, 204 2. The specific 
volumes differ by correspondingly small amounts Thus the 
differences are really very trifling. 

The values of Knoblauch's tests differ very little from the 
formula results, only crossing the calculated curve at nearly 450". 
Regnault's figures give a curve which crosses at abont 150° and 
again at nearly 340°. From the new values of Ei, of the heat 7 
of vaporisstion, and of the change of volume « during vaporisa- 
tion, the value of c,, or specific heat at constant pressure, may be 
calculated. The worst error in Regnault's figures between 212° and 
400° is 6 B TH.U. at 275° F. 

The author promises a new table of steam-heat values, &c., by 
himself and Prof. Marks. If, as seems probable, Regnault's fgures 
have been wrong, the error has hardly been commercially serious— 
not worse than errora in indicators and in thermometers, in men 
who have to read instruments, and in a score of ways that are 
familiar to the experienced tester. Nothing decisive seems to be 
yet fixed upon in regard to the specific heat of saturated steam. In 
this very volume before us is another paper giving Knoblauch 
values for c, quite different from the same authority's figures in 
the special paper under review. 


Electrical Production of  Steel.—The Societe 
Anonyme Electrométallurgiaue, of Neuchatel, which works the 
processes invented by М. Paul Girod, recently decided to increase 
the ordinary share capital from £200,000 to £400,000 for the pur- 
pose of extending the works for the electrical production of steel. 
Two works are owned by the company in Switzerland and one in 
France, and the additional capital is intended to develop the 
water-power plants in connection with the steel process, According 
to a statement issued by the company, the process has been in 
practical operation at Ugine for the past three years, and the steel 
made has been supplied to French and other consumers, The 
system is said to have been adopted by the Forges de la Loire et 
du Midi; Marrel Fréres, of Rive de Gier; the John Cockerill Co., 
of Seraing; Schoeller & Co., of Ternitz; Oehler & Co., of Aarau; 
and A. Stotz, of Stuttgart Kornwestheim, The first Girod steel 

atents date back to 1904, and have been granted in most countries. 
he company, which was formed in 1903, and has largely been con- 
cerned with the manufacture of metal alloys, paid a dividend of 
74 per cent. in 1907 on an average share capital of £80,000, which 


has since been increased to £200,009 and to £400,000, as already 
mentioned. 


The Manchester New Royal Infirmary.—With 
reference to our description of the above installation in last week's 
issue, we are informed Уу Me:srs, Ward & Goldstone that they 
supplied the special wood casir g for the work (as agents of Mesers. 
Creighton, Ltd); they also eupplied the electric light flexible, 
an enormous quantity of Indispenso connectors for wiring the 


various electroliers, and the lead-covered cable for all the private 
telephones and electric bells. 


Messrs. J. II. Tucker & Co. also state that they supplied the 
whole of the 5-amp , 10-amp., and two-way tumbler switches, iron- 


cased watertight switches, wall sockets and pluge, used in the 
installation. 


Appointment Vacant.—Borough electrical and tram- 
ways engineer for Rawtenstall (£200). 


300 '— The Swansea Harbour Trust has received 500 
applications for the post of electrical engineer. 
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Fixation of Nitrogen.—The unfavourable position of 
the aluminium trade is reported to have induced the Neuhausen 
Aluminium Industry Co. to decide upon the utilisation of a portion 
of tbe additional power which will become available at the new 
works forthe manufacture of nitric acid and nitrates derived from 
atmospheric nitrogen. With this object in view, the company has 
entered into an agreement with the owners of the patents of the 
engineer Moscicki at Freiburg, Switzerland, whose experiments are 
said to have led to a very favourable conclusion after trials extend- 
ing over many years, whereby the company has become possessor 
of, the patents for Switzerland and Austria. A community of 
interests has also been concluded between the Aluminium Co. and 
the patent owners with regard to manufacturing under, or the sale 
of, the patents in other countries. The work of establishing plant 
for the production of nitric acid and nitrates has already been com- 
menced at the new works at Chippis, Valais, and a portion of the 
installation is to be set in operation next year. 


Gas Exhibit at Shepherd's Bush next Year.—We 
print the following paragraph from last Friday's Gas World for 
the consideration of the London electricity supply authorities and 
others who may be interested: — It may be mentioned here that 
the gas exhibit will, in all probability, be continued next year 
under the auspiees of the London gas compani:s, when the 
Exhibition at Shepherd's Bash opens agaia under a new 
designation.” 


Called. to the Bar.—The Windsor Magistrates at their 
last sitting transferred the licence of the Two Brewers public house 
in that town to Mr. Francis O'Hara, who stated that he was an 
electrical engineer by profession, and at the same court the licence 
of the Stag and Hounds, Spital, was transferred to Mr. William 
Vic'or Cannon, also an electrical engincer. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and raiway officials, to keep readers of the 
ELECTRICAL Rrvmw posted as to their movements, 


Central Station Officials.—Mn. G. О. MILBURN has 
resigned his position with the Sheffield Corporation tramways, to 
take up the position of engineer-in-charge with the Coatbridge and 
Airdrie Electric Supply Co. 


Tramway Officials —The salary of Mr. J. S. D. 
МоғрЕтт (tramway manager at Rochdale) has been increased from 
£300 to £350 per annum, with further increases of £25 in each of 
the two following years. 


General.—It is announced that the Nobel Prize Com- 
mittees have decided to award this year's prize for chemistry to 
ProF. ERN EST RUTHERFORD, of Manchester University; that for 
physics being awarded to Pror. GABRIEL Lippmann, of Paris. 

Mn. G. Myers has been appointed as wireman and electrician 
to the L.C.C. on the Blackwall Tunnel at 438. per ме: Е, in place 
of Mr. G. A. Minshall, transferred to Rotherhithe Tunnel. 

The Times states that Pror. SI James DEWAR has been 
e elected an honorary member of the German Chemical 

ociety. 

Mr. W. Н. N. James, lecturer in engineering at the Municipal 
School of Technology, Mancheste-, bas just been appointed 
lecturer in electrical engireering at the Bradford Technical College, 
at a salary of £170 per annum for day teaching, with allowances 
according to scale for evening classes. 

On Saturday, the 12th inst., a smoking concert was held at the 
Alexandra Hotel, Stafford, under the chairmanship of Mr. F. C. 
Schiller, in order to say farewell to Мв. Pearcy N. RAND, who bas 
. been connected with the Siemens firms for over 15 yeare. The 

chairman presented a solid silver tea service, tegether with an 
address signed by 67 subscribers, and Mr. Rand suitably responded. 
Mr. Rand is severirg his connection with Messrs. Siemens Bros. 
Dynamo Works, Ltd., in order to teke up an important post with 
the Westinghouse Co., where he will devote his time principally to 
switchboard work. 


Obituary.—We regret to learn of the death of Mr. L. L. 
HanmrYIGSON, which occurred on 27: ult., the cause being heart 
disease, Mr. Hartvigson, who was born in 1849, entered the Great 
Northern Telegraph Co. more tban 35 years ago, starting his 
career at the very atation where he ended his days. Having served 
at various of the company's stations both in the Far East and in 
Europe, he was appointed in London in 1883, where for many 
years he filled the important post as the company's engineer in 
England. In 1885 he was sent to St. Petersburg to demonstrate 
the utility of the Wheatetone system, tbe trials being so successful 
that the Russian Telegraph Administration shortly after intro- 
duced the system on the main circuits between St. Petersburg and 
Wladiwostuck. During his appointment in London he controlled 
he manufacture of several thousand miles of submarine cable at all 
the leading cable works, In 1903 he was appointed superintendent 
at Newcastle. 
J pee death occurred on December 8th of Ma. Jonn Tuos. Hanns, 
Би for many years managing director of Messrs. Bullers, Ltd., 


» 


manufacturers of telegraph insulators, &., Hanley. He was 65 
years of age. | | 

The death took place on December 8th, in bis 68th year, of Mn. 
THOMAS FLAMWELL, of the firm of T. Flamwell & Bon, electrical 
engineers, Church Walk, Worksop, which business he establiahed in 
1868. 


NEW COMPANIES REGISTERED. 


Caergwrle and District Electricity Supply Co., Ltd. 
(100,390), —'T'hia company was registered on November 25th, with a capital of 
£350 in £1 shares, to carry on at Caergwrle and elsewhere the business of an 
electric light and power company in all its branches. The subscribers (with 
one share each) аге: —В. F. Allen, Mountain View, Hope, Flintshire, gentle- 
тап: Н. H. Hughes, Ty-Cerig, Caergwrle, gentleman. Private company. 
The number of directors is nov to be less than five or more than 10; the sub- 
scribers are to appoint the firat; qualification, £25. Registered by Worthington 
Evans, Dawnay & Co., 27, Nicholas Lane, Е.С. 


British Tungsten Lamp Co., Ltd. (100,468).—This company 
was registered on December lat, with a capital of £13,000 in £1 shares, to adopt 
ап agreement with the Metallfadenlampenwerk, Berlin, G.m b.H., and the 
Syndicate Lamp Co., Ltd., for the purchase of the British and Colonial rights in 
the metal-filament lamp which belong to the said German company, and in 
which the Syndicate Lamp Co., Ltd., have an interest. The subscribers (with 
one share each) are:—L. Higginbottom, 14, Broomfield Road, Heaton Moor, 
engineer; R. Hilditch, 16, John Dalton Street, Manchester, solicitor; T. Dicken 
Jones, Eastwood, Huyton, manager ; T. Walton, 36, Spring Gardens, Manchester, 
chartered accountant: T. Johnson, Latrigg, Hulmes Road, Clayton Bridge, 
architect; E. W. Barnaby, Cliff Cottage, Wilmslow, clerk ; W. D. Cash, 21, 
Marlborough Avenue, Clarendon Road, Whalley Range, Manchester, clerk, 
Minimum cash subscription 90 per cent. of the shares offered to the public. The 
nuinber of directors is not to be less than two or more than five: the first are 
A. Wenck, of Berlin, and F. C. Becker, of Purley, Surrey (representing the 
holders of the German shares), and L. Higginbottom, Н. S. Morrison, of 62, 
Albermarle Road, Beckenham, and T. Johnson (representing the holders of the 
remaining thares); qualification, £100; remuneration (except managing 
directors) £25 each perannum. Ког опе year from the date of incorporation, 
every 10 German shares confer one vote; afterwards each euch share ehall 
confer one vote. Each other share confers one vote at any time, Registered 
office, Canada Chambers, 36, Spring Gardens, Manchester. 


Bruce Peebles & Co., Lid. (6 €£62).—This company was regis- 
tered in Edinburgh, on December 5th, with a capital of £250,000 in £1 shares, 
to acquire the business carried on by Bruce Peebles & Co., Ltd. (in liquidation), 
at East Pilton, Edinburgh, and to carry on in the United Kingdom, or else- 
where, the business of electricians, mechanical engineers, suppliers of electricity 
for the purposes of light, heat or motive power, brassfounders, gas-meter manu- 
facturers, tube makers, metal workers, wire drawers, ropemakers, garage, store 
end warehouse keepers, &c. The subscribers (with one share each) are:—J. 
Shields, 141, George Street, Edinburgh, chartered accountant; J. Watt, 28, 
Charlotte Square, Edinburgh, W.8.; A. Blair, 28, Charlotte Square, Edinburgh, 
W.8.; A. W. Watson, 28, Charlotte Square, Edinburgh, W.8.; W. Blair, 28, 
Charlotte Square, Edinburgh, W. S.: D. Porter, 28, Charlotte Square, solicitor ; 
J. Gowans, 53, Charlotte Square, Edinburgh, chartered accountant. The num- 
ber of directe ra is not to less than three or more than seven; the first are 
C. H. McEuen, M. B. Mountain, A. Mackenzie, F. E. Andrews, J. Shields and 
A. W. Tait; qualification, 250 shares; remuneration, £100 each per annum 
(chairman, £200). Registered office, East Pilton, Edinburgh. 


Newall's Insulation Co., Ltd, (100,451).—This company was 
registered on November 28th, with a capital of £60,000 in £1 shares, to manu- 
facture, deal in, erect and apply materials and appliances for affording insula- 
tion or protection from or for beat, cold, Nght, electricity, sound, blows, 
vibration, air, water, fluids, gases, emanations or rays, to manufacture, deal 
іп and apply cork, magoesia, asbestos, silicate of cotton, lime refuse, fossil 
meal, charcoal, flax and other substances, to manufacture and deal in chemical 
products and substances. aud to acquire or subscribe for shares, debentures or 
habilities of Megnesia Coverings, Ltd., and the Washington Chemical Co., 
Ltd.. and to adopt agreements (a) with Magnesia Coverings, Ltd., and another, 
and (^) and (c) with the Washington Chemical Co., Ltd. The subscribers 
(with 500 shares each) are:— Е. 8. Newall, Castle Hill, Wylam, chemical manu- 
facturer; G. F. Newall, Cast!e Hill, Wylam, engineer. Private company. The 
number of directors is not to be more than five; F. 8, Newall is the first 
qualification, £500 ; remuneration, £100 each per annum, 


Salisbury Publications Co, Ltd. (100,481).— This company 
was registered on December Ist, with a capital of £1,000 in £1 shares, to acquire 
the paper known as Білак ^ Sons! Contractors! Record and Municipal Engineering, 
and to carry on the business of publishers, printers, &c. The subscribers (with 
one share each) are :— Miss B. Biggs, Glebe Lodge, Champion Hill, S E.; С.Н. 
Biggs, Coombe House, Stanmore Road, Richmond, Surrey, journalist; E. J. 
Bigga, Glebe Lodge, Champion Hill, S. E., journalist; A. Anson, 18, Eastcombe 
Avenue, Charlton, Kent, bank clerk; R. W. Weekes, 65, Hayes Road, Bromley, 
Kent, consulting clectrical engineer. Private company; the number of 
directors is not to be less than two or more than five; the first are A. Anson 
and R. W. Weekes; qualitication, 10 shares. Registered office, 139-140, Salis. 
bury Court, Fleet Street, Е.С. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Adams Manufacturing Co., Ltd. (84,224).—A state ment of the 
total amount outstanding on July let in respect of mortgages and charges 
created prior to that date and not required to be registered under Sec. 14 of the 
Companies’ Act, 1900, bas been filed pursuant to Sec. 12 of the Companies’ Act, 
1907. Particulars: Deed of covenant and eharge dated May 27th, 1903, to secure 
£2,000. A charge dated November Znd, 1¢08, to secure £700 (supplemental to 
an indenture dated December 19th, 1901) charged on certain Hereditámenta in 
Bedford, has been registered. Holders: M. E. Stephens, 11, Mount Street, 
Berkeley Square, W.; and F. B. Pelissier, 63, Berwick Street, London. 


Associated Battery Co., Ltd. (London) (94, 179).— Perticulars 
of £2,000 debentures created by resolution of February 26th, 1908, have been 
filed pursuant to Sec. 10 (8) of the Companies’ Act, 1907, the amount of the 
present issue being £tC0. Property charged: The company's undertaking and 
property, present and future, including uncalled capital, No trustees, 


Nalder Bros. & Thompson, Lid. (€2,214).—This company's 
annual return, made up to November 12th, has been filed. 8,956 preference 
and 11.125 ordinary shares have been taken up out of в nominal capital of 
£32,500 in 10,000 preference and 12,£00 ordinary sharesof #1 each. 41 per share 
has been called up on 8,256 preference and 1,126 ordinary shares, resulting in 
the receipt of £9,381; 10.000 ordinary shares are considered as fully paid, 


Mortgages and charges: Nil. 

Davis Electrical Co., Ltd. (Cambridge) (99,740).—Particulars 
of £2,000 debentures, created by resolution of October 12th, 1908, have been 
filed pursuant to Sec. 10 (3) of the Companies’ Act, 1907, the amount of the 
present issue being £1,500, Property charged: The company's undertaking and 


property, present and future, including uncalled capital, No trustees, 
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Mardy Electric Light Co., Ltd. (Ferndale), (52,861).—A state- 
ment of the total amount outstanding on July lst in respect of mortgages and 
charges created prior to that date and not required to be registered under 
Bec. 14 of the Companies’ Act. 1900, bas been filed pursuant to Бес. 12 of the 
Companies’ Act, 1907. Particulars: Mortgage dated 1890, securing £660. 


Buenos Ayres Grand National Tramways Co., Ltd. (28,374). 
Trust deed dated October $9th, 1908, to secure £200,000 conversion debenture 
stock (supplemental to trust deeds dated February 16th, 1900, December 9th, 
1901, and April 6th, 1906), has been registeréd, securing £700,000 similar stock, 
making а total of £900,000. Property charged: A certain concession, lands, 
property, undertaking and rights. Trustees: Trustees, Executors; and 
Securities Insurance Corporation, Ltd., Winchester House, E.C. 


Frederick Braby & Co., Ltd. (2,537C).—This company’s 


annual return was filed on October fth, when 20,(00 ordin 


and 2,500 pre- 
ference shares had been taken up out of & nominal capital of ,000 in 22,500 
work and 2,600 preference shares of £10 each. £9 per share has been called 
up on 


750 ordinary, £5 on 4,250 ordinary and £10 per share on 2,500 preference 
shares, resulting in the receipt of £192,0.0, including £20 paid on five forfeited 


shares. £13,000 (£4 per share) is considerea as paid on 8,250. Mortgages and 
charges: £55,000. 


Lancashire Dynamo and Motor Co., Ltd. (61.447).— 
Particulars of £75,000 debentures, created by resolution of March 14th and 
Jone 24th, 1907, and secured by trust deeds of even dates, have been filed 
pursuant to Rec. 10 (3) of the Companies’ Act, 1907, the amount of the present 
issue being £600. Property charged: Land in Trafford Park, Stretford, with 
premises thereon and machinery therein, and the company’s undertaking and 
other assets, present and future, except uncalled capital. Trustees: E. F. 


Bheppard, 65, King Street, Manchester; and A. Tongue, 86, King Btreet, 
Mancheeter. 


British Prometheus Co., Lid. 74.889).—Particulars of 
43.500 debentures, created by resolution of October foth. 19(8, have been filed 
phone to Sec. 10 (3) of the Companies’ Act, 1907, the amount of the present 
ssue being £550. Property charged: The company's undertaking and property, 
present and future, including uncalled capital. No trustees. 


Harper Electric Piano. Ltd, (87,135,.— Issue on November 


4th of £500 debentures, part of a series of which particulars have already been 
filed. (Amount now issued, £1,900.) 


Richard Pape, Ltd. (Electrical Engineers, London? (97,901).— 
Particulars of £1,000 debentures created by resolution of September 16th, 
1908, have been filed pursuant to Sec 10 (3) of the Companies’ Act, 1907, the 
amount of the present issue being £0. Property charged: The company's 


undertaking and property, present and future, including uncalled capital. 
No trustees. 


Veritys, Ltd. (49,784) —А memorandum of satisfaction in full 
of debentures dated January 9th, 1908, securing £40,000, has been filed. Par- 
ticulars of £60,000 debentures created by resolution of October 27th, and 
secured by a trust deed dated October 3ist, 1908, have also been filed pursuant 
to Sec. 10 (8) of the Companies’ Act, 1907, the whole amount being now issued. 
The above-mentioned trvst deed has also been registered. Property charged: 
Manufactory, warehouse and premises at Aston known as the Plume Works, 
works and premises at Plume Street known as the Victoria Works, wharf and 
other buildings in Plume Street aforesaid; and the company's other assets, 
present and future, including uncalled capitai. 'Trustees: Trustees, Executors 


and Securities Insurance Corporation, Ltd., Winchester House, Old Broad 
Btreet, Е.С, 


British L. M. Ericsson Manufacturing Co., Ltd. (76 061).— 
A mortgage dated November 19th, 1908, in support of an issue of 270. OO deben- 
tures from time to time outstanding, has been registered, Property charged: 
Certain lands, hereditaments. and premises in Beeston, Notts. Holders: 
National Telephone Co., Lid., Telephone House, Victoria Embankment, E.U. 
Particulars of 470, (OO debentures created by resolution of even date have also 
been fl ed pursuant to Sec. 10 (3) of the Companies’ Act, 1907, the amount of 
th» present issue being £57,000. Property charged: The company's unger- 


taking and property, present and future, including uncalled capital. No 
trustees, 


Anchor Cable Co., Ltd. (69,073).—A trust deed dated 


November 16th, 1908, to secure £60,000 debenture stock has been registered. ` 


Property charged: Land with premises thereon at Pennington, Lancs., and the 
company's undertaking and, property, present and future, including uncalled 
capital. Trustees: Sir James T. Ritchie, Bart., 6. Lime Street, E. C.; and Sir 
James F. F.annery, Bart., 9, Fenchurch Street, Е.С, 


North Staffordshire Tramways Co., Ltd. (12,663).—A state- 
ment of the total smonnt outstanding on July Ist in respect of mortgages and 
charges created prior to that date and not required to be registered under Sec. 
14 of the Companies’ Act, 1900, has been filed pursuant to Bec. 12 of the 
Companies’ Act, 1907. Particulars: Trust deed dated 1496, securing £93,300 


first mortgage debentures ; and second mortgage debentures dated 1598, securing 
£30,100. 


Glamorgan Tram and Constructional Works, Ltd. (100,209). 
Two debentures (1) dated November 17th and (2) dated November 18th, 1908, 
to secure £230 each, charged on the company's undertaking and property, 
үсе and future, including uncalled capital, һауе been registered. Holders: 


Н. Hallett, Radyr Chain, Llandaff, and J. Thomas, 7, Mulefant Street, 
Cardiff (Trustees of the South Wales Equitable Money Society). 


Ernest Scott & Mountain, Ltd. (32,760).— This companv's 
annual return was filed on October 24th, when 97,790 ordinary and 29,500 
preferred ordinary shares had been taken up out of & nominal capital of 
£150,000 in £1 shares (50,000 preferred ordinary). £1 per share has been called 
up on 75,720 ordinary and 29,800 preferred ordinary shares, resulting in the 


receipt of £105,590. 22,000 shares are considered as fully paid. Mortgages and 
charges: 455,700. | 


Electrolytic Alkali Co., Ltd. (Middlewich) (64,360).—Particu- 
lars of £52,600 first mortgage debentures created by resolution of July 9th, 1404, 
anıl secu:ed by a trust deed of even date have been filed pursuant to Sec. 10 (3) 
of the Companies’ Act, 1307, the amount of the present issue being £500. 
Property charged: The company’s undertaking and property, including uncalled 
capital, Trustees: Liverpool Mortgage Insurance Co., Ltd., 6, Castle Street, 
Liverpool. 


Electric Law Press, Ltd. (London) (72,435).—Particulars of 
41% debentures created by resolution of November Yth, 1908, have been filed 
pursuant to Sec. 10 05: of the Companies’ Act, 1:07, the amount of the present 
Issue being & O. Property charged: The company's undertaking and property, 
vreront and future, includius uncalled capital af any). No trustees. 


New Rottingdean Electricity Co., Ltd. (60,7 13).— Particulars 
of 42.000 debentures created by resolution of June 10th, 1108, have been tiled 
Urbuant to bec. 10 30 of the Corupanies’ Act, 107, the whole amount being 
now issued. Property chars. d: The company в undertaking and property, 
present and future, including uncalled capital, No trustees. 


Coatbridge and Airdrie Electric Supply Co., Ltd, :89,178).— 
A further charge dated November 2000, 1908, to secure £2,500, charged on the 
company's undertaking and property, present and future, including uncalled 


capital and the Coatbridge and Airdrie undertakings, has been registered, 
Holders: County of London Electric Supply Co., Lid., Mourgate Street, Е.С. 


Chloride Electrical Storage Co., Ltd. (35, 389).— This com- 
pany's annual return, made up to August 27th, was filed on October 14th. 
62,000 preference and 43,168 ordinary ebares have been taken up ont of а nominal 
capital of £135,250 in 62,000 preference, 43,1*8 ordinary and 80,082 unclassitied 
shares of £1 each. £l per share has been called up on 48,750 preference and 
16.950 ordinary shares, resulting in the receipt of £65,000. £40,168 is con. 


sidered as paid on 13,250 preference and 26,918 ordinary. Mortgages and 
charges: Nil, 


CITY NOTES. 


Adelaide Electric Supply Co., Ltd. 


THE directors’ report for the year ended August 31st, 19.8, states 
that with the sanction of the holders of the preference and ordi 

shares, a further 6,000 preference shares of £5 each were issued in 
April and May last, the whole of which were again applied for by 
and allotted to the public in Adelaide. The cost of the issue was 
£106. The profit and loss account shows a credit balance for the 


year of £12,962. After payment of the dividend on the preference 


sbares for the half-year ended February 28th, 1908, writing £606 off 


suspense account (consisting of the cost of the various issues of 
preference shares), and placing a sum of £1,000 to depreciation 
account, there remains, including the amount carried forward from 
the previous year, an available balance of £9,330, which the directors 
recommend should be applied as follows:—To dividend on 27,000 
6 per cent. preference sabares for the half-year ended August 31st, 
1908, paid September 1st, 1908, 23,92, to dividend at the rate of 
9i per cent. on 26,065 ordinary sbares for the year ended August 
3let, 1908, £4,559, carrying forward £879. During the year, a sum 
of £40,656 was expended on capital acceunt in the provision of 
additional land, buildings, plant and mains. The policy of extend- 
ing the company's mains into the residential districts surrounding 
the City cf Adelaide, is bearing good fruit; and applications for 
light and pu are coming in satisfactorily. To meet this demand 
an iseue of further capital will in due course become necessary. The 
additional generating plant necessitated by the company's contract 
for the supply of power to the Adelaide Municipal Tramways Trust, 
has been installed, and it is expected that the supply will be com- 
menced at an early date. The following table shows the progrets 
made by the company during the past five years:— 


Total equiv. 
Date. Lighting in Motors in 


rated connections Total units 
8-c.r. lamps. ше expressed in sold, 
uns 8-с.р. lamps. 
At August, 1904 .. 88,860 GTI н р. 55,551 7209,5 

„ 1905 39,690 935 H. v. 69,674 915,903 
di 906 .. 45,180 1,1*8 n.p. 82,536 1,151,190 
» 1907 .. 56,961 1,481 Н.Р, 102,756 1,984,178 
„ 1X8 .. 11,188 1,887 NH. r. 29,222 1,666,974 


Mr. R. Percy Sellon retires from the board of directors this year 
and being eligible, offers himself for re-election. 


Cordoba Light, Power and Traction Co., Ltd. 


Sin J. Inv CounTENAY presided over the statutory meeting of 
the above company at the offices, 62, London Wall, E C., on Wed- 
nesday last werk, when the following report was submitted :— 
“The company was registered on September 24tb, 1908, with a 
nominal capital of £500,000 in shares of £1 each. The total 
numter of shares allotted is 38,607, of which 1,007 are payable 
wholly in cash. Of these 504 are now fully paid up, and 503 are 
paid up to the extent of 1s. per share. 37,600 shares have been 
issued fully paid as consideration for 1,880 sbares of common stock 
of $100 each in the Cordoba Light and Power Co., of Maine, U. S. A. 
An issue of £200,000 of 5 per cent. debenture stock has been made, 
and the application money in respect of the same, viz. £20,000, 
has been received, while a further £80,309 has been received, being 
instalments on debenture stock paid in advance under discount. 


The CHAIBMAN formally moved the adoption of the report, and 
this was carried without comment. 


Underground Electric Railways Co. of London, Ltd. 


THE directors’ report to September 30th, 1908, says that sinse the 
date of the last report the scheme for the conversion of the profit- 
sharing secured notes and for raising further money by means of 
prior lien bonds, which was duly sanctioned by the Court, bas been 
carried into effect, and the voluntary liquidation which was песе" 
sary to carry the scheme under the Joint Stock Companies 
Arrangement Act, 1870, was closed under order of Court on July 
2186, 1908. Since the date of the balance-sheet the loan of £183,175 
to the Metropolitan District Railway Co. has been repaid, and the 
eum of £64,999 appearing in the balance-sheet bas been paid to the 
trustees of the power house depreciation fund. Halt-yearly 
accounts will, in future, be submitted to the shareholders, made up 
to June 30th and December 31st in each year. It is pro 

hold half-yearly meetings, and at the meeting to be held next 
February there will be submitted а balance-sheet mde up to 
the 31st inst., with a revenue account of the company {rom the close 
of the liquidation to the end of the year. The meeting to be beld 
on 21st inst. has only been convened in order to comply with the pro- 
visions of the Companies’ Acts, which, in effect, require a company 
to hold one ordinary general meeting in each year. The busines 
to be transacted will therefore be of a purely formal nature. 


| 
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India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd. 


Тнк fifty-fourth ordinary general meeting of the shareholders of 
this company was held on the 9th inst. at the offices, 106, Cannon 
Street, Major Leonard Darwin presiding. 

The CHainnan, in moving tbe adoption of the report (see 
ELECTRICAL Review, December 11th, page 1021), after referring 
with regret to the loss the company had Bustained in the death of 
the Hon. H. Marsham who had been a director for 21 years and the 
chairman of the company for seven years, said that as regarded the 
trading operations during the past year, he thought he might con- 
gratulate the shareholders on the fact that the board were able to 
recommend the payment of the usual dividend. During the past 
year they had been subjected in their trading to ups and downs 
aid uncertainties. The general turnover had considerably increased, 
altbough certain lines had been considerably below the average. 
Their French works had been unfortunate in the sale of some of its 
special lines; this had been, to a great extent, due to a staunch 
determination on their part to maintain the quality of their pro- 
ductions while being forced to reduce their selling prices, although 
not quite to the same extent as some of their competitors. In the 
opinion of the board this was a passing situation, and this opinion 
was supported by the fact that similar circumstances had not 
occurred for a period of years. The general electrical trade had 
not been at the standard one could wish. For the information of 
the shareholders, he might mention that they had 12 branches 
in the United Kingdom and nine abroad in addition to their ware- 
house at Paris; their works at Silvertown and at Persan in France 
depended very largely on these for tbe marketing of their produc- 
tions. Bad trade in South Africa, in Australia, India, and South 
America would adversely affect their general trading. The 
possession of foreign branches, however, often assisted in counter- 
‚ acting the effecte of bad trading at home. Amongat their special 
lines of manufacture he would like to refer to the Palmer tire which 
at present showed signs of considerable development, and the board 
felt that their investment of a large amount of money in this busi- 
ness was now beginning to bear fruit. It was flattering to them as 
manufacturers that one of the largest producers of motor tires 
should bave adopted, and was now advertising, the merits of the 
form of tread that the Palmer Tire Co. had been using for the last 
few years. The Palmer cord motor tire had done some excellent 
work in trials on the Brooklands track and elsewhere, and would 
wppear to be especially well-suited for use on the larger types of 
motor car. 

Мв. C. H. Moore seconded the motion. | 

The Снаівман, in reply to questions, said that with regard to 
meking up the dividend by utilising the carry-forward, the board 
had always been pressed by the shareholders to equalise the divi- 
dende, and that was the policy of the directors. As to the impoasi- 
bility of shareholders being able to obtain information regarding 
the affairs of the Palmer Tire Co., in which they were largely 
interested, he would point out that if they allowed one shareholder 
to see the accounts, they might bave rivals in business taking up 
the company’s shares simply to obtain inside information, 

The report was adopted. 


Provincial Tramways Co., Ltd. — The directors’ 
report for the financial year ended September 30th, 1908, states 
that the net revenue received from the local companies was 
£33,083, against £38,048 last year. The directors recommend a 
dividend upon the ordinary shares of 4s. per share, making, with 
38. per share paid in June last, the sum of 7s. per share, free of 
income-tax, for the year. The dividend on the ordinary shares will 
absorb £4,982, and leave a balance of £3,060 to be carried forward. 
In common with other tramway concerns, traffic receipts have been 
reduced by general depression in trade and bad weather during 
the best months of the year. This has caused a decrease in the net 
revenue of the local companies. The £175,000 of 5 per cent. first 
debenture stock was issued in due course, and has been fully sub- 
scribed and paid up. 


Blackpool, St. Annes and Lytham Tramways Co. 
—The directors' report that adverse weather and bad trade caused 
a shrinkage in the traffic receipts as compared with the two pre- 
vious years, but the net receipts on the company's own lines only 
show a decrease of £370. The traffic receipts were £27,290, of 
Which £4,917 was payable to the Blackpool Corporation, making 
the net total £22 372. while other receipts amounting to £779 made 
а total of £23,152. The balance to the credit of profit and loss 
account is 45, 479. | 


Costa Rica Electric Light and Traction Co., Ltd. 
—For the year ended June 30th, 1908, the net earnings of this 
company were £14 402, as against £14,303 inthe previous year. After 
payment of debenture interest and administrative expenses the 
surplus profit is £4,490, as against £3,961 last year. This profit 
will be applied to the sinking fund and the reduction of discount 
оп debenture issue account. 


Shawinigan Water and Power Co.—A dividend of 


1 per cent. for the quarter ending 31st inst. is announced. 


. Great Northern Telegraph Co.—An interim dividend 
of 58. per share, less income-tax, has been declared. 5 


Prospectuses.— British Columbia Electric Railway Co., 
Ltd.—Subscriptions have been invited this week for £500,000 44 per 
cent. perpetual consolidated debenture stock at 99. The issued 
capital is £1,300,000. The present issue is required for the general 
purposes of the company to meet business extensions, and more 
particularly in connection with the furtber increase of the capacity 
of the hydraulic electric plant at Lake Buntzen and with the con- 
struction and equipment of the Westminster Chilliwack line, 63 
miles in length, and of other railways radiating from and supple- 
menting the company's existing system, and also in connection with 
the Sumas Development Co. dyking scheme referred to in the last 
annual report. The list was to close on Wednesday. 

The Portuguese Wolfram Syndicate, Ltd.—There have this week 
been offered for subscription 15,000 shares of £1 each. 

Bambrakelly (Ceylon) Tea and Rubber Co., Lid.—This company has 
been offering an issue of 70,000 shares of £1 each for subscription. 
Some 200,691 rubber trees were planted on the estates between 
1902 and 1907. 

Gateshead and District Tramways Co.—Parr's Bank, Ltd., is 
inviting subscriptions until to-morrow for 10,000 shares of 4 10 
each, at £8 15s. per share. The shares are not a new issne, and they 
are not cffered by the company, but on behalf of the owners, who 
acquired them on or before the electrification of the undertaking 
in 1921. оа 


American Westinghouse (Co.—The New York 
Electrical Review and Western Electrician reports that the modified 
reorganisation plan of the Readjustment Committee of the West- 
inghouse Electric and Manufacturing Co., which has been under 
consideration for several months, has been declared operative, and 
apparently all that remains before the discharge of the receivers is 
the carrying ont of the formalities connected with the issuing of 
the new stock provided for, and, of course, other details which, 
now that the fundamentals are ready for promulgation and in- 
auguration, will be incidental to the course of'reconstruction. The 
stockholders were recently to meet in Pittsburg to elect new 
directors and ratify the various measures necessary to the com- 
pletion of the reorganisation plan. The merchandise creditors 
and the bankers who have been co-operating for the purpose of 
reorganisation will have a powerful voice in the affairs of the com- 
pany, and with this end in view the directorate will be increased 
from 12 to 16, divided into four classes, terving from one to four 
years each. Four factors have combined to win success for the 
reorganisation plan, and this success has been won against great 
odds. "These factors have been the loyalty of stockholders in sub- 
scribing for $6,000,000 worth of stock at par when it was selling at 
hardly half that price in the open market; the liberal co-operation 
of merchandise creditors in agreeing to take $4,000,000 of stock at 
par in settlement of that &mount of claims held against the com- 
разу; the participation of bankers holding $7,900,000 short-time 
notes of the company in coming to the front with 85 per cent. of 
the total amount and taking securities in payment of their obliga- 
tions. To these factors must be added that which has been most 
important and inspiring—the personal enthusiasm and optimism of 
George Westinghouse, president of the company.” 


Aluminium Corporation, Utd.—Sir James Sive- 
wright presided on 9th inst. at an extraordinary meeting of the 
above company, when a resolution was passed winding-up 
voluntarily with a view to reconstruction, and he said that the 
step was being taken for the protection of their joint interests. 
But for the big fall in the price of aluminium, they would have 
succeeded. Messrs. L. W. Hawkins (Moorgate Street) and A. H. 
Gibson, were appointed joint liquidators. | 


Stock Exchange Notices, — The 

appointed a special settling day as under:— 

Tuesday, December 22nd.— Toronto Power Co., Ltd.—£500,000 44 per cent. 
debenture stock. 

And ordered the undermentioned securities to be quoted in the 
Official List :— | | 

Montreal Water and Power Co.—Further issue of £29,000 first mortgage 
4 per cent. prior lien gold bonds (registered), Nos. 1,828 to 2,000 and 2, 701 to 
2,811 of £100 each. 

Toronto Power Co., Ltd.—£6500,000 44 per cent. debenture stock. 

Applications have been made to the Committee to allow the- 
following securities to be quoted in the Official List; 7 

British Columbia Electric Railway Co., Ltd.—Further issue of £100,000 
deferred ordinary stock. 

Buenos Ayres Grand National Tramways Co., Ltd.— £819,300 5 per cent. con · 
version debenture stock. 

Buenos Ayres New Tramways Co., Ltd,—£860,000 5 per cent, conversion 
debenture stock. 


Eastern Telegraph Co.—The third quarterly interim 
dividend of 1} per cent. on the ordinary stock for the year ending 
December 31st, 1908, is announced. 


The Mexican Companies.—It is announced in several 
daily papers that the directors of the Mexican Light and Power 
Co., though opposed to a lease of their company to the Mexico 
Tramway Co. on the terms proposed, are agreeable to amalgama- 
tion as an alternative plan. 


Anglo-Argentine Tramways Co., Ltd.—The directors 
have declared a final dividend to December 31st, in respect of the 
profits of the year 1908, at the rate of 5s. per share on the second 
non-cumulative preference shares, being at the rate of 10 per cent. 
per annum, less income-tax. A final dividend to December 318% 
next, in respect of the profits of the year 1908, of 3s. per share on 
the cumulative first preference shares, being at the rate of 6 per 
cent. per annum, less income-tax, has also been declared. 


Committee has 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Fort- Receipta for No. Route 
Locality. night | the of Total to date. | miles 
ended. fortnight. wks. open. 
| £ ё* £ ё | Ino. 
Aberdeen Dec 3,167 + 80 28 40,352 — 144 14.44. 
arr. „ 12 886 5. 10850 — 240 8 |... 
Bath ee ee Т) 9 1,251 t 51 l 49 26,307 — 2,247 | 18 ee 
Belfast ee Т) 11 | 1,261 t 952 , 87 184,503 a 77 87 oe 
Birkenhead.. oe ГІ] 18 2,060 + ЁЗ 37 89,669 + 884 18°62 ee 
Birmingham Corp. 4^ б | 129,907 + 197 96 | 298,881 |— 6,900 66°46, .. 
Blackpool Corp. Nov. 17 8,906 |— loss 37,978 — 983 (11°87: . 
„ -Fleetw'd. | Dec, ni 454 |+ "6 B 20,948 |— 1,700 | 8&'96 | .. 
Bolton RA „ 18! 4,167 — 20 37 85,994 |+ 1,234 | 6 | .. 
Bournemouth » 9, 2,464 — 203 | 86 61,583 |— 8,182 21-783 
Bradford |» Б! 8,019 — 85 | 168,487 |— 62 54.9 
Brighton „ 13 1.389 |+ 25 | 36 85,211 |+ 715 96, .. 
Bristol e [T] 11 9,540 t 432 eo ee ee 81 eo 
Brit. Elec. Trac. Co. 
Airdrie .. . | Dec. 4 489 — 118 10,766 |— 64 | 8°65| .. 
Barnsley .. » 4 B17 T1. 3. 8,532 |+ 483 | .. ә 
Barrow ee ee 4 399 тт 37 n 11,796 === 632 5:87 ee 
Cavehill ee ee n 4 105 CTS 4 op 4,225 + 156 ee эө 
Devonport „| aa 4|. ES r 63 u 22,495 |+ 888 |885| 
Gateshead . $9 x 4 1,951 — 86 [T] 48,130 + 40 11 25 ee 
Gravesend » 4 845 |— 66 | „ 10,158 / 1,681 | 6:5| .. 
Greenock.. 97 4 909 тт, 93 | » 25,846 — 6,162 TD ee 
Hartlepool n 4 897 — 92 „ 11,505 — 2,469 6-72 ... 
Kidderminster » 4 157 — 21 4, 5,493 |— 1421 x 
Leamington » 2 269 i+ 20 „ 8,352 |+ 583 8 |... 
Merthyr .. » 4 422 + 6 „ | 10259 1+ 44] 99|.. 
Metropolitan „ 4 | 10,626 7 1.8904 „ | 278,219 4 52,252 22. 
Middleton e-l a 4 578 — 12| y 17,106 53 | 85) .. 
Mid. Joint Com'tee| ,, 4, 11,001 |— 446) ,, | 217.187 |— 6,469 | .. |... 
Oldham Ashton » 41.028 — 814 „ 28,822 |— 2 1918 | .. 
Peterborough » 4 192 |— 16] ,, 6.150 — 28 |581|.. 
Potteries .. n 4| 3,768 — 148, „ | 87,469 — 2,652 | 29 |. 
Rothesay .. 1 4 a — 1 „ 9,761 — 508 |275| . 
Bouthport.. » 4 405 — 11 „ | 13,600 — 766 8·17 .. 
B. Metropolitan и 1 1.368 25 „ 89,152 |+ 457. 
Swansea .. " н 41 1.750 T 4], 45 611 |+ 1,072 12:6 | .. 
таео n 4 260 — 18 „, 10.872 — 788 | 8°76) .. 
eston · s· Mare o 9 52 — 1|, 6,720 — 206| 8 |. 
1Worcester „ 4 462 xs " 18,609 |. — 92575 
Wrexham oo | n» 4 287 + T| oe 4, — 4\.. |. 
Yorks. Wool. Dist. | ,, i | 1,684 |— 81 „ | 44145 — 853 17 
Miscellaneous ..| ,, 4 854 — 2 u 10, — 182|.. bas 
Burrley .. dec. ү 2481 |— 39 os së 75 1. 
Burton-on-Trent .. „ 18 471 — 27,87 | 10,059 |— 628 | 10 |.. 
Burg. | „ 18! 1,962 — 88 | 865, 48,908 |+ 1,687 51... 
Са iff et е LI] 5. 3,935 5 eg 36 78.278 == 107 Ф ee 
Carlisle i „ 19 ars — 20 49 8,712 1 13 . E 
Chatham and Dist „ 10 1,56 + 20749 38,657 |+ 2,901 | 14-98) 2-82 
Cork 10 Өй 68 | 49 92,672 |— 302 9-80 | .. 
Croydon „ 11 2470|— 87 37 52.439 — 658 11˙25 75 
Darlington „ 12 858 — 80 87 71,327 — 87. 
{Darwen Nov. 20 9344 — 14 33 | s1l|— 949 |486| .. 
Dover. Dee. 5 295 — 40 | 86 8.169 — 357 4755 
Dublin va 1 | 9,739 |+ 2: vs 127,706 —28, 887 |54:95| 5:6 
Dundee |. 9! 9,993 |+ 123 | 993 | 86,076 |+ 1,801 | 166] .. 
East Ham .. |,» 12: 1,708 1+ 437 82,577 — 1,034 | 8:48 | -68 
Exeter e|» do, 525 48 37 | 11567 „ 107 5.5 
Glasgow — .. „ 12 33,303 -- 405 766 — 8,556 90-5 1:5 
Hastings „+ т 10 1,4#6 + 3 ee ee ee ee ee 
\ Huddersfield „ 0| 1,857 — 173 28 57,681 |— 564 |28°6| $ 
Hull .. oe M p 4,752 |— 87 90,894 — 481 | 18 m 
Ilkeston es u 9 294 |—— 17 96 5,292 |+ 66 | 85|.. 
Ipswich os T w Т2 578 — 88 87 14,840 — 371 105 
ilmarno ec. „ 5 18 — 10 29 4,448 — 95, 426 .. 
Lan'kshire Trm. Co. „ 10 2347 — 69 49 | 63,801 |+ 8,101 | 17 | 118 
Lancashire United үз 9 2,239 |+ 10 49 65.179 |+ 2,884 | 89 1 
Leeds we e|.» 5 11,405 — 896 | 88 | 238,831 |+ 8,449 96°75] 25 
Leicester „ 12 4104 — 6 |... is | Р 
Leith.. n 5 | 9:8 29 293 15,759 — 5 6 se 
t Liverpool Nov. 28 | 10,280 + 147 | 4B | 512,324 |—10,302 | 104 | .. 
L. C. C. Pe .. | „ 28 67.944 48.766 . 1,226,817 + 188.411 1213 | .. 
London United .. | Dec. 12 10,047 |— (858 .. | 326,215 |+ 8,442 : a 
Lowestoft .. a: „ 12 292 — 18 | 11 I; — 10 3:5 | .. 
Manchester sc 2 | 98,231 — 84.87 | 660,259 414,6 89:5 | 11 
Newcastle .. „ 12 7,696 — 292 87 | 143,9-6 |— 8, A Sar 
*Newport ee oe ve 5 | Екб Е 36 ‚ 86 23,930 — 1,144 ee 
Northampton. Nov. 10 | 482 + 752 , 273 | 18,8 5:5 | ao 
Oldham . . | Deen 13 8497 — 251 37 783.431 — 664 287] ° 
Pontypridd .. з b 718 4 215 | 36 18,794 |+ 4,089 | 5°5 | 1°95 
Portsmouth. „ 12 | 8181 + 194,87 75,935 i+ 811 | 146 | .. 
Preston ji 1,823 |— 40 | T TARF 
Rotherham .. „ 10 1,105 — 15 864 | 22408 | & 41 10 *66 
Salford „ 14 8.490 — 245 87 | 173,810 + 673 41:25| .. 
Sheffield oo | gp 18 10.520 = 418 | 364 | 209.062 = 2,987 | 87 | 1:96 
Southampton , 9 1.831 — 57 96 | 89.548 (+ 1484 | .. |.. 
Southend-on-Sea .. „ 9 576 i+ 10 87 | 15864 |+ L628| .. |... 
South Shields ..| „ 12 982 — 30, 87 20,858 — 866 |.. |. 
*BwindoD ee ee 91 9 114 — 87 ee ee е 4:4 ee 
eside œe И m 9 748 — 4 | 98 9,673 |— 916 8:87 | .. 
allasey .. e|,» 12 1,694 |+ 102 | 864 | 83,381 |+ 1,798 | 8/72 
Walthamstow ee „ 12 988 |+ 81 93,975 |+ 1,915 | 9 Ve 
Wes Ham . „ 8 4.220 — 45 | 86 79.894 |— 8,852 | 15 | °8 
Wolverhampton „ | 1,499 |— 7486 80,547 |- 767 |128] .. 
Baker 84.-Waterloo | Dec. 12 6,525 |+ 645 | 24 | 73,190 |+18,135 | 495 1 
Cen. London R „ 12 | 11,640 |— 589 | 24 | 171,916 |+ 45,869 | 682 | -55 
Cher. +,Eus.Hamp.| ,, 12 | 7,180 [41.280 | 24 | 80.900 |417,275 | 7°78 | .. 
City &B. Lon. Bly. | „ 13 6,453 |— 485 | 24 | 78,022 |— 2,488 | 7°8 |106 
Dublin- Luoan Rly. „ 11 217 |+ 51 | 28 8,291 |+ 92) 7 we 
G. N. and City Rly. | „ 12 9,929 — 747,94 | 82,865 — 8,185 | 8'8 |.. 
G. N., P'dy. &Brmtn.| „ 12 | 11,440 141,215 | 94 | 124,015 (420.995 | 9°25 | +25 
+ U'pool Overh'd Rly.| „ 1,280 i— 23 82,110 — 8,680 | 6:8 48 
Mersey Railway . „ 12. 4,008 24 45,831 |+ 1,128 | 18 
Met. District Rly... | ,, 12 20,019 12.613 24 | 221,662 1€ 85,170 4 
Anglo-Argentine .. К 9 64,310 '4 16,52 49 1,058,276 + 231,766 48 
Auckland. oe „ 1 18,524 41.7307 489 | 119,870 423,019 | 29-8 31 
Bombay (B. E. T.) . Nov. 19 5,419 + 513 45 111.378 719,191 oe 
Brisbane oe ee oe 30 i 14,504 + 934 ' ee ee е * 
Calcutta .. Dee. 12 060,728 1.160 ds "P 
{Kalgoorlie W.A... Nor. ' 8771, .. |48 i 42957 . 040905... 
Madras cece, e 15 1149 — 18 46 | 95827 T 1,800 12 76 
Persib (W. A.) ee Dec. 11 2.877 + 55 60 1 884 


65,325 | ' * ae 


.... — ae 
* Compared with the corresponding period of 1907. # One week only. 
{ Includes horse, steam and other receipts, § One month, 


STOCKS AND SHARES. 


Tuesday Afternoon. 
Ir is the Balkans business which now provides the principal hub 


upon which Stock Exchange prices revolve. The peace prospects 
look clearer, and quotations reflect the cheerfuller view. Again, the 
cables bring what is read as bad news, and a slide starts again. 
May be the outstanding financial feature is the multitude of new 
issues which are crowding upon опе another's heels before Christmas, 
while others are known to be in course of preparation for launching 
early in the New Year. Really cheap stock goes off like the 


proverbial hot cskes; other issues find that the public taste is fickle 
as ever. 


The boom in electricity supply shares is over, for the time being, 


but the market finds a fair amount of quiet support still accorded. 
Prices more than hold their rises, and there has been no further 
progress made with tbe fall which threstened to bresk out last week. 
Charing Cross, City of London, and Westminster Ordinary are all 
4 better. Brompton and Kensington Ordinary regained their lost 
5s.; County of London put on 108. and the S:cond Debenture 
Stock a point. London Electric Preference bardened 2s. 6d. On 
the other side of the shield, Chelseas are again lower. South 
Metrcpolitan Ordinary have held their substantial rite. 


Movements in the Mexican group are upward, upon the renewal 


of the hope that working sgreement or amalgamation may yet be 


possible. The Light and Power Company's issue gained 7 to 13, 
and the Tramways sbares rose 14 to 139. Rio Trams put on 21 to 
795, Sao Paulos remained strong at 160. There are rumours that 


the latter may be split. The incessant Mexican circulars are 
becoming rather tiresome. 


British Columbia Railway 44 per cent. First Debentures rose 1 
on the issue of balf a million new 4} per cent. Debenture stock at 
99. The existing stock, of which the new forms part, is quoted 98 
to 102, the next half-year’s interest payment being due on March 
30th, 1909. Тһе new stock carries а t mall advantage, in that it 
will receive a full six months’ interest next September 30th, 
although the last call is not due until July 6th. 

British Electric Traction Preference are z down to 33, bat the 
First Debenture is a point better, after being weak. 

Anglo-Argentine Tramways Second Preference strengthened (0 
93, altbough there is yet another Buenos Ayres Tramways Company 
projected, and an issue of the new company s First Debentures may 
be out before long. 

The old Underground railway stocks are good, on the weather, 
а mud-spattered member suggested. Metropolitan Consolidated and 
Districts are both higher. Other Tube sto ks have hardly moved, 
bat the dividend declaration from the Central London is awaited 
with considerable curiosity. City and South London sbed j. 
Great Northern and City Preferred sbares continue to be quoted at 
58. to 15s, Underground Electric Railways 6 per cent. Income 
bonds have more than regained their fall of last week, and Pr. or 
Lien bonds are up again to 934. 

Telegraph stocks and shares were naturally not rendered any the 
more buoyant by the Maasion House meeting last week in support 
of cheaper cables. Bearing in mind their previous tendency to 
weaken under wire lees telegraph influences, it is, perhaps, rather 
surprising that prices have not given way more than they bave 
done. Anglo-Americans are very flat on the call for cheaper cables 
to Canada; the Ordinary and Preferred show heavy losses, as well 
as the Deferred. The Eastern group, however, is unchanged 
except for } fall in Eastern 34 per cent. Preference stock. West 
India and Panama Seconds lest 58, while tbe Debenture stock 
moved up 10s. Indo-Europeins lost another sovereign. The 
Trust companies’ issues have not moved. 

National Telephone First and Second Preferences are both 5e. 
better, otherwise telephones have been inanimate. 

The manufacturing list is featured by a rise of 3 in British 
Westinghouse 4 per cent. Debenture, а speculative buyer finding 
some difliculty in picking ор any stock at all. The 6 per cent. 
Prior Lien Debentures are changing bande fairly often upou the 
basis of 954—963. Britieh Aluminium Preference of both kinds 
continue to advance. British Insulated Preference rose 2s. 6d., and 
Callender's Preference, showing 2s. 6d. fall, are cz the ume amonpt 
for dividend. Inquiry for General Electric Oo., Ltd., Preference 
caused the price to rise 5s., though the 4 per cent. Debenture stock 
at 85 isa point lower. Telegraph Constructions receded. Rubber 
shares remain idle and dull, and Industrials on the whole have 
just cause for complaint that they are neglected by the public. 


Å 


Eastern Extension, Australasia and China Tele- 
graph Co.—An interim dividend of 2s. 6d. per sbare for the 
quarter ending September 30th last has been declarcd. 


United River Plate Telephone Co.—An interim 


dividend of G per cent. on the ordinary shares for the half-year is 
announced, 


France.—The report and balance-sheet of the Societe 
des Treflleries du Havre (anciens Etablissements Lazare Weiler), 
forthe last financial year, shows a profit of £119,528, as com 


pared 
with only £87,710 in the preceding 12 months; a dividend of 
10 fr. per share is being declared. 


— — — 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 
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А ug д є ШАКЕК Е took | : (aO, | Business done | p; n 
Present NAMB, or Dividends for the last pee aes 3 | week ended Ае ы E s 
lasue. Bhare. four years, Dec. sth. Dec. 15th, Dec. 15th, Fall per cent. 
i ea 1904. 1906. | 1906. | 1907. Highest Lowest. 4 8. d. 

$6,000 N теокгарп Со.'в shares, Nos. 1 to 95,000 10 Nil Nil | Nil | Nil 21— 8} t m 23 E | x va Nil. 

186,700 do. 6 % Debs., Nos. 1 to 1,950 Red. 100 Nilj595,,695, 692, | 9 — $5 92 — 95 oe бв b 5 8 
@181,551, Ane йй Telephone & Telegraph. Cap. Rtock .. | $100 | 745 | 78% | 8 % | 8 % | 182 —185 132 —135 T T — | 518 6 
858. 000.00 De. Collat. Trust, 4 Bonds, 001 4 and) 31000 |4% % % 4% 96 — 9 96 — 98 „Кш De aes ALS 
698,180 | Anglo-American Telegraph — .. .. ...  ..| Stock | 23% | 84% Bi | 8425 58 — 61 55 — 58 di ni —8 6 0 8 
8,900,910 | Do. do. do. 6 % Pref, T ‚. | Btock | 59% |6 h 6 6 % 102 —103 974— 994 101 974 —4 6 0 7 
8,200,910 | Do. do. do. Deferred Stock i | 495 14% | 1 95 16 — 164 151— 154 16; 153 —1 6 8 0 
60,000 | Anglo-Portugneso Tel., 5 % Mort. Deb. Btock Red. | 100 . |6% |5 5 % | 100 —102 100 —102 % vd Ps 418 0 
44,000 | Chili Telephone, Nos. 1 to 44,000 b 8 88 8 B — 83 8 — 83 m Ра 414 1 
9,988,376 | Commercial Cable Sting. 500 year 4 % Deb. Bk. Red, Воск | 4% | 4 4 4 4%} 87 — 89 87 — 89 881 87} x 4911 
cool be 109, Pret. .. о . 10 ho i 10 % 10 $ 10 т 1 vi t " й 1511 

U oe ee ee ee . 

‘ool De eee 10 9j Com, Pret!’ | 8 10 4 ho $ 10 hi 10 g B — 9 3 — 9 95 5 6 1 

, 0. m. . ee — == ee , 

80,000 Do. do. 96 Debe. ek si 50 44% 5 % 43% | 100 —103 100 —108 А А 8 14 10 
60, 7101 Direct United States Cable 20 ot 4 d 44%, | 18 — 134 122— 1 22 2 — { 6 8 4 
47, 001 Direct W. India ee Deb. 100 1,200, R. 100 4 % 4496 | 44% | 45% | 101 —103 101 —103 s z zs 475 
6,000,000 | Eastern Telegraph, oe t e. | Воск | 7% |7 25 | 1 95 7% | 129 —184. 129 —184 182 | 199 ы 646 
$,000,000 Do. Pret. Stock .. 100 | 84% | 84% | 84% | 84% 803 — 853 83 — 85 m 8 | —4 124 
1,806,706 Mort. Deb. Stock. Red. Воск 14% |4 4% | 4 % 1033 —1053 1034 —1054 103 1 $3 817 8 
zt ul np C pde TESS ee 
16 * toc " toc тез — 
269,700 vr Afric, Tel.,4% Mt. Db. , 1 $o 8,000, red. 1909 100 14 4 T 4 9, | 100 —102 100 —102 s i is 818 5 
200, 0001 Do. Reg. M. Debs. (Mauritius вар ) 1 08,000] 2% |4 9% 4 1 4 % | 994—101 99 с E Еа К 8 18 10 
181,127 @ elegrapb and Trust... аё es 10 58 | 54% | BA% | 549, | 104— 1 1 10 10% 10} ae 511 
181,127 Do. do. 6% Pret... |.  ..| 10 б 6% 16% 6 % | 126— 138 126 — 13d 1 13 4 9 9 
150,000 | Great Northern Telegraph, of Copenhagen.. s 10 24 2435 |90 9% 20 30 — 82 80 — 82 6 56 0 
14,8001 p E NOE а % ist Mors || 100 | 44% | 44% | 44% | 44% | 101 106 | 101 —103 » ' 476 
17,000 | Indo-European Telegraph M 5 a 25  |19 % 18 18 % 1895, | 54 — 67 55 — 56 53 ye А 611 7 
W eee a СЫ E BoB | е = | ЕЕЕ 
[) D о 4 um ee oe ee == ы 10 oe ee 
804,190 | Marconi's Wireless Telegraph. ee vi 1 Nit Ni Nil | Nil i- È — 10/74 E vi Nil 
72,680 | Monte Video Telephone Co., Ltd. Ord. * e 1 4% 5 P 6 6 4—1 — 1 АР oa 5% 6 00 
86.492 Do. do. do. 5% Pre | 1 [6% 16% 15% [5% d- th Ano $ B — |681 
9,225,000 | National Tele hone, Pref. Btock um š .. | 100 6 6% 16%] 6 95 | 1054—1104 1084 -1104 1094 1093 БЕ 5 8 7 
8,725,000 Do. о. Def. Stock © ‚‚ | 100 5 b P 6 % | 116 —118 116 —118 117 1183 © 5 1 8 
15,000 Do, do. 6 % Cum. 1st. Pref. vx 9 5 10 6% 16 6 6 | 103— ui 103— 114 105 Ax + 1 5 4 4 
15,000 Do. do. 6 % Cum. 2nd Pref, .. 10 6% | 6 5 (5 102 — M 104— 114 «s es t 4 611 
250,000 Do. do, 5 9% Non- cum. 8rd P., 1 to 260,000 5 5 | 5 4 5 5% | Бра Буа Буг 575 .. oe 2s 471 
3,000, 000 Do, do. 84 % Deb. Stock Red Stock | 34% | 84% | 84% | 84% | 08 —100 —100 " i ; 810 4 
1,716,698 Do. do. 4% Deb. Stock Red. Ее 100 4 4 55 4 4 101 —103 101 —103 1023 1013 817 8 
179,813 | Oriental Telep. and Elec. 1 to 171,504, full 4 peid .. 1 64% | 7 8 11— ij 1 11 8 * 5 16 4 
Em dm m Re ca | ad [SPEER IES] сы | ata 13 

b O. е е ee oo € == oa ee eo 
99,400 | Pacific & European Told o Quat; Debs.,1001,000; 10 |49 4 4% | 4 % 101 —108 101 —103 is es T 817 4 
100 Teer none Co. of Ezypt 9% Deb Ee лю [2^ ma Th aye 1004105) 100—102 т H 475 

; elephone o gyp ; . б ош V ^ —102 = : 

8,083 | Submarine Cables Trust. ee oe 6. | Cert, | 6 6 6 &% | 6 % | 127 —180 127 —130 1273 Я 412 4 
100,000 | United River Plate Telephone ;` 5 |8 8 ф 8 Ф 89% | 68— 74 6#— 7 64 516 4 
40,000 Do. 5% Cum. Pref., Nos. 1 to 40,000 Б 5 % 5 & 5 5 4, 5— 5 5— 6 . 41011 
80,008 | W. Coast of America, 1 to 30,000 & 58,001 to 53,008 9% | Nil! Nil i 21 1 li 1 T T : 4 8 4 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 100 4 4%/4 4 % | 101 —103 101 —103 817 8 
907,890 | Western Telegraph, Ltd., Nos. i to 207,930.. — ..| 10 7 7% 179% |7% | 128— 184 123— 183 18 128 T 5 о 8 
800,000 Do. 4%, Deb. Stock Red. 100 4 % 4% 4% 4 4, | 102 —104 102 —104 " is 8 16 11 
88,321 | West India and Panama Telegraph .. a e 10 Nil | Nil | Nal | Ni à— 2 i— È T Nil 
84,568 Do. до. 6% Cum. let Pref. e e| 10 {69% 69,|895,1625, | Ti så 28 — » 778 

4,669 Do. до. 6% Cum. 2nd Pref.  ..  ..| 10 | Nil] Nil! Nil 26 7j— 5] 7À— 75 775 i 214 1 

ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
„ cama аше С % | 6% 8% озін 9 | а-а 98 95| +a | 414 9 
el., , 

860,007 Do. 6 9% Cum. Preis., 1to 20,007 .: 6 154% | 649% | 5396 | 53% | 66 — бв 63— 68 | 63 649 644 
366,600 Do. Permanent, 6 % Deb. Stock, 1888 100 | 6% 6% 6% 6% 143 —148 143 —148 | H4) 143 . 42 2 
$86,100 | Auckland E. Trams, 5 % 1st Mort. Deb, Bock... | 100 5 % 5 Ф | 5% 5% | 102 —105 102 —105 .. . z 415 B 
880,000 ` Babcock & Wilcox, 1 to “530,000. " 1 20 95 20 % 90 % 20 % | Bi&— dra 803— 175 80/73 ШЫ, I 418 2 
100,000 ро, do. 6 4, Cum. Pref., 1 to 100,000 .. 1 | 6 6951695, 6 76 {ж lf т 36 42 425 . 8 13 10 
oa 00 Бор Aluminium, ШҮ 1 to 40,000 .. a "T : i | п | 14 і 0 215 2 3 — at 65/- 9 | | { 15 g^ | 

[] O. do. Cum. re ee ee ! і a= pé s. 

40,000 ` Do, . do. "6% Cum, Prei. 6 16 6% 6% ! 6% =d 91— 4i .. | e z 112 
12,497! Do. do. 4% Funding Certs. .. i; 6 4 $ 4 P 4 g 4 % a 105 1 oe ө | ө 1 13 п 
48,478 | Do. do. 5 % Ist Mort. Deb. Stock Red. Stock | 6 6 b 5 7e | 105 —108 » —1t* e „р. | 
800,000 Do. do. 53 Y Loch Leven Debs, ..| 100 vd vs | 54% 54% 953 — 1004 98} —1004 ix .. ee | б 15 i 
400,000 | British Columbia E. Rail Def. Ord. Stock .. .. | 100 6 6 6 | 8 % A 5 116 a T | 136 | ve : 1 
400,000 Do. 5 % Pref. Ord. Btock А oe ee 100 6 % 5 Ф р 2 АЫ 1013—1094 T ~1094 | 1001 s | e. | 4 T 9 
383,000 Do. 43 9 181 Mort. Debs. „ 1 to 6,250 . 40 у 44% n. 965 ! ү е pon | | 015 Б 
20, O0 | Do, 44 % Vancouver Power Debs. al to 2, 200! 100 4% , 44% | 4%% ET { | | cy AR poe Е 
188,801 , British Electric Traction г | 10 |6% 8%) Nil | ES i { | 45 — " 76/3 И 712 
161,487 Do, do. 6% Cum. Pref, .. .. 110 6% 6 2 6 96 s KS di 5 91 2 97 92 | óià E 5-351 
1,478,658 Do, do, b Ф re .Deb.Btock .. Stock | 6 % | 6 5 % % ш, 78 — 75 - 520-1 
628,936 | Do. do. 44 % 2nd Deb, Btock Red. 100 43 | 449% | 45% 4% 7 „ш 61 — 7 „ 1 210 
100,000 | British Insulated and Helsby Cables s aa 5 |8 %8% 10 10 E "E ti— 6 їв (à | 4124 
эуе ee % уу 5 4% 4% at 40% | 108 10 10, —108 из — 41 43 4 
500,000 Do. do. 44 9, lst Mort. Deb. Red. 106 ie nos 449 4% рш ави i aa i13 
308,440 | British Thomson-Houston 4 1 85 DD No E 100 4495 % | 49% | 44% a : " КУ КЕ "d 
British Westinghouse 6 % Pre to an : i! Nil | Nil — - "m Vx 
sym 215,001 to 475 si) asy 4% | 40 — 45 18 — 48 44} 48 | 86 8 
1,016,858 Do. do. 4 Mort. Deb. Stock .. | 100 13 © к a — th ти 1 .. U > Nil 
9080 ан; Lindley & Co., : 55 о : : Nil Nit; Nil | Nil 1175 to 16/6 ZI to 15/ E. : НП 
106,781 | Brush Electrical Engineering, Ord., 1 to 106,781. 2 Nil | 24% у S us € i i Е Nil 
150,000 Do. do. Non-cum, 6 $ Prei. 2 6% 6% 4 " 449 65 — 10 65 — 76 15 | . 6 8 7 
125,000) ро. do. 22 Perp. Deb. Stock. Stock 9% oe 40 | Hos 49 — 53 49 — 53 Е i 8 910 
mee ae: ез до. o Perp. and Deb. Stock.. а 34 EN | se 6 Wa i 5 4} - 5 | TES. T 6 00 

, cutta Trams, 1 to 137,010 .. | ee 2 ( К | 415 3 
45,304 Do. b, Cum. Pref., Nos. 1 to 2,830.. | Б | .. 5 Ф e от, TUM e 1 
560 k.. 100 49% | 44% | 44% | 44% 

,000 Do. 4 % 1st Deb. Btoc ax ee 4 ? 16 15 4 9 — 10 9 — 10 0 M UM 7110 0 
85,000 | Callender’s Cable Construction shares T e» b 1 к 15 % 545 T B- 5 bà— 5 xd 5g В = 4.8 11 
r AED 490% 400% | ane ч | 1074—1094 a 42 2 
800, 000 Do. do. 43 o Ist Mort. Deb. Btock Red. | Stock 43 7o 44 t Nil | Nil 1— i— 4 ! ak Nil 

191,222 | Cape E Trams. . 1 to 491,222 2 oe T 1 b 76 25 8 Ф 19 95 13— d 114— 113 39/. 31/6 710 4 

450,000 | Castner- Senne и 1 17 450,000 1 4% % 44% 43% 103 —107 103 —107 N É ise 4 611 

410,153 Do. о, let Mort. Deb. Btock 100 4496 oe | 44 | 8% | 64 — 66 64 — 66 65 Ку » 4 10 11 
1,898,610 | Central London Баптау, га. Stock... . | Воск 4 4 у 4% | & — 86 84 — 86 = 418 0 

658, 195 Do. do. 4% Pref, Btock .. „ Stock | 4 4 & 2 | 0—59 EU — 59 iN Е К 8 16 ll 

658,196 Do. do, Det. do. oe ee Brock 4 % i 200 249% 293 — 803 29 — 80 80 293 == 3 7 1 
1,480,000 | City and South London Railway e. „Stock | 922% | 14% 


E 


Fein,, Е + A period of nine months. 1 From Manchester Share List. 
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SHARE LIST OF ELECTRICAL COMPANIES.—(Oontinue,) | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(Continued) 


Presen Stock Closing Closing Business done | Rise +| Pr 
еуен NAME, or күтө n Quotations чоно week ended or Yield. 
Bhare, Т ы Dec, 8th. ec. 15th. | Dec. 15th, 1908. | Fall — | per cent. 
ы 1904. | 1906. |1908, 1907. Bigbest|/ Lowest 4 8. d. 
m Crompton & Oo, Nos юы. ay | 8 | Ж% 2% 5 „% 5 % 1—1 | Ma и 2% P 0 0 0 
Bags e ыер e e | К АША АБАН 
276,880 | Do, dc. 4% Deb. Stock кнн А 100 44% | 4 “ae à | 10 108 101 1047 , | - 
60,000 | Dublin United Trams. (1896), 1 to 60,000 .. ..] 10 6 6 6 de | 114— 194 114— 123 E is " 5 40 
60,000 Do, 6% Pref, between 1 and 60,00 | 10 8. 69% 2. |69 ! 18—14 18 — 14 a „ er aa 
99,261 | Edison & Bwan Utd., “A” shs., £8 pd., 1 to 99,961 б 2 4 44% | 44%! a 3 .. T : | 1612 6 
11,189 Do. '! А” shares G 2,180 vs 6 ai 4 4 43% ^  M— si lá— 2 t . . 8 69 
817.875 Do. ` 4 % Deb, Btock Вей... ..| 100 49?5|4 y: d 76 — 79 76 — 79 25 ss ss | 6158 
67,720 Do. B% md Deb. Stock Prov. Certs. all fu. 100 |5%|Б%|54%|5% | £6 — 89 86 — E9 » . e, 5124 
112,100 | Electric Construction, 1 to 112,100 2 [4% Ni | Nil | Nil à— à— à ое к Nil 
81,900 Do. do. 1% Cum. Pret., 1 to 81,890.. 2 7 7 7 % 1 % 1 T 1 1 — la ee • Я 9 6 8 
25,000 | General Electric Co. (1900), 5 % Cum. Pref. xs 10 b 6 b E 7— 7 74— 75 m ee + | 61111 
, 200,000 | ро, ао 4% Mort Deb. . Stock | 4 % | 4 4 4 Bi — 88 B3 — 87 a © — 412 0 
78,000 Gt. N. & City Rail. Pret. Ord. “ А " 4 %, 1 to 78,000 10 4 4 4 4 1— 3 1— > С ee 6 18 4 
96,000 Greenwood & Batley, 7 9 Cum. Pref. ee ee 10 1 1 1 7 % 104— 103 104— 104 9:9 а ee в 10 3 
80,000 Do. do. 6 % Mort. Debs. ee ee 100 5 Б 6 5 & 102 —108 102 —108 ee ee + 8 4 16 10 
9000 W W. J.), Telegraph Works, Ord, .. „её 2 15 T 15% 15 5 15% 11— 12 114— 123 - " px - | 6 00 
U O. О, 4 Pref. ee ee 4 5 —, 5 5 — 5 oe ee 4 1 10 
150,000 Ро. : do. ay Mort. Deb. Stock | Stock 1105 4 4455 105 — 107 105 — 107 106} ae - 441 
60,000 | India-Rubber, Gutta-percha & Telegraph Works.. 10 5 1 10 10 % | 168— 178 168— 173 : | ee 
87,500 Liverpool Overhead way, Ord. .. we as 10 4 ми | N 4% 1— 1 1— là T T e. 47 8 
10,000 |t Do. do, Pref, fully paid. 10 |5 5 5 5 „ 4— 4 4 — 44 і ws .. 1193 
600,070 London United Trams. (1901), 1 to 60,007 ee ee 10 6 5 8 8 8 * 6 6: ee ve е 4 8 11 
809,990 Do. do. 560,008 to 100,000 : ..| 10 |6%|8%|8%|8% 6 5 e 43 1 
195,000 Do. do. Б Y Cum. Pref., 1 to 125,000 10 b & 5 5 Б % 44— 54 4 5 97/6 : : 9 110 
1,881,000 Do. do. 495 1st Mort. Deb. Stock. | 100 |495|4 4 $ 1 67 — 72 67 — 72 10 694 . 611 
5,782,062 | Metropolitan Consolidated — ..  ..  ..  ..| 100 3 % 2% 1. 9% | 854— 86% 36 — 37 87 8g 4 1171 
9,640,914 Do. Surplus Land dg  ..| 100 І ae 21% de 67 — 69 67 — 69 T : . 819 9 
8,285,000 Do. District  .. M «x ..| 100 Ni il il | Nil 124— 131 183— 133 132 13} +4. Nil 
814,016 Me litan Electrio Trams., Defd.. . ee oe 1 Nil Nil Nil Nil — fy ae ee Nil 
600,000 | do. 6 95 Cum. Pref. .. 1 Б b 5 5 4o = T á 15/9 . es 519 6 
823,800 Do. do. 4$ % Deb. Stock Red. | 100 ug 275 43 44°% — 95 93 — 96 944 94 +1 418 9 
945,500 Potteries E. Tro, ee on ce ef ae ee 1 5 4 4 4% ee Фе oe 8 0 0 
945,500 Do. 6 % Cum. Pref. ee ее es 1 Б e 5 b b 96 à = - 4 oe П 6 17 п 
945,000 ро. 44% Deb. Stock ..  .. 100 | 4495 | 44% | 449% | 44% | 90 — 93 90 — 93 934 931 | 4148 
, 81,800 | Telegraph Construction and Maintenance. ..| 12 (15 & 15 % [15 1105 81 — 88 804— 824 82 34 | — 4 matey 
150, 0001 Do. 4% Deb. Bds., 1 to 1,500 Red., 1900 | 100 |4 % 4 4 5 4 % | 1015—1034 1014 —1034 : e | 317 8 
1,000,000 | Underground Electric Railway, 6% Prior Lien .. - .. T ds oe 924— 933 93 — 94 94 923 +4 A 
2,800,000 Do. do. 4 % Bonds.. oe ee es ee ae oe ee 73 ud 75 73 Pe 15 oe ee 
4,900,000 Do, do. 6% Income Bonds A T M E: 18 — 20 20 — 22 218 2 +a l 
66,666 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 1 Nil | Nil | Nu 10 % — id — 8 | -- 10 00 
66,666 | Do. 8% C. P., 80,001 to 80,000 & 195,001 to 141,668 | Б 1] „ [6%| 9й— 22 оў— 91 : e [088 
246,404 Do. lst Mort. Deb. Stock ы; - #% 4% 14914 9% |4 % 1 68 — 12 68 — 72 ai 6111 
ELECTRICITY SUPPLY COMPANIES, 
15,000 , Bromley (Kent) E. L. & P., 1 to 15,000 oe 5 59% Bios 54%, | 5A% 48— 18 438 — 43 is T oe 5 11 5 
70,000 Do. do. 44 & 184. deb. stock .. | 100 44% | 44 i | 94 — 98 94 — 98 ans o О! 410 0 
xc | Brompton & Kens. Elec. Lt. Bup., as H to 20,000 6 |10 ф 10 % 10 $ a — 8 вА— 9 8 5 Bí | +4 | 512 8 
, 1 \ * 0. m. ef. b 9. 7 7 7 8 — 8 — к ee 4 2 4 - 
886,876 ! Central Electric Supply 4 % Guar. Deb. Stock .. | 100 4 4 4 4 98 — 101 99 —101 xd ie is 819 8 
80,000 | Charing Cross and Strand Electricity Supply a 5 8 g 5 Б & 5 & 41— 43 48— 48 91/6 86/3 + 6 27 
80,000 Do. do. do. 44 % Cum. Pref. 5 44% | 43 4396 | 4495 4&— 4g 4k— 48 | 85%) ee 417 4 
80,000 Do. t! City Undertaking” ux Cum. Prt. 5 445 44 4 4495 Bi— 44 Ui— dtd ee | . js 5 16 2 
445,736 Do. do. 4% Deb. Stock Red. ..| 100 4% 4% 4% 4% 97 — 99 j 99 — ii . [418 
49,436 | Chelsea Electricity Supply, Ord. ЗР “+ б 6 $ 6 44% 3j— 4} 8j— 4 КИ" — 3 d 5 u 
175,000! Do. do. 44 % Deb. Stock Red. Stock | 44% 4005 4 4405 101 —104 101 —104 | „„ E eT 
19005 Oity Be роо ac See rH 6 2 6 6 $ 6 & 10 — 103 103— 108 104 ' 1055! +4 5 8 
à Я Cum. Pref., 1 to 40, vx sh 6% 6 6 6 124— 18 124— 18 | > “> 12 4 
400, 0001 Do. 6% Db. Stk., Scrip. (iss. at 115)allpd. | .. 5 % 5 5 T 5 125—135 126 —125 н > = 400 
800,000 | Do. 96 2nd. Db. Stk., Prov. Crts., all pd. 100 44% | 44 43 a 101 —103 101 —103 1014 a si 415 
560,000 | County of Durham Electrical Power, Ога... gs 6 128704 4 2 23— 8 2à— 3 $s es ТА 868 
60,000 Do. do. do. 5 % Pref. .. Б 5 16 5 5 5 ай 4 BA— 4 ee T is 6 5 0 
2f0,0C0 Do. do. do. 6 % Ist Mtg. Deb. | Stock be 25 iè © 99 —101 99 —101 T " “a a 
40,000 | County of London Electrio Lighting, Ота. 1—40,000 | 10 | 44% | Б% 5 5 н} - 8i 82— 9} Yè 4 - 581 
о | 35 ао, 6 R 550 ЗООГ ee 10 H 9616 5 6 6 $ 10:— 11 1 1105 11 1013 + A : io 
,0001 0 O. eb. toc ee ee 96 4 4 «X 101 —110 1 — l ee ee . 
80,000 | Edmundson's Electrio Corporation, Ord. Shares. b 7 $ 4 il il Y— 18 iv “+ x 25 Nil 
80,000 Do. do. % Cum. Pref. .. — . 6 |6% 6 8 Nil — ў — Я E Nil 
430,500 Do. do. 44 % lst Mort. Deb. К, | 100 43% 43 ug 44% | 62 — 65 62 — 65 64 i . | 618 6 
$8,150,000 | Electrical DOT Ontario, 5% IstMtg.Gold Bnds. $000 a КУ n 84 — 86 84 — 86 85 81 Ае oa 
10,000 Folkestone, 1 to 0⁰⁰ oe ee ee oe 6 96 5 e 4 M 5 4; — ee ee ee 6 
10,000 Do. 5 % Cum. Pref., 1 to 10,000 T b p 545 oe 8 0 m et 5.— 5 T ss 92 410 0 
90,000 Do. 96 lst Deb. Btock ee ee ee 100 ` 4 44% 44 4 E 97 —100 97 — 1 ee os ee 4 10 il 
15.000 Hove, 1 to 15, "uu cM TEE EC үа 6 9955 9 96 ne a, | €0i— 6а €i— 6; m M 681 
$1,325,000 : Kaministiquia Power Co., 6% Gold Bnds. .. d së Bh M s n — 96 95 — 96 35 “ .. 
91.000 Kensington and Knightebridge Electric Ord. .. 5 |12 % 1095 10 % 110% 72— 8 11—81 is ; . 1818 
90,000 Do. do, do. 4% Deben. Stk. Stock | 4 4 4 4 | 94 — 97 94 — 97 ‘ie x 426 
111,000 | London Electric Bupply Corporation, Limited, Ord. 8 B Ф 4 4 ra 14— 14 14— 14 28/9 , is 400 
70,000 s do. do 6 % Pret. .. 6 6 6 6 6 9$ 4i— 54 44— 5 53 5 + 5 11 8 
874, 805 Do. do. 4% 1st Mort. Deb. Stk. Red. | Stock 4 8 4 44% | 44% | 91 — 94 R9 — 93 92 912 M. 416 9 
900,000 Metropolitan Electric Supply, 1 to 100,000 .. 5 10 5 10 8 Фф 6105 51— 57 6 — b 6i W —{ |5182 
76,121 | Do. 44 % Cum, Pref. 1—71,106.. .. 5 | 44% | 4496 | 44% | 44% 4 53 44— Sp үң te 4 710 
$20,000! | Do. 4 lst Mort. Deben. Stock ee - 44% | 44% | 4 44% | 107 —110 107 —110 109 107 as 4 110 
94,0001 Do. Y. Mort. Deben. Stock Redem. | Btock ET % ne 8495, | B5 — H8 B5 — яз | 854 d В 42 4 
$6,000,000 | Mexican Electric Light Co., 6% Ist Mtg. Gold Bnds ia 5% [656 915 5,1695, | B3 — t вер — 873 87 852 +2% 514 8 
$13,585,000 Do. Light and Power Co., Ltd., Common £100 i. a m : 76 — 77 701 — 772 ur 76% + à se 
$1,500,000 Do. do. %, Cum, Pret. Stk. | Stock " a và ; 1073, 1053 1034—1058 105 1031 P m 
$12,000,000! „Hl Do. do. 59, lst Mtg.Gold Buds. „„ нт — e8 E) — 90 e | sig | +2 к 
260, 000 Midland Electric Corporation, 43 % lst Mort, Deb. | 100 4 44 44% | 4496 | 95 — 98 95 — 98 is ud s vs 4 11 10 
87.00 | Neweastle-on.Tyne, 1to . 50 ᷑ . 5 8% 8 %% 8% 8| d4i— ök ij— fà s м К 118 1 
87,500 Do. 5 9% Pref., 1 to N., 500 5 5 6 5 „ 5 % bà— 53 53— 5 * 25 4 10 11 
10,852 Notting Hill Electric Lighting .. s oe - 10 1 74% | 749 | TAS |. 112— 127 11{— 124 ; we š 617 8 
20,000 | Oxford, 1 to 5 wo 20,310 we as we T 1 Ў 1 $ 7% 7 35 ae M 51— 64 | Б ТШЕ х : "n 0 
50,000 Do. 4% E ‚ Btoc oe ee ee oe ee 4 4 4 4 X ES 95 — 98 oe oe ee 
11.044 River Plate Eletv. Co. Ord. Nos. 1 to 120,507 - 1 za s no А Ж ló— LA 15.— LA gs "E E T 
100,000 ' Do. do. 6%, Non Cum. Pref. Nos.1 to 100,000 1 6 6 6 6 1— 1% 14— 14 20/6 | as m we 
194% Do, do. bis, Deb. Btk. Red, it OU 100 5 5 5 | .. | 100 —103 100 --103  , .. 'à : і H ! 
St. ' and Pall Mall Electric Light, NT b 14 1 1 10 N "g— 9 875 - 
9 James 4, 7% Pret, 20,081 to 40,0001 5 ce 2: 5 1 Lh = т „ 
150.000: Do. do. 84 O Deb. Stock Red. .. 100 183 | В 84% 33% | 87 — 91 87 — 91 Ж vs " 8161 
12,000 Smithfleld Markets Electric Supply, Ord. .. EM 5 4 4 il Nil fac 134 та d UN © x NU 
46,700 | Do. do. do. 49$ Deb. Btock | Btock | 4 g 4 4% 14%] 68 — 72 68 — 72 as xs 611 1 
65,000 South London Electricity Supply, Ord. oe ee 5 4 4 8 4% 20:— B 2— 3 57/8 m i 6:3 4 
190.000 South Met. Elec, Lt. 4 Power, Ога... .. — ..| 1 | Ni 23% 23% as] à— 2 a ae 28 . | 8 6 8 
T NEN NU C TIPP EP АК КАК ee 
290.00 | Urban Electrio Supply, Ora. MUT? UB. od 55, о | А | 505 „ arma А 5 e 2 0 0 
50.000 Do. do. 6% Cum. Pref. .. ...:| 5 6 % 6 e Бо | Б) la— | 1д— 2 $5 ee db qe 12100 
27.140 Do. do. 44% Ist Mort. Db. Bek. Red. | 100 44% | 44% 4 43% 80 — 83 i BU — 83 i | . 58 5 
00.00 Vietoris Falla Power Co., Pref. Nos. 1 to , 000. 1. a | REN EDISON a — 252 | Ж S 10 13 | 17/6 | . » 
116,000 Westminster Electric Supply, Ога. .. © T | 5 14 $ 1895 12% 10% 82— B; t. — E КГ Sm +8! 5 12 N 
"Y Do. do. 44 % Cum. Pref, le- 6 6% 6% 4% | 44% 5— 64 | 5 — 6; 9 re (433 
| duced from 5% since dist Dec., 1905) i | Е 
* Unless otherwise stated, all shares are fully paid. * Quotations on Liverpool Stock Exchange. § Interim Dividend. 
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ELECTRIC MANUFACTURING COMPANIES' 


ACCOUNTS. 


IN the following article a number of matters in connection 
with the affairs of an electrical manufacturing company are 
touched upon, the writer having taken as a basis for his 
statements a firm engaged in the business of manufacturing 
for, and adapting machinery and apparatus to the purposes, 


of, heating and cooking by electricity. 


Purchases.—These may be divided into (a) materials and 
stores, and (5) finished articles and machinery for electrical 
adaptation, the former being utilised in the process of manu- 
facture, and forming one of the essential elements of prime 


cost and consequent, production. 


All orders placed should be on the usual printed forms 
containing the ordinary and any special conditions, and if 
the volume of business be small, it will be found sufficient 
(instead of adopting a purchase-book, in which each invoice, 
less any trade discount, is entered and posted to the credit 
of the personal account, with analytical columns for the 
which are posted to 

invoices 
after 


purchases, 
accounts) if 


allocation of the 
the proper nominal 
pasted in 


been checked with the orders 


—the latter may be posted in total. 


any account be removed. 


Particulars of the credits or returns to stores or transfers 
may be recorded on a separate form designed somewhat as 


below: 


— — 
— — ʒ́—ũä—jH ee — 


Date. Department or work from which 
received. 


— 


—— oe — — ee 


Way. 


We may outline the form of requisition, which we have 


mentioned, as shown below :— 


66956555552 „% „%%% % „„ „06% %% „%% %%% % „ „6 


NN | 


Quantity or 
ч Description. : Allocation. — 


Weight, 
Price, 


| 


the 
a well-bound  guard-book, 


issued, 


All such purchase 


— 


The summaries 


Amount. 


. The stores clerk will attach all the executed requisitions 
in datal order for the purpose of entering them in the stores 
ledger or stores issued book, which is posted to the former 
book, and for preparing the weekly or other periodical 
statements of cost, which may be utilised for the pur- 
pose of entering the issues and credits of stores against 
each work or other account in the cost ledger. 
check devices may be instituted here and there into a 
description of which it is unnecessary to enter. To the 
contracts and manufacturing ledger, which may be in the form 
Which appears later, will be posted the summaries of the state- 
ments referred to. For example, all issues of stores ел stores 
stock will be: — Particular works account Dr. to stores 
stock ; whilst issues of finished articles will be particular 
Works account Dr. to stock account, and inversely as regards 
materials or stock re-entered, and во on. 
may be entered in the stores issued summaries book and 
posted therefrom, or they may be journalised in the usual 


Particulars. ! Amount. 


Certain 


For use of stores and costin 
department. 


Total. 


—— e — - — 


. q . 6 . .. Signature 


are 
having 
and marked 
accordingly so that at any time it may be easy to ascertain 
particulars and values of orders outstanding, invoiees not 
received for particular items, and so on. 
accounts should be directly allocated to ‘ Materials and 
Stores and ** Stock,” and after being certified and allocated 
according to the usual method, they should be pasted 
carefully in а guard book, each invoice being numbered, 
endorsed, indexed and posted to the credit of the personal 
account, and the debit of the nominal account, affected 
There are alternative 
methods, including the abolition of personal accounts; but 
the foregoing will be found sufficient for all small busi- 
nesses if it be enjoined that no invoice must be pasted in 
the guard book until it has been properly passed and paid, 
and that once having been posted therein it must not on 


Many types of requisition are in use, but the above will 
serve our purpose. 

Costing and Stores.—Just as you may err to its detriment 
on the side of centralisation or decentralisation, as the case 
may be in the organisation of a business, so you may, in 
costing, aggregate or segregate the component elements to 
such an extent as more or Jess to render obscure essential 
requirements. 


Cost Book. ense Work or Contract. 
TE 2 „ i 
S 3 25 "2: 2 8 3 3 
2 © 2 S Fs] вета — dits. 
t. 5 3 | san | | a, 


1 


Е Se, Т | А | | 
| i | ö : 


No stores should be permitted to be taken from the stores 
stock, except upon the production of a duly authenticated 
requisition, and the person responsible for the stores should 
see that there is no relaxation of this cardinal and essential 
rule, whilst no stores or materials should be taken back into 
stores without a corresponding credit to the person in charge 
of the producing or manufacturing department. Similarly 
in regard to finished stock articles. This, of course, will 
contribute to accuracy of costing and a strict supervision 
over the reception, custody, and issue, of stores and any 
re-entry to stores, At the end of each week or month, as 
may be desirable, the person in charge of the books should 
receive from the stores clerk, who may also act as costing 
clerk, а statement somewhat as follows :— 


Stores issued for the............... ending 19... 
Requi- А Contract, work or 
Date. On. Particulars. other allocation. Amount. Remarks. 
on "^ _ — CTT EN 

| A 

| | | | 
; r "s | 
Summary .. VA Amount 


other allocation. 


Total 


A similar statement will be prepared by the person in 
charge of the finished stock manufactures and purchases. 
The cost of an article may be summed as follows :— 


E | 
Materials and stores. | А 
Inward carriage or freight thereon. DN PUR 
Wages. | J Prime cost. 
+ 

Rent, rates and taxes of workshops, 

factory, &c. 
Fire insurance of ditto, including 

machinery. 1 B. 
Superintendence. Production cost. 


Wages of workshop clerks, packers, &c. 
Repairs and maintenance of machinery. 


Depreciation. 
+ 
Advertising. 
Travelling salaries, canvassets and ex- 
penses. : 
Printing and stationery (proportion of). | Distribution cost. 
Bad debts. 
Carriage and freight on goods sold. 
+ 


Rent, rates and taxes. 
Cash discounts. 

Office expenses, 

Office salaries. 


rinting and statione \ р. 
E fees. onery (proportion of). Administration 
Debenture interest. cost. 
Repairs. 

Depreciation of office furniture, build- 

ings, &c. 


A is a direct charge. 

B may be distributed over each work or contract, in proportion 
to its amount. 

С aai D may be distributed upon a percentage of the wages 


incurred on each work, contract, stock order, &c. 
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When stores are issued they are, of course, allocated to 
the work in which they are intended for consumption at 
cost, a separate account being kept of each manufacturing 
order in the cost book, as already shown :— 

Wages.—There are several systems in vogue of recording 
workmen’s time. We shall suppose for the purpose of our 
small works, that a daily time ticket is in use, as follows :— 


NO Name .. Grade 
DAY? etn Date. 
—— . ees 
Is. 
Commenced Left пира 2 — Time Particulars of Allocation 
work. work. Prom. | To. work. | PY foreman. 
PREND | MES m 
| 
Time ............ Rate Amount o 
ot eet Noe ee Foreman 


The time tickets are handed to the cost and stores clerk 
each morning, and entered in the wages book, as follows :— 


Wages for week ending ..................... 19....- 

| Amount. | moll: 
No. | Name. Grade. ar = Total. | Deduc- mount 
| F. в | 8. M. T. W. I | tions. | payable. 


The weekly wages are then summarised, as follows, and 
treated similarly to the Stores summaries :— 


— E. a. а0 Sch T eee 


Account to debit. Amount. | 
' | 


Е 
і 


ja ͤ——— ‚ T T—k— M aa 


From this allocation will be obtained the necessary figures 
for the wages column in the Cost Ledger, whilst the allo- 
cations will be posted to the debit of the various contracts, 
works, &c., in the Contracts and Manufacturing Ledger 
maintenance, and other accounts in the impersonal ledger 
and credited to Wages Account, which will be opened in 
the nominal ledger. 

Wages may be paid on the time work system, piece work 
system, contract system, the premium system, and incidentally 
we may have an assimilatiou of the profit sharing system by 
distributing amongst the employés a certain proportion of the 
profits. Detailed consideration of these systems, however, 
is beyond the scope of the present article. Incidentally, it 
may be observed that the principle of the premium system is 
that the workman receives a money sum in proportion to the 
time saved out of the standard time allowed for the execution 
ofa given work, operation, or process. There are several 
variations and innovations in the calculation of the premium. 
Let us suppose, for example, that six hours is the standard 
time adopted for the completion of а certain work, and that 
it is finished in four hours, the standard rate of pay being 


gd. per hour, the workmen would receive :— - 
Four hours at 8d. T = 32d. 
Time saved or intensity of production, 
say, 33 per cent., and 33 per cent. 
of 32d. 2 - ae .. = 10d. 
Amount payable, say, .. = 42d. = 10°5d. per hour. 


A sharing of the premium, as shown below, may be 
introduced :— 


Four hours at 8d. m .. = 324. 
Two hours at 8d. -- 16d., half of 
which is m S. = Rd. 


Amount payable  ... 40d. = 10d. an hour. 


Or we may have four hours at 8d. . = 324. 
Two hours at 8d. = 16d. = 
One-third of which is... = 5:334. 


Amount payable, say, 37:33d. = 9 33d. an hour, 


and во оп, 


Salaries.— Allocations of salaries will be treated similarly 
to those of wages, and a proportion assigned to “ Indirect 
Charges or “ оп cost.” 

Cash Book.—The Cash Book may be designed as fol- 
lows :— 


| 
| 
| 
| 
| 
| 


8 ° [P ' • 
И ТИИ РЕ 
Issi 38 3 2 E T" 33 BE вуш ï 
2 do. € D o 5 `8 | M S SS 28 8 3 м 
di 28 |e E 4 . a 2 88 238. K- | r1 7 
G 5а 5 А | m А ч“ аз A 8 2 
Кызы бИ 223 — mE EES ees сше. Ж 1 — 


= 


Whilst the Petty 


— SS — — a —— 


Cash Book may assume the following 


— | ee — — — — 


outline :— 
| | Receipts Pay- Allocation 
м ! 

3 1 „ „ „„ ИРИГ 
$53 3 8 2 2 ш 83,8385 2° 
ae 8 3 8 25 258 а са см 32882888 
435 5 4 361825555885 
jj 

НИОР :::.. et oe | | | 


The cash transferred from time to time from the cash 
book to the petty cash book should follow the imprest 


system, and would, of course, form a credit in the former, and 


a debit in the latter book, the allocations in the petty cash 
book being posted directly to the respective accounts raised 
in the nominal ledger. 

Sales.—For sales effected over the counter—cash sales— 
a carbon invoice will be given to the purchaser, and a printed 
form of receipt on payment, the counterfoils of the receipt 
being checked with the duplicates of the carbon invoice 
book. The daily total of m cash sales will be entered in 
the cash book in the particular column provided for that 
purpose, posted to the credit of the cash sales account in the 
Nominal Ledger, and the totals periodically posted to the 
credit of the stock account. 

The ordinary credit sales book, which will contain brief 
particulars of each dispatch of goods, is of varying design, 
but the following is submitted :— 


a aa 


| Е = is | Charges thereon. 

(a ‘agin 9o. ; | „55 a 

. „ 3 2 3 % „ 6 ES VET a 
iinduiiiiBiuiiii | 
5 5 СЕЗЕ Е E SB. 5 ES EE: 5 Е 

E БЕ TE 2 28 > О м 

3 d. | 2 -9|— 8a 

| (QU ‘Oy а & ao, = i 

^ Р | | ' I" 8&8 i | 


A systematic record of articles sent out on approbation 
with the expectation of eventual purchase, and if not par- 
chased, of their return, should he, of course, kept. Such 
issues must not be treated as sales until the purchaser has 
definitely signified his intention of purchase or fails to return 
the articles sent him. 

Testiny.—All_ completed articles should be carefully 
examined and tested before being dispatched, во as to ensure 
or merit the complete approval and satisfaction of the pur- 
chaser, and the time spent thereon should be allocated as part 
of the cost of the article tested where it is of an appreciable 
amount. 

Packing.—Should there be a packing department, all 
packing stores and materials should be debited to that 
department, the cost of the manufacture of packing cases, 
&c., being made up as follows :— 

Materials and stores. 

Wages. 

These form the prime cost of the boxes, crates, and во ой 
made, and they will be charged to packing stock. When 
issued they are charged to the particular work or contract 
at coat. 

Travellers’ Salaries and Commissions.—Both | perropal 
and nominal ledger accounts should be raised from these 
charges, which will be supported by proper statements, the 
items forming part of the expenses of distribution. 

Catalogue Prices.—In fixing catalogue prices, and prices 
for the trade, much care is required, For example, let us 


———— SC 


— ER 


—— —— А 
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assume the manufacture for stock of a certain article, the 
cost of which is, say, 40s., and that it is proposed to make 
a profit of 25 per cent. on the selling price, and allow the 
trade 20 per cent. and 24 per cent. for cash. 

The trade price is £3 88. 5d., which may be demonstrated 
as below :— 


Trade price € £3 8 5 

Deduct 20 per cent. 13 8 

£2 14 9 

Deduct 24 per cent. 1 5 

Net amount of invoice |... $e —. £213 4 
Cost as abcve — .. is £2 0 0 
Profit on selling price 18 4 
£213 4 


As we have seen, the materials and stores are charged to 
materials and stores stock account in the first instance, all 
issues therefrom being appropriated to the proper contracte and 
accounts. Similarly with wages. Railway carriage, freights, 
duties, and other similar expenses, are sometimes troublesome. 
They may be divided into-- . 

(а) Carriage on materials and stores purchased. 

(^) Carriage on sales. 

(c) Carriage on finished articles purchased. 


(а) The proper course is to add the cost to that of the 
purchases, and provision should be made in the stores ledgers 
accordingly. Sometimes a carriage and freights account is 
opened, and all such charges are debited thereto, a proportion 
being charged to the work finished during, and in progress 
at the end of, the year, the balance carried forward to be 
spread over the work done during the following year and 
80 On. 

(2) An account may be opened for carriages, freights, and 
other shipping charges payable by the company on goods 
dispatched, the total, less any proportion chargeable to 
customers, being transferred at the end of the year to the 
distribution account. 

© In this case the cost of carriage and so on should be added 
to the cost of the finished articles purchased, and the 
ct stock account should be во framed as to attain that 
object. 

A production cost account should be opened in the 
nominal ledger with subsidiary titles for columns for the 
record of the various charges incurred, and similarly in 
regard to the inauguration of distribution cost and adminis- 
tration cost accounts. 

Below is a ruling showing the pro forma entries in respect 
of a contract in progress at the end of the financial year and 


In its completed state. 


Contract and Works Ledger. 


Frequently questions arise as to what proportion of profit, 
if any, in reapect of contracte in progress at the close of the 
financial year, should be taken to the credit of revenue. In 
practice, these questions can only be determined equitably 
after full consideration of the progress made and the precise 
condition of the works at the period. 


—ũ— RRRE. 


THE STATUS OF AN ELECTRICAL 
ENGINEER. 


[BY OUR LEGAL CONTRIBUTOR. | 


THE question often arises in the mind—Who is entitled to 
call himself an electrical engineer? Walk along any street 
and you will see that the title is adopted by everyone who 
sell lamps and fittings. Send for a man to put the bells 
right, and a gentleman will turn up who calls himself an 
electrical engineer. Pass down Victoria Street to seek a 
man who is to act in connection with a job costing a million 
of money—you will find that he is content to use the same 
description, though possibly be may prefer to be called a 
consulting engineer. That leads us off on another trail—any- 
one may call himself a consulting engineer if he is so minded. 
The truth is that the profession which this journal re- 
presents has no control over this matter. The heads of 
that profession, by precept and example, may have created a 
certain standard of professional honour and etiquette—a 
standard which is honoured and respected by all who are 
justified in using the title electrical engineer in its wider 
sense; but the profession as a whole has no sanction to 
enforce that discipline by legal process. 

In this respect the allied bodies of engineers and electrical 
engineers are less favoured by the Legislature than the other 
professions. Doctors, dentists and veterinary surgeons can 
protect themselves, and—what is more important—can pro- 
tect the public against the use of misleading titles. No 
man can call himself a doctor, or a dentist, or a veterinary 
surgeon unless he is qualified; nor can he put after his 
name any letters calculated to induce the belief that he hasa 
qualification. Let us glance, fora moment, at a case relating 
to a dentist which was heard recently in the King's Bench 
Division. A man had been convicted and fined for 
passing himself off as a qualified dentist. The following 
notice appeared over his door (after his name): Finest 
artificial teeth at moderate prices, extractions. Advice free, 
hours, 10—7, English and American teeth, advice free, 
painless extractions.” The British Dental Association took 
the matter up. A clerk in the employment of their solicitors 


Dr. Order A 179. Wm. Robertson & Co., Ltd. Or, 
= Pauw м ак кош. В | | , = 
. А о >» ә , +3 
а 4 35 4 I.|2i „ „ жк | E S | 
z 2 | 5 Eol RE E Sg 37 388 T. s 4 3 a 8 E ES 
af — $ 3 ОВ iiiboi iHd а | А к : ME 
| B IU JF à 
| | а < | 
| о s ux EM d S aan E TS ' : x ux E > 
1906. e £ ££ 2 1 2 2 | 10. £ 
Dec. 31 | | t' 270 | 300 25, 3 2 2 3 | 695 Nov. 4 W. R. & Co. $ 200 
| Trading account? . | | 120 | Dec. 31 | 595 
i | = | — 
| Balance... | | | | 725 | Balance d 725 
| ! " im e 
1907 и | 525 | 
Jan. 1 | 200 300 10 | 2 36 5 616 Jan. 6 W. R. & (o. 300 
Dec. 31 Trading account | ; 229 Jan. 28 T | 1,070 
| — — + — — — | i === 
| 470 690, 35 5 | о 8| 8 1370) | | 1,370 
Dr. Cr. 
f A journal entry order A 179 to 4605 0 0 
_ SUNDBIES. 
Materials and stores account £270 0 0 from allocation of materials and stores issued. 
Wages account ТУ 300 0 0 „ allocation of wages. 
Finished stock accoun 25 0 О ,, issues of finished stock. 
Inward carriage account 3 0 0 , appropriation for inward carriage account. 
Production charges ... 2 0 0 „ " » production charges account. 
Distribution charges " 2 00 , к „ distribution charges account. 
Administration charges , 3 0 0 „ - » Administration charges account, 


+ 
+ 


Trading account is credited with the profit taken or realised and the particular contract debited. 
§ As amounts fall due, they are, of course, credited to the particular contract and debited to the personal account, 
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attended at this gentleman’s place and had a tooth treated. 
A prosecution was then launched under Sec. 3 of the Dentists’ 
Act, 1878, which provides that a person shall not be entitled 
to take or use the name or title of dentist (either alone or 
in combination with any other word or words) or of dental 
practitioner, or any name, title, addition or description imply- 
ing that he is registered under this Act, or that he isa 
person specially qualified to practise dentistry, unless he is 
registered under the Act. The magistrate having found 
that the defendant, by using the words “ painless extraction,” 
had held himself out as a person possessing the highest 
degree of skill, he was convicted, and the conviction was 
upheld on appeal. 

The importance of this case lies in the fact that the 
defendant was convicted—not because he used a title which 
implied that he had a legal qualification to practise as a 
dentist, but because he used a description which implied 
that he was qualified in the popular sense of the term. He 
was punished because he held himself out as a person skilled 
in the art of dentistry. 

Unfortunately it is not given to the Institution of Electrical 
Engineers to protect the public in like fashion against those 
who hold themselves out as electrical engineers. No doubt 
a man could be prevented from using the letters © M. I. E. E.“ 
or A. M. I. E. E.“ — just as an unqualified accountant can 
be prevented from proclaiming to the world that he is a 
member of the Society of Chartered Accountants. But there 


is nothing to prevent any unqualified person describing him- 


self as an electrical engineer or as a consulting electrical 
engineer. Perbaps the time may come when the Legislature 
will give attention to this matter. It is true that intelligent 
people are not misled—nor, for the matter of that, is the 
thinking portion of the population deceived by the quack 
doctor or dentist. Nevertheless, from the point of view of 
public safety, it is a grave question whether unskilled persons 
should be allowed to pretend to a knowledge of dangerous 
machinery and apparatus which they do not possess. The 
use of electricity in all its varied applications has become 
interwoven with industrial and domestic life. As the law 
now stands, the man who pretends to be a veterinary surgeon 
may be punished if he comes to attend on a sick cow, while 
the man who pretends to be an electrical engineer may play 
havoc with a private installation, and yet continue to deceive 
the public into believing that he is a skilled person. 


BRAKES FOR TRAMCARS. 


ABSTRACT OF REPORT OF THE SPECIAL COMMITTEE APPOINTED BY 
THB MuNICIPAL TRAMWAYS ASSOCIATION. 


NOTE By THE EXECUTIVE COMMITTEE. 


BSuonTrLY after the appointment of the Committee, a letter was 
received from the Tramways and Light Railways Association, inti- 
mating that they also had appointed a Committee to deal with the 
matter, and it was decided, after several communications had 
passed between the two Associations, and after the Board of Trade 
had been consulted on the subject, that each Committee should 
pursue its investigations separately, and when the investigations 
were approaching completion, joint conferences should be arranged, 
with a view, if possible, of arriving at some common conclusions on 
the matter. Communications were made, when the Report was in 
draft, with the Board of Trade and the Tramways and Light Rail- 
ways Association, with the result that a joint conference of the two 
Brakes Committees was held at the Board of Trade offices on 
October 30th, 1908. Col. Yorke pointed out that the object of the 
joint meeting was to consider as to the best manner in which the 
reporta of the two Committees could be best combined, so as to form 
& useful book of reference for the use of the tramway world 
hereafter, and he suggested that the two Committees should form 
themselves into one and draw up a short report embody- 
ing their joint conclusions and recommendations. These conclu- 
sions and recommendations could then be issued along with the 
two reports in one volume, and they would become a standard 
authority upon the brakes question for many years to come, and 
form a basis upon which the Board of Trade would be able to frame 
their regulations and requirements. 

Mr. FELL, on behalf of the Municipal Tramways Association, 

expressed entire agreement with this suggestion, and stated that the 
Association were willing to do everything in their power to assist 
the Board of Trade in this matter. 
2 Mx. SELLON, on behalf of the Tramways and Light Railways Associa- 
tion, however, said they were unable to agree to the proposal, and 
that they had already decided (o publish their report at once as 
a separate document. 

Col. YORKE expressed hie regret at the unsatisfactory termination 
ef the proceedings. 


The Executive Committee requested the Brakes Committee to 
see Col. Yorke again, and to inform him that the Association had 
decided to pursue their investigations, with the assistance of Mr. 
Fell, who was a prominent member of the Light Railways Associa- 
tion Brakes Committee, with a view of clearing up, by further 
experiments, certain points of divergence in the two reports, and 
with the object, if possible, of arriving at some general conclusion 
which would be valuable to the Board of Trade in the framing of 
their future Regulations. The Brakes Committee accordingly saw 
Col. Yorke, who expressed his entire agreement with the proposal. 


REPORT OF THE SPECIAL COMMITTER. 


The Committee have held & considerable number of meetings, 
and representatives have visited various cities and towns where 
special types of brakes are in use or are being experiiented with, 
and in addition to this they have addressed inquiries to 76 
municipal tramway managers, and obtained their views on the 
subject of brakes generally, and more particularly the results ot 
experiments with brakes, sand gears, and allied apparatus nof in 
general use. | 

The Committee submit that the general conclusion to be deduced 
from this evidence is that the accidents, taken as a whole, have 
been due rather to the failure of the human element than to the 
failure of the brakes, and they think they are justified in going вэ 
far as to say that, with reasonable skill and care, the ordinary 
brake equipments which have been approved by the Board of 
Trade һауе, generally speaking, shown themselves equal to the 
work they have been called upon to perform. "Taking all the tram- 
way accidents which have called for local inquiry by the Board of 
Trade during the past six years, the Committee find that the 
fatalities in connection with such accidents, if compared with the 
total number of passengers carried, work out at one per 182,875,000. 

The Committee, however, fully realise that these accidents having 
taken place, a natural duty devolves on tramway operators to care- 
fully consider means whereby the risk in future may be reduced. 
The Committee have given consideration to what they believe 
may be the causes which are likely to result or have resulted in 
runaway cars, and submit the following as embracing their views 
on the subject :— 

1. The careless or thoughtless breaking or ignoring of important 
regulations. : 

2. The growing tendency to construct and work tramways on 
very steep gradiente, and the running of cars on these gradients at 
too high a speed. The safe operation vf a gradient of опе in nine 
or steeper depends absolutely on the surface of the rails being kept 
clean and free from grease; also on the fixing of low maximum 
speeds for gradients of this character, and careful supervision to 
ensure that these speeds are never exceeded. 

3. The employment of men who are not from various causes fit 
for their position, and the insufficient amount of training and test- 
ing of men in charge of cars. No man ought to be appointed а 
driver of an electric tramcar who has not first passed a careful 
medical examination. A rigid and. careful examination as to fit- 
ness in handling a car should be made by a responsible officer after 
the man has been thoroughly trained in his duties. Periodical 
testing (medical and practical) of men is a necessity of safety. 

4. The danger of adopting new forms of brakes without the 
fullest knowledge as to their action under all conceivable conditions 
of service. 

5. The disregard of the absolute necessity of constant and саге- 
ful inspection in the depóts of all brakes and equipment generally, 
and the danger of allowing cars which bave exhibited defecta to 
remain in service on the road when they should have been sent to 
the depót. 

И e The running of cars on long gradiente without suitable track 
rakes. 

7. Drivers of cars losing conscious control of their actions under 
trying and critical conditions. The cause of panic onthe part of 
а car driver, in practically every case, is due to the occurrence of 
some unusual phenomenon in connection with the working of the 
controlling apparatus under his charge, and panic having once 
taken possession of a man, it is impossible to say what his actions 
willbe. To reduce this risk involves the designing of a brake 
where the minimum of skill on the part of the driver is requ 
and of such constructional design as to win the absolute con- 
fidence of the man whose duty it is to operate it. 

A necessary quality in an ideal brake is that its application to the 
fullest possible extent does not involve its failure under any cit- 
cumstances, obviously meaning that the danger resulting from skid- 
ding wheels shall not exist. Simplification of braking apparatus 8 
desirable. All brakes, however, no matter how simple, are subject 
to failure of some description. Two alternative methode have been 
suggested for reducing the risks to a minimum, namely :— 

1. To bave more than one brake per vehicle, each quite inde- 
pendent in action, so that in the event of failure of one, the other 
brake, or brakes, could be called in to use. А 

2. To have only one brake per vehicle, but во designed that in 
the event of failure in the ordinary method of application, the 
brake would be automatically applied, and not released. 

The first method is the one which has been generally adopted, 
but the second method, if realisable in the fullest degree, seems 
desirable, and the Committee suggest that an ideal brake equip- 
ment would be one where the same gear is used for all purposes 
viz., service, emergency, and coasting, and worked from А aingle 
lever by the driver; the only difference between easy service stops 
and quick emergency stops, would be one of degree of application, 
and in the event of failure or accident, the result would be 
the application of the brake, and not its release. An ides) brake 
would also be one that could be operated at any time by the oon. 
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ductor of the car, and be equally effective whether the car was 
running forward or backward. It should, as far as possible, be 
independent of auxiliaries (sand, &c.).  ' 

The Committee realise that they are speaking of ideals only, and 
that their absolute attainment may be impossible, but they may 
give a lead to inventive minds, and mark out the path of progress. 

It has often been stated, and generally agreed, that, inasmuch as 
the conditions on different systems vary, a universal type or system 
of brakes is not only impossible, but undesirable, and that whilst 
a certain type of brake may be excellent for one system, it is not 
necessarily good for another where the conditions are different. 
The Committee, however, are not prepared to admit the correct- 
ness of this view. Not many systems are во flat that they have not 
a gradient sufficiently steep to require special apparatus and pre- 
cautions. On the other hand, all systems require quick-acting- 
brakes to avoid street collisions with other vehicles. This being 
so, the Committee suggest that tramway conditions are, speaking 
generally, of а standard character, and are, therefore, open to 
standard treatment. 

The following types of brake equipment have been generally 
adopted in this country in accordance with the requirements of the 
Board of Trade, viz. :— 


1. Wheel Brakes.—The design of this brake is practically standard. 
Apart from the difficulty inseparable from the principle of action, 
viz, the skidding wheel, it has proved an excellent piece of 
apparatus. The winding up of a chain on the brake spindle, though 
somewhat severely criticised by Col. Yorke, has not given much 
trouble in practice. The Committee are unable to agree with the 
remarks of Col. Yorke in his report on the Highgate accident 
relative to the question of the proper position of brake blocks on 
the wheels, nor are they able to agree with his observations as to 
the requisite amount of clearance between tbe blocks and the 
wheels, and the necessity of grinding or surfacing brake blocks ina 
special machine before being used. 

2. Electric Brakes used for Emergency Purposes.—The objection to 
this type of brake is that at times of emerzency the cer driver, 
accustomed as he is to use bis wheel-brake for ordinary service 
stops, involuntarily tends to put on such brake harder; he thus 
locks the wheele and renders inoperative the rheostatic brake. 


3. Track or Slipper Drakes.—On tramway systems with gradients 
of 1 in 15, or less, the cars are, by the Board of Trade Regulations, 
required to be equipped with track or slipper brakes. 

(a) Mechanical Track Brakes.—The mode of operation is generally 
to apply this auxiliary brake sufficiently hard when descending 
steep gradients to supply the necessary retarding force to balance 
the gravity forces. This form of brake has proved very effective in 
the operation of tramways on steep gradients; it is approaching the 
ideal brake on account of the fact that it is not liable to failure when 
applied to its maximum extent, also because of its non-liability 
to get out of order. Notwithstanding the transference of weight 
from wheels to track shoes, its effect is to materially lessen the 
tendency of the skidding wheel on account of the cleaning action of 
the shoe on the rail. An advantage in this type of brake is gained 
by multiplying the points of application, thus utilising the weight 
of the car at four points instead of two. Ава result of experience 
and tests with this type of slipper brake, it has been found that, on 
а greasy rail, cast-irun blocks are more effective than wood blocks, 
whilst, on a dry rail, wood blocks are more effective than cast-iron 
blocks. (See test sheets.) It main disadvantages are that it is slow 
in application, and its effectiveness is limited to the available 
Weight of the car. 

(6) Magnetic Track Brakes.—Theoretically, the utilisation of a 
magnetic brake-shoe, properly designed and proportioned, should be 
excellent both for service and emergency braking; its operation is 
of necessity economical when compared with other forms of power 
brakes, as it utilises the waste energy primarily obtained from the 
momentum of the moving car. Further, owing to its magnetic 
properties, its effectiveness is not limited to the weight of the car. 
When the car is travelling at a speed in excess of 4 or 5 miles per 
hour, it is practically instantaneous in its action. Disadvantages 
of purely magnetic brakes are, unfortunately, serious. They are 
not simple brakes, their operation depending upon the correct 
working of a number of the more delicate portions of the car equip- 
ment, which are consequently liable to derangement at inopportune 
times. It is impossible for the driver to tell whether the brake is 
available for action or not until his car is under way. 

(c) Combined Mechanical and Magnetic Track Brakes Recent 
developments have been in the directicn of combining the best 
features of both the mechanical and magnetic track brakes, For 
coasting purposes these brakes can te t pplied mechanically while 
the car is at a standstill before ccmmencing the dercent of a 
gradient, and the speed may be regulated by gradually increasing 
the pressure of the blocks mechanically or by magnetism. Either 
form of application is svflicient to сспіго! the car without the 
assistance of the wheel brake, thus eliminating the danger of the 
skidding wheel or the uncertainty of the magnetic brake acting, 
through failure of the electrical equipment. 

Power for Brake Application.—The speed of application (and 
manipulation) of any brske is necessarily vital to its effectiveness. 
This result may be accomplished by the use of power. The most 
common form is compressed air, and the Committee are impressed 
with its effectiveness where they have seen it in use, althougb, in 
common with other forms of power brakes, it is more complex than 
& purely mechanical brake. In the United States and the Con- 
tinent, air brakes are almost universally used; but so are trailer 
cars, and the use of these trailer cars almost compels the adoption 
of an air or similar brake equipment. The problem for unit vehicle 
control is not quite the same, and it is conceivable that manually- 
operated brakes may be improved to achieve the results already 


accomplished by the power-applied brakes—that is, so far as quick 
application and manipulation are concerned. 

Run-back Preventers.—The Committee are of opinion that cats 
operating on gradients should be equipped with run-back pre- 
venters, which should act automatically. 

Galton, in his paper read before the Institute of Mechanical 
Engineers (October, 1878), stated :— 

‘The efficiency of a brake depends upon the pressure being pro- 
portioned to the speed and to the adhesion. At present no means 
are in use by which the pressure (on the brake blocks) can be regu- 
lated with due regard to the adhesion, beyond those dependent on 
the judgment of the engine driver. There is, however, no reason 
why, in the progress of mechanical science, both the above con- 
ditions should not be regulated by a self-acting arrangement." 

So far as the committee are aware, no such device as mentioned 
by Galton has been adopted by railways or tramways, but even if 
such were the case, the greasy rail difficulty would still exist, though 
skidding might be impossible. Conceivably, adhesion would get so 
low that control on steep gradients now common on many tram- 
ways, would be either impossible, or very poor without the use of 
sand, &c. In the discussion on Galton's paper, many interesting 
theories were advanced as to why the coefficient of friction fell off 
between the wheel and the block when the relative velocities were 
increased, for that phenomenon did not quite agree with accepted 
friction laws, i.c., that the frictional value of two substances in con- 
tact is independent of their relative velocity. It is not, therefore, 
a foregone conclusion that this phenomenon would exist under all 
conditions, and there is considerable room for investigation and 
research work in this direction. 

Several experiments have been made on behalf of the Committee, 
the results of which are appended to the Report, the object being 
to throw some light on this important point. 

In one experiment (Appendix N) two ordinary tramcar steel- 
tired wheels were mounted on their axle and fixed in suitable 
bearings and driven by an electric motor at varying speeds, A 
weighted cast-iron brake block was beld against the periphery of a 
wheel, and the tangential pull recorded on a dynamometer. The 
wheel was running in a trough of water, and was thus kept 
cool, and to some extent lubricated. The speed was varied from 
nil to 20 miles per hour, and the tangential pull was seen to be, 
practically constant throughout, with the exception of the static 
pull at starting. 

Another experiment was made by mounting a tramcar truck on 
cast-iron shoes instead of wheels, and attached to the drawbar of a 
tramcar through a dynamometer. The truck was pulled along the 
tramway at various speeds on various rails, and whilst some falling 
off of the frictional value certainly took place, yet an examination 
of the tables and plotted curves appended, clearly shows that there is 
a tendency towards constancy when the speeds approached 13 to 16 
miles per hour. These curves also show the beneficial cleaning 
effect of the shoes as shown by the increased frictional value of 
each run, and particularly во when the rails had been watered and 
cleaned. (Appendices E and M.) | 

The above-mentioned experiments are quite in keeping with the 
observed results of every-day practice, and prove conclusively, that 
the chief benefit of a track brake is that it automatically cleans the 
track, and therefore increases the effectiveness both of itself and 
the wheel-brake. Where metal track brake shoes are in use, their 
effectiveness is much increased by & wet rail, and even on a 
greasy rail they are much more effective than on a dry dirty rail. 


SUMMARY AND CONCLUSIONS. 


At the root of the brake problem, and the problem of the pre- 
vention of tramway accidents generally, two factors stand out 
prominently, and continually force themselves to the front for 
consideration, no matter from what standpoint the subject is 
approached. These are:— . e 

1. The weakness of the human element, that ultimate element 
necessary for the safe operation of cars—no matter how perfect the 
brakes may be. 

2. The greasy rail, and the consequent danger of the skidding 
wheel. 

The Committee think they are justified in saying that the human 
element has been the chief cause of most serioustramway accidents, 
and they trust that the fullest consideration will be given by 
tramway authorities and the Board of Trade to the suggestion con- 
tained in this report, as to the selection, training, and control of 
tramway employés and staff. Improvements in tramcar brakes 
should be largely in the direction of reducing the importance of 
the human element, and should follow the lines set forth by the 
Committee in their suggestions as to ideal braking apparatus. 

Control of cars by purely mechanical means, without sand, &c., 
is possible on steep gradients at ressonable Bpeeds on practically 
clean rails; but with greasy rails, such as are common in all towns, 
proper control is impossible without the use of (d) sand, &c., for 
increasing the adhesion; or (b) magnetism for increasing the down- 
ward pressure on the rails in excess of the weight of the car. The 
Committee feel that the safety of passengers when descending 
steep gradients should not depend on the safe working of а sand- 
box and gear, and magnetic arrangements alone are as yet not 
sufficiently reliable to be entirely depended upon. 

The brake problem therefore resolves itself largely into a ques- 
tion of track cleaning—the keeping of the rails free from greasy 
matter. 

The remarkable effectiveness of track brake shoes for cleaning 
purposes makes that system the most reliable for safely negotiating 
gradients. Serrated cast-iron shoes are better than smooth cast- 
iron, and taking the average of track conditions—wet, dry and 
greasy—cast-iron is better than wood. It will be noted on the 
test sheets appended to the Report, that on dry rails the friction 
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coefficient of cast-iron is much lower than that of wood, therefore 
increased leverage may be required in the case of iron. 

The maximum safe pressure possible on track shces depends 
much on the type of track brake. With flanged blocke, and the 
weight of the car taken on a steady base, the pressure could be a 
high percentage of the total car weight, but where the weight is 
taken midway between the axles, the pressure should not exceed 
40 per cent. of the weight. 

The danger of the skidding wheel led the Committee to consider 
whether it would be desirable to dispense with the wheel-brake, 
but they cannot recommend this course, as wheel brakes, under good 
conditions, are most effective. 

The practical result of the Committee’s deliberations is that a 
brake which can be applied instantaneously either by hand or 
power from a single lever to both rails and wheels is desirable, and 
one so designed that the track shoes take the full allowed percentage 
of the car weight before the wheel brake comes into operation. 
One of the most important effects of track-brake shoes is to clean 
the rails, and they practically obviate the necessity for the uee of 
sand, which is most desirable. 

The Committee are quite in accord with the views expressed by 
Col. Yorke as to the undesirability of an independent brake for 
purely emergency purposes, and they sgree with him, also, as to the 
AS for braking purposes, of steel tires, as against chilled 

ron. 

So long as sanding apparatus is necessary, it should be of good 
mechanical design, and so arranged that both rails are sanded 
simultaneously, and that the driver should be able to apply sand 
at the rear end from his platform. 


PROCEEDINGS OF INSTITUTIONS. 


Transformers: Some Theoretical and Practical 
Considerations. 
By A. P. M. FrEMING and К. M. FavE-HANSEN. 


(For abstract of paper sec ELECTRICAL REVIEW, p. 1005.) 
Discusstox. 


Ма. J. 8. Peck ssid that whilst theoretical considerations gave a 
certain amount of information, the questions of easy repairs, easy 
ventilation, cooling and many other pointe had to do with 
the choice of type, rather than mere cost. The cost of labour 
could not be put into any,formula. As regarded explosion, there 
was no danger from the oil itself. It bad become the practice to 
specify 150 1b. internal test pressure. 

Dr. C. C. GaBBaRD said that in dealing with the theoretical 
portion of the paper, he found himself to be in complete agree- 
ment with the conclusions arrived at by the authors. As regarded, 
however, the methods by which the authors had arrived at their 
conclusions, he was not able to agree with them to the same 
extent. He thought that in such matters one arrived at one's con- 
clusions as a result of experience, and then set to work to find a 
nice theoretical proof to demonstrate that what one knew to be 
true was true. He had found that it was a great advantage often 
to use a varying magnetic induction, greater in the core and lesser 
in the yokes; this resulted in a lesser length of mean turn. The 
authors bad assumed that the ratio between the cost per lb. of copper 
and iron respectively was 3; but taking transformer iron at 17d. 
per Ib., and copper at 10d., one obtained a ratio of 6. He pointed 
out the importance in modern transformer design of low reactance. 
The resulting large forces on short-circuit could easily be allowed 
for, and need not be taken as a reason for not calling for close 
regulation. For good regulation greater sub-division of the winding 
was necessary with the sbell type of transformers than with the 
core type, a matter of special importance if earth shields between 
the primary and secondary were called for. 
about the last things that should be placed in a transformer; they 
must of necessity weaken the insulation, and their efficiency was 
extremely problematical. The chief difficulty in the design of 
transformers, except with the smallest sizes, was temperature rise. 
With oil-cooled transformers it was generally sufficient to measure 
the temperature rise at the upper surface of the oil; with air- 
cooled transformers the matter was much more difficult, owing to 
the unreliability of thermometer measurements. This applied 
especially to the circular shell type of transformer. Experiments 
that һе had carried out on such transformers showed that under work- 
ing conditions a very great temperature gradient existed from the 
middle to the exterior of the transformer. Thermometer measure- 
ments on such transformers were useless. With the core type of 
transformer, however, thermometer measurements were much more 
reliable, as a thermometer could be pushed down between the coils, 
and between the coils and core. The only method by which the 
correct temperature rise of a circular shell type of transformer 
could be obtained was by determining the increase of resistance of 
the winding. He had found indications of dielectric loss of 
nergy, but only on very high-voltage transformers, of the order of 

0,000 volts. Hedoubted very much whether the method of using 

lternate layers of meta! foil and insulation for terminal insulation 
was of practical value. With regard to explosion, no danger was 
to be expected from the oil itself; there was a danger of explosion, 
bowever, common to all transformers in tanks, whether of the oil- 
cooled or air type, due to the explosive mixture formed by the 
vapour of the solvent of the insulating varnish and air. Most of 
the good modern insulating varnishes used in transformer con- 


Earth shields were ' 


struction. consisted of linseed oil or other subetances dissolved in 
benzine or naphtha. If, after impregnation, the transformers were 
not subjected to a prolonged drying to drive off the solvent, this 
would escape and accumulate in the tank, and could be exploded if 
a light were brought near any opening in the lid of the tank, 
provided the tank had not been ventilated after taking the cover 
off the opening. 

Mr. G. HARBLOw said there were some practical reasons which 
favoured the adoption of the rectangular shell type of transformer 
for certain conditions of operation, since, as the manufacture was 
cheaper, more material could be put in the transformer for the 
same price, with correspondingly higher efficiency, or for the same 
efficiency a cheaper transformer could be built. Working at the 
same induction in all the transformers, the shell types would have 
only 60 per cent. of the number of turns of the core transformers: 
thus the labour to be expended on winding was cheaper with the 
shell transformers, and this advantage was particularly noticeable 
on small transformers where the number of turns was large, par- 


. ticularly in н.т. transformers of all outputs. A further advantage 


of the rectangular shell transformer in connection with H.T. work 
was the ease with which series-parallel connections could be made. 
Often on н.т. transformers (above 30,000 volte) series-parallel con- 
nections were required, in order that the range of voltage might be 
great, and with the circular core type of construction it was neces- 
sary to bring these connections up to the terminals from a position 
in which they passed adjacent to other parts of the winding ata 
wide difference of potential to themselves. In the rectangular 
shell transformer, all the leads might be brought out at the top of 
the transformer and connected to a terminal board mounted imme- 
Giately above them, thus avoiding all crossing of leads. Farther, 
the shell transformer could be much more easily braced to with- 
stand the tremendous forces which occurred on short-circuit, 
There need be no bolts through the magnetic core, and conse- 
quently the building of the iron circuit was much cheaper and the 
probability of humming much reduced, The introduction of alloyed 
sheet steel had reduced the cost of the active material 35 per cent. for 
the same efficiency and output. But though that reduction could 
be obtained for the present standard efficiencies given by the 
various makers of repute for transformers built with normal iron 
(i. e., having a loss of 1:5 watts per lb. at 50 periods, 10,000 lines 
EE сш?.), this reduction in price was not possible for transformers 
aving a lower periodicity than approximately 30. Below that 
periodicity, it was not possible to increase the induction as at pre- 
sent used in low periodicity transformers, owing to the excessive 
no-load current which resulted from any increase in this induction. 
Consequently what might be expected and was obtained in low. 
periodicity transformers was a considerable increase in efficiency 
but very little redaction in price. The crying need of transformer 
builders at the present time was for an iron having the same losses 
as the new alloys but having a much higher permeability, since 
unfortunately the new alloys were not any better in this respect 
than the normal iron used up to the time of their introduction. 

Мв. J. Fair thought that опе type might be the best for the 
small traneformer and another for the large transformer. 

Ма FLEMING, in reply, said that а good many makers stuck to 
the type of transformer they first commenced to build on the score 
of cost. All manufacturers of transformers were in agreement 
with régard to temperature rise. 


* 2 РЕ * 


A Comparison of Natural and Induced Draught Systems 
By W. N. Y. Kina. 
(For abstract of paper sec ELROTRICAL Rmvrmw, page 1003.) 
DISCUSSION. 


Mr. J. R. WILLiaus said that with natural draught the weight of 
gases discharged would be found to attain its maximum at about 
600° F., and gradually diminished for higher temperatures; at the 
same time the weight of hot gases discharged per second varied very 
little within the wide limite of temperature of 300° to 1,000° F. 
Practically nothing was to be gained in quantity of air supplied to 
the furnace, by carrying the temperature of the waste gases in the 
chimney higher than 400° F. It was hardly fair to compare a 
brick chimney costing £1,000 with a useful life of 75 to 100 years 
with an induced-draught plant, whose approximate useful life was 
from 10 to 15 years. A better comparison would be with a natural- 
draught plant with a steel chimney ; this could be erected to 8 
height of 200 ft., and by the use of foundation bolts and guy ropes, 
the foundation need not be more than 14 times the area of the 
chimney itself. It was no more necessary to use an internal brick 
lining for natural draught than for forced or induced draogbt, and 
the cost of a chimney of this type would be approximately £300, and 
would, therefore, show a much greater economy for the natural- 
draught plant than was given in the paper. The best position for 
fixing the guys was not at the top of the chimney but at approxi: 
mately two-thirds of the chimney height. In bis opinion the ideal 
method would be to have all boilers discharging into one main flue, 
the gases passing through economisere and one large fan at the 
chimney base arranged with two motors for the sake of reliability ; 
for ordinary loads the natural draught could be utilised, and the 
fan would be brought into service for peak loads. . | 
Мн. GRAHAM said that where two 7 ft. x 30 ft. Lancashire boilers 
were working in conjunction with three others, his firm guaran 
to give more steam out of a 9(%. x 30 ft. boiler fitted with the Ellis and 
Eaves air-heating system and induced draught than they were 
getting from the two old boilers. They were enabled to get about 
double the steam from this one boiler, and at the same time to 
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effect a saving of about 70 per cent. in fuel. The two boilers were 
working under exceedingly bad conditions. In another case where 
three Lancashire boilers were working together under natural 
drar ght with a chimney 100 ft. high, and were found inadequate, 
they guaranteed to get sufficient steam from two of the boilers and 
give an economy in fuel of 20 percent. This they did quite easily. 
In the case of a large water-tube boiler, the normal rating of which 
was 30,000 lb. of steam under natural draught, on actual test with 
induced draught and a combination of the Ellis- Eaves system of 
hot air the evaporation was 52,000 1b. of steam, and even at that high 
evaporation the efficiency of the boiler plant was 82 percent. With an 
induced-draught plant alone they would get an increased evapora- 
tion from boilers, but he considered that this was acquired at the 
expense of economy. In putting down an induced-draught plant he 
would always recommend that either a feed-water economiser or an 
air-heating economiser should be installed as well, for the reason 
that when working the plant during the peak load, there was no 
doubt that at the higher rate of combustion there was more waste 
than with the ordinary chimney draught. An air-heating economiser 
would give more economical results than a feed-water economisef. 
The effect of introducing hot-air to the fires was this; for every 
degree of heat extracted from the wsste gases and returned to the 
fires in the shape of hot air, the temperature of the furmace was 
increased nearly 2°. If they put air into the furnace at 300° F. the 
resultant increase in temperature would probably be about 500°. 
This was due to the fact that the furnace temperature was kept up. In 
getting out estimates they found, especially if the installation were 
a large one, that the first cost of an installation of boilers and induced 
draught with hot-air economisers was less than that of the requisite 
number of boilers to give the same evaporation with a natural- 
draught chimney. They had just patented a combination of forced 
and induced draught, with fans of such proportion that the vacuum 
set up by the suction fan was just sufficient to overcome the 
resistance in the boiler flues due to the pressure set up by the 
pressure fan forcing air into the furnace. The result was that they 
could burn the same amount of coal per sq. ft. of grate with less 
than 1j in. of suction and 1 in. of pressure where an ordinary 
induced-draught furnace would require 24 in. With а very high 
suction at the fan the amount of air drawn in through possible 
leakages in the brickwork was considerable. 

Мв. W. B. WoopHoUvsSE said that in а fair comparison one must 
not merely include the capital cost of the chimney on the one side 
and the fan on the other, but also the capital cost of the econo- 
misers that were put in, or take the capital expenditure on the 
whole boiler-house plant in the two cases. In Table C, assuming 
that а good coal was used with a thermal value of, say, 14,500 осів 
to the pound, that gave a boiler efficiency of 80 per cent. From 
the given percentage of CO, in the gases there was & loss due to 
imperfect combustion of 12 per cent., and Mr. King gave a further 
loss due to the heat taken away by the gases of 133 per cer. t., 
consequently the heat balance-sheet did not balance. 

Mz. Kind said it was not 14,500, but about 12,800. 

MB. WoonpHovsz replied that in that case the results were im- 
possible. All calculations which dealt with the «efficiency of boilers 
were apt to be misleading unless the efficiency of the furnace and 
the efficiency of the boiler asa heat transferring apparatus were 

treated separately. The efficiency of the Loiler as a means of 
getting heat from the gases into the water did not vary very much 
with the amount of water evaporated per sq. ft. The efficiency of 
the furnace, however, would vary very closely with the draught, 
but depended on other things besides the draught. His own ex- 
perience had been that a draught of 1 in. or more enabled one to 
handle the fires very much better, and frequently to get increased 
output from the boilers. The control which one secured over 
combustion by a means of varying the draught was a most valuable 
aid to efficiency. He was very much in agreement with Mr. King 
regarding induced draught. In one case they were working with a 
chimney that was too small, but by putting in an induced-draught 
fan it increased the output of the boilers by 25 per cent. 

Мв. R. H. Campion said that a natural-draught plant on modern 
lines bad expanding flues, thus doing away with half the shaft 
traps. In the majority of cases where induced-draught plant had 
been installed, which had come under his notice, it had been to 
overcome the inherent bad design. The steel chimney on the 
London United Tramways was very subitantially made, and he 
thought it would be quite safe to put the life of it against any 
brick chimney. In all induced-draught plant the bearings had to 
be of ample design, or there was a good deal of trouble in keeping 
them cool. In most large central stations it was advisable to put 
in an auxiliary chimney in the shape of a small steel chimney, as 
the cleaning of different portions of the chimney bottom and 
main flues was a difficult task, whereas if a small auxiliary chimney 
were installed it would be possible to turn into that whilst the 
operations were being executed. 

Мв. WILSON HARTNELL said that if the draught pressure was to 
be small, the boiler arrangements for maximum evaporative 
economy must be £o designed as to make the resistances to the 
draught a minimum, leaving as much available draught pressure as 
possible forthe fire. It was, however, much less trouble to manage 
economically a thick fire with a good draught pressure, with a large 
— вау 150-ft.—chimney. A tall chimney of ample area was an 
advantage not only as giving rather better results with less trouble, 
but because it enabled more steam to be raised with a given capital 
outlay. If it were decided to rely on fan draught, full advantage 
should be taken of the stronger draught pressure available. The 
furnace should be such that a deep, intense fire could be maintained, 
the area of the flues should be such that the gases passed nearer the 
heating surfaces at a high velocity, and the gases should be cooled as 
much as economically practicable, and then passed slowly through an 
ample— but not necessarily high— chimney. If the fire-grate arrange- 


ments were suitable for a deep fire, there would be but little logs of 
evaporative economy if there were not less than, say, 14 sq. ft. of 
heating surface per pound of coal per hour. The thick intense fire 
required less superfluous air the furnace temperature was 
higher. Where reasonable space for ordinary boilers and a chimney 
was available, chimney-draught pressure was preferable to fan- 
draught pressure. When the demand for steam was very variable, 
fans were an economical auxiliary. Fan preesure alone would seem 
advisable where space was cramped, a svfficient height of chimney 
not possible, or the demand for steam almost intermittent during 
long periods. 

Mn. H. Dickinson said that for central station work induced- 
draught fans had considerable advantages. They had installed 
three fairly large ones, and were running them with motors up to 
250 H.P. taking the peak load, and they had found them very 
satisfactory. They had had very little trouble with the bearings, 
which were water-jacketed. The plant enabled them to have 
fewer boilers under steam, and fewer standby boilers, an important 
factor, and altogether they found very great economy. They had 
had trouble due to grits with a chimney 210 ft. high, and he 
thought with a keen draught there would certainly be trouble with 
а chimney 80 ft. high. In one instance they had scrapers con- 
stantly going round in the soot pit of the economiser, carrying 
these grits into а pit out of the way of the draught, but still a 
certain amount went na chimney. In other cases they had 
dampers arranged so that the grite coming along the flue were 
driven into & chamber out of the draught. 

Mn. Kina, in reply, said the life of a fan was about 20 years. 
Changes were constantly taking place in the method of generating 
electricity, and in 20 years they would be glad to reconsider their 
decision, If, however, they put up a stack to last 100 years, they 
would saddle the undertaking with the capital expenditure for the 
rest of their natural existence, and part of someone else's, А tall 
self-supporting chimney, even if it were made of steel, must be well 
splayed out at the base. The brick lining was always put in up to 
the first 50 ft., if not all the way up the stack. In the case of a 
short stack, say, about 80 ft. high, projecting from the building а 
few feet, it was most convenient to pnt the guys at the top. With 
regard to the heating of air, with a good brick furnace, similar to 
those fitted in water-tube boilers, they could get as much heat as the 
bricks would stand. The repair work on fans was very small 
indeed. The bottom of the chimney was provided with a door, to 
that it was a very easy matter to clean out the induced-draught 
chimney. Another advantage in favour of the induced-drauglt 
plant was that they could easily isolate tbe different sections for 
cleaning. Since they had had the induced-dravght system, they 
had no trouble with smoke, providing it was worked properly. 
When excess air got through, it went through the barer parts of the 
grate where coal had been consumed to ash, with loss of efficiency 
owing to the formation of CO, for the air getting in cooled down the 
gases that were undergoing combustion. 


Domestic Electricity Supply (including Heating and 
Cooking) as Affected by Tariffs. 


‚ By W. R. Ооорив. 


(Discussion at the INSTITUTION OF ELECTRICAL ENGINEERS, Dublin, 
on Thursday, December 10th, 1908.) 


Ма. W. J. BowTEB, in opening the discussion, said the maximum 
demand system was fast becoming obsolete. Personally, he had 
found that consumers did not understand the system at all. Any 
syatem, to be succesaful, should be as simple as possible, and the 
“man in the street" must be able to check his account himself, 
leaving nothing to be taken for granted. Mr. Sowter did not con- 
sider the system of charging by the number of 8-0.р. lamps 
installed, as advocated by the author, to be any advance whatever. 
It would lead to endless disputes, &nd the British public had a very 
strong objection to de miciliary inspections. What was wanted to make 
guch a system successful wasto charge a plant rental depending upon 
the number of lamps used, as determined by a demand indicator—a 
system initiated by Mr. Leonard Andrews at Hastings some years 
ago. Even that, however, brought back some of the evils of the 
demand indicator system. He thought that the two-rate meter, in 
spite of its complication, was one of the most equitable,8ystema to 
adopt. The station peak—at any rate in stations where lighting 
supply predominated—must always exist, and the two-rate meter 
encouraged daylight consumption and discouraged consumption on 
the peak, and these two factors should assist in increasing the load 
factor. Referring to electrical cooking, he thought that as regarded 
cost of energy there was little to choose between gas and elec- 
tricity, but, unfortunately, the cost of the apparatus was so great, 
and the maintenance costs likely to be so high, that he did not con- 
sider station engineers could deal with the matter in the same 
manner in which the gas companies did: the rental of the stoves, 
&c., would be too high for them to expect a large demand. 

Mr. A. E. Porte agreed that the two-rate meter would prove a 
satisfactory solution of such a problem as confronted the Rich- 
mond Co., judging from the load curves given in the paper. 
Richmond was a typical residential district, and if the two-rate 
meters were set to charge twice the price of energy between the 
hours of, say, 4 and 8 p.m. in the winter, and 8 and 10 p.m. in the 
summer, they would then get the maximum revenue from the 
large amount of capital apparently lying idle so many hours per 
day. He thought that in business towns a large business could be 
done in radiators for office heating. Oflices were notoriously bad 
lighting consumers, but should be good heating customers, as their 
demand would not clash with the peak. Mr. Porte described a new 
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form of electric oven invented by a Dublin gentleman which 
appeared to him to possess considerable advantages over the 
ordinary pattern ; great attention was given to heat insulation, and 
he had seen a large ham cooked for a consumption of one unit of 
electricity, which he thought a distinct advance. 

Ms. L. J. Кеттгы could not agree with the author's figures 
regarding the cost of energy for cooking. It bad been assumed 
that the load factor of such a demand would be 25 per cent., but 
it would not be anything like so high. In many towns people were 
out all day, coming home in the evenings; therefore a great deal 
of the cooking would be done on the peak of the load. Applying 
Mr. Cooper's figures with the necessary correction, he had made out 
an almost hopeless case for electrical cooking. The demand system 
of charging bad done good service iu the past, but a flat rate was 
the more satisfactory one nowadays. 

Mr. W. Tarrow thought that there were too many tariffs in 
vogue altogether, and the one suggested was no advance. People 
naturally objected to the visits of inspectors, and would also 
object to paying for light unused when their houses were closed. 
He did not think there was much extra expense involved in 
the provision of duplicate circuits for lighting and 
heating respectively. Houses were not usually so liberally 
wired that there was sufficient copper to supply radiators 
and ovens consuming over 1 xw. each. The Corporation 
(Dublin) always fitted two meters in such cases, which he assumed 
to be practically equivalent to one larger meter. Mr. Tatlow 
thought it might be practicable where alternating-current supply 
was available to introduce cooking apparatus on the induction 
principle. Tbe main current would pass round a large magnet, and 
an induced current would occur in suitable conductors embedded in 
the saucepans, &c., when brought into proximity. Such a system 
if efficient would result in more commercial apparatus than that 
at present in use. It would be a long time before the kitchen fire 
was done away with. In America much heating was done by the 
supply companies, but it was carried out by their exhaust steam 
distributed in a suitable manner. 

Mr. P. 8. BBkABDOWN said that after reviewing existing tariffs, the 
author proposed another which Mr. Sheardown thought to be open 
to quite as many objections as any of the previous ones condemned. 
There was no one tariff that would suit all conditions of supply. 
As to running separate circuits for power and light, additional 
copper would have to be put in for radiators, and it would be more 
economical t» run the power circuit separately for the reason that 
the loss of a volt or two in the power circuit made but little 
difference. The power circuit should be a very simple matter, run 
on the tree system, and only need be run over the wainscottings, 
with plugs eupplied where necessary. He considered a double- 
rate meter preferable to any maximum demand system. The real 
difficulty in getting consumers for heating was owing to the great 
expense of electrical apparatus for this work. 

R. G. F. PrLprTOH agreed that the proper system was two 
separate flat tariffs, one for lighting, the other for power, heating 
and cooking.  Restricted-bour systems were apt to defeat their 
own end; gas companies made no restrictions regarding the use of 
their commodity, and if electrical undertakings did so their cam- 
paign in that direction could not be successful. The cost of wiring 
was not a serious matter, but he considered it desirable that local 
authorities should have power to wire up and let out heating and 
cooking stoves in the same way that their gas friends did. Two- 
rate meters were costly and complicated ; a simple flat rate was the 
best. Electrical flatirons, although the amount of power they con- 
sumed was small, were well used, and should be encouraged. 


LEGAL. 


W. T. Grover & Co., Lrp, v. MITCHELL. 


AT the Dukinfield Police Court on Saturday a charge of attempting 
to obtain £20 by false pretences from plaintiffe, of Old Trafford, 
was preferred against Thomas Mitchell, wire worker, Philip's Road, 
Manchester. 

According to the case fur the prosecution, on а note-heading of 
the Central Uruguay Railway Co., Monte Video, South America, 
the prisoner wrote to Messrs. Glover asking for a tender for cables 
for South America. А deposit of £20 was required with the tender, 
and it wae requested that it should be addressed to Mr. D. 5. 
Olliver, General Post Office, Dokinfield. Messrs. Glover became 
suapicious and communicated with the police, and when the prisoner 
called һе was detained. 

Prisoner, in reply to the magistrates, said he had never worked 
for Messrs. Glover, but he had been in America. He said he knew 
nothing about the letters. He was remanded. 


CucksoN >. Mxnno' AND Swinton Tramways Co., LTD. 


AT the Rotherbam County Court on the 11th inst., Albert Cuckson, 
cab proprietor, of Swinton, brought an action against the defend- 
ants, claiming £10 10s. for damages caused to a horse, by reason of 
the defective state of the defendants’ tramway track in Rotherham 
Road, Parkgate. 

For the detence, officials, including motormen and conductors of 
two care arriving at the place after the borse had fallen, gave 
evidence, stating that they were unable to find any live studs after 
applying tests. 

His Honour gave a verdict for the piaintiff for the amount 
claimed. 


SILUNDUM: A NEW PRODUCT OF THE 
ELECTRIC FURNACE. 


WE are informed that Mr. F. Bolling bas succeeded in working 
out a process, which he has patented, by which it is possible to 
"convert any piece of carbon, in the form of rods, bricks, or 
crucibles, into silicon carbide. Resistan ces are thus obtained that 
will stand temperatures as high as 1,700* C. Silicon carbide bad 
been known previously only in the amorphous or crystalline state, 
and it was supposed that it was formed by the sublimation of 
carbon and silicon; Mr. Bolling, however, discovered that silicon 
would penetrate into carbon when both were in a highly-heated 


condition. Silicon at about 1,600° C. existe only in the form of 
vapour, while carbon at this temperature keeps its shape, it being 
understood that the air has no access to either. Silundum, asthe new 
material has been named, or silicified carbon, is therefore a pro- 
duct that is obtained when carbon is heated in the vapour of 
silicon. 

For the production of this material electric furnaces are 
used, as for the manufacture of carborundum. Pieces of carbon of 

‘guitable shapes are introduced into a mixture of sand and carbon, 
which is provided with a granular core of coke as conductor for the 
electric current. Inetead of sand and carbon, amorphous carborun- 
dum can be used, enriched with sand to provide the necessary 
silicon to enable the carbon pieces to be converted into silundum. 

The silicification of the carbon depends on the time and the 
temperature employed. It is possible to eilicify the carbon pieces 
entirely, or only to cover them with a layer of silicon carbide of 
any desired thickness. The carbon leaves the furnace in the same 

‘shape as it was introduced, and manufacturing marks impressed on 
the carbon remain distinctly visible. Tubes of carbon can be 
silicified inside and outside. Silundum tubes of any thickness of 
wall or diameter can be made by silicifying a carbon rod, leaving a 
core of carbon inside that is burned away in a furnace which com- 
municates with the air, thus leaving a tube of silundum. If it is 
desired that the carbon piece shall remain carbon at one spot, tbis 
place is shielded by another piece of carbon, thus preventing the 
silicon from penetrating into that particuler spot. Lamp filaments 
can be easily converted into silundum, or only covered with a layer 
of silicon carbide. Charcoal is very easily converted into silandam, 
and ко is coke, because both are very porous. The silicification 
takes place more easily with porous carbon pieces than with pieces 
that are pressed very hard and tight, and baked. Graphite is easily 
silicified. Carbon powder, compressed with very bigh pressure, can 
be silicified without first being baked. In order to accelerate the 
process of silicification, the pieces can be made of carbon and 
amorphous or crystalline carborundum, bound together with tar 
or any other bond that contains carbon. This modification may 
be used in cases where very large pieces are to be converted into 
silundum. The material at present is produced in a works in 
Switzerland that was specially erected for the purpore. ‚ 

Silundum is а form of carborundum, and has similar properties, 
it is very hard, resists high temperatures, and is acid-proof. It isa 
conductor of electricity, its resistance being about three times that 
of carbon. The bardness of silundum is variable, and depends on 
the zone around the core in which it is produced; material from 
the amorphous zone is less hard than that obtained in the crystalline 
zone. 

Silundum is fire-proof to a high degree y it can be heated in the 
air up to 1,600° C. without showing any відп of oxidation. At 
about 1,700°, however, the silicon leaves the carbon and combines 
with the oxygen of the air, Small transparent globules are formed 
on the surface, of clear or brownish colour; these globules are silicon 
dioxide. Parts of the silicon combine with the oxygen of the air 
and appear as white vapour. Silundum cannot be melted. The 
electric resistance of this material depends on the kind of carbon 
and its hardness; silundum made from porous carbon has a bigher 
resistance than that made of hard carbon. The resistance depends 
also on the modification of the material; in the amorphous sone 
the resistance generally is higher than in the crystalline sone. 

The first use to which the material was applied was for electric 
cooking and heating; it was, in fact, for this purpose that the 
experiments that led to the invention were made. 

Electric heating for domestic, as well as for industrial purposes, 
demands for a large number of appliances а higher temperature than 
that which can be obtained with ordinary resistance wires. Electric 
cooking and heating have developed enormously in the last five 
years, and as electrical energy becomes cheaper, there will be & 
large demand for electric ranges, that can be used for any cooking 
utensil, just like a gas range. The electric range demands, how- 
ever, а concentration of electric power that cannot be obtain 
at present without over-heating the wires or increasing the weight 
of the heating plates. Silundum can be used at the high tempera- 
ture required for the purpose, and thus ranges are produced that 
bave th: glowing heat of a coal fire, and are used exactly like those 
heated by coal. : 

There is a large demand also for heating apparatus for melting 
metals and for clectric mufiles, or high-temperature ovens for 
laboratories, and it is especially in this connection that the material 
fills a long-felt want. Silundum can be used at as high a tempera 
ture as platinum, and as it is inexpensive, the & tus is cheap 
both in first cost and in repair. For heating purposes the silundum 
rods can be used single, in lengths up to +00 mm., depending on 
the diameter, as solid, round, flat or square rods or tubes, or in the 
form of a grid mounted in a frame and provided with contact 
wires, 
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Silundum stands the attack of acids just as well as silicon car- 
bide, and experiments are being made with a. view to using it for 
electrodes for electric bleaching. 

Silundum is attacked by molten metals, but this should not pre- 
vent its use as а fireproof material, for it is easily possible to cover 
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Колеп рег 
g. 
Boilers of base metals other than lead, except those | 


mentioned elsewhere ... 
Steam boilers, with or without the fittings— 


the outside of & carbon or graphite crucible with silundum and Of iron, except cooking and distilling apparatus ... 20 

leave the inside carbon. Of iron, with component parte of base metals S. 30 
Carbon filaments covered with silundum, and filaments made Of base metals, except cisterns and tanks  ... 32 

entirely of silundum, have been tried for use in glow lamps, but it Locomotives and tenders, and locomobiles езгер! tor 

is found that when the filaments are heated in a vacuum the globes agriculture). _... 29 


are soon covered with a brownish layer of silicon. 

Silundum is manufactured at Salop Street Works, Birmingham, 
by the British Prometheus Co., Ltd., from whom any information 
regarding the new material may be obtained, We understand that 
the company are making arrangements to manufacture it on 
an extensive scale, and hope shortly to be in a position to supply 
it for incandescent heaters of various types. 


Steam engines, turbines and other motors ot specially mentioned ; 
industrial machinery permanently combined with steam 
motors (steam dredgers, steam hammers, steam cranes, steam 
pumps, steam fire engines, and the like), weighing each 200 kg. 
or less, 40 kr. per 100 kg.; over 200 kg. and up to 2,500 kg., 
32 kr. per 100 kg.; over 2,500 kg. and up to 5,000 kg, 
steam turbines, 26 kr. per 100 kg.; other, 22 kr. per 
100 kg.; over 5,000 $e аа up to 10,000 kg., steam tur- 
bines, 19 kr. per 100 ; other, 22 kr. per 100 kg.; over 
10,000 kg. and up to 100/000 kg., steam turbines, 19 kr. 
per 100 kg.; other, from 10, 000 kg. to 50,000 kg., 21 kr. 
per 100 kg.; from 50,000 kg. to 100,000 kg., 19 kr. per 
100 kg.; over 100,000 kg., 18 kr. per 100 kg. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


Kronen per 


100 kg. 
Dynamos and electromotors (except motors for auto- 
mobiles), whether or not permanently combined 
with mechanical contrivances or apparatus; trans- 
formers, alternating or direct current, t, weighing each— 
25 kg. or less 50 


AUSTRIA-HUNGARY.—The tariff is divided into two sections 
known 88 the maximum and minimum tariffs; the minimum 
tariff is applicable to countries which have negotiated most- 


favoured nation treaties with Austria-Hungary, and is More than 25 and up ш 200 00 kg. КС T S. 40 
therefore applicable to goods of British manufacture. The More than 200 and up sok 1 — 32 
rates given below are those of the minimum tariff. The More than 500 and p 2 3,000 4v. hee. сек 27 
statement of the country of origin of the goods on More than 3,000 and up to 8,000 is. iss eu 25 
consignment notes, or bills of lading and invoices, is sufficient More than 8,000 kg. i 20 


to secure admission under the minimum tariff. Invoices 
and consignment notes should state the gross weight of 
packages and net weight of contents, which shonld be fully 
described. When various descriptions of merchandise are 
packed together, the net weight of each class should be 
stated geparately. The weight of the goods for calculation 
of duty is the net weight after deducting tare allowances 
fixed by the Customs, but if desired, the importer may claim 
the right to pay duty on the actual net weight, except in 
cases where it would be difficult to ascertain this weight 


Electric telegraph, ringing, signalling, and railway 
safety apparatus; telephones and microphones; 
apparatus for protection from lightning, except 
lightning conductors; electrical calculating and 
measuring apparatus; weighing each — 


5 kg. or more - 120 
Less tban 5 kg. —Telephones and microphones, with 
the lightning guards appertaining thereto . 140 
Other 200 


Switch and contact devices, mounted fuses, and the like, 


without inconvenience. Krone = 10d.; 100 kg. = 


220'4 lb. 


Kronen per 
100 


kg. 
India-rubber or gutta-percha— 
Transmission belts.. .. 80 
Insulating material of patent sheets, vulcanised or not 100 
Fittings for technical and electro-technical purposes 
for instruments, &c., of hardened india - rubber 115 
Fittings for telephone and microphone construction, 
by permission and under control 90 
Fittings, rough pressed of hardened india - rubber, the 
pressing seams being visible sie m" 84 
Transmission belts, flat, of leather— 
Of bark tanned leather ... 58 
Of oil dressed or mineral tanned leather 68 
Transmission belts of leather, round or cornered, also 
twisted ... 80 
Transmission cords of cut leather, not rounded, “twisted 
ornot  .. ess 70 
Bulbe for electric incandescent lamps 30 
Earthenware fittings, for insulation and mounting, for 
electro-technical purposes, not combined with other 
-materialg— 
White p ne ТА 
Coloured, edged, painted, printed, silvered, gilt 25 
Norr.—Under insulating fittings and mountings for 
vlectro-technical purposes are included, insulating materials, 
frames, switchboards, contact mechanism, reels, hooks and 
the like, for electric lighting and for other electrical appara- 
tus, of porcelain, stoneware, majolica or otber baked 
eartlienwa age of all kinds not in combination with other 
materials. 
Iron wire, coated with tin, zinc, lead, copper, brass, var- 
nished, of a thickness of— 
1'5 mm. or more 14 
„Less than 1`5 mm.. and down to 5 mm, 17 
Less than ‘5 mm. ... . 19 
Wrought-iron boilers, except those mentioned below— 
Ordinarily worked s T 20 
Finely worked, combined or not with common 
materials.. 29 
Rails of whatever gection, pierced ‘or not, weighing per 
metre— 
15 kg. or more 6 
Less than 15 kg. ... 7°20 
Fastenings for rails; fish-plates, Ko. 14 
Railway axles and wheel iron, planed, smoothed or not 12 
Railway wheels and sets of wheels, finished, with a dia- 
meter of— 
36 cm. or more 13 
Leas than 36 cm. 20 
Nickel anodes 14°50 
Wire, of copper, nickel, &e., ‚апа alloys ‘thereof, rolled, 
hammered or drawn— 
Over `5 mm. thickness M bse we {9 
Over ‘25 mm., and up to 5 mm. - e 22 
25 mm. or less T x e is сез .. 26 


electrical conduction apparatus: all these in holders, . 
boxes, and the like, weighing up to 250 grammes each 150 


Electrical lamps (arc, incandescent, and tbe like) * 200 
Mounted glasses for electric lights is 120 
Regulators, resistances, starters, and similar electrical 
apparatus— 
Weighing less than 5 kg., with mounted electrical 
registering and measuring apparatus ist . 200 
Other, weighing 10 kg. or lese suo æ 120 
Weighing more than 10 and up to 25 kg. Ds .. 80 
Т more than 25 and up to 200 kg. e 45 
i more than 200 kg. 30 
Accumulators with lead plates, and lead plates for accu- 
mulators .. ies 36 
Electric carbons—Carbons tor lighting purposes weigh- 
ing 1 kg. or less per metre ($ oz. per inch) 40 
Other .. 24 


Component parte of electrical dynamos and electro- 
motors— Finished, and unmistakably forming parts 
of such machinery, dutiable as the machinery of 
which they form part; other, dutiable as parts of 
machinery," at rates vary ing from 15 to 40 kr. per 
100 kg. 

Component parts of other electrical apparatus— Finished, 
and unmistakably forming parte of such apparatus, 
dutiable as the apparatus of which they form part; 
other, dutiable as the material of which made. 


Cables and insulated wire— With metal sheathing e. 48 
Without metal sheathing, insulated by means of— 
India-rubber or gutta-percha .. 70 
Textile threads other than silk ; also silk combined 
with india-rubber, gutta-percha, бс. gis 90 
Silk, other, whether combined or not with asbestos, 
paper, Ko. e . 145 
„ Other materials (paper, ‘asbestos, &с. ) ud * 60 


` 


Zinc Recovery.—The Mininy Journal states that an 
electrolytic process has been invented by an Italian engineer, 
Signor E. Sanna, for the recovery of zinc from waste. It is said 
that the process is highly economical, being in а sense regenerative 
~—after passing current from an external source for a time, the 
current is cut off, and the cell gives a reverse current which deposits 
a further quantity of zinc! Details of this remarkable process 
would, no doubt, be interesting; but we fear that it is up against 
the inflexible law of conservation of energy. 


Rand Electric Supply.—4A short time ago the news 
of trouble between the Victoria Falls Power Co. and the Wernher- 
Beit interests, over the question of electricity supply on the Rand, 
became public property. Litigation was decided upon. The Pall 
Mall Guzette now understand that recently there has been a р 
tion of more friendly relations, and that the differences are likely 
to be composed without any resort to the Law Courts. 
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NEW PATENTS APPLIED FOR, 1908. 


Oom expressly for this journal by W. P. Тномрвон & Co., Electrica! Patent 
ts, High Holborn, London, W.O., and at Liverpool and Bradford, 
to whom all inquiries should be addressed. 


25,788. "Improved multiple-contact vibrator for ignition, induction, and 


~ shocking coils, telephone, telegraph, elcotrio bel] and electro-magnetic appa- 


ratus." F. J. CLARKE. November 80th. 


25,819. New or improved electric switch." CARDWELL BOORMAN & ForD 
Lrop, LTD., and C. BTIRLING. November 30th. 


25,814. “ Improvements in or relating to electric lighting systems, especially 
applicable to train lighting." J. P. CROUCH and J. ErcHuELLs. November 80th. 


26,824. "Improvements in the manufacture of electric incandescent filaments 
from tungsten or other difticultly fusible metal." Siemens & HALSKE ACT-Gks. 
(Date applied for under Sec. 91 of the Act, December llth, 1907, being date 
of application in Germany.) November 30th. (Complete.) 


25,855. "Improvements relating to magnetic-electric ignition apparatus.“ 
The tirm, Вовкнт Boscu. (Date applied for under Вес. 91 of the Act, October 
81st, 1908, being date of application in Germany.) November 80th. (Complete.) 


95,863. '' Automatic trembler, particularly applicable to warning apparatus. 
E. Tests. November 80th. (Complete.) 

25,868. “Improvements relating to the manufacture of coherent conductors 
suitable for incandescent lamps and other purposes." BRITISH THOMSON- 
Houston Co., Ітр,, and T. E, Ковевтком. November 80th. 


35,869. ‘Improvements relating to the production of coherent conductors 
suitable for incandescent lamps and other purposes." BRITISH THOMSON- 
HovsToN Co., Lrp., aud T, E. RobxngTsoN. November 80th. 

95,870. '' Improvements relating to the manufacture of coherent conductors 
suitable for incandescent lamps and other purposes." British Тномғом. 
Hovsrox Co., LTD., and T. E. RosERTSON. November 80th. 


95,871. “Improvements relating to the manufacture of coherent conductors 
suitable for incandescent lamps and other purposes." British THoMson- 
HovsTox Co., Lrp., and T. E. Ковквтвох. November 30th. 


25,883. ‘Improvements in connection with electric light signs.“ H. I. 
PaLMER. Deoember ist. 
25,800. Improvements in and connected with the electro-deposition of 
F. H. Brown. December 1st. 

25,916. * Improvements in electric beaters.” С. Н. ArcHER, H. J. CoATES, 
and H. Hirst. December Ist. 

25,948. “Improvements in and relating to wireless telegraphy and wireless 
telephony.’ A. W., SHARMAN., December ist. 

25,954. “Improvements in and relating to magnetic blow.outs," T. том 
ZwEIGBERGK. December lst. 

25,955. Improvements in and relating to magnetic blow.outs." Т. von 
ZWEIGBERGK. cember 1st. 

25,957. Improved electro-motor.” I. M. Hawkins. December Ist. 


96,004. "Telephone message holder." E. C. Dicsy, December 2nd. 


96,068. ‘Improvements in aerial electric cables." C. E. EcoNER and R. F. 
Frepaixsson., (Date applied for under Вес. 91 of the Act, December 2nd, 
1907, being date of application in Sweden.) December 2nd. (Complete.) 


26,087. "Improvements in trolley wire suspension." B. Kay. December 


96,088. ‘Improvements in and relating to machines or apparatus for bending 
the coils of armatures and the like," M. THIEL, December àrd. 

26,120. Iinprovements relating to systems of electrical distribution." R. P. 
Jackson. (Date applied for under Sec. 91 of the Act, December 6th, 1907, 
being date of application in United States.) December 8rd, (Complete.) 


26,145. Iinprovements іп or relating to elcctric lighting arrangements.“ 
E. M. Авнку. December 3rd. 

26,157. Combined thermostatic fire alarm and electric bell push." С.В. 
Buttock. December 3rd. 

96,161. *' Improved method of and apparatus for regulating the voltage and 
power factor on polyphase circuits." C. V. DrispALg. December 3rd. 

26,165. “Improvements in choke coils." H. J. Becx. December 8rd, 
(Complete.) 

96,170. “Improvements in induction msgneto-alternators." L. J. LE 
Pontois, (Date applied for under Sec. 91 of the Act, July 116, 1908, being 
date of application in United States.) December 8rd. (Complete.) 


28.179. Multiple anode electrolytic detector." R. J. B. Hirristky,. De- 
cember 8rd. 

26,198. ‘Improvements in and relating to alternating current dynamo-elec- 
tric machinery." Тнк LowcAsuiRE. DvNAMO AND. Motor Co., Lro, A. P. 
Woop and R. B. McLeon. December 4th. 

26,205. ‘Detachable lock for bayonet catch electric glow lamp holders.“ 
C. F. Н. Вауу. December 4th. 

25, 223. Apparatus for starting and governing electrically-driven ring- 
spinning frames," Ak T- GEA. Brown, Boverr A Сік. (Date applied for under 
sec. 91 of the Act, January 13th 1908, being date of application in Germany.) 
December 4th. (Complete.) 

26,232. "Improvements in and in the manufacture of the junction and other 
fittings of metallic conduits for electric conductors." C. H. Peck, Lrp., and 
G. F. Butt, December ith. 

26,233. ‘Improvements relating to metallic conduits for electric conductors.” 
C. H. Рсон, Lro. and G. F. Buty. December ith. 

96,239. “Improvements in electric clocks.” T. J. Murbay. Decembcr 4th. 

20,251. “Improvements in electrical fuscs." A. West. December 4th. 

20,252. " Improvements in resistance grids for electrical purposes.“ A. 
WST. December 4th. 

296,774. "Improvements in and relating to safety devices for polyphase 
current machinery," J. M. B. Fonrecua. December ith. 

36.283. '* Improvements in and relating to electrically driven rotary 
brushes," Tux Light ELECIRHIC Могоң Co., Liv, and G. F. Hiuuins. 
December ith. 

26,285. ‘Improvements in and relating to electric batteries.“ H. DE 
Mankiis. (Date applied for under Rule 13, February leth, 1908, an invention 
comprised in Application No. 3.071 of 1908, dated February 180, 1908.) 
December dth. 

26,247. "Improvements relating to incandescent electric lamps.“ BRITISH 
THouson-Hovston Co., Lip. (Allgemeine Elektricitats-Ges., Germany.) 
December 4th. 

20,319. “Improvements connected with telephone instruments.“ P. B. 
Сглнкк. December sth. 

26,356. "Improvements in or relating to electric furnaces.” C. BINGHAM, 
December Sth. 

20,359. '' Brake for electro motors.” A. Hann., December 5th. 

20.203. “Improvements in the distribution of energy by interrupted con- 
tinuous currents," E. vos Leven. December oth. 

26,41. Improved means for closing electric battery cells and for securing 
electiodes in the same. Тнк New IoNirioN SVNDICATk, Lro., and H. FOSTER, 
December 5th. (Complete.) 

26,374. “Improvements in arc lampe.“ W. N. JorL: N. December 5tb. 
| 26,455. "Improvements in and relating to clectric signalling apparatus 
particularly adapted for ships. C. Б. B.LLO(k. December bth. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Гресшсвцовв may be obtained of Mers. W. Р 
Тномрвои & Co., 822, High Holborn, W. O., and at Liverpool radford 
price, post free, 9d. (in stamps). : i T "B 


1907. 


MANUFACTURE OF FILAMENTS FOR ELECTRIC Incanpescant Lamps. "7," Electric 
Lamp Syndicate. (H. Zerning.) 20,223. September 10th. 


CoNTBoL or ELxCTnIC Morors. British Thomson-Houston Co. (Allgomei 
Elektricitàts Ges., Germany.) 22,131. October "th. (Allgomeine 


PREPAYMENT ELECTRIC MRT TRS. E. Schattner and R. Amberton. 99,50. 
October 28rd. (Post.dated March 17th, 1908.) Ы me 


MAGNETIC COUPLET TO BE WORN ON THE FINGER OR ON QR 1N Proximity WiTH 
OTHER PART8 OF THE BODY, ғов THE ÁLLEVIATION OF RBEEUMATIEM AND FOR 
рне CURATIVE PvRPosES, E. Brown and J. Cameron. 24,567. Novem- 

r 6th. » 


ELECTRICITY MEASURING INSTRUMENTS. Т. E. Slaughter and H. T. Harrison. 
24,894. November 9Ь. 


DyNAMOo-ELECTRiC MacHiNES, Felten & Guilleaume Lahmeyerwerke Akt.-Ges. 
25,809. November l4th. (Date applied for under International Convention, 
November 14th, 1906.) ` 


INCANDESCENT ELECTRIC LAMPS AND THEIR Fitrinos. J. Н. Collings and Н. 
Hirst. 25,815. November 21st. 


ELECTRICAL BwircHES. C. J. Turner. 25,958. November 28rd. 


ELzCTRiC HEATING APPARATUS FOR WATER AND OTHER Liqvips,. J. W. Ewart. 
27,171. December 9th, : 


STORAGE BATTERY PLATES. A. C. Tate. 28,132. December 20th. 


FiELI D Maonets ғов OBTAINING Rapib EXCITATION ron THE DyNAXOS or PETBROL- 
Evxcrric AUTOMOBILES AND FOR OTHER PunrosES. W. A. Stovens. 2, 188. 
December 27th. (Post-dated June 27th, 1908.) 


: 1908. 


Sparkina-PLtas FoR ExrLos rox Motors. E. Moonen. (16,875. July 25th. 
(Date applied for under International Convention, July 29th, 1907.) 


ELECTRICALLY-CONTROLLED RAILWAY SIGNALS. Siemens Bros. & Co, and L. de 
M. G. Ferreira. 20,601, September 80th. 


TELEGHAPHIC lRANS$I8810N OF PHOTOGRAPHS AND THE LIKE, F. Wyndham. 
1,208. January 18th. 


ELECTRICITY METERS. Chamberlain & Hookham, Ltd., and 8. H. Holden. 
1,503. January 22nd. 


ELEcTRICALLY-CONTROLLED LirTS, Hoists, CRANES AND THR LIKE. E. Chaudoir, 
2,074. January 29th. 


ELECTRIC INCANDESCENT Lamps. Cutler, Wardle & Co. and W. Wardle. 2,108. 
January 30th. 


MAGNETIC BEPABATORS. L. Б. Burt. 2,498. February 4tb. 
HOLDERS FoR ELkorRI1C INCANDESCENT Lamrs. F. W. Suter. 4,608. February 


APPARATUS FOR ProttTixg RESONANCE CURVES FOR DETERMINING THE DAMPING 
AND FREQUENCY OF ELECTRIC OSCILLATIONS, APPLICABLE ALSO IN TBANSMITTING 
SrsTEMEH FOR WIRELESS TELEGRAPBY. O. Scheller. 4,844. March 8rd. 
(Date applied for under International Convention, March 4th, 1907.) 


AUTOMATIC ELEOTRIC WINDING OR DRIVING APPARATUS РОВ CLOCKS AND THE МЕК, 
Firm of One-Year Electric Clock Co., Grundke and Lazarus. 4,867. March 
8rd. (Date applied for under International Convention, March 4th, 1907.) 


ELECTRODES FoR ELECTRIC WELDING, SOLDERING OR Brazing. G. Harrison. 
(Electric Railway Improvement Co., United States.) 6,017. March 5th. 


FILAMENTS FOR INCANDESCENT ELEcTRIC Lamps. British Thomson-Houston Co. 
(General Electric Co., United States.) 5,416. March 10th. 


DYNAMO-ELECTRIC MACHINES Fon TUE PRODUCTION OF CONTINUOUS OR ALTERNATING 
CURRENTS. J. Schurch and G. Himmel. 2,091, March 13th. 


MEANS FOR ADJUSTARLY CARRYING SHADER FOR ELECTRIC AND GAR Lamps. E. А. 
Showell and E. Н. Harris. 6,7085. March Mth. 


ALTERNATING ELECTRIC CURRENT RkLAys. J. D. Taylor. 5,89, March 16th. 
(Date applicd for under International Convention, April 18th, 1907.) 


ATTACHMENT OR APPLIANCE CONNECTED WITH THE MOUTHPIECES or TELEPHONES, 
BrEARING TUBES AND THE LIKE, A. Weintraud. 6,547. March 94th. 


ARMOURING FOR INSULATED ELECTRIC CONDUCTORS, W. E. Lake. (P. Schroder. 
Germany.) 9.077. April 20th. 

Bwiren ARRANGEMENTS FOR STARTING ELECTRIC Morors, Bicmens Bros, Dynamo 
Works, B. G. Payne and E. Schupp. 11,512. May 27tb. 


ELEcI ICAL HEATING APPARATUS, ESPECIALLY APPLICABLE TO FLAT-InoNs AND THE 
ыкһь. W. Eastman and A. Warne. 12.275. June bth, 


ELECTRIC Arc Lamrs. J. O. Girdlestone and C. F. G. Thorkelin, 19,644. 
June 12th. 


MANUFACTURE OF PLASTIC Manses OF OXIDE OF TUNGSTEN. C. Trenzen. 14,350. 
10% i (Date applied for under International Convention, July 18th, 


BHADE Devices ror ELECTHIC Lanes, C. W. Frauenlob. 16.904. July 28th. 


TELEPHONF INSTALLATION. Siemens & Halske. 16,006. July 29th. (Date 
upphed for under International Convention, August 2nd, 1907.) 


IN-tLA1EKD Joints FOR Raitway RAILS AND THE LIKE. B. Wolhaupter. 17,498. 
August 20th. 

ELECTRIC HEATING Devices. British Thomson- Houston Co, (General Electric 
Co., United States.) 18,58. September 2nd. 


ComMvuTatTina Pol K For Dynamo-Evectric MacniNrs, British Thomson: 
Houston Со. (General Electric Co., United States.) 18.401. September 
2nd. (Application for Patent of Addition to No. 5, 711/07.) 


MANUFACTURE OF MaGne108, II. Stephens. 18, 0. September sth. 


ErrUisoN EH CTU Motors. Siemens Beluckertwerke Ges. 19,859. Береш 
bur 22nd. (Date applied for under International Convenuon, September 
28th. 1607. Request under Бес, 10 not granted. 
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No 1,699, 1,029. 


THE PACIFIC CABLE—AND AFTER. 


We briefly referred in our last issue to the interesting 
meeting which took place at the Mansion House!on 

the 11th inst. under the able Presidency of the Lord | 
Mayor, who was supported on the platform by many well- 


known public men. Amongst these it was noticeable that 


the Dominions and the Commonwealth were well represented, 
and that there was a strong underlying feeling of concord on 
the subjects which they had met to discuss. In speaking to 
the resolutions presented to this meeting, it was very clear that 
with the knowledge born of past experience, and with the hope 
of future amendment, the spirit of the meeting led straight 
in one direction—in the direction of State-ownership of 
cables. But still, ‘Socialism ”—as one is taught to 
understand it, in a narrow sense—had little, or indeed no 
guiding part in the opinions expressed. The very apparent 
wish of those who spoke was that intercommunication 
between the various parts of our world-wide Empire 
should be made as facile and free as it could 
possibly and reasonably be made. The continuation 
of the friendly relations among kindred peoples surely 
counts for something! As Sir Edward Sassoon pointed 
out, а merchant’s account for telegrams during the year 
may be £1,000, more or less; but the individual—the 
emigrant, whose friends would be interested in his fortunes 
and whose future, and their futures, as apart from their. 
sympathies, might be concerned—these men and women are 
surely worthy of consideration, and we gather that in so far 
as this is * Socialism." the meeting at che Mansion House 
was distinctly “ Nocialistic.” The Duke of Argyll, 
whose Governor-Generalship of Canada will always 
remain memorable there, when moving one of the resolu- 
tions spoke somewhat in the sense above indicated, 
recommending a system of “ deferred rates,” to the advan- 
tage of the poorer classes, аз a means of keeping in active 


life the friendship with those across the seas. Ne oblivisraris 


isa motto not to be forgotten in Canada! Lord Milner’s 
sympathetic remarks on his recent experiences in Canada 
clearly showed how, owing to the new Post Office reform, 
British newspapers and magazines were now to be found in 
the remotest parts of the Dominion, and with what a 
welcome these were received, drawing together again the ties 
of almost forgotten kinship. 

But farther off lie our Australian cousins : 
our words and our thoughts will convey no memory, no 
meaning; they may easily come to look on any slight news 
(excepting always, of course, the results of cricket, and foot- 
ball matches) which may be exchanged between Great 
Britain and the Commonwealth as matters of mild indiffer- 
ence. Apparently, as things go, this is almost the position 
at present. In New Zealand we are glad to believe that 
this is not the case, and that in that pleasant land, where 
Ê 


soon to them 
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energy and comfort go easily hand-in-hand, there is still 
time left for home memories. 

But we have now to consider the practical side of the 
subject. It is very clear, from long experience, that under 
the shield of monopolies and State subsidies the cable com- 
panies, which at present hold sway, will do nothing, or will 
only do what little they are absolutely forced to do, and the 
compelling force under which they have hitherto acted has, 
of necessity, been either that of State intervention or the 
dread of it! Let us take the case of the Pacific cable, and 
let us remember something of that story. How the rates 
charged per word came tumbling down in front of the 
inevitable, at one time described as the impossible ! 
A speaker at the Mansion House meeting to which 
we have referred, by way of stemming the tide, 
pointed out the supposed loss incurred by the Pacific Cable 
Board as being £60,000 per annum. Had this gentleman 
taken the trouble earnestly to investigate these accounts, 
which are quite open to the public, he might have known, 
as any man who really cares to know the truth may find 
clearly stated in last year’s accounts, that out of earnings the 
usual annual sum of £77,544 for interest and sinking fand 
was provided, and that beyond that sum, which is a 
capital expense, a special reserve fund of £32,523 was this 
year, ав in the four previous years, set aside for this special 
reserve, with the small but noticeable difference, that this 
year's "special" reserve is less than that set aside in any 
preceding year in the short but interesting life of this, the 
first State-owned cable of any importance. 

To those who care to glance at a small analysis of the 
position it will be clear from the accounts that of the 
£80,885 which stands in the Pacific Cable Board account 
as a deficiency, the proportion of Great Britain's loss is only 
some £8,500; while Canada, who has stood in the fore- 
front of this battle for many years, stands, as she always has 
done, side by side with the old country, and pays the same 
amall tax towards the freedom of communication which is 
so earnestly desired. | 

The late Prime Minister of the Commonwealth enthusiast- 
ically expreseed come weeks ago every willingness to associate 
his country with a lowering of cable tariffs. This is distinct 
and clear, but we should like to see this opinion put into 
action. 

To a country like Great Britain, which makes no terminal 
tax whatever, this kindly expression of goodwill is welcome. 
It is clear that, while the Commonwealth charges an import 
and export tax of 5d. а word on all ordinary telegrams which 
reach or leave her shores, and while her rate of intercom- 
munication within her coastal boundary is for some 3,000 
or 4,000 miles the sum of 1d. per word, there is still something 
left to be done. 

This cannot but be clear to those who have во strongly 
felt the necessity which they have acknowledged and which 
they are now urging. 

To turn from the above to another subject: there was 
little said at the meeting to which we are now referring about 
the rate to India. The matter has been dealt with, but has 
now apparently come to а standatill. For years the inelastic 
Indian traffic, which stood at a rate of 4s. per word, aud 
which, according to the prophets who deal with these matters 
and the mysterious joint-purse account, could not rise from 
the “slough of despond,“ waiting for better times, has at last 


found a little freedom owing to the efforts of men who уе 
interested themselves in the subject. The figures show 
very clearly that an ample return of traffic has sprung up 
and has repaid the lowering of the price per word—so much 
so that it seems very clear that a still lower charge with 
deferred rates is a desirable sequence. 

Owing to pressure of time at the meeting at the Mansion 
House there seemed to be no opportunity to elaborate the 
ideas which were clearly expressed on the map there shown, 
but the feeling of the meeting appeared to be very clearly 
in favour of State-owned cables as a method of at least 


controlling the companies, who until now have required dis- 
creet and wise rule. | 


РЕР Іх another column we gladly publish an 
B. H. Thwalte : appeal that is being made by a committee 
An Appeal, for funds to relieve the immediate necessi- 
ties of the widow of the late B. H. Thwaite, 
and to provide for the bringing up of her two young 
children. We cannot but think that the country owes this 
to the late Mr. Thwaite, and when we realise the.many 
hundred thousand horse-power capacity of blast-furnace gas 
engines already at work in Germany as the direct result of 
Thwaite’s efforts, and also the immense capacity of the electric 
generators through which this gas power is made useful, we 
are compelled to the view that had a similar acceptance of his 
views obtained here that has been the case in Germany and 
Belgium, and even in America, the condition of the electrical 
industry would have been much more thriving to-day than 
we find it. Few grasp the immense outcome of Thwaite’s 
discovery. It must not be that his widow and children shall 
be left in penury. Mr. Carnegie has signified his appreciation 
of the magnitude of Thwaite’s work and the justice of this 
appeal by his conditional promise of £500. 


In an article on “The Unemployed” 
in our issue of the 13th ult., we pointed 
out that a serious mistake would be made 
if public bodies, who were providing relief work for the 
unemployed, paid the full standard rate of wages for such 
work to any man until he had shown himself to be a capable 
workman. We regret, therefore, to see that at the special 
Conference on Unemployment promoted by the Right to 
Work National Council, which was held at the Guildhall 
recently, and at which delegates from 180 public bodies 
and organisations attended, a resolution was passed that 
employment by public authorities on relief work should be 
paid at Trade Union rates of wages, or, where no such rate 
existed, at a minimum of 308. per week. 

In all districts of London, and in the large provincial 
towns where relief works are likely to be started, a very 
large number of men in permanent employment cannot earn 
30s. a week; and if public authorities shonld adopt this 
resolution, we should find numbers of men leaving their 
present employment in order to register themselves as unem- 
ployed, and во to qualify for the higher wage. In addition, it 
must be remembered that very mapy of the unemployed are 


Unemployment 
Problems. 


, unable to get work because, for one reason or another, they 


are not capable of doing work equal in quality or quantity 
to that done by the men who have been able to keep in 
employment ; and, therefore, it is not fair to these latter to 
pay the standard rate of wages to a man on relief work until 
he bas shown that he is worth as much as the average work- 
man employed by contractors on similar work. 

We also noticed that an addition was made to the resolu- 
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tion asking for the abolition from the labour market of the 
competition of men in the Army, Navy and Civil Service 
and police pensioners. If this means that the Right to Work 
National Council wishes to prevent men who are in receipt 
of a pension from increasing their incomes by becoming 
wage-earners, it is a peculiar interpretation of the “ Right 
to Work ;" and until the Council has been able to persuade 
the Government to increase all pensions to a minimum of 
308. a week, it is very unfair to propose that such pensioners 
should be debarred from all chance of obtaining a weekly 
income equal to that which is considered to be the 
minimum that can be offered to one of the unemployed. 


IT is now a matter of common know- 

The Revocation jedge that under the Patent Act of 1907 
ове the Comptroller has power (subject to 

England. appeal to the Courts) to revoke a patent on 

the ground that the patented article or 

process is manufactured or carried on exclusively or mainly 
outside the United Kingdom. The Comptroller has power 
to revoke unless the patentee, or other person having the 
interest of the patentee, can prove to his satisfaction that the 
patent is worked in the United Kingdom, or give satisfactory 
reasons why it is not so worked. The facts of the case may 
be very briefly explained by an example. A Belgian firm 
acquired two English patents of 1900 for the manufacture 
of a particular kind of tile. They set up a factory in 
their own country. It was conceded that they did not 
allow the process to be worked over here, although it was 


admitted that a sixth part of their total manufacture 


was imported into England. Various reasons for not work- 
ing in the United Kingdom were put forward before the 
Comptroller. It was alleged that the supply was already 
equal to the demand ; that the product could be more easily 
turned out in Belgium ; that unless the applicant for revo- 
cation could show that manufacture of the tiles would be 
commenced in England, there was no ground to revoke. It 
was also asserted that as the party applying for revocation 
had no interest — he. not intending to work himself — 
the Comptroller ought to refuse to revoke the patents. 
These arguments did not make much impression. In a 
long written judgment, which can be purchased at the 
Patent Office, the Comptroller explained his reasons for 
revoking these patents. He said: “ Parliament decided to 
leave to the tribunal dealing with each case to determine, 


after hearing the facts and arguments, whether or not the 
patentee could give satisfactory reasons for his inaction. It 
i8 obvious that in determining this question, regard must be 
had not only to the interests of the patentee, but also to 
those of the public; and that the mere fact that it would be 
more profitable or convenient to a patentee to manufacture 
abroad than in this country cannot be regarded as a satisfactory 
reason for not taking the necessary steps for introducing the 
manufacture into this country. Otherwise, no advantage would 


be gained in any State of the Union (.., in the States 


forming the International Union for the Protection of 
Industrial Property) by legislation under which patents can 
be revoked for non-working ; because a patentee of his own 
accord, and without any legislative pressure, will naturally 
be disposed to manufacture where it is most profitable and 
convenient for him to do so.” Dealing with the suggestion 
that the issue of advertisements for persons likely to take 
licences was sufficient evidence of an attempt or desire to 
work the patent in this country, he said: It seems to me 


impossible to hold that a patentee can relieve himself from 


the duty of manufacturing in this country by the mere in- 
Bertion at any time of a few advertisements, and the sending 
round to manufacturers of a few circulars to which no replies 
are received. The advertisements and offers in this case 
were, I may say, of the vaguest description ; they gave no 
intimation of the terms on which the owners of the patents 
were prepared to treat, beyond the statement that such 
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terms would be reasonable." The learned Comptroller's 
remarks with regard to the object of the legislation are 
also of interest. He said: *I have always regarded the 
object of the section as being to put a check on the practice, 
which was alleged to prevail very extensively, of taking out 
and maintaining patents in this country, not with any inten- 
tion of working them here, bnt with the object of prevent- 
ing the patented articles from being nianufactured here, and 
from being imported by any other parties than the patentees. 
If, on the evidence which has been submitted in this case, 
the two patente in question may not be revoked, I find it very 
difficult to imagine any case in which a patent can be revoked 
under the section.” Eventually he made an order revoking 
the two patents forthwith, and condemning the licensees in 
the sum of 45 guineas for costs. 


LEGAL. 


Hien Court or J USTICE. 
Before Mr. Justice Warrington. 


ALABASTER, GATEHOUSE & Оо, v, Еммотт & Co., Lp. 


THis was an action by Messrs. Alabaster, Gatehouse & Co., the 
proprietors of the ErkocrRICAL Review, for an injunction to pre- 
vent the defendants, the publishers of the Mechanical World and 
the Electrical World and Record from infringing the copyright of 
the plaintiffs, in articles and advertisements in the plaintiffs’ paper, 
the ELECTRICAL Review. 

Mr. Percy F. Wheeler and Mr. W. Valentine Ball appeared for the 
plaintiffs, and Mr. George Cave, K.C., and Mr. H. A. Colefax for 
the defendants. 

Мв. WHEELER stated that the plaintiffs, who are the owners of 
the ErgoTRICAL Review, an old-established electrical paper, com- 
plained of the copying by the Mechanical World and the Electrical 


. World and Record of articles which had appeared in the plaintiffs’ 


paper, and of advertisements which had been taken wholesale out 
the plaintiffs paperand put into the Electrical World and Record, 
the defendants were the publishers of the two last-named papers. 
Mr. Wheeler stated that he had agreed with the defendants’ 
counsel, subject to his Lordship's sanction, to treat the motion as 
the trial of the action, and by consent to take a perpetual injunction 
in the terms of the notice of motion, the defendants to pay the 
costs. i 

Мв. Justice WaBRINGTON: Very well, 

Мв. Cave: My learned friend has mentioned one fact about a 
few advertisements which were taken without the knowledge of the 
editor, and with regard to the articles there is an answer, but as 
this is an agreed order I will not say anything. | 

Мв. Percy WHEELER: I do not suggest that the editor had any 
personal knowledge of the taking ef the advertisements, but they 
were copied in such a wholesale way that it had to be put a stop to. 


Overerowding on the Metropolitan Railway.— 
Mr. Nield asks in the Parliamentary Papers whether the President 
of the Board of Trade is aware that there is overcrowding of 
passengers on the Metropolitan Railway between Baker Street and 
Harrow, owing to the reduction during the late morning and after- 
noon of the number of coaches, and that such overcrowding extends 
to carrying a number of persons on the guard's platform of the 
coaches of electric trains, preventing the ready ingress and egress 
of passengers; and whether he will cause an inquiry to be made 
and an intimation to be given to the company expressing the dis- 
approval of the Board of Trade of this practice. Mr. Churchill 
replies that the railway company inform him that it is their practice 
to reduce the length of the trains on the section of line referred to 
from six to three cars between the hours of 10.15 a.m. and 5 p.m., 
when the traffic is comparatively light, and that as trains are run at 
regular intervals of five minutes, the accommodation afforded is 
found in ordinary circumstances to be quite sufficient. Trains of 
full capacity are, however, run throughout the day on Saturdays 
and on other occasions when the traffic is heavier than usual. As 
regards the conveyance of passengers on the carriage platforms, the 
company have a regulation forbidding this practice, and they 
assure him that the trains between Baker Street and Harrow will 
be kept under close observation, and that, if necessary, special steps 
will be taken to deal with any case of persistent disregard of the 
regulation referred to. 

D 
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PRIVATE INSTALLATIONS. 


[FROM OUR LEGAL CONTRIBUTOR. } 


` 


Many people who are accustomed to hear of electricity being 
supplied by the local authority or a company have a vague 
belief that it is illegal for a man to generate current and 
supply it to himself and to his neighbours. 

This subject has often been touched upon in these columns, 
but in view of the fact that queries are frequently addressed 
to the editors with reference to private supply, it seems desir- 
able to refer to it again. 

It is fallacious to think that a man may not generate and 
supply electricity. The Electric Lighting Acts, which 
control and regulate the supply of electricity, are enabling 
only—that is to say, they confer certain rights and powers 
upon the holders of a provisional order; but they do not 
prohibit the private supply of electricity. They only control 
it in a limited degree. 

The Electric Lighting Act, 1882, does not make any pro- 
vision whatever for regulating the supply of electricity otherwise 
than under a provisional order or a special Act. Thus, after that 
Act was passed, whereas persons who supplied electricity under 
a provisional order were subject to rules made by the Board 
of Trade in carrying out the details of their undertaking, the 
owners of an installation who furnished their neighbours 
with a private supply were under no restriction whatever. 
For instance, by regulations made under the Act of 1882, the 
use of aerial lines was very much restricted; but these rules 
only applied to statutory undertakers. 

In order to bring private supply companies under the 
jurisdiction of the Board of Trade, a special clause was 
inserted in the Act of 1888. By Sec. 4 of that Act it was 
provided that where in any case any electric line or other 
work may have been laid down or erected in, over, along, 
across, or under any street, for the purpose of supplying 
electricity, or may have been laid down or erected in any 
other position for such purpose in such a manner as not to 
be entirely enclosed within any building or buildings, or 
where any electric line or work во laid down or erected may 
be used for such purpose otherwise than under and subject 
to the provisions of a licence or provisional order, the 
Board of Trade may, by notice served upon the body owning 
or using the line, require that such line shall be continued 
and used only in accordance with conditions and rules 
which they may prescribe. | 

A proviso excepts from the operation of the section 
“every electric line or work laid down or erected by any 
body or person for the supply of electricity gencrated upon 
any premises occupied by such body or person to any other 
part of such premises.” Thusa man who erects an installa- 
tion for the supply of his own house or factory premises 
need pay no attention to the regulations. Any person fail- 
ing to observe the regulations and orders of the Board of 
'Trade is subject to penalties. 

'To avoid the necessity of drawing up sets of rules for every 
case, the Board of Trade have issued regulations drafted to meet 
the requirements of this section, the general effect of which is 
very similar to that of those which have to be observed by 
companies and local authorities which supply electricity under 
statutory powers. To deal with them at length would be 
beyond the scope of the present article. It may be pointed 
out, however, that, Regulation 2 prohibits earth connection, 
except in the manner there provided. Regulation 4 limita 
the pressure between any two conductors or between any part 
of either conductor and the earth, to 3,000 volts.. Regula- 
tion 14 substitutes 100,000 watts for the 300,000 in the 
ordinary regulations, as the limit which a high-pressure 
electric line may be used for transmitting. Regulation 17 
provides precautions against injurious affection by induction; 
while Regulation 18 contains special provisions for the pro- 
tection of the Postmaster-General. 

Compliance with the Board of Trade regulations docs not 
always completely protect a man who supplies electricity in 
the manner above described. Не may have to observe cer- 
tain by-laws issued by the local authority of the district in 
which his works are situated. 

Thus he may find it necessary to luy liis mains across a 
highway, and in seeking to do this he may come into conflict 


with the local authority who have control of the highway. 
This will probably be the case if the local authority are them- 
selves supplying electricity in their district under provisional 
order, as they will naturally desire to restrain competition by 
every means in their power. 

Dealing first with the question of overhead wires, it is 
clear law that unless the local authority own the soil of the 
highway they cannot entirely prevent the suspension of 
overhead wires if placed at such a height that they are com- 
pletely out of the way of the traffic. This point was made 
quite clear some years ago in a case which was decided in 
the High Court. Those who wish to lay cables across the 
highway have only to make an arrangement with the land- 
owners on either side by which they can obtain leave to 
erect posts for the suspension of. the cables. In the rare 
case, however, of the local authority owning the soil of the 
road, it will be within their power to absolutely prevent any 
cables being so suspended, as the presence of such cables 
constitutes a technical trespass, the continuance of which 
may be restrained by injunction. 

It should also be observed that in urban districts the local 
authority, by adopting Part II of the Public Health Acts 
Amendment Act, 1890 (53 and 54 Vict., с. 59), may 
acquire power to make by-laws for the prevention of danger 
or obstruction to the public from posts, wires, tubes or any 
other apparatus stretched or placed above, over, along or 
across any street (whether before or after the adoption of 
that part of the Act) for.the purpose of any telegraph, tele- 
phone, lighting, railway signalling or other purpose. Again, 
in the case of London overhead wires can only be erected in 
accordance with by-laws made under the London Overhead 
Wires Act, 1891. | 

Coming now to the question of laying mains beneath the 
surface of the road, it may be stated, broadly, that no private 
person has any right to break up the surface of the road 
without the consent of the highway authority. Farther, 
there is a section of the Public Health Act, 1875, which 
prohibits any man from placing a tunnel of any kind under 
a highway without consent. It would be competent for the 
highway authority to obtain an injunction to restrain the 
continuance of such a tunnel, and so to compel the person 
who made it to fill it up. 

Strange to say, however, if a man is venturesome enough 
to take thelaw into his own hands, he may lay cables under the 
road without much fear of interruption, always assuming, of 
course, that the local authority do not own the soil. Two 
cases which have come before the Courts in recent years 
illustrate the truth of the above proposition. In the case of 
the Vestry of St. Mary, Battersea, v. County of London and 
Brush Provincial Electric Lighting Co. (1899, 1 Ch., 474), 
where an electric lighting company had illegally broken up 
the surface of a street within the district of a Vestry in the 
metropolis, and placed their pipes and wires at a depth 
of about 2 ft. below the surface, it was held that the Vestry 
were not, by virtue of Nec. 96 of the Public Act, the owners 
of the soil of the street at that depth, and that, although 
the company had acted illegally in breaking up the street, 
the Vestry could not maintain an action for a mandatory 
injunction to compel the company to remove their pipes and 
wires, there being no continuing trespass upon, or inter- 
ference with, any right of the Vestry. With reference to 
this case, it made no difference that the trespassing company 
were statutory undertakers, A private person doing the 
same act, would have been treated in the same way. 

In the second cage to which we wish to refer, a shipbuilding 
firm had works which were divided into two parte by a 
public highway. To supply electricity from one side to the 
other, they applied to the local authority for leave to 
suspend cables over the highway or to drive a tunnel 
beneath it. The local authority having refused, the firm 
drove a tunnel, which constituted an infringement of the 
Public Health Acts. They laid their cables at the bottom 
of the tunnel. The local authority applied for, and obtained, 
a mandatory injunction to compel the firm to fill up the 
tunnel, but the Court refused to compel them to remove the 
cables. In this way they gained their object by taking the 
law into their own hands. 

The question sometimes arises whether supply undertakers 
are obliged to give a supply of electricity in the case of con- 
sumers demanding it, when the object for which they intend 
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to use such supply is to providea stand-by source of lighting 
in case their own plant should break down. There is nothing 
in the existing Electric Lighting Acts to prevent a con- 
sumer adopting the course suggested. He may be required 
to give particulars showing the number of lamps or the 
amount of power which he requires, but there is notbing in 
their statutory powers to enable an electrical company to 
compel the consumer to take a continuous supply. Ib is 
interesting to note, however, that a bill which is now before 
Parliament contains the following clause :—‘* Notwithstand- 
ing anything in the Electric Lighting Acts or in any Act of 
Parliament or provisional order authorising an undertaking, 
a person shall not be entitled to demand from undertakers 
authorised to supply electricity in any area a supply of elec- 
tricity for any premises having a separate supply, unless he 
has agreed with the undertakers to pay to them such mini- 
mum annual sum as will give them a reasonable return on 
the capital expenditure, and will cover other standing charges 
incurred by them in order to meet the possible maximum 
demand for these premises. The sum to be so paid shall be 
determined, in default of agreement, by arbitration under 
the Electric Lighting Act, 1882.” 

In conclusion, we may refer to one question which has 
frequently been addressed in one form or another to “ Our 
Legal Query ” column in the Review. Suppose а man 
were to take a supply from the station at power rates. By 
thus doing he would get the current at a less cost than he 
would have to pay if it were used for lighting purposes. He 
could well afford to have a motor-generator and supply him- 
self and his neighbours with electric light. Would this be 
legal ? The view has always been expressed that any such 
use of a motor-generator is illegal. For a man to take a 
supply of energy at motor rates and use it for lighting 
purposes, is little short of a fraud on the supply company. 


THE TEACHING OF MATHEMATICS TO 
STUDENTS OF ENGINEERING. 


By "X." 


THE question as to how best to teach mathematics to 
engineering students is at present engaging the attention of 
many people in America, and the discussion has brought 
out nearly as many views on the subject as there are 
students to teach. If it shows one thing clearly, it is that 
there is something radically wrong with our present system, 
‚ for we learn that where one man recommends the study of 
descriptive geometry at the commencement of the course, 
another recommends it at the end, that a preliminary train- 
ing in pure science is held proper by some, and rejected by 
others, that anything higher than the calculus is nonsensical, 
that to stop at the calculus is the height of folly, that 
formule should be passed over, that formule are right in 
the right place, and so on. Nobody is agreed as to any- 
thing, and the matter threatens to become the best topic of 
discussion laid by the heels for many a long day. 

We need only concern ourselves with America in the 
guise of amused lookers-on, for our educational methods 
taken as a whole are undoubtedly the better. But in this 
one subject of engineering mathematics, we are as backward 
a8 any, and it is the object of the present article to present in 
as cleara form as possible the methods that appear to the 
writer best calculated to effect the desired result. It is a 
matter for wonder that in a subject of this type, the dis- 
cussion should have been carried on so very unmathematic- 
ally ; that there should be no statement, construction, or 
subsequent proof set forth in any logical way; for, as a 
matter of fact, anyone who can discern a statement, con- 
struction or proof in all the plethora of words that have 
been called up, will be a most discerning individual indeed. 

Mathematics for students of engineering. What students? 
Are we concerned with students taking a three or four-year 
course on the engineering side of a university, a university 
college or similar institution ; with students attending trade 
Classes at a technical school ; or with mechanics receiving no 
instruction, but who nevertheless may be looked upon аз 


students of engineering? It is obvious that the man 
attending in the first of these is likely to want more mathe- 
matics than he of the second or third, for it is becoming 
increasingly apparent from the writings of many that 
mathematics applied to engineering has a direct monetary 
value, and the man who spends time and energy and much 
coin on а university course will require a corresponding 
quantity of mathematics in payment thereof. 

It is assumed that the university students will do most of 
the subtle work of engineering of the future, by virtue of 
the pains spent on their training. What mathematics will 
they need ? A consideration of this requires a consideration 
of all the special branches of engineering, which would cer- 
tainly be beyond the. scope of this article, but it may be 
said that nearly every branch requires a somewhat different 
mathematical treatment. For instance, railway engineering 
requires less knowledge of the calculus than electrical or 
bridge engineering. It, therefore, seems best that, in view 
of the specialisation obtaining in all departments of practical 
work, mathematical courses should be specialised in colleges 
to adapt them to each branch of engineering. 

As students who attend trade schools can never hope to 
do the fine work of the profession, it is necessary to teach 
them mathematics snitable only to the work they will be 
called upon to do. They will become mechanics, foremen, 
under-managers, &c., and, of course, will not touch the higher 
branches of design except in very special cases. Their 
mathematics should end on the near side of the calculus and 
no specialisation is necessary. Mechanics, &c., who do not 
attend classes require only common-sense rule-of-thumb 
mathematics that they pick up for themselves. This is 
practical mathematics in the true sense. 

There is not so much divergence of opinion as to what 
mathematics is necessary for each type of student, as to how 
this mathematics should be taught. That is % question. 
How are we to teach, who are to teach, when and where is 
the teaching to be done? Are the students to be caught 
young, or to be taken in hand when they reach the wisdom of 
maturity? Only a consideration of the results obtained is of 
the slightest use in judging of this and kindred questions, 
and no amount of hypothesis will advance us one iota. 

The question as to whether pure mathematics or practical 
mathematics is best, or what combination of them is best, 
must first be settled. Many faddists in this country are all 
for teaching by the practical method; they have issued 
numerous publications on such things, as the calculus for 
engineers, the mere perusal of which is apt to give one's 
spirit a chill; they are usually noisy in their declarations 
of how and what to teach, on logical conclusions, or facility 
of acquirement by their methods, and so on. But it is 
really absurd to suppose that mathematics can be taught in 
this way, for that essence of a mathematical training is 
absent, that elementary consecutive proof upon proof so 
necessary to our forefathers, and necessary still for all who 
would think mathematically. 

Mathematics for engineers should, therefore, always be 
commenced by a good, all-round study of the elements of 
Euclid and Algebra. There is no necessity to have examples 
from practice inserted in the text-books of this period ; 
much better is it to sail along plainly in what many call 
the “ uninteresting ” sea of pure reasoning. For if the 
poor student cannot assimilate this elementary portion, or 
gets weary and dog-tired over it, what chance has he of 
grasping mathematics firmly by the hand when he gets 
further on? What chance has he of thinking mathe- 
matically, no matter in what new-fangled fashion the 
subject is falsely presented to him? After this pre- 
liminary training he goes to his college, and should still 
keep at his practical mathematics in the old way, but at the 
same time he should be in classes where the useful aspect 
of the subject is taught. There is no better place than a 
good steam or mechanics laboratory for this, presided over 
by a man who knows just where the physical interpretation 
of an equation comes in. The student by this time knows 
the A B C of mathematical manipulation, and consequently 
he has no trouble with technique, and he is now in a posi- 

tion to fix physical meanings to his mathematical symbols ; 
as day-by-day he has practice in applying his symbols and 
formul:e—he begins to absorb the engineering meaning of 
mathematics. 
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It is really not so difficult as we are given to suppose, for 
the only requisites to the desired result are the use of the 
proper system and sufficient time to absorb it. Unfortunately 
the question of time is a very serious matter, for there can 
be no doubt that too much is attempted in our three or four- 
year engineering courses. 

It is à well-known fact that the mathematics required, 
even by those who undertake the most advanced type of 
engineering work, is not in reality very extensive, and all the 
gush that is hurled forth into the pages of the engineering 
magazines ів mostly by men who are not strong on the 
practical side, yet who are, on the contrary, good theorists 
of engineering. It is certainly not the quantity of mathe- 
matics that counts; it is very often the quantity that fails. 
What does really matter is that useful mathematics should 
not only be learned, but should be absorbed, and this absorb- 
ing process can only be brought about by a good general 
education of pure principles in the first place, and much and 
long-continued quantitative experimental work in the 
second. 

Students who attend evening classes, or, perhaps, a few 
special day classes in technical schools, are mostly engineer- 
ing apprentices, and as such cannot, of course, afford the 
time and money necessary for University courses. Hence 
they andergo severe limitation, and can scarcely hope, other 
things being equal, to take the positions in the profession 
that should naturally fall to the lot of their more fortunate 
brethren. Their training in mathematical engineering 
should, however, be made as thorough aa is consistent with 
these limitations. Every technical school that is worthy of 
the name, will see to it that not onlymust its students have 
a certain amount of mathematical education before entering 
its classes, but it will also ensure that the mathematics 
taught within its walls is of the most useful standard that 
experience can suggest. 

The trade students are chiefly remarkable for their 
number. Many of them, too, are young men exceedingly 
anxious to get on and rise above the limitations nature 
bestowed upon them at birth. 

At present there are numerous faults to be found with the 
methods of instruction in these schools as applied to mathe- 
matics, the chief being as follows :—(a) Students are not 
sufficiently well-grounded when they enter the classes; (0) 
the mathematics is not taught by the right men; (с) the 
most useful type of mathematics is not taught. With regard 
to (2), the remedy is to impose an entrance examination just 
gufficiently difficult to ensure that no student who is unable 
to do a little algebra and geometry shall enter. Schools may 
be established for such backward people elsewhere than in 
the technical school itself (preferably in the elementary 
school buildings), where they can receive a preliminary train- 


ing sufficient to enable them to benefit by the more advanced 


work, in a succeeding session. But this preliminary training 
should be more on the lines of pure mathematics than is 
usually the case at present. 

The men who teach the mathematical classes in these trade 


schools are very often by temperament, and more often by - 


training, unsuited for this type of work. They may be 


roughly divided into two classes: (1) The professional 


teacher (either of the elementary day-school, or of a secondary 
school) ; (2) the practical man. 

The first has not enough of practice, and the second 
insufficient theory. How can a man whose daily work 
consists in teaching school children, come down to the 
technical school of an evening and pretend to teach the right 
kind of mathematics, to the budding engineers he will have 
under his control 7 What chance has such а man of under- 
standing and absorbing mathematical formule, giving 
intuitively concrete meanings to his symbols and in general 
thinking mathematically, when he knows nothing of 
engineering processes, and of engineering laws and limitations ? 
Yet all he has to do to be qualified to teach practical 
mathematics is to pass the second stage of the Board of 
Education's examinations on the subject. The practical 
men, on the other hand, usually come from the drawing office 
or oceasionally from other departments of engineering works, 
and the trouble here is that they usually know very little 
about, mathematics at all. They rely for the most part on 
formule cribbed from pocket books, and have no more 
knowledge of the inner engineering meaning of the symbols 


than the man in-the moon. The remedy for this sort of 
thing is simple. Each technical school should have one or 
two men on its staff to take the work of the engineering 
department, men who are paid a fixed annual salary to 
undertake this duty, and who accordingly spend the whole of 
their time at it. They should be graduates of engineering 
who have had considerable practical experience, and 
all the mathematical teaching in the school should 
be atrictly under their supervision. How are we 
to obtain such men? Not, let it be said, by 
offering a salary that a second-rate mechanic would not 
accept, but by offering an amount consistent with the 
expensive training they had to undergo to fit them for 
the work. 

The principals of technical schools should preferably be 
men who have graduated in engineering, for not only are 
they then aw fait with the chief work taken in the school, 
but it is а recognised fact that a thorough engineering 
training is the best means of obtaining the kind of organ- 
ising ability requisite for conducting the affairs of such 
schools. | 

The writer has in his mind's eye instances of principals of 
these institutes who have graduated out of secondary schools 
or out of the pure science side of a university, or even out 
of the art side, and whose best, acquaintance with practical 
work lies in the construction of a dog kennel or an orna- 
mental picture frame. They have to call in outside help if 
the front door knocker goes wrong. This is not as it should 
be, and it will have to be altered before anything like 
efficiency is obtained. Only the men who have had con- 
siderable practical experience should be allowed to direct the 
destinies of technical schools. 


BENJAMIN HOWARTH THWAITE. 


To Benjamin Howarth Thwaite, who died in the spring of 
this year, belongs unquestionably the credit of perceiving 
the enormous value: that was going to waste in the shape 
of the gaseous output of the blast furnace; of proving 
his contention by an actual test, and of rousing the 
ironmaking world to a sense of the significance of his 


- findings. Thwaite was not a business man, or he 


would have secured for himself something out of the 
great fuel saving that his discovery has made for the world. 


His general habit of thought was speculative, but in practical : 


work he was never unsound, though, perhaps, too optimistic 
in that his vision was apt to overtop the practica) obstacles 
in the path, and he saw, perhaps, too clearly, the ultimate 
results. It was so with his ideas of blast furnace gas. 
What he saw in 1894, was a vision of England dotted over 
with large gas engines to use the millions of potential horse- 
power of gasthat was flowing to waste. He lived to see в 
realisation of this vision, but it was in Germany. But 
for him there would have been no large gas engines to-day. 
The large engine of necessity had to be built to consume the 
huge volumes of available gas. And so it is that Germany 
has to-day over 30 builders of large gas engines, and that 
since 1902, one firm alone has built, or is building, 247 
engines aggregating 308,000 H.P., in itself a sufficient reason 
for the world’s gratitude. Misfortune often attends on 
genius, and Thwaite had genius. To Mr. James Riley he 
owed the opportunity of proving his case. To Mr. Frank 
Gardner he owed the financial support which endured until 
the collapse of South African mining which followed the 
outbreak of war. Thus when on the eve of success came 
the misfortune which he was not able to overcome. 
Thwaite was full of belief in himself, but his self-esteem 
never led him into any personal or domestic extravagance, 
and he lived quietly in a country village. All he bad or 
could make, he spent on his work in pioneering blast furnace 
gas utiliaation in the face of obstacles that wonld have 
daunted stronger men. But the effort proved too much for 
his physical strength, never great, and he died worn out by 
the unequal struggle and the adverse fate which, in the 
shape of mortal sickness, followed him even in his bome. 
He deserved better of the world than to have died unable to 
provide for his invalid wife (who, it ought to be mentioned, 
has already undergone one terrible ordeal in the shape of an 


fig.), being designed so as 
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operation for malignant growth, and is at present suffering 
from what may Pe prove to be a recurrence of the same 
complaint), and for his young children, and we are 
glad to draw attention to the appeal that is being made on 


their behalf by a committee that has been formed to collect 


a sufficienoy to add to the nucleus of the fund promised con- 
ditionally by Dr. Andrew Carnegie in recognition of the 
debt owed to Thwaite by the iron and steel trades for the 
great fuel economies he has effected ; by the mechanical 
engineers, for the huge business in gas engines that has 
sprung from his efforts; and by electrical engineers, by 
whose appliances so much blast furnace-generated power has 
been, and will be, transmitted. A development in Great 
Britain similar to that which has already taken place in 
Germany would keep our engineers and our large elec- 
trical works well occupied. We earnestly appeal to all to 
help the fund that is being raised. | 

Subscriptions may be sent to the Honorary Treasurer, 
whose name is given below. 

We may add that it is hoped to collect a sufficient fund 
for Mrs. Thwaite's urgent and immediate needs, and for the 


` bringing up of the two young children—a son of 8 years and 
а daughter of 15. The committee consists of the following | 


gentlemen :— 


Bir A. B. W. Kennedy, F. R. S., Past President Inst. O. E., &c. 

Sir W. H. Preece, K. C. B., F. R. S., Past President Inst. C. E., &. 

W. M. Mordey, Esq., M. Inst. C. E., President Inst. E. E. 

R. K. Gray, Esq., M. Inst. C. E., Past President Inst. T. E. 

J. O. Arnold, Esq., Professor of Metallurgy, Sheffield University. 

Н. Alabaster, Esq. (ELzoTRICAL Rgvrew, London). 

Harold Jeans, Esq. (Iron and Coal Trades Review). 

T. E. Gatehouse, Esq., F. R. S. E., A. M. Inst. C. E., M.Inst.E.E., 
М Inst. M. E. (ELNOrRICAL Review, London). 

W. H. Booth, M. Am. Soc. C. E., Hon. Sec., 2, Queen Anne’s Gate, 
S. W. 

A. M. Sillar, Esq., M. Inst. C. E., M. Inst. M. E., M. Inst. E. E., Hon. 
Treasurer. 


THE PHYSIOAL SOCIETY'S EXHIBITION. 


(Continued from page 1045.) 


* 


Messrs. Elliott Bros. 
Tats firm had а varied show of galvanometers, testing sets, instru- 
ments, &c., including many other arts besides electrical. The 
" Century " D'Arsonval galvanometer is a much-improved form (see 


Type “Р.Р.” PoRTABLE STANDARD WATTMETER. 


to secure the greatest possible sensibility, 

The Century 
A leakage indicator 
sists of a moving-coil 


and comparing the deflections with a 
the insulation resistance of each 


A portable standard wattmeter for a.c. circuits, type P. P.,“ 
is illustrated; this instrument is of the dynamometer type, 
but has only two coils, of which the outer is the moving coil, and 
the inner is wound in the shape of a ball. It is claimed that this 
construction gives increased efficiency, and enables stronger control 
to be employed together with a coil of relatively less weight and 
inertia, without increased inductance. 

The Harrison universal photometer was shown, with an improved 
attachment consisting of a horizontal white screen on the top of 
the instrument, by means of which the total horizontal illumina- 
tion can be determined, Small micrometer gavges reading to 


— — ee a 


'" CENTURY " D'ARSONVAL GaLVANOMETER.3 


0'001 in. are now being made by the company, and several samples 
were exhibited. We should mention also Baillie's testing appa- 
ratus for liquid fuels, in which the volatility ofthe fuel is measured 
by ascertaining the amount of air required to evaporate a given 
quantity of the fuel, and comparing this with the result obtained 
from a standard fuel—namely, heptane. This test applies mainly 
to petrol, and does not indicate the calorific value of the fuel. 


Messrs. J. J. Griffin & Sons, Ltd. 


Mesers. Griffin showed several Heraeus electric furnaces, 
of which one, a tilting furnace, is illustrated herewith. The 
tubes are of highly refractory porcelain, surrounded by 
very thin platinum ribbon—not wire. It appears that with this 
construction only one-sixth of the platinum otherwise required is 
necessary, A temperature of 1,400° C. is easily reached; beyond 


т 
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TILTING ELECTRIG FURNACE. 


this, the porcelain begins to become a conductor, and suffers from 
electrolysis. Platinum resistance thermometers, insulated with 
quartz and mounted in quartz tubes, were exhibited; these have the 
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advantage that the quarts is not affected by sudden and wide 


changes of temperature, and the resistance wire, whilst perfectly 


protected from the injurious effects of vapours and gases, responds 
quickly to change of temperature, being closely opposed to the 
quartz envelope, as shown below. 

A quarts mercury amalgam lamp intended for the production of 
ultra-violet rays was shown. This is an improved form of the 
Heraeus lamp, and is illustrated herewith. е bulbs are во pro- 
portioned, that as nearly as possible the heat radiated may be equal 
to the heat generated at each pole, a condition that must be fulfilled 
to give continuous burning; and to ensure this result the neck of 
the cathode bulb is contracted in such a way that any error in the 
heat balance is automatically corrected. The bulbs are surrounded 
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' — QuARTZ MERCURY VAPOUR 
Lamp. THERMOMETER. 


by metal bands carrying radiators. On a 220-volt circuit, with a 
regulating resistance of 60 ohms in circuit, the lamp can be made 
to burn continuously with any р.р. between its terminals from 25 
to 175 volts; at the latter pressure, with 4 amperes, the mean 
5 candle-power obtained is about 2,866 c. ., or at the rate 
of 0:244 watt per candle. Lamps are also made for 110 volte. 


The amalgam consists of mercury, lead, bismuth, and traces of zinc 
and cadmium. 


Messrs. A. C. Cossor, Ltd. 


An interesting feature of this exhibit was Walter's tantalum 
wave detector; this consists of nothing more complicated than a 
little bulb, like a small glow lamp, containing a tantalum filament 
dipping into a small quantity of mercury. Another item was an 
improved form of variable condenser, which we illustrate; this 
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VARIABLE CONDENSEIL. 


consists of a ect of fixed vanes 4 alternating with a set of movable 
vanes n, forming the two poles. The movable set is attached to a 
milled head and pointer c, the latter moving over a scale. The con- 
denser may be filled with air or oil as dielectric, and the moving 
system is carried on ball bearings, to enable the finest adjustments 
of capacity to be made. 

Sir Oliver Lodge's valve tubes for high-pressure currents, with 
other X-ray apparatus, and the Rose vacuum pump, in which the 
piston is actuated by an electromagnet from the outside of the 
cylinder, thus obviating leakage of air, were also exhibited. 


Messrs. Nalder Bros. & Thompson, Ltd. 


This firm's exhibit included the well-known “ Ohmer,” fitted with 
a vibrating reed to indicate that the correct speed and pressure of 
the generator has been attained ; portable testing sete, including a 
convenient combined set of ampere and voltmeters and shunts in 
a case; an indicating wattmeter, with the moving coil of the 


N.C.S. WATTMETER. 


` 


Ayrton & Mather type, designed to have extremely strong working 
forces; and the telethermometer, а moving-coil ohmmeter on the 
bridge principle, with which the temperature of any place is elec- 
trically indicated at a distance. The last-named instrument is 
rapid and sensitive, and is far superior to the usual means 
adopted for measuring the temperature, for instance, of cold 
stores, &c. The movement of the wattmeter here illustrated was 
designed by Dr. Drysdale, and consists of a coil moving in the 
field of a powerful electromagnet with a soft-iron core; this 
instrument is not the original Drysdale wattmeter, but a greatly 
improved design, and besides being suitable for both p.c. and A.C., 
it is accurate on low power-factors, independent of frequency and 
wave form, and dead-beat. 


Messrs. Snell & Tinsley. 


A number of very interesting apparatus were shown at 
this stand. First was the Drysdale standard wattmeter; 
this gives accurate results, even on the lowest available power 
factors, and the double wattmeter, being fitted with two complete 


sete of coils, is capable of measuring accurately the power in single 
A.0., polyphase, or D.o. circuits. The instrument exhibited carries 
50 amperes per phase, and reads from 0:01 watt per div. at the 
lowest limit to 250 watts at the highest. A resistance box with 
minimum capacity and inductance, specially intended for wattmeter 
pressure circuits, the coils being wound on mica plates in single 
layers, and capable of being immersed in oil, showed novelty in 
design and excellent results, and a phase-shifting transformer 
designed by Dr. Drysdale, for testing wattmeters, &c., at varying 
power factors, was exhibited and is here illustrated. : 

A siphon recorder designed by Mr. R. H. Edgar was sbown, 1n 
which the suspension piece is so constructed that it stands without 
support when removed from the body of the instrument ; when it is 
necessary to remove the suspension piece, it is simply slid off the 
guide rods, which action automatically disconnects the coil, and 
another suspension which has been kept ready in adjustment for 
the purpose, can immediately be put in circuit in the same way. 

A double-current key for submarine-cable working was shown, in 


which the levers are L shaped, and the contacts horizontal, 


enclosed in a glass case as a protection against dust. The contacts 
can be seen and got at easily, whereas in existing types the contacts 
being vertical and under a strap are not readily accessible. 

The Tinsley direct-reading potentiometer is designed to work on 
any accumulator between 1:8 and 2:2 volts, and between these 
voltages adjustment can be made on the instrument iteelf without 
any supplementary rheostats, two of these, a coarse and a fine one, 
forming a portion of the potentiometer itself. The fine adjustment 
rheostat is fitted with & micrometer screw, which enables an adjust- 
ment to O 0001 volt to be easily obtained. 
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The main balancing coils consist of 17 manganin sections in 
series with a platinum-silver slide wire divided into 110 equal 
parts, and an extra set of coils on the Thomson-Varley vernier 
principle, thus giving a useful range from 0:00001 volt up to 1:8 
volts ; the instrument is capable of being read to 000001 volt over its 
complete range, forming a most useful piece of apparatus for 
measuring pressures of all descriptions. 

Being in series with the main coils, instead of a vernier to the 
get of vernier coils, the slide wire can be made twice as thick as in 
the latter case, with one-fourth the resistance, and is independent 
of the vernier contacta. 

Sliding switch condensers, and a new Morse key were shown, and, 
lastly, standard cadmium cells—in the manufacture of which the 
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TrNsLEY CaDMIUM CELL. 


firm are specialista—accurate to within one part in 100,000, and 
made in accordance with the National Physical Laboratory 
specification, were exhibited. These cells, which have an E. u. F. 
of 1:0195 volts at 15° C., have a temperature coefficient of only 
00004 volt per degree, and are far superior in constancy and con - 
venience to the old Clark cell, with its awkward voltage, and its 
enormously greater coefficient, 


The Cambridge Scientific Instrument Co., Ltd. 


This company showed in operation the Abraham Rheopraph, of 
which we gave a full description recently (see ELECTRICAL RRVI w, 
December 4th, page 983) as made by Messrs. Carpentier. The 
Cambridge extensometer, a controlled slide for moving photo- 
graphic plates, the Méóker patent burners, the Féry radiation 
pyrometer, and the Joly steam calorimeter and meldometer were 
amongst other items. In the Callendar & Barnes continuous-flow 
calorimeter, a current of water passes through a glass tube 
surrounded with a manganin wire helix, which is heated by an 
electric current ; the temperatures of the water at inlet and outlet 
are measured when steady, and in conjunction with the rate of flow 
of the water, give data for determining the heat equivalent of the 
electric power expended in the helix. ; 

The Joly meldometer is used for determining the melting points 
of very small specimens, which are placed on a strip of platinum 
heated by electricity; the extension of the platinum strip 
indicates the temperature at, the moment when the specimen melts. 

A hermetically sealed manganin wire standard resistance, which 
is free from the influence of variations in the humidity of the 
atmosphere, and a Normal Weston cadmium cell of H pattern, as 
recommended recently by the Internationa] Conference on Electrical 
Units and Standards, were also exhibited. 


\ Mr. Hans Knudsen. 


A demonstration of the wireless transmission of photographs was 
given during the evening by Mr. Knudsen. In this system a 
negative is prepared with the surface contour varying as the density 
of the deposit, and is traversed by a style, which follows the 
contour and sends impulses to the line, which actuate a similar 
style marking a surface coated with lamp-black. 


Messrs. A. Gallenkamp & Co., Ltd. 


Amid a number of non-electrical apparatus, this firm showed an 
electric tube furnace for temperatures up to 1,000° C.; the winding 
is of nickel, which melts at 1,430° C., and is, therefore, as good as 
platinum within the range mentioned, while it is enormously 
cheaper both in first cost and in repair. The tube on which the 
wire is wound is of silica (quartz), which does not crack when 
subjected to variations of temperature, and is surrounded by a 
wider tube, the intervening space being filled with finely powdered 
quartz. The outer tube is lagged with magnesia, in two sections, 
encased in a thin hinged iron cover. The tube attains a tempera- 
ture of 1,000° C. in 20 minutes, with 650 watts, and can be kept 
steady at 910° C. with 400 watts, so that the cost of energy is 
trifling. 


Messrs. Gambrell Bros. 


This firm һай a variety of resistance boxes, galvanometers, &с., 
on view, as well as the Davies patent long range ampere or volt- 
meters, and Mr. J. P. Yorke’s apparatus for the demonstration of 
electrical and other phenomena with the projection lantern. 
Universal shunts suitable for all climates, dial resistance boxes, 
&c., and bridges were aleo shown, including a metre bridge with an 
improved form of sliding contact key. 


Messrs. Marconi’s Wireless Telegraph Co., Ltd. 


This company showed a new instrument for tuning wireless 
telegraph receivers, by means of which great immunity from inter- 
ference is obtained. It may be used for messuring the length of 
the waves transmitted or received at a station, or the distance 
зора а. ано and is suitable for all wave-lengths between 300 
an з 


The India-Rubber, Gutta-Percha and Telegraph Works 
Co., Ltd, 


This firm exhibited Mr. Raymond-Barker's two-tone transmitter, - 
suitable for use with acoustic, visual or recording receivers. The 
transmitter produces two musical notes, corresponding to the dot 
and dash of the Morse code, but of equal time value. By means 
of this transmitter, in conjunction with a Gott  fault- 
searcher coil, inductive signalling has been carried on over a dis- 
tance of 60 miles between a cable ship and a land station, during 
the making of the final joint and splice of a cable repair. Other 
exhibits were the Appleyard conductometer and conductivity 
bridge, for determining the percentage conductivity of wires and 
rods, which have already been fully described in the ELECTRICAL 
REview (June 5th, 1908) ; in both instruments the main feature is 
the method of compensating for small differences of diameter or of 
mass between successive specimens of the same nominal dimensions 
or weight. The Silvertown testing sets were also shown. 


A GERMAN ANSWER TO MR. MORDEY’S 


PRESIDENTIAL ADDRESS. 


THE Elektrotechnische Zeitschrift contains in a recent issue 
an article, headed: Electricity Supply in England and 
Germany," and signed by Mr. К. Perlewitz, as follows :— 


In his inaugural address on November 19th, 1908, Mr. W. M. 
Mordey, president of the Institution of Electrical Engineers, gave a 
survey of the English electrical industry in comparison with tbat of 
other countries, the use of the electric current for lighting, power 
and traction in England and Germany respectively being in the 
main dwelt upon. The present writer finds the reason for the 
figures being so much in favour of England in the fact that Mr. 
Mordey has not allowed to the proper extent for the peculiar con- - 
ditions prevailing in the German electricity supply business. 

Mr. Mordey only considered euch undertakings as in England are 
called public supply stations," and in the case of Germany the 
list of these, on which he based his calculations, was incomplete. 
On the other hand, he neglected the small private central stations, 
especially numerous in Germany, which often sell electricity as a 
side line. That this class of supply has scarcely.any importance in 
England is connected with the difficulties of obtaining provisional 
orders in that country. 

But the statistics for Germany are affected ina still higher degree 
by the numerous and isolated plants (¢g., in factories, stores, 
restaurants, block stations, &c.), which generate current, as a rule, 
only for their own use, or supply customers in their near neighbour- 
hood and where there is no necessity for laying down mains in the 
public streets. Again, this class of supply is much more numerous 
in Germany than in England. In short, if one intends comparing 
the supply of current in both countries on a just basis, one must not 
single out one particular class of supply stations, viz., what in 
England is called a public supply station," but has to take into 
consideration all generating stations of electric current. 

For the start of his investigation, the writer chooses Mr. Mordey's 
Table D which is said to represent the total power of “all” 
English and German electric supply stations. 


Inhabitants, Watts per 


KW. mill. inhabitant. 
England 983,181 45 21˙8 
Germany ... 612,652 63 9°7 


Mr. Mordey informed the writer that the above figures for 
Germany were obtained from the outputs of the stations as stated 
in the statistics for 1907 of the Vereinigung der Elektrizitätswerke, 
whereas the respective figures for England extend to March, 1908. 
The figures given represent only the output of the generators 
(without converters), exclusive of batteries. 

First of all it should be mentioned that the statistics named, viz., 
of the Vereinigung der Elektrizititswerke are very incomplete re- 
specting the number of stations. They only give 241, as against 
1,530 central stations for lighting and power supply, mentioned in 
the general statistics of the Z. T. Z. over the same period (E. T. Z., 
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November 11th, 1908). All of these stations serve public " pur- 
poses, i. e., their mains are laid down in public streets, they supply 
whole towns or parts of such, and they are consequently to be 
regarded as "public supply stations." The objection raised by 
Mr. Mordey to the writer, to the effect that many of these plants 
sell current only as a side line, while being in the first instance 
factories, collieries, breweries, mille, &c., is not valid, inasmuch 
as this kind of electric supply is characteristic for German 
conditions. 

Such stations as supply current solely for tramways or railways 
are not contained in the figure 1,530. Neither is the output 
included in the sum total, of batteries which serve for traction pur- 
poses in the above 1,530 stations. 

The total power of the 1,530 stations mentioned was:—On April 
lat, 1907, 674,595 kw. in machines (without converters) and 
128,090 xw. in batteries. 

From curves representing the development of the German 
supply stations, the writer has obtained the corresponding figures for 
April 1st, 1908, viz. :— 784,500 Kw. in machines (without converters) 
and 150,000 Kw. in batteries. 

Further, it bas been ascertained that for traction on April 1st, 
1908, an additional 44,600 Kw. in machines (without convertere) and 
25,000 Kw. in batteries were employed, the latter amounts not 
being contained in the above figures. This gives a total power of 
all “public” supply stations on April let, 1908, of 829,100 Kw. in 
machines (without converters) and 175,000 kw. in batteries, or, 
added together, 1,004,100 Kw. | 

Now Mr. Dettmar has ascertained (E. T. Z., 1908, page 1188) that 
the total output of “isolated plants" (machines and batteries) will 
on April 1st, 1909, amount to 6,000,000 kw. Supposing a similar 
development as with electric supply stations one finds, calculating 


backwards to April 1st, 1908, 5,450,000 KW. in machines and 


batteries, and the sum total of all the generators and batteries for 
electric supply in Germany on April 1st, 1908, is reached as 
amounting to, roughly, 6,450,000 Ew. 

This amount works out to about 100 watts per inhabitant, if 
we take, as Mr. Mordey did, 63,000,000 inhabitants. 

It is only this figure which can be regarded as the standard of 
the electric supply in Germany, and the due verification of the 
figure 21:8 watts per inhabitant for England is to be left to Mr. 
Mordey. Taking the basis recommended by the writer—who holds 
that it is a just one—for comparison, a ratio is likely to result 
which is as unfavourable for England as the figure given by Mr. 
Mordey has been favourable. Besides, the "utilisation of the 
machine power," i. e., the kilowatt-hours per annum per inhabitant, 
would have to be compared. 


It follows that not only the power per inhabitant of the whole 
country is to be rectified, but also the power, amount of energy and 
revenue, &c., per inhabitant for the different towns ought to be 
worked out afresh from the new point of view. 


It will be seen that so far as the aggregate is concerned, 
Mr. Perlewitz reverses the situation altogether; but it 
must be borne in mind that he has imported into the matter 
a class of installation not touched by Mr. Mordey, and 
though the number of such in this country is not so great 
as in Germany, they would form a very considerable item. 
Further, the author includes accumulators as generating 
plant. It ів not usual to do so in this country, though in 
considering the total output capacity of a station, we think 
it is à not unreasonable practice—but Mr. Mordey did not 
adopt this view. 

It is questionable whether private installations which 
supply energy to surrounding premises can fairly be classed 
with public supply systems carrying out statutory powers, 
and it will be noticed that Mr. Perlewitz's figures for the 
1,530 public stations have an output (estimated to April 
18t, 1908) only some 170,000 Kw. in excess of Mr. Mordey's 
figures for 241 stations ; that is, the average output for the 
additional stations is only about 130 Kw. each, and the total 
is still far below that of the British stations. 

Mr. Perlewitz does not say a word about the comparison 
of output, prices, and costs of electrical energy provided by 
the public supply systems here and in Germany. He 
apparently accepts without question the general conclusion 
that the public is very much better supplied here than in 
(;ermany—the real point of the address. 

The fact that the total Kw. of private plants in Germany 
is very large, is, no doubt, a natural result of the inadequate 
public supply to which Mr. Mordey has drawn attention. 


Social Function.—The Aberdare Corporation Electricity 
Department held an“ At Home” recently, about 100 employés and 
friends being present. Mr. Bell briefly addressed the gathering. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. Оң TURSDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
un less we have the writer's name and address in our possession, 


Cheap House Wiring. 


Referring to E. C. S. s letter under the above heading 
in your last issue, I should like to express the opinion that a 
man who allows a £10 note to stand between him and the 
electric light is à ——, well—to put it mildly—an unmiti- 
gated, hopeless, benighted, stodgy, ignoramus. Why, the 
man could have recouped himself certainly within a couple 
of years or less, оп the very lowest estimate ; as might be 
proved to him, had he enlightenment enough to understand 
what increase of personal energy, lessened depreciation, 
saving of time and temper, better light, low lighting bill, and 
safety mean. You know the old, old story Mr. Editors, 
which some people take so long in grasping, or never vill 


rasp. 

A man like that deserves to be made to sit on the top of 
a step-ladder for half-an-hour per evening in his own gas-lit 
apartment; half-an-hour would be quite enough; and 
ventilation—by the way—would make very little difference. 

I speak feelingly and with full knowledge, for having just 
left à house which I wired and fitted at my own expense 
(about £40—an outlay which I never once regretted), I am 
now condemned to spend my evenings and early mornings 
under gas, being just 150 yards or во too far away for the 
electric supply people to connect me up. 

We (£e, the head of the house, myself, dog, baby and 
help) have a choice selection of gas fittings—ancient and 
modern, with flat-flame and upright and inverted incandeacent 
burners. The latter cast their mantles in a positively 
indecent manner on the slightest provocation—e.g., when 
someone is feeling for matches and knocking the furniture 
and themselves about in the room overhead. I am becoming 
quite expert in the manner of burners and mantles—worse 
luck, but I begrudge every shilling required to improve the 
fittings and renew the mantles. e avoidance of the 
mantle trouble alone is worth £5 a year, in my humble 
opinion. Ав regards the fittings, they are a collection of 
eye-sores and spoil the look of everything else. 

It is a good many years since I had to live under gas, 
and I do not relish it. Oil lamps would be healthier : 
but these are out of the question in a ménage which 
includes a robust baby and a robustier dog. In my study 
I have an upright indecent —incandesoent burner, | mean 
—and I have to alternate between “ burnt air" and 
draughts from an open window. There seems to be no 
happy medium, try how one will. What it costs me in 
wasted time, unholy feelings at being poisoned, and general 
perturbation of mind and body, would pay for a silver- 
plated conduit installation in three months. Why didn't I 
get nearer the mains? Because I was seduced by the 
impression that the mains were coming to me. 

Elsewhere, I am subjected to a series of explosions—of 
wrath—from an infuriated person of the female persuasion, 
who vows that her health and temper are being ruined, that 
the very plants are being killed (and во they аге!) that the 
table flowers last about two days instead of the two weeks 


they would do under electric conditions, that the silver 


would disgrace a pigstye, that the very dog ia unhappy, and 
—various other things. We live in dread of being blown to 
Heligoland when the ancient and corroded chandelier gives 
out— (I positively refuse to get u new fitting); and alto- 
gether my feeling is that electricity at any cost for wiring 
and any price per unit is better than gas at a gift. 

Even this is not all—for our particular supply of poisonons 
and explosive vapour has a way of choking-up the pipes 
with deposit, and insult has been added to injury on at 
least one occasion by a practically total failure. Thus 
candles have had to be requisitioned (fact !), and the evening 
meal on one occasion took as much gas to cook it as would 
blow up the Liberal Government, and as much time as would 
have sufficed to wire the whole house on the new patent 
lightning conduit method. 

W. Perren Mayoock. 

London, S. E., December 18th, 1908. 
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Electricity from Refuse. 


I have read with interest in your issue of December 4th, 
the working resulta of the combined Electricity and 
Destructor Works at Cambuslang, Scotland, where Mr. 
Abraham is the engineer. 

The Fleetwood and District Electric Light and Power 


‘Syndicate, Ltd., can show results somewhat better than 


those at Cambuslang, and I have tabulated a statement of 
such for both undertakings. 

Fleetwood is apparently a smaller town than Cambuslang, 
having less refuse to burn, but on the other hand, it has 
a much larger electricity supply business. 

In order to properly compare the two plants, with 
approximately an equal number of units generated, I have 
had to take the Fleetwood figures from four weeks in 
May and June which are the lowest returns for the year. 
The Cambuslang returns are for December. | 

It is my usual practice to allow 250 units per ton of 
coal used including banking spare boiler, but for the 
purpose of this letter І am taking Mr. Abraham's figure 
of 150 units. 

It is not the purpose of this letter to adversely criticise 
Mr. Abraham’s results, but to show what is being done 
elsewhere. Mr. Abrabam appears to get practically all the 
steam he needs from the destructor; no one can do better. 
All he requires now is more business to deal with. 


Fleetwood. 
Dec. 1 to 28 May 16 to June 13 


Cambuslang, 
Date under review 


Total units generated ... 13,792 15,445 (per meter) 
Units generated from coal, at 

150 units per ton nae 876 3,000 
Units generated from refuse .. 12,916 12,445 
Tons of coal burnt ... 5 tons, 1^ est. 20 tons. 
Tons of refuse destroyed ns 395 tons. 208 tons. 
Units generated per ton of refuse 326 46:5 
Wages to destructor stokers  ... — 2408. 
Cost of labour per ton of refuse 

destroyed T si ae 18. 10:74. 


The destructor in question was a two-cell top-feeding plant 
and was in continuous use from August, 1899, until October, 
1908. 

The boiler being somewhat small, and the brickwork con- 
siderably burnt after nine years’ work, it was decided, upon 
my advice, to pull down the two cella and to rebuild them 
with a much larger boiler. This has been done, and the 
new plant will be set to work about January Ist, 1909. 
The old destructor boiler is now fired with coal, and the 
new boiler and cells have been built upon the space occupied 
by the old cells alone. 

The new plant is provided with a regenerator and other up- 
to-date improvements, in addition to the larger heating 
surface of the boiler, and it is confidently expected that from 
90 to 60 units will be generated per ton of refuse burnt. 

I might say that another boiler was needed in any case, 
and the arrangement described, not only provided a new and 
improved destructor, but also saved lengthening the boiler 
house at considerable expense. 

In order to ascertain the comparative value of the ordinary 
unscreened ashpit refuse as a fuel, very careful measurements 
have been made of the coal burnt during the time the 
destructor has been out of use, with a result that slightly 
over 800 Board of Trade units have been generated for each 
ton of coal used. 

In large undertakings where there is sufficient refuse to 
keep six or eight cella in commission day and night, and 
where there is a continuous demand for electricity, far better 
results should be and are obtained. For instance, at 
Hackney an average of 124 tons of refuse is destroyed each 

ay, and the average units generated per ton during опе 
year were 50. These results were obtained for the year 
ending March 31st, 1906, and are the latest figures which I 
am able to lay my hands on at the moment. 

The refuse in London as compared with that either in 
Scotland or the North of England is never so good from a 
calorific point of view, and in many caseg the evaporative 
results obtained are 50 per cent. lower. | 

In order more accurately to compare the results obtained 
at Hackney with those shown above, I give the following 
Weekly results, which are taken from the paper read by Mr. 

- P. Adams before the Institution of Electrical Engineers 
on December 5th, 1904. 


These figures are calculated by the deduction from the 
total units generated, of the amount of the units raised by 
coal upon the basis of 5 Ib. of coal per unit generated; or, 
in other words, 448 units generated per ton of coal burnt. 
The figures are as follows :— ö 


For weck ending November 8th, 1902— 
Units generated from coal '8,713 
Units generated from refuse ... is .. 39,952 
Units generated per ton of refuse a 55 
For werk ending December 20th, 1902— 
Units generated from coal 12,835 
Units generated from refuse ... S .. 61,496 
Units generated per ton of refuse in 60 
For week ending January 9th, 1904— 
Units generated from coal | 23,700 
Units generated from refuse... re .. 45,822 
Units generated per ton of refuse  ... d 52 


For week ending January 17th, 1904— 


Units generated from coal 23,565 
Unite generated from refuse ... 45,217 
Units generated per ton of refuse 537 


It might be well to point out that at, Hackney, during 
the time when the above results were obtained, there were 
neither superheaters in connection with the destructor, nor 
any apparatus for the heating of the air used for forced 
draught. А 

I believe that superheaters have now been added to all the 
boilers connected to the destructor, and no doubt the results 
will have improved very considerably. 

Oswin Hansom. 

Fleetwood, December 15th, 1908. 


Electrical Driving in Cotton Mills. 


Having read Mr. Bootb's interesting article on the above, 
and also his reply to “ С. L.” in your issue of December 11th, 
I am tempted to ask for a little space in which to discuss one 
or two points put forward by Mr. Booth. In the first place 
Mr. Booth informs us that he could easily apply a turbine to 
a rope drive by simply modifying the ‘rope drums, shaft 
speeds, &c. From information supplied to me by leading 
turbine makers, I am given to understand that this is impos- 
sible of accomplishment on account of the bigh rotative 
speed of the turbine shaft, which runs at 3,000 R. P. u. Iam 
fully aware that it can be done with small turbines not 
exceeding 300 B. H. P. by using an expensive system of gear 
wheels. . I, for one, would welcome a rope-driving turbine, in 
fact, it is just the machine I have been looking ont for, 
capable of developing 1,000 B. H.P., its efficiency, however, 
must not be less than a reciprocating engine of similar 
output. и 

I consider the estimates given by “ G. L." a fair average 
for the last three years, if the estimates I have received during 
that period are anything to go by. 

As regards the question of flexibility, there is more in 
the suggestion than appears at first glance ; for instance, we 
in the cotton trade could very well do with shutting down 
50 per cent. of our machinery at the present time, but on 
account of our mills being driven with one engine we gain 
practically nothing in doing so. Now I maintain that the 
only feasible way out of the difficulty is the electric motor, and 
so far as my poor judgment will allow, I would suggest two 
or moie generating sets, depending on the size of the mill. 
I am given to understand that the gas engine would figure 
out well in such a scheme on account of the efficiency of 
the small engines being equal to the larger sizes, perhaps 
Mr. Booth will be good enough to enlighten us on this point. 

Mr. Booth’s sketches are of interest, and I quite agree 
with his remarks concerning the layout of textile machines 
in a mill; nevertheless, even here at times a little flexibility is 
good, especially if weaving is carried on ; in some of our mills 
we have ring frames in our weaving sheds. | | 

Now as regards overtime in a cotton spinning mill, this 
is no new thing. Often during the great boom it was quite 
а common thing to run the card room over, due to the 
production getting out of balance; in fact, accidents will 
happen even in a cotton mill which sometimes mean 
the stoppage of a whole room. Two mills quite close at hand 
had to run a portion of their blowing and card rooms, 
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through meal times and after hours in the evening for a 
considerable time before the slump came; therefore I con- 
sider that Mr. Booth is wide of the mark as regards the 
impossibility of working а cotton mill overtime. 

We would all of us like to see belts and ropes dispensed 
with, as they are, at the best of times, a source of trouble 
and danger; besides, the сові of upkeep amounts to a cen- 
siderable item. 

Mr. Booth says he has nothing to say about old mills. I 
think it just as well. Perhaps he will be surprised to hear 
that at least 25 per cent. of the cotton spinning mills in 
Lancashire are gear driven. I would advise him to pay a 
visit to Oldham, when he has time to come down this way, 
and then he will find out for himself. 

I don’t think the electrical enthusiast need bother his brains 
abont the new mills, as there is not much likelihood’ of any 
more being put up for years to come: in fact, if Mr. Booth 
would care to invest, I could put him in possession of a few 
empty shells ; at the moment of writing there are just a few 
going-a-begging. 

This would give him an excellent opportunity to show us 
how to do it, as we in Lancashire are not so sure yet whether 
Brown, Boveri have found the solution for operating ring 
frames ; what holds good on the Continent does not always 
appeal to a Lancashireman. I confess we are a county of 
sceptics, but, so far, we have yet to be convinced. On the 
other hand, from examples we have seen of electrically 
operated mills in our immediate neighbourhood, we are 
bound to acknowledge that there is more in the idea than 
simply the question of running costs; in fact, some of my 
friends who have adopted it seem to have no difficulty in 
disposing of their yarn at remunerative rates on “ 'Ohange." 

hat we textile people are most frightened about is the 
question of reliability ; and, on the other hand, we do not 
profess to be electrical engineers, therefore we must be excused 
somewhat on this score for our so-called conservatism. 

With respect to the rope race, now it is an acknowledged 
fact that no sane individual builds a rope race just for the 
sake of having one attached to his mill; neither do we, when 
we want to build or extend our mills, buy a foot more space 
than we actually need, and if we could increase our spindles 
1 per cent. in times of a boom we would do it, and the rope- 
way would have to go, if we could do without it: it costs 
money and it takes away from our light at that end where 
the main drives are situated. Mr. Booth will, no doubt, tell 
us to build outside the towns ; the idea is a good one, but 
there are other things to be reckoned with, which I do not 
intend to mention at this juncture. 

I do not wish to suggest that we textile people are all 
in favour of the electrical drive, but Mr. Booth will, per- 
haps, allow us to judge by results. 

I quite agree with Mr. Booth that no good is being done 
by putting forward erratic statements by either side, such, 
for instance, as the idea of putting a motor on each spindle, 
and one, I suppose, on to each draw roller, a very nice com- 
bination indeed. Has Mr. Booth’s electrical friend given 
this question any consideration at all? Truly the world 
does consist of wise men and fools. 


Textile Engineer. 
Royal Exchange, Manchester, December 15th, 1908. 


Meters for Tramears. 


With reference to your editorial note under this heading 
in your last issue, we think it will interest tramway managers 
to know that Mr. Spencer's condemnation of the time meter 
as а means of saving current is by no means universally 
shared. On the contrary, it was judged favourably by 
British tramway managers at the recent Congress of the 
Municipal Tramways Association, when Mr. Mozley—among 
others—stated that after 12 months’ trial with time meters, 
he had decided to apply this system of control to every car 
in the service, for his prolonged experiments bad resulted in 
a saving of no less than 14 per cent.of energy. The general 
opinion at the Congress seems to have been that time meters 
are decidedly more suitable for the rough service of the 
tramcar than watt or ampere-hour meters, besides being 
cheaper, more accurate, and less liable to get out of order. 

As regards your lamentation that your persistent appeals 


for the use of meters on cars, have met with so meagre 
response, we are pleased to inform you that our order books 
prove that tramway managers are getting alive to the facts :— 
That the most important factor in the current consumption 
is the driving; that the driver is the great current waster 
and that some method of check on each man is necessary ; 
that time meters are most suitable to carry out such control 
of the drivers, and that the economies so produced are 
enormously in excees of the cost of the apparatus. 


The ** Acme” Meter Co., 
N. Gunz, Manager. 
London, E.C., December 19th, 1908. 


Colliery Electrical Engineers. 


Reading your leading article in the ELECTRICAL REVIEW 
of December 11th on “ Electrical Fatalities in Collieries,” I 
quite agree with you that we colliery electrical engineers 
should have a society: to protect and further our 
interests, and the sooner we get incorporated the better. 
I myself, having 10 years’ experience as a colliery electrician, 
shall be pleased to assist any association that might be 
formed as much as possible. 


P. D. Coates. 
Burnley, December 15th, 1908. 


An engineer who is laying down some 2} miles of four- 
wire three-phase network would be glad if any of our readers 
could point to any similar networks to supply districte at 
present in use, or being laid down in this country. — —— 

A letter on the L. C. C. turbines appears in our Notes 
to-day. 


PROCEEDINGS OF INSTITUTIONS. 


Output and Economy Limits of Dynamo-Electric 
Machinery. 
By J. C. MacrABLANE, M. I. E. E., and H. Вовок, A. M. I. E. E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
. ENGINEEBS, London, December 10th, 1908.) 


Tux object of this paper is to point out :— | А 

(а) The factor that limits the output to be obtained from a given 
core size of a medium-speed dynamo-electric machine. | 

(b) To indicate, by means of diagrams, what is approximately 
present-day practice with regard to this. | 

(с) To indicate the directions in which extension of this output 
limit and economy in active material may be expected. : 

The best dynamo-electric machine is the one which complies 
with the specified conditions, with the least possible weight, 8136 
and cost. By designing in accordance with the methods set forth 
in this paper these economies will be obtained, and will lead to 
increased efficiency and greater mechanical security. . 

Direct-current dynamos and motors, and three-phase alternating- 
current dynamos and motors only are considered. 

Since the introduction of the interpole, the output that can be 
obtained from a given соге size is no longer governed by the 
sparking limit, but depends on the permissible temperature rise. 

If x — total electric loading of the armature (ampere wires) and 
Y total magnetic loading (0.a.s. lines), then 


— — — — а 


If d = diameter of armature at face (inches), і = net length of 
core without ventilating ducts (inches), в = flux density in air gap 
(с.с.з. lines per sq. in.—magnetic loading intensity), ф = electric 
loading intensity (ampere-conductors per inch of periphery of 
armature), y = ratio of pole are: pole pitch, then 

ig (9s x 2 y Watta 
B N XA R. P. M. | 
where the part in brackets is the output factor.. Fora given ratio 
of pole arc to'pole pitch, the product of the electric and magnetic 
loading intensities is proportional to the watts per revolution 
per d-. 

In the diagrams, figs. 1 and la— d T 

Quadrant 1 gives the relation between the output per revolution 
125 ius product of the magnetic and electric loading intensities 

B X q). B _. 

Quadrant 2 gives the relation between the output per revolution 
and the size of the armature cure (the d). 

Quadrant 3 gives the relation between the diameter of the 
armature and the d"! value of the armature for various numbers of 
poles, on the assumption that the poles have square faces.“ 

Quadrant 4 gives the relation between the diameter and length 
of the machine for ару number of poles, and square pole faces. 

In making up these diagrams, & large number of inter-pole 
JJ B НО ADU и DOR Ru ER з DU 


* By a square-pole machine is meant a machine in which the polar 
arc is exactly equal to the net length of the armature core. 
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machines of modern design were considered; the output was 
reduced to watts per revolution, and to 70 per cent. ratio of pole 
arc to pole pitch, and also in direct proportion to the ratio—core 
length for equare poles : existing core length, and from the 
formule | = 07 т d'p, and d? = d'l p /07 т, where р = the 
number of poles, the core lengths and diameters for selected di 
values and numbers of poles have been calculated and set down in 
the respective quadrante of the diagrams. | 
These diagrams enable the values of the product of the electric 
and magnetic loading intensifies, the d?! value, and the diameter 
and length of the armature core of a machine having square pole 


Be 
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Fic. 1.— RELATION BETWEEN OUTPUT FACTORS AND ABMATURE 
Сови Drwmwstowms FOR SMALL SQUARE PoLE-FACE DAM Os. 
(AYBBAGB MODERN PRACTICE.) 


faces, to be obtained at a glance for any selected value of the out- 
put, and for any number of poles; this core size will only be large 
enough to give the selected output with a temperature rite not ex- 
ceediog 75° F., provided tbc armature is fairly well ventilated, 
and provided the sum of the losses in the armature does not 


exceed the value obtained from the curve, figs. 2 and 24, correspond- - 


ing to tbe di value found. 

Conversely, if a certain core size is given, the output that can be 
obtained therefrom at a certain speed, and the value of the watts 
that can be dissipated on the armature in order to ensure not more 
than 75° F. temperature rise can be found. 

If the number of poles is known, by working hackwards from the 
diameter of the core, we can find from the diagrams figs. 1 and 1a 


the net iron length of a core necessary for a square pole face; the 


dil value for this core; tae watts per revolu- 
tion, and therefore the output at the required 
speed, and the product of the electric and 
magnetic loading intensities. 

As the d'“ is known, we can find from figs. 2 
and 24, the maximum watts the armature can 
dissipate without exceeding 75? F. rise ; but it 
will not necessarily follow that the loss esti- 
mated above will not.be exceeded. 

The information necessary to plot the curves 
in figs. 2 and 24 was obtained from the average 
test results of e numbers of machines of 
different makes, all the results being reduced 
to 75° F. temperature rise, and to the peri- 
pheral speeds given in the diagrams. The 
armature losses obtained from the curves are 
only suitable for open-type machines; a reduc- 
tion of approximately 10 per cent. should be 
allowed if the machines are of the protected 
type and well ventilated. 

Ta order to increase the output per dil, it 
will be necessary to increase the product 
B X q, the value of which depends on the 
valae of the slot space factor; for constant 
losses in the armature winding it varies 
directly as the square root of this factor. For в good slot factor, 
the number of slots per pole should be small and the depth of the 
elot great. 

The limiting value of depth of alot for a maximum output is 
obtained when the possible increase of the electric loading 
intensity is just compensated by the decrease in the magnetic 
loading intensity, due to cutting away the teeth at the roots. 

When workiug at constant density at roots of teeth, the maximum 
value of the product B x q occurs when the net width of copper in 
the slot is equal to the width of iron at the root of the tooth, and 
when the depth of slot is approximately equal to one-sixth of the 
armature diameter. It is impossible in large machines to make the 
slots as decp as here indicated, bat there appears to be no good 


Бс. 2.— SMALL MACHINES. 


reason why slots should not be made deeper than they are at the 
present time. | A | 
It has been seen that the total magnetic loading varies in inverse 
proportion to the total electric loading on the armature for а con- 
stant output; the amount of material in the magnetic circuit, i. e., 
the iron and shunt copper, varies almost directly with this loading. 
Also the amount of material in the electric circuit, that is, on the 
armature and interpole windings, varies approximately in direct 
proportion with the electric loading. From the above it is obvious 
that there is some value for the ratio of the total magnetic to the 
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Fig. la.— RELATION BETWEEN OvuTPUT FACTORS AND ARMATURE 


Core Dimensions FOR LARGE SQUARE POLE-FACE Dynamos, 
(AVERAGE MopERN PRACTICE.) | ; 


total electric loading, which makes the cost of the active material 
for any machine a minimum. The authors find that the cost of 
active material is a minimum when the cost of the material in the 
magnetic circuit is equal to the cost of the material in the electric 
circuit, and this occurs when the ratio of the total magnetic to the 
total electric loading lies between 250: 1 and 350 : 1. 

The efficiency is a maximum when the loss in the magnetic 
circuit is approximately equal to the loss in the electric circuit, and 
this occurs when the ratio of the total magnetic to total electric 
loading is approximately the same as for the cost minimum. 

The following prices were assumed :— 


Armature iron А 34s. per cwt 

Pole stampings ... yk os 226. „ 

Effective yoke steel. ius 188. „ 
Copper ise ii 18. per Ib. overall 


o d 34000 Mpoo 40000 уроо борбо 
Core Dt т 


ороо 
inches) 
Fra. 24.—LaAnRGE MACHINES. 


PgRMISSIBLE KiLowatTts Loss IN ARMATURH—AS A FUNCTION OF THE CORB SIZE. 


In order to obtain an equation by which the iron losses could be 
readily estimated, tests were made which showed that the core loss 
varied approximately as the 1'3 power of the frequency, and 
approximately as the second power of the density ; therefore if— 


ү, = volume of the iron in the teeth in cubic inches, 

v, = volume of the iron in the core in cubic inches, and 
w = total watts loss on the armature, then— 

W = FIZ (vi B? + ve B?) x 3 x 10-5, 


The equation gives very good results when the densities in the 
armature teeth and core are fairly high. | 
In quadrant 2, figs. 1 and la, are given dotted line curves which 
show the increased outputs which may be expected from machines 
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designed on these lines, the permissible losses being taken from 
curves figs. 2 and 2a, and the densities at the roots of the teeth 
being fixed at 135,000 с.а.в. lines per square inch. The actual iron 
losses were checked by the equation given above. 

With interpole machines the commutator can be made much 
smaller than with non-interpolars, because of the diminished brush 
contact loss. 'The diameter is only limited by the mechanical 


thickness of the plates, and the proximity of the brush arms of 


opposite polarity to one another. For ordinary interpole dynamos 
the average B. x. r. between the bars should not exceed 25 volts. 
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Fio. 3.— Ratio Iron Lenartu L: Pong PrTOH T a8 4 FUNCTION 
or THE Роги PrrCH. 


With regard to the field system, it need only be stated that good 
proportions for the interpole section are 50 per cent of the core 
lengths and 16 per cent. ratio of pole arc to pole pitch. With 
these dimensions the М.м F. provided on each interpole should 
exceed the armature м M. v. pole by about 30 per cent. 


By using the proper multiplying factors the diagrams figs. 1 and 


la apply equally to direc:- current motors and rotary converters. 


Inpucri0N Мотовв. 


Unlike the direct-current machine, the core size of the 
asynchronous motor is not usually limited by heating considera- 
tions, but by the value of the 1 e factor, on which the value of 
the maximum power factor depen The leakage factor will be 
defined for this purpose as the ratio of the ideal light-load current 
to the ideal short-circuit current. 
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Fic. 4.—Racations Ввтивви MAXIMUM РотЕв AND LEAKAGB 
үем AND PranicipaL Conm Dimensions ror Їнрсоттон 
OTORS. 


It is shown in the paper to be— 
€ = 1:05 A (461 + 2:8 та) + т 1, 
where A is the total equivalent length of air-gap, 
} is the net length of stator core without ventilating ducts, 


and 
т is the pole pitch, all in inches. 
The actual вар varies from 0°02 in. in the smallest 
motors to 0°05 for 4%] = 10,000, and 0'09 for d «e 100,000. The 


number of slots per pole per phase is assumed to vary as the pole 
pitch, in the ratio 6 : 10. 

The upper curve, fig. 3, has been plotted for an actual sir-gap 
value 0:02 in. The best value of core length -- pole pitch for an 
pole pitch lies nearly on the upper curve, when the air-gap is ema, 
and wben the air gap is large lies nearly on the lower curve. The 
intermediate curve has been drawn fora medium actual air-gap 
value = 0 04 in., and the values of d, “, in the diagram, fig. 4, have 
been estimated from this curve as a basis. 

In the diagram, fig. 4:— 

Quadrant 4, If T is the independent variable, the values of 1 for 
known values of T are obtained for the intermediate curve, fig. 3, 
and the values of d for selected numbers of poles, and for the known 
values of T, have been calculated and set down. 

Quadrant 3. d and 1 are already known, and the d'/ values for 
known values of d and the selected numbers of poles have been 
calculated and set down. 

Quadrant 2. From known values of T and /, and calculated del 
values for the selected numbers of poles, the yalues of c set down 
in this quadrant have been calculated from the equation given 
above. 

Quadrant 1. For selected values of c the values for the maximum 
power factor set down in this quadrant have been calculated from 
the well-known relation cos ф = (1 — 00 /(1 + o). 

The diagram shows at а glance the maximum power factor that 
can be commercially obtained from any core volume, provided the 
motor has & wound rotor and is designed with the number of slota 
per pole per pbase and the air-gap as given in the paper, a ratio of 
core length to pole pitch nearly in accordance with the curve, fig. 3, 
and nearly closed slots. 

A motor designed as above would be a good commercial motor, 
which could be adopted as a standard for comparing power factors, 
and the sizes of such motors for given outputs. 

It will be sufficiently near to take the curves, quadrantes 2, figs. 1 
and la, of d? | values for direct-current machines as the limit to the 
size of induction motors for any output, provided the size is not 
already limited by power-factor considerations. 

In many cases, especially when the number of poles is small, it 
is possible to reduce the core size until the limit ot output is that of 
temperature rise only, thereby gaining an increase in the over-all 
efficiency of the motor, aud an increase in the mechanical security, 
іп that the peripheral speeds and span of the rotor coils are reduced 
to a minimum, and it will be possible to make the shafts and 
frames stiffer. On the other hand, there will be a slight reduction 
in the maximum power factor. 

With two-pole motors the authors consider that a fractional pitch 
of 50 per cent. should be used in almost every case, as this is easily 
obtaincd by winding the motor for four poies and reversing one of 
the coils in each phase. But this is almost the only case in which 
the use of the fractional pitch winding is advantageous. 


(To be concluded.) 


Domestie Electricity Supply (including Heating and 
Cooking) as Affected by Tariffs. 


Ох December 8th, Мв. W. R. CooPzz read his paper on this sub- 
ject before the Glasgow Local Section of the I. E. E. 

Mn. Sam Ma von (Glasgow) said he did not see any great difficulty 
in having & two-meter supply, as the duplicate circuit, from the 
nature of the case, would only be required in a few rooms in the 
house. His experiments with electrical heating and cooking 
apparatus, even in cases where first cost did not count, had been a 
failure. The ordinary electric radiator was inadequate to heat в 
moderate-sized room. The consumer would not tolerate the 
periodical inspection of his installation. He thought that the 
Corporation should hire ont electrica] apparatus, say, on & three 
months' trial, free of charge, supplying the current from the lighting 
circuit, and if it were found satisfactory, the necessary wiring 
might be proceeded with later. 

Мв. RoBzRTSON (Greenock) said the maximum demand system 
had been responsible to a considerable extent for hampering the 
growth of demand. Some of its drawbacks had been got over in 
Glaszow by basing the initial charge on a two hours per day 
maximum and giving domestic consumers a flat rate. Owing to 
the differences in rateable values he did not think the Norwich 
system was feasible. The system of charging according to the 
number of lamps installed was objectionable, particularly for the 
class of consumer referred to in the paper. If there was to bes 
departure from the flat rate at all, he thought the double-tariff rate 
was the best system. 

Мв. BıLLERY (Partick) said that the Partick Electricity Com- 
mittee had ed an electric water heater in the Burgh Halls, 
and consumers were invited to come and see it. 

Ма. J. D. Mackznzrm (Glasgow) said he had that day examined 
an electric water boiler in Glasgow, and found that it took 3s. 1}d. 
worth of electricity to heat 60 gallons of water, whereas with a gas 
heater this could be done for 1s. 6d. He thought that a flat rate 
all round was the proper system of charging. 

Мв. CALDWELL (Glasgow) gave particulars of a London installa- 
tion of electric cooking in a restaurant, where it was found that 
certain kinds of meat could be got ready more quickly without 
deterioration than with either gas or coal heating. А 

Mn. Hancock (Glasgow) said that the electric flat-iron was quite 
an efficient apparatus, and he thought that laundries could be made 
& good source of revenue for the station engineer. Electrical 
apparatus for laundries commended iteelf in so far as it gave off no 
noxious fumes such as were condemned in other devices, under the 
Factory Act. 
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The Onaraman (Mr. W. W. Lackie) asked whether the wiring for 
the heating and power circuits was a serious matter. He was 
strongly of opinion that whatever system of charging was adopted 
it must be based on the maximum demand system. In two houses 
in Glasgow, each with a rateable value of £130, the annual account 
in the one case at present was £4 19s. 9d. and in the other £19 14s. 9d., 
both on a flat rate of 34d. If they charged 10 per cent. on the 
rateable value and 1d. per unit, the first man would require to pay 
£14 2s. and the second, £20 10s. Taking two smaller flats, A paid 
at present £3 and B, £9 5s. per annum. If 10 per cent on rateable 
value and 1d. per unit were charged, A would pay £7 and B £9. 
The assessment principle he thought was wrong, and in his opinion 
illegal. А simple method of getting over the two-meter question 
would be to е all units used in November, December and 
January ata flat rate of 44d., and all unite used throughout the year 
on a flat rate of 1d. 

Other speakers took part in the discussion. 

Mn. Cooprs, in reply, said his critics seemed ќо have overlooked 
the need for the simplification of systems of charging. А certain 
system or systems might be quite just and equitable, but they were 
condemned because they were so complicated. He maintained that 
the backward state of the eloctrical devices on the market was due 
to high tariffs, and makers had very little encouragement given 
them to push their wares, owing to the difficulties in their path 
from that point of view. He did not think that the time had yet 
come for a flat rate, but he only wished to draw a distinction 
between lighting and power supplies. He advised that small and 
inexpensive electrical devices such as the flat-iron should be tried 
first. The Newcastle Co.as the result of giving public demon- 
strations of the working of electrical cooking apparatus had 
already a load of 18 kw. from consumers using heaters and 
cookers. 


PARLIAMENTARY. 


Damage to Atlantic Cables.—Mr. Bolend inquires in the 
Parliamentary Papers, of the Postmaster-General, whether his 
attention has been called to the continued damage caused to the 
Atlantic cables off the coast of Ballinskelligs, County Kerry, by 
trawlers; and whether, in view of the representations made by the 
United States Government and the Chambers of Commerce in the 
United States and England on this subject, he will use his influence 
to bave these trawlers excluded from the cable zone, within which 
13 cables are laid, to a distance of about 15 miles from the shore. 
Mr. Sydney Buxton, in reply, states that his attention bas been 
drawn to recent further cases of damage to the Atlantic cables off 
the coast of Kerry which are attributed totrawlers. In consultation 
with the President of the Board of Trade he appointed a committee 
last summer, which carefully investigated the whole question. The 
committee had before it a proposal made by certain of the cable 
companies that trawlers should bs excluded from an area extending 
some 70 miles from the shore (not 15 miles, as suggested in the 
honourable member's question), ia which damage attributed by the 
companies to trawlers had occurred. The committee considered 
this proposal impracticable, a view in which His Majesty's Govern- 
ment concur. It reported, however, in favour of an alternative 
proposal made by certain cable companies for the inspection of 
trawling gear, and the practical steps to be taken to give effect to 
this recommendation are now under the consideration of the depart- 
ments concerned. | 

"Preston, Chorley and Horwich Tramways.—By the Bill 
which has been deposited by the Preston, Chorley and Horwich 
Tramway Co., it is proposed to authorise the company to extend 
the pericd for the construction of works, &c. The company was 
incorporated in 1903, and now seeks to construct a portion of 
Tramway No. 2 authorised by that Act. It is also sought to reduce 
the share capital from £500,000 to £425,000 and the loan 
Capital from £125,000 to £106,250. The company may issue 
any portion of the capital, not exceeding £200,000, as preference 
shares bearing interest not exceeding 6 per cent. perannum. By 
Clause 20 it is provided that the company may enter into an agree- 
ment with the Corporation of Bolton for a lease to the company, or 
for the purchase by the company, of so much of the existing tramway 
belonging to the Corporation as is situate within the township of 
Horwich. Clause 23 provides for running powers over certain 
tramways of the Corporations of Bolton, Preston and Wigan. 
Under Clause 30, power is taken to supply electricity in bulk to 
any Corporation, local authority or person requiring the same and 
being upon the line of route traversed by the tramway. l 

Transfer of the National Telephone Co.—In Friday's 
Parliamentary Papers, Mr. Steadman asks the Postmaster-General 

he can state how and to what extent, if at all, the seniority of 
the London sorting force is likely to be affected by the transfer of 
the staff of the National Telephone Co. to the Post Office in 1912; 
and, what claim, if any, has the National Telephone staff on the 
Postmaster-General which has caused him to issue a warning to his 
present staff, already civil servants, that the latter's prospects are 
likely to be affected. Mr. Sydney Buxton replies that it is not yet 
possible to state how the various questions will be golved which are 

ely to arise in regard to the relative status and seniority of the 
staff now employed in the Post Office and that to be taken over 
from the National Telephone Co. The London sorting force, how- 
Sver, will be in no way affected. As it is certain that questions of 
difficulty will arise, he thought it right to issue a general warning 
to new entrants and officers newly promoted that their seniority 


might be affected. At the same time he stated definitely that 
every care would be taken to prevent ар 

York Town and Blackwater Electric ghting.—The York 
Town and Blackwater Gas Co. have deposited a Bill in Parliament 
in which Frimley, Hawley, Sandhurst, Crowthorne, Finchampstead 
and Wokingham are scheduled as an area for the supply of elec- 
tricity. It is proposed to change the name of the company to that 
of the York Town, Blackwater, Camberley and District Gas and 
клн Co. Additional capital to the extent of £50,000 will be 
ra 


BUSINESS NOTES. 


Electromagnetic Clutches.—We give below some 
particulars of the Vulcan electromagnetic clutch, which can 
be made up to 2,000 в н.р. for a maiu roll reversing drive, and for 
which Messrs. C. E. LucaRD & Co., of Wilson Street, Middles- 
brough, are the English agents. The illustration shows a 
reversing clutch consisting of an electromagnetic body, running 
loose on the shaft; an energising coil, wound for any convenient 
voltage; slip-ringe, for conveying the current to the coil; а disk 
armature, fixed to the shaft; a thrust-ring, fixed to the armature; 
and a ventilating ring, fixed to the magnetic body. When continuous 
current is supplied to the energising coil, either from the supply 
mains or а special exciter, through the slip rings, both parts of the 
clutch are held in position by magnetic attraction. The etic 
faces of the clutch are kept apart by a thrust ring, which leaves 
an air-gap between them. 

These clutches can be made for any horse-power and speed, and 
for severe drives, ventilated rings, or water cooling, is employed to 
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dissipate the heat generated. The chief advantage claimed for 
these clutches over clutches of the friction type, is that they can be 
made certain in action, be arranged to slip at any predetermined 
torque by varying the excitation, without fear of damage to the 
faces, and are quite independent of lubrication. We understand 
that over 500 clutches, transmitting a total of about 12,000 B. H. P., 
are in successful operation, and the following examples will give an 
idea of the conditions under which they are working: Main roll 
drive—1,000 B. H. P., 130 в.р M., working for two years on a finishi 
mill; marine propulsion—600 B. R. p., 350 R. p. ., arranged so that 
the engine runs at a constant speed, the clutch alipping to vary the 
speed of the vessel; machine tool—500 B. H. P., 400 B. P. M. on a draw- 
ing bench, reversals taking place about every nine seconds; planing 
machine—heavy planer, 8 ft. x 8 ft. x 40 ft., cutting speeds 15 
and 45, return 102 ft. per min., four tools. This machine will take 
about 43 tons on the table. We understand that over 140 planing 
machines alone have been fitted with these clutches. 


Arc Works Sick Benefit Society.—The annual 
general meeting of the Arc Works Voluntary Sick ,Benefit Society 
was held on Saturday, December 12th, in the recreation room at 
the Arc Works. Mr. A. J. Hodgson, presided, and he was supported 
by Mr. Claud Crompton. The balance-sheet was read by the 
secretary (Mr. W. G. Bickmore), and was unanimously adopted. 
The chairman then read the report for the year, which showed that 
the contributions to the general fund amounted to £301, the 
donations from Messrs. Crompton & Co., Ltd., for additional sick 
pay, were £87, making with the balance of dividend brought 
forward from the previous year, total receipts to the general fund 
of £389. The expenditure had been by sick pay, £312; com- 
pensation for loss of time owing to contagious disease at the 
members’ home or lodgings, £4 0s. 6d.; and management expenses, 
including printing, stationery, postage, officers’ salaries, &v., 
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£19 10з. 10d., making a total of £336. leaving a balance for distri- 
bution amongst the members of £53. The society had lost, through 
death, four members, and one member’s wife, and the funeral 
levies had amounted to £120, or an average of nearly £27 for each 


member, and £12 58. for the member's wife. The total receipts 


amounted to £509, ав compared with £446 in the previous year. 
The reserve fund showed a balance at the bank of £144, or an 
increase of £1 16s. on the year. The report was unanimously 
adopted. Thc Committee’s recommendation that the balance over 
the £100 standing to the credit of the reserve fund, viz.. £14 7s. 1d., 
be sent as a donation to the Essex and Chelmsford Hospital en- 
largement fund was unanimously adopted. At the close of the business 
of the Sick Benefit Society, the annual meeting of the subscribers 
to the Arc Works Infirmary and Dispensary Fund was held, Mr. 
A. J. Hodgeon in the chair. The chairman drew the attention of 
the meeting to the Arc Works Benevolent Fund, which is supported 
entirely by the company, and is intended to relieve deserving cases 
of necessity, such as, for example, where an employé had been ill 
for an excessive length of time, and where, in the opinion of the 
directors, a small grant would enable him to tide over his difficulties. 
A hearty vote of thanks was accorded to the directors of Mesers. 
Crompton & Co., Ltd., for their generous support of, and the kindly 
interest taken by them in, all the institutions of the Arc Works. 
The chairman replied that the directors were always ready and 
pleased to assist by every means in their power, any object which 
was conducive to the welfare and comfort of their employés. 


‘Refrigerating  Plant.— The neat little refrigerator 
described on p. 951 of our issue of November 27th bas attracted 
much attention, and we have received many inquiries for the name 
of the maker. It appears to be made by Messrs. Sigrün, of Epinal, 


France. We suggest that some British manufacturer should take 
it up. | 


Spain. — According to Electron an English company, 
the Electrolytic Co. (Spain and Portugal) Ltd., proposes to 
establish in the province of Huelva a model factory for the treat- 
ment of copper ores, liquid cementa, &c., by the Lafontaine hydro- 
electric process, The capital of the company is £255,000, £30,000 of 
which is to be paid to the Société Frangaise Electrolitique for the 
use of the patents. 


Angold Magaaine Lamps. The exterior of the buildings 
of the General Electric Co., Ltd. (71, Queen Victoria Street, E.C., is 
illuminated by four Angold Magazine Flame arc lamps which burn 55 
hours with one trimming, and a very effective demonstration they form 
for the members of the City Corporation, and for the passers-by, of 
the sort of lighting that ought to be adopted for all the City streets. 
We have received & picture showing the effect, but views of this 
kind never can do justice to the original illumination, and the effect 
is better seen in Queen Victoria Street than it would bein the 
pages of the ErgoTRICAL Review. 


Meeting of Creditors.— THOMAS Warp, late director 
of the Electrica] Instrument Manufacturers, Ltd., 22, Totteridge 
Road, Enfield Wash, Ponder's End, late Freezywater, Waltham 
Cross, Herts —A meeting of the creditors in this case was held on 
December 17th, at 14, Bedford Row, W.O., for the purpose of con- 
sidering a proposal by the debtor for the payment of a composition 
of 7s. 6d. inthe £. The Official Receiver reported that the pro- 
posal was as follows: — That payment in priority to all other of the 
debts directed to be so paid in the distribution of & debtor's pro- 
perty shall be provided foras follows: Payment thereof witbin 
two months. That provision for payment of all costs and expenses 
incidental to the proceedings shall be paid within four months. 
That a composition of 78. 6d. in the E be paid within six months, 
and that the payment of preferential debts and the costs and 
charges, and of the composition, be secured by the joint and 
several promissory notes in the name of the debtor and Mr. C. J. 
Comerford, of 34, Bouverie Street, Fleet Street, E.C. The liabili- 
ties, according to debtor's statement, &mounted to £1,161, and 
debtor did not estimate that the assets would realise anything. 
The Official Receiver pointed out that he had to be satisfied as to 
the financial responsibility of the person guaranteeing payment of 
the composition, and if he was not satisfied it would be his duty 
to report to the Court that the terms of the proposal were not 
fair and reasonable, not calculated to benefit the general body of 
creditors, and did not provide reasonable security for payment of 
the composition. At the meeting the creditors resolved to accept 
the composition. 


Dissolutions and Liquidations.— Messrs. MELDRUM 
Bros., Ltp.—Creditors should send particulars of their debts, &c., 
to Mr. T. Gregory, 3, York Street, Manchester, the liquidator, by 
February 16th. 

SEVENOAKS MoTronR-CAR AND ELECTRICAL Co., Lrp.—Creditors 
must send particulars of their debts, &c., to Mr. A. P. Guerrier, 126, 
Gresham House, E.C., the liquidator, by January 31st. 

Mrssrs. BowvkeR & Hopson, motor, electrical and rgricultoral 
engineers, Stansted and Takeley.—Messrs. R. E. Bowyer and J. 
Hodson have dissolved partnership. Debts will be attended to by 
Mr. Bowyer. 

Messrs. SATCHWELL & CiTTINGE, electrical fittings manu- 
facturera, Tantarra Electrical Works, Walsall.—Mesers. H. 
Satchwell and A. E. Gittings ‘have dissolved partnership. Mr. 
Gittings will attend to debts and continue the business. 

Messrs. Revy PHILLIPS & Co., general and electrical engineers, 
151, Queen Victoria Street, E.C.— Messrs. J. W. Revy and P. F. 
Besch have dissolved partnership. The business will be carried on 
in future by Reeg Phillips & Co., Ltd. 


` Correction.—A slight misprint occurred in our note on 
“ Ball Bearings" last week, the letters p. w.. appearing as 
* P. v. r.“ д 

Bankruptcy Proceedings.— GEORGE SUTCLIFFE (George 

Sutcliffe & Co.), electrical engineer, 22, Church Street, Abertillery, 
Mon. Receiving order made December 16th on debtors own 

etition. 
d W. J. AUBERT, gas and electrical engineer, late 16, Harp Alley, I. O., 
present address unknown.—Mr. L. B. Linnett, 42, Poultry, E. C., was 
appointed trustee on December 15th. 


Book Notices.— Fire Tests with Textiles.” Red 
Books of the British Fire Prevention Committee, No. 129. 
London: British Fire Prevention Committee. 1908. Price 2s. 6d. 

“The Practical Engineer Pocket Book and Diary, 1909. London: 
Technical Publishing Co. 1909. Price, cloth, 1s. net; leather, 
1з. 6d. net. 

"La Telegraphie sans Fil" By A. Turpain. Second edition. 
Paris: Gauthier-Villars. 1908. Price 19 fr. 

“Some Electro-Chemical Centres" By J. N. Pring. Man- 
chester: Sherratt & Hughes. 1908. Price 1s. 6d. net. 

The Irish Builder and Engineer shortly attains ite jubilee, and 
the event is to be celebrated next March by a special jubilee 
number in which will appear a retrospect of the last 50 years of 
building, engineering, electzic lighting, &c., in Ireland. 


Catalogues and Calendars.—TRHE LONDON ELROrRIC 
Freu, George Street, Croydon. — Show - card illustrating their 
well-known arc lamp couplings, also a number of street aro lamp 
suspensions. Incidentally, we discover at foot a neat and very 
unobtrusive calendar for 1909, with tiny monthly slips. 

From the ELECTRIC Construction Co., Lirp., we have received 
two very acceptable souvenirs, one taking the form of a match- 
bot with the E.C.O. monogram forming part of an artistic design 
upon it; the other being a substantial piece of india-rubber with 
the company's celluloid band about it. These souvenirs will keep 
the name of the company green in the mind of many an engineer, 
as in lighting his pipe be has recourse to his E. C. O. matchbox, and 
other things being equal, he will rub out other names with the 
rubber sent for that purpose. | 

‚Мкзввв. James KErrH & BLACKMAN Oo., Ілр., 27, Farringdon 
Avenue, E. C. 28. page publication, entitled Fan Notes,” and con- 
taining a good deal of information, reprinted from an American 
engineering journal, relating to, and various illustrations and 
diagrame of interest in connection with, the design, constraction, 
efficiency, &c., of fans. 

Messrs. Lassen & Hort, 52, Queen Victoria Street, E.C.— 
Pamphlet containing extracts from a number of testimonials 
received from users of their water-softening and purifying appa- 
ratus, among them being a number of electricity works, mills and 


. factories. 


Mussns. G. & J. Win, Lrp., Cathcart, Glasgow.—We have 
received a useful pocket diary and note book from this firm. The 
opening pages contain particulars of some of the firm’s manufac 
tures—feed and other pumps, with tabulated data serviceable in 
connection with same, and some of Letts's general tables follow. 
The memoranda portion is arranged apart at the other end, and bae 
& pocket containing insurance policy. 

Messrs. SIMPLEX CONDUITS, Lrp., of Charing Croes Road, W. C., 
are sending out to their friends a polished brass plate with Simplex 
design in the centre and a thermometer curved beneath this design. 
This thermometer may serve a double purpose, ove being to keep 
the recipient's interest in, and affection for, Simplex conduits at 
fever heat. 

Мв. HART Nance, electrical manufacturers’ agent, 4, Church 
Street, Cardiff, has sent us a small hanging calendar with 
monthly slips. The latter, however, are soon forgotten in con- 
templation of the beautiful colour photo print that appears above 
it, and much as we may fight against the feeling, the bewitching 
glance of the fair creature who forms the'subject of it will slay us 
many а time during 1909, and while we edit the ErEOTBICAL 


Review we shall be compelled to open our heart and let this 
" Sunshine” in. 


Babcock & Wilcox Electric Cranes.—Messrs. 
Bascock & WiLcox, Lro., of Oriel House, 30, Farringdon Street, 
E.C., have sent us a catalogue relating to electricaliy-operated 
cranes. It will be remembered that they acquired the old- 
established business of Messrs. Wimshurst, Hollick & Co., Ltd., 
and retained the services of their technical staff, and some three 
years ago transferred their entire business to the works at Renfrew, 
where they have built and equipped with up-to-date machinery 
special crane shops for the manufacture of all types of elec- 
trically - operated cranes. The firm sre not manufactorers of 
electrical equipment, bat they are prepared to supply any type ot 
make of motor and other electrical equipment, for which clients 
may have a preference. Messrs. Babcock & Wilcox have at present 
under construction two large transporters for the trastees of the 
Clyde Navigation, which will be two of the largest macbines of 
this type in England. They are approximately 218 ft. in length, 
and the height from the rail level to the underside of the boom is 
60 ft. They are capable of handling a load of 4j tons at s time, 
giving a total capacity for each transporter of 120 tons per hour of 
coal or similar material. The firm are also just completing 02 
behalf of the British Admiralty 13 overhead travellers, bailt to 
their usual strir ent specification, and are farther supplying cranes 
to the order of the General Post Office and other Government 
Departments, while orders have been received from the Govern 
ment of New South Wales, Сири of Good Hope sud the C 
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Department of Railways, &c. A speciality has been made of elec- 
trically-operated capstans, an illustrated description of which 
appears in the catalogue before us. The machinery portion of the 
capstans is enclosed in a cast-iron water-tight box. Special pro- 
vision is made against the condensation of water on the inside, 
and the whole is arranged so that all parts of the machinery are 
easily accessible for inspection, &c. The firm have further sent us 
a pamphlet containing a reprint of an article on Modern Electric 
Crane Practice," by Mr. Hollick. 


B.T.-H. Power Installation Work during 1908.— 
The following is a list of some of the more important motor 
installation contracts secured by the power and mining department 
of the Ввгтіѕн Тномвон-Ног'втон Co., during 1908 :— 


Carling How Mines (Durham).—Five three-phase motors, 63 to 
175 B. P., aggregating 3214 H. P., together with controllers, 
switchgear, mechanical gearing, emergency brake and three- 
throw ram pump. 

Sheffield Coal Co.— One 250-к W. A. 0. generator, severi three-phase 
motors, 30 80 H.P., total 320 E. P., controllers, resistances, 
transformers and switchgear. 

Joshua Whiteley & Co., Ltd., Albion Mills, Huddersfield.— 
Twenty-three three-phase motors, 6/55 H. P., totalling 928 R. p., 
together with switchboards, control panels, necessary 
wiring, &c. 

J. & P. Coats, Ltd. Glasgow.—Eight three-phase motors, 
300/325 KH. P., total 2,600 E.., with controlling gear, 
panels, &c. 

Pease and Partners, Darlington (for Esh Colliery).— One 125- 
K. v. A. generator, one 45-H.P. and one 70-H.P. motors (total 
115 нр.) with switchboard, controllers, and resistances, 
also two (not for Esh Colliery) 15,25 нр. motors, total 
40 H. P., control panels, &c., also two 25/120 H. P., 145-H. P. 
motors, one 130-к w. transformer, controllers, resistances and 
switcbgear. 

Fife Coal Co., Leven.— Nineteen three-phase motors, 25 50 н.р, = 
660-H. P., with controlling gear. 

Aveling & Porter, Ltd., Rochester.— Eight three-phase motors, 
24/16 f. P. = 105} н.р. with starting rheostats, wiring, &c. 
London Corporation (for Central Criminal Court).—Eight 

H-H.P. = 64-Н.Р. D.C. motors with garters and panels. 

Gwynnes, Ltd.—Testing plant for the Borough of Hammersmith. 
One 120-Kw. motor-generator set; опе 110-K.v.a. type a.B.T. 
generator; one 146-H. p. motor; one 10-Kw. exciter; one 
140-K w. transformer and switchgear. 

Grieves, Ltd., J. & T. M., Fort River Mills, Belfast.—Eight 
three-phase motors; 2 60 н.р. = 92 Н.Р. with switchgear. 
Glenboig Union Fire Clay Co., Ltd., Glenboig, N. B.— Twenty 
three phase motors; = 1, 225-H. P., with controllers, 

resistances, panels, &c. 
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LIGHTING and POWER NOTES. 


Acton.—The Council has received a letter from the 
secretary of the Metropolitan Electric Supply Co., in regard 
to the Council’s proposal for the working of the local undertaking 
by the company. The company is prepared to entertain the pro- 
posal on the lines of a fair rental, the repayment to the company 
of capital expended less depreciation, the period of agreement to 
be such as would enable the company to earn a reasonable return 
on its capital, and the question of price reduction to be deter- 
mined in accordance with commercial considerations. The company 
is unable to agree to the determining of the present agreement at 
the end of next year. The long debated question of gas or electric 
lighting at the new destructor has been left over for the present, 


Barton-upon-Irwell.—The Lancashire Electric Power 
Co. has written to the R.D.C. offering to take over the E.L. Order, 
1906, for the Clifton portion of the district. The Council has 
asked for further information. 


Continental Note.—Srarx.—The municipal authori- 
ties of Onate have secured a concession to put down a plant to 
utilise certain water power in the neighbourhood in the generation 
of electrical energy for lighting and power purposes, 


Dover.—St. Marcaret’s.—A L. G. B. inquiry into the 
application of Dover T.C. for a loan to enable the E.L. mains to be 
extended to St. Margaret's-at- Cliff, was held on Friday. There was 
no opposition. 


Dundee.—The T.C. has remitted back to the Committee 
the proposal of the electrical engineer and his committee that the 
department should have power to spend money on the construction 
of installations and the electric lighting of stairs and closes in the 
city, the owners to pay an annual sum to cover the interest on the 
capital expended in addition to the cost of the light. 


_ Epsom.—A L. G. B. inquiry was held on Tuesday last week 
in regard to an application made by the U.C. for sanction to borrow 
£1,500 for the purposes of electric lighting. Mr. H. R. Hooper' 
M.Inst.C.E., held the inquiry, which was adjourned in order that 
more informatiom required by the inspector upon certain points 
could be obtained 


Gravesend.—A L. G. B. inquiry was held on the 18th 
inst. to inquire into the application for permission to borrow 
£6,000 in respect to the electric light system. 


Limerick.—The city was in darkness for two hours on 
the evening of the 18th inst., the staff at the electric lighting station 
having struck owing to the reinstatement of an official who had 
been suspended. 


London.— HAuMERSuITH.— The Executive Committee 
of the Franco- British Exhibition deposited £1,000 with the B. C. 
in regard to the supply of electricity. Recently it asked that only 
4100 should be retained, the weekly bill being well within that 
figure. The B. C. has agreed to release £900. 


Lyme Regis.—At a meeting of the T. C. last week a 
communication was received from Mr. Charles Bal biani, Mevagissey, 
with regard to a proposal to introduce electric lighting in the town, 
stating that he had been instructed by the promoters of the proposed 
Lyme Regis Electric Light and Power Co. to ask the Council to fix 
a day to meet him on the question, when he would lay before them 
the aims and objects of the scheme, together with the plans for the 
supply, and the buildings which had been secured as a generating 
station. It was unanimously decided that the Council should meet 
the engineer on the matter. 


Maeclesfield.—The General Purposes Committee of the 
T.C., on December 17th, discussed the proposal of the Macclesfield 
E.L. and Power Co. to apply for a prov. order for E.L., and it was 
decided to recommend the Council not to assent to the application, 
but that the Corporation should retain its own Order, under which at 
present nothing had been done. 


Plymouth.—The Electricity Committee on Friday con- 
sidered whether any means could be adopted to demonstrate the 
effectiveness of the electric light for street illumination, by the 
introduction of special arc lamps at prominent points in the centre 
of the town, and the electrical engineer was instructed to submit a 
report. 


Somerset.—In the Guzelle for December 18th there 
appears a notice of an application by the Somerset and District 


Electric Power Co., for power to amend its Act of 1903, to transfer 
provisional orders, &c. 


West Bromwich.—Mr. R. G. Hetherington (L.G.B.), 
held an inquiry last week respecting an application by the Cor- 
poration to borrow £2,000 for electricity purposes. 'There was no 
opposition. 

Worsley.—The U.D.C. has granted permission for the 


Lancashire Electric Power Co. to supply energy to Messrs. E. Lane 
and Sons, 


TRAMWAY and RAILWAY NOTES. 


Altrincham.—The U.D.C. intends leasing the tram- 
ways in the town to the Manchester T.C. for 23 years from May 10th, 
1907. The rent reserved will be £843 2s. 114. for the period 
between May 10th, 1907, and November 10th, 1908; £621 9. 
for the period between the latter date and May 10th, 1909; and 
£1,181 8s. 2d. per annum afterwards. 


Australia,— VICTORIA.— The Railway Commissioners, 
after considering Mr. Merz's report on the electrification of certain 
lines in and near Melbourme, bave reported to the Premier con- 
demning certain features of the scheme, and positively recommend- 
ing that nothing further should be done at present towards 
electrifying the lines. 


Birkenhead.—Plans of the first five sections of the 
projected electric railway between New Brighton and Birkenhead 
have been deposited with the local authorities, and it is stated that 
the contract will be given to Messrs. Hickman & Sons, contractors 
of New Brighton, who will also build the generating station in 
Victoria Road, New Brighton. It is locally stated that a Man- 
chester syndicate is behind the project, and that in May an appli- 
cation is to be made for an inquiry by the Light Railways 
Commissioners. 


Continental Note.—Avsrria-Huncary.—The present 
stir in electric railway engineering in the Dual Monarchy is 
evidenced by the fact that schemes for the electrification of both 
the Pressburg to Vienna and the Steyr to Linz railways are 
mooted. It is significant that these important towns, the two 
latter being the most considerable in the country after the capitals, 
should not have been provided with electric traction facilities ere 
this, Herr Scheinig, manager of the Linz-Urfahr Electric Tram- 
way Co., is the leading spirit in the latter scheme, while the draft 
Bill for the former has already been laid before the Austrian par- 
liament. 


Foleshill.—Mr. J. Wilmer Ransome, of London, has 
informed the R.D.C. that he intends applying to the Light Rail- 
ways Commissioners for powers to construct a light railway along 
the Coventry Road, from Nuneaton to Bedworth, a distance of 
three miles. The Council has referred Mr. Ransome to the Bed- 
worth P.O. and Warwickshire С.С 
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Liverpool. About midnight on Saturday last, a Liver- 
pool Overhead Electric train, running into Seaforth terminus, got 
out of control, and collided with the buffers. Two coaches were 
‚ smashed and twenty people injured. The accident is attributed to 
the greasy state of the track. 


Llandudno.—At the monthly meeting of the Council a 
proposal to purchase the Great Orme Tramway was mentioned, the 
chairman reporting that, in reply to a request made by the Council, 
the company had furnished the clerk with details. He suggested 
that the letter be referred without being read to a special meeting 
of the Finance Committee. The suggestion was agreed to, and the 
electrical engineer wasjinstructed to report on the working of the 
route by electricity. 


London.—The District Railway authorities have decided 
to open free to the public the subway extending from South 
oe Station to the Albert Hall; hitherto a 1d. toll has been 

evied. 

In January the 37-year-old arrangement by which the L. & N.-W. 
trains run over the District line from Earl's Court to the Mansion 
House will come to an end ; the North-Western trains will in future 
run between Willesden and Earl's Court only, at 15-minute intervals. 
The withdrawal of these trains on the District will enable the 
latter company to further accelerate its service, and more frequent 
trains will be run on the Putney line. 


L.C.0.—8ydenbam and Forest Hill were brought into connection 


with the L.C.C. tramways system on Saturday last, when the 
recently constructed line from Lordship Lane to Forest Hill Rail- 
way station was brought into use. 

А scheme for linking up and giving mutual running powers to 
the London United and L.C.C. tramways forms the subject of a 
Parliamentary Dill to be presented in the next session. 

The Victoria-London Bridge section of the Brignton Railway, on 
which the installation of the single-phase system of traction has 
been leieurely proceeding for some time past, is stated to be 
practically complete. Experimental trains are to be run during 
the first week of January over the Battersea-Peckham section. 

Some 25 miles of single track are being equipped, including seven 
tracks in the Victoria terminus and five tracks in the London 
Bridge terminus; repair shops are also being erected at Peckham 


Rye. 


Middlesex.—It was reported at the meeting of the 
County Council on December 17th, that the Metropolitan Electric 
Tramways, Ltd, is negotiating with the L.C.C. for a continuance 
for a further period of the agreement under which the Spring 
Garden anthority leased the short length of tramway from the 
Archway Tavern to Highgate Archway to the company. The 
Council approved of an arrangement under which the Herts С.С. 
Light Railwaye from the county boundary between Herts and 
Middlesex at Whetstone to the High Street, Chipping Barnet, and 
from the county boundary between Herts and Middlesex at Queen 
Eleanor Cross, Cheshunt, be treated as between the О.С. of Middle- 
sex and the Metropolitan Electric Tramways, Ltd., as part of the 
County of Middlesex Light Railways under conditions. Objections 
are to be lodged against the Staines Electric Lighting Provisional 
Order, 1909, with & view to the insertion of clauses for the protec- 
tion of the county interests. The county solicitor was instructed 
to lodge objections to the Edgware and Hampstead Railway Bill, 
1909. 


Oldham.—The Corporation has juet deposited a Par- 
liamentary Bill for next session, which authorises it to construct 
additional tramways, and confers further powers as to the electri- 
city undertaking. The tramways proposed are over a mile anda 
half in length, and the Corporation intends to secure powers to run 
trackless vehicles, thus following the example of the Manchester 
Corporation. The Oldham Bill differs from the Manchester one in 
that it provides that the cars to be run on the system are not to 
weigh more than four tons unladen. Oldbam also wishes to utilise 
motor-omnibuses where necessary, desiring to spend £7,200 on the 
experiment. 


Perth.—It is proposed that а new tramway depot should 
be erected in King Edward Street. At present a good deal of 
inconvenience is caused by the depot being at Scone, at the 
extreme end of the system, and the cars having to travel there late 
at night. 


Portsmouth.—Although the T.C. is running the electric 
cars on the inner circle route at a loss of £2,715 a year in wages 
alone, it bas decided to continue the service through the winter, to 
avoid tbrowing out of work 21 motormen, 21 conductora and three car 
cleaners. "These will be transferred to the Goldsmith Avenue route 
when that extension is completed, which will probably be next 
summer. 


Sunbury.—At a meeting of the C. D.C. a communica- 
tion was received from the London United Tramways Co, Ltd., 
notifying its intention to apply to Parliament to extend the time 
during which it could compulsorily purchase certain land necessary 
for the laying of proposed lines. The clerk intimated that as 
nothing had been done since 1904, the Council should otiect. After 
a discussion, the clerk was requested to inquire more fully as to the 
company's intentions. 


Torquay.— Application is being made to the D. of T. for 
the transfer of the tramway undertaking from the Dolter Electric 


Tra:tion, Ltd., to the Torquay Tramways Co., Ltd. The considera- 
tion is £157 fm. 


U.8.4.—Nrw York.—So much dislocation of traffic on 
the street electric dines resuited from а fall of snow on Thursday 
last week, that even English methods of dealing with snowfalls 
were held up as examples to the local authorities. 


TELEGRAPH and TELEPHONE NOTES. 


New Zealand.—During 1907-8 the telegrapbic system of 
New Zealand increased by 1,132 km. of line and 3,724 km. of wire 
to 15,401 km. of line and 47,244 km. of wire. Besides this, there 
were 651 km. of submarine cable. 167 new telegraph offices were 
opened during the year, and three were closed, making the total 
number of offices 1,611, of which 1,331 are in telephonic communica- 
tion. The ordinary traffic shows a substantial increase over 1906-7. 
There were 6,958,279 private and Press telegrams and 84,644 
Government messages, making a total for the year of 7,042,923 
telegrams—an increase of 646,591 over the preceding year. Of the 
total, 452,536 were Press messages. Traffic exchanged over the 
Pacific Cable amounted to 77,537 ordinary and 477 Prees telegrams 
to Australia and 24,953 ordinary and 38 Press messages to otber 
countries. The figures for the Eastern Extension route were, to 
Australia, 10,711, and to other countries 4,258 telegrams. Dealing 
with traffic to New Zealand, 17,134 international telegrams were 
received via the Pacific Cable as well as 52,696 from Australia, 
while 11,020 were transmitted through the Eastern Extension 
from places outside Australia and 23,273 from Australia. 
These figures show that the Pacific cable is holding 
its own in a satisfactory manner. The revenue amounted to 
£227,998, or an increase over 1906-7 of £20,691; 73,763 telegraph 
money orders were sent during the year dealing with sums amount- 
ing to & total of £3,688; 389 private wires were in existence, 
against 351 in the year before, and £2,182 was received on this 
account. The report also mentions that inland, inter-Colonial and 
international meesages sent to registered addresses not entered in 
the books have, nevertheless, been delivered. A new cipher code 
was introduced, whereby a great saving in the number of words on 
account of meteorological telegrams was effected. On January let 
last regulations came into operation permitting the delivery of 
telegrams by telephone. Payment for such service can be made by 
an annual subscription of £1 or За. for every three minutes. 

The telephone system owned 1,672 km. of line and 29,972 km. 
of wire, this being an increase over the previous year of 
147 km. of line ard 5,500 km. of wire. There were 113 
stations at March 31st, 1908. During 1906-7 there were altogether 
17,403 subscribers, &c., and in the year under review the figure was 
23,881, showing an increase of 6,478. Wellington had 3,781 
subscribers; Auckland, 3,184; Christchurch, 2,978; and Dunedin, 
2,713. Receipts amounted to £116,852, an increase of £16,039 
over 1906-7. Expenses amounted to £357,581 for both the tele- 
graph and telephone services, and this figure shows an increase 
of £66,221 over the previous year. The costs of construction 
and maintenance were £130,400 and £59,960 respectively. At 
March 318, 1908, the capital value of both services was repre- 
sented by £1,479,736. The loss on the year's working was £8,632. 
— Journal Télégraphique. 


Norway.— According to the Zetsehrift. für Schwach- 
stromtechnik, a new use for the telephone has been devised in con- 
nection with the fisheries. A sensitive microphone is enclosed in & 
water-tight case formed of sheet steel, and lowered into the sea. 
Well insulated wires connect the microphone with the recoiving 
station on board ship. It has been observed that each kind of fish 
exerts a different influence on the microphone, so that the fisher- 
men on board are apprised not only of the approach of а shoal of 
fish, but also of the kind of fish composing it. We take no respon- 
sibility for these statements. 


Penny Telegrams.—The Postmaster-(:eneral, replying 
in the Parliamentary papers to Mr. Summerbell, M.P., states that 
he is not prepared to adopt a suggestion of “ penny post-telegrams,” 
i.e., telegrams sent over the wires to fall into the next delivery by 
postmen on reaching their destination, at, say, 10 words for Id., 
and 4d. for each additional word. 


Sweden.—The Government has taken a further step in 
popularising the telephone by reducing the charge for connections 
to 10 kr. (118^, and the yearly subscription to 30 kr. (33s). This 
entitles a subscriber to use the telephone 150 times during the 
quarter, and for every additional time a further charge of 5 ore is 
made. The new arrangement, which comes into force on April 1st 
next, is primarily intended for private individuals and those only 
infrequently making use of tbe telephone. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED. 
Port Arthur-Chifu .. Маг, 9, 1904 .. oe 
Pontianak-Saigon .. Sept, 16, 1908 oe 
Dakar-Conakry .. .. Nov. 6, 1904 .. Dec. 16. 1908 


The Telewriter.—Last week the telewriter was '* put 
through” from London to Manchester, and the respective Lord 
Mayors exchanged mutual greetinga in their own handwriting over 
the telephone wires. 


Cortinued on page 1096.) 
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ELECTRICITY IN A BELGIAN STEEL WORKS. 


TRE large steel works of the Société Anonyme des Acicries contract was placed with the Compagnie Internationale 
d’Angleur, at Tilleur, possesses an installation of electricity d'Electricite. The existing motors and the lighting were 
for lighting and power, which exemplifies the flexibility and supplied at 120 volts D c., and this system was continued; 
usefulness of that agent in a high 
degree. An account of it is given in 
the Bulletin of the Société Belge d’Elec- 
triciens, from which we extract the 
following particulars :— 

Three years ago the works had an 
electric plant of some 375 Kw., which 
served the cranes, capstans, &c., but 
most of the power required was provided 
by steam and. hydraulic machinery ; the 
output was then 9,000 tons of Thomas 
steel per mensem. It was found 
necessary, however, to install new con- 
verters of larger capacity, capable of 
turning out 25,000 tons a month, and 
at the same time two large electric 
cranes were substituted for the steam 
locomotives and hydraulic crane pre- 
viously employed, while the numerous 
small and scattered steam engines were 
removed to make way for electric 
motors. It was decided to obtain the 


but for all new motors 
a supply of three- 
phase current at 500 
volts was provided. 
The sub-station was 
fed through duplicate 
armoured feeders, 
brought into an en- 
closed compartment 
(fig. 1) containing 
section and earthing 
switches, instrument 
transformers, oil fuses 
and high-pressure bus- 
bars. The switchboard 
consists of six marble 
panels, provided with 
the necessary measur- 
ing and controlling 
apparatus for the in- 
coming power, main 
transformers and asyn- 
chronous motor coupled 
to one of the old gene- 
rators. Oil switchesare 
used, and the instru- 
ments are all supplied 
at low pressure; the 
high - pressure appara- 
necessary power supply from the company supplying the tus is enclosed by partitions of expanded metal, and each 
district with three-phase current at 6,300 volts, the old panel can be isolated by means of section switches. The low- 


power station being conyerted into a sub-station, and the pressure switchgear (fig. 2) is divided into two parta, the 
F 


Fic. 29.— Low-PBRESSUBE SwITCHBOARDs, AND MoTORB-GENEBATORB. 
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lower being devoted to the p.c. supply at 120 volte and the 
upper to the three-phase 500-volt supply. From a distributing 
tower above the switchboard, the power is transmitted by 
overhead conductors to the various points where it is utilised. 

The old p.c. generator, of 225 Kw. output, is coupled to a 
synchronous motor supplied at 6,900 volts, 50 cycles, but 
the Westinghonse engine which formerly drove it has been 


\ | Fic. 3.—ErxcTRic TRAVELLING ORANE FOR LADLES. 


left in position (fig. 5) and can be used to drive it in case of 
need, or to drive the А.С. motor as a generator, thus pro- 
viding a very convenient stand-by. The a.c. motor further 
enables the power factor of the high-pressure supply to be 
improved. A small p.c. generator of 44 Kw. ontput at 120 
volts, seen in the foreground of fig. 5, is driven by an 
induction motor and serves both to start the large motor- 
generator and for lighting purposes. The other old 
steam set, of 150 Kw. output, is held 
in reserve, or is used on Mondays to 
supply the p.c. circuits, the large 
cranes being but little used on that 
day in consequence of the stoppage of 
the steel plant. Four 200-Kw. trans- 
formers in oil tanks provide for step- 
ping down the high-pressure supply to 
500 volts. The total power available 
is some 1,800 H.. All the alterations 
were effected without interrapting the 
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Fie. 4.—VENTILATED MOTOR. 


g:rvice. The boilers are still required to supply steam to 
the blowing engines. (ne result of the conversion to electric 
driving has been to reduce the cost of power from 1d. to 
0 Gd. per B.H.P.-hour, or 40 per cent. In addition to this, 
the enormous losses by condensation in the long and exposed 
steam pipes were done away with. 

There are in all about 70 motors, averaging 20 Н.Р. each ; 
these are fed from five distributing centres consisting of 


Á ^ ` “е am 7 
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glazed cabins accessible only to the electrician in charge, and 
containing the necessary switchgear. 

The existing machine tools, formerly driven by belt or by 
separate steam engines, have been made use of under the new 
régime ; some examples are shown herewith. Fig. 6, p. 1093, 
shows a double punch and straightener, which bas been con- 
verted by fixing a gear wheel to the inner face of one of the 
fly-wheels carried by the crankshaft, 
which was formerly driven direct by 
a steam engine; a three-phase alip- 
ring induction motor of 15 H.P., run- 
ning at 1,000 R.P.M., is carried on a 
bracket bolted to the frame of the 
machine, and drives the spur-wheel 
through a pinion. In another case, one 
of the fly-wheels has been replaced by 
a disk carrying two concentric gears, 
one having external, the other internal 
teeth ; the motor pinion can be brought 
into gear with either, so as to give two 
speeds to the punch. 

On the right of fig. 7 is shown a 
milling machine for trimming the ends 
of rails and fish-plates, formerly 
driven by belt, and capable of being 
moved sideways on slides to suit the 
length of the work. The whole 
machine has been mounted on a 
bed-plate arranged to carry also the 
motor. The latter is of the squirrel- 

t of 5 H.P., running at 1,000 
а, Ка drives the machine with 
a raw-hide pinion through . double- 
reduction gearing. Power is supplied 
by a flexible cable from overhead, the switchgear being 
fixed on the machine. On the left hand of the 
same view there is a double punch for _fish-plates, 
formerly belt-driven. The pulley has been replaced by 
a spur-wheel driven by the motor pinion, double reduc- 
tion being thus obtained. The motor is identical with 
that last described. 


Fig. 8 shows a double straightening press, formerly belt- 


Fic. 5.—8vyNcBHROoNOUS MoroB.GENERATOR AND STARTING MotTor-GENERATOR. 


driven; а 15-H.P. motor running at 1,000 R. P. M., with slip 
rings, has been fixed on the top of the press, and drives one 
of the fly-wheela through a belt kept taut by means of the 
Lenix jockey-pulley device, which ensures adhesion of the 
belt in spite of the short centres. The switchgear in this 
case is mounted їп а cage of expanded metal close at hand, 
and includes a rheostat. A series of milling machines 1$ 
driven by a 23-H.P. motor, and a set of four quadruple 
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drilling machines, together with two quadruple milling 
machines, is driven by a motor of 40 H.P. 

M The presence of dust consisting largely of iron oxide in the 
works has rendered it necessary to mount the motors as high 
as possible above the ground, or to 
enclose them completely; a special motor 
devised by the Compagnie Internationale 
d'Electricité for this purpose is shown 
in fig. 4. It is provided with venti- 
lating apertures below, and with chim- 
neys above, which are covered with caps 
bolted on. The motors are blown 
through every week to clear out the dust. 

The excellent results obtained from the 
first installation of electric motors, on the 
score both of economy and reliability, 
determined the company to adopt elec- 
tric driving throughout their new 
machine shops. 

A notable gain in speed of work has 
resulted from the use of electric motors. 
The steam engines formerly employed 
used continually to slow down when work 
was put into a machine, necessitating 
delay to enable the speed to rise again 
before the next operation took place; with 
motors, the speed remains constant, and 
the output has been increased. 

Two advantages of electrical driving are especially appre- 
ciated : the absence of untidy oil and water leakages, and 
the facility with which the ampere-meter shows at any 
moment the state of the machine or tool which is driven. 

Besides the examples given above, there is, of course, а 
large variety of applications of the electric motor in these 
works; lathes, planers, blowers, pumps, slag-breakers, &c., 
are all so driven. Electric cranes, elevators, capstans, &c., of 
various types are also in use. We illustrate in fig. 3 a traveller 
of 40 tons capacity, provided with an auxiliary lift for 
tilting the ladle; there are two of these large cranes, 
spanning 18 metres. The main hook lifts 40 tons at 
2:5 m. per minute, and is arranged so as to lift the ladle 
directly from the truck on which it is brought from the 
blast furnace, carry it to the Thomas converters, and, by 
means of the auxiliary chain, which has a capacity of 5 tons 


Fic. 6.—DovuBLE PUNCH AND STRAIGHTENING PRESS. 


at 4 m. per minute, pour the molten metal into the con- 
verter. The motors employed on the crab are of 40 H.P. 
each for the main lift and for travelling, and 11 H.P. for 
traversing. The ladles of metal weigh only 25 tons at 


most, but, tbe full lift of 40 tons is necessery in order to 

remove the converters when repairs are required. | 
At a later date it is proposed to install gas engines fed 

with gas from the blast'furnaces, !driving generators 


Fic. 7.— MIL md MACHINE AND PUNCH. 


to take the whole load, when a further economy will be 


secured. 

We are indebted to the Compagnie Internationale 
d'Electricité, of Liége, who installed the electrical plant, for 
the photographs from which our illustrations have been 


prepared. 
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A NORWEGIAN HYDRO-ELECTRIC POWER 
SCHEME. 


By F. HANDLEY PAGE. 


THERE are a great number of industries, especially those 
involving electro-chemical processes, whose success depends 


Еа. 8.—DOUBLE STRAIGHTENING PRESS. 


upon obtaining a power supply at a very low cost. To the 
keen manufacturer, ever ready to reduce the first cost of his 
works, Norway with its large amount of available water- 
power has long appealed as a suitable country in which to 
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erect new works on account of the cheapness both of land 
and power. It is, however, often difficult to obtain suitable 
building sites close to the falle, so that water-power schemes 
have generally involved a transmission line, sometimes 
several miles in length. That this has been по bar to the 


VIEW SHOWING THE PIPE Linz, PowrR Ночвв, &c. 


guccess of such schemes is amply proved by the number of 
chemical factories which have been put up during the last 
few years. | Ps | 

Оле of the latest chemical processes to be adopted on а 
commercial scale is that in which nitrogen is extracted from 
the air and fixed in manure. The manufacture was first 
started on an experimental scale in Italy, but the successful 
results obtained by agricultural experts aroused so keen a 
demand for this product — calcium 
cyanamide — that large works were 
erected in Odda, at the head of the 
Hardanger Fjord, capable of producing 
19,000 tons a year. In conjunction 
with this factory a second works has 
been erected to supply the necessary 
carbide required as the raw material 
of the manure, and for the inde- 
pendent supply of carbide for lighting 
purposes. 

The power house is situated about 
geven miles down the Fjord close to the 
water edge, and at, present, has a capacity 
of 20,000 u.p. The long pipe line 
stretching down the side of the cliff can 
be seen in our view ; this connects with 
a tunnel three miles long, driven 
through the side of the hills, to the 
chain of lakes lying in the Tysee 
Valley, which are fed by several large | 
falls deriving their water from per- &£C REV 
manent glaciers. The total head at the 


latter are fitted with the usual governing gear and also with 
а safety device, close by the intake, eo that if there is a 
sudden rush of water or big rise in pressure, the bursting of 
the safety pipe allows a direct overflow to the outfall. There 
are one or two pointe in connection with the machines which 
are slightly different to the nenal British practice: the poles 
of the revolving field instead of being bolted to the yoke ring 
are fixed by a large key fitting through an extension of the 
pole on the inner side of the ring. The coils, too, of the 
н.т. winding are completely bound round with tape making 
a smooth surface over both insulating trough and coils 
instead of the usual projecting micanite tube quite clear of 
the disks. 
Excitation is obtained from twosmall direct-currentsete, each 
set being of about 120 Kw. capacity at 100 volte pressure. 


A NEAR VIEW OF THB POWER HOUSE. 


The switchboard is fixed at one side of the station, and is 
of the usual remote control type. 

The overhead line is carried along the Fjord at the base 
of the cliffs; lattice girder poles are used where the span is 
long or special strength is required, and in other places 
ordinary wooden poles are used. 

There are two sub-stations at the Cyanamide Works of 
the North-Western Cyanamide Co., Ltd., one for the motor 


turbines is about 400 metres. Тнк CARBIDE AMD CvaNAMIDE Works, Looxina Down THE FORD. 


The power house was equipped 
throughout by the Allmanna Svenska Elektriska Aktie- 
bolaget, who supplied both machines and switchboards. 

The machines, of which there are eight, are each of 8,000 
H.P. generating at 11,000 volts pressure, and running at 
300 R.P.M. direct-coupled to Escher, Wyss turbines. The 


and the other for the furnace supply. The motor sub- 
station contains Johnson & Phillips н.т. and L. T. switch- 
gear and standard 600- kw. oil insulated water- 
cooled transformers. The latter are of the butt-joint type 
with the core clamping plates во arranged that the trans · 
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formers can easily be taken apart in case of a breakdown. 
The four wing nuts at the top of the core are unscrewed, and 
the yoke moved to one ride, and the coils can then be easily 
removed. "The high-tension winding is separated from the 
low-tension by porcelain insulators, and the oil has a free 
circulation between the high-tension and low-tension coils 
and between the coils and core. 

The furnace room sub-station is also equipped with 
Johnson & Phillips switchgear and transformers. The 
latter are of a similar construction to those described 
above, and transform from 11,000 volts to the low pressure 
required for the electric furnace. Before putting the trans- 
formera into action the high-tension windings were all tested 
with 16,000 volta to earth, and also with the ваше pressure 
across the terminals to ensure that there were no short 
circuits. After 24 hours’ full-load test at the works the 
temperature rise was about 30° C. 

The actual process of cyanamide manufacture is as 
follows :—The carbide is conveyed by an aerial ropeway to 
the cyanamide works, where it is crushed in a series of three 
Special mills to a fine powder. It is then filled into movable 
retorte, which are placed in the electric furnace and heated 
to some 1,000° C., nitrogen being forced in under pressure. 
As the result of continuous heating for several hours, 


 cyanamide of lime is formed. This, after cooling, is con- 


veyed to crushers, which reduce it to a fine powder. It is 
then stored in the silo ready for packing and delivering to 
customers as a 20 per cent. nitrogenous fertiliser. 

The writer's thanks are due to the North-Western 
Cyanamide Co., and to Messrs. Johnson & Phillips, Ltd., 
for permission to publish the details given above. 


— ͤ— 4 


TELEGRAPH and TELEPHONE NOTES. 


(Continued from page 1090.) 


Madrid.—A company styled the Compania Ibérica de 
Redes Telefonicas has been formed at Madrid, to construct and 
work urban and interurban telephone services. As the telephone 
has not yet penetrated into many parts of Spain, a useful career 
should be open to the company. 


Municipal Telephones.—The manager of the Рогів- 
mouth Corporaticn Telephones has issued a circular, pointing out 
the advantages of the municipal system. He makes comparisons 
with Southampton, the nearest large town where there is no muni- 
cipal service. In Portsmouth for a telephone and 1,000 calls £4 
is charged ; in Southampton a private resident has to pay £7 16s. 8d. 
and a business man £8 5s. Portsmouth and Hull are the only two 
towns in the country which have maintained the municipal system 
uus the opposition of the National Telephone Co. and the Post 

ce. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Algeria.—January 15th. "Tenders are invited by the 


Bóne municipal authorities for—(1) the construction and working 
of & central electric power station, and (2) the construction and 
working of an electric tramway. Copies of the projects, specifica- 
tions, &c. (in French), may be seen at the Commercial Intelligence 
Branch of the Board of Trade, 73, Basinghall Street, London, E. O. 


Australia.—Sypxey, N.S.W.—April 28th, 1909. The 
Postmaster-General requires tenders for the supply, erection, &c., of 
a branching metallic multiple magneto switchboaid at the William 
Btreet telephone exchange, according to specification No. 236. 
Specification may be seen at the ELECTRICAL Review Office. Also 


see our Official Notices" December 18th. 
SypnNey.—February 22nd. Five water-tube boilers, economisers, 


stokers, feed pumps, pipework, &c., for the Council's electricity 
department. See Official Noiices " December 11th. 


Austria.—TnhrESTE.—January 5th. The San Andrea 
dock authorities require tenders for 12 movable electric cranes. 
The Technische Abtheilung der Lagerhausverwaltung will deliver 
Specifications at cost price. 


Beckenham.—January 4th. Electricity meters for the 
U.D.C. See Official Notices" December 18th. 


Belglum.—BnvssrELs.—January 8th. The Palais de 
Cinquantenaire electric lighting installation is to be adjudicated on 
January 8th, 1909; a deposit of £18 is required. Specification 
No. 89 may be obtained for 3d. and plans for 4s. 2d., at 15, Rue des 
Augustins. 


Birmingham. December 29th. Electric motors for 
the Corporation Electricity Supply Department. See Official 
Notices " December 4th. 


Douglas (Isle of Man).—December 31st. Tramway 
stores for the T.C. for a year. B. Robinson, Tramway Offices, 
Btrathallan Crescent, Douglas. 


Fareham.—January 20th. Three alternators and exciters, 
high and low-pressure switchboards, overhead travelling crane, for 
the Council. See Official Notices December 18th. 


Germany.—The municipal authorities of Wandsbek are 
at present inviting tenders for the establishment of an electric 
lighting station in the town, at an estimated cost of £50,000. 

Tenders are about to be invited by the municipal authorities of 
Biebermuhle |Palatinat) for the establishment of a central electric 
lighting station in the town. 


Hungary.—The municipal authorities of Szarvas are at 
present inviting tenders for the establishment of a central electric 
lighting station Tn the town. 


Italy.—Roxr.— February 8th. Tenders are required for 
the lighting of the Palais de Justice, including fittings. Inquiry 
must be made, through local agent, at the chief engineer's office for 
the General Service of Rome, Department of Public Instruction. 


Leith.— January 6th. Опе 600-Kw. steam dynamo for 
the Oorporation electricity department. See "Official Notices” 
December 18th. 


Middlesbrough.—December 30th. Twenty flame arc 
lamps, poste, &c., for street lighting. See Official Notices” 
December 18th. 


Portsmouth.—January 4th. Materials for Corporation 
tramways construction. See Official Notices December 18th. 


Powick (near Worcester).—Producer gas installation 
at the Asylum for Worcestershire Ocunty Council (£1,850). 


Russia.—Baxv.—January 24th. The T.C. is inviting 
tenders for its electric tramway concession (42 years) Full par- 
ticulars at the Russian Consulate in London. 


Spain.—December 30th. The municipal authorities of 
Castro del Rio invite tenders for a concession for electric lighting 
during a period of 20 years, on the basis of an annual rent of about 
£214. Tenders must be accompanied by a provisional deposit of 
£214, to be increased to about £428 by the successful tenderer.— 
Board of Trade Journal. 


CLOSED. 


Bolton.—The Education Committee has accepted the 
tender of the Corporation electricity department for installing the 
electric light and a fan at Tonge Moor Schools. 


Croydon,—The Corporation has accepted the tender of 
Messrs. W. J. Bishop & Co., Croydon, at £59, for wiring and fitting 
at the department's inquiry office and store (3, Park Lane) The 
maintenance contract with the Tudor Accumulator Co. for one 
battery has lapsed, and the contract for the second would lapse in 
the spring. The amount paid per annum for the two batteries was 
£58. It was resolved to extend the contract for five years at the 
increased rate of £65 per annum. 


Finchley.—Messrs. Francis Reade & Co., a local firm, 
have received the contract for lighting, bells and intercommunica- 
tion telephones for a new house in Hendon Lane, Finchley, for Mr. 
G. Monro, Jun. 


London.—ManvLEBoNEÉ.—The B.C. received tenders for 
the supply of paper-insulated, lead-covered and armoured cable 
from the following firms, viz, Aubert, Grenier & Co., Union Cable 
Co., Siemens Bros., Western Electric Co., Johnson & Phillips, 
St. Helens Cable Co., Callender’s Cable Co., W. T. Glover and 
Co., Blackwell & Co., Henley's Telegraph Works Co., British Insu- 
lated & Helsby Cables, Ltd., and Lahmeyer Electric Co. It was 
explained that tenders from foreign firms had been invited owing 
to a combination among British firms to keep up prices. About 
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one-third of the cable is required in connection with the new street 
lighting, the remainder being for the ordinary requirements of the 
undertaking. Upon the recommendation of the Electric Supply 
Committee, the Council accepted the lowest prices in the tenders of 
Messrs. Aubert, Grenier & Co. and the Union Cable Co., subject to 
the samples proving up to specification standard, these prices 
amounting to £500 lesa than the lowest prices of the British firms. 


The detailed prices per 220 yards of the successful firms were as 
follows :— | 


Union Cable Co.—s.w.0. single, 7/18 £4 5s. 4d.: 7/16 £7 58. 8d.; twin, 3/20 
£7 118.; armoured, 7/20, five-core. £18 бв. 9d. ; 050 sq. in. concentric 
£26 68. 1d.; triple-concentric, 025 by ‘025 by 025 £27 17s. 10d. ; *050 by 


050 by *085 £37 198. 6d.; 4 by 4 by 15 #162 168. 7а. ; 5 by 5 concentric 
£149 138. 10d. 


Aubert, Grenier & Co.—8.w.c., 7/20, five-core, £18 12s. 5'8d. ; concentric, 005 
sq. in. £10 9s. 2d. ; 050 sq. in. £21 Зе. Bd.; 5 by '5 £185 18s. 6d. ; triple- 
concentric, 025 by :025 by :025 £20 12s. 8d.; 050 by -060 by 050 
£30 Ба. 10d.; 1 by 1 by 05 £46 5s. 6d. ; 15 by 15 by £64 4s. 10d. ; 
25 by er 125 £94 28.; 4 by 4 by 15 £142 2s.; 1 ва. in. single 
£181 15s. 6d.; armoured, 7,20. five-core, £17 3s. 2d. ; triple-concentric, 
*] by *1 by 05 £57 58. 64:; 15 by 15 by 015 £76 4s. 10d.; 25 by “25 by 12⁵ 
£108 95. ; 1 sq. in. single £144 15s. 6d. 

The Council also received tenders for the supply of ducte, 
troughing and bridges from the following firms, viz, D. F. 
Thompson & Co., R. W. Blackwell & Co., Key Engineering Oo., 
Doulton & Co., Howard Asphalt Co., C. G. Warne, Albion Olay 
Co., and Sutton & Co. The articles are mostly required in connec- 
tion with the service to Messrs. Selfridge & Co. s new premises. 
The tenders of the Albion Olay Co., Ltd., and Messrs. Sutton & Co., 
being the lowest, were accepted. 

CnuELSEA.—The B.C. has accepted the tender of Messrs. Wright 
Bros. & Co., at £23 17s. 6d., for putting the electrical installation in 
the old portion of the Town Hall into repair. It has further 
accepted the tender, at £35 7a. 6d., of the same firm for carrying 


out work on the electrical installation in the new portion of the 
Town Hall. T 


Aldershot.—The U.D.C. has accepted the tender of 
Messrs. Heenan & Froude for additional plant at the refuse 
destructor at £753. Меввга. Meldrum Bros. tendered at £774, and 
Messrs. Hughes and Stirling at £760. 


Worksop.—The U.D.C. has accepted the tender of the 


Mordey-Fricker Electricity Meter Co., Ltd., for 50 slot meters at 
£2 3s. 9d. each. > 


Bedford.—The Education Committee has accepted the 


tender of Mr. J. Source, 28, Tavistock Street, for electrical 
supplies for six months. 


Bradford.—The Education Committee has recommended 
the City Council to accept the tender of the Bradford Electrical 
Engineering Co., Ltd., for the installation of electric light at the 
Green Lane Child Feeding Centre, for the sum of £97 10s. 


Cape Town.—The tender of the Clyde Engineering 
Works bas been accepted for the wiring of the new premises in 
Cape Town forming the head office of the Bank of Atrica, Ltd. 
The amount of the tender is £1,543, and includes electric light 
wiring, and supply and fixing of fittings, central battery inter- 
communication telephones, bells and fire and burglar alarms. The 
consulting engineer is Mr. W. C. P. MacMuldrow. 

The tender of Messrs. Reunert & Lenz, in conjunction with the 
Clyde Engineering Works, has been accepted for the supply and 
erection of additional steam raising plant &t the Cape Town Cor- 
poration Electric Light Works. The work comprises Babcock and 
Wilcox boilers, Green’s economisera, &c. 


Gee rE 


CONTRACTORS’ COLUMN. 


The following information is published in the interests of electrical oon · 
tractors and others who are secking for openings for new business. Consider- 
able expense is incurred in the production of this column, and every care is 
taken to ensure that the information is new and accurate, but it will be under- 
stood that in a matter where 80 many correspondents are engaged, and where 
the amount of information to be handled is very large, this cannot always be 
guaranteed. If alleged inaccuracies are reported to the Editors, they will be 
fully investigated.) 


ABERDEEN.—Proposed covered-in Produce Market in Exchequer Row: City 
Architect, Aberdeen. Proposed factory in Seaforth Road, for 
Bang & Co., acrated water manufacturers; Secretary of the 
company. Improvements at University Bar, Old Torry (£400) ; 
City Architect, Aberdeen. New drill hall, at Bucksburn: 
Secretary, Territorial Association, Aberdeen. Houses, Broom- 
hill Road, C. Stephen, architect: University Road, H. Mennie, 
architect, 211, Union Street, Aberdeen ; amperdown Road, 
D. Hodge, architect, 20, Bonderond Btrect, Aberdeen. Houses 
in new street off Whitehall Place: Sutherland & George, archi- 
tects, 26, Crown Street, Aberdeen. Proposed new church to 
replace John Knox Church; Rev. G. A. Johnston, minister. 

ABERYSTWYTH.—Proposed rebuilding, after fire, of foundry, for Wm. 
Green, eneineer, Aberystwyth. Proposed extension of Council 
schools ; W. Dickens- Lewis, architect, Aberystwyth. 

ARBROATH.—New railway station, Keptie Street (£50,000). Manager, North 
British Hailway Co. 

ATTLEBOROUGH.—Primitive Methodist church at Scoulton. 


BAKEWELL.—Baths and pump room (£8,000). Bryden & Walton, architects, 
1, George Btreet, Buxton. 
BARNET.— Extension of girls’ grammar school (24.200). J. Ladds, architect, 


93, Pemberton Road, Harringay, N.; Clark & Sons, builders, 
Godesdone Road, Cambridge. 


BARHOWFORD (near NELSoN).— New dye works, for Virgil Whitehead. 


BARTON-UPON-IRWELL (Lancs.).—Extensive works, Tratford Park, for the 
British Insulating Bteel and Wiro Works Co, 


ret 


5 


* 

BEXHILL.—Additions to Devonshire House, Hastings Road; A. J. Sansom 
owner; G. H. Gray, architect, 21, Sea Road, Bexhill. Detached 
house, Sutherland Avenue ; F. G. Miller, owner ; C. W. Spencer, 
architect. Detached house, Broad Oak Lane; G. H. Gray, 
architect. Gymnasium, Ancaster House, Dorset Road; Mrs. 
Burrows, owner; A. W. Jeffery & Son, architects. Alterations 
and additions to St. Wilfrid’s School, Collington Lane; A. F. 
Clark. owner; P. Morley Horder, architect, 148, New Bond 
Street, London, W. | | 

BISHOP AUCKLAND.—Alterations and additions to the Workhouse. F. H. 
Livesay, architect, Newgate Street, Bishop Auckland. 

BLACKPOOL.—New premises at South Shore, for T. Carter, chemist. 

BROADSTAIRS.— Houses, Lindenthorpe Road, for R. M. Ruck; Edge End 
Road, for A. L. Plowman. 

CARDIFF.—New County Hall at Cathays Park (£45,000; E. V. Harris and T. A: 
Moodie, architects, 8, New Square, Lincoln’s Inn, London: 
W.O. Intermediate boys’ school (£12,000); Teather & Wilson, 
architects, Andrews’ Buildings, Cardiff. 

CASTLE DONINGTON (DLricesTEeR).—County School. W. Brand, architect, 
83, Bowling Green Street, Leicester. 

CHISLEHURST.—Enlargement of Council Chambers. W. J. Winter, surveyor 
to Urban District Council. 

CORK.—Roman Catholic Church, presbytery, and schools. 


COVENTRY.—Houses, Blythe Road, Jesmond Road, and Adderley Street for 
E. Harris; Westwood Road, for 8. G. Baker; motor garage, 
Park Road, for Mrs. Joseph; additions to the Golden Lion Inn, 
Castle Street, for Marston, Thompeon, & Evershed, Ltd. 

CWMFELINFACH (Mox.).—8eventeen houses, Maindee Road, for the Pioneer 
Building Club. J. W. Aldiss, architect, Newbridge (Mon.). 

DENTON.—Houses, St. John's Road, Booth Street, and Charles Street, for R. 
Rippingham; Katherine Street and Elizabeth Street, for Chas. 
Rippingham ; Law Street, for J. B. Catlow. 

DUNDEE.—Villas in Muirfield Street, for J. K. Anderson. Alterations to Brown 
Street School; Mr. Langlands, architect to the School Board. 
Additions to warehouse, King Street, for East Port Works Co. 
Warehouse, Robertson 8t., for Halley & Bons.] 

TAvronT. — House, Elizabeth Street, for A. Robertson; motot 

garage, William Street, for W. M. Pillans. 

DUNFERMLINE.—Twelve houses at High Beyeridgewell, for T. Condis ; three 
houses and shop at Kingseat, for P. Hunter, mining contractor, 
Kingseat. 

DUNSTON (near GarEsHEAD).—New club premises. White & Stephenson, 
architects, 59, Grey Street, Newcastle-on-Tyne. 

EDINBURGH. —New district Police Station in McLeod Street, Superintendent 
of Works, Edinburgh; hall for Edinburgh Marine Gardens Co., 
Mr. Ramsay, architect. 

EASTLEIGH (Hants).—New Chur (£8,000); additions to residence, Oak. 
bank, Bishopstoke, H. White, solicitor, Eastleigh. 

ERDINGTON.—Important sewerage works for the U.D.C. (£7,200). 

FARNHAM.—Church room (£3,500) on site given by G. F. Roumieu. 

GLASGOW .—Development of Cardonald Estate; A. B. M'Donald, engineer, 
Glasgow Corporation. Proposed library in Queen's Park, for 
the Langside district. 

GOLCAR.—House, Station Road. Arthur Shaw, architect, Golcar. 

GRANGEMOUTH.—Proposed new Established Church. 

GUILDFORD.—Proposed new chapel at the workhouse (£2,500). E. L. Lunn, 
architect to the Board of Guardians. 

HARPENDEN.—Sanatorium for consumptive children ; National Children's 
Home and Orphanage. Sewerage scheme for the U.D.C. 
(£81,500). 

HEOLYCIN (GrAx.).—Nevw school. T. Mansel Franklin, clerk to the Glamorgan 
C.C., Cardiff. 

HERNE BAY.—Bungalow, Western Esplanade, for С. Н. Lewis: J. Huxtable, 
architect, Station Road. Bungalow, Western Esplanade; R. 
Messenger, architect, 16, High Street. Four houses, Blacksole 
Road, for Miss E. Holness; R. Alaway, architect. Motor 
garage, Fleetwood Avenue, for R. N. Cattle; H. Pettman, 
architect, 15, High Street. 

HIGH WYCOMBE.—Houses, London Road, for E. Taylor; Roberts Road: 
for A. Barnes; alterations to the Railway Commercial Hotel, 
Amersham Hill, for Mr. Johns. 

ILKESTON.—Proposed enlargement of the Parish Church; Rev. 
Williams, vicar. 

KILMARNOCK.—Repairs to Riccarton Presbyterian Church, 
Rev. D. J. Tweedie, minister. 


LEVEN (Fir E.). Lodging house in Bridge Btreet, for Jas, Neaves, merchant. 

LINDLEY (Yonxs.).—Níne houses, Oakes Road. J. Berry, architect, Market 
Place, Hudderstield. 

LITTLE HULTON (near BoLroN).—Central premises, junction of Clegg's 
Place and Manchester Road, for the Little Hulton Industrial 
Co-operative society, Ltd. J. T. Proffitt, architect, 9, Longley 
Road, Walkden, Manchester. 

LIVERPOOL.—New dental hospital, corner of Pembroke Place and Bound 

| Place (#10,000). L. S. Cohen, chairman of the Dental Hospite, 

Mount Pleasant, Liverpool. 


LONDON (Hackney, N.E.).— Eleven houses, Holmbury View, Upper Clapton: 
F. Collins, builder, Springfield House, Upper Clapton. Eighteen 
houses, Ravensdale Road; P. Roche, builder, 127, Springbank 
Road, Hither Green, S.E. Additions to warehouse at rear of 
9 and 11, London Lane, Mare Street.; N. Fortescue 4 Bons, 
Ltd., contractors, 215, Mare Street, Hackney. Assembly hell, 
Btanborough Yard, rear of High Street, Kingsland. G. 
Wallis & Bons, Ltd., builders, West Street, Bethnal Green. 

(FLEET STREET, E.C.).—Rebuilding Bell's Buildings (£21,800). F. W. 
Foster, architect, 41, Bedford Road, W. C.; F. G. Minter, builder, 
High Street, Putney. 

(VAUXHALL, S. W.).— Enlargement of fire station. Spencer, Santo 
and Co., Ltd., builders, Earl Street, Westminster. 


(TorreNHAM, N.). —Warebouse and showrooms, Seven Bisters’ 
Corner; P. Hart, builder, 99, Maynard Street. Walthamsion 
N.E. Factory at Millington's Factory, Crown Works, Ky 
Road; 8. C. Tee, architect, 50, Moorgate Street, EC. |. 

(Hrxpos, N.W.).—New Parish Hall, Bremerton Road: wiser 
Anderson, architects, 4 and 5, Adam Street. Ade'phi, a 
Block of tats for the Hampstead Garden Suburb, 32, Theobald è 
Road, E.C. 

(Hackney, N.E.).—Iron building at Hackney Marsh, R. Handing 
and Son, builders, 76, Arodene Road, Brixton, B.W. 

(BATTERSEA, S. W. ).— Shop. 253, Battersea Park Road, for B. Bran 
grove. 


(GREENWicH, B.E.).—Four houses in Maze Hill, Greenwich. N 
Drake. 

(Hornsey RISE, N.). Adaptation of three houses for receiving 1 5 
E. Davey, clerk, Islington Guardians, St. John's Road, VP 
Holloway, N. р | Grren 

(Carronn, 8.E.).--Adaptation of tramway depót, Rushey Sd ngs 
for business purposes. Norfolk & Prior, 4, Station Bard“ 
Catford Road, S. E. 

(WHITECHAPEL, E... Buildings on site of 90, Sl and met 
Btreet. J. Hamilton & Bon, architects, 23, Wormw ү 
Е.С. 

(Lrwi«aM, S. HO. Bufldings on site of Nos. 168 to 178, Ueors? 
Lane, for F. E. Wright 


C. M. 
and new hall 
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LONDON (Norwoop, S. E.).— Buildings in Curnick's Lane, Chapel Road. Т. 

Martin, 16, Dalkeith Road, West Dulwich, В.Е, 

(саш at 42, Woodberry Down, Finsbury Park, for Н. 

slon. 

(НАмгнтЕАр, N.W.).—House, corner of Ardwick and Olive Roads. 
A. O. Breeds, architect, 62, Lincoln’s Inn Fields, W.C. 

(Dzvrrogr).—Rebuilding Joiners' Arms Public House, Church Street; 
W ylson & Long, architects, 16, King William Street, E.C. 

(Вккмохозку, S. E.).— Store, rear of 22, Rotherhithe Street, for A. 
Groom. 

(Cuarnam, 8.W.)—Lodge room, hall, &c.. Wirtemberg Street. 
Blaxill Bros., builders, 122, Stanstead Road, Catford, S. E. 

(Persey, B. W.). Four houses, Langside Avenue. Н. J. Hawkins, 
builders, 381, Upper Richmond Road, Putney, B.W. Billiard 
room at the Laurels, 372, Upper Richmond Road, by Maxwell 
and Co. Soup kitchen, Charlwood Road; E. Tribe, builder, 
4, Deodar Road, Putney, 8.W. 

(BrRrATHAM, 8.W.).—Photographio studio, High Road. A. J. & C. 
Hocking, builders, 56, Great Queen Street, W.C. 

(Wool. wien, B. E.). Renovation of Herbert Road United Methodist 
Church. Rev. G. Corin, minister. 

(BLoousBURY fovARE, W. C.).—Alteratſons to laboratories (£647). 
G. A. Lansdown, architect, 9, Regent Street, B. W.; Parkinson 
and Sons, builders, Fisher Street, Holborn, W.C. 


LOWESTOFT.—W arehouse, Gordon Road, for Lowestoft Co-operative Society. 


MAESTEG.—Mixed school at Tyderwen (300 children). T. Manse) Franklin, 
clerk to the C. C., Cardiff. 
MAIDSTONE.—Bungalow, Heathfield Road, for John Arkcoll: two houses, 
. Salisbury Road, for W. T, Burrows, builder, 21, Hedley Street ; 
four houses, Church Road, Tovil, for N. L. Smith. 


MARSDEN (Yonxs.).—Proposed public baths. Urban District Council. 


MORPETH.—School (520 scholars) for Northumberland C. C. C. Williams, 
secretary to the Education Committee, The Moot Hall, New- 
caatle-on- Tyne. 

NORWICH.—New offices tor Guardians. Morgan & Buckingham, architects, 
Upper King Street, Norwich. 


OSWALDTWISTLE.—Ten houses, Margaret Street, for A. Woodworth ; 
houses and shops, Blackburn Road, for Mrs. Taylor. 


PAIBLEY.—Proposed additions to sanatorium in Craw Road, for the Parish 
Council; copper and sheet-iron works in M'Gowan Street, for 
A. & J. Bodys, coppersmiths, Back Sneddon; alterations to shop, 


15, Wellmeadow, for E. F. Ross. 


PENNYCROSS.—Church, Weston Peverell. W. D. Caróe, architect, 9, Great 
College Street, S. W. 


PETERBOROUGH.—Extension and improvement of Deacon's School, in 
Milton Street; the Governors. New West Town School; Town 


Council. 

PLYMOUTH.—B8tore for Octagon Brewery Co., Martin Street. Additionaj 
stables. for the Great Western Railway Co. Store and stables, 
F, W. Parkhouse, Shute Park House, Glanville Street. 
shop extension, for J. Yeo & Co., draper, Bedford Street, 
Extension of motor garage, for J. H. Andrew & Co., motor 
engineers, Atheneum Place. Detached villa; W. Hearder, 
Union Street. Detached villa ; В. C. Davy, 60, Alexander Road. 
Proposed Turkish and swimming baths; T. F. Upsher, 65, 
Westwell Street. 

PORT TALBOT.—Enlargementof Eastern Council School. T. Mansel Franklin, 
clerk to the C.C., Cardiff. 

PONTYCLUN (Grax.).—Infants' schools at Brynna and Lianharan; T. 
Mansel Franklin, clerk to the C. G., Cardiff. 

PORTS8MOUTH.—8tores in Milton Road: Bailey & White, contractors, 45), 
Commercial! Road. Bakehouse, 46, Cromwell Road, Eastney; 
J. D. Knight. 

RAM S0G ATE. — House, Ellington; Grummant Bros., builders, Grange Road. 


READING. — Shops in Christchurch Road: O. Phillips & Bon, builders, 97, 
Marlborough Avenue, Reading. Wesleyan Methodist Church 


on Caversham Heights. i 
RENFREW.—New police buildings (£5,000). 


REYNOLDSTON (Grax.).—New schoo! at Llanrhidian. 
clerk to the C. C., Cardiff. 

ROTHWELL (NORTHAN TN). Rebuilding premises in Bridge Street, for the 
Co-operative Society. H. Cayley, architect, Bank Chambers, 
Rothwell. 

RUSHDEN (NorTHANTS).—New factory in Spencer Road, for Sanders and 
Sanders. H. Adnitt, architect; W. Packwood, builder, Rushden, 


ВТ. MARY HILL (Gram.).—New school, Т. Mansel Franklin, clerk to the 
Glamorgan C. C., Carditt. 


BAFFRON WALDEN.—Proposed baths for the Т.С. (£1,150). 


SHEFFIELD.—Extension of Union Offices. H. J. Potter, supervising archi- 
tect, 24, Norfolk Row, Sheffield. 

SHREWBBURY.—Extensive alterations to premises, High Street, for Henry 
Wells, Jeweller. : 

SLAITHWAITE (Yonxs..—Houses, near the Cemetery, for Mrs. Herbert 
Bainforth and W. Mellor; Hill Top, for Edward Sykes; ware- 
house, Bridge Street Mill, for Pogson & Co. 

SLEAFORD.—Proposed bacon factory, Grantham Road, for a local syndicate.; 


BOUTHAMPTON.—Proposed conversion of the Royal Pier pavilion into 
skating rink; Additions and alterations to School of Art, Have- 
lock Terrace; W. A. Fussell. New church and schools at 
Hythe, 

SOUTHEND.ON-SEA.— Houses, Inverness Drive, for J. Burrill; Brightwell 
Avenue, for J. T. Overall; Westborough Road, for A. W. 
Tibbett; Crossville Road, for T. Starden ; Westborough Road, 
for C. Н. Jerrard; alterations and additions to Westward Ho! 
Hotel, for Mrs. L. Hocker; house, shop, &nd stables, West 
Road, for J. G. Dinn; alterations, &c., Hotel Victoria, for E. A. 
Broadhurst ; house, shop and stables, Westborough Road, for 
W. Hawkins: alterations and additions, Hotel Clieveden, The 
Clitfs, for Max Gruber; houses, Brightwell Avenue, for R. 
Kibbey; Inverness Drive, for J. Burrill; Lansdowne Avenue, 
for Geo. Bennett; Drake Road, for J. Atkinson ; King's Road, 
Crowstone Road, for J. C. Gaillard; San Remo Parade, for W. 
Stubbs; Eastbourne Grove, for A. Morley; Westcliff Park 
Drive, for J. W. Davies; Highelift Drive, for J. J. Blanch ; 
Cranley Road, for R. Mvall; Grand Parade, for E. Davey, 
builder, Elmer Avenue; Whitefriars Crescent, for A. Br Bailey ; 
Sunningdale Avenue, for Chas. May: Highcliff Drive, for F. В, 
Oram; Somerville Gardens, for H. Walton. 

STAINES.—Isolation Hospital. Secretary to Staines Joint Hospital District, 
care of Clerk to Staines Rural District Council. 

BTAINLAND (Yonxs.).—Nine houses. Chas. F. L. Horsfall & Son, architects, 
Lord Street Chambers, Halifax. 

STONEY CROSS (Nonrn Devon).—New Wesleyan Methodist Church (£800); 
site given by G. H. Lyle, Alverdiscott. 

BUTTON (Easrx).— New school, F. Whitmore, architect, 78, Duke Street, 
Chelmsford. 

BWINTON (Laxcs.).—Houses, Blantyre Street, for W. Farnworth ` Houghton 
Lune, for F. W. Ros, 


T. Mansel Franklin, 


' TEDDINGTON.— Fifteen houses, Arlin 
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SWANSEA.—Five houses, Langland Road and Waterloo Place; Richard 
Lacey, builder, Francis Street, Swansea, Twelve houses, 
Middle Road, Cwmbwrla; J. & F. Weaver, builders, Manselton 
Steam Joinery Works, Swansea. Four houses, Bernard Street; 
J. and D. Jones, builders, Eaton Grove, Swansea. New offices, 
Carmarthen Road, for the Cwmfelin Steel and тщр Со., 
Ltd.; additions to factory and warehouse, Frances Street, for 
W. E. Fuller & Co. Infants’ school, Brynmill (400 places) and 
school at Glanmor (1,200 places) ; also manual centres at Terrace 
Road school and Danygraig and Dyfatty schools; G. E. T. 
Laurence, architect, care of town clerk, Swansea Town Council. 
Gymnasium, cookery class room, &o., for higher girls’ school; 
A. W. Halden, secretary, Swansea Education Committee. 
Asylum: R. Н. Wyrill, engineer, Swansea Town Council. Alter- 
ations Midland Café, Wind Street, for R. E. Jones, Ltd.; 
rebuilding Masonic Hall, Caer Street. 

n Road, forT. J, Messum. Twenty- 
five houses, Winchenden- Road; G. A. Gale, builder, 480, 
Fulham Road, В.У. : | 

THORNE (near DoncasTER).— Alterations and additions to schools for the 
West Riding of Yorks С.С. J. Vickere-Edwards, county archi- 
tect, Wakefield. 

TOTNES (Dzvox).—Addition to the Market Hall. Surveyor to the T.C. 

TRURO.—Museum buildings. В. Hill, architect, Green Lane, Redruth, 
Cornwall. 

TUNSTALL.— New infants’ school in connection with St. Mary's Church. .Rev. 
G. C. de Renzi, vicar. 

UCKFIELD (8BvssEx).—Alterations and improvements at the Sheffield Arms 
Hotel, Petog for the Southdown and East Grinstead 
Breweries. W. Bussey, architect, Lewes. 

UXBRIDGE.—Factory at Cowley, for F. Parker & Bons, 20, Newman Street, 

WATFORD.—New office, Market Street, for W. King; new lock-up ор 
Aldenham Road, for H Taylor; new Baptist Churob, 
Leavesden Road, for the Trustees; two houses, Sandringham 
Road, for J. Bonham ; two villas, The Avenue, Nascot Estate, 
for F. Gee. 

WEALDSTONE.—B8hop and workshop, for Freeman, Hardy & Willis, boot 
manufacturers, Newington Butte, Е.С. 


WEDNESFIELD.—New foundry st the Coalite Works. 

WEMYSS Firz). New offices and inspector's house, for the Parish Council. 
G. C. Campbell, architect, Wemyss. 

WESTON-SUPER-MARE.—House, Ashcombe Park Road. Harold A. Brown, 
engineer and surveyor, Town Hall, Weston-super-Mare. 

WORSLEY (Lancs.).—New public offices for the U. D. C. J. T. Proffitt, archi- 
tect, Longley Road, Walkden. 

WORTHING.—New railway station for the London, Brighton and South Coast 
Railway Co. 

YEOVIL.—Houses, Cromwell Road, for F. Bishop: St. Michael's Avenue, for 
A. G. Waygood; workshops, South Street, for Brown and 


Winsor. 


SS a 


NOTES. 


A Merry Christmas to All.—The ELECTRICAL REVIE 
wishes all its friends the Compliments of the Season. To many 
the brief holiday will come as & very acceptable respite, and we 
hope that all will return to their usual calling filled with new ideas 
and new enterprise, ready to ensure a good year for the electrical 
industry during 1909. 

Appointment Vacant.— Electrical Engineer for the 
Sonth Indian Railway. See our “ Official Notices * this week. 


Electricity in a Shipbuilding Yard.—The follow- 
ing particulars of the extensive plant of the Fore River Shipbuilding 
Co., of Quincy, Mass., taken from the pages of the Electrical 
Review and Western Electrician, present some interesting electrical . 
features :—“ Although less than cight years old the company has 
contributed notable additions to the U.S. navy, and it is of interest 
to note that practically every part of tbat most complicated whole, 
a modern battleship, is made within its 78-acre enclosure. Not- 
withstanding the fact that every conceivable labour saving device 
is used, the normal number of,men employed is upwards of 4,000. 
The range of buildings covers 12 acres, the principal structures 
being the machine ehop, smiths’ shop and power house. In addition 
to these a huge steel framework has been erected over one of the 
large stocks, for the purpose of carrying the four great cranes used 
for placing material in any part of a vessel beneath. It is divided 
into four bays, each containing one crane of about 80 ft. span, and. 
capable of lifting 5 tons 100 ft. vertically. 

" The machine shop is replete with tools of all kinds, and is 
especially remarkable for the number of large lathes, boring-mills, 
planers, &c. It contains also three great cranes—two of 25 tons, 
and one of 50 tons capacity. | 

“The smiths’ shop- the third largest in the U.8.--contains 40 
fires, and has a full complement of hammers. Adjoining it is the 
annealing plant containing oil-burning heating furnaces, and vertical 
cylindrical tanks for oi] baths. The forge contains one 75-ton, and 
one 25-ton crane, for handling the immense ingots, crankshafts, 
gun parte, &c. 

Passing from the buildings to the shipyard, a great vsriety and 
number of electric travelling cranes, is at once noticed. The great 
crane, which reaches every part of the plate yard, is the largest of 
its kind in the world. It has a span of 175 ft., and a track travel 
of 1,000 ft. 

“With the exception of the pneumatic tools and steam hammers, 
the driving of the whole of the works is electrical. About 75 per 
cent. of the motors are direct coupled to the machines they drive, 
the remainder being belted or counterbelted. Of the 275 motors, 
varying in size from } to 100 K. P., in use, the major portion was 
supplied by the Allis-Chalmers Co. 

‘Whilst the aggregate horse-power of all the motors is 3,800, the 
average load for power and lighting is only about 800 H.P.—a fact 
which speaks well for the economy of the system and the method 
of distribution and sub-division adopted. The lighting load con- 
sihte of about 4,000 incandescent lights and 850 arc lamps, 
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“ The current is distributed through about 1,000 ft. of subway and 
nearly one mile of pole line. The average centre of distribution is 
about 500 ft. from the power house switchboard, and each shop has 
its own set of mains coming up through the floor to a distributing 
board, from which the various machines are fed. In the case of the 
вір tool shop, tbe distribution board is placed on a gallery, and one 
attendant, who can thus see what is going on in any part of the shop, 
controls all the machines. 

“The power house is centrally situated in a building 162 ft. long 
X 65 ft. wide. There are ten 6 ft. x 16 ft. return tubular boilers, 
working at 125 lb. per sq. in. No high chimney is neceesary, as 
the Sturtevant system of induced draught has been adopted. The 
main generating plant consists of one 350-kw. horizontal steam 
turbine set, one 300-kw. compound condensing set, and one 
200-K w. set, also steam-driven. The generators operate at 240 volte, 
avd are direct-current machines. By means of a very interesting 
application of the Ward-Leonard multiple voltage system, a wide 
range of speed variation of the motors is possible. This is obtained 
by means of a balancer and a four-wire system of conductors. The 
balancer, which is situated in the engine room, consists of three 
similar machines mounted on a common base, and is designed to 
maintain pressures of 60, 80 and 110 volts between the various 
pairs of wires respectively. This, together with the aid of a 
small range of shunt field regulation, and by suitable connection 
of the motors through the regulating switches for proper com- 
binations of pressure, renders the variation of motor speeds such 
that the highest is 64 times the lowest. All mackines, such as 
lathes, boring mills, slotters, drills, milling machines, shapers, 
cold saws, and a coil winder, where variation of speed is desirable, 
are worked on this four-wire gystem. 

“The generator itself is operated on the two-wire plan, and 
supplies the higbest voltage, 240 volts, between the outers. At this 


pressure all the constant-speed motors, crane motors, and the lighting 
mains are supplied." 


Accumulator Traction on the Prussian State 
Railways.— Messrs. Felten & Guilleaume-Labmeyer have recently 
completed a double accumulator car fcr the Prussian State Rail- 
ways, which exhibits some points of novelty. It is composed of 
two carriages coupled together, with a driver’s compartment at 
eacb end. There are two totally enclosed commutating-pole 
motors, each with an 85-. p. one-hour rating, or 50-H.P. two-hour 
rating, geared to the car whecls through single reduction gear with 
a ratio of 1:42. The wiring of the car is carried out with asbestos 
and rabber-covered cables lying in a wood-lined channel under the 
floor, this channel being completely surrounded by  asbestos- 
covered sheet metal The charging plug is arranged with a 
magnetic interlocking device, which prevents it being withdrawn 
80 long as any currentis passing. By varying the arrangement of 
the plugs the batteries can be coupled variously in parallel and 
series, во as to suit the different charging voltages which may be 
met with. The plugs automatically introduce suitable resistance 
into tbe lamp circuits, so as to enable the lamps to burn steadily 
at their normal voltage, whatever the charging voltage may be. 
The braking arrangements include an air brake, electrical braking 
by means of the controller, snd a hand brake workable from either 
end. In case the two carriages should be accidentally separated, 
the sir brake is automatically applied. The controller handle also 
is arranged to introduce emergency electrical braking if released 
by the driver. A light spring keeps the bandle usually slanting 
slightly upwards, and in this position the supply circuit is broken 
and the necessary connections for electrical braking are made. When 
the driver's hand depresses the handle a local circuit is made, 
which immediately closes the main cut-out and enables the con- 
troller to carry out the usual series-parallel operations. Should 
the driver release the handle at any point, it rises and returns to 
the off position. During the official trial of the brakes it was found 
that, when travelling at 36 miles an hour, the air brake alone pulled 
the car up in a distance of 220 yards, whilst when the electrical 
brake was employed simultaneously this distance was approximately 
halved. The complete double carriage with its two sets of accu- 
mulators weighs approximately 62 tons, and on the trial run, when 
travelling at 28 miles per hour on a length of track having several 
gradients of `5 per cent. and some sharp curves, the consumption 
was found to be only about 19 watt-hours per ton-mile, including a 
single start. The cells enable the car to cover at least 62 miles 
with a single charge.— E. T. Z., October 29th, 1908. 


Electric Transport of Food.—The Children’s Com- 
mittee of the Metropolitan Asylums Board has considered the 
problem of serving hot meals to all the inmates at the children's 
infiimary, where, in addition to the administrative block, there are 
48 cottages and two large bospitals, widely scattered over a site of 
100 acres, which require to be supplied with hot meals from the 
central kitchen. The engineer-in-chief has designed a suitable 
electric motor-ear carrying 5 cwt. which will supply 14 cot- 
tages, i e., rather over balf of one side of the institution, in one 
iourney. This journey will be made in 10 minutes, so that the 
meals for one-balf of the cottagee, when full, can be delivered in 
20 minutes, or including a half of the hospital block, in half-an-hour. 
In the event of the institution filling up, two motor-cars would 
be necessary, but they anticipate that they will be used not only 
for food but for the delivery round the institution of other classes 
of goods, such as groceries, clean linen, Ac. The car can be arranged 
to run 40 miles on a single charge, and the maximum specd would 
be 16 miles per hour. The engineer proposes to invite estimates 
from six selected tirms. The cost of the vehicle is estimated at 
approximately £300, and the arrangements at the infirmary for 
cbarging the batteries will probably cost 460. 


JS — [. 


London County Council Turbines.— The following 
came to hand from the British Westinghouse Oo., too late for 
inclusion in our Correspondence ” columns :— 


' The object of Mr. Wiithrich’s letter in the ErecraicaL Rzviaw 
of December 18th is not clear. Apparently he objecta to the fact 
that the British Westinghouse Electric and Manufacturing Co. has 
obtained the contract, and assumes that it has been so awarded 
because of a possible misunderstanding of the facta on the part of 
the L.C.C. engineers. While we should prefer that your valuable 
peper and our time were devoted to & more useful purpose, we will 
ask your kind permission to reply to his letter. 

“The reason which guided the British Westinghouse Co. in 
tendering upon an impulse type of turbine in this case was tbat the 
specification, principally on account of the speed, did not suit the 
type of machine which we have hitherto constructed. The facte were 
fully set forth in our tender to the Council, and information was 
included as to where turbines of the type recommended could be 
inspected, among which were mentioned the Milan machines. In 
this reference list we also included over 200 other turbines, all built 
or building under licence of the Rateau patents, several of which 
were in process of construction by the Rateau Co., of France. 
Incidentally it was mentioned that the British Westinghouse Co. 
were manufacturing turbines and generators at their Trafford Park 
works, and the inspection of the L.C.C. engineers was invited also 
thereto. 

* It was, as Mr. Wüthrich states, after the engineers of tbe Council 
had seen one of the Rateau turbines at Milan, that they recom - 
mended the Westinghouse tender for acceptance ; but he omits to 
add that it was also after inspecting turbines constructed by Prof. 
Rateau, in France, and also after inspecting Prof. Rateau's designs 
for large machines in process of building for the French Govern- 
ment; and, finally, it was after seeing the work being done аќ 
Trafford Park that the recommendation to the Council was made. 

"'There could never have been a question in the minds of the 
L.O.C. engineers that we were proposing to duplicate turbines as 
constructed by the company which Mr. Wüthrich represente, any 
more than there would have been a question as to whether any two 
of the Parsons licensees could or would build turbines similar in 
all their constructive details. Apparently the question resolved 
itself into whether the British Westinghouse Co., working as 
licensees under the Rateau patents, with the drawings and expert 
knowledge of Prof. Rateau, and backed by their own experience of 
turbo-generator construction, could supply apparatus which would 
conform to the L.C.O. specifications and meet their requirements, 
and the reply to that question was evidently in the affirmative, as 
our tender was accepted. 

“О. H. BALDWIN, 
; “ District Manager. 

“London, W.C., December 21st, 1908.” 


In connection with this matter, Mr. Wiithrich writes to point out 
that the 2,500-xw. turbine at Milan came into use in 1907, not 1906 
as atated in his letter. 


Clock Synchronisation.—The question of the syn- 
chronisation of public (and other) clocks is a subject which 
periodically crops up, and which always results in much cry and 
little wool”; the attempts that have been made from time to time 
to deal with the problem can only be regarded as spasmodic. There 
exists, of course, more than one company or firm which undertakes 
the synchronising business, and with some success, but the general 
question of public clock synchronisation never seems to have been 
properly tackled. The advisability, not to say the necessity, of 
having all public clocks made to keep time " can hardly be ques- 
tioned, but how the desirable end is to be brought about is still s 
problem. Undoubtedly the Postal Department is the one body 
which could carry out the work most satisfactorily, as that depart- 
ment has all the means and appliances" for the purpose. The 
recent statement (in the Cit; Press) that the well-known G.P.O. 
East clock is being synchronised is, we hope, some indication tbat 
the Postal Department is preparing to undertake the general work 
of synchronisation on an extended scale. If the various County 
Councils were to take the matter in hand in conjunction with the 
Post Office, a general scheme might certainly be devised, so that in 
every town where public clocks were displayed some guarantee of 
their correctness could be ensured. 


The London Electricity Supply. Bills.—In the 
House of Lords on December 17th, the amendments made in the 
House of Commons to both of the company Bills were approved. 


Institution and Lecture Notes.—Socrery or Excl- 
NEERS.— On Wednesday last week the fifty-fourth annual dinner of 
this society took place at the Waldorf Hotel; Mr. J W. Wilson, 
M. Inst. C. E., the president, occupied the chair. After the loyal 
toasts, the president gave the *'Imperis! Forces,” and remarked 
that the army had been going through the melting pot, with the 
usual result that, while being refined, it was also reduced in size: 
he approved of compulsory military training, which he thought 
would be of benefit to everyone. In reply, Admiral Sir E. R. 
Freemantle said that while the Navy was still up to the two- power 
standard, Germany was rapidly overtaking us, and we ougbt to 
build ships boldly without delay. Lieut.-Gen. D. Hutchinson said 
the Army was useless unless rooted in the nation, and urged the 
members to join the special reserve of officers in the Royal 
Engineers. | 

Proposing the Society of Engineers,” Sir А. R. Binnie con- 
gratulated the members on the strong position of the society 
in both membership and finance, and said that the engineering pro- 
fession was passing through а period of depression consequent upon 
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the recent wars, and upon the heavy outlay upon communications 
in London. He emphasised the necessity of raising the status of 
engineers, and said that a committee of the Civil Engineers was 
considering the matter. Inreply, Mr. Wilson, after announcing the 
awards of medals and premiums for papers, stated that next year 
being the jubilee of the Civil and Mechanical Engineers’ Society, it 
was proposed to amalgamate the two societies on that occasion. 
They were prepared to support a movement towards raising the 
status of engineers and preventing unqualitied men from practising 
as such. He urged the Press to give due credit to engineers for 
their achievements, and concluded with a reference to the loss of 
the late secretary, Mr. P. F. Nursey, and to the energy and ability 
of his successor, Mr. A. S. E. Ackermann. А 

Мг. Silcock toasted “ Kindred Institutions,” and Mr. Mordey, in 
reply, warmly supported the movement for reform, advocating 
combination. He also gave data to show that Britain was not 
lagging behind Germany in electrical engineering. Mr. D. A. Symons 
proposed “ Тһе Quests," and Mr. H. D. Sells Wood briefly replied. 

During the evening a programme of songs was performed, and 
nothing was wanting to ensure the enjoyment of the guests. 

BIBMINGHAM AND DisrRICT ELkCTaic CrLvB.— Тһе fourth annoal 
meeting of the members of this club took place on the 12th inst. 
A satisfactory report was presented on the year's work, and the 
financial position of the club was also a matter for congratulation. 
Mr. George T. Wood was elected president, and Mr. W. G. L. 
Riddle, 52, New Street, secretary. 


Walthamstow Tramway Employés’ Recreation Club. 
—4A meeting of this club was held on Wednesday, 16th inst., with 
Mr. W. Murray (president) in the chair, supported by Mr. W. J. 
Stevens (vice-president), and. Mr. A. Н. Lord (hon. treasurer). In 
view of the success attending the recent masked ball held by the 
club at the baths, it was unanimously agreed that a donation of a 
guinea should be sent to each of the following :—Walthametow 
High Street and St. James’ Street Benevolent Fund. Walthamstow 
Wood Street Benevolent Fund, and the Xmas Hamper Fund. It 
was also agreed that a Christmas treat should be given to a number 
of children, commencing with a tea, and followed by an evening's 
entertainment; with a Xmas tree as a special feature. 


Electric Shock Fatalities.—Our South African corres- 
ndent writes that a you'g electrician named Tapsoll had been 
illed instantaneously by coming into contact with live wires in 

one of the sub-stations of the North Randfontein Gold Mine. 
p was Zl years old, and came to the Rand from Griqualand 
est. 


Plymouth Electrical Territorials. — Plymouth 
Corporation Electrical Committee has decided to recommend to 
the Council that such employés who were members of the Territorial 
force should, to enable them to attend camp, be granted eight days’ 
holiday annually, instead of кетеп, with full Pay, irrespective of 
any pay they might receive from the Government. It was also 
decided to recommend that the labourers paid by the hour who had 
been in the employ of the Committee for more than 12 months, 
should be given the option of being placed on the weekly wages 
list, which would entitle them to receive seven days holiday 
annually. 


Errata.—In the article on Electricity Supply, on page 
1082, the following errors occur:—Line 1, November 11th for 
Heft 11; line 39, verification for rectification. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side o f the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, ; 


Central Station Officials.— Our Acton correspondent 
Writes:—Among members of the Acton U D.C. common sense has 
at last asserted itself. So-called scandals in connection with the 
electricity department have gained a certain amount of notoriety 
for Acton during recent months. Discharged employés made any 
number of charges, more or less serious, against the engineer, Mr. 
J. Martin Blair, and his assistant, Mr. Harding, and certain mem- 
bers of the Committee deemed them of sufficient importance 
to institute an investigation, which was again and again 
adjourned, and finally culminated in recommendations to the 
Council expressing regret іп go far as the engineer was concerned, 
"s that his assistant, who was said to have used bad language fo 
155 staff under him, be discharged. The Council had before 

2 the recommendations last Friday evening, and а notice 
sio UMOR by the vice-chairman inviting the engineer to 
TA that he would terminate his engagement within six months. 

e latter, however, was negatived, and the Committee's report 
was altered to a mild censure іп the сазе of Mr. Harding, instead of 
giving him a month's notice. In the absence of Councillor 
iti mann, two other notices of motion were not considered, and 

5 p be hoped that the whole matter has now been finally dis- 


v Peneral,—Mn. E. KiLBURN 8сотт, A. M. Inst. C. E., 
dvi has resigned his position at the University of Sydney, 


return to London at the end of thi 
t \ 18 year to resume pro- 
sani ae During the last four years he has Siganised And 

PPed the Electrical Engineering Department of the P. N. 
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Russell School of Engineering, now housed in a new three-storey 
building, that compares favourably with Engineering Schools else- 
where Amongst other professional work Mr. Kilburn Scott has 
advised the N.S.W. Government regarding the electrification of rail- 
ways, and the Bendigo City Council regarding the electric light and 
tramway rating, and he has acted as expert to the N.S.W. Public 
Service Board. He was associated with Measrs. Coane, of Melbourne, 
in the Trawool dam irrigation aud electric power scheme referred to 
in the Railway Electrification report of Mr.C. H. Merz. Mr. Scott 
also reported on a proposed carbide of calcium factory near the 
Barron Falls, Queensland. 

Мв. GEO. Banronp, late engineer to Messrs. H. Faulder & Co., 
Squirrel Works, Stockport, has joined Messrs. John Horn (Stock- 
port), Ltd., Stockport, as chief engineer. 


THE FUTURE FINANCIAL POSITION OF 
MUNICIPAL ELECTRICITY SUPPLY 
UNDERTAKINGS. 


By “INTERESTED.” ' 


Wuar the future has in store none can tell. We can only 
surmise, or draw our own conclusions from the present state of 
affairs. At the present time those interested in municipal 
electricity supply stations are trying to forecast their future 
financial positions. Here is my conclusion, and how it is 
arrived it. | 

The present position of affairs is as follows : All necessary 
working capital to carry on a business of this description is 
obtained by taking up loans at varying terms of interest 
(according to the state of the market) repayable in annual 
instalments extending over а number of years. Now let us 
take a favourably situated station which has been working 
for, say, 10 years, and which has shown a profit on each 
year's business. A certain amount of the borrowed capital 
has been redeemed, and the necessary interest on the sum 
borrowed paid up. Continuing under these conditions for a 
period of 35 to 40 years would see all the capital charges 
extinguished, and, to use the office-boy’s expression, 
„The sinking fund would have sunk.” This is taking for 
granted that no further loans were obtained for extensions, but 
are these conditions possible? I think not. Facts prove 
it to be otherwise, and, if the past 10 or 12 years is any 
guide to the future, additions will always be necessary, per- 
haps not so frequent as in past years, but an electricity 
works must grow to pay its way. It cannot stand still, as it 
were, because larger and more economical generating sets, 
boilers, &c., make the original small plant obsolete so far as 
efficient working goes, and the accounts of a works will not 
stand heavy items continually being debited for scrapped plant. 
Again, a station would be handicapped if it were to stop 
putting in more up-to-date and efficient plant, owing to 
modern conditions reducing the cost of generating elec- 
tricity. I admit that prices to-day charged for energy are 
low, and the cost of production is nearly rock bottom ; but it 
must be remembered that a fraction of a penny per unit 
will weigh heavily in favour of any new concern, such as that 
of a bulk supply station. Not a word about the possibilities 
of gas, 

At this stage we come face to face with te question. Is 
it the intention of our councillors ever to free the under- 
takings from their heavy capital charges? If Bo, vastly 
different methods will have to be adopted in their accounts ; 
larger portions of capital must be redeemed each year ; less 
put to the relief of the rates; and as much as is possible of all 
future additions and extensions must be paid out of revenue 
account, во ав to make the sinking fund really sink and not 
grow ав in most cases just now. If not, then some day I 
can foresee the Committee finding the annual redemption 
and interest figures adding up to more than the profits for 
the year. What then? 

The matter is reduced to these hard facta: The amount 
of capital repaid annually must be increased, во as to really 
reduce the sinking fund; the gmaller additions and 
extensions will have to be met out of revenue account ; 
instead of applying a large portion of the profits to the relief 
of the rates, the money will have to be placed to reserve in 
order to meet calls on account of depreciation, or heavy 
maintenance charges, 
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Many readers may not agree with me on this question, but 
I would ask those carefully to weigh the present-day facta 
and figures with the probabilities of the future before coming 
toa hasty decision. Also, this matter is well worth the 
careful attention of aldermen and councillors interested in 
such ventures. 


———— 


NEW COMPANIES REGISTERED. 


Transvaal Hydraulic Power Svndicate, Ltd. (100,665).— 


This company was registered on December 12th, with a capital of £20,000 in £1 
shares (15.000 “ A and 5,000 B), to exploit and investigate water power in 
the Transvaal or elsewhere, to pay preliminary, engineering, and other fees 
and expenses in connection with the acquisition of any option contracts, rights 
and benefits, and to take over from the Transvaal Power Development Syndi- 
cate, Ltd., or others, contracts, rights, options, agreements, privileges and 
benefits, to carry on the business of electricians and mechanical engineers, &c. 
The subscribers (with one share each) are: Н. Barnes, 3514, Wandsworth Road, 
8.W., clerk; C. J. Lunn, 17, Townsend Road, South Tottenham, N., clerk. 
Private company. The number of directors is not to be less than two or more 
than seven; the subscribers are to i cn the first; qualification, 500 shares. 
Registered office, 24, Coleman Street, E. C. 


Omega Electric Lamp Co., Ltd. (100, 678).— This company was 
registered on December 14th, with a capital of £1,000 in £1 shares, to carry on 
the business of manufacturers of and dealers in incandescent electric and 
other lamps, dynamos, motors, accumulators, batteries, cells, apparatus, 
fittings and plant, &c. The subscribers (with one share each) are ;—R. E. 
Haywood, 8, Cottesmore Gardens, Kensington, W., engineer ; J. A. Scoular, 23, 
Normanton Avenue, Wimbledon Park. 8. W., electric lamp manufacturer. 

i . The number of directors is not to be less than two or more 
than five ; the first are R. E. Haywood and J. A. Scoular ; remuneration as fixed 
by the company. Registered by Walls, Stallard & Newton, 27, Old Jewry, Е.С. 


Gravity Flame Arc Lamps, Ltd. (100,733).—This company 
was registered on December 17th, wath а capital of £6,000 in £1 shares, to 
acquire from F. Blankensee and others certain patents for inventions relating 
to Gravity flame arc lamps, abd to carry on the business of manufacturers of 
electric lamps and electrical apparatus, electricians, mechanical engineers, 
suppliers of electricity, &c. The subscribers (with one share each) are:— 
H. Mosey, 12, Carlingford Road, Hampstead, N.W., land and estate agent; 
F Sidney, 2, Church Court, Clement's Lane, E.., clerk; T. Howe, 3, St. James s 
Road, Lower Edmonton, electrical engineer; W. T. Hick, 2, Church Court, 
Clement's Lane, E.C., solicitor; C. L. Kettridge, 1, London Wall Buildings, 
E.C., incorporated accountant ; D. Cameron, 1, The Gables, Hampstead Heath, 
editor; H. Diamant, 2, Church Court, Clement's Lane, E.C., physician, 
Minimum oash subscription, £100. The number of directors is not to be less 
than two or more than seven; the subscribers are to appoint the first; re- 
muneration (except managing director), £50 per annum an 10 per cent. of the 
net profits available for distribution, divisible, Registered by W. T. Hick, 2, 
Church Court, Clement's Lane, E.C. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


* 
f 


Electromobile Go., Ltd. (London), (75,139). — Particulars of 
£50,000 debenture stock, created by resolution of December 9th, 1908, and 
secured by а trust decd of even date, have been filed pursuant to Sec. 10 (3) of 
the Companies’ Act, 1907, the amount of the present issue being £40,000. The 
above-mentioned trust deed and charge of even date under the and Transfer 
Acts, 1975 and 1897, have also been registered. Property charged: Land and 
buildings in Hertford Street, Mavfair, und the company's undertaking and other 
assets, including uncalled capital, Trustees: North of England Trustee, 
Debenture and Assets Corporntion, Ltd. Mortgage dated December 8th, 1908, 
and charge of even date under Land Transfer Acts, 1875 and 1897, securing 
420.000. Property charged : Land and buildings in Hertford Street, Mayfair. 
Holders: W. L. Agnew, 13, Old Bond Street, W., and T. C. Ansdell, Beech - 
hurst, Pendleton, near Manchester. 

Memoranda of satisfaction in full (a) of à mortgage dated March 95th, 1908, 
securing £12,000: and (bi in full of a charge dated 21st August, 1906, securing 
£18,740, have been filed. 
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CITY NOTES. 


The Shanghai Electric Construction Co., Ltd. 


THE second annual general meeting of the shareholders of this 
company was held on Thursday of last week at the offices, 54, Old 
Broad Street, Sir Alfred Dent, K.C.M.G., presiding. 

The CHAIRMAN, in proposing the adoption of the report, said 
thet Mr. Donald McColl arrived at Shanghai in June to take up 
the position of general manager, and from reports received since, 
they were thoroughly satistied that their interests there were in 
excellent bands. Owing to the delay on the part of the council, 
they were only able to commence а partial ranning of the trams for 
public purposes on the south side of the Soochow Creek on March 
5th, and owing to the delay over the bridges they did not get the 
whole system on both sides of the Creek into operation until nearly 
the end of May. The present accounts, therefore, which only took 
in about 36 days' full working of the whole system could only be 
regarded as experimental, aud a orded no indication of what they 
were likely to do in the future. The gross receipts from March 
5th to June 30th amounted to £9,045, less operating expenses and 
royalty amounting to 48,470, leaving a surplus of £624. 
During many months of delay whue the plant was lying 
idle, wages and salaries were going on at considerable cost. 
‘The contractors themselves were not ready by the coutract time to 
hand over a completed system, and for their share in the delay the 
company intended to hold them responsible. It was, however, 
represented to the Municipal Council that by October 4th, with tho 
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exception of certain janctions, the tramway was ready for ranning, 
but an offer to make temporary junctions before October 10th was 
not approved. The Council could not well press the contractors to 
complete their system by October 10th, when it was well known 
that their own work would not be completed until the following 
year. As regarded the running agreement with the French com- 
pany, no arrangements had yet been made for linking up the two 
systems, and it seemed likely that some modification of tho original 
scheme would have to be made, principally on account of the less 
desirable mode of construction which had been adopted on some 
portions of the French line. Last year he referred to overtures 
which they had made to the Council for the purchase of their elec- 
trical undertaking. Those proposals were rejected by the rate- 
payers in 1907, and although the matter was again brought 
forward in March of the present year no progress had been made, 
and the negotiations bad been practically suspended. The experi- 
ence which they had had of their receipts from July let to the end 
of November had shown them that no adequate profit could be 
realised во long as they remained on their present basis, and subject 
to the restriction placed upon them to reserve such a large portion 
of their seating accommodation for third class passengers. A new 
basis of fares and distances was accordingly drawn up by their 
general manager, and laid before the Council. It was still under 
consideration, but they had good reason to hope that the Council 
would meet their views in the matter. It seemed to them tbat 
much greater latitude might be left to them in that respect, and 
that they might well be trusted to fix their own fares subject only 
to interference if it were shown that they were not adequately 
meeting the requirements of the public. The average receipts had 
been less that 54. per car-mile as against а prospectus 
estimate of 8d., while their expenses had been 11 d., as against an 
estimate of 4d. They might probably be able to bring down the 
expenses to 4d., but the receipts could only be increased by a re- 
arrangement of fares and of seating accommodation in the сат, 
The Municipal Council were fully aware of the position, and within 
the last few days it had been suggested that a sub-committee of 
should be appointed to meet а small sub- 
committee of the Council. They had reason to hope tbat 
they would derive substantial benefit from such в o0n- 
ference. One of the main questions which the Committee 
would bave to deal with was a claim they had put forward 
for compensation for the delay in supplying power and completing 
the bridges. If they could establish their claim, a large amount 
would be payable to the company. The present suggestion of the 
Council seemed to be that the company should not press this claim, 
but trust to their generosity to settle the matter equitably by con- 
cessions in other directions. The board were considering what 
instructions they should send out to the committee in Shanghai to 
meet the views of the Council, and as the tenour of their latest 
advice encouraged them to the belief that they would be dealt 
with fairly, if not liberally, should the claim be withdrawn, 
it was probable that they might comply with that request. 
The future of the success of the undertaking depended 
upon their ability to decrease the working expenses, but 
the question of paramount importance was that of a rearrange: 
ment of fares and sections. Their proposals to that end would not 
make any appreciable difference to the travelling publicas 8 whole. 
They had reason to believe that the public were inclined to adopt 
the proposals and they were not without hope that the Cooncil 
would see their way to approve them. Should their sanction be 
obtained, he was confident that they would be able to show 8 
marked improvement in results, and would be accommodating the 
Shanghai public with about the cheapest tramway system in the 
world. 

M. EMILR Francqur seconded the motion, and the report was 
adopted. + 


Adelaide Electric Supply Co., Ltd. 


Тик fourth annual general meeting was held on Monday at 
offices, Finsbury Pavement House, Finsbury, Mr. J. B. Braithwai 
presiding. "€ 
The CHAIRMAN, in moving the adoption of the report, өңү * 
the past year had been one of great activity and of most gratily ы 
progress, which was reflected in the balance-sheet. The pref 000 
Shares now issued amounted to £135,000, as compared with £15, а 
last year. They had expended in round figures £40,000 00 
additional plant and development ofthe mains. The item of a 
diture now stood at £251,874, as compared with £211,198. Ом ed 
bankers, and in deposit was £10,634, as against £11,000. as 000 
were slightly up. The suspense account was down by the : ' 
which was written off last year. Turning to the profit e 886 
account, the revenue from private lighting had risen from nae 
to £19,155, and there had also been an increase in the business 
on the power side. The total revenue was £28,287, M ing 
£22,624. They had a credit balance of £12,962, and after ро 
the interest on the preference shares, writing £606 off the et 
account, placing £1,000 to depreciation, avd carrying [өг 34 per 
they were able to rec шепа the payment of a dividend о І 
cent on the ordinary shares, an increase of 1 per 44 clote d 
to the general working of the company, they bad anand 
down the small and uneconomical station at Port йе, е, 
they now had а main running right through from Ader en 
result of that, they now had lighting connections at Ine ains У 
Hindmarsh and Woodville. They had also extended their F 
the suburbs of St. Peter's, Kensington, Burnside and 1 Ded 
district of Horley. Another interesting point was that | 7 Шей 
entered into a contract with the Tramway Trust to SUPP) =, 
with electrical power for two years. All the engineering extens 
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necessary for the {ncreased demands had been carried out by their own 
staff. The company had an area of nearly 70 square miles, and they 
had got 85 route-miles of mains. They bad connections equal to 
64,961 16-с.р. lamps. The business had increased all round, and he 
thought they would agree that the additional expenditure incurred 
recently had been justitied. They had agreed, at the request of 
many local people, to extend the mains to Glene-k if the demand 
should justify their doing so. 

Мв. R. Percy SELLON seconded the motion, and the report was 
adopted. 


Provincial Tramways Co. 


Тнв fifty - first ordinary general meeting of this company was held 
on Friday last at the offices, Moorgate Street Chambers, Moorfields, 
Mr. Andrew Beattie, J.P., presiding. 

In moving the adoption of the report, the OHAIRMAN said that 
the receipts were £33,083, as compared with £38,048, a diminution 
of £4,464. The company was one of the oldest tramway com- 
panies in the kingdom, and they had had successes for a great 
number of years. In 1905 their receipts were £26,050; 1906, 
£30,992; 1907, £38,048; and this year £33,083. He would remind 
the shareholders that last year was the best since the company's 
existence, so tbat tbis year was the second best. One of the causes 
which had tended to decrease the receipts, had been the bad 
weather. On June 13th they were £1,262 to the good, but that was 
all wiped away before the end of the year. Other causes had also 
operated particularly at Grimsby and Plymouth. In the first- 
named town there was a general depression in trade. They would 
remember that in 1907, the visit of the Fleet to the town, increased 
their receipts by £1,000. At Plymouth the same depression existed. 
Then, again, the net profits of the local companies were £3,093 less. 
There had also been increases in expenses; coal alone accounted 
for £739, waves showed an increase of £353, rolling stock £638, 
and rates and taxes £141, so that adding those items up they bad 
a total of £1,871, which, with the £3,093 he had referred to, made 
up the decrease in their net profit. He would point out that in some 
of their local undertakings there were fixed charges. For instance, 
they had to pay for crossing over a bridge between Devonport and 
Stonehouse, £1,500 a year, which represented 74 per cent. on the 
takings of that line. As to the future, already the working for the 
first 24 months of the current financial year showed them between 
£400 and £500 up. The company was worked economically and 
everything was done for the benefit of the sbareholders, 
and he hoped that next year the accounts would be much 
better than they were now, if not up to that of last year's record. 

Ма. S. HERN seconded the motion, and the report was adopted. 


Prior to the meeting of the Provincial Tramways Co., the 
ordinary general meetings of the Plymouth, Stonehou«e and Devon- 
port Tramway Co., Great Grimsby Street Tramway Co., Portsmouth 
Btreet Tramway, Cardiff Light Railway, Gosport and Alverstoke 
Light Railways, were held. Mr. Andrew Beattie presided. The 
business was purely formal, and the reporte were adopted in each 
саве. 


United Electric Tramways of Monte Video, Ltd. 


AN extraordinary general mecting of the sharcholdcrs was held on 
Monday at Winchester House, Mr. Geo. A. Touche, presiding. 

The CHAIRMAN, alter referring with regret to the death of the 
late chairman of the company, Mr. William Trotter, said that the 
object of the meeting was to obtain the sanction of the shareholders 
to increase the capital of the company from £500,000 to £1,000,000 
by the issue of a further £100,000 in preference shares and a 
like amount in ordinary shares to rank pari passu with the 
existing preference and ordinary shares of the company, The 
directors had explained to the shareholders very fully in the 
Circulars sent them, why the increased capital was necessary. The 
figures which they then gave of the gross receipts were a striking 
example of the expansion of traffic which had been created by 
electric traction. it must be remembered, however, that those 
results had been obtained during a period of transition from 
animal to electric traction, and under the disadvantages con- 
sequent thereon. In arranging for the company's financial 
requirements, in anticipation of electrification, the directors only 
had estimates to proceed upon. They then estimated traffic 
receipts of £255,000 when the whole of the lines were 
Operated during an entire year under electric traction. 
So far, however, they had not experienced a full year’s working 
of the whole of the lines under electricity, as a great part of the 
Union line was not operated electrically until July 23rd last. The 
total length now being operated was 77} miles, and ultimately it 
would be 84 miles. In the year ended October 31st last the groes 
receipts had amounted to £232,738, as against £199,037 in the pre- 
ceding 12 months; equal to an increase of 17 percent. The 
parsengers carried had increased by 21 percent. If, however, they 
compared 1908 with 1906, when the lines were operated entirely 
Under animal traction, there was an increase of 79 per cent. 
in the gross receipts and an increase of 87 per cent. in 
ы number of passengers carried. He might point out that 

9 results obtained last year were forthcoming in 
ee of unfavourable climatic conditions. Their managing 
мк шы had told them that he was unable to cope with the traffic 
on Sundays and holidays, owing to not having a sufficient number 

Cars. A further 25 trailers had been ordered, and would shortly 


be completed and shipped to Monte Video, but this would not be 
sufficient, and more semi-convertible cars were required. Before 
these additional cars could be put into service, the power house 
plant must be increased, and this all meant further additional 
expenditure. It was also proposed, for the better and more 
economical handling of the traffic, to lay down double track on some 
of the routes at present operated by single track with loops; and 
other improvements of this nature were at present receiving the 
careful consideration of the directors. Within the next two years 
the board estimated that they would require to spend an additional 
£228,000. Opportunities for developments were constantly 
presenting themselves on tramways, the same as on railways, and 
there could be no doubt that extensions prudently made added 
largely to the prosperity of the business. He wished it to be 
understood that there would not be any pressure for additional 
funds for some months, but the board, as prudent шеп, must make 
their plans in advance in order that they might issue the necessary 
capital as the occasion arose. He concluded by moving the 
following resolutions, which were agreed to :— 

(1) That the capital of the company be increased from £800,000 to £1,000,000 by 
the creation of 20,000 further 6 per cent. cumulative preference shares of £5 
each, ranking puri passu with the existing 6 per cent. £5 cumulative preference 
shares of the company, and 20,000 further ordinary shares of £5 each ranking 
pari paxeu with the existing £5 ordinary shares of the company, and that the 
board be authorised to issue the same from time to time, at such times in such 
manner to such persons and upon such terms as to price or credited as fully 
paid and otherwise, and carrying dividends from such date asthe board may 
think fit. (2) That in addition to the borrowing powers conferred upon the 
board by Article 19 of the Articles of Association, the board be authorised to 
borrow further moneys by way of temporary loan from time to time upon such 
terms and security or without security, as they may think fit, provided that the 
moneys 80 raised do not in the aggregate exceed 10 per cent. of the share 
capital authorised for thetime being. (8) That the directors of the company 
who have acted as a construction committee during the carrying out of the 
work of electrification be paid a special remuneration at the rate of £750 per 
annum, divisible as the directors may determine. | 

Subsequently a meeting of debenture-holders was held, at which 
а resolution was passed authorising the directors to issue a farther 
£200,000 5 per cent. debenture stock, to rank pari passu with the 


£798,000 of such stock at present outstanding. 


West Paris Electricity Co. 


THE report for 1907-8 of the directors of the Compagnie d'Elec- 
tricité de l'Ouest-Parisien (Ouest-Lumicre), which has now entered 
upon its ninth financial year, states that the Société l'Union des 
Gaz, to which the company supplies current, has extended its dis- 
tribution to the communes of Celle-Saint-Oloud, Croissy and 
Louveciennes. Thus the number of communes supplied by the 
West Paris Co., either directly or through the intermediary of dis- 
tributing companies, has risen from 21 to 24. A contract has been 
concluded for the supply of a considerable portion of the energy 
required for several tramways, and the company commenced the 
delivery of current to the Union des Secteurs on February 14th, 
1908. The works commenced at the generating section in 1906-7 
could not be completed during the financial year owing to delay оп 
the part of contractors, and the difficulties in working arising there- 
from influenced the results by materially increasing the working 
expenses. The starting of the second steam turbine is impending ; 
the first four boilers in the new boiler house are in service, and a 
second group of similar boilers has been ordered. A generating 
set, specially intended for supplying current to the Union des 
Becteure, is also about to be put in operation. It appears that the 
population served directly by the company numbers 270,038 
persons, and the customers increased from 6,737 in 1906-7 to 8,200 
in 1907-8. The plant installed for lighting rose from 4,824 kw. 
in 1906-7 to 5,837 Kw. in 1907-8, and that for motive power 
purposes, exclusive of tramways, was 8,295 Kw. and 9,631 kw. in the 
same years respectively, the number of transformers having simi- 
larly advanced from 586 to 617. The receipts from lighting 
experienced an increase of 17:5 per cent. in 1907-8 as contrasted 
with the preceding year, and those from the supply of motive 
power, including tramways, expanded by 9'4 per cent. The 
accounts for 1907-8 show, together with the amount brought 
forward, a credit balance of £43,200, of which the sum of £12,000 
has been placed to the general redemption account. Out of the 
remainder, 5 per cent. has been allocated to the legal reserve fund, 
and a dividend of 6 per cent. has been declared on the share 
capital of £480,000, leaving a balance of £880 to be carried forward 
to the next account. | 


Prospectus.— South London Electric Supply Corporation, 
L!d.—Thbis company has been offering for subscription an issue of 
£100,000 five per cent. first mortgage debenture stock at par, which 
is required for paying off an overdraft at the bankers and for 
extending the company’s undertaking. The list closed on Wednes- 
day, December 23rd. 


Telephone Company of Egypt, Ltd.—The register 
of transfers of 44 per cent. redeema le debenture stock will be 
closed from December 18th to 31st, both days inclusive, for the 
preparation of warrants for the half-yearly interest due January 
lst, 1909. 


Oriental Telephone and Electric Co., Ltd.—The 
register of transfers of 4 per cent redeemable debenture stock will 
be closed from December 18th to 31st, both days inclusive, for the 
Paar da of warrants for the half-yearly interest due January 
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MARKET QUOTATIONS. 


Monday, December 21st. 


Latest Fortnight's 
CHEMICALS, &e. m ior ne 


Acid, H ee ee per owt, 6. ee 
a ry] Манон... ee ee per сті. е ee 
a eo Oxalic .. ee es ee per оті. е ee 
а „ Sulphuric ..  .. ee рег сті. ‘i 
a Ammoniac, Ba] .. .. per оті, . КИ 
а Muriste (crystal) .. per ton 488 10 85 
U U [E ao se per ton 430 ee 
a Bleach powder .. ee ee per ton 5 10 e 
a Bisulph of ee e. per toni #18 ее 
а TAX .. ee ee ee ee per ton 416 ee 
a ee ee ee per ton £21 ee 
a Nitrate ae sé „ рег ton 298 10 is 
€ „ White Bugar.. T per ton 293 ee 
roxide  .. ee рег ton £93 s 
a Methylated irit oe per . 9/6 ee 
a Po um Bichromate, in casks per ib. ва. Sö 
a Po , Caustic (75/80 ee рег ton es 
a „ orate .. os per lb ыд. vs 
a Perchlorate өө ee per lb. е ee 
a Potassium Cyanide „. per lb. 14. à 
a Shellac se ee ee ee per o.. 00/- 5/- dec. 
а ма dcp oe ee респ 2i өө 
a Bolphur, owers e. per 18 өө 
в » Recovered us „ рег ton 46 18 ee 
a is А ee рег юп 26 " 
а Boda, Caustic (white 10%)  .. per ton 810 18 ve 
a "n orate ee ee per lb. FW ee 
a эө . ее per ton 6 ee 
а Bodiam Bichromate, casks per Ib, bå. x 
a и Cyanide (basis 100 %) "P per Ib. Jå. "ne 
METALS, 20. 
b Aluminium in ton lots .. per ton 870 ag 
b " ,intonlots .. per ton 8113 ae 
b Sheet, in ton lois .. per ton £120 es 
» Babblis's metal ingots „> per ton £50 to £140 an 
e опе 9° to 13°) basis per lb. Tad. es 
9 ww (brased ee ee per Ib. „ * 
e [T] solid drawn).. ee per Ib. 8d. * 
в oe Wire, ва) ee ee per 10, ofa " 
e Copper в ee ee per 
са «e (soliddrawn) .. peri. 4. ИК 
g ee per £ £1 dec 
g Copper $ өө ee ee per ton #16 £1 dec 
2 FT] eo е oe ° per ton £76 £1 dec 
6  (Mlectrolytic) Bars ee per ton £66 10 РИ 
6 °з и eet ee per ton £:8 es 
6 n 56 per ton £71 
e [T] 50 H. O. Wire per lb. 53 
f Ebonite Rod ee oe T per lb. ate 
f Bheet ee ee ев per lb BJ- ate 
n German чөгүү are ee e» pu 5/6 iT $e 
u peroha, Ө ee ee рег to ee 
h Undis-rubber, Para ee өө per lb. 6/1 inc. 
i Iron (Cleveland warrants) .. per ton 48/6 6d. dec. 
l wu tre, galv. No. 8, P. O. qual. per ton £14 e 
с Wend, English Ingot ee ee per ton £18 12 6 inc. 
m Manganin Wire No. 96 өө ee per lb. 8/ P 
g Mercury ee oe ee ee per bot. £8 10 2 
d Mice (in original cases) ЛАП! .. per ib, ба. 0 L- sé 
а " € ae medium — 2 ise М ee 
[1 90 LI 0 ee 0 ee 
р Bronse, plain per lb. 1/04 to 1/2 
Р ry] rolled bars & per 1р. 1/2} to 4 
р и и strip & per lb. 1/3 to 1/6 "M 
o Platinum ee pe ee eo per 03, 84/. 
e Silicium Bronse Wire  .. ee per lb. 94d. 
r Steel, Magnet, in bare ee per ton £55 а 
0 Tin, Block (English) .. . рег ton ruis 10s. inc, 
a Wire, Nos. 1 to 18 ee ee per Ib. 1/10 ee 
р White Anti-triction Motals— 
"u White Ant brand .. ee per ton 235 to £60 
к Bino, Sh't (Vieille Montagne bad.] per ton £% 15 


Quotations supplied by :— 


a G. Boor & Co. 4 Bolling & Lowe. 
b The British Aluminium Oo., Led. h Morris Ashby, Ltd. 
e Thos. Bolton & Sons, Ltd, 1 Richard Johnson & N Led. 
4 F. Wiggins & Sona. m W. T. Glover & Oo., 
e Frederick Smith & Oo. s P. Ormiston & Bons. 
4 2 Lad, ud. роп зан a te 
о 9 P е U 0 
James à dhakspeare, ғ W. F. Dennis ё Оо, 
Edward ТШ & Oo. 


Companies to be Struck off the Register.—The 
following are to be struck off the register in three months unless 
cause is shown to the contrary :— 


British Blahnik Are Light Co., Ltd. 
Electrical Investment Syndicate, Ltd. 
American Telephone and Telegraph Co., Ltd.— 


It is announced that the regular quarterly dividend of $2 per share 
is payable on January 15th. 


France.— La Société des Téléphones, of Paris, reports 
a profit of £73 634 for the last financial year, as compared with 
£71,128 in the preceding twelve months. 


Leyland and Birmingham Rubber Co., Ltd. — An 


interim dividend at the rate of 5 per cent. per annum is announced. 


STOCKS AND SHARES. 


Saturday Afternoon. 

CHBISTMAS markets are very much the order of the day, and 
business in several departments threatens to come {о а full atop. 
Investment, however, continues to make its influence felt, and the 
remarkable success achieved by certain of the recent new issues is 
additional evidence that money is wide awake to opportunities for 
acquiring cheap stock, even at this window-dressing” period of 
the year. Amongst the latest applicants for capital is the South 
London Electric Supply Corporation, which offers a million pounds 
6 per cent. first mortgage debenture stock at par. 

The progress of the Companies’ Bill through Parliament has 
served to steady the electricity supply shares, but no changes of 
significance have taken place. City of London Ordinary shares 
are 2a. 6d. better, London Electric Ordinary 2s. 6d. lower. These 
are all the movements gince we last wrote. The advanoe in 
metropolitan companies’ shares has spread to some of the provincial 
issues, althougb, of course, the sympathy is purely sentimental, 
Oxford shares are 2s. 6d. up. Hove are 3s. 9d. to the good. 

Mexican Light descriptions have again improved, the 7 per cent. 
Preferred gaining 14 at 106. Mexican Electric Light 5 per cent. 
gold bonds rose 1j. Other shares in this group are good. 
Shawinigan Water and Power Ordinary stock rose to 82}, the 5 per 
cent. Firat Mortgage bonds being 104 and the 43 per cent. Perpetual 
Debenture stock 934. Canadian General Common shares are steady 
at 111, and the 7 per cent. cumulative Preference stock remains 
about 115. 

The tramway: issues of the same division are less firm. Bao 

Paulo lost a point at 159 and Rio shares declined to79. Nochange 
occurred in Mexico trams, which keep about 139. 
. Rather curious was an offer the other day of Gateshead and 
District Tramways Ordinary shares, of £10 each, at a discount of 
95s. It is, of course, illegal to issue shares at a discount, bat the 
prospectus pointed out in big black type that this was not a new 
issue, and that the bankers were accepting applications on behalf 
of the vendors of the shares. The second payment is not to be 
on “allotment,” it is to be on "allocation." The somewhat 
unusual nature of the prospectus—we hope we give no offence in 
calling it such—marked it out for particular attention. 

Telegraph stocks and shares are still unable to shake off the 
effects of the latest demande for cheap cables, and the Anglo- 
American issues, in particular, are flat. Anglo-American Pre- 
ferred has shed 2 more points, making 6 tbis week, and the 
market professes to look for a bad dividend statement next month. 
Commercial Cable Debenture stock fell 2, but Direct United States 
remained at 13. Eastern Extension shares eased off +, Westerns 
4, and Indo-Europeans fell no less than £3 upon a very alight 
amount of offering of shares. Owing to the general decline in 
Telegraphe, (lobe Ordinary shed 53., which brought down the price 
to a shade below the par value of £10. 

An error in transmission of a code cable cost a firm of stock- 
brokers £300. The firm claimed compensation, which was, of course, 
refused. After months of correspondence, the cable company wrote 
that it desired to close the matter, and would therefore meet the 
injured parties in their claim. The compromise proposed was that 
the company should return the cost of the cable; the sam running 
into the munificient total of 3s. ! 

Home Railway stocks received a little benefit from publication 
of the preamble of the Bill for the working agreement between 
the Great Northern, Great Central and Great Eastern., Others 
besides the stocks immediately affected were advanced, but the 
vicarious aid did not spread so far as the tube railways. City and 
South Londón is down to 283, a figure suggestive of market fears 
with regard to the coming dividend declaration. A year ago it was 
178. 6d. per cent. actual, and for the six months to date the company’s 
traffics show a falling off of £2,436. Metropolitan Consolidated 
came down for no apparent reason, stock changing bands at 35%, 
though Districts were allowed to retain their rise of last week. 
The Central London is asking for powers to extend its lines to 
Liverpool Street and Broad Street Stations, so that another issue 
of stock may be expected if the Bill goes through Parliament. 

Brush Ordinary and Preference have been restored to the honour 
of official quotation in the Stock Exchange daily list, but proprietors 
who look at the price will agree that the honour is literally an 
empty one. Industrials are slightly easier on the week. Babcock 
and Wilcox yielded 4 ; so did Oastner-Kellner and Edison & Bwan 
partly paid shares. The amount of business doing in this depart- 
ment, however, is so trifling as to form no excuse for stopping to 
write about it on the afternoon—of all times—of the Satarday 


before Christmas, when conscience hurls defiance at editorial 
exigencies, and cries havoo to the purses of those whom abe 


pitilessly pushes into the shops whera they sell toys for the 
children. 
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f ee ca MY loge a Tara l- TES dc Bek -» | B18 10 
oe AUT 1d a az eo 
880 000 Babcock & Wilcox, 1 Cn p. r fo 100,00 d 1 |6 6 б 14 1{— 21 1 ч н. | — [10 0 ) 
100,000 Do: d row 1 to 40,000 . T 5 |1 : q 19% 3 — 44 Vm 4 ve L e 1 8 11 
60.000 British e o Cum. Pref. ee oe б Ц i 6% 6%] ma m 4i - | zh $us 7 
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* Unless otherwise stated, all shares are fully paid. 
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ines ро; do. 6%, Deb. Вік. Re Light, Ord... 6 [144% 123% 10 % 214 M m 74 Ce | 5 » NL 
pos Bt. James' and Pali Mali Ta 20, O81 to 40,080 6 1 7 7 2 he 87 — 91 87 — 91 . 9s : Nu 
20.000 Po. ace NR Deb. Stock Red. ; ш 8% : kÉ Ad Y0a— h er nm? x е | . A F ^ 
П D ў Ж — LÀ rs 
9 Bmithfield Markos Electric BuEPIy, X Deb Btock Stock : e : s 2 1 pum D zm E 57/6 А | . 3 s 
gs O 2 6 í i ee ee b 1 
40, 09 5 Electricity Bupp! d п 1 Nil 24% 23 ore Tm 1 1 = 17, | 23j- * = | 475 
9090 ‚ Bouth Met. Elec. Lt. 55 1% Pre*. 1 7 % | ] a4 44%, 160 —103 100—103 oe Ө | 785 | 20 0 0 
142,45 | Dc do. 43 % lst Deb. Bik, | 100 ea se e. Pb d- 1 wo | OX 0-0 
200, 000 * 1 Ord, A ae ee : b 96 | Б i Б A* 12— Rs | i oe | 
Elcctrio Bupply 5 5 : m — 83 NEC MB 
но. 000 Оонап E с RE ва ( Сат. Pref. Bik. Red. Jo 43 44% 4% 44 90 - | Ts a z | Р P 5 12 8 
ee р | Do. lls P do. Fig ary коө w м), 000 . 1 a z Ty . 12 10 , | ei "vl 82— 84 | ai em | 4 4 9 
you) | Victoria Falls Power d. 6 „ 5 — 64 5 — bi кыз, Жз | 
110000 Westminster звене Supply, С Cum. Pret. Re. : 6 | 6 , 6 | 44% 44% | PES ip РИКИ К id 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING NOVEMBER, 1908. 


Last month we referred to the pending inclusion of telegraphic As regards the import returns, which have always included 


cable and material in the export section of this return. Readers telegraphic material, the November total was £144,213, which com- 
pares with £149,375 in the previous month; the re-exports at 


will notice that this is now included, and that certain rearrange- 
: : : : £11,555 were some £400 to the good on the month. 
ments have been made in the table with a view to showing clearly Of the individual items, our export of electrical machinery shows 
the respective values of our telephonic and telegraphic business, so a fall of approximately £60,000 in value during the month, and 
far as can be ascertained from the official returns. other items are somewhat lower; Spain wasa customer to the 
Needless to add, the inclusion of telegraphic material in the extent of £99,000 worth of telegraphic material, which, of course, 
export section, greatly increases the total value of the foreign and materially influenced the month's total; telephonic exports during 
colonial business, which is, however, comparable with previous the month amounted to £17,154, and it must be noted that this 
returns, by deducting the total of the '' telegraph " column. includes cable, previously included under the cable heading, 
Thus, the export business for November amounted in value to and therefore explains to some extent the reduced total of the 


£336,100, an amount including £121,723 worth of telegraphic cable latter column; in both the export and import sections. 
and apparatus. As regards the import section, the £50,000 worth of lamps, &c., 
Excluding the latter amount, the total was £214,377, which com- isa striking feature: it will be noted that telephonic and tele- 
graphic cable and material are lumped together, owing to this 


pares with £294,753 in October, and thus shows a considerable 
method being adopted in the official returns. 


reduction. 
Registered Exports of British and Irish Electrical Goods from the United Kingdom. 
e Ээ ## = |у je * FE 
| 2 в 43 2 : $ Л „ > ° E Е E Sua 
ИЛЛ gel La) gp lag] |a EB Tal 
Country receiving exports and i g. | FEE ЕЕЕ | Е 8 | 238 85 ЕРА HE F НЕ: 52 2 E 
| b ; Bes 852 
а = Е E A* me 875 
| & & £ & £ | £ £ E £ £ | £ 
Russia, Sweden, Norway and Denmark 53 250 99 156 806 : 3,354 j- 6 | 25 97 110 4.950 
ye зе „ ДД 006: ӘЛА ты 33 73 2719 36 „ "Eu оо 
Netherlands eee one eee eee een 364 ; 526 76 eee eee 270 | "n 4 „„ oe „өө 1, 4 
Belgiuůmꝶ kn. 19 318 | re 185 593 % | 552) 262 1.91 
Franes . 111 3,243 220 1,759 140 3,878 2 348 889 р 
Portugal, Madeira, Portuguese Africa & Azores 383 972 985% as — 1,817 , 502 | 19 686 i Е 
Spain and Canary Isles ... m ias a 60 82 22 101 | | 1,040 . 7 | 43 98,930 En 
Italy and Austria-Hungary ... Ет we | 146 55 133 61 725 2,391 65 | - © ue PUR 
Greece, Roumania and Turkey... jus m 19 | — we | 800 .. | 2 149 | ... 5645 
Channel Isles, Gibraltar, Cyprus and Malta... , 20 24 8 27 553 | 60 7 | 4,945 9, 
| | an : Р 
U. S.A., Porto Rica and Cuba .. .. . | 198 | .. 104 25 75 545 NES 54 | 527 1,45 
Canada and Newfoundland ....  .. ... 105 1,487 10 236 45 890 | 230, . 30 | 4,379 1 
British West Indies and British Guiana 3. 22 103 16 14, 59 « 18 11 39) 53 
Mexico, Colombia, Eucador, Costa Rica and | A | | | | | 6.771 
Panama „„ „ 220 т : | а a 5. a E 
Peru and Uruguay m $us = .. 138 3, 156 80 » 1, 5 | 1 
Chill Q .. 40 | 105 82 50 27, 1132 .. 41 125 2,221 ат 
Brasil . 695 | 1744 412 x 19 | 9948  .. 1656 . ... 695 3 
Argentine 3,310 6,354 201 412 54 8,847 100 620 95 6,991 | 2,696 31, 
| i / " 
| 2,868 
Egypt and Tunis ids $e. iss bes | 321 | 338 23 | 71 4 1,856 29 | | 128 108 , 
British West Africa .. .. .. 39 50 111 29. 834 870 8 | 2. | 781! 29 20d 
Cape of Good Hop pe iss ees v" | 316 | 328 467 272 41 1101. 16 851 33 .1,017 51 9857 
Natal! . , 872 2,870 47 498 220 4,238 196 681 52 134 44 9. 
Zanzibar, British East Africa, Mauritius, | | | 878 
Scychelles and Aden ... si ET О DI | 39 9 98. | 248 4 | 191 247 l 
| | | i 
China and Siam .. z . 660 397 351 894 563 399 | „ 140 114 7 
Japan у ш ш ш ш . 228 2,872 124 194 1132 14756 6 10 2670 380, 2237 
Java and Dutch Indies ... 5 в 15 8 336 xs к. 
Bombay esse 1 689 . 1,258 892 190 320 3,300 405 1,015 46. 328 393 8, 
India 4 Madras... a 181 556 98 29 . 6,309 12, „ | 12, 211 7408 
Beng lll. . 468 2,611 722 618 840 4,583 711 98 279 84 672 11,686 
| | | | | 91 1,418 
Burmah kl.. 68, 512 172 30 | 545 5 e| d 
Ceylon . . . . 44 169 164 8  .. | 710 .. 25 BI = 1,293 
Straits Settlements and Fed. Malay States 83 | 526 з: 28 27 2672 12, 80 ie 74 102 3,607 
Hong Kong ae г: ЕУ ..| 293 we 400 222 116 15 .. БР p 2,666 
| : : | | | 
West Australia .. .. | 201 5 142.354 17 1,495 | 14 12 87, 2,978 
South Australiakakn . 427 617 220 15  .. | 4813 . 6 148 | .. 1,204 202 7,152 
Victoria. . ́ 1,423 8,148 35 392 96 1,339 4 131! 11 80 2,241 8,900 
New Bouth Wales q . . 2,886 2,893 145 1,555 133 6,879 38 4,649 ... | 125 11 19,314 
Queensland „ die. AS Ge ee сш 524 8 — 27 73 ЗІ жь жз | 0 119 
New Zealand...  .. . . 1,329 103 204 531 910 2706 3 816| .. 327 115 7044 
| — = | = ——— — — — 
Total, E 16,77 42,135 5,468 9,115 7.323 102,618 1,088 11,547 551 17,154 121723 336,100 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
Ее Е uS SN Я & | £ | £| £ | #& та C 
Norway, Sweden and Denmark з zem Ї| 6 | ooh 117 410 20 | 334 92 £6,109 7,085 
derman zz.. 1.066 2,352 480 136,809... | 9313| 4 1,161 | 3,214 6,440 | 60,839 
Holland.. e ae 68 1,969 | 320 | 6,536. 2,434 | 2,786 | ... 610 5,499 1022 21,244 
Belgium. у оу ы 1,185 5,445 1,424 3,106 164 8363! 15 318 | 1188 9,524 30,732 
/ 00 6| 272 245 2446 411 510° ... 2,751 2,214 934 9,789 
United States .. 2,510 55 686 213 | 8,661 1,663 210 5 420 14,471 
— —— — — — —z — a en el i — 
Total, & | 4,841 10,093 | 3,155 49,227 8,009 30,043 11.702 5,384 19,960 | £24,449 | 144,163 
| | 
Additional Imports: India (Bombay), electrical machinery, £50. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
M MERECE M LEE. £ | E J£] £j £ ОГЛ 8 
Various countries, mainly as above. . | 3,001 897 | 2,376 | 1,220 235 446 | £3,380 | 
| | | 
Toran EXPOBTS: £336,100. Tota, RR-Exrogrs: £11,555. Toran IMPORTS: £144,213. 


Norn.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 


materials to those appearing in adjaceat columns. 


1106 THE ELECTRICAL REVIEW. (Vol. 63. No. 1,622, рвовывив 25, 1906. 


SS A RY I ааа ааыа ыа ons ы т — ттл a a A 


SOME ITEMS OF DRAWING: OFFICE 
SYSTEM. | 


By W. LAWRENCE. d 


THE draughtsman is not a producer, and the expense of all 
work in the drawing office must goto augment establishment 
charges. For this reason it is essential that due attention 
be paid to drawing-office system, with the object, of attaining 
the efficiency that is indispensable to economical working. 
In this, as well ав in all other branches of organisation, 
previous experience with varions systems cannot fail to be 
of assistance in attaining the beat efficiency, and it is the 
ability to differentiate between systems which save work, 
and those which make it, that ensures the success of the 
system organised. 

In the following an attempt is made to suggest some items 
of drawing-office system which have been found to save time 
in the drawing office (and often out of it, for that matter). 
To many readera some of the suggestions will be absurdly 
elementary, but there now exist drawing offices where even 
such elementary notions are unknown, or at any rate 
unpractised, and where chaos is the rule and efficiency 
ignored. 

Size of Paper.—All drawings should be made to definite 
standard sizes. Drawing paper, tracing paper and cloth can 
be obtained in various widths ; 28 in. is a convenient size, 
and a piece 40 in. long can be accommodated on an ordinary 
sized drawing board. These limite form a conveniently sized 
drawing, big enough for general purposes. Half an inch 
is allowed as margin and a border line of 27 in. x 39 in. is 
obtained. By a process of successively halving the following 
sizes are arrived at; the dimensions are those of border 
lines, half an inch margin being allowed in alf cases: 19 in. 
x: 27 in., 18 in. x 19 in, 9 in x 18 in. These limits 
should be rigidly conformed to, and should a drawing be 
too large for one size, the next larger should be used, and 
not а special size created to accommodate the drawing. The 
sheets might well be distinguished as A, B, C and D sizes 
respectively, commencing with the 27 in. x 39 in. sheet. 
This reference will assist in filing. Should anything larger 
than 27 in. x 39 in. be found necessary, the sheet should 


he made to suit the job, preferably not departing from the 


27-in. dimension, and referred to as, say, X sheets. 


Skelehes,— These are always more or less difficult, nicely 


to deal with. ‘The book and carbon-paper method is un- 
wieldy, and the hectograph ink method is messy. Sketches 
should be made in pencil on tracing paper—dimensions and 
arrow heads being inserted in ink—and the D size sheet 
should be adhered to. If many copies are required, blue 
printe can be taken; if only one or two, carbon papers can be 
used. A draughtsman can always work more quickly with 
squares on the board than in a book. 

Tracings.—Standurd tracings should be made in black 
Indian ink on cloth, and care should be exercised to have 


the drawings properly arranged. Much time can be saved 


by making drawings for special jobs on tracing paper, 
and printing direct from the pencil. Dimensions, however, 
and &rrow-heads should be inserted in ink, to ensure their 
being distinct, on the blue print. 

Drawings.—Paper used for drawing purposes should be 
of very ordinary quality. It is absurd to use anything 
approaching the Whatman quality, eventually to be con- 
signed to the waste-paper basket. The “coupon” or 
“ detail " variety answers the purpose well, and with thick 
pencil a print can be taken from this if necessary. In 
assembly drawings a scale should be chosen that will give a 
clear and distinct drawing, avoiding, however, such scales 
as 4} in. to the foot. Adhere to 1} in., 3 in. and 6 in. to 
the foot, and full size; 14 in. to the foot is a convenient 


scale for switchboard work, and might be exclusively used 


independent of the size of the board. In detail drawings, 
wherever it is ible, full-size scale should be used. The 
same method of projection should be adopted by all draughts- 
men, preferably that method which projecta on to the right- 
hand side of the front view, the view looking in at the left. 
Details should be arranged and marked intelligently. 
Arrange small details as far as ible in rows across the 
paper, allowing ample space. There is much to be said in 
favour of the system of dividing up the drawing paper into 
regular divisions and putting details therein. Details such as 
standard screws and bolts need not be drawn out. Drawings 
should be clear and accurate, withoutany fancy work ; they are 
intended for works use, and not for a technical school exhi- 
bition. It is a waste of time to use colours, each class of 
material being indicated in print on the drawing. Section 
lines might well be simple, straight, uniform lines for all 
materials, as they need have no indicative meaning as far ав 
material isconcerned. Machining marks should be made on 
the tracing; the practice of lining the blue prints with red 
crayon is expensive and uncertain. The drawing number 


Fig. 2. 


and title should be stencilled in plain block letters. A table 
should be provided on the drawing wherein such information 
can be put as is frequently referred to. Fig. 1 indicates such 
atable. Columns are provided for the list of material, every 
part of which should be recorded whether detailed or not. 
Screws, bolts, &c., can be inserted in these columna without 
being detailed. Suitable spaces are provided for recording 
the numbers of other drawings on the eame job, for the order 
number and for any alterations made subsequent to the 
drawings being issued to the shops. Every alteration should 
be recorded in the space provided. If the alteration 
can be clearly indicated in a few words, these should be 
inserted and a new sub-number given. In the case of 
alteration to design, a print should be taken previous to 
alteration and the print filed, a note to that effect being 
ingerted on the changed tracing. Of course, shop printe 
should be immediately recalled and brought up to date or 
cancelled and new copies issued. A standard drawing should 
be made for such things as switchboard frames, all variable 
dimensions being indicated by letters, and corresponding 
dimensions for the particular job being given on the switch- 
board drawing. The practice of using the drawing for some 
special job as reference is slovenly. 

In some cases an arrangement of material list similar to 
fig. 2 saves drawings and time in reference. In the case 
given, the different classes of switch vary mainly in number 
of parts, and not во much in design. The details for all classes 
should be drawn on one sheet, and ће» ссїотопв filled in to 
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suit the heading. Details such as cable eyes, which are Warrants it, any class of apparatus might be so provided. 
used by all departments, should be drawn on sheets which For instance, D.O. generators might be provided with a 


are common to all departments, each adding new designs. 
This avoids a multiplicity of designs for the same article. 
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SUPERSEDED BY 
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Drawings might bear a note Work to dimensions given; 
report errors." This is, to some extent, a preventative against 
the shops altering imaginary drawing-office errors. A 
drawing-office stamp, similar in design to fig. 8, should be 
provided for use on cancelled drawings. 

Numbering.—This is a feature which claims particular 
attention ; much depends upon it. It is useless simply 
to give new drawings numbers consecutively. In a short 
time large integrals are arrived at, and reference is almost 
impossible. The reference number on a drawing should, to 
some extent, indicate the nature of the drawing; at the 
same time, it is advisable to reduce the number of digits 
as much as possible, and this point ghould not be sacrificed 
in pursuance of the former. Letters should be prefixed to 
indicate the subject of the drawing, but these should be 
limited to two or three in number. A prefix such as M.R. 
might be used for all railway motor drawings, S. O. for oil- 
switch drawings, and soon. Following the number proper 
should be the sheet reference letter previously referred to, 
and following, again, when writing for reference, should be 
the latest sub-number. Thus, MI-96-A-2 would indicate 
some induction motor drawing on A size sheet, having twice 
been changed. 

Filing.—From most points of view, the common drawer 
system of filing i8 best. The drawers should take not more 
than 80 to 100 tracings deep, and should be provided with 
а means for preventing the tracings curling up at the back. 
Certain drawers should be suitably divided to accommodate 
the smaller size sheets. When large and small sheets are 
filed away together, the small sheets invariably find their 
way to the back of the drawer, causing needless searching. 

'The drawers should be labelled to indicate the character 
of the drawings filed, the size of sheet and range of 
numbers. 

There is à system in vogue where tracings are rolled up 
on sticks, and put into tubes. This is cumbersome and 
extravagant of space. Drawings and prints so filed are 
difficult for a draughtsman to handle. 

The folding of tracings should never be resorted to. 

Ojfire Copies and Ortyinals.—Tracings should be recognised 
as being of value, and should not be carelessly or un- 
necessarily used. To this end, office copies of all tracings, 
or at any rate, all those most frequently in use in the 


ЗОВ. No. TITLE DATE | IN'L8. 
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drawing office, should be taken, and the originals preserved. 
Ordinary paper blue prints adequately fulfil the purpose of 
drawing-oflice use, and white prints or cloth prints are 
unnecessary. 

It is advisable to follow this precaution of using only 
copies, as it is common in drawing offices where this is 
not observed, to find tracings of such things as standard 
framework or cable eyes, utterly unrecognisable and useless 
for printing from. 

Drawing Number Dooks.—]t is best for each department 
to have its own drawing book, and if the amount of work 


drawing number book, and similarly D.c. motors. Books 
containing more than one set of numbers should be suitably 
divided во as to facilitate reference. 

A suitable heading for a drawing book for general work is 
shown in fig. 4. Sufficient space should be left at the head 
of the page to insert the disposition of a machine, order 
number, job or nature of apparatus and the index letter. 
The sub-numbers should be kept up to date as alterations 
are made. 

In any case a special book should be provided for switch- 
board work, and headed as in fig. 5. Of course, the drawing 
book should have an index, and this should be kept strictly 
up to date. 

An alternative method of arranging drawing numbers, but 
one the full advantages of which are derived only from use 
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on machine work, is as follows. Each new machine is given 
a new number, and this is the index to all drawings for that 
machine. A reference to fig. 6, showing the arrangement of 
drawing number book, will make this clear. Thus, througb- 
out the series, No. 1 is always the frame drawing, No. 2 the 
bedplate drawing, and so on; and a reference number, 
240-G.-8-A., would indicate the armature winding drawing 


for р.с. generator No. 240. Knowing the machine 
| MACHINE No DISPOSITION ;- 

O/No. 
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number, it is easy to remember the individual drawing 
numbers for each detail and so obviate reference. With 
this class of work it is often possible to use only A size 
sheets, and so eliminate this letter in the reference number. 

Pattern Numbers.—These should indicate the nature of 
the pattern as drawing numbers indicate the nature of the 
drawing, and similar index letters can be used. If М.У. are 
the index letters for stationary motor drawings, these might 
also be used for index letters for stationary motor patterns. 
Following the index should be the pattern number proper, 
and then an initial letter indicating the material, and follow- 
ing again the latest change. 

Whenever a pattern is altered, the number should have a 
sub-number added, as in the case of drawings. Thus 
M.5.-78-G-1 would represent some stationary motor casting 
in gun-metal and once changed. To effect the change in the 
pattern, the drawing must have been altered and a record of 
the original drawing filed, this showing the original 
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pattern. Thus a continuous record is kept of the evolution 


of the design. 


Pattern Number Books.—These should 
to those used for drawing numbers, and if the number of 


patterns under any index warrants it a 
separate book should be provided for 
this series. Books containing numbers 
under more than one index should be 
suitably divided for reference. 


A suitable heading for the pattern 


book is given in fig. 7. The sub- 
numbers should be kept up to date, 


be similar books 


— 


In the foregoing no attempt has been made to give a 
complete drawing- office system. This in many details 
depends so largely upon the character of the work dealt 
with, and is so link 


up with the systems of other depart- 
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number on this drawing will give the FFF quer 
latest pattern, for if the pattern is ж mn iN See get um | | 
changed the drawing must be changed. VVV = | 

Drawings Received and Drawings 1111 86 REN et 
Dispatched. — Two books should be FVV 8 
; a, 29. le! СИ ME BE MR DE 
provided for these purposes, and can be VVV rr 
of inferior quality, not being so fre- tHo $———. e — — | 
quently in commission. All drawings meu " pue: 67-71 
| 1 


reoeived should be given an office 
number, with index letters similar to 
those used for standard drawings. “ГУ 
The heading for the book should be 6. 
similar to бр. 8. 

Drawings dispatched should be re- 
corded in a book having a heading 
similar to fig. 9. 

Drilling Templates. — Drawings of 
drilling templates should be made for all instruments and 
fittings used on switchboard panels, and a series of numbers 
given to these templates. The drawings should be made on 
D size sheets, and copies put into a paper-folder for use in 
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the drawing office. Every new instrument or fitting used 
should have a drilling template made, giving the position 
and sizes of holes required to be drilled in panels and also 
two centre lines. 

The template number is put against the instrument or 
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fitting on the switchboard front view drawing, and dimen- 
sions to the two centre lines are given. 

Fig. 11 represents such a template. 

Standard Data.—It is often a source of convenience to 
have in the drawing office a book of standard data. This 
can comprise anything to which frequent reference has to 


М 
DISPATCHED TO TITLE ORDER No. | DATE 


be made, and might include such things as particulars of 
stock sizes of bolta, set screws, &c., dimensions of any 
details frequently in use, such as cable-eyes, sections and 
lengths of standard commutator segments and во on. 

Each set of particulars shouid be put on to a D-size sheet, 
and prints from these bound into a folder similar to that used 


for the template book. Гір. 10 shows а typical sheet for 
this folder. 
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mente, that to deal with it completely would be beyond the 
limits of this article. 


The items dealt with are all primarily connected with the 
inner working of the drawing office, and in the writer's experi- 
ence have been found to conduce to that smooth running which 
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is inseparable from efficiency, and the absence of which 
leads to tedious working, mistakes and misunderstandings and 


н attendant expense both in and out of the drawing 
office. 


Southend-on-Sea Electric Lighting.—The T. C. has 
reduced the price of electricity for motive power to- 1d. per unit 
between 6 a. m. and 7 p. m., subject to censumers paying a fixed 
charge of £1 per quarter in lieu of meter rents. 
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THE LIGHTING OF READING ROOMS: WITH 
SOME: EXAMPLES. 


By Р. BLAGG. 


Or all the cases with which the illuminating engineer has to 
deal, it is probable that the lighting of reading rooms has 
been the source of most mistakes, for of no other class of 
buildings can it be said that more examples of bad, than of 
good, lighting are to be found. Whether the blame attaches 
more to the architect or the wiring contractor is immaterial, 
but in the result it is evident that, only too often, the funda- 
mental idea—the idea that the reading matter, and not the 
the room in general, ів to be lighted—has not been grasped. 

In those cases in which expense has been a very secondary 
consideration, there is rarely anything to complain of, for a 
separate light has been provided for each reader. Examples 
of this may be seen at the United Service, and, indeed, at 
most West End clubs, where an orchestra light is fixed 
above each newspaper, throwing abundant light on the 
reading matter, whilst, at the same time, the actual lam) is 
concealed from the reader’s eyes. 

As applied to desk lighting a similar liberal allowance of 
“ one man, one light " has been given in the British Museum 
Heading Room, where the general lighting of the room and 
dome is provided for by four or five large, open-type arcs, 
whilst each cOMpartment of the reading desks is supplied 
with & pendant, cardboard-shaded lamp, connected by an 
ingenious plugiattachment to a bracket arm. The light hangs 
about 2 ft. above the table, and the flexible which is provided 
between the plug and the lamp-holder, only an inch or go in 
length, minimises damage from any accidental blow to the 
shade. The lighting of the bookcases round the walls is 
effected by horizontal lamps with metal reflectors, fixed on 
the underside of the balcony to the tier of cases above, and 
entirely concealed from anyone in the centre of the room. 

Though so liberal an allowance of points is not to be 
expected in every free library and reading room, both capital 
outlay and energy consumption having to be considered, 
still there is no reason why the same principle (of lighting 
the reading matter) should not be carried out. A few 
hundred pounds for architectura] embellishments are not 
begrudged by municipal authorities as a rule, but the very 
small additional outlay and maintenance charges, which are 
necessary to make such institutions efficient in the hours of 
darkness, seem rarely forthcoming, or, when provided, are 
not applied with sufficient forethought. 

Instances of badly arranged lighting are provided by the 
three libraries of во wealthy a body as the City of West- 
minster. Taking, first, the principal one in ^t. Martin's 
Lane, we find the basement Newspaper Room, in which 
artificial light is needed nearly all day long throughout the 
winter months, lighted by three-light “spider” pendants, 
about 7 ft. 6 in. from the floor, and arranged in lines down 
the centres of the passages between the stands. The result 
is that six distinct shadows of the reader’s head appear on 
the pages of the week's ELECTRICAL REVIEW, and of the 
greater number of other papers and magazines ; eye strain 
and headache are the inevitable consequences of any pro- 
longed study of the reading matter. For the stands round 
the walla a few brackets have been provided, and now 
(October) a move is being made in the way of fixing & 
^ Linolite" lamp and reflector over each paper on these stands. 
This, indeed, is one of the most hopeful signs, as, at the 
present moment, not only here, but in many 'other places 
also, various experiments and alterations are in progress, 
mostly with a view to the utilisation of metallic-filament 
lamps, but all indicative of discontent with the present state 
of affairs, The Magazine Room upstairs is equally badly 
arranged, two-light ball fittings being hung, in nearly every 
case, over the centres of the gangways between the tables 
instead of over the tables themselves. Shadows are in con- 
sequence thrown upon the tables, and the reader must sit 
back in his chair and hold his book up in order to avoid 
them. The lighting of the Reference Room is considerably 
better, as the lights (three-light **spiders,") hang over the 
centres of the tables, but they might advantageously be 
dropped another 3 ft. lower. | 


The Great Smith Street branch attains a similarly bad 
effect by a different method. Three-light fittings having a 
2 ft. spread, are fixed about 9 ft. above the floor. The 
papers on the stands round the walls are a mass of shadows, 
though, owing to the greater height of the lights these are 
not quite so distinct, and one side of the tables is similarly 
badly illaminated. The quantity of light seems ample if it 
were only applied in the best positions. In passing, it may 
be noted that, in common with many other reading rooms, 
this room, although lofty and spacious, has frequently a most 
objectionable atmosphere. Why this should be во is not 
apparent, for an exhausting fan is constantly running, so that 
it is evident the Committee has considered the matter. No 
doubt the loafers who habitually use free libraries are not 
always soap users, and electrical engineers should take this 
into account and turn their attention somewhat to the venti- 
lation as well as the illumination of these rooms. 

In the Buckingham Palace Road branch 5-light fittings, 
having a spread of 3 ft. at 9 ft. from the ground, are 
installed, and, in most cases, hang over the newspaper stands, 
on which the light is good. A few stands, on the other 
hand, and especially those round the walls, are very much 
troubled with shadows, one end wall only being provided 
with brackets (which light that end well). In the Magazine 
Room three-light pendants hang approximately over the tables 
and give a sufficient, though not a brilliant, light. They 
would be better if lowered somewhat or replaced by single 
higher candle-power lamps. 

In contrast with the City of Westminster, the suburb of 
Acton seta an example of what may be done at a moderate 
cost, and is worthy of high commendation. Each side of each 
stand (about 10 ft. long and having three or four papers 
on) is provided with a single plain pendant, hanging about 
a foot in front of the centre of the stand at 6 ft. 6 in. from 
the floor. The stands round the walls, a weak point in so 
many reading rooms, have brackets and switches, in a 
corresponding position, every 10 ft. round the room. The 
result is a good light in every position. At present an 
experiment seemg to be in progress with a view to utilising 
higher candle-power metallic-filament lamps, by drawing 
back one pendant to midway between two stands and aban- 
doning the opposite lamp position. The effect is to cast a 
black shadow of the reader on to his paper, and it is to be 
hoped, therefore, that the attempt will not be persisted in. 
In this room those interested in antiquities will remark the 
old, sprawling, semi-ecclesiastical gas fittings still in position, 


‘although disused and dismantled. In the Magazine Room, the 


lights are brought well down over the centres of the tables, 
a8 they should be. 

A similar arrangement of light for the newspaper stands 
has been adopted by the Royal Borough of Kensington in 
the old Town Hall. The lights over the tables, however, 
could be advantageously dropped to within 2 ft. 6 in. of the 
tables, with the addition of an opaque or green-backed 
shade. 

Between these two praiseworthy specimens lie the three 
libraries of the Borough of Hammersmith. Of these, the 
Carnegie Free library in Brook Green Road—architecturally 
as expensive a building, probably, as any library of its 
size in London—has hitherto provided a striking exhibition 
of how reading rooms ought not to be lighted. On 
entering the News Room, an idea of abundance of light 
prevailed. No doubt the quantity of light was at all 
times sufficient. But, oh, the shadows! The pendants 
had been arranged symmetrically on the ceiling, entirely 
regardless of what was to be placed below. The Magazine 
Room, equally with the News Room, was afHicted in this 
way, both in regard to the centre'tables and the stands (at 
sitting height) round the walls. And to-day all that. is 
altered! Not that perfection has been attained, nor that 
the shadows have been entirely eliminated, but they have 
been so far improved upon that reading is no longer a 
strain. This alteration has been brought about without 
rewiring or moving the positions of any points, merely by 
omitting certain lights, replacing others by high candle- 
power metallic-filament lamps, and /ying these up at 14 ft. 
from the floor. Originally, each room had 20 two: light 
(16 c.P.) ball-pendants, and these have now been replaced by 
віх 50-C. P., and three 100-C. P. lamps, with the result indi- 
cated. The Reference Room, though it may strike one as 
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gloomy and unlighted on entering, is, from the reader’s 
point of view, efficiently lighted by a single metallic-filament 
lamp, hung low over each table. 

At their Shepherd’s Bush library also this council have 
recently rearranged the lighting, this time by adopting low 
candle-power metallic-filament lamps. These are fixed on 
brackets from the tops of the stands, holding the lamp about 
1 ft. in front of the paper, and 7 ft. above the floor. The 
result is very satisfactory. This room, especially on a wet 
evening, presents another case for ventilation, the space 
being somewhat cramped. 

The third example under this council is a converted 
private house in Ravenscourt Park. There are here no 
stands in the middle of the rooms, but only tables, all news- 
paper stands being round the walls. These latter are abun- 
dantly provided with brackets and switches, which the 
reader operates for himself. There seems no reason why 
current should not be more largely economised in this 
manner in reading rooms, as, although the reader usually 
forgets to switch off when he has finished, a commissionaire 
is generally in attendance at such institutions, who can turn 
unnecessary lights off as he walks round. A danger point 
is just being removed at this branch by the provision of a 
much needed hanging lamp on the fine old staircase. One 
also feels inclined to suggest to the Committee the 
. advisability of fixing a lamp at the Park Gate. 

The neighbouring Council of Chiswick has similarly con- 
verted a dwelling house into a library in Duke’s Avenue. 
The lighting is fair, but is capable of improvement in one 
particular. Tables and wall-stands occupy the same room, 
and the pendanta are hung from the correct points for each; 
but, as they are all at the same height, the table lights throw 
shadows of the readers on the newspaper stands. By simply 
lowering the lights over the tables, and providing them with 
opaque shades, the lighting of both stands and tables would 
be improved. | 

A provincial town provides an example of another satis- 
factory method. In the spacious Reading Room at Cardiff, 
where the newspaper stands are of an unusual height and 
massiveness, a two-arm standard fitting, having a spread of 
about 6 ft., rises from the top of the stand, and holds two 
50-c.P. metallic-filament lamps in a line parallel, instead of 
transverse, to the centre line of the stand, and about 2 ft. 
above it. The broad tables are treated with similar standards 
and Jamps, the latter at about 4 ft. above the table. 

At Chelsea still another system has been adopted. The 
Reading Room is brilliantly, though not glaringly, lighted by 
abundant large Nernst lamps fixed about 9 ft. from the floor. 
For the most part the points are well placed in regard to 
both tables d stands, although, of course, certain of the 
papers are not absolutely shadowless. Tho Reference Room 
is also well lighted, one-light standards, about 2 ft. 6 in. 
high, being fixed in the centre line of the tables, and the 
general lighting of the room and the book cases being by 
means of three-light pendants. 

We come then to the conclusion that the best method of 
lighting newspaper stands, short of providing а separate 
* orchestra " ог “ linolite " type of fitting for each paper, is 
to fix a 16-C. P. lamp, either by bracket or pendant, about 
1 ft. in front of the centre line of the stand and 6 ft. 6 in. 
or 7 ft. from the ground—i.«., usually about a foot above 
the top of the paper. Each such lamp to light not more 
than 5 ft. of stend in each direction, and to be provided for 
preference with a very shallow, dense or opaque shade. It 
should be borne in mind that a single 8-C.r. lamp, 1 ft. in front 
of the stand, is better for reading by than two 16-c.P. lamps, 3 ft. 
apart and 3 ft. from the stand. Further, the single 8-«.p. is 
better than the 8-c.P. and the two 16-0. b. lamps, because of the 
absence of shadows. It would, therefore, often be an improve- 
ment to cease to use certain points which were originally 
inatulled in some rooms for general lighting purposes, but the 
effect of which is mostly of a shadow-throwing description. 

Alternatively these points should be shortened tight up 
to the ceiling, or, at any rate, not, less than 14 ft. from the 
toor. Where stands are fixed round the walls, bracket 
lighting is almost essential. The only other system 
which will give even approximate gatisfaction is 
to discard local lights and use high candle- 
power lamps, kept up us high as possible—at 
any rate, to 14 ft.—from the floor. It matters little 


from the lighting point of view whether metallic-filament, 
Nernst, or mercury vapour lamps are used, or, perhaps 
better still, inverted arcs. 

In the Magazine Rooms the lamps should be brought to 
within 2 ft. or 2 ft. 6 in. of the table, either by standard 
fittings or pendants provided with either green-backed or 
opaque (metal or cardboard) shades. The alternative 
method of powerful lamps near the ceiling may also be used, 
but it is less desirable here than in the Newsroom, because 
a reader, bending over a book, would cast his shadow on the 
pages if the light were immediately over his head, a position 
which does not occur on the inclined newspaper stands. 

It is possible that many troubles have been caused by 
inability to obtain definite information as to the future 
arrangement of furniture in the rooms whilst the building 
and installation were in progress. In other cases rearrange- 
ment of tables and stands may have upset what was origin- 
ally a well thought-out scheme. Whether these or other 
matters have been the cause, there is no reason why the 
present state of things should be allowed to continue, and 
the subject is one deserving of more attention from elec- 


trical contractors and engineers than it appears to have 
received. 


ELECTRIC FURNACE FOR THE 
PRODUCTION OF CARBON BISULPHIDE. 


Тнк uses of bisulphide of carbon are, perhaps, more various than 
is commonly known. It is a powerful insecticide, the vapour 
acting as an anesthetic, and is hence found very valuable in killing 
pests of the field, shop, granary and household. The principal 
cause of destruction of grape vines—phylloxera—is destroyed 
by boring small holes in the ground about the vine roots, pouring 
in carbon bisulphide, and quickly closing the holes. Mice in mills 
and granaries may pe killed by leaving vessels full of the liquid, 
во that the lower part of the room may be pervaded by the poisonous 
fumes. ‘Moles and rate are exterminated by saturating balls of 
cotton, pressing them into the burrows, and closing quickly. The 
chief precaution to be taken in its use is that no fire or light should 
be brought into contact with the vapour; even a lighted cigar 
would cause a destructive fire. . 

The liquid is also used as a powerful solvent; it is used to dis- 
solve out of olive pulp the oil which remains after pressing, and the 
product which is obtained is used for soap making. It ів also a solvent 
for gutta-percha, forming cement which is largely used in the con- 
struction of rubber utensils. Wood fibre treated with a preparation 
of caustic soda and then with sulphide can be squirted through 
glass nozzles in the form of fine hair-like threads, which are then 
woven into an artificial silk. 

Discovered by Lamphidius in 1798, it was produced until recently 
in retorts heated externally by a coal fire or some other source of 
heat. In Sicily, in order to produce 10,000 lb. of carbon bisul- 
phide in 24 hours, 48 retorts were required and a staff of 35 men to 
attend to them. After a few days these retorts had to be opened 
from the top and the ashes spooned out, and as sulphurous acid 
fumed up into the faces of the operators, the process was extremely 
disagreeable. The next step, as described by Mr. Ed. R. Taylor in 
a paper which he read before the Franklin Institute of Philadelphis, 
was the use of vertical retorts fired by coal. An opening at 
the base had every 10 days or two weeks to be utilised for the 
purpose of removing ashes, and as the retorts were extremely 
hot by that time the process was very disagreeable, besides losing 
about 12 hours at every cleaning. 

Mr. Taylor therefore set to work to construct a more suitable 
form of retort, and he has been successful in developing the use of 
electricity in connection with this process, incidentally producing 
effects which mark one of the most probable means of progress inthe 
utilisation of electricity for blast-furnace work. General views of the 
retort which is now used are shown in section in fig. 1, the view to the 
left-hand showing the appearance of the retort when full, while 
the right-hand view is a section at right angles showing the con- 
struction of the interior. Plans are also given of sections at lines 
A b, C D and E r respectively (fig. 2). | 

The furnace consists of a vertical stack, the central part of which 
is filled with charcoal; in the annular spaces round this central 
stack and at the base sulphur is fed in, while four electrodes con- 
nected in pairs to opposite poles of a two-phase alternating-current 
supply are placed immediately over the lowest part of the furnace. 
These electrodes are supplemented by a constant supply of 
broken-up carbon fed in through hoppers, во as $o pass round and 
towards the ends of the main clectrodes, and this improvement 
constitutes a vital part of the successful operation of the furnace. 
In the ürst place it does away with the necessity of setting the 
main electrodes towards or from one another, thus securing АП 
easy and permanent fixture of the entrance of current to the 
furnace. In the second place, wear of the expensive main elec 
trodes is obviated by shielding them with easily replaced detached 


2+ 


J м. 


r —— a ОР — —— ͤ— = 


vol. 68. No. 1,622, Dacawesn 25, 1908.) THE ELECTRICAL REVIEW. | 1111 


granules of carbon, and in the third place the {supply of broken 
carbons or coke affords an easy means of regulating the e of 
current and gives a uniformity of action and temperature within 
the furnace, which is unobtainable by removable electrodes. 

This is a distinct step in advance of most forms of electric 
furnaces, and a further advantage and ecenomy is secured by the 
clever utilisation of the annular spaces round the main stack. 
These, as before mentioned, are filled with sulphur, and the heat of 
the aro is imparted to the vapours which rise through the central 
stack. In the majority of furnaces, beyond ‘heavily lagging the 


e, b, shell; с, cowl; d, e, f, p, electrodes ; В, door: k, hoppers for l, broken carbon: 
R, p, q, hoppers for o, sulphur; r,s, t, u, annular channels; г, ir, sulphur 
gates; T, 27, vents; y, z, space for charcoal. 


Fic. 1.—Oarson BisuLPHIDE FURNACE m бистон. 


surrounding shell, no provision would be made for absorbing this 
heat, and the greater pos of it would belost. In the Taylor 
furnace, however, the heat of the rising gas in the central core tends 
to melt the sulphur in the outer annular spaces, as well as heating 
the charcoal jn the central portion. The sulphur runs down, and 
by the time it reaches the arc is in a fluid condition. Moreover, 
the charcoal has been gradually raised in its passage downwards 
to an incandescent condition, so that the arc itself has no further 
work to do than the vaporising of the sulphur, which in this con- 
dition combines with the glowing carbon and forms vaporous 
carbon bisulphide. This passes off in the inclined pipe shown in 
the. left-band portion of the figure, and is condensed in suitable 
apparatus Furthermore, it will be seen that the heat of the arc is, 
to a certain extent, its own regulator. Supposing that an extra 
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burst of hot gas is generated, this will tend to make the sulphur in 
the annular spaces flow down more rapidly, the level of the pool of 
liquid sulphur will rise, and this, being an insulator, will cut off a 
portion of the available surface of the electrodes and automatically 
reduce the current passing. We have, therefore, an arrangement 
for bringing the raw materials gradually up to the required 
temperature by the utilisation of waste heat and an internal auto- 
matic arrangement for keeping the temperature of the furnace 
constant. 

A plant for the manufacture of carbon bisulphide by this process 
was erected some time ago at Penn Yann, New York, and has been 
in steady operation for some years. The height of the two furnaces 
is 41 ft., and diameter 16 ft., and their construction on such a large 
scale removes at once the difficulty attendant on the operation of a 
battery of small retorts such as have hitherto been used in the 


manufacture. Incidentally,'it'illustrates the fact that electric fur- 
naces are capable of being built on a very large commercial scale. 
The chief value of the furnaces is that they afford a continuous 
process. They are calculated to run for more than a year before 
the electrodes require renewal, or the furnaces cleaning out. The 
record run was 17 months, all but eight days. With the present 
facilities for obtafhing electricity one furnace can produce 10,000 Ib. 
of carbon bisulphide in 24 hours, the interior temperature being 
1,000° to 1,500" F., and the temperature being maintained practically 
constant at any desired degree between these values; but if the 
furnace could be worked to its full capacity it could produce 
25,000 lb. per 24 hours. The larger the production the more 
economical is the furnace, and the cooler the shell. At the rate 
of production of 14,000 Ib. the highest temperature of the shell is 
147° F., and it may be reasonably expected that, on a production of 
25,000 lb. in the same furnace, the ideal condition may be closely 
approached of baving the outer shell at a temperature little, if any, 
exceeding the temperature of the surrounding air. 

It will be noticed that the two pairs of electrodes are placed at 
right angles to one another. Usually the passage of the current is 
directly across, but arrangements can be made to connect adjacent 
electrodes in the same phase; the value of this is that, should 
internal piers or obstructions be formed in the furnace, they can 
very easily be burned away by altering the passage of the current 
without the necessity of prodding the mass and disfurbing the 
interior brickwork. As a result of this arrangement, it is found 
that, after severa] months’ run, it is unnecessary to effect more than 
slight repairs to the brickwork, as there has been nothing in the 
steady running to displace the furnace lining. 

Mr. Taylor obtains his current from water-driven plant, giving 
about 400 н.р. to two-phase alternators, which convey about 4,000 
amperes of current at 60 volts to the furnaces. Each composite 
electrode in the furnace is composed of 25 carbons, each 4 in. x 4 in. 
x 48 in., making a complete electrode 20 in. square and 48 in. 
long ; at the centre of the furnace they are about 12 in. apart. The 
covering of these ends by broken carbons breaks up and diffuses 
the current which, instead of forming one or two arcs, is broken up 
into a multitude of little ones, these disappearing as the furnace 
heats up. The action moderates the intensity of the heat and 
entirely stops the hissing of the current. 

The market for carbon bisulphide is at present a limited one, and 
Mr. Taylor cannot sell all that he could possibly make with his 
furnace, so that no larger furnaces than those in use would be 
justified under the present conditions; but the results obtained with 
this apparatus are so good that were the market for carbon bisul- 

hide as large and regular as the market for pig-iron, the size of the 

ture furnace need only be limited by the market for the goods 
and the amount of electricity available. There seems no reason 
why any smelting operation should not be carried out in such a 
furnace 


The heat carried off by the waste gases is taken care of by the 
annular construction surrounding the central stack, and the same 
means of automatically regulating curreut either by the rate of 
flow of incoming material or by the supply of broken carbon to the 
electrodes might be applied to any such process. It would be a 
comparatively simple matter to make provision in the furnace to 
tap the slag or metal, either periodically or continuously, and the 
availability of electricity for such a purpose would be only depen- 
dent upon sufficiently cheap water or other power and economical 
conditions of labour. Mr. Taylor's furnaces prove that electric 
furnaces of this size are simple to manage, capable of giving con- 


` tinuous operation, and high efficiency of working, and when com- 


pared with the high capital cost required for the construction of 
blaat furnaces it will be seen that considerable vigour should be put 
into an attempt to substitute electricity for the comparatively waste- 
ful method of heating raw material by means of external sources of 
heat. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


AUSTRALIAN COMMONWEALTH 


(Includes Victoria, New South Wales, Queensland, West 
Australia, South Australia and Tasmania). 


The Australian Tariff is divided into two sections—the General 
Tariff and the British Preferential Tariff. The British Preferential 
Tariff is applicable only to goods manufactured in tbe United 
Kingdom, the qualification for such goods being that at least 25 per 
cent. of the value must be produced by British labour. The rates 
given are those under the British Preferential Tariff where 
preferential rates exist. In order to secure entry under these 
preferential rates goods must be accompanied by a certificate written, 
printed or stamped on the back of the invoice, and the following 
form has been decided upon for such certificates :— 


I, 1 ш) of the articles included їп this 


invoice, have the means of knowing, and do hereby certify that 
the said invoice from myself to | and 
amounting to is true and correct ; 
and that all the articles included in the said invoice are bona fide 
the produce or the manufacture of the United Kingdom, and that a 
substantial portion of the labour of that country has entered into 
the production of every manufactured article included in the said 
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invoice to the extent in each article af not less than one-fourth of 


the value of every such article in its ent condition ready for 
export to the Commonwealth of Australia. 


Witness e 
Dated at , this day of 190 . 
С When this certificate is signed by some person on behalf of a 
manufacturer or supplier, such person must state that he is duly 
authorised to do so, and it is essential that his signature should be 
witnessed. 

The gross weight should be marked on packages and stated on 
invoices, and as far as practicable, the separate value of each 
package should be indicated. Where various descriptions of 
merchandise are packed together, a list of contente of each package 
should be furnished. As merchants’ invoices have to be produced 
to the Customs officials, when entry is passed, it is important that 
invoices and bills of lading should be posted promptly. s. 5 

Ad. val. 

Miner's safety lampe... 

Motive - power machinery and appliances (except electric): 

Flue-heated economisers, mechanical stokers, steam 


traps, steam turbines, superheaters, water purifiers free 
High-speed reciprocating steam engines for direct 

coupling or directly coupled to electric generators 

or to pumps, subject to Departmental by-laws ... free 
Other PS ius "s Ss 20 95 


Locomotives, traction and portable engines, steam road 
rollers, including scarifier attachments Sis - 
Chain blocks and travelling blocks, pneumatic elevators 
and conveyors, rotary blowers for smelting, and 
turbo blowers, telphers, apparatus for liquefaction 


of gases, patent portable hoists for underground use free 
Log band saws with band wheels, 5 ft. and over in 
diameter us is i 225 .. free 
Machinery not separately mentioned in the tariff .. 20 % 
Rotary and percussive rock drills and coal - cutting 
machines fs Hs isi T "E .. free 
Rock- boring machines not elsewhere mentioned .. 20% 
Electrical machines, appliances, and parts thereof :— 
Dynamo-electric machines up to the capacity of 
200 H. P.; static transformers and induction coils for 
all purposes; electric fans di en si p? 
Dynamo-electric machines over the capacity of 
200 н.р, ... T" T i ба E .. 124% 
Regulating, starting and controlling apparatus for all 
electrical purposes, including distributing boards 
and switchboards, except telephone switchboards... 20 ©, 
Electric fittings consisting wholly or partly of metal, 
viz. :— Switches, fuses, and lightning arresters free 
Electric heating and cooking appliances oe . 10% 
Electric fittings not containing metal to be dutiable 
according to material. 
Generators for direct coupling to steam turbines free 
Electrical and gas appliances, viz.:— . 
(a) Electroliers; gasoliers; chandeliers; pendants; 
brackets; zinc tubing ... Wad sik sa m uM S 
(b) Gas meters Ak T s ET free 
(с) Telephones, telephone switchboards and appli- 
ances sus е 908 ii а jin ... free 
(d) N. E. JI. з гиз Met p 10 9$ 
Electrical articles and materials,,viz. :— 
Accumulators or storage batteries; arc lamps; arc 
lamp carbons; cable and wire (covered); carbon 
in blocks of 12 sq. in. and over, electric vacuum 
tubes: measuring and recording instruments; pre- 
pared insulating tape ... a - бе ... free 
Rails, tish plates, fish bolts, tie plates and rode, 
switches, points, crossings and intersections for 
railways and tramways з гы; p .. 10% 
Rolled iron or steel beams, channels, joists, girders, 
columns, trough and bridge iron and steel, not 
drilled or further manufactured T ix 124% 
Anodes, cathodes and hooks for plating purposes free 
Copper wire ... jus T TX amas T free 
Steel wheels of over 30 іп. diameter in the tread, for 
tracks and wagons АЗ - a free 
Wire not separately mentioned : ET M ... free 
Glass cells for primary and secondary electric batteries free 
Leather, rubber and composition belting and green hide 
for belt ing and other purposes 20 


Articles imported by the Commonwealth; scientific instruments 
and apparatus imported by and for use in Universities, colleges, 
schools, or public institutions; machinery for use in Universities 
or public educational institutions, free. 

The value on which «d valorem duty is levied is the fair market 
value of the goods in the principal markets of the country whence 
the same were exported, in the usual and ordinary commercial 
acceptation of the term, free on board at the port of export in such 
country, with a further addition of 10 per cent. on such market 
value. The frec on board value is to include cost of labour and 
materiale used for packing, and all cost of conveying the goods from 
the place of sale and placing them on board the exporting ship. 


LE ͤͤ— a 


East Cowes Electric Lighting.— The I. D.C. has 
requested the Water Committce to consider the advisability of 
netalling an electrical plant at the waterworks. 
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NEW PATENTS APPLIED FOR, 1908. 


e aly fou this journal by MUN оок n Co., оне Patent 
о born London G., an verpoo AD Bradt 
to whom all inquiries be addressed. om 


96,420. ''Improved detachably terminal for high and low-tension wires on 
motor vehicles," L. Krmsy. December Tth. 


96,430. . Generator-motor or an electrical speed-reducing (or increasing) and 
reversing gear especially applicable to turbines used for marine propulsion." 
J. LroocHe. December "ith. 

8. G. Wu cox. 


26,441. ‘* Trolley guards.“ December 7th. 

96,449. “ Improvements in hot-wire electric current measuring instruments.” 
HARTMANN & BRAUN Acr.-G RS. (Date applied for under Seo. 91 of the Act, 
Mareh 6th, 1908, being date of application in Germany.) December 7th. (Com- 
plete.) 

96,450. * Improvements in hot-wire eleotric current measuring instruments.“ 
HARTMANN & BRavN Acr.-GEs. (Date applied for under Вес. 91 of the Act, 


March 6th, 1908, being date of application in Germany.) December 7th, 
(Complete.) 


26.453. Method of emergency or secondary lighting for use in connection 
with electrical lighting installations.” H. HALE. mber 7th. 

96,417. "Improvements in the mode of and means for purifying oily or greasy 
waters or steam and other tluids or liquids by electricity." E. PERRETT an 
R. B. Perretr. December "th. 

20. 485. Improvements in and relating to trolley wire suspenders.” J. 
Mayer. (Date applied for under Вес. 91 of the Act, December 91st, 1907, being 
date of application in United States.) December 7th. (Complete.) 

26,602. “ Improvements in electric shutter indicators." H. WAXDREY. 
(Date applied for under Bec. 91 of the Act, December 7th 1907, being date of 
application in Germany. December th. (Complete.) 

96,507. Improved means for conducting current to or from continuous. 


current electrical machines.“ J, A. JoHNSON and C. A. WALLEEX. December. 
8th. (Complete.) 
26,338. “Improvements on circuit-breaker action." С. A. WiL» and H. 


LisTER. December 8th. 


26,555. ‘* Improvements relating to transformers for operating vapour elec- 
trio devices." F. CoNRAD. (Date applied for under Sec. 91 of the Act, 


January 1011, 1908, being date df application in United States.) December 8th. 
(Complete.) 


96,572. ** Improvements relating to electric lighting installations where high. 
voltage currents аге transformed.“ L. G. WALKER. December 8th. 


96,558, ‘Improvements in apparatus for méasuring electro-magnetic wave 
lengths."  MangcoNr's WrreLeéss TELeGRarH Co., Lro., and Н. J. Rorxp. 
December 8th, i 


26,592. Portable heat-resisting electric lamp protector specially adapted for 
bakery ovens and other chambers of high temperatures." C. R. ELLINGER. 
December 8th. 


26,020. '' Automatic switching devices for flash advertising.“ 
December sth. 


26.680. Rotary switch for turning on or off an electric light and the like." 
O. BAKER. December 9th. 


26,065. ** Improved method of driving & centrifugal pump blower or the like 
by means of a rotating fleld electric motor in such а manner that no glands or 
stuiting boxes are required." Sik H. Norman and T. B. Reaper. Decem- 
ber 9th. | 

26,666. “Electrical converter for converting direct current to alternating 
current or vice versi, and for transforming the voltage as required." Sir H. 
Nornan and T. B. Reaver. December th. 

20,674. Improved means of charging several batteries in parallel, and 


also for regulating the voltage on clectric feeders.” W. A. SrEvENs. Decem. 
ber 9th. à 


L. K. Јов. 


25. 667. New or improved current limit indicator.“ T. H, THURBURN. 
December 9th. 

26,709. Improvements in and relating to current ccllectors suitable for 
electrically-propelled vehicles.“ 8. 2. рь FRHAN TI. December 9th, 
( Complete.) 

25,752. Improvements in electric lampholders," W. FENNELL and W. P. 
Perky. December 10th. 

26,796. “ Improvements in mechanical connectors for electric cables.” J. 


BrnuaTTON and E. A. ChakeMoni. December 10th. (Complete) 

26,803. " Improvements in and relating to electrical condensers.” М, 
Mrtrowsky, (Date applied for under Sec. 91 of the Act, May 1sth, 1908, 
being date of application in Germany.) December 100. (Complete.) 


26,522. '" Improvements in or connected with electrically heated geysers.” 
H. J. READ. December 10th. 


20,825. * Improvements relating to the production of coherent conductors 
of refractory material suitable for incandescent electric lamps and other 
purposes," — Bririst Titomson-Houston Co., LTD., and J. Gray. December 
10th. 

26,832. “Improvements in instruments for detecting electric oscillations.” 
J. A. FLEMING. December 10th. 

26,836. " Improvements in electric traction contact boxes." T. H. BLACK. 


(Application for Patent of Addition to No. 10, 686/107.) December 10th. 


26.814. " Improvements in and relating to electrical conductors.” K. 
Bucnver. December 10th. 
20,0602. “Improvements relating to devices for steadying the load on 


connected generating plants," 
Lav. December 10th. 


26,857. ''Con.bined telephone and clectric light or other equipment for use 
in connection with diving apparatus." R. H. Davis, E. A. Grana and A. W. 
Vox. December 10th, 

26,881. “Improvements in or connected with mechanisms for operating and 
controlling the movements of members, particularly adapted for use in the 
construction Of electric switch mechanism.” Тик ELEC гас CONTROL, LTD., 
C. MacxiLLsN and G. ҖАттЕХх ну, December llth. 


E. Jacos and Тнк Tubon AccUMULATUR Co., 


26,4. © Improvements relating to electric ignition apparatus for internal 
combustion engines.“ A. W. Binp and THoatson-Bennerr, Lto. Decem- 
ber llth. 


26,315. "Improved keyboard transmitter for printing telegraph systems. 
D. Muvnurav. December llth. 


26,016. “Improved tape transmitter for multiplex telegraph systems." 
D. Mrrnay. December lith. 


96,17. “Improved synchronising arrangements for a multiplex printing 
telegraph." D. Murray. December llth. 


26,018, ‘Improved printer for a multiplex printing telegraph system.” D. 
Murrav, December lith, 


26,020, „ lnprovements in or relating to cluster lampholders for electrio 
incandescent lights.’ J. Sav А Co., LIU., and II. C. WULAT. December 1th. 


20.951. “Improvements in point and switch indicators for railways.“ G. 
Wott s BUBER and F. Нолїт/Ен. December llth. 


2,963, “Improvements in or relating to electrically-operated brushes for 
horses and other animals.“ Е. P. Hearn. December lich. 


26,9607. “New or improved time relay for electric ourrents.“ 
R. Jirul HR. December 12th... (Complete.) 


2,973. Improvements in electrical contacts.“ G. Ноокнлм, December 12th. 


D. Tin and 


25,084, “Improvements relating to dynamo-electric machines.“ J. Р. HALL 
and G. A. RornknrsoN. December 12th, 
97,020. “ Improvements in or relating to magnetic separators.” F. PowELL. 


December 12th. 
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